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WARNING 


Every effort has been made to ensure that the information contained in this Guide is correct. 
However, it will be clearly understood that this book is intended as a guide only, that the infor- 
mation cannot be Guaranteed correct and that final responsibility must (as always) rest with 
the Shipmaster. 


At certain ports, itenis of navigational routeings and aids have been included as a means of 
general guidance only. Shipmasters should have in mind that full and due reference MUST ALWAYS 
be made to corrected charts of the area, to the appropriate Notices to Mariners, and all or any other 
navigational notices, warnings or amendments issued by proper Authorities and/or navigational aid 
services, and that full reliance should only be given to such notices. 


The sketch maps are included for general interest and must not be used for navigational 
purposes. 


The entire contents of the Guide to Port Entry as issued are the copyright of the publishers, namely Shipping Guides Limited. 
Any person wishing to make use of this Guide must first seek prior permission in writing from Shipping Guides Ltd. Pro- 
ceedings will be taken against any person reproducing or copying any part of the contents of the Guide without permission. 


© Shipping Guides Limited, 1975. 


Printed in Great Britain by 
Billing & Sons Limited, Guildford and London 
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FOREWORD 


Shipmasters, Shipowners or Managers, Port Authorities, Administrators and Agents, are 
earnestly requested to assist our work in up-dating the Guide by providing written comment, 
information, amendments or corrections, plus additional details of any ports or terminals, to the 
following address: 


SHIPPING GUIDES (SERVICES) LIMITED, 
17 HIGH STREET, 

REIGATE, 

SURREY, 

ENGLAND. 


All communications will be acknowledged and will be most useful, since it is only by this 
means that the Guide will remain of great value to the user and will be up to date and thoroughly 
professional in content. 

For assistance and guidance in the submission of information, a reprint of the items 
presently covered by the Guide is placed here under. Additional items will also be most welcome. 

N.B. PLANS, DIAGRAMS, DRAWINGS AND SKETCHES: As you will note, this 
1975/76 edition of ‘‘Guide to Port Entry" contains some hundreds of port plans and diagrams 
that have been reproduced from plans and drawings very kindly sent to us by numerous Port 
Authorities, Agents and shipboard personnel. We hope that the special plan section in this 
volume will prove interesting and useful. 

Presently however, this special plan section is to an extent incomplete, since there are 
many ports and mooring facilities for which we have not yet received the necessary plans for 
reproduction purposes. We are anxious to secure plans, diagrams, drawings or sketches of 
ports and facilities not presently shown in our special plan section, and therefore request that 
Port Authorities and/or Agents at the places concerned be kind enough to pass us this data 
together with the necessary permission for reproduction. We would also be very grateful if 
ship's officers calling at ports not already covered in our special plan section, could find it 
possible to provide us with diagrams or sketches of the facilities which would be suitable for 
reproduction in our later editions and/or which might be re-drawn as required by our own art 
department prior to reproduction. 


PORT INFORMATION KINDLY REQUESTED 


PORT LIMITS: The seaward boundaries of the port within which a vessel is considered to 
be an “arrived ship’’ and (subject to Charter-Party Terms) laytime will commence. 


DOCUMENTS: The matter of documentation is one of the most important items to be 
included in the Guide, and we would like to be sure that ALL requirements are included in order 
that Masters will be in a position to prepare all necessary documentation before arrival and thus 
ensure speedy clearance. (E.g. Number of Crew Lists, Passenger Lists, Customs, Documents, 
Health Documents, Manifests, Bills of Lading, Ship's Papers, Ship's Certificates, etc., etc.) 


PILOT AGE: Manner in which vessel approaching the port applies for a Pilot. Thatis, telegraphic 
address of Pilot Station, amount of advance notice of ETA required, and VHF channel or 
frequency to be used when contacting Pilot Boat or Pilot Station. If possible, a description of 
Pilot Boat; particular light or sound signals to be made by vessels requiring a Pilot; the exact 
area where the Pilot Boat is located or where the Pilot has to be taken on board and also any 
alternative area in the event of bad weather and Pilot Boat not in usual station; details of any 
specific requirements on the part of Pilots with respect to boarding and safety measures; 
location of anchorage for vessel awaiting a Pilot. 


ANCHORAGES: Boundaries, areas and depths of safe anchorages. 


RESTRICTIONS: Details of any restrictions imposed upon entry, for example at night time, 
or in accordance with state of tide and draft restriction. 


MAX. SIZE: Maximum permissible length, breadth, and draft for any vessel entering the 
port or for oil-carriers proceeding to installations outside the main port area, also state of tide 
governing these dimensions. 
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HEALTH: Pratique procedure and action necessary to obtain pratique. Also action necessary 
in the event of any suspected disease or fever on board. Also when pratique is automatic, for 
example vessels entering after calling at another port in the same country. 


RADIO: Name and call sign of radio station through which it is best for a vessel to route ETA 
cables to Agent, Receivers, etc. 


VHF: Fullest possible data concerning VHF Radio communication facilities in operation 
at the port including advices required from vessels approaching the port, arriving at the port, 
when manoeuvring within the port area, and when sailing. Details of standard communication 
procedures and numbers of Channels used in calling, further communication and safety, as 
may be applicable with respect to Pilotage, Tugs, Port Authority, Quarantine or other craft or 
shore-stations. 


RADAR: Details of existing Port Radar Service, also if the Master may contact the Radar 
Service by means of ship's radio or by VHF, and the Channel number or frequency to be used. 


TUGS: Position where tugs normally join the vessel. Also whether usual for ships’ lines or 
tug's lines to be used, and if optional, the usual charge for use of tug’s lines. 


BERTHING: Details of available berths, including length of quay, maximum permissible 
ship-draft at Low Water (indicating whether Salt or Fresh Water), whether load/discharge is by 
shore equipment or by ship's own gear, and other relevant data, together with advice of cargoes 
handled at respective berths. 


CRANES: Fullest possible information concerning type, working loads and numbers of 
shore-cranes available at respective berths for cargo handling. Details of heavy-lift cranes 
ashore or afloat, with lifting capacities. It is also helpful to know at which ports, or berths 
within a port, that cranes are not available and a vessel is required to use her own gear. 


BULK CARGO FACILITIES: Details of berths and cargoes handled, length of quay, maximum 
permissible draft (indicating Salt or Fresh) at Low Water, berth equipment, maximum height 
of discharging-gear above High Water Level, and maximum Loading/Discharge rates. Cargoes 
intended to be covered by this heading are, Grain, Ores, Coal, Fertilisers, Sulphurs, Copra, etc. 


SPECIALISED CARGO-HANDLING FACILITIES: Details of berths, specially equipped 
for handling containers, or roll-on/roll-off traffic; berths handling liquid chemicals or LPG 
carriers. Please note that it is also useful to know if the port does not have any of these facilities. 


BRIDGES: Details of any particular arrival times required in order to pass through particular 
bridges, and maximum clearances, that is height of bridge to waterline. 


STEVEDORES: Any particular ETA advices required in order to arrange gangs. Details of 
main commodities and average load or discharge rates. 


MEDICAL: Whether necessary for Agents to receive advance notice of required medical 
attention and the amount of notice required; also if hospital facilities available; also any other 
relevant medical information such as particular inoculations required, vaccination/fever certifi- 
cates, etc. 


TANKERS: Diameter of load/discharge lines in order that Masters may know whether or not 
it is necessary to fit reducing pieces before arrival; slop (residue) discharge facilities, and 
S.G. and A.P.I. of local types of oil (loading ports only). Number of tanker berths and maximum 
permitted drafts at these berths. Average load/discharge rates. 


DENSITY: (SALINITY): Average salinity of water in the port. 


FRESH WATER: Availability, method of delivery, rate of delivery and approximate cost per 
ton. 


FUEL: Grades (viscosities) available, amount of advance notice required, and method of 
delivery. . 


FIRE PRECAUTIONS: Any specific precautions particularly respecting tankers (that is, 
other than usual non-smoking precautions, etc.). 


CONSULS: Names of countries having Consuls at the port. 


REPAIRS: Whether all types of deck and engine repairs are possible, and if not then what 
types of repairs are able to be carried out. 


DRY DOCKS: Dimensions of largest dry dock and also the number of smaller docks. 


SURVEYORS: Advice of which Classification Societies are represented at the port, or at 
nearby ports, e.g. Lloyds, A.B.S., N.V., etc. 


GANGWAY/DECK WATCHMEN: Whether service of watchmen necessary or to be 
recommended and if so, the cost of watchmen. 


HATCHES: Whether opening/closing is normally carried out by crew or stevedores. 


CUSTOMS ALLOWANCES: (Tobacco/Wine, Spirits). Quantity permitted for each crew 
member to be held out of Bond. 


CARGO GEAR: Whether load/discharge effected by shore gear or by ship's gear, and details 
of any special cargo equipment, e.g. heavy lift cranes, etc. 


REPATRIATION: If facilities exist for effecting crew changes and arranging any necessary 
repatriation. 


AIRPORT: Distance from airport and whether airport is served by regular airlines; otherwise 
number of flights per day or week. 


TIME: Local time in relation to GMT and dates/details of any alterations made to clocks during 
the year. 


HOLIDAYS: Dates and details of official holidays and advice whether or not cargo work can 
be arranged on those days. 


POLICE/AMBULANCE/FIRE: Telephone numbers of these three services, that is, the 
nearest departments. 


TELEPHONES: Whether arrangements exist for placing telephones on board and if so the 
approximate cost for this connection. 


SERVICES: Details of any special services available, e.g. tank-cleaning equipment, facilities 
for discharge of tank-washings, compass adjusting, etc., etc. 


SHORE LEAVE: Whether crew members are allowed ashore or not. 


IDENTIFICATION CARDS: Whether shore passes issued or whether seaman's book is 
sufficient. 


REGULATIONS: Any particular or unusual! regulations for the port. 
DELAYS: What delays in berthing, load or discharge or bunkering can normally be expected. 


DEVELOPMENTS: Details of expected draft increases, new installations, berths, etc., 
expected in the foreseeable future together with expected dates of completion. 


SHIP’S OFFICERS REPORTS: Information is earnestly sought from Ship Masters and 
other serving officers giving corrections, amendments and additions to existing information, 
together with their professional advices or comment upon recommended or required procedures 
for entering or sailing port, including advice of their experience of the port either generally or 
specifically. Useful items of experience and suggestions of other Ship Masters are of great 
value, and will be printed under a special heading. 


GENERAL: Any other information that you feel may be of value to the Ship Master that is not 
already covered by the previous questions. 


AUTHORITY: Name, address, and other details of local Port Authority. 


AGENT: At the foot of many of the ports in this Guide we have an additional heading entitled 
“Agent’’. The purpose of including this item has been to provide Shipowners, Managers, and 
Operators with prompt access to the name, address, telephone, telex numbers, and cable 
addresses, etc., of an experienced Agent at the port concerned. 


Of course, it will be understood that the Agents named in the Guide are not necessarily the 
only Agent at that port; however, demands on available space preclude the inclusion of other 
reputable Agency companies and we trust that other such companies will understand and 
appreciate the position. We have been obliged therefore to include details of one Agency 
company only, but by doing so we hope to have provided a further service to the user of the 
Guide. 


ROBERT W. PEDLOW, Edifor, 
Shipping Guides Ltd. 
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ACKNOWLEDGEMENT 


In 1971 we produced and published the first edition of ‘Guide to Port Entry”. The “Guide” was 
then some 590 pages in extent and was the result of four years work in obtaining the necessary 
information, checking and cross-checking, editing, compiling and up-dating. 


Although ex-seafarers ourselves, at that time we were not certain how the ‘Guide’ would 
be received either by shipboard personnel or by Owners and Brokers, and we were therefore 
subsequently much encouraged when the first edition proved to be so successful. 


In 1973 we published our second edition. At that time the ‘‘Guide"’ was 706 pages in extent, 
having been completely revised and up-dated, and the edition contained much additional 
information, details of a greater number of ports and also included our first port and harbour 
plans. 


The second edition proved to be even more successful than the first. Such success was 
due mainly to the remarkable assistance and co-operation given to us by Port Authorities 
throughout the world, and also Agents and Ship Masters. 


Since March 1973 we have again made every effort to completely revise, up-date and add 
to our existing information with the result that this third edition of ‘Guide to Port Entry” is 
about 1,500 pages in extent, and includes a separate section at the back of the book giving 
reproductions of very many port, harbour, berth and mooring plans. 


Publication of this third edition would once again have been quite impossible but for the 
very considerable assistance that we have been so fortunate to receive from Port Authorities, 
Agents and serving seafarers. Many Shipowners have also been kind enough to keep us informed 
of up-to-date information as received by them, and in so doing have enabled us to extend and 
improve upon our existing information. 


We are well aware that there always remains room for improvement, and as such, we are 
constantly seeking to establish the existence of any changes to our published information, to 
introduce new and worthwhile items of information that will be of value to our readers, and 
thereby to improve the standard of our work. In this respect therefore, we do hope that you 
will advise us of any criticisms you have concerning this production together with any ideas 
you may have concerning it’s possible improvement. Your advice of any alterations, additions, 
or amendments to the information given in this edition, would be extremely welcome. 


With regard to the section containing plans, our intention is to extend the range of this data, 
and for this reason we would very much appreciate receipt of additional plans or diagrams, 
and also advice of any necessary changes to those plans already appearing. Mooring plans 
from serving ship's officers would be particularly welcome, as only by these means are we able 
to ensure that the future volumes will be of practical value to the professional seafarer. All 
plans and diagrams so received would be re-drawn by our own artists prior to inclusion in later 
editions, and therefore plans sent to us need only be of an artistically simple nature. 


To all those Port Authorities, Agents, seafarers and others who have been so kind in giving 
us their interest, co-operation and support, we again wish to express our sincere thanks. 


Reigate 1975. COLIN PIELOW 
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Albania 


DURRES: 41.19 N. 19.28 E. 


DOCUMENTS: Completed on arrival. 

RESTRICTIONS: Vessels arriving from ports in Yugoslavia, 
Italy and Greece must give notice of arrival 48 hours in advance. 
Vessels arriving from ports in other countries must give notice of 
arrival 5 days in advance. Notice of arrival is sent by radio to Adetare 
Durres with following information: Vessel's name and flag; name of 
last port; draft on arrival; cargo description and distribution; par- 
ticulars of vessel's tonnage and length. 

PILOTAGE: Compulsory. Arriving vessels should anchor and 
await pilot in position 41° 15’ 08” N, 19° 26’ E. Pilot available in day- 
light hours only. Entrance is through buoyed channel, depth 33 ft. 
MAX. SIZE: Controlled by berth depth. Maximum draft 28 ft. 6 in. 
HEALTH: Free pratique given when Pilot boards provided vessel's 
health declaration is satisfactory. 

RADIO: Vessels should maintain regular contact with Durres Radio 
up until time of entry into Albanian territorial waters, which extend 
10 miles off shore. 

TUGS: Port Authority supplies tugs for mooring and unmooring on 
Pilot's recommendations. 

BERTHING: General cargo wharf no. 5 permitted draft 28 ft. 6 in. 
All other berths, permitted draft 21 ft. 6 in. 

MEDICAL: Doctor and hospital facilities available. 

TANKERS: One oil berth, at the East Mole, depth 23 ft. Tank clean- 
ing facilities available. 

FRESH WATER: Available ex wharf at all berths. 

FUEL: Limited quantity available for emergency only. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
IDENTIFICATION CARDS: Shore passes issued by local police. 
REPAIRS: State shipyard can effect limited hull and engine 
repairs. 

AIRPORT: Rinas airport, distance 35 km. 

TIME: GMT plus 1 hour. 

HOLIDAYS: New Year (January 1st and 2nd); Proclamation of the 
Republic (January 11th); Labour Day (May 1st); October Revolution 
(November 7th); Independence Day (November 28th); Liberation Day 
(November 29th). No work performed on Sundays and holidays. 
SHORE LEAVE: Crew may use seamen's club in port area. 
AUTHORITY: Drejtorija e Portit Durres, Cables: ‘“Drejtport 
Durres.” Tel. 295, 408 and 313. 


AGENT: Agensija Detare Durres, Cables “Adetare Durres.” Tel. 
233. 


SARANDE: 39.52 N. 20.02 E. 


DOCUMENTS-RESTRICTIONS: Refer to Durres.” 
PILOTAGE: Compulsory. On arrival vessels should anchor and 
wait for Pilot in position 39° 51’ 50” N, and 20° 10’ 10” E. Pilot avail- 
able only during daylight hours. 

BERTHING: Larger vessels work cargo at anchor only. Ship’s 
gear used. 

HEALTH: Free pratique given when Pilot boards provided vessel's 
health declaration is satisfactory. 

RADIO: Durres Radio. 

FRESH WATER: Not available. 

FUEL: Not available. 

GENERAL: See “Durres” for General Information. 


AUTHORITY, AGENT: See “Durres”. 


SHENGJIN: 41.49 N. 19.35 E. 


DOCUMENTS, RESTRICTIONS: Refer to “Durres”. 
PILOTAGE: Compulsory. On arrival vessels should anchor and 
await Pilot in position 41° 48’ N, 19° 35’ E. Pilot available only during 
daylight hours. 

MAX. SIZE: Draft 18 ft. 

HEALTH: Free pratique given when Pilot boards provided vessel's 
health declaration is satisfactory. 

RADIO: Durres Radio. 

TUGS: One small tug available. 

BERTHING: Two piers in harbour, one of which is used for larger 
vessels, 

FRESHWATER: Limited supply by barge. 

FUEL: Not available. 

GENERAL: See “Durres" for general information. 


AUTHORITY, AGENT: See “Durres”. 


Algeria 


ALGIERS: 36.50 N. 03.00 E. (See Plan) 


DOCUMENTS: 
1 Cargo Manifest required for all cargo including that in transit 
for non-Algerian ports. 
8 Crew Lists. 
1 Crew and Passenger Personal Effects List. 
1 Stores List. 
1 Currency Manifest. 


ALGERIA 


1 List of arms, ammunitions or Military Stores (or “Nil” Declara- 

tion). 

1 Private Bond and Beer List. 

1 Declaration of Health. 

Immigration officials may require to inspect all discharge books 
or passports. Customs regulations are strictly interpreted. Care 
should be taken to ensure that all ships' papers are perfectly in order. 
Vessels arriving with incomplete or inaccurate documentations have 
been subjected to severe delays and penalties. 

PILOTAGE: Is compulsory. Available day or night. Pilot boards 
vessel about $ mile from end of Wattier jetty. Pilot boat is black with 
insignia of 2 white anchors. 

ANCHORAGE: Algiers Bay is crescent-shaped with Cape Caxine 
on the west and Cape Matifon on the east. Depth 25-30 m. Bottom is 
good holding ground, and vesseis are sheltered from west and 
north-west. 

RESTRICTIONS: None if Port Authority is advised by Radio 
Algiers or by Agent. 

MAX. SIZE: Vessels of 25,000 tons proceed normally. Length not 
restricted; maximum draft 38 ft. 

HEALTH: Health Officer boards vessel on arrival. 

RADIO: Algiers Radio, operates continuously. 

TUGS: Three available of 600 to 800 h.p. and also one of 1,000 h.p. 
for towing in harbour; two larger available for open sea, 1,500-1,300 


h.p. 

BERTHING: 54 berths available, total distance of 9,519 m. plus 2 
berths of 250 m. each for tankers. All general cargo berths have 
cranes with lift of 3-6 tons. 

STEVEDORES: Available. 

MEDICAL: All assistance available. 

TANKERS: Quay de Lorient: 2 berths, with depth alongside 11-50 
m. Deballasting facilities available. 

DENSITY: Salt water. 

FRESH WATER: Delivered by pipeline to quay, or by water barges. 
FUEL: Deliveries by pipeline on most quays or by barge. Big ships 
are supplied by barge in the roads. 

FIRE PRECAUTIONS: A special notice with instructions is 
delivered to tankers. Fire station established within port area. 
GANGWAY/DECK WATCHMEN: Service by three experienced 
companies arranged by Agent. 

OPENING/CLOSING HATCHES: Normally opened by crew, or 
by port workers. 

IDENTIFICATION CARDS: Not required. 

CONSULS: All principal countries are represented in Algeria. 
REPAIRS: All repairs available. Two floating cranes, 1x 120 tons, 
1x 50 tons. 

DRY DOCKS: Two: one of 136 m. long, 18-50 m. width, and 8 m. 
deep. The second of 74:30 m. long, 15:50 m. width and 5 m. deep. 
REPATRIATION: Frequent departures for Europe by boat or 
plane. 

AIRPORT: Maison-Blanche at a distance of 20 km. from Algiers; 
several flights daily. 

TIME: GMT. 

HOLIDAYS: ist January; 5th July; 1st November; plus religious 
holidays - Aid Seghir; Aid Kebir; New Year's Day (Egira); Achoura, 
and Mouloud. 

POLICE/AMBULANCE/FIRE: Police 63.01.61; Fire Brigade Ser- 
vice 63.71.22. 

SHORE LEAVE: Allowed. 

AUTHORITY: Capitainerie du Port, Quay d'Auray — Tel. 63.01.61. 


ANNABA: 36.58 N. 07.47 E. 


DOCUMENTS: Refer to Algiers. 

PILOTAGE: Compulsory when entering, leaving or shifting in har- 
bour, vessels arriving during night and wishing to enter the basin 
must anchor at 2 nautical miles to East of Southern Lighthouse at 
main entrance (red occulting light) on steady sand bottom of 65 to 
100 ft. depth. 

ANCHORAGE: Quite good anchorage well protected against West 
or North winds at about 3 nautical miles to North of harbour with 
depths of 40 to 60 ft. on rocky and sandy steady bottom. 

MAX: SIZE: Length 656 ft. draft 33 ft., breadth no restriction. 
RADIO: Cable agents giving ETA or to Harbour Master by cable or 
radio telephone via Annaba Radio Station which is permanently 
watching on 2182 kc. 

Laer Harbour Master's Office can be contacted on Channels 16 
and 14, 

TUGS: Two tugs available each of 700 h.p. both fitted with radio 
telephone and two fire appliances. 

BRIDGES: No bridges or power cables crossing port area. 
STEVEDORES: Available. Working hours (whole days), normal 
hours: 0700/1020-1400/1720. Shifts: 0630/1230-1300/1900-2000/0200. 
Working night and holidays, overtime 50%. 

BERTHING: Harbour is open to merchant navigation every day 
from 0500 to 2200. In case of necessity vessel will be handled at any 
time. 

TANKERS: Two tanker berths in outer port, entrance 43 ft. The 
first at Lyon's Jetty consists of two dolphins 180 ft. apart. Second at 
South Jetty consists of two dolphins 180 ft. apart. 8 in. and 10 in. 
pipelines supply the oil installation. 

FRESH WATER: Plentiful supply of water alongside wharves at a 
rate of 8 to 14 tons per hour. 

FUEL: Bunkering available. No coal, 

GANGWAY/DECK WATCHMEN: Performed by ship's crew. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


OPENING/CLOSING HATCHES: Performed by Stevedores. 
CARGO GEAR: Cranes: 18 electric or diesel shore cranes with 
lifting capacities from 3 to 6 tons; 1 electric shore sheers of 110 tons 
and 1 diesel-electric sheers hulk of 80 tons. 

IDENTIFICATION CARDS: Required. 

SHORE LEAVE: Allowed. 

REPAIRS: One graving dock fitted with two rolling cradles on slip- 
ways, lifting capacity 100 and 200 tons. Divers and frogmen available. 
GENERAL: Prevailing winds generally of North-west and West. 
Storms from these directions are blocked by mountains which lie 
behind harbour. Harbour is only exposed to storms from East and 
North-east which are very rare. There is practically no swell or surf 
into harbour. Tidal variation about 1 ft. and water level ranges about 
31 in. dependent on season. Low waters from February to June and 
high waters from June to February. 

AUTHORITY: Directeur du Port, Port Autonome de Annaba. 


ARZEW: 35.50 N. 0.16 W. 


DOCUMENTS: Refer to Algiers. 

APPROACHES: There are numerous good navigational aids vis- 
ible from seawards to vessels approaching Arzew Bay. The oil 
storage tanks are visible for a considerable distance seawards, and 
the methane gas flare in the South-west corner of the bay is clearly 
visible at night. In addition to Isle de Arzew lighthouse, the mooring 
buoys are fitted with red winker lights, visible one mile, but too much 
reliance must not be placed on these last lights. The pillar buoys on 
the berths are fitted with blue winker lights. All these buoys form a 
good radar target and are clearly visible over 5 miles on radar screen. 
PILOTAGE: Pilotage is compulsory. A Pilot from the pilotage 
station of Oran/Arzew will board vessels and assist Master to berth. 

Communications from tankers will be via the international radio 
station at St. Lys, which is in telex communication with the Arzew 
terminal. Contact with the Arzew terminal can be made on VHF 
Channel 16. Vessel will then be informed by the control room of the 
frequency to use, either Channel 12 or 14 for mooring purposes. 

Masters are advised to provide for safe access of port personnel 
an accommodation ladder rigged to end 10 ft. above the water, anda 
pilot ladder alongside to provide access to the accommodation 
ladder. 

ANCHORAGE: Vessels requiring to anchor on arrival normally 
use services of the Pilot. Anchorage fees are charged whether the 
Pilot is used or not. Sea bottom of rocks, sand and mud. 
RESTRICTIONS: Vessels may enter or sail by day or night. 
Tankers berthing on the sea line berths may be restricted by bad 
weather, heavy wind or swell. 

TUGS: Four tugs available, from 900 h.p. to 1,600 h.p. Two tugs 
normally required for berthing and unberthing. The tow line should 
be supplied by the vessel. Tugs join inward bound vessels at about 
14 miles from harbour entrance. 

MAX. SIZE: /nside Harbour. Dry cargo berth for vessels up to 7-50 
metres draft. LPG and refined crude berth for vessels up to 8-0 
metres draft. Methane Terminal, two berths for vessels up to 
10 metres draft. 

Sea Line Tanker Berth. For tankers up to 150,000 tons. 

HEALTH: Free pratique is not granted by radio. For tankers berth- 
ing on the sea line, pratique may be granted by a visiting sanitary 
officer or by the Pilot when he boards, providing the health declara- 
tion is satisfactory. For vessels berthing inside the harbour, the 
Health Officer will board on arrival. 

Vessels calling at Arzew must give their ETA 48 and 24 hours prior 
arrival, naming the ports called within the last 10 days. 

Crew must be vaccinated against cholera and smallpox. Vaccina- 
tion books must be valid and a check is made before free pratique 
is granted. 

RADIO: Oran Radio and Algiers Radio both listen on international 
frequencies. Tankers normally use St. Lys Radio. 

BERTHS: (/nside Harbour): Berths No. 1 and 2 used for loading 
fertilisers, suitable for vessels up to 225 metres length with maximum 
draft 6-50 metres. Berth No. 3 for discharging of general cargo, 
vessels up to 100 metres length, 7-50 metres draft. Berth Nos. 4 and 
5 for loading salt in bulk and discharging general cargo, for vessels 
up to 220 metres length, 6 to 7 metres draft. Berth No. 7 used for un- 
loading LPG and refined crude, for vessels up to 100 metres length, 
8 metres draft. 

Methane Terminal. Two loading berths for liquid methane, each 
400 metres long for vessels up to 10 metres draft. 

Sonatrach Terminal. Three sea line berths are located about one 
mile from Arzew Harbour breakwater, in approximate position 35° 50’ 
North, 0° 16’ West. 

At sea line berths Nos. 1 and 2, minimum deadweight 23,000 tons, 
maximum deadweight 85,000 tons; minimum length 540 ft.; loading 
rate 3,000 tons per hour. Depths up to 92 ft. 

At sea line berth No. 3, maximum deadweight 150,000 tons; mini- 

mum length 640 ft.; maximum length 948 ft.; draft up to 68 ft.; loading 
rate up to 5,500 tons per hour. Depth in the berth up to 92 ft. Tankers 
over 80,000 tons deadweight must be capable of loading and debal- 
lasting at the same time. Minimum depth of water in the berthing 
area is 73 ft. 
BERTHING: Use of ship’s anchors will not be permitted when 
manoeuvring into berth. Two tugs are available to assist in berthing. 
On arrival vessels should have ready eight mooring lines, four 
forward and four aft and a tow rope at each end as it will be neces- 
sary to position the vessel with her own gear before securing to the 
heavy wires. Good rope messengers should be ready at each end of 
the vessel to pick up these wires. 


There are three mooring buoys at the bow and three at the stern. 
All buoys are fitted with 5 in. wire ropes. Ships of moderate tonnage 
may be moored using two bow buoys and two quarter buoys only. 
Hoses will be lifted from both sides of the vessel using ships gear 
and crew. 

The port and starboard derricks must be ready for use before 
berthing. The safe working-load must be at least 5 tons, The loading 
Master can refuse to berth a tanker whose lifting tackle is not cor- 
rectly rigged or in good working condition. 

Three 12 in. hoses are connected for loading, 2 on one side and 
one on the other. Loading rates up to 5,500 tph. 

BALLAST: Pilots are empowered to refuse to berth a vessel if in 
their opinion the vessel has insufficient ballast, or her trim is such 
that it would prevent safe loading. 

The Arzew deballasting plant is presently not available for dis- 
charging dirty ballast ashore. 

Vessels required to arrive with clean ballast only, which may be 
discharged to sea, subject to Master's sole responsibility for oil 
pollution risks. 

STEVEDORES: Vessels must cable their ETA at least 24 hours 
before arrival and confirm before 1700 on day prior to arrival or before 
1000 hours if vessel will arrive in the afternoon of the same day. 
Gangs are ordered before 0700 for mornings and at 1030 hours for 
afternoons. Shifts are from 0730-1050 and 1530 to 1650. Extra shifts 
from 0730-1330 and from 1330 to 1930. 

DENSITY : 1030. 

MEDICAL: All treatment of ship's crew is arranged by private doc- 
tors through ship's Agent. No hospital facilities at Arzew. Seriously 
injured crew are taken to Oran, 45 kilometres away, for hospitalisa- 
tion. Vessels arriving with sick crew on board should notify Agents 
well in advance to make arrangements for hospitalisation on arrival. 
No patient is to be disembarked without notification to the Health 
Officer for his agreement. 

FRESH WATER: Not available. 

FUEL: Not available at Sonatrach Terminal. May be arranged for 
vessels inside harbour, subject to advance notice. 

WATCHMEN: Shore watchmen are compulsory for vessels load- 
ing fertiliser or discharging LPG or refined crude in the harbour 
area. For tankers loading at the sea line berth, watchmen are at Mas- 
ter's discretion. 

CUSTOMS ALLOWANCES: 200 cigarettes and an opened bottle 
of spirits per man. 

IDENTITY CARDS: On arrival, the immigration control all pass- 
ports or seamen's books. Shore passes are given at the harbour 
gate in exchange for passports, seaman's book, or in the case of 
French seamen, their identity cards. 

AIRPORT: Nearest at Oran (Es Senia). 

CONSULS: Nearest at Oran. 

TIME: GMT is used all year round. 

TELEPHONES: Available only at methane berths. At the sea line 
berths tankers may communicate using VHF Channel 16 to Arzew 
Terminal. 

AUTHORITY: Capitainerie du Port, Arzew/Oran, Route du Port 
Arzew. Telephone: Arzew 376 075. 


BEJAIA (BOUGIE) 36.45 N. 05.05 E. (See Plan) 


DOCUMENTS: Refer to Algiers. 

PILOTAGE: Compulsory within pilotage zone between Cap Carbon 
to the West and Ras Attia to the East. Contact pilot station by 
VHF Channel 16 or Telex 93087. Tel. 92.05.02, or 92.05.03, and 92.03.39 
at night. International code signals used to call pilot who boards 
at the limit of pilotage zone. Pilot ladder should always be placed on 
port side. 

ANCHORAGE: Suitable anchorage in all weathers will be indicated 
by the Pilot. 

RESTRICTIONS: No night movements for tankers with L.P.G. or 
refined petrol cargoes. 

MAX. SIZE: Tankers: Length 260 metres. Draft up to 13 metres. 
Waiting zone for vessels in ballast; depth 10 metres. 

Commercial Port: Draft between 7 metres to 9 metres. 

HEALTH: Free pratique given by Brigade Maritime on arrival, unless 
suspected disease on board when Port Doctor will visit the ship. 
Pratique is automatic after calling at another Algerian Port. 
RADIO: Alger Radio. 

TUGS: Available under direction of Pilot by VHF contact. Ship's 
lines always used. Two tugs required for berthing and unberthing. 
Sonatrach Oil Terminal: Three loading piers for crude oil. 

Pier No. 1 for vessels up to 11:50 metres draft. Four 10-in. hoses. 

Pier No. 2 for vessels up to 12:50 metres draft. Four 12-in. hoses. 

Pier No. 3 for vessels up to 13:00 metres draft. Four 12-in. hoses. 

Maximum pressure allowed 3 kgs. 

Loading rates up to 4,000 tons per hour. 

BALLAST: All dirty ballast to be discharged ashore; two hoses 
available at each berth, can receive ballast up to 2,000 tons per hour. 

Vessels berthed at Piers No. 2 and 3 cannot discharge ballast 
simultaneously. 

Clean ballast may be discharged to sea, only if vessel is in gas- 
free condition. 

Thick slop residues may only be accepted subject to terminal 
operator's approval, but only in quantities of less than 100 tons. 
FRESH WATER: Available at berths No, 2 and 3 only, subject to 
24 hour's notice. Loading rate about 15 tons per hour, 

FUEL: Available at all Sonatrach berths, subject prior arrange- 
ments. No barges. 
REPAIRS: Very limited facilities. No dry docks. No possibility for 
radio/radar repairs. 


No repairs may be carried out on board a tanker without first 
obtaining the Harbour Master's permission. 
FIRE PRECAUTIONS: Anchors must be hove-up while vessel is 
moored in berth. A fire wire must be provided fore and aft for tug's 
use if necessary. 

Tanker's fire-fighting equipment must be ready for use on fore 
and main deck. 

Three tugs are equipped with fire-fighting apparatus. 
DENSITY : 1025. 
WATCHMEN: Not compulsory but recommended. The Port 
Commandant may impose a guard on vessels carrying certain 
cargoes. 
CUSTOMS ALLOWANCES: Three packets cigarettes and one 
bottle of wine or alcohol per man per day. 
CONSULS: France: tel. 92.12.13. Others at Algiers. 
REPATRIATIONS: Can be arranged via Algiers. 
AIRPORT: Dar-el-Beida International Airport at Algiers, 240 km. 
from Bejaia. 
TIME: GMT all year round. 
POLICE/FIRE/AMBULANCE: Police, tel. 92.04.22. Ambulance/ 
Fire, tel. 92.00.02. 
TELEPHONES: None on board, but telephone exists at each 
tanker berth. 
SHORE LEAVE: Allowed, provided seamen carry identity cards or 
shore passes. 
AUTHORITY: Capitainerie du Port de Bejaia. Tel. 92.01.93 and 
92.07.41. 


ORAN: 35.43 N. 00.39 W. 


DOCUMENTS: Refer to Algiers. 

PILOTAGE: Compulsory. Arranged by Agents’ basis vessels ETA. 
International Code signals used. Pilot boards at port entrance. 
ANCHORAGE: In depths over 40 ft. available in the roads. 
HEALTH: Free pratique given by Brigade Maritime on arrival, 
unless suspected disease on board when port doctor will visit the 
ship. Pratique is automatic after calling at another Algerian port. 
RADIO: Alger Radio. 

MAX. SIZE: Length 800 ft. Draft 38 ft. 

TUGS: Available to assist berthing and unberthing. 

BERTHING: Mole 1: tankers, depth alongside 39 ft. Mole 2: tankers, 
depth alongside 33 ft. Cargo vessels: about twenty berths at quays 
with depths from 20 to 33 ft. alongside. 

MEDICAL: Doctors and hospital facilities available. 

FRESH WATER: Available by barge. 

FUEL: All grades available by pipe-line at the oil berths. 
REPAIRS: Only minor repairs can be effected. 

WATCHMEN: Not compulsory but recommended. The Port 
Commandant may impose a guard on vessels carrying certain 
cargoes. 

CUSTOMS ALLOWANCES: Three packets cigarettes and one 
bottle of wine or alcohol per man per day. 

TIME: GMT all year round. 

AIRPORT: La Senia, 7 km. away. Daily flights to Algiers for 
international connections. 

AUTHORITY: Port Autonome d'Oran. 


SKIKDA: 36.53 N. 6.54 E. 


DOCUMENTS: Refer to Algiers. 
PILOTAGE: Compulsory. 
RESTRICTIONS: Mooring and unmooring permitted at night. 
If vessel required to swing inside harbour, turning basin is 350 
metres diameter provided draft not more than 11 metres. 
MAX. SIZE: Tankers up to 50,000 dwt. acceptable at No. 3 berth. 
TUGS: Tug assistance available for berthing and unberthing. 
TANKERS: Three berths, 
No. 1 - for vessels up to 225 metres length, 11 metres draft. 
No. 2 - for vessels up to 250 metres length, 12:50 metres draft. 
No. 3 - for vessels up to 275 metres length, 27:5 metres draft. 
Three shore lines, each with capacity of 500 cubic metres per hour. 
Three slop tanks available each with capacity of 500 cubic metres. 
Dirty ballast discharge rate restricted to 2,000 cubic metres an hour. 
FRESH WATER: Available by pipe-line at the berths. 
FUEL: Not available. 


Angola 


CABINDA: 05.22 S. 12.11 E. 


DOCUMENTS: 
10 Manifests for each port where cargo loaded for Cabinda, plus 
1 copy of each Bill of Lading. 
8 Lists of Passengers disembarking or in transit, even if nil. 
8 Crew Lists. 
8 Lists giving previous Ports of Call. 
2 Lists of Crew Vaccinations. 
3 Stores Lists. 
3 Personal Effects Lists. 
Other forms applicable to customs, health, etc., can be completed 
on arrival. 
PILOTAGE: Services of a Government Pilot are compulsory. Radio 
ETA to Agents via Luanda Radio (or by cable from previous port) 


ANGOLA 


and anchor on arrival as near Cabinda as draft permits. Vessel is 
visited by port authorities and, if necessary, will be shifted, with 
Pilot, to alternative anchorage. If cargo for account of Cabinda Gulf 
Oil, vessel will almost certainly be moved nearer Malongo, where oil 
companies have special jetty for discharge of their dry cargo ex- 
lighters. 

Tankers: The Pilot Boarding Area for Cabinda is one mile South- 
westward of Well 84-8 (located 5° 26’ 06.7” S. 12° 03’ 13.4” E.) where a 
Cabinda Gulf Mooring Master will board the vessel. On establishing 
contact by R/T or VHF, the Mooring Master will advise the vessel of 
a safe approach; briefly, this will be for the vessel to approach from 
Westerly direction and to keep West of all obstructions, e.g. drilling 
rigs, platforms, etc. 

As offshore drilling and surveying operations are being effected 
on a continuous basis, Masters are warned to approach the port 
with great caution. Cabinda Gulf Oil Terminal (call sign “‘Malongo 
Terminal") will pass on to vessels upon arrival the latest information 
regarding oil-drilling rigs, platforms, etc., once contact by VHF has 
been established. 

Special attention is called to the well platforms: 

No. 84-1: Located 5° 25’ 19.9” S. 12° 03’ 59.5” E. 
No. 84-12: Located 5° 29’ 10.2” S. 12° 03’ 52.1” E. 
No. 84-8: Located 5° 26’ 06.7” S. 12° 03’ 13.4” E. 
No. 95-3: Located 5° 33’ 45.4” S. 11° 59’ 05.9” E. 

These platforms are equipped with both light and horn. The lights 

flash Morse Code “U" as follows: ~ 

Light: Group flash (3) 15 seconds. 

Light: 0-4 seconds; Eclipse: 0-5 seconds. 

Light: 0-4 seconds; Eclipse: 0-5 seconds. 

Light: 1:2 seconds; Eclipse: 12:0 seconds. 
ANCHORAGE: For vessels moving to Malongo, anchorage is 
restricted where Cabinda Gulf Oil are operating, roughly between 
5° 15’ S. and 5° 30’ S. extending out to 12° 00’ E. 

Tankers: Vessels required to anchor upon arrival (e.g. if the SPM 
Buoy is occupied) should anchor in the Pilot Boarding Area, at a 
distance of not less than 34 miles Westward of the SPM Buoy. 
MAX. SIZE: Cargo vessels at anchorage for safe working off 
Cabinda 32 ft. draft. Vessels with deeper drafts can be accommo- 
dated further out but is always risk of swell hampering operations. 
For tankers Cabinda Gulf have buoyed terminal for tankers maximum 
100,000 tons, maximum draft 50 ft. 

PRATIQUE: Upon arrival, the appropriate Government Officials 
will board the vessel for prompt clearance so the preparation can 
begin for mooring. 

In the event of arrival during night, clearance will not be effected 
until 0800 hours; however, a Custom Police Agent will be stationed 
aboard the vessel, which will allow preparation for daylight mooring 
to proceed. 

RADIO: Luanda Radio. HF Radio telephone system is installed at 

Malongo Terminal and uses the call “MALONGO". Twenty-four 

se watch is maintained on the international frequency of 2182 
rm 

For short range communications of approximately 50 miles, a 
VHF system is also installed in Malongo, which uses the same radio 
call (“MALONGO") and is, also monitored 24 hours a day. Initial 
contact on this system should be made on 156-8 Mc/s. (Channel 16) 
then, by mutual agreement, the traffic should be passed on any of 
the following frequencies: 156-6 Mc/s. (Channel 12); 165:45 Mc/s. 
(Channel 9); 156-7 Mc/s. (Channel 14). 

Masters are requested to advise CABGOC-CABINDA 72 and 24 
hours in advance of estimated arrival time, giving vessel's name, 
date and expected hour of arrival, Master's name and any special 
requirements. 

TUGS: None normally required. Cabinda Gulf have chartered a 
small tug to assist tankers berthing, if necessary. 
STEVEDORES: Forty-eight hours advance notice, giving hatch 
distribution and nature of cargo, is recommended. 

MEDICAL: Arrangements can be made for doctor to visit vessel 
on arrival. Hospital facilities available. Serious cases are taken to 
Luanda. Crew must be in possession of valid Smallpox and Yellow 
Fever Certificates. 

SINGLE BUOY MOORING: A single point buoy mooring is 
located 8-7 miles West South West of the Cabinda Gulf Oil Company 
Terminal at Malongo. The position of the buoy mooring is approx. 
5° 26’ S., and 12° 05’ E. The buoy is marked by a 5-mile white light 
flashing for 2 seconds and eclipsed for 18 seconds. Depth of water 
in the berth is 75 ft. 

Mooring: Mooring and unmooring operations will be undertaken 
by day and night under normal weather conditions. 

Notice of Readiness will be accepted by the Mooring Master on 
arrival providing that the ship is in all respects ready to load. 

Before arrival at the Pilot Boarding Area it will be necessary to 
ensure that the following moorings are ready for use on arrival at 
the berth: 

Minimum requirements on forecastle head: 4 mooring ropes; 
1 heavy messenger (5in.); 1 pick-up wire (3 in. diameter) with shackle 
on the eye. 

When the vessel is within reasonable distance of the buoy, two 
ship's lines will be carried by the mooring launch to the buoy. These 
will be used to heave the vessel into position when she can pick up 
the two plaited buoy ropes. Once the buoy ropes are secured, the 
ship's own lines will be slacked down until such time as all the 
weight is taken by the buoy ropes; the ship's lines can then be left 
slacked right down but attached to the buoy ropes in case of 
emergency. 

Power must be available at all times on all deck winches and 
windlass while the vessel is at the berth. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


There are no special arrangements for unmooring. which can be 
undertaken by day or night. 

Hose Handling. Two 12 in. hoses are connected to ship's manifold 
on the port side. Hose handling is to be effected by ship's crew 
under the direction of a ship's officer as instructed by the Mooring 
Master. The port boom should be rigged in readiness with a runner 
of minimum of ? in. diameter. Approx. weight of one hose is 3 


tons. 

Ballast. No facilities for reception of dirty ballast. Vessels must 
arrive with clean ballast sufficient for safe manoeuvring. Deballast- 
ing operations will be constantly policed by representatives of 
CABGOC, and any evidence of pollution will be cause for refusal to 
permit continuing deballasting. 

Cargo. ‘‘Cabinda Crude Oil" will have varyin¢e gravities ranging 
from 26:3 API to 34-6 API. 

Some of this oil contains appreciable amounts of hydrogen 
sulphide, which can cause a toxic atmosphere during loading. 

Loading. Cargo loading is by gravity, possibly assisted by booster 
pump, at a rate of approximately 30,000 Bbls. per hour. 

About 30 minutes before the cargo is completed, the CABGOC 
Representative should be advised in order to co-ordinate the shut- 
down between the vessel and the terminal. 

When the vessel has completed the cargo, loading line valves 
ashore and on the buoy will be closed; only then may the vessel's 
manifold valves be closed. (In an emergency, however, vessel may 
shutdown against loading.) 

After completion of loading operations, the vessel will be ullaged 
and a comparison of ship-shore figures made. The ullages will be 
transmitted to the terminal by radio, and the report prepared and 
distributed. 

The cargo papers will be delivered to the Master by the CABGOC 
Representative as promptly as possible. 

apniers may have to be “short despatched" to avoid delays on 
sailing. 

There is no provision for off-take from ship. It is imperative that 
ship's Master declare the tonnage he requires prior to loading. 
Accurate meters ashore will ensure requested tonnage. 
DENSITY : 1025. Influence of Congo River current variable depend- 
ing on season. 

FRESH WATER: One lighter available for carrying about 40 tons 
water but no guarantee can be used. Cost of water is expensive. 
FUEL: None available. 

WATCHMEN: Not necessary. Harbour Police placed aboard by 
Authorities. 

OPENING/CLOSING HATCHES: By crew or stevedores. 
CERTIFICATES: Ship's Register, valid De-ratisation Certificate 
and Safety Equipment Certificate. 

CUSTOMS ALLOWANCES: Customs do not normally seal bond 
and reasonable amount tobacco may be taken ashore for crew mem- 
bers own consumption. No liquor restrictions on board but not 
allowed ashore under any circumstances. 

IDENTITY CARDS: Supplied by Agent and stamped by Immigra- 
tion Police before any person allowed ashore. 

CONSULS: None. 

REPAIRS: Facilities very limited. 

REPATRIATION: Available if absolutely necessary but can only 
be arranged via Luanda. 

AIRPORT: Small airport about 4 miles from city served by internal 
airline only. One flight from and to Luanda per day. 

TIME: GMT plus 1 hour. 

HOLIDAYS: ist January; 28th May; 10th June; 15th August; 5th 
October; 1st November; 1st December; 8th December; 25th Decem- 
ber. Work not possible 1st January and 25th December, but possible 
other dates subject approval Port Authority. 

EMERGENCY TELEPHONES: Police 22456; Ambulance 22405; 
Fire, telephone Port Captain 22160/22159. 

SERVICES: None available. 

SHORE LEAVE: Travel from Cabinda District to Angola proper is 
both limited and strictly controlled and, therefore, visits ashore of 
vessel’s personnel should be minimised. 

Crew members left behind when the vessel leaves will be held 
in custody and deported at the vessel's expense. The vessel may 
also be subjected to a fine. 

WEATHER: Wind and swell are mostly from South-westerly 
direction with usually a heavy swell from March through to Septem- 
ber. Heavy rains may be expected from December through to April. 
The prevailing currents set NW and at times exceed 3 knots. In view 
of these conditions, vessels are advised that under no circumstances 
are engine repairs or immobilisation of the main engines permitted 
within port limits. 

DELAYS: For tankers usually no delay, but for cargo vessels may 
be delays if two or more arrive simultaneously, which will result in 
i shortages. Is also probability of swell hampering discharge/ 
oading. 

AUTHORITY: Inspeccao da Exploracaéo dos Portos do Norte, 
Rua do Comercio, Cabinda, tel. 22464 and 22474. 


LOBITO 12.20 S. 13.34 E. 


DOCUMENTS: Required on arrival: 
Health Certificate. 
2 Vaccination Certificates (smallpox, cholera and yellow fever). 
8 Crew Lists. 
11 Passenger Lists (each for Landing and Transit). 
4 Lists showing Ports of Call. 
2 Lists of Articles held by Crew: cameras, binoculars, radio, 
spirits, cigarettes, etc. 


3 Ship's Stores Lists. 

6 Dangerous Cargo Lists. 

8 Unfreighted Cargo Manifests. 

1 Freighted Manifest. 

3 Non-negotiable copies Bills of Lading. 

3 Cargo Plans (preferably before ship's arrival). 

Other necessary official forms prepared by Agent. 
PILOTAGE: When Pilot required outside Harbour Entrance, vessel 
must request via Agent at least 12 hours before arrival. Otherwise 
Pilot boards inside Lobito Bay before vessel berths. Pilot boat: 
grey hull, white housing. Max. speed entering Bay - 8 knots. 
ANCHORAGE: Lobito Bay excellent holding ground, depths over 
33 feet and easily accessible day and night the year round. 
ENTRY RESTRICTIONS: No restrictions, vessels may enter 
harbour day and night. Vessels not normally visited by Port Author- 
ities between approximately 1900 hours to 0700 hours. 
MAX. SIZE: Length 900 ft., draft 34 ft., max. depth 35-37 ft. (normal 
tidal range: 3 ft. 3 in., maximum: 6 ft.). 
WEATHER: March/May rain season. Heavy wind and rain can 
effect cargo work. 
HEALTH: Pratique never given by radio, but granted after Port 
Authorities (including Doctor) board vessel between 0700-1900 
hours. Pratique granted if no contagious illnesses aboard, other- 
wise quarantine restrictions imposed. Ships calling from other 
Angolan Ports - except coasters - subject same procedure. 
RADIO: Because Lobito Radio (call sign CQZ) operating MW 
range 200/400 miles only, all ETA messages, etc., must be routed 
via Luanda Radio (call sign CQW). Agent uses same routing. 
TUGS: Tug (usually one only) joins vessel whilst berthing and 
sailing. Ships’ lines used. 
BERTHING: Unless Masters indicate preference, Port decides 
which side alongside. No vessels usually allowed berth after sunset. 
Sailing after dark allowed at Port Authorities’ discretion, up to 2400 
hours. No vessel permitted berth without Pilot. Before berthing, 
vessel must effectively cover water outlets, prepare accommoda- 
tion ladder and have anchors “at the ready’. (Authority fine any 
vessel ejecting water or waste on to Quays.) Ships carrying explo- 
sives not permitted berth before Port Captain inspects cargo. 

Passenger and Fruit vessels are given priority regarding berthing. 
STEVEDORES. Important vessel gives accurate ETA at least 24 
hours in advance to enable Agent order necessary gangs. (Gangs 
ordered 0700 and 1500 hours.) No work usually allowed Sundays. 
MEDICAL: Radio before arrival if medical assistance necessary on 
entry. Good hospital facilities available, but specialised treatment 
and surgery is not. Yellow Fever, Cholera and Smalipox Vaccinations 
Certificates inspected on arrival. 
TANKERS: No oil to be pumped overboard into Territorial waters. 
Heavy fines imposed for oil pollution, however slight. Three 8 in. 
diameter pipelines discharging into local storage tanks. No slop 
tanks available. Two Tanker Berths, Nos. 5 and 8, maximum drafts 
30 ft. and 35 ft. respectively. 
DENSITY: 1024. 
FRESH WATER: Normal requirements readily available and 
delivered by 3 in. hose. Loading rate very slow as pressure usually 
low. Costs: First 50 cu. m., Esc. 20.00, then gradual reduction to 
Esc. 7.50 for 1,500 cu. m. 
FUEL: Fuel Oil (Ordinary) available, viscosity up to 1500 sec. Red- 
wood. Twenty-four hours’ notice bunker requirements essential. 
Gas oil available. No Diesel. 
CRESS? iRECH WATCHMEN: Compulsory, both day and 
night. 
OPENING/CLOSING HATCHES: When closed or opened by 
Stevedores, costs per time, Esc. 100.00 per hatch. (Crew allowed to 
carry out this operation.) 
SHIPS’ CERTIFICATES: Registered Tonnage Certificate, De- 
ratisation Certificate to be shown. (Vessels of Communist Countries 
advised to carry all relevant Certificates for vessels’ tonnages, 
measurements, gear and crew.) 
WINE/SPIRIT ALLOWANCE: No restrictions. Custom's Guard 
supervises opening and resealing of bond. 
CARGO GEAR: Normal routine gear: wire and rope slings, nets, 
chain-slings, baskets, grabs, and shore-cranes (capacity 3-10 tons) 
available. Heavy lifts of over 10 tons must be discharged using 
ship's derricks. Two cranes 10 tons available, but not always acces- 
sible. 100 ton floating crane sometimes available. 
CREW IDENTIFICATION CARDS: On arrival, all crews’ and 
passengers’ passports must be handed Immigration Police, who 
retain these and issue shore-passes. Passes must be carried at all 
times when on shore. If lost, a fine of Esc. 1150.00 per Pass is im- 
posed. 
CONSULS: At Lobito, Norwegian and Belgian Consulates and 
French Consular Agency. At Benguela - 30 kilometres from Lobito - 
Italian Vice-Consulate. 
REPAIRS: Small, slipway accommodating vessels up to 800 tons 
available. Limited engine and hull repairs: electric, oxy-acetylene 
welding, riveting, cleaning, repairs to auxiliary diesel and electric 
equipment and boilers. Floating dock for vessels up to 2,000 tons 
displacement. 
REPATRIATION: Air communication via Luanda. 
AIRPORT: About 4 kilometres from Port. Airstrip unable take 
heavy aircraft. 
TIME: GMT plus one hour. 
HOLIDAYS: 1st January; March/April Easter; 10th June(National) ; 
May/June (Corpus Christi); 15th August (Ascension Day); 2nd 
September (City Day); 5th October; 1st November (All Saints Day); 
1st December (Independence Day); 8th December; 24th December; 
25th December. 


GENERAL: Ships should not: Dispose any wastes into harbour or 
on to quays. Change mooring lines or lower lifeboats or immobilise 
main engine or use ships' sirens or radio station without prior per- 
mission from Authorities. Vessels must: use watchmen 24 hours 
per day on adequately illuminated gangway. Also hoist Portuguese 
Flag from 8 a.m. to sunset. 

SHORE-LEAVE: Nationalities from countries having friendly diplo- 
matic relations with Portugal usually granted shore-leave. See 
“|.D. Cards". 

DELAYS: Congestion not unusual and berthing delays may vary 
from one to three days. Ships calling for bunkers have no priority 
but are sometimes berthed at sunset and fuel during night-shift. 
Discharging of bulk cargoes can be effected by shortage of suitable 
wagons. 

AUTHORITY: Port Manager, Port of Lobito. 


LUANDA: 08.48 S. 13.14 E. 


PORT LIMITS: A vessel to be considered an “arrived ship" 
should be anchored in the bay past a line drawn between the Ilha 
Light and across the bay to Fort S. Pedro. 

DOCUMENTS: 

6 Luanda Cargo Manifests (1 freighted). 

3 Luanda Bills of Lading. 

8 Transit Cargo Manifests. 

5 Transit Bills of Lading. 

6 Crew Lists. 

1 Crew List with full Christian names, giving dates of smallpox 

and yellow fever inoculations. 

7 Ports of Call List. 

7 Passenger Lists, including landing and intransit passengers, or 

“No passengers” declaration. 

2 Provisions and Stores Lists. 

1 Crew Personal Effects Manifest. 

1 Health Declaration. 

All ship's certificates to be sighted by Authorities. 

PILOTAGE: 72 hours notice of arrival, addressed Agents via 
Luanda Radio, plus message of arrival at least six hours prior arrival 
received during working hours, (0700-1700). No VHF available. Pilot 
launch comes out from port. Anchorage for Pilot in Luanda Bay. No 
draft restriction at anchorage. Pilot not required for anchoring in bay. 
For berthing, no pilotage available between midnight-0700. Pilotage 
compulsory. No special berthing Pilot. Pilot launch white — flying 
Pilot Flag (H). 

ANCHORAGES: Luanda Bay offers safe, sheltered anchorage at 
all times of the year. Good holding ground - sand/mud. No draft 
restrictions. 

MAX. SIZE: Length, 1,000 ft. (alongside); breadth, no restriction; 
draft, 34 ft. (alongside). Tankers, up to 55 ft. draft at the refinery 
buoys. 

WEATHER: March/May rain season. Heavy wind and rain can 
effect cargo work. 

HEALTH: Pratique may be granted by radio through Radio Luanda, 
addressed Port Health or via Agents. Accommodation ladder must 
be rigged for doctor on arrival. Pratique must be granted at each 
Angolan port. Pratique is not automatic. If infectious disease on 
board inform port Health/Agents by cable. 

RADIO: Addressed “Luandaradio” for ETA, draft and require- 
ments. Call sign CQW on 500 kc/s, listening on “odd” hours only 
throughout 24 hours. Listening between 0600-1800 hours. Call sign 
CQWS3 on 13-023 kc/s on “even” hours only, Listening between 1800- 
0600 hours. Call sign CQW on 8-565 kc/s on “‘even"’ hours only. 
TUGS: Two available and compulsory for berthing and unberthing. 
Tugs join vessel off berths. Ship lines used (if tug lines requested — 
extra charges). 

BERTHING: Ships taken in strict rotation of arrival for berthing, 
except that passenger vessels have priority. There are 7 berths for 
import and export cargoes, all berths are available for oil bunkering. 

The quays are divided into 5 zones with depths alongside of 32 ft. 
maximum. 

Zone |. 1,380 ft. of which 900 ft. of quay length suitable for ocean 
going vessels. 

Zone Il. 480 ft. quay length. 

Zone Ill. 900 ft. quay length. 

Zone IV. 540 ft. quay length. 

Zone V. 574 ft. quay length. 

Shoreside cranes of 3 tons and 5 tons, furthermore 2 cranes of 
10 tons lifting capacity and also 1 mobile crane of 20 ton capacity 
for lifting heavy pieces only. 

A self-propelled floating crane, capable of lifting 100 tons, was 
recently commissioned — maximum and minimum reach of 46 ft. 6 in. 
and 9 ft. respectively, lifting to about 78 ft. approximately. 

BULK HANDLING: Ores in bulk are usually loaded at Zone III; 
no mechanical loading installation. 

The ore is shovelled from railway trucks into buckets; daily loading 
average 4,000 tons per 24 hrs. 

Grain vessels will also be moored at Zone III alongside the grain 
shed. Discharging by means of tubes which are lowered into the 
holds and suck the grain out by an electrically propelled spiral 
fitted in the tube. 

__ The rate of discharging is about 100 tons per hour and the grain 
is loaded into railway waggons, each of 30 ton capacity, via the 
adjacent warehouse. 

STEVEDORES: Gangs arranged by Ageni/Shipmaster. Normal 
port working hours 0700-1200, 1400-1730 (overtime 1730-2330), 
Saturday 0700-1230, Sunday/holidays — no work. 


ANGOLA 


MEDICAL: For serious cases, as much advance notice as possible 
should be given with all details available. Minor cases can be treated 
on arrival within half an hour without previous notice. Apart from 
Government Hospital, there are a number of private nursing homes 
with good facilities. Smallpox inoculations are essential. Yellow 
Fever inoculations recommended. 

TANKERS: Two tanker terminals No. 2 Quay and off-shore ter- 
minal. Lines No. 2 Quay 10 in. diameter, available for loading/dis- 
charging fuel oils, gasoil, gasoline and aviation spirit, but not crude 
oil. Off-shore terminal utilised principally for loading fuel oil and gas 
oil, as well as loading or discharging crude oil. Three lines, viz. 12 
and 18 in. — fuel oil and crude oil, 8 in for gas oil. No slop discharge 
facilities. Drafts - No. 2 Quay 34 ft. Off-shore terminal two sets 
mooring buoys, one for tankers with maximum length 230 metres 
and maximum draft 55 ft. and the other for tankers not exceeding 
100 metres with draft 40 ft. 

DENSITY: About 1024. 

FRESH WATER: Fresh water available through quay pipelines, 
each hose delivering about 30 tons per hour. First 50 tons Escudos 
20 per ton, next 200 tons Escudos 17:50 per ton, next 250 tons Escu- 
dos 15 per ton. 

FUEL: Limited number of grades can be obtained subject to nomi- 
nation well in advance. No barges available. 

FIRE PRECAUTIONS: For tankers loading/discharging along- 
side No. 2 quay - no vehicles allowed within vicinity and other 
vessels cannot berth within 40 metres of tanker’s stern or bow. 
DEVELOPMENTS: Plans for reclamation and new berths round 
to the Forte da S. Pedro da Barra, for completion 1974. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Can be carried out by crew or 
stevedores at vessel's option. 

SHIP CERTIFICATES: Tonnage and Deratisation Certificates. 
CUSTOMS ALLOWANCE: No restrictions, but sales ashore a 
serious offence. 

CARGO GEAR: No additional requirements provided test certifi- 
cates valid aboard. 

CREW IDENTIFICATION CARDS: Provided by Agents for 
crew proceeding ashore. 


CONSULS: 
Belgium Denmark 
France West Germany 
Great Britain Netherlands 
Italy Norway 
South Africa Sweden 
U.S.A. Switzerland 
Austria Spain 
Brazil 


REPAIRS: Minor repairs and hull repairs above the water-line can 
be carried out. 

DRY DOCKS: None. 

REPATRIATION: Repatriation will not present any difficulties. 
AIRPORT: Distance from port 44 miles. 21 flights weekly to/from 
Lisbon by Transportes Aereos Portugueses (TAP), also 5 flights 
weekly to/from Salisbury and Johannesburg in association with 
South African Airways (SAA). 

TIME: GMT plus one hour all year. 

HOLIDAYS: Saints Day (1st January), Portugal Day (10th June), 
Saints Day (15th August), Republic Day (5th October), Saints Day 
(ist November), Independence Day (ist December), Saints Day 
(8th December), Christmas Day (25th December). No cargo work on 
these holidays. 

POLICE/AMBULANCE/FIRE: Police 7408; Ambulance 25275; 


Fire 22222. 

TELEPHONES: Can be placed on board. 

GENERAL: Ample water in bay for anchoring, and most vessels 
enter port without Pilot. Pilotage is compulsory for berthing/unberth- 
ing on quays, this service being available from 0700 to midnight. If 
Master elects to wait for Pilot outside port and another vessel pro- 
ceeds direct to anchorage, the latter will be first on turn for berth. 
SERVICES: Tank cleaning possible but advance notice required. 
Radio, radar repairs possible by military personnel, but spares rarely 
available. 

SHORE LEAVE: Crew members allowed shore leave subject 
Immigration approval provided inoculation certificates are valid. 
REGULATIONS: Portuguese mailboats have berthing priority 
over all other vessels, foreign passenger vessels next in precedence. 
DELAYS: Congestion rarely exceeds 36 hours. 

AUTHORITY: Servicos de Portos, Caminhos de Ferro, e Trans- 
portes. 


MOCAMEDES (incl. Porto Salazar): 
15.11 S. 12,07 E. 


DOCUMENTS: 

Health Certificate. 

2 Vaccination Lists (smallpox and yellow fever). 

8 Crew Lists. 

11 Passenger Lists (for each landing and transit). 

4 Lists showing ports of call. 

2 Lists of Articles held by crew/passengers, i.e. cameras, binocu- 
lars, radios, tobacco, etc. 

3 Ships’ Stores Lists. 

6 Dangerous Cargo Lists, i.e. all types of explosives. 

All foregoing to be signed by Master. Other essential official 
forms prepared by Agent. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


PILOTAGE: Pilot boards in Bay — safe, natural bay with no reefs 
and easily accessible both day and night. Vessel must wait for Pilot 
and instructions before berthing. 

ANCHORAGE: No currents in harbour area, but slight prevailing 
winds constant. Good holding ground with depths over 34 ft. 
Approaches up to 45 ft. depth. Tidal range about 5 ft. 

ENTRY RESTRICTIONS: No restrictions; vessels may enter 
harbour day and night. Authorities visit between 07C2 and 1900 
(approx.) hours only. Vessels may sail at any time. 

MAX. SIZE: Mocamedes - governed by berth depth 33 ft. alongside. 
Ppl Ssomw - Vessels up to 14 metres draft. Largest bulk carriers 
handled. 

HEALTH: Pratique granted on arrival after “Health Guard" visit: 
boarding 0700-1900 hours. Normal quarantine restrictions imposed 
if contagious diseases aboard. Ships calling ‘rom other Angolan 
ports (except coasters) are subject same procedure. 

RADIO: Messages must be routed via Luanda Radio (call sign 
CQW). No ship/shore radio link. 

TUGS: Two available of 2,200 h.p., fitted with VHF. Join vessel for 
berthing. Ship's lines used. Vessel under 5,000 tons use one tug 


only. 

CARGO FACILITIES: Mocamedes - The accommodation con- 
sists of one concrete quay, length 1,350 ft. providing 3 berths. For 
the handling of general cargo, there are 4 cranes of 5 tons and two 
cranes of 3 tons, modern cargo handling devices. Also lightening 
possible. One 10-ton floating crane available, subject ample notice 
from Lobito. Dangerous cargo is discharged alongside or into 
lighters, at the Port Captain's discretion. 

Porto Salazar (Saco Bay) — Ore is loaded at the pier in Porto Salazar; 
length is 1,066 ft. width 59 ft. Depth alongside 54 ft. 6 in. at low tide, 
normal sea water, clear height from water level at ISHW up to un- 
loader 73 ft. 10 in. One mechanical loader of conveyor belt type; 
capacity often exceeds 3,500 metric tons per hour. Reach 65 ft. 6 in. 
approx. from fenders. Connections for supply of bunkers and water. 
BERTHING: Unless Masters indicate preference, port decides 
berthing-side. No vessels berthed after sunset (except passenger 
ships), but sailing during nightshift permitted so long as prior warn- 
ing given before 1700 hours. No vessel allowed berth without Pilot. 
Before berthing, important that vessel covers all water outlets, 
prepares accommodation ladder and has forward anchors ready. 
Ships carrying explosives not permitted berth before Port Captain 
surveys cargo. 

STEVEDORES: Radio accurate ETA 24 hours in advance to 
enable Agent order required gangs. (Gangs ordered 0700 and 1500 
hours.) No Sunday work permitted for cargo vessels. 

MEDICAL: If medical assistance required on arrival radio to Agent. 
Adequate hospital facilities available, but no specialised treatment 
or surgery. Yellow fever/smallpox certificates inspected on arrival. 
TANKERS: No oil or waste products to be pumped overboard. 
Heavy fines imposed for breach this regulation. Tankers discharge 
at Porto Salazar — about 10 kilometres north of general cargo berths, 
situated northern end of Mocamedes Bay. Maximum draft 54 ft., 
length of quay 1,066 ft. No dirty ballast facilities. 

ORE CARRIERS: Depth alongside iron-ore pier about 52 ft. 6 in. 
LW. Permitted draft about 49 ft. Suitable for up to 120,000 about. 
Pier length 1,066 ft. width 59 ft. Conveyor-belt loader about 3,500 tons 
per hour. Water, 1,500 secs. Fuel oil and gas oil available. 
DENSITY: 1024. 

FUEL: Available from dockside pipeline. At Porto Salazar, rate 200 
tons per hour. Bunkers may be taken during loading operations with- 
out delay. 

FRESH WATER: Available ex-wharf, rate 15 tons per hour. 
FIRE PRECAUTIONS: No special precautions except ships 
carrying explosives. Fire Brigade standby charge. 
DEVELOPMENTS: Porto Salazar (lron-ore/Tanker berth antici- 
pated augment present ore-loading equipment to enable load 
be heap up to 10,000 tons per hour. Dredging to projected depth 
° - 

GANGWAY/DECK WATCHMEN: Compulsory, day and night. 
OPENING/CLOSING HATCHES: When performed by steve- 
dores, costs per hatch per time Esc. 100.00, but crew allowed per- 
form this task. 

SHIPS’ CERTIFICATES: Registered Tonnage Certificate, De- 
ratisation Certificate, examined by authorities on arrival. 
CUSTOMS ALLOWANCE: No restrictions. Customs’ guard 
supervises opening and resealing of ships’ bonded lockers. 
CREW IDENTIFICATION CARDS: All crew/passenger pass- 
ports handed Immigration Police who issue shore passes. Passes 
must be carried when on shore. 

CONSULS: None. 

REPAIRS: Only very minor voyage repairs. 

DRY DOCKS None. 

REPATRIATION: Air communication via Lobito and Luanda. 
AIRPORT: Small airstrip unable take heavy aircraft. 

TIME: GMT plus one hour. 

HOLIDAYS: See “Lobito”. 

GENERAL: Ships must not dispose of wastes into harbour or on 
to quays, change mooring lines, lower lifeboats, immobilise main 
engine, use ship's siren, or ship's radio station without prior permis- 
sion from authorities. Vessels must use watchmen for 24 hours per 
day on well-illuminated gangways and hoist Portuguese flag from 
0800 to sunset. 

SERVICES: None available. 

SHORE-LEAVE: All nationalities from countries having friendly 
diplomatic relations with Portugal permitted shore leave. See 
“1.D. Cards”. 

DELAYS: Berthing delays are unusual. 


Argentina 


Information for ports of Argentina, including drawings of port areas 
as reproduced in our special map section, has been compiled not 
only with the assistance of Port Authorities but also with the very 
kind co-operation of Centro de Navegacion Transatlantica of Buenos 
Aires to whom we are very much indebted. 

Shipowners and Masters wishing to be in possession of more 
detailed information concerning River Plate ports, Argentine South 
Atlantic ports and the Strait of Magellan, are advised to obtain a 
copy of the “‘C.N.T. Year Book" which is published by Centro de 
Navegacion Transatlantica, 25 de Mayo 489, Buenos Aires. 

N.B. For practical purposes, we have sub-divided information for 
Argentina into three sections as follows: 

|. GENERAL. 
Il. RIVER PLATE PORTS (page 12). 
Ill. SOUTH ATLANTIC PORTS (page 23). 


| GENERAL 


DOCUMENTS: 

(a) According to Migrations Resolution No. 9153 of 13.7.72, effective 
1.11.72, issued to comply with Latin American Free Trade Zone 
agreements tending to uniformity of shipping documents through 
Latin America, a new form has been introduced, and others modified. 

Distribution of forms is now as follows: 


Sanitary Immi- Port Police 

Officials Customs gration (Prefecture) Total 
Sailing permit from last port 1 1 
Health Declaration 1 1 
General Declarationt it 1 


Negative cargo list (if no 
cargo for the port) alterna- 
tively Ballast certificate, 
alternatively cargo manifest 


for the port. ‘ 1 1 
Manifest of cargo for trans- 
shipment 1 1 
Store List 
Deck, Engineering & Re- 
frigerating 2 2 
Cabin Stores 2 2 
Crew Personal Effects 2 2 
Passenger Listt 1 2 1 3/5 Tt 
Passenger Baggage sum- 
mary (manifest) 2 2 
Crew Listt 1 2 3/4 6§ 
Crew Identity cardst 1 each various 
Passenger E/D cardst 1 each various 


+ required on both entering and sailing. 
t 9 for passenger ship. 
§ 7 for passenger ship. 


(b) Masters should also have at hand for inspection as required all 
the various certificates such as Certificate of Registry, Postal 
packet permit, if pertinent, Freeboard, Measurement, Safety Equip- 
ment, Radio Installation, Bulk Cargo, shifting board installations or 
equivalent, and Deratisation Certificate, or exemption. 

None of these documents requires an Argentine Consular visa. 

(c) Port Agents should also receive copies for their use and to 
facilitate any further contacts with the authorities in case of need. 
In particular they require a large number of copies of Manifest, and 
fromthis they will prepare Spanish manifest, which must be presented 
to Customs within 48 hours of vessel's entry. A number of extra 
copies of crew list are also needed, and one extra store list. 

(d) Every person figuring on the crew list of a vessel entering an 
Argentine port must possess documents proving his identity, such 
as a discharge book, passport or other documents in use in the 
country of origin, authorised by the competent Authorities. 

(e) Vaccination Certificate. Members of crew must be provided with 
an international vaccination certificate, not more than 3 years old, 
which should be presented on arrival, together with the individual 
Identity Card. Failing this, the crew will be vaccinated by the boarding 
doctors. 

(f) identity Cards. On arrival at an Argentine port, Masters of 
foreign vessels must deliver Identity Cards complete with photo- 
graphs and finger-prints of each member of the crew, together with 
two copies of Crew List. One set is retained by the Migrations 
Department, and the other document remains in possession of the 
individual so that once identified, the crew member may return to the 
country without the necessity of obtaining new documents. The 
Captain is handed in exchange one copy of the Crew List, sealed 
and signed by the Immigration Officer to enable him to prove at 
other Argentine ports of call, that he has complied with the corres- 
ponding Regulation. 

No member of the crew, except the Captain, is allowed to land until 
the Immigration Authorities have checked the crew with the Identity 
Cards. 

Captains may if necessary have the Identity Cards completed with 
photographs in the Argentine at the first port of arrival. In such cases 
it is advisable that Agents are advised in advance so that prepara- 
tions may be made against vessel's arrival. The Authorities will not 
allow any members of the crew to be disembarked until they have 
presented their Identity Cards or have had their photographs taken. 
Agents must present these Identity Cards to the authorities for 
stamping within 48 hours of arrival of the vessel. Immigration control 
is made at whatever hour the vessel arrives, forming part of the 
normal reception procedure, 


FREE PRATIQUE: Vessels take pratique in port, and may enter 
and berth if they fulfil the following conditions: 

(a) Clean port of sailing and ports of call. 

(b) No persons with infectious or contagious diseases or with fever 
on board. 

(c) No cases during the voyage of disease of international concern, 
or of infectious diseases of an epidemic nature. 

To be able to obtain this privilege of taking pratique in port, it is 
essential that Captains of all vessels arriving from abroad wireless 
their Agents, not more than twelve hours before arrival, that vessels 
under their command are in the sanitary conditions as required by 
Art. 45 of the regulations to enter port and go alongside. 

On receipt of this message, Agents will present to the Health 
Authorities the request for a berth, accompanied by the telegram 
sent by the Captain, not less than six hours (nor more than twelve) 
in advance, detailing sailing port and ports of call, and indicating the 
approximate hour of arrival. If the wireless message is in code, 
Agents will give the necessary translation, and be held responsfbe 
for any error in such translated version. 

The message may be sent either in English or Spanish, and we give 
specimen texts in both languages, which should be closely followed: 

“Addressed to Agency in Buenos Aires (or other port) 

solicitamos pedir libre platica telegrafica buque...(1), procedente 

de... (2), con escalas en... (3), con... (4)... tripulantes, (5) 

. . . pasajeros Buenos Aires . . . (6), pasajeros transito punto. 

declaro no tener abordo personas afectadas por ninguna 

enfermedad pestilencial punto estado sanitario bueno 
“captain ...(7).” 
or in English: 

“please request free pratique ms (or ss) . . . (1), proceeding 

from... (2), with calls at... (3), with... (4)... crews, (5)... 

passengers for Buenos Aires . . . (6). passengers in transit stop 

hereby declare that nobody on board affected by any pestilential 
disease stop sanitary condition good. 
SMASIBE a ax (Vien 

In each case the gaps must be filled in as follows: 

1. Name of vessel and flag. 

. Port of commencement of voyage. 

. Full details of all ports of call. 

. Number of crew. 

Number of passengers for Buenos Aires (or whatever port 
first entered). 

. Number of passengers in transit. 

7. Fullname of master, and also of doctor if there is one on board. 
As there have been cases of insufficient information being received 
from vessels, and ‘‘added in" by Agents in the translation, the 
authorities have established this standard form which Masters must 
follow in their messages, and which will accompany the request 
to the Health authorities. 

This facility now refers to all Argentine ports, the message 
requesting Free Pratique to be sent to the vessel's Agent at first 
port of call, after which Free Pratique is automatic in all subsequent 
Argentine ports. If, however, a non Argentine port is called at en 
route, Free Pratique must again be requested at what will then 
become the “first Argentine port". 

Agents will confirm to the vessel, by radio, the date and hour of 
granting of free pratique, and with this information in hand, vessel 
can enter port and go alongside. The Port Authorities will board as 
soon as the gangway is placed for their routine inspection, and 
until they have boarded, no one else should be allowed on board. 

River Ports, Vessels proceeding to river ports get pratique at 
destination. 

Vessels lightening. Tankers and other ships lightening in River 
Plate waters, provided they comply with Art. 45, may later continue 
their voyage and go straight into berth at port of destination to take 
free pratique there. 

Sick crew members. \f there is a sick person aboard, the interna- 
tional sign “‘W" must be flown on entering, and for Free Pratique, 
the customary yellow flag. 

Captains must report to the boarding sanitary authorities those 
members of the crew having venereal complaints. 

Infected ports. Apart from the smallpox vaccination certificate, 
which is obligatory in all cases, the recent Cholera epidemics have 
caused the Health authorities to tighten control. All persons on 
board vessels coming from ports in the countries named below 
must bein possession of the Anti-Cholera inoculation certificate, and 
from other zones as indicated as International Yellow Fever vaccina- 
tion certificate. 

Cholera. The international certificate is valid from the sixth day of 
inoculation, and for six months. The countries at present under 
control are: 

Africa. Algiers, Alto Volta, Cameroon, Chad, Dahomey, Ghana, 
Ivory Coast, Liberia, Mali, Niger, Nigeria, Senegal, Sierra Leone, 
Somalia, Togo. 

Asia. Burma, India, Indonesia, Malaysia (west), Muscat, Nepal, 
Pakistan, Philippines, Vietnam (south). 

Epidemics are not officially admitted in the United Arab Republic 
and Sudan, but the certificate is advisable as a precautionary 
measure. 

Other zones may be affected at short notice. 

Yellow Fever. The vaccination certificate is valid for ten years, as 
Hi tenth day of inoculation. It is required for all persons coming 

rom: 

Africa. Angola, Ghana, Kinshasa, Nigeria, Sierra Leone, Sudan. 

South America. Brazil (territories of Roraima and Boa Vista), 
Colombia (Bolivar, Simiti, Boyaco and Paz de Ariporo). ; 

Inflammables. |t should be berne in mind that vessels carrying 
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over 25 tons and under 100 tons of inflammables, explosives, etc., 
must be inspected in the roads before entering whether they have 
asked for Free Pratique by radio or not, although this is still advisable 
as the one inspection is independent from the other. 
CLASSIFICATION OF ARGENTINE PORTS: In accordance 
with Article 31 of the Pan American Sanitary Code, the National 
Health Department has classified the Argentine ports as follows: 

Clean Ports Class A—Buenos Aires, Rosario, Santa Fe, La Plata 
and Bahia Blanca. 

Clean Ports Class B—San Nicolas, San Lorenzo, San Martin, Villa 
Constitucién and Concepcidén del Uruguay. 

Clean ports under the vigilance of the Health Department—Mar del 
Plata, Necochea and Diamante. 

A clean port, in general, requires the absence of non-imported 
cases of cholera, yellow fever, pest, exanthematic typhus or any 
other contagious disease of a serious epidemic nature, that may be 
carried through international trade. The clean ports of Class A have 
competent staff and suitable sanitary equipment, also bacteriological 
laboratories, registers of disease and deaths, lazarettos, etc. 

The clean ports of Class B are those that have not got all the 
equipment required for Class A. 

FLAG: The flag of the Republic is three horizontal and equal bands 
of which the centre one is white, and the upper and lower, sky blue. 

The official colours, flown by Naval vessels and all official entities 
are distinguished by a rising golden sun in the centre of the white. 

All foreign merchant vessels must fly the Argentine flag from the 

highest mast while in territorial waters and ports, and fly their own 
national colours from the ensign staff. 
PILOTAGE: A. Ordering: For Recalada Station, minimum 48 hours 
in advance, for all other services Agents of the vessels to be piloted 
must apply, in writing, to the Pilotage section of the Prefectura at 
their domicile before 17.00 on the day before the service is to be 
effected, or on Sundays/holidays, before 11.00. Pilots are obliged 
to render service in strict turn, in accordance with the register in the 
zone. 

Applications for Pilots presented outside the hours established 
will be accepted but they will be classed under the headings of 
“Extraordinary” or “Urgent” applications. Pilots should always be 
ordered by the Agency; only in exceptional cases may a Pilot be 
requested direct by a Master, when by reasons of force majeure, 
or change of destination arrival is unforeseen. Vessels which are 
unaware of their Agents name may also request a Pilot direct. In 
such cases the request should be made direct, by radio, to the 
Prefectura with full explanations of the circumstances. 

B. River Plate Zone: There are three pilot stations in this Zone, 
namely; Port of Buenos Aires, Intersection and Recalada Pontoons. 

(i) Inwards from sea. Inward vessels for up river ports Buenos 
Aires or La Plata have to take a Pilot at Recalada, and must give 48 
hourse advance notice of arrival, both to Agents in Buenos Aires 
and direct to Recalada, call sigh LOJ 500 kc/s. (600 metres) Type 
Al, A2. 

The operator is on duty from 8 to 10, 12 to 14, 16 to 18 and 20 to 
22.00 hours. Communications can also be made on 462 kc/s. (649 
metres). 

The second pilot station is at Intersection Pontoon km 37 measured 
out of Buenos Aires. 

The Recalada Pilot takes all vessels to Intersection only, where 
another pilot comes aboard, as follows: 

if bound for Buenos Aires, a port Pilot. 

if bound for La Plata, a river Pilot to La Plata Roads where a La 

Plata Port Pilot takes over. 

if bound for upriver, a river Pilot. 

(ii) Outwards to Montevideo. Vessels sailing from Argentine 
Plate ports to Montevideo must take an Argentine Pilot up to 
Montevideo Roads, not drop him at Recalada. 

(iii) Inwards from Montevideo. Vessels arriving from Montevideo 
come incharge ofa Uruguayan pilot to Intersection, where the second 
pilot takes over as above: Uruguayan pilots, when in Argentine 
waters are subject to all Argentine laws and regulations. 

(iv) Outwards to sea. Outward bound vessels (except for Monte- 
video) are obliged to disembark their pilots at Recalada, except 
when prevented by weather, in which case the Pilot must land at 
first available port and his travelling expenses back to Buenos 
Aires are for vessels account. 

C. River Parana Zone: Comprises the River Parana from the port 
of Parana (km. 600 from Buenos Aires) down to its mouth, and that 
part of the River Plate limited to the East by its left bank to Punta 
Negra (Uruguay), thence to Intersection Pontoon, to the South by 
the North bank of the access channel to Buenos Aires Port, to the 
West the right bank of the River Plate from the entrance to Buenos 
Aires port to kilometre 0 of the River Uruguay. 

On the River Parana, on distances exceeding 200 km, two special 
pilots must be ordered, and therefore there will be four Pilots on 
board (two special and the two on turn), and the vessel has to pay 
for each of them, i.e. four times the tariff. 

For distances of less than 200 kilometres, the same ruling applies 
when continuous navigation is requested, which necessitates the 
employment of two Pilots on turn. However, when only one pilot is 
asked for, only one special Pilot is nominated, if specially asked 
for, and consequently the tariff is double. 

(i) Northbound. Pilots for navigation through this zone go on 
board, north-bound, at Intersection Pontoon, whatever the destina- 
tion. If for Uruguayan ports in the River Uruguay, the Uruguayan 
port Pilot comes on board off Parana Bravo. 

(ii) From River Uruguay. Vessels from River Uruguayan Ports, 
either Argentine or Uruguayan, change their River Uruguay Pilot 
for River Parana Pilot at the mouth of the Parana Bravo. However, 
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if proceeding from a Uruguayan port, it is preferable to send the 
Parana Pilot to the Uruguayan port, and drop the Uruguayan Pilot 
off Nueva Palmyra. In certain cases the Argentine Parana Pilot can 
also come aboard at Nueva Palmyra. 

(iii) Inside Parana River. There are two stations for despatching 
Pilots in the River Parana Zone; one at Buenos Aires and the other 
at Rosario. From the port of Buenos Aires Pilots will be cleared to 
take vessels to the northern limits of the Zone, as also for vessels 
anchored at ports or places South of San Pedro, for any destination. 

From the Rosario station, Pilots will be despatched to vessels 
anchored within the port of San Pedro, and all places to the North 
of the port, whatever their destination. 

At some of the smaller ports in this zone the Prefecture will, to 
avoid delay to the vessel, authorise the River Pilot to berth the vessel. 
This request must be made when ordering the Pilot, but Agents 
at the river port must also apply for a Pilot, and see that he is 
employed if available. 

Draft is ruled by the depth of water at Martin Garcia Bar, which is 
at present 24’ 6” at zero. This varies, and from time to time the 
Prefecture has authorized clearance of vessels up to 27’. Occasionally 
it happens, in spring, that there is less water in the river above 
Martin Garcia, but the Weekly Bulletin issued by the authorities 
covers this and all determining depths on the river routes. 

(iv) To Montevideo. Vessels proceeding down river to Montevideo, 
take a Pilot at intersection to Montevideo Roads, where a port Pilot 
boards. 

(v) To La Plata. Vessels from up river ports for La Plata drop their 
river Pilot at Intersection, take another river Pilot to La Plata roads 
(optional) and then a port Pilot there. 

D. River Uruguay Zone: Comprises the River Uruguay from 
Concepcion de Uruguay, km. 188 to its mouth, and that part of the 
River Plate mentioned under the Parana River Zone. All Pilots for 
this Zone will be despatched through the Buenos Aires station. 

E. Bahia Blanca Zone: Comprises the Bay from a line joining the 
buoys at Punta Tejada and Punta Lobos, up to the ports. There is 
no pilot vessel on station. The ordering of Pilots for the Bahia 
Blanca zone is effected by the Overseas and Coasting office at that 
port. As the official tug for taking sea Pilots to meet incoming vessels 
is sometimes out of commission, Masters are requested to advise 
their Agents of the ETA 48 hours in advance. The cost of a special 
tug is heavy, and on occasion a saving can be made sharing expenses 
if the tug can take out Pilots for other incoming vessels, and also 
embark those from vessels outward bound from Bahia Blanca. 

F. Southern Ports : South of Bahia Blanca and as far as Rio Grande 
pilotage is not obligatory in port, but when a vessel requires a piiot 
application should be made to the Pilots’ Office of the Naval Prefec- 
ture through vessel's Agents in Buenos Aires with at least five 
days advance notice. They go on board either at Buenos Aires, off 
Mar del Plata, or at other ports as required, and are authorized to 
operate in all of the southern ports: San Antonio del Oeste, Madryn, 
Comodoro Rivadavia and the adjacent oil berths, Deseado, San 
Julian, Santa Cruz, Rio Gallegos, San Sebastian, Rio Grande and 
Ushuaia. 

Their duties are to act as Port Pilots for entering, mooring, un- 
mooring and leaving any of these ports. 

Vessels from South Atlantic Argentine ports, for Montevideo 
should pick up an Argentine Pilot from Recalada to Montevideo 
roads, but if such vessels pass further than five miles away from 
Recalada Lightship and pass direct to Montevideo Roads, there is no 
such obligation. 

G. Embarking/Disembarking : Accommodation ladder. The gangway 
should be lowered to about 3 metres above the surface of the water, 
and adjusted in such a way that the Pilot only needs to climb the 
rope for this distance, in order to step on to the gangway. This rope 
ladder must have all the steps resting firmly against the side of the 
ship, in accordance with the requirements of the Safety of Life at 
Sea Convention. Similarly, the gangway must rest against or be 
secured to the side of the vessel, and Pilots may refuse to board if 
these conditions are not complied with. 

RADIO: All times are given in GMT unless otherwise specified. 

Storm Warning, Met. situation, Weather forecasts and Notices to 
Mariners. Are transmitted in clear (A1) in Spanish and then English, 
daily, from the following stations: 


General Pacheco LSV = 3220-5 kc/s. 0.5 kW 01.30 Storm warning 
Buenos Aires Met. resumé 
LSV 2 5907-5 0-5 kW Forecast 
LSV 4 12100 1 kW 
LSV5 17520 1 kW 


and again at 1600 
while LPD 5 transmits the same information on 512 kc/s. (5 kW) at 
0148 and 1630. 

The weather forecast covers the zone from Rio de Janeiro to 
Drake Strait and is valid until 1200 of the next day. The word “nil” 
is used if there is no information to report, as for example in storm 
warnings. 

Vessels at sea can request a forecast and state of the weather at 
any time from Meteoro Baires, through Pacheco—LPD on 4177, 
4187, 8354, 8374, 11531, 12561, 16708, 16748, 22220 and 22270 kc. 


Radio Trelew LPZ 20 527 kc/s.3 kW at 1730 
Radio Comodoro 
Rivadavia LPX 2 474 kc/s. at 0400 


and 1800 as above. 
Vessels at sea in this area can request a forecast from Meteoro 
Comodoro Rivadavia through LPX 2. 
Notices to Mariners and Urgent River Notices. Are transmitted in 
Spanish and repeated in English by Radio Pacheco and Radio 
Comodoro Rivadavia. 


Radio LPD5 512kc/s. 5 kW A2 at 00.30 Plate Area 
Pacheco LPD6 4268kc/s. 0.25 kW A1 at 12.30 

Comodoro LPX2 474 kc/s. 3 kW A2at 13.30 20.00 
Rivadavia LPX 27 44286 kc/s. 0.5 kW A3 at 04.00 08.00 


12.00 21.00 

This station only reports on Lat. 42° S. to 52° S. 

In both cases messages are repeated twice at intervals of one 
minute at the times indicated. Notices are repeated daily during 
six days from publication, preceded by the signal TTT, followed by 
the number of the notice, the letter R and then the text in this 
sequence: 

Zone, sea, river, province, locality, etc. 

Lat. and Long. if necessary. 

News in question. 

ap ti with SHN to indicate the authority (Servicio Hidrografia 

aval). 

If there is no notice to transmit, the stations will transmit “no hay 
avisos para navegantes”, “no notices for mariners". 

Notices to Mariners, and other items, in Spanish only—Notices to 

pide, and other special information are given in Spanish only as 

ollows: 

Rosario—LSQ 38, 477 kc/s., A1, at 13.05: 

Depth of water in the Parana River from Los Padjaros to Los 

Ratones and also the minimum depth between Santa Fe and 

Rosario. 

Concepcion del Uruguay—LSQ 57, 477 kc/s., A1, 0:5 kW at 13.00: 
Information on the Uruguay River from San Javier to Guale- 
guaychd. 

Buenos Aires South Dock (Darsena Sur)—LSQ 9, 477 kc/s., A1, 1°5 
kW at 04.00, 05.00, 06.00, 07.00, 08.00, 09.00, 10.00, 11.00, 12.00, 
13,00, 14.00, 15.00, and 15.45 except Sundays and holidays. 

Depth of water on the gauge at Riachuelo. 

Buenos Aires Central de Comunicaciones (Prefectura Naval Argentina) 
—LSQ 4, 524 kc/s., A2, from 05 to 10 minutes each hour: 

Depth of water indicated by the semaphores at Puerto La Plata 

and Riachuelo, and of the El Codillo zone of the Punta Indio 

Channel referred to zero on the Oyarbide tide gauge which is 

between pairs of buoys 24 and 25 in the Main Channel, and the 

new tide gauges referred to on page 17. 

Buenos Aires, Meteo (Ali A1)—LSV 3220-5; LSV 2, LSV 6, 5907-5; 
LSV 4, 12100; LSV 5, 17520 kc/s. at 1705. 

Depth on the River Plate, River Parana, River Paraguay and River 

Uruguay zones. Buenos Aires, Radio Nacional LRA 870 kc/s. 

A3, at 01.00, 11.00, 15.00, 18.00 and 21.00. 

Depths of water and met. forecast for River Plate zone, this station 

also transmits tidal forecasts at 01.00, 10.00, 13.15, 16.00, 19.00 and 

22.00 


Intersection Pontoon River Plate—LOI, 524 kc/s., A2: 

Continuous information on local depths of water, on request. 
Recalada Pontoon—LOJ, 524 kc/s., A1: 

Same as Intersection. 

Buenos Aires, Central de Comunicaciones (Navy)—LOL 457-2, 2162-5, 
4856, 8030, 13101, 17180, 22840 kc/s., A1, at 02.30, 03.00, 13.00, 
13.30, 19.30 and 20.30. 

Urgent notices to Mariners, and Notices to Mariners covering the 

Argentine Coast and river systems. 

Santiago River (La Plata)—LOM, 524 kc/s., A2, 
from 05 to 10 minutes each hour: 

Depth of water on the semaphore at La Plata. 

From 10 to 15 minutes each hour: 

State of tides in El Codillo zone of Punta Indio Channel, referred 

to aon on the Oyarbide tidal gauge (between pairs of buoys 24 

and 25). 

All Atlantic ports also transmit local notices to Mariners and 
weather forecasts in Spanish, the call signs and frequencies are 
indicated under each individual port, but between the powerful 
stations at Pacheco (Buenos Aires) and Comodoro Rivadavia, the 
whole coast is covered by the regular information given in both 
Spanish and English. 

Facsimile Reports. Buenos Aires also transmits facsimile reports, 
of which the following correspond to surface forecasts, valid for 
24 hours, and weather on Mercator projection. 

08.00/08.15 and 20.00/20.15 
LRO69 5185 kc/s. 

an LRB 10720 kc/s. 
both of F4, white and black with a variation in frequency of plus 
piel 400-5 kW and referred to observations made eight hours 
earlier. 

From the Antarctic, the Argentine Met. station at the South Orkney 
Islands transmits an analysis of the Atlantic area at 0300 and 1700 
from LOK on 4250 kc/s. and 13051°5 kc/s. 

Traffic Control and Safety at Sea. The Prefectura Naval Argentina, 
in charge of shipping activities including safety at sea, maintains a 
control centre at Buenos Aires, and another at Mar del Plata (where 
several hundred fishing vessels operate). 

Objectives are to prevent collisions at sea or groundings and to 
keep a safe, expedite and orderly flow of traffic, as well as to alert 
safety and salvage systems when vessels need assistance. 

A. - The Controlled area, from Buenos Aires, covers from parallel 

57°W passing through pair of buoys No. 21 in the main entrance 

channel to aline from San Isidro (Buenos Aires) to the mouth of the 

Parana Guazu river. 

The centre is on permanent duty in the following VHF-FM channels 

. frequency 156-8 mHz for calls, assistance, urgency and safety. 

2 56- 


From station 


6 notices to mariners. 
14 156-7 annex to Channel 12. 
6 and8 156-3/4 bridge to bridge use. 


Information: All vessels in the area, both foreign and national, 

must inform the centre of the following: 

On entering the systems. 

On leaving the systems. 

On crossing km 57 in the main channel. 

On arriving at Intersection Pontoon. 

fn crossing km 11 of the access channel to/or from Buenos 
ires. 

6. When anchoring, mooring or unmooring. 

In each case, except 2 and 6, they will give the estimated hour of 
arrival at the next point en route. 

Vessels will also report, on channel 16, the following: 

(a) Accident or fire on board. 

(b) Sighting another vessel in apparent difficulties. 

(c) Sighting any dangerous obstacle to navigation. 

(d) Any serious reduction in visibility. 

They will also advise, on Channel 12, as soon as possible, if any 
mark, light or navigational aid is damaged, missing, functioning 
badly or evidently out of position. Vessels must keep constant 
watch on Channel 16 from entering the zone to leaving it, and 
immediately after using any of the other channels will continue to 
listen on Channel 16. If, for any reason, this is not possible, they will 
report this to Control office by Channel 12. 

The Centre transmits as routine information urgent notices to 
mariners, ruling weather conditions every four hours from 00.00 
and depth of water at El Codillo, La Plata port, Riachuela and Martin 
Garcia Bar five minutes after every hour. 

Also tide and met. forecasts at 09.00 and 15.00. Storm warnings, 
visibility reports and obstructions in channels will be transmitted 
immediately on being reported, and then included in the next routine 
transmission. 

Information can be requested from the Centre at any time. 

The Administration procedure is that figuring in the International 
Union of Telecommunications and/or the Manual for the Use of 
Mobile services. 

Time used in this service is local Argentine time, i.e. GMT less 3 
hours. 

Language: Personnel on duty in the Control centre will use only 
Spanish. 

lf necessary recourse can be had to the Code groups in the 
International Signal Code in use, and the spelling and lettering 
tables therein, or to Code Q. 

B. - Mar del Plata Centre controls the area from 35° 30’ to 41° S. In 

this zone the system is voluntary for foreign flag vessels. The Centre 

operates on the following frequencies. 
Coastal frequency 


oP yer> 


Ship frequency 
20 21 


One Type A3 H 2182 kHz LSO 82 a 
2100 LSO 69 2100 d 
4409-4 LSO 70 44108 f 
8754-4 LSO 71 8220-4 
13189:5 LSO 72 124105 i 
Al A2 500 LSO 20 500 
Al 437 LSO 20 437 
4325 LSO 21 4325 
12728 LSO 57 12728 


Two The Mar del Plata centre maintains a continuous listening 
watch on: 


A2 500 kHz LSO 20 

Al 4325 LSO 21 
A3 H 2182 LSO 20 
4110°8 LSO 70 

8220:4 LSO 71 


and also listens from 00 to 05 minutes each hour on A1 12728 kHz 
and from 45 to 50 minutes every hour on A3 H on 2100 and 12410°5 
kHz. 

Vessels can use any of the frequencies listed under “one” after 
calling any of the frequencies in ‘two’. In radiotelephony, except 
for frequencies 2100 kHz and 2182 kHz traffic will be routed in semi- 
duplex as per frequency pairs as indicated in “one” f, g andi. 

In this are notices to Mariners and Safety information will be trans- 
mitted as follows: 


A3 H_ 2100 8754-4 00.05 and 05.05 Argentine time (GMT —3) 
4409-4 7854-4 08.05 i Peat, 6 Pe | 
4409-4 131895 12.05 and 16.05 is a4 

Ai 437 4325 01.00 and 06.00 is in 
4325 12728 13.00 and 19.00 a 


Storm warnings or other urgent information will be transmitted 
in A3H and A1 on 500 kHz and 2182 kHz. 

Information: Vessels on entering or leaving the zone will indicate: 
Position, course, speed, whence proceeding, whither bound. 
Sailing from or entering ports in the area. 

Report geographical position every twelve hours counted from 

time of first advice, giving course and speed. 

4. Any change in course or speed which alters the normal route 

and time at which it occurred. 

5. Anchoring in or leaving the area. 

Happenings: All vessels will immediately advise the centre of: 

(a) Accident or damage to own or another vessel. 

(b) Sighting any object dangerous to navigation. 

(c) Any serious reduction in visibility, or unfavourable meteoro- 
logical conditions. . 

(d) Having observed if any lighthouse, beacon, buoy, etc., is not 
working properly or is out of its correct position. 


pare 
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Language and Time: As in River Plate centre. 

Time Signals. Time signals are transmitted from LOL Buenos 
Aires as follows: frequency 475:5, 2162°5, 4856, 8030, 13101, 17180, 
22840 kc/s., A1. at 0100, 1300 and 2100 GMT, using the modified 
modern American system, with dots every second from 54.30 to 
54.50, a dash of eight seconds ending with four half-second dashes, 
every minute to the hour, ending with a dash. 

LOL also transmits on 5, 10 and 15 Mc/s. simultaneously in A1, 
A2, A3. Carrier waves are modulated in 1000 and 440 c/s. alternately. 

Signal consists of dots every second, omitting the 59th second, 
and with one second interval before the next period commences. 
Transmission is from 0800 to 0900, 1100 to 1200, 1400 to 1500, 1700 to 
1800, 2000 to 2100, and 2300 to 2400 Argentine time (GMT less 3 hours 
daily), except Sundays and national holidays. 

At the end of each period of transmission the call sign in given in 
morse, and before each period the words Observatorio Naval Argen- 
tino are followed by the hour and minute corresponding to the 
commencement of the next signal. 

Modulation on 440 c/s. corresponds to the note LA of the fifth 
octave in the musical scale. 

D/F BEACONS: A number of radio beacons specially for shipping 
have been installed down the coast, in addition to the airbeacons 
which can also be used, though with less accuracy. 

There are eight beacons, and 18 aerial beacons in use as follows: 

Practicos Recalada - 35° 10’ 06” S. 56° 15’ 00” W. range 150 miles 
(on the lightship) frequency 320 kc/s., A2. 

Signal PR once 9-7 seconds, followed by silence 2:3 seconds, a 
long dash 17 seconds, silence one second, dash 17 secs., silence 
one sec. PR repeat the cycle, PR again and final silence 14:3 seconds, 
making a period of 120 seconds (two minutes). 

In good weather there are two transmissions every two-minutes, 
from 02 to 08 and 32 to 38 minutes eact. hour. 

In fog, one two-minute transmission every four minutes from 02 
minutes. 

Punta Mogotes — 38° 05’ 32” S. 57° 32’ 28” W. range 120 miles. (On 
the lighthouse) frequency 295 kc/s. A2. 

Signal PM once 98 secs., followed by silence 2:2 secs., dash 17 
secs., silence one second, dash 17 secs., silence one second PM 
and repeat cycle. PM again, final silence 14-2 seconds, total period 
two minutes of the hour. 

In good weather two transmissions as from 06 and 36 minutes 
of the hour. 

In fog, continuous commencing on the hour. 

Bahia Blanca — (On the Recalda Lighthouse) 38° 59’ 33” S. 61° 15’ 
38” W. range 350 miles frequency 310 kc/s. A2, 0:2 kW. 

Signal BB 9-8 seconds, silence 2:2 secs. dash 17 seconds, silence 
one second, dash 17 seconds, silence one sec. BB and repeat cycle, 
then BB and final silence 14-2 seconds, total period two minutes. 

In good weather two transmissions four minutes apart from 04 
and 34 minutes after the hour. 

in fog, one transmission every four minutes from 04 each hour. 

Bahia Blanca - (On the Light buoy El Rincon) 39° 23’ 12” S. and 
or 00’ 48” W. range 200 miles, frequency 310 kc/s., A1 and A2, 0-15 

W. 

Signal RN once, seven seconds, silence two seconds, two long 
dashes 41 seconds, silence two seconds RN repeat cycle, but one 
second first silence after signal then as before repeat RN and final 
silence 250 seconds, total 6 minutes. 

In good weather, two transmissions from 02 and another two from 
32 minutes of each hour. 

In fog continuously from 02 each hour. 

Bahia Blanca - (On the Segunda Barranca lighthouse) 40° 47’ S. 
62° 16’ W. approx. range 200 miles, 310 kc/s. A2. 

Signal SB 9-8 seconds, silence 2:3 secs., dash 17 seconds, silence 
one second, dash 17 seconds, silence one second SB and repeat 
cycle, repeat SB final silence 14:8 seconds, total period 2 minutes. 
In good weather, two transmission every half hour, at 00/02 06/08 
30/32 and 36/38 minutes on the hour, in fog, every four minutes 
00/02, 06/08, etc. 

Punta De/lgada-Los — 42° 46’ 00” S. 63° 38’ 00” W. range 200 miles, 
frequency 315 kc/s., modulation 1000 c/s modulated A2 signal 
PD 9:7 seconds, silence 2:3 seconds, long dash seconds silence one 
second, long dash 17 seconds, silence one second PD repeat cycle, 
PD final silence 14:3 seconds total period 2 minutes good weather 
four transmissions every hour at 04, 10, 34 and 40 minutes after the 
hour. In fog two minutes transmission and four minutes silence 
from 04 of the hour. 

San Gregorio - 45° 01’ 30” S. 65° 37’ 51” W. range 200 miles, fre- 
quency 295 kc/s., A2 2kW. 

Signal IL 9 seconds, silence 3 seconds, long dash 17 seconds, 
silence one second, long dash 17 seconds, silence one second, IL 
repeat cycle. IL final silence 15 seconds, two minutes period in good 
weather four times every hour, two minutes each from 00, 06,30 and 
36 after the hour. 

In fog one two-minute transmission and four silence, from 00 
in the hour, but fog transmission temporarily suspended. 

Cabo Blanco-Loa - 47° 12’ 12” S. 65° 44’ 33” W. range 200 miles 
(on the lighthouse) frequency 295 kc/s., A1, A2, 0:15 kW signal CB 
12 seconds, two long dashes 37 seconds, CB repeat cycle CB final 
silence 250 seconds, total period six minutes. Good weather, twice 
from 08 and twice from 38 minutes after the hour; fog, continuously 
from 02. 

Temporarily out of service. 
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The Following Aerial Beacons, all on A2, may be of assistance 


Bs. Aires, Aeroparque OP 34° 31’ 18” S. 58° 29’ 00” W. 
Bs. Aires El Palomar PAL 34° 37’ 58° 36’ 
Bs. Aires, Morén MOR 34° 40’ 58° 38’ 
Bs. Aires, Ezeiza EZA 34° 49° 58° 32’ 

La Plata PTA 34° 53’ 57° 56’ 
Punta Indio PDI 35° 18’ 57° 16’ 
Dolores DOL 36° 20’ 57° 42’ 
Bahia Blanca BCA 38° 43° 62° 12’ 
Comandante Espora EPO 38° 45’ 62° 10’ 
San Antonio Oeste SAO 40° 44’ 64° 58’ 
Trelew TRE 43° 14’ 65° 19’ 
Comodoro Rivadavia CVR 45° 47’ 67° 30’ 
Puerto Deseado ADO 47° 44’ 65° 55’ 
San Julian SJU 49° 18’ 30" 67° 46’ 30” 
Santa Cruz SCZ 50° 01’ 68° 34’ 
Rio Gallegos GAL 51° 37’ 69° 17’ 
Rio Grande RGN 53° 47’ 57° 40’ 
Ushuaia USU 54° 49’ 68° 19’ 


Medical Advice.Medical consultations can be made, without charge, 
from vessels at sea with urgent illness or accidents on board. 
Messages should be brief, but clear and concise, describing the 
symptoms of the illness with all possible details, including age and 
sex of patient and informing what first aid equipment is available on 
board. 

For priority, messages should be preceded by the urgent signal 
XXX and be signed by the Master of the vessel. 

The Medical section of the International Signals Code, 1931 
volume 2 can be used, as also clear language if it is necessary to 
amplify the message. 

Messages should be radioed to ‘Consulta Radiomedica” followed 
by the name of the coastal station used. 

All consultations are gratuitous, they must be composed in 
Spanish, and indicate in this order: 

Sex; Age; clinical antecedents; symptoms leading to the consulta- 
tion; probable cause of the illness or conditions in which accident 
occurred; any other data which could assist diagnosis and facilitate 
treatment, such as pulse rate, temperature (in centigrade) character 
and appearance of the wound, etc., and informing what first-aid 
equipment is on board. 

The following stations at Buenos Aires give continuous service 
for this purpose: 


LPD 4 445 kc/s. Al A2 
LPD 68 4268 kc/s. At 
LPD 86 98646 kc/s. At 
LPD 32 13002 kc/s. At 
LPD 46 170456 kc/s. At 
LPD 91 22419  ke/s. At 
LPD 44 44345 kc/s. A3 
LPD 8 8811-5 kc/s. A3 
LPD 9 13180 kc/s. A3 


LOAD LINE: Vessels are permitted to load to their summer marks 
all year round at all River Plate Ports as well as Atlantic ports as far 
South as Cape Tres Puntas; inclusive (47° 06’ S. 65° 05 ‘W.) and 
provided they are Northbound or Eastbound. All ports in the River 
Parana, River Uruguay and the River Plate proper are fresh water. 

With regard to Loaded Draft, the mean draft and not the maximum 
must be taken into account, and this should not exceed the Load 
Line marks. 

On the mean draft an allowance will be made equal to the weight 
of the fuel vessel will consume until it reaches the Sea from up-river 
pore: No allowance is given to vessels leaving Buenos Aires or 

a Plata. 
LIGHTENING ANCHORAGE: Vessels wishing to lighten cargo 
and perform topping-off operations may do so in the following posi- 


tions: 
Position No. 1 34° 42.0’ S. 57° 57.2’ W. 


No, 2 34° 44.1’ S. 56° 48.0’ W. 
No. 3 34° 46.0’ S. 56° 48.0’ W. 
No, 4 34° 43.9’ S. 57° 57.2’ W. 


For ships performing such operations in the River Parana, after 

passing Martin Garcia, the respective zone is between km. 172 and 
km. 173 in the river Parana Guazu, outside the channel. It is for- 
bidden for ships not lightening or topping off to anchor at these 
points. 
SPEED: Maximum speed in Ports, Channel and rivers - Vessels 
operating in the proximity of an open port, close to quays or loading 
places where other vessels or barges are operating, will reduce 
speed to a maximum six knots. 

In particular, this refers to 


Rosario between Saladillo and Punta Barrancos (La Florida) 
San Nicolas between km. 347 and 351 
Ramallo between km. 322 and 326 
Zarate between km. 104 and 111 
Campana between km. 96 and 98 


FUMIGATION: (a) Exemption. Vessels of foreign registry will be 
fumigated when proof is not shewn that fumigation has been 
effected by competent authority, and in a port duly authorized by the 
International Office of Public Hygiene, or that they have been 
exempted from such operation by the Health Ministry at authorized 

orts, within the last 6 months. Vessels arriving with an expired 

umigation or Exemption Certificate, will be fumigated except where 
a request of one month's grace is made to allow vessel to return to 
home Country or a request is made for an inspection. Should the 
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req. Time 

260 kc/s. continuous 

400 from sunset, on req. 

355 continuous 

365 continuous 

250 or 275 continuous 

325 09/2300 

235 on request, range 120 miles 
330 daylight only, not Sundays/holidays, range 250 miles 
370 daylight 

220 daylight 

205 daylight, range 300 m. 

230 daylight, range 230 m. 

210 continuous 

375 occasional, range 150 miles 
245 occasional, range 250 miles 
330 09/2300 350 miles 

365 on request 

235 on request 200 miles 


vessel be in either case in a sanitary condition and have no trace 
of rats, an Exemption Certificate will be granted. 

(b) Certificates are of no value if vessel is not in good sanitary condi- 
tion, The Authorities will not recognize the validity of any Certificate 
or issue any Exemption Certificate to those vessels which in the 
opinion of the National Health Ministry, after inspecting the vessel, 
are not in a good sanitary condition. Both cyanide and sulphur 
(Clayton process) Fumigation Certificates are accepted by the 
Health Ministry. 

(c) Permit to commence loading of vessels ordered to fumigate. No 
vessels which have had an annotation on their Free Pratique Certifi- 
cate to the effect that they must be fumigated or inspected, are 
permitted to commence loading before these requisites are complied 
with. To this effect the necessary advice will be passed by the 
Customs or Port Authorities to the Health Ministry for intervention. 

(d) Ports where vessels can fumigate. The sulphur fumigation is 
exclusively effected by the Health Ministry at the ports of Buenos 
Aires, La Plata and Rosario. The cyanide process is effected by 
private companies at practically every port of the Republic, provided 
sufficient notice is given, as at some ports it is necessary to bring 
the equipment from other ports (full information in this respect is 
given under each port). 

Captains are recommended to ensure that their vessels are in good 
sanitary condition and free from traces of rats on arrival. Even 
although vessels may be given a Free Pratique Certificate, this does 
not always free vessel from fumigation if on arrival at port of loading, 
the Authorities discover traces of rats on board. The granting of 
Free Pratique has, in fact, no relationship to the granting of fumiga- 
tion exemption, and permission to load. 

(e) Weevil. The National Grain Board is very strict on inspecting 

for weevil on board vessels destined to load grain. 
TIDES: Following data indicates the tidal range at Spring and Neaps 
in feet and tenths of a foot indicating the Argentine chart number 
on which the respective datum is given, and the height to be added 
to or deducted from that datum at the various-ports, which are given 
in North/South rotation. 


Chart 

Springs Neaps number 
Martin Garcia 2 0-4 70 
Buenos Aires 3-2 08 176 
Mar del Plata 3:8 1:2 18 
Quequen/Necochea 5:2 2 18 
Puerto Belgrano 12-6 6.4 74 
(Bahia Blanca) 
S. Antonio Oeste 30-4 11:8 6 
Puerto Madryn 18-8 6 92 
Comodoro Rivadavia 19-6 7-4 30 (plus 0-6 feet) 
Puerto Deseado 17:2 62 21 
San Julian 28 92 H 350 
Santa Cruz 39:8 9-4 2 
Rio Gallegos 39-4 9-6 H 451/2 
Cabo Virgenes 37:8 74 203 (minus 2-5) 
San Sebastian 33-8 9-4 84 (minus 0-7) 
Rio Grande 22-6 76 67 (minus 2-1) 
Ushuaia 5:2 22 45 
and for comparative purposes. 
Montevideo 0-8 0-4 242 (plus 0-8) 
Punta Arenas 1 English chart 545 


5: 
DRY DOCKS AND FLOATING DOCKS: There are two dry 
docks at Buenos Aires and two at Bahia Blanca, and six floating 
docks at Buenos Aires, with smaller ones available at Rosario and 
Corrientes. 

The four dry docks are under the control of the Ministry of Marine 
as are some of the floating docks, but all are available for merchant 
vessels, and private repair companies are permitted to carry out 
work in these Government docks. 

(a) Applications for entering either Dry or Floating Docks are the 
same: 

Name and class of vessel; flag, characteristics; NRT as per 
Register; nature of repairs; estimated stay in dock, date when ready 
to enter dock; vessels’ Register number and plans for docking. 

Tank vessels must also supply a “Gas Free” certificate. 

(b) Buenos Aires.—The two dry docks are at right angles in the 
North Basin, on the north-east side and have the following dimen- 
sions: 


No.1 493 feet (150 metres), breadth at top of entrance 66’ (19°75 
m.) gradient 1: 300. 
No.2 590 feet (180 metres), breadth at top of entrance 92 feet 


(22-10 m.). 
Vessels with large beam can only enter if their draft does not 
exceed 20’. 
(c) Bahia Blanca—The two dry docks are in the Naval Dockyard 
base. 


No.1 is 705 feet (215 metres) in length, width on sill 72’ 6” 
(22:12 m.) 
No.2. is 672’ 6” in length (closed) (205 m.) 


(d) Floating Docks.—There are seven in Buenos Aires, as follows: 


Lifting Capacity Length Internal Breadth 
No. 1 3,500 tons 413° 126-10 m. 560° 17:10 m. 
No. 2 1,500 tons 300° 91-50 m. 410° 12-50 m. 
No.3 750 tons 216’ 65-79 m. 44:0° 13:32 m. 
No. 4 750 tons 216° 65-79 m. 44:0’ 13:32 m. 
NoA 12,000 tons 565’ 172-50 m. 86:0’ 26:20 m. 
NoB 2,800 tons 397’ 110-00 m. 60-7’ 18-05 m. 
NoC 1,000 tons 246’ 75:00 m. 51:4 15-68 m. 


All supply cranes, fire fighting equipment, compressed air, water 

pumps, electric supply - 380 V. and 110 V. AC or 220 V DC. Tele- 
phone, sanitary discharge for ship’s bilges and sanitary services on 
the dock. 
FUEL: Bunker stocks of diesel oil are available in bond at Buenos 
Aires, Bahia Blanca and Montevideo, thus these ports are the most 
convenient for taking Diesel bunkers. It is available at other ports, 
but has to be transported by lorry from Buenos Aires. Lorries are 
unable to go alongside at some of the elevator berths, and there are 
no oil barges at Rosario, San Nicolas, or Necochea. 

At Buenos Aires there are barges of 150 to 550 tons with tanks to 
carry all classes of oil. If smaller quantities are required transporta- 
tion can be effected by lorries from the tanks, the cost being cheaper 
than barging. 

Oil can be transported by lorry to any berth in the port of Buenos 

Aires. 
STEVEDORES: Working hours have been modified, and are now 
07.00/13.00, 13.00:19.00 on ordinary time, and 19.00/01.00, 01.00/07.00 
on 50% surcharge. Saturdays 13.00 to 19.00 - 50%, 19.00/01.00 - 125%, 
and 01,00/07.00 Sunday 200%. Sunday through the day 100%, and 
night 200% (Monday 01.00/07.00 as a weekday). Hiring for all overtime 
shifts must be done at latest by 17.30, next hiring being 07.00. 

In Parana River ports from 06.00/12.00, 12.00/18.00, 18.00/24.00 and 
00.00/06.00. 

Stevedoring damage. It is essential that Master and/or Agent 


Berths Spouts 
Santa Fe 
72,500 tons Unit 1 2 8 
unit 2 N.W. 1 6 
unit 2 S.W 1 2 
Diamante 
20,000 tons 1 4 
San Lorenzo/San Martin 
320,000 tons unit 8 1 2 
unit 10 1 3 
Rosario 
326,100 tons unit 1 1 
(80,000 in const.) unit 2 1 
unit3 x 4 1 
unit 4 x 8 1 
unit 5 x 10 2 
unit 6 x 13 2 
Villa Constitucion 2 
225,500 tons 2 
San Nicolas 
53,000 tons 1 5 
(16,000 in construction 1973) 
Ramallo 
12,080 tons 1 
San Pedro 
7,560 tons 1 7 
Concepcion del Uruguay 
3,200 tons 1 
(20,000 in construction) 
Buenos Aires 
219,400 Basin D i 29 
(20,000 in construction) Dock 3 1 6 
South Dock 1 4 
South Dock 1 3 
Mar del Plata 
25,000 tons 2 5 
Quequen 
404,500 tons unit 1 3/4 1 4 
5/6 1 4 
unit 2 1 
extension berth 1 
Bahia Blanca 
617,480 tons 
old elevator ext. 1/2 2 12 
3/4 2 8 
central elevat. 5/6 2 10 
7/8 2 10 
new elevator 9 1 12 


ARGENTINA 


leaves on immediate record any damage done to vessel or cargo by 
the stevedores, in order to assist in recovering the cost of repairs. 

Paid Feast Days. With 48 hours or six shifts worked in the preceding 
ten days, this must be paid in full, plus double wages if worked. 
Similarly, if the day preceding the holiday is worked, and any of the 
five following days, the holiday must also be paid. 

Stevedores Day. 21st December, no work is done except on vessels 
with a fixed departure date. 

Christmas and New Year's Eve. |t has become a custom that many 
of the stevedores do not turn up on these dates in the afternoon. 

Ordinary Holidays, denominated Non-working days are those on 
which Government Offices, Customs, Banks and Insurance com- 
panies close, by law, while for commerce and industry in general 
closing is optional. Usually business works at least a half day and 
some factories full time. Stevedores and port labour in general are 
only entitled to a normal day's pay if worked, though there is friction 
as some of the Government entities, such as Grain Board, Meat 
Board, Customs, etc., get double pay, if worked. 

It is possible to work these days in port, but it often happens with 
direct delivery cargo that importers or shippers will refuse to work 
alongside, so that many “non-working” days are in fact just that, 
or at least partially lost time. For Centrocon or other charter party 
purposes, unless exempt, they count as lay time. 

Special Holidays. Special holidays are decreed on occasions by 
the Federal or Provincial Governments. These latter refer only to the 
ports in the Province in question. 

Shipping and Stevedores' Days. 7th August and 21st December 
have been declared Shipping and Stevedores’ Union Days, respec- 
tively. A Merchant Marine day has also been declared for 25th 
November, but it is not yet clear if this embraces or is additional to 
the two shipping holidays mentioned. If so, no work is possible on 
pica days, and there may be trouble in obtaining tugs for entering or 
eaving. 

Saturdays. Banks and public offices are closed on Saturdays, but 
other activities continue on Saturday mornings, hence stevedores 
and port workers only collect ordinary pay, but work until 13.00 only, 
going on to overtime if work continues after that hour. Custom 
guards collect double pay if working Saturdays. 

Local Holidays. There are also a number of local holidays, usually 
the Patron Saint's day, affecting the locality in question, and con- 
sidered as non-working days for payment purposes. 

Drinking Water. A good supply of drinking water should be available 
on board, and in hot weather this must be iced. 

GRAIN LOADING: On a North/South basis. See table below. 


Workable Rate per 
simultaneously hour each Total 

3 300/400 1200 
2 200 400 
2 200 400 
2 500 1000 
1 150/180 150 
1 150/180 150 
2 170 340 
2 200 400 
2 250 500 
2 under repair 

2 200 400 
6 200 1200 
1 each 300 600 
1 each 300 600 
2 500 1000 
2 250 500 
1 400 400 
1 not ready 

5 500 2500 
1 500 500 
1 400 400 
1 400 400 
2 400 800 
2 450 900 
2 450 

1 400 400 
1 230 230 

2/4 250 500 

2/4 400 800 

2/4 480 960 

2/4 480 960 
2 1000 2000 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


WATCHMAN: The use of watchmen is obligatory in all ports, and 
they are the auxiliary delegates of the Maritime Authority. One man 
per gangway must be placed. Masters may also place a crew member 
on watch, but in ports where there is an official service the official 
watchmen must be used. His duties are to control access to the 
vessel, control the shipment or discharge of prohibited articles, to 
revise all packages brought on board or landed, see thatthe moorings 
are in order, that the gangway is duly illuminated and that rat guards 
are in place. 

WHARF CLEANING: It is the Master's duty to see that the 
Wharf is properly cleaned up before his vessel vacates a wharf. 
Port authorities can do this, and charge the Agents of the vessel last 
berthed with the cost. 

HATCHES: Opening and closing normally carried out by the 
stevedores in each port. All hatches must te kept closed when 
vessels are not operating, and when leaving port, must be well 
battened down and covered with two tarpaulins. 

RAT GUARDS: All moorings must be provided with regulation 
pattern rat guards, 80 centimetres diameter. 

As part of the rat control gangways must be painted white and 
fully illuminated at night. Fines are imposed for non-compliance. 
FENDERS: At all ports, vessel must be boomed off the quay at 
least one metre fifty centimetres. Any type of fender meeting this 
requirement will do, but at San Nicolas, special fenders are supplied. 
NIGHT LIGHTS: All vessels when made fast must illuminate 
that side towards the water with at least one screened light. When 
vessels are double berthed, the one lying second off must comply 
with this rule. Similarly, vessels moored with either stern or bows 
to shore must show alight over the anchor chain to seaward. Vessels 
iaid up or being dismantled are exempt from this, but owners are 
responsible for any resulting damages. 

DESTINATION CHANGE: When at sea if there is any change 
in destination, within the Argentine, Masters must report this by 
radio to the Marine Prefecture, indicating the reasons for such 


change. 
DESPATCHES: Once despatch is granted, this is valid for twelve 
hours only, after which period new despatches must be requested, 
and reasons given for not sailing. In ports where local conditions 
impose a longer limit, the maximum allowable is thirty hours. 
SEAMEN'S INSTITUTES, HOME AND CHURCHES: There 
is one hostel for seamen, and five institutes operating in Buenos 
Aires and one in Rosario, as follows: 
Stella Maris (Apostleship of the Sea) 
Independencia 20 (corner Ing. Huergo). Telephone: 33-0832 
Chaplain - Father Alex Dalpiaz CS. Open every day. Vessels visited 
daily. Hotel - Rooms, Meals, Bar. Information — Port Office, Books, 
Money Exchange, Souvenirs. Amusements — Dancing, table tennis, 
billiards, television, excursions. Salon Dance - Wednesdays, 
Saturdays and Sundays. 

Religion - Mass every Sunday at 19.30, and in the morning on board 
ship by request. Confession at all times. Night prayer for all seamen. 

Football games arranged. Books freely exchanged. 
The Missions to Seamen 
Cochabamba 223. Telephone 33-0326 
Chaplain - The Rev. E. W. Casson. Open daily from 19.00, with 
dances on Tuesdays, Thursdays and Saturdays from 21.00. Shop, 


post office, billiards (three tables), snooker, table tennis, television, 
bar (beer, no spirits), etc. 

There is a service of Holy Communion at 19.00 every Sunday. 
Football games and excursion arranged. Vessels are visited. 
Sjomandskirke 
Ing. Huergo 1263. Telephone: 33-3861 
Open daily from 08.00. Library, billiards, table tennis, sightseeing 
vists arranged, as also football matches. Vessels visited every day. 

Church services every first Sunday at 10.30. 

Axel Johnson Minne till Svenska Sjoman 
Juan de Garay 80. Telephone: 33-7304 
Open daily from 18.00. Library, sightseeing arranged. 

Details of religious services on board of Swedish Church in 
Azopardo 1428 (round the corner from the Johnson Foundation). 
Dansk Kirke 
Carlos Calvo 257. Telzphone: 33-9154 
Danish seamen are welcome at the Norwegian Centre, while at the 
Church the office is open every Tuesday from 20.00 to 22.00 for 
assistance, and the Young People meet on Tuesdays and Fridays 
from 20.00 to 22.00, all being welcome. 

Church services are at 10.00 every Sunday, and on third Sunday 
in every month at 16.00. 

Finnska Sjomens-Kyrken. Suommerimien Kirkko 
San Juan 234. Telephone: 33-6797. Open daily 18.00 to 22.00 
Rosario: The Missions to Seamen at Sarmiento 209. 


ll. RIVER PLATE PORTS 


Buenos Aires La Plata San Pedro 
Campana Ramallo Santa Fe 
Concepcidén del Uruguay Rosario Villa Constitucién 
Diamante San Lorenzo Zarate 

Ibicuy San Nicolas 


THE RIVER PLATE 


The River Plate, or Rio de la Plata, is formed by the rivers Parana 
and Uruguay, and is one of the greatest river systems in the world, 
the Basin covering nearly four million square kilometres. It is some 
150 miles long, and the mud and sand in the waters give a thick 
brownish colour. Tides are small, but the water level is subject to 
frequent and sudden fluctuations on account of the weather. 

The official depth at zero of the long entrance channel from 
Recalada to the Port of Buenos Aires is presently (this varies slightly 
from time to time): 


Distance Table 
Montevideo and Buenos Aires to Parana and intermediate ports 
Nautical miles 


Se tt Gnas tee ae tae a oe Sl 
oO as = 2 D> 
BF Brew RRS Sero8 eB os 
eg SNe pS ees oS ee 
Bee Be Moh SBS" op Fy 
$ 2 On tat tee 
s 73.5 
= 
° 
oa 
Montevideo — 16 118 108 128 145 205 243 238 
Recalada Practicos 16 — 102 92 112 129 189 227 222 
La Plata 118 102 — 10 30 47 107 145 140 
Interseccién Practicos 108 92 10 — 20 37 97 135 130 
Buenos Aires 128 112 30 20 — 57 117 155 150 
Martin Garcia 145 129 47 37 57 — 60 98 93 
Ibicuy 205 189 107 97 117 60 — 41 36 
Campana 243 227 145 135 155 98 44 — 5 
Zéarate 238 222 140 130 150 93 36 5 — 
San Pedro 239 223 141 131 151 94 37 72 67 
Obligado 249 233 151 141 161 104 47 82 77 
Ramallo 261 245 163 153 173 116 59 94 89 
San Nicolas 276 260 178 168 188 131 74 109 104 
Villa Constitucién 285 269 187 177 197 140 83 118 113 
Rosario 310 294 212 202 222 165 108 143 138 
San Lorenzo 326 310 228 218 238 181 124 159 154 
Grondona 343 327 245 235 255 198 141 176 171 
Gaboto 348 332 250 240 260 203 146 181 176 
Diamante 374 358 276 266 286 229 172 207 202 
Alvear 385 369 287 277 297 240 183 218 213 
Santa Fe 400 384 302 292 312 255 198 233 228 
Bajada Grande 406 390 308 298 318 261 204 239 234 
Parana 410 394 312 302 322 265 208 243 238 
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Width of Alternative 
channel Depth width Depth 
Punta Indio 110 metres 29’ 200 metres 26'6” 
and of the access 
channel from. the 
Roads (km. 37 to km. 
9-8) 55 metres 30’ 80 metres 29’ 
North Channel 60 metres 27’ 80 metres 24’ 
(km. 9-8 to Anteport) 
South Channel 30 metres 24’6” 50 metres 19’ 
(km. 8:2 to Boca) 
GC Ongute S #2 F B Ses v PF ZF 
Liguawol tS g¢ 5 B«Srty s 3 8 @ 
Codi 2h + © axatins © F of 5 
Semeee? Feo ae Se ee "1 a 
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239 249 261 276 285 310 326 343 348 374 385 400 406 410 
223 223 245 260 269 294 310 327 332 358 369 384 390 394 
141 151 163 178 187 212 228 245 250 276 287 302 308 312 
131 141 153 168 177 202 218 235 240 266 277 292 298 302 
151 161 173 188 197 222 238 255 260 286 297 312 318 322 
94 104 116 131 140 165 181 198 203 229 240 255 261 265 
37 47 59 74 83 108 124 141 146 172 183 198 204 208 
72 82 94 109 118 143 159 176 181 207 218 233 239 243 
67 77 89 104 113 138 154 171 176 202 213 228 234 238 
— 10 22 37 46 71 87 104 109 135 146 161 167 171 
10. —) 412 27° 36) 61» 77 94 00126 186.151 157-161 
22 12 — 15 24 49 65 82 87 113 124 139 145 149 
37 27 15 — 9 34 50 67 72 98 109 124 130 134 
46 36 24 9 — 25 41 58 63 89 100 115 121 125 
71 #61 #49 34 2 — 1 33 38 #64 %75 90 96 100 
87 77 65 50 41 16 — 17 22 48 59 74 80 84 
104 94 82 67 58 388 17 — 5 3 44 59 65 69 
109 99 87 72 63 38 22 5 — 37 48 63 69 73 
135 125 113 98 89 64 48 33 37 — 11 2 39 36 
146 136 124 109 100 75 59 44 48 11 — 15 21 25 
161 151 139 124 115 90 74 59 63 26 15 — 6 10 
167 157 145 130 121 96 80 65 69 32 21 6 — 4 
171 161 149 134 125 100 84 69 73 36 25 10 4 — 


From Recalada Lightship West the Bay is all fresh water. 

Vessels drawing 31’ or even 32’ (fresh water marks) frequently 
navigate safely. The tidal rise and fall is from three to five feet, but 
the state of the river is influenced to a far greater extent by the force 
and direction of the wind. There is no guarantee that a vessel drawing 
31’ may not be caught by low water caused by a North wind, which 
carries the water seawards. Just as a North wind will reduce the 
depth of water, so a Southerly or South-easterly wind raises it 
considerably, often several feet. 

Winds fromm S.W. to E.N.E. through N. make the level drop, North 
being the strongest in this sense. 

E.N.E. to S.S.W. winds make the water rise, S.S.E. having the 
greatest influence. 

Between S.W. and S.S.W. or N.E. and E.N.E. the influence of the 
winds is much less. 

Vessels often touch bottom, or even bump slightly, but as the 

bed of the river is soft mud and silt, one never learns of these ships 
reporting damage. The Plate Pilots, of course, warn Masters of this 
not infrequent occurrence. The docks and basins in the port also 
have soft mud bottoms, except for the entrance between North Basin 
and Dock 4, and it is quite customary to see vessels lying safely 
aground when loading or discharging. 
RECALADA LIGHTSHIP: Vessels enter the Plate system passing 
the Recalada Lightship, 16:8 miles South of Montevideo at 35° 
10’ 06" S. and 56° 19’ 06" W. At this point it is obligatory to take an 
Estuary Pilot, if proceeding West, and a minimum 48 hours notice 
must be given both to Agents in Buenos Aires and to Recalada 
Lightship. 

The Recalada Lightship and pilot station is a small vessel, whose 
hull is painted in vertical black and white stripes, two metres wide, 
and with an orange/red housing. 

Apart from the usual pilot lights (white above red) there is alantern 
on the foremast, with a white flash every eight seconds (one second 
light, seven seconds eclipse) placed at 19 metres above river level, 
range twelve miles. 

The lightship also has a fog signal, period thirty seconds sounding 
for three seconds and silent for 27. 

Radio call sign is LOJ on 500 kc/s. type A1, A2, transmitting in 
clear every hour from 05 to 08 and 35 to 38 minutes. Operator on 
watch 08/10, 12/14, 16/18 and 20/22, also listens on 462 kc/s. 

Punta Indio Channel and Privileged Zone 

The term “privileged Zone” comprises the zones of the main 
channel of the River Plate which extends 500 metres to either side 
of the buoy at kilometre 57 and Buoys No. 30 at Punta Indio Channel, 
likewise 300 metres on each side, outwards, of the pairs of buoys 
marking the Punta Indio Channel between Buoys No. 30 and No. 1. 

Vessels navigating in these zones have equal privileges to those 
navigating the Punta Indio Channel, which comprises the zone of 
the general channel of the River Plate between Buoy No. 30 and 
the Recalada Lightship following the route buoyed for ocean going 
vessels by the Ministry of Public Works. 

Vessels drawing over 24 feet entering or leaving the River Plate 
are obliged to traverse the Punta Indio Channel from Buoys 1 to 30, 
and the Privileged Zones existing between Buoys 30 and km. 57. 

Vessels drawing 21 feet and up to 24 feet inclusive must follow 
the route of the general channel and the corresponding privileged 
zones and may make use of the Punta Indio channel or not, depending 
on the depths of the river. 

Vessels drawing 19 feet but under 21 feet must use the general 
channel of the River Plate and the corresponding Privileged Zones, 
but can only use the Punta Indio Channel between Buoys 19 and 23 
when depth of the river makes this advisable. 

Vessels drawing less than 19 feet, wishing to follow the route of 
the main channel, may do so through the corresponding Privileged 
Zones but are forbidden to navigate along the Punta Indio Channel. 
INTERSECTION LIGHTSHIP: This pilot station, near km. 33-5 
and 169 km West from Recalada is on the North side of the principal 
channel, at 34° 39’ 30” S. and 58° 00’ 04” W. 

Hull, mast and superstructure are painted sky blue and the inscrip- 
tion on the hull is ‘‘Practicos Interseccion"” in black letters. At 
night, two lights are shown on the fore-mast, one white about 11 
metres from the deck, and below this a red light at about 7 metres. 

Radio call sign LOI, on 500 kc/s. wavelength 600 m. Operator on 
duty from 8 to 10, 12 to 14, 16 to 18 and 20 to 22.00 hours. 

At this point the estuary Pilot concludes his stint, inwards, or 
takes over outwards, and port Pilots for Buenos Aires take over or 
finish. Similarly up river Pilots for vessels bound for Uruguay or 
Parana rivers take over or deliver vessels here. 

If, owing to bad weather or force majeure, the pontoon's launch 
cannot trans-ship Pilots, by day the blue flag with the letter “P" 
normally flown at the fore will be struck, or by night the red and 
white pilot lights will be extinguished, and a red light exhibited at 
the stern. 

At Intersection vessels anchor while waiting for draft to proceed 
to the Parana or Uruguay rivers, as well as those awaiting berth in 
Buenos Aires. Such vessels should keep well clear of the Pontoon 
to leave ample room for those taking or disembarking pilots. f 

The holding ground here is not good, being soft mud. All ships 
drawing more than 15’ must, before leaving Martin Garcia or Inter- 
seccion outward bound, ascertain the state of the channel from LOI 
(Radio Interseccion) who will give the departure time, draft, and 
speed of vessels navigating in the channel. Only after receiving 
this dual information can Masters and Pilots decide to proceed, 
and then must communicate time, draft and speed to Radio Inter- 
seccion. Vessels drawing less than 15’ can navigate freely between 
Martin Garcia and Interseccion, but must give way to vessels of 
deeper draft. 
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INTERSECTION TO MARTIN GARCIA: From Intersection 
(km 38) to Martin Garcia (km. 106) vessels will anchor near km. 37 
until there is sufficient water, with one foot under the keel and a 
rising tide or river. If it is calculated that the vessel will have one foot 
clear through the whole passage, she may leave, but on a falling or 
stationary river, she must adjust speed to avoid the difficulties be- 
tween km. 37 and km. 79. 

From Martin Garcia to Intersection, vessels drawing 22’6” or more 
will leave when conditions assure one foot of water under the keel. 
It is essential to radio LOI as above to check on tides, etc. Such 
vessels coming down river must also communicate to LOI the 
passing of km. 101 and 38, while those going up river must communi- 
cate passing km. 38, 72 and 101. 

Maximum draft permitted between km. 39 (Intersection) and km. 
93 (Canal Nuevo) is 26’ and a speed of ten knots or over, or with 8 to 
10 knots, maximum 24’. 

In the sector Intersection/Martin Garcia vessels will anchor in any 
suitable place until depth of water permits them to go upstream ona 
rising river. 

Vessels drawing 22’ or more are recommended to cross only 

between km. 72/74, 80/82 and 96/96. Those drawing less than 22’ 
and with at least three feet under their keel can also cross between 
km. 52/56 and 98/100. 
MARTIN GARCIA BAR: The Flats (rock outcrops) in the estuary 
from Martin Garcia Island down to Faralion have remained practically 
unchanged for fifty years. The Island itself, in lat. 23° 11’ S. and long. 
58° 17’ W. is an almost circular mass of granite, about 27 metres 
high and some three miles in circumference. Shores are muddy and 
mostly rocky. 

It commands the entrance to the Rivers Parana and Uruguay, and 
all vessels using these rivers must pass within half a mile of the 
shore on the South side, or within less than a mile by the Northern 
channel. There is an Argentine Naval detachment there. 

Light House, At an elevation of 38 metres a light is shown from a 
Se i stone tower standing 13 metres high in the centre of the 
island. 

Radio communication. The lighthouse is provided with a wireless 
station (call letters LOH) which transmits the depth of water on the 
semaphore at the following hours: 2, 5, 8, 11,14, 17, 20, and 23.00 hours. 

Tidal Signals. These are made from a signal mast placed alongside 
the lighthouse. 

Day Signals 
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The figures given below the corresponding signals indicate the 
level of the river in feet and inches either above or below zero mark. 
To obtain the effective depth in Martin Garcia Channels, 26 
centimetres (10”) should be deducted from the draft of water indi- 
cated on the semaphore 
Night Signals 
(White flash) 
(Red flash) 
(Green flash) 
White flashes 


Red flashes 


Cycle: 30 seconds 
Long flash: 2:5 sec. each. 
Short flash: 6/10 sec. each. 
Rising tide: One long. 
Falling tide: Two short. 
Above zero: 
For each metre: One long. 
For each 10 cm: One short. 
Below zero: 
For each metre: One long. 
For each 10 cm.: One short. 
Zero: 
One green and one red, both short. 
Depth of water here varies from hour to hour, with no pattern, and 
is not dependant on the depth of water in the Parana. The only 
relation between the River Parana and Martin Garcia and San Pedro 
Bars, seems to be that with a full and strong river, the water which is 
blown into the Plate Estuary by southerly winds against the strong 
head of the river, makes deeper water than a similar southerly wind 
opposed to a smaller stream from the river. Likewise, the water 
blown out to sea by Northerly winds causes lowers depths when the 
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Green flashes 


Green and red flashes 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


river is running strongly than when it is low. The effect is almost 
that of a new or full moon on the lunar tides. 

It must always be remembered, therefore, that the dominant 
factors from Martin Garcia seawards are the direction and force of 
the wind. A Southerly wind will bank up the water, while a Northerly 
wind will blow it out. There may be, say, 30’ in the Parana, with a 
strong North wind, and less than 20’ on Martin Garcia. With the 
wind in the S.E., the depth at Martin Garcia can rise in a few hours 
up to 30’. 

a prudent course is never to attempt to cross Martin Garcia 
drawing more than 25’ even with the river at its highest. 

Martin Garcia lies at km. 99-4 from Buenos Aires, via Intersection, 
i.e. at km. 62:4 from Intersection. 

Vessels continue North to km. 140, at which point the Uruguay 
and Parana rivers meet to form the River Plate. This is opposite 
Nueva Palmira in Uruguay, and at this point the River Uruguay buoy 
numbers start from km. 0, while the Parana numbering continues 
from 140 on through the Parana Bravo, which is the Northerly arm of 
the extensive Parana Delta. 

WEATHER: The yearly average direction of winds of Force 7 or more, 
as observed at Recalada lightship shows: 

N. N.E. S. S.W. W. N.W. 

08? “19 °2:7° 34. 6200387) Or OS 
expressed in per cent of winds observed, the least frequent being 
the North. Division is relatively even over the year, with perhaps 
August showing a higher incidence of storms. 

The average velocity of winds from the various directions, over the 
year, is 6:8 knots on the coast or 12°5 knots at Recalada Lightship, 
the highest figures being from S.E., S. and S.W. at 8:3, 9:3 and 9:2 
knots respectively. ; 

Percentagewise the direction of the winds through the year is 
remarkably even: 

N. NE ECE S.E S. S.W. W. N.W. calm 
12:7 158 144 142 113 97 68 92 58 

Visibility in the Plate area is normally good; rain storms may 
temporarily affect it, but these are usually of short duration. Fog 
(visibility less than 1,000 metres) or mist (visibility 1/2,000 metres) 
occurs from April to October, with June showing the highest 
percentage of fogs (13%). North winds seem to favour the forming of 
fog, as these figures show. 


Calm %fog 11 SE 12 
N 24S 6 
NE 17 SW 0 
E 5 W 3 
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Fog on the river forms by a cooling from below of warm air which 
drifts from E. or N.E., and is formed only when the temperature of the 
airis greaterthan that of the water. If the current augments its velocity, 
the fog lifts and visibility improves at sea level. Shore fogs usually 
affect only the coast and are of short duration. 

Rain falls, on average, 92 days a year, with a total of 1,089 mm. 
yearly in Buenos Aires, spread evenly through the year with a high 
in January of 113 mm. 

Humidity is high, on average 77% with 82% Winter, and 71% 
Summer months. 

Electric storms are not frequent, and usually limited in extent. 

Average yearly temperature is 166° C, in Summer 22:2°, Autumn 
17-2°, Winter 11-:2° and Spring 16°. Extremes correspond to January 
43-3° (all-time high) and minus 5-6° in July. 

ACTION OF THE WIND ON TIDES: In this large body of 
enclosed and shallow water winds up and down its axis raise or 
lower the water level very appreciably. 

Cross winds in general have much less effect, and the inner and 
centre sections of the Plate show greater variations than the outer 
part. We show below a table as estimated by the Hydrographic 
Office, based on many years observations showing the variations, 
in centimetres, due to speed and direction of the winds. The values 
quoted must be applied to the astronomic tidal figures to arrive ata 
net level over datum. 

Four new tide-gauges have been installed — two in Punta Indio 
Canal, at km. 99 and km. 180, and two up-river. Eventually four more 
will operate at Palermo, Banco Ortiz, Martin Garcia and Atalaya. 
Connected to the Hydrographic Office, the date will be incorporated 
into the regular tidal bulletins. 


Table showing variations in river level according to force and direction 
of wind in the River Plate 
expressed in centimetres. 
Kilometres/hour 


10 20 30 40 50 60 70 80 sign 
N. 18 «“30'* “Sar, “Se PO. 72. SA 96 minus 
N.N.E. a 30 36 45 57 #=69 #4«%981° minus 
N.E. 3 6 9 24 39 57 69 81 minus 
E.N.E. 3 6 9 12 18 33 42 51 plus 
E. 6 12. 2h.’ “oe “ap. .60 72 84 = plus 
E.S.E. 9 24 39 57 69 81 93 105 plus 
S.E. 21 39 57 72 87 102 114 126 plus 
S.S.E. 30 45 66 81 96 114 132 150 plus 
Ss. 18 36 57 66 78 99 108 120 plus 
S.S.W. 12 24 39 48 57 69 78 87 plus 
S.W. 9 12 18 24 33 52 51 60 minus 
W.S.W. 6 12 18 30 39 51 60 69 minus 
Ww. 9 15 27 36 45 54 63 72 minus 
W.N.W. = 12 21 30 36 45 54 66 78 minus 
N.W. 12 21 33 39 48 60 69 78 minus 
N.N.W. 15 24 63 75 87 minus 


a, Sn 
(source: Naval Hydrographic Service) 
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The tidal forecasts transmitted regularly over LRA (870 kc/s.), 
in telephony, in Spanish are, therefore, a combination of astronomi- 
cal tide figures and meteorological influences on this basis. 

Wind direction also affects the hours of the tide. In general, time 

of high water is not affected, but low water can be delayed or 
advanced by the wind force. 
MITRE CANAL: The proposed new Coastal Channel from Buenos 
Aires to the Parana should by contract be ready by mid-1975. The 
Canal will run some five miles offshore, starting from km. 12 in the 
access channel, and will mean a saving of some 30 miles for vessels 
going up river (or much more to the oil port of Campana), as well as 
the saving of time loss incurred in waiting for water depth to the 
Martin Garcia Bar. 

Opposite San Fernando the canal enters the Parana de las Palmas 
branch of the Parana, through the ‘Las Viboras" channel. From here 
on this arm of the river is deep enough to need nothing beyond the 
straightening of two or three sharp curves, to accommodate long 
vessels. 

Logically, this does not guarantee 30’ draft up river at all times, the 
normal rise and fall of the river controls this, but during most ofthe 
year 30’ will be obtainable to Rosario and San Lorenzo, In actual 
fact, the Parana River is tidal up to Rosario, and tides are felt all 
ene to Villa Constitucion, andin low water seasons, to Rosario 
itself. 

PARANA RIVER: Maximum drafts permitted up to km. 585 
(Santa Fe) are governed by the Martin Garcia Bar, and must also, 
logically, take into account river conditions. 

The River Parana rises in Brazil, and is formed by a junction ofa 
number of rivers, the principal tributary being the Paraguay river. 

Itis a great river at all times, conveying animmense volume of water 
to the Atlantic. The Northern bank is comparatively high and rocky, 
the Southern bank low. 

The stretch above Rosario is entirely riverlike in behaviour with 
an annual flood, rising and falling yearly. From Rosario to Martin 
Garcia Bar, where the river joins the Uruguay river to form the River 
Plate, there is also an annual flood, but this part is also influenced 
by the Plate tides. This section can be divided into two, from San 
Pedro to Villa Constitucion where the tidal fluctuations are always 
felt, and from Villa Constitucion to Rosario where the tide makes its 
influence felt only in periods of low water in the river. 

Maximum depth in the river is normally reached in March and the 
low in September, but it is irregular in behaviour. There is a possi- 
bility that the series of dams being built in Brazil for hydroelectric 
purposes may eventually regularize the river by permitting some 
control over the seasonal increases. 

When the river commences to fall, care must be taken in calculating 
loaded draft a few days ahead, as the official figures may be reduced 
one or more feet without warning. 

HIGH AND LOW WATER: Maximum and minimum figures 
registered between Rosario and San Pedro in the last ten years. 


Jan. Feb. Mch. Apr. May Jun. 
High Max. 32’ BQHIM AY EBS © S6°S"D STO? Bp 6” 
Min. 27 2 CROCS? SORT’ S2E Te WALDO! 6 0 aR eae 
Jul. Aug. Sep. Oct. Nov Dec, 
PIlGH Maka 'Sa" 7"!  SeBR at eo ge! S1* Grease era 4” 
Min. 25’ 5” 23’ 6” 22’ 8” 25’ 8” 26’ 6” 26’ 3” 

dan. Feb. Mch. Apr. May Jun 
Low Max. 31’ 3” 31’ 4” Oh ke 33’ 7” 36’ 6” 29’ 9” 
Min. 24’ 2” 25’ 5 My te 27’ 6” 26’ 3” 24’ 9” 

Jul, Aug. Sep. Oct. Nov Dec 
Low: > Max.c-) 2e"o ar 2 ep OY Step a Sm 29’ 6” 
Min. 23’ 9” 21’ 8” oy 23’ 3” 24’ 3” 24’ 3” 


MAXIMUM DRAFT UP RIVER: When vessels by reason of their 
loaded draft have to complete loading at Buenos Aires or La Plata, 
they should never load deeper than two feet less than the official 
draft on the river Parana. 

In the sector San Lorenzo/River Plate, when the height of the river is 
4’ or more, one foot must be calculated below keel depth; when the 
river is under 4’, two feet clearance must be calculated. 

In the sector Parana (Santa Fe)/San Lorenzo, when the height of the 
river on the hydrometer at Santa Fe is 5’ 7” or more over zero, 2’ 
must be calculated under the keel with vessels of under 50 fiscal 
units, or 2’ 6” over that size. When the depth on the hydrometer is less 
than 5’ 7” (1m70) then 2’ 6” and 3’ 6” respectively must be allowed. 

These safety margins for the Parana/San Lorenzo/Santa Fe zone 
refer to river navigation; in access channels and ports a margin of 
one foot is sufficient. 

The references to river height refer respectively to Rosario and 
Santa Fe. 

A falling or rising river will also be taken into account. 
BRIDGES: A road and rail! bridge is being built from Zarate (km. 
107 on Parana de las Palmas) across the various islands and arms 
of the Parana to Brazo Largo (km. 180 on the Parana Bravo). The 
span on this arm of the river will be over 200 metres and clearance at 
high water 45 m. Until the bridge is officially opened, probably in 
1974, night-time navigation under it is prohibited. 

A bridge from Resistencia (Capital of the Chaco Province) connects 
with Corrientes (Capital of Corrientes Province). This does not 
affect ocean shipping, beyond that going to Asuncion, and the 
clearance of the main span is 40 metres above high river level. 

Two bridges are also under construction over the River Uruguay, 
one at Paysandd, which will not affect ocean shipping, and another 
at Puerto Unzue to Fray Bentos, in Uruguay. This latter will have a 
220 metre span with 36 metres clearance above river level. 


BUENOS AIRES: 34.36 S. 58.22 W. (See Plan) 


“A" category port 
Refer to beginning of Argentina and River Plate Ports, pages 6 and 12. 
APPROACHES: Access is by the “Punta Indio” channel, com- 
mencing just West ofthe Recalada Lightship, which is situated some 
30 kilometres due South of Montevideo. The channel winds up to 
the Outer Roads which are some 37 kilometres from the port. Direct 
entrance is by a channel, dredged to 30’, 55 metres wide, allowing 
29’, 80 metres wide, to within 10 kilometres, where the channel 
divides into North channel, with 26’ and the South channel, with 22’. 
All depths given here, and later, are referred to the zero of the 
Riachuelo tidal indicator and semaphore in Buenos Aires port. 
The fixed zero mark on the tidal indicator and semaphore is 
practically corresponding to the level of the ordinary lowest waters 
and is marked 0-72 metres under the average medium level of tides. 
When large passenger liners are entering or leaving, itis possible 
to have the access channel closed to all other traffic for a period of 
four hours, on account of the narrowness of the dredged channel. 
Vessels with draft of up to 32 ft. FW have proceeded safely through 
the main channel, 
ROADS: The Outer Roads are between Buoys 25 and 37, according 
to draft. The Inner Roads are between Buoys 12 and 15. Intersection 
Pontoon, or pilot station, is at Buoy 37, North side. 
PORT: The port, which is artificial, comprises: 
A. Puerto Madero noe Basin, Docks 4, 3, 2, 1 and South 
asin. 
Basin A, B, C, D, E and F. 
First and Second sections. 
On the South side of the South Channel 
before reaching S. Dock. 
On the South side of the South Channel, 
between Liquid Gas Basin and South 
Dock. 
F. East Basins On the North side of the South Channel. 
PUERTO MADERO: This is the oldest part of the Port. Ocean- 
going vessels mainly operate in North Basin, and Docks 4 and 3. 
A. Central Zone 


New Port 
. South Dock 
. Liquid Gas Basin 


inflammable Basin 
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North Basin. Built in the form of an irregular pentagon, with the 
entrance, 100 metres wide in one angle. The two piers atthe entrance 
are 200 and 225 metres long, respectively. The West side is 390 
metres long and the South 377 metres, North 335 metres, and with a 
depth presently 22’. 

As the basin was built for a depth of 21’, and later dredged, when 
vessels load deeper than 20’ they should be careful to keep well off 
the quay wall to prevent grounding. Up to three vessels can discharge 
at anchor. 

There are two dry docks in the basin, and a repair shop. 

Usually only one berth, section 6, is used for loading/discharging 
operations, and sections 1 and 2 are used by vessels repairing or 
laid up, while sections 3 and 5 are for Navy use. The warehouse of 
section 7 is used by the Custom house. 

Dock 4. Connected to North Basin by a lock 197 metres long, and 
25 metres wide. The dock itself is 630 metres long and 160 metres 
wide, with 20’ water. This lock was originally fitted with lock gates, 
as was that from Dock 1 to South Basin, but these have not been 
used for many years. The bottom of the lock, between all the docks, 
is of concrete. 

On the West side there are four warehouses, each 4 storeys high 
and twelve 3-ton cranes. Berths, or sections, numbered 1 to 4. 

On the East side there are four two-storey warehouses and twenty- 
three 24-ton cranes. There are also several sheds behind and 
parallel with the warehouses which give on to the dock, sections 
numbered 5 to 8. 

Between berths 6 and 7 on the East side there is a large open space 
where vessels or lighters can discharge direct to trucks or to railcars. 
Trucks may also go alongside at the other berths, at all of which 
there are railway lines, but space is limited. 

: The dock heads are used for discharging sand and gravel from 
arges. 

Dock 3. South of Dock 4, connected by a cutting 70 metres long 
by 20 metres wide, with a swing-bridge. This dock is 690 metres long 
and 160 metres wide, depth also 20’. 

On the West side, berths 1 to 5, there are four four-storey ware- 
houses, and there are thirteen 3-ton cranes. There was a fifth ware- 
house at No. 3, burnt down and not rebuilt; this now forms part of the 
Open space for general discharge and storage of imperishables. 

On the East side, which is fitted with six 3-ton cranes, there are 
two elevators for grain. Unit Three, with capacity for 6,000 tons in 
bulk and 1,200 tons in bags, fitted with 3 tubes and 3 chutes, can load 
500 tons an hour bulk, or 160 bagged, by one spout only at a time. 
Itis used for the smaller vessels in the trade with Brazil only. The other 
elevator in this Dock, No. 5, is used for storage. 
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Between the elevators, on the East side, there are open spaces 
where vessels may berth and discharge lumber or drummed cargo, 
but this section is limited to medium and small vessels only. 

Dock 2. This is connected with Dock 3 by a cutting 60 metres long, 
and 20 metres wide, with a swing-bridge. The Dock is 570 metres 
long by 160 metres wide and 20’ deep at zero. 

On the West side there are four berths, each with a warehouse, 
Nos. 1 and 4 being three storey, and 2 and 3 four storeys high. There 
are fifteen 3-ton cranes. 

Section one is used for storing dangerous or noxious cargo, and 
Section two for postal parcels. 

There are elevators and loading appliances in this dock, on the 
East side, used for smaller vessels, while the dock heads are used 
for discharging barges with gravel or sand. 

Dock 1. Connects with Dock 2 by a cutting 80 metres long, 20 metres 
wide, with 19’. This dock is chiefly used by Government-owned 
river craft. On the West side there are 5 warehouses, and 18 cranes, 
There are also ample open spaces. On the East side there is an 
elevator, capacity 27,000 tons in bulk, and three sheds between Docks 
1 and 2, at about 300 metres from the quay. 

South Basin. This basin is connected with Dock 1 by a lock 184 
metres long by 20 metres wide, with a swing-bridge. 

None of the lock gates in Docks 1 to 4 are used as water gates, 
water level is tidal, and the gates are simply means of communica- 
tion. There are only gates proper into Dock 4 and Dock 1 from the 
North and South basins respectively. These have not been used 
for many years, although they were originally functional and formed 
one lock of all the docks. 

The basin is 1,029 metres long and an average width of 110 metres. 

It is used by river craft, cross river passenger ferry boats, coasters, 
etc. A new ferry boat terminal has been built here, on the land side 
of the basin, with waiting rooms, Customs section, etc. 
B. New Port. The New Port, lies to the North of Puerto Madero, 
and entrance is via the Northern Channel. A breakwater extending 
from the North anteport protects the basin of the New Port from 
rough seas, and extends as far as Basin D, from which point another 
breakwater protects Basin E. Between the two, a channel is kept 
dredged for the movement of coasters to and from upriver. Basin F 
is entirely used for small coasters and river craft. 

The five basins ofthis part (excluding F, coastal) offer good accom- 
modation for the larger vessels entering Buenos Aires, and in all 
the berths there is sufficient water to float any vessel which can 
navigate the entrance channels. 

Basins are numbered from South/North. 


Limit of section and maximum drafts New Port (Northern Zone) 
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Basin A. Used by passenger vessels as well as general cargo. A 
landing station for passengers has recently been opened here 
and all vessels carrying over 50 passengers must land them here, 
shifting later to another berth if necessary. 

The basin is 365 metres long by 140 metres wide, with 870 metres 
of wharfage. Northern side can accommodate two medium/large 
ships. Western side is frequently reserved for the Argentine navy. 
On the South-west, passenger section, there is room for one vessel. 
On the South-east another berth is available if the vessel operating 
at the Maritime Station is medium size only. 

Pier head No. 1 is 100 metres long, but is mostly used as waiting 
berth for river-going vessels. There are two railway lines on each 
side of the basin, and also at the back of the deposits. There are 
five warehouses and a total of 14 three-ton cranes. 

Basin B. Used for general cargo vessels, and is 525 metres long 
on the North side, 464 metres on the South and 151 metres wide at 
the Western end, with 1,165 metres of wharfage with room for seven 
medium/large ships. 

There are ten warehouses, and a total of 29 cranes, all three tons. 

Pier head No. 2 is 202 metres long. There are three 3-ton cranes, 
and as a rule large passenger vessels occupy this berth after shifting 
from the passenger station. 

Section 6 and 7 of this basin are reserved for the State Fleet 
vessels, or if used by others must be vacated if required by the 
national vessels. 

Basin C. This is 495 metres long on the North, 585 metres on the 
South and 175 metres wide at its Western end, with 1,284 metres 
wharfage for seven medium/large vessels. 

On the South side there are three warehouses, built 20 metres 
back from the quay to facilitate operations. There are thirteen 3-ton 
cranes. 

On the North and West sides there are no sheds, and this is used 
for operating directly to or from trucks or rail cars. 

There are seven 3-ton cranes on the North and three on the 
West side. 

On Pier head No. 3 which is 236 metres long there are two 3-ton 
cranes and a 20-ton crane. 

Railway tracks are fitted with a third rail for narrow gauge traffic. 

a South side of this basin is reserved for ELMA (State Fleet) 
vessels. 
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First section. Has continuous quays on both sides, a width of 90 
metres for most of its length, widening to a turning basin before 
reaching the correcting channel. The west quay is 911 metres long, 
and the east side is 1109 metres long, both being used for general 
cargo and produce. 

On the West side the meat-packing plant which is presently 
inactive, can load direct to vessels from the freezer. 

On the East side of the turning basin there is an elevator with 
capacity 6,500 tons, with four tubes and three chutes, and another 
storage shed capacity 19,000 tons grain. Loading is only possible 
over one tube at a time, rate 400 tons per hour. There are also tanks 
for edible oils here, pumping rate 150 tons per hour. 

There are six warehouses and a total of 23 cranes on the East, 
ranging from 5 tons (4) down to 14 tons (9). There is also a 30-ton 
fixed crane and two fixed 10-ton cranes. 

On the West side three 3-ton cranes and nine 14-ton cranes. 

Second section. The connecting channel is 90 metres wide, with 
earth banks. Jetties for discharging petroleum are placed along 
the East side, while on the West there is a continuous quay 1000 
metres long, on which there are four 3-ton cranes and eight 14-ton 
cranes for discharging sand. 

There are seven berths, five of which are for general use, one for 
the power plant for discharge of coal, with a 5-ton grab, and one 
elevator berth, unit ten, capacity 23,500 tons. The loading bridge 
has five turrets, each with two tubes and one chute. Only one can 
load at a time, rate 400 tons per hour. 

There are eight petroleum jetties on the East side for discharge 
of tankers and loading oil barges ex shore tanks. The jetties are 
marked A to H. 

On reaching a draft of 23’ 6” vessels must shift to New Port. 

D. Liquid Gas Basin. At the moment, propane and butane gas 
are being discharged over several intakes in South Dock, until such 
time as the special Liquid Gas Basin is ready. This is under con- 
struction on the South side of the South Channel, immediately to the 
East of the Inflammables Basin. 

E. Inflammable Basin. This is situated outside the South Channel 
in front of kilometre 0500 and about 300 metres distant from the 
axis of the Channel and at a right angle. The dimensions are as 
follows: length: 483 metres on the East side, 323 metres on the West 
side, 185 metres on the S.W. side and 72 metres on the South side. 
The dock walls at the entrance are 44 metres long on each side. 
The entrance is 50 metres wide. All the dock walls of this basin are 
of cement, as well as the intakes and landing dolphins. It has 6 
intakes, 6 dolphins and 12 jetties for mooring vessels. The present 
tank storage in South Dock lies to the S.E. of this basin at a distance 
of about 1,000 metres. The land lying between the South Dock and 
the Inflammables Basin is used for erecting tanks. 

Ocean-going tankers discharge at the piers on the West side. 
There are no facilities of reaching the city by land and therefore all 
the transport of officials, crew, stores, etc., must be done by launch. 

The oil for the Y.P.F. tanks on the East side of the Basin and the 
M.O.P. workshops is sent from South Dock by piping under the 
South Channel. 

F. East Basin. At the entrance to the South Anteport, a breakwater 
and two new basins have been constructed. 

Basin No. 1 is used exclusively by the Port Works Department for 
laying up and repairing dredgers and other maintenance craft. It 
also contains a dry dock and a shipyard. Depth of water is 24’ in 
the basin but only 16’ at the entrance. 

Basin No. 2, in form an irregular quadrilateral, is separated from 
No. 1 by a mole, and is 146 metres wide at the entrance, 170 at the 
base and with walls 372 metres long to the S.E. and 294 metres long 
to the West, allowing a number of vessels to berth. Alongside this 
mole is the SEGBA Power Plant. Depth in the basin varies from 24’ 
to 14’ at the entrance. 

From No. 2 there is a mole parallel to the South Access channel, 
260 metres long, with a central salient 120 metres long, and two side 
salients 15 metres long each, and at 55 metres from the central mole. 
This is used by tankers discharging fuel for the Power Plant. There 
is one crane, 15 tons, and a narrow gauge railway line. 

The breakwater has been built on the South side of the access 
channel as a protection for the basins, and commences 100 metres 
South of the light buoy on km 1 of this canal. 

South Anteport. The construction of the Inflammables Basin, and 
of the East Basins, before arriving at the entrance to South Dock, 
Riachuelo or South Basin has created an Anteport. The North part 
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has a mole 384 metres long from East Basin No. 1 to South Basin. 
This is used by the Port Works Department for workshops, deposits 
and offices. 

The Prefecture has an office here, on top of which is a mast two 

metres high, used as a signal station. A white-edged red flag by 
day or a flashing red light by night indicates that a vessel is entering 
by the southern channel from km 8 to the Anteport. This signal 
will remain until the vessel reaches the Anteport, and signifies that 
the Channel is closed to all except tugs, sand hoppers and river 
passenger craft, provided draft does not exceed 14”, 
TUGS: From vessels drawing up to 22’, service is rendered by a 
bow tug from kilometre 5, and a stern tug from kilometre 1, or vice 
versa, and to or from kilometres 8 and 4 respectively when draft 
exceeds 22’. 

Stand-by time will be charged if a vessel is delayed in entering or 
leaving by bad weather, fog, low water, no berth, etc., plus usual 
Sunday/holiday surcharge. 

Tug hours now coincide with ordinary port working hours and 
time is counted from the hour they leave their moorings and until 
they return. 

When a vessel is leaving port, and tugs are ordered to accompany 
Hat beyond normal limits, an overcharge will be made on an hourly 

asis. 

Once a vessel is moored, all further service in the same section 
will be charged by hour. If the vessel shifts section, this movement 
is charged plus the sections traversed. 

A special compensation charge is made when tugs are ordered 
but not used. 

For the services of tugs supplying electricity or steam, charges 
are made per day and per hour, varying with the size of the tug. 

If vessels do not use their engines while under tow, a surcharge of 
50% is made. 

Tow ropes must be supplied by the vessel, but can also be hired. 
The towage company is not responsible for breakages, fouling of 
propeller, expenses of diver or any other consequence. 
DENSITY: Fresh water. 

FRESH WATER: There are hydrants at all berths, with very few 
exceptions, and at which vessels can take water at a charge per 
cubic meter. 

There are no hydrants in the Inflammable Basin, and only at 
Berth No. 1 on either side of Basin E in the New Port. 

Delivery rate varies from 5 to 10 tons per hour, depending on the 
number of vessels taking water, time of day, etc. An extra charge is 
made in overtime. 

FUEL: Available, by barge. 
CARGO: Classification of import cargo. Argentina being a tariff 
protected country, all cargo landed is subject to Customs control. 

To facilitate control, there are Custom House Warehouses on the 
city side of the dock zone, on the quays, inthe South Dock, and others 
away from the quays. The Dock Zone is enclosed. 

In addition to Government Warehouses there are fiscal ware- 
houses, privately owned but worked under Government control. 

All fine cargo, cargo in cases, and most baled cargo must be 
discharged to Custom House Warehouses, direct from the ship, 
by means of dock cranes. 

Other cargo in cases, barrels, etc., which might be damaged if 
stowed inthe open air, also cargo which fromits nature might damage 
other cargo stowed withit must goto the Custom House Warehouses 
away from the quays, and is conveyed there by port railway wagons 
that take the cargo from alongside the ship. This same class of 
cargo can also be sent to private fiscal warehouses and is similarly 
conveyed there from the Ship's side by railway wagons. 

Cargo that can be stowed in the open air without risk of damage, 
such as cases of glass, motor cars, sanitary ware, etc., is also con- 
veyed from the ship's side by railway wagons to open spaces 
(plazoletas) within the dock zone, reserved for the stowage of such 
cargo. 

Certain classes of cargo, such as bales of gunnies, jute, rice, 
agricultural implements, and all articles the nature of which can be 
seen at a glance, can be discharged direct to consignees’ carts, 
motor lorries, etc., from the ship's tackle. Also certain classes of 
rough cargo, such as coal, lumber, iron, cement, etc., must be 
discharged direct in this way. 

The Custom House, in order to expedite despatch, has enlarged 
the list of goods that can be discharged in this manner, and also 
authorises the carrying out of these operations outside ordinary 
working hours, which has hitherto been prohibited. 

Storage of goods in Custom House Deposits has been limited to 3 
months, counting from the date of the vessel's entrance to port. 

All classes of cargo can be discharged into lighters (by permit 
from the Custom House). 

Discharge to lighters can take place in all sections of the port. 

Use of special deposit called “Transit” for reception of general cargo. 
In order to facilitate the discharge of vessels with general cargo for 
delivery to Fiscal Warehouse, the Custom House authorities have 
authorised the direct discharge from vessels to a special warehouse 
which receives all the cargo as it comes out of the hold, labour 
being supplied by Agents. 

This facility is only available at certain sections of the port and 
whenever a vessel discharges at a berth where there is a “Transit” 
deposit, this must be used unless the vessel carried homogeneous 
cargo or of such a nature that it does not require the use of the 
“Transit” deposit. 

The cargo discharged in these special warehouses must be de- 
livered by the agents at ship's expense, into the Customs ware- 
houses. 

Cargo in transit for Paraguay is deposited eitherin the sheds where 


the ocean carrier is operating, or in a special shed in Section 1 of 
Dock 2, where the river vessels load for that country. 

Cargo in transit for other countries can be deposited in any 
approved space. In all cases, special permit must be obtained in 
order not to lose the status of “transit cargo”. 

Time limit for the permanency of “In transit" cargo in lighters. 
Maximum time limit is set at ninety days, but it is possible to renew 
this, while on the expiry of such authorisation, the cargo must be 
discharged to fiscal warehouses, and be subject to all the rules and 
conditions governing this Operation. 

The Custom House is authorised to grant an extension of time 
when the interested party requests this before expiration date, and 
providing the causes are, in the opinion of the Custom House 
Authorities, justified. 

Cargo in transit that is discharged by mistake to fiscal deposit, 
has to be removed from there within 48 hours; otherwise it must be 
added to the cargo manifest as a surplus discharge. 

A tariff in the style of railway tariffs is in force with a variety of 
charges, all depending on the class and nature of the cargo that is 
being trans-shipped. Therefore, Shipowners, their Agents and 
Forwarding Agents should, in every case, communicate with their 
Agents in Buenos Aires to ascertain the exact cost of these charges. 
Subsequently to the new tariff being enforced, various increases 
were declared, so that the extra freight on cargo trans-shipped is 
now an important item to be considered when accepting through 
bookings. 

Delivery of cargo. The receiver of the merchandise or holder of the 
Bill of Lading must deliver this document to the Custom House to 
clear the goods. The merchandise, whether for deposit or direct 
despatch is delivered to the Consignees without the intervention of 
the Master of the vessel or the Agents. The Bill of Lading remains 
with the Custom House, under whose control the cargo is delivered. 
The Custom House verifies the legitimacy of ownership, and 
whether all the import dues or services have been paid on the 
merchandise before leaving warehouse. 

Collection of freights on imported goods. |n the Argentine, the Cus- 
tom House releases the cargo, and not the Agent, therefore the only 
means of ensuring collection of freight when payable at destination, 
is for the Agent to place a judicial embargo on the entire cargo. 
This action necessitates the Consignee first obtaining the Agent's 
conformity to the documents before the Custom House will accept 
them and deliver the goods. 

Without an embargo the Agent, once he has presented the 
Cargo Manifest, cannot intervene between the Custom House and 
Consignee. Not even the retention by shipper of all the signed 
original Bills of Lading is a safeguard, because the Custom House, 
which is only concerned with the delivery of the cargo to the lawful 
Owner and is in no way concerned with the freight payment, will 
deliver the cargo against production by Consignee of a bank guaran- 
tee that the Bills of Lading will be forthcoming in due course. 

From the foregoing it may be gathered that freight should always 
be prepaid when possible. 

The Custom House usually does not release the cargo, if the Bills 
of Lading are claused ‘‘Payable at destination”, until the importer 
produces an account for freight, duly receipted by the Agent, but 
this is not a sufficient cover, as the Customs are not under any 
legal obligation to effect this control, and therefore cannot be held 
responsible for the freight of good delivered without it being paid. 

Cargo discharged to or loaded from vehicles. The Custom House 
Administrator has authorised the access of vehicles of all classes 
to the quays of this port for the reception or delivery of cargo of any 
class, size or weight. 

It is necessary for the importers, exporters or Custom House 
brokers to obtain a permit for this, and the applicant is held respon- 
sible for any damage to port installations caused by said vehicles. 
Sufficient space must be left between truck and sheds to allow 
passage of Port Authority vehicles and fire engines. 

The authorities will not be responsible for any accidents to the 
vehicles, their crew or their cargo. The vehicles must be so handled 
as not to interfere with the railway traffic. 

Discharge of Sulphur. \t is compulsory to have a motor launch fire 
extinguisher alongside vessels during the discharge of sulphur. 
An extra man is also required at each hold for carrying water to the 
stevedores. F 

Delivery of fresh fruit. The Custom House allows the consignees of 
fresh fruit to take away their cargo immediately on vessel's arrival, 
upon presentation of a special permit endorsed by a bank and 
agents, and whereby the receivers guarantee presentation of the Bill 
of Lading in due course. ] 

Placing of Lighters between Vessel and Wharf. When lighters are 
placed between the vessel and the wharf for the convenience of 
discharging a vessel's hold, full Port Service Dues are charged. 

Lighters may be placed between the vessel and the wharf when the 
vessel's work to shore is not interfered with thereby. In such cases 
the vessel will continue to pay full dues. Lighters are, in fact, not 
considered as occupying any berth unless they are allotted a special 
berth by the Custom House to load or discharge. It is only when 
lighters are so commissioned by the Custom House, that a vessel 
going alongside these lighters would be charged in the category 
of a vessel lying second off. ' 

Discharge of Heavy Lifts. There are three floating cranes, one for 
lifts of up 60 tons, another of 100 tons and a new one of 250 tons. 
The first two may have lost part of their capacity. The 250-ton crane 
can navigate carrying its cargo, so making special movement of the 
vessel unnecessary, but the two smaller cranes must operate between 
ship and shore in swivelling movement. ; 

There is also a floating crane capacity 30 tons belonging to the 
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Navy, and two others, each 75 tons capacity, belonging to the State 
Fleet. 

Hire counts from getting the crane alongside, and in condition to 
work, until work is completed, plus an extra hour to compensate 
crews from getting the crane back to its mooring place. Slings must 
be supplied by the lessee, and no responsibility is accepted for 
damage or breakage, the charge being on a tonnage/hour basis. 

The 250-ton crane is not self propelled, and has a length of 45 
metres, 23 metres beam and draft of 5 metres, displacing 1,400 tons. 
If required it can be used in salvage operations, towage being for 
account of lessee. 

Normally these cranes, except for the 250-ton crane, navigate 
under their own power, but the Craneman has the right to employ 
a tug or tugs for lessee's account when he considers it necessary 
and two tugs are also generally employed. 

Wharf Cranes. The hire of shore cranes is charged by the Port 
Administration to the Agents of the vessel requesting their use. 
Special permission must be obtained for overtime work, and also to 
have shore cranes handle ship's machinery, ballast, or any other 
non-commercial commodity. 

Movable Cranes. Charged per hour from arrival until work finishes. 
These are used for shifting cargo from one wagon to another, or 
for shifting cargo for convenience of consignees. 

Advertisements. Advices of arrival of vessels with cargo, inspec- 
tions of general cargo and notices of general average are published 
in the local press. 

Notarial Protest and extensions. When vessels arrive with cargo 

it is customary to note protest before a Public Notary, for which 
there are fixed fees per page to be filled in, plus further fees should 
an extension be necessary later. 
TIDAL SIGNALS: The following tidal signals, shown from a 
semaphore on the North side of the entrance to South Basin lat. 
34° 38’ S. long. 58° 21’ W. (approx.), indicate the height of the water 
above or below zero. 

The signals are made with balls and black flags by day and with 
flashes by night as shown in the diagram below, seen from the 
Anteport looking out towards the river. 

.To indicate that no signals are being made at the semaphore, a 
flag is hoisted to the masthead, and another at the yard-arm. 


SIGNALS BY DAY 


x 2 - an ; 
RIVER 
RISING 


RIVER 
BELOW ZERO 


4" 3" 1’ 14" 18” 2 
arate angie a* gars 618" 10’ 
SIGNALS BY NIGHT 
(White flash) Cycle: 30 seconds. 


(Red flash) Long flash: 2-5 secs. each. 

(Green flash) Short flash: 6/10 sec. each. 
White flashes Rising tide: One long. 
Falling tide: Two short. 
Above zero: 

For each metre: One long. 

For each 10 centimetres: One short. 
Below zero: 

For each metre: One long. 

For each 10 centimetres: One short. 
Zero: 

Green and red flashes One green and one red, both short. 

A weekly bulletin issued by the public works ministry and widely 

distributed among Pilots and Agents reports depths referred to the 
zero of the Riachuelo Indicator in channels, passages, basins and 
berths and it is possible to know the real depths at that moment in 
each part of the port area. 
GENERAL: Port Zone. No one is permitted to enter the port zone 
on Sundays or holidays, or any working day after 1800, unless supplied 
with a pass. Visitors to ships must have cards issued by the Agents 
and approved by the authorities. 

There are several access gates open during day time, but after 
working hours and on Saturdays/Sundays and holidays only those 
at Cangallo Street (by Dock 4) and Maipu (New Port) are open on 
a 24-hour basis. 

Allotment of Berths. Vessels to discharge are allotted berths by 
the Port Authorities in strict turn, as from arrival in the roads, and 
according to the nature of the cargo to discharge or load and its 
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Red flashes 


Green flashes 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


quantity. A certain time is granted for completing operations, though 
an extension can usually be obtained, the Port Authority reserving 
the right to order a vessel out if operations are not completed on 
time. 

Berths are allotted in South Dock when the greater part of a 
vessel's cargo is for the factories in that zone. 

Berths at the Elevators. These are allotted in accordance with the 
certificate given by the National Grain Board, and in strict order of 
arrival in the roads. 

Time limit for occupying berths and commencing operations. Vessels 
which do not commence operations within four hours of the first 
ordinary period, are liable to have the berth given to others. Similarly 
those which suspend operations without due cause may lose the 
berth. 

ELMA berths in New Port. Any vessels nay solicit one of the re- 
served berths, if vacant, but must shift as soon as a State vessel 
requires the berth. 

Discharge of Inflammables. Consignees must take delivery from 
alongside. Should Customs clearance for such cargo not be ready, 
it must be discharged into lighters and the authorities will indicate 
where it must be placed. 

Entrance. Vessels can enter or leave at any time of day or night, 
with advance notice to the authorities. 

Movements. Vessels are not allowed to shift if their draft is not at 
least ten inches less than the depth of water on the semaphore, 
with a rising river. No vessel can interrupt the operations of another 
to shift within the port, but if ready to sail, the other vessel must 
facilitiate its departure whatever the hour may be. 

All vessels moored alongside one another, at the quay, must 
reciprocally facilitate their operations, and open out when the 
vessel on the inside finishes her operations, and must leave or 
change berth. They must also make room for lighters with cargo for 
the vessel next to the quay, outside working hours. 

When a vessel has to shift along the quay up to one ship's length 
to discharge or load from another hatch, neither towage nor pilotage 
is necessary when the shift is between the forward hatches, or the 
after hatches. Prior permission must be obtained. 

Shifting from North to South or vice versa. There is no set rule, but 
usually vessels going from say, South Dock to New Port, will let 
tugs go and sail out to Intersection Roads to turn round and take 
up tugs again in the North Channel. It is also possible to have tugs 
follow out to km 9, where the North and South Channels meet, 
turn there and come into the new berth with the same tugs, if length 
of vessel permits. 

It is for the Master and Pilot to decide where the vessel will turn, 
depending on weather, draft, current, etc. 

Opening of Dock bridges. The established time table, twice an 
hour is not observed, and Agents arrange for this when a vessel is 
ready to move through. Vessels should not attempt to pass the lock 
gates if clearance is less than ten centimetres and the river is not 
rising. It must be remembered that the sole of the locks in each case 
is of concrete. 

It is frequent in Madero docks to see vessels resting on the soft 
muddy bottom. 

Prefecture Control. On both entering and leaving the Prefecture 
officers may control with the crew list that all members of the crew 
are on board, particularly on sailing. 

Drajt on sailing must be checked by the Pilot and Master, and duly 
recorded in the Pilot's book. Load lines are strictly checked; in case 
of hogging, drafts fore and aft are taken while in sagging marks will 
prevail. 

Shiftings and manoeuvres in port are carried out under the 
responsibility of the Master, but Pilots are also responsible, at least 
to the Prefecture, since they are under direct authority and at the 
same time considered assessors to the Prefecture. 

Trim is also controlled, no list is allowed, and maximum tolerance 
for difference of draft fore and aft is 6 to 7’ according to vessel's 
length overall. Vessels should not be down by the head. 

Hatchways. All hatches must be kept closed when a vessel is not 
working. If hatches are found open when a vessel is idle, the vessel 
is fined. 

Garbage. A garbage barge goes round the port every morning to 
take away the garbage, which must be left in drums slung over the 
stern ready for lowering into the barge. It is also possible to arrange 
for a barge to take off refuse from holds, old dunnage, bedding, etc. 
Collection is often a rushed affair, and good watch must be kept for 
the barge. Fines are imposed if garbage is not removed. 

Working Hours. Ordinary working hours are now fixed as from 
07.00 to 13.00 and 13.00 to 19.00. Tugs are now also on this same time 
table. 

Overtime can be worked from 19.00 to 01.00 and from 01.00 to 07.00, 
but Stevedores are not allowed to take two consecutive shifts. 

Custom House guards and other official workers follow the same 
schedule from Monday to Friday, but earn overtime on Saturdays, 
Sundays and holidays. 

TELEPHONE: There is no special installation for vessels in port. 
Many Agents have one or more lines of their own, which can be 
placed on board, if there are connections available in that sector. 
The telephone company makes a connecting charge each time, ata 
high cost to the vessel, plus the usual charges for the service. 
CONSULS: 


Algeria Montevideo 1889 Tel. 44-4969 
Australia Rivadavia 1829 3rd floor 45-4076 
Austria French 3671 72-7095 
Belgium Defensa 113 8th floor 33-0066 
Bolivia 25 de Mayo 611 2nd floor 31-7365 
Brazil Paraguay 580 2nd floor 31-7743 
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Bulgaria Guise 2009 83-7458" 
Canada Suipacha 1111 25th floor 32-9081 
Czechoslovakia Figueroa Alcorta 3240 80-3917* 
Chile San Martin 439 9th floor 49-8271 
China-Nationalist Av. Roque S. Pefia 636 8th floor 33-8099 
China People's 

Republic 52-2281 
Colombia Av. Santa Fe 782 8th floor 31-4381 
Costa Rica Tacuari 237 8th floor 37-6272 
Cyprus Corrientes 511 3rd floor 49-7373 
Denmark L. N. Alem 1074 9th floor 32-6901 
Dominica Maipd 844 5th floor 392-2381 
Ecuador Reconquista 379 6th floor 46-9024 
El Salvador Av. Santa Fe 1240 11th floor 42-6192 
Finland L. N. Alem 1074 8th floor 32-0600 
France Santa Fe 846 32-2425 
Germany Maipu 942 32-9424 
Great Britain Luis Agote 2412 80-7071 
Greece Florida 378 5th floor 40-2620 
Guatemala Santa Fe 1240 5th floor 41-4337 
Haiti Las Heras 3737 6th floor 71-5975 
Holland Maipu 66 1st floor 34-8778 
Honduras Rodriguez Pefia 336 2nd floor 40-0484 
Hungary Coronel Diaz 1874 83-0767t 
Iceland Julio A. Roca 610 7th floor 34-3454 
India Paraguay 580 3rd floor 31-3020 
Indonesia Mariscal Castilla 2901 80-6622 
lran Lib. Gral. San Martin 2257 85-1468 
Ireland Santa Fe 782 7th floor 32-4360 
Israel Arroyo 916 392-4481 
Italy M. T. de Alvear 1149 42-9841 
Jamaica Corrientes 127 4th floor 32-5835 
Japan Azcuénaga 1035 83-1031 
Korea-South Juez Tedin 2722 82-6548 
Lebanon Lib. Gral. San Martin 2354 82-0466 
Liberia Florida 142 49-5543 
México Uruguay 435 3rd floor 46-6989 
Morocco Av. Santa Fe 1385 1st floor 44-2737 
Nicaragua Venezuela 1460 2nd floor 37-8375 
Norway Esmeralda 909 3rd floor 32-1904 
Pakistan Alvear 1402 44-0355 
Panama Talcahuano 1038 5th floor 42-9651 
Paraguay Maipu 464 3rd floor 392-6536 
Peru Corrientes 330 3rd floor 31-3374 
Philippines Castex 3123 80-5068 
Poland Av. M. Aguado 2870 82-9681 ft 
Portugal Cérdoba 315 3rd floor 32-3524 
Rumania Arroyo 962 392-2630" 
South Africa Cerrito 550 6th floor 35-5058 
Spain Guido 1760 41-0078 
Sweden Corrientes 330 3rd floor 31-3080 
Switzerland Uruguay 740 49-8074 
Syria Callao 956 42-2113 
Thailand Av. Belgrano 265 9th floor 33-3690 
Turkey Av. Roque S. Pefia 852 8th floor 46-8779§ 
United Arab 

Republic Guido 1530 42-8542 
U.S.S.R. Guido 1677 42-3315 
Uruguay Corrientes 545 6th floor 49-2386 
U.S.A. Sarmiento 669 3rd floor 46-3211 
Venezuela Esmeraldal 909 4th floor 32-2786 
Vietnam Cérdoba 1184 42-2555 
Yugoslavia Rodriguez Pefia 1012 41-1309§ 


* Tue-Thu — f Tue-Fri —- | Tue-Wed - § Mon-Wed-Fri. 

All Consular offices attend in business hours from Monday to 
Friday with the exceptions noted. 

In Out-ports, the available Consular representations are stated 
under each port. 
AUTHORITY: Administrador del Puerto Buenos Aires. 


AGENT: Christophersen Internacional (Maritima) SA. 
25 De Mayo 375 Buenos Aires. Telephones: 31-8349 31-0164. 
Cable Address: Cristofsen. Telex: 122584 AB CRIBA. 


CAMPANA: 35.15 S. 58.58 W. (See Plan) 


(Province of Buenos Aires) ‘B"’ category port 
N.B. Refer to beginning of Argentina |!) and River Plate Ports pages 6 
and 12. 

On the left bank of the Parana de las Palmas arm of the Delta 
from seaward, 155 miles by river from Buenos Aires. The only pass 
which obstructs navigation is the Martin Garcia. 

The port is mainly used for receiving and despatching petroleum 
and its products. There are also facilities for handling timber and 
general cargo, as well as steel tubes forthe petroleum industry, both 
for internal requirements and for export, which are made here. 
RESTRICTIONS: Draft is controlled by depth of water at Martin 
Garcia Bar. Daily draft forecasts made by local authorities. 

MAX. SIZE: Up to 27ft. draft, dependent on local river conditions. 
TUGS: Not required. 
BERTHS: From North to South the berths are: 

National mole. 20’ alongside, used for shipment of the steel tubes 
and movement in general. The mole is 116 metres long, with three 
electric cranes, 4 ton capacity and two mobile cranes. 

Esso Mole H. Concrete pierhead, 16 metres long, over which crude 
oil is discharged through an 8" line. There is deep water at this mole 


which is mainly used for import cargo. There is also a belt conveyor 
equipment for loading petroleum coke in bulk. 

Esso Mole G. A mile South of Mole H, fitted with an 8” line for 
discharge of crude from smaller tankers, in 18’. Length 14 metres. 

Esso Mole E. 130 metres long, with 24’. There are two intakes on 
this mole, of 6", the former being used for shipments of clean pro- 
ducts and the latter both for crude and for shipment of clean pro- 
ducts. 

Esso Mole F. \n 26’, 16 metres long, with a10” line which can be used 
crude and for lubricants. 

200 metres downstream there is a wharf, 70 metres long, in 14’ 
used for discharge of timber and sand. 

There are no facilities for handling of grain or other produce. 
HEALTH: Free Pratique can be obtained in the usual way, by 
notifying Buenos Aires Agents. Tankers lightening part of their 
cargo in Buenos Aires Roads, can take pratique here, provided that 
the convoy formed by the tanker and barges follows up to Campana, 
and no one on board has any contact with shore until after the medi- 
cal visit. If the vessel is “unclean” however, pratique is taken before 
lightening. 

EDICAL: Doctors and hospital available. 

DENSITY: Fresh water. 

FRESH WATER: Available at Esso Moles. 

FUEL: Available at Esso berths. No barges. 
CONSULS: At Rosario and Buenos Aires. 
REPAIRS: Can be effected. 

AUTHORITY: Administracion de los Puertos Parana. 


AGENT: See “Buenos Aires”. 


CONCEPCION DEL URUGUAY: 32.29 S. 58.12 W. 


(See Plan) 
Km. 183 - River Uruguay (Province of Entre Rios) ‘B" category 
port. 


N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

On the left bank of the River Uruguay from seaward, 182 miles 
from Buenos Aires. 

APPROACHES: Access to the port is by a channel 1,000 metres 
long, 45 metres wide, which is now only 11’ 5” at zero. 

The roads of the port extend from the buoy marking the entrance 
to the channel, and about 2 kilometres up river, where vessels may 
anchor if awaiting berth. 

Access is governed by the water on the Montafia and Altos y 
Bajos passes, where there is normally no more than 17’ and this 
draft should be taken as a determining factor. 

PILOTAGE: Pilots for Uruguay River board off Buenos Aires entry 
channel. 

ANCHORAGE: In Uruguay River, about 900 metres North of entry 
channel buoy. 

RESTRICTIONS: Day and night navigation allows. Channel 
dredged to 20 ft. LW. Depth on bars, 17 ft. LW. 

MAX. SIZE: Maximum permitted draft in Uruguay River is 18 ft. 
Fresh water, subject to local conditions. 

HEALTH: 8 hours before arrival, radio Agent advising last port of 
call, number passengers and crew on board and health condition of 
vessel requesting free pratique. If this procedure is followed there 
should be no delay in obtaining pratique when officials board on 
arrival, provided vessel's health conditions are satisfactory. 

Masters may either advise their agents in Buenos Aires, or direct 
to Agents in Concepcion del Uruguay, using station LSQ 57, on 
477 k/cs. A1, and may proceed direct from sea to this port. 
RADIO: The port station LSQ 57 transmits daily information at 1300 
GMT on the state of the River Uruguay from San Javier to Guale- 
guaychi. It operates on 477 k/cs., A1 power 0°5 kW. 

TUGS: Compulsory both for entering or sailing and for movements 
in port. 

BERTHS: There is a quay frontage of 1,500 metres, of which 1,100 
metres are for ocean-going vessels, with presently 16’ 4” alongside 
at zero. The other 400 metres is for river traffic. 

There are five cranes on the quay, one of 5 tons, the others of 3 
and one tons, and there are two portable 5 ton cranes. 

New elevator capacity 20,000 tons. 

There are several wharves at the South end of the mole for dis- 
charge of tankers. 

Due to silting alongside quay, vessel should be prepared to be 
fendered about 14 metres off the quay. 

MEDICAL: All medical facilities available. 
TANKERS: Two berths for tankers up to 18 ft. draft. 

YPF Berth: Eight hose connections, 12 in. and 6 in. diameter. 

Esso Berth: Hose connections, 8 in. for naptha, 6 in. for other 
products. 

DENSITY: Fresh water. 

FRESH WATER: Available, there are several hydrants of 13” 

diameter on the mole. 

FUEL: Available from the State Oil Company at the pier, or by drums 

from other suppliers. 

REPAIRS: National and privately owned workshops for all types of 

minor repairs. 

DRY DOCKS: One, owned by Ministerio de Obras Publicas, length 

70 metres. 

REPATRIATION: Can be arranged subject to Immigration 

formalities. 

MRP ORT: Situated 3 km. away, with daily services to Buenos 
ires. 

CONSULS: There are Italian, French, Spanish and Uruguayan 

representatives. 
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POLICE/AMBULANCE/FIRE: Police tel. 2222; Fire Service tel. 
2860; Ambulance tel. 1792; Hospital tel. 2464. 

TELEPHONES: Arrangements can be made for placing telephone 
on board. 

SHORE LEAVE: Permitted subject to Immigration control. 
AUTHORITY: Capitania del Puerto Concepcion del Uruguay, 
tel. 3203 and 4443. 


AGENT: See “Buenos Aires”. 


DIAMANTE: 32.05 S. 60.33 W. (See Plan) 


Km. 533 - River Parana (Province of Entra Rios) 
port. 
N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

On the right bank of the River Parana from seaward, above Rosario 
and 286 miles by river from Buenos Aires. 
APPROACHES: There is ample depth of water in the port and 
approaches, which is governed by the water on the various bars on 
the river, the shallowest above Rosario being Isla de los Pajaros, at 
km. 468 to km. 473. 
PILOTAGE: There is no resident port Pilot, and Pilot has to be 
ordered from Rosario. Minimum 10 hours notice required. The river 
Pilot ends his duties in the outer roads. 
HEALTH: Vessels arriving directly from abroad must take Free 
Pratique at San Nicolas or Rosario, with the usual pre-advice to 
Agents there, which is essential for preparation of Notice of Readi- 
ness. 
RADIO: Nearest station is Rosario LSQ 38, on 477 kc/s. A1 LSQ 
broadcasts daily, at 13.05, the depth of water in the Parana river 
from Los Ratones to Los Pajaros, and also the minimum depth 
between Santa Fe and Rosario. 
TUGS: None available locally, but one tug is required on sailing 
from the new elevator berth and has to be ordered from Santa Fe. 
BERTHS: Grain is loaded from the new elevator at the North end 
of the port, section 4, where there is 30’. Only one vessel may load 
at a time. Loading rate is up to 600 tons per tube per hour, work 
being possible with two tubes simultaneously. 

It is possible to load a second vessel, lying second off, if the 
beam of the vessel alongside permits. 

Storage capacity in port is about 50,000 tons, of which 20,000 tons 
are in elevator at section 4. 

There are tanks for Vegetable Oil with a capacity of 4,000 tons. 
Pumping rate is about 120 tons/hour to vessels’ tanks. 
FRESH WATER: Available at the new elevator berth. 
FUEL: Not available. 
REPAIRS: Only minor repairs possible. 
DENSITY: Fresh water. 
MEDICAL: Hospital available. 
CONSULS: None. Outward bound consulate despatches should be 
requested from Rosario or Buenos Aires. 


AGENT: See ‘‘Buenos Aires”. 


“B" category 


IBICUY : 33.39 S. 59.15 W. 


Km. 218 - River Parana (Province of Entre Rios) “B” category 
port. 
N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

Situated 34 miles up the river Ibicuy, on the right bank of the River 
Parana Pavon from seaward, 117 miles from Buenos Aires by river. 

This is the northern end of the Rail ferry from Zarate, and which is 
pai ei to close down when the Zarate/Brazo Largo bridge is 
opened. 

PILOTAGE: If no port Pilot is sent from Rosario, the river Pilot 
will berth the vessel. 

HEALTH: Notify Buenos Aires Agent for arranging Free Pratique. 
TUGS: Not available, and not required. 

BERTHS: There is a steel wharf, depth 18’ 160 metres long, with 
four railway lines. There are 2 portal cranes 1} tons, one fixed crane 
of 10 tons and one 5 ton portal crane. 

Coal is discharged here by grabs for the railway, rate about 200 
tons per hatch per 8-hour day. Oil is also discharged at another 
wharf nearby into tanks belonging to the railway, there being 25’ 
here. 

No grain has been loaded here for many years. 

MEDICAL: Facilities available. 

DENSITY: Fresh water. 

FUEL: Not available. 

FRESH WATER: Available on the quay; the railway provides hose, 
delivery rate 60 tons per day. 

REPAIRS: Not available. 

CONSULS: None, clearance must be made at Buenos Aires. 


AGENT: See “Buenos Aires”. 


LA PLATA: 34.54 S. 57.55 W. (See Plan) 


(Province of Buenos Aires) ‘B"' category port. 
N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 
This port is situated on the left bank of the estuary of the River 
Plate from seaward, 30 miles South of Buenos Aires. It is the capital 
of the Province of Buenos Aires and is rapidly becoming 
industrialised. 
APPROACHES: Access to the port is by a channel, which leaves 
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the main entrance channel to Buenos Aires at km. 57. This is con- 
stantly dredged, being usually at 28’ maximum. 

PILOTAGE: Coming from the sea, or Montevideo, the Recalada or 
Uruguayan pilot will take the vessel to La Plata Roads 27’ where a 
La Plata Port pilot comes aboard. 

From up river to La Plata, the river Pilot is dropped at Intersection, 

where a new pilot takes the vessel to La Plata Roads for the Port 
Pilot to come aboard. 
RESTRICTIONS: Vessels navigating in the entrance channel 
have preference over those in the River Santiago, and those which 
be reason of size must turn at Four Mouths have priority over others 
in their vicinity. 

There must be no crossing or overtaking of vessels over 75 metres 
long or 11 metres beam, or 20’ draft and for this reason vessels ready 
to sail from Gran Dock will not let go white any vessel is entering by 
the Entrance channel. 

Vessels over 200 metres in length can only manoeuvre in daytime, 
with a minimum visibility of 1,000 metres and with a wind not exceed- 
ing ten knots. 

On entering or sailing on a rising tide minimum depth cannot 
exceed vessels draft, and on a falling tide there must be 50 cm. 
(1’8”) under the keel. 

Regulations for the Santiago River channel prohibit movement 
between sunset and sunrise for vessels over 140 metres long, or 
drawing over 24’. Vessels over 11 metres beam cannot cross or 
overtake, and vessels in this channel must not interfere with those 
moving in Four Mouths. 

ANCHORAGE: Four miles S.E. of Recalada. The Navy controls a 
reserved zone between 34° 46’ and 44° 48’ S. and between the 
meridian 57° 48’ W. and a true bearing 220 from the buoy km. 7,700 
at the end of the Eastern arm of the port, for Naval ships only. 
MAX. SIZE: Regulations limit length, beam and draft to 215 metres, 
30 metres and 9:15 metres (30’) respectively. 

HEALTH: Free Pratique - radio messages should be sent direct to 
Agents in La Plata if vessel is entering direct. 

RADIO: Station LOM 524 kc/s., A 2. State oilfields have a VHF 
service, range 50 km. for communication with their vessels on 156-5 
Mc/s. during the first fifteen minutes of each hour. 

TUGS: Two tugs must be used, each of a minimum 820 h.p. 
Normally join vessel in entrance channel. 

BERTHS: The port comprises Rio Santiago, Gran Dock and the 
Propulsora berth, five kilometres up the river Santiago, also known 
as port Ingeniero Rocca. 

Rio Santiago: Two grain elevators, capacity 400 tons, 3 berths, 
depths 22 and 28 ft. alongside. 

Gran Dock: Seventeen berths, depth 26 ft. alongside. 

Propulsora. A cold rolling steel mill has been built inland and a 5- 
kilometre channel dredged to 30’ from “‘Cuatro Bocas”. There is one 
berth here, 154 metres long, though vessels of up to 205 metres 
length 0.a. have operated here. The material used in the mill is 
imported in coils, and exports of cold rolled sheets and wire are also 
handled. There is one crane, 30 ton capacity and rate of discharge 
can reach 3,000 tons per 24-hour day. 

Some 600 metres from the wharf itself, there is a turning basin 
300 metres diameter. Vessels go in bow first, as there is less water to 
the south end of the wharf, and turn in this basin before returning 
down channel to La Plata proper. Only one vessel can operate at a 
time here. Vessels are secured to bollards on shore at the bow, and 
a mooring buoy astern. 

TANKERS: Four tanker berths in Gran Dock, which are used 
exclusively for YPF. No facilities for slop discharge: 

YPF Terminal handies crude oil, diesel, kerosine. Bunkers available 
ex-wharf. 

Armour Terminal handles fuel oil only, 8 in. hoses. 

Swift Terminal handles fuel oil only, 8 in. hoses. 

Gran Dock is now used only for tankers by the National Oilfields. 
The turning basin at the South end being only 180 metres in diameter 
is insufficient for the larger vessels now operating here, and a new 
turning basin at Cuatro Bocas or Four Mouths, is dredged to 30’ 
on a 400 metres diameter. This is at the junction of the access 
channel, river Santiago, and Gran Dock. Tankers head in to Gran 
Dock and reverse back to this basin. 

In the eleven berths the intakes include one 24” line, and several 
of 16”, 14” and 12”. 

In the West channel, behind Gran Dock, there is one berth for 
me gas tankers, with a 12” line, with several discharge manifolds 
at 4’. 
Special regulations for Gran Dock permit vessels to moor with 
bows either inwards or outwards, indiscriminately. Those moored 
bows inwards (facing south) will be assigned, preferably to intakes 
4, 5, 10 and 11, and must sail immediately after finishing operations, 
taking preference over others about to sail. 

Vessels between 175 and 215 metres length, or drawing 22’ or 
more can navigate ahead or astern, and will turn in Four Mouths on 
entering or sailing as the case may be. When such vessels are moving 
stern first, the Prefecture will make sure that there are no craft of 
more than 5 metres beam moored on either side of the Armour 
Freezer, shifting these if necessary. 

Vessels of less than 175 metres length or with a draft of less than 
22’ must turn in the Turning Basin on entering or sailing. 

Turbine steamers of over 140 metres in length will only use the 
Turning Basin in daylight. 

For safety reasons there must be one tug and one fire-fighting 
craft on service and ready to sail. 

No mooring second off is permitted except for tugs and vessels 
receiving dirty ballast or liquid from cleansing of tanks, or when 
supplying steam. 


20 


Degassing tanks is prohibited in port. 

Heated repairs can only be carried out under deck and on special 
authorization from authorities. 
MOORING: Vessels of up to 150 metres length will employ four 
men for mooring, and those over 150 metres, six men. Mooring hours 
in ordinary time are from 06.00/18.00 on week days, 06.00/12.00 on 
Saturdays. There is a 50% extra from 18.00/24.00 on week days or 
from 12.00/18.00 Saturdays, and 100% at all other times. 
SEMAPHORE: For night signalling of the depth of water in the 
access channel, the system is analogous to that used at Martin 
Garcia and Riachuelo, Buenos Aires. By day signals are hoisted 
on a tower at km. 4,460 on the access channel arm if tide is rising. 
If the river is stationary or falling, no flag is hoisted. 
MEDICAL: Doctors and hospital facilities available. 
FRESH WATER: Delivery by barge, capacity 300 tons and pumping 
with barge’s own pump, 100 tons per hour. 
FUEL: Obtainable from YPF terminal. No barges available. 
REPAIRS: All repairs can be effected except those requiring a 
dry dock. 
CONSULS: Following countries are represented in La Plata: 
Belgium, Brazil, Great Britain, Italy, Norway and Spain. All other 
consuls at Buenos Aires. 
SHORE LEAVE: Allowed, provided crew members in possession 
of Identification Cards. 
AUTHORITY : Capitan de Puerto de La Plata. 


AGENT: See “Buenos Aires”. 


RAMALLO: 33.32 S. 59.59 W. (See Plan) 


Km. 326 — River Parana (Province of Buenos Aires) 
category port. 

N.B. Refer to beginning of Argentinaand River Plate Ports, pages 6 and 12. 
APPROACHES: The port is on the left bank of the Parana from 
seaward, where the river is divided into two by the Isla de las 
Hermanas. Traffic up river normally keeps to the starboard channel 
at this point, or the port when downstream and the entrance into 
Ramallo, although buoyed, is not lighted. No depths are given forthe 
access but as a guide, when the main channel of the Parana is at 
say 24’, then vessels can safely load to 18’ in Ramallo. However, with 
the building of a new elevator, 20,000 tons capacity to replace that 
damaged some years back, movement has recommenced and the 
River Bulletin publishes 21’ for the elevator mole, and 24’ 6” for the 
hardboard mole. Nevertheless, it is advisable to check on access 
depths. 

PILOTAGE: According to the Maritime Digest, port Pilot must 
bring the vessel in from the main channel, and take her out there 
again, a distance of 5 miles. The roads are technically in the main 
Parana, but it is usual to anchor 150 metres off the wharves. 
BERTHS: Apart from two damaged moles, out of use, there are, 
from South/North: 

Grain Board Mole. There is an elevator, capacity 12,000 tons and 
two loading belts, load rate 250/300 tons per hour each. The berth, 
for one vessel not over 145 metres length, consists of a small jetty 
and several dolphins and two mooring buoys. 

National Mole. Concrete wharf 100 metres long, with three sheds 
on it, used by sand hoppers, and by river craft. 

Fiplasto Mole. Used for discharge of fuel to the hardboard factory, 
from tankers. There are two dolphins with 246" water. As the current 
runs fast here, vessels may roll with any wind, and itis recommended 
to put out more ropes than usual, both fore and aft. 

RADIO: Agents at San Nicolas must be contacted either through 
Buenos Aires radio, or via Rosario, LSQ 38, on 477 ke/s. A1. 
TUGS: None required; in case of need they could be brought from 
Villa Constitucion. 

FUEL: Not available. 

FRESH WATER: Not available, except by drums from a tank on 
the National mole. 

MEDICAL: Attention available, but no hospital. 

CONSULS: None; consular clearances can be effected at San 
Nicolas. 


AGENT: See “Buenos Aires”. 


ROSARIO: 32.57 S. 60.33 W. 


Km. 420 - River Parana (Province of Santa Fe) 


“BY 


“B" category 
port. 

N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 and 
12. 


APPROACHES: Outer Roads, between buoys 410 and 413. 
PILOTAGE: The port Pilot will come on board off km. 411, by 
launch. Vessel should whistle for him if not here to meet the ship 
(two long, one short). 

ANCHORAGES: Between kilometres 410 and 413. Both anchors 
should be used. 

RESTRICTIONS: Fog. In thick fog, special permit must be ob- 
tained to-enter or leave. There is an average of six days fog per 
month in the period April/August but only one day per month in the 
rest of the year. Electric storms are frequent. 

Maximum speed in Zone. From Saladillo stream North, there is a 
limit of six knots, up to Punta Barrancas. 

There are no restrictions as to length and breadth of vessels, but 
draft and size of vessels are subject to river depth, which is very 
variable and no standard information can be given. Vessels up to 
27 ft. draft are permitted to navigate the River Parana up to Rosario 
and San Lorenzo, provided vessels speed exceeds 10 knots and 
that there is at least 1 ft. keel clearance. Above Rosario controlling 


depth 22 ft. Vessels loading in Parana Ports must keep close contact 
with Agents for daily forecasts of admissible draft crossing Martin- 
Garcia Bar to avoid risk of overloading and consequent delays. 
HEALTH: Free Pratique, use Radio LSQ 38, on 477 kc/s., or via 
Buenos Aires radio. 

TUGS: Two tugs are available, controlled by Port Authority. How 
ever, tugs are not normally required for berthing or unberthing. 
RADIO: All messages through Pacheco Radio, call sign LPD, 
operating on 425 kHz. Pilots equipped with VHF radio Channel 16. 
BERTHING: Alongside quays. There are seven elevators with the 
rate of loading up to 300 tons per hour of grain. Also there are four 
warehouses for loading light grains or seed. Between these closed 
sheds are paved spaces which are used for delivery of cargo to road 
vehicles and vice versa. 

Montserrat wharf. Used by river craft only. 

Unit |. Of the four jetties, only Nos. 1 and 2 are in use, and can 
deliver 170 tons of Grain per hour each, accommodating one vessel 
in 21’. 

Refineria Argentina Mole, \n use for discharge of fuel oil only. 

Unit I/, Only one berth in 24’ 9” with two spouts, 200 tons per hour 
each or 125 tons by-products. 

Unit II]. Known previously as Unit 1V, can work with 2 tubes, 250 
tons each, berth for one vessel only. The space between Units 2 and 
3 is now out of use. 

Unit IV. This is still under repair, a belt joining the three sheds 
previously known as Units 5, 6 and 7 is being installed. Eventually 
there will be two loading tubes and berth for one vessel. 

Old Unit No. 8 hes been dismantled and taken to Victoria. 

Deposits 3 to 17 are still in use for import cargo, but under the 
new plan will become the Free Zone for Bolivia, and probably, 
eventually Paraguay. 

Sheds 29/30 have been rented, and the wharf being used in breaking 
up the navy aircraft carrier. 

Unit V. Is the Old Unit X, renumbered. Two vessels can berth 
here and there are two spouts workable per vessel at 200 tons per 
hour each spout. 

What was Unit XI is now rented for the storage of oilseeds, and 
pk XII has been dismantled. Vessels can berth here to load Wharf 

ffals. 

New Pier. At this point the new pier, 616 metres long, has been 
built, and will operate in the future in import cargo, releasing Deposits 
3 to 17 for the Free Zones. This pier will have ample water. Imme- 
diately behind this is larger basin is being dredged, to 30’, which will 
add 4,250 metres of new quay frontage to the port. It is intended to 
centralise here the movement in fuels, coal, gravel, sand, etc., and 
to use it for discharge of grain barges which now form a large part 
of the pusher trains in use on the river, and which have materially 
changed the type of river transport. Dredging of the basin itself is well 
advanced, probable date 1975. Work on an 80,000 ton elevator at the 
south end of the 616 metre wharf has commenced, to load either to 
the river side or into the new basin berths, to the west. 

Unit V/. The South Elevator, previously numbered Unit XIII now 
has 29’ alongside at zero, and can handle two vessels, if both under 
150 metres, or one if over that length. Load rate is 1,200 tons per 
hour per berth. There is storage capacity here for 360,000 tons, in 
the whole port. In berths 3 and 4 are the inflammable deposits, and 
finally the cattle ramps, in deep water. 

The port zone proper ends at Saladillo stream, on the south side 
of which the Swift Meat Packing plant has a pier, 175 metres long, 
for the loading of its products. There is also a line here for loading 
vegetable oils in bulk, capacity 100 tons per hour. 

The projected basin will have its entrance between the In- 
flammables zone and the Cattle berth, and south of the Cattle berth 
a shipbuilding yard is projected. 

Cranes. There are a large number of electric cranes, and the port 
is built in such a way that with few exceptions all cargo discharged 
must be handled by shore cranes. If the river is high, and shore 
cranes cannot operate to the vessel, the ship may discharge to 
shore, for the shore crane to place on railway cars, etc. 

Bills of Lading covering lifts of 24 tons or more should be claused 
in such a manner that any extra expense in landing them is for account 
of the cargo. 

Floating cranes. There are two, 90 and 50 tons. 

Allotment of berths. May depend on the availability of grain to the 
particular shipper, but normally berths are allotted in order of arrival. 
Loading on second tier is not customary now, as the capacity of the 
port is such it is not necessary. 

Fenders. Vessels must use fenders for keeping them off, and can 
use their own or hire from the port. 

Ashes, etc. Arrangements can be made with Agents for daily 
removal. 

STEVEDORES: Gangs supplied according to vessels require- 
ments by private companies under Government supervision. 

Normal capacity per gang, per shift: 

20 to 25 tons per hour frozen meat. 

120 to 140 tons per shift general cargo. 

MEDICAL: Private and state-owned hospitals. All facilities available. 
TANKERS: Discharge at Moles 3 and 4. 

Hei WATER: Only available at the berths on the southern part 
of the port. 

FUEL: All grades available, by barge. 

REPAIRS: All repairs excluding dry docking, can be effected. 
Floating crane available, capacity 50 tons. 

AIRPORT: 16 km. from port. Daily flights to Buenos Aires. 
CUSTOMS ALLOWANCE: 60 cigarettes per day, and 2 bottles 
Spirits each man. 

CONSULS: The following countries are represented at Rosario: 
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Brazil Nicaragua 
Chile Norway 
Denmark Panama 
Dominican Republic Peru 
Finland Spain 
France Sweden 
Germany Syria 
Great Britain U.A.R. 
Italy Uruguay 
Lebanon Yugoslavia 


POLICE/AMBULANCE/FIRE: Police 29071; Ambulance 45600; 
Fire 20147. 

TELEPHONES: Can be placed aboard. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Rosario Port Administration. Avenida Belgrano 
No. 341, Tel. 67105. 


AGENT: See “Buenos Aires”. 


SAN LORENZO: 32.45 S. 60.38 W. (See Plan) 


Km. 442 - River Parana (Province of Santa Fe) ‘B" category 
port. 

N.B. Refer to beginning of Argentinaand River Plate Ports, pages 6 and 12. 

On the left back of the River Parana from seaward, 16 miles above 
Rosario and 238 miles by river from Buenos Aires. 

The port includes the separate sections of Puerto Borghi, Puerto 
San Lorenzo and Puerto San Martin. 

APPROACHES: Access is controlled by the passes Destileria 
and Borghi above Rosario. 

ANCHORAGE: Vessels may anchor in the roads between buoys 
447 and 449, 

TUGS: Not required. 

MAX. SIZE: Up to 27 ft. draft depending on river depths. 
HEALTH: Vessels coming in from abroad, should take pratique 
in Rosario roads, advising agents there in good time. 

RADIO: Use Radio Rosario LSQ 38, on 477 kc/. A1. This broadcasts, 
in Spanish at 13.05 daily depth of water in the river between Santa Fe 
and Rosario. 

BERTHS: Puerto Borghi. |s a privately owned berth used for loading 
zinc ores, Cinders and sulphuric acid. It consists of 3 dolphins each 
6 x 9 metres, spaced 21 metres apart, giving 60 metres alongside 
which vessels can lie. Both anchors must be laid out and moorings 
taken to shore. There is a conveyor belt, rate 60/80 tons per hour, 
fixed by a crane to work at an angle of from 20/25 degrees, so that if 
vessels are loading both fore and aft they must shift to position their 
holds. The belt is reversible, and can be used for discharging vessels 
fixed with bucket dredge gear in each hold. There is ample water 
alongside. 

This port comes under Rosario for Customs, but under San 
Lorenzo for Maritime Prefecture control, and stevedores are taken 
from San Lorenzo. 

San Lorenzo proper is a third category Custom House and thereby 
independant of Rosario. Thereis an important petrochemical complex 
here which is being extended, which may lead to an improvement in 
port facilities. 

The roads are between buoys 443 and 445 in the main navigation 
route and within this area vessels may anchor to await entrance to 
port, without paying dues. 

This was originally a grain port but this now takes second place 
to industrial developments. 

There is a grain elevator at Unit VIII (ex. 14), with a total storage 
capacity of 80,000 tons, and 39’ alongside. The elevator has one 
tube, with a load rate of 150/180 tons per hour. 

There is also a pipeline at this berth for loading vegetable oils 
in bulk, rate from 30 to 70 tons per hour (if using tanker trucks). 

A line for loading fuel oil has also been installed here. 

State Oilfields YPF have a large cracking plant here, with 3 con- 
crete piers of 80, 60 and 80 metres long respectively, in deep water 
and situated just north of Unit VIII. Piers 1 and 3 operate in the 
discharge of crude from overseas or coastal tankers and in the 
loading of products with four 6” and 10” lines. No. 2, with the same 
size lines is used for coastal tankers only. 

Esso have two dolphins here for discharge, with 6” and 10” lines 
respectively, but in 23’ only. 

San Martin is immediately alongside San Lorenzo, and the access 
channel commences off San Lorenzo, by the cross river car ferry 
terminal (service San Martin to Victoria, on the left bank of the 
Parana). 

This channelis 75 metres wide, dredged to 20’at zero, and two miles 
ong. 

At the entrance to San Martin is the ferry basin in 6’ 6’ and alsoa 
small basin for river craft. 

Immediately North of this is the State Gas mole, in deep water 
used for handling liquid gas and fuel oil. 

Unit 15 is no longer used for shipping, but the storage capacity is 
made use of. Linseed oil is loaded over the Pereda mole, in deep 
water with a 10” loading line. This mole is also used for the discharge 
of tankers and nearby is another mole used for discharge of oilseeds. 

Unit X (ex 17), in 29’ 5” has capacity of 52,000 tons, load rate 150/180 
t.p.h. over one spout. 

At km. 451, there is a petrochemical plant which has a concrete 
mole 96 metres long, with 26’ 2”. There is one 24 ton crane on the 
mole, which is authorised to work with light fuels. 

FUEL: Available. 
FRESH WATER: Not much available; Masters are recommended 
to take elsewhere if possible. 
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MEDICAL: Attention available. 

REPAIRS: Small repairs attended to. It is also possible to bring 
specialists from Rosario if bigger jobs have to be handled. 
CONSULS: Consular clearances must be made at Rosario. 
AUTHORITY: Administracion de los Puertos Parana Medio. 


AGENT: See “Buenos Aires". 


SAN NICOLAS: 32.22 S. 60.12 W. (See Plan) 


Km. 343 - River Parana (Province of Santa Fe) 

ort. 

NB. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

On the left bank of the Parana river, from seaward, below Rosario, 

and 188 miles by river from Buenos Aires. 
APPROACHES: Between San Nicolas and Rosario are the “Paso 
Paraguayo” and ‘Abajo Yaguaron"' passes, and below San Nicolas, 
apart from Martin Garcia, the “Tonelero"” and las “Hermanas” 
passes. 

The old-time characteristic of a grain port has been submerged in 
the industrial complex which has grown up around the steel mill, 
but grain is still shipped here. 

The entrance channel to the port from the river is kept dredged to 
24’ 6” at zero. 

MAX. SIZE: Draft up to 24 ft. depending on river conditions. 
RADIO: Use LSQ 38, Rosario, on 477 kc/s. A 1. 
BERTHS: From North to South the sections of this port are: 

Old Port. Alongside the city of San Nicolas, originally composed 
of seven sections on a cliff some 18 metres high, and under which 
vessels moor, having to keep themselves off with an anchor and a 
kedge. Only two sections now work and loading of grain is carried 
out from the sheds or from railway wagons on the cliff, by chutes. 
Sections 1 and 6 can load at 90 tons per hour from each of the two 
tubes at each berth. 

Section 2 can only load bagged cargo, again by chutes. 

Shed capacity is 16,000 tons, increased by direct discharge from 
railcars. Depth of water alongside 26’, in almost still water. 

At the Old Port, a wooden float is used to keep the vessel at the 
required distance from the cliff. 

New Port. Three kilometres downstream from San Nicolas. It 
consists of a berth formed by a dolphin 60 metres upriver from the 
end of a concrete mole 287 metres long, with ample water alongside, 
there being room for two vessels. 

On the mole there are five portal cranes (3 of 14 tons and 2 of 3 
tons) as well as two cranes, capacity 20 tons at 15 metres radius, 
or 12 tons at 25 metres. Railway lines are installed but there are no 
sheds on the wharf. 

Just downstream from the wharf a loading gallery is being built 
for a new 16,000 ton elevator, to be connected by belt to the large 
warehouse ofthe old Alcohol Distillery, which will be used for storing 
grain, capacity 75,000 tons. There will be berth for one vessel here, 
with five tubes, two to load simultaneously at, it is expected, 500 
tons/hour each. Once this elevator commences to operate, the 
remaining berths in the old port, which are in very poor condition, 
will be closed. 

This new berth also incorporates the short jetty once known as the 
Distillery mole. 

Superusina Mole. This is the last of the sectors of San Nicolas 
proper, and consists of a concrete mole 200 metres long, with ample 
water alongside. There is a fixed heavy lift crane here, with a reach of 
25 metres and capable of lifting 140 tons out of the square of the 
hatch of a vessel, or 180 tons from on deck. This part of the mole is 
reinforced. 

There are also a 16 ton and an 8 ton crane for grab discharge of 
coal to an endless belt system working a coal stacker, handling 
1,500 tons daily. 

Puerto Buitagro lies south of the Ramallo brook, and comes under 
the district of Ramallo, although administered by the San Nicolas 
port authorities. It handles all the movement of the State Steel Mill, 
Somisa, the capacity of which is presently being increased to 
produce 2,500,000 tons of steel per year. 

Again, from North to South, the moles are 

Ing. Buitagro general mole, 300 metres long, for movement of general 
cargo. It is 16 metres wide and has one 30 ton crane and two 15 ton 
cranes. 

Gotaas Larsen berth. This consists of four dolphins, 35 metres 
apart, with mooring bitts on the 1st and 4th andis used for discharging 
lightening vessels which shuttle from the Plata with coal or iron ore 
for the Steel mill. A fleet of six 24,000-tonners operates with coal 
from USA, and lighten 10,000 tons to a specially designed converted 
T2 off Recalada. This operation is done in less than 24 hours, and 
the two vessels, ocean collier and lightening vessel, then proceed 
in convoy to Buitagro, and the collier discharges at the Buitagro 
wharf proper, while the T2 uses the Gotaas Larsen berth again, 
discharging in less than 20 hours by reversing the self loader. 

Ing. Buitagro wharf. 680 metres long, immediately south of the 
Gotaas Larsen berth. Dredging is carried out continuously and 
there is 26’ at zero alongside. Four vessels of up to 22,000 tons can 
operate, plus two more in second tier. Storage capacity in the yards 
adjacent to the wharf is 1,370,000 tons Iron ore and 300,000 tons of 
coal. Discharge is by grab, one of 45 tons and two of 12 tons each 
giving a discharge rate of 4/500 tons per hour each provided hatches 
are sufficiently wide to permit easy working. 

At Puerto Buitagro all discharge or loading is carried out by 
factory personnel, no outside stevedores intervening. 

TUGS: Compulsory for vessels over 1,000 NRT at Old Port. It is 
usual, however, to use tugs only once, when entering if the vessel 
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is turned and remains with her bow facing the entrance channel, or 
on leaving if moored with bow upstream, and therefore having to 
turn to leave. If vessels operate without a tug. Master is responsible 
for any damage incurred to installations, etc., and when there is a 
high wind itis advisable to use one. For movements in port use of a 
tug is optional, but again, high winds may make it advisable. 
DENSITY: Fresh water. 

FRESH WATER: Available at berths. 

FUEL: Only available by barge. 

MEDICAL: Doctor, hospital facilities available. 

CONSULS: Italian, Portuguese and Spanish. 


AGENT: See “Buenos Aires". 


SAN PEDRO: 33.42 S. 59.39 W. (See Plan) 


Km. 277- River Parana (Province of Buenos Aires) 
port. 
N.B. Refer to beginning of Argentina and River Ports Plate, pages 6 & 12. 

On the left bank of the Parana River from seaward, below Rosario 
and 151 miles from Buenos Aires, by river. 
APPROACHES: There are no bars below this port, except Martin 
Garcia, and vessels can therefore load to this limit almost the year 
round. 

The roads are 1,500 metres down-stream from the entrance 
channel. 
HEALTH: Free Pri tique can be taken, but it is advisable to radio 
Agents at Buenos Aires for them to arrange, since there is no radio 


“B" category 


-here and the Doctor must come from San Nicolas. 


RADIO: None; use Rosario LSQ 38, 477 kc/s. A1, or Buenos Aires. 
ANCHORAGE: Vessels can anchor if necessary about 500 metres 
from wharf. 
TUGS: Can be made available if required. 
MAX. SIZE: The entrance depth has been dredged to 25 ft. The 
factor governing draft is the water level in the Parana River at the 
Martin Garcia Bar. 
BERTHS: The main mole has been rebuilt and a loading gallery 
35 metres high installed, working with 7 telescopic tubes, though 
only one can work at a time, load rate being reported at 1,000 tons/ 
hour. Storage capacity in the elevator is limited, maximum 7,000 
tons but there are nearby deposits for 90,000 tons. 
As rebuilt, only one vessel can load from the grain elevator, 
maximum length, according to Ports Department, 200 metres. 
There is a second berth available for operating from portable belts, 
etc., in 24’ 6”. There are no railway lines on the berths and no 
cranes. 
There is also a wharf for river traffic in 8’. 
DENSITY: Fresh water. 
FRESH WATER: Available at the berths. 
FUEL: Not available. 
MEDICAL: All medical assistance can be obtained. Hospital. 
REPAIRS: Minor repairs can be effected. 
CONSULS: None; consular clearances effected at San Nicolas. 


AGENT: See “Buenos Aires”. 


SANTA FE: 31.40 S. 60.37 W. (See Plan) 


Km. 585 - River Parana (Province of Santa Fe) 
port. 

N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

Situated on the Santa Fe river, a tributary of the Parana, 90 miles 
by river from Rosario and 312 miles from Buenos Aires. 
APPROACHES: Entrance tothe portis through an access channel, 
6,085 m. long, and with 24’ at zero. 

On this section of the river, from Rosario to Santa Fé, vessels must 
keep 2’ under the keel if measuring less than 50 fiscal units, or 2’6" 
if over that when the hydrometer at Santa Fe indicates over 1m.70 
of water over zero, or, respectively, 26" and 3’6” with less than 
1m.70 (5'7"). 

PILOTAGE: Port Pilot comes aboard in the Parana, at the mouth 
of the entrance channel. Six hours advance notice is required for 
the pilot to be in position. 

ANCHORAGE: Vessels awaiting entrance will anchor below the 
mouth of the Entrance channel, at about km. 583 on the River Parana. 
It is absolutely forbidden to anchor in the entrance channel, and if 
this should occur, the Authorities will order immediate shifting, 
with tugs, pilot, etc., for vessels’ expense. 

SIGNALS: There is now a signal station on the top of the tower 
of the new elevator (unit 1) in visual and radio contact with the con- 
trol station tower at the river end of the access channel, where the 
signals are hoisted. It is also possible to observe movement in the 
roads from here. 

The signals in the entrance channel are: 

By day (shown at both ends of the access channel) 

White globe, 60 cm. diameter Channel free for overseas vessels. 

Red biconic mark Exit only for overseas vessels. 

Green cone Free movement of coastal vessels. 

Yellow cone Movement of coastal vessels 

allowed, but with precaution. 
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By night (interior signal staff only) 


White flashes Entrance free for overseas 
vessels. 

Red flashes Exit free for overseas vessels. 

Green flashes Free movement for  coasté 
vessels. 

Green and red flashes Coastal movement only with 


restrictions. 


Absence of signal - Signifies port and channel closed. 

All vessels will await the corresponding signals, which can be 
asked for by whistling, repeating one long, three short, for overseas 
vessels, or two short, one long, for coasters. 

Should the absence of signals be due to a failure of the system, 

instructions will be sent by the Authorities. 
NAVIGATION: /n the Channe/. Maximum speed in the entrance 
channel is 9 knots, or in the port area, 5 knots for passenger vessels, 
and for others 6 knots and 4 knots, but the Pilot should control this. 
In the entrance channel, two ocean-going vessels should not cross, 
although coasting vessels may do so, the channel being only 40 
metres wide. 

Movement by night is possible, but usually pilots will not take a 
vessel out after 15.00, since navigating the passes down river might 
oblige a vessel to lie in the roads, and turning there would require 
the use of two tugs, it being easier to wait until through transit 
down stream is possible. 

During fog. During fog, usual international precautions must be 
observed, butif the fog is very thick, entrance or departure of vessels 
is prohibited without special permission. There are no official 
statistics as to frequency of fog, but in the period May/August 
there may be five to six foggy days a month, and in the rest of the 
year one or two a month. 

HEALTH: Free Pratique. As there is no radio station here, Master 
should radio Agents with the usual request. 

RADIO: Regulations in this port prescribe that Agents or Con- 
signees must give written notice to the Port Authorities 24 hours 
before ETA, with details of vessel, cargo carried etc, or if in ballast, 
indicating for account of whom the vessel will load. 

ETA should be confirmed if there is any change, since the port 
pilot and tugboat must be sent out to the main river to meet the 
vessel. This will also allow the preparation and presentation of the 
Notice of Readiness without delay. 

Radio LSQ 38, on 477 kc/s. A1, at Rosario, transmits river depth at 
13.05 GMT. 

TUGS: Normally join vessel in anchorage between km. 583 to 584. 
Vessels must take one tug on entering, and a second if assigned to 
Dock | and there are other vessels moored there which may effect 
manoeuvres. A second tug is also necessary if assigned to the 
Elevator Terminal and there is another vessel berthed there, and 
also if wind force exceeds Beaufort 5 on leaving. 

BERTHS: The port is composed of four parts: 

Dock No. 1, with stone wharves, 564 metres frontage on the East 
and 672 metres on the Western side, 120 metres wide and well 
equipped with cranes, and sheds; 24’ at zero. 

Between Dock 1 and Dock 2, on the pierhead, there is a fixed 20 
ton crane for heavy cargo. 

Dock 1 is the main import area, while in berth No. 2 there are 
tanks for vegetable oil, capacity 5,000 tons and pumping capacity 
2/300 tons per hour. 

Dock No. 2 lies parallel to Dock 1, and has a piling frontage 900 
metres long on the east, 720 metres on the west and 120 metres 
wide. 22’ at zero. 

Both docks are served by broad and narrow gauge railway lines. 

Derivation Channel. 2,178 metres long, lies to the west of Dock 2. 
It has open banks, with no stone or wooden frontage. There are a 
number of dolphins and mooring facilities. It is reserved for In- 
flammables and there are also two deposits for Quebracho Logs 
and for Bones. Although there are railway lines, there are no cranes 
or facilities for handling cargo. Vessels awaiting orders or effecting 
repairs can lie up in the Eastern side of the Channel, North of the 
Esso plant. Shell and YPF plants on the Western side, where 
vessels may take on bunkers. 

Coastal Wharf. Concrete wharf, 810 metres long, lying between the 
West side of Dock 1 and the Elevator at Unit 1. Used for river craft 
mostly. 

Allotment of Berths. Allotted by the port by order of arrival. If 
berthing in the Derivation Channel, spars must be placed to fend the 
vessel off the bank, and an anchor may also be cast, but this must 
be done under the direction of the port Pilot. 

Loading Grain. There are two units here, comprising three elevators 
in use. Unit 1 on the South end of the West quay of Dock 1, next to 
the coastal section, can berth two vessels in 24’. The elevator, 
which is new, has a capacity of 50,000 tons, and the loading gallery 
has eight spouts with three belts, so that both vessels can operate 
simultaneously, although no more than three spouts can be in use 
together, with a load rate of 300 tons each, rising to 400 tons in 
favourable conditions, or when only one vessel is loading. 

Unit 2 is now composed of the ex Bunge Elevator on the North- 
west of Dock 2, capacity 12,000 tons, and with 6 tubes, loading 
simultaneously by two at a rate of 200 tons per hour each, and also 
of the De Ridder Elevator, on the South-west side of the dock, 
esi 6,000 tons, and with two tubes, capacity 200 tons per hour 
each. 

FUEL: Available at the pipe-lines in the Derivation Channel. If 

small quantities only are required, these can be delivered by truck. 

FRESH WATER: From hydrants in Docks 1 and 2, or by tug in the 

Derivation Channel. 

REPAIRS: Can be arranged. There are several tugs and lighters 

equipped to render assistance to vessels. 

MEDICAL: Doctors and hospital facilities available. 

CN RERS Berths owned by Esso, Shell, and YPF in Derivation 
annel. 

CONSULS: At Santa Fe following countries are represented: 

Italy, Paraguay, Spain. Other consuls at Rosario and Buenos Aires. 

AIRPORT: 17 km. from Santa Fe, regular flights to Buenos Aires 

and other Argentine cities. 


ARGENTINA 


CUSTOMS ALLOWANCES: For consumption on board each 
man allowed 40 to 60 cigarettes a day and one litre of spirits a week. 
POLICE/FIRE/AMBULANCE: Police: tel. 21141; Ambulance: 
36220 and 24687; Fire: 21212. 

TELEPHONES: On board connection is orly made for naval 
vessels. 

SHORE LEAVE: Allowed, provided crew members in possession 
of identification cards. 

AUTHORITY: Administraction de los Puertos Parana Medio, 
Tel. 41732. Telex 048-849. 


AGENT: See “Buenos Aires”. 


VILLA CONSTITUCION: 33.15 S. 60.17 W. (See 
Plan) 


Km. 365 - River Parana (Province of Santa Fe) “B" category 
port. 
N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 

On the left bank of the river Parana from seaward, 33 miles below 
Rosario and 197 miles by river from Buenos Aires. 

PILOTAGE: Port Pilot available, and obligatory. 

MAX. SIZE: Up to 25 ft. draft depending on river depths. 

TUGS: Vessels over 1,000 NRT must use two tugs. 

RADIO: Rosario LSQ 38, on 477 kc/s., A1. 

BERTHS: /n Villa Constitucion the old overseas moles are closed, 
owing to bad condition. The coastal wharf is also being dismantled, 
but a concrete mole next to it is being used for this trade. 

In Unit Two. Two vessels can load grain, but the condition of the 
installations is very precarious and may well be condemned. 

At the Elevator berth two vessels can operate, in 27’, North and 
South. At each berth there are several loading tubes, but only one 
can operate at a time, giving 3/400 tons per hour on each berth. 

Capacity of the elevator is 50,000 tons, plus 170,000 tons in under- 
ground deposits. There is also a belt for bag loading. 

Puerto Acevedo. Two kilometres South of Villa Constitucion is 
Acindar Mole, otherwise known as Puerto Acevedo, where a large 
steel mill is installed. The port is under the jurisdiction of Villa 
Constitucién and pending a definite resolution as to Villa Constitu- 
cién Roads, vessels awaiting berth anchor off the Acindar mole. 

The mole is 110 metres long by 34 metres wide, in 29’ and is used 
for the discharge and storage of steel billets. It is fitted with two 
45-ton electric cranes. 

Port Pilot from Villa Constitucion attends here, but tugs are not 
necessary. No facilities are available, except for water, to obtain 
which a vessel will have to supply along hose to be coupled up to the 
factory itself. 

Rate of discharge depends to some extent on capacity of ship’s 
derricks, with three-ton lifts 80 tons per hatch hour can be main- 
tained, but with only one-ton lifts, no more than 40 tons per hour. 
FRESH WATER: Available at berths using ship's hose. 

FUEL: Not available. 

MEDICAL: Doctor and hospital facilities available. 

REPAIRS: Can be effected, if necesssary bringing men and equip- 
ment from Rosario, or San Nicolas. 

CONSULS: Consular despatches must be taken at Rosario. 


AGENT: See “Buenos Aires”. 


ZARATE: 34.09 S. 59.05 W. (See Plan) 


Situated on the west bank of Parana River, 150 miles above Buenos 
Aires. 

N.B. Refer to beginning of Argentina and River Plate Ports, pages 6 & 12. 
TUGS: Not required. 

MAX. SIZE: Up to 26 ft. depending on river depths. 

BERTHING: National Wharf: 56 metres long, depth alongside 
20 ft. By using fenders alongside vessels can load to 26 ft. Smithfield 
Wharf: 110 m, long, depth alongside 25 ft. Meat loading and fuel oil 
discharge. 

FRESH WATER: Available at Smithfield Wharf. 

FUEL: Not available. 

MEDICAL: Doctor and hospital facilities available. 

CONSULS: Italy is represented locally. All other consuls at 
Buenos Aires. 

REPAIRS: Small repairs can be effected. 


AGENT: See “Buenos Aires”. 


Il. SOUTH ATLANTIC PORTS 


Puerto Deseado 
Puerto Madryn 


Bahia Blanca 
(incl. Galvan Ingeniero 


White, Puerto Belgrano, Quequén/Necochea 

Puerto Rosales, Punta Rio Gallegos 

Ancla and Punta Cigiefia) San Julian 
Comodoro Rivadavia Santa Cruz 


Mar del Plata 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Distance Table 
Montevideo and Buenos Aires to Ushuaia and intermediate ports 
Nautical miles 
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Montevideo — 16 118 108 128 206 279 452 466 626 671 850 891 1015 1076 1151 1167 1182 1376 
Recalada Practicos 16 — 102 92 112 190 263 436 450 610 655 834 875 999 1060 1135 1151 1166 1360 
La Plata 118 102 — 10 30 292 365 538 552 712 757 937 978 1101 1162 1237 1253 1268 1462 
Interseccién Practicos 108 92 10 — 20 282 355 528 542 702 747 927 968 1091 1152 1227 1243 1258 1452 
Buenos Aires 128 112 30 20 — 302 375 548 562 722 767 947 988 1111 1172 1247 1263 1278 1472 
Mar del Plata 206 190 292 282 302 — 73 246 260 434 479 658 700 823 884 959 975 990 1184 
Necochea y Quequén 279 263 365 355 375 73 — 173 187 361 405 584 642 762 823 898 918 933 1135 
Arroyo Pareja 452 436 538 528 548 246 173 — 14 280 316 500 568 682 743 818 838 853 1080 
Ingeniero White 466 450 552 542 562 260 187 14 — 294 330 514 582 696 757 832 852 867 1094 
San Antonio 626 610 712 702 722 434 361 280 294  — 227 411 473 603 664 739 759 774 1009 
Madryn 671 655 757 747 767 479 405 316 330 227 — 274 345 473 534 609 629 644 875 
Comodoro Rivadavia 850 834 937 927 947 658 584 500 514 411 274 — 156 293 354 429 449 454 703 
Deseado 891 875 978 968 988 700 642 568 582 473 345 156 — 153 214 289 309 324 564 
San Julian 1015 999 1101 1091 1111 823 762 682 696 603 473 293 153 — 96 171 200 215 487 
Santa Cruz 1076 1060 1162 1152 1172 884 823 743 757 664 534 354 214 96 — 114 146 161 450 
Gallegos 1151 1135 1237 1227 1247 959 898 818 832 729 609 429 289 171 114 — 67 #482 390 
Virgenes (Lighthouse) 1167 1151 1253 1243 1263 975 918 838 852 759 629 449 309 200 146 67 — 15 333 
Magellan Straits 1182 1166 1268 1258 1278 990 933 853 867 774 644 454 324 215 161 8 15 — 315 
Ushuaia 1376 1360 1462 1452 1472 1184 1135 1080 1094 1009 875 703 564 487 450 390 333 315 — 


BAHIA BLANCA: 38.47 S. 62.16 W. (See Plan) 


(Incl. Galvan, Ingeniero White, Puerto Belgrano, Puerto Rosales, 
Punta Ancla and Punta Ciguefia) 

(Province of Buenos Aires) “B” category port. 

N.B. Refer to Argentina, Section I, page 6. 
APPROACHES/PILOTAGE: Entrance channel. Commences at 
Rincon Light Buoy, which is a whistling buoy, fitted with radar 
reflectors and Direction Finding Beacon, and is stationed some 17 
miles S.S.W. from the Recalada Lighthouse. It is a large buoy, 
painted with black and white vertical stripes, it can shift or be extin- 
guished, being rather exposed. In case of doubt vessels are re- 
commended to sound and stay outside the ten fathom line until 
daylight or fog has cleared. Pilots must be requested 24 hours in 
advance. 

From this buoy vessels must proceed past buoys 1 to 9, and the 
Bay Pilot comes aboard between buoys 10 and 11 (39° 05’ S. and 
61° 48’ W.). Thereis no pilot ship on station, and unless a Pilot has 
been ordered, vessels arriving at this point after sunset must stand 
off until daybreak, unless a pilot has been ordered and isapproaching, 
when vessels can anchor and wait between buoys 9 and 10. To avoid 
delay and waiting time, Masters should keep Agents well advised by 
radio to station LP W 2, which listens from 07.00 to 24.00 on 500 kc/s. 
from 18 to 25 minutes to the hour, every hour. As the coast is shallow 
here, with S. or E. winds it is advisable to stand well off at night as 
there is also a tidal current favoured by these winds. 

The Bay Pilot takes the vessel to the Bahia Blanca roads, which 
commence for Ing. White and Puerto Nacional between Naposta 
brook and the South Elevator. For Galvan he takes the vessel as 
far as the South Elevator. At either of these points the port Pilot 
comes aboard for actual berthing operations. 

Vessels bound for Punta CigUefia, Punta Ancla, Rosales or Puerto 
Belgrano, take on their port Pilot (ordered in advance through the 
Agents by radio), at buoy 17. 

In the access channel the following regulations must be observed: 
between buoys 09 and 12: no crossing, outbound vessels have 
preference but Navy vessels have preference either way. 

In the remainder of the channel, the outbound vessel must give 
way. The channel is 150 yards wide with light buoys which make 
the access or leaving possible at any hour. It has been dredged to 
32’ at zero, with a width of 150 metres, except between buoys 26 
and 28, where it is only 90 metres wide. This is to be widened. 

The entrance channel having been deepened to 32’, by the use of 
explosives on the two “humps" by buoys 14/15 and 22/25, will 
gradually be dredged down to 35’ or 38’, making the port available 
to 45’ vessels in the future. 

Buoys 01, 02, 03, 04, 05, 06, 09,18, 19, 20 and 21 are mid-channel, 
and all illuminated. There is a degaussing buoy between Nos. 18 and 
19, conical, painted blue and white checks. 

Special warning. At very low neaps, and with strong N. winds there 
may be up to five feet less water than is shown on charts. 

Tidal range is 12-6’ at springs to 6-4’ at neaps, but as much as 19’ 
has been observed with S.W. winds, whose action is similar to the 
Plate winds. 

Inner Roads. From Ing. White to Galvan there is room fortwo vessels 
drawing 32’ to anchor, as well as a number of vessels drawing 24’. 
The access channel to Galvan has been dredged to 32’ for the new 
inflammable berths, and a turning basin 400 metres in diameter at 
33’ dredged due South of Galvan pier. The Inflammable berths are 
also at 33’, the intention being to dredge down to 38’ at zero. 
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ANCHORAGE: Limiting zone between positions 39° 00’ 12” S. 
61° 53’ 30” W. and 39° 01’ 24” S. 61° 49’ 48” W. Merchant vessels may 
also anchor between buoys 11-7 and 11-4; tankers in the vicinity of 
buoy 20. YPF vessels anchor in the vicinity of buoy 22. Depth of 
water in the outer anchorages is about 40 ft. 

Vessels in Quarantine, or awaiting medical inspection, will anchor 
near buoy 25. 

RESTRICTIONS: Controlled by minimum depths in the channel, 
which are 33 ft. between buoy 1 and Puerto Belgrano and 32 ft. 
between Puerto Belgrano and Puerto Ingeniero White. Vessels 
may enter at night, times depending on height of tide. 

MAX. SIZE: Draft up to 33 ft. 6 in. (Dredging is in progress at the 
elevator berths at Bahia Blanca to increase the depth to 30, 34, 35 
and 40 ft. respectively. The new max. draft will be 36 ft. 7 in.) Further 
dredging will be carried out along the access channel, the general 
cargo and fruit berths. 

RADIO: LPW 2 on 500 kc/s. A2, working frequency 431-5 or, LPW 
45 on 4415°8. A3. 

For weather forecasts in English, use either Radio Pacheco at 

Buenos Aires LPD 5 on 512 kc/s. A2, or Radio Comodoro Rivadavia 
LPX 2 on 474 kc/s. A2. 
TUGS: No tugs are required at Punta Ancla or Punta Ciglefia 
For Rosales and Puerto Belgrano tugs are requested from the 
Noval Base at Puerto Belgrano, and make contact between buoys 24 
and 25. 

For the other ports (White, etc.) tugs come alongside in the 
anteport, where the port Pilot boards. 

Argentine vessels are berthed by the Bay Pilot at any of the berths, 
but foreign flag vessels take a port Pilot, who comes on board al 
the Inner roads on one of the tugs, regulations for which are as 
follows: 

Vessels over 3,000 tons gross require two tugs, those from 500 
to 3,000 tons, one tug, and under 500 tons none. 

For the Iron mole, vessels up to 10,000 tons do not need a tug, 
from 10,000 to 15,000 gross, one tug and over 15,000 tons two tugs. 

For Puerto Galvan, vessels over 3,000 tons gross take two tugs 
on entering, and one on leaving provided they berth bows outwards, 
otherwise they need two tugs. Between 1,000 and 3,000 tons one 
tug if berthing bows inwards, otherwise none. 

These rules are for normal weather conditions. Masters can asi 
for more tugs, or alternatively not pass cables to the tugs if this 
could be dangerous to the vessel or tugs, but in this case, tugs mus! 
accompany the vessel during the manoeuvre to act in emergency. 
BERTHS: N.B. Agents must give fourteen days advance notice 0! 
arrival of reefer vessels to the authorities, and check this with 4 
hours confirmation of arrival. Precedence for berthing granted in 
accordance with arrival at Buoy 11 at the entrance channel. Al 
requests for free pratique by radio are made in the usual manner te 
Agents, with twelve hours advance notice. 

The ports in the Bahia Blanca area are, from East to West: 
Punta Ciguefia 
Puerto Rosales 
Puerto Belgrano 
Ingeniero White 


adjacent to each other between buoys 2! 
and 22 of the access channel. 


also adjacent, and some 14 miles West 0 
Puerto Nacional Puerto Belgrano. 
Galvan about 2 miles West of Ing. White. 
Punta Cigiiefia and Punta Ancla 

There are rotary head buoys at each of these points, in 60° with 
connections on port side of the tanker, 30” line, with six mooring 
buoys astern in each case. Pumping capacity 3,000 cubic metres 
per hour, tank capacity on shore 80,000 cubic metres. 
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Puerto Rosales 

An old grain port which is being reconditioned as a fisheries 
port, has been dredged to 20’ but there is no activity there as yet, 
beyond preparing it for use as a distribution centre for fish. The 
entrance channel is 2,100 metres from buoy 21 and is 700 metres 
long, with a blind buoy painted black and white vertical stripes in 
mid-channel. 

Puerto Belgrano (Saluting basa) 

This is the principal Argentine Naval Base. It consists of an 
anteport and basin, at the end of which there are two large dry 
docks, repair sheds and a hydroplane mole. Dry docks and repair 
sheds can be used subject to Naval permit. 

The entrance channel, two miles West of Punta Cigefia buoys, 
is 1:7 miles long, 150 metres wide and dredged to 30’ at zero. 

Being a Naval base, care must be taken to observe regulations. In 
daytime signals are hoisted at the head of Mole C, and at night 
lights are shown at a height of 34:5 metres from the signal station, 
being visible for ten miles. A strong green light prohibits entry, 
and a white light above green prohibits sailing from the port. Two 
green lights, vertical, both entry and leaving prohibited. 

There is a reserved zone for Hydroplane, between 38° 51’ 7” S. 
62° 06’ 08" W.; 38° 52’ 04” S 62° 09’ 03” W.,; 38° 54’ 06” S. 62° 07’ 02” W. 
and the buoy at the end of the S.W. breakwater. 

Most of the heavy machinery for the power plant at Chocon has 
been landed in this port, and it will again be used for the require- 
ments of the petrochemical plant to be installed in Ingeniero White 
in 1974. 

Gunnery Exercises, Captains are warned that in order to avoid any 
danger, the greatest care should be taken when navigating or 
anchoring in the security zone, between the coast and an imaginary 
broken line which passes through the following: 

(A) Lat. 39° 00’ 01° S. Long 61° 37’ 01” W. 
(B) Lat. 39° 05’ 02” S. Long 61° 40’ 01” W. 
(C) Lat. 39° 02’ 05” S. Long 61° 47’ 09" W. 
(D) Lat. 38° 58’ 02” S. Long 61° 51’ 00” W. 

Danger Zone. Situation Lat. 38° 53’ S., Long, 62° 06’ W. (approx.). 

During gun practice at the Naval Base of Puerto Belgrano, naviga- 
tion is prohibited in the circular area of 180° from the central point 
of the Signal Station which extends from 152° to 332°. The boundary 
of this area passes 9 miles off the Signal Station. 

While gun firing is being carried out, the Signal Station will hoist 
during the day two ‘‘B"” flags of the International Code on the same 
yard-arm. This signal will be hoisted half an hour before practice 
commences and will be furled when firing ceases. 

At night the signals will be substituted by three vertical lights, the 
top one, red, and the following two, white. In addition a searchlight 
will sweep the zone every fifteen minutes, casting a beam of three 
minutes duration. 

The Sub-Prefecture of Ingeniero White will notify all ships in good 
time of the expected hour and date on which firing practice will 
commence. 

Should exercises not commence on the date and hour fixed for 
same, the fire signal will be hoisted half an hour before the appointed 
time, and on the other yard-arm, the flag ‘‘N" (negative of the 
International Code). These signals will be shown for half an hour 
from the time they are hoisted. 

During exercises, the firing intervals will be signalled in the 
following form: during day, by hoisting ‘'N”’ flag, and at night by two 
vertical lights; the top one white, and the bottom one, green. 
Ingeniera White 
This section of the port has a storage capacity for 221,000 tons of 
Grain in the port elevators, and 470,000 tons within ten minutes 
trucking distance. 

There are four piers. 


Berths Length Load Rate 
South Elevator 29’ (four) 640 metres Berths 1 and 2:8 spouts, 2belts, 
250 tons per hour each. 
Berths 3 and 4: 12 spouts, 2 
belts, 500 tons per hour each. 
Central Elevator 30’ (four) 620 metres Berths 5, 6, 7 and 8: 5 spouts, 1 


belt, load rate 480 tons per 
hour each berth. 
(When only one vessel works in any of the above elevators, load rate is doubled) 
New Elevator 35’ (one) 234 metres Berth 9: 12 spouts, 2 belts, 1,000 
tons per hour each belt, total 
2,000 tons, 
Used for general cargo and 
fruit, discharge or load to or 
from rail or truck. There are no 
cranes on this mole now, Coal 
is usually discharged in berth II. 


Iron mole from 22’ to 29° 975 metres 


(five) 


Muelle Nacional 

Lies behind and to the North of the Iron mole. There are four 
berths in this section, three on the North, or land side, which is in 
total 450 metres long in 20’ to 26’ at low water, fitted with six electric 
cranes x 3 tons on an apron 25 metres wide with three rail tracks. 
There are several cold storage chambers here for fruit, capacity 
over 500,000 boxes mainly apples/pears. On the South side of the 
basin there is one other berth, No. 6, 210 metres long in 26’ with three 
3-ton cranes and a 125,000-box cold storage plant. There is yet another 
cold storage chamber on the so called “high mole”, 100,000 boxes, 
and one with 300,000 boxes in town, making a total capacity of over 
one million boxes. 

Loading Fruit. The authorities have fixed maximum loading times 
for staying alongside at the Nacional berths, and also at the Iron 
mole, as follows: 
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up to 51,000 3 days 
51/66,000 ” 4 
66/86,000 ‘< 5 
86/111,000 ? 6 4 
111/141,000 te 7 
141/176,000 $ 8 
over 176,000 if 9 " 
these times can be extended according to circumstances, and other 
vessels can also be allotted the fruit berths as need arises. Normally, 
loading is as fast as vessels can receive, and these periods are fixed 
to cover the occasional delays due to any temporary delay in receiving 
fruit from the interior. 
Galvan 
The oil companies have their tanks near the port, with the following 
lines all connected to berths 5 and 6: 


Esso one 11” line State Railways two 8” lines 
one 10” line Shell two 6” lines 

La lsaura one 8" line YPF two 6” lines 
one 6’ line 


A new wharf for tankers, two berths, had been completed facing 
on to the access channel, West of the entrance to Galvan, with a 
pool at 33’, the intention being to dredge this to 38’ and transfer 
here all petroleum movement, including gas. 

Berths 1 and 3 of the old port have been reconditioned, and the 
old-elevators taken down. These berths, in 30’ are used for general 
cargo and loading of minerals, until berths 5 and 6 are readied. 
All four of these berths can take vessels of up to 150 metres long. 
The remaining berths in Galvan are for coastal use only. 

Work started on a 250 metre long mole due South of the old No. 6 
berth in the National port, now No. 20, and facing on to the main 
channel in 32/35’. Once this is ready, the Iron mole will be dismantled, 
so removing one of the problems experienced with berthing large 
vessels at the No. 9 berth (new elevator). It will then be possible to 
make another berth where numbers 15 and 16 are, and connect up 
a straight line with berth 9, possibly as another deepwater grain 

erth, 

DRY DOCKS: Capacity of the dry docks is: 

No. 1 215 metres OA, width on the sill 22-12 metres or at 34’ above the 
sill, 26-25 metres. 

No. 2 235,45 metres OA, afloat, or 205 metres closed there is also a 
floating dock for smaller vessels 65:8 metres OA, beam 13-46 
metres, capacity up to 750 tons. 

FLOATING CRANE: There is a 50-ton floating crane in the Naval 

base at Puerto Belgrano, which can be hired for use in other ports. 

Apart from hourly hire, the user must pay for towage and overtime. 

Towage must be effected in daylight hours and in good weather. 

LOAD-LINE: Vessels North- or East-bound may load to Summer 

Marks all year round. 

WEATHER: Average velocity of winds is 11 knots, direction N. 

and N.E. 30%, and W. and N.W. 32%. 

Rainfall averages 558 mm., with July/August the driest months. 

Maximum temperature in Summer about 31° C, with an absolute 
maximum of 42:5° C, and a minimum of about 15°C. In Winter, 
maximum of about 15° C, average minimum 3-5° C, and absolute 
minimum minus 8-8° C. 

MEDICAL: Good attention available. Hospital. 

FRESH WATER: Available at any berth at Ing. White, Galvan and 

Puerto Belgrano, at ten tons per hour. 

FUEL: All grades available ex-wharf or by barge. 

REPAIRS: All classes of repairs possible including dry-docking. 

CONSULS: Belgium, Chile, Denmark, France, West Germany, 

Italy, Netherlands, Norway, Peru, Portugal, Spain, Sweden. 

AIRPORT: Regular air service with Argentine cities. 

AUTHORITY: Capitan de Puerto Bahia Blanca. Tel. 70087. 


COMODORO RIVADAVIA: 45.51 S. 67.27 W. 


(Province of Chubut) ‘B" category port 
N.B. Refer to Argentina, Section |, page 6. 

On the San Jorge Gulf, 947 miles South of Buenos Aires. 
ANCHORAGE: Anchorage within the five or six fathom line offers 
little difficulty for regular work to lighters, but the reserved zone off 
the YPF pier must be respected. 

ESE GMOS : Port should be entered at high water in daylight 
only. 

MAXIMUM SIZE: Dry Cargo, Length 150 m., draft 15 ft. Tankers 
up to 30 ft. draft. 

RADIO: For radio regarding free pratique, or reporting ETA call 
LPX 2, on 474 kc/s. This station transmits weather forecasts in 
English at 0400 and 1800 GMT. Radiotelegraphy 500 kHz. Radio 
telephone 4123, 8786, and 12,133 kHz. 

TUGS: Not required. 

FRESH WATER: Obtainable at MOP wharf and YPF wharf. Ships 
supply own hoses. 

FUEL: Fuel oil and diesel available at the YPF pier in Comodoro 
Rivadavia. 

CARGO: It is advisable to stow inwards cargo aft for this port, as 
lighters lying at hatches one or two receive little protection from sea 
and swell, and in any case, owing to the limited number of lighters, 
vessels usually work with two or three gangs at most. 

To avoid loss of time, it is the custom in this port to leave the 
sling loads “as is" in the lighters and therefore a large quantity 
than usual of slings have to be hired from the Agents. 

Itis advisable to establish in Bills of Lading that lighterage is at the 
risk of the cargo. 

BERTHS: The main part of the port consists of: 


25 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


National wharf. At the end of the breakwater built over the Punta 
Borja reef, and still unfinished. Itis L shaped, presently 1,160 metres 
long, with 23’ at the extreme. Vessels can only go alongside in the 
last inner sections, with 15’ at zero. The breakwater gives some 
protection from the S.W. and S.E. winds, but vessels with large 
superstructure should not go alongside, and it is recommended 
to leave the pier after work is finished each day in case N. or W. 
winds blow strongly. 

Apart from inward cargo, wool is shipped in quantities over this 
berth, where there is a Titan crane, now permissible up to 30 tons 
only two 9-ton electric cranes and two 5-ton steam cranes on the 
pier, which is also equipped with railway lines connected to the 
State Railway. 

If working here to lighters, the best anchorage is in 25’ at zero, 
700 metres from the wharf and witli: the light buoy at the end of the 
YPF mole bearing 329°. 

YPF Mole also known as kilometre 3, is built over the Coronel reef 
a short distance north of the town. It has a length of 956 metres and 
21’ at low water. Itis used exclusively for discharging cargo consigned 
to YPF and for loading their oil and other products, so that special 
permission from YPF is required to operate here. There are two 
15-ton cranes and one 4-ton crane on the mole. 

The privileged zone extends 150 metres either side of an imaginary 
line projected from the mole, and 2,500 metres seawards, reserved 
for tankers loading YPF products, and other vessels cannot moor 
in this area. There are five mooring buoys, two each side of the mole 
near to its head, the fifth is 200 metres from the beacon at the sea 
end of the mole hearing 020°. 

Kilometre 5. Three miles North of the town there is a wooden 
wharf, 75 metres long, with only 3’ at low water. Vessels using this 
wharf for discharge over lighters anchor 14 miles off the coast. 

The wharf shows a fixed red light at its head and is used for cargo 
consigned to the Railways. There is one 8-ton electric crane and 
two 5-ton steam cranes on the wharf. With E. or S.E. winds the 
wharf cannot work. 

TANKERS: The oil berths within the Comodoro Rivadavia port 
area are, from North to South: 

Caleta Olivares, at 45° 46’ S. and 67° 22’ W. 

A loading berth for crude, which can only operate by day. A 
minimum of twelve hours advance notice of arrival must be given 
to agents in Comodoro Rivadavia. There is a launch which assists 
in mooring to the four buoys, which are cylindrical painted black 
and clearly numbered. There is another cylindrical buoy, also black, 
but unnumbered marking the end of the line. 

It is necessary to obtain, in advance, from the pumping station the 
regulations, instructions and signal code in use, signals which are 
made from a semaphore mast, 13 metres above sea level (land height 
7-4 metres) both by day and night. There is a small wharf for landing 
of passengers, crew, etc., and a floating crane, capacity 30 tons. All 
supplies, water, etc., must be made through Comodoro Rivadavia. 

Caleta Cordova, at 45° 43’ S. and 67° 21’ W. approximately, and 
some ten miles north of Comodoro Rivadavia, to which it is con- 
nected by phone. This is also a loading berth for crude. Four light 
beacons on shore indicate the entrance. Astra, showing its light 
at 40 m. elevation, Loma Blanca at 55 metres (white light). With 
these two lights in line the concrete block, in 34’ which sustains the 
end of the loading line, is 1,325 metres from Astra. Vessels should 
enter bearing these two lights or marks on 268° and anchor where 
the cross bearings of this line intersect with the line from the Novales 
beacon, a white light at 79 metres height, and Cordova, also a white 
light at 53 metres. 

This point is 300 metres from the block or pillar, in 36’. Vessels then 
swing on their anchor to moor by the stern to the four moorings 
buoys. Anchorage is good, in spite of an uncomfortable sea with 
winds in the 1st, 2nd or 3rd quadrants. S.E. storms are dangerous, 
however, and it is necessary then to go out to sea at the first sign 
thereof. 

There are two small wharves for small boats, in the S.W. of the 
bay, one for high and another for low-water, the latter being covered 
at half tide. 

There is also a floating crane for heavy lifts, but as in Olivares, all 
supplies, etc., must be taken via Comodoro Rivadavia. 

Caleta Olivia, the third oil-loading berth, is South of Comodoro 
Rivadavia at 46° 26’ S. and 67° 31’ W. 

There are two petroleum intakes here, North and South, a mile 
apart, each well buoyed. 

A small wharf, 70 metres long, is used for discharge of lighters 
or landing boats at high tide only. Stores are available here, and the 
small town is connected by phone with Comodoro. 

WEATHER: Prevailing wind is offshore, but with fresh Easterly 
winds vessels must be prepared to leave their anchorage at any 
time. 

Average wind velocity 17 knots, with 79% from S.W.W. or N.W. 

The port is open to N.E. and E. winds. 

Rainfall is scarce, 189 mm. yearly, evenly distributed. 

Temperature. Summer maximum is 25°5° and minimum 13-4° C, 
while in Winter maximum averages about 11° and minimum 3°. 

Tidal range. From 19:6’ to 7-4’. 

DEVELOPMENTS: Dredging to increase depth to 26 ft. alongside 
wharves. 

WATCHMEN: Recommended. Normally arranged by Agent. 
HATCHES: According to port regulations, stevedores open and 
close hatches at commencement and end of cargo operations. 
MEDICAL: Hospital available. 

CUSTOMS ALLOWANCES: Only sufficient for normal daily 
consumption on board. Custom House. Fully authorised for import/ 
export cargo, including reception of explosives for commercial use. 
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REPAIRS: Urgent repairs can be carried out by the oil companies, 
and there is a permanent service of divers, equipped to operate to 
150’. 

CONSULS: British, Chilean, Dutch, Greek, Italian, Belgian and 
Spanish. 

AIRPORT: Situated 11 km. from port. Daily services to Argentine 
cities. 

POLICE/FIRE/AMBULANCE: Regional Hospital 2451; Clinica 
Central 2282; Police 2778; Fire Brigade 2505. 

TELEPHONES: No connection aboard vessels. 

AUTHORITY : Capitania de Puerto de la Patagonia. Tel. 2325. 


MAR DEL PLATA: 38.00 S. 57.32 W. (See Plan) 


(Province of Buenos Aires) ‘B"' category port. 
N.B. Refer to Argentina, Section |, page 6. 

On the Atlantic Coast, 302 miles from Buenos Aires. 

APPROACHES: The portis some 3 miles South of the main town, 
sheltered by two breakwaters (Northern arm 1099 metres long, 
Southern arm 2750 metres, entrance, facing North 300 metres wide), 
Both breakwaters carry roads and access is open to all traffic, so 
that car head lights and street lighting can cause confusion at night 
on taking the Southern bearing. 
DEPTHS: Currents constantly form a sandbank off the end of the 
Southern arm, which requires continuous dredging, and ruling 
depths are announced constantly by the authorities. Usual minimum 
depth on the bar is 22’ at zero, but under favourable conditions 
this may be up to 25’. This requires checking before committing a 
vessel near these limits, as in the past vessels drawing up to 30’ 
have entered and sailed. Tidal range is from 3-8’ spring to 1:2’ neaps, 
but sudden storms can destroy a month's dredging in hours. 

There is often a heavy swell in this port, causing vessels to range 
in all berths, fenders being essential. It is safer to lie outside in 36 
to 42’ if awaiting berth than in the anteport within the breakwaters. 
PILOTAGE: Pilotage compulsory. Pilots requested through 
Agent, or in emergency, direct to Prefecture Maritime Station 
frequency 500 kHz. ETA by radio to Agent required 24 to 48 hours 
in advance. 

Pilot boat about 8 metres long, grey-white in colour. Pilot boards 
approximately 1 mile from port entrance. 

ANCHORAGE: Possible within two to three cables from port 
entrance. Bottom sand and mud. Occasional gales may be expected 
in winter months. 

The best anchorage bears 191° on the Southern breakwater light 
beacon and 313° on the Cape Corrientes buoy, or even farther out, 
Holding ground is good and strong winds may safely be ridden out 
here, even with a big swell. 

MAX. SIZE: Draft dependent on state of tide. Keel clearance of 
2 ft. 6 in. required. Normal maximum draft 27 to 30 ft., or up to 33 ft. 
maximum in best possible conditions. 

RADIO: For radio regarding free pratique or reporting ETA call 
LPM 2 on 512 kc/s. A2. English weather forecasts from Radio 
Pacheco, Buenos Aires, LPD 5, on 512 at 01.48 and 16.30 GMT. 
TUGS: Towage compulsory for vessels in excess of 1,000 tons. Two 
tugs available controlled by Port Authority. 

BERTHING: Big swell causes vessels to range, therefore Captains 
recommended have ready fenders for use at berth. Vessels can enter 
or sail any time day or night. 

Basin A: Used only by fishing trawlers. 

Pier Head No. 1 20 ft. depth. 

Pier Head No. 2 30 ft. depth. 

Basin C: Grain elevator 27 ft. depth. 

This is a Naval submarine base, the Northern part of the port being 
reserved for that purpose. 

There is considerable activity with the fishing fleet, consisting of 
some 300 coastal craft and 55/60 deep-sea trawlers, and the Southern 
part of the basin is reserved for the fishing boats. A protecting 
breakwater has been built out 280 metres long, from the inside of 
the Southern breakwater, 1,200 metres from land to minimise swell 
and to protect the fishing basin, and is also equipped with bunkering 
facilities for the fishing boats. 

250 metres father North from this there is a quay, with two dolphins, 
in 22’ for discharge of Butane and or Propane gas, connected to the 
tanks inland. 

There are three commercial basins in the port, the Southerly one 
being reserved for small fishing craft. The central basin originally 
had eight coastal berths, but now seems to be taken over by the 
trawlers. There is 22’ here. 

The third basin has a length of 178 metres on the south side, 
and 300 metres on the North, all in 30’. On the Northern side there isé 
new grain elevator, with a loading capacity of 400 tons per hour on 
each of two belts, with a total of eight tubes available which can be 
divided between two vessels, or leave 4 or 5 available for one vessel. 
On the south side there are two loading towers for grain, capacity 
350 tons per hour each. 

On the inside of the northern breakwater arm, there is a berth fo 
passenger/tourist vessels, admitting vessels up to 220 metres |.0.4 
but with no facilities beyond those for landing tourists with vessel's 
gangway to a paved road. Depth alongside is 30’. Vessels at this 
berth must moor bow to the South, laying out their starboard 
anchor. 

Floating crane. There is a 40-ton floating crane (Navy), present 
capacity 20 tons, and also four mobile two ton cranes. 

MEDICAL: Assistance obtainable alongside. Captain should 
telegraph Agent in good time expected date and hour of arrival 
Hospitals and sanatoriums. 
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TANKERS: Only fuel oil discharged at berth No. 7. 

DENSITY: Sea water. 

FRESH WATER: Available, vessels must provide hoses, 2 in. 
diameter hydrants at following berths: Basin “B", sections 1 to 9, 
four hydrants: supply 7 tons/hour; and Basin “B", sections 11 to 
14, seven hydrants: supply 10 tons/hour. No water boats. At Basin 
“C" 3 water intakes on South side. None on North side. Hoses hired 
at a conventional price. Watchmen to look after these, if water 
supplied during night. North breakwater wharf, three hydrants: 
supply 60 tons/hour. 

FUEL: Bunkering in Basin “C"", Pier Head No. 2, also Basin “B”. 
Subject availability and permission from Govt. Oil Dept. 
DEVELOPMENTS: Dredging to obtain depth of 30 ft. in channel 
and port. 

WATCHMEN: Compulsory. Arranged by Agent. 
STEVEDORES: Gangs engaged by Port Authority according to 
vessels requirements. 

Normal! capacity per gang, per shift: 

150 to 175 tons fish (direct transhipment). 

70 to 100 tons general cargo. 

OPENING/CLOSING HATCHES: Can be performed by crew, but 
in any case subject to charter party terms. 

CARGO: Loading marks. Vessels can load to their summer marks 
all year round if sailing northbound. 

Import cargo. This is a fully authorised Custom house. Berth 6 in 
the central basin is the most appropriate berth for handling import 
cargo, there being little space on shore at the other berths. Berth 
seven, the pierhead here, has 30’ and is also reasonably suitable 
for discharging, but in the northern basin there is little or no room 
for depositing cargo alongside. 

Import of Potatoes. |s permitted here, this being near the main 
potato growing region but permission must be obtained for the 
discharge of certified seed potatoes. 

WEATHER: Wind. There is no really predominating wind, 42% 
being from W., N.E. and N.W., average velocity being 11 knots. 

Rain. Rainfall averages 941 mm. evenly distributed. 

Temperature. Summer maximum about 25° and 13° minimum, while 
in Winter the maximum averages 14° and minimum 3-5°. Absolute 
maximum and minimum are 41-6° and minus 6-7° C. 
REPATRIATION: Can be arranged. 

IDENTIFICATION CARDS: Compulsory. Arranged on board 
immediately after arrival. 

CONSULS: French, Italian, Portuguese, Spanish, Uruguayan. 
REPAIRS: All types of repair possible, except dry-dock repairs. 
AIRPORT: Six miles distant. Two regular lines: Austral and 
Aerolineas Argentinas, two services/day between Mar del Plata and 
Buenos Aires. 

HOLIDAYS: None. Work every day during year. 

TELEPHONES: No telephones are available on board or on the 
berth. 

DELAYS: In accordance grain elevator capacity. Normally none. 
AUTHORITY: Captain of the port: tel. 8-0770. Port Admin- 
istrator: tel. 8-0141. 


PUERTO DESEADO: 47.46 S. 65.54 W. (See Plan) 


(Province of Santa Cruz) ‘B” category port. 
N.B. Refer to Argentina, Section |, page 6. 

988 miles South of Buenos Aires. The port is situated on the right 
bank of the river, and at its mouth. There is a meat packing plant. 
APPROACHES: The approaches and entrance to the harbour 
are determined by two pairs of beacons as range or leading lights. 
Care must be taken not to confuse with installed portal cranes, each 
18 metres high, with the beacons, which are painted the same colour. 

There is 27’ on the bar, at low water: tidal range is 17-2’ to 6:2’. 

PILOTAGE/ANCHORAGE: The Pilot will be on board, under 
standard instructions, but if for any reason he has to be picked 
up here, he will only come out about one mile, for lack of suitable 
craft. In such cases vessels should anchor in the roads at 47° 47’ 
5° S. and 65° 47’ 8” W. 
BERTHING: Vessels moor starboard side. Best time for entering 
is on an ebb tide and sailing on arising ride, and for berthing within 
the hour of high tide. With a narrow entrance channel flow of tides 
often exceeds five knots. There is a mud and gravel bank almost 
opposite and slightly West of the wharf, some 200 yards out from it, 
with only 16’ at zero. When sailing, a back current runs inside the 
bank, and assists in opening the bows from the wharf. Vessels then 
usually steam across the bank, drop anchor on the outer edge and 
swing on the still rising tide until facing the entrance. 

No tugs are available. 

The fiscal wharf has been extended to 118 metres overall, in 27’, 
and there are two portal cranes on it, each 12 tons capacity. West 
of this, there is a space of 90 metres which is being filled-in to extend 
the wharf, and then a 62 metres concrete wharf also in 27’, but bearing 
312° while the fiscal wharf is on 284°. Both sections of the wharf 
have wooden fenders and there is ample storage space. Rail connec- 
tions have not yet been extended to the more Westerly section, 
where coastal vessels discharge direct to trucks. 

RADIO: For radio regarding free pratique, or reporting ETA call 
LPO 5 on 461 kc/s. A1. For weather reports in English, tune Comodoro 
Rivadavia LPX 2, on 474 kc/s., at 04.00 and 18.00 GMT. 

FUEL: Not available. 

FRESH WATER: Available at the wharf, but in limited supply in 
summer. 

MEDICAL: Attention available. 

REPAIRS: Minor repairs only. 
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WEATHER: Conditions are generally good, and winds seldom 
exceed 40 knots. If anchored awaiting Pilot or berth, care should 
be taken to watch for strong winds against the current. When a 
strong W. wind blows there can be heavy dust storms, which impede 
proper visibility; in such cases it is advisable to keep position by 
radar and stand off or anchor until the visibility improves. 

Yearly average for winds is 14 knots, 63% of the time from W., 
S.W. or N.W. 

Rainfall is low, 202 mm. yearly with an average 74 days a year evenly 
distributed. Maximum temperature in Summer months is 35-6° C, 
while in Winter maximum ranges to 15:6° and minimum to minus 8.6". 


PUERTO MADRYN: 42.46 S. 65.02 W. (See Plan) 


(Province of Chubut) “B"” category port. 
N.B. Refer to Argentina, Section |, page 6. 

On the Atlantic coast, 767 miles South of Buenos Aires. One of 
the most sheltered and deepest harbours in Argentina. 
PILOTAGE: As customary in Southern ports, depends on the 
authorized pilot on board, there being no resident Pilot. 
ANCHORAGE: Half mile from pier terminal good anchorage in 
60 ft. depth in protected bay. Anchorage used for transhipment cargo 
to smaller vessels. 

RADIO: Trelew Radio (LPZ) frequency 500 and 527 kc/s., also 
4428-6 and 4123-6 kc/s. Radio telephony LPZ-87 at 1500 hours local 
time on 8786-4 kc/s. At 09.48 and 22.00 hours local time area broadcast 
bulletin on 500 and 527 kc/s. At 10.00 and 13.00 hours local time 
navigational broadcast on 500 and 527 kc/s. At 14.18 hours local time 
broadcast of LSQ Buenos Aires. 

TUGS: None. 

MEDICAL: Attention available. 

BERTHING: When going alongside to take advantage of several 
hours work at suitable tides, vessels should go in very slowly as a 
precaution against winds, generally offshore but not too strong. 

The new pier for the aluminium plant is 1,477 metres long, the 
first part consisting of a viaduct 1,133 metres long, 12 metres wide, 
of which 3 metres are for the installing of the conveyor belt for 
discharge of Bauxite. Then there is a general cargo berth, to the 
South side, 130 metres long and with 31’ to 37’, 55 metres wide, plus 
two dolphins which will permit vessels of up to 160 metres long and 
30’ draft to operate. Between this berth and shore, in 20 to 24’ there is 
a second general berth for smaller vessels, or those awaiting berth. 

To seawards is the bulk berth proper, 217 metres long, with 37’ 
at the shore end and 50’ at the other, and 34 metres wide, with four 
dolphins to take vessels of up to 220 metres in length and drawing 
up to 35/49’. 

Discharge of Bauxite to be by elevator crane, with a discharge rate 
of 750 tons per hour in bauxite, or 600 tons per hour with petroleum 
coke. 

Tonnages to be loaded are calculated at 280,000 tons of bauxite 
and 65,000 tons of coke, based on the initial output of 140,000 tons 
of aluminium. Production is likely to be early 1975. 

At the loading berth two gantry cranes of 12 tons capacity have 
been installed. 

FUEL: Not available. 

FRESH WATER: Presently available at the end of the old pier, 5 
tons per hour, vessel supplying hose. 

WEATHER: Winds mainly W., with a yearly average of 8:3 knots 
but reaching 15 knots in Summer months. 

Rainfall scarce, average 173 mm. distributed throughout the year. 

Temperature. Summer maximum is 27° C and minimum 13, and 
in the rest of the year maximum 21° minimum 8°. 

Tidal range is 18-8’ and 6’. 

HATCHES: According to Port Regulations, stevedores open and 
close hatches at commencement and end of cargo operations. 
CUSTOMS ALLOWANCES: Sufficient for daily requirements 
only. 

CREW IDENTIFICATION CARDS: Required. 

CONSULS: Italian Consular Agent at Madryn. British and Spanish 
consuls at Trelew. 

REPAIRS: Minor emergency repairs only, also divers available. 
REPATRIATION: No facilities for effecting crew changes. Re- 
patriation facilities only. 

AIRPORT: Trelew distant 64 km. Scheduled flights to Buenos 
Aires and other cities. 

POLICE/AMBULANCE/FIRE: Police and fire tel. 249. Hospital 240, 
TELEPHONES: No arrangements for placing telephones on board. 
SHORE LEAVE: Crew members allowed ashore but must be pro- 
vided with identification cards. 

erent Possible delays due congestion owing berth shortage 
and tide. 

PORT AUTHORITY: Delegation of the Capitania (Harbour 
Administration) del Puerto de la Patagonia, tel. 329. 


PUNTA MEDANOS: About 280 km. South of Buenos 
Aires 


New deep-water port project to be completed before 1980. Expected 
to accept vessels up to 50 ft. draft. 
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QUEQUEN/NECOCHEA: 38.35 S.58.42 W. (See Plan) 


(Province of Buenos Aires) ‘B" category port. 
N.B. Refer to Argentina, Section |, page 6. 

Onthe Atlantic Coast, 375 miles South of Buenos ‘Aires, Necochea, 
is on the right bank, and Quequen, on the left bank of the Quequen 
river. The ports, whose administration is centred in Quequen, are 
the outlet for a very rich agricultural zone. 

APPROACHES: The port is at the mouth of the river, protected 
oy two breakwaters, the western arm being 1,192 metres long, lying 
from N.W. to S.E., and the easterly arm 572 metres long and lying 
North/South. The passage between the arms is 210 metres wide, 
and the entrance channel proper 100 metres wide. The channel is at 
present dredged at 27’ but improving constantly. 

PILOTAGE: Pilots must be applied for as usual through Agents 
at least 24 hours ahead, using Radio Pacheco LPD 5 on 512 kc/s. 
A2, since there is no radio station at Quequen. This can be done by 
phone from Buenos Aires or other ports if vessels are not coming 
from abroad. 

No Pilots will come out in bad weather. The small pilot boat is 
painted green, with a yellow deckhead, and the pilot comes abroad 
about 14 miles off the South end of the breakwater. 
ANCHORAGES: Not advisable to anchor in bad weather due 
extremely dangerous winds from West through South to East. 
Anchorage in open sea 800-1500 metres from cliffs. 
RESTRICTIONS: Not permitted enter or sail at night. Vessels with 
length in excess of 175 metres require channel navigation permit 
obtainable from Maritime Prefecture. 

MAX. SIZE: Admissible Draft. The following restrictions now rule 
vessels up to 

150 metres 0.a. 26’ 07” at zero 

175 26’ 02” 
However, vessels lying close up to the dolphins often find less depth, 
as the dredgers could not work too close in. The pool inside the 
breakwater is at 30’ but as there are no buoys for mooring, it is safer 
for vessels to await their turn outside. 
HEALTH: Free Pratique is now given only when alongside, or in 
the pool. Master should advise Agent in advance of health situation 
aboard. If proceeding from another Argentine port, health inspection 
not required. Deratisation certificate to be shown. 
RADIO: For radio regarding free pratique, or reporting ETA call 
Radio Pacheco LPD 5, on 512 kc/s. There is no station here and 
advice to Agents can be given by phone or telegraph from Buenos 
Aires or other ports, also Costera del Mar de Plata (LPM). 
TUGS: Two tugs must be used both on entering and leaving and 
these come alongside at the entrance, and are also needed for move- 
ments in the port. Both are old, however, and within sufficient power 
for anything other than work inside the port. Ship's lines used. 

Two vessels cannot be in the entrance channel at the same time. 

Should the weather make it imprudent for the safety of the ship 
and/or tugs to make fast ropes in any position, the tugs will continue 
at the side of the vessel to be engaged when necessity arises. In 
every case tugs must be paid for, used or not, and any damage done 
by the non use or late engagement of the tugs will be attributable 
to the vessel. 
BERTHING: Allotments of berths is effected by order of arrival, 
and vessels awaiting turn to load must do so in the outer roads until 
the pool inside the breakwater is fully dredged. Shippers consider 
the Outer roads as open sea, and will not accept Notice of Readiness 
until a vessel enters port. 

There are only eight berths in the port, one of which is not yet in 
service. No work lying two abreast is possible, since the tubes will 
not do more than just reach, and with the restricted number of 
loading points only one vessel could work at a time. 

Total storage capacity of grain in the port and anteport can be 
estimated at 600,000 tons. 

Loading marks. Vessels are authorized toload to their summer marks 
all year round, provided they are northbound. 

Movement inside the Port. At this portitis customary for the vessel 
lying second off to pay for the tugs attending her own movements. 
Vessels lying second off must shift to allow the inside vessel out, 
and then occupy the vacant berth, effect two movements, as there 
are only two tugs available. Of these two movements only one is 
charged to the vessel second off, but if either of the movements is in 
overtime, the extra is also charged. 

Fenders. Good fenders are often needed in this port, although 
surge has diminished with the extension of the breakwater. It is 
recommended that these should be at least three feet thick. 
QUEQUEN SIDE 
Unit | National Elevator ‘‘Ministro de Tomaso" (Dolphins 3/4 5/6 I. h.) 

This elevator, built by the Government, has a capacity of 80,000 
tons, a loading bridge with 8 tubes but only four conveyor belts. 
Two vessels can load simultaneously. The berths consist each of 
2 piers 10 metres wide and 70 metres apart, with 2 railway sidings 
(broad gauge) running parallel to them. There are twelve mooring 
bollards distributed between these landing places. A loading bridge 
has been constructed for the new berth from the Elevator Terminal, 
while it receives directly from an automatic truck discharging plant 
at 600 tons per hour, but this berth has not yet been put into service, 
and being at a slight angle it is feared will interfere with a vessel of 
more than 140 metres long loading at Dolphins 5 and 6. 

Unit Il (Ocean going vessels and Ultramar Prolongation) 

On this wharf whichis 350 metres long there are 12 mooring bollards 
and two large sheds, one of 7,650 tons storage capacity and the other 
of 16,000 tons. There are also 2 railway sidings running parallel to it. 
On the cliff at the back of the sheds there is an elevator of 14,000 
tons connected to the Ultramar berth by a loading bridge 85 metres 
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long. The Ultramar Prolongation berth has a loading bridge with 2 
tubes and 2 conveyor belts, and is fed from adjacent piles and 
waggons. These two bridges are connected by an underground 
conveyor, load rate 230 tons per hour, each two vessels being to 
berth here, one tube each. 

Unit Ill (Dolphins 1 & 2 r.h.) 

Beyond Unit Ill, in the direction of the breakwater, there are 4 sheds 
with a capacity of 29,750 tons and two piers reinforced concrete, 10 
metres wide and 70 metres distant from each other. A pipe line runs 
alongside the pier for the purpose of eventually discharging tankers. 
Beyond these two piers, and at right angles to them, a breakwater 
of 120 metres length has been built as a further protection to ships at 
this berth. 

NECOCHEA SIDE 
Unit 1V (Coasting vessels: Dolphins 1,2 &31.h. and 4 & 5 r.h.) 

Situated on the western bank of the river and consists of the 
following berths: (Coasting vessels) A concrete pier 300 metres 
long with 12 mooring bollards. There are three brick-built sheds 
known as “Galpones A, B & C" of 5,000 tons each. Two vessels can 
= at the same time, and load bagged cargo depth between 18’ 
and 20’. 

Dolphins 1,2 &31.h. and 4 &5r.h. consists of three piers 18 metres 
wide and 70 metres apart and two piers 18 metres wide and 70 apart 
respectively. There are two direct discharge lines for Fuel oil for the 
Power plant. 

There are two sheds, Nos. 4 and 5 of 9,750 tons, one at each pier. 
Vessels can load bags or bulk by cutting bags on board. There are7 
mooring bollards distributed between two berths. These, however, 
are not used now for export movement. 

The old railway bridge is now used for road traffic, and the railway 
crosses higher up the river. The previous road bridge has been cut 
in the middle, and the area between the two bridges is being con- 
verted into a fishing port, which in turn will ease the congestion in 
port, especially on the Necochea side where trawlers and fishing 
vessels presently operate. 

Importation of cargo. The Custom house here is authorised as a 
deposit zone, thus permitting the import of cargo. 

WEATHER: Winds, average velocity is 7 knots, with 46% from N., 
N.E. and E., and only 29% from SW., W. and N.W. 

Rainfall. Averages 909 mm., evenly distributed. 

Temperature ; Summer maximum averages 26° C and minimum 14° 
with an absolute maximum of 39-9", while in Winter the maximum is 
around 13° and the minimum 4°, with an absolute recorded minimum 
of minus 4°. 

Tidal range is 5-2’ spring to 2’ neaps. 

TANKERS: Fuel oil discharged. 

DENSITY: Salt water. 

FRESH WATER: Obtainable from hydrants on the wharves, vessel 
must supply hoses. 

MEDICAL: Attention available. 

FUEL: Advance notice essential as deliveries must be lightened 
from Buenos Aires, Mar del Plata, or Bahia Blanca. 
DEVELOPMENTS: Continuous dredging to maintain and increase 
depth. New quay under construction for loading cereals and grain. 
No facilities for discharge of general cargo. 

WATCHMEN: Compulsory. 

HATCHES: opened/closed by stevedores additional charge made. 
REPAIRS: Minor repairs only. 

REPATRIATION: Through Buenos Aires. 

AIRPORT: Five miles distant. Daily flights to Buenos Aires. 
TIME: GMT minus 4. 

CONSULS: Danish, Italian and Spanish. Consular clearances for 
France and Uruguay must be effected in Mar del Plata, and must be 
done the day the vessel sails. Brazilian clearances have to be taken 
at La Plata Consular offices. 

HOLIDAYS: Vessels worked every day of year. 
POLICE/AMBULANCE/FIRE: Police, Nechochea 2148 and 
Quequen 6608; Ambulance, Nechochea 2350 and Quequen 6052; 
Fire, Necochea 4900. 

TELEPHONES: No arrangements for placing abroad. 
SERVICES: Any special services required, technicians sent from 
Buenos Aires. 

SHORE LEAVE: Not permitted. 

DELAYS: Daily cargo work 18 hours/day. One waiting berth 
available. Delays up to four days can occur in January and 
February. 

AUTHORITY: Capitania de Puerto, tel. 6009; Administrador de 
Puerto, tel. 6000 and 6088. Telex 014.841. ; 


RIO GALLEGOS: 51.33 S. 68.59 W. 


(Province of Santa Cruz) “B"' category port. 
N.B. Refer to Argentina, Section |, page 6. 

About eight miles up the river, 1,247 sea miles South of Buenos 
Aires. 

PILOTAGE: Access to the channel is well buoyed, and the 
authorised southern zone pilot must be on board. 
ANCHORAGE: Good anchorage when awaiting tide is off Punte 
Loyola in 30’ or on the Northern coast in front of Punta El Gancho 
or between Punta Bustamante and Isla Deseado, this latter in the 
case of N.W. storms only. 

In the portitself, the town anchorage is the best and is deepest in 
front of the packing house plant. Vessels discharge to or load from 
lighters, and ocean going vessels are permitted to use their own 
launch for connection with shore while in port. 
RESTRICTIONS: Entrance to the anchorage is buoyed. The 


Northern channel has a shingle bank bar 13 ft. at low water. The 
Southern channel is more sheltered and the current not so strong. 
Rio Gallegos is a tidal port, the height of tide being as much as 40 ft. 
at times. 

The port is characterised by the intensity of the currents, up to 
six knots, and should be entered on arising tide there being only 22’ 
in the pool of the port at low water. 

RADIO: For radio regarding free pratique, or reporting ETA call 
LPG 2 on 486 kc/s. A2. For weather reports in English tune Comodoro 
Rivadavia LPX 2 on 474 kc/s. at 04.00 and 18.00 GMT. 

TUGS: Tugs are not required but there is a small tug available. 
BERTHS: Apart from the freezer wharf, there is the coal wharf, 
T shaped, fitted with an endless belt capacity 300 tons per hour, 
for the loading of the coal vessels taking the coal to Plate ports. 
There is only 20’ at this wharf. 

There are nine lighters with varying capacity from 120 to 400 tons, 
which are usually unloaded or loaded when aground at low water. 
FRESH WATER: Available by barge in very limited quantities. 
Vessel's pumps used, 

FUEL: Not obtainable. 

MEDICAL: Doctor available. 

REPAIRS: Workshop facilities for small repairs. 

CONSULS: Countries represented: Great Britain, and Chile. 
AIRPORT: Daily air service to Buenos Aires. 

WEATHER: Winds. Characterised by constant winds from W. 
and S.W. averaging 16 knots during the day. In Spring and Summer 
25 knots rising to 75 knots at times. Easterly winds are rare, usually 
with rain. 

Rain. There are usually about 100 days with rain, in total 222 mm. 
distributed from April to October. 

Temperature. Average maximum temperature in Summer is 18° C, 
maximum recorded being 29°, Summer minimum is 5-8° while in 
Winter the average maximum is 6:5° and minimum minus 11. 

Tidal range is 39-4’ spring and 9-6’ neaps, tides of over 40’ have 
been registered. 

CONSULS: British, Chilean, Spanish and Italian. 
AUTHORITY: General Ports Administration. 


SAN ANTONIO OESTE: About 110 km. North of 
Puerto Madryn. 


New port project to be completed about 1976. Expected to accept 
vessels up to 30 ft. draft, alongside berth of 130 m. length and fitted 
with shore cranes. Port to be constructed in the San Matias Gulf. 


SAN JULIAN: 49.18 S. 67.43 W. 


(Province of Santa Cruz) ‘‘C’’ category port. 
N.B. Refer to Argentina, Section |, page 6. 

In the creek of the same name, 1,111 sea miles South of Buenos 
Aires. 
APPROACHES: Access is well buoyed, but vessels must wait for 
high tide to enter. 
PILOTAGE: Southern Zone Pilot must be on board. 
ANCHORAGE: Best anchorage situated in front of the town, in 22’ 
at LWS. When heaving anchor care must be taken as the 3-knot 
current drives vessels towards the shore. Puerto Scholl is the best of 
several anchorages. 
RADIO: For radio regarding free pratique, or reporting ETA call 
LPY on 428-5 kc/s. A2. For weather forecasts in English, tune LPX 
2, Comodoro Rivadavia on 474 kc/s, at 04.00 and 18.00 GMT. 
TUGS: None. 
BERTH: Quay expected to be completed March 1975, comprising 
a concrete platform 62 m. in length and 20 m. wide, depth alongside 
24’ at zero. Otherwise, operations are presently performed at anchor, 
by lighters. 
FUEL/FRESH WATER: Not available. In emergencies, water could 
be supplied by lighter in drums. 
MEDICAL: Doctor, and hospital available. 
CONSULS: None. 


SANTA CRUZ: 50.07 S. 68.25 W. 


(Province of Santa Cruz) ‘“C" category port. 
N.B. Refer to Argentina, Section |, page 6. 

On the estuary formed by the rivers Santa Cruz and Chico, 1172 
miles South of Buenos Aires. 
APPROACHES: The entrance to the port is by a channel ten miles 
long. The Santa Cruz lighthouse and nine other beacons determine 
four pairs of leading lights for the approaches and entrance to the 
harbour, which can be entered only at high water, as both in the bar, 
either North or South passage, there are shoals on the leading lines, 
and also just before taking the anchorage in front of the town. 
PILOTAGE: Southern Zone Pilot must be on board. 
ANCHORAGE: The port is well sheltered and vessels can lie in 
up to 30/36’ half a mile off the town in good holding ground. 
RADIO: For radio regarding free pratique or reporting ETA call 
LPT 2 on 441 kc/s. A2. For weather forecasts in English tune Como- 
doro Rivadavia LPX 2, on 474 kc/s., at 04.00 and 18.00 GMT. 
TUGS: None. 
FUEL: Available in small quantities, in drums, from the local YPF 
agency. 
FRESH WATER: Available in drums, ex lighter, to be pumped out 
by the vessel. 


AUSTRALIA 


LOADING: Loading is from lighters, which come alongside with the 
falling tide and return unladen on the rising tide, working two tides a 
day. Lighters always operate port side to vessel. There are 20 
wharves or piers. Load rate is slow, say 150 tons mutton per day. 
WEATHER: A dry zone, with an average of 186 mm. rain, spread 
over 72 days throughout the year. Wind averages 11 knots and the 
average, maximum/minimum temperature, Summer and Winter, is 
20° or 7-9° and minus 8°, the maximum ever recorded being 34-9° 
Summer or 15° Winter, and absolute minimum 7:9° Summer, or 
minus 8° Winter. 

Tidal range is 39:8’ to 9:4’. 
MEDICAL: Attention available. 
CONSULS: None. 


Australia 


ADELAIDE, S.A. (Port Adelaide): 34.51 S. 138.30 E. 
(See Plan) 


PORT LIMITS: The seaward boundaries of the port are: An area 
embraced by a line drawn to seawards 4 miles from Outer Harbour 
through the Fairway Beacon and then extended 5 miles North and 
South returning due East to the coastline. 

DOCUMENTS: See ‘‘Melbourne". 

PILOTAGE: Advance notice 24 hours, telegraphic requests through 
ship's Agent. VHF channel 16. Call sign “Adel. OH" Pilot launch 
black hull, white deck house, ‘Pilot’ on each side. Give pilot launch 
good lee and safe pilot ladder. Pilot boards 14 miles seaward of 
Fairway Beacon. 

ANCHORAGE: +} mile West of Fairway Beacon. 

itd Masha gL Controlling depth in channel is 30 ft. (9:2 m.) 
I ; 

Vessels up to 28 ft. (8-5 m.) require 3 ft. (0:91 m.) keel clearance; 
vessels up to 28-30 ft. (8-5-9:1 m.) require 3 ft 6 in. (1:06 m.) keel 
clearance; vessels over 30 ft. draft require 4ft. (1:21 m.) keel clearance. 

Night berthing/unberthing subject to Harbour Master's approval. 
MAX. SIZE: Inner Harbour - length 575 ft. (192 m.) OA; draft 31 ft. 
(9:4 m.), subject to tide. Outer Harbour - length 700 ft. (244 m.) OA; 
draft 37 ft. (11:3 m.), subject to tide. 
bhi A Including Document A in short form. Also see ‘Mel- 

ourne". 

RADIO: Adelaide Radio VIA. 

TUGS: 4 available. Use tugs wires - charge A$4. 

BERTHING: Tug power as required by pilot. Depth at berths 
26 ft.-35 ft. (7-92 m.-10-67 m.). 

STEVEDORES: No advance ETA required. 

RADAR: Decca Type RR 1219 installed in new signal tower. 
MEDICAL: Contact Quarantine Department in ample time. 
TANKERS: Vessel carrying inflammable cargoes or not gas-free 
restricted navigation during darkness. “Leak free’’ advice to Habour- 
master to be given through Agent. 500 tons slop discharge facilities. 
27 Berths 26 ft.-35 ft. (7-92 m.-10-67 m.). Unauthorised persons not 
allowed on board. 

DENSITY: Slightly denser than sea water; not affected by tide. 
FRESH WATER: Through hydrants at 12-15 tonnes. 

FUEL: Fuel oil, thin fuel oil, diesel, gas oil. 48 hours notice required. 
A bunkering barge capable of transporting 1,000 metric tons of 
bunkering oils operates in the Port. The use of this bunkering barge 
will enable vessels to bunker without leaving their loading berths 
or using road tankers. 

DEVELOPMENTS: Channel between Inner and Outer harbour 
now 9:2 metres ISLW and being widened to a minimum of 150 metres, 
completion date 1974. On completion, vessels 210 metres OA and 
9-8 metres draft will use channel on average neap tide (1-5 metres). 

A riverside berth and shore facilities in the Inner Harbour for 
roll-on/roll-off vessels of 180 metres length for steel products from 
the Eastern states of Australia. 

A wharf, crane and large terminal for cellular type container 
vessels at the Outer Harbour is being constructed, with completion 
in 1976. 

GANGWAY/DECK WATCHMEN: Optional except for white 
spirit tankers. Cost varies according to time of shift. 
OPENING/CLOSING HATCHES: Carried out by Crew. 
CERTIFICATES: 

Last Port Customs clearance. 

Ship's Register. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment. 

Light Dues Receipt. 

Ship's Articles (British Vessel). 

CUSTOMS ALLOWANCES: Each crew member 200 cigarettes or 
40 cigars or 8 oz. tobacco. Limited amounts spirits per man. 
tay GEAR: Accordance Australian Regulations. See ‘‘Mel- 
ourne". 
IDENTIFICATION CARDS: See “Melbourne”. 
CONSULS: The following countries are represented: 
USA Greece Netherlands 


Austria Guatemala Norway 
Belgium Italy Peru 
Denmark Japan Philippines 
Finland Lebanon Portugal 
France Liberia Sweden 
Germany 


REPAIRS: All repairs possible. 
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DRY DOCKS: None. 
REPATRIATION: Available. 
AIRPORT: Adelaide 8 miles, regular airlines. 
TIME: GMT plus 9 hours 30 minutes. 
HOLIDAYS: Xmas Day, Waterside Workers’ Picnic Day (late 
January), Good Friday, Anzac Day (25th April), Adelaide Cup Day 
(15th May), Eight Hours Day (2nd Mon. October). Restricted holidays, 
Boxing Day, New Year's Day. 
TELEPHONES: Port Adelaide Police 475466, Ambulance (Wharf) 
461616, Fire Brigade 471515. 

Note $12 connection fee plus cost of calls. 
SERVICES: Garbage disposal, cleaning out and fitting out and 
compass adjusting. 
AUTHORITY: Dept. of Marine and Harbors, Box 1672, GPO. 
Adelaide, SA 5001. Telephone 51-9471. 

Port Adelaide Office, Box 19, PO. Port Adelaide, SA 5015. Tele- 
phone 475811. 


AGENT: Patrick Agencies, POB 107. 15 Divett Street, Port 
ey SA 5051. Tel. 47-4655. Telex AA. 82624. Cables: ‘‘Rikpat 
Adelaide”. 


ALBANY, W.A.: 35.2 S. 117.53 E. (See Plan) 


PORT LIMITS: All the waters of King George Sound and Princess 

oval Harbour Westward of a line drawn from Herald Point to Bald 
ead. 

DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory. Pilot boards vessels about 1 mile (1°60 

km.) east of Mistaken Island. 

ANCHORAGE: 14 miles (2:4 km.) East of Possession Point (or in 

Frenchman's Bay if going to Whaling Station or for shelter). 

RESTRICTIONS: The entrance channel from King George Sound 

to Princess Royal Harbour has a width of 1,800 ft. (548-64 m.) land 

to land, the navigable channel therein being 500 ft. (152:40 m.) wide, 

with a depth of 33 ft. (10:06 m.) LWOST. Depth of swinging basin in 

the harbour is 33 ft. (10-06 m.) and vessels with a draft of 31 ft. (9:45 m.) 

can work the port. Vessels can be berthed day or night. 

HEALTH: Inform Port Quarantine Office 12 hours before ETA. Also 

see ‘‘Melbourne”. 

VHF: Limited VHF, channels 6 and 16. 

TUGS: Motor tug available, bollard pull approx. 10 tons. 

BERTHING: Two jetty berths. Largest 800 ft. (243-84 m.). North side 

of harbour 3 berths, total length 1,996 ft. (608-69 m.). depth 33-36 ft. 

(10-06-10-97 m.). 

FRESH WATER: Available all wharves. Rate 60-96-81-28 tonnes/ 


hour. 
STEVEDORES: No ETA required. Private companies. 
FUEL: Bunkers available all berths, also Lt. Diesel. 
CERTIFICATES: 
Last Port Customs Clearance. 
Ship's Register. 
Load Line Certificate. 
Safety Radio Certificate. 
Safety Equipment Certificate. 
Light Dues Receipt. 
Ship's Articles (British Vessel). 
CUSTOMS ALLOWANCE: Each crew member 200 cigarettes or 
40 cigars or 226-8 gm. tobacco. Limited amounts spirits per man. 
IDENTIFICATION CARDS: See ‘Melbourne”. 
TIME: GMT plus 8 hours. 
HOLIDAYS: Xmas Day, Waterside Workers’ Picnic Day (late 
January), Good Friday, Anzac Day (25th April), Labour Day (1st 
monday in March). Restricted holidays, Boxing Day, New Year's 
ay. 
CARGO GEAR: See “Melbourne”. 
Buea’ Albany Port Authority. PO Box 175, Albany, WA 


AGENT: Patrick Agencies, Box 525 PO, Albany, Western Australia, 
6330. Cables ‘‘Rikpat"’. Tel. 413538. 


ARDROSSAN, S.A.: 34.26 S. 137.55 E. 


DOCUMENTS: See “Melbourne”. 

PILOTAGE: Not compulsory but available and recommended. 
Poaaler woes: Max. size 20,000 deadweight for berthing and 
Oading. 

BERTHING: BHP Jetty length 3,055 ft. berth length 800 ft. at ‘T" 
head with 6 dolphins. Depth 27 ft. LW. Belt conveyor system. Fixed 
chute from conveyor system necessitates vessel warping along quay 
head during loading. Loading rates: dolomites 8/900 tons per hour; 
wheat 350 tons per hour; barley 340 tons per hour; salt maximum 
600 tons per hour. 

TIDE: Average rise and fall 6-8 ft., max. 10 ft. at spring tides. 
GRAIN: Vessels loading bulk grain must be fitted out and passed 
by Navigation Dept. prior to arrival. Surveyors will attend vessel 
during loading. 

VHF/TUGS/FUEL: None: 

STEVEDORING: Arranged with private companies. 

FRESH WATER: Limited quantities only. Delivery rate about 7 
tons per hour. 

AUTHORITY: The Broken Hill Pty Co. Ltd. PO Box 21, Whyalla, 
SA 5600. 


AGENT: Sub-agent of Patrick Agencies, Adelaide. 
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BALLAST HEAD, Kangaroo Is.: 35.45 S. 137.48 E. 


In Eastern Cove, Kangaroo Island. Small private bulk loading instal- 
lation from which charter vessels load gypsum for shipment to 
factories in Eastern Australian states. No facilities for discharging 
cargo and no Customs, health or other government departments’ 
facilities available. 
DOCUMENTATION: For vessels chartered to carry gypsum to 
perp Australian ports, Bills of Lading prepared on completion of 
oading. 
PILOTAGE: No Pilots resident at Ballast Head but pilotage can 
be arranged through Harbour Master, Port Adelaide if required. 
ANCHORAGE: Sea approach is unobstructed, with deep water 
anchorage and turning basin of Eastern Cove, three miles wide and 
extending 4 mile South of berth. Minimum depth about 35 ft. Sand 
bars exist immediately South of berth but well inside line of dolphins. 
RESTRICTIONS: Vessels may proceed to anchorage at any time, 
but can berth only during daylight hours. Loaded vessels can leave 
berth or anchorage at any time without concern for tide conditions. 
HEALTH: Pratique must be obtained at Port Adelaide. 
TUGS: No tugs are available, but can be arranged from Port 
Adelaide, if required. However, a launch is available for running 
ships’ lines, and must be used. 
BERTH: The berth consists of a line of eight dolphins running 
North/South, 600 ft. (183 m.) overall length forming a T-head jetty 
with loading conveyor gantry. Depth of water alongside 26 ft. (7-9 m.) 
LWOST. Berthing signals by radio instruction or mast head. 
MAX. SIZE: Jetty can accommodate vessels up to about 7,000 tons 
dwt. Maximum length 400 ft. Maximum breadth 55 ft. Ships must 
pen extreme care in berthing to avoid damage to dolphins or head 
rame. 
LOADING FACILITY: Loading equipment consists of conveyor 
system to fixed loading gantry supporting luffing boom conveyor. 
Discharge from boom conveyor feeds to gimbal-mounted chute that 
can be pivoted mechanically in any direction up to 20° off vertical to 
trim to square of hatch. Boom conveyor operates only in horizontal 
position and loading chute does not telescope. Fixed loading gantry 
situated at centre of line of berthing dolphins. Maximum workable 
distance from wharf edge to centre line of loading unit - 26 ft. Dis- 
tance from low water level to outlet end of loading chute in loading 
position - 19 ft. 3in. Maximum handling rate of rock gypsum on con- 
veyor system, 870 tons per hour. 
RADIO: Ship-shore VHF radio. Call sign “Ballast Harbour"’. Fre- 
quencies, 150:80 mgc/s for distress and calling; 156-60 mgc/s for 
working. 
ARRIVAL ADVICE: At least 8 hours notice of ETA is required to 
S.A. Gypsum Adelaide Office, tel. 454751 or after hours, Adelaide 
356.5606 or Kingscote 2.2287, 
MEDICAL: Doctor available at Kingscote, 25 miles distant. Hospital 
also at Kingscote. 
FRESH WATER: None available 
FUEL: No facilities available. 
GANGWAY/DECK WATCHMEN: None required. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CONSULS/REPAIRS/DRYDOCKS/REPATRIATION: No 
facilities available. 
AIRPORT: Local airport approximately 20 miles distant. Regular 
air service to Adelaide — at least one flight daily. 
TIME: Nine and a half hours in advance of GMT from March to 
October inclusive. One hour summer saving time operates from 
November to February inclusive. 
HOLIDAYS: Loading carried out on any day but at least 24 hours 
notice of ETA required for loading on public holidays. 
POLICE/AMBULANCE/FIRE: Police station, Kingscote 2.2018; 
Ambulance, Kingscote 2.2037 or 2.2028; Fire, Kingscote 2.2200. 
TELEPHONES: No arrangements exist for placing telephones on 
board. 
SERVICES: None available. 
DELAYS: Berth accommodates only one vessel at a time, but once 
berthed the loading continues without break until completion except 
for the time taken to shift ship from hatch to hatch and check draft. 
AUTHORITY: S.A. Gypsum, Division of the Colonial Sugar 
Refining Ltd., PO Box 58, Rosewater East, Sth. Aust. 5013. Tel. 
45.4751. 


BARROW ISLAND, W.A.: 20.49 S. 115.33 E. (See 


Plan) 

DOCUMENTS: Refer to Melbourne”. 
TERMINAL OPERATOR: West Australian Petroleum Pty Limited 
LOCATION: The Barrow Island Tanker Terminal is a crude oil 
loading installation located on the east side of Barrow Island, West 
ern Australia. The tanker moorings are located approximately 32,400 
ft. offshore at latitude 20° 48’ 52” South, longitude 115° 33’ 04” East. 
PILOTAGE: A terminal Mooring Master will meet and board tankers 
bound for the Island Tanker Terminal in approx. position tanks 
(conspc.) bearing 300° and two miles off the moorings. Tankers wait 
ing to berth, etc., are requested to anchor in this position. 
RESTRICTIONS: Vessels equipped with adequate searchlights 
may be berthed during the hours of darkness. Two x 12 in. reflector 
diameter searchlights, one fitted to each port and starboard wing of 
the bridge in such a manner as to provide a wide scanning range 
are considered adequate. Tankers not fitted with searchlights, may 
berth in daylight hours only. 

Slack water at the terminal moorings occurs approximately two 
hours after HW and LW at springs and 1} hours after HW and LW 
at neaps. The direction of the flow is approximately 245° flood tide 


and 065° ebb tide, and attains a rate of approximately one knot at 
springs. 

MAX. SIZE: The minimum depth of water in the berth is 46 ft. and 
an under keel clearance of 5 ft. is required. Tankers exceeding the 
following dimensions cannot be accommodated at the sea berth: 

Deadweight tonnage (loaded): 70,000 tons 

Overall length: 820 ft. 

Moulded depth: 58 ft. 

Draft: 41 ft. plus height of tide above Chart Datum. 

HEALTH: Tankers arriving from foreign ports must make prior 
arrangements for quarantine and customs clearance through their 
Agents. Port Hedland, Western Australia, is the nearest port where 
customs and quarantine clearances can be obtained. 

RADIO: All tankers proceeding to the Barrow Island Terminal shall 
notify the West Australian Petroleum's Perth Office, tel. 25-0181 
or cable address ‘‘Wapet Perth”, their estimated time of arrival, not 
less than ninety-six hours before arrival amending or confirming this 
ETA at intervals of forty-eight and twenty-four hours prior to arrival. 
A final ETA is to be confirmed twelve hours before arrival at Barrow 
Island. Failure to comply with the above procedure may result ina 
Berthing Master not being available on the tanker's arrival. Quantity 
and condition of ballast on board should be advised in original ETA 
message. 

During normal daylight working hours, the Company's Marine 
Superintendent, Barrow Island, can be contacted by means of the 
International Maritime VHF radio-telephone. Frequencies in use are: 

Channel 16: 156°8 Mc/s safety and calling 

Channel 12: 156°6 Mc/s terminal operations; ship/shore 

Call sign: “Barrow Island” 

Channels 6 & 14 are also fitted. 

At times other than normal working hours, contact may be made 
by pre-arranged scheduling. In all events tankers are required to tune 
their VHF sets to Channel 16 when within 100 miles of Barrow Island. 
MOORING: Vessel berths at a seven-point conventional buoy 
mooring. Tankers must have at least one set of mooring bitts on the 
port and starboard sides at the after end of the main deck and a mini- 
mum of foursets of mooring bitts on the poop deck to which mooring 
lines and/or wires can be hove tight and made fast. Self-tensioning 
winches will not be accepted in lieu. 

Both bow anchors are required to have a minimum of ten shackles 
of chain. All anchors and chains are to comply with the requirements 
of a Classification Society recognised by the Australian Depart- 
ment of Shipping and Transport. 

Tankers should have sufficient mooring ropes and/or wire so that 
single or doubled up, they have a total breaking strain of 80 tons to 
each of the six mooring buoys. Six such lines or combinations not 
less than 120 fms in length are required. 

Permanent 5-in. circumference wires are fitted to No. 1, 2, 3, 4, and 
6 mooring buoys. These wires are provided to supplement the 
tanker’s own lines relative to the prevailing weather conditions at 
the time. These wires are fitted with 110/200 ft. of 3gin. wire and 4¢in. 
x 100 ft. Terylene messengers. A good ship’s rope messenger is 
required to bring the 44in Terylene messenger to the tanker's winch 
drum. 

HOSES: The tanker’s derrick must be capable of lifting the 5-ton 
submarine hose on the starboard side. 

The sea line delivering the oil is 20in. OD x Zin. steel pipe with a 
2 in. thick concrete external coating. The line is terminated with 200 
ft. of flexible submarine loading hose consisting of 150 ft. of 16 in. 
and 50 ft. of 12 in. hose. The sea end of the 20 in. pipeline is marked 
with a white spar buoy, and the pick-up end of the flexible hose is 
marked with a white cone buoy. 

The submarine line is left full of crude oil between tanker arrivals. 
After picking up and connecting the hose, the system will be pres- 
surised to about 25 psi. After the hose has been hoisted and secured 
at the ship's rail, the blank flange on the end of the hose assembly is 
removed and the hose connected to the tanker's manifold by the deck 
hose and the adaptor spool assembly previously delivered to the 
tanker by the mooring launch. 

The tanker should furnish necessary personnel to perform all work 
involved in the connecting and disconnecting of the cargo hose. 
During these operations a senior officer must be present to approve 
the hose connections and supervise the tanker’s crew members in 
this work. 

25 ft. x 10 in. and 18 ft. x 10 in. deck hoses and 14 in. to 12 in. 
and 12 in. to 10 in. reducers are available. 

All flanges are U.S.A., Standard. An adaptor from 10 in. diameter 
U.S.A.S. (flange pitch circle diameter 144 in.) to 10 in. diameter Brit- 
ish Standard (flange pitch circle diameter 15 in.) is available. 
BALLAST: There are facilities for receiving ballast from vessels 
loading at Barrow Island. Tankers are required to arrive ballasted to 
at least one-quarter of their deadweight. Owing to the time factor 
involved in pumping dirty ballast ashore, it is recommended that 
tankers arrive with clean ballast and preferably deballast concurrent- 
ly with loading. However, if required, ballast on arriving tankers may 
be pumped to shore using ship's pumps through the 20-in. sub- 
marine line then through a 12-in. deballasting line to the ballast re- 
ceiving pond. The following deballasting procedure is used at the 
Terminal: 

After the hose has been connected, at least one-third of the cargo 
must be loaded before deballasting. Part of this oil is to be used to 
displace ballast from the submarine line after all the ballast aboard 
the tanker is pumped to shore. The line displacement of the 20 in. 
loading line is approximately 12,250 barrels (1,650 tons). 

It is necessary to load at least one-third of the cargo before debal- 
lasting operations begin in order to keep the ship in as heavy a condi- 
tion as possible and thereby minimise the effects of sudden changes 
in sea and weather conditions. 


AUSTRALIA 


When the preceding operation is complete, deballasting opera- 
tions start. When the oil-water interface is detected onshore, the 
stream is diverted from the crude oil storage tanks to the ballast 
receiving pond. Pumping of the ballast continues until all ballast is 
discharged from the ship. 

At this time, the Barrow Island crude oil previously loaded is pum- 
ped into the line in order to displace all ballast from the submarine 
pipe-line. 

When the water-oil interface is detected ashore, the stream is then 
diverted to the shore tanks and the ship's pumps are requested to 
be stopped. During the displacement operations, pumping rates 
should be kept as high as possible to keep line contents in a turbu- 
lent condition in order to sweep the line as clean of water as possible. 
LOADING: CAUTION - Whilst loading, the flow of oil from the 
shore pumping station via the submarine pipe-line is not to be shut 
off by closing ship's valves or the pipe-line valve without prior appro- 
val of the Mooring Master. At least one tank is to be fully open to the 
inflow of oil from the submarine pipe-line at all times, and in order to 
reduce back pressure as many tanks as possible should be open 
during loading. In all events, the back pressure at the ship's rail is 
not to exceed 100 psi. 

The loading pumps are rated to deliver a maximum of 17,000 bbls. 
per hour of crude oil to tankers with a nominal pressure of 50 psig 
at the ship's side. 

Barrow Island crude oil has an approximate API gravity range of 
35:5 to 37-1 and an approximate temperature range of 74°F to 98°F. 

The Mooring Master is to be advised when 200 tons is required to 
complete loading so that pump motors can be eased down slowly, 
and again at 50 tons when the pumps will be stopped and loading 
completed by gravity. On completion of loading, the manifold valve 
is to be closed slowly to minimise the surge of oil in the pipeline and 
the consequent quick build up of back pressure. 

Portable radios are supplied for communication between tankers 
and the Terminal. To minimise the possibility of adangerous position 
arising due to an undetected radio failure, tankers are required to 
keep an hourly test call schedule with the Terminal at which time 
they should advise the Terminal of the rail pressure. 

MEDICAL: No facilities at the Tanker Terminal. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPAIRS: No facilities available. 

CONSULS: None at Barrow Island. 

TELEPHONE: No service available. 

REPATRIATION: Ships’ crews cannot be accommodated ashore 
on the Island. 

GENERAL: Notice of readiness is accepted: 

(a) Where the Marine Terminal is available; when the vessel is all 
fast in the berth, i.e. all lines secured to the buoys and preven- 
ters made fast. 

(b) Where the berth is not available: 6 hours after the vessel drops 
anchor at a nearby anchorage. Laytime ceases for the period 
of time taken for the vessel to move from the anchorage and is 
resumed when the vessel is all fast at the berth. 

(c) Where a vessel with inadequate lights arrives at night; 6 hours 
after daybreak following arrival or when the vessel is all fast 
at the berth — whichever occurs first. 

Tankers are required to victual and provide sleeping accommoda- 

tion for the Mooring Master and Operator and to victual only, the 
three-man launch crew. 


BOTANY BAY, N.S.W.: 34.00 S. 151.14 E. 


DOCUMENTS: 

2 Crew Lists (Form M. & S. Il). 

Stores List (Form 42 A). 

Personal Effects List (Form 5). 

2 copies Health Report (Form A Q360). 

3 copies Ports of Call List (Form C & E 886). 
If vessel has an animal aboard as ship's pet, Master will also be 
required to complete Forms QA 4 and QA 5. 
PILOTAGE: Compulsory. Ordered by Agent basis Master's ETA. 
Pilot boards outside Botany Bay heads. Vessels waiting for Pilot not 
to proceed West of 151.15 E. Pilot can be contacted by VHF Channels 
16, 12 and 14. 
ANCHORAGE: Inside Heads for vessels up to 31 ft. draft. In bad 
weather vessels should not anchor but put to sea. 
RESTRICTIONS: Vessels not berthed after sunset. Mooring 
normally effected two hours before HW. 
RADIO: Sydney Radio. VHF to Harbour Control, Sydney. Also see 


“Sydney - VHF". 
MAX. SIZE: 
Kurnell No. 1 Length 600 ft. Draft 32 ft. 
in vs GS04h. ,, 35. f% 
3 780 ft. ,, 38 ft. 


SBM Terminal, up to 40 ft. draft. 

TUGS: 24 hours notice required. Tugs join vessel at sea buoy. 
Ship's lines used. 
BERTHING: Kurnell Jetty: Operators: Australian Oil Refining Pty. 
Ltd. Finger pier with 2 berths; No. 1 - Eastside No. 2 - Westside. 
Vessels held 5-10 ft. off wharf face by 10 in. ship's lines to breasting 
off buoys situated fore and aft about 700 ft. from pier. Crude 1 x 26 in. 
1x 18 in. lines - 8 in. hoses. Fuel 1 x 24 in. 1x 12 in. lines —8 in. hoses. 
White 6 in. - 16 in. Bunkers and FW ex-wharf. Slop facilities up to 
8,200 tons (1,000 t.p.h.) 

Kurnell No, 3 Berth: Operators: Australian Oil Refining Pty. Ltd., 
also used by “Boral’’. Vessel moors using both anchors frd. and 
ropes to 5 buoys in semi-circle (astern). Hoses connected midships — 
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1x16 in. or 2x8 in. to 16 in. submarine line (crude). Bunkers, fuel 
and diesel. FW 70 t.p.h. ex-pipe-line. 

“Boral" mooring : Operators: Bitumen and Oil Refineries (Australia) 
Ltd. Vessels moor using both anchors and ropes to 4 buoys situated 
stbd. quarter, stern, port quarter, port bow. Midships hose con- 
nection. Crude: 1 x 12 in. 600 t.p.h. No bunkers, Fuel: 1x 8 in. 190 t.p.h. 
FW ex-tug (100 tons each lift). 

“Total” mooring: Operators: Total Oil Products (Australia) Ltd. 
Details as for Boral. White products: 110 in. line and hose, 
200-600 t.p.h. No bunkers. FW ex-tug (100 tons each lift). 

SBM Terminal; A single point mooring for up to 80,000 dwt. 
tankers, at 40 ft. draft, located just inside bay entrance. Crude: 
2x12 in. hoses, up to 1,500 tons per hour. White products: 1 x 12 in. 
hose, 600 t.p.h. Fuel: 112 in. hose, 600 t.p.h. Bunkers available. 
Fresh water ex-tug at 100 tons per I: ft. 

Boral No. 2: Conventional buoy mooring for LPG vessels up to 
250 ft. length and 18 ft. draft. Fresh water ex-tug at 100 tons per lift. 
DENSITY: 1025. 

FRESH WATER: Hoseat jetty. Pipeline from Kurnell No. 3 privately 
owned by A.O.R. Ltd. 

FUEL: Marine Fuel and Diesel Oil. No barging available, deliveries 
by pipeline only. 

FIRE PRECAUTIONS: Normal restrictions. 

GANGWAY/DECK WATCHMEN: None available. 
IDENTIFICATION CARDS: See “Melbourne”. 
DEVELOPMENTS: Work commenced on development of Botany 
Bay as an ancillary port of Sydney. First stage includes dredging 
entrance to 70 ft. depth, and building an armoured embankment to 
reduce wave effect in the Bay. 

The new container terminal at Botany Bay will be capable of 
accommodating the world's largest container vessels. Plans revealed 
recently are for a five-berth container complex with depths alongside 
the wharves of 50 ft. A total area of 150 acres has been set aside for 
the container terminals. The berths will each have a length of 
approximately 1,100 feet. The first of the new terminals will be avail- 
able in three years with the remainder being developed as required. 

Facilities will also be provided for dry and liquid bulk cargoes. The 
first berth for bulk cargoes will be available mid 1976. 

REPAIRS: Most repairs. Ships not allowed to be immobilised. 
DRY DOCKS: Nil. 

AIR PORT: 10 miles - regular airlines. 

TIME: GMT plus 10 hours. 

HOLIDAYS: Cargo worked all days. 
POLICE/AMBULANCE/FIRE: Tel. 2222. 

TELEPHONES: At Wharf and Kurnell No. 3. AOR Ltd. 
SERVICES: Compass adjusting only. 

DELAYS: Normal only. 

AUTHORITY: Maritime Services Board of NSW, Box 32 GPO, 
Sydney, NSW 2001. 


AGENT: Patrick Agencies, Head Office, Box 3918 GPO, Sydney, 
NSW 2001. 


BOWEN, Queensland: 20.01 S. 148.15 E. (See Plan) 


PORT LIMITS: The Port of Bowen limits is an area comprised 
within a line commencing at Cape Edgecumbe and proceeding 
thence to Cape Gloucester. 
DOCUMENTS: See ‘‘Melbourne”. 
PILOTAGE: Vessels requiring a Pilot should radio Agent giving 
sufficient advance notice. No VHF communication presently avail- 
able. Pilot boarding ground is 1 mile outside Fairway Buoy, a dis- 
tance of 4 miles from the port. Pilot requires ladder, rigged 5 ft. above 
the water, man-ropes rigged and heaving line ready. 
RESTRICTIONS: Vessels will not be berthed at night. It is neces- 
sary for vessels to be at pilot boarding ground one hour before sun- 
re Vessels should have at least 1 ft. keel clearance in the swinging 

asin. 

Depths available: South Entrance Channel 22 ft. 6 in. LWOST; 

North Entrance Channel 12 ft. LWOST; 

Swinging Basin 21 ft. LWOST. 

Vessel may sail at night. 
MAX. SIZE: Length about 540 ft. overall. Berth depth from 22 ft. 
09 in. to 30 ft. LWOST. 
HEALTH: See “Melbourne”. 
RADIO: Vessels arriving from the North use Townsville Radio. 
Vessels from the South use Sydney and Brisbane radio stations. 
TUGS: Tug available for berthing and departure. Motor launch 
used to run lines to berth. 
BERTHING: Normally carried out at high water. 


Berth Length (Metres) Depth (Metres) 
No. 1. 203 76 

2. 203 76 

3. 167-64 9-1 


4. 152-4 6-9 
SPECIALISED CARGO-HANDLING FACILITIES: Berth No. 3 
is specially equipped for the handling of the export of bulk cargoes 
(coal, ore, grain, mineral, sands, etc.) by a ship loader equipped 
with telescopic chute and jet slinger feed by a belt conveyor from 
stockpile areas. 

STEVEDORES: Ordered by Agent. Port quota is 55 men which 
allows 3 gangs. Loading rates: coal 600 tons per hour; bulk tallow 60 
tons per hour; frozen meat 7 tons per gang/hour; hides 8 tons per 
gang/hour; bagged bone meal 11 tons per gang/hour. 

A ship loader with loading belt conveyor, telescopic chute, and 
jet slinger, with loading capacity of 700 tons per hour, can handle 
coal, minerals and maize. 
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MEDICAL: Hospital facilities available. No advance notice required, 
Tel. No. 29. 

DENSITY: Average density at berths 1025 to 1027. 

FRESH WATER: Available at all berths up to 50,000 gallons/hr, 
FUEL: Oil bunkers not available but small quantities can be obtained 
from Townsville by road or rail tankers. 

GANGWAY/DECK WATCHMEN: Watchmen available, but not 
compulsory. 

OPENING/CLOSING HATCHES: Can be performed by crew or 
stevedores. 

REPAIRS: Engineering and welding services available. 
DEVELOPMENTS: A five-year development plan includes im- 
provement of coal export facilities, and building a single buoy 
mooring terminal for bulk liquid carriers. 

Plans call for the port to be dredged to 70 ft. for VLCCs in the future. 
AIRPORT: 3 miles away with connecting services to major Austra- 
lian airports. 

HOLIDAYS: Christmas Day, Good Friday, Labour Day, and Picnic 
Day; no work performed on these days. 
POLICE/AMBULANCE/FIRE: Police, tel. 20; Ambulance, tel 211; 
Fire Brigade, tel 5. 

TELEPHONES: Ship-board telephones can be rented. 
AUTHORITY: Bowen Harbour Board, POB 78, Bowen, North 
Queensland 4805. Tel. 66. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


BRISBANE, Queensland (including Fisherman's 
Island, Hamilton, Pinkenba): 27.27 S. 153.04 E. (See 
Plan) 


PORT LIMITS: A vessel is considered an “arrived vessel" when 
it is at the pilot boarding grounds off Caloundra. 
DOCUMENTS: See “Melbourne”. 

PILOTAGE: Notify Agent approximately one week in advance. 
Confirm ETA to Duty Harbour Master 24 hours before arrival at 
pilotage ground. Master of vessel to radio ETA pilot boarding 
ground 8 hours before arrival. Messages should be addressed: 
Shipserv Caloundra Signal Station. 

Contact Caloundra Signal Station by VHF Channel 16 when within 
range. Pilot boards 3 to 6 miles S.E. of Cartwright Point. Pilot vessel 
white hull with words PILOTS in black letters. Orange superstruc- 
ture. Place ladder about 6 ft. from water. 

Pilot ground is 42 miles from entrance to river. River then navigable 
to ocean-going vessels for 14 miles from the mouth. 

Same Pilot remains to berth vessel. Pilotage time about 5 hours. 
APPROACHES: Good navigation conditions in Moreton Bay 
except in exceptionally heavy weather in North-west channel, 
Minimum depth in North-west channel 42 ft., and North-east 
channel 25 ft., in Bar Cutting 38 ft., in Swinging Basin at Luggage 
Point 40 ft., and to Bulimba Point 27 ft. (all LWOST). Dredged 
channels in Moreton Bay minimum 1,000 ft. width. River Cuttings 
400 ft. width except cutting between entrance beacons and middle 
beacons of Bar Cutting, which 500 ft. width. 

In Moreton Bay and Brisbane River the mean spring rise is 6 ft. 
7 in. above LWST and mean neap rise is 5 ft. above LWST. The 
lowest neap tide 4 ft. above LWST and maximum spring tide 8 ft. 
above LWST. The visibility generally good except in cyclonic 
weather when heavy rain. 

RESTRICTIONS: Berthing times dependent on vessel's draft 
in relation to state of tide. 

MAX. SIZE: Length 810 ft. (special provision made for larger 
vessels, especially when light draft condition preparing entering 
Graving Dock). Moulded breadth 105 ft., draft at HWOST for tankers 
40 ft.; for cargo vessels 32 ft. No limit on height at present - see 
“Bridges”. 

HEALTH: See “Melbourne”. Doctor boards at river entrance or at 
berth. Available 24 hours per day. 

RADIO: Most traffic channelled through VIB, coastal radio station 
Brisbane. VHF Channel 16, 156600 kc/s and 156800 kc/s. 

RADAR: Continual watch kept at Caloundra Head, and Lytton Hill 
Signal Station. 

TUGS: Six tugs available up to 2000 h.p. and 33 tons bollard pull. 
Tugsare privately owned and service is compulsory for small vessels. 
Tugs join vessel off the berth. Line boats available. 


BERTHING: 


Depth 
Berth Length LWOST 
Bulimba Reach 
Capricorn Wharf No. 1 550 ft. 30 ft. 6 in. 
No. 2 540 ft. 30 ft. 6 in. 
No. 3 680 ft. 28 ft. 
No. 4 450 ft. 30 ft. 
Mercantile Wharf a. 535 ft. 30 ft. 
b. 535 ft. 30 ft. 
Newstead Wharf No. 1 470 ft. 30 ft. 
No, 2 620 ft. 30 ft. 
No.3 360 ft. 28 ft. 
Hamilton Reach 
Brett's Wharf (3 berths) 1,415 ft. 30 ft. 
Cold Stores Wharf 781 ft. 30 ft. 
Hamilton Wharves No. 1 450 ft. 30 ft. 
No. 2 800 ft. 33 ft. 
No. 3 550 ft. 31 ft. 
No. 4 700 ft. 31 ft. 


Cairncross Dock 1,300 ft. 30 ft. 
Broken Hill Wharves No. 1 550 ft. 30 ft. 
No.2&3 825 ft. 30 ft. 
Messageries Wharf 900 ft. 32 ft. 
Quarries Reach 
Abattoir Wharf 460 ft. 28 ft. 
Borthwick's Wharf 412 ft. 28 ft. 
Pinkenba Wheat Wharf No. 1 700 ft. 31 ft. 
No. 2 550 ft. 32 ft. 
Shirley's Wharf 402 ft. 32 ft. 
Austral-Pacific 
Fertilisers Wharf 500 ft. 34 ft. 


BULK LOADING FACILITIES: Hamilton Wharf Berth No. 4; 
gross handling rate for loader is 700 tons per hour. Moveable con- 
veyor system services 360 ft. of wharf. 

Pinkenba Wheat Wharf; two belt conveyors serving seven loading 
spouts of which four can be used simultaneously. Nominal handling 
rate per hour is 1600 tons. 

Rutile Sand; Stowage factor 18-20. Loading rate 7,000-9,000 tons 
er day. 

6 a Report; New bulk handling installation at Pinkenba, 
Brisbane. 

This is a new plant on the old No, 2 wharf officially opened 17th 
Feb. 1973. A privately owned single traversing conveyor system 
with one loading head supplied from eight storage tanks each of 
approx. 2,500 tons capacity, together with additional supply from 
road transport as required to augment the tanks. A further storage 
is still to be built. 

The “Shiploader"” traverses 370 ft. along the wharf. The loading 
head has an endless belt type trimmer and telescopic chute for 
lowering into the hatch of the vessel being loaded and the trimmer 
has a throw of 30-50 ft. 

In the stowed position the bottom of the trimmer is 28 ft. above 
the existing wharf level and has an extension of 54 ft. - this is 40 ft. 
beyond the edge of the wharf but does not take into account the 
vertical pile fendering which is approx. 1 ft. diameter logs, therefore 
outreach would be approx. 39 ft. When in the extended position the 
telescopic chute and trimming head can be lowered 45 ft. into the 
hatch — or 17 ft. below existing wharf level. 

The trimming machine on the end of the telescopic chute is 
approx. 4 ft. square, and therefore cannot be used to load into under- 
deck grain spaces with the normal small ‘‘manhole” type loading 
holes. 

Control is effected from a cab 52 ft. above the wharf level. 

There is nobody from the installation on board the ship. Com- 
munication is by a telephone situated on one of the bogies at the 
foot of the travelling conveyor. Local union/labour troubles will 
not permit a telephone to be placed on the ship or even the use of 
“walkie-talkie’s"' as supplied to most ships. If atelephone or “walkie- 
talkie’ is used the local unions demand stevedore labour be used. 

Loading rate is-expected to be approx. 1,500 tons per hour when the 
plantis fully run in, at present about 650-750 T.P.H. is being realised. 

So far only sorghums have been handled, but the next cargo is 
expected to be woodchip, and mineral cargo as well as grain is 
expected to be handled in the future. 

There is 32 ft. of water at LWOST alongside. 

TANKERS: Two refineries at mouth of Brisbane River. Gas- 
freeing facilities not available, but chemist available to issue Gas- 
free Certificate. There are slop discharge facilities at both refineries. 

Amoco Bulwer Island Refinery: on North bank, oil bunkering and 
export berth, 800 ft. length, 32 ft. depth LWOST. 

Amoco Luggage Point Wharf: on North bank, crude import berth 
can accommodate vessels up to 770 ft. length. Berth length 900 ft. 
depth 40 ft. LWOST. 

Ampol Refinery Wharf: on South bank, berth length 550 ft., depth 
32 ft. LWOST. At Fisherman's Island, up to 40 ft. draft and berth 
length 810 ft. 

Philips Refinery Wharf: can accommodate tankers up to 550 ft. 
length, depth alongside 30 ft. LWOST. 

Shell Wharf: on North bank. Berth length 650 ft., depth 32 ft. 
LWOST. 

Mobil Wharf Colmslie: on South bank, berth length 800 ft., depth 
26 ft. LWOST. 

BRIDGES: None at present, but one being considered lower 
reaches of river restricting height to 151 ft. 

STEVEDORES: Ample labour available for all cargo working 
except rush periods. 

Normal capacity per gang per shift: 60 tons break bulk; 75 tons 
palletised cargo. A 45 ton (45-72 tonnes) portainer crane is situated 
at the Hamilton Wharves. Other cranes from 4 tons (4-06 tonnes) to 
30 tons (30-5 tonnes) are available at various wharves. 

DENSITY: 63-6 lb. per cubic foot. 
vot WATER: From mains 90 psi. 180 tons per hour at all 
erths. 
FUEL: Oil bunkering available at all oil wharves. Also by road 
tanker at cargo berths. Distillate, diesel fuel or fuel oil. Largest 
bunkering barge is 1,400 tons for fuel oil. 
DEVELOPMENTS: Queensland's Harbour & Marine Department 
has announced plans for deepening the channels in the Brisbane 
River to allow vessels drawing 33 ft. to use the container facilities 
at Hamilton. Additionally, the Cairncross Graving Dock, which 
is capable of handling bulk carriers of 60,000 tons, has improved 
facilities to provide a 1,000 ft. fitting-out berth; new cranes of 30 and 
60 tons capacity and new service installation for power, water and air. 
poe imal de WATCHMEN: Normally by crew, but can be 
ired. 


AUSTRALIA 


OPENING/CLOSING HATCHES: Performed by stevedores/crew. 
CUSTOMS ALLOWANCES: See “Melbourne”. 

CARGO GEAR: Heavy lift facilities up to 45 tons available certain 
wharves. Also see “Melbourne”. 

IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: 


American Consulate 359 Queen 31-2649 
Austrian Consulate 293 Queen 29-3222 
Belgian Consul 380 Queen 21-3116 
Bolivian Consulate-General 210 Queen 21-1606 
British High Commission 193 NQy 21-4933 
Chilean Consul 153 Wickham, Fort Vy 52-2264 
Consulate of the Khmer Republic 235 Edward 21-9918 
Consulate of the Republic of China King George Square 21-9747 
Danish Consulate 9 Rossiter Pde, Ham 68-2630 
Federal Republic of Germany 289 Queen 21-7819 
Finnish Consulate 43 Creek 31-2021 
French Consular Agent 380 Queen 29-2361 
Greek Consulate 293 Queen 29-3222 
Italian Consulate 158 Moray NF 58-1860 
Japanese Consulate 30 Herschel 31-1438 
Lebanese Consulate 141 Queen 29-4291 
Netherlands Consulate 150 Edward 31-1779 
Norwegian Consulate 344 Queen 29-4222 
Panamanian Consulate Hyde Rd, Yer 48-7755 
Peruvian Consulate 303 Adelaide 21-9282 
Philippine Consulate 126 Adelaide 21-2482 
Portuguese Consulate 379 Queen 31-4833 
Swedish Consulate 30 Makerston 21-9977 
Swiss Consular Agency 15 Corowa, Wavell Hts 66-9782 
Uruguayan Consul 193 Mary 31-0221 


REPAIRS: All major repairs undertaken, including main propul- 
sion diesel engines, steam turbines, boilers, reduction gearing 
servicing, propellers, tailshafts, stern bearings, all engine-room 
repairs, deck gear, radar, radio and sonar equipment, fitting-out 
berths. 

DRY DOCKS: Largest vessel handled, m/v Clutha Capricorn, 
83,500 dwt. All major facilities available. 

The Dock has a bottom width of 110 ft. (33:5 m.), atotal depth of 

51 ft. (15-5 m.), and a length of 880 ft. (268 m.). The Dock is fully 
equipped for repair services including facilities for water blasting, 
sand blasting, compressed air, Radiographic (X-Ray) facilities, hull 
cleaning and painting, mechanical and structural repairs etc. 
TIME: GMT plus 10 hours. 
HOLIDAYS: New Year's Day; W.W.F. Picnic Day; 31st January— 
Australia Day; 13th March— Labour Day; Good Friday; Easter 
Monday; 25th April—Anzac Day; 12th June—Queen's Birthday; 
Christmas Day; Boxing Day. 

Close Holidays—Christmas Day, Good Friday, Anzac Day, Labour 
Day, WWF Picnic Day (No labour available these days). 
POLICE/AMBULANCE/FIRE: Tel.: 000 and ask for service 
required. 

TELEPHONES: At most wharves. Can be connected on board. 
AUTHORITY: Department of Harbours and Marine, Box 2195 
G.P.O., Brisbane, Queensland 4001. 


AGENT: Patrick Agencies, Box 1460 T, G.P.O., Brisbane, Queens- 
land 4001. Cables ‘Rikpat’. Tel: 31-1871. Telex AA40260. After 
hours tel.: 78-1998. 


BROOME, W.A.: 17.59 S. 122.14 E. (See Plan) 


PORT LIMITS: All that piece of water enclosed in an East and 

West line drawn through Station Hill; a North and South line drawn 

through Fall Point; and an East and West line drawn 3 miles to 

eal of Entrance Point and including the whole extent of Dampier 
reek, 

CERTIFICATES/DOCUMENTS/HEALTH: See “Melbourne”. 

PILOTAGE: No resident Pilot. Inform Harbour & Light Dept. 

Fremantle ETA 2 weeks in advance. Pilot boards approximately 292 

degrees (T) distant 44 miles from Gantheaume Point. 

RESTRICTIONS: Channel between Channel Rock and Middle 

Bank dredged to 17 ft. LWOST. Vs. more than 15 ft. draft restricted 

to height of tide for arrival/departure. HWOST 27-5 ft. HWONT 17:2 ft. 

MAX. SIZE. Draft 31 ft. 

VHF: Limited facilities channels 6 and 16. 

BERTHING: 2 berths. Outer berth max. length 612 ft., 32 ft. 

LWOST. Inner berth 28 ft. LWOST. 

STEVEDORES: 3 gangs working 8 a.m.—midnight. 

CARGO GEAR: See “Melbourne”. 

TUGS: None. 

FRESH WATER: Up to 100 tons available. Rate 10 tons/hour. 

FUEL: Both diesel and furnace oil available, provide prior notice 

given to BP Agents. 

REPAIRS: Not available. 

TIME: GMT plus 8 hours. 

GENERAL: Tides: Both ebb and flood in direction of line of jetty. 

Tide has apparent ebb period of 8 hours, flood 4 hours. Slack water 

2; hours prior HW and LW. “State of Tide” signals ebb, flood, or 

slack, at masthead. At night red, green or white light - by day black 

ball, cone, or square. Signals indicate tide at jetty not in channel. 

pap ee Harbour & Light Dept., 1 Cliff Street, Fremantle, 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


BUNBURY, W.A.: 33.19 S. 115.38 E. (See Plan) 


CERTIFICATES/DOCUMENTS: 

Number of Crew Lists, 2 official (forms M & S 11 and 2 flimsy 

copies). 

Passenger Lists, 5. 

Customs Documents: Last port clearance. 

Form 42A Ship's Stores consumed in Australia. 
Form 5 Manifest of Crew's Possessions. 
Loading Ports List. 

Ship's Master's Bond. 

Approved Identification Documents of all crew. 
Commonwealth Light Dues Receipt. 

State Tonnage Dues Receipt. 

Health Documents, Smallpox Certificates and other forms handed 

to Master by Quarantine Doctor. 

Manifests, 3. 

Bills of Lading, 2. 

PILOTAGE: Radio Harbour Master, Bunbury 24 hours and 4 hours 
notice. VHF Channel 16 - Pilot boat and tug. Base set not manned 
continuously but pilot boat may be centacted 1 hour before arrival. 
Pilot boat painted white with black rubbing strip, black gunwhale, 
centre house with orange top. Word ‘Pilot’ painted on sides. Pilot 
boards 14-2 miles from breakwater. Boarding area is with North 
Shore leads in line bearing 160°-340° and 1 mile from Breakwater 
Light seawards — no alternative area. Anchorage — main lighthouse 
bearing 195° distance 14-2 miles. 

ANCHORAGE: Depth 7 to 9 fathoms. Anchoring not advised in 
stormy weather; safer to steam off shore. 

RESTRICTIONS: 24 hour port but entry not generally carried out 
at night. 

MAX. SIZE: Maximum length 585 ft., maximum draft 28 ft. 6 in. 
HEALTH: Quarantine inspection required if Bunbury is first 
Australian port. Quarantine inspection for Health Clearance — hours 
of inspection 6 a.m.-10 p.m. Also see “Melbourne”. 

RADIO: Perth Radio. 

TUGS: One tug available. Joins vessel off berth. Ship's lines used 
if necessary. The tug is normally manned from 0700 to 1600 weekdays 
and 0800 to 1200 on Saturdays. At other times overtime is charged. 
BERTHING: Heavy shore mooring springs used. 

BULK CARGO FACILITIES: One ore-loading berth 604 ft. in 
length. Conveyor system loading at 850 tons per hour. 

One grain-loading berth 600 ft. in length. Conveyor system loading 
at 300 tons per hr. 

Other special berths including roll-on/roll-off being planned in 
new harbour development. 

STEVEDORES: Week-days - ETA to be advised by 6 a.m. for 
labour requirements on that day. Week-ends - ETA required by 
6 a.m. Friday. 

MEDICAL: Medical attention available. Hospital facilities avail- 
able. Smallpox vaccinations and valid certificates required. 
TANKERS: One tanker discharge berth — draft 28 ft. 6 in. 
DENSITY : 1025 — no relation to tide. 

FRESH WATER: Readily available - 17 cents per ton. 

FUEL: Furnace oil by pipeline to jetty berths. Marine and light diesel 
by road and rail car delivery. 

DEVELOPMENTS: Work on the Inner Harbour project due to be 
finished by 1976. New harbour will have depth of 40 ft. with a 42 Tt 
depth in approach channel. 

An alumina refinery being established at Bunbury where deep 
water port will facilitate export in vessels up to 45,000 tons. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Preferably by crew. 
CUSTOMS ALLOWANCES: Each crew member 200 cigarettes 
initially and thereafter as required in reasonable quantities. Wine 
and/or Spirits, open bottles of spirit on arrival not to exceed 1 quart 
and thereafter as required in reasonable quantities. 

CARGO GEAR: Must comply with Australian Loading and Unload- 
ing Safety Regulations. See “Melbourne”. 

IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: Vice-Consul for Norway, 

REPAIRS: Facilities available. 

DRY DOCKS: Nil. 

REPATRIATION: Facilities available. 

AIRPORT: Light aircraft landing strip only. 

TIME: GMT plus 8 hours. 

HOLIDAYS: Days on which work cannot be performed: Good 
Friday, Christmas Day, Labor Day, Waterside Workers’ Picnic Day, 
Anzac Day. 

POLICE/AMBULANCE/FIRE: Emergency Number Bunbury 000. 
TELEPHONES: Telephones placed on board free of charge: Rental 
$1.50 per week plus calls at cost. 

DELAYS: Generally no delays. 

AUTHORITY: Bunbury Port Authority, Box 4, Bunbury, WA 6230, 
Tel. 212107. 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 


BUNDABERG, Queensland: 24.45 S. 152.24 E. (See 
Plan) 


CERTIFICATES/DOCUMENTS/HEALTH: See “Melbourne”. 
PILOTAGE: Compulsory. Radio not less than 24 hours ETA; VHF 
channel 16. 

Pilot boards one mile outside Fairway Beacon. 
PORT LIMITS: The port limits are defined as the waters contained 
within a radius of 3 miles of South Head (Burnett Heads) Lighthouse, 
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together with all navigable rivers communicating therewith, and the 
banks and the foreshores thereof. 
DEPTHS: (LWOST) Channel 20 ft.; Swinging Basin 20 ft.; Sugar 
Berth 25 ft.; Oil Berth 25 ft. Keel clearance dependent upon pilot, 
normally 3 ft. 
RESTRICTIONS: Length 580 ft. maximum. Vessels not to pass out 
through sea reach on ebb. Oil tankers to navigate daylight only. 
Channel width 250 ft. 
RADAR/VHF: No radar service. Bundaberg Harbour Board office 
and craft may be contacted on VHF channel 16. 
TUGS: One tug, 74 ton bollard pull, and one work boat of 4 tons 
bollard pull, which is also used for pushing, are available, both 
fitted with VHF and owned by the Harbour Board. Ship's lines or 
tug's lines are used, and no charge for tug's lines. 
BERTHING: No.1 Bulk Sugar Berth 800 ft. long. No. 2 Oil, Molasses, 
Aqua Ammonia, 790 ft. long. 
SPECIALISED CARGO HANDLING FACILITIES: Bu/k Sugar 
Berth: Loading by gantry at 1,000 tons per hour. Ship's crew work 
vessel along wharf as required during loading. 

Bulk Molasses: Loading rate 280 tons per hour. No facilities for 
containers or roll-on/roll-off traffic. 

Oil Berth; Facilities for discharge all petroleum products and aqua 
ammonia and loading molasses. 
MEDICAL: Hospital facilities available. 
TANKERS: White-oil tankers not handled at night. Ten-inch lines, 
No slop discharge facilities. Oil tankers, discharge only. Molasses 
tankers, load only. Depth alongside tanker berth 25 ft. LWOST. 
DENSITY: Average density about 1020. 
FRESH WATER: Unlimited supplies available, delivered by hose 
30 tons per hour. Cost 11 cents per ton. 
FUEL: All grades available, 24 hours notice required. 
GANGWAY/DECK WATCHMEN: Not necessary, but available. 
OPENING/CLOSING HATCHES: By crew. 
CARGO GEAR: No additional local regulations. See Melbourne". 
IDENTIFICATION CARDS: See ‘‘Melbourne”. 
CONSULS: None. 
REPAIRS: Almost all types of deck and engine repairs possible. 
REPATRIATION: Facilities exist. 
ake aa Airport 2 miles from city serviced by regular internal 
airlines. 
TIME: GMT plus 10 hours. 
HOLIDAYS: Normal Queensland holidays observed but cargo 
worked regardless of holidays. 
POLICE/AMBULANCE/FIRE: Dia! 0-000 from the port. 
TELEPHONES: Telephone connection to be placed at tanker berth. 
DELAYS: Vessels normally berth within an hour each side of high 
water, unless of shallow draft when they may berth at low water. 
Vessels always sail within an hour of high water on flood tide only, 
No delays during loading, discharging or bunkering. 
AUTHORITY: Bundaberg Harbour Board, P.O. Box 476. Tel. 
71-2412. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


BURNIE, Tasmania: 41.03 S. 145.55 E. (See Plan) 


PORT LIMITS: Southward of a line drawn from the Eastern Island 
Breakwater Light, to the Round Hill Lighthouse on the Eastern side 
of Emu Bay. 


APPROACHES: Port situated on Western shore of Emu Bay and 
easy of access. Bay is two miles wide and one mile deep facing in a 
Northerly direction. The bottom is sand and clay interspersed with 
patches of reef and rock, particularly in the South Eastern sector of 
Bay. Vessels may anchor on main leads in vicinity of pilot boarding 
ground, but not advisable remain at anchor during strong on-shore 
winds. Port protected by two breakwaters: the inner, founded at 
inner end of Blackmans Reef, lies in a 110° direction and is 1,250 ft. 
long. The other, an island structure 1,600 ft. long and protecting the 
port from Easterly weather, lies in a 130°/310° direction, with its North 
Westend bearing 045°, 700 ft. from the South-east end of the inner 
breakwater, 
DOCUMENTS: Also see “Melbourne”. (Marine Board only): In- 
ward Manifests to be lodged on arrival. Agents supply Manifests 
and non-negotiable copy Bills of Lading to Customs for checking 
prior to vessels arrival. 
PILOTAGE: Prior advice through local Agents, ETA by radio tele- 
graphy through Melbourne Radio (VIM) or Hobart Radio (VIH) to 
Marine Board Burnie. Immediate advice VHF Channels 16 and 12. 
Pilot launch — 46 ft. white launch with buff cabin, name ‘‘Miowera". 
International signals apply. Boarding area on main harbour leads 
210° (T) with Round Hill Pt. Lighthouse bearing 155° (T). Ladder 5 ft. 
from water, man ropes, no boat rope. 
ANCHORAGES: See “Approaches”. 
RESTRICTIONS: Vessels up to 28 ft. draft, no restriction. Over 
28 ft. Draft depending on tide. Maximum length 650 ft. 24-hour service, 
weather permitting. 
MAX. SIZE: (See ‘‘Restrictions"”.) Tankers at Island Breakwater to 
36 ft. draft at all states of tide. 
HEALTH: Pratique automatic when from other Australian ports. 
Otherwise notify local Agent. Port doctor boards with Pilot. 
RADIO: “Radio Hobart” (VIH). 
TUGS: Tug(s) join East of Island breakwater. Usually lashed along- 
side with tug's lines (no extra charge). When on towing duty, usually 
ship's line. 
BERTHING: Vessels equipped with vegetable fibre ropes or bare 
spring wires required to use shore springs. 
Quayage, Sheds and Depths 


Ocean Wharf. On south side of inner breakwater. 1,000 ft. long, 
91 ft. wide. Dredged depth 34 ft. for 600 ft. length, shoaling to 25 ft. at 
inshore end. Stern loading facilities at inshore end. 

McGaw Pier. 790 ft. long and 145 ft. wide (added to Emu Pier, the 
original concrete breakwater). On North side is 700 ft. of effective 
berthage with dredged depths ranging from 30 ft. for 500 ft. length, 
shoaling to 12 ft. at inshore end. Apron width is 25 ft. On South side 
600 ft. of effective berthage with dredged depths ranging from 27 ft. 
to 18 ft. at inshore end. One crane of 12 ton capacity, with outreach of 
70 ft. 

Jones Pier. 150 ft. South of McGraw Pier, is a wooden pile struc- 
ture 700 ft. long and 100 ft. wide. On North side 500 ft. of effective 
berthage with dredged depths from 25 ft. to 18 ft. inshore. 

Bulk Berth. 900 ft. long with 700 ft. of effective berthage. This berth 
incorporates a bulk loader with a capacity of up to 1,270 tons per 
hour. The berth is also suitable for general cargo operations. 

Ferry Terminal. Is 270 ft. long and 115 ft. wide. Vessels of up to 
650 ft. may berth. The wharf is traversed by a 40 ton portal crane with 
a 15 ton auxiliary hoist. The crane may be hired when not required 
for terminal operations. Arrangements for this to be made with the 
Harbour Master. The stern loading ramp has a width of 28 ft. permit- 
ting two lines of traffic. The axle loading of the wharf is 50 tons. The 
berth is dredged to 31 ft. 

New Jones Pier South — berth is 560 ft. long, effective length 
850 ft. Apron width to shed 100 ft. Dredged to 31 ft. overall. 

BULK CARGO FACILITIES: 

Roll on/Roll off facility at Southern Ferry Terminal, and at West end 
of Ocean Wharf. 

Lift on/Lift off facility of 40 tons at Ferry Terminal as above. 

Conveyor Loader at bulk berth for export of zinc, lead and copper 
concentrates to 1,270 tons per hour. 

Inward bulk berth and crane at South McGraw Pier. 

Sulphuric Acid loading facility at Island Tanker Berth, with rate of 
1,000 tons per hour, 

STEVEDORES: Labour to be ordered (1) by 1500 for following day 
(weekdays), (2) by 1300 Friday for Saturday and Sunday, (3) by 1900 
Sunday for Monday. 

RADAR/VHF: No radar service. Port equipped with VHF, R/T 
operating International Maritime Bands. Pilot vessel, tug, and other 
floating plant similarly equipped. 

MEDICAL: Notify Agent prior arrival of extra requirements other 
than pratique. General Hospital 4 mile from port. Current smallpox 
and cholera revaccinations arranged by prior notice. 

TANKERS: Tanker Berth is 278 ft. long and 100 ft. wide, sited on 
South side of island breakwater. 37 ft. of water in this berth, which 
will accommodate vessels of up to 650 ft. in length. Diameter of lines 
are 10 in. No residue discharge facilities. 1 berth, maximum draft 36 ft. 
DENSITY: 1,025 to 1,028. 

TIDES: Spring Rise, 10-4 ft.; Neap Rise, 93 ft.; MTL, 6-2 ft.; HHWS, 
13-0 ft.; LLWS, 0-0 ft. 

FRESH WATER: All wharves — hose from wharf hydrants. Rate 
adequate — cost 12c per ton. 

FUEL: Diesel and Heavy fuel available from road tankers. 

FIRE PRECAUTIONS: Normal. Twenty-four hour ferry service to 
be maintained to tanker berth. 

GANGWAY/DECK WATCHMEN: Watchmen commonly used. 
Penalty rates apply on weekends and holidays. 
OPENING/CLOSING HATCHES: Stevedores will close hatches. 
SHIP CERTIFICATES: 

Safety Construction. 

Safety Equipment. 

Safety Radio Telegraphy. 

Load Line. 

CUSTOMS ALLOWANCE: Tobacco per man on arrival 200 cigs. 
or 8 oz. tobacco. 120 cigarillos, 40 cigars or 300 biddies every ten days. 
40 cigarettes or 1-6 oz. per day per man. 

Wine: on arrival part bottle spirits. Every ten days, 2 bottles beer 
and one bottle wine per day. Every ten days one bottle spirits per man. 
CARGO GEAR: Australian Navigation (Loading & Unloading) 
Regulations apply. 

IDENTIFICATION CARDS: Required for Pakistan and Chinese 
crew only. Also see ‘‘Melbourne”. 

CONSULS: Nil. 

REPAIRS: Limited repairs carried out. The Emu Bay Railway Com- 
pany have a foundry and machine shop. 

REPATRIATION: On crew member signing off Agent requires 
passport, identification card. Agent handles repatriation details and 
notifies Immigration Department, Hobart, re movements of crew 
member. 

AIRPORT: Daily services: 11 miles distant. 

TIME: Local time is Australian Eastern Standard time, i.e. GMT 
plus 10 hours. Tasmanian Summer Time applies. Dates of operation 
published in Australian Notices to Mariners. 

HOLIDAYS: Cargo work performed on all holidays except Christ- 
mas Day, Good Friday, WWF Picnic, Anzac Day, Labour Day. 
POLICE/AMBULANCE/FIRE: Police, 31.1444; Ambulance, 31. 
2111; Fire 31.1155. 

TELEPHONES: Telephones are available at all wharves, through 
Marine Board, 

AUTHORITY: The Marine Board of Burnie, PO Box 216, Burnie - 
7320 Tasmania, Aust. Tel. 31.3444. No telex. Telegrams: Marine 
Board Burnie. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


AUSTRALIA 


BUSSELTON, W.A.: 33.38 S. 115.20 E. 


The port was closed in September 1973. 
CERTIFICATES/DOCUMENTS/HEALTH/CARGO GEAR: See 
“Melbourne”. 

PORT LIMITS: Bounded by lines starting from Quindalup jetty, 
and extending due North 3 miles; thence to a point 3 miles due North 
from Lockville Jetty, thence to a point on the shore 20 chains North- 
eastward from the entrance to Vasse Inlet. 

PILOTAGE: No Pilots. 

ANCHORAGE: West of jetty in Geographe Bay about $ mile from 
jetty. Depth at anchorage 30 ft. 

RESTRICTIONS: Max. safe loaded draft 214 ft. winter (May to 
September) or 22 ft. summer. 

BERTHING: 2 berths. Depths 24 ft. 8 in. and 23 ft. 
FUEL/TUGS/REPAIRS: Not available. 

FRESH WATER: Available at jetty. 

TIME: GMT plus 8 hours. 

AUTHORITY: Harbour & Light Department, 1 Cliff Street, Fre- 
mantle, WA 6160. 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 


CAIRNS, Queensland: 16.55 S. 145.47 E. (See Plan) 


si A eh lial ay MENTS/HEALTH/CARGO GEAR: See 
“Melbourne”. 

PORT LIMITS: Commencing at Cape Grafton, thence by a line 
bearing North (magnetic) two miles, thence by a line bearing North 
82° West (magnetic) to Taylor Point, thence by the HW line on the 
mainland to the point of commencement, including all rivers, creeks 
and navigable waters within the above limits. 

PILOTAGE: Arrangements are made by ship's Agent with the 
Harbour Master. Location of boarding is outside the Fairway Beacon, 
7 miles from port. 

APPROACHES: Through Grafton Passage, which is 21 miles 
long and 5 miles wide, and free of any encumbrances, and is lighted 
by a group flashing light on Fitzroy Island which is visible in clear 
weather for a range of 29 miles. 

Channel: 6} miles long, 250 ft. wide, 27 ft. LWOST - defined by 
beacons 600 ft. apart spaced at intervals of approximately 3,000 ft. 
and 4,000 ft. 

After passing through the channel, the inlet widens to 1,500 ft 
which gives a commodious swing basin for ships of 900 ft. length 
This et runs for five miles, carrying up to 30 ft. of water for at least 
2+ miles. 

PRATIQUE: Available 24 hours per day, 7 days a week. 

RADIO: VHF radio-telephone service is situated at the Piermasters 
Office, No. 2 Wharf, and operates a service from 0800 hours to 1700 
hours with “out of hours” transmission being every hour, on the 
hour. 

Both the launch and the dredge Trinity Bay have VHF and two-way 
radio. Channel 16. 

TUGS: One tug with a 12-ton bollard pull is based in the port and 
is operated by Moreton Tug and Lighter Co. Ltd. 
BERTHING: Depth alongside: 

Nos. 1 to 5 28 ft. LWOST -— 10 ft. from wharf face 


No. 6 28 ft. LWOST - 10 ft. from wharf face 
No. 8 30 ft. LWOST - 10 ft. from wharf face 
No. 10 30 ft. LWOST - 10 ft. from wharf face 
No. 12 35 ft. LWOST - 10 ft. from wharf face 


BULK HANDLING FACILITIES: Sugar Loading Terminal at No. 12 
Wharf. Boom of loader at horizontal working position 44 ft. 6 in. 
above HW level, but boom is capable of being lifted to a vertical 
position. Gross handling rate for loader — 850 tons per hour. 

Bulk Molasses Terminal: Total capacity of 18,700 tons with pipe- 
line connection to wharf. Loading rate of 300 tons per hour. 

Bulk Tallow Tanks: Rear of No. 6 Wharf. Two tanks, one with a 
capacity of 300 tons and one with a capacity of 800 tons. Loading 
rate of 55 to 60 tons per hour. 

Container Handling Facilities: There are facilities at No. 6 Wharf 
for handling containerised and unitised cargoes, including a 25-ton 
stiff-legged derrick crane and an adequate assembly area adjacent 
to the wharf. 

STEVEDORES: Port quota 80 men. 

WATER: Abundant fresh water is available on all wharves. Rate 
of supply is 70 tons per hour. 

FUEL: Oil bunkering facilities are available at No. 10 Wharf. No. 8 
Whartfis an alternate oil berth. Nos. 8 and 10 Wharves are connected 
by pipe-line to adjacent oil tank farm installations. 

DRY DOCK: A dry dock, 200 ft. long and 40 ft. wide accommodates 
vessels up to 190 ft. in length. De-watering rate is 4,000 to 5,000 
gallons per minute. Draft of vessels which can be accommodated 
is equivalent to the height of tide at the particular time. 
TELEPHONES: There are 14 plug-in points available to shipping 
from Nos. 1 to 6 Wharves, and No. 8 Wharf. 

AUTHORITY: The Cairns Harbour Board, P.O. Box 579, Cairns, 
Queensland 4870. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


CAPE CUVIER, W.A.: 24.13 S. 113.20 E. 


OPERATORS: Texada Mines. 
DOCUMENTS: 
1 Form 5 Personal Property Declaration. 
1 Form 42A Stores List. 
1 Form AQ 360 Health Form. 
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2 Forms (M & S11) Crew Lists (prescribed form). 

1 Form C & E 886 Previous Ports of Call, 

APPROACHES: Red Bluff about 12 miles North of Cape Cuvier 
can be picked up by radar at a distance of about 20 miles. Cape 
Cuvier is easily identified by large white salt hill. 

Lighthouse understood to be in course of erection. There is a well- 
lit jetty projecting in a North-South direction. 

Pilots are not available and Master is required to navigate vessel 
to the anchorage. If required, a tug is available to guide vessel to 
the anchorage. “Texada Mines” should be contacted on VHF 
Channel 16. 

ANCHORAGE: Recommended anchorage is in position with the 
jetty bearing approximately 200° (T) at a distance of 1-5 miles. Depth 
at anchorage is about 15 fathoms. 3 cables off the shore, the depth is 
about 9 fathoms. Holding ground is good. 

RESTRICTIONS: No berthing at night. 

MAX. SIZE: Vessels of 65,000 dwt call on a regular basis. Depth 
alongside is 52 ft. (15-85 m.). 

RADIO: Carnavon Radio. 

PRATIQUE: Radio pratique is not available. 

TUGS: One large and two smaller tugs available. 

BERTHING: Vessel is moored to four buoys for'd and four buoys 
aft, and mooring is attended by mooring crew. Vessel is required to 
have available five nylon ropes for'd and five aft, in each case three 
of the ropes should be 300 metres in length and the remaining two 
ropes should be 200 metres in length. 

Berthing is not carried out in adverse weather causing a swell 
of over 5 ft. in height, nor if wind is from either a North or South 
direction. 

Due to adverse weather vessels may have to wait as much as 
24 days to complete loading. 

STEVEDORES: Texada Mines. 

DENSITY : 1025. 

FRESH WATER: Not available. Due to possible loading delays 

caused by adverse weather it is recommended that vessels arrive 

with all fresh-water tanks full. 

FUEL: Not available. 

DEVELOPMENTS: A new warehouse under construction for 

storage of potash. New conveyor belt for loading potash expected 

to be in operation about mid-1975. 

WATCHMEN: No shore watchmen available. 

HATCHES: To be opened/closed by ship’s crew. 

CUSTOMS ALLOWANCES: 200 cigarettes in opened carton, 

or $ lb cigars, or 4 Ib tobacco, and one opened bottle spirits per 

crew member. 

CARGO GEAR: Not required. Salt loading is by conveyor belt. 

REPAIRS: Not available. 

DRY DOCK: None. 

REPATRIATION: Road connection to Carnavon, which is 65 

miles distance from Cape Cuvier, thence air connection with Perth 

where international flights available. 

rola gag Private airfield only, about 10 miles from port of Cape 
uvier. 

TIME: GMT plus 8 hours. 

TELEPHONE: Available in Harbour Master's office. 

SHORE LEAVE: Allowed. A bus connection is available, leaving 

Cape Cuvier at 0730 for Carnavon, and returning with departure from 

Carnavon at 1530 hours. 

GENERAL: Portis privately owned and operated by Texada Mines 

and the only commodity presently exported is salt, produced from 

brine. All port employees are engaged by Texada Mines with the 

exception of the Customs Officer. 

AUTHORITY : Texada Mines. 


AGENT: See “Fremantle”. 


DAMPIER: W.A.: 20.38 S. 116.45 E. 


PORT LIMITS: A vessel is considered to be an arrived vessel 
from the time of crossing the quarantine line, which runs due East 
from Courtenay Head Lighthouse. 

ETA'S: Radio Harbour Master on normal ship-to-shore frequency 
through the recognised channels, addressing message to “Hamers- 
ley, Roebourne” and prefixing the message “Shipserve'’. Vessels 
should communicate the following information to the Harbour 
Master, at the time indicated, namely: 

(a) in the case of vessels arriving from overseas: 

(i) 14 days before intended arrival at the port, the ETA and 

whether the port is the first port of call in Australia. 

(ii) 7 days before arrival at the port, confirmation or any varia- 

tion of the advice given pursuant to paragraph (i) above. 

(b) in the case of all vessels: 

(i) 48 hours before intended arrival at the port, the estimated 

time of arrival at the pilot boarding ground East of Malus 

Island, and the vessel's estimated draft both forward and aft. 

(ii) 24 hours before intended arrival at the port, confirmation 

or any variation of the advice given pursuant to the imme- 

diately preceding paragraph (i). 

DOCUMENTS: Dampier is a first port of entry and all ships bound 
for this port are to radio through normal recognised coast stations, 
addressing their messages “Hamiron Dampier” and prefixing the 
message “Shipserve". 

(a) In the case of vessels arriving from overseas: 

(i) 14 days before intended arrival, and estimated time of 
arrival and whether the port is the first port of call in 
Australia; and 

(ii) 7 days before intended arrival confirmation or any variation 
of the advice given in paragraph (i). 
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(6) In the case of all vessels: 

(i) 48 hours before intended arrival the ETA at pilot boarding 
ground East of Malus Island, and estimated draft forward 
and aft; and 

(ii) 24 hours before intended arrival, confirmation or any 
variation of advice given in immediately preceding para- 
graph (i), 

PILOT STATION: The pilot boarding area commences from a 
position bearing 090° distance 1:5 miles from Courtenay Head Light, 
thence 195° distance 2:0 miles, thence 090° distance 1-7 miles, 
thence 015° distance 2:0 miles, thence 270° distance 1-7 miles to point 
of commencement. Pilotage services operate from the Pilot Cutter 
“Hamersley Star". 

MAX. SIZE: (Bulk Berth) Length 1,030 ft.; draft 56 ft.; Beam 156 ft. 
HEALTH: In the case of all vessels arriving from overseas following 
information shall be sent to port health authorities between 12 and 
24 hours before arrival, addressing message “Port Health, Hamiron 
Dampier” and prefixing the message “Shipserve’. (Also see 
“‘Melbourne”.) 

Post Office closes down from noon Saturday to 0900 Monday. 
Vessels arriving at a weekend should ensure that health messages 
are received before Saturday noon. 

(i) Expected hour and date of arrival. 

(ii) Confirmation that Master has individually inspected all 
persons on board within 24 hours of arrival and that there are 
no cases of febrile illness (high temperature or fever) or skin 
rashes on board. 

(iii) Particulars of any cases of illness on board. 

(iv) Confirmation that all persons on board are satisfactorily 
vaccinated against smallpox and in possession of valid 
vaccination certificate. 

(v) A request to cross port Quarantine Line. 

RADIO: VHF Channel 16. 

TUGS: Four diesel tug boats, 2,400 hp, 1,900 hp, 1,750 hp and 400 hp, 
respectively, available to assist berthing and unberthing operations, 
Two line launches available for running mooring lines. 

PARKER POINT ORE JETTY: The ore jetty consists of a tubular 
steel pile structure carrying a deck and rail traverse of a slewing 
boom shiploader. 

Eight multi-spring pile dolphins fitted with hardwood facings are 
situated clear of the ore jetty structure and vessels berth port side 
alongside and moor to these dolphins. 

Iron ore is the only product handled and following are principal 
dimensions: 

Length of jetty: 882 ft. 

Depth of water alongside: 51 ft. at ISLW. 

Travel of shiploader: 545 ft. 

Radius of slew of loader boom from fender facing: 89 ft. 

Radius of ore delivery from fender facing: 76 ft. 

Ht. under side boom above ISLW: 71 ft. 

Ht. under side boom above ISHW: 56 ft. 

Total length of fendering No. 1 to No. 8 dolphins: 1,164 ft. 

Rated capacity of shiploader: 6,000 long tons per hour. 

The jetty is connected to the open sea by a 500 ft. wide departure 

channel dredged to 46 ft. ISLW. 
EAST INTERCOURSE ISLAND ORE JETTY: Length of jetty 
341-4 metres (1120 ft.), depth of water alongside 18-59 metres (61 ft.) 
at ISLW. Travel of shiploader 237-8 metres (780 ft.). Radius of slew 
of loader boom from fender facing 25 metres (82 ft.) Ht. underside 
boom at ISLW 23-55 metres (77 ft. 3 in.) Total length of fendering 
No. 1 to No. 9 dolphins 429-8 metres (1,410 ft.) Rated capacity of 
shiploader: 7,500 long tons per hour. 

The ore jetty is connected to the open sea by a 167-6 metres (550 
ft.) wide departure channel dredged to 15-85 metres (52 ft.) ISLW. 
MISTAKEN ISLAND SALT BERTH: Due to fixed nature of the 
loader, ships have to be warped along the line of dolphins, to bring 
each hatch in sequence under the loading boom. Depth of water 
alongside, 12-5 metres (41 ft.). Outreach of loader boom from line of 
fendering, 18:29 metres (60 ft.) Ht. underside boom at ISLW, 19°51 
metres (64 ft.). 

GENERAL CARGO WHARF: A wharf consisting of steel sheet 
pile cells has been constructed in water of surrounding depth of 
23 ft., below ISLW. 

A berthing basin 800 ft. long and 125 ft. wide has been dredged to 
a depth of 27 ft. ISLW on the Western side. 

The wharf is 228 ft. in length and faced with hardwood piles and 
timbering on which is secured rubber fenders. Mooring buoys aré 
positioned off the North-Eastern and South-Western extremity o! 
the wharf and head and stern lines are secured to these buoys. 

Generally ships berth port side to this facility and normal dischargé 
is carried out by three gangs using ship's own gear. 

All general cargo and oil products are received over this facility. 
MEDICAL: A doctor is permanently resident at Dampier and @ 
modern 22-bed General Hospital is situated in the town site. 
STEVEDORES: Three gangs available (use ship's gear). 
CARGO GEAR: See “Melbourne”. 

FIRE PRECAUTIONS: 1 Firefighting tug. 
FUEL/WATER/REPAIRS: None available. 
GANGWAY/DECK WATCHMEN: Crew. 
OPENING HATCHES: By Crew. 

SHIP CERTIFICATES: See “Melbourne”. 
REPATRIATION: Limited facilities available. 
AIRPORT: Daily service to Perth, and twice-weekly service te 
Darwin. 

TIME: GMT plus 8 hours. 

TELEPHONES: None available at Wharf. 
SERVICES: None available. 


— 


AUTHORITY: Hamersley Iron Pty Ltd., PO Box 21, Dampier, 
WA 6713. 


AGENT: Hamersley Iron Pty Limited. Cables: “Shipserve Hamiron". 


DARWIN, N.T.: 12.28 S. 130.51 E. (See Plan) 


LOCATION: The port is located in a sheltered land locked position 
on the eastern side of the harbour and is accessible by vessels of 
draft up to 40 ft. (12:19 metres). 

CERTIFICATES/DOCUMENTS: 

2 Crew Lists, Form M & S 11 (3 at outports). 

5 Passenger Lists, Forms M. 308 and 309. 

1 Port of call list. 

3 Barber's stocks and stock in ship's shops and canteens (Form 5) 

continuation on the back Form 5 AA. 

1 List of customable articles, Form 5 (crew). 

3 Return of goods of barber's stock, etc., Form 5 AA. 

3 Stores List, Form 42 A. 

1 Clearance from last port. 

Ship's log. 
1 Derat. Certificate. 
1 Light dues if paid previously. 
PILOTAGE: Notice of arrival and requirement of a Pilot should be 
given 24 hours before the expected time of arrival at Channel Rock 
Buoy and should be addressed ‘‘Shipserve Harbour Master Darwin". 
This arrival time should be amended or confirmed 2 hours before 
arrival at the Channel! Rock Buoy. During normal port working hours 
(0800 to 1621 Monday to Friday) the aforementioned 2 hours’ notice 
may be given direct to Harbour Control on the 156-80 Mc/s Band VHF. 

Boarding ground is Channel Rock Buoy where vessels embark 
Pilot or anchor to await Pilot. Usual safety precautions are to provide 
a lee and have Pilot ladder with manropes on lee side. 

Notice of intention to depart shall be given to the Harbour Master, 
not less than 6 hours before the time of the intended departure. 

The vessel shall not depart before the time specified without the 
permission of the Harbour Master. 

When Darwin is the first port of entry, include in message: 
“Wharfside Clearance Requested". This request is not required for 
ports other than Darwin. 

VHF: Port operations are controlled by VHF radio, call sign “Darwin 
Harbour", on the following frequencies: 

Channel 16: 156-80 mHz: Call and safety. 

Channel 12: 156-60 mHz: Working Channel with tugs. 

Channel 6: 156:30 mHz: Working Channel General. 

A continuous radio watch is kept from 0800 to 1200 and 1300 to 
1621 hours Monday to Friday, except on public holidays. 

Outside these hours, a watch is kept when a vessel is expected 
and the pilot vessel is underway. 

ANCHORAGE: Within harbour, clear of charted cable and pro- 
hibited anchorage areas. Depths mostly average 10 fathoms. 
RESTRICTIONS: Radio pratique may be granted between 0600 
and 2200 on application to Department of Health. This means vessel 
may be berthed, Doctor and Customs then board and clearance is 
given alongside between those hours. Berthing may be restricted by 
tide conditions and draft but necessary for Master and Agents to 
contact Harbourmaster when ETA is known; Agent then notifies 
vessel as to when berthing will take place. 

MAX. SIZE: Fort Hill Wharf - |ength 350 ft., least depth alongside 
24 ft. Note. The water shallows abruptly immediately inside the line 
of the inner piles. 

Stokes Hill Wharf - outer face length 700 ft., least depth 32 ft. 
Will take ships up to 800 ft. Inner face length 700 ft., least depth 15 ft. 
antes Iron Ore Wharf - length (dolphin berth) 922 ft., least depth 
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Also see “Berthing”. 

HEALTH: Darwin is a First Port of Entry. The Quarantine Anchor- 
age is shown on Chart AUS 28. Vessels should avoid anchoring 
near the sunken wreck marked “foul"’, situated one cable Westward 
of the Quarantine Buoy. (Under the Quarantine Regulations, vessels 
are required to inform the Director of Health by radio of the state of 
health on board the vessel, and are advised to request wharf-side 
clearance.) 

Application direct to Health Department providing vessel healthy, 
if granted will enable berthing on arrival and clearance alongside 
between 0600 hours and 2200 hours providing also that berth avail- 
able. A vessel arriving from another Australian port with pratique 
granted is not required take any further action. Should vessel have 
suspected fever or disease on board it should be reported by radio 
to Health Department who take whatever action necessary. Also see 
“Melbourne”. 

Vessels carrying a qualified Medical Officer may be granted radio 
pratique. There is a Quarantine Station with accommodation for forty 
people, at East Arm, accessible by boat from the Quarantine 
Anchorage. 
pee Darwin Radio, call sign VID 6204 kc/s. 2182 kc/s. R/T 

c/s. 
TUGS: Join off berth. Charge made if tug's towing line only is used. 

A tug service is provided by Coastal Tug and Barge Company, 
pit 81-2622. This company also provides a boat for running mooring 

ines. 

The largest tug is m/v Goyder which is 1,400 h.p. 

Transport to vessels at anchor can also be arranged through this 
company. 

BERTHING: Some tide restrictions during springs particularly 
Fort Hill berth. 
Iron Ore Wharf: 860 ft. (262-13 metres) in length. Can accommodate 
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vessels up to 750 ft. (228-6 metres). Depth alongside 38 ft. (11-58 
metres). Height of deck above datum 34-5 ft. (10:15 metres). 

Travelling iron ore loader on wharf with an outreach of 46 ft. 
(14-02 metres). Gross loading rate 1,000 tons per hour. Length of 
travel 450 ft. (121-9 metres). Also used as a tanker berth, and is 
fitted with a 6 in. light marine diesel line, an 8-in. distillate line, a 
12-in. black oil line, a 10-in. white spirit line, and a 4-in. line for 
discharge of LP Gas. 

Grain Sorghum could be loaded at this berth utilising the iron ore 
loading equipment. Public and ships telephones are provided on 
this wharf. 

Stokes Hill Wharf: General cargo: container and passenger ships 
berth on outer face, small general cargo and fishing vessels berth 
on inner face. 

Length of berth 961 ft. (291-21 metres). Height of deck above datum 
344 ft. (10:62 metres), outer face, 31 ft. (9-45 metres) inner face. 
Depth on outer face 32 ft. (9:75 metres); inner face 15 ft. (4:75 metres). 
This wharf is connected to the North Australian railway system. The 
maximum axle load permitted on this wharf is 10 tons. Shore power 
is available from four outlets on the main face and three on the inner 
face. The supply is 60 amps, 3 phase, 415V 60 cycles AC. 

There are two cargo handling and transit sheds on the wharf, also 
waterside workers’ amenities, first-aid room and canteen, Harbour 
Master's, Customs and Stevedores' Offices. 

Public telephones and direct lines to taxi-cabs are installed on this 
wharf and ships’ telephones are available. 

Fort Hill Wharf: “‘T"' jetty, 350 ft. (106-66 metres) in length. Least 
depth of 24 ft. (7-32 metres). Height of deck 32-25 ft. (10°51 metres). 
On the inner face two berths of 160 ft. (48-77 metres) with 16 ft. 
(4-88 metres) of water. Mooring buoys are situated 250 ft. (76-2 metres) 
from each end of Fort Hill Wharf enabling vessels of up to 600 ft. 
(18288 metres) to be berthed according to the draft and tide. The 
berth is used mainly for bulk cargoes, timber, and discharge of bulk 
cement by pipe-line direct to a cement storage tank near wharf 
approach. It is also a tanker berth having pipe-lines of 6 in. for gas 
oil, 8 in. white spirit and 12 in. black oil. Shore power is available as 
per Stokes Hill Wharf. There is a public telephone on this wharf and 
a ship's telephone can be connected. 

Priorities: 

Navy: Bunkers only. 

Passenger Ships: one day. 

Freezer Ships: two days. 

A.N.L. Container Vessel: two days. 

Tankers: Priority at Fort Hill Whart. 

Tankers: Priority at Ore Berth if no Ore Ship is waiting. 

Ore Carriers: Priority at Ore Berth. 

Application for a berth must be made to the Harbour Master before 

the vessel's arrival. If no berth is allocated, the vessel should pro- 
ceed to anchor. 
STEVEDORES: ETA at least 24 hours before arrival as labour 
ordered before 1330 hours the day before required, except week-ends 
when labour ordered at 1330 hours on Friday for Saturday, Sunday, 
and Monday requirements. 

Waterside labour for cargo operations other than iron ore loading, 
tanker cargoes, and certain small exempt local traders and fishing 
vessels, is supplied through the Australian Stevedoring Industry 
Authority and ordered by the various stevedoring companies. The 
waterside workers’ hours and conditions of employment are fixed by 
award agreement between the Waterside Workers Federation and 
employees. 

As the provisions of the Waterside Workers award are so numer- 
ous, and in view of possible introduction of permanency, ship- 
owners are advised to obtain the latest information regarding labour 
from the Local Representative of the Australian Stevedoring In- 
dustry Authority, PO Box 270, Darwin: Telephone 81-2148. 

The main features concerning labour are: Two shifts Sunday to 
Friday: 


Day 0800 to 1700 
Evening 1800 to 2400 
Saturday 0800 to 1200 


Labour will extend 4 hours on Saturday or 2 hours after midnight 
if vessel can finish and sail. 

When Monday is a holiday, labour for Tuesday has to be ordered 
before 1300 on the previous Friday. 

RADAR/VHF: No port radar; VHF Channel 16 contacts Harbour 
Master's office and pilot vessel. 

MEDICAL: Medical facilities and hospital available. Certificates 
required for smallpox vaccination and cholera if vessel from certain 
overseas countries. 

TANKERS: Night movements subject to Harbour Master's per- 
mission. Usual to berth vessel at high water if necessary and dis- 
charge cargo to safe draft by next low water. 

Oil cargoes are discharged at Fort Hill or Ore wharves. Shell Oil 
Company own or lease pipe-lines to handle their own cargo. Other 
oil companies sub-lease the lines from Shell for their cargoes. 

Approximate discharging rates are: 

Black Oil 400 tons per hour. 

White Spirit 300 tons per hour. 

Distillate 100 tons per hour. 

DENSITY: Considerable variations experienced. Average 1025. 
FRESH WATER: Fresh water is laid on to all berths, at a rate of 
30 tons per hydrant per hour, the cost being 17c per ton and $3.00 
connecting fee. 

FUEL: All grades available by road tanker at all berths for small 
quantities. For large quantities, by pipe-line all grades are available 
at all berths except Boom Wharf, where distillate only is available. 

Approximate bunkering rates are: 
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180 tons per hour. 

Gas Oil 120 tons per hour. 

Fuel Oil 140 tons per hour. 

FIRE PRECAUTIONS: Watchman at approach to wharf. Towing- 
off wires on off side of vessel. 

GANGWAY/DECK /WATCHMAN: Required, owing to large rise 
and fall of tide. Ship's crew or shore watchman. 
OPENING/CLOSING HATCHES: Optional, if alongside usually 
done by watersiders; not alongside by crew. 

CUSTOMS ALLOWANCES: 200 cigarettes. One bottle spirits 
(26 oz.) three bottles beer. 

Regulations of the Commonwealth Department of Customs and 
Excise apply. The Customs Department also act for the Immigration 
Department. 

CARGO GEAR: As required by Australian Navigation Aot. See 
“Melbourne”. 
The Port Authority has available for hire: 
Cranes up to 16 tons capacity. 
Fork lifts up to 12,000 Ib. (5443 K). 
Trailers — 10 tons capacity. 
Side Loader - 25 tons capacity. 
Tractors. 

The above equipment is available for use outside the wharf area 
when not required for cargo operations. 

Hiring rates and conditions for all equipment are avilable on 
application to the Wharf Supervisor. 

There are also private cranes available with capacities up to 50 
tons. All mobile equipment that is required to be used in the Port 
Authority area must be hired through the Port Authority plant pool. 
FLOATING PLANT: 56 ft. (17:07 metres) pilot vessel Larrakia. 
Speed 12 knots. Fitted with radar, echo sounders, HF and VHF 
radios and fire fighting and oil dispersal equipment. Has sleeping 
accommodation for six and when not on pilotage duty is available 
for hire in Northern Territory waters to approved bodies for survey 
work etc., at $40 per hour during normal hours and $50 per hour in 
overtime hours. Daily rate on application to Harbour Master. 

43 ft. (13:11 metres) pilot vessel Gunyana. Speed 8 knots. Fitted 
with radar, echo sounder, HF and VHF radios. Available for harbour 
hire for approved purposes when not on pilotage duty at $20 per 
hour in ordinary hours and $30 per hour in overtime hours. 

25 ft. (7-62 metres) pilot vessel John Stokes. Speed 9 knots. Fitted 

with echo sounder, HF and VHF radios. When not on pilotage duty, 
is available for harbour hire for approved purposes at $15 per hour 
in ordinary hours, and $20 per hour in overtime hours. 28 ft. (853 
metres) 24 ft. (7°32 metres) open well pontoon with fixed leg derrick, 
capable of lifting 10 tons. 
CLIMATE: Monsoonal in character with prevailing cool dry south 
east winds from May to September, and warm, most north-west 
winds and frequent showers from November to March, while April 
and October are variable. Cyclones, which are common on both east 
and west coasts of Northern Australia, rarely affect Darwin. Rainfall 
averages 60 in. (152-40 centimetres) per year and temperature ranges 
from a mean daily maximum of 91°F (32:7°C) in October and Novem- 
ber to a mean daily minimum of 68°F (20°C) in June and July. 

Average monthly rainfall to the nearest inch is: Jan. 16 in., Feb. 

12 in., March 11 in., April 3 in., May $in., June nil, July nil, Aug. nil, 
Sept. $ in., Oct. 2 in., Nov. 4in., Dec. 9 in. 
TIDES: Darwin is a standard port in the Australian National Tide 
Tables which are obtainable from Admiralty chart agents. The 
maximum tidal range is 26 ft. (7-93 metres), the mean tidal range is 
12:2 ft. (3:72 metres). 

Tidal streams have a maximum rate of 4 knots in the approach 
channel and 24 knots in the vicinity of the berths. 
IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: Portuguese only. 

REPAIRS: Limited small repairs. Slipway capacity 240 tons. 
DIVERS: Divers are available. 

SHIPPING OFFICE: Shipping Office facilities are available for 
engagement and discharge of British crews. 

SURVEYORS: The Commonwealth Department of Shipping and 
Transport maintains a surveyor. There is a private surveyor who is 
also a Lloyds surveyor. 

REPATRIATION: Facilities available. 

AIRPORT: International and domestic flights. 

TIME: GMT plus 94 hours. Permanent. 

HOLIDAYS: Extraordinary Holidays (closed port). Good Friday; 
Labour Day (1st May); Picnic Day (1st Monday in August); Christmas 
Day (25th December). Other Holidays: New Year's Day (1st January); 
Anniversary Day; Easter Saturday; Easter Monday; Anzac Day; 
Queen's Birthday (June); Boxing Day. 
POLICE/AMBULANCE/FIRE: Tel.: Police 81-2121; Ambulance 
81-2244; Fire 81-2222. 

TELEPHONES: Public telephones are installed on Fort Hill and 
Stokes Hill Wharf. Direct lines to taxi companies on Stokes Hill 
Wharf. Ship's telephone connection on application to Wharf Super- 
visor. Connection and disconnection fee $10; $5 per day for local 
calls; and trunk line calls as booked. 

DELAYS: Port congestion and occasional short delays for tide. 
AUTHORITY: Correspondence to The Port Superintendent, NT 
Port Authority, PO Box 390, Darwin, NT, 5794. 


AGENT: Sub-agent of Patrick Agencies, Sydney, NSW. 


Marine Diesel 


DERBY, W.A.: 17.17 S. 123.35 E. (See Plan) 


CERTIFICATES/DOCUMENTS: See “Melbourne”. 

PORT LIMITS: All waters to South and Eastward of aline through 
eee Island in a 053°-233° direction to the mainland on each 
side. 

PILOTAGE: Not compulsory but recommended. Private Pilots 
arranged by agents Fremantle or Derby. Pilot boards Cockatoo Island 
in Yampi Sound. Two weeks advance notice required of Pilot re- 
quirement. 

ANCHORAGES: N.N.W. of North Mary Ann Island with Derby 
front lead bearing 141° dist. 6-4 miles. 

RESTRICTIONS: Numerous islands and reefs, strong tides. 
Navigate during day. 

MAX. SIZE: 575 ft. length. 

HEALTH: First port of entry. Vessel examined for pratique along- 
side. Also see “Melbourne”. 

VHF: Limited VHF, channels 6 and 16. 

BERTHING: Tide range one of biggest in the world. Berth along- 
side dries 2 ft. 6 in. at springs. Several patches dry, 1-2 ft. Ground in 
berth level and it is ‘Practice of Port" vessels stay aground if stay 
over tide. Important to note above for circulating water for ships 
auxiliaries, as vessel makes own arrangements on board. 
STEVEDORES: Irregular, but usually 3 gangs, 8 a.m.-5 p.m. with 
reasonable overtime. 

Wades Poe Oil - discharge connection 236 ft. from southern end 
of jetty. 

FRESH WATER: Up to 224 tons at 15 tons per hour. Could be 
restricted by drought. 

TIME: GMT plus 8 hours. 

CARGO GEAR: Due to extreme range of tide vessels. with short 
derricks will have difficulty at LW. Also see ‘‘Melbourne”. 
AUTHORITY: Harbour and Light Dept., 1 Cliff St., Fremantle, WA 
6160. 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 


DEVONPORT, Tasmania: 41.11 S. 146.24 E. 


PORT LIMITS: Within all waters that extend 3 miles to seawards 
bounded on the Eastward by an imaginary line drawn 000° distance 
3 miles from the coastline and intersecting the most Easterly point 
of Wright Island and to the Westward by another imaginary line 
drawn 000° distance 3 miles from the Western side of the entrance 
to the River Don, 

DOCUMENTS: See “Melbourne”. 

APPROACHES: Port situated 1 mile inside Mersey River, entrance 
to which sheltered by Mersey Bluff on West and by breakwater on 
East bank. Pilot boarding ground 1 to 2 miles off breakwater beacon 
on main leads. Good anchorage in vicinity boarding ground, but 
inadvisable remain at anchor during strong on-shore winds. Inner 
harbour provides all-weather shelter. 

PILOTAGE: Compulsory. 24-hour service. Pilot Boards 2 miles off 
entrance to harbour. 

RESTRICTIONS: Approach channel 25 ft. MLWS. Tidal range 
9 ft. Enquiries should be made for vessels exceeding 29 ft. draft 
or 600 ft. length. 

VHF: 24-hour service on 156:80 Mg/s. 

TUGS: Modern tug 1,200 h.p., also auxiliary 250 h.p. Additional 
tugs available at short notice. 

BERTHING: 6 berths. Berth lengths various from 550 ft. to 700 ft. 
Depths alongside 26 ft. to 30 ft. 

bia es se Two berths with 10-in. discharge lines for black and 
white oils. 

BULK HANDLING FACILTIES: 

Wheat. One berth, discharge connections to 8,000 ton capacity silo. 

Cement. One berth, loading connections from 4,000 ton capacity 
silos. 

Ores, etc. Two berths. One fitted with 16-ton grab and 40-ton 
capacity hopper. Ship's gear discharge on wharf apron on second 
berth. Conveyor available to load industrial sands. 

Roll on/Roll off Container Berths. Two berths fitted with stern 
loading ramps. Fully equipped to handle cellular and vehicle deck 
ships. One travelling crane 30 ton capacity. One fixed-legged 18-ton 
capacity crane. Six acres hardstanding storage area for |ISO container. 
Sixty power points for refrigerated units. 

Livestock Berth. One jetty with loading ramp and adjacent holding 
area. Suitable for ships up to 250 ft. length. 

MEDICAL: Hospital available 5 miles from port. 

REPAIRS: Limited repairs carried out, foundry and machine shop 
available. 

STEVEDORES: Agents for ships arrange stevedores. 

CARGO GEAR: Australian Navigation (Loading and Unloading) 
regulations apply. 

FRESH WATER: Available all wharves. 40 tons per hour. 
FUEL: Road tanker delivery only. 

TELEPHONES: Available each berth. 

HOLIDAYS: Work all days except Christmas Day, Good Friday, 
Anzac Day, Labour Day, Picnic Day W.W.F. 

TIME: GMT plus 10 hours (Summer time GMT plus 11 hours 
mid-October to mid-March). 

AIRPORT: Approximately 5 miles away. Regular service. 
DEVELOPMENT: Channel improvement in progress to deepen 
to 28 ft. MLWS. 

AUTHORITY : Marine Board of Devonport, PO Box 478, Devonport, 
Tasmania. 7310. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


ESPERANCE, W.A.: 33.52 S. 121.53 E. (See Plan) 


DOCUMENTS: The following documents should be available for 
inspection: 

Ship's Papers, including the following certificates: 

(a) Register. 

(b) Load Line. 

(c) Safety Equipment. 

(d) Safety Radio. 

(e) Safety Construction. 

(f) Australian Light Dues Receipt. 

(g) Articles of Agreement and Account of the Crew (or equivalent). 

(h) Western Australian ‘Port Bill" - Tonnage Dues Receipt. 

Valid Deratisation or Exemption Certificate. 

Crew's Identity Documents. 

International Vaccination Certificates of all persons aboard. 
PILOTAGE: Pilotage is compulsory except where Exemption 
Certificates are held. Radio “Harbour Master - Esperance” 48 and 
24 hours before arrival. VHF Channel 16 —- pilot boat and base set. 
Base set not manned continuously but pilot boat may be contacted 1 
hour before arrival. Pilot boat painted white with black rubbing band 
and white centre house. Word ‘‘Pilot’’ painted on both sides of house. 
Pilot boards 14 miles N.E. of Gull Island. Pilot ladder and ancillary 
equipment must comply with international regulations. Lee to be 
provided against swell. 

It is more usual for vessels to approach from the Westward. In this 
case use may be made of either West or Causeway channels. 
Approaching from the Eastward is not recommended during the 
hours of darkness or in weather which is in any way restricting 
visibility. 

ANCHORAGE: Vessels proceeding to anchorage should anchor 
in an East-North-Easterly direction from the Eastern extreme of the 
breakwater. Good holding is found in depths ranging from 14-5- 
27:5 metres. However, plenty of cable should be veered and at least 
six shackles is recommended. In the most boisterous conditions 
vessels have held well with from six to eight shackles out. However, 
the vessel should always be watched. A pilot ladder and not accom- 
modation ladder is recommended for vessels at anchor due to the 
swell conditions which normally prevail at the anchorage. 
BERTHING/RESTRICTIONS/MAX. SIZE: The port is divided 
into two areas, namely the Tanker Jetty and the Inner Harbour. 
There is a tidal range of 0:4-1:0 metres. 

The Tanker Jetty is situated 1 mile North of the Inner Harbour 
and has a depth of 10-97 metres in the approaches and 9:6 metres 
alongside. The Jetty is exposed to the E.S.E. Vessels are berthed 
“head-in". Maximum mean draft must not exceed 9:14 metres; 
however, vessel may be trimmed by stern but must not exceed 
9-75 metres aft. The maximum length of vessel permitted 171 metres. 

The Inner Harbour consists of one land-backed berth of 244 metres 
(No. 1). A second berth of 213 metres in length adjoining the first is 
to the S.E. (No. 2). The depth in the approach channel, manoeuvring 
area and alongside is 11 metres. Maximum draft permitted is 10-4 
metres and length overall 186 metres. On occasions it may be pos- 
sible to exceed this draft but reference must be made to the Harbour 
Master before so doing, who may at his discretion permit an increase 
dependent on tide and prevailing weather conditions. 

At all berths shore coir and/or nylon springs are used to supple- 
ment ships moorings. 

Twenty-four-hour port but entry not generally carried out at night. 
PRATIQUE: Vessels requiring ‘Free Pratique” are cleared be- 
tween 0600 and 2000 hours daily. 

Vessels may be cleared outside these hours upon request and at 
the discretion of the local Medical Officer. 

Vessels are cleared alongside and rarely at anchor. 

Please also note that a Health Message is required at the first 
port of entry from overseas. This is to be despatched within the 
period 12 and 24 hours prior arrival at the first port of entry, and to 
advise the following information: 

Name of vessel, and ETA. 

Last port of call. 

Date of departure. 

Number of crew on board. 

Number of passengers on board (if any). 

Confirmation that all on board have valid smallpox vaccinations 

and details of any sickness. 
RADIO: Esperance: Radio call sign VIE (operative from 7 a.m. to 
8 p.m.). Perth: Radio call sign VIP (continuous). 

Port VHF limited to Channels 6 and 16. 

TUGS: One tug with 9} ton bollard pull will be used. 
STEVEDORES: 400 men. Working hours 0800-1700, 1800-2400, 
0000-0700. ETA to Agent by 1600 previous day for labour require- 
ments Tuesday to Friday. For weekend and Monday ETA to Agent 
by 1600 Friday. Notice for pick-up has to be posted by 1700. 
OPENING OF HATCHES: Preferably handled by crew or as per 
charter party. 

MEDICAL: Advance notice not required. Normal facilities and 
hospitalisation available. 

DENSITY : 1026-1028. 

FRESH WATER: Available at all berths; 25 tonnes per hour; 
charge, 16-5 cents per kilolitre. 

FUEL: Available by road tanker only. Advise Agent of grade and 
quantity at least one week before arrival. 

GANGWAY/DECK WATCHMEN: Shore watchman is supplied 
at entrance to Tanker Jetty in the case of tankers only. Shore watch- 
men are available if requested by vessel. It is more normal for ship 
to provide gangway watchmen from crew. Irrespective a gangway 
watchman must be on duty at all times at any berth. 


AUSTRALIA 


CUSTOMS ALLOWANCES: 200 cigarettes or 250 grammes 
cigars or 250 grammes tobacco. One litre of alcoholic liquor, wine 
or beer. 

CARGO GEAR: No shore cranes and discharge effected by ship's 
gear. Inner Harbour berths, two link belt bulk loaders used. One 
loader for grain and salt at No. 1 berth. One loader for nickel con- 
centrates at No. 1 and No. 2. Rates achieved on various commodities 
— salt 850 t.p.h., grain 500 t.p.h., nickel concentrates, copper con- 
centrates, magnesite 200 t.p.h., phosphate and sulphur 25/30 t.p.h. 
with conventional ship's gear in union purchase. 
IDENTIFICATION CARDS: see “Melbourne”. 

CONSULS: Nearest at Fremantle. 

REPAIRS: Welding, rewinds, under-water inspections. Large 
structural repairs not possible. 

DRY DOCKS: Nil. 

REPATRIATION: Facilities exist for repatriation of crews. 
AIRPORT: Feeder airline services connect with Perth and inter- 
national flights. Nine flights per week in either direction. Airport is 
15 miles from harbour area. 

TIME: GMT plus 8 hours. 

POLICE/AMBULANCE/FIRE: Police Esperance 17; Ambulance 
Esperance 318; Fire Esperance 328. 

TELEPHONES: Available all berths. 

SHORE LEAVE: Crew allowed ashore provided Immigration Act 
complied with in relation to Identification Cards. 

DELAYS: Not normally encountered. Vessels remain at anchorage 
even if berth is clear unless loading/discharging or making 
preparations for same, due swell conditions which are sometimes 
encountered. 

AUTHORITY: Esperance Port Authority, PO Box 35, Esperance, 
WA 6450. 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 


FREMANTLE, W.A.: 32.1 S. 115.47 E. (See Plan) 


DOCUMENTS: See “Melbourne”. Also Inward and Outward 
manifests accordance Regulations Nos. 142 and 143 and schedule. 
These documents supplied by ship's Agents. 

APPROACHES: Channel leading from Gage Roads into Cock- 
burn Sound presently 45 ft. (13:7 m.) deep, planned to be deepened 
to 55 ft. (17 m.) to take ships of 120,000 tonnes. 

PILOTAGE: Pilotage is compulsory in the Port of Fremantle except 
for ships not exceeding 150 gross registered tons, and for coastal 
and inter-state ships, the Masters of which hold operative Pilot 
Exemption Certificates. There are two pilot boarding grounds: the 
non-compulsory ground which is situated 2 miles North-West of 
the Fairway Buoy, and the compulsory pilot boarding ground in 
Gage Roads to the Westward of Hall Bank Buoy, which is approxi- 
mately 2 miles from the entrance to the Inner Harbour. Itis necessary 
for all vessels to give 24 hours notice by radio telegraphy of the 
expected time of arrival at Fairway Buoy, followed by a second 
notice, confirming or amending the previous notice, 2 hours ahead 
of the expected arrival time in that locality. 

Ships requiring a Pilot at the non-compulsory ground must include 
this requirement in their 24 hours notice of arrival. 

Three pilot vessels available, royal blue hull, white superstructure. 
Pilots may be contacted by VHF Channels 16, 12 and 6. 
ANCHORAGES: Gage Roads 44 ft. (13-4 m.) Owen Anchorage 
42 ft. (12:8 m.) Cockburn Sound 50 ft. (15 m.). 

RESTRICTIONS: /nner Harbour: Basin and entrance channel 
dredged to minimum of 36 ft. (11 m.) below datum. 

Outer Harbour: Main approach channels dredged to minimum of 
45 ft. (13-7 m.) below datum — secondary channels leading to alumina 
refinery jetty and steelworks jetties dredged to minimum of 38 ft. 
(11:6 m.) below datum. 

MAX. SIZE: Limited by draft. 

Outer Harbour, up to 41 ft. 6 in. (12-6 m.) draft. 

Inner Harbour, up to 32 ft. (9:7 m.) draft but with suitable tide and 
by progel permission of Harbour Master up to 34 ft. 6 in. (10-5 m.) 
draft. 

Tankers: The maximum ship draft acceptable at the Oil Refinery 
Jetty at Kwinana is 41 ft. 6in., this being the maximum draft permitted 
in the approach channels. 

HEALTH: No restrictions except quarantine. Doctor not normally 
available between 2200 and 0600 hours. See “Melbourne”. 

Port Quarantine Regulations : 

(a) The accommodation, galley and other areas must be free from 
cockroaches and rodents. 

(b) Garbage cans, either belonging to the ship or to Fremantle 
Port Authority, when used must be at all times covered with satis- 
factory tops. 

(c) Rat guards must be fitted to all lines and regularly checked 
including weekends where the Department of Health have increased 
their inspections. 

Itis also to be noted regardless of the existence of current derating 
or deratisation exemption certificates, all vessels are inspected for 
rodents. 

RADIO: VIP Perth. 
TUGS: /nner Harbour: Five available up to 2,600 h.p. (1,940 kW), 
join vessel in Gage Roads - extra charge if tug's line is used. 

Outer Harbour: Inner Harbour tugs proceed to Outer Harbour 
berths except oil refinery berths where two special tugs equipped 
as fire tenders are stationed. Tugs join ships approx. 24 miles from 
berths - extra charge if tug's line is used. 

BERTHING: /nner Harbour: Victoria Quay — continuous quayage 
5,359 ft. (1,633-3 m.); 8 berths. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


North Quay — continuous quayage 5,877 ft. (1,604-3 m.); 10 berths. 
Lay-up berth (No. 11) 642 ft. (195-7 m.); 1 berth. Container berth 
(No. 12) 893 ft. (272-2 m.); 1 berth. 

All berths in the Inner Harbour, including Victoria Quay, North 
Quay and the container berth are dredged to a minimum of 36 ft. 
(11 m.) below datum. 

Outer Harbour: Alumina Refinery Jetty, length of berth 800 ft. 
(244 m.), depth 38 ft. (11-6 m.). Steelworks Jetty No. 1, length of 
berth 640 ft. (195 m.), depth 38 ft. (11-6 m.). Steelworks Jetty No. 2, 
length of berth 880 ft. (268 m.), depth 40 ft. (12:2 m.). Oil Refinery 
Jetty, see Tankers” below. Bulk Cargo Jetty, length of berth 846 ft. 
(259 m.), depth 44 ft. (13-4 m.). Explosives Jetty, length of berth 250 ft. 
(76 m.), depth 11 ft. (3-3 m.) to 27 ft. (8:2 m.). 

STEVEDORES: Shipboard stevedoring by private contractor, shore 
side by FPA - usually arranged by ship's Agent. ETA sould include 
particulars of cargo, showing heavy lifts, dangerous or hazardous 
cargoes, hatch stowage, gangs required, etc. 

MEDICAL: Notice not necessary but advisable if treatment required. 
Full hospital facilities available. Cholera and smallpox vaccinations 
essential if ship comes from affected areas. International certificates 
must be current. 

TANKERS: Kwinana Oil Refinery Jetty: 2 berths for tankers up to 
752 ft. (229 m.) — depths 44 ft. (13-4 m.) and 45 ft. (13-9 m.) 1 berth for 
tankers up to 860 ft. (262 m.) — depth 45 ft. (13:7 m.). Oil separation 
tanks ashore serve each berth. 

DENSITY: Salt 1025, generally at all tides. 

FRESH WATER: Available 24 hr. a day, delivered by hose up to 
400 tonnes an hour, 16°5 cents per kilolitre. 

FUEL: Marine fuel (2 grades); Marine diesel. Notice 14 days then 


48 hrs. 

FIRE PRECAUTIONS: Watchman to be on duty. Ship heading 
out. Fenced off on land. Buoys 50 ft. (15 m.) out from ship marking 
prohibited area. 

DEVELOPMENTS: State Government approval has been granted 
in principle for the development of three deep-water berths at Point 
Peron adjacent to the causeway linking Garden Island with the 
mainland. 

A contract has been let for the construction of a bulk grain jetty 
at Kwinana to serve Co-operative Bulk Handling Ltd's. grain terminal 
now being built. 

The jetty will be equipped with conveyors and ship loaders capable 
of handling bulk grain at the rate of 5,000 tons an hour. It will eventually 
be able to handle vessels up to 100,000 dwt. 

GANGWAY/DECK WATCHMAN: Watchman required - member 
of crew, or shore-based watchman available. Ordinary rate currently 
A$2-36 an hour. 

OPENING/CLOSING HATCHES: By arrangement between 
ship's Agent and Stevedore. 

CERTIFICATES: Health; Deratisation; Load Line; Ship's Register; 
Articles. Also see “Melbourne”. 

CUSTOMS ALLOWANCE: According to local customs dept. 
CARGO GEAR: Strict surveillance of cargo handling gear by 
Commonwealth Government Dept. of Shipping and Navigation. Also 
see “Melbourne”. 

IDENTIFICATION CARDS: See “Melbourne”. 


CONSULS: 

America, United 
States of Italy 

Austria Japan 
Belgium Netherlands 
Denmark Norway 
Finland Philippines 
France Portugal 
Germany Sweden 
Guatemala 


REPAIRS: All types of deck and engine repairs possible. 

DRY DOCKS: No dry docks - slipway up to 3,000 T. 
REPATRIATION: Facilities exist for repatriation of crews. 
AIRPORT: 17 miles (23 km.) to Perth International Airport. 
TIME: GMT plus 8 hours. 

HOLIDAYS: Extraordinary Holidays — Port closed: Labour Day (1st 
Monday in March); Good Friday; Anzac Day (25th April); Union 
Picnic Day (celebrated on the first Tuesday in November); Christmas 
Day (25th December). 

Ordinary Holidays: New Year's Day (1st January); Australia Day 
(celebrated on a Monday late in January); Easter Monday; State 
Foundation Day (1st Monday in June); Boxing Day (26th December). 

On ordinary holidays waterside labour available to work ships in 
following categories: 

(a) Scheduled passenger ships. 

(6) Marine casualties. 

(c) Ships that can complete cargo handling operations prior to the 

next engagement of labour. 
POLICE/AMBULANCE/FIRE: Victoria Quay Police Station Tel. 
35.2783 or 35.5016; Ambulance 35.1601; Fire Brigade 35.6262. 
TELEPHONES: Telephones can be supplied to any vessel — $12 
installation time plus proportion of annual rental plus cost of calls. 
SERVICES: All special services available. 
REGULATIONS: Normal port regulations. Special Regulations for 
Tankers berthing at Oil Refinery Jetties. 
AUTHORITY: Fremantle Port Authority, 1 Cliff Street, Fremantle, 
Western Australia 6160. Tel. 35.3981. Cable Address ‘‘Fremport”. 


AGENT: Patrick Agencies, POB 656, No. 1 Mouatt Street, Fremantle, 
W. Australia 6160. Tel. 35-6311. Telex Perth AA 92434. Cables: 
“Rikpat Perth WA." 
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GEELONG, Victoria: 38.09 S. 144.22 E. (See Plan) 


PORT LIMITS: A line in a 1504° direction from a beacon 14 chains 
West of the Little River entrance intersecting with a line in a 009° 
direction from the North-West extremity of Sproat St., Portarlington. 
N.B. - This seaward limit passes two cables Eastward of No. 2 
beacon Pt. Richards channel. 

DOCUMENTS: 

3 Crew Lists Form M & S 11. 

1 Store List Form 42A. 

1 Articles owned or in possession of Master, officers or crew, 

Form 5. 

Three ports of call Form C & E 886. 

1 Form QA 3 ship's cargo. 

1 Form QA 4 ship's pets. 

2 Form QA 5 Shipmaster's bond. 

2 Form AQ 360 Health reports. 

PILOTAGE: See ‘Melbourne’. Radio ETA to “Seapilots Mel- 
bourne” 24 hours prior arrival advising deepest draft and requesting 
pratique. Pilot vessel equipped with radio-telephone continuous 
watch on 2182 kHz., and VHF Channels 16, 12, 8 and 6. Pilots carry 
portable sets. Deep laden tankers advised to rig pilot ladder from 
bridge to avoid swamping boat. 

ANCHORAGES: 

1. Quarantine. As directed. 

2. Explosives. 

(a) Outer: 088° from Pt. Wilson Beacon 3-52 miles. Circle 0:25 

miles (463 m.) radius. Depth 32 ft. (9:7 m.). 
(6) Inner: 077° from Pt. Wilson Beacon 1:77 miles. Circle 0:15 
miles (278 m.) radius. Depth 21 ft. (6-4 m.) 
3. Vessels over 30 ft. (9:1 m.) draft: outside No. 2 Beacon Pt. Richards 
and South of the line of prolongation of the Pt. Richards 
Channel. Least depth 12:5 m. 
4. Vessels over 27 ft. 6 in. (8-4 m.) draft: East of and within one mile 
of No. 14 Beacon Pt. Richards Channel. Least depth 9-1 m. 
5. Inner Harbour: Reference Point B.W. Pier F.R. Triangular Light 
(38° 6.9’ S., 144° 21.8’ E.). 
(a) 067° 9:3 cables (1,722 m.) from the above position. Least depth 
29 ft. (8:8 m.). 

(b) 092° 8-2 cables (1,520 m.) from the above position. Least depth 
29 ft. (8-8 m.). 

(c) 117° 8:7 cables (1,612 m.) from the above position. Least depth 
29 ft. (8-8 m.). 

(d) 133° 1-42 miles (2,613 m.) from the above position. Least depth 
26 ft. (7-9 m.). 

(e) 147° 1-43 miles (2,631 m.) from the above position. Least depth 
26 ft. (7-9 m.). 

Masters of vessels are cautioned (a) that the bottom of the Inner 
Harbour is soft mud and is not good holding ground and (6) that 
vessels should not be immobilised unless with the express per- 
mission of the Harbour Master. 

RESTRICTIONS: Vessel must have at least 2 ft. (0°6 m.) of water 

under the keel with a maximum of 6 in. (0-15 m.) for tide. 

Night navigation is not permissible for any vessel over 34 ft. 

(10:36 m.) draft or inward 700 ft. (213-34 m.) in length. 
MAX. SIZE: Tankers: 825 ft. (250 m.) length with 34 ft. 6 in. (10:5 m.) 
draft. Other vessels: enquiries should be made with regard to vessels 
over 658 ft. (200 m.) length. 
HEALTH: An oversea vessel approaching the port requiring 
pratique shall send a message to the Quarantine Officer not more 
than 24 hours and not less than 12 hours before arrival containing the 
following information: name of vessel, ETA, number of passengers, 
number of crew, number of passengers disembarking, port of 
departure and date, disease on board. 

On arrival the health report shall be given to the Quarantine Officer, 
two copies being furnished on the prescribed form, one of which will 
be signed by the Quarantine Officer and returned to the Master. 
RADIO: Coastal radio station for local messages ‘Radio Mel- 
bourne” VIM. The Geelong Harbor Trust Commissioners maintain a 
Signal Station at Point Henry at which a 24-hour watch is kept. 
(38° 7’ 51” S., 144° 25’ 28” E.) The building is a cream brick tower 37 ft. 
in height to the roof, situated at the Northern end of the high land of 
Point Henry, andis surmounted by a white signal mast. Movement of 
traffic within the port is controlled through the Signal Station. 
Communication is affected as follows: 

1. Telephone. Geelong 9-4810. 

2. Radio Telephone VHF F/M (International Channel). 

(i) Channel 16. 156-8 M/cs Calling (continuous watch). 

(ii) Channel 12. 156-6 M/cs Working. 
(iii) Channel 8. 156-4 M/cs Pilots and Tugs (continuous watch). 
(iv) Channel 6. 156:3 M/cs. Tugs. 

These frequencies are the same as those operated by the pilot 
vessels, Point Lonsdale Signal Station, Melbourne Harbour Control 
and all Port Phillip Tugboats on commercial towage. 

There is alink set situated at Portarlington, operated remotely from 
Point Henry, on which a continuous watch is also kept (Channel 8), 
which covers vessels in the approaches to the port. 

TUGS: Vessels normally towed from Hopetown Channel to berth, 

extended towage if required. Four large and two small tugs available, 

the largest tug is licensed fer ocean work. Use of tug's line optional. 

STEVEDORES: Labour ordering: Day labour must be ordered by 

1600 the preceding day. Twilight shift labour by 1600 preceding day, 

ditto midnight shift, but these can be subject to confirmation 0800. 

Saturday labour must be ordered by 0900 Friday, Sunday labour by 

1100 Friday (day and twilight shift), Sunday midnight before 0900, 

Friday. Monday labour is ordered at 1600 Sunday. Ships can order 

for a 1000 start, at 1600, which is subject to 0800 confirmation. Special 


requirements exist for labour requirements on public holidays. 
BERTHS: 

No. Length Depth Use and Facilities 

(m) (m) 

Cunningham Pier 4 328 97 Gen. cargo - cargo shed 
137 m. x 15 m. Rail access. 
Bulk grain export. Gantry 
extends 154 m. of berth. 
Stern loading ramp for 


roll-on/roll-off. Rail access. 


Bulk Wheat Pier 2 201 
Corio Quay South1 1 183 9-7 


Corio Quay South2 1 128 97 Reserve. 

Corio Quay South3 1 146 97 Reserve. 

Corio Quay North1 1 183 9:7 Steel and dry bulk cargo. 
e».4 183 97 Rail access Four 6 t. Portal 


cranes. Gen. cargo shed 
91 m. x 30:5 m. 

Gen. cargo. Shed 97.5 m. x 
27m. 

Dry bulk cargo. 


Corio Quay North3 1 161 9- 
Lascelles Wharf 1 1 1730 a8: 
‘ 1 


7 
0 
173 0 Four 74t. Portal cranes. 
Cargo shed 30 m. * 27m. 
Refinery Pier1&2 2 213 11:0 Petroleum products. 
1A 1 65 5:0 LP gas export. 
3&4 2 275 11:0 Crude oil, chemicals. 
Pt. Wilson 
Explosives Pier 2 168 9:1 Dangerous cargo. 
Commonwealth Govern- 
ment controlled. 
Pt. Henry 1 152 91 Bulk alumina and allied 


products. Unloading 
gantry. 
TANKERS: Refinery Pier. Four berths, depth alongside 36 ft. 
(11 m.) Pumping platform 16 ft. (4-9 m.) above low water, wharf 12 ft. 
(3-7 m.) above low water. One-ton crane at each berth and accommo- 
dation ladder. 

Nos. 1 and 2 Berths: Pier 2,909 ft (887 m.) long, direction 315°, 
berth 700 ft. (213 m.) approx., suitable for ships up to 200 m. LOA. 
Ships moor to two spring dolphins 61 m. apart; pumping platform 
set back 1:7 m. from line of these dolphins. Barge platform inshore 
of each berth. 

Nos. 3 and 4 Berths: a branch from the main pier, direction 330°, 
berth 275 m. approx., suitable for ships up to 260 m. LOA. Ships 
lie alongside a concrete sprung berthing beam 73 m. in length. 
8 in. hoses — reduction from 10 in. available. Shore accommodation 
ladder provided at all berths. Ballast and slop discharge available all 
berths. 

MEDICAL: Comprehensive medical facilities available, including 
459-bed Geelong Hospital. If vessel to be in port less than 24 hours it 
is advisable to radio Agent informing time of medical requirements 
prior to vessel's arrival. 

DENSITY : Normally 1025, may decrease to 1023 after much rain, or 
increase to 1027 in summer after prolonged dry spell. 

FRESH WATER: Available at all berths from shore hose at 40-50 
t.p.h. Water may be provided to vessels at anchor by using a tug as 
waterboat, delivery 25-30 t.p.h., tug hire $90 per hour. At Lascelles 
Wharf, special water delivery facilities available from 9 in. main at 
150 tons per hour. Charge 20c per kilo. 

FUEL: Marine fuel to 650 sec. and diesel fuel available Corio Quay 
North and Lascelles Wharf; all grades to 3,500 sec. available at 
Refinery Pier berth. 

FIRE PRECAUTIONS: Stringent restrictions against burning or 
welding on vessels. carrying dangerous cargoes. Standard fire 
precautions. 

GANGWAY/WATCHMEN: Available if required by Master. 
Penalty rates after hours. 

OPENING/CLOSING HATCHES: Crew or stevedores, to Master's 
requirements. It is normal to request bulk carriers to arrive at berth 
with hatches all open. 

CERTIFICATES: 

Deratisation Certificate (Health Requirement). 

Ship's Articles (British) (Customs requirement). 

Ship's Register a a 

Load Line Certificate i or 

Safety Equipment Cert. i ” 

Safety Radio Cert. " " 

Last Port Clearance ” ” 

CUSTOMS ALLOWANCE: 200 cigarettes, 8 oz. pipe tobacco, 40 
cigars. Spirits: any bottle opened not to exceed one quart. 

CARGO GEAR: Australian Navigation Act requirements. See 
“Melbourne”. 

IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: Italian Vice-Consul in Geelong. Other Consulates in 
Melbourne available if required: 


Austria Germany Peru 
Belgium Greece Philippines 
Brazil Honduras Portugal 
Chile Iceland Spain 
China Japan Sweden 
Denmark Latvia Switzerland 
Dominican Mexico Thailand 
Ecuador Monaco Uruguay 
Finland Netherlands USA 
French Norway Venezuela 


Panama 
REPAIRS: All services available. Most Melbourne repair and 
service firms will also undertake work in Geelong. 
DRY DOCKS: Slipways only. 


AUSTRALIA 


REPATRIATION: Possible without difficulty. 

AIRPORT: Nearest major commercial airport is Tullamarine, 50 
miles distant, from which there are frequent interstate and inter- 
national flights. Airport accessible by road in about 1 hour 15 
minutes. 

TIME: GMT plus 10 hours. Summertime, GMT plus 11 hours. 
HOLIDAYS: Closed holidays: Christmas Day; Waterside Workers 
Picnic Day; Labour Day; Good Friday; Anzac Day (Tanker operations 
excepted). Other holidays: Australia Day; Queen's Birthday; Gee- 
long Cup Day. 

TELEPHONE: Always placed aboard on arrival; ship charged for 
trunk line calls, etc. 

SERVICES: Cleaning, painting, fitting out, etc., fumigation, 
licensed compass adjuster. Good fresh stores available. 
POLICE/AMBULANCE/FIRE: Police 9 8111; Ambulance 21 2655; 
Fire 21 2755. 

SHORE LEAVE: No restrictions. Seamen aboard vessels berthed 
at Refinery Pier sign book on leaving pier and again on re-entering; 
this is in lieu of any form of dock pass. 

AUTHORITY: The Geelong Harbor Trust Commissioners, 65 
Brougham Street, Geelong, Victoria 3220. PO Box 344, Cable address 
“Harbor” Geelong. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


GERALDTON, W.A.: 28.46 S. 114.36 E. 


PORT LIMITS: Inner Harbour includes all that area of water in 
Champion Bay bounded by a line drawn from Gregory Street, 
Geraldton, along the foreshore to a point due south of the Western 
extremity of the breakwater; thence along the breakwater to the 
Western extremity of the Eastern breakwater; thence South-Easterly 
to the foot of the said Gregory Street, and also including the Entrance 
Channel thereto. 

Outer Harbour includes all that area of water in Champion Bay 
bounded by an imaginary line between Point Moore lighthouse to a 
point 24 miles true North; thence true East of the shore to the main- 
land, but excluding the waters of Geraldton Inner Harbour and the 
Entrance Channel thereto. 

ETA: “Shipserve Harbour Master Geraldton"’ requires 48 and 
24 hours notice prior arrival. The 24 hours message should be 
timed to be delivered before 4.30 p.m. local time on the day before 
arrival so that arrangements can be finalised, when possible, in 
working hours. Please also indicate maximum draft in the 48 hours 
notice. 

CERTIFICATES/DOCUMENTS: Quarantine notice and declara- 
tion QA3 Form A, Quarantine Notice QA 4 Form E2, Shipmaster's 
Bond QA 5, Departure Notice, 2 Crew Lists. Also see ‘‘Melbourne”. 
PILOTAGE: Compulsory. Pilot Boards in position with Point Moore 
Lt. Ho. 2 m. bearing 135° if conditions abnormal Pilot launch may not 
be able to reach this position then Port Authority would advise 
boarding point. Usually off Inner Knoll Buoy. 

ANCHORAGE: Point Moore Lighthouse bearing 195° distance 2-2 
miles in 6 fathoms. Good holding. 

MAX. SIZE: 700 ft. Length; 28 ft. 6 in. max. loaded draft. 
RESTRICTIONS: Swells up to 14 ft. in outer approaches. Loaded 
ships advised not to enter when swell excessive. 

Bluff Point leads or Outer Channel. Depth of water 34 ft., minimum 
LWIS width of channel 500 ft. 

Turning Area (Inner Knoll Buoy to Inner Harbour Channel). Depth 
of water 31 to 36 ft. LWIS. 

: ‘ip Harbour Channel. Depth of water 30 ft. LWIS, width of channel 
00 ft. 

Dredging work in operation to increase depth to minimum of 32 ft. 
HEALTH: First port of entry, radio Port Authority not less than 
12 hours prior to arrival advising state of health. Also see “Mel- 
bourne”. 

TUGS: One - 13 tons bollard pull. Compulsory. 

RADIO: VHF available for communications with Pilot. Channels 

6, 9, 12 and 16. 

BERTHING: The wharf is divided into four berths numbered 1, 2,3 
and 4 from East end, three 548 ft. in length and the fourth 594 ft. 

No. 1. Berth has a transit shed with a 1,000 ton capacity, and an 
old shed which has been used for bulk storage of wheat and salt. 
The berth is used as a general purpose berth. 

No. 2. Used as the tanker berth, and also for the discharge of bulk 
phosphate, sulphur and allied cargoes. Also for loading bulk cargo 
other than wheat. General cargo can also be handled and facilities 
are available for the holding and loading of sheep. Has an unob- 
structed apron of 90 ft. for almost the full length of berth. 

No. 3. Berth mainly for loading of bulk grain. There are two loading 
gantries on the wharf each capable of loading wheat at the rate of 
400 tons per hour. 

No. 4. It will be possible to use No. 4 for general purposes, but an 
ore-loading gantry and conveyor system has been erected and iron 
ore loading will have priority. 

CARGO GEAR: See “Melbourne”. 

STEVEDORES: 90 men working hours 8 a.m.-5 p.m. Monday- 
Friday. Extended shifts Monday-Thursday. Evening shifts all days 
except Saturday. 

FRESH WATER: At each berth 10-15 tons/hour. 

FUEL: Light diesel, heavy fuel oil 80 tons/hour. 

REPAIRS: Engine repairs available. 

CUSTOMS ALLOWANCES: Each crew member 200 cigarettes or 
40 cigars or 8 oz. tobacco and limited amounts spirits per man. 
TIME: GMT plus 8 hours., 

TELEPHONES: Available at each berth (ordered through Agent). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


AUTHORITY: Geraldton Port Authority. 
AGENTS: Sub-agent of Patrick Agencies, Fremantle. 


GLADSTONE, Queensland (including Barney Point): 
23.50 S. 151.15 E. (See Plan) 


PORT LIMITS: Inside a line commencing ata point 14 miles North 
of East Point, Facing Island; thence to the outer extremity of Jenny 
Lind Bank, and thence by a line to Tiber Point. 
DOCUMENTS: See “Melbourne”. 
PILOTAGE: ETA'’s may be sent through Brisbane or Rockhampton 
Radio Stations, not less than 24 hours before arrival, followed by 
amended advices where necessary as takes pilot launch 2 hours to 
reach Fairway Buoy from town. Pilotage compulsory all merchant 
ships. Pilot boards at Fairway Buoy. VHF Channel 16 may be used 
to contact Pilot Station, call sign ‘Gladstone Harbour Control’; 
24 hour watch maintained. Pilot boat also has VHF. Pilot boat 
orange launch and displays usual signals. 
ANCHORAGE: Good anchorage inside Gatcombe Head about 7 
cables South of Bushy Islet in 8 to 10 fathoms, sand and mud, north 
of Facing Island leads. 
RESTRICTIONS: The port is served by an entrance channel, 
some 6 miles long, with a bottom width of 600 feet, dredged to 34 feet 
at low water. 

The allowable draft of a vessel passing through the channel is 
determined by the following formula: 

Allowable draft in feet — 34 +- tide height — 5 feet. 

The 5 feet is deducted to allow for keel clearance. 

The maximum daily tide height is 16 feet. 

The minimum daily tide height is 9 feet. 

Tankers carrying petroleum products may enter during hours of 
darkness only at Harbour Master's discretion. 
MAX. SIZE: Maximum draft for entrance channels varies from 
38 ft. (11°58 m.) to 42 ft. (12:80 m.), depending upon tidal conditions. 
Length and breadth dependent upon wharf to which vessel is to 
proceed. Principal wharves are: 
Auckland Wharf No. 1 Depth 37 ft. at LW 
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HEALTH: Pratique granted when alongside wharf, unless proceed- 
ing anchorage inside port, which case quarantine officials board 
anchorage. Agents should be advised in advance in event any 
suspected fever or disease on board. Pratique granted in Austral- 
ian ports normally covers vessel for any subsequent ports. 
Also see “Melbourne”. 

RADIO: Radio messages passed to Agents via any coastal radio 
station. All shipping cables to Agents, etc., should be prefixed 
“Shipserv" to enable delivery destination outside ordinary postal 
hours if necessary. 

TUGS: Four tugs in service. Tugs normally join vessel in vicinity 
of South Trees Point. Tug's lines always used when vessels are 
piloted. There is no extra charge for use of tug’s lines. 
BERTHING: Large vessels requiring load coal either Auckland 
Point Wharf or Barney Point Wharf normally swing and berth star- 
board side to, head to sea, on flood tide. Smaller vessels using these 
berths either port or starboard side to, depending upon tide. Vessels 
requiring discharge bauxite South Trees Island Wharf berth at 
periods of slack water (high or low) only. Vessels loading alumina 
this wharf berth either on flood tide or slack water - never on ebb tide. 
Tankers with petroleum products do not berth during hours of 
darkness. 

Auckland Wharf: Three berths owned by Gladstone Harbour Board, 
total length of wharf 1,896 ft. with dolphins at either end. Cargo 
handled: coal, pyrites, wheat, sorghum, meat, petroleum products, 
general and heavy lifts. 

Barney Point: One berth owned by Theiss Peabody Mitsui Coal 
Pty iss total length of berth 672 ft. with dolphins. Cargo handled: 
coal. 

South Trees Wharf: Two berths owned by Queensland Aluminia 
Ltd., total length of wharf 1,586 ft. with dolphins at either end. Cargo 
handled: alumina, caustic soda, bauxite and fuel oil. 

BULK HANDLING FACILITIES: See Table below. 

STEVEDORES: Special ETA advices necessary if week-end labour 
required and must be ordered by 2 p.m. on previous Friday. Monday 
labour for vessels arriving after Friday must be ordered by 3 p.m. on 


Auckland Point 


Auckland Point 


Friday. Main commodities (other than coal, bauxite and alumina) 
requiring shore labour, is frozen meat. Average loading rate frozen 
meat 7-8 tons per hour/per gang. 
MEDICAL: Dependent duration stay in port, prior notice for medical 
attention not required (other than notice of infectious diseases). 
Hospital facilities available. Current vaccination certificate for each 
member of crew required. 
TANKERS: Diameters of discharge lines 12 in. (0-305 m.) and 8 in. 
(0-203 m.) for white oils and 6 in. (0-152 m.) black oils. No slop dis- 
charge facilities. Main tanker berth at Auckland Point Wharf mini- 
mum depth alongside 33 ft. (10:06 m.) LWOST. Black oil also 
discharged South Trees Island Wharf for use in alumina plant only. 
DENSITY: Average density 1024-1028. 
FRESH WATER: Available all wharves. Fresh water hydrants 
placed at intervals along wharves. 
FUEL: Available ex-wharf at Auckland Point for quantities up to 
1500 tons. Diesel and distillate available all wharves ex-road only. 
Coal also available. 
FIRE PRECAUTIONS: Where petroleum and goods of dangerous 
inflammable character are being unloaded, watchman shall be 
employed to collect matches from all persons in vicinity and to 
patrol wharf within the limits in which petroleum cargo is being 
handled. Every vessel carrying inflammable liquids when in any 
Queensland port shall display red flag, not less than three (3) ft. 
square with white circular centre six (6) in. in diameter. 
GANGWAY/DECK WATCHMEN: Services of watchmen is not 
recommended except in the case of petroleum tankers previously 
mentioned. 
or MST HATCHES: Either by ship's crew or shore 
abour. 
SHIP CERTIFICATES: List of certificates usual for Australian 
Ports. See ‘‘Melbourne”’. 
CUSTOMS ALLOWANCES: $ |b. of tobacco or 200 cigarettes, 
to be opened. 1 only 26 ounce bottle, to be opened. 
CARGO GEAR: To be in accordance with Commonwealth Naviga- 
tion (Loading and Unloading Safety Measures) Regulations. See 
“Melbourne”. 
IDENTIFICATION CARDS: See ‘‘Melbourne”. 
CONSULS: None. 
REPAIRS: Minor engine and deck repairs are undertaken. 
DRY DOCKS: None available. Slipway capable of lifting vessels 
up to 125 tons displacement with maximum beam 23 ft. and maximum 
draft forward of 6 ft. 
REPATRIATION: Facilities for effecting crew changes and neces- 
sary repatriations can be arranged. Prior notice required. 
AIRPORT: Airport approximately 5 miles from port and is regularly 
served by two internal airlines. Four daily flights to Brisbane where 
connections with overseas airlines. 
TIME: GMT plus 10 hours. 
HOLIDAYS: Only five official holidays in year when it is not pos- 
sible to arrange cargo work: Christmas Day; Anzac Day (25th April); 
Labour Day (1st Monday in May); Good Friday; Picnic Day (2nd 
Friday in July). 
POLICE/AMBULANCE/FIRE: Telephone number these services 
in cases of emergency only is ‘000"’ and ask to be connected to the 
required service. Emergency call to Hospital is 72.1033. 
TELEPHONES: Public phones available on wharf. 
DEVELOPMENTS: The channels to the port were deepened in 
1974. The changes are as follows: Fairway Buoy to South Trees, 
to 36 ft. LWOST. South Trees to Barney Point and Auckland Point, 
to 33 ft. LWOST. 
GENERAL: No cranes on wharves. Mobile cranes available for hire. 
No lighterage facilities. Electricity available to ships. Passengers 
not normally embarked or disembarked this port, as no facilities for 
them. 
SERVICES: No tank cleaning facilities. No slop facilities. 
SHORE LEAVE: Crew members allowed ashore provided vaccina- 
tion certificates in order. 
DELAYS: No unusual delays other than berth availability or 
unusual tidal conditions. 
AUTHORITY: 1. The Harbour Master, PO Box 123, Gladstone, 
Qld. 4680. Tel. 72.1533, 72.1445 (after hours). Telex Harbour Master, 
Gladstone. 

2. The Gladstone Harbour Board, PO Box 259, Gladstone, Qld. 
4680. Tel. 72.2011, 72.1490 (after hours). 
AGENT: Patrick Agencies, POB 374, 59 Gondoon Street, Gladstone, 
Queensland 4680. Tel. 72-2511. Cables: “Rikpat Gladstone”. Telex: 
AA 79089. 


South Trees South Trees 


Location No. 1 No. 2 Barney Point No. 1 No, 2 
Number of Units 2 1 1 1 2 
Mobile Mobile Mobile Mobile Mobile 
Type of Unit Gantry Gantry Gantry Gantry Gantry Grab 
Loader Loader Loader Loader Unloader 
Length of Travel (ft.) 476 400 480 550 650 
(Combined) 
Max. Outreach from 50 93 53 84 874 
Wharf (ft.) 
Throw of Trimmer (ft.) 50 N/A 36 N/A N/A 
Max. Beam of Vessel (ft.) 105 100 116 116 116 
Capacity (t.p.h.) 1,600 400 2,000 1,000 2,000 
Commodity Handled Coal Grains Coal Alumina Bauxite 
Storage (Tons) 300,000 32,000 400,000 238,000 1,000,000 
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GOVE, N.T.: 12.12 S. 136.39 E. (See Plan) 


DOCUMENTS: 

2 Crew lists Form M. & S. 11 (3 at outports). 

5 Passenger lists, Forms M. 308 and 309. 

1 Port of Call List. 

3 Barber’ stocks and stock in ship's shops and canteens (Form 5) 

continuation of the back Form 5AA. 

1 List of Customable Articles, Form 5 (crew). 

3 Return of Goods of Barber's stock, etc., Form 5 AA. 

3 Stores List Form 42A. 

1 Clearance from Last Port. 

Ship's Log. 

1 Derat. Certificate. 

1 Light Dues if paid previously. 

PILOTAGE: Compulsory for vessels proceeding to Nabalco facili- 
ties. The Pilot will board at the anchorage position. 
ANCHORAGE: Melville Bay affords good holding ground, the 
bottom being either sand or mud and the depths ranging up to 48 ft. 
(14°64 metres) West of Dundas Point. Vessels awaiting a berth should 
anchor approximately 14 miles (2-41 km) Westward of West Woody 
Island. The Quarantine Officer and Customs Officer normally clear 
vessels alongside the berth, but may on occasions board at the 
anchorage. 

RESTRICTIONS: Approach channel to bulk cargo and tanker 
jetties has min. depth 13:8 metres. 

Approach channel to general cargo jetty has min. depth 30 ft. 
PRATIQUE: The port of Gove has not yet been declared a port of 
first entry for health clearance of vessels arriving from overseas. 
However, arrangements have been made with the Health Department 
for overseas vessels arriving direct from an overseas port to be 
cleared on arrival at Gove. 

The Commonwealth quarantine regulations provide for health 
clearance of a vessel between sunrise and sunset. However, the 
Quarantine Officer has direction to clear ships up to 2200 hours 
local time. Arrangements can be made for vessels to depart on a 24 
hours basis, as health clearance is not necessary for outgoing ships. 

(a) Primary Health Report; 

(b) A Vaccination Register proving that all persons have been 

currently vaccinated against smallpox; 

(c) Usual valid Cholera Certificate if the vessel is less than 5 days 

from a cholera-infected area. 

Vessels should note that berthing cannot be effected between 
22.00 hours local time and sunrise unless quarantine clearance has 
been received. 

RADIO: Radio messages should be addressed to “GOBAUX", 
Darwin. The call sign of the Radio Station at Darwin is VID. Radio 
messages will be passed by teleprinter to Gove. Cable messages for 
Nabalco should be addressed to 'SHIPSERV", ““GOBAUX", Gove. 

The Nabalco Harbour Master's Office maintains a listening watch 
on Channel 16 during office hours. VHF frequencies used are 16, 
12 and 6. 

TUGS: There are three work boats available for hire in the port, 
max. h.p. 2000. Tug's lines are used in most instances, but no extra 
charge is made. 

BERTHING: A total of five berths available. 

Bulk Cargo Jetty: A “'T"'-shaped construction. The bulk cargo 
section of the jetty is 710 ft. in length connected to shore with an 
access bridge 3,220 ft. in length. Six breasting dolphins and two 
mooring dolphins situated beyond each end of the jetty. 

General Cargo Jetty: Two berths one each side of jetty. Berthing 
face 300 ft. Dolphins each end, distance between dolphins 850 ft. 
Depth alongside 36 ft. 

Small Cargo Jetty : Berthing face 50 ft. Depth alongside 14 ft. 
STEVEDORES: No local stevedoring companies. 

BULK HANDLING FACILITIES: One mobile luffing conveyor 

outloader. Loading rate: alumina 20,000 tons per day; bauxite 30,000 

tons per day. Mobile crane to 60 ton capacity. Fork lifts to 25,000 

lb. capacity. 

TANKERS: The tanker pier is in line with the face of the bulk cargo 

jetty, joined to it by a pipe-line bridge 563 ft. in length. Depth along- 

side 47 ft. All reducing pieces are 8 in. 

FRESH WATER: Available at all berths. 

FUEL: Not available. 

MEDICAL: Medical services and a large modern hospital with 

comprehensive theatre, medical and surgical facilities, at Nnulunbuy, 

9 miles from the port. 

AIRPORT : Gove is served by commercial flights to and from Darwin 

on 6 days a week and by commercial flights several times a week 

from Brisbane and Sydney via Cairns and Mount Isa. Services to 

Pall ak of Australia and the rest of the world are frequent from 
arwin. 

REPAIRS: No facilities for repairs. 

DENSITY : 1025. 

SURVEYORS: Lloyds Surveyors available from Darwin. 

HATCHES: Opening and closing carried out by ship's crew. 

REPATRIATION: Facilities exist for effecting crew changes and 

repatriation. 

MARINE SERVICE: A privately operated service provides marine 

advisory assistance to ships bound for Northern Territory and Gulf 

of Carpentaria ports, mainly Gove and Groote Eylandt, and details 

may be obtained from Carpentaria Marine Services, 94 Pie Street, 

Aspley, Brisbane, Queensland 4034. Tel.: Brisbane 595977. Cables: 

serppensers Brisbane", or Gove Office: POB 469, Nhulunbuy, 


AUTHORITY: Nabalco Pty Limited, POB 21, Gove, NT. Tel.: 


AUSTRALIA 


87-1177. Telex: AA 85000. Port and Administrator - after office 
hours 87-1284. Harbour Master - after office hours 87-1784. 


AGENT: Agency undertaken by Nabalco Pty Limited. 


GROOTE EYLANDT (Milner Bay) N.T.: 
13.52 S. 136.25 E. (See Plan) 


LOCATION: Milner Bay is situated on the North-Western corner 
of Groote Eylandt which is itself situated in the South-Western 
area of the Gulf of Carpentaria. 

It is a “Port of First Entry” to Australia, Customs, Quarantine 
Doctor, Police, are in residence, on the Eylandt. 

DOCUMENTS: 

3 Crew Lists. 

5 Passenger Lists. 

1 Port of Call List. 

3 Stores Lists. 

1 Crew's Personal Effects List. 

Derat. Certificate. 

Clearance from last port. 

PORT LIMITS: The waters in Milner Bay bounded by a line com- 
mencing at the HW mark on the N.W. coast of Groote Eylandt in 
position lat. 13° 50’ 05’ S. long. 136° 24’ 29’ E. and proceeding ina 
260° 44’ 10” direction to a point in lat. 13° 50’ 28” S. long. 136° 22’ 3” E. 
at the high-water mark on the East coast of Connexion Islet; thence 
by a line following the contour of the coast of Connexion Islet at the 
HW mark to “Boulder” in position lat. 13° 50’ 46” S., long 136° 20’ 14” E.; 
thence by a line bearing 151° 30’ to a position lat. 13° 53’ 34” S. long. 
136° 21’ 47” E.; thence by a line bearing 80° 44’ 10” to a point being 
lat. 13° 52’ 54” S. long. 136° 25’ 58” E. thence by a line following the 
contour of the coast at high-water mark to the point of commence- 
ment. 

PILOTAGE: There is a Port Officer at Milner Bay who will assist 
Masters in berthing and departing from the jetty. Approaching 
Groote Eylandt from the Northwards, vessels should steer to a posi- 
tion 10 miles North of the North-east Islet, which is rocky on the 
Northern coast and rises to grassy hills. From the above position, 
steer to pass about 3 miles North of Chasm Islet until the recommen- 
ded track on chart Aus. 14 is reached. This track 221° passes about 
1 mile East of Brady Rock (light GP. FL. (3) ev. 12 seconds) and 
continues on this course until Hand Islet (FL. 5 secs.) bears 250° 
when the course should be altered to steer for Hand Islet on the 
recommended track (250°) until reaching the position to alter course 
to 195° to pass down the middle of Warwick Channel. It is recom- 
mended to remain on this course until reaching the patch south of 
Connexion Island. 

If vessels enter via the Connexion passage, care must be taken to 

avoid the 3 fathom patch off N.W. Bluff and keep clear of the 27- 
foot patch about 34 miles N.E. of Connexion Islet. 
ANCHORAGE: Good holding ground is found 1 mile West of the 
jetty where there is a good sand bottom free of obstructions with 
about 40 ft. of water. Quarantine is granted at this anchorage. 
MAX. SIZE: The maximum LOA is 700 ft. and max. breadth 96 ft. 
The maximum draft is 35 ft. 
RADIO: The Portis able to communicate with vessels which are fitted 
with VHF radio through normal international Maritime Channels 
and the call sign is “Groote Eylandt”. However, the shore station 
is only open during office hours unless prior telegraphic arrange- 
ment is made. Office hours are 0800 to 1645 Monday to Friday and 
0800 to 1230 Saturday. 

ETA's are required at least 72 hours 48 and 24 hours prior to 
arrival. 

Telegraphic address is: Manager, GEMCO, C/-Hematite, Darwin. 
Telex AA70858. Or Manager, GEMCO, Alyangula, N.T. 5798. Radio 
telephone: Darwin 81-6589, or Cairns 3547. 

PRATIQUE: Twenty-four hours before arrival at Milner Bay, 
vessel's Masters are requested to cable “QUARANTINE GOVE" 
stating their last port of call, date sailed, number of crew and 
nationality, any sickness on board and whether all smallpox and 
cholera vaccinations are current and valid. 

BERTHING: The ore-loading jetty is situated in approximately 
13° 56.5’ S. 136° 25’ E., with a depth of water alongside of 35ft. MLWOST 
with a tide range of 6 ft. A small tug is available to assist in berthing 
vessels and a launch is provided for running lines. The jetty con- 
sists of a central landing 324 ft. long and 36 ft. wide, with two breast- 
ing dolphins on the North and South ends of the central landing. 
A roadway extends from the shore to the central landing, virtually 
parallel to and on the North side of the loading conveyor belt. As 
there is no tidal information for this area, the tidal direction should 
be checked with the shore prior to berthing, as the tidal stream is 
sometimes different half a mile from the jetty. 

The line of dolphins is offset 8° from the jetty stem which runs out 
1,350 ft. from the shore in a 249° 45’ direction so that care must be 
exercised in placing the vessel for loading. All breasting dolphins 
are fendered with vertical timbering. When berthing, vessels should 
keep well clear of the loading head in the centre of the jetty, as it is 
possible that a vessel on a too fine approach could cause damage 
to the loading boom with the flare of the bow. 

Vessels must have rat guards in position at all times (except while 
shifting ship), otherwise they will be liable to a fine. As Groote 
Eylandt is a reserve this requirement is rigidly enforced. 

Loading rate is 900-1,100 tons per hour and the vessel is required 
to shift ship to load each hatch as the loading boom is fixed. Shore 
labour is available to shift lines, etc., as required. Shore labour will 
not trim manganese ore, which is dump loaded from the conveyor. 


43 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


This is'a seasonal tropical loading zone from 1st April to 30th 

November. 

FRESH WATER: Not available. 

FUEL: Not available. 

CUSTOMS ALLOWANCES: 200 cigarettes, one bottle spirits, 
three bottles of beer per man. 

MEDICAL: There is a hospital and medical staff available if 
necessary. Valid vaccination certificates are required, covering the 
requirements of the Australian Government Department of Health. 
FIRE PRECAUTION: A permanent fire-fighting facility is installed 
on the ore-loading jetty. It is an automatic system which starts as 
soon as a fire hydrant is turned on, and delivers a 140 psi through 
a 2t-in. hydrant with a 5 TPI V Thread connection. 

All shore hoses are 24 in. and are equipped with fcg nozzles. Foam 
equipment is also available on the jetty with an output of approxi- 
mately 1,000 gallons per minute. Fire-fighting lines on the jetty deliver 
salt water only. 

TIME: Time kept is Northern Territory “Standard Time” GMT plus 
9 hr. 30 min. 

WEATHER/WIND/TIDE: Tides cause some eddying in both the 
Connexion and Warwick channels, but these cause no concern 
provided normal care is exercised. 

Prevailing winds from May to October are South-east and blow 
strongly at times during the day but ease off considerably after 
sunset. 

There are occasional heavy fogs in the area in June and July 
in the early morning and these sometimes persist until 1000 or 1100 
hours. 

From November to May the wet season prevails with winds blowing 
mainly from the S.W. with heavy rains and, occasionally, more than 
moderate seas. 

REPATRIATION: Can be effected to most countries from Groote 
Eylandt via Darwin which is regularly serviced by British Airways 
and Qantas. All necessary bookings and reservations are easily 
made through the local airline office and seamen’s discount fares, 
where applicable, and utilised. 

AIRPORT: MacRobertson Miller Airlines operate a daily jet service 
to Darwin, Monday to Friday, flying time is approximately one hour. 

Bush Pilot Airways operate two flights per week on Tuesdays 
and Fridays to Cairns, Queensland. Flying time is approximately 
four hours, in twin engined light aircraft. 

ACCOMMODATION: Visitors accommodation in the GEMCO 
township of Alyangula, is severely limited and shipowners who are 
arranging for a change of personnel at Groote Eylandt are requested 
to ensure that the arrival of crew members at Groote conincides as 
closely as possible with the arrival of the vessel. 

NOTARY PUBLIC: The Mission Superintendent at Angurugu 
is a Notary Public. 

MARINE SERVICE: A privately operated service provides marine 
advisory assistance to ships bound for Northern Territory and Gulf 
of Carpentaria ports, mainly Gove and Groote Eylandt, and details 
may be obtained from Carpentaria Marine Services, 94 Pie Street, 
Aspley, Brisbane, Queensland 4034. Tel.: Brisbane 595977. Cables: 
“Carpenserv Brisbane”, or Gove Office: POB 469, Nhulunbuy, 
NY 5797. 

HOLIDAYS: Cargo worked on most holidays by arrangement. 
SHORE LEAVE: The area is a nature reserve and shore /eave is 
allowed provided the vessel has a permit which is supplied by the 
agent on berthing. 


AUTHORITY/AGENT: The Groote Eylandt Mining Company 
Pty. Ltd. act as ships’ Agents in all cases. 

Mail for steamers to be addressed to: “Vessel”, Groote Eylandt 
Mining Co. Pty Ltd., Groote Eylandt, N.T. 5798. 


HAY POINT, Queensland: 21.18S.149.15E. (See Plan) 


LOCATION: Hay Point lies 12 miles South of Mackay in Lat. 21° 16’ 
S. Long. 149° 19’ E. The port is managed by Hay Point Services Pty 
Limited. The loading wharf is at the end of a pier, 6,750 ft. long, 
extending from the shore. 

DOCUMENTS, and all general information: refer to “Melbourne”. 
PILOTAGE: Radio “Harbour Master Mackay" at least 24 hours 
prior arrival, giving notice of ETA to order Pilot. Pilot may be con- 
tacted by VHF Channel 16, calling ‘‘Mackay Harbour Board”. Pilot 
boards 2 miles East of Hay Point wharf from small orange launch, 
or small white launch. Pilot may board off Mackay Harbour in bad 
weather. Regulation Pilot ladder required with adequate lighting 
and vessel to provide a good lee. 

Only one Pilot available from Mackay. Pilot will not sail one ship 
and dock the next one after 23.00; also he requires a minimum draft 
of 17 ft. fore and 21 ft. aft. 

ANCHORAGE: Off Hay Point anchor 2 miles East of wharf in 
depths of 13:7 metres. 

Off Mackay Harbour anchor 14 miles S.E. of Slade Island in depths 
of 11:0 metres. 

Vessels berth on flood stream. Least water in approaches 13-4 
metres. Night berthing restricted to vessels under 40,000 tons dwt. 
but this restriction is under constant review. 

MAX. SIZE: Maximum length 950 ft. (not including bulbous bow). 
Maximum draft dependent on tide height. A 5-ft. (1-6 metre) under 
keel clearance is recommended in the berth, which has a depth of 
55 ft. (16-7 metres). Under keel clearance required at departure is 
10% of maximum draft, plus 2 ft. (0-6 metres). Least water on departure 
is 44 ft. (13-4 metres). 

PRATIQUE: Radio pratique can be obtained prior arrival, otherwise 
Quarantine Officer boards at anchorage or on berthing. Refer to 
“Melbourne”. Mackay is a first port of entry. 
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RADIO: See “Brisbane”. 

Mackay port radio has VHF which is used to relay information to 
ships at anchor. 

TUGS: Tugs meet vessel off the berth when Pilot boards. Tugs 
lines are always used and there is no extra charge. 

Two 2,000 h.p. tugs are available from Mackay and used for berthing 
and sailing. Two motor-boats assist for running the mooring lines. 
BERTHING: Arrival drafts to be advised with 24 hours notice of 
ETA. All ballast must be clean and the Master must sign a document 
to this effect before the Pilot berths the ship. All useable ships lines 
must be ready for use at the berth. 

Wharf is equipped with Speed of Approach Metering Instrument 
(SAMI) for use when berthing. 

The berth is designed for 100,000 tonners and consists of a 700 ft. 
apron, aligned 350/170 degrees with six breasting dolphins fitted 
with automatic fenders capable of withstanding an impact equal to 
that of a half-loaded 100,000 tonner approaching at 0:8 ft. per sec., 
at an angle of 90 degrees. Mooring dolphins are placed beyond each 
end of the apron. Berthing usually port side alongside, but smaller 
vessels (25,000 dwt.) occasionally starboard. 

TIDE: Within 5 or 10 minutes of Mackay tide times. Flood direction 
160 degrees, ebb 340 degrees. 

BULK HANDLING FACILITIES: The loading wharf lies in a 350° 
direction and can accommodate bulk carriers up to 860 ft. LOA. The 
wharf has six dolphins, fitted with quick-release hooks and good 
shock-absorbing fenders. The wharf is exposed to weather, and in 
case of Easterly and South-easterly winds especially, a swell is 
experienced alongside the wharf causing the rolling of the ship and 
sometimes rendering it necessary to leave the berth. 

Cargo is loaded at a rate of 4,000 tons per hour by means of a 
mechanical loader moving on the wharf. 

STEVEDORES: No notice required. Loading facilities working 
three shifts of eight hours each. 

MEDICAL: Hospital and doctors at Mackay, 23 miles away by road. 
DENSITY: 1025. 

FRESH WATER: Not available on the wharf but can be brought 
from Mackay by tug; cost per ton about 5 Aust $, capacity 50 tons. 
FUEL: Not available. 

IDENTIFICATION CARDS: See “Melbourne”. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Crew operate hatches. 
CONSULS: No local representatives. 

REPAIRS: Only light repairs may be effected. 
REPATRIATION: Can be arranged. 

AIRPORT: 25 miles by road. Regular flights to all capital cities. 
TIME: GMT plus 10 hours (Eastern Australian Standard Time). 
POLICE/FIRE/AMBULANCE: Police, Mackay 2468; Ambulance, 
Mackay 2222; Fire, Mackay 2244; Police, Sarina 20; Ambulance, 
Sarina 1; Fire, Sarina 100. 

TELEPHONES: Placed onboard whilst alongside. Hay Point 
56-31-52. 

DELAYS: Berth is exposed and delays occur when wind speeds 
exceed 25 knots. 

SHORE LEAVE: Allowed, taxis may be called from Mackay but are 
expensive, about A$9 each way. Crew members not allowed along 
pier on foot. 

DEVELOPMENTS: A second berth is to be constructed to the 
North of the existing berth, and the alignment of the new berth will 
be altered to 150/330 degrees to place vessels end-on to wind and 
sea during S.E. trade winds. 

STORES: Provisions, stores and Walport films available from 
Mackay. 

AUTHORITY: Department of Harbours and Marine, POB 2195 
GPO, Brisbane, Queensland 4001. Telegraphic address: “HAR- 
BOURS". Hay Point Services Pty Ltd., PO Box 561, Mackay, Queens- 
land 4740. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


HOBART, Tasmania (including Hobart, Risdon, Elec- 
trona and Port Huon): 42.53 S. 147.20 E. (See Plan) 


PORT LIMITS: Seaward boundaries (Hobart, Risdon, Electrona 
and Port Huon for vessels bound from the East); the mouth of the 
River Derwent, an imaginary line from Iron Pot to Kelly Pt. On Bruny 
Is. (Port Huon, Electrona for vessels bound from the West); the 
southern end of the D'Entrecasteaux Channel, an imaginary line 
from the Southern end of Partridge ls. to Southport Is. Vessels are 
considered “arrived” after clearing doctor and a notice of readiness 
presented to Agent. 

DOCUMENTS: See ‘‘Melbourne”’. 

PILOTAGE: Pilotage compulsory for all vessels exceeding 200 tons 
gross not under the coinmand of a duly exempted Master or without 
special permission of ‘Harbour Master. ETA usually sent vessel's 
Agent at least 24 hours prior to arrival Pilot (advisable also to send 
ETA to Harbour Master) through Hobart Radio (VIH) between 0700 
and 2000; after hours through Melbourne Radio (VIM). Continuous 
watch kept on VHF Channel 16, call sign ‘Hobart Harbour" (pilot 
launches also maintain watch on Channel 16); Channel 12 reserved 
ship to shore; Channel 8 and 6 ship to ship. 

Three launches used for pilotage work. Usual vessel 41 ft. steel- 
built launch painted dark blue with “Pilot” painted in white on hull 
on both sides. Superstructure painted white. No specific sound 
signals. For pilotage purposes Hobart is divided into three zones 
namely “A" (Hobart), “B, (Risdon, Self's Pt.), and “C" (Port Huon, 
Electrona and Channel Ports). For zones A" and “'B” Pilot boards 
all vessels in excess of 500 tons gross, on an imaginary line joining 


White Rock and Crayfish Pt. Vessels under 500 tons gross are 
boarded on aline East from John Garrow Beacon. Pilots disembark 
from all vessels outward on a line East from John Garrow Beacon 
unless requested to proceed to White Rock. For zone "“C", for 
vessels from Eastwards, Pilots embark on an imaginary line joining 
Piersons Pt. and Kelly Pt., or from Westwards on an imaginary line 
joining Southern end of Partridge Is. and Southport Is. No alternative 
pilot grounds. Vessels inward to zones “A" and “B" wishing to 
anchor prior to embarking Pilot should do so off White Rock, whether 
to proceed to berth or quarantine anchorage. 

Specific requirements for embarking Pilots are those in force in 
most ports, namely provide a good lee, a pilot ladder fitted with 
spreaders and manropes and adequately lit at night, preferably from 
aft of the ladder. 

ANCHORAGES: Anchorages with excellent holding can be found 
everywhere in estuaries of Derwent and Huon Rivers. Quarantine 
anchorage situated off Kangaroo Bluff where excellent holding 
obtained in 10 to 13 fathoms. 

RESTRICTIONS: No restrictions in force, except very deep 
draft at night at Risdon. 

MAX. SIZE: Risdon to 35 ft.; Self's Pt. Oil Wharf, Macquarie No, 2 
and No. 3 General Cargo Wharf dredged to 36 ft. (10-97 metres). 
Maximum beam practicable at Risdon 97 ft. 2 in. (29-57 metres). 
HEALTH: Vessels requiring pratique anchor in quarantine anchor- 
age and there boarded by doctor, immigration and customs officials. 
Full crew muster required. Quarantine authorities must be informed 
of suspected disease or fever at least eighteen hours prior arrival. 
Pratique automatic if granted at previous port Also see Melbourne”. 
RADIO: Hobart Radio, call sign VIH. Hours of duty 0700 to 2000 
Eastern Standard Time. After hours messages through Melbourne 
Radio VIM. 

TUGS: Normally join vessels approximately one mile from berth. 
Usual to use tug's line for which additional charge of $2.50 is made, 
but ship's line may be used. 

BERTHING: Port operates on a 24-hour per day basis. No restric- 
tions on tanker movement. 

Berths available Hobart, Risdon, to 35 ft. (10°67 metres) 

Berths available Self's Pt. (Oil) to 36 ft. (10-97 metres) 

(Dredging in progress) 8 general berths to 36 ft. (10:97 metres) 

Berth available Channel Ports 

(General) Port Huon 2, to 32 ft. (9-75 metres) 

Explosives Jetty to 30 ft. (9:14 metres) 
SPECIALISED CARGO-HANDLING FACILITIES: Bulk wheat 
is discharged at Princes Wharf. Liquid caustic soda and feedstock 
for the gas company are discharged at Macquarie Wharf No. 2. 
Risdon Wharf, owned by the Electrolytic Zinc Company of Austral- 
asia Ltd., handles bulk cargo consisting of phosphate rock, zinc 
concentrates and potash. The wharf also has facilities for loading 
bulk sulphuric acid. Australian Paper Manufacturers Pty Ltd. own 
a wharf at Hospital Bay, Port Huon, which is used for loading wood 
pulp in bulk. Roll-on/roll-off traffic accommodated at Princes Wharf 
No. 1, Macquarie Wharf No. 4, and at Princes Wharf No. 4, whichis 
also equipped with a 22-ton crane for handling containers. 
New roll-on/roll-off facilities under construction at Macquarie Pt. 
BRIDGES: Only one bridge, the Tasman Bridge, required to be 
navigated and this only when berthing at Self's Pt. Oil Wharf or 
the Electrolytic Zinc Company's Wharf at Risdon. Clearance 155 ft. 
(47-24 metres) at HWS and 240 ft. (73-14 metres) wide. 
STEVEDORES: Gangs ordered by 1600 on previous day, or 1400 
on Fridays. 
MEDICAL: Advance notice of required medical attention necessary 
including if possible, symptoms of complaint. As much notice as 
reasonably possible is required. Vaccination for smallpox com- 
pulsory. Inoculation against yellow fever or cholera necessary if 
vessel has visited a port where either disease proclaimed. 
TANKERS: Tankers when sending their ETA must state whether 
or notthere are any leaks in hull. All oil discharge lines 8 in. diameter. 
One oil berth, maximum draft alongside 36 ft. (10-97 metres). 

Self's Pt. Oil Wharf is used for discharge of bulk petroleum 
products and has facilities for the discharge of liquid petroleum gas. 
DENSITY: 1025. 

FRESH WATER: No restriction on availability. Rate of delivery 
approximately 30 tons per hour/per hose. Water available all berths 
No water boats. Cost per 1,000 gallons 45 cents or part thereof. 
FUEL: The following grades of fuel are kept in stock: marine fuel 
oil, light diesel and gas oil. Twenty-four hours notice required for 
bunkering. 
FIRE PRECAUTIONS: No special fire precautions other than non- 
smoking or lighting of fires or use of naked lights. 
DRY DOCK (SLIP): Dimensions of cradle 

Clear width 

Minimum depth over 


180 ft. (54-86 m.) 
40 ft. (12-2 m.) 


blocks when slipping F 5-6 ft. (1:71 m.) 
A 13:1 ft. (3-99 m.) 
Range of tide 4-7 ft. (1-43 m.) 


Available for vessels up to 1,200 tons displacement. 
SURVEYORS: Agents and Surveyors for Lloyds Register of 
Shipping, American Bureau of Shipping, Bureau Veritas: Mr. R. B. 
Thompson, Mr. W. F. Wells, 5 Gladstone St., Hobart. Tel. 237328. 
Also appointed Surveyors for Norske Veritas. 

GANGWAY/DECK WATCHMAN: Gangway watchmen are 
recommended. Watchmen work 12-hour shift. On Saturday, Sundays 
and holidays, twice normal rate. 

OPENING/CLOSING HATCHES: Normally by stevedores. 
CERTIFICATES: Register, Load-line Certificate, Deratisation 


Certificate, Light Dues, Articles of Agreement, Clearance from pre- 
vious port. 


AUSTRALIA 


CUSTOMS ALLOWANCES: If vessel arrives at first port, 
allowance of tobacco for crew is 200 cigarettes in opened carton or 
equivalent in tobacco or cigars. Allowance of wines or spirits is any 
opened bottle, but not exceedingly 26 fluid ounces. 

CARGO GEAR: No additional requirements. See ‘‘Melbourne”. 
IDENTIFICATION CARDS: See “Melbourne”. 


CONSULS: 
Belgium Netherlands 
China (Republic) Norway 
France Denmark 
Greece Sweden 
Italy Germany 


REPAIRS: No facilities for major repairs, but a number of engineer- 
ing works which can perform small repairs. 

REPATRIATION: Facilities available. 

AIRPORT: Situated 11 miles from Hobart, and is served by regular 
airlines connecting with Melbourne from where services operate 
world wide. 

TIME: Local time (Eastern Standard Time) 10 hours ahead of 
GMT. Summer time in force from last week-end in October to first 
week-end in March, when clocks advanced one hour. 
HOLIDAYS: Official Holidays observed in Hobart. New Year's 
Day; Australia Day (late January); Regatta Day (mid February); 
*Labour Day (early March); *Good Friday; Easter Saturday; Easter 
Sunday; Easter Monday; Easter Tuesday (Bank holiday); *Anzac 
Day (April 25th); Queen's Birthday (mid June); Show Day (third 
Thursday in October); *Christmas Day; Boxing Day. 

* Days on which no work is performed. 
POLICE/AMBULANCE/FIRE: Police 342011; Ambulance 343131; 
Fire 345655. In emergency dial ‘‘000." 

TELEPHONES: Arrangements exist for placing telephones aboard 
vessels at all berths. 

GENERAL: Master may anchor vessel in Quarantine Anchorage at 
any time without services of pilot. 

DEVELOPMENTS: Two new roll-on/roll-off berths, an 800 ft. 
general purpose berth with minimum depth of 44 ft. alongside and 
20 acres of cargo marshalling area. The undertaking is being done in 
two stages. 

Stage |. A 470 ft. and 650 ft. roll-on/roll-off berth with 11 acres of 
cargo marshalling area. These berths to be completed late 1974 
and early 1975 respectively. Two large cargo transit sheds to be 
incorporated in the area. 

Stage Il. An 800 ft. deep water general purpose berth with axle 

loadings of 70 tons. Nine acres of marshalling area and transit 
cargo shed facilities to be provided in the area. 
DELAYS: Not usual for any delays to occur in berthing. Occasion- 
ally a deep-loaded bulk carrier has to wait for high water at Risdon. 
AUTHORITY: Marine Board of Hobart, GPO Box 202 B, Hobart 
7001. Tel. 34 6722. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


INNISFAIL/MOURILYAN, Queensland: 
17. 32 S. 146.02 E. (See Plan) 


PORT LIMITS: Mourilyan Harbour, the area to the West of a line 
joining Hall Point and the outer extremity of the North Head. 
ARRIVAL: Requirement for vessels in ballast; minimum forward 
draft to be 2 per cent of overall length, minimum after draft — propellor 
immersed. Draft to be notified to Agent in arrival telegram. 
CERTIFICATES/DOCUMENTS/CUSTOMS ALLOWANCES: 
See “Melbourne”. 

PILOTAGE: Order Pilot through Agent, as early as possible. 
Confirm through Agent or direct to Harbour Master, Innisfail. Pilot 
vessel, located in Mourilyan Harbour, watches on VHF 16 when 
vessel expected to berth. Pilot vessel white with stone-colour cabin 
tops and blue trim. Pilot (and Doctor if applicable) boards 14-3 
miles East of harbour entrance. Approved pilot ladder and good lee 
required, not accommodation ladder. Vessels awaiting pilot anchor 
in boarding position above, good holding. Leading beacons - in 
line 270° T, showing fixed red neon. Entrance beacons flashing — 
red port, green starboard. 

RESTRICTIONS: No night-time arrival pilotage. On spring tides, 
entry restricted to at or near slack water. No turbine-powered vessels 
accepted. Berthing daylight only. Night-time sailings permitted. 
MAX. SIZE: 600 ft. LOA. Beam unrestricted. Draught, arrival or 
departure 25 ft. plus rise of tide (up to 9ft. on springs, 5 ft. at neaps). 
HEALTH: See “'Pilotage"’. Also see ‘‘Melbourne”’. 

RADIO: VIT Townsville (MF) VIK Cairns, has been discontinued. 
TUGS: Tug stationed at Mourilyan. Second tug comes from Cairns 
or Townsville when required, e.g. when vessel over 580 ft. LOA. Tug 
usually required for unberthing. Tug normally pushing or using 
tug's lines, no extra charge. 

BERTHING: Ships always berth port side to at Mourilyan. One 
sugar and molasses berth, length 633 ft. depth 34 ft. LWOST. 
STEVEDORES: No waterside workers employed. Normal ETA 
advices to Agents for arrangement of bulk-loading staff. 
DENSITY: Usually 1024-1027 irrespective of tide. After heavy rains, 
particularly January-April, considerable freshening occurs. 
FRESH WATER: Good water readily available, shore hoses from 
wharf face. Approx. 25 t.p.h. capacity. 55c. per 1,000 gals. 

FUEL: Limited quantities of fuel oil and diesel oil available by 
road-tanker. 

GANGWAY WATCHMEN: Not normally required. 

HATCHES: Worked by crew. 

CARGO GEAR: See “Melbourne”. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


CREW I.D. CARDS: See “Melbourne”. 

CONSULS: Nil. 

REPAIRS: No major facilities available. Most types of welding, light 
machinery, and pipe-fitting can be arranged. Technicians can usually 
be obtained for radar, etc., with advance notice by radio to Agents. 
TIME: GMT plus 10 hours. 

HOLIDAYS: Various national, state and local holidays. Cargo 
usually worked on all holidays except Christmas Day. 
POLICE/FIRE/AMBULANCE: Ring 000 on shore public telephone 
or ship's telephone if fitted. 

TELEPHONE: Mourilyan 632213. Can be connected on board. 
GENERAL: Port normally used only for export of sugar and molas- 
ses. Deadweight (cargo on board on arrival) restrictions may apply 
to certain classes of vessel. Agents will advise details if applicable. 
SHORE LEAVE: Not normally restricted. Distance to nearest 
township (Mourilyan)6 miles, to Innisfail 10 miles. No public transport 
services from harbour. 

DELAYS: Awaiting daylight or tide or, exceptionally, awaiting 
vacancy of berth or moderation of weather. No delays usually in 
loading. 

AUTHORITY: Dept. Harbours and Marine, PO Box 34, Innisfail. 
Tel. 611599. 


AGENTS: Sub-agent of Patrick Agencies, Brisbane. 


LAUNCESTON, Tasmania (including Beauty Point, 
Bell Bay, Inspection Head): 41.27 S. 147.07 E. (See Plan) 


PORT LIMITS: A vessel is considered to have arrived when at the 
pilot boarding ground. 

DOCUMENTS: Agents prepare Bills of Lading and Shipping Docu- 
ments. Only documents required Crew List and Passenger List. 
Light Dues receipt is necessary if payment is made before arrival. 
PILOTAGE: Compulsory for vessels over 50 tons dwt. Pilot boards 
off Low Head lighthouse, slightly to East of leads in line. 

Contact Pilot by radio giving ETA 24 hours before arrival. Tele- 
graphic address “Portlaun”. Pilots equipped with VHF Channels 16 
and 12. “G" Flag to be flown on arrival. 

Instructions for boarding given by Pilot over radio-telephone. 
ANCHORAGE: 

Position (a) Low Head 41° 03’ 32”, 146° 47’ 18” 

(b) 1-15 miles 280° from (a) 

(c) 0:9 miles 308° from (b) 

(d) 0°85 miles 038° from (c) 

(e) 0:9 miles 128° from (d) 

thence 0:85 miles 218° to (b). 

RESTRICTIONS: Night navigation undertaken (tankers now oper- 
ate at night). Over 550 ft. at Pilot’s discretion. 
MAX. SIZE: Maximum permissible draft 29 ft. 6 in. at low water. 
36 ft. 6 in. at high water. Length restricted to approx. 750 ft. Vessels 
over 550 ft. length cannot work channel during ebb tide. Under keel 
clearance to be 4 ft. 6 in. 
HEALTH: Organised by ship’s Agent. Notify Agent prior to arrival. 
Pratique automatic if vessel visits other ports in Australia prior 
calling Launceston. Also see “Melbourne”. 
RADIO: Melbourne VIM or Hobart VIH. 
TUGS: Three tugs - one of 2,000 h.p., available at Launceston. Tugs 
normally join at Point Effingham. 
VHF: Pilot station, pilot launch, and the two Launceston tugs are 
fitted with VHF Channels 6, 12 and 16 operating on frequencies 156-6 
and 156°8 respectively. 
BERTHING: 
Bell Bay: On the Eastern shore within 7 miles of the entrance. 

Bell Bay Wharf: Length 500 ft. Depth alongside 37 ft. at LWST. 
The wharf is able to handle loads of 140 tons on suitable transporters. 
General and bulk cargoes handled. Quay equipped with a 12}-ton 
grab able to handle 450 tons per hour. 

Comalco Berth (Private): Length 500 ft. Depth alongside 36 ft. at 
LWST. Quay equipped with two 12}-ton grabbing cranes, each with 
a rated capacity of 300 tons per hour. 

Roll on/Roll off and Container Berth: A specially designed terminal 
for the Bass Strait and Sydney vehicular deck ships equipped with 
stern loading facilities, capable of carrying wheeled and mobile carao 
in excess of 100 tons gross weight. Also a 25-ton capacity wharf 
crane for handling containers and unit loads. Depth alongside 
25 ft. 6 in. at LWST. 

No. 5 Common User Berth: Lengh 572 ft., depth alongside 40 ft. 
at LWOST. The berth is designed for container, Ro/Ro, conven- 
tional and bulk cargoes. The berth is equipped with a 40-ton travelling 
crane, and a 27 ft. wide stern loading ramp with a capacity in excess 
of 120 tons. 

Long Reach: On the Eastern shore within 10 miles of the entrance. 

Thermal Station Berth: Length 100 ft., fender dolphins 200 ft. apart. 
Depth alongside 40 ft. 6 in. at LWST. 

No. 1 Chip Berth (Northern) : Lenght 750 ft., depth alongside 38 ft. 
at LWST. Operators, North Woodchips Pty Ltd. The berthing face 
consists of 5-fender dolphins and 4 mooring dolphins. 

No. 2 Chip Berth (Southern): Length 750 ft., depth alongside 37 ft. 
at LWST. Operators, Associated Pulp and Paper Mills Ltd. The 
berthing face in the same as No. 1 berth. 

Inspection Head and Beauty Point: On the Western shore 
within 7 miles of the entrance. 

Inspection Head Wharf: Length 1,100 ft., depth alongside 32 ft. 6 in. 
at LWST. The wharf provides two overseas berths with 50,000 sq. 
ft. of shed space, including cool storage and low temperature storage 
of 10,400 sq. ft., capacity 1,200 tons. 
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Bulk tallow storage of 600 tons capacity with extension to 1,400 
tons and 200 tons per hour pumping rate now in progress. Swing 
room of 650 ft. available off the berth. 

Beauty Point Wharf: Length 505 ft., depth alongside 32 ft. 6 in. at 
LWST. Bulk tallow storage and ship loading facilities consisting of 
6100 ton tanks and a 200-ton capacity tallow barge designed to 
load direct into ship's tanks anywhere in the port at a rate of 80 tons 
per hour. (The wharf is being phased out of service.) 

Hillwood: On the Eastern shore 20 miles from the entrance. 

Hr es Jetty: Length 60 ft.x 81 ft., depth alongside 14 ft. at 


Launceston: 

King's Wharf: Total berthing length 1,350 ft., depth alongside 19 ft. 
at LWST. There is provision for the discharge of bulk wheat. There 
are facilities for Ro/Ro vessels and a 174-ton cargo handling crane. 

Town Pier: Length 500 ft., depth alongside 14 ft. at LWST. 
BRIDGES: No bridges for large overseas shipping. Some inter-state 
vessels proceeding to Launceston will pass under Batman Bridge - 
91 ft. mast clearance HW allows 3 ft. clearance. 
phd reser sada Agent for ship arranges stevedores. No ETA 
required. 

MEDICAL: Agents should be notified to prepare for medical 
attention or hospitalisation. Hospitals Launceston, Beaconsfield, 
and George Town. 

TANKERS: One oil berth at Bell Bay suitable for tankers up to 620 
ft. length. Vessel berths alongside loading platform and dolphins. 
Length between mooring dolphins 860 ft. Depth alongside berth 37 
ft. LWOST. 

Also one private tanker berth (HEC) with depth 40:5 ft. alongside. 
BULK HANDLING FACILITIES: One 450 ton per hour bulk 
handling crane at Bell Bay Wharf. Two 300 ton per hour bulk handling 
_— at Comalco Private wharf. One 25 ton luffing crane at Ro/Ro 

erth. 

DENSITY : 1025 to 1028. 

FRESH WATER: Fresh water available at all berths. Delivery 30 

— per hour by hose. Cost 25c to 40c 1,000 gallons plus $4 service 

charge. 

FUEL: Bunkers are available from Mobil and B.P. installations at 

oa Bay by wharf line at the oil berth or by road tankers at other 
erths. 

DEVELOPMENTS: Channel improvements in progress to admit 

31 ft. draft LW. 38 ft. draft HW, and lengths to approx. 750 ft. 

GANGWAY/DECK WATCHMEN: Most vessels supply their own. 

May be supplied if required. Tidal port makes this requirement 

necessary. 

OPENING/CLOSING HATCHES: Usually by Stevedores. 

CUSTOMS ALLOWANCES: Allowance 40 cigarettes per day per 

man. Stores sealed on arrival; allowance per day per man 2 bottles 

beer, 1 wine; spirits 1 bottle per 10 days. 

CARGO GEAR: Certificates of loading gear and derrick tests to be 

produced. Also see “Melbourne”. 

IDENTIFICATION CARDS: See ‘'Melbourne”. 

CONSULS: Nil. 

REPAIRS: All repairs possible. 

DRY DOCKS: Steel and concrete graving dock located Launces- 

ton. Will accommodate ships up to 190 ft. length and 12 ft. draft. 

Clear width of entrance 40 ft. 

REPATRIATION: Arranged through ship's Agents. 

AIRPORT: Approx. 40 miles to airport, regular services. 

TIME: EST; clocks advanced by 1 hour October—March. 

HOLIDAYS: Good Friday, Christmas Day and New Year's Day 

close holidays. Work on other holidays may be arranged through 

Agents. 

POLICE/AMBULANCE/FIRE: Beauty Point and Inspection Head- 

83 1141; 83 1204; 83 1109 (fire calls only), Bell Bay 82 1566; 82 1680; 

821717 (fire calls only). 

TELEPHONES: Ship-to-shore phones available. 

AUTHORITY: Port of Launceston Authority, PO Box 257C, 

Launceston 7250. Tel. 31-7144. Telegrams Portlaun. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


MACKAY, Queensland: 21.08 S. 149.13E. (See Plan) 


CERTIFICATES/DOCUMENTS/CUSTOMS ALLOWANCES: 
See “Melbourne”. 

PORT LIMITS: As for anchorage. 

PILOTAGE: Compulsory, service obtained by radio to Agents at 
least 24 hours before ETA. Pilots board either at the anchorage 
(E.S.E. of the Harbour) or to seaward of Slade Island with the vessel 
just South of the Sea Leads (287°). 

ANCHORAGES: To South of the line of sea leads, with Slade 
Island summit bearing 351° (343° Mag.), and green light on Southern 
side of breakwater entrance bearing 294° (286° Mag.), good anchorage 
with not less than 30 ft. (9:1 m.) LWOS. Bottom sand and good 
holding ground. 

RESTRICTIONS: None. Day or night access. 

MAX. SIZE: Up to 620 ft. (189 m.) with one tug. Largest vessels 
load at bulk sugar berth, maximum length governed by length of 
traverse of loading appliance which 445 ft. 8 in. (136 m.). 
HEALTH: See “Melbourne”. Inspection at anchorage or at berth. 
TUGS: Four tugs available, 1x5 tons, 1x20 tons and 2x30 tons 
bollard pull. Latter available when not engaged at Hay Point. 
RADIO: See “Brisbane”. A VHF Port Radio Station has been 
established at Mackay Harbour. Frequency: Channels 6, 12, 16, F.3. 
Hours: every hour on the hour and monitoring will commence 5 
minutes before the hour and 5 minutes after the hour. 


BERTHING: 
Berth Length (Metres) Depth (Metres) 
No. 1. 198-12 10-4 
2. 198-12 10-1 
3. 198-12 10-1 
4 182-88 10-4 


Slack water entry. Swinging basin 28 ft. (8-5 m.) LWOST. Mean high 
neap tide rise 13 ft. 4 in. (4-1 m.). Mean high spring ride rise 18 ft. 1 in. 
(55 m.). Depth at berths 33-35 ft. (10-1-10-4 m.). 

SPECIALISED CARGO HANDLING FACILITIES: 

Sugar Loading Gantry 

(a) Loader Height: Clear height of loader in horizontal position 
from top of the Pier, 26 ft. (7-9 m.). Height of pier, 26 ft. Height 
of pier above low water, 34 ft. (10-4 m.). Can be used in lifting 
slope ‘'V" position up to 14° above horizontal. Max. vessel's 
hatch height above sea surface with which vessel may start 
loading even at high water, 35 ft. (10-7 m.). 

(b) Outreach: Maximum outreach of loader from side of pier, 
40 ft. (12:2 m.). Breadth of permanent fender from side of pier, 
2 ft. 6 in. (0°8 m.). The chute can be traversed along the boom 
for a maximum distance of 20 ft. (6-1 m.). 

(c) Movable Range: Length of moveable range along pier, 445 ft. 
8 in. (135-8 m.). 

(d) Capacity: Average loading rate 1,015 tons (1,031 tonnes) per 
hour: best rate over one ship 1,116 tons (1,134 tonnes) per 
hour. 

Container/Unit Load Facilities 

Wharf: length 600 ft. (183 m.); depth 34 ft. (10-4 m.); width 100 ft. 
(30-5 m.). Wharf deck: 126 ft. x 60 ft. plus 2 ft. 6 in. breadth of per- 
manent fender (38 m. x 18 m. plus 8 m.); height above low water 
28 ft. (8-5 m.). Crane: 25 tons (25-4 tonnes) capacity at 110 ft. (33-5 m.) 
radius. 
STEVEDORES: As much notice as possible. 
TANKERS: Berth a breast wharf. Load rate for bulk molasses 300 
tonnes per hour through 10 in. (25-4 cm.) dockline. 8 in. (20-3 cm.) 
(Caltex) dockline for white petroleum. 10 in. (25-4 cm.) dockline 
(Mobil) for black petroleum products. 8 in. (20:3 cm.) dockline 
(CSR) for export of industrial alcohol. 
DENSITY: Sea water. 
FRESH WATER: Available all berths, rate of load 45 tons (45-7 
tonnes) per hour. 
FUEL: Available at Breast Wharf and North Pier Berth. 
FIRE PRECAUTIONS: Normal requirements. 
DEVELOPMENTS: Extension of breakwater planned adjacent to 
industrial land development to give more facilities. 
WATCHMEN: Not obligatory. 
OPENING/CLOSING HATCHES: Normally by crew, but can be 
done by stevedores if required. 
CARGO GEAR: See “Melbourne”. 
IDENTIFICATION CARDS: See “Melbourne”. 
REPAIRS: Small repairs can be carried out. Oxy-welding and elec- 
tric welding plants, compressors and air tools available. Salvage 
divers available. 
REPATRIATION: Facilities available. 
AIRPORT: Daily service to Brisbane and thence to world-wide 
destinations. 
TIME: GMT plus 10 hours. 
HOLIDAYS: Bank holidays as for Brisbane, plus Waterside 
Workers’ Picnic Day. 
TELEPHONES: Ships’ extension telephones may be connected 
at all berths. 
SERVICES: Compass adjusting. 
AUTHORITY: Mackay Harbour Board, PO Box 96, Mackay, 
Queensland, Australia 4740. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


MARY BOROUGH, Queensland (incl. Urangan): 
25.18 S. 152.54 E. (See Plan) 


PORT LIMITS: The area between the mainland and Great Sandy 
Island from a line joining Hook Point and the eastern extremity of 
Inskip Point to the parallel of 25 deg. 7 min. S. latitude, including all 
rivers, creeks and navigable waters in the above named area. 
APPROACHES: Via Hervey Bay and the Pearl Channel. 

The width of the Channel to Urangan is 500 feet (152-4 metres) 
and the Mary River 100 feet (30-48 metres). 

The depths of water at LWOST in this port and approaches are: 


Feet Metres 
Urangan Channel 17-0 5-18 
Mary River 40 1-22 
Sandy Straits 2-0 0-61 


The swinging basin at Urangan has a width of 1,800 ft. (548-64 m.) 
and a depth of 27 ft. (8:23 m.). 

The swinging basin in the Mary River at Maryborough has a width 
of 400 ft. (122 m.) and a depth of water of 30 ft. (9:14 m.). 
DOCUMENTS: See “Melbourne”. 

PILOTAGE: Vessels requiring the services of a Pilot should 
advise the Harbour Master at least 24 hours before their expected 
time of arrival at the Fairway Buoy and also advise vessels draft. 

Note ; Pilots for the Sandy Straits are not available on Saturdays, 
Sundays or holidays unless the vessel is bound for Maryborough. 

Pilots Boarding Ground is located off the Fairway Buoy, Hervey 
Bay and the distance therefrom to Urangan Jetty is 13 miles, and 
upriver to Maryborough 45 miles. 

RESTRICTIONS: Tankers with highly inflammable liquids are 
not allowed to berth at Urangan in the hours of darkness. 


AUSTRALIA 


MAX. SIZE: Maximum draft of vessels that may enter the port are: 

Urangan: HWOST 7:3 m. (24 ft.) and at LWOST 4-27 m. (14 ft.) 
allowing 3 ft. (1 m.) under keel. 

Maryborough: HWOST 12 ft. 6 in. (3-8 m.) allowing 2 ft. (0-6 m.). 
HEALTH: Pratique available 24 hours a day, 7 days a week. 
TIDES: The mean spring rise is 10 ft. (3-048 m.) at both Urangan and 
Maryborough, while the mean neap rise is 8 ft. (2-438 m.) at Urangan. 
BERTHING: The berths in the port number 3 in all, one (1) at 
Urangan and two (2) at Maryborough. 

The jetty at Urangan is 26 miles by road from Maryborough. 

The length of each berth and respective depth of water at LWOST 
are: 

Urangan 

(i) 1 Berth 390 ft. (118-87 m.) in length; depth of water 29 ft. (8-84 m.). 
Maximum length of vessel which can be accommodated is 560 ft. 
(170-69 m.). 

Maryborough 

(ii) Berth No. 1 — 196 ft. (59-74 m.) in length; depth of water 20 ft. 
(6:096 m.). 

(iii) Berth No. 2 - 120 ft. (36-576 m.) in length; depth of water 20 ft. 
(6-096 m.); Maximum length of vessel which can be accommodated 
is 300 ft. (91-4 m.) approximately. 

Wharf Use 

(i) The wharf at Urangan is a dual-purpose berth used as an oil 
tanker berth and general cargo berth. The oil tanker berth is used 
by Caltex Oil (Australia) Pty Limited. 

(ii) Berth No. 1 Maryborough is a general cargo berth. 

citi) Berth No. 2 Maryborough is used as a Forestry/Pilot launch 
wharf. 

Shed Accommodation 

(i) Urangan Wharf Shed - 7,000 sq. ft. (650-3 sq. m.) approx. 

(ii) Maryborough Wharf Shed - 4,000 sq. ft. (371°6 sq. m.) approx. 
Wharf Cranes at Maryborough. 

A 40-ton Sheerlegs at 27 ft. 6 in. (8-54 m.) radius at Walkers Ship- 
yard Wharf. 

Mobile Equipment 

Urangan: Electric capstans are available to move rail trucks. 
Maryborough: Mobile cranes are available for hire. 

TUGS: Towage is not available at this port. Arrangements for tugs 
would need to be made in advance to allow steaming time from 
Bundaberg, the next nearest port. 

REPAIRS: Available. 

FUEL: Oil bunkering is available at both Urangan and Maryborough. 
FRESH WATER: Water is available at the Urangan Jetty and the 
Maryborough wharves at the rate of $0-75 per 1,000 gallons ($0-17 
cents per 1,000 litres) (minimum charge $0-75). 

CONSULS: None. 

MEDICAL: The Hospital, situated at 185 Walker Street, Mary- 
borough may be contacted on telephone number 21.2222. 
POLICE/AMBULANCE/FIRE: 

Fire Services 

For emergency calls, dial ‘'000"’ and ask the operator for the Fire 
Brigade. General enquiries should be directed to telephone number 
21.2535. The Brigade Station is situated at 98 Lennox Street, 
Maryborough. 

Police Services 

For emergency calls, dial 000" and ask the operator for the Police. 
General enquiries should be directed to telephone number 21.2211. 
The Police Station is situated in Lennox Street, Maryborough. 
Ambulance Services 

For emergency services, dial ‘‘000" and ask the operator for the 
Ambulance. General enquiries should be directed to telephone 
number 21.2244. The Brigade is situated at 155 Neptune Street, 
Maryborough. 

AUTHORITY: Dept. of Harbours & Marine, GPO Box 2195, Brisbane 
4001. 


AGENT: See “Brisbane.” 


MELBOURNE (including Coode Island, Holden Oil 
Dock., Port Melbourne, Williamstown, Yarraville): 
37.50 S. 144.58 E. (See Plan) 


PORT LIMITS: Vessels at anchor off Gellibrand Lighthouse are 
considered “arrived” for the purposes of priority of berthing. 
DOCUMENTS: 


required 
Form M & S 11 (List of crew) Two 
Form 42A (Store List) One 
Form 5 (Articles owned or in possession of Master, 

Officers or crew) One 
Form C & E 886 (Ports of call) Three 
Form QA3 (Declaration of animals carried as cargo) One 
Form QA4 (Declaration of ship's pets) One 
Form QA5 (Shipmaster's Bond to cover ship's pets) One 
Form A Q360 (Health Report) Two 


Of the above, Forms 42A and 5 need only be compiled at first port of 
call in Australia. Passenger - individual Passenger Cards are 
utilised therefore no list of passengers required. Agents require 
seven copies of Manifest of cargo on board and at least one set 
copies Bills of Lading. These normally received by airfreight or air- 
mail direct from Agents at loading port outside Australia therefore 
not necessary for Masters to be in possession of either Manifest of 
cargo on board or appropriate copies of Bills of Lading. 

PILOTAGE: Two vessels, Wyuna and Akuna, one of which kept on 
station outside Port Phillip Heads, within limits of cruising station, 
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except for short periods when making shore contacts and from 0900 
to 1100 local time each Monday. Wyuna has two masts, buff coloured 
hull and funnel with white painted superstructure. 

The Akuna relief pilot vessel, steamship, one mast, buff coloured 

hull, funnel and white painted superstructure. Pilot vessel on station 
exhibits by day from foreyard mast, horizontal striped flag, upper 
half white and lower half red. At night lights as prescribed in Inter- 
national Collision Regulations for a pilot vessel over 65 ft. in 
length. 
Cruising Station: Cruising station extends seaward to 15 miles 221° 
from centre of fairway between Port Phillip Heads, from which 
position the Western boundary extends in 334° direction towards 
coast at Zealey Point, and Southern boundary in 092° direction 
towards Cape Schank until Arthur's Seat bears 050°, which line 
towards coast forms Eastern boundary of statioi.. Generally, pilot 
vessel cruises from 2 to 5 miles 225° from Point Lonsdale Lighthouse 
in order keep Westward of confused seas caused by tide race 
through entrance. 

Radio message sent direct to pilot vessel 24 hours prior to arrival 

advising ship's deepest draught and estimated time of arrival at Port 
Phillip Heads, subject to confirmation pilot vs. If not in sight, vessels 
stand off at least 5 miles from Point Lonsdale and make inquiries 
addressed by visual signals or VHF radio telephone to Point Lons- 
dale Signal Station. 
ANCHORAGE: Quarantine Anchorage: if, from Quarantine Regu- 
lations, southerly gales, or other causes, it is necessary to anchor 
off Quarantine Station, a vessel drawing more than 20 ft. should 
anchor to Northward, with jetty bearing 195°, in depths of from 48 to 
54 ft., from 3 to 6 cables off-shore; and at night in white sector of 
jetty light, visible from 126° through South to 195°, preferably with 
that light bearing 180°, and Point Lonsdale light bearing 280°. 

Symonds Channel Anchorage: good anchorage clear of all fair- 
ways, in red sector of Low light, and well to windward of southern 
shore in northerlies, is to be had in the middle of Symonds Channel 
close to its Southern end. A good berth is in a depth of about 40 ft. 
with Queenscliff High Light bearing 286°, and No. 3. (Tuckey) West 
Channel in transit with Coles Channel Light. Queenscliff Anchorage: 
in anchoring off Queenscliff, care should be taken to keep clear of 
West Channel fairway by bringing up as near as possible to North- 
western side of channel. A good berth in a depth of 38 ft. and in 
red sector of Low light, may be obtained with High Lighthouse 
bearing 284° distant half a mile, and fixed green light at Queenscliff 
South pier head bearing 336°. 

Vessels awaiting berths in the Port of Melbourne are normally 
directed to anchor at pilot's discretion South of Gellibrand light and 
clear of the Melbourne ship channel. 

RESTRICTIONS: Mean Tidal Range is 0:50 m. and mean of all 
High Waters for 1972 was 0:76 m. Tide is used for the navigation 
of vessels having drafts in excess of those given in Column 4 of 
“Max. Size”. For the navigation of channels, a minimum under keel 
clearance of 0-6 m. is required for vessels drawing up to and includ- 
ing 10-9 m.and a clearance of 0-9 m. for vessels having adraft between 
10:9 m. and 12:2 m. Vessels over 183 m. in length. Pilots require 10% 
of maximum draft under keel clearance to navigate River Channel at 
all times, subject to draft restriction in Column 5 ‘Max. Size”. 
MAX. SIZE: 

In the Port of Melbourne, draft and length limitations for navigaiion of 
vessels are determined by the Port Philip Sea Pilots, and these divisions are 
outside the jurisdiction of the Port Authority, the Melbourne Harbour Trust 
Commissioners. 


1 2 3 4 5 6 
Max. Max. Draft Max. 
Length Length at l.W. Draft 
Day Night Day Night 
Berth metres metres metres metres Remarks 
Breakwater 231 178 10:6 9:7 225 m. at 76 m. 
Draft 
Gellibrand 290 207 11:3 10-6 
Holden Dock 183 137 9-4 7-9 Maximum beam 


26-1 m. 


6 Yarraville 252 213 94 91 Upstream 6 Yarr. 
Over 91:4 m. head in. 
1 Maribyrnong 178 145 97 85 Over 91-4 m. 
head in. 
Swanson Dock 252 213 9-4 91 ‘Remeura” will not 


be swung if 32 
South occupied 
River Berths below 


24 V.D. 213 213 94 91 

River Berths 

22, 23, 24 V.D. 213 213 88 85 

Upstream V.D. Ent. 183 137 79 7-9 Above Swinging 


Basin 7:2 m. 17, 18, 
19 South Wharf 
Special Vessels. 


Within Victoria Dock 178 137 88 79 Vessels_of 152 m. 
will be berthed 
head in only. 

8 Victoria Dock 149 137 88 79 Vessels of 152 m. 

15 Victoria Dock 128 128 8-8 ‘57-9 will be sailed head 
out only if 2 V.D. 
or 21 V.C. empty. 

Station Pier 305 305 10:3 10-3 

Princes Pier 259 259 97 97 

Webb Dock 1 135 135 6-4 64 

2 140 140 64 6-4 

3 181 181 88 88 Over 183 m. 
required 10% draft 
under keel 
clearance. 


Less than 183 m. 
up to 11 m. draft. 
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Shipping Channels 


Width Depth 
Channel metres metres 
Fawkner Beacon - Gellibrand Pier 183 11-2 
Port Melbourne 183 10-6 
Gellibrand Pier — River Entrance 183 10:3 
River Entrance - Webb Dock No. 3 berth 91 9-4 
River Yarra— 
River Entrance —- Appleton Swinging Basin 122 10:3 
Appleton Swinging Basin - Victoria 
Swinging Basin 122 97 
Victoria Swinging Basin - Johnson St. 128 85 
Johnson St. - Spencer St. 91 79 
Swinging Basins 
Diameter Depth 
metres metres 
Interstate Swinging Basin 213 85 


Victoria Dock 274 9-7 


Appleton Dock 366 10°3 
Swanson Dock 329 10:3 
Holden 274 10:3 
Port Melbourne 518 10-9 
Webb Dock 305 94 
Gellibrand 396 11:2 


BRIDGE: Clearance under Westgate Bridge is 53-6 m. at LW. 

PRATIQUE: All overseas vessels at first port of entry to Australia 

or at any subsequent ports, subject to quarantine until pratique 

granted or until vessel released from quarantine. If examinations and 
inspections satisfactory vessel granted pratique for all Australian 
ports, provided all on board have satisfactorily completed Certificate 
of Vaccination within last three years, or if vessel is fourteen days or 
more from date of departure from last overseas port. A list of names 
and addresses of passengers also required at first port of entry. 

24 hours quarantine clearance of overseas vessels available. Treat- 

ment of crew members for illnesses other than quarantinable 

diseases arranged by private practitioners through ship's Agent. 
Radio Pratique: Concession of Radio Pratique is to all vessels 

carrying surgeons, provided these officers medical graduates of a 

university. Following requirements to be met in the case of a vessel 

requiring Radio Pratique. 

(a) (1) ETA. 

(2) that individual inspection of all persons on board has been 
made by Ship's Surgeon within twenty-four hours of expected 
time of arrival and no cases of quarantinable diseases or 
varicella in an adult or coloured person, not associated with 
cases in children, then existed on board or had occurred or 
had been on board within previous fourteen days: and 

(3) that all members of crew currently satisfactorily vaccinated 
against smallpox (i.e. not less than eight days nor more than 
three years previously in the case of revaccination) and a 
satisfactory Vaccination Register is kept on board; 

(4) that all passengers over age of 12 months have been satis- 
factorily vaccinated against smallpox before embarkation 
and are in possession of current valid International Certifi- 
cate of Vaccination against smallpox (i.e. all certificates, 
duly authenticated, show that vaccination has taken place not 
less than eight days nor more than three years previously in 
the case of primary vaccination and not more than three years 
previously in the case of revaccination) except those who 
before embarkation submitted a medical certificate stating 
that they have a medical disability which would make vaccina- 
tion inadvisable and except those who before embarkation 
signed a statutory declaration stating that they object to 
vaccination on religious grounds. 

(b) Commonwealth Director of Health will advise master by wireless 
whether Radio Pratique is granted or not. 

(c) A vessel granted Radio Pratique will fly “Q" flag by day and 
Quarantine signal by night and will on arrival at quarantine 
anchorage be boarded by Quarantine Officer with Immigration 
and Customs Officers. Quarantine Officer will inspect crew 
Vaccination Register and passenger manifest on which must be 
stated full name, address in Australia and vaccinal status of each 
passenger and will see cases of illness brought to notice by 
Ship's Surgeon, including all cases infectious disease and will 
receive Primary Health Report. If no cases of illness as referred 
in sub-paragraph (a) (2), Quarantine Officer will ¢onfirm Radio 
Pratique and issue Pratique Certificate for all ports. Master will 
not be required to submit Supplementary Health Report at 
subsequent ports. When Pratique confirmed, “Q" flag may be 
lowered. 

(d) Notwithstanding that pratique for all ports may have been 
granted, Master will still be responsible for reporting any case of 
infectious diseases which may subsequently occur whilst vessel 
in Australian waters. 

Should a case of infectious disease (not being a quarantinable 

disease or varicella in an adult or coloured person not associated 

with cases in children) occur on board whilst vessel at sea in 

Australian waters Master will be required to advise by radio 

Commonwealth Director of Health for State in which next port 

situated, who will arrange for a Quarantine Officer to see case 

on arrival, Master will not be required to fill in a Supplementary 

Health Form and vessel will be permitted to proceed direct to 

berth without flying “Q" flag. 


Should a case of suspected quarantinable disease or a case of 
varicella in an adult or coloured person occur on board whilst at 
sea in Australian waters, Master required radio details to Com- 
monwealth Director of Health for State in which next port 
situated and await instructions. Commonwealth Director of 
Health will decide according to circumstances whether inspect 
vessel outside Quarantine Line or permit it to proceed to berth 
and will advise Master. 

Should it come to notice in any particular case that Radio 
Pratique has been granted as a result of a wireless message 
sent in accordance with sub-paragraph (a) whereas in fact 
wireless message contains false information, matter will be 
investigated throughly and reported to the Director General of 
Health who will decide whether Radio Pratique will be denied in 
future to vessels on which Master and the Ship's Surgeon hold 
responsibility. 


RADIO: Melbourne Radio VIM. 

A Shipping Control Centre referred to as “Harbour Control" is 
established on the southern side of Victoria Dock entrance. It is a 
two storied structure supported on a rectangular tower with an overall 
height of 39:6 m. Traffic signals are exhibited at a height of 36:6 m. 

Movement of traffic within the Port of Melbourne is controlled by 
the Harbour Master through Control Officers operating from this 
Centre who direct all shipping movements in and out of the port, 
and co-ordinate all ancillary services connected with shipping 
movements on a 24 hour basis. 

The radio call sign is “Harbour Control", and the following fre- 
quencies and channels are available— 

1563 mHz Channel 6 used generally for Interstate Shipping. 

156-4 mHz Channel 8 pilots and tugs (continuous watch). 

156-6 mHz Channel 12 working. 

156-8 mHz Channel 16 calling (continuous watch). 

When approaching the Port of Melbourne radio communication is 
made with ‘Harbour Control” initially on Channel 16 and then ona 
channel as directed for berthing instructions and information 
regarding the movement of other vessels. The Master of a vessel 
proceeding inwards shall not pass Gellibrand Pile Light until per- 
mission has been granted by Harbour Control. Breakwater Signal 
Station may be used as an alternative to communicating with 
“Harbour Control”. 


TUGS: Tugs attend for inward-bound vessels at or in vicinity of 
Gellibrand Light for vessels proceeding either up River or to Port 
Melbourne berths. On departure and should vessels require attend- 
ance down river, service terminated in vicinity of river entrance. 
Tugs present for service at any point required by Owner or Agent. 
Ships lines, or tug lines at charge of A$10.00. Crews of tugs will not 
accept wire tow line. Wire tow line with rope end of 5 or 6 fathoms 
acceptable, rope section being available for tugs towing hook. 
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BERTHING: 
Yarra River North Bank 


Depth Length 
of of Miscellaneous 
Berth Locality Water Berth Information 
No. m. m. 
1 North Wharf 79 167 Roll-on/Roll-off. 
Lift-on/Lift-off. 
2 i mi 79 176 Container and Unit Load 
Cargo. 
Hobart service. 
5 North Wharf 79 130 1/3 tonne level luffing, 
6 130 travelling electric 
wharf crane. 
7 “ 7 107 
8 A es 114 
10 ” ” 118 
11 " ” 136 
12 $ cs 85 182 
3 Th 135 Berths Nos. 10-17 
14 + r 135 enclosed in security 
15 a Pn 201 compounds. 
16 ” ” 81 
17 Je _ 156 
Appleton Dock 
B Appleton Dock 192 Four sets of rail tracks 
on 20-7 m. wide apron 
c F i 103. 192 }5/3 tonne level luffing 
192 wharf cranes available 
all berths. 
D ” ” 
Yarra River South Bank 
5 South Wharf 49 
6 ” ” 58 
Le Seis ee 57 
8 os ’ 7-9 57 
9 6 i 70 
OA setts 3 
10 


AUSTRALIA 
Depth Length 


of of Miscellaneous 
Berth Locality Water Berth Information 
m. m. 
Livestock, Roll-on/Roll- 
14 te Po 176 off, Container, Unit 
Load and Conven- 
tional Cargo 
Handling. 
15 . 4 11 Enclosed in security 
compound. 
16 7 85 159 Seven acre stacking 
area behind berths 
Nos. 16-18 mainly for 
timber imports. 
17 a + 159 
18 ni as 159 
19 " ” 159 Container Berth. 
21 ” " 9-4 244 ~=s«*); Steel. 

6/6 tonne overhead shed 
cranes, and 4/6 tonne 
wharf cranes. 

23 ‘i Pa 85 72 
26 ” ” 
27 * a 158 Berths Nos. 27-32 
146 enclosed in security 
28 ” ” 146 compound. 
DD ichitey i; 146 
30 + * 9-4 183 
31 " " 183 5/3 tonne level luffing 
travelling electric 
wharf cranes. 
320 Cy " 253 
Port Melbourne Area 
O.E. Princes Pier 11:0 196 Pier enclosed in 
O.W. a od 10-3 196 security compound. 
LE: i - 11:0 196 Oil bunkering facilities 
LW. oe if 10:3 196 all berths. Four sets 
of rail tracks on 
wharf aprons. 
Victoria Dock 

Entire Dock System 
enclosed in Security 
Compound. 

1 VictoriaDock ) 58 
2 + ,, 9-4 171 3 sets of rail tracks on 
3 ~ A 158 the wharf. 
4 * os 199 
8 ” ” 85 186 
9 ” ” 164 
10 “ ~ 161 
11 ” ” 168 
12 + ‘A 9-4 168 Out of Commission. 
13 “f A 161 
14 a 3 174 1/3 tonne level luffing, 
travelling electric 
wharf crane. 
15 a > 8-5 165 

Berths Nos. 16-24 have 
three sets of rail 
tracks on apron. 

16 7 160 

17 t éi 157 10/3 tonne level luffing, 
18 FF “f 167 travelling electric 

19 rt a 145 wharf cranes. 

20 oo — 9-4 146 

21 ” ” 165 

22 ” 1 174 Groat Silos. 

23 w * 174 3/3 tonne level luffing, 
24 " a 174 travelling electric 


wharf cranes. 


SPECIALISED CARGO HANDLING FACILITIES: 


Port Melbourne Area 


Depth Length 


fe) of Miscellaneous 
Berth Locality Water Berth Information 

m. m. 
O.E. Station Pier 11-0 221 Principal Overseas 
O.W. * 4 11:0 257 Passenger Terminal 
I.E. es i 10:3 218 J 
1.W. 7 e 10:3 218 ~+Four sets of rail 


tracks on aprons for 
Rail Cargo and 
Passenger Trains. 
Snack Bar and 
Souvenir Kiosk. 
Information Service 
run by multi-lingual 
Port Hostesses. 

8/3 tonne level 
luffing, travelling, 
electric wharf 
cranes. 
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Webb Dock 

Depth Length 
of of 

Water Berth 
m. m. 


A.N.L. Terminal 7:0 122 
.L. Terminal 70 152 


Miscellaneous 

Berth Locality Information 

Roll-on/Roll-off 
Loading facilities. 

Container, Unit Cargo 
and passenger 
handling facilities 

: for Northern 
Tasmanian ports. 

1/25 tonne Derrick 
crane. 

1/15 tonne Derrick 
crane. 

1/25 tonne travelling 
electric crane. 


No.1 
No. 2 A.N 


No.3 A.N.L. Terminal 9-4 183 


Maribyrnong River Area 
No.3 Footscray Wharf 2:7 87 


Swanson Dock 


No.1 W. Swanson Dock 103 244 { Overseas Container 
No.2 W. Swanson Dock 10:3 244 Cargo. 
2 Container Crane 
Twin Lift 
No.1£. Swanson Dock 103 244 /( Overseas Container 
No.2E. Swanson Dock 103 259 Cargo. 
(| Common User Berth. 

2 Container Crane 

Twin Lift. 
Yarra River South Bank 
No. 25 South Wharf 85 158 | Bulk Gypsum. 

2/74 tonne grabbing 
crane conveyor 
system. 

Yarra River North Bank 
No. 9 North Wharf 85 114 Bulk Cement. 
Lower River Area 
No. 1 Yarraville Wharf 7:9 106 Anhydrous Ammonia 
Seis is i 79 167 Sulphuric Acid. 
or Yarraville Wharf 8-5 146 | Bulk Raw Sugar. 
8 be 9-7 256 >Bulk Chemicals. 
Holden Dock Yarraville 10-0 213 Bulk Oil. 
No, 1 Maribyrnong 98 170 Bulk Petrochemicals, 
Mollasses and Lub. 
Oil. 
Williamstown Area 
West Side Breakwater Pier 11:8 222 ~=Bulk Crude Oil. 
East Side Gellibrand Pier 11:8 274 


gasiaton Dock 
i Dock ae 10:3 207. ~Bulk Phosphatic Rock 

F 192 and Coal, Scrap 

Metal. 
4/74 tonne electric 

grabbing cranes. 
Available at the 
two berths. 

See also “Tankers”. 


CRANE: Self-propelled crane with 250 tonne capacity available. 
STEVEDORES: ETA Advices: Firm ETA, if possible, before noon 
on previous day to arrival. If not possible no later than 3 p.m. on day 
previous to arrival. 
MEDICAL: No advance notice necessary for medical attention 
required on vessel's arrival. All hospital facilities available. No 
inoculations required for vessels coming to Australia but Master 
should possess International Health Cards for each member of 
crew. 
TANKERS: Holden Oil Dock at Yarraville suitable for tankers up to 
600 ft. length, draft 31 ft. 
Williamstown : Gellibrand Pier, depth alongside 39 ft. can accommo- 
date tankers up to 950 ft. length. Discharge via Chiksan arms. 
Breakwater Pier, depth alongside 39 ft. accepting tankers up to 
740 ft. length. 
Maribyrnong: No.1 berth, depth 30 ft. can accommodate tankers up 
to 600 ft. length. 
Coode cape Petrochemical and molasses berth, depth alongside 
26 ft. 
Ballast: Slop facilities only at Holden Oil Dock. 
DENSITY: 1000. 
FRESH WATER: 
Rate 50-100 tph. 
FUEL: 24 hours notice required. All grades 1-1500 secs RI. Marine 
Diesel. Light Marine Diesel. Gas Oil 34 sec. Red No. 100F. Bunker 
Fuel 600 sec. Red No. 100F. Light Diesel 37 sec. Red No, 100F. 
At Gellibrand and Breakwater Piers. Min. notice 48 hours; prefer 
notice 4-5 days 
Tanker fall oil 450 SSF at 122° F. Volume — unlimited if 4 to 5 days 
notice given. 
FIRE PRECAUTIONS: Copy of Handbook “Emergency Action" 
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Water available at wharf face at 100-ft. intervals. 


is handed to Master of tankers together with booklet “Advice 
to Masters" printed in eleven languages. 

DEVELOPMENTS: Lower Yarra Crossing: New bridge with 
clearance of 170 ft. under construction, on completion in 1975 the 
removal of Williamstown ferry will enable river to be widened in 
that section. Future dredging to 35 ft. envisaged. 

By the end of 1974 it is anticipated that vessels with a draft of 
eae and length of 950 ft. will be able to navigate the river 24 hours 
a day. 

A fourth Roll-on/Roll-off berth under construction at Webb Dock. 
GANGWAY WATCHMEN: Shore Watchmen not usually em- 
ployed and this service left to discretion of Master. 
OPENING/CLOSING HATCHES: Normally carried out by 
Stevedores. Ship's crew may if required by vessel to do so. Crew 
may close hatches prior to sailing; but if Stevedores instructed to 
do so, they then claim right to finish, unless ship sails before com- 
pletion of work. 

SHIP CERTIFICATES: Register - showing vessel's name, port 
of registry, gross and nett tonnages and Owner. Loadline Certificate 
which must be current. Safety Radio Certificate. Safety Equipment 
Certificate. Light dues receipt, ship's Articles (British), Clearance 
from previous port 

CUSTOMS ALLOWANCES: Two hundred cigarettes in an 
opened carton or $ lb. cigars or $ lb. tobacco. One bottle spirits 
(Opened). 

CARGO GEAR: This must comply with Australian Regulations, as 
issued by the Ministry of Shipping and Transport. 

When working cargo with ship's gear, certificates should be 

available to attest to identification and good condition of all such 
gear. If vessel on first visit to Australia and certificates not available, 
a declaration by Master will be accepted provided gear in order. On 
subsequent visits certificates and identification of each item of gear 
must be readily produced. 
IDENTITY CARDS: Not required to be carried by crew going 
ashore in Australia. However, Section 23 of the Migration Act 
1958/1964 provides that Masters of vessels entering Australia from 
overseas shall have in their possession an identity card in an approved 
form for each member of crew. These provisions included in the Act 
to ensure positive identification available to departmental officers 
should any Seaman, not being an Australian citizen, desert vessel. 
Should vessel arrive Australia without required Seamen's identifi- 
cation cards, Seamen unable to go ashore until photographer called 
to vessel order photograph each crew member, and identification 
cards completed. 

Following nationalities need not complete identification card 
required under Migration Act provided crew members in possession 
of relevant Seamens Identity certificates/discharge book; Canada, 
Denmark, Fiji, Ghana, Hong Kong, India, Israel, Italy, Japan, Malaysia, 
Norway, South Africa, South Korea, Pakistan, United Kingdom. 

Masters of vessels, Australians and New Zealanders are not 
required to have such an Identification Card. 

Masters are reminded that crew members’ travel documents and 
Commonwealth of Australian Forms M.315, where applicable, are 
to be retained in the custody of the Master at all times, and are to be 
produced to Customs Boarding Officers upon demand. 
CONSULS: The following countries are represented by consuls at 
Melbourne: 


Belgium Greece Philippines 
Brazil Honduras Portugal 
Chile Iceland Spain 
China Italy Sweden 
Denmark Japan Switzerland 
Dominican Rep. Mexico Thailand 
Ecuador Netherlands U.S.A. 
Finland Norway Uruguay 
France Panama Venezuela 
Germany Peru 


REPAIRS: All major repairs possible. 

DRYDOCKS: 3. Largest Dock 527 ft. x 72 ft. 
REPATRIATION: All facilities available for effecting crew 
changes and repatriation — namely sea, air and rail. 

HOLIDAYS: Sunday, Christmas Day, Good Friday, Labour Day, 
Picnic Day, Anzac Day: with exception of Sunday are regarded as 
“close holidays" and waterside workers cannot be required work 
on these days. Only work of special nature performed on these days 
by agreement. 

Following ordinary holidays observed: Boxing Day, New Year's 
Day, Australia Day, Easter Monday, Queen's Birthday, Melbourne 
Cup Day. 

On Boxing Day and New Year's Day, waterside workers will work 
on following classes of vessels only, namely: 

(a) Passenger ships to sail on schedule. 

(6) Ships to finish and sail before next pick-up of labour. 

(c) Ships, which in opinion of local Board of Reference, should be 

declared “Urgent Vessels”. 

(d) Marine casualties. 

On remaining ordinary holidays work performed if required by an 
employer. Work performed on holidays subject premium rates of pay. 
POLICE/AMBULANCE/FIRE: Fire, Ambulance, Security - Port 
Emergency Service. Tel. 61-2861 or, by VHF Radio Channel 16 
“Melbourne Port Emergency”. 

TELEPHONES: Telephone can be placed aboard at all berths. 
Charge 90 cents per quarter day includes service charge and local 
calls. Trunk calls cannot be made from shipboard phones. 
SERVICES: Tank cleaning. Compass adjusters available. 
SHORE LEAVE: Crew allowed ashore. Visitors to ship after dark 
require permit issued by Master. No passport required while ashore. 


PORT AUTHORITY: Melbourne Harbour Trust Commissioners, 
29 Market Street, Melbourne, 3000. Tel. 620731. Cable: Harbour- 
Melbourne. 


AGENTS: Patrick Agencies, Box 4329 GPO, Melbourne, Victoria, 
3001. Cables: “Rikpat’’. Tel. 61-2941. Telex. AA. 30456. After hours 
Tel. 92-5131. 


NEWCASTLE, N.S.W.: 32.56 S. 151.47 E. 


PORT LIMITS: The port limits are at the entrance between the 
end of the breakwater. New charter parties accept vessel off the port. 
DOCUMENTS: See Melbourne. 

PILOTAGE: As much notice as possible through Maritime Radio, 
Sydney (VIS), amending 2 hours prior arrival. Amendment through 
Channel 16 VHF, to Harbour Control. Telegraphic address “Mar- 
board". Pilot vessel painted high-visibility orange, “Pilots” on deck- 
house in black paint. Boarding ground on side East of entrance. 
A good lee, speed 3-5 knots, no boatrope, ladder 8 ft. above water 
with manropes. 

ANCHORAGE: No good anchorages off port. A restricted anchor- 
age exists immediately off entrance. No anchorages within the port. 
RESTRICTIONS: Entrance channel dredged to 36 ft. - a minimum 
keel clearance of 10% draft required. Certain berths within port may 
only be worked during slack water or early ebb tide. 

MAX. SIZE: Maximum length of 800 ft., no beam restriction, draft 
up to 38 ft. Vessels over 700 ft. navigated in daylight only (inward). 
HEALTH: Refer to Melbourne. 

RADIO: All radio messages through Sydney (VIS). 

TUGS: Tugs usually come alongside shortly after entering break- 
water. Ship's lines for towing lines, tug’s lines for tugs alongside. 
BERTHING: See Restrictions. 

Thirty berths with lengths from 500 ft. to 2,025 ft. Depths alongside 
up to 38 ft. 

le Cargo Berth suitable for unit and limited container traffic, 
depth alongside 36 ft. ISLW. 

New grain berth with four loading heads can accommodate 
vessels up to 700 ft. length. Depth alongside 38 ft. 

RADAR/VHF: No port radar. VHF channels 16, 13, 12, 4. Pilot has 
own set. Also see “Sydney-VHF”. 

MEDICAL: All hospital facilities available. 

TANKERS: One tanker berth —- 33 ft. depth water alongside, 600 ft. 
in length. 

DENSITY: Density varies considerably throughout port, with 
particular reference to upstream rains. 

FRESH WATER: Available ail berths, 4-15 tons per hour delivery, 
dependent on other demands. 

FUEL: Normal bunkering available by either road or barge, or 
pipeline at inflammable liquids wharf. 

FIRE PRECAUTIONS: Written notice to Fire Brigade for tankers. 
BULK HANDLING FACILITIES: Coal Basin berth numbers 1 
and 2 loading capacity 2,000 tons per hour. 

Dyke Coal Loader: loading capacity 600 tons per hour. 

Western Basin: Berth number 3, bulk wheat loading. 

Kooragang Island Bulk berth: two gantry cranes each of 10 tons 
capacity. Grab unloading 650 tons per hour. 

Grain ~ No. 3 Western Basin — four 1,000 t.p.h. loading heads. 

Coal - No. 1 Basin Coal Loader — two 1,000 t.p.h. heads and Dyke 
Coal Loader, one 600 t.p.h. head. 

Iron and Limestone - BHP No. 5 berth - three ore bridges with 10 
to 20 ton grabs. 

Bulk Berth - two 650 t.p.h. bulk unloaders used for phosphate, 
sulphur, alumina, petroleum coke and cement clinker. 

Containers - one general cargo berth, No. 1 Throsby, fitted with 
26-ton luffing crane. 

Liquid Chemicals and LPG - now use Bulk Berth, Kooragang. 
Will use new Bulk Liquids Berth, Kooragang which is under con- 
struction. 

DEVELOPMENTS: Plans to build new coal loader with a capacity 
of 10,000,000 tons annually (approved). Preliminary site at Kooragang 
Island. The existing coal loader will continue operation. 

Two new deep-water tie-up berths at Dyke Wharf. 

New bulk liquids berth to be built at Kooragang Island. 
GANGWAY/DECK WATCHMEN: Services of watchmen avail- 
able and recommended ($1.50 hourly average). 
OPENING/CLOSING HATCHES: Dependent on type of cargo 
and hatch (coal, wheat, ship’s crews close hatches). 

SERTIFICR TES AND CUSTOMS ALLOWANCES: See 
“Melbourne”. 

CARGO GEAR: No additional other than wire preventers to derrick 
heads if rope guys used. Also see ‘‘Melbourne”. 

CREW I.D. CARDS: See “Melbourne”. 

CONSULS: The following countries are represented at Newcastle: 
Belgium, France, Netherlands, Norway and Sweden. 

REPAIRS: Most deck and engine repairs. 

DRY DOCK: One floating dock, Government managed, 630 ft. 
length and 82 ft. beam. Capacity about 9,000 tons. 
REPATRIATION: Normal facilities available. 

AIRPORTS: Two, roughly 7 miles from city. Several flights daily 
to Sydney. 

TIME: GMT plus 10 hours. Clocks advanced 1 hour between Octo- 
ber and February. 

HOLIDAYS: Christmas Day; Good Friday; Labour Day; Picnic 
Day; Anzac Day are regarded as close holidays and waterside wor- 
kers cannot be required to be worked on these days. On Boxing Day, 
New Year's Day, waterside workers will work on following classes of 
vessel only; 


AUSTRALIA 


(a) Passenger ships to sail on schedule; (5) ships to finish and 
sail before next pick-up of labour; (c) marine casualties; (d) other 
vessels which are agreed between employer and WWF branch offi- 
cials in the port concerned; if there is no agreement on a port basis, 
agreement as to any such ships, to be reached at Federal level. 

On remaining ordinary holidays, work performed as required by an 
employer. Work performed on holidays subject to premium rates of 
pay. No Saturday afternoon work unless vessel is proceeding to sea. 
POLICE/AMBULANCE/FIRE: dial ‘000" for Emergency. 
TELEPHONES: ‘Phones available at all working berths. Costs 50 
cents daily plus cost of calls plus 30 cents booking fee. 
SERVICES: Compass adjusters and surveyors available. 
DELAYS: Waiting for coal berths occasionally, usually no wait for 
general cargo wharves. 

AUTHORITY: Maritime Services Board of New South Wales, 
Newcomen and Scott Street, Newcastle 2300. Tel. 25904. 


AGENT: Patrick Agencies, Box 447 PO, Newcastle, NSW 2300. 
Cables “Rikpat’’. Tel. 2-2353. Telex AA 28192. 


PORT AUGUSTA, S.A.: 32.29 S. 137.46 E. 


CERTIFICATE/DOCUMENTS/HEALTH: See “Melbourne”. 
PILOTAGE: One mile N.W. of Eastern Shoal North Beacon. The 
regulation pilot ladder secured four steps up from water and man- 
ropes are required. Boat ropes not required. 

RESTRICTIONS: 16 ft. low water. Minimum 2 ft. under keel. No 
navigation at night. Maximum length 450 ft. overall. Tug required for 
vessels 410 ft. and over. 

TUGS: From Port Pirie or Whyalla. 


BERTHING: 
No. 1 South 370 ft. Depth 20 ft. 
No. 2 Centre 400 ft. a Ki 5 
No.3 North 420 ft. fae PUB 


Total length of wharf 1,190 ft. 
FRESH WATER: 10 tons per hour. 
REPAIRS: Minor repairs only. 
TIME: GMT plus 94 hours. 
TELEPHONE: Police 2241; Fire Brigade 2758; Hospital 2201. 


AGENT: See “Adelaide”. 


PORT GILES, S.A.: 35.02 S. 137.46 E. 


On Western shore of Gulf of St. Vincent, 36 miles S.W. direction 
irom Port Adelaide. For entry formalities not listed below, see ‘‘Ade- 
aide”. 

PILOTAGE: Compulsory. If vessel on first entry to Australia, pra- 
tique and surveys are carried out at Semaphore anchorage, Port 
Adelaide, where Pilot will board. 

If proceeding direct to Port Giles, 12 hours’ notice required to 
Dept. of Marine and Harbors, Port Adelaide. Pilot boarding station 
is at northern end of Troubridge shoal, about 1 mile west of Mac- 
Donnell Sound Light Beacon. 
er her pt made Macdonnell sound, 7 miles from berth. Also see 
“Pilotage”. 

MAX. SIZE: Vessels up to 40,000 tons dwt. able to load fully and 
depart at lowest tide. Normal limit to length of vessel 675 ft. (206 m.), 
beam 95 ft. (30 m.). 

BERTHING: The new jetty, about 14 miles North of Giles Point, 
reaches out from the shore some 2,000 ft. (610 m.) to the seaward 
end dolphin. The ship's berth has a depth of 38 ft. (11-6 m.) below 
low water over a length of 840 ft. (335 m.). Grain transported from 
Silos to ship's side by conventional belt conveyor capable of 
handling 800 tonnes an hour. Alongside ship, elevated gallery with 
5 swivelling and telescopic booms feeds grain into any hold without 
movement of ship along berth. Each boom has a maximum load rate 
of 400 tonnes an hour so that at least two must be used to achieve 
full ship loading rate. 

TUGS: None. Mooring launch available, but if tugs required, must 
be obtained from Port Adelaide. 

FRESH WATER: Available. 

TELEPHONES: Available on berth. 

FUEL/REPAIRS: None. 

TIDES: Mean high water springs 6-6 ft. (2 m.), mean high water 
neaps 4-0 ft. (1-2 m.) (Edithburgh). 

VHF: VHF radio telephone. 

AUTHORITY: Department of Marine and Harbors, 211 Victoria 
Square, Box 1672 GPO, Adelaide, S. Australia 5001. 

AGENT: Sub-agent of Patrick Agencies. 


PORT HEDLAND, W.A.: 20.18 S. 118.35 E. 


PORT LIMITS: An arc of a circle of 10 miles radius with centre at 
Hunt Point Beacon, 

APPROACHES: Port Hedland, entered between Airey Point (Lat. 
20° 18’ S. Long. 118° 35’ E.) and Hunt Point, about 3} cables N.N.W., 
is a secure harbour with dredged channel giving a depth of 12:8 
metres below datum, a turning basin with a depth of 8-84 metres 
below datum, and a small craft anchorage with depths of 5-18 metres. 
The channel extends some 73? miles seaward from the turning basin 
and is defined by beacons, buoys and leading marks. 

The most conspicuous object in daylight is the Crushing Plant 
owned by the Mt. Newman Mining Company. This plant is 47-24 
metres above sea level, and is of oblong shape, situated 095° (T) by 
1,383:74 metres from the Shipping Control Tower at Lat. 20° 19’ S. 
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Long. 118° 34’ 50” E. Cooke Point, which terminates in black, steep- 
faced rock, is sharply defined. Finucane Island water tank, 5 cables 
W.N.W. of Hunt Point, is also conspicuous. 

DOCUMENTS: 

2 Copies Health Report Q360 for Quarantine Office to be accom- 
panied by Crew List showing Vaccination dates. 

1 Copy Store List Form 42A. All narcotics and restricted drugs 
to be identified by type, size and quantity. Report is to include 
lifeboat kits. 

1 List Crew Possessions. Form 5 including Declaration Sheet. 
In declaring goods, quantity, description and value to be stated. 
In the case of all watches, radios, cameras, binoculars and the 
like, maker's name or brand and serial numbers must be shown. 

1 Crew List. Form M & S 11. Comprised White Cover Sheet, 2 
copies plus Green Listing Sheet, 2 copies. 

1 List Ship's Pets. QA4. If any pets, including any animal, bird or 
fish on board to be accompanied by 1 pink QA5. 

5 Copies Crew List. Company type. (Customs 3, G.M.L. 1 and 
Agent 1). 

Identification Card. Form M315. One per crew member, except as 

detailed below. 

With reference to Seamen's Identification Cards, a Passport size 
photograph of the seamen is sufficient. A side-face photograph is 
not required. Seamen in possession of the following National travel 
documents are no longer required to have an Identification Card in 
Commonweaith of Australia Form M.315. 


Canada Passport or Seaman's Identity Certificate 
Chile Passport or Seaman's Book 
Denmark Seaman's Book 


Fiji Passport or Seaman's Certficate of Nation- 
ality and Identity 


Ghana Passport or Seaman's Certificate of Nation- 
ality and Identity 

Hong Kong Seaman's Identity Book 

India Seaman's Identity Book 

fran Passport or Seaman's Identity Card 

Israel Seaman's Book 

Italy Libretto de Navigaziona 

Japan Mariners Pocket Ledger 

Kenya Passport or Seaman's Identification Certifi- 
cate 

Lebanon Passport or Seaman’s Identification Certifi- 
cate 

Malaysia Passport or Seaman's Identity Card 

Malta Discharge Book 

Nauru Seaman's Document of Identity 

New Zealand Identity Book 

Norway Seaman's Document of Identity 

Pakistan Seaman's Identity Card or Continuous 


Discharge Certificate 

Seaman's Record Book and Certificate of 
Discharge or Seaman's Identity Certificate 
or Certificate of Naturalization or Identity 
Seaman's Certificate Book 

Passport or Seaman's Book 

Passport or Seaman's Book 

Passport or Seaman's Book 

Passport or Seaman's Record Book and 
Certificate of Discharge 

*United Kingdom Passports may be held for surrender only if 
grantee is agreeable, otherwise an Australian Identification card 
must be available. 

Masters are reminded that crevs members’ travel documents and 
Commonwealth of Australia Forms M315, where applicable, are to 
be retained in the custody of the Master at all times and are to be 
produced to Customs Boarding Officers upon demand. 
PILOTAGE: Pilotage is under the control of the Harbour Master 
and is compulsory for all overseas vessels and for Australian vessels 
over 6,500 grt. Pilots will board vessels either by helicopter or pilot 
boat. 

Boarding by helicopter - requirements for night operations: 

(a) Within the hatchtop area there shall be a termination area 
consisting of a square having sides with a minimum length of 38 ft. 
6 in. 

(b) Surrounding the termination area there shall be an area not 
less than 35 ft. in width in which there shall be no obstructions likely 
to hazard the rotor-systems. 

(c) The combined termination area and obstruction free area shall 
constitute the helipad area. 

(d) Within the termination area there shall be no obstructions 
likely to hazard the flotation systems. 

(e) The touchdown area shall be so situated within the termination 
area that when the floats are positioned within the touchdown area, 
the main rotor shall be contained within the termination area. 

(f) The perimeters of the termination area shall be masked with 
white reflective tape having a minimum width of 5 in. (under review). 
This tape is made by the 3M Company and is designated Scotch 
Lane Brand Pavement Marking Stripe No. 5620 and comes in 150 ft. 
rolls. A primer No. 4448 wili be required to give suitable adhesion. 

(g) Any minor obstruction on the hatchtop shall be marked in a 
distinctive colour. 

(A) The approach paths to the helipad and across both sides of the 
ship shall be free of obstructions above hatchtop level. 

(i) The helipad shall be illuminated with flood lights positioned at 
both wings of the ship's bridge with the beams crossing over the 
helipad. 

All crew members should be kept clear of the landing area and 


52 


South Africa 


South Korea 

Taiwan 

Tanzania 

United Arab Republic 
United Kingdom* 


should not attempt to approach the helicopter unless requested 
to do so. When the pilot has disembarked an officer should be 
available to guide the pilot to the bridge. 

Vessels which are selected for night operations will be visited by 
the helicopter pilot who will indicate the precise markings required 
and will advise Masters with regard to any questions that they might 
have. The helicopter to be used is a Bell 471-2A weighing, 2,200 Ib. 
Requirements for day operations: 

These are similar to night operation requirements and at the dis- 
cretion of the helicopter pilot. 

Boarding by pilot vessel. 

It is most important that a lee be given to allow the Pilot to board, 
whether the vessel be under way or at anchor. In the latter case with 
the anchor still down, a steady ahead movement on the engines with 
the helm hard over usually affords the necessary lee. Failure by the 
Master to afford a lee may result in the Pilot being unable to board, 
with consequent delay. 

Vessels will be advised of Pilot Boarding and in the interest of 
expediency whenever required, vessels should be under way before 
the Pilot boards. Pilot ladders should be clean and properly con- 
structed, fitted with spreaders to prevent turning and spacing pieces 
to maintain treads in a horizontal position. Manropes of 3in. Manila 
should be rigged on each side of ladder and the full length thereof. 

Where pilot ladders are led over bulwarks, suitable stanchions 
should be rigged and steps provided inboard. In addition to clean- 
liness of the pilot ladder on arrival, the gangway or accommodation 
ladder must be washed down after completion of loading, before the 
Pilot boards for departure. 

Unless the ladder is satisfactorily washed down and free of ore 
dust, Pilot may refuse to board with resultant loss of time and 
expense until ladder is washed down to Pilot's satisfaction. Failure 
by Masters to comply with these requirements in the past in Austra- 
lian ports has resulted in delays and off-hire situations in the case of 
time chartered vessels, heavy fines for the Master plus court costs 
and substantial compensation for the injured against the owners. 

A boat rope is not required at this port. 

ANCHORAGE: Vessels should anchor North of a line between 
Spoil Ground Buoy (flash red every 20 seconds) and No. C 6, as the 
area immediately North of this line is the pilot boarding area. The 
bottom is sandy but the holding ground reported to be good. 

A prohibited anchorage exists, bounded as follows: From No. 15 
buoy (20° 14’ 46” S. 118° 34’ 00” E.) 309° 1-63 miles, thence 046° 2:00 
miles, thence 180° 2:31 miles to No. 16 Beacon (Lat. 20° 14’ 4” S. 
Long. 118° 34’ 00” E.) 

RESTRICTIONS: All channels from seaward as far as the 
Swinging Basin are dredged to 12:8 metres below datum, and 183 
metres wide in the straight sections, widening to 244 metres on 
curves. The N.W. section of Swinging Basin is dredged to 8-84 metres 
below datum. Total width of Basin is 600 m. 

MAX. SIZE: Maximum size vessels entered: Length 1030 ft. dw 
167,000 LT. Draft 55 ft. Vessels over 925 ft. are normally not handled 
at night. 

Tie official scale of keel clearances required for Port Hedland is 
as follows: 


Clearance Clearance 

Draft of vessel inside harbour outside harbour 
Up to 12:3 1:0 metre 1-2 metres 
12:3 to 12-5 metres 1:2 metres 1:5 metres 
12:5 to 13:1 metres 1:2 metres 1:8 metres 
13-1 metres and over 1-2 metres 2-1 metres 


Arrival Draft: The Harbour Master has instructed that vessels 
arriving at Port Hedland should trim to 17 ft. forward, and 21 ft. aft 
for 50,000 tonners, increasing to 24 ft. forward and 26 ft. aft for 
100,000 tonners. Other vessels should retain maximum ballast and 
advise their draft to the Harbour Master, 24 hours prior to arrival. 
PRATIQUE: The Quarantine Officer will board by the gangway 
which should be turned out and rigged ready for lowering prior to 
entering the harbour. Vessels should show the appropriate pratique 
signals whether by day or night. Only in exceptional cases at the 
convenience of the Health Department will vessels be boarded by 
the Quarantine Officer to seaward of Hunt Point. The Quarantine 
Office will inspect the crew on arrival at the berth. 

Vessels may be cleared at any time during the day or night subject 
to the Quarantine Officer being available and willing to do the 
clearance, and providing the Master forwards a radio message not 
more than 24 hours before arrival giving following details. 

(a) The expected hour and date of arrival of the vessel. 

(b) Confirmation that the Master has individually inspected all 
on board within 24 hours of arrival and that there are no cases of 
febrile illness (high temperature or fever) or skin rashes on board. 

(c) Particulars of any cases of illness on board. 

(d) Confirmation that all persons on board are satisfactorily 
vaccinated against smallpox (i.e. vaccinated not less than 8 days 
and not more than 8 years previously in the case of primary vaccina- 
tion and not more than 3 years previously in the case of revaccination). 
A vaccination register, signed by the Master or individual inter- 
national certificates for all crew members, must be retained on board, 
and all passengers should have International Certificates of Vaccin- 
ation. 

Vessels may proceed direct to the berth to await clearance there, 
subject to the requirements specified above, and providing that 
adequate security is provided to ensure that there is no contact 
between ship and shore prior to the granting of pratique. Under no 
circumstances must anybody be permitted to leave the vessel and 
have contact with shore until the vessel has been granted pratique. 
This also includes the Pilot. There is no objection to the Pilot, 
Customs and Immigration Officers boarding the vessel before the 


Cuemantine Cfficer, providing they remain on board until pratique is 
granted. 

If the Quarantine Officer is not available because of medical 
emergencies ashore, the vessel may be permitted to go alongside 
and commence loading, providing there is no physical contact 
between any person on the ship with the shore, until pratique is 
granted, excepting the special provisions made in the preceding 

aregreph. Rat guards are required on all mooring lines. 

RA 10/VHF: Vessels trading Japan to Port Hedland use Sydney, 
Darwin and Broome Radio Stations. There is no Radio Station in 
Port Hedland. Broome Radio transmits navigation warnings includ- 
ing alterations to buoy positions in the approach to Port Hedland. 

Vessels bound for Port Hedland should advise the Harbour Master 
48 hours and 24 hours before their arrival, indicating their draft, fore 
and aft, and last port. A continuous watch is kept in the Port Ship- 
ping Control Tower, which is fitted with VHF, and vessels should 
call “Port Hedland Harbour" on Channel 16, 2 hours before arrival 
at anchorage to confirm their ETA and in order that they may be 
kept acquainted with berthing instructions and the movement of 
other vessels. The Tower will also assist ships by giving them their 
bearing and distance by radar from the Tower. No ship may enter 
the dredged channel or depart from any berth without permission 
from Port Control. Signals will be exhibited from the Tower at night 
to indicate if the port is closed and the state of the tide. The height 
of tide is no longer indicated, but such information is available and 
will be transmitted to vessels by VHF or Aldis upon request. 

Vessels equipped with VHF should guard Channel 16 (156°8 Mc/s) 
when in range of Port Hedland, and also whilst at anchor. This 
channel is in direct communication 24 hours a day with Port Control 
(call sign “Port Hedland Harbour") and will avoid superfluous launch 
trips to advise Masters of changing conditions. Visual signals may 
be used in addition to a constant VHF watch. Should the Master of 
a vessel at anchor wish to communicate by VHF with another vessel, 
then he must first advise ‘Port Hedland Harbour" who will allot him 
a working channel. 

TUGS : Five tugs, each of 2,400n.p., are available. A sixth anticipated. 
Line-running launches and ferries are also available. Two small 
tugs of about 350 h.p. are also available. 

BERTHING: Due to the tidal range and strength of current, ships 
over 10,000 tons dwt. do not sail on the ebb tide. When the tidal 
range is more than 19 ft. no ships sail on the ebb. Vessels usually 
berth close to low or high slack water. 

Goldsworthy Pier: This is situated on the Western side of the 
Harbour on Finucane Island, and lies South-west of Hunt Point 
Beacon (No. 29). The face of the jetty extends over a distance of 
177 metres, and lies in the line 017-197° (T) and consists of six 
breasting dolphins, each of which has a floating fender unit. There 
are two dolphins ahead and astern of the jetty to facilitate the moor- 
ing of vessels. These dolphins are set back from the line of the berth 
face and have no fenders. 

The distance from the No. 1 or North Dolphin to the No. 10 or 
South Dolphin is a total of 378 metres and the dredged mooring 
basin 366 metres long, 61 metres wide, has a depth of 15-85 metres 
below datum. The shiploader has an overall length of travel of 180 
metres and a maximum capacity of 4,500 t.p.h. 

Fresh water and fuel are not available at this berth. 

Vessels will normally berth port side to, heading out to sea. 
Ship's gangways should be rigged prior to berthing on the off-side 
as gangways are not acceptable on the jetty. A launch service is 
available to ferry personnel to the town. Ship's personnel are not 
allowed on the loading facility. Provision for a future second loading 
berth ahead of the existing jetty has been made. 

The height of the shiploader underside in the raised portion above 
chart datum is 23-1 metres. The loader is not completely retractable 
behind the berth face but retracts to a position 0:84 metres behind 
the fender line. 

No. 1 Berth completed August 1974. This landbacked berth lies in 
a 350-170" direction and has a length of 213 m., with a mooring 
dolphin 58 m. from the Northern end. Depth alongside is 12:2 m. 
A dry cargo storage shed adjacent to the berth has a floor area of 
5,300 sq. ft. and general cargo will be handled by fork lift vehicles to 
and from the vessel. Provision for tanker berthing. Provision for 
heavy lift crane/and/or bulk handling installation in the future. 

Stack load on berth 3,418 kg/m?. Fork lift capacity 27-2 m/t. Max. 
axle loading 8 tonnes on dual axle. Raykin fender system. 

Oil fuel, fresh water and telephone are available at the berth. 

No. 2 Berth: A wooden jetty at Mangrove Point forms No. 2 Berth. 
The jetty runs in a direction 345-165: (T) fora distance of 121 metres. 
Depth alongside is 6-7 metres below datum, but siltation does occur 
and this may, at times, be reduced. 

Cargo is handled by fork lifts and/or road trucks to a cargo receival 
shed a short distance away. The berth is equipped to receive bulk 
fuel. Limited grades of bunkers and fresh water are available. Fresh 
water can be supplied at the rate of 35 tons per hour, and bunkers at 
80 t.p.h. Amounts of 200 tons of water are always available, and 
vessels requiring more than this are requested to give at least 48 
hours prior notice, through their Agents. 

The No, 2 Berth is also used for the loading of manganese by 
means of a bulk loader giving a loading rate of approximately 200 
t.p.h. The loader has a small range of travel and it is usual for the 
ship to warp itself up and down the wharf as required. On the ebb 
tide, strong currents run through the Southern end of this berth at 
approximately 45 degrees to the line of the wharf. Masters must 
ensure that mooring lines are properly tended at all times as, in 
addition to the strong currents, large iron ore carriers of up to 
160,000 tons dwt. pass this berth. A pipe-line for loading bulk drilled 
mud is fitted and is operated by a private company. 
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No. 3 Berth: No. 3 Berth is situated to the South of Mangrove Point 
and runs in a 117°-297° (T) direction for a distance of 183 metres, 
with dolphins 46 metres ahead and astern to facilitate the mooring 
of vessels. There is a mooring basin 274 metres in length dredged 
to 12:20 metres below datum alongside the berth and dolphins. 

Cargo is handled by form truck into the sheds or storage area at 
the rear of the shed, or loading direct into road truck. The full length 
of the wharf is protected by a fender system. 

A mechanical bulk-loading facility is operated by the Leslie Salt 
Company on this wharf. The loader has a capacity of 1,500 t.p.h. 

Fresh water is available at normal rates of 35 t.p.h. Bunkers can 
be obtained at rate of 100 t.p.h. Provision for tanker berth. 

Mount Newman Piers A and B: These two berths form a con- 
tinuous line running in a 117°-297° (T) direction from a position 
immediately South of No. 3 Berth towards Nelson Point. Pier A is 
the Northward berth and extends for a distance of 305 metres, the 
depth alongside being 18:29 metres. Pier B, the Southward berth, 
has a length of 353 metres and is dredged to a depth of 17-07 metres 
below datum. 

The two shiploaders are fully retractable and have an average 
capacity of 6,000 t.p.h. each. No. 1 loader, at ‘‘B" Berth, has a boom 
reach of 28 metres from the wharf face, and the height of the under- 
side of the loader is 23:5 metres above datum. Loader No. 2, “A” 
Berth, has a boom reach of 29:6 metres and a height above datum 
of 26:5 metres. Vessels will normally swing on entry and berth 
starboard side to on these berths. Starboard gangways should be 
rigged prior to arrival so that no delay is incurred in the boarding of 
Quarantine and Customs Officials on berthing. 

Bunkers are not available on these berths. 

MEDICAL: Medical attention may be arranged through the Agent. 
No person will be attended unless he is provided with a letter from 
the Master authorising such treatment. All charges incurred will be 
charged to the vessel. 

DENSITY: Average 1026. 

REPAIRS: Minor repairs only can be effected. Radio and radar 
technicians, electricians, plumbers, welders and divers are available. 
There are a number of machine shops and a foundry is being con- 
structed. Sand-blasting equipment and fumigation facilities are 
available. 

AIRPORT: Daily jet flights to Perth and regular services to Darwin 
are available. In addition, there are several small charter planes 
available. Airport 7 miles from port. 

CONSULS: At present, there is no Consular representation at 
Port Hedland. 

TIME: GMT plus 8 hours. 

SURVEYORS: Department of Transport Surveyor, Captain J. 
Cook. Tel. 732598 (also acts as Shipping Master). Classification 
societies situated in Perth. 

POLICE/AMBULANCE/FIRE: Police 731444; Ambulance 731800; 
Fire 731222; Hospital 732144. 

CARGO GEAR: Ship's gear used. Mobile cranes up to 31 tons 
capacity may be hired. Crane of 120 tons capacity owned by Mount 
Newman Co. Fork lifts of 4,000 !b., 8,000 Ib. and 10,000 Ib. available. 
TANKERS: Connections: Ten-inch lines with 8 in. flexible hoses. 
Discharge rates depend on grade and consignee. 

Local Installations : Mobil, Shell, B.P., Caltex and Ampol. 
CERTIFICATES: The following documents should be available 
for inspection: 

Ship's papers, including the following certificates: 

(a) Register. 

(b) Load Line. 

(c) Safety Equipment. 

(d) Safety Radio. 

(e) Safety Construction. 

(f) Australian Light Dues Receipt. 

(g) Articles of Agreement and Account of the Crew (or equiva- 

lent). 

(h) Oil Record Book. 

(i) Register of Cargo Gear. 

(j) Gas Free Certficates for Obo's. 

(k) Western Australian Conservency Dues Receipt (Port Bill). 

Valid Deratisation or Exemption Certificate. 

Crew's Identity Documents. 

International Vaccination Certificates of all persons aboard as 

well as crew list giving vaccination dates. 

STOWAGE FACTORS: Basis most recent experience, stowage 
factors of iron ore cargoes loaded at Port Hedland have been approx- 
imately as follows, per ton of 2,240 pounds: Lump ore approx. 15 
cubic ft. Fines approx. 13 cubic ft. 

However, as these factors sometimes vary from cargo to cargo, 
it is recommended that Masters check with loading Agents for each 
shipment before finalising stowage plans. 

If the Master wishes to anchor outside prior to proceeding to sea, 
he must advise the Pilot when leaving the berth, and the Pilot will 
advise suitable anchorage. The Master will advise the Pilot estimated 
time of departure in order that this may be reported to the Port 
Control. 

Delays of port operations, including delays of other vessels waiting 
for berth, caused by a vessel which for any reason is not prepared 
and able to move from the berth when so ordered, are chargeable 
to the vessel which causes such delays. 

AUTHORITY: Port Hedland Port Authority, PO Box 2, Port 
Hedland, Western Australia, 6721. Tel. 091-73-1098. 


AGENT: Sub-agents of Patrick Agencies. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


PORT KEMBLA, N.S.W.: 34.28 S. 150.54 E. (See Plan) 


PORT LIMITS: Inthe absence of any specific clause in the Charter 
Party, the local custom is that a vessel, having obtained pratique, is 
considered to be an “arrived ship” when it is anchored off the port. 
CERTIFICATES/DOCUMENTS/HEALTH/CUSTOMS 
ALLOWANCES/CARGO GEAR: See “Melbourne”. 
PILOTAGE: Pilotage is compulsory for all foreign vessels and 
Australian Masters without an exemption; this service operates 
24 hours per day. When entering or leaving the Inner Harbour, the 
Pilot requires 3 ft. clearance under the keel. Pilots equipped with 
VHF. 

The pilot boarding station is at the Wollongong Head Light House, 

bearing 310° — distance 1:25 miles from Harbour entrance. 
RESTRICTIONS: An artificial harbour, formed by two break- 
waters with an entrance of 1,000 ft. and a depth of 50 ft. ISLW atthe 
entrance. Leading from the Outer Harbour there is an inner harbour 
basin, which is entered through a 370 ft. wide channel, having a depth 
of 36 ft. ISLW. The port consists of two harbours, locally referred 
to as the Outer Harbour and the Inner Harbour. In the Outer Harbour 
the swinging basin is approximately 1,500 ft. with a minimum depth 
of 35 ft., and in the Inner Harbour the swinging basin is approximately 
1,200 ft. with a minimum depth of 36 ft. Major deepening has already 
commenced at the Inner Harbour. It is intended to deepen the 
entrance channel from the Outer Basin to the Inner Basin to 50 ft. 
and the Inner Harbour Discharge Berths to the same depth. The 
Coal Berth and the Multi-purpose Berth to be dredged to 43 ft. 
This work is anticipated to be completed by the end of 1975. 
MAX. SIZE: Maximum length 850 ft., with 38 ft. draft acceptable 
alongside berth. Inner Harbour bulk berths only. Depth in Outer 
Harbour 32 ft. LW; depth in Inner Harbour entrance 36 ft. LW. 
PRATIQUE: Quarantine service is available 24 hours a day with 
all vessels being granted pratique alongside the berth. 
RADIO: A continuously manned communication centre maintains 
constant contact with the Pilot, pilot tender, tugs and launches. 
In addition, a VHF radio-telephone system (operated by the Central 
Control Point in Sydney) provides communication for vessels at 
sea or under the control of a pilot. 

Whilst anchored off the port of Port Kembla, it is necessary to 
maintain radio watches, as officially a vessel is at sea until entering 
the breakwaters into the port. 

TUGS: At the present time three tugs are available, 24 hours per 
day, provided previous notification is given. 

The tugs have bollard pulls ranging from 42 to 17:5 tons. 
BERTHING: Outer Harbour: 

No. 2 Jetty — South side: bulk discharging berth for Australian 
Iron and Steel Pty Limited, exclusively for ironstone, limestone 
and other raw materials used in the manufacture of steel. Depth of 
water alongside, 32 ft. 

No, 3 Jetty - General Cargo Berth: depth of water ranging from 
33 ft. seaward end to 13 ft. shore end. 

No. 4 Jetty - General Cargo Berth: depth of water ranging from 
36 ft. seaward end to 16 ft. shore end. 

Jetty No. 5 - used exclusively for the discharge of bulk petroleum 
products. It is situated on the southernside of the breakwater, and 
can accommodate vessels up to 600 ft. length, depth alongside 
35 ft. This berth is also used for bunkering however, no priority is 
given for bunkering ships over tankers. 

No. 6 Jetty — General Cargo Berth: Depth of water ranging from 
33 ft. seaward end to 24 ft. shore end. 

Inner Harbour: Four of the six wharves in the Inner Harbour are 
privately owned, three by the Australian Iron & Steel Pty Limited 
and one by Australian National Line. 

AIS No. 1 Loading Berth — depth 36 ft. 

AlS Discharge Berth - this berth is serviced by two 15-ton capacity 
grabs capable of 500 tons per hour each, and has both road and rail 
transport. It is actually a continuation of the loading berth and also 
has one coal/coke loader, capable of a loading rate of 600 tons per 
hour. The depth of water alongside is 37 ft. 

AIS No. 2 Loading Berth - depth alongside 40 ft. 

Roll-on/roll-off Berth - depth alongside 27 ft. 

Coal Berth - length of berth 704 ft. The coal or coke is loaded by 
means of a travelling gantry, with trimmer. The unit has been desig- 
ned for a loading rate of 2,000 tons of coal or 800 tons of coke per 
hour, and the trimmer for loading vessels to 110 ft. beam. The average 
rate is approximately 1,250 tons coal and 550 tons coke per hour, 
The loading boom (in the horizontal position) and loading chutes 
will clear the hatch coaming at 57 ft. above ISLW. 

Multi-purpose Berth - can accommodate vessels up to 700 ft. 
length, depth alongside is 38 ft. 

TANKERS: Maximum size of vessel 600 ft. length, 32 ft. draft. 
BULK CARRIERS: Due to the length of large bulk carriers, Pilots 
require additional under-keel clearances which will limit departure 
drafts at the port to the following: 

32 ft. 9 in. plus tide for vessels 750-800 ft. LOA. 

32 ft. 6 in. plus tide for vessels 801-850 ft. LOA. 

32 ft. 3 in. plus tide for vessels 851-900 ft. LOA. 

The above figures are based on a channel depth of 36 ft. ISLW. 
DENSITY: Average 1025. 

STEVEDORES: The Australian Stevedoring Authority controls 
labour in the port, the present total strength being 483 men. 

Working Times: 

1st shift: 0730 to 1430 —- Monday to Friday, Sunday 

2nd shift: 1500 to 2200 - Monday to Friday, Sunday 

3rd shift: 2300 to 0600 - Monday to Friday, Sunday 

1st shift: 0730 to 1130 - Saturday only 

or: 0730 to 1430 — Saturday only. 
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There are sufficient forklifts, tractors, bulldozers, etc., available 

to handle all general and bulk cargoes as necessary 
FRESH WATER: Fresh water is available at all berths. 
FUEL: Furnace and diesel oil is obtainable by pipe-line at the 
inflammable liquid berth and No. 6 Jetty and also at the AIS dis- 
charge berth and AIS No. 1 loading berth. Limited quantities are 
available by road tanker at No. 3 jetty, the coal loading berth and the 
multi purpose berth. No bunkering barges are available. 

Delivery capacity by pipe-line is approx. 120 tons per hour. Delivery 
capacity by road tanker is approximately 20 tons per hour. 
MEDICAL: There are sufficient doctors, dentists, etc., to handle 
all eventualities; also two well equipped modern hospitals. 
REPAIRS: There are no drydocking facilities, but several marine 
engineering companies operate here, who can handle most types 
of repairs. 

HOLIDAYS: See Sydney”. 

GANGWAY/DECK WATCH: Carried out by crew. 
OPENING/CLOSING HATCHES: Crew/stevedores. 

CREW IDENTIFICATION: See “Melbourne”. 

TIME: GMT plus 10 hours. 

AIRPORT: Kingsford Smith International Airport, Sydney. 
DEVELOPMENTS: Dredging now in progress will provide a depth 
of 50 ft. from the port entrance to the A.I.S. Bulk Berth. So by the end 
of 1975 the maximum draft for ore carrying vessels will be approxi- 
mately 48 ft. 

The Minister for Public Works has announced a plan for an off- 
pba loader at Port Kembla to accommodate 250,000 tonne 
vessels. 

TELEPHONES: Pilot Station 40761; Signal Station 41089. Tele- 
phones available. 

AUTHORITY: Maritime Services Board of NSW, P.O. Box 89 
Port Kembla. 


AGENT: Patrick Agencies, Foreshore Road, P.O. Box 83, Port 
Kembla, N.S.W. 2505. Cables “Rikpat". Tel. 74-2267 and 74-1637. 
Telex AA 29025. 


PORT LATTA, Tasmania: 40.51 S.145.23 E. 


DOCUMENTS: 

4 Crew Lists, Commonwealth No. MSL. 

1 Customs Store List, Commonwealth No. 42A. 

1 Personnel Effects, Commonwealth No. 5. 

1 Quarantine/Animals, Commonwealth No. QA4 and QA5. 

1 Smallpox Vaccination Register. 
PILOTAGE: Compulsory pilotage from anchorage to berth. Pilot 
remains on board throughout loading. Pilot station equipped VHF 
radio Channels 16, 12 and 6. Pilots and line boats stationed at small 
boat harbour, Port Latta. Pilot boards at anchorage. Vessels com- 
municate with Port Latta Marine Department on normal ship-shore 
frequencies, through Australian coastal stations, addressing mes- 
sage to ‘‘Pickands Burnie" prefixed ‘Shipserv’’. ETA required 10 
days, 2 days, 1 day prior. Accommodation ladder to be rigged and 
ready on port side. 
ANCHORAGE: One mile radius from point with Rocky Cape Light. 
Bearing 130° (T) x 5 miles (16 fthms). 
RESTRICTIONS: Vessels berth on arrival day or night, weather 
permitting. Approach channel and depth alongside berth 50 ft. 
MAX. SIZE: Length, 850 ft. LOA; beam 130 ft.; draft 45 ft.; 9 ft. 
range of tide. 
HEALTH: Commonwealth appointed health doctor will board on 
arrival, weather permitting, for crew inspection. Doctor requires one 
copy Crew List and one copy Smallpox Vaccination Register. Doctor 
boards only when Port Latta first port of call. 
RADIO: Radio messages addressed to “Shipserv. Pickands, 
Burnie" and Agent. 
TUG: Will join vessel at anchorage. Tug stationed at Port of Stanley 
and will stay with vessel throughout loading. The use of tug or ship 
line is at discretion of Pilot. No extra charge made for use of tug lines. 
BERTHING: Vessels berth port side alongside using starboard 
anchor. Lines required: Six 120 fathom lines and one wire back- 
spring at each end of vessel. One berth where vessel moors to buoys 
and alongside two dolphins. A 6,000 ft. long steel structure carries 
ore conveyor to two ship loaders each protected by a dolphin. 
Minimum depth of water in berth and approaches 50 ft. 
MEDICAL: Minimum of 24 hours notice required by Agent to 
arrange doctor. Hospitals situated at Smithton, 19 miles; Wynyard, 
25 miles. 
TANKERS: Berth at anytime. Hose 10 in. diameter, discharge line 
only, no facilities for receiving ballast or slops. Maximum permitted 
draft 45 ft. 
DENSITY: 1025. 
FRESH WATER: Limited quantity from tug - 40 tons. 
FUEL: Not available. 
FIRE REGULATIONS: Standard Mines Department fire regula- 
tions. ; 
OPENING/CLOSING HATCHES: Ship's responsibility. 
CERTIFICATES: Required: De-rat., Safety Equipment, 
Line, Registered Tonnage. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes or 8 ozs. 
tobacco per man. Wine/Spirit, One quart per man, bottle/bottles 
must be unsealed. 
CARGO GEAR: None required. 
IDENTIFICATION CARDS: See “Melbourne”. 
CONSULS: No consulates. 
REPAIRS: Minor repairs can be carried out by local contractors. 
REPATRIATION: Agents can arrange repatriation and crew 
changes. 
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AIRPORT: Nearest airport 25 miles at Wynyard with daily domestic 
flights to mainland for international flight connections. 

TIME: Local time on Eastern Australian Standard. GMT plus 10 
hours. Tasmanian summer exists between October and March, GMT 
lus 11 hours. 

HOLIDAYS: Cargo loading continuous throughout public holidays. 
POLICE/AMBULANCE/FIRE: Police, Stanley 40; Ambulance, 
Smithton 2-1221; Fire, Forest 58-3123. 

TELEPHONES: No arrangements available for placing phone on 

board ship. Use of company phone can be arranged for business 

matters. 

SHORE LEAVE: Shore leave is allowed providing sufficient crew 

remain on board to handle vessel for clearing berth. 

AUTHORITY: Port Latta Marine Department. Tel. Rocky Cape 

43-4104 and 43-4175. Telex Pickand 58522. 


AGENT: Sub-agent of Patrick Agencies, Melbourne. 


PORT LINCOLN, S.A.: 34.47 S. 135.54 E. (See Plan) 


DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory. Pilot board 14 miles South-east or East- 
south-east of Boston Point. 

APPROACHES: Depth in approach channel 30 ft. 

BERTHING: Kirton Point Jetty oil tanker berth at “T" head, berth- 
ing space 900 ft. (275 m.), depth 32 ft. (9-75 m.). Shipping pier depth 
27 (8:2 m.) and 28 ft. (8-5 m.). Bulk grain loading berth 670 ft. (204 m.) 
long, depth 32 ft. (9:75 m.). Maximum beam permissible 80 ft. (24-4 m.). 
Broken Hill Jetty (Proper Bay) jetty and berth with mooring dolphins. 
Distance between outer dolphins 882 ft. (270 m.). Depth 34 ft. (10-4 m.) 
ISLW. Loading rate 1,900/2,000 per hour. Maximum beam permissible 
80 ft. (24 m.). 

FUEL: Not available. 

FRESH WATER: Available at jetty and shipping pier. Not avail- 
able at Broken Hill (Proper Bay) berth. 

TUGS: 1 tug available. 

VHF: Radio telephone in operation. 

DEVELOPMENTS: Two new berths are being constructed as a 
600-metre extension of the Shipping Pier. The outer berth will 
accommodate bulk grain vessels up to 70,000 dwt. and the loading 
rate will be 2,000 tonnes per hour. The inner berth will accommodate 
vessels up to 35,000 dwt. discharging phosphate rock imports. 
The grain berth is expected to be completed late 1975. 

The initial depth of water at the two berths will be 50 ft. low water. 
The berths will be able to accommodate any length of ship com- 
mensurate with the available draft. So far as beam limitation is 
concerned the loading booms are being designed to accommodate 
vessels of 100,000 dwt. 

AUTHORITY: Department of Marine and Harbors, 211 Victoria 
Square, Adelaide. For Proper Bay: Broken Hill Proprietary Co. Ltd. 
PO Box 21, Whyalla, S. Australia 5600. 


AGENT: See “Adelaide”. 


PORT PIRIE, S.A.: 33.10 S. 138.02 E. (See Plan) 


CERTIFICATES/DOCUMENTS/HEALTH: See Melbourne”. 
PILOTAGE: Pilot boarding station is one mile NW of Eastern 
Shoal North Beacon. Regulation pilot ladder secured four steps up 
from water and manropes required. Boat ropes not required. 

The port serviced by VHF in the following ways: Port Pirie 
Harbourmaster in office hours or Watchman outside office hours, 
all have channels 6, 12 and 16. Pilot Launch E£. A. Farquhar; Mooring 
Launch Tarparrie; Motor Tug Tenacious (11 ton pull); Motor Tug 
Mudgee (5 ton pull). 

PILOTAGE: The Pilot will board at any time, but the channel is 
only navigated inward bound during daylight hours. 
RESTRICTIONS: Ships berth in order of first come, first served 
exceptin special circumstances. Required keel clearance 3ft.(0-9 m.). 
MAX. SIZE: LOA 580 ft. (176 m.) BP 550 ft. (167 m.) Draft 21 ft. 
(6:4 m.) plus height of tide less keel clearance. 

RADIO: VHF (see Pilotage). 

TUGS: Tug will be required for vessels of 410 ft. (125 m.) and over. 
BERTHING: 


No. 1 24ft. 733m. LW General Rail 

NO? = - Pre wii Lt) 

NG. Bret iy 1 Tankers 

No. 4 19ft. 58m. ,, Tugs and Launches 

No. 5 27ft. 82m. ,, Bulk Concentrates 

No. 15.25 * », Bulk Concentrates 

No. 7 bs Ff ,, Zine Concentrates (Interstate) 
No. 8 7 = » Lead Pigs 

No. 9" 7, $i » Lead Pigs 

No. 10 », Coke (Inwards) 


No.11 12ft. 37m. ,, Acid 

There is 500 ft. (152 m.) overall length limit at No. 1 Berth. At Nos. 
2, 3, 5, 6, 7, 8, 9 and 10 Berths the port maximum of 580 ft. (176 m.) 
Overall is the limit. 
BULK HANDLING FACILITIES: The boom of the shiploader 
is 70 ft. (21-3 m.) in length and when lowered to the horizontal position 
for pouring should plumb the midship line of most ships loading 
from this machine. The “jet-trimming slinger” at the lower end of 
the loading chute is capable of throwing a stream of ore some 60 ft. 
(18:3 m.) through 360° and can be directed to any position within the 
vessel's hold. 
FRESH WATER: Fresh water available all berths at rate of 10-15 
tonnes per hour. 
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REPAIRS: Subject special arrangements. 

TIME: GMT plus 9$ hours. 

TELEPHONES: Police 32 1200; Fire Department 32 3000; Harbour 
Master 32 1455. 

AGENT: Patrick Agencies, POB 38, 15 David Street, Port Pirie, 
S.A. 5540. Tel. 32 3222. Cables: “Rikpat”. 


PORT STANVAC, S.A.: 35.06 S. 138.28 E. 


DOCUMENTS: The following Australian forms are required at 
first port of call. If not on board, they must be completed on arrival: 
2 copies Form M &S Il or M & S 14 (Crew List). 


QA 5 (not necessary if no pets on board). 


Tein » 42 A (Store List). 

TTT » 5(Customs Manifest). 

2 » C &E 886 (Ports of Call). 
1 »  QA3 (Cargo). 

1 ”" ” QA4 (Pets). 

1 

2 


? » FQ 360 (Health Report). 
PILOTAGE: Compulsory. Mooring Master acts as Pilot. On 
approaching port, contact Port Stanvac Information Station on VHF 
Channel 16, day or night, for latest orders. 
RESTRICTIONS: Approaches from the West, through Investiga- 
tor Strait; from the East, through Backstairs Passage. 

Minimum depth in channel to jetty berth is 40 ft. (12:2 m.). Minimum 
depth in channel to Sea Line Berth is 60 ft. (18:3 m.). 

Height of tide, 9-0 ft. (2:7 m.) HHW, and 4-6 ft. (1-4 m.) LHW. 
ANCHORAGE: Crude vessels - with Marino Rocks Lighthouse 
065° distance 4:5 miles in 14 fathoms of water. 

Product vessels —- with Marino Rocks Lighthouse 065° distance 
3 miles in 11 fathoms of water. 

Not recommended anchor West of sea berth due to presence of 
sunken barges, although deep water. 

MAX. SIZE: At Jetty berth: length 560 ft. (170 m.), draft 32 ft. (9-7 m.). 
At Sea Line berth: length 1,000 ft. (305 m.), draft 51 ft. (15-5 m). 
RADIO: VHF radio telephone Channels 16, 14 and 9. Call sign 
“PORT STANVAC”. Mooring Master in radio contact with terminal 

while at berth. 

TUGS: Obtainable from Port Adelaide. Normally one tug assists 
berthing. 

BERTHING: Jetty extends over a stone causeway and thence 
north-westward for about 2,000 ft. (610 m.). Causeway is about 1,000 ft. 
(305 m.) long. The “L” head of the jetty is about 400 ft. (122 m.) long 
in a N.E. direction, with a depth of 35 ft. (10:7 m.) alongside. 

A pipe-line extends about 1,800 ft. (548 m.) from the jetty head ina 

N.W. direction to the Sea Line berth in a depth of 60 ft. (18:3 m.) of 
water. At the Sea Line berth vessel moors using both anchors and 
ship's ropes to five buoys aft. In addition, up to 54 in. (0-139 m.) 
wires may be picked up from the sea bed. Use of these wires is 
recommended as vessel is moored beam on to tidal streams. After 
westerly storms, berth is exposed to heavy swell. 
HOSES: Sea Line berth; two 12 in. (0:3048 m.) hoses connect vessel 
with 34 in. sea line. A shore gang of fitters joins ship to connect 
hoses under Berthing Master's supervision. These men are accom- 
modated on board. 

Ship's port derrick to be rigged with a single runner. Diver goes 
under water to connect hose. 

Shore tanks situated 120 ft. (36-5 m.) above sea-level, high back 
pressure to be expected. 

FRESH WATER: Fresh water available at the Products Wharf 
only, at an approximate rate of 25 tonnes per hour. 

FUEL: Fuel and diesel oil available at jetty. Only Bunker “C” avail- 
able at Sea Line berth. 

MEDICAL: Doctor available. 

REPAIRS: No facilities for repairs. 

TIME: GMT plus 94 hours. 

BALLAST: Facilities available to receive 12,000 L/T dirty ballast 
ashore from Product Wharf only. 

POLLUTION: No dirty ballast or bilges may be pumped over- 
board. A maximum penalty for pollution of local waters is $A50,000 
plus cost of any cleaning necessary. 

REGULATIONS: This Terminal is in an open exposed roadstead. 
During the time a vessel is berthed at the Terminal, the ship’s en- 
gines and propulsion machinery should be maintained in readiness 
to leave the berth under full power at short notice. No repairs which 
would interfere with this requirement are permitted. 

SHORE LEAVE: Allowed. Launch service can be arranged. Crew 
members not allowed through refinery on foot, must use taxi or 
approved transport. 

AUTHORITY: Petroleum Refineries (Australia) Pty. Ltd., GPO 
Box 1905, Adelaide, S.A. 5001. 


AGENT: See “Adelaide”. 


PORT WALCOTT, W.A.: 20.37 S. 117.12 E. (including 
Point Samson and Cape Lambert) 


PORT LIMITS: The port is bounded on the South and West by 
the coast between the north of the Sherlock River and the Northern 
extremity of Dolphin Island, including all the intermediate bays, 
creeks, coves, inlets and navigable waters; on the North by an 
imaginary line from the Northern extremity of Dolphin Island to the 
Southern extremity of Delambre Island and thence South-Eastward 
to a position 5 statute miles North of the mouth of the Sherlock 
River; and to the East by an imaginary line extending 5 statute miles 
Northward from the mouth of the Sherlock River. 
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HEALTH/DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory. No permanent Pilot stationed at Port 
Walcott. The Harbour and Light Department at Fremantle should be 
advised of vessel's ETA, with ten days advance notice, stating 
whether vessel destined for Port Walcott (Samson) or Port Walcott 
(Lambert). The pilot boarding ground is situated in a position with 
Point Samson Lighthouse bearing 200° at a distance of 7 miles. 
ANCHORAGE: Anchorage can be obtained in a depth of about 4 
fathoms, sand, with Jarman Island Lighthouse bearing 192° and 
Popes Nose bearing 259°, or nearer Samson Point in a slightly less 
depth. 

RADIO: VHF is available on Channels 6, 9, 12 and 16 though a 
continuous watch is not kept. ETAs to be given 10 days, 48 hours 
and about 24 hours. prior to vessel's arrive!. Telegrams should be 
addressed SHIPSERVE, HARBOURMASTER PORTWALCOTT. 
TUGS: Available for handling ore carriers. Small tugs are available 
for use on Lambert and Samson jetties. 

BERTHING: Point Samson 

Neck approach to jetty is 2,269 ft. long extending then to berths, 
one on each side of spring piling system on each side of jetty. Heavy 
coir moorings are used in conjunction with ship's moorings as a 
precaution against swell conditions. 

Vessels berthed ‘head in” and extra mooring arrangements enable 
vessels of up to 475 ft. to be moored alongside, but with vessels in 
excess of 400 ft. in length, No. 1 hatch cannot be used, either for 
loading or discharging. Although minimum depth of 22 ft. of water 
in normal berth, at LWOST it shallows to shoreward and vessels 
over 400 ft. should only allow a depth of 18 ft. forward. 

Vessels should only be berthed at slack water. Berthing signals are 
displayed from mast at end of jetty head. 

Cape Lambert 

Cape Lambert Service Jetty is owned by Cliffs Western Australian 
Mining Co. Pty. Limited. The neck is 1,500 ft. long and the berthing 
head is 510 ft. long. Off each end of the head is a mooring dolphin 
some 90 ft. away. This permits a vessel of about 600 ft. long to berth. 
There is a minimum depth of 30 ft. at LWOST. The height of the 
jetty, above LWOST, is 35 ft. Cargo is handled by ship's gear. The 
jetty is designed for road transport only. 

Ore Jetty owned and operated by Cliffs Western Australian 
Mining Co. Pty. Ltd. extends about 14 miles into the sea, double- 
sided and capable of handling ships up to 150,000 dwt. The depth of 
water on the South side, 57 ft. The depth of water on the North side, 
63 ft. There is a single ship loader operating at 6,000 tons per hour. 
STEVEDORES: The wharfinger at Point Samson should be 
advised of ETA and labour requirements for vessels using Point 
Samson jetty. Under normal conditions 3 gangs average 6 to 8 tons 
per gang per hour handling cargo. 

CARGO GEAR: See “Melbourne”. 

FRESH WATER: Not available. 

FUEL: Not available. 

TIME: GMT plus 8 hours. 

AUTHORITY: Harbour and Light Department, PO Box 402, 
Fremantle, is the authority with local authority being the Harbour 
Master, Harbour and Light Department, Box 21, PO Roebourne. 


AGENTS: Sub-agent of Patrick Agencies, Fremantle. 


PORTLAND, Victoria: 38.20 S. 141.37 E. (See Plan) 


PORT LIMITS: So much of the waters of Portland Bay as lie 
Westward of a line bearing due North from Point Danger to the 
opposite shore of Portland Bay. 

DOCUMENTS: Refer to Melbourne. 

PILOTAGE: Compulsory except for exempt Masters. Pilot boards 
$ to 4 mile from main breakwater. 

Approach from the West: A safe course into Portland Bay can be 
maintained by rounding Lawrence Rocks at a distance of 14 miles 
and altering until a course of 330° can be steered, which will clear the 
Southern side of the Bay between Danger Point and Portland by 
14 miles. Steer this course until Whaler Point Lighthouse bears 
270° about 24 miles distant where course can be altered for the 
harbour entrance. 

Approach from East: |s a straight course after roundiig Lady 
Julia Percy Island, 18 miles from the breakwater. 

ANCHORAGE: Portland Bay is clear of all dangers and safe 
anchorage may be found 4 to + mile North and North-east of the 
main breakwater and for smaller vessels between the lee breakwater 
and the Easterly lamp standard on the breakwater. Holding ground 
is good, and excellent shelter is obtained from Westerly weather. 
Anchoring is not recommended in strong Easterly or South-easterly 
weather, as there may be a confused sea and swell. 
RESTRICTIONS: The Harbour is bounded by two breakwaters, 
enclosing 250 acres. The entrance is 800 ft. wide. 

Swinging Basin: Between the two breakwaters, bounded by No. 6 
Berth and the Lee Breakwater. 

Depth of water in the harbour is based on a datum of 0°63 ft. above 
LWOST, which ensures a depth of not less than 36 ft. under all tidal 
conditions. Mean rise and fall is approximately 24 ft. but the prevail- 
ing wind has a certain influence on the tide. 

MAX. SIZE: The largest vessel to use the port to date was 741 ft. 
long and 104 ft. beam. 

Deepest vessel to use the port to date was with a departure draft 
of 36 ft. 7 in. 

HEALTH: Portland is a first port of entry. When requiring pratique, 
inform the Port Health Officer of the ETA, number of crew and pas- 
sengers, and the state of health of the complement. Use the prefix 
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erp eal for all cabled messages. All requirements as for Mel- 
ourne. 

RADIO: Maritime VHF operating on Channels 12 and 16 is installed 
in the Harbour Master's Office and on the tugs. 

Listening on Channel 16 between 8.30 a.m. and 5 p.m. and when 
shipping is expected. 

Radio Advice of Arrival; Address ETA telegrams to the Harbour 
Master, using the prefix “Shipserv". 

TUGS: One of 1,600 h.p., one of 660 h.p. and one of 250 h.p. available. 
The largest tug is designed for deep sea work. 

BERTHING: The main breakwater extends 4,200 ft. in a North- 
South direction from Battery Point with its Northern extremity in 
46 ft. of water. There are two berths at the inshore end known as No. 
1 and No, 2, K. S. Anderson Wharf. 

Depth alongside is 36 ft. LW with limestone and sand bottom. 
Maximum draft is 34 ft. 6 in., which may be increased if written appli- 
cation made to Harbour Master, stating the maximum required. 

No. 1 Berth is suitable for bulk or general cargoes. It is also used 
for the discharge of diesel and fuel oil and for bunkering. It is a berth 
ideally suited for the assembly and handling of containers or unit 
loads as both road and rail transport can be utilised. 

No. 1 Berth has been dredged to 40 ft. depth for a length of 900 ft. 
and a 40 ft. channel 300 ft. wide is currently being dredged to the 
entrance. Both Nos. 1 and 2 can be used for bulk grain loading. 

No. 2 Berth is a continuation of No, 1, and is also the grain loading 

berth with the silos situated at the South end of the wharf, and the 
loading gantry running along the roof of the shed. Two travelling 
ship-loaders operate over the length of the berth; when used simul- 
taneously capacity is 200 t.p.h. each, used singly 400 t.p.h. The berth 
is also used for discharge of diesel and fuel oil, and as a bunker berth. 
The tank farm is approximately + mile distant. 
BULK LOADING FACILITIES: Located at No. 1 and No. 2 berth 
K. S. Anderson Wharf. The loading units consist of two 90 ft. high 
lateral traversing ship-loaders, for the delivery of bulk grain (oats, 
wheat, barley, maize and sorghum). 

Maximum distance of traverse is 1,111 ft. with telescopic delivery 
spouts providing an additional 65 ft. at either end. Maximum per- 
missible length of ship unlimited. Additional bollards are situated. 

Maximum beam served to date 90 ft. in bulk carrier with wing tanks. 
eee height above LW of ship's rail to swing spouts inboard 

ia 

Gross handling rate per hour: oats 400, wheat 600, and barley 500 
t.p.h. reduced when trimmers are used. 

No. 6 berth is at right angles to K. S. Anderson berths and 450 ft. 
West. The berth is designed and built for the discharge of bulk 
cargoes but, as with No. 1 berth, is also used for the handling of 
general cargo. 

It is 750 ft. in length with 36 ft. LW alongside and a clay bottom. 

Maximum draft is 34 ft. 6 in., with the same conditions as for No. 1 
and No, 2 berths. 
TANKERS: Lee Breakwater and S. L. Patterson Oi/ Berth protrudes 
in an Easterly direction from point 3:7 cables South of Whaler Point 
Lighthouse for a distance of 3,870 ft., with its extremity in 40 ft. of 
water. 

The S. L. Patterson Oil Berth is situated on this breakwater about 
1,500 ft. from the seaward end. 

The wharf is 250 ft. in length and designed for vessels of up to 
38,000 tons grt. Depth alongside is 34 ft. low water, with limestone 
and sandy bottom. 

Maximum draft permitted is 324 feet. 

Berthing and unberthing of tankers is on a 24-hour basis, at the 
discretion of the Harbour Master. During darkness, a Pilot is 
compulsory. 

The Shell Company of Australia Limited, and Ampol Petroleum 
(Victoria) Pty Limited have pipe-lines to the berth. Average discharge 
rate is approximately 300 t.p.h. This wharf can also be utilised as a 
loading berth ex-road transports, and as a fitting out or repair berth. 
STEVEDORES: There are 120 registered members available. 

Hours of work are from 8 a.m. to 5 p.m., from 5 p.m. to 11 p.m. and 
midnight to 7 a.m. 

Extended shifts are allowed to be worked to 7 p.m. each day 
(except Thursday and Sunday) when no twilight labour is available. 
Average rates of loading are approximately: 

12 to 15 t.p.h. for cartons. 

12 t.p.h. for carcass meats. 

12 to 15 t.p.h. for butter and cheese. 

50 bales per hour for sheep skins, and 100 bales per hour for wool. 
Pallets can be manufactured locally by prior arrangement. 

Vessels can be serviced expeditiously under skilled supervision 
including fitting out for grain, battening out for freezer or general 
cargo and securing cargoes to departmental requirements. Ample 
supplies of dunnage are available. 

MEDICAL: Medical, dental and optical services are available. 
FRESH WATER: Is obtainable in unlimited quantity at all berths 
at a loading rate of over 20 t.p.h. 

FUEL: Can be obtained ex-pipe-line on the K. S. Anderson Wharf 
for quantities in excess of 100 tons. Vessels can bunker at up to 350 
t.p.h. for either grade of oil. Smaller quantities are delivered by road 
tank wagons. 

REPAIRS: Limited to the Trust's workshops and local tradesmen. 
GENERAL: Provisions: plentiful, good, and available at short notice. 
Bonded stores are at present only available from Melbourne at 
approximately 24 hours notice. 

AIRPORT: An air service is maintained between Portland and 
Melbourne. Three flights daily connecting with all interstate and 
international services. 

POLICE/AMBULANCE/FIRE: Fire Brigade 232998; Police 231999; 


Ambulance 231666; Hospital 231033, after hours, general patients 
231400. 
AUTHORITY: Portland Harbour Trust Commissioners. 


AGENT: Sub-agent of Patrick Agencies. 


RAPID BAY, S.A.: 35.32 S. 138.12 E. 


DOCUMENTS: See “Melbourne”. 

PILOTAGE: Not compulsory but recommended. Pilot station as for 
Port Adelaide. 

LOCATION: On Eastern shore of St. Vincent's Gulf about 55 sea 
miles South of Port Adelaide. 

BERTHING: “T" shaped jetty 1,600 ft. long, “T" head 737 ft. 
berthing length. Depth 29 ft. LWOST. Loading rate 1,100/1,200 tons 
per hour. Height of chute above water LWOST 338 ft. 

FRESH WATER: Small emergency supplies only. 

FUEL: Small emergency supplies only by road tankers from Port 
Stanvac. 

TUGS/ REPAIRS: None. 

OPERATIONS: Working hours flexible to suit vessels require- 
ments. 

VHF: Available. 

AUTHORITY: Broken Hill Proprietary Co. Ltd., Box 21, Whyalla, 
SA 5600. 


AGENT: Sub-agent of Patrick Agencies, Adelaide. 


ROCKHAMPTON, (Port Alma) Queensland: 23.24 S. 
150.33 E. (See Plan) 


CERTIFICATES/DOCUMENTS: All determination carried out 
by ship's agents either in Rockhampton or at main agent's office. 
Also see ‘'Melbourne”. 

PILOTAGE: Agent notifies Pilot of ETA, and boarding time then 
determined by pilot, taking into consideration circumstances 
prevailing. 

Pilot boards from 50 ft. white launch. Pilots can be contacted by 
VHF Channels 8, 12 and 16., or radio-telephone 2182 and 2760 kHz. 
RESTRICTIONS: Channel depth 24 ft. LWOST. Berth depth 
32 ft. LWOST. Two feet keel clearance required. Max. draft dependent 
on height of tide. 

ANCHORAGES: Anchorage for Port Alma is Timandra Buoy, 
approximately thirteen (13) miles from Port. 

HEALTH: Health regulations carried out by Agents. Pratique only 
necessary when port is first port of call. See “Melbourne”. 
RADIO: VIR Rockhampton. 

TUGS: Tug assistance obtainable if required from Port of Glad- 
stone. 

BERTHING: Berth at Pilot's discretion after receiving advice from 
Agent as to ETA. 

Present facilities comprise 950 ft. Concrete Wharf plus Bulk 
Loading Berth and Conveyor also utilised as tanker berth. All berths 
depth 32 ft. LWOST. 

STEVEDORES: Agent advises Stevedoring Company of ETA. 

Requisitions to be lodged for labour before 1.00 p.m. on previous 

day. No requisition can be lodged from 1.00 p.m. Friday to 1.00 p.m. 
Monday. 

MEDICAL: All medical requirements carried out by Agent. Hospital 

available 40 miles from Port Alma. 

TANKERS: 10-inch disch. lines. No slop facilities. 1 berth 32 ft. 
LWOST. 

FRESH WATER: Fresh water available by road transport only, 

necessitating road haul of 40 miles, average cost $14.00/1,000 gallons. 
FUEL: No bunkering facilities available. Installations contemplated 
in near future. All grades of fuel available by road transport. 

FIRE PRECAUTIONS: Usual precautions as laid down by Marine 
Board of Queensland. 

GANGWAY/DECK WATCHMEN: Crew. 

OPENING/CLOSING HATCHES: Crew. 

CUSTOMS ALLOWANCE: Under supervision by Custom’s 
Department. 200 cigarettes or 1 Ib. of tobacco each 10 days. Wine/ 
Spirits, no definite information available. 

CARGO GEAR: As per the Navigation Act. See “Melbourne”. 
IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: Norway telephone 24291. 

REPAIRS: Minor repairs only. 

REPATRIATION: Facilities available. 

AIRPORT: Regular services 43 miles from Port Area. 

TIME: GMT plus 10 hours. 

HOLIDAYS: Christmas Day, Good Friday, April 25th and Water- 
side Workers’ Picnic day. 

POL Sr AMBULANCE/FURR:; Telephone No. 000. 40 miles dis- 
ance. 

TELEPHONES: No provisions for placing telephone on board 
ship. Public telephone on Wharf. 

AUTHORITY: Rockhampton Harbour Board, Box 9, GPO, Rock- 
hampton, Queensland 4700. Telephone 21-205. 


AGENT: Sub-agents of Patrick Agencies, Brisbane. 


SPRING BAY, Tasmania: 42.33 S. 148.56 E. 


DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory. Pilots board from a tug (black hull, 
red funnel with black top), on a line joining the Southernmost part 
of Freestone Point to the Northernmost part of Luther Point (see 
Chart AUS 170). ETA is usually sent to vessel’s Agent 72 hours 
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prior to vessel's arrival and confirmed 24 hours and 6 hours before 
arrival at the pilot station. ETA should also be sent to Harbour 
Master, Hobart, VHF Channel 16, call sign “HOBART HARBOUR". 
The tug from which the Pilot boards leaves Spring Bay Wharf 30 
minutes before a vessel is due at the pilot station, and also keeps a 
listening watch on VHF Channel 16. 

ANCHORAGE: A good anchorage can be found in depths of 36 
to 50 ft. approximately 1-14 miles S.W. of Spring Bay Wharf. 
RESTRICTIONS: The wharf is used exclusively by vessels loading 
wood chips from Tasmanian Pulp and Forest Holdings. The main 
wharf, on which the wood chip loader is situated, is 800 ft. long with 
additional dolphins (3) and a mooring block for head, stern and breast 
lines. Ships are normally berthed starboard side to and the port 
anchor is used approaching the berth. The ship loader is a fixed 
structure and vessels loading are required to move up and down the 
wharf using their own lines. At present vessels are only berthed 
during daylight hours, but may leave during the hours of darkness 
at the discretion of the Pilot. Should a vessel require to immobolise 
her engines, application must be made to the Harbour Master; if 
permission is granted a tug will be required to stand by alongside. 
MAX. SIZE: The minimum depth alongside the wharf is 35 ft., and 
the mooring dolphins and ship loading facilities were designed to 
accommodate specialised ships with an overall length of 685 ft. 
No difficulty is envisaged in working ships having an overall length 
of up to 800 ft. 

HEALTH: The local medical practitioner boards vessels after 
berthing and acts for the Commonwealth Department of Health. 
Immigration/Customs Officers travel by road from Hobart and board 
after pratique has been granted. Quarantine authorities must be 
informed of suspected disease or fever at least 18 hours before 
arrival. Also see “Melbourne”. 

RADIO: Hobart Radio, call sign VIH. Hours of duty, 0700 to 2000 
Eastern Standard Time. 

TUGS: No tugs are stationed at Spring Bay. When a ship is due 
at the port a tug is despatched from Hobart and remains in the port 
area throughout the vessel's stay. The tug is used to embark and 
disembark the Pilot and assists in berthing and unberthing. Should 
the tug be required to stand by during loading operations an addi- 
tional charge will be made in respect of crew's wages etc. It is 
customary to use the tug's line, for which additional charge is made. 
MEDICAL: A local doctor is available and well equipped health 
clinics are situated at Triabunna (3 miles) and Orford (7 miles). 
DENSITY : 1025. 

FRESH WATER: Limited supplies are available from the wood 
chip factory. 

FUEL: None laid on to the wharf. In an emergency limited supplies 
could be provided by road tankers from Hobart. 

FIRE PRECAUTIONS: No special fire precautions other than 
non-smoking or lighting of fires or use of naked lights. 
GANGWAY/DECK WATCHMAN: None available. 
OPENING/CLOSING HATCHES: Hatches are opened by the 
ship's crew. 

CERTIFICATES: Register, Load Line Certificate, Deratisation 
Certificate, Light Dues, Articles of Agreement, Clearance from pre- 
vious Port. 

CUSTOMS ALLOWANCES: See “Hobart”. 

IDENTIFICATION CARDS: See “Melbourne”. 

CONSULS: None, see “Hobart”. 

REPAIRS: No facilities available for major repairs, but the wood 
chip factory may be able to assist in minor repairs (or see ‘‘Hobart"’). 
REPATRIATION: Facilities available through Hobart. 
AIRPORT: Hobart Airport is situated 49 miles from Spring Bay 
Wharf. Frequent services operate to the mainland from where 
services operate world wide. 

TIME: Local time (Eastern Standard Time) 10 hours ahead of GMT. 
Summer Time in force from October to March when clocks advanced 
one hour. 

HOLIDAYS: See “Hobart”. Ships may be loaded on days which 
are regarded as holidays in Hobart. 
POLICE/AMBULANCE/FIRE: Police, 573116; Ambulance, 573129; 
Fire, 573187. 

TELEPHONES: A telephone is connected to all vessels on arrival. 
AUTHORITY: Marine Board of Hobart, GPO Box 202B, Hobart 
7001. Tele. 346722. 


SYDNEY, N.S.W.: 33.55 S. 151.12 E. (See Plan) 


DOCUMENTS: See “Melbourne”. 
PILOTAGE: Compulsory. Pilots boarding ground is within 2 miles 
of entrance to Port Jackson. Pilot vessels fitted with VHF for com- 
munication with other ships. Watch maintained on Channel 16 while 
at sea and messages conducted on Channel 6. 
MOVEMENT DIRECTIONS: See under VHF". 
1. Vessel shall not enter port until authorised to do so by Port 
Operations Officer. 
2. Vessel entering port shall report to Port Operations Officer - 
(a) when passing Sea Buoy, Bradley Head, Fort Denison and, 
where applicable, Longnose Point, and 
(b) as soon as secured at berth or anchorage. 
3. Vessel proceeding to sea shall report to Port Operations Officer- 
(a) 1 hour before departure. 
(b) when passing Longnose Point (where applicable), Fort Deni- 
son, Bradley Head and the Buoy and 
(c) when clear of port area. 
4. Vessel moving from berth or anchorage in port to another shall 
report to Port Operations Officer - 
(a) 1 hour before moving. 
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(b) when passing Longnose Point, Fort Denison or Bradley Head, 

and 

(c) when secured at new berth or anchorage. 

Note that - 

(a) a vessel must not be moved from any berth or anchorage in 
port without prior approval of Harbour Master (given by Port 
Operations Officer), and 

(b) Every Port Operations officer has been appointed to exercise 
powers of Harbour Master in giving enforceable directions 
relating to vessels in Port. 

APPROACH DEPTHS: 80 ft. (24:38 m.) in entrance to Harbour, 

42 ft. (12-8 m.) in East Channel, 45 ft. (13-71 m.) in West Channel. 

HARBOUR BRIDGE CLEARANCE: 171 ft. 9 in. (52:35 m.) less 

8 ft. (2:43 m.) for painting gantry. 

HEALTH: See ‘‘Melbourne”. 

TIDES: Higher High Water 5-2 ft. Lower High Water 4-2 ft. Fort 

Denison. 

RADIO: Sydney - VIS. 

VHF: 

1. PORT OPERATIONS AND INFORMATION SERVICE 
Service co-ordinates flow of shipping traffic within Port of Sydney 

to ensure expeditious movement of vessels in safety, and provides 

Hm to Pilots and Exempt Masters as aid to safe navigation 

in Port. 

Maritirne VHF Radio Service operated by Board for Ports of Syd- 
ney, Newcastle, Botany Bay and Port Kembla is integrated into Port 
Operations and Information Service. 

Service manned continuously on watch-keeping basis, each watch 
being under control of qualified Master Mariner, known as Port 
Operations Officer, who is responsible to Harbour Master. 

Rules to be observed by shipping contained in Port Operations 
and Information Service Manual, and all shipping using port will be 
required to observe these rules. 

Instructions concerning Maritime VHF Radio Service have been 
revised to fit in with Port Operations and Information Service. The 
revised instructions also contained in Port Operations and Informa- 
tion Service Manual. 

Copies of Manual may be obtained, on request from the Harbour 
Master's office. 

2. SHORE STATIONS: (Call sign ‘Harbour Control".) 
Interconnected system of stations handling messages for Signal 

Stations at Newcastle, Sydney and Port Kembla operated from cen- 

tral control using call sign “Harbour Control”, will exercise control 

of service and provide facilities indicated below for area from 50 

miles North of Newcastle to 50 miles South of Port Kembla and a 

distance of 50 miles to seaward. 

Ships requested maintain watch on Channel 16 when in this area. 
If Channel 16 in use for distress, urgency or safety communications, 
Shore Station will maintain continuous watch on Channel 12 and 
ships may establish contact with Shore Station on this channel. 

On the hour “Harbour Control" will give identification call followed 
by any general messages or navigational warnings. 

On request Shore Station will provide following services: 

(a) Navigational information. 

(b) Locking weather reports from Signal Stations. 

(c) Booking of ship's telephones, shore power supply, temporary 
lighting and other port services provided by Maritime Services 
Board of N.S.W. 

(d) In addition, Shore Station on request from Pilots or Exempt 
Masters, allocates a channel for use between ships and attendant 
tugs during berthing operations. 

Radiotelephone Discipline. To ensure that the full advantage of 
efficient communications is achieved, strict radio discipline and 
attention to procedure, particularly on the Safety and Calling Chan- 
nel No. 16 is imperative. Messages must be as brief as possible. 

3. ADVICE OF ETA - SYDNEY AND NEWCASTLE HARBOURS 
Vessels proceeding to Sydney and Newcastle required advise 

either Shore Station, ‘Harbour Control" (per medium of Maritime 

VHF Radio) or ‘‘Marboard" (per medium of the coastal radio service) 

of estimated time of arrival at entrance to port concerned at least two 

hours prior to such time. 

“Harbour Control" maintains continuous watch on Channel 16 
for ships reporting ETA. 

4. CHANNELS IN USE 

Channel 
No. Title Use 
16 Safety and Calling _Initial contact or emergency use. 

The calling entry to either Port 

Information, Port Operation or 

Intership channels. 

Primarily for ships passing and 

receiving navigational information 

to and from shore Station (‘‘Har- 
bour Control"). 

1. For intership communications. 

2. Working channel for Pilot 
Vessels. 

3. Allotted by “Harbour Control" 
for temporary use between 
ships and attendant tugs at 
Port Kembla on request of Pilot 
or exempt Master. 

8 Berthing Operations 1. Allocated by ‘Harbour Control" 

upon request by Pilot or exempt 
Master for use in Sydney Har- 
bour between ships and tugs 
during berthing operations. 


12 Port Operation 
(Port information) 


6 Interships 


Channel 
No. Title Use 
13 Berthing Operations 1. Allocated by Harbour control 


upon request by Pilot or exempt 
Master for use in Newcastle 
Harbour between ships and tug, 
during berthing operations. 

2. Used by Port Operations Officer 
when passing information to 
vessels. 

14 Berthing Operations 1. Allocated by ‘Harbour Control” 
upon request by Pilot or exempt 
Master for use in Botany Bay 
between ships and tugs during 
berthing operations. 

2. Allocated by ‘Harbour Control” 
for Naval berthing operations 
and other special purposes. 

5. DISTRESS AND EMERGENCY 

In the case of fire, explosion, loss of life, sinking, collision, or such 
emergency, vessels should immediately call on Channel 16 (Safety 
and Calling) using international R/T distress signal “Mayday” or 
urgency signal Pan", followed by name of vessel and signal letters, 
giving its position and type of emergency and if assistance required. 

Other vessels on hearing a distress message must cease any 
transmissions immediately. 

The signal ‘‘Mayday"” should be used only when ship sending it is 
threatened by grave and imminent danger and requires immediate 
assistance. 

The signal Pan" (pronounced Panne) should be used by a station 
having a very urgent message to transmit concerning its safety, or 
that of another ship, or of some person on board or in sight. 


TUGS: Powertul modern tugs, operated by private companies, 
available. 


BERTHING: See "VHF". 

Woolloomooloo: 8 berths, depths 28 ft. to 37 ft. (8-53 m. to 11-27 m.). 

Darling Harbour: 20 berths, depths 8 ft. to 36 ft. (2:43 m. to 10-97 m.). 

Pyrmont: 14 berths, depths 27 ft. to 35 ft. (8:23 m. to 10°66 m.). 

Glebe Is.: 5 berths, depths 32 ft. to 42 ft. (9-75 m. to 12'8 m.). 

Sydney Cove: 3 berths, depths 12 ft. to 35 ft. (3:65 m. to 10-66 m.). 

Walsh Bay: 12 berths, depths 23 ft. to 40 ft. (7-01 m. to 12:19 m.). 

Balmain: 2 berths, depths 33 ft. to 38 ft. (10-05 m. to 11:58 m.). 

White Bay: 3 berths, depths 36 ft. (10-97 m.). 

Rozelle Bay: 6 berths, depths 9 ft. to 20 ft. (2:74 m. to 6-09 m.). 

Snails Bay: 4 berths, depths 36 ft. to 40 ft. (10:97 m. to 12:19 m.). 

Mort Bay: 2 berths, depths 31 ft. (approx.) (9°74 m.). 

Oil Terminals: See ‘‘Tankers”. 

HEAVY LIFTS: Wharf Cranes: Woolloomooloo: Berth No. 11, 
2 portal cranes 26 tons (26-4 tonnes) maximum. 

Darling Harbour: Berth Nos. 8, 9 and 10: 1 portal crane, 26 tons 
(26:4 tonnes) maximum. 

Balmain: Berth No. 2: Three portal cranes, 20 tons (20-3 tonnes) 
maximum. 

Container Berths: White Bay: Berth No. 4: 1 twin lift 45 tons (45-72 
tonnes) container crane, and terminal equipment. 

White Bay: Berths Nos. 5 and 6: three twin lift 45 ton (45-72 tonnes) 
container cranes, and terminal equipment. 

Glebe Island: Berth Nos. 1 and 2: two singlelift 35 ton (35-56 tonnes) 
container cranes and terminal equipment. 

A 60 ton (60:96 tonnes) and a 150 ton (1524 tonnes) floating crane 
available, and a 250 ton (254 tonnes) crane on Fitting Out Wharf at 
Garden Island Dockyard. 

BULK LOADING FACILITIES: Glebe Island, berth no. 7 (bulk 
wheat). Max. permissible length and beam of ship using bulk berth; 
length 735 ft. (224-06 m.), beam 107 ft. (32:61 m.). 

Berth No. 8 (bulk soda ash). Maximum length 326 ft. (99:36 m.), 
maximum beam 45 ft. (13:71 m.). This is a private berth leased by 
Imperial Chemical Industries of Australia, and the plant is suitable 
only for the unloading of bulk soda ash. 

Balmain: Berth No. 1 (bulk coal). Max length 650 ft. (198-4 m.), 
max. beam 97 ft. (29°56 m.). Loading capacity 1,000 tons per hour 
maximum. 

STEVEDORES: Private companies. Stevedoring regulations are 
the responsibility of an operations supervisor, nominated by the 
ship's Agent when applying for a berth. 


TANKERS: 
Max. permis- 
sible length Depth 
of vessel alongside 


Gore Bay No.1 Shell Co. of Aust. Ltd. 850 ft.(259m.) 45 ft. (13-4 m.) 


” ” ” 2 ” ” ” ” 560 ft. (171 m.) 31 ft. (9°45 m.) 

Aan A dp “ » ony 560 Ft. (171 m.) 30 ft. (9°14 m.) 
Berrys Bay No.1B.P.(Aust.) Ltd. 525 ft.(160m.) 28ft. (8-53 m.) 

sa teeietitean |e toes amen ae a 600 ft. (183 m.) 33 ft. (10-06 m.) 
Ballast Point Caltex Oil (Aust.) Pty 

Ltd. 700 ft.(213m.) 29 ft. (8-83 m.) 
Pulpit Point Mobil Oil (Aust.) Ltd. 550 ft.(168m.) 28 ft. (8-53 m,) 


Chowder Bay Dept. of Navy 560 ft.(171m.) 31 ft. (19-44 m,) 
FRESH WATER: Available at all berths at a rate of flow of approx 
mately 30 tons per hour. 


FUEL: All grades available. 
IDENTIFICATION CARDS: See “Melbourne”. 
CONSULS: The following countries maintain consuls in Sydney: 


Argentina Great Britain New Zealand 
Austria Greece Norway 
Belgium Guatamala Panama 
Brazil Honduras Peru 
Bulgaria Hungary Philippines 
Chile Indonesia Poland 
China Israel Portugal 
Columbia Italy Romania 
Costa Rica Japan Spain 
Czechoslovakia Jordan Sweden 
Denmark Khmer Switzerland 
Dominican Republic Korea Thailand 
Ecuador Lebanon Turkey 
Ethiopia Mexico Uruguay 
Finland Monaco U.S.A. 
France Nepal Yugoslavia 
Germany Netherlands 


REPAIRS: Every facility available. 

DRY DOCKS: Captain Cook Dock, Garden Island - length 1,139 ft. 
(347-16 m.), No. 1 Sutherland, Cockatoo Island - length 690 ft. (210-33 
m.), No. 2 Fitzroy, Cockatoo Island - length 478 ft. (145-67 m.). 
Several smaller dry docks and a number of slipways available. 
CERTIFICATES: 

Last Port Customs Clearance. 

Ship's Register. 

Load Line. 

Safety Radio. 

Safety Equipment. 

Ship's Articles (British Vessels). 

Safety Construction. 

SPECIAL REGULATIONS: Smoke Restrictions Ringelmann 2 
limited to 10 minutes overall, 5 minutes continuous, in 60 minutes, 
Ringelmann 3 limited to 3 minutes in 30 minutes, in special circum- 
stances only and as far as practicable from shore, Ringelmann 4 
prohibited absolutely. Tubes must not be blown in port. 

Breaches of Port Laws by a ship (in particular, oil spillages) dealt 
with by requiring Master to authorise ship's Agent to accept any 
summons and the Agent to undertake to appear, so as not to delay 
sailing. If Master refuses, he may be arrested, charged and released 
on bail. However, it is In Master's interests to give authority, because 
this allows time for consideration of whether any actionis to be taken. 
DUES: Commonwealth Light Dues payable on the nett register 
tonnage of vessel, valid for a period of 3 months, in Australian 
waters. Harbour and Light Dues payable on vessels gross tonnage 
valid for 6 months for the State of N.S.W. only. 

AUTHORITY: The Maritime Services Board of N.S.W., Circular 
Quay West, Sydney. Tel. 2 0545 (all hours). Address Communica- 
tions to The Secretary, Box 32, GPO, Sydney. 2001. 


AGENT: Patrick Agencies, POB 3918, 33 Pitt Street, Sydney, 
New South Wales 2001. Tel. 27-6611. Telex. AA. 20618 Cables: 
“Rikpat". 


THEVENARD, S.A.: 32.19 S. 133.39 E. (See Plan) 


CERTIFICATES/DOCUMENTS/HEALTH/CARGO GEAR: 

See “Melbourne”. 

PILOTAGE: Compulsory. Pilots board 2 miles seaward of No. 1 

light beacon. 

MAX. SIZE: Length 552 ft. (168 m.) at the bulk lading berth; beam 

80 ft. (24-3 m.). Draft subject to keel clearance of 2 ft. 6 in. (0-76 m.) 

for vessels up to 27 ft. (8:2 m.) draft and keel clearance of 3ft. (0-91 

m.) for vessels over 27 ft. (8-2 m.) draft provided weather and sea 

are calm. 

RESTRICTIONS: Channel depth 27 ft. (8:2 m.) L. W. There is a 

Hinde depth of 18 ft. (5-5 m.) L. W. in the swinging area off the 
erths. 

FUEL: Not available. 

BERTHING: Two berths, depth alongside 32 ft. (98 m.) L. W. 

Vessels will be berthed head out if the draft on arrival is suitable to 

the depth of water in the swinging area. This particularly applies to 

deep loading vessels. A small tug stationed at the port to facilitate 

the berthing and departure of vessels. The bulk loading plant will be 

manned on a two shift basis with overtime as found necessary. 

FRESH WATER: Small quantities available. Rate 12 tonnes/hour. 

REPAIRS: None. 

AUTHORITY: Department of Marine & Harbors, 211 Victoria 

Square, (GPO Box 1672), Adelaide, S. Australia, 5000. 


AGENT: Sub-agents of Patrick Agencies. 


THURSDAY ISLAND, Queensland: 10.35 S. 142.13 E. 
(See Plan) 


DOCUMENTS/HEALTH: See “Melbourne”. 

PILOTAGE: Pilotage compulsory. ETA 24 hours before arrival 
stating maximum draft and direction from which vessel arriving to: 
Harbour Master, Thursday Island. Further amended ETA if neces- 
sary prior to arrival. Pilot boards in vicinity of Tucker Buoy or Scott 
Rock Buoy as required. Harbour Master will advise boarding ground 
after receipt of maximum draft and direction from which vessel 
arriving. Pilot vessel white hull, yellow top, flying pilot flag. Vessel 
awaiting Pilot to anchor West of Black Rock in Normanby Sound. 
ANCHORAGE: West of Black Rock in 54 fathoms. Nurses' Home 
over shoulder of Black Rock 098(T) with two white beacons S.E. side 
Goods Island in line 005 (T). 

RESTRICTIONS: Daylight entry only. Draft restricted to 23 ft. 
(7-01 m.) LWOST. 


AUSTRALIA 


RADIO: Thursday Island VII. 

VHF: Channels 12 and 16. 

TUGS: No tugs. 

STEVEDORES: 0800 pick up for day work. 1000 notice for night 
work. 1600 Friday notice for week-end work. Mainly general cargo 
handled. Approximately 8 tons per hour. 

MEDICAL: Notice of required medical attention with ETA message 
to Harbour Master. Hospital, four doctors available. Vaccinations 
etc., as per Commonwealth of Australia requirements. 

DENSITY: Salt at all states of tide. 


BERTHING: 
Wharf Length (Metres) Depth (Metres) 
East 61 55 
Engineers 25°6 3-6 
Caltex 22:9 5:0 


Horn 12:5 5:0 
FRESH WATER: Available in limited quantities most of the year. 
FUEL: Small amounts diesel and distillate available at East Jetty. 
Bulk distillate available at Caltex Jetty, approx. 20 tons per hour. 
pop ala WATCHMEN: Crew member on gangway 
sufficient. 
OPENING/CLOSING HATCHES: By Stevedores. 
CERTIFICATES: Normal Commonwealth of Australia require- 
ments. See Melbourne”. 
CONSULS: Nil. 
REPAIRS: Deck and engine repairs, excluding large castings. 
REPATRIATION: Available. 
AIRPORT: Airport on Horn Island, 2 miles by launch, 4 miles by 
bus. Four flights per week. Ansett-ANA regular airline. Private 
charter plane available. 
TIME: Australian Eastern Standard Time. 
HOLIDAYS: Normal Queensland Public holidays. No cargo can 
be worked on Christmas Day, Good Friday, Anzac Day. 
POLICE/AMBULANCE: Police 20. Ambulance 77. 
TELEPHONES: None. 
SERVICES: None. 
DELAYS: As wharf space limited and berthing is on a “first come, 
first serve" basis, delays vary with amount of shipping. 
AUTHORITY: Harbour Master, Department Harbours & Marine, 
PO Box 109, Thursday Island. Tel. 5. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


TORRES STRAIT: 


MAX. DRAFT: Maximum draft for vessels piloted through Torres 
Strait is 39 ft. (12 metres) subject to height of tide and keel clearance 
required by Pilots. 

Gannet Passage and Prince of Wales Channel: These are the 
controlling areas for traversing Torres Strait and the whole of the 
Barrier Reef. Survey in April 1970 found depths of 31 ft. (9-5 metres) 
on the former recommended track between the buoys in their pre- 
vious positions; in consequence, the recommended track was 
re-established by Australian Notice to Mariners 242/1970 with a least 
depth of 32 ft. (9-75 metres). The buoys were moved to new positions. 
(This could occur from time to time.) Most of the water along the 
recommended track from Gannet Passage to Twin Island through 
the Prince of Wales Channel is between 37 to 45 ft. (11:3 to 13-7 
metres). 

Mean HHW at Booby Island is 11-9 ft. (3-6 metres) and the Mean 

LLW is 3-1 ft. (0-925 metres). Mean HHW at Goods Island is 8°8 ft. 
(25 metres) and Mean LLW is 2:3 ft. (0-7 metres). HWS at Twin 
Island is 8-7 ft. (2.45 metres) and LWS is 1-3 ft. (0°35 metres). An 
automatic telemetric gauge has been established at Booby Island 
by Australian Notice to Mariners 138/1970 for the promulgation of 
the exact tide at Gannet Passage. Further tide gauges are to be 
erected at various positions in the Prince of Wales Channel. 
KEEL CLEARANCE: The Queensland Coast and Torres Strait 
Pilot Service will pilot vessels through Torres Strait and the Inner 
Route with a minimum under-keel clearance at Gannet Passage of 
3 ft. (1 metre), in the South-East season from 15th April to 14th 
December, inclusive, and with a minimum under-keel clearance of 
5 ft. (1:5 metres) in the North-West season from 15th December to 
14th April, inclusive. The maximum draft at no time is to exceed 
39 ft. (12 metres), subject to review as circumstances alter. Masters 
of deep draft vessels are advised that reduction of speed may be 
necessary under certain circumstances. 

PILOTAGE: Pilots can board or land either 14 to 2 miles (2-4 to 
3:2 kilometres) West of Gannet Passage buoys or 14 to 2 miles 
(2:4 to 3-2 kilometres) West of Harrison Rock buoy as required by 
the Master. Masters of all vessels requiring Pilots are requested to 
advise giving ample notice to “TORRES” Sydney of their maximum 
draft, ETA and where bound, and specify which boarding station is 
required. Twelve hours before arrival Master should radio “STRAITS- 
PILOTS" Thursday Island confirming or adjusting this ETA. Pilot 
cutters based at Thursday Island are fitted with VHF Radio: 

(a) Base Station - Call sign “THURSDAY ISLAND HARBOUR", 
will maintain listening watch on Channel 16 and operate on 
Channel 12. 

(6) All ships traversing Torres Strait are requested to maintain 
continuous listening watch on Channel 16 between Carpentaria 
Light Vessel and Wyborn Reef or Bet Reef. 

(c) Pilot launches will maintain watch on Channel 16 when on 
station. 

(d) Owing to the limited manoeuvrability of the deep draft vessels 
in the narrow channels between the pilot’s boarding and 
disembarkation stations and Gubbins Reef on the Inner Route 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


and the pilot station and Bramble Cay, Great North East 
Channel. Shipmasters are requested, between these points, to 
switch on their VHF Channel 16 on sighting another vessel and 
leave it on until the vessel is past and clear. 

(e) For the same above reason and also for pilots’ boarding times 
etc., Shipmasters are requested to keep International Radio 
watch times from Carpentaria Light Vessel to Bramble Cay, 
Great North East Channel and between Carpentaria Light 
Vessel and Gubbins Reef in the Inner Route. 

In addition to the above, Pilots for vessels proceeding from 
Eastward to Westward are available by arrangements with 
“TORRES" Sydney: 

(a) For the Great North East Channel - off Port Moresby (Basilisk 

Passage). 

(b) For Shy Grafton Passage — off Euston Reef beacon or Fitzroy 
Island. 

(c) For the Inner Route or Queensland Ports — from Brisbane pilot 
cutter off Cartwright Point or off Gladstone Fairway Buoy. 

(d) From any mainland port of New South Wales or Queensland. 

(e) Other ports and/or places by arrangement with “TORRES” 


Sydney. 
(9th April 1971) 

Australia Pilot, Vol. l/l, 1960, p. 26; Australia Pilot, Vol. IV, 1962, pp. 
26 and 27. Department of Harbours and Marine, Brisbane, Notice 
No. 49/1971 (AH70/116). 
TO ORDER A PILOT 
Southbound 
Radio “TORRES” Sydney about 6 days before arrival Thursday 
Island advising maximum draft, date and time due off Goods or 
Booby Island, and where bound. Radio “STRAITSPILOTS” 
Thursday Island 24 hours before arrival (use local time), confirming 
ETA and again at Carpentaria Light Vessel. (Pilot cutters at Thursday 
Island are fitted with VHF Radio (Channel 16).) 
Northbound 
If in an Australian port, instruct Agent to arrange giving as much 
notice as possible. If from an overseas port, radio ‘'TORRES"” 
Sydney about 6 days before arrival at embarkation point, advising 
name of ship, date and time due, maximum draft and where bound. 
Radio ‘‘TORRES" Sydney 48 hours before arrival, confirming or 
amending ETA. 
Intermediate (boarding-off ports) 
Radio ''TORRES" Sydney 5 days before arrival at embarkation point 
advising name of ship, date and time due and where bound. Advise 
“TORRES" Sydney of any material change in ETA and definitely 
confirm 12 hours before arrival. ‘‘ TORRES” Sydney will acknowledge 
all messages. 
AUTHORITY: The Queensland Coast and Torres Strait Pilot 
Service, 247 George Street, Sydney. Box 1573, Sydney 2001. 


TOWNSVILLE, Queensland: 19.17 S. 146.48 E. 
(See Plan) 


PORT LIMITS: Seaward boundary is a line taken from Cape 
Cleveland to Magnetic Island, to Bay Rock to Cape Pallarenda. 
DOCUMENTS: Customs requirements: 

3 Crew Lists, Form M. and S-11. 

3 Passenger Lists. 

3 Lists of Ports of Call. 

1 Form 42A Ships Stores. 

1 Form 5 Articles Owned by or in the possession of Master, 

Officers and Crew. 

1 Form QA4 Quarantine Notice. 

2 Forms QA5 Quarantine Shipmasters Bond. 

2 Inward Manifests. 

1 Bill of Lading. 

1 Outward Manifest. 
rm. se 40 Application for Clearance and Guarantee to Pay Duty. 

ealth: 

uae Q360 Health Report which is taken aboard by Inspecting 

cer. 

Harbour Authority: 

2 Copies of Inward and Outward Manifest. 
PILOTAGE: The Pilot is ordered through the ship's Agent or direct 
to Harbour Master at least 24 hours before arrival. Telegraphic 
Address “Harbour Master". VHF Channel 16. Call sign “Townsville 
Harbour". Pilot launch is 42 ft. wooden launch. Light or sound 
signal by vessel requiring Pilot is International Call G. Pilot taken 
aboard within one mile seaward of Fairway Buoy. Ladder placed on 
starboard side. Location of anchorage for vessels awaiting a Pilotis 
off Magnetic Island between Bremer and Hawkins Point. 
ANCHORAGES: Boundaries: Orchard Rocks/Cape Cleveland. 
Cleveland Bay Depths 27 ft. to 40 ft. 
RESTRICTIONS: 2 ft. of water under keel at all times. 
MAX. SIZE: Length 700 ft., breadth 100 ft., max draft at HWOST is 
36 ft. and at LWOST is 31 ft. 
HEALTH: Completion of Health Form Q360 and inspection by 
Medical Officer. In event any suspected disease or fever on board, 
notify via telegram no earlier than 24 hours and no later than 12 hours 
prior arrival, advising where from and number of crew and illness. 
Pratique automatic after completion of forms and medical inspection 
at first port of call, but should circumstances arise it may be with- 
drawn immediately. 
RADIO: Townsville Radio. 
TUGS: Normally join at harbour entrance. Tug lines or (optional) 
ship's lines. Tugs equipped with VHF radio and operate on Channel 
16, the same as Townsville Harbour. Two tugs available bollard 
pull 26 tons each. 
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BERTHING: 

Berth 1 is a special tanker berth of 244 m. (800 ft. 6 in.) in length 
dredged to 10 m. (32 ft. 94 in.), but scheduled to be dredged to 12 m. 
(39 ft. 3 in.) by 1974. 

Berth 2 is a general purpose berth of 256 m. (839 ft. 11 in.) in length 
dredged to 9:1 m. (30 ft.) and equipped with two 20-4 tonnes (20 tons) 
at 18:2 m. (59 ft. 2 in.) radius electric cranes which can jointly lift 
40-6 tonnes (40 tons). 

Berth 3 is 256 m. (839 ft. 11 in.) in length and is dredged to 12 m 
(39 ft. 3in.). Itis ageneral purpose andcontainer berth, being equipped. 
with a container crane with a lifting range of 35-56 tonnes (35 tons) 
to 60-96 tonnes (60 tons). 

Berth 4 is a general purpose berth with a special landing area to 
accommodate angled stern ramp vessels. It is 246 m. (807 ft.) in 
length and dredged to 9:6 m. (31 ft. 6 in.). 

Berth 6 is 134 m. (439 ft. 7 in.) in length dredged to 9:3 m. at LWOST. 
General Cargo and Bulk Fertilizer and Molasses are handled at this 
berth. 

Berth 7 is 183 m. (600 ft. 6 in.) in length and dredged to 10°82 m. 
(35 ft. 5 in.). This berth is equipped with a bulk loading conveyor 
system for Zinc Concentrates; facilities for handling Liquid Fertilizer 
and Molasses and also General Cargo. A cargo shed 144:78 m. 
(473 ft.) x 10.67 m. (35 ft.) is located on a pier between berths 6 and 7, 

Berth 8 is 217 m. (712 ft.) long and dredged to 10:3 m. (33 ft.) is a 
general purpose and meat loading berth. 

Berth 9 is 229-5 m. (750 ft.) in length and dredged to a depth of 
10:59 m. (34 ft. 8 in.), is equipped with a bulk conveyor system to load 
Raw Sugar. The berth is also used for General Cargo. 

The shed on the pier between berths 8 and 9/s used for 
storage of frozen meat and meat meal awaiting shipment. 

Berth 10 is a roll-on/roll-off terminal for stern loading vessels and 
is dredged to 9-1 m. (30 ft.). This berth is equipped with a 25-4 tonne 
(25 ton) capacity at 16-7 m. (55 ft.) radius crane. 

STEVEDORES: Times for ordering labour: Normal 1400 previous 
working day. Bulk Cargoes 0930 for night labour. Saturday or 
holidays 0930 previous working day. Priority labour 1400 previous 
working day. Notice required for difficult or long twos or a cargo 
requiring particular or special handling. 

VHF: Continuous watch maintained on Channel 16. Call sign 
“Townsville Harbour". Channels 6 and 12 also available. 
MEDICAL: Advance notice not particularly required unless urgent 
assistance required. Hospital facilities available. Health book in- 
spected by boarding doctor. 

TANKERS: Diameter of load/discharge lines: white fuel 10 in., 
black fuel 12 in. No residue discharge facility available. One tanker at 
berth at any time. Maximum permitted draft at berth 31 ft. 

DENSITY: Average density 1025 at all times. 

FRESH WATER: Water is delivered by hose from shore connec- 
tions. Rate of delivery 20 tons per hour. Approximate cost 35 cents 
per kilolitre. 

FUEL: Distillate and furnace oil available at Berth Nos. 1, 4,6 and 7. 
Notice required 24 hours. 

FIRE PRECAUTIONS: Tankers required to have safety fire wires 
lead off foc’sle head and run as far aft as possible. Vessels at all 
times capable of manoeuvring with main engines. 
DEVELOPMENTS: No. 3 berth has been reconstructed in rein- 
forced concrete supported by octagonal steel piling and is designed 
to accept the 120,000 Ib. axle loading of forklifts and the concentrated 
load of a container-handling crane to be erected on the wharf. 
Fabrication of the crane has been completed and the facility is 
expected to be operational early in 1974. The crane is designed 
to handle 20-ft. and 40-ft. containers and a specially designed 
spreader will handle 2-ton lead ingots in lots of 30 tons at a rate of 
600 tons per hour. A grab will also be available for discharge of bulk 
cargoes. 

A dredging programme is in progress and is expected to be 
completed in 1974. The scope of the work involves the widening 
of the approach channel from 250 ft. to 300 ft. for its entire length and 
deepening to 35 ft. LWOST. The swing basin within the harbour 
will be extended from 1,050 ft. to 1,500 ft. diameter and deepened 
to 35 ft. Berths will be dredged to 40 ft. LWOST. 

Improved fendering will be constructed at No. 1 (tanker) berth to 
absorb the berthing impact of 65,000 tons dwt vessels, and the 
operating platform extended. 

GANGWAY/DECK WATCHMEN: Services available at ship's 
option. 

OPENING/CLOSING HATCHES: Optional for either crew oF 
stevedores. 

SHIP'S CERTIFICATES: 

Passenger Ship Safety. 

International Load Line. 

Ship Safety Construction. 

Ship Safety Equipment. 

Ship Safety Radiotelegraphy. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or H Ib. 
tobacco-on arrival and then can be purchased by the packet from 
bar on board. Wine and/or Spirits: One opened bottle (26 oz.) spirits 
or wine on arrival and then spirits by the glass and wine by the bottle, 
from the bar on board. 

CARGO GEAR: Australian Navigational Dept. requirements. 
CONSUL: Netherlands representative, Tel. 71.6188. 

REPAIRS: All deck and engine repairs can be carried out. 

DRY DOCKS: Slipway with a capacity of 1,500 gross tons vessel 
Slip can accommodate a 240-ft. length vessel. Air, power, and wate! 
are available at the slip. 

REPATRIATION: Full facilities exist for effecting crew changé 
and arranging repatriation. 


AIRPORT: Distance from airport 6 miles, regular services. 
TIME: East Australian Standard Time = GMT plus 10 hours. 
HOLIDAYS: Cargo can be worked on all holidays except Christ- 
mas Day, Good Friday and the Waterside Workers’ Picnic Day. 
EMERGENCY TELEPHONE NUMBERS: Police, Ambulance or 
Fire "000", and ask to be connected to service required. Non- 
emergency numbers. Police 71.2121, Ambulance 79.3722, Fire Station 
71.2111, Hospital 72.1333. 

TELEPHONE: Port Authority has phone connections available 
upon request. Cost: connection and disconnection fee, 50 cents; 
statement charge, 20 cents; local calls, 7 cents each plus any trunk 
calls at cost. 

SERVICES: Services available for compass adjusting, radio and 
radar service. 

SHORE LEAVE: Crew members allowed shore leave. 
AUTHORITY: Townsville Harbour Board, The Strand, Townsville. 
Q. 4810. Tel. 72.1011. (Area Code 077). Cables: Nausport Townsville. 


AGENT: Sub-agent of Patrick Agencies, Brisbane. 


USELESS LOOP (Shark Bay), W.A.: 26.05S. 113.24 E. 
(See Plan) 


DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory. 4 weeks notice in first instance to 
Harbour & Light Department, Fremantle. The usual approach is 
through the Naturaliste Channel on course 128 (T) passing Cape 
Inscription Lighthouse abeam distant 3:5 miles. When Cape Inscrip- 
tion bears 287 degrees (T) distant 10-2 miles alter course to 166 
degrees (T) proceeding on this course towards outer beacon at 
entrance to Denham Channel. Denham Channel 400 ft. wide dredged 
to 33 ft. LWOST is marked by 3 port hand beacons and 3 starboard 
hand beacons. Clearing beacons vessel ther» proceeds on course 
126 (T) passing 3 further beacons to port. At third beacon alter 
course to 136 degrees (T) until inner beacon bears 345 degrees (T) 
distant 2:4 miles, thence alter course order reach position 4 mile 
N.E. of jetty for approach. 

TUGS: None. 

BERTHING: 1 berth. Conveyor belt system from Salt Stock Pile to 
ship gross rate 700 tons/hour. Dolphin type jetty length 620 ft. runs 
approximately North and South directions and 2-1 cables from Topper 
Island. Minimum depth at berth 33 ft. LWOST. Rise of tide approxi- 
mately 3 ft. Winds predominantly S.E./S.W. 

FUEL: Not available. 

FRESH WATER: Not available. 

REPAIRS: Not available. 

AUTHORITY: Harbour & Light Department, 1 Cliff Street, Fre- 
mantle, WA 6160. 


AGENT: See ‘'Fremantle."” 


WALLAROO, S.A.: 33.56 S. 137.37 E. (See Plan) 


DOCUMENTS: See ‘Melbourne”. 

PILOTAGE: Compulsory. Pilot boards from 1 to 14 miles 260 (T) 
from Moonta Shoal Light Beacon. 

dS da ea Approach channel and basin 28 ft. (8:5 m.) 
BERTHING: 6 berths. Depths various from 24 ft. (7-9 m.) to 31 ft. 
(9°4 m.). Bulk loading berth maximum permissible length 650 ft. 
(198 m.), max. beam 80 ft. (24-4 m.). 

TUGS/FUEL: None. 

STEVEDORES: Arrangements with private companies. 

VHF: Available. 

FRESH WATER: Available all berths. Delivery rate 15 tonnes per 
hour. 

REPAIRS: Minor repairs only. 

AUTHORITY: Department of Marine & Harbors, 211 Victoria 
Square, GPO Box 1672, Adelaide, S. Australia 5001. 


AGENT: Sub-agent of Patrick Agencies, Adelaide. 


WEIPA, Queensland (including Albatross Bay): 
12.34 S. 141.35 E. (See Plan) 


DOCUMENTS/HEALTH: See “Melbourne”. 

PILOTAGE: Vessels requiring Pilot may apply to Harbour Master, 
Weipa, 48 hours before arrival, confirming ETA 24 hours before 
arrival. Vessels to give Harbour Master their draft. Pilot boat is 11 m. 
(length), named Rowland Masterman and painted orange, and may 
be contacted on VHF Channel 16 Pilot boards within half a mile of 
Fairway Beacon. 

ANCHORAGE: Anywhere in Albatross Bay except in immediate 
vicinity of Fairway Beacon. 

RESTRICTIONS: Weipa Approach Channel, 7 miles long, mini- 
mum depth of water 34 ft. (10°35 m.) LWOST. Usually vessels up to 
30,000 dwt. enter channel at any state of tide. Vessels over 30,000 dwt. 
enter any stage of flood tide. 

Usually vessels up to 30,000 tons dwt. can berth at any state of tide. 
Vessels over 30,000 tons dwt. due to their departure draft, must berth 
Starboard-side alongside and can do so at any state of tide. Vessels 
usually depart 14 hours before predicted high water, some small 
vessels up to 15,000 tons dwt. can depart on predicted low water. 
MAX. SIZE: Maximum length overall 835 ft. (254 m.) Beam 116 ft. 
(35-30 m.). Maximum draft dependent on height of tide. Three feet 
keel clearance required. 


AUSTRALIA 


RADIO: Forcomal. Sydney Radio, and within 48 hours Thursday 
Island Radio. VHF Channel 16. 

TUGS: Vessels entering North of Cora Bank, tugs join at No. 9 
Beacon. Vessels entering South of Cora Bank, tugs join at No. 16 
Beacon. 

Tugs are usually used in lashed up position: tug's lines, otherwise 
ship's lines. 

Three tugs available of 12, 18 and 23 ton bollard pull. 
BERTHING: No specific requirements. Vessels usually berth near 
slack water. 

BULK HANDLING FACILITIES: 2 Bauxite berths, Lorim West, 
old berth and Lorim East which is an extension of previous old berth. 
Depth alongside, 37 ft. (11-27 m.). Loading rates: Lorim West 3,000 
tons per hour. Lorim East 6,000 tons per hour. If there are vessels at 
both berths simultaneously loading rates of both vessels together 
are: Lorim West 3,000 tons per hour, and Lorim East 4,500 tons per 
hour. 

STEVEDORES: Vessels loading bauxite to inform Comalco of 
ETA 48 hours prior arrival amending later if necessary. Loading rate 
3,300 tons/hour. No stevedores at Weipa. 

MEDICAL: Inoculations per Australian regulations. No notice 
required for medical attention, urgent cases flown out and treated 
at Cairns or Thursday Island. 

DENSITY: Dry season 1026. Wet season 1022. 

FRESH WATER: Supplied in cases of emergency only. 5 tons per 
hour. 48 hours notice required. 

FUEL: Not available. 

DEVELOPMENTS: The alumina plant at Weipa has been deferred 
indefinitely. 

GANGWAY/DECK WATCHMEN: No watchmen available. 
OPENING/CLOSING HATCHES: Work carried out by crew. 
SHIP CERTIFICATES: Ship's register, load line certificate, safety 
radio and safety equipment certificate. Also see “Melbourne”. 
CARGO GEAR: No additional requirements. See “Melbourne”. 
CONSULS: None. 

REPAIRS: No repairs available. 

REPATRIATION: No facilities for crew changes. 

AIRPORT: 7 miles from airport, served by Ansett ANA. 

TIME: GMT plus 10 hours. 

AUTHORITY: Harbour Master, Department of Harbours and Ma- 
rine, PO Box 489, Wiepa, Queensland 4874, Australia. 


AGENTS: Sub-agent of Patrick Agencies (through Patrick's, 
Melbourne). 


WESTERNPORT, Vic.: 38.21 S. 145.14 E. (See Plan) 


PORT LIMITS: The Port Authorities consider a vessel to be 
arrived when she crosses an imaginary line between West Head and 
Point Grant. 

DOCUMENTS: Application for berth, tugs, mooring launches, 
telephones, and notification to load or unload, to be delivered by 
Ship's Agent to Harbour Master not less than 24 hours before 
arrival. 

Customs Documents required: 


Form M&S 11. Crew List and attachments, 3 copies. 

M42A _— Stores List, 1 copy. 

5 Articles owned by or in possession of crew, 1 
copy. 

C &E886 Ports of call since commencement of voyage, 3 
copies. 

QA3 Quarantine Form. (Animals carried as cargo), 
1 copy. 

QA4 Quarantine Form. (Animals carried as pets), 1 
copy. 

QA5 Ship Master's Bond re animals carried, 1 copy. 


Q 360 Health report of all persons on board, 2 copies. 
Inwards Manifest, 1 copy. 

Outwards Manifest, 1 copy. 

40 Application for clearance. 

PILOTAGE: Pilotage compulsory for merchant vessels except 
those specially exempted. Pilots for Westernport are available 
on a 24-hour basis. Warning must be given not less than 24 hours 
prior to vessel's arrival. Pilot for Western-port will board from a 
launch, painted orange and showing the signals and lights pre- 
scribed for such vessels, by day approximately 3 miles Southward 
from West Head. By night in the white sector of McHaffie's Point 
Light, with Cape Schank Light bearing 295° (White), at the entrance 
to Westernport. Pilot launch is equipped with VHF Channel 16 (156-8 
mHz). 

In bad weather, vessels up to 32 ft. draft obtain Pilot by proceeding 
to black can buoy moored 2 miles — 084 degrees from Flinders Jetty 
light; at night buoy shows green flash light every 4 secs. 
ANCHORAGES: Anchorage within port between southern edge 
Tortoise Head Bank, and Northern shore of Phillip Island. Anchorage 
4 miles in length, East to West, and 14 miles wide, depths 9 to 15 
fathoms at Western end, decreasing 6 to 10 fathoms at Eastern end. 

An anchorage area having a least depth of water of 28 ft. has been 
established adjacent to Long Island Jetty. 

RESTRICTIONS: No vessel shall enter port with less underkeel 
clearance than ten per cent of draught. 

MAX. SIZE: Governed by underwater clearance. Vessels drawing 
up to 48 ft. may enter depending on state of tide, but underkeel 
clearance shall not be less than ten per cent of draught. 

Oil jetties can accommodate vessels of up to 100,000 tons, depend- 
ing upon water available. 

See “Tankers”. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


RADIO: Westernport Harbour Control keep a continuous listening 
watch on VHF Channel 16 (156-8 mHz). 

PRATIQUE: Advise state of crew's health 24 hours prior to arrival. 
If all healthy, pratique granted subsequent to berthing; if crew's 
health suspect, doctor boards prior to berthing. Pratique automatic 
when more than 14 days have elapsed since calling at a foreign 
port, and the vessel has subsequently been granted .pratique first 
at another port within the Commonweaith of Australia. Pratique may 
be granted 24 hours a day. 

TUGS: Two tugs are available both of 1,500 h.p. and 22 ton bollard 
pull. Tugs join vessel at Sandy Point. Ship's lines normally used by 
tugs. Tugs are fitted with VHF and radar and fire-fighting equip- 
ment. 

BERTHING: Berthing subject to Harbour Master's direction. 3 oil 
berths, 1 roll-on/roll-off berth, 1 livestock berth and 2 tug berths 
are available. 

Additional berth, Lysaghts Steel wharf. Roll-on/roll-off stern ramp 
jetty accommodating vessels up to 10,000 dwt. Approach channel 
91 m depth. Alongside depth 12:1 m. Swinging basin 1,500 ft. 
diameter. 

STEVEDORES: Westernport is a class B port for stevedoring 
facilities. Port Waratah stevedores available. Require ETAs of 
vessels from Agent. Ordering time for labour: Dayshift by 1000 hours 
previous day, afternoon shift by 16.00 previous day. All close holidays 
observed. 

MEDICAL: Two qualified medical practitioners available and 
20-bed Nursing Hospital. Agent should receive prior notice of 
particulars of vaccinations required. 

TANKERS: No ballast to be discharged into the sea (this includes 
clean ballast). Three tanker berths, two capable of accommodating 
100,000 ton tankers with 52 ft. of water alongside, and the other 
capable of accommodating 40,000 ton tankers with 42 ft. of water 
alongside. 

Pipe-line hose connections: 16, 14, and 12 ins. black oil, 10 in. 
white oil, 8 in. bunkers. 

Oil jetties are approached through a wide, well-buoyed channel 
and each have well-dredged turning basins. 

Long Island Point Jetty (Esso). 

Situated 15 miles from entrance, depth alongside 52 ft. Bunkers not 
available at this berth. Dirty ballast facilities for up to 24,000 tons. 
Shore gangway used. 

Crib Point (B.P.) 

Situated 13 miles from entrance. No. 1 jetty, depth alongside 52 ft. 
No, 2 jetty, depth alongside 42 ft. Bunkers are available ex-wharf. 
Dirty ballast facilities for up to 30 000 tons. Ships gangway used. 
DENSITY: Average density 1030 oz. per cu. ft. 

FRESH WATER: Available, Approximate rate 100 tons per hour. 
Approximate price $1-00 per cubic metre. Delivery from hydrants 
at jetty head. 

FUEL: Fuel oil and diesel oil available at Crib Point Jetty only, via 
direct line from refinery. Delivery rate approx. 350 tons per hour. 
48 hours notice is required for lub. oil. Small quantities of marine 
fuel are available from road tankers. 

POLLUTION: Cases of discharging dirty ballast or oil spillages 
will be investigated and vessels are liable to fines and/or detention. 
Vessels shall not discharge into the waters of the port any part of 
the contents of their cargo, slop or ballast tanks (this includes clean 
ballast) or bilges which are liable to pollute these waters. Masters 
shall ensure that pipe-lines and equipment are clean before using 
them for discharging anything into the waters of the port. Scuppers 
shall be plugged effectively and no leakage or spillage from any vessel 
shall be allowed to leak or be swept overboard. Masters of vessels 
must seek permission from Harbour Master before pumping anything 
into the waters of the bay. The State of Victoria has stringent laws 
in force concerning the pollution of the sea by oil. 

FIRE PRECAUTIONS: Vessels shall not immobilise main engines 
whilst alongside jetties. 

GANGWAY/DECK WATCHMAN: A shore watchman may be 
hired. Cost borne by the vessel. 

CERTIFICATES: 

Clearance from last port. 

Ship's Register. 

Articles of Agreement. 

Official Log Book. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Derat. Certificate. 

Light Dues Certificate (receipt). 

Pratique Certificate from last port (if to be used in this port). 
CUSTOMS ALLOWANCES: (a) Tobacco: each crew member 
permitted either 200 cigarettes or 8 oz. of pipe tobacco, or 8 oz. of 
Fine Cut Tobacco out of Bond. (b) Wine and/or Spirit: each crew 
member is allowed 4 gallon of wines or spirits (opened). 
IDENTIFICATION CARDS: Required for all nationalities except 
the United Kingdom, Canada, South Africa, Japan, Israel, Norway, 
Denmark, Fiji, Hong Kong, Malaysia, and South Korea. Also see 
“Melbourne”. 

CONSULS: None. 

REPAIRS: Facilities for medium size deck and engine repairs. 
REPATRIATION: Facilities available. 

AIRPORT: Nearest major commercial airport is Tullamarine, 55 
miles distance, from which there are frequent interstate and inter- 
national flights. Airport accessible by road in about 2 hours by 
taxi-car. 

TIME: Summer, GMT plus 10 hours. Winter, March-October GMT 
plus 11 hours. 
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HOLIDAYS: Oil terminals work on all holidays. Roll-on/roll-oft 
observe close holidays. 

POLICE/AMBULANCE/FIRE: Police Hastings 791270;Ambulance 
Frankston 7832222; Fire. Hastings 791345, and Crib Point 839221. 
TELEPHONES: Port Authority insists that Public Telephone is 
placed on board. Cost of this service $15.00, plus cost all trunk calls. 
GENERAL: Vessels secure to oil jetties using ship's lines and shore 
preventor wires at all times. 

Smoke emissions controlled under the Clean Air Act which will 
Operate under the jurisdiction of the Environment Protection 
Authority. 

SERVICES: Tank washings must be discharged ashore, and not 
into waters of the port. Licensed Compass adjuster available. 
Underwriters’ Representatives available. 

SHORE LEAVE: Crew members permitted shore leave, and 
launches can be supplied to vessels at anchor, provided vessels have 
pratique, and have been cleared by customs. 

DELAYS: No delays anticipated. Port operates 24 hours per day. 
AUTHORITY: Ports and Harbours Branch, Department of Public 
Works, Treasury Place, Melbourne; or The Harbourmaster, Harbour- 
leg Office, Stony Point Road, Crib Point, Victoria. 3919. Aus- 
tralia. 

AGENT: See “Melbourne”. 


WHYALLA, S.A.: 33.02 S. 137.36 E. (See Plan) 


LOCATION: Situated on Western shore of Spencer Gulf opposite 
to and 27 miles by sea from Port Pirie. Open to all Southerly winds, 
which seldom interfere seriously with operations. 

FACILITIES: Jetty for iron ore loading, and dredged harbour with 
one main wharf for steel and general cargo, and for bulk cargoes of 
heen coke, limestone, pigiron, salt, etc. Harbour berths are safe 

erths. 

DOCUMENTS: See “Melbourne”. 

PILOTAGE: Compulsory except for those vessels whose Masters 
hold Exemption Certificates. Pilots board 4 to 14 miles East (105°) 
of Whyalla No. 1 Ore Loading Jetty. Vessels requiring Pilot should 
request service in sufficient time enable Pilot be ordered before 1600 
hours Monday to Friday and should show prescribed signal within 
at least ten miles of Whyalla. If delayed berthing, Master informed by 
radio and recommended anchor at Pilot boarding station (see above). 
ANCHORAGES: Quarantine line extends in direction 241° from 
Black Point to Coast Southwestward of port. Quarantine anchorage 
shown on Australian Chart AUS.135, lies Southeastward of quaran- 
tine line and Eastward of jetty. Anchor preferably North of harbour 
leads. Vessels should not anchor on harbour or jetty leads, but 
should anchor, draught permitting, approximately 1 mile North of 
Outer Fairway beacon. Holding ground good with hard clay and sand 


bottom. 

RESTRICTIONS: Vessels will not be moved within port by pilot 
unless at least 10% of maximum draught in water beneath keel. 
Minimum clearance 2 ft. Also see ‘‘Berthing”. 

PRATIQUE: Whyalla is a port of first entry. 48 hours’ notice of 
request for pratique required, Pratique granted at anchorage or in 
berth. Also see ‘‘Melbourne”’. 

RADIO: Cable “Hematite Whyalla" alsolocal Agent (a) on departure 
from previous port advising ETA and total cargo for discharge 
Whyalla (if any); (6) 48 hours prior arrival giving ETA; (c) 24 hours 
prior arrival giving ETA; (d) advise any alteration in ETA exceeding 
2 hours; (e) advise estimated draught on arrival fore and aft. These 
cables necessary in order ensure loading and labour. Cables to be 
signed with Master's name. Cables sent outside working hours 
should be prefixed “Shipserv'’. In event vessel arriving direct from 
overseas port requiring pratique, following additional advice to be 
cabled: No. of crew, nationality, and whether health vaccination 
certificates required. 

Port equipped with VHF. Service maintained 24 hours a day, 
Call sign “Whyalla Harbour". 

TUGS: All tugs fitted VHF radio. 4 tugs available between 2:5 and 
23 tons bollard pull. Wire towropes not to be used unless risk of 
damage to tug undertaken by ship. Charge for use of tug’s lines. 
Orders for tugs to be made at least 2 hours before required and not 
later than 1530 hours Monday to Friday. Ferry services undertaken 
to ships at anchorage outside harbour when requested. 
BERTHING: Iron ore loading jetty no longer in service, lies near 
Eastern side of town is 2,273 ft. long with T head formed by 6 dolphins 
At night, the fixed dolphin shows white light. 

No. 2 Jetty maximum length of vessel 820 ft. Depth of water along- 
side 36 ft. LW. Approach channel depth 35 ft. LWOST. Swinging 
basin, depth 34 ft. LWOST. 

Stowage factor iron ore, 13-15 ft. per ton. No stevedoring incurred 
and generally cargo loaded lower holds and no trimming necessary. 

Whyalla Harbour: About 14 miles to North of iron ore jetty. En- 
trance channel 300 ft. wide and approx. 6,000 ft. length. Water depth 
in channel and basin 24 ft. LWOST. Depth of water at Harbour Wharf 
officially. 27 ft. LWOST for 1,700 ft. from inshore end and 28 ft. at 
outer end. Berth length 600 ft. 

DENSITY: Specific gravity of water approximately 1028 to 1035 
therefore vessels must load light. 

STEVEDORES: Shift work 21 hours per day on continuous 7 day 
roster. At least 24 hours notice for labour requirements. 
MEDICAL: Resident doctors and hospital available. 

FRESH WATER: Available at No. 2 Jetty and all wharves. 
FUEL: Bunkering not normally undertaken, Fuel oil, coal and diesel 
oil available at Whyalla Harbour Wharf in emergencies only. 
REPAIRS: Essential repairs only. Consult ship's Agents before 
maintenance or repairs undertaken. 


STORES: Marine and bonded stores can be procured by arrange- 
ment with Adelaide. 5 days notice required. 
SURVEYORS: Resident surveyors for Lloyds, also Department 
of Shipping & Transport. Lloyd's agents are Adelaide Steamship 
Co. Ltd. 
GANGWAY/DECK WATCHMAN: Available at ship's option. 
REPATRIATION: Air, road and rail facilities available. 
AMBULANCE: In event of accident contact Agent or BHP 419 
or BHP 2205. After hours BHP 699. St. John's Ambulance Services 
(tel.: 45-7777) available 24 hours daily. 

Aerial Ambulance available for transfer of patients to a metropol- 
itan hospital. 
SHORE LEAVE: Crew members permitted shore leave, and 
launches, at ship's option, provide regular schedule to anchorage - 
weather permitting. 
AUTHORITY: The Broken Hill Proprietary Co. Ltd., PO Box 21, 
Whyalla, SA 5600. 


AGENT: Sub-agent of Patrick Agencies, Adelaide. 


WYNDHAM, W.A.: 15.27 S. 128.06 E. (See Plan) 


PORT LIMITS: All! waters in the Cambridge Gulf South of a line 
extending from Cape Dussejour to the summit of Hill 437 on Lacrosse 
Island, thence to Cape Donett. 
CERTIFICATES/DOCUMENTS/HEALTH: See “Melbourne”. 
PILOTAGE: Compulsory for all vessels entering port except those 
whose Masters have pilotage exemptions. Pilot boards South of 
Lacrosse Island in a position with Lacrosse Lt. Ho. bearing 350° 
distant 54 miles. Vessels arriving early should anchor in or near this 
position, Preferably vessels should arrive at pilot boarding ground at 
dawn, as Gulf negotiated during daylight only. 

Pilot resident at Wyndham, and essential give early advice when 
pilotage service required. 48 hours prior arrival give ETA to Harbour 
and Light Department, Wyndham. 

All ships awaiting a Pilot should maintain listening watch on 
VHF Channel 16 at least 2 hours prior to Pilot boarding time, have 
engines on stand-by at least one hour before boarding time, and be 
ready to proceed in accordance with the Pilot's instructions given 
by VHF. 

The approaches channel has a minimum depth of 21 ft. LWOST. 
ETA: Shipserve ‘Harbour Master Wyndham" required 48 and 24 
hours notice prior arrival. The 24 hours message should be time to 
be delivered before 1630 hrs. local time on the day before arrival so 
that arrangements can be finalised, when possible, in working hours. 

Indicate maximum draft in the 48 hours notice. 

APPROACHES: Generally speaking, it is preferable to arrive at 
the pilot station at daybreak. Approach Medusa Bank Buoy and pass 
Westward (buoy bearing 090° distance 1 mile). Steer 180° until 
Lacrosse Island light house bears 040°, distance 2 miles. Alter course 
to 145° to a position with Shakespeare Hill and Cone Hill in transit 
(086°), Cone Hill distance 4 miles. The course should then be 
altered to 225°. Course clears Guthrie and East Banks and puts 
Black Cliff right ahead. 

It will be noted that a conspicuous hill (un-named) is sighted 
immediately behind Black Cliff Point and these together form an 
excellent lead down this part of the Gulf to a position off Islet Point. 
From this point onwards pilotage is fairly complicated. There is a 
submerged wreck off the jetty, which must be considered when 
berthing and unberthing. Large vessels may only navigate the Hard 
Channel at half tide or better, as there is a 21 ft. patch in the fairway. 
HEALTH: Wyndham is a first port of entry. Masters are required 
to radio Port Health Authority, Wyndham, not less that 12 hours 
prior to arrival at pilotage station and giving state of health of the 
vessel. Examination for pratique is usually conducted after arrival 
alongside and nobody is permitted ashore until doctor's examina- 
tion is completed. 

RESTRICTIONS: The maximum length of vessel permitted to 
navigate the Gulf is 620 ft. overall. The Gulf is not navigable during 
hours of darkness at present. 

MAX. SIZE: Length 615 ft., draft 30 ft. 

BERTHING: Two-berth jetty is a steel structure with flush wooden 
deck, There is a 550 ft. berth at the South end of it with a minimum 
depth at low tide of 30 ft. The North berth has slightly less water. 
Total length of wharf surface is 852 ft. 

Ordinary moorings are used. A launch is on station to run lines. 
There is no tug available. 

FRESH WATER: Available at both berths. Supply is 10 tons per 
hour approximately. 

STEVEDORES: Working hours: 0730 to 1200, 1300 to 1700, 1800 to 
2130. When no work is done at night labour finishes at 1630. 

Labour is organised by the Asia & Stevedoring Companies. 

WWF conditions prevail. 4 gangs are available. Prior advice as to 
labour requirements, hatches to be worked, etc., is of great assis- 
tance to stevedores. 
CARGO HANDLING: By ship's gear only direct to railway wagons 
and motor transport. One 12-ton Coles slewing crane and two 5-ton 
mobile cranes are available, provided sufficient notice is given. A 
short railway connects the jetty, goodshed, and meatworks. Fork- 
pti bein and pallets are used for handling general cargo where 
suitable. 

FUEL/TUGS/REPAIRS: None. 

TIME: GMT plus 8 hours. 

AUTHORITY: Harbour & Light Department, Box 402, PO, Fre- 
mantle. Local Authority: Harbour Master, Harbour and Light Depart- 
ment, Wyndham. 


AGENT: Sub-agent of Patrick Agencies, Fremantle. 


AUSTRALIA 


YAMPI SOUND, W.A. (Cockatoo Island and 
Koolan Island): 16.13 S. 123.33 E. 


PORT LIMITS: The port limits, which are not marked on the 
charts of the area extend from a position in latitude 16° 13’ 13” South, 
Longitude 123° 32’ 32” East in a Northerly direction for 10 miles to 
about midway between Bathurst and Irvine Islands, thence East- 
ward for 15 miles, thence Southwards to the mainland passing nearly 
2 of a mile Eastwards of Koolan Island. The Southern limits of the 
port includes all the intermediate coastline between the Eastern 
and Western limits as defined above. 

DOCUMENTS: The following documents should be prepared 
prior to arrival if Yampi is the first port of entry to Australia: 

1 Form 5. 

1 Form 42A. 

2 Official Crew Lists. 

3 Unofficial Crew Lists. 

3 Ports of Call. 

1 Quarantine form Q.A.5. 

1 Quarantine form Q.A.4. In duplicate only if animals or birds on- 

board. 

The following Certificates should be produced if Yampi is the 
first port of entry to Australia: 

Commonwealth light dues receipt. If out of date this will be re- 

newed. 

Loadline Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Safety Construction Certificate. 

PILOTAGE: Yampi Sound is not a compulsory pilotage area. 
However, the Company's Port Officer holds a foreign going Master's 
Certificate, is well versed in local conditions and will act as Pilot 
for Masters requiring his service. The Port Officer will board at the 
quarantine achorage. 

As a Westerly wind is quite common, Masters are advised that 

their vessel should be adequately ballasted prior to berthing opera- 
tions. 
ANCHORAGE: Yampi Sound is a well sheltered deep water port 
with good all weather anchorages. The quarantine anchorage is loca- 
ted on the Southern side of Cockatoo Island and the Collins Cove 
Bank with the red flashing beacon bearing 080° true by seven cables. 
MAX. SIZE: The largest shipments to date loaded: 

Cockatoo Island : 65,141 tonnes by the “Vogwi". 

Koolan Island: 99,000 tonnes by the “Vianna”. 

HEALTH: Valid Vaccination Certificates required. Shipmasters 
will be advised of berthing and pratique arrangements either by 
VHF on Channel 16 or by telegram. A gangway is required at the 
quarantine anchorage to allow police, customs and doctor to board. 
A pilot ladder is not acceptable. 

RADIO: The port is able to communicate with vessels which are 
fitted with VHF radio through the normal international maritime 
channels. The call sign is “KOOLAN ISLAND”. 

Vessels destined for Yampi are requested to send their ETA by 
radio on leaving previous port, and also 72 hours, 48 hours and 
24 hours prior to arrival. 

BERTHING: Two work boats of 16 and 5-5 ton bollard pull and a 
line launch are available for berthing. Both are fitted with VHF. 

Tidal streams set East with the flood and West with the ebb tide 
as a general rule. At Koolan Island jetty in Koolan Canal, tidal stre- 
ams set Eastwards except for a period of about 3 hours from about 
+ an hour before to 24 hours after high water. Thus, tidal streams 
set Eastwards for about 18 hours a day and Westwards for only 
about 6 as the tide is semidiurnal. 

At Cockatoo, tidal streams set Westwards for a period of about 
6 hours, from 2 hours before high water to about 4 hours after high 
water, and Eastwards from 2 hours before low water to 4 hours after 
low water. 

Cockatoo Island 

Shiploading facilities at Cockatoo Island consists of a fixed head, 
retractable, luffing conveyor boom located at the centre of a “T" 
head dolphin jetty. 

The jetty head consists of six dolphins aligned in a 1174° T-2974° T 
direction over a distance of 210:3 m. and a further berthing dolphin is 
located 111-9 m. and 82:9 m. from the centre of each West and East 
end dolphin, respectively. 

The Shiploader is positioned between the two centre dolphins 
and has a loading rate of 1,700 t.p.h. 

Due to the fixed nature of the loader, Shipmasters are required 
to bring each hatch in sequence under the boom by warping the 
vessel alongside the jetty, and Company employees are in attendance 
for handling the shore end of mooring lines during the operation. 
The Shipmaster holds full responsibility for the warping operations 
at all times. 

The dolphins are well constructed with a complete facing of 
timber fendering between the wharf decking and low water level 
offering maximum protection to shipsides. 

mae alongside is 128 m. at MLWOST with a tide range of 
10-67 m. 

Vessels of up to 65,000 tonnes dwt. with a length of 224:3 m., beam 
36:5 m. and a draft 13-7 m. have been loaded at this jetty. 

Koolan Island 

The loading berth at Koolan Island consists of substantial well 
fendered wharf 170-7 m. long. Additional mooring dolphins are 
located each end to accommodate vessels of up to 100,000 dwt. 

The depth of the water alongside the wharf is 15-8 m. at MLWOST 
with a tide range of 10-67 m. 

The Shiploader consists of a travelling, retractable luffing, con- 
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veyor boom, capable of delivering 3,000 t.p.h. and moving a distance 
of 118-9 m. along the wharf. 

A 33 ton capacity crane is located on the Eastern end of the wharf 
for the discharge of general cargo if required. 

STEVEDORES: Shore labour is available only for use as mooring 
gangs, loading and handling of cargo on the wharf only. There are 
no ship foremen. 

MEDICAL: There is a resident doctor on Koolan Island but the 
nearest hospital facilities are at Derby, 75 miles away. 
SERVICES: Stores, bunkers, water, repair facilities, divers, laundry 
and trading bank facilities are not readily available. 

Upon sufficient notice being given, moderate amounts of stores 
can be obtained but they are expensive. Limited cash can be obtained. 
In an emergency fresh water can be obtained. 

AIRPORT: There is an airstrip on both Cockatoo and Koolan 
Islands. 

FIRE PRECAUTIONS: There are no fire services available, 
except the works fire brigade, and the safety of the vessel at all 
times remains the responsibility of the Master. 
POLICE/AMBULANCE/FIRE: In an emergency the Port Officer 
should be informed. 


Emergency telephone numbers: Koolan Cockatoo 
Medical 60 20 
Fire Brigade 23 32 
Port Officer - Home 48 0-48 
Office 72 0-72 
Policeman — 75 


TIME: GMT plus 8 hours. 
HOLIDAYS: Loading is performed on a continuous basis except 
for close holidays such as Christmas Day, Anzac Day and Good 
Friday, etc. 
SHORE LEAVE: The township on Koolan Island is 6 miles from 
the wharf and on Cockatoo 2 miles. Shore leave for seamen is 
limited to fixed times. Identity cards are not necessary for shore 
leave. 

Visitors or seamen are not permitted to walk near the quarry 
areas and are cautioned to keep clear of all machinery. 


AGENT and AUTHORITY: Dampier Mining Co. Ltd., Koolan 
Island, West Australia. 6733. Cables: “IRONSTEEL DERBY”. 


Azores 


HORTA, Faial: 38.32 N. 28.38 W., 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 
For Customs 

Arrival Declaration. 

Manifest of Cargo for discharge or in transit. 

Provisions List. 

Request to commence load/discharge. 
For Port Health 

Deratisation Certificate or exemption. 

Health Clearance from Last Port. 
For Port Captain 

Seaworthiness Certificate. 

Certificate of Registry. 

Tonnage Certificate. 
PILOTAGE: Can be called by two long and one short blasts on the 
whistle, or by International Code flag ‘‘G'’. Radio contact with pilot 
station can be made via radio station CUG, or in cases of urgency, 
through the Horta Naval Radio station CTH. 

Pilot launch painted black with ‘‘Pilotos" painted on each bulwark. 
If requested by Master, Pilot will board at entrance of Faial-Pico 
channel or Faial-St. George channel. Otherwise Pilot will board at 
port entrance. Vessels waiting for pilot must remain one and a half 
miles from the breakwater with Ponta de Doca Lighthouse in line 
with Aeria Larga Lighthouse on Pico Island. 
ANCHORAGE: The best holding ground is with the breakwater 
light in line with the tower of San Francisco church bearing 271°, 
and with Ilheu Negro in line with Casa Jaoa Catita bearing 208°. 
Another line of good soundings is in the open channel dos Ingleses. 
MAX. SIZE: For berthing, max. draft 22 ft. Depth in the artificial 
port is 36 ft. at high water. Depth at buoy moorings; 33 ft. Vessels of 
any draft can anchor outside the port. 
HEALTH: If vessel has not touched any contaminated port, Pilot 
will haul up signal TO" and Health Inspector will give free pratique. 
Master is obliged to send the Maritime Declaration of Health given 
by the Pilot to shore within one hour together with a Crew List and 
Cargo Manifest. If vessel has suspected case of fever on board or 
is coming from a port in a contaminated zone, pratique will only be 
given after Health Inspector has boarded. 
RADIO: Commercial station CUG and Naval station CTH. 
TUGS: None available. 
STEVEDORES: Gangs are provided by local stevedores syndicate 
when requested by Master or Agent. 
MEDICAL: Doctors and hospital facilities always available. 
FRESH WATER: Can be provided by one water barge, capacity 
57 tons, cost 38.50 Escudos per ton. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: Police Guard or Coast Guard 
(Cabos de mar). 
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OPENING/CLOSING HATCHES: Performed by stevedores, 
CUSTOMS ALLOWANCES: Up to 150 grammes tobacco and 
small allowance wine or spirits for each man. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
France Germany Netherlands 
Greece Italy Norway 


REPAIRS: Machinery and small electronic repairs can be effected. 
REPATRIATION: Can be arranged. 

AIRPORT: Lajes airport in Ilha Terceira has daily connection with 
International airport at Santa Maria. There is a daily boat service 
from Horta to Lajes. Faial airport 10 km. from the port, with daily 
conections to Santa Maria. 

TIME: GMT minus 1 hour all year round. 

HOLIDAYS: ‘st January; 10th June; 24th June; 15th August; 
Corpus Christi; 5th October; 1st November; 8th December; 25th 
December. 

POLICE/AMBULANCE/FIRE: Police tel. 22022; Ambulance 
22122; Fire 22333. 

TELEPHONES: Can be connected on board vessels berthed 
alongside. 

SHORE LEAVE: Allowed. 

AIRPORT: Several flights during the week from Faial Airport, 
10 km. from the port, to Lajes airport and International Airport at 
Santa Maria. There is a daily boat service to Pico and several weekly 
to other islands. 

AUTHORITY: Capitao do Porto da Horta, Tel. 22813. 


AGENT: Casa Bensaude, Importacoes e Exportacoes SARL, Horta, 
Faial, Rua Vasco da Gama 42. Cables “Bensaude Horta’. Tel. 
23032/40 (9 lines). 


PONTA DELGADA: 37.44 N. 25.40 W. (See Plan) 


DOCUMENTS: 

1 Store List. 

4 Crew Lists. 

4 Landing Passenger Lists. 

4 In Transit Passenger Lists. 

2 Manifests of Cargo Being Landed. 

1 In Transit Cargo Manifest. 

Ship's Register. 

Load-line Certificate. 

Safety Equipment Certificates (London Convention). 

Deratting Certificate. 

PILOTAGE: Good deep approach. Harbour Pilot boards 4 mile 
S.E. of breakwater. Radio Harbour Master direct or through Agent 
ETA 48 hours notice. ETA message to include draft, reason for 
calling, type of bunker required, fresh water required, oil products 
needed, nature of repairs and what cargo, if any, aboard. 

Pilot station with visual signals tower and radiotelephony, at 
entrance of port installations. Tel. number 2 35 50. Pilot's motor- 
boat - Pilotos in capital white letters printed both sides hull, as well 
as flag ‘‘P"’ hoisted during day or one red, one white light at night. 

When necessary, pilot motor-boat will complete identification 
by flashing word ‘'Pilotos”. 

Besides usual signals of ICS, Pilots’ Station, when necessary, 
will hoist on main signal tower the following: 

By Day - Flag “X" of ICS - Wait Outside Harbour (for Portuguese 
or foreign ships regularly visiting Ponta Delgada); Flags “OG" of 
the ICS - Wait outside Harbour (for all other ships); 

By Night - Two green lights (one above the other) — Wait outside 
the Harbour (for Portuguese and foreign ships). 

ANCHORAGE: Outside artificial harbour, in roadstead and off 
breakwater, anchorage suitable for all ships whose drafts are too 
deep for admission into artificial port - over 40 ft. depth. Good hold- 
ing ground. 

RESTRICTIONS: Vessel considered adversely trimmed when 
more than 10 ft. ‘by the stern" or 2 ft. “by the head”. 

MAX. SIZE: Up to 38 ft. draft. 

HEALTH: The Pilot requests Master to hoist quarantine flag when 
vessel comes from an infected port, or when sick people carried 
on board. Port doctor then boards for inspection and nobody al- 
lowed to board or leave vessel before completion of inspection. 

Animals: Importation and transit of all birds and small animals 
allowed but valid health certificate and valid rabic vaccination 
certificate required. All staff and crew members of vessels arriving 
from a port officially declared infected by smallpox, not allowed go 
ashore, unless in possession of vaccination certificate. 

RADIO: San Miguel Radio, call sign CUG. Transmitting on 16635 
kHz. Receiving on 2182 kHz. Radio telephone frequencies 4415, 
8792-8, and 13175-5. 

TUGS: One 1,100 h.p. tug operated by Junta Autonoma available 
for assistance during berthing and unberthing. 

BERTHING: 

No. 1 - Quay for small craft. 

No. 2 - West Quay, 1,069 ft. long, minimum depth alongside, 
LW, 20 ft. 

No. 3 - Central Quay, 678 ft. long, minimum depth alongside 
LW, 27 ft. 

No. 4 - East Quay, 2,023 ft. long, minimum depth alongside, LW, 
40 ft. 

Mooring buoys in depths ranging from 20 to 30 ft. 

RADAR) VHF: Harbour radar covers range of 20 sea miles; controls 
inside harbour waters. VHF location - main signal tower. Cal! sign- 
“Pilotos”. Operating 24 hours on Channel 16. Range 20 to 25 miles. 

Calls must be made on Channel 16 and then shift to Channels 
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20 or 22 as indicated by Port Operations Station. Channel 13 used for 
communications between tug, pilot station, Pilot aboard, during 
manoeuvres of mooring and unmooring. It should be understood 
that the Port Operations Station is not to be used for ship's business 
with Agents or Shippers of cargo. 

MEDICAL: Large well-equipped hospital. Santa Casa da Miseri- 
cordia de Ponta Delgada, tel. number 2 23 22. 

TANKERS: Vessels carrying explosives, inflammable liquid or 
any other dangerous cargoes, before entering port, must hoist 
International Code Signal ‘'B" at foremast during day and a red 
light at night. Upon boarding vessel the harbour Pilot enquires from 
the Master whether there are explosives and any other dangerous 
cargoes on board. Masters requested to supply accurate informa- 
tion as to quantity and nature in order to enable Port Authorities 
to select a suitable berth or anchorage for vessei. 

Constant Readiness: Vessels carrying dangerous cargoes, while 
moored, must maintain engines and propulsion machinery in 
readiness to leave the port under full power, if necessary. 

FRESH WATER: Available at all quays ex hydrants. 

FUEL: Bunkers are readily available but, for their own convenience 
Masters should telegraph Agents quantity and type of bunkers 
required. In order to avoid possible delays to their own and other 
vessels, Masters are requested to replenish bunkers at the time 
suggested by their Agents. 

GANGWAY/DECK WATCHMEN: Customs Guards are on duty 
upon the quay and at the entrance of the wharf. Customs guards are 
also placed on board and those assigned for this duty should be 
provided with meals (at regular meal times) and sleeping quarters 
on board. 

CUSTOMS ALLOWANCE: Storerooms will be sealed but a 
reasonable quantity of stores, estimated as indispensable for con- 
sumption, may be removed before sealing. This amount should be 
ready for removal from the storeroom prior to arrival at berth. 
CARGO GEAR: Two 10 ton travelling cranes at all quays. Mobile 
cranes available at all quays. 10 ton floating crane. Small slipway 
for vessels up to 200 ft. long. Tender for passenger vessels. 
IDENTIFICATION CARDS: No crew members allowed ashore 
without landing cards, which are supplied by Agents. 

CONSULS: 


Belgium Tel. 2 20 29 Italy Tel. 2 42 46 
Brazil » » 2 26.38 Mexico » 22704 
Chile ene cee Netherlands ,, 23194 
Denmark » 22850 Norway » 227.83 
Dominican Rep. ,, 25390 Panama » 22045 
Finland i 295.59 Spain pus Be. 02 
France 4429 Sweden » 22638 
Germany » 23935 Turkey ge 20 OF. 
Greece 2 41 29 U.S.A 2 22 16 


REPAIRS: Engine or other repairs can be undertaken. Repairs to 
electric installations, motors and refrigerating systems can also be 
undertaken as well as repairs to wireless stations (including VHF, 
tadio-telephone equipment, radar, Echo-sounders, direction- 
finders, gyro-compasses, steering-gear, Sal logs and cinema 
projectors). 

Workshops duly equipped to undertake hull and engine repairs. 
Divers and equipment also available for some underwater work. 
Small tugs, motor-launches and lighters. No dry-docking available. 
- seagoing salvage tug, owned by Junta Autonoma is stationed in 
the port. 

REPATRIATION: Can be arranged. 

AIRPORT: 14 km. from Ponta Delgada. Daily flights to Airport 

of Santa Maria and Lajes Field (Terceira) by Sata Airlines. Connec- 

tions with weekly flights of PAA, TWA, Canadian Pacific and Trans- 

portes Aereos Portugueses — TAP, to and from Europe and United 

States or Canada. 

TIME: GMT, minus two hours. No changes. 

HOLIDAYS: 1st January — New Year's Day, June 10th (Portugal 

Day), Corpus Christi, August 15th, October 5th, November 1st, 

December ist, Monday before Ascension Day. Government offices 

close on afternoon of Maundy Thursday and on afternoon of 

ae Eve. Most firms close on Shrove Tuesday and Good 
riday. 

POLICE/FIRE/AMBULANCE: Police telephone 2 29 68; Fire tele- 

phone 2 23 33; Ambulance telephone 2 29 68. 

TELEPHONES: Any ship moored alongside can be connected 

r the city's telephone network, upon request through the ship's 
gent. 

GENERAL: Visual storm signals are shown on Main Signal Tower. 

SERVICES: Fresh and dry provisions available all the year round. 

SHORE LEAVE: Allowed. 

REGULATIONS: Ballast: Vessels must arrive with sufficient 

ballast to permit safe handling. 

Ratguards: Itis advisable to use ratguards while moored alongside. 
Scupper Covers: Boards or other suitable devices must be used to 
cover outlets from lavatory discharges, etc., to prevent fouling of 
pier or craft alongside. 

Garbage: It is absolutely forbidden to dispose of cinders, garbage, 
Or any other refuse inside the harbour or within the territorial waters 
limit. Non-compliance is subject to heavy fines. 

AUTHORITY: Junta Autonoma Dos Portos Do Distributo De 
Ponta Delgada, St. Michaels, Azores Islands, Portugal. 


BAHAMAS 
Bahamas 


FREEPORT, Bahamas: 26.30 N. 78.45 W. (See Plan) 


DOCUMENTS: 
(a) Inwards: 
Immigra- 
Description Customs _ tion 
. Crew Lists 
. In transit Passenger List 
. Disembarking Passenger List 
. Stores List 
Gift shop inventory 
. Crew's Declaration 
. Ship's Report Inwards 
(supplied by Agents) 
. Maritime Declaration of Health 
(supplied by Agents) 1 _ 
. Cargo Manifest for Freeport 4 -- 6 
. Landing cards supplied by agents to be completed by each 
disembarking passenger. 
11. Baggage Declaration forms supplied by agents to be completed 
by each disembarking passenger. 
12. Clearance from last port will be collected by Customs. 
13. Deratisation Certificate should be available for inspection. 
If vessel's previous port of call was in Bahamas items (7), (8) and 
(13) need not be complied with. 
When vessel requires Consular Despatch to country such as 
Venezuela, two extra copies items (1), (4) and (6) should be 
supplied. 
(b) Outwards: 


Agents Total 
1 
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Immigra- 

Description Customs _ tion Agents Total 
1. Ship's Report Outwards 

(supplied by Agents) 2 — _ 2 
2. List of embarking passengers 

(if any) 2 2 2 6 
3. Outward Manifest Freeport 

cargo 2 — 2 4 


If vessel clearing for another Bahamian port item (1) does not 

have to be complied with, but copy of next port's manifest 

required. 
PILOTAGE: Compulsory for passenger vessels exceeding 199 
gross tons and freighters exceeding 399 gross tons. Pilotage is com- 
pulsory for tankers berthing at Borco dock, but vessels calling 
for bunkers only may anchor and bunker by barge without using 
pilot services. Pilot station located in position in which Freeport 
light bears 050° true, distance 3 miles. Approaching Freeport, parti- 
cularly from North West, keep at least 3 miles from shore, and, when 
off port, remain at pilot station until boarded by Pilot. Pilotage area 
extends from pilot station to offshore refueling moorings, anchorage 
to West of harbour entrance and harbour. Pilots available any time 
of day or night. Harbour signal station maintains a 24 hour watch 
for visual and radio signals. 

Vessels can communicate by RT on 2182 kc/s., and once they have 
established contact will normally be asked to switch to one of the 
following frequencies: 2638 or 2738 kc/s. Vessels can also communi- 
cate by VHF Channels 16 and 14. Freeport call sign on all frequencies 
is VSP 20 or Freeport Harbour Control. Give ETA 48 hours in ad- 
vance, with subsequent corrections as necessary. 
ANCHORAGES: Good offshore anchorage to West of entrance 
channel. Bottom lime and coral rock covered by sand and loose 
lime. Average depth being in region of 10 fathoms. 
APPROACHES: The following landmarks are prominent when 
approaching the port: Borco Refinery chimney 369 ft. above mean 
low water. White with red bands showing three sets of four red lights 
at night. Visible approx. 20 miles. Bahamas Cement Company stor- 
age silos just to West of harbour entrance. Visible approx. 15 miles. 

Currents in the area are not predictable and are largely wind in- 
duced. Harbour is approached through straight channel 1,600 ft. 
in length, 300 ft. width and with controlling depth of 30 ft. below mean 
low water. Turning basin, 2,000 ft. by 1,800 ft. Vessels may enter and 
leave harbour on 24 hour basis, weather permitting. 

MAX. SIZE: Max. draft for harbour entrance restricted to 28 ft. 
high water and 27 ft. for any state of tide. 

Tanker Berths. No, 3 berth up to 30,000 dwt. loaded or 45,000 dwt. in 
ballast. No. 4 berth up to 45,000 dwt. loaded or 60,000 dwt. in ballast. 
No. 5 berth up to 80,000 dwt. No. 6 berth up to 312,000 dwt. 
HEALTH: Pratique granted by Customs Boarding Officer after 
Maritime Declaration of Health form completed by Master and 
Deratisation Certificate examined. Important that vessel should not 
commence refuelling nor work cargo until cleared. A vessel arriving 
from another Bahamian port, e.g. Nassau, does not require pratique. 
Event any suspected disease or fever on board, pratique may be 
withheld, pending examination by Government Medical Officer. 
RADIO: Recommended that radio messages giving ETA, etc., be 
transmitted via Miami Radio. 

Tankers proceeding to Borco Installation should transmit the 
following information within 6 hours of clearing at last port: 

(a) name of tanker; 

(6) name of port at which the tanker last called; 

(c) date and hour of estimated time of arrival at Freeport. 

It is imperative that the Master of each tanker shall establish com- 
munications with the refinery at least 72 hours prior to the estimated 
time of arrival, and that the refinery be notified of any change in 
ETA. Four hours before arrival at Freeport the Master should estab- 
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lish contact by VHF radio and advise on vessels precise estimated 
time of arrival. Any berthing instructions will be passed to the 
master at this time. 

TUGS: NEPCO provide four tugs for assisting in berthing and un- 
berthing. Two of these are of 4,300 h.p., and 2 of 1,000 h.p. 
STEVEDORES: Grand Bahama Port Authority (Harbour Division) 
are sole stevedoring company. Some limitation labour availability 
and difficult to obtain more than two gangs at any one time. Normal 
discharging rate 10 tons d.w. per hook per hour. Port Authority 
cperate forklift trucks ranging from 2 to 30 tons capacity. First ETA 
at least 48 hours prior arrival, to ensure labour booked in time. 
MEDICAL: No port medical officers. Persons requiring attention 
must proceed approximately 7 miles to Freeport's hospital and 
dental clinic, or to Antoni Clinic which approximately same distance 
from port area. Advance notice to Agent desirable but not essential. 
SPECIALISED CARGO-HANDLING FACILITIES: Cement: 
Bahamas Cement Company own and operate the whole of Basin No. 
ra ,365 ft. by 350 ft. by 636 ft. -— depth 30 ft. at MLW), with bulk handling 
‘acilities. 

Roll-on/roll-off: Basin No. 1: two ramps for two vessels (passenger/ 

car ferry type) at South-East end. Depth 28 ft. MLW. Both ramps 
approx. 4 ft. above MHW. One is adjustable. 
TANKER BERTHING FACILITIES: Borco has constructed 4 
berths in the form of 2 off-shore jetties, 1,000 ft. apart. The inner 
jetty, 900 ft. long, depth on the inner face (No. 3 berth) is minimum 
50 ft. On the outer face (No. 4 berth) minimum depth is 60 ft. The 
outer jetty is 1,400 ft. long. Minimum depth on the inner face (Berth 
No. 5) is 84 ft. and on the outer face (No. 6 berth) is 96 ft. 

Four mooring points are provided at the inner berth and six on the 
outer. These points are fitted with quick-release hooks and small 
line handling capstans. 

Fenders are of the Raykin type and vessels lie on two fender units, 
250 ft. apart on the small jetty and 390 ft. on the larger. A minimum of 
4 lines and 2 springs are used at each end of the vessel. Mooring 
boats and line handling crews are provided at no extra cost. Gang- 
ways are provided at all jetties. 

New berths No. 7 and No.8 to the West of Nos. 3 and 4 commis- 
sioned in 1973. Depth alongside No. 7 is 50 ft. and No. 8 is 65 ft. 
Both fitted with Lord Fenders. 

One off-shore mooring between buoys able to take vessels up to 
850 ft. LOA with a draft of up to 42 ft. 

BALLAST: Facilities are provided for discharge of dirty ballast at 

the tanker jetties. Each jetty is connected by a 20 in. ballast pipe- 

line. These lines have been tested to 350 Ib. pressure and are de- 

signed for 150 Ib. working pressure. 

DENSITY: Salt water. Rise and fall of tide between 3 ft. and 3ft. 6 in. 

FRESH WATER: Fresh water available by pipe-line in the harbour. 

Average pumping rate 18 tons per hour per connection with maxi- 

mum two connections in the harbour. Fresh water also supplied 

by barge to the tanker berths at the rate of about 30 tons per hour. 

FUEL: All grades available. 24 hours notice desirable. Bunkering 

facilities are provided at each tanker jetty. One 16 in. pipe-line pro- 

vides ‘'C"’ fuel and intermediate fuel, and one 16 in. pipe-line provides 

marine diesel and gas oils. 

GANGWAY/DECK WATCHMEN: Not necessary as security 

guards patrol port area 24 hours a day. 

peti ed dled HATCHES: Normally carried out by steve- 
ores. 

SHIP CERTIFICATES: Deratisation Certificate required. 

CUSTOMS ALLOWANCES: 50 cigars or 200 cigarettes or 1 Ib. 

tobacco and one quart of spirits per man. 

CARGO GEAR: Currently no cranes based permanently in harbour 

area. However, mobile cranes can usually be made available, 

although essential shipowners consult Agents before accepting 

heavy lifts requiring shore facilities for discharge. 

CREW IDENTIFICATION CARDS: Not required. 

CONSULS: No foreign Consuls Freeport. 

REPAIRS: Only minor repairs. 

REPATRIATION: Facilities for crew changes and repatriation by 


air. 
AIRPORT: Approximately 4 miles from harbour, served by follow- 
ing airlines: British Airways, Eastern Airlines, Air Canada and Pan 
American Airways. 

TIME: GMT minus 5 hours. Summertime, from April to October, 
GMT minus 4 hours. 

HOLIDAYS: No cargo work in the port on following days: New 
Year's Day; Good Friday; Easter Sunday; Christmas Day, Work 
ceases 1700 hours on day preceding above holidays and commences 
0800 on day after. 

POLICE/AMBULANCE/FIRE: Police tel. 352-8333. Police station 
approximately two miles from harbour, and operates several radio- 
controlled vehicles. Ambulance tel. 352-6006. Ambulance based at 
Grand Bahama Clinic which approximately seven miles from harbour, 
Fire tel. 352-8888. Fire Station approximately seven miles from 
harbour and at present consists of one fire-truck with auxiliary 
vehicles. 

TELEPHONES: Can be placed on board at certain berths. There is 
a connecting charge. 

AUTHORITY: The Grand Bahama Port Authority Ltd. 

AGENT: E. H. Mundy & Co. (Bahamas) Ltd., PO Box F2492, Freeport 
Grand Bahama Island, Bahamas. Tel. 352-9691 (6 lines). Cables: 
“Mundico"”. Telex: FP008. 


NASSAU, Bahamas: 25.05 N. 77.20 W. 


DOCUMENTS: 
(a) Inwards: 
Immigra- 
Description Customs tion Agents Total 
1. Ship's Report Inwards 
(supplied by Agents) -- 2 
2. Maritime Declaration of Health 
(supplied by Agents) 1 _ — 1 
3. In transit passenger manifest 2 1 2 5 
4. Disembarking passenger 
manifest 2 1 2 5 
5. Crew Lists 2 a 1 3 
6. Crew Curio List 1 ~ — 1 
7. Stores List 2 — 1 3 
8. Gift Shop Inventory 1 — _ 1 
9. Cargo Manifest 3 - 3 6 
10. Derat. Certificate - should be available for inspection. 


11. Clearance from last port to be given to Customs. 

. Immigration landing cards must be completed by all passengers, 
(These are supplied by Agents.) 

. Customs Declaration forms must be completed by all disem- 
barking passengers. (These are supplied by Agents.) 


14. Cargo Tally Books - two per hatch where Nassau cargo is to be 
discharged. 

\f vessel's previous port of call was in Bahamas items 1, 2 and 10 

need not be complied with. Item 9- two cargo manifests supplied 

to Agents should show freight charges in detail. 

Note: All non-Bahamian passengers finally disembarking at 
Nassau must be in possession of return ticket or have 
proper Bahamas Immigration Entry Permit. 

(b) Outwards: 
Immigra- 

Description Customs _ tion Agents Total 
1. Ship's Report Outwards 

(supplied by Agents) 2 — — 2 
2. List of embarking passengers 2 1 2 5 
3. Manifest covering cargo 

loaded 3 _ 3 6 


If vessel clearing for another Bahamian port, item 1 does not 

have to be complied with, but copy of next port's manifest 

required. 
PILOTAGE: Presently no signal station and Masters requested 
telegraph ETA at least 48 hours in advance with subsequent amend- 
ments as necessary to Agents, who will inform Pilots. Pilot normally 
boards in approximate position one mile North of Western end of 
Hog Island (Paradise Island). When port closed due bad weather a 
red flag will be displayed at Western end of Hog Island by day and 
red light in same location at night. Vessels may anchor in vicinity of 
pilot station where depth of water allows. There are four Pilots and 
boats are clearly marked “Pilot” and display international pilotage 
signals. Pilots are accustomed boarding by pilot ladder. 
ANCHORAGES: Anchorage just off Nassau Harbour extends over 
area North and East of Western point of Hog Island to approximately 
half a mile off shore, where it becomes too deep. 
ENTRY RESTRICTIONS: No restrictions apart from adverse 
weather conditions or excessive draft which may make it advisable 
to enter on certain state of tide. 
MAX. SIZE: No restriction length or breadth but safe draft is con- 
sidered 35 ft. Largest vessel to enter harbour to date is QE Il. Safe 
draft cargo pier 25 ft. 
HEALTH: Provided vessel healthy Customs grant free pratique on 
receipt international declaration of health form completed and 
signed. If any suspected disease or fever on board Master should 
advise Agent by cable, who will inform appropriate authorities and 
advise Master clearance procedure. Once vessel obtained free 
pratique in one Bahamas Port and proceeds another there are no 
further procedures at next port. 
RADIO: Communications can be directed through Radio Nassau 
on following frequencies: 


W/T Call letters ZFR1 Transmitting 5320 K/cs. 
Receiving 5300 K/cs. 

ZFR3_ Transmitting 4031 K/cs. 

Receiving 3695 K/cs. 

R/T Callletters VPN2 Transmitting 2558 K/cs. 
Receiving 2198 K/cs. 

VPN3 Distress 2182 Kics. 


Agents normally use this station when sending messages. 
Contact Port Authority on VHF Channels 16 and 14. 

TUGS: Tugs normally join vessel at entrance to turning basin 
Usual for vessel to provide tow line. 

BERTHING: No specific requirements but due congestion essen 
tial that Agent is kept well informed of ETA. 

BRIDGES: No bridges affecting entrance to main berths. 
STEVEDORES: Master should include in ETA number gangs 
required and tons per hatch for discharge, as shipping document 
do not always arrive in advance. Discharge rate approximately 10 tons 
per hour. 135 ton mobile crane available. 

MEDICAL: Full medical services available. In serious cases fe 
quiring immediate attention Agent should be advised so that doctd 
may board on arrival. 

TANKERS: Limited facilities provided for tankers at Clifton Pié 
on South-west side of Island. Vessels moor to dolphins offshort 
and discharge through submarine pipe line. Vessels procesda 
Clifton Pier (unless otherwise advised) should pick up pilot 0 
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Nassau and clear customs. Only oil imports are for domestic pur- 
poses and there is no oil refinery. Maximum draft Clifton Pier 36 ft. 
DENSITY: 1025. 
FRESH WATER: Available Prince George Wharf on old section 
but not yet provided on new deep water pier recently completed. 
Rate 10-15 tons per hour from hose connections on dock. Public 
Water Department supplies hose and connections. Price approxi- 
mately 0-57 c. per ton depending on amount required. No water 
barges available. 
FUEL: No fuelling facilities available with exception of small quanti- 
ties diesel which may be delivered by road tanker. Nearest bunkering 
station Freeport, Grand Bahama. 
FIRE PRECAUTIONS: No special requirements. Vessels carrying 
explosives should notify Agent in advance so that Authorities may 
be advised. 
GANGWAY/DECK WATCHMEN: Vessel! to supply own watch- 
man if required. 
OPENING/CLOSING HATCHES: Roller hatches usually opened 
and closed by vessel's crew but older wooden hatches and tarpaulins 
handled by stevedores. 
SHIP CERTIFICATES: Only certificate normally required for 
inspection is Derat. Certificate. 
CUSTOMS ALLOWANCE: Quantity should be reasonably based 
on individual requirement and length of stay in port. Actual amount 
is at discretion of Customs Officer clearing vessel. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 
Based in Nassau 
Haiti, Consul-General Mr. Julio Bordes, PO Box N-666, Nassau. 
United States of America, U.S. Ambassador for the Bahamas, 
Mr. Ronald |. Spiers, PO Box N-8197, Nassau. 
Honorary Consuls (situated in the Bahamas) 
Belgium, Mr. Michael Ramsey, PO Box N-52, Nassau. 
Denmark, Lady Greta Oakes, PO Box N-1236, Nassau. 
Ecuador, Mr. Norman Edwards, PO Box N-1262, Nassau. 
France, Mr. Michael Ramsey, Consular General, PO Box N-52, 
Nassau. 
Germany, Mr. Henry Kaufmann, PO Box 6225 E.S., Nassau. 
Great Britain, Mr. C. J. Treadwell, PO Box N-7516, Nassau. 
Greece, Mr. Andrew George Esfakis, Hon. Vice-Consul, PO Box 
3248, Nassau. 
Italy, Mr. Galliano Vouch, Consular Agent, PO Box N-4074, 
Nassau. 
Jamaica, Mr. Adolph Thompson, Resident Commissioner, Collins 
Avenue, Nassau. 
Mexico, Mr. W. Brunett Gray, Honorary Consul, Beaumont House. 
Nassau. 
Norway, Mr. Bill Petters, Hon. Consul, PO Box N-8168, Nassau. 
Sweden, Mr. Anders Wiberg, Honorary Vice-Consul, PO Box 
N-263, Nassau. 
REPAIRS: Only limited repairs and requirements should be passed 
to Agent in advance of vessels arrival. 
REPATRIATION: Crew changes can be arranged but accommo- 
dation expensive and not always available at short notice. 
AIRPORT: Extremely good air services. At certain periods airlines 
become fully booked and suggested that reservations be made in 
advance. 
TIME: Local time (Eastern Standard Time) 5 hours behind GMT. 
Daylight Saving Time 4 hours behind GMT applicable 27th April to 
26th October. 
HOLIDAYS: New Year's Day (ist January); Good Friday; Easter 
Monday; Whit Monday; Independence Day; Labour Day; Emancipa- 
tion Day; Discovery Day (12th October); Christmas Day (25th 
December); Boxing Day (26th December);-Cargo can be worked 
on all holidays except Labour Day and Christmas Day. 
pie tp coc artatse a bis gn Police 24444; Ambulance 22221; 
ire 919. 
TELEPHONES: No facilities for placing telephones on board. 
GENERAL: (a) Bonded Stores only available to passenger vessels 
regularly calling Nassau. (b) Passenger Vessels: Is of assistance to 
Agent to know how many passengers disembarking and how many 
in transit. 
SERVICES: Most specialised services unavailable, e.g. radar, 
radio, gyro, tank cleaning, compass adjusting. If Agent given suffi- 
cient notice arrangements can be made for technicians to be flown 
from Miami. 
SHORE LEAVE: No limitations. 
AUTHORITY: Port Director, The Port Authority, Nassau. 


AGENT: E. H. Mundy & Co. (Nassau) Limited, POB N-1993, Nassau 
Bahamas. Tel. 24511-24514 (4 lines). 
Telex. N. S. 167. Cables: “Mundico Nassau Bahamas.” 


Bahrain 


MINA SULMAN: 26.12 N. 50.37 E. 


TRAVEL TO SAUDI ARABIA: See "‘Sitra”. 
REGISTRATION: A scheme of registration of vessels arriving in 
Bahrain for discharge of cargo has been introduced. 

Agents should indicate to the Harbour Master prior to arrival 
whether or not an expected vessel wishes to avail itself of the 
registration scheme. 

Should the vessel wish to register her turn it will be boarded by a 
representative of the Directorate who will inspect the cargo plan, 
and may inspect the cargo in the vessl's holds, to ascertain that 
all the regulations are complied with. On being satisfied that all 
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conditions have been complied with the vessel will be registered as 

having arrived and will be given an estimated date and time of berth- 

ing at Mina Sulman. The vessel may then proceed to an alternative 
port or ports until required for berthing at Mina Sulman. 

The following registration regulations must be complied with by 

all vessels wishing to register at the port of Mina Sulman: 

1. No vessel will be considered for registration unless all Bahrain 
cargo is clear for discharge at time of registering. 

2. If a vessel proceeds to another port after registration for 
discharge of cargo, no Bahrain cargo may be shifted to facilitate 
the discharge of cargo in the alternative port. 

3. Registration may take place at Sitra Anchorage within Mina 

Sulman port limits between 06.00 hrs. and 18.00 hrs. Vessels 

arriving outside of those hours will be listed and registered in 

order of arrival. Note: Arrival shall mean time of passing Sitra 

Beacon inwards. 

. A fee of B.D. 100 will be charged on every vessel registered. 

. Any false declaration of stowage of cargo will result in loss 
of privilege of registration and may also incur a heavy fine 
for false representation. 

6. Failure of any registered vessel to be present within Mina 
Sulman port limits and in all respects ready to proceed along- 
side the allocated berth at the time when the berth is allotted 
will result in cancellation of the registration. The next on turn 
vessel will then be allocated the berth and the defaulting vessel 
will be required to re-register. 

7. The anticipated berthing date given to the vessel at the time 
of registration is to be considered only as an estimated date 
and time and may be liable to change. The Directorate will 
not be responsible for any loss incurred by alteration of such 


dates. 
DOCUMENTS: 

International Declaration of Health. 

5 Crew Lists. 

Ship's Report (given by Customs on arrival). 

Valid Smallpox Vaccination for all crew members. 

Exports to Bahrain: Shipping documents for exports to Bahrain 
should include a certificate of origin bearing the stamp of a Bahrain 
embassy or consulate, where such representation does exist. 
Alternatively the stamp of any other Arab embassy or consulate 
will be acceptable. 

Abeyance with the above regulation will help process the clear- 

ance of goods without delay. 
PILOTAGE: Mina Sulman Pilots board either at Sitra Anchorage 
(see ‘‘Sitra’’) or by special arrangement at Outer Middle ground buoy. 
Pilotage compulsory except for Naval vessels and small locally- 
owned craft whose Masters are familiar with the port and control. 

Port equipped with 3 800 h.p. tugs, 3 pilot cutters and a number of 
mooring launches and work boats. 

Pilot cutters mostly black with white-painted wheel-house and 
cabin accommodation. 

ANCHORAGE: Sitra anchorage, where Pilot boards, approx. 
location 26° 10.5 N., 50° 41.25 E. Depth of 42 ft. 

MAX. SIZE: Vessels up to 550 ft. in length commonly handled, 
max. safe draft alongside, 27 ft. Depth in Mina Sulman Harbour, 31 ft. 

Vessels with draft up to 29 ft. 6 in. able to enter Mina Sulman 
dredged channel near time of high water and on a few occasions 
vessels with a draft of 30 ft. have been handled. Vessels of less than 
25 ft. draft may generally enter or leave at any state of tide and also 
during dark hours unless there are factors detrimental to safe navi- 
gation. 

HEALTH: Port Health Authorities board vessel on arrival at berth 
alongside Deep Water Jetty and grant pratique. 

RADIO: Vessels intending call Mina Sulman should advise Agents 
via Bahrain Radio, call sign A9M, their ETA, draft, hatch distribu- 
tion and any other requirements, giving as much notice as possible. 
VHF: Vessels equipped with VHF should, when within range, con- 
tact Mina Sulman Harbour Office on Channels 6 or 16 which have 
frequencies of 156-30 and 156-80 respectively. 

TUGS: Will usually join vessel between Nos. 7 and 8 Channel Buoys 
during final approach to Deep Water Jetty. 

BERTHING: Arrangements are made with Harbour Master by 
ship's Agents for necessary berthing as required. Six berths avail- 
able, of which one berth reserved for navy vessels. 

Generally, vessels berth during daylight hours only, but may leave 
at any time between 0600 hours and 2300 hours. 

GRAIN HANDLING: Two portable pneumatic suction/blowing 
units are used. Capacity 75 tons per hour each. Wheat is discharged 
into 20-ton trailers, which takes about 8 to 12 minutes for each trailer. 
MEDICAL: Upon application to ship's Agent, the medical examina- 
tion of crew members can be arranged. Personnel will either be sent 
to private doctor or to Public Health Department as circumstances 
dictate. Serious cases will be referred to government hospital doctor, 
FRESH WATER: Well water available and can be delivered on 
prt at Deep Water Jetty at rate of approximately 20 tons per hour 
per hose. 

BUNKERS: Bunkers available Mina Sulman and provided by barge 
of 8,700 barrels capacity, which is owned by the Bahrain Petroleum 
Company. All usual grades of commercial oil available. 
GANGWAY/DECK WATCHMEN: Not customary to employ 
deck watchman. 

IDENTIFICATION CARDS: These cards necessary for any crew 
member wishing to proceed ashore. Identification card is surrend- 
ered to Immigration Authorities at main entrance to port in return of 
a pass. On return to port, the pass is surrendered and seaman's 
identity card returned to him. 

REPAIRS: Good facilities for both hull and engine repairs which 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


can be effected by the two principal slipway companies. Facilities 
exist to receive single vessels of 1,000 tons deadweight, and a tower 
crane capable of a 15 tons lift at 40 ft. 
REPATRIATION: It is possible for whole crews or just individual 
crew members to join or leave vessels at Bahrain. As much notice 
as possible should be given to Agents to enable arrangements to be 
made for their reception, hotel accommodation and transportation. 
AIRPORT: Bahrain International Airport regularly served by main 
international airlines, with frequent services to Europe, U.S.A., Far 
East, and Australia. Also frequent inter-gulf flights. 
TIME: GMT plus 3 hours. 
OFFICIAL HOLIDAYS: Public holidays in accordance with Mus- 
lim calendar as follows: 3 days during led al Fittr; 3 days during led 
Al Adha; 3 days during Muharram; 12th R'Awal Prophet's Birthday; 
Accession of H.H. The Ruler, 16th December; 25th December; 1st 
January. Apart from 6 days, two during each of the religious anni- 
versaries, all holidays will be worked in the port as on Fridays, the 
Sabbath day. 
TELEPHONES: Can be provided at each berth on Deep Water 
Jetty at charge of BD's 1,200 fils per day per phone (approx.). In case 
of emergency, dial 79 for ambulance; 77 for Duty Police Officer; 
75 for Fire Brigade. 
SERVICES: Bahrain well provided for services including repairs, 
stores and supplies, fumigation surveys, adjustments, radar and 
gyro compas repairs, professional diving, and underwater brushing. 
AREA OF WORKING: In shoal waters from 26° 11’ N., 50° 40’ E. 
to 26° 14.5’ N. 50° 39.4’ E. 
SHORE LEAVE: Permitted. 
DEVELOPMENTS: Dredging and reclamation in progress in 
preparation for building a dry-dock, (Arabian Gulf Repair Yard). 
The dock is expected to be completed in 1976 and will handle 
tankers up to 370,000 dwt. 
Area of Working: In shoal waters from 26° 11’ N., 50° 40’ E. to 
26° 14.5’ N., 50° 39.4’ E. 
AUTHORITY: Director General of Customs and Ports, Bahrain 
Government. Port Office, POB 453, Bahrain, Arabian Gulf. 


AGENT: See “'Sitra”. 


SITRA: 26.09 N. 50.40 E. (See Plan) 


TRAVEL TO SAUDI ARABIA: Travellers are permitted to travel 
from Bahrain to Saudi Arabia, provided: (a) They hold a valid 
International Vaccination Certificate showing that the holder was 
immunised at least five days before travelling to Saudi Arabia, but 
not more than six months previously; (6) that any traveller proceeding 
to Saudi Arabia from Bahrain should have taken the prescribed doses 
of Tetracycline over the 48-hour period immediately before travelling. 
The fact that the passenger has taken the Tetracycline should be 
certified by the Bahrain Health Department. 

PORT LIMITS: A vessel is normally considered to be an “arrived 
vessel’’ when the vessel passes due South of Sitra Beacon, unless, 
in the case of large vessels, she has been instructed to anchor by 
company officials in the deep water South-East of No. 27 buoy. 

The Port of Sitra is an open roadstead situated on the N.E. side of 
Bahrain. Some protection is afforded to the anchorage during the 
prevailing N.W. wind by Muharraq Island and outlying reefs which 
lie to the North of the anchorage. 

During Southerly winds some protection is also afforded by 
outlying reefs and sandbanks which lie to the Eastward of Bahrain 
Island. Prolonged winds from an Easterly or South-easterly direc- 
tion make the anchorage uncomfortable for small vessels. 
OPERATORS: The Bahrain Petroleum Co. Ltd., Awali, Bahrain. 
Cables: “Bapco Bahrain”. 

DOCUMENTS: Crew list 3 copies. Passenger list 3 copies. 
Customs Declaration 2 copies. Health Declaration 2 copies. Log 
Book for Inspection by Customs Officers. 

Cargo and bunker documents are delivered to the vessel as soon 
as possible after the vessel has been cleared on quantity and quality. 
Delays are sometimes incurred. As a result, the Company reserves 
the right to unberth a vessel and deliver documents by launch so as 
to minimize berthing delays to subsequent vessels. 

Early Departure Procedure (E.D.P.) is available on Master's 

request. 
PILOTAGE: Not normally provided between Bahrain Light Vessel 
and Sitra Anchorage. For vessels navigating Sitra Deep Water 
Channel with drafts in excess 49 ft. Mooring Master boards vessel 
on arrival Sitra Beacon if berth available. If pilot does not approach 
vessel arriving, vessel should anchor in anchorage. Pilot will board 
from a tug or launch exhibiting International pilot flag by day and 
lights by night. 

Company Mooring Masters will advise and assist vessels in berth- 
ing, unberthing, mooring and navigating in the port of Sitra, and 
shall, in all cases, be present on board vessels coming alongside 
or leaving Company and Alba wharves. 

The services of the Company Mooring Masters are mandatory 
for berthing and unberthing, and are provided without charge. 

If no berth is available, vessels should anchor in the prescribed 
anchorage until such time as a berth is available. Every endeavour 
will be made to give the Master berthing instructions prior to the 
boarding of the Mooring Master, and to this end, Masters are re- 
quested to maintain a continuous watch on the VHF. In cases where 
it is impossible to give prior berthing instructions, the Master and 
Chief Engineer are requested to co-operate with the Company by 
getting the vessel's engines ready for use with the least possible 


delay. 
APPROACHES: Without accepting any responsibility, following 
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suggestions made by Bapco marine staff, for Masters not familiar 

with approaches to Sitra. Courses inbound will depend upon draft. 

Vessels wishing utilise ‘Deep Water Departure Channel" should 

follow reciprocal of courses described for ‘Deep-water departure 
Channel". Vessels with drafts less than 30 ft. requested to Keep 
Clear of this channel, and use “Sitra Inward" buoy as follows. 
(a) Under 30 ft. Draft 
(i) From position (Lat. 26° 27.8’ N. Long. 51° 00’ E) 24 miles S.E. of 
No. 3 Beacon (Lat. 26° 28.5’ N. Long. 50° 57.4’ E) course should be 
set to position ? mile North of “Sitra Inward" buoy (Lat. 
26° 21.2’ N. Long. 50° 49.7’ E), leaving “Caisson Wreck" buoy 
(Lat. 26° 24.2’ N. Long. 50° 52.7’ E) at least 4 mile to starboard, 

(ii) From position ? mile North of “Sitra Inward" buoy course 
should be set towards No. 16 buoy (Lat. 26° 12.9’ N. Long. 
50° 46.3’ E). 

(iii) When vessel has reached a position with No. 16 buoy, 14 miles 
ahead, course can be adjusted to due South, passing west- 
wards of “Vidal” buoy (Lat. 26° 14.1’ N. Long. 50° 47.2’ E) until 
“Sitra Beacon” bears due West. Course can then be altered 
to pass South of No. 18 buoy (Lat. 26° 10.3’ N. Long. 50° 43.9’ E), 
and thence to Sitra Anchorage, thus keeping clear of the deep 
water channel. 

“Sitra Beacon" located at South end of North Shoals (see 

“Pilotage” and ‘'Anchorage”). 

If a Company Mooring Master has not met the vessel, proceed 

to an anchorage North of an imaginary line between “Sitra 

Middle Ground Buoy” and “Sitra Beacon". This line delineates 

the southern limit of the anchorage, the departure channel is 

then kept clear for deep-drafted vessels entering or leaving 
the port. 

(v) The Northern extremity of the South Shoals is marked by 
“South Shoals Beacon" which should be passed on the 
vessel's port side. This beacon lies approximately 1-4 miles 
South-west from Sitra Beacon. 

(vi) The colours of Beacon structures and buoys are often oblite- 
rated by guano. 

(b) Deep-water departure Channel 

(1) Following “Alteration of Course” Positions, based upon 
radius of turn of 5 cables. This may necessitate an increase in 
Engine Revolutions, together with Full Helm, in some vessels, 

(ii) The Company Mooring Master unberthing the vessel will 

normally leave vessel after having crossed Sitra Middle Ground 
Bar; and with the vessel proceeding to pass 2 cables 
South of ‘Sitra Beacon" (FI. 3.3 sec.) and close North of No, 
18 Buoy (Qk. FI. R.). 
When No. 18 Buoy comes abeam, course should be altered to 
at 1) which will bring Sitra Beacon dead astern, bearing 
As No. 27 Buoy (Qk. Fl. W.) comes abeam to port, course 
should be altered to 022° (T), until buoys 21, 23 and 25 are 
sighted in line, bearing 344° (T), whence course should be 
altered to 344° (T). 
(v) On course 344° (T) Buoy No. 25 (FI. 5 sec.) and Buoy No. 23 
(Int. Qk. Fl.) will be passed close on the port side and Buoy 
let 16 (Fl. R. 6 sec.) a ‘Middle Ground Mark" on the starboard 
side. 
As No. 21 Buoy (Gp. FI. (3) 5 sec.) comes abeam to port, course 
should be altered to 015° (T), which should bring Buoy No. 12 
dead ahead and Buoy No. 21 dead astern. The bearings of these 
buoys should be watched closely to gauge and correct for 
cross set which is sometimes quite strong on this course and 
the next. On this course No. 14 buoy (FI. R. 10 sec.) will be 
left to starboard. 

(vil) On No. 19 Buoy (Fl. 3 sec.) coming abeam, course should be 

altered to 002° (T) bringing Buoy No. 15 (Occ. 5 sec.) dead 

ahead. Buoy No, 12 (FI. R. 2 sec.) will then be left close to star 
board and No. 17 Buoy (Qk. FI. W.) will be left to port. 

In order to pass over a cable eastwards of Buoy No. 15, coursé 

should be altered to 016° (T) as Buoy No. 10 (Gp. Fi. (3) R. 1 

sec.) comes abeam to starboard and then altered to 356° (7) 

as Buoy No. 15 comes abeam to port. This course would pasi 

34 cables West of Bahrain Approach Beacon (Gp. Fl. (2) R 

10 sec.). It may be advisable to reduce engine revolutions 

shortly after steadying on course 356° (T), in order to be ablet 

increase if required to provide better steerage on rounding 
the beacon. 

When the Bahrain Approach Beacon bears 051° (T) courst 

should then be altered to 051° (T). As this heading is ap 

proached, it should be found that Buoys No. 8 (FI. R. 2 sec 
and No. 6 (Gp. FI. (3) R. 6 sec.) are in line to starboard, @ 

Bahrain Approach Beacon comes abeam at 24 cables, ani 

then should commence to open. Buoys No. 13 (Int. Qk. FI.) ant 

No. 11 (Qk. Fl.) are parallel to the course on the port side of thi 

vessel, give clearance on the 43 ft. patches and give the exter 

of the bar which should be traversed at Slow Speed. 

(x) On No. 11 Buoy coming abeam to port, course should & 

altered to 054° (T) passing between No. 9 Buoy (FI. 10 sec 

and Buoy No. 4 (Qk. FI. R.), followed by Buoy No. 7 (FI. 5 sec 
to port. 

When Buoy No. 2 (Gp. FI. (2) R. 10 sec.) bears East, court 

should be altered to 071° (T) to pass close South of Buoy No.! 

(Fl. 3 secs.). 

Buoy No. 5 should be close abeam to port, when the course! 

altered to 057° (T) and speed reduced to cross the spit whi 

extends in a southerly direction from No. 3 Beacon (FI. 6 sec.)! 

a minimum depth of 44 ft. at Chart Datum. 

(xiii) When Buoy No. 1 (FI. 1 sec.) bears 040° (T), course should? 


(iv) 


(ili) 


(iv) 


(vi) 


(vill) 


(Ix) 


(xi) 


(xii) 
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altered to 040° (T) bringing the Bahrain Light Vessel (Gp. FI. 
(3) 20 sec.) on the starboard bow. One pe oe half miles after 
Buoy No, 1 has been left to port, the minimum depth of water 
is greater than 50 ft., and it is safe to go Full Ahead. 

(xiv) Masters can expect to have to make adjustments from time to 
time, to the recommended courses, due to set. Effects of tide 
and current should be watched for at all times. 

ANCHORAGE: Within Port of Sitra vessels must anchor North of 

imaginary line between Sitra Beacon and Sitra middle ground outer 

buoy, order keep departure channel clear. Good holding ground in 
about 8 fathoms. Vessels must not obstruct fairway or approaches 
to wharves by anchoring South of above-mentioned imaginary line. 

Northern limit of anchorage marked by North Shoals Beacon on 

5-fathom line. Due presence of pipes and power lines, anchoring or 

use of anchors prohibited in vicinity of or between No. 1 (Island) 

Wharf and No. 2 wharf except upon advice of Company Mooring 

Master. 

If the anchorage is congested or with vessels over 100,000 dwt. 
they should anchor in the area to the South of No. 27 Buoy. 
RESTRICTIONS: Berthing carried out night and day. Merchant 
vessels carrying explosives not permitted entry Sitra Anchorage 
unless permission has been granted and anchorage allocated. 
Such vessels advised anchor in position 2 miles South-east of South 
Shoals Beacon. 

The Deep Water Channel between Sitra Anchorage and Bahrain 
Lightvessel has minimum depth of 44 ft. below chart datum. This 
permits unrestricted use of channel for vessels drawing up to 40 ft. 
Drafts up to 44 ft. permitted by utilisation of tidal range over shoaler 
areas. Additional channel for drafts up to 30 ft. provided to South- 
east of main deep-water channel. The purpose of this channel is to 
keep main deep-water channels free for deep-drafted vessels. 

Masters who intend to utilise deep-water Departure Channel 
with drafts in excess of 40 ft. are requested to advise port Captain, 
Sitra, not later than 48 hours in advance. 

Masters of departing vessels requiring utilise rise of tide, to cross 
bar N.E. of Bahrain Approach Beacon, and that South of No. 3 Bea- 
con, should be under way, passing Sitra Beacon not later than 34 
hours before next predicted High Water Mina Su!/man, or at a time 
not later than that which would allow vessels to make the passage 
between Bahrain Approach Beacon and No. 3 Beacon at reduced 
speed of 8 knots, having full benefit of tide, and passing first Beacon 
14 hours before predicted High Water Mina Sulman. 

MAX. SIZE: Bapco Terminal: Vessels up to 40 ft. draft, under nor- 

mal circumstances, or up to a maximum of 44 ft. draft, making use 

of the tide. 

Alba Marine Facilities : Up to 35,000 tons dwt., up to 35 ft. draft. 
HEALTH: Bahrain Port Health Regulations based on International 
Sanitary Regulations adopted by World Health Organisation May 
1951. Quarantine signals must be prominently displayed approaching 
Sitra. Pratique normally granted by Bahrain Government Port Health 
Officer or Agents’ representatives. If neither available, Company 
Mooring Master also authorised grant Pratique to healthy tankers 
scheduled for immediate berthing. 

No person, excepting Agent's representative or, in the case of 
healthy tankers, Mooring Masters, is permitted to leave or board a 
vessel until pratique has been granted. 

Rat guards should be properly placed on all mooring ropes as 
soon after berthing as practicable. 

The gangway or other access should be lighted at night. 

The port of Sitra is not classed as a “Plague Port" but all crew 
members must have in their possession valid certificates of vaccina- 
tions andinoculations in accordance with current Health Regulations. 

The Bahrain Government Port Health Officer has an office on 
Sitra Causeway Pierhead and is available from 10.30 a.m. to 12.30 
p.m. daily except Fridays. By arrangement through vessel's Agent 
the Port Health Officer, in addition to official duties, will provide 
consultation and treatment for other than quarantine purposes. 

Deratisation and Deratisation exemption certificates are obtain- 
— in Bahrain. Requests should be made through the vessel's 

gent. 

RADIO: All incoming vessels scheduled to load or discharge at 

either BAPCO or ALBA facilities should establish radio contact 

with BAPCO via “Cable & Wireless" at Manama, Bahrain, at least 48 

hours prior to arrival giving a firm ETA, arrival draft and the require- 

ments if any for bunker fuels. 

The Company does not operate a coast radio station, long-distant 
radio communication being routed through Cable and Wireless 
Coast Station “Bahrain Radio” ‘"A9M" of Manama, Bahrain, upon 
which a regular watch should be maintained. The cable address is 
“Bapcoship Bahrain’. When within 50 miles of Bahrain, communica- 
tion should be established with 'Sitra Port Control", by VHF. 

All communications to the Company should be quoted in Green- 
wen Mean Time, and the appropriate letters, GMT, inserted after 

e time. 

W/T Medium Frequency 

Continuous watch 24 hours a day for calling and safety 500 kc/s 


for working 442, 487 kc/s. 
W/T High Frequency 
Time Transmitting Searching 
Frequency 

1700-2000 GMT 4,302 kc/s. 4,178- 4,187 ke/s. 
0300-0500 GMT 

0700-0900 GMT 8,710°4 kc/s. 8,356- 8,374 kc/s. 
1500-1700 GMT 

0500-0700 GMT 12,709 kc/s. 12,534-12,562 kc/s. 
1100-1500 GMT 

0900-1100 GMT 17,175:2 kc/s. 16,712-16,748 ke/s. 


BAHRAIN 


Traffic lists are broadcast at the beginning of each of the HF sche- 
dules. 

R/T High Frequency 

Continuous watch 24 hours a day for calling and safety 2,182 kc/s. 


working 2,607 kc/s. 
Aa 2,656 kc/s. 

HF working 4,422-2 kc/s. 
” 8,732-1 kc/s. 
Listening 4,136°3 ke/s. 
6,204-0 kc/s. 


Radio telephone calls on high frequency may be made at any time, 
if arrangements are made by W/T, during W/T schedules. 
R/T Very High Frequency 


Continuous watch 24 hours a day for calling and safety Channel 16 
for traffic Channel 26/27 
“Sitra Port Control” 

Continuous watch 24 hours a day for calling and safety Channel 16 
for normal working Channel 9 


for alternative working Channel 6, 8, 12 & 14 
All vessels are requested to keep “Bapcoship Bahrain” fully advised 
regarding estimated times of arrival. It is requested that vessels 
provide ‘Bapcoship Bahrain" with an ETA and arrival drafts, not 
later than 48 hours steaming time from the port of Sitra. 

A separate radio message should be sent to the Government 
Port Health Officer, Bahrain, advising last bill of health and present 
health conditions on board. 

The Wireless equipment of any vessel must not be operated whilst 

alongside Company wharves. 
OIL WHARVES: No. 1 (/sland) Wharf: No. 1 (Island) Wharf con- 
sists of one main central platform supported on steel piles with four 
inter-connected mooring dolphins, two positioned to the North-west, 
and two to the South-east; giving the wharf an overall length of 923 
ft. This wharf, which is supplied by submarine pipe-lines, provides 
two berths protected by berthing beams. 

Depths at this wharf are as follows: 

Berth No.5 45 ft. at Chart Datum (13-700 m.) 
Berth No.6 45 ft. at Chart Datum (13-700 m.) 
Max. draft at these berths 44 ft. 

No. 2 Wharf: No. 2 Wharf is a pile driven “T" head structure with 
three inter-connected dolphins, two mooring dolphins, positioned 
to the North-west, and a warping dolphin positioned to the South- 
east, giving the wharf an overall length of 1,666 ft. and provides four 
berths, two on the outside and two on the inside. Both outside berths 
No. 1 and 2. and the North-west inner berth No. 3, are protected by 
berthing beams. This wharf is connected to the mainland by a cause- 
way, 3 miles in length. 

Depths at this Wharf are as follows: 


Berth No.1 43 ft. at Chart Datum (13-100 m.) 
Max. draft 41 ft. 

Berth No.2 44 ft. at Chart Datum (13-100 m.) 
Max. draft 42 ft. 

Berth No.3 38 ft. at Chart Datum (11-600 m.) 
Normal max. draft 34 ft. 

Berth No.4 38 ft. at Chart Datum (12-200 m.) 


Normal max. draft 34 ft. 
There are length limitations as follows: 

Berths 1 and 2 normally 820 ft., but may be exceeded depending 

upon the configuration of the vessel, and the vessel utilising the 

other berth. 

Berth No. 3; 560 ft. (170m.) 

Berth No. 4; 550 ft. (167 m.) 

Berths 5 and 6 normally 825 ft., but may be exceeded depending 

upon the configuration of the vessel. 

Coastal Tanker Wharf: This wharf which lies 023° to 203° is limited 

to vessels of under 240 ft. in length and less than 16 ft. (4-90 m.) draft. 
The wharf is a pile driven structure connected by a catwalk to the 
causeway. 
BALLAST: The discharge of dirty ballast within the territorial 
waters to Bahrain is strictly prohibited. As a further measure to 
avoid pollution by oil of the Marine environment, masters of tankers 
are requested not to pump any oil overboard within the Gulf area. 

There are limited facilities for the receipt of oily residues at Sitra 
Wharves. Vessels, which require to discharge ballast at Sitra 
Wharves after berthing, must, therefore, ensure that the ballast is 
clean prior to arrival in the Gulf Area. 

In the event of a vessel spilling oil in Sitra harbour the Company 
will, atits discretion, clean up the oil and recover costs by charging 
the vessel. 

BERTHING: Vessels required be sufficiently ballasted with clean 
ballast water before coming alongside. Minimum tanker drafts 
normally acceptable are: 


Deadweight-tonnage Feet . Metres 
: : F, 3 

16,000 to 20,000 12 ft. 20 ft. 3:60 6-00 
20,000 to 30,000 14 ft. 22 ft. 4-20 6-70 
30,000 to 40,000 15 ft. 24 ft. 4-60 7:30 
40,000 to 50,000 16 ft. 25 ft. 4-90 7:60 
50,000 to 60,000 19 ft. 26 ft. 5-30 7:90 
60,000 to 70,000 21 ft. 27 ft. 6-40 8-20 
70,000 to 90,000 23 ft. 28 ft. 7:00 8-50 

Over 90,000 25 ft. 29 ft. 7:60 8:80 


Mooring Masters may decline berth vessels if not sufficiently bal- 
lasted. Berthing operations conducted on 24-hour basis at discretion 
of Mooring Master; wind, weather, tide and other circumstances 
permitting. Mooring Masters will decline berth vessels if not properly 
equipped with satisfactory mooring lines, or if deck appliances 
inoperable, or if steering gear, telegraphs and whistles not in an 


69 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


efficient condition. Anchors and cables should bs cleared ready for 
letting go. Master should notify Mooring Master of any defects or 
peculiarities pertaining to vessel. Masters requested maintain 
continuous watch on VHF for berthing instructions. Vessels must 
be equipped with at /east five lines forward and four lines aft. These 
lines must be sufficient length enable moorings to be ‘doubled up" 
in bad weather. Method of mooring at discretion of Mooring Master. 
The “offshore” anchor should be cleared and lowered to the water- 
line, ready for letting go, before approaching the berths. 

Anchor buoys are not to be used whilst moored alongside. 
ALBA MARINE FACILITIES: The Alba Marine facilities consist 
of an artificial island built in shallow water, approx. 2? miles off the 
coast of Sitra Island, and a jetty in deep water, which is connected 
to the island by a roadway 560 ft. long, ebove which runs a conveyor 
which carries raw materials from the jetty to the coke and alumina 
store situated on the island. The jetty is 562 ft. long and 47 ft. wide. 
The seaward berth, depth 35 ft., provided with berthing heads, to 
accept vessels up to 35,000 dwt. The landward berth is provided with 
fencering to accept vessels up to 12,000 dwt. Mooring dolphins at 
each end of the jetty. 

Loading and Unloading Facilities : Bulk carriers unloaded at seaward 
berth by two 10-ton capacity grab cranes. Metal exports loaded at 
landward berth, using ship's gear, or possibly at seaward berth 
when the jetty cranes may be used. 

Services: Vessels using Alba Marine facilities are assisted by 
Bahrain Petroleum Company Limited Mooring Masters and tugs. 
Only transportation between the Alba jetty and mainland is by launch 
which must be provided by Agents. No fresh water available at Alba 
jetty. 

Operators: Company cable address is ‘‘Metalba Bahrain”. 
TUGS: Tugs normally join in Sitra Anchorage after pilot has 
boarded. Tugs lines used during berthing operations. During un- 
berthing ship's lines used for forward tug, and tug's line for after 
tug. Mooring Master will decide number of tugs. 

Normally two diesel-electric tugs on station. Each tug is fitted with 
fire-pumps and monitors to assist fighting fires. 

MEDICAL: Advance notice to Agents preferable. Good hospital 
and medical facilities. 

Emergency hospital cases will be treated as such, and will be 

handled by the vessel's Agent or by Company facilities, whichever 
is first available. Under normal conditions, the vessel's Agent 
should handle all personnel from vessels other than “Company” 
vessels. 
Heat exhaustion. Experience over many years has shown incidence 
of heat stroke and heat exhaustion cases among the crews of vessels 
visiting Bahrain during the hot season, with some fatalities. The 
Company medical authorities have prepared notes on this subject 
which may be of assistance to Masters, but skilled medical assist- 
ance should be called for immediately a case of heat exhaustion or 
heat stroke is observed. 

To enable heat exhaustion cases to be treated expeditiously a 
Heat Exhaustion Unit is located in the Port of Sitra shipping offices 
at the Wharf gate. 
ro ane Limited slop tank facilities for oily residues at all 

erths. 
LOADING/DISCHARGING: 
Readiness: The following will apply in regard to Notice of Readiness. 

Notice of readiness to load is a warranty on the part of the Master 
that the vessel is in all respects ready to load and that the tanks, 
pipes, pumps and accessories of the vessel are fit to receive the 
cargo to be loaded. 

The Master or his representative is required to hand to the Com- 
pany, within normal business hours, a written Notice of Readiness 
to load. Receipt of such Notice of Readiness by the Company does 
not necessarily imply acceptance. 

The Company will make every effort to accept Notice of Readiness 
when tendered on arrival, provided vessel is in all respects ready 
to load. The Company will endeavour to load vessels upon arrival 
and/or as promptly as a berth is available. 

Arrival, where used above, means when the vessel passes “‘Sitra 
Beacon" when proceeding either straight to the berth or to anchor 
in Sitra anchorage. In the case of vessels coming from Mina Sulman 
it is the time when passing North range beacon. In cases where 
vessels are required to anchor in the area South of No. 27 Buoy, 
then the time of anchoring will be used providing that the presence 
of the vessel is made known to Sitra Port Control by VHF or 
BAPCOSHIP via Bahrain Radio on radio telephone, Awali 2662 at 
the time of anchoring. 

Responsibility: Loading will not start until the vessel's loading 
officer reports the vessel is ready to receive cargo and the Com- 
pany's Loading Master is satisfied with the preparations for loading. 
Any inspection made by the Company’s Loading Master in this 
regard is performed without the Company assuming any liability. 

All operations on board the vessel in connection with loading and 
discharging are the responsibility of the vessel. 

A Company Loading Master will be available throughout the 
loading to offer advice to the Master on loading procedures and 
loading hazards. 

Warning is given of the danger of closing a valve against an 
incoming oil stream. This procedure will create excessive press- 
ures which may result in damage to the loading hoses, vessel’s 
pipe-lines or Terminal facilities. Vessels will be held liable for dama- 
ges resulting from failure to observe this precaution. 

Hose handling: Without assuming any liability on behalf of the 
Company, Company employees will assist in connecting and dis- 
connecting hoses to vessels. A ship's officer must be present, 
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and the ship's deck officer on duty must approve the hose connec- 
tion on board. 

The Company has modern air-operated hose-handling equipment 
on all berths at the No. 1 (Island) Wharf and the No. 2 Wharf, except 
No. 4 Berth. However, the vessel's hose rigging derricks should 
always be in a constant state of readiness to give additional assist- 
ance as necessary. Company employees will not operate ship's 
derricks or winches. 

Cargo inspection service: The service of the Bahrain Government 
Petroleum Inspectors are available for the inspection and certifica- 
tion of the condition of a vessel's tanks, pipes, pumps and appurten- 
ances. The Agent will, upon request, arrange for the services of this 
Inspector. 

The Company will not issue any certificate purporting to state 
that vessel's tanks, pipes, pumps and appurtenances are clean 
or acceptable for receiving cargo. In the event a Company repre- 
sentative either alone or accompanied by the Bahrain Government 
Petroleum Inspector, inspects the vessel, the Company will make 
no representation nor assume any responsibility in connection 
with the condition of vessel's tanks, pipes, pumps and appurtenan- 
ces, nor will the Company assume any liability for contamination 
of cargo aboard ship caused by the condition of the ship's tanks, 
pipes, pumps or appurtenances. 

Loading rates: This table prescribes the approximate average 
loading rates of products available at the Wharves: 


Product Barrels per hour 
Motor gasoline up to 7,000 on2S/Ls 
Jet fuel rn 10,000 on3S/Ls 
Naphta (JP4) 

Kerosine rn 5,000 on2S/Ls 
White diesel ir 12,000 on2S/Ls 
Black diesel v 2,500 on2S/Ls 
Fuel 25,000 on3S/Ls 


Loading rates of kerosines and jet fuels are restricted due to static 
electricity hazards. These rates will be made available by the Com- 
pany Loading Master. 

A maximum pressure of 150 Ib. is allowed on the loading hoses. 

Discharging Rates: The discharge rates will be governed by the 
vessel's pumps, which must be limited to 150 Ib. pressure. 
DENSITY: Average 1030 oz. cu. ft. 

FRESH WATER: Limited quantities of well-water available at 
Sitra Wharves is saline and mainly used for washing purposes, 
although can be used for drinking. Delivery rate about 15 tons per 
hour. Nominal delivery charge. Vessels berthed for water only in 
emergency and additional docking charge. Water by lighter available 
Sitra Anchorage by arrangement with Agents. 

FUEL: Bunkers available all berths and by Lighter. Fuel Oil maxi- 
mum 1,500 secs. Redwood. Marine Diesel. Diesel Gasoil. Vessels 
should give at least 24 hours notice. 

Facilities: Bunkers can be supplied at all oil berths and can be 
loaded simultaneously with bulk cargo. 

Bunker quantities are measured by “Brodie” positive displace- 
ment meters. 

Chief Engineers, on request to the Company's Loading Master, 
can avail themselves of the opportunity of checking the opening and 
closing counter readings on the meters supplying bunkers to the 
vessel. 


Product Bunkering Rates are approximately 
Bbls/hr Tons/hr 
Fuel oil up to 2,500 up to 360 
Marine diesel up to 1,500 up to 200 


Bunker Barge Service: The Company operates a bunker barge 
service principally to supply bunker fuels to vessels at Mina Sulman. 
This service is also available to vessels in the Sitra Anchorage and 
Alba wharves, but may be temporarily suspended due to adverse 
weather conditions. 

The service is maintained by the barges ‘‘Bapco 1" and “Safala”. 

“Bapco 1". The barge with a loaded deadweight of 1,200 L.T. has a 

cargo capacity of approximately 8.900 barrels. Its approximate 

maximum capacities are as follows: 

Marine diesel 1,800 bbls (240 tons) 5,200 bbls (720 tons) 
or 


+ + 
Fuel oil 6,350 bbls (950 tons) 2,800 bbls (425 tons) 
The discharge rates for the ‘‘Bapco 1" are: 
Marine diesel 50- 750 bblis/hr. (10-100 t.p.h.) 
Fuel oil 100-1,500 bbis/hr. (30-200 t.p.h.) 
“Safala"’. The barge has a capacity for 1,300 bbls (170 tons) of diesel 
gas oil which it can discharge at rates between 50-760 bbis/hr. 
(5-100 t.p.h.). 

Application for the use of the bunker barge service should be 
made to the Company via the vessel's local Agent and it is desirable 
for the vessel to give as much advance notice as possible. 

Lubricating oils and greases: A full line of Caltex Marine lubricants 
and greases is available at Bahrain. 

In order that lubricating oils may be promptly delivered, Masters 
of vessels are requested to radio “Bapco Bahrain" their require 
ments at least 48 hours prior to their arrival at the port of Sitra. 

Empty lubricant containers are not accepted at Bahrain. 

Drummed products: Limited quantities of gasoline, kerosine ané 
diesel gas oil in drums are available at short notice. . 

To facilitate prompt delivery Masters are requested to radi¢ 
“Bapco Bahrain” at least 48 hours prior to their arrival for order 
exceeding ten drums. 

All supplies are in non-returnable steel drums. 

FIRE PRECAUTIONS: Vessel receives full details/regulations of 
berthing. Vessels must have firewires, and engines must not bt 
immobilised whilst alongside. 
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GANGWAY/DECK WATCHMEN: An officer must be on deck 
during all loading or discharging operations. A deck watch must be 
maintained for moorings and hose connections. 

TOBACCO ALLOWANCE: No restriction. 

WINE AND/OR SPIRIT ALLOWANCE: Ship's requirements. 

Bond sealed but can be re-opened upon application. Liquor trafficking 

between vessels alongside Wharves or between vessels and shore 

strictly prohibited. 

IDENTIFICATION CARDS: Discharge Book or 

to be deposited with Immigration when going ashore. 

CONSULS: British Embassy at Manama. United States Consul 

at Ras Tanura can come to Bahrain if requested by Agent. 

REPAIRS: Local marine repair companies can undertake limited 

repairs of general nature. 

REPATRIATION: Facilities for crew change and repatriation by 

sea Or air. 

AIRPORT: Served by regular Airlines located about 15 miles from 

Sitra. 

TIME: GMT plus 3 hours. No changes during year. 

HOLIDAYS: Numerous holidays do not affect operation of Port, 

which operates 24 hours a day, seven days a week. Local Sabbath is 

Friday. 

TELEPHONES: No facilities for placing telephones on Ships. 

NAVIGATION: Port Captain will be available for advice concern- 

ing navigation of channel. 

Navigation warnings: Attention is drawn to the service provided 
by the Middle East Navigational Aids Service (MENAS) in promulgat- 
ing navigation warnings covering the whole of the Gulf area. 

Mariners are requested to report any hazard/obstructions encoun- 
tered, observed failure of or alterations to navigational aids, etc., to: 

Middle East Navigational Aids Service, 
Post Box 66, Bahrain, 

or if the information is urgent, radio/cable to 
Megulite, Bahrain. 

Printed navigation notices: 

(a) The notices, promulgate all navigational information of a per- 
mament or semi-permament nature. 

(b) Each notice, which is serially numbered, in sequence each year, 
remains in force until specifically cancelled by a later notice, 
when the information in the notice is: 

(i) known to have been promulgated in British Admiralty 
Notice to Mariners, 
(ii) No longer valid, 
(iii) Considered sufficiently promulgated. 

(c) These printed notices are distributed to various Agents, Port 
and Harbour Authorities, where they can be viewed. 

Radio navigation warnings: 

(a) The warnings relate to navigational information which may 
immediately effect the safe navigation of ships at sea. 

(b) These warnings are serially numbered, with the prefix “NAV” 
and authenticated by the signature ‘‘Megulite”’. 

(c) The warnings are broadcast by Bahrain Radio (A9M) on 487 kc/s. 
at 0518, 0918, 1318 and 1718 GMT. For further details consult 
the latest edition of “Admiralty List of Radio Signals" Volume V. 

(d) Each radio warning is rebroadcast for a period of from 24 hours 
to one month, depending upon the nature of the information it 
contains. At the end of which period it is either self-cancelling 
or superseded by a new warning. 

SHORE LEAVE: Permitted under following conditions: 

When persons going ashore are in possession of valid Vaccina- 
tion Certificates, and inoculation against cholera certificates, if 
these required by Port Health Authority. 

Persons going ashore must be in possession of valid passport, 
or Seamen's Discharge Book, which must be handed to the Immi- 
gration Officer, and recovered before returning on board. 

No smoking is allowed on the wharf, or on board any launch be- 
tween the wharves, or by any person within 900 ft. of the wharves. 

Crew members are warned that it is an offence to bring ashore 
fire-arms or drugs, and any traffic in intoxicating liquor is strictly 
prohibited. 

GENERAL: 

Anchors: The offshore anchor should be cleared and lowered to 
the waterline, ready for letting go, before approaching the berths. 
Anchor buoys are not to be used. 

Rat Guards : Must be fitted. They are available for hire at a nominal 
rate. 

Gangway: Every vessel shall provide a gangway, which shall be 

adequately lighted during the hours of darkness. 

Swimming: Not permitted in the vicinity of the wharves. 

Provisions: Available. 

Laundry: Available. 

PORT REGULATIONS: Port Captain should be contacted for any 

queries not covered by lists of regulations provided on arrival. 

PORT AUTHORITY: Port Captain, Sitra. The Bahrain Petroleum 

Company Limited, Awali, Bahrain. 


AGENTS: Gulf Agency Co. (Bahrain) Ltd., P.O.B. 412, Manama, 


Bahrain. Cables: “Confidence”. Tel. 4717. Telex: 8211 (A/B ‘Gacship 
8211"). After office Tel. 61-13-16, 62-26-39. 
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CHALNA (Khulna): 22.35 N. 89.32 E. 


DOCUMENTS: See “Chittagong”. 

PILOTAGE: Compulsory. Master should in addition to usual ETA 
to Agents keep in touch with pilot vessels stationed at Hiran Point 
about 45 miles from the base calling AQFA or AQFI, depending on 
which vessel is stationed at the time. Pilot vessels are equipped 
with radio and maintain regular watches on 500 metres from 0600 to 
0800, 1000 to 1200, 1400 to 1600 and 1800 to 2000 local time. If a message 
is not being picked up, by Khulna Radio call sign ASV it should be 
relayed through Chittagong Radio or the pilot vessel. 

Ships over 17 ft. draft are usually piloted on the flood to cross the 
bar and the pilot vessel, which has been in contact with the incoming 
ship leaves from Hiran Point, in time to coincide with the arrival of 
the vessels at the pilotage ground, situated about 7 miles North- 
west of Fairway “Lighted” buoy where ships can anchor in 9 fathoms 
of water. The channel from Fairway up to the Anchorage has been 
marked with lighted buoys and pilotage is done in daylight. 

In rough weather and especially during the monsoon, ships are 
led into calm waters by the pilot vessel, which maintains close radio 
contact, and Pilots board inside the river. 

ANCHORAGE: Chaina port consists of a sheltered deep-water 
anchorage at Mangla on Pussur River. 

Depth of water 19 ft. to 45 ft. at LLWD. Distance from sea 64 miles. 
RESTRICTIONS: Entrance to the Pussur river is about 6 miles 
wide at the mouth and has a bar over about 5 miles where the depth 
is 3 fathoms. 

MAX. SIZE: Ships drawing up to 23 ft. can cross the bar in all 

seasons. In S.W. monsoons vessels up to 24 ft. 5 in. can be 

accommodated on spring tide. 

HEALTH: On arrival at the mouth of the Pussur River, vessels are 

required to wireless ‘Quarantine’ Khulna, giving health report, to 

avoid difficulties with Port Health Authorities. 

TUGS: Two powerful tugs available to assist in emergency. Not 

required for berthing. 

BERTHING: Fifteen swinging moorings and unlimited anchor 

berths. No jetty or wharves available in the harbour. 

DENSITY: The density of water at the Outer Bar varies from 1005 

to 1025 and at Mangla from 1002 to 1020. 

FRESH WATER: Available by barges. 

BUNKERS: Coal and fuel oil can be arranged in emergency cases. 

Usually 5 days notice required. 

WATCHMEN: On orders from the Master, the stevedores will 

arrange to supply watchmen by day and night. 

py satis GEAR: All loading and discharging is performed by ship's 
erricks. 

HOLIDAYS: Eid-ul-Azha (27th/28th February); Muharram (29th 

March); Eid e Miland un Nabi (29th May); Independence Day (14th 

August); Defence Day (6th September); Death of Quaid-e-Azam 

(11th September); Revolution Day (27th October); Jamat-ul-Wida 

(5th December); Eid-ul-Fitr (11th/12th December); Christmas Day 

(25th December). 

DEVELOPMENT: East Bank of the Pussur River in the present 

harbour area has been selected for constructing a permanent port. 

First phase of the permanent port scheme would provide 8 general 

cargo berths, one foodgrain terminal, and one bulk cargo terminal 

with transit sheds, warehouses and cargo handling equipment, and 

also an oil terminal and one repair berth with slipway and workshop. 

Work on this project has already been started and it is expected to 

be completed by 1973. 

GENERAL: Since there is no shore accommodation available at the 

Anchorage a Customs Officer and two Licensed Measurers have to 

be accommodated on board. Also a cabin or covered deck space has 

to be provided for the members of the stevedore company's staff. 

AUTHORITY: Port Director, Port of Chalna, PO Town Khalish- 

pur, Khulna, Bangladesh. 


AGENT: See “Chittagong”. 


CHITTAGONG: 22.21 N. 19.53 E. 


DOCUMENTS: Before vessel's arrival: 
2 copies Freight Manifest. 
2 sets Bill of Lading. 
3 copies Stowage Plan. 
15 copies Passenger List. 
4 copies Cargo Manifest. 
3 copies Hatch Lists. 
1 copy Exception Lists. 
2 copies Passenger Money Manifest. 
With vessel: 
2 copies Cargo Manifest. 
Last Port Clearance. 
6 copies each Passenger Lists, disembarking and transit. 
Crew Lists - 4 copies plus 2 for Immigration Police. 
2 copies List of favour Parcels. 
Currency declaration of ship's money, officers and crew. 
3 copies Ships Stores Lists on local Customs forms. 
Cargo Gear Certificates. 
Deratisation Exemption Certificate. 
International Load Line Certificate. 
Radio & Safety Equipment-Certificates. 
PILOTAGE: Pilotage is compulsory. Pilots board and leave vessels 
at the outer anchorage. 
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Inward ships must present themselves at Fairway Buoy at least 
three hours before high water to enter on a particular day. 

Masters should send following information to Port Khulna, via 
Khulna Radio, call sign ASD and to duty pilot vessel call sign AQUI 
and pilot station, call sign ASDI, 24 hr. prior to arrival at Khulna 
Fairway Buoy: 

(a) ETA Pussur Fairway Buoy. 

(b) Fresh-water draft. 

(c) Speed available. 

(¢d) Vessel's length. 

(e) Vessel's gross tonnage. 

(f) Fresh-water requirements. 

Ships are to follow strictly the instructions given by Pilot while 
crossing the outer bar and anchor two miles S.E. of Hiron Point and 
wait for the Pilot. The time of crossing the outer bar is given by the 
pilot vessel or pilot station under instructions from the Pilot. 
APPROACHES: Since South Patches lightvessel is missing, it is 
advisable to make for Elephant Point/Cox's Bazaar, and then shape 
course to pass West of South Patches. Due allowance must be made 
for the state and rate of tide. In this area, the tide runs in a North- 
South direction. 

Once it is ascertained that the vessel is West of South Patches, 
course can be shaped to pass 8-9 miles off Kutubdia Lighthouse. 
The buoys indicating the channel to Chittagong outer anchorage 
are mostly out of place or missing and cannot be relied upon. The 
buoys are unlit and without radar reflectors and navigating in their 
vicinity during hours of darkness can be hazardous. 

Vessels must reach pilot grounds at mouth of river Karnaphuli 
3 hours before high water during daylight hours. No berthing after 
sunset. 

ANCHORAGE: The Anchorage is considered safe and the holding 
ground is good. The bed of the river is soft mud and is harmless in 
case of grounding. 

Holding ground off Kutubdia fairly good but strong tides render 
it necessary to pay-out extra length of cable. 

Spring tides at outer anchorage are very strong (6 to 8 knots) and 

at times of freshets the rate may be more. It is advisable to keep 
engines ready at all times during Spring tides, and maintain con- 
tinuous and efficient anchor watches. 
RESTRICTIONS: Though a river port, Chittagong is a tidal har- 
bour, and presently ships enter and leave only on the day tides, 
therefore, ships should endeavour to arrive at least three hours 
before high water of the day's tide. The channel width for navigation 
is 800 ft. at its narrowest point. There are no signals or markers for 
night navigation. 

During Spring tides vessels under 7 knots will not be handled. 
Vessels over 10 knots having efficient steering and bridge control, 
can be brought in with 9/12 in. more than the predicted draft for the 
day. 

Vessels with a speed of over 10 knots but less than 500 ft. length 
overall and fitted with VHF radio telephone are entitled to an 
additional draft of 4 in. 

Vessels arriving at Chittagong with more than 34 ft. FW draft, 
drop anchor off Kutubdia Island Lighthouse and lighten up to 34 ft., 
then proceed to outer anchorage to complete discharge. 
LIGHTENING: No pilotage facilities available and vessels must 
proceed outer anchorage without Pilot. Vessels lightening berth 
alongside storage vessels. 

Tanker Manhattan is presently being used as a storage vessel and 
is stationed off Kutubdia Island. Should loaded vessels have to go 
alongside Manhattan to discharge, the services of a Pilot can be 
arranged through the Agents, but this is expensive as Pilot has to 
come from Chittagong, about 40 miles away. 

Customary type of lightening vessels used to discharge bulk 
wheat are general cargo ships ranging from 5,000 tons dwt. to about 
10,000 tons dwt. In addition, there are numerous “Mini bulk carriers” 
operating in the port, which are well suited for lightening purposes, 
their capacity being about 2,000 tons dwt. 

Discharging carried out by vacuvators and baskets using ship's 
cranes. 

MAX. SIZE: Anticipated safe drafts are predicted three months in 
advance. The depth of water over the Outer, Inner and Gupta Bars 
is maintained at 12 ft. at low water throughout the year. The bars are 
situated at distances of half, one and 4} miles from the entrance. 
In order to calculate the draft for entering and leaving port, the depth 
of 12 ft. over the bars is added to the height of water in the tide tables 
for day tides. Tankers: see next column. 

HEALTH: All vessels must send the standard quarantine messages 
by radio. Vessels which have touched ports between Port Sudan and 
Durban, on the East Coast of Africa including these two ports, or any 
other yellow fever port or other port on the continent of Africa, or 
ports which are declared from time to time as quarantine areas, are 
suspected vessels on account of yellow fever or jigger, or other 
infectious disease as the case may be and may not have communica- 
tion with the shore till declared by the Port Health Officer, who 
attends only between sunrise and sunset, except in special circum- 
stances. The incubation period for yellow fever is 9 days, but vessels 
arriving later than 9 days are still not free from quarantine because 
there is no incubation period for jigger. 

RADIO: In addition to Khulna Radio (ASD), harbour control station 
(AQDC) and pilot station (ASVI) maintain 24 hours’ WT watch on 
500 kHz and RT watch on 2182 kHz. VHF Channel 12. Pilot vessels 
AQEI or AQSA keep an operator on watch on 500 kHz. 

Radio beacon at Hiron Point is operating continuously from 1630 
to 2359 GMT and in case of poor visibility will continue until it clears. 
QTG service available on request to ASVI and in special cases 
beacon service can be made available on request. 
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Chittagong Radio (ASC) can be contacted on HF/8 M/cs and 
12 M/cs and MF 500/484 kHz when within 600 miles. No R/T facility. 
VHF: Call on VHF Channel 16. Port operations Channel 12. Range 
about 35 miles. 

TUGS: Available, under direction of Pilot. None available at outer 
anchorage. 

BERTHING: Thirteen berths of varying lengths having a contin- 
uous jetty face of 7,000 ft. Twelve berths are equipped with cranes 
and all are rail served. In addition, there are two pontoon jetties, and 
two light jetties without cranes and rail tracks. These are suitable for 
500 ft. vessels. 

There are 8 mooring berths, of which 2 have pontoons for 
supporting pipe lines. The largest can take a 500 ft. vessel. 
TANKERS: Crude oil tankers up to a draft of 34 ft. can be handled 
at off-shore oil terminal. A special pilot is required to place the tanker 
alongside the buoy. Submerged pipe-line to petroleum buoy (fl. (2) 
every 10 seconds in position 22° 15’ W. 91° 45’ E.) exists but not used 
as reported leaking. Tankers anchor off the buoy and lighten into 
other tankers. If under maximum length permitted in the river, can 
proceed upstream and discharge at the tanker berth in the vicinity 
of the Esso Jetty. 

Clean tankers enter the river and berth at petroleum jetties inside 
the port, restricted to length of 550 ft. overall, and subject to published 
river draft. 

Tankers up to 60,000 dwt. discharge into lighters at Kutubidia 
anchorage where depth is 20 metres. 

DENSITY: From 1000 to 1004. 

FRESH WATER: Available from quays. Also available at outer 

anchorage. Require 3-4 days notice. Capacity of water barge about 

300 tons. Supply daylight hours only. 

isha All grades available at oil berths. Otherwise supplied by 
arge. 

REPAIRS: Facilities for repairs available. No dry docks. Ships’ 

engines may not be dismantled or immobilised whilst at berths or 

moorings without the prior sanction of the port Authority. 

HATCHES: Opened by ship's crew. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 

spirits. 

REPATRIATION: Available. 

STEVEDORES: Working Hours, Monday to Thursday and Satur- 

day day shift, 0730-1200 and 1330 to 1700. Night shift, 2000-2400 and 

0000-0400. Friday, day shift, 0700-1130 and 1400-1700. 

HOLIDAYS: Ejid-ul-Azha (27/28th February); Pakistan Day (24th 

March); Muarram (29th March); Eid e Miland un Nabi (29th May); 

Independence Day (14th August); Defence Day (6th September); 

Death of Quaid-e-Azam (11th September); Revolution Day (27th 

October); Jamat-ul-Wida) (5th December); Ejid-ul-Fitr (11th/12th 

December); Christmas Day (25th December). 

CARGO GEAR CERTIFICATES: International Cargo Gear Test 

Certificates not more than twelve months old must be presented to 

the Dock Labour Inspector before a vessel is allowed to use 

derricks/winches. Annealing and testing of gear at Chittagong is an 

expensive process. In certain cases dispensation can be obtained at 

the discretion of the Dock Labour Inspector. 

AIRPORT: Patenga Airport about 5 miles from Chittagong. Three 

flights per day to Dacca, where international connections. 

TIME: GMT plus 6 hours. 

AUTHORITY: Chittagong Port Trust. 


AGENT: Maritime Agencies Ltd., Third floor, Eastern Federal 
Building, Quaid-e-Azam Road. PO Box 387. Tel. 84029. Cables: 
“Maritime Chittagong”. 


Barbados 


BRIDGETOWN: 13.05 N. 59.36 W. 


DOCUMENTS: 

5 copies Crew Lists. 

5 copies Passenger Lists. 

1 copy Health Certificate. 

3 copies Ship Particulars. 

1 copy Vaccination Report on Crew. 

1 copy Vaccination Report on Passengers. 

Deratisation Certificate. 

2 copies Manifest. 

1 copy Bill of Lading. 

1 copy Clearance from Last Port. 

2 copies Ship Stores List. 

1 copy Crew's Declaration List. 

1 copy Animal Declaration List. 

Ship should be entered within 24 hours and articles deposited in 
Shipping Office if staying longer than 48 hours. 

PILOTAGE: Pilotage compulsory for all vessels entering Bridge- 
town Harbour. Agents of vessels intending visit port required give 
ETA as early as possible on Form A. Four hours notice weekdays 
and eight hours Saturdays and Sundays are minimum requirements. 

Watch kept on VHF Channel 16, 156:°80 Mc/s. Working frequency 
VHF Channel 12, 156-60 Mc/s. Pilotage vessels power-driven launches 
approximately 40 ft., painted grey. Signals for Pilot Boat: Interna- 
tional. 

Pilotage Station: 5 cables West of Fairway Buoy Admiralty Chart 
502. No alternative station in bad weather. Usual pilotage ladder in 
good condition should be rigged on port side when approaching 
harbour. 


ANCHORAGES: Quarantine anchorage as indicated Admiralty 
Chart 502. Explosive anchorage as indicated on chart. Carlisle Bay 
anchorage see Chart 502. 

ENTRY: Bridgetown Deep Water Harbour offers 24 hours service 
to ships with draft up to 31 ft. 6 in. A harbour for small craft (careen- 
age) caters to ships up to draft 13 ft. 6 in. high water. 

MAX. SIZE: Maximum length permitted in Deep Water Harbour 
800 ft., draft 31 ft. 6 in. Oil Carriers Pier outside Deep Water Harbour 
maximum draft 38 ft. Length 850 ft. 

HEALTH: Pratique may be obtained by radio or from Pilot or 
Health Officer on arrival. In case of suspected disease Port Doctor 
should be notified by radio through Agents. 

RADIO: Cable and wireless, Barbados Radio: Call sign 8 PO. 
24 hours watch is maintained on 500 kHz and VHF Channel! 16. 
TOWAGE: Compulsory. Three tugs available, Pelican, Cu/pepper 
and Barbados, 1,100, 1,500 and 1,700 h.p. respectively. Tugs join ship 
at entrance to basin of the harbour; two tugs are compulsory for 
vessels over 10,000 tons or 600 ft. in length. VHF and ship's radar 
installed on tug Barbados. 

BERTHING: Harbour is situated on the North-Eastern side of 
Carlise Bay, approximately } mile North-West of the Molehead of 
the careenage. This harbour is dredged to 32 ft. LWOST and was 
constructed by joining Pelican Island to the mainland, by reclama- 
tion, providing 1,700 ft. of quay space and 2,700 ft. approx. of protec- 
tive breakwater, and offering berths for eight ocean-going vessels. 
All berths are equipped to supply water and telephone. Plans for 
expansion under active preparation. 

BULK HANDLING FACILITIES: Inner arm of breakwater, 980 ft. 
long, carries three sugar loading towers, with total loading capacity 
500 tons per hour, 

Delivery points on breakwater for loading molasses. 

Other cargo handling is by ship's gear to apron where removed 
by fork-lift trucks to transit sheds. One mobile crane 5 tons capacity 
and one of 20 tons. Management must be notified prior acceptance 
of lift in excess of 5 tons. 

STEVEDORES: Gangs must be ordered before 1500 hours on day 
preceding date of arrival and by 10.00 on Saturday for Sunday or 
following Monday. Average rate of cargo discharged: 

Bag Stuff, 22 tons (weight) per hour. 

General Cargo, 12 tons (weight) per hour. 

Ships specially equipped for handling palletised cargo, 30 tons 

per hour, 

Average rate of loading of cargo: General cargo 12 tons; Bag 

stuff 18 tons. 
MEDICAL: Agents should receive advance notice of required 
medical attention as soon as possible. Modern 800 bed hospital. 
Private clinics and usual medical facilities available. 
TANKERS: Tanker berths, two berths; one for ships of up to 
38 ft. draft, one berth for ships up to 31 ft. 6 in. draft. No slop-tanks. 
ASA Fittings. 
DENSITY: 1025 ounces. 
FRESH WATER: Easily available. Delivery 50 tons per hour. 
Delivery by hose-pipe through hydrants installed in each berth. 
FUEL: Bunker C, marine diesel, marine diesel medium (gas oil). 
Intermediate fuel, all grades available at all berths. Twelve hours 
notice in advance of ETA. 
DEVELOPMENTS: Possibility of extending quay wall 500 ft. 
Northward, increasing berths for deep-draught vessels by two. Also 
providing new accommodation for small craft of draught up to 14 ft. 
Provision for containerisation and bulk handling of flour and other 
commodities. No firm plans or dates. 
GANGWAY/DECK WATCHMEN: Watchmen's services neces- 
sary. 
OPENING/CLOSING HATCHES: By stevedores. 
reser CERTIFICATES: Load Line Certificate, Certificate of 
egistry. 
TOBACCO ALLOWANCE: Two packages or 100 cigarettes per 
person. 
Ll 3 AND SPIRIT ALLOWANCE: At discretion of Customs 
fficer. 
IDENTIFICATION CARDS: Desirabie for entrance to port from 
shore leave. 
CONSULS: Following countries are represented at Bridgetown: 


Austria Germany Norway 
Belgium Great Britain Sweden 
Dominican Rep. Mexico U.S.A. 
Finland Netherlands Venezuela 
France 


REPAIRS: Minor repairs can be carried out by Central Foundry Ltd. 
DRY DOCK: One small dry dock length 240 ft., breadth 46 ft., 
depth 13 ft. Lifting capacity 930 tons displacement. 
REPATRIATION: Facilities for crew changes available. 
AIRPORT: Served by regular lines. Distance from harbour about 
13 miles. Island is served by flights from Europe and from N. 
America. 

TIME: GMT Minus 4 hours (permanent). No alteration in clocks 
during the year. 

TELEPHONES: All berths equipped with telephones. 
AUTHORITY : Government of Barbados, Port Department, Bridge- 
town Harbour, Barbados, West Indies. Cables ‘Portman Barbados”. 
Tel. 61011-61012-61013. 


AGENT: C. F. Harrison & Co. (Barbados) Ltd., PO Box 304, Bar- 
bados, West Indies. Cables “Harrison Barbados”. 


BELGIUM 
Belgium 


ANTWERP: 51.14 N. 04.23 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

2 Lists Passengers in Transit. 

2 Lists Passengers Disembarking. 

2 Personal Effects Lists. 

3 Crew Lists indicating full date of birth. 

2 Store Lists indicating alcoholic beverages in bottles and size of 

bottles. 

International Health Declaration. 

Manifests and usual ship documents. 

PILOTAGE: Access to River Scheldt is: 

(a) Via Wielingen Channel (West) where Belgian sea pilot cutter 
is stationed between lightbuoys S.W. Akkaert and A.I. Cutter has 
black hull with a white number on bow, yellow funnel with black top, 
red flag with white letter ‘'P"’. 

(6) Via Oostgat Channel (North) where two Dutch sea pilot cutters 
are stationed. 

1. One in Schouwendiep between lightbuoys SD and MZ where 

Pilots for incoming vessels are available. 
2. One in Middeldiep near the lightbuoy MSB for taking off the 
Pilots of outward-bound vessels. 
If only one cutter is on station, this one will be found in Schouwen- 
diep. These cutters have a black hull with name on bow and a black 
funnel. A blue flag with white letter “L" is shown. 

The pilot cutters of both cruising stations can be called by the 

signals of the international code. They can also be contacted on 
VHF Channel 6. 
ETA: Pilot cutter Wielingen or pilot cutter Oostgat should be 
given at least 4 hours notice before arrival at the pilot cutter, respec- 
tively via Ostend Radio (OST) to “Pilotage Ostend” or via Scheven- 
ingen Radio (PCH) to ‘‘Pilotage Flushing”. 

In case pilot service is suspended because of weather conditions, 
Flushing Pilot Station can be contacted on VHF Channel 14. At 
Flushing, the sea Pilot disembarks and the river Pilot boards the 
vessel and pilots her to the riverside berths or to the locks. For 
vessels bound for a berth in the docks, the dock Pilot takes over in 
the lock until the vessel is moored in berth. 

DEEP SEA PILOTAGE: See “Brixham” or “Cherbourg”. 
ANCHORAGE: There is sufficient anchorage for deeply loaded 
vessels at all times around the A.1 buoy, and for smaller vessels 
around the MSB buoy. There are unlimited possibilities for anchor- 
ing at Flushing roads. Anchorage is limited at Middelgat. 
RESTRICTIONS: No restrictions on night entry. Tankers larger 
than 2,000 g.r.t. destined for berths on the river upwards of Baudouin- 
Van Cauwelaert-locks are not allowed to transit during hours of 
darkness. 

LOCKS: Royers Lock, length 590 ft., width 72 ft. 2 in., depth at high 
tide 36 ft. 4 in. 

Van Cauwelaert Lock, length 885 ft., width 115 ft., depth at high 
tide 49 ft. 2 in. 

eal Lock, length 1,180 ft., width 147 ft., depth at high tide 
50 ft. 10 in. 

i Lock, length 1,639 ft., width 187 ft., depth at high tide 
60 ft. 8 in. 

MAX. SIZE: At high water under normal weather and tidal condi- 
tions vessels up to 820 ft. length, on a draft of 42 ft. (F.W.) and 
820 ft.-880 ft. length on a draft of 39 ft. (F.W.) may enter. Max. beam 
125 ft. However, itis advisable to check in each case what maximum 
draft will be allowed for a specific vessel. Vessels with less than 
26 ft. draft can enter at all stages of the tide. 

HEALTH: No special requirements to obtain free pratique. Vaccina- 
tion Certificates must be valid. Recent Derat Certificate required. 
In case of contagious illness aboard, advise Agent. 

RADIO: Cable agents ETA Flushing, maximum fresh water draft, 
and requirements via Ostend Radio-OST or OSU (radio telephone). 
Radio Antwerp-OSA operates only on medium frequency. 

TUGS: Tugs for berthing at a riverside berth or entering the lock 
are ordered at river Pilot's request according to weather conditions 
and tide. Generally at Lieftkenshoek for Van Cauwelaert and Baudo- 
uin locks and between Saftingen and N. Ballast Fort for Zandvliet 
lock. For super-tankers, tugs may join at Bath. Ship's lines are 
usually used for towage. If ship asks for tug lines there will be an 
extra charge per line. 

The number of tugs required in the dock area shall be mentioned 
on the “hailing bill”. Eventually, “according to dock Pilot's advice” 
can be mentioned. 

BERTHING: Deeply loaded vessels normally moor at their berth 
in the docks two hours after high water. 

RADAR/VHF: A radar chain established from Saftingen to Kruis- 
schans Roads, but only used to help Pilot determine position. In 
fog, vessels do not normally proceed. Masters can keep close con- 
tact day and night on VHF on the following channels: Pilot cutter, 
Channel 6 (156-30 mHz); Flushing Radio, Channel 14 (156-30 mHz); 
Zandvliet Radio, Channel 12 and Kruisschans Radio, Channel 14 
when in appropriate sector. Harbour Office, Channel 18. 

Vessels not equipped with VHF can rent a portable portaphone. 
The Scheldt information service gives information by VHF within 
an area extending from the sea to the mouth of the river Rupel, situ- 
ated upstream of Antwerp. On every full hour plus five minutes until 
that hour pius ten minutes, vessels should switch to Channel 16 
nse 2a to the traffic list and navigation reports, issued by Antwerp 
radio. 


73 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


On every full hour plus 35 minutes, Flushing Radio (Channel 14) 
and Kruisschans Radio (Channel 12) transmit information regarding 
visibility, water level, hindrances, anchorages, etc. 

As soon as one of the stations reports a decrease of visibility 

under 3,000 metres, visibility reports are transmitted by Antwerp 
Radio on every hour plus 48 minutes. 
BULK HANDLING FACILITIES: Container Terminal: The 
seventh dock called the Churchill Dock is reserved for containers 
and roll-on/roll-off traffic. This centre comprises six terminals belong- 
ing to private firms, equipped with ten container cranes with lifting 
capacities from 38 to 53 tons, 26 cranes with a max. capacity of 28 
tons. Quay length 12,000 ft. 

Grain: The Sobelgra Terminal in the sixth harbour dock, depth 
alongside 24 ft. to 48 ft. Large vessels can be loaded by means of two 
elevators and a system of conveyor belts at the rate of 900 tons per 
hour. 

A smaller grain handling plant operated by S.A. des Magasins 
a Grains is situated in the Lefebvre Dock. Quay length 150 metres, 
max. draft 29 ft. fresh water. 

Potash; Plant situated at quays No. 152/160 in the Albert Dock, 
can accommodate vessels up to 35 ft., fresh water draft. Loading 
rate up to 6,000 tons per day. 

Ore/Coal/Phosphate : Stocatra bulk handling plant situated at quays 
No. 232/256 of Hansa Dock. Quay length 1,200 metres, depth along- 
side about 45 ft., clearance of grabs above water level 15 metres. 
Up to 48,000 tons of ore can be transhipped in 48 hours. 

Soda Products: Handled by Solvay S.A. on the South Quay of 
5th Harbour Dock. Capacity 6,700 tons. The installation is equipped 
with 10 cranes, 3 bridge transporters and 4 km. of conveyor belt. 

Fertilisers: Handled at berths Nos. 715/727 Canal Dock B.3. 
(B.A.S.F.) and berths Nos. 505/515 of Canal Dock B.1. (Bayer). 

Silversand: Sibelco N.V. plant situated at quay No. 287. Vessels 
are loaded by conveyor belt, rate 400 t.p.h. 

TANKERS: S./.8.P. Petroleum installations located at the Marshall 
Dock and finger pier jetties No. 429-437 near the locks. Depth along- 
side about 43 ft. Hoses all 12 in. Facilities for ballast discharge. 

Esso: Refinery receives crude oil along quays No. 417 to 421 of 
Hansa Dock and one pier in the Marshall Dock. Depth alongside 
45 ft. Hoses 12 in. and 16 in., hydraulic couplings. Slop discharge 
possible when berth is free. Oils can be received at the rate of 4/5,000 
t.p.h. 

Albatros: Refinery situated near Zandvliet Lock. Berth No. 1, 
depth 37 ft.; Berth No. 2, depth 42 ft. Ballast discharge possible. Oil 
is received at the rate of 5/6,000 t.p.h. 

R.B.P: Refinery at quays No. 279-285 in the fourth port basin. Depth 
alongside 37 ft. Oil is received at the rate of 3,500/4,090 t.p.h. 

Petrol Pier South, Hemixem: One tanker berth in the river subject 
to tide. Max. ship’s length restricted to 650 ft. Max. draft 32 ft. fresh 
water. Served by one 16 in. pipe-line. No facilities for slop discharge. 
Oil is received at the rate of 500/700 t.p.h. 

A tank-cleaning installation is situated between the Boudewijn 
Lock and the Bayer Plant. 

STEVEDORES: To enable Agents to order gangs, important to 
obtain ETA Flushing before arrival. Latest time to order gangs, 
normal day shift 0800-1600 before 0630 same day. First shift 0600-1400, 
before 1400 previous day; second shift 1400-2200 betore 1230 same 
day; night shift 2200-0600 before 1500 same day. First shift Monday, 
from 0600 to 1400 before 1400 previous Friday. Failure to give exact 
ETA may result in losing 12 to 24 hours and the cost of gang's idle 
pang No work performed Saturday and Sunday unless overtime 
paid. 

MEDICAL: Ample medical attendance in the port. Hospital facili- 
ties available. 

DENSITY: Fresh water in the docks, slightly brackish in the river. 
FRESH WATER: All berths supplied by shore connections. Fresh 
water available by barge. 

FUEL: All grades available. Minimum 24 hours advance notice pre- 
ferred. All grades can also be supplied by barge. Tankers may not 
refuel by barge concurrent with working cargo or ballast. 

FIRE PRECAUTIONS: No floating objects allowed alongside 
during loading/discharge/ballasting. 

DEVELOPMENTS: The construction of the Kallo Lock, on the 
left bank of the river, is progressing steadily. Eventually two high 
capacity locks will connect the left bank industrial area with the river 
and the sea, one near Kallo, built for vessels up to 80,000 dwt., 
and the other at Baalhoek, on the Dutch Territory, suitable for 
125,000 dwt. ships. 

Albert Canal: Modernisation work in the Albert Canal includes 
widening to over 100 metres, and the construction of 5 locks between 
Genk and Olen. The widened canal will be open to 9,000 tons con- 
voys in 1975. 

GANGWAY/DECK WATCHMEN: Not compulsory but recom- 
mended in general and specially for ships berthed at river quays 
because of rise and fall of tide. 

OPENING/CLOSING HATCHES: Normally opened/closed by 
crew. Stevedores usually helping lift beams. Tramp vessels accord- 
ing charter party. 

SHIP CERTIFICATES: 

Registered Tonnage Certificate. 

Belgian Tonnage Certificate (issued at first call valid as long as 
tonnage remains unchanged). 

Derat. Certificate. 

CUSTOMS ALLOWANCES: 20) cigarettes or 100 cigarillos or 50 
cigars or 250 gr. tobacco per man. Spirits } litre per head. 
IDENTIFICATION CARDS: Not required. 

CONSULS: The following countries are represented: 
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Argentina Guatemala Nicaragua 
Austria Haiti Norway 
Bolivia Honduras Pakistan 
Brazil Iceland Panama 
Chile Indonesia Paraguay 
Colombia Ireland Peru 
Costa Rica Italy Philippines 
Cuba Japan Poland 
Denmark Lebanon Portugal 
Dominican Republic Liberia Spain 
Ecuador Luxembourg Sweden 
Finland Madagascar Switzerland 
France Mexico Turkey 
Germany Monaco U.S.A. 
Great Britain Nepal Uruguay 
Greece Netherlands Venezuela 


Greek Maritime Office 
REPAIRS: All kinds of repairs possible. 
DRY DOCKS: Beliard Murdoch: No. 1 L. 738 ft., B. 109 ft.; No. 2L. 
885 ft., B. 134 ft. Mercantile: 5 docks from L. 480 ft. up to 836 ft., B. 
60 ft. up to 129 ft. City dry docks: 10 docks from L. 60 ft. up to 685 ft., 
B. 30 ft. up to 83 ft. 
REPATRIATION: All arrangements for crew changes and re- 
patriation can be made. 
AIRPORT: Zaventem Airport (distance 50 km.) served by regular 
airlines. Antwerp airport Deurne (distance 15 km.) only regular 
pany with Amsterdam and London (3 flights per day). Plans to 
extend. 
TIME: During the whole year GMT plus one hour. 
HOLIDAYS: New Year's Day; Easter Monday; 1st May; Ascension 
Day; Whit Monday; 21st July; Assumption (15th August); 1st 
November; 11th November; Christmas Day. Cargo work can be 
arranged when labour available and at surcharge 100 per cent. 
POLICE/AMBULANCE/FIRE: Harbour Police tel. 32.18.40; 
Alarm and accidents tel. 906; Ambulance tel. 900; Fire tel. 900. 
TELEPHONES: At shipyards and oil terminals telephone is placed 
on board or in the vicinity without extra cost for local calls. Long- 
distance calls at special request. 
AUTHORITY: Federation Maritime d'Anvers. 


AGENTS: Muller-Thomsen, S.A., Borzestraat 21, Antwerp. PO Box 
524. Tel. 33.89.20. Telegrams Mineral. Telex 31259. 


BRUSSELS: 50.51 N. 04,22 E. 


DOCUMENTS: Same as Antwerp and to be handed to agent at 
Antwerp roads, where clearance obtained. 

PILOTAGE: Notice of ETA Antwerp roads should be given 24 
hours beforehand to Antwerp Agent, who will apply for upper 
Scheldt Pilot. This Pilot takes over at Antwerp roads and brings 
ship up rivers Scheldt and Rupel to Wintam lock. Canal Pilot boards 
Wintam lock. Boatmen service on canal optional, but advisable for 
ships over 164 ft. length and according weather conditions. Boatmen 
for possible mooring Wintam lock entrance always available. Win- 
tam equipped with VHF. 

ANCHORAGES: Use of anchors strictly regulated on canal and 
only permitted certain areas in emergency. 

ENTRY RESTRICTIONS: Ships proceed upstream from Antwerp 
to Wintam day and night accordance state of tide, direction of cur- 
rent, length and draft. 

MAX. SIZE: Overall length: 344 ft. 06 in.; Extreme breadth: 48 ft. 
02 in.; Maximum draft: 19 ft. 00 in. 

HEALTH: See Antwerp. 

RADIO: See Antwerp. 

TUGS: Normally tug joins vessel Wintam lock. Ship's lines always 
used. Although not compulsory, towage advisable in accordance 
length and draft or weather conditions. 

BERTHING: No specific requirements for berthing in canal. Owing 
dense traffic, ships should moor strongly. 

SPECIALISED CARGO HANDLING FACILITIES: Private 
Cargo handling facilities exist in the whole of the Industrial Maritime 
Canal for grain, coal, fertilisers, liquid chemicals and L.P.G. 
BRIDGES: Ships can reach outer harbour with clearance of 100 ft. 
and pass under fixed bridges to inner harbour with clearance of 20 ft. 
Road bridges open on demand. Railway bridges open according 
timetables, which subject change. 

STEVEDORES: Arrangements made by Agents. 

VHF: Wintam lock and tug boats equipped with VHF. 
MEDICAL: No notice required for medical attendance. Hospital 
facilities available. In case of accident or emergency call phone 
number 906. No particular inoculations or certificates required. 
TANKERS: Oil usually imported by tank barges. No slop facilities. 
Maximum draft permitted for wine tankers, gas tankers and acid 
carriers: 19 ft. 

DENSITY: Canal is fresh. 

FRESH WATER: Fresh potable water delivered from shore in 
Willebroek lock at average rate of 10 tons per hour during passage 
through lock, and in outerharbour at maximum rate of 20 tons per 
hour according diameter of hose. 

FUEL: All grades available. At least half a day notice should be 
given. 

FIRE PRECAUTIONS: The usual precautions to be taken by tan- 
kers and ships handling inflammable or dangerous goods, 
DEVELOPMENTS: Complete schedule for modernising canal, 
including building two larger locks, widening and deepening canal 
to be worked out over several years. Works of first new lock near 
present Kapellelock already completed. 


— 


GANGWAY/DECK WATCHMEN: Services of shore watchmen 
optional. 

OPENING/CLOSING HATCHES: Carried out by ship's crew. 
IDENTIFICATION CARDS: Not needed. 


CONSULS: 

Algeria (2) 37.81.33 37.82.41 
Bolivia "74.11.57 

United Kingdom "19.11.65 

Chile "42.01.50 

Costa Rica " 17.80.66 
Denmark " 17.99.13 
Salvador " 37.58.75 

Spain "11.73.90 
Ethiopia "17.61.81 

France "17.31.79 17.24.63 
Greece " 43.07.78 
Honduras "48.20.00 

Iceland "11.81.26 11.81.24 
Italy " 37.19.34 37.90.56 
Liberia " 44.49.40 
Luxemburg " 33.99.77 

Monaco "74.10.60 

The Netherlands "11.39.60 
Nicaragua "72.68.08 

Norway "11.82.91 

Panama "12.63.30 

Peru "11.60.63 
Portugal "38.47.90 
Switzerland "12.78.43 

Tunisia " 44.71.56 
Uruguay "70.58.50 


REPAIRS: No shipyards in Brussels, but in Boom and Temse, not 
far from Brussels, and Antwerp. Minor deck and engine repairs by 
small shipyard on canal. 
REPATRIATION: Arrangements for repatriation can be made 
with maritime authorities on Antwerp roads when proceeding 
Brussels. Consuls in Brussels arrange for crew changes or repatria- 
tions (Consulates closed Saturdays, Sundays and Holidays). 
AIRPORT: Brussels Airport served by regular airlines. Air 
terminal situated in centre town, directly connected with Airport by 
special railway. 
TIME: GMT plus 1 hour throughout year. 
HOLIDAYS: Official Holidays Belgium: January 1 (New Year), 
Easter Monday, May 1 (Labour Day), Ascension Day, Whit Monday, 
July 21 (National Holiday), August 15 (Assumption Day), November 
11 (Armistice Day), December 25 (Christmas). Most offices closed 
on Saturdays. 
POLICE/AMBULANCE/FIRE: General call, 
Police: 02/13.28.40; Fire: 02/11.55.55.-02/11.10.00. 
TELEPHONES: Only placed for warships at one particular berth. 
GENERAL: Bus 47 near left bank and street-car 58 near right bank 
of outer harbour, lead to town centre (10 minutes). General Informa- 
tion Office situated on de Broukéresquare (town centre) Ship stores 
can be obtained, but no bonded stores. 
SHORE LEAVE: Crew members allowed ashore without restriction. 
REGULATIONS: At night only main gate of outer harbour on right 
bank is open. : 
AUTHORITY: “Société du Canal et des Installations Maritimes 
de Bruxelles" (Port of Brussels Authority). Harbour-master's 
Office: 6 Place des Armateurs, Bruxelles 2. Telephone number: 
02/25.10.00, ex. 45 and 47 (office hours). 

Private numbers: Harbourmaster: 02/72.43.11; Assistant Harbour- 
master: 02/70.91.74. Wintam lock: 03/88.00.50. 


AGENT: Sub-agents of Muller-Thomsen S.A., Antwerp. 


emergency: 906; 


GHENT: 51.02 N. 03.44 E. (See Plan) 


DOCUMENTS: 

2 Crew Lists (Benelux forms). 

2 Passenger Lists. 

2 Store Lists. 

2 Lists personal effects of crew, such as camera, radio, cigars, 

cigarettes, tobacco, etc. 

1 Bill of Health. 

1 Belgium Tonnage Certificate. 

1 List Dangerous Cargo. 

1 Manifest or Bill of Lading. 

PILOTAGE: Cables 24 hours in advance to: “Belgisch Loodswezen, 

Vlissingen", when coming from the West; “Nederlands Loodswezen, 

Vlissingen", when coming from the North. Radio VHF pilot boat 

West: Channel 6; North: Channel 6; VHF Vlissingen: Channel 14. 

" Pilot boat positions: West: Wielingen Buoy A.1; North: NSB 
uoy. 

Anchorages if awaiting pilot: West: Buoy Scheur No. 2, between 
A.1 and Akkaert Buoy; North: Schouwendiep, Middeldiep. Schelde: 
Roads Flushing, Pit of Terneuzen, Everingen, Braeckman and Sloe. 

Signal to require Pilot assistance: West, Night: “G", if VHF give 
destination; Day: “G Flag". North, Night: “G"; Day: “G". 
ANCHORAGES: Terneuzen Roads. 

RESTRICTIONS: None, navigation day and night, but over 32 ft., 
tidal entrances. 

MAX. SIZE: Vessels up to 32 metres beam: length 245 metres, draft 
12:25 metres fresh water. Vessels up to 32-5 metres beam; length 
240 metres, draft 12:25 metres fresh water. Vessels up to 33 metres 
beam: length 235 metres, draft 12-25 metres fresh water. 


BELGIUM 


HEALTH: Medical Officer of Public Health Service “Saniport- 

Ghent" inspects Bill of Health. 

RADIO: Cable Agents ETA, draught, cash required: via Ostende 

radio “OST" for vessels coming from West; via Scheveningen radio 

“PCH" for vessels coming from North. 

TUGS: Meet vessels Terneuzen Roads; ships use own lines. 

BRIDGES: Three bridges on Ghent/Terneuzen canal, Sluiskil, 

See ree oes, and Zelzate bridge. All open day and night, on signals 
y Pilots. 

BERTHING Berths for largest vessels able to enter the port are 

at Sifferdok, Texaco Dok, Rodenhuize Dok, and Sidmar Wharf. 

Lier Socte available for smaller tonnage, accommodating 6,000 to 

8,000 dwt. 

STEVEDORES: Will be advised by Agents of ETA, and must be 

ordered, by noon in order commence at 06.00 next working day (first 

shift); by 16.00 to commence 07.45 following day (normal working 

day); by 07.00 to commence 14.00 same day (afternoon shift); by 

10.00 to start 13.30 (for half a working day). 

VHF: VHF port operations Channels 5 and 11. 

MEDICAL: Agents to be advised by radio or cable if urgent assis- 

tance required. Hospitals available. First aid tel. 900. 

TANKERS: Berths: Fina, Anglo Belge des Petroles, Rodenhuize, 

and Texaco. Texaco have pipe-lines for loading and discharging 

10 in. but all kinds of fittings available. Slop discharge: Two tanks 

ep 40,000 barrels available; vessels to discharge by own power. 


Aeroplane fuel 770 Diesel oil 825 
Light gas-oil 840 Fuel 735 
Super fuel 745 Half light gas-oil 935 
Heavy gas-oil 950 


Two berths at Texaco each with one main and one spare pump for 
each product. One berth at Rodenhuize. Each capable accommodate 
60,000 dwt. vessels. Max. draft 12:25 metres. 

DENSITY: Fresh. 

FRESH WATER: Supply by boat during ordinary working hours. 
Inner Ghent harbour: BF 30.0 per m.* Ghent port industrial berths 
alongside canal: BF 45.0 per m*. For supply after normal working 
hours or urgent supplies: extra charge. Rate of delivery: 20 m® per 
hour. A minimum of 5 m® will be charged. 

FUEL: All grades delivered by barges or trucks. At least 24 hours 
notice required. 

DEVELOPMENTS: The Sifferdok is now equipped with handy, 
powerful cranes; furthermore, two container cranes will be opera- 
tional early 1974. Two multi-purpose cranes of 40 tons lifting capacity 
each have recently been installed. 

SPECIALISED CARGO HANDLING FACILITIES: 

Two roll-on/roll-off berths exist on the right bank of the Sifferdok, 
one being privately owned by Volvo Europa. The publicly owned 
roll-on/roll-off berth has a water depth of 12 m. 

The installations of Eurosilo situated at the end of the Sifferdok 
offer facilities for bulk cereals and cattle fodder. Loading and 
discharging at a rate of 1,000 tons per hour. Storage capacity of the 
silos, 48,000 tons in 30 cells. 

The Compagnie Belge de Manutention (CBM) situated on the left 
bank of the Sifferdok is specialized in handling heavy goods in bulk, 
such as pyrites, ores, phosphates, coal, pitch-coal, etc. by trans- 
porter bridges of 10 and 15 tons, Also mechanical shovels for the 
discharge of bulk goods in closed wagons and funnel wagons. Total 
storage capacity, 2,500,000 tons. 

The same commodities are also handled by CBM in the Zuid and 
Middendok; grab discharge with 10-ton cranes. 

Liquid chemicals are currently handled at the Eurane factory in 
Rieme on the left bank of the canal, most commonly liquid 
sulphur and propylene. No berths for LPG carriers exist in Ghent. 

Specialised berths where equipment for handling fertilisers is 
available are No. 27 (Grootdok) and No. 83 (Sifferdok). Cranes for 
grab discharge, funnels and conveyor-belts. 

WATCHMEN: Not compulsory, but available. Price for working 
days: + BF 1,500.0 per 12 hours shift. 

HATCHES: Opening and closing by crew. 

SHIP’S CERTIFICATES: Belgian Tonnage Certificate required. 
CUSTOMS ALLOWANCE: Each crew member: 200 cigarettes, 
or 50 cigars, or 250 gr. tobacco, or 100 cigarillos. Wine practically 
free: Spirits: one opened bottle each man. 

IDENTIFICATION CARDS: Not needed. Seaman's books only. 
CONSULATES: 


Germany Tel. 25.91.68 Guatemala __ Tel. 25.88.61 
Central African " Haiti "25.22.37 
Republic "28.10.81 India "26.34.23 
Chile "53.89.65 Italy " 25.85.66 
Korea "22.68.03 Norway wi pO Deo 
Costa-Rica "25.04.15 Panama ae Dealer 
Denmark "26.65.62 Netherlands " 25.18.16 
Finland "23.50.11 Peru "28.20.83 
France "25.97.30 Portugal ". 51.1232 
Great Britain "23.08.20 Sweden "26.19.26 
Greece "25.58.91 Tunisia "26.41.42 


REPAIRS: Practically all kinds deck/engine repairs possible. 
DRY DOCKING: Only for smaller vessels. Two dry docks: length 


446 ft.; beam 42 ft. 8 in.; depth 17 ft. 3 in.; (2) length 255 ft.; beam 
36 ft.; depth 14 ft. 


REPATRIATION: Adequate facilities. 
AIRPORTS: National airport Zaventem near Brussels; 35 miles 


— Ghent. All world airlines. Ostend Airport (Middelkerke) 45 
miles. 


TIME: GMT plus 1 hour. Permanent. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


HOLIDAYS: New Year's Day; Easter Monday; Labour Day (1st 
May); Ascension Day; Whit Monday; National Day (21st July); 
Assumption Day (15th August); All Saints Day (ist November); 
Armistice Day (11th November); Christmas Day. Cargo can be 
arranged on these days at special rates. 

TELEPHONE: Police help 906; Ambulance 900; Fire Brigade 
25.32.41; Water Bailiff 51.00.20; Port Taxi 51.09.88; Port Authorities 


51.04.57. 
AUTHORITY: City Corporation of Ghent, Port Administration, 
Vliegtuiglaan 1, Ghent. Tel. 09/51.05.50. Telex (11) 460 Ghent. 


AGENT: Muller-Thomsen S.A. Antwerp. Sub-Agent: L. & J. 
Lalemant, P.v.b.a., 67 Doornzelestraat, Ghent. Brokerage, agency, 
chartering, inland waterways’ freighting, forwarding, customs 
clearance, insurance, sampling, stevedoring, owners. Tel. 09/ 
25.75.01/07. Telegraphic address: Lalemant-Ghent. Telex Chartering 
(11)281-282-283; Shipping (11)274. 


OSTEND: 51.14 N. 02.55 E. (See Plan) 


DOCUMENTS: 

2 Crew Lists or passenger Lists. 

4 Cargo Manifests. 

2 Copies Bills of Lading. 

3 Freight Lists prepared by Agents. 

2 Customs Provision Lists prepared by Agents. 

General declaration prepared by Agents. 

Customs declaration outward bound prepared by Agents. 
PILOTAGE: (a) from Pilot boat between “S.W. Akkaert’’ and 
“A.1" lightbuoys. Black hull, white number forward on both sides 
of hull, yellow funnel black top. Displays by day at top of mast, red 
square flag with letter P in white; by night lights prescribed by Inter- 
national Regulations. Contact pilot boat: channel 6 VHF. Morse or 
flag signal: G.8. In low visibility: sound signal G.8 to be made at 
least 3 seconds after usual fog signal. Pilot boat answers with sound 
signal H at least 3 seconds after sounding prescribed fog-signal. 

Anchorage awaiting pilot: between S.W. Akkaert, N.E. Akkaert 
and A.1 lightbuoys. Depths at least 18 m MLLWS. Advice from pilot 
boat VHF channel 6. If pilot boat not on station, shipping informed 
by Ostend Radio in radiotelefonic frequency 2761 kH/z (108 m) 
announced on 2182 kH/z (137 m) on following hours: 01.03-08.03- 
13.03-16.03 and 21.03 GMT. 

(b) from pilot station Ostend. ETA to “pilot station Ostend” via 
“Radio Ostend" at least 2 hours before arrival. Harbour pilot boat 
will meet as far as 51° 15’30 N. 2° 30 E. Pilot boat shows by day: red 
square flag white P; by night: international prescribed lights. 
Anchorage: 51° 15’ 30 N. 2° 30 E. depths: at least 7 m MLLWS. Pilot 
station Ostend operates VHF channel 9 (only for pilotage matters). 
ENTRY RESTRICTIONS: Any restrictions imposed are shown 
on mast of signal station at end of Eastern harbour entrance pier- 
head. 

MAX. SIZE: Entrance of lock to Commercial Docks restricted to 
max. beam 57 ft. 6 in. and draft max. 24 ft. Entrance to lock of Fishing 
Port restricted to ships with max. beam 50 ft. and max. draft 23 ft. 
Harbour channel restricted to 30 ft. draft. 

HEALTH: Pratique obtained from Belgian Pilot. Any advice on 
health matters also obtainable from pilot services. 

RADIO: Ostend Radio - OST. 

TUGS: Government tug 1250 Pk available, meets outside harbour. 
Tug lines optional; charge for use of tugs’ lines: BRT 250 tons and 
less: 40 FB per $ hour. BRT more than 250 tons: 50 FB per $ hour. 
BERTHING: According draft. Any specific instructions given by 
harbour pilots or Agents. 

BULK HANDLING FACILITIES: Roll-on/roll-off berths in timber 
dock and on deep water quay with facilities for loading and unloading 
containers. 

STEVEDORES: ETA advices week-days before 0600. For Sat. or 
Sunday work advise before 1500 Fridays. All stevedoring arrange- 
ments made by Agents. 

MEDICAL: Advance notice to Agents for medical attention 6 hr. 
before arrival. Hospital services available. Medical information can 
be obtained on R/T via Ostend Radio. 

TANKERS: Only small coastal tankers. Only discharge in Fishing 
Port. Max. length 285 ft., max. beam 50 ft., max draft 23 ft., or Ostend- 
Bruges canal, max. length 312ft. beam 57ft. max. draft 21 ft. 16/5 to 
16/10; max. 18 ft. 16/10 to 16/5. 

FRESH WATER: Available quayside in docks. Rate delivery 
approx. 15 tons per hour. Cost 32 fr. per ton. 

FUEL: All grades. 

DEVELOPMENTS: New deep water quay with max. depth 30 ft. 
LLW, with roll-on/roll off terminal under construction. 
GANGWAY/DECK WATCHMEN: Not necessary. If required, 
cost approx. 900 frs. per shift of 8 hrs. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 
Can be done by stevedores but will then be charged. 
CERTIFICATES: Load line cert. Tonnage cert. Radar and radio 
certificates. 

TOBACCO ALLOWANCE: 200 cigarettes or 100 cigarillos or 50 
cigars or 250 gr. tobacco. Fresh supply weekly. 

hedeeme AND SPIRIT ALLOWANCE: 1 litre per man in opened 
bottles. 

CARGO GEAR: No additional requirements. 


CONSULS: 
Austria Chile 
Guatemala Great Britain 
Germany Monaco 
Portugal Denmark 
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Norway Uruguay 
France Sweden 
Finland 


REPAIRS: Alli types deck and engine repairs. 

DRY DOCKS: In Fishing Port 2 slipways available, one 1,000 tons 
deadweight, the other 500 tons; one of approx. 3,000 tons is planned. 
One floating dry dock of 5,700 tons in Government repair docks. 
REPATRIATION: Through immigration officers and Maritime 
Police, tel. 71941 and 76788. 

AIRPORT: 3 miles from port, served by regular airlines. 

TIME: Local time GMT plus 1 hour all year round. 

HOLIDAYS: New Year (1 Jan.); Easter Monday (changeable); 
Labour Day (1 May); Ascension Day (changeable, in May); Whit 
Monday (changeable); Independence Day (21 July); Our Mary 
Ascension Day (15 Aug.); All Saints’ Day (1 Nov.); Armistice Day 
(11 Nov.) Christmas Day (25 Dec.), Cargo work can be arranged on 
those days at sufficient notice. 

POLICE/AMBULANCE/FIRE: Police tel. 71111 and 71057; Ambu- 
lance tel. 900; Fire tel. 71010 and 71086. 

TELEPHONES: No arrangements for placing on board. 
SERVICES: Compass adjusting, radio and radar repairs. 
AUTHORITY: Harbourmaster, Slykenslaan 1 Ostend. Tel. 72469 
and 81687. Telex 19281. 


AGENT: Dens Ocean Ostend. 


ZEEBRUGGE: 51.20 N. 3.12 E. 


DOCUMENTS: 

1 List of Dangerous Goods. 

2 Crew Lists or Passenger Lists. 

4 Cargo Manifests. 

2 copies Bills of Lading. 

3 Freight Lists prepared by Agents. 

2 Customs Provision Lists prepared by Agents. 

General Declaration prepared by Agents. 

Customs Declaration, outward bound, prepared by Agents. 
PILOTAGE: Compulsory except for small coasters. Pilot vessel 
located at A.1 buoy off Ostend and 14 miles N.W. of Zeebrugge. 
Black hull, white number forward on both sides of hull, yellow fun- 
nel with black top. Displays by day at top of mast, red square flag 
with letter ‘‘P” in white; by night, lights prescribed by international 
regulations. Pilot can be contacted by VHF, Channel 6, Morse or 
flag signal. 

ANCHORAGE: In the vicinity of A.1 buoy pilot station, approx. 
position 51° 22’ N. 2° 53’ E. Depths up to 18 metres. 
RESTRICTIONS: Vessels with a draft of over 25 ft. are dependent 
on tide for entry. 

hist SIZE: Length not limited. Max. draft up to 42 ft. depending on 
tide. 

HEALTH: Pratique is normally given at pilot station provided health 
situation satisfactory. Any advice on health matters also obtainable 
from pilot service. 

RADIO: Ostend Radio used for all messages. VHF Channel 9 
used for Pilot. VHF Channel 8 used for tugs. 

TUGS: Four permanent powerful tugs available. Normally join 
vessel at harbour entrance, ship's lines used. 

BERTHING FACILITIES: Zeebrugge mole, for coal and other 
dry cargo, depth alongside 37 ft. low water. 

Texaco Zeebrugge Marine Terminal: Two tanker berths, depth 
alongside 42 ft. low water. No slop disposal facilities. Container 
Quay, depth alongside 43 ft. 

DENSITY: 1025. 

FRESH WATER: Available from the berths, rate 30 tons per hour. 
FUEL: All grades available. Can be supplied ex-wharf or by barge 
provided advance notice given. 

BULK HANDLING FACILITIES: Container Quay, depth 43 ft. 
LW. 

STEVEDORES: 24 hours notice required to arrange gangs. 
MEDICAL: Advance notice advisable for medical attention. Doctor 
and hospital facilities always available. Vaccinations can be arranged. 
DEVELOPMENT: Work commenced 1972 on new sea lock to 
handle ships up to 125,000 tons dwt. Work expected completed 
within 5 years. The lock will be 500 metres long, 58 metres wide and 
will have a max. depth of 18 metres LW. 
GANGWAY/WATCHMEN: Advisable for gangway, 2 for moor- 
ings. 

OPENING/CLOSING HATCHES: Normally by crew. 
CERTIFICATES: Registry, tonnage and usual certificates. 
CUSTOMS ALLOWANCES: Daily normal use. 

CARGO GEAR: Normal requirements. Eleven cranes 3 tons up to 
8 tons. 

IDENTIFICATION CARDS: Normal papers. 

CONSULS: None. 

REPAIRS: Repairs afloat by local workshop. 
REPATRIATION: All facilities. 

AIRPORTS: Ostend, Brussels, Antwerp. 

TIME: GMT plus 1 hour. 

HOLIDAYS: Work possible any day. 
POLICE/AMBULANCE/FIRE: Telephone 900. 

TELEPHONES: Only shore telephones. 


AGENTS: Sub-agent of Muller-Thomsen S.A. Antwerp. 


BELIZE: 17.29 N. 88.11 W. 


PORT LIMITS: Usually upon arrival at English Caye Pilot Station 
for vessels arriving from North and East and at anchorage in Belize 
Harbour for vessels arriving from South inside the reef. 
DOCUMENTS: 

Crew Lists - 5 copies for local use plus 10 Spanish copies for 

Consular Clearance. 

Passenger Lists - 5 copies for local use plus 10 Spanish copies 

for Consular Clearance. 

Stores List - 3 copies for local use plus 10 Spanish for Consular 

Clearance. 

Manifests - 8 copies. 

Customs Documents - Clearance for last port and crew declara- 

tion, 

Health Documents - International Declaration of Health plus one 

copy crew vaccination list. 

Ship's Papers and Certificates should be available on request. 
PILOTAGE: A Pilot is always on station at English Caye. They 
are kept informed of ships’ movements by the respective Agents; 
for vessels with no appointed agent, contact can sometimes be 
made with the pilot station on 2182, failing this Belize Customs 
control keep a constant watch on 2750. Vessels consigned to United 
Brands can make contact on 2182 HF or Channel 16 VHF. Various 
small boats are used by and are owned by individual Pilots. 
ANCHORAGES: Depths in harbour anchorage area vary due toa 
natural slope; for example, a vessel drawing 14 ft. can anchor within 
$ mile; 16 ft. 4 mile; 20 ft. 1 mile and so on Southward. Masters should 
refer to Pilot for this information. 

RESTRICTIONS: The Pilots do not consider the Eastern Channel 
lights sufficiently efficient for night-time transit and it has therefore 
become established that no night arrivals and departures are made. 
Recently, however, large modern freighters have insisted on making 
night arrivals using radar with no apparent difficulty. 

MAX. SIZE: With no berths, size and length, within reason is not 
a problem. Tankers bringing oil to the Esso storage depot secure 
to buoys fore and aft. Maximum draft 19 ft. 6 in. 

PRATIQUE: Granted by Customs after boarding in harbour. 
RADIO: Most ships’ Agents man their own radio stations and 
usually stand-by on 2738 HF. Customs stand-by on 2750. United 
Brands-Belize stand-by on 2182 but in addition has frequencies 
1045, 2190, 1400, 2638, 2670, 2738 and 2750 HF, and stand-by on Chan- 
nel 16 VHF with alternative of Channel 6. 

TUGS: Tugs are not normally necessary but small ones are avail- 


able. 
STEVEDORES: Gangs usually require 2 hours notice during 
normal working hours. Work rates average between 3 and 10 tons 
per gang hour and cost: average between U.S. $4.00 and U.S.$7.00 
per revenue ton depending on type of cargo. 
MEDICAL: Hospital facilities are available. Smallpox vaccinations 
required. 
TANKERS: Undersea pipe-line 8 in. in diameter. 

Hand-pump discharging rate 250 to 300 g.p.m., also gravity flow. 
Normal discharge rate 2,000 barrels per hour. 
DENSITY: Density varies with outflow from rivers during wet 
season (July-December). 
FRESH WATER: Very scarce and expensive. Approx. 4 U.S. cents 
per gallon. 
FUEL: Light diesel oil 45/48 available subject to Government appro- 
val. Can be at buoys with 8 in. dia. pipe (reductions to 4 in. available 
or by barge). 
FIRE PRECAUTIONS: None. 
CONSULS: 


United States Lebanon Norway 
West Germany Nicaragua Sweden 
Guatemala Holland Denmark 
Mexico France El Salvador 
Honduras Belgium 


REPAIRS: Only small minor repairs possible. 

SURVEYORS: Lloyds and A.B.S. 

GANGWAY/DECK WATCHMEN: Not required. 

HATCHES: Stevedores open and close hatches except McGregor 


type. 
CUSTOMS ALLOWANCES: 200 cigarettes plus 1 bottle spirits 
(1/5). 
CARGO GEAR: Ship's gear; no heavy lift cranes available. 
REPATRIATION: Possible regular air services to and from Miami, 
New Orleans, Kingston, Jamaica and neighbouring Republics. 
AIRPORT: Belize International Airport 10 miles from Belize City. 
TIME: Normally 6 hours behind GMT. 
HOLIDAYS: Public Holidays: New Year's Day*; Baron Bliss Day 
(9th March); Good Friday; Holy Saturday; Easter Monday*; Queen's 
Birthday (22nd April); Labour Day* (1st May); Commonwealth Day 
(24th May); National Day* (10th September); Prince Charles’ Birth- 
day (14th November); Christmas Day* (25th December); Boxing 
Day* (26th December). 

* No work whatsoever, all other days subject to overtime rates. 
POLICE/AMBULANCE/FIRE: All emergencies dial 90. 
SHORE LEAVE: Possible. 
IDENTIFICATION CARDS: Seaman's book sufficient. 
REGULATIONS: None. 
DELAYS: Discharge and loading operations occasionally delayed 
rs stig (rain) and sometimes by shortage of equipment (barges, 
etc.). 


BERMUDA 


DEVELOPMENTS: None in foreseeable future. 

GENERAL: Starboard anchor usually used to make lee for opera- 
tions on portside. It is necessary for vessels to provide toilet facili- 
ties for stevedores. Feeding of Supervisors and Customs Officials 
is normal. 

AUTHORITY: No Port Authority. 


AGENT: United Brand Company, PO Box 281, 14 Fort St., Belize 
City, Belize, C.A. Tel. 2100. Cables “‘Unibranco Belize’. Radio call 
sign: United Brands, Belize. 


Bermuda 


HAMILTON, (incl. Freeport): 32.17 N. 64.47 W. 


DOCUMENTS: 
Ship's Register. 
Derat. Certificate. 
Clearance previous Port. 
4 Crew Lists. 
4 Passenger Lists. 
2 Provision Lists. 
2 Crew Personal Effects Lists, i.e. cameras, binoculars, cigarettes, 
etc. 
5 copies Cargo Manifest if discharging. 
PILOTAGE: Pilot ordered by Agent on receipt of vessels ETA. 
Pilot boards vessel approximately 2 miles East of Island with St. 
David's Lighthouse bearing 240° true. Boats black hull varnished 
superstructure. 
lf vessel's ETA alters, Bermuda Harbour Radio which in direct 
contact with pilot station can be contacted by VHF Channels 10, 12, 
16, 26. Pilotage is confined to daylight hours only with exception of 
vessels calling for medical aid - some of which handled off-shore. 
ANCHORAGES: Grassy Bay and Great Sound. These anchorages 
are used mainly by passenger liners as they are close to Hamilton 
Harbour and are protected from heavy weather. Also used by large 
vessels carrying out extensive repairs. 
RESTRICTIONS: Restricted by draft of 26 ft. Daylight piloting 
only. 
a SIZE: Largest ship to enter to date, length 690 ft., draft 
26 ft. 
HEALTH: Pratique granted on 24-hour basis and can be obtained 
by wireless by sending message via VRT to “Health Bermuda” 
requesting free pratique be granted. If any suspected disease or fever 
on board advise ‘‘Health” as well as Agent. 
RADIO: Commercial radio station operated by Cable & Wireless 
Ltd., call letters VRT Bermuda. Bermuda Harbour Radio, controls 
channel traffic, call sign ZBM Bermuda. 
TUGS: Tugs normally join vessel in harbour if requested. Tugs not 
compulsory and ordered depending on the size of the vessel and 
weather conditions. Tug's lines used during normal tug operations. 
BERTHING: Dock and tugs are agreed upon between Agent and 
Pilot prior ship's arrival. 
STEVEDORES: Ordered by Agent after receipt of ETA. Average 
discharge general cargo 10 tons per hour. 
VHF: Operated by Bermuda Harbour Radio. Contact on Channels 
10, 12, 16, and 26. 
MEDICAL: No advance notice required for medical attention if 
other than critical cases. First-class hospital facilities available. 
Vaccination certificates required for all seamen. 
TANKERS: Shell Bunkering Berth, Freeport, Ireland 
Discharge lines 8 in. and 10 in. No slop discharge facilities. 
DENSITY: 1025. 
FRESH WATER: Delivered by barge. Order prior arrival to avoid 
delay. 
FUEL: Grades available: Bunker ‘'C” fuel oil, viscosity 100 SSF at 
122° F. Diesel oil. Viscosity 3616 at 100° F. 
GANGWAY/DECK WATCHMEN: Not required. 
Seen eee HATCHES: Usually carried out by steve- 
ores. 
TOBACCO/WINE ALLOWANCE: Custom allows about one 
carton cigarettes and limited amount of spirits per man. 
IDENTIFICATION CARDS: None required. 


Island. 


CONSULS: 
Belgium Netherlands 
Chile Norway 
Colombia Portugal 
Denmark Sweden 
France Switzerland 
Germany (Federal Republic) United States 
Mexico 


REPAIRS: All types minor deck and engine repairs can be carried 
out. Also major temporary repairs. 

DRY DOCKS: Only yacht slipways available. 

REPATRIATION: First-class facilities available for repatriation 
and crew changes. 

AIRPORT: Distance from airport 10 miles. Connections to all 
parts of world. Average 15/20 flights per day. 

TIME: Local time GMT minus 4. Permanent BST in 1974. 
HOLIDAYS: New Year's Day; Good Friday; Commonwealth Day 
(May 24th); Queen's Birthday (celebrated annually in June); Cup 
Match (Thursday and Friday before first Monday in August); Re- 
membrance Day (November 11th); Christmas Day, Boxing Day 
(December 26th). 
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POLICE/AMBULANCE/FIRE: Police 2-2222; Ambulance 2-2000; 
Fire 00. 

TELEPHONES: Can be placed on board vessel when alongside. 
GENERAL: Port of Freeport, Ireland Island, situated in the Port of 
Hamilton at the old British Dockyard is used mainly by the Royal 
Navy and Shell Bunkering. 

AUTHORITY: Harbour Master, Marine and Port Services Dept. 


AGENT: Meyer Agencies Ltd., PO Box 510, Hamilton 5, Bermuda. 
Tel. 1-5988, 1-5989, 1-5912. 

Shipping, Insurance, Travel Agents. Marine repairs, tug and barge 
operators, stevedoring operators. 


ST. GEORGE’S, 32.22:5 N. 64.41 W. 


DOCUMENTS: 

Ship's Register. 

Derat. Certificate. 

Clearance previous port. 

4 Crew Lists. 

4 Passenger Lists. 

2 Provision Lists. 

2 Crew Personal Effects Lists, i.e. cameras, binoculars, cigarettes, 

etc. 

5 copies Cargo Manifest if discharging. 
PILOTAGE: Pilot ordered by Agent on receipt of vessel's ETA. 
Pilot boards vessel approximately 2 miles East of Island with St. 
David's Lighthouse bearing 240° true. Boats black hull, varnished 
superstructure. If vessel's ETA alters, Bermuda Harbour Radio which 
in direct contact with pilot station can be contacted by VHF Channels 
10, 12, 16, 26. Pilotage day or night. 
ANCHORAGES: (a) Five Fathom Hole, located at Eastern end of 
Island and is point where Pilots embark/disembark. Used by vessels 
not required to enter or those awaiting daylight. (b) Murray's Anchor- 
age, used instead of Five Fathom Hole during times of heavy weather 
(daylight hours only). Also, by vessels unable enter St. George's 
Harbour and wishing take on water, carry out repairs, etc. A stand-by 
anchorage for vessels waiting berth at Esso oil bunkering pier and 
for vessels leaving this pier and awaiting daylight. (c) St. George's 
Harbour, when weather conditions such that Five Fathom Hole and 
Murray's Anchorage unsuitable to land ill/injured persons vessel 
proceeds directly to St. George’s Harbour and anchors. 
RESTRICTIONS: Entry to St. George’s Harbour restricted by draft 
of 30 ft. Murray's Anchorage restricted by draft of 38 ft. 
MAX. SIZE: Largest ship to enter to date — length 628 ft. However, 
size controlled by maximum draft of 30 ft., displacement and weather 
conditions. 
HEALTH: Pratique granted on 24 hour basis and can be obtained 
by wireless by sending message via VRT to “Health Bermuda” 
requesting free pratique be granted. If any suspected disease or 
tever on board advise Health as well as Agent. 
RADIO: Commercial radio station operated by Cable & Wireless 
Limited, call letters VRT Bermuda. Bermuda Harbour Radio, controls 
channel traffic, call sign ZBM Bermuda. 
TUGS: Tugs normally join vessel in harbour if requested. Tugs not 
compulsory and ordered depending on the size of the vessel and 
weather conditions. Tug's lines used during normal tug operations. 
BERTHING: Dock and tugs agreed upon between Agent and Pilot 
prior ship's arrival. 
STEVEDORES: Ordered by Agent after receipt of ETA. Average 
discharge general cargo 10 tons per hour. 
VHF: Operated by Bermuda Harbour Radio. Contact on Channels 
10, 12, 16, and 26. 
MEDICAL: No advanced notice required for medical attention if 
other than critical cases. First-class hospital facilities available. 
Vaccination certificates required for all seamen. 
TANKERS: Esso Oil Pier: Discharge lines 8 in. and 10 in. No slop 
discharge facilities. 
DENSITY: 1025. 
FRESH WATER: Delivered by barge. Order prior arrival to avoid 
delay. 
FUEL: Grades available: Bunker “C" fuel oil, viscosity 122 SSF at 
122° F. Diesel oil, viscosity 3616 at 100° F. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Usually carried out by the 
stevedores. 
TOBACCO/WINE ALLOWANCE: Customs allow about one 
carton cigarettes and limited amount spirits per man. 
IDENTIFICATION CARDS: None required. 


CONSULS: 
Belgium Netherlands 
Chile Norway 
Colombia Portugal 
France Sweden 
Germany (Federal Republic) Switzerland 
Mexico United States 
Denmark 


REPAIRS: All types minor deck and engine repairs can be carried 
out. Also major temporary repairs. 

DRY DOCKS: Only yacht slipways available. 

REPATRIATION: First-class facilities available for repatriation 
and crew changes. 

AIRPORT: Distance from airport two miles. Connections to all 
parts of world. Average of 15/20 flights per day. 

TIME: Local time GMT minus 4. Permanent BST in 1974. 
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HOLIDAYS: New Year's Day; Good Friday; Commonwealth Day 

(May 24th); Queen's Birthday (celebrated annually in June); Cup 

Match (Thursday and Friday before first Monday in August); 

Remembrance Day (November 11th); Christmas Day; Boxing Day 

(December 26th). 

ihe msn nm hy 2 Police 3-9124; Ambulance 2-2000; 
ire 00." 

TELEPHONES: Can be placed on board vessels when alongside, 

GENERAL: Esso Oil Berth, within Port of St. George, is purely a 

bunkering and petroleum discharge pier situated on the Southern 

side of Murray's Anchorage. 

et wah BN Harbour Master, Pilot Station, Fort George, St. 
eorge. 


AGENT: Meyer Agencies Ltd., PO Box 48, St. George's 1, Bermuda. 
Tel. 7-1255 (6 lines). Telex 3361 Meyerco BA. 

Shipping, Insurance, Travel Agents. Marine repairs, tug and barge 
operators, stevedoring operators. 


Brazil 


GENERAL: Operators and Masters of Liberian flag vessels should 
consult Agents well in advance respecting requirements for endorse- 
ment of seamen's books or passports. 


ANGRA DOS REIS: 23.01 S. 44.18 W. 


DOCUMENTS: See “Rio de Janeiro”. 

PILOTAGE: When requested by the Agents, a pilot launch meets 
incoming ships off the automatic lighthouses of Itacuatiba and the 
Lage Branca, depending on whether the ships approach from the 
East or West, respectively. 

ANCHORAGES: In the Bay of Ilha Grande; approximately midway 
between the ports of Rio de Janeiro and Santos; offering excellent 
anchorages, amongst which may be mentioned: Enseada das Estrélas, 
Enseada do Abraao, Enseada das Palmas, Enseada Sitio Forte, and 
Enseada de Aracatiba. 

The inspection area of the port health, federal receipt and maritime 
police authorities is covered by a radius of 300 m. around the point 
of co-ordinates 23° 00’ 42” S., 44° 18° 41” W. 

Anchorage for vessels of more than 31 ft. draught and 10,000 g.r.t. 
23° 01’ 54” S., 44° 19’ 18” W. 

Anchorages for vessels of less than 31 ft. or 10,000 g.r.t. 23° 00’ 
48” S., 44° 18’ 30” W. 

RESTRICTIONS: The Bay of Ilha Grande possesses two entran- 
ces, from the East and the West, permitting immediate access to the 
Port of Angra dos Reis from the direction of Rio de Janeiro or the 
Port of Santos, without any change of course. Both access channels 
are adequately marked, enabling ships of up to 14 metres draft to 
navigate in complete safety as far as the port basin about one mile 
from the wharf, where they may lie at anchor and take on cargo 
from tenders tied up alongside. There is another basin with a mud 
bottom even nearer the wharf, permitting anchorage and docking 
manoeuvres for ships of up to 10 metres draft. 

HEALTH: Port doctor visits all ships on arrival and requires Mari- 
time Declaration of Health, Deratisation Certificate, 2 Crew Lists. 
Vessels from another Brazilian port automatically receive free 
pratique and should not fly Quarantine Flag. If suspected disease 
or fever on board it is advisable to cable Agent before arrival. 
TUGS: Available: 4 tugs of up to 600 h.p. 

BERTHING: A wharf 1,300 ft. in length, with 1,050 ft. available for 
tying-up. The wharf is being extended 600 ft. and will be dredged the 
phat length of the quay so as to receive ships of up to 10 metres 
draft. 

CARGO FACILITIES: Two grain suckers each with capacity of 
60 tons per hour. Two electric cranes of 5 tons capacity, three electric 
cranes of 1-5 tons capacity. One moveable gantry for 20 tons weight, 
two moveable gantries for 9 tons weight. 

MEDICAL: All facilities available. If doctor needed on arrival of 
making emergency call to land sick persons, cable ETA 12 hours 
before arrival. 

FRESH WATER: Available. Vessels can be provided with up to 
50 tons. Connection is 4 in. Pressure greater at night. 

FUEL: No facilities for supplying large vessels. Small vessels can 
be supplied with diesel oil. 

REPAIRS: Various mechanical workshops for the execution of 
shipboard repairs, equipped with lathes, presses, planes, electri¢ 
and acetylene welding, drills, power-saws and grindstones, etc. The 
big shipyards of Verolme are situated in the Bay of Jacuecanga, neaf 
the port of Angra. 

CUSTOMS ALLOWANCES: For each crew member, 2 cartons of 
cigarettes and one bottle wine or spirits. 

WATCHMEN: Gangway watchmen strongly recommended for any 
vessels working cargo with shore labour on board. Watchmen from 
shore not necessary for coal, iron ore and oil cargoes. 
CONSULS: There are no Consuls in this port. They are situated it 
Rio de Janeiro. 

TIME: The local time is GMT minus 3 hours. 

HOLIDAYS: 1st January; 1st May; 29th June; 7th September 
8th December; 25th December; 31st December. 

AUTHORITY : Capitania dos Portos em Angra dos Reis. Almiranté 
Julio Cesar de Noronha, 39. Angra dos Reis. 


ARATO 12.48 S. 38.27 W. 


Situated in AratG Bay to the North of Salvador. The portis expected 
to commence operations in December 1974. Solid bulk cargoes will 
be handled. Initial draft alongside 12 metres to be increased to 20 
metres at a later stage. 


BELEM: 1.25 S. 48.25 W. (See Plan) 


PORT LIMITS: Subject to Charter Party Terms, vessel normally 
considered an “arrived ship’ when at Val-de-Caes anchorage, 
Icoaraci anchorage, or alongside the quay. 

DOCUMENTS: 

6 copies of Crew List. 

6 copies of Passenger List. 

3 copies of Stores List. 

2 copies Crew Declaration. 

2 copies each of Information sheets, containing information 
required by (a) Maritime Police, (6) Custom’s Authorities, (c) 
Port Health Authorities. 

Manifests, etc., issued in sealed envelope addressed to the 
Custom's by the Brazilian Authorities in port of loading. Vessels 
also issued with a document to be handed to Custom’s commencing 
with first port of loading, and each port thereafter, for each port of 
call in Brazil. 

PILOTAGE: Pilot usually ordered through vessel's Belem Agent, 
ETA at least 72 hours in advance and confirming not less than 
24 hours prior to arrival. Vessels can apply direct to pilot station (on 
condition that local radio station is operating). Telegraphic address 
“Praticagem - Salinopolis”, and call sign of Salinopolis (or Salinas) 
radio station is PPL. Pilot boards at a point 7 miles North of Salinas 
lighthouse; a red motor-launch is used. Launch carries a red flag 
with a black P; it also has a black P painted on each side and on 
cabin roof. If pilot boat not in position on arrival of vessel, position 
7 miles North of the light is a safe anchorage. Masters who do not 
know area should approach Salinas with caution. 

ANCHORAGE: Vessels with a draft greater than 26 ft. anchor off 
lcoaraci, 7 miles from the port where they work cargo. 

Vessels that are impounded anchor off Val-de-Caes. 

Vessels undergoing repairs anchor off the Naval base dock at 
Val-de-Caes. 

Vessels with a draft of less than 26 ft. anchor at Val-de-Caes. 
Co-ordinates: 01° 24’ 01” S., 48° 30’ W., 01° 21’ 03” S., 48° 29’ 03” W. 
and 01° 08’ 09” S., 48° 28’ 03” W. 

Between Icoaraci and Val-de-Caes, there is a shallow spot at 
Tapana, which ships should approach with caution, although bottom 
is soft mud and sand. 

BERTHING: Length of quay 1,982 metres. 

Depth alongside; 

Warehouse Nos. 1-3 10-5-16 ft. at low water. 

Warehouse Nos, 5-8 16:5-20 ft. at low water. 

Warehouse Nos. 11-12 20-5-21 ft. at low water. 

CRANES: 20 electric cranes of the locomotive type: 5 of 3 tons, 
39 of 3-2 tons 3 of 5tons,2 0f6-3tons,1 of 12‘5tons (serving warehouses 
1 to 8). 2 fixed steam cranes: 1 of 20 tons and 1 of 25 tons (serving 
warehouses 11 to 12). 

CARGO FACILITIES: Grain storage capacity of 6,387,770 cubic 
metres. One grain sucker with capacity of 30 tons per hour. 
TANKERS: Atoil terminal of Miramar (Val-de-Caes), vessels of the 
Shell ‘'H'' class (18,000 tons dw) may berth or unberth at any state 
of the tide, subject to draft. Maximum depth alongside berth at low 
water 26 ft., the same as that of approach channel. Mooring at this 
berth is to buoys inside the line of the “'T" jetty. 

HEALTH: Maritime Police, Customs and Port Health board vessel 
on arrival at whichever anchorage is used, or alongside. Pratique 
granted on the presentation of documents. If port not first Brazilian 
port of call, Port Health Authorities not required, although Police and 
Customs will still board. After first Brazilian port, Port Health only 
required in cases of illness or death. The use of quarantine 'Q” 
flag not necessary. 

RADIO: No VHF facilities in the area. Suggested that ship contacts 
Belem Agent through Barbados Radio, and this is also usual way 
that vessels are contacted by Belem. An alternative to Barbados 
Radio is the United States radio station at Chatham, Virginia. 
TUGS: Tugs in area are small, underpowered and useless for 
berthing or unberthing. Brazilian Navy maintains four deep-sea tugs 
(Corvettas), for use in cases of extreme emergency. 
STEVEDORES: Stevedoring gangs for day shifts 0630 and 1230 hrs. 
and 1630 hrs. for night shift. Loading and discharging rates excep- 
tionally good, particularly if vessel working at anchorages into 
lighters. Any delays to vessels alongside can usually be put down to 
the lack of official clearances in case of loading export cargo. 
MEDICAL: Notice of required medical assistance should always be 
given in advance. There are a number of first-aid posts for minor 
complaints. Vaccination Certificates for smallpox are essential, and, 
although not required officially, yellow fever vaccinations recom- 
mended. 

DENSITY: Strong outflow of Amazon and its tributaries is such 
that water at Salinas is only semi-salt. In the river itself, the water 
becomes slightly brackish, and half way to Belem, is absolutely fresh. 
FRESH WATER: Fresh water only obtainable alongside main quay, 
and not at oil berth. It should be well chlorinated before use for 
drinking. Boiler water may be taken direct from the river at a point 
named Capim, near the entrance to Marajo Bay. 

FUEL: Available, but due to Brazilian Custom’s laws, as much 
advance notice as possible should be given in order to obtain correct 
documentation. A minimum of one weeks’ notice recommended. 


BRAZIL 


GANGWAY/DECK WATCHMEN: The employment of gangway 
watchmen recommended. 

HATCHES: Hatches normally opened and closed by stevedores, 
but if it is raining they are inclined to shelter before closing. 
CUSTOMS ALLOWANCES: Custom's Authorities do not nor- 
mally search ship's crews, and reasonable quantity can remain in 
the possession of crew members. However, no attempt should be 
made to take more than a reasonable amount ashore. 

IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card on which is a photo- 
graph of holder and personal details. These cards are provided by 
the Agent upon arrival. The identity card must be delivered on dis- 
embarkation to the Federal Police who will return it to the crew mem- 
ber on re-embarkation. 


CONSULS: 
Belgium Holland Republic of 
Bolivia Italy Dominica 
Colombia Japan Spain 
Costa Rica Mexico Sweden 
Denmark Norway United States 
France Peru Uruguay 
Great Britain Portugal Venezuela 


REPAIRS: Deck and engine repairs of all types can be carried out 
by the Brazilian Naval Dockyard, or by repair shops of the Companhia 
Docas do Para. 

DRY DOCKS: At Naval Base, there is a dry dock measuring 730 ft. 
by 74 ft. with a depth over the sill of 25 ft. There are also several small 
floating docks, but they are not adequate for sea-going vessels. 
REPATRIATION: There are three international flights each week 
from Belem. Miami 1 flight per week, Wednesday. New York 2 flights 
per week, Monday, Friday. In addition, daily flights to Rio de Janeiro. 
Airport of Val-de-Caes is about four miles from the city centre. 
TIME: Local time GMT minus 3 hours. Summertime (1 Dec.-28 Feb.) 
GMT minus 2 hours. 

HOLIDAYS: New Year's Day (ist January); Carnival (variable); 
Labour Day (1st May); Corpus Christi (25th May); Independence Day 
(7th September); All Souls’ Day (2nd November); Proclamation of 
the Republic (15th November); Christmas Day (25th December). 
Work could be carried out on these days, but costs would be 
prohibitive. 

POLICE/AMBULANCE/FIRE: Maritime Police 234996; Ambulance 
222523; Fire Brigade 23-3119. 

TELEPHONES: Telephones can be put on board vessels alongside 
main quay, but this facility is seldom used, Belem telephones being 
extremely erratic and unreliable. 

AUTHORITY: Captain of the port, Rua Gaspar Viana No. 375. 
Belem. 


AGENT: Agencias Mundais SA, Avenida Presidente Vargas 119, 
CP 190, 66000 Belem, Para. Cables: Amsanav Belem. Tel. 23-4013. 


CABEDELO: 6.58 S. 34.50 W. 


DOCUMENTS: See “Recife”. 

PILOTAGE: Contact Pilot's Headquarters by radio via vessel's 
Agent located at Jodo-Pesséa (24 kilometres from Cabedelo). As no 
radio station available at Joao-Pess6a or Cabedelo such messages 
are usually relayed by Olinda Radio PPA — Fortaleza Radio PPC - 
Amaralina Radio PPA - or Rio Radio PPR. All messages are 
delivered by National Telegraph — Telegrafo Nacional. Pilots main- 
tain day and night watch from Cabedelo beach. Pilots’ launches 
painted red with capital “P"’. 

ANCHORAGE: The inspection area of the Port Health, Federal 
Receipt and Maritime Police authorities is that covered by a radius 
of 185 metres around the point of co-ordinates lat. 06° 58’ S. and long. 
34° 58’ W. 

Anchorage for vessels of more than 10,000 g.r.t. —- inner maritime 
area limited by the circle 185 m. distant around the point of co- 
ordinates: lat. 06° 58’ S. and long. 034° 58’ 08” W. 

Vessels impounded or requiring considerable repairs —- vessels 
of more than 5,000 g.r.t. at the point of co-ordinates: lat. 06° 58’ 10” S., 
long. 34° 51’ W., in acircle distance 1 mile around this point. Vessels 
of less than 5,000 g.r.t. in a circle distance $ mile around the point of 
co-ordinates: lat. 06° 58’ 48” S., long. 34° 50’ 18” W. 
RESTRICTIONS: For Masters calling at Cabedelo for first time 
it is preferable not to enter during darkness. 
wee pee Max. length 200 metres, draft spring tide 23 ft., neap 
tide 21 ft. 

HEALTH: If Master suspects contagious disease aboard he must 
report to Agent who will contact Brazilian Health Authorities at 
Joao-Pesséa. 

TUGS: No tugs are available. 

BERTHING: Safe drafts at bar entering or sailing: spring tide 23 ft., 
neap tide 21 ft. Berthing takes place in accordance with vessel's 
draft. Master must always give Agent vessel's draft arriving off 
Cabedelo. Length of quay, 600 m. depth alongside 5-8 m. 
STEVEDORES: Advise Agent ETA at Cabedelo 48 hours prior 
to arrival to make arrangements with dock and stevedores for dis- 
charging or loading. 

MEDICAL: For urgent cases recommended that vessel call at Recife 
instead of Cabedelo as Recife has better facilities. If vessel must 
enter patient will be removed to Jodo-Pess6a Hospital as no hospital 
available at Cabedelo. 

TANKERS: Cabedelo not a loading port for petroleum products. 
Messrs. Esso-Brasileira de Petroleo, have tanks for reception of 
gasolene and other petroleum products which are carried by Brazilian 
fleet of Tankers ‘Fronape” - Frota Nacional de Petroleiros. At 
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Cabedello only berth No. 1 is suitable for discharging petroleum 
products or to bunker vessels since pipeline is only connected to 
berth No. 1. Tankers enter and sail during dark hours from Cabedelo. 
DENSITY: Varies from 1020 to 1025 at high water. 
FRESH WATER: Supplied by pipe-line alongside quays at rate 
of 50 cubic metres per hour. 
FUEL: Available. Suppliers Messrs. Esso-Brasileira de Petroleo. 
Pipe-line at berth No. 1 where vessels can bunker alongside. Pipe- 
line fuel oil, 8 in.; pipe-line diesel, 8 in. 
DEVELOPMENTS: The port is being dredged to allow vessels 
with 33 ft. draft to enter. 
GANGWAY/DECK WATCHMAN: Watchmen available. Also the 
hours of work agree except that Captains have option to choose 
suitable times when their services are required. 
OPENING/CLOSING HATCHES: By stevedores. Crew assist 
when stevedores not familiar with modern hatches. 
CUSTOMS ALLOWANCES: One carton cigarettes per crew 
member at Customs discretion and one bottle of whisky or any other 
kind of spirit, subject to Customs discretion. 
IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card on which is a photograph 
of holder and personal details. These cards are provided by the 
Agent upon arrival. The identity card must be delivered on disembar- 
kation to the Federal Police who will return it to the crew member 
on re-embarkation. 
CONSULS: 

Vice-Consulate of the Netherlands Tel. 4079 

Vice-Consulate of France 1» ©4588 

Vice-Consulate of Portugal » ©4243 
Other consulates at Recife 110 kilometres from Jodo-Pess6éa about 
2 hours by road. 
REPAIRS: Minor repairs only. 
DRY DOCKS: None. 
REPATRIATION: Repatriation can be arranged via Recife or 
direct from Jodo-Pesséa to Rio de Janeiro. No direct Air Service 
from Jodo-Pesséa available for foreign destinations. 
AIRPORT: 9 kilometres from Jodo-Pess6éa. Small Airport utilised 
by National Lines whose planes make regular calls. 
TIME: 1 April-—31 Oct. GMT minus 3, Nov. 1-31 Mar. GMT minus 2. 
HOLIDAYS: For holidays see ‘Recife’. Work is possible during 
holidays and Sundays provided the Dock Administration and 
Stevedores are advised in anticipation say 24 hours before com- 
mencement. Usually on Good Friday, Christmas day and Indepen- 
dence day work at the Cabedelo dock is not obtainable. Same 
applies to the third Day of Carnival. 
POLICE/AMBULANCE/FIRE: Police (located at Joao-Pesséa) 
4848. Cabedelo has a small Police Station but no telephone available. 
Ambulance (located at Jodo-Pess6a) 4065 and 4076 (24 kilometres 
from Cabedelo). Fire Brigade (located at Jodo-Pess6a) 4212. 
TELEPHONES: No facilities for placing telephones on board. 
AUTHORITY: Delagacia de Capitania de Porto Cabedelo. Rua 
Barao do Triunfo, 372 - Joao Pesoa - PB. 


AGENT: Thom & Company Limited, Rua Maciel Pinheiro, No. 2, 
Joao Pessoa-Paraiba. Cables: Thom-Joao Pessoa. Tel. 5062. 


CARMOPOLIS: 11.00 S. 37.04 W. 


LOCATION: Terminal Maritimo de Carmopolis, Tecarmo, operated 
by Petroleo Brasileiro SA, Petrobas, is located in the Atalaia Beach, 
lat. 11° 00’ 30” S. 37° 04’ 00” W. in Aracaju City, capital of the State of 
Sergipe. 

DOCUMENTS: 

3 Crew Personal Effects Lists. 

3 Crew Lists. 

3 Stores Lists (engine stores, deck stores, provision stores, 

cabin stores, bonded stores). 

PILOTAGE: All manoeuvres will be undertaken by the vessel's 
Master, with the help of a Carmopolis Mooring Master, who will 
board the vessel in the anchorage area and advise the Master on all 
operations such as mooring, connecting hoses, unmooring, loading, 
etc. It is important to emphasise that the services of the Mooring 
Master are afforded without charge and upon the express under- 
taking and condition that Petrobras shall not be liable for any damage 
or injury resulting from any advice, assistance or actions given or 
made by such Mooring Master. In the event it becomes necessary 
to disregard the Mooring Master's advice, in order to ensure safety 
of the vessel, the Master must forward a full written report of the 
circumstances for delivery to the Captain of the Port through the 
Terminal. It is the responsibility of the Master to notify the Mooring 
Master of any special conditions or peculiarities such as defective 
navigation equipment, tackle, gear or lack of necessary equipment 
which might impose hazards related to handling, mooring and load- 
ing the vessel. 

Vessel must be moored to the entire satisfaction of the Mooring 
Master. 

Unsatisfactory conditions will be reported to the Superintendent 
of the Terminal, who is empowered to reject the ship for future calls 
unless the reported difficulties haye been remedied. 
APPROACHES: When approathing the terminal, as well as the 
landmarks (Aracaju Light), there are also three fixed lighted plat- 
forms, located in the following positions, and can be visible in clear 
weather for a distance of 22 miles: 

P4: 11° 00.23 S. 36° 56.03 W. 
D8: 11° 09.46 S. 37° 03.15 W. 
S25: 11° 00.23 S. 36° 51.56 W. 
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When for the first time approaching, and during night hours, 
contact can be made with the platforms, which maintain VHF 
Channel 16, and certain information can be obtained regarding 
anchorage, berthing time, etc. 

ETA: Vessels bound to Aracaju or Tecarmo should transmit 
directly to ‘‘Fronape Rio" (PPA 25) a message informing vessel's 
name, flag, port of registry, classification, gross and net tonnage, 
horsepower, speed, number of crew, Owner's and Master's name, 
ANCHORAGE: Due to the peculiar conditions of the terminal, 
mooring should be undertaken at daylight only. For vessels arriving 
at night, the advisable anchorage is in position: Lat. 11° 03’ 00” S, 
Long. 36° 59’ 00” W. 

Anchorage may be obtained in a depth from 13 to 15 fathoms East 
or E.S.E. from the mooring buoys, and at a distance of one mile, 
The bottom is a good holding ground. 

Anchoring is prohibited West and South-west of the terminal due 

tothe existence of pipe-lines, which are newly laid down and unmarked 
on the charts. Strong currents prevailing along the coast line, which 
occasionally attain rates up to three knots. 
RADIO: Vessels bound for Terminal Maritimo de Carmopolis 
should advise their ETA 48 hours prior to arrival, direct to PPA 25 
(8,492 kHz, Petrobras own radio station) as well as to Agent in 
Aracaju (through Rio Radio, Olinda Radio or Amaralina Radio), 
In turn, these stafions will send messages to the terminal. 

ETA should be in local time, giving name of vessel, Master's 
name, number of crew, net tons, gross tons, nationality and dwt, 

pele al oh or change of ETA should be cabled 24 hours before 
arrival. 

When vessel is within about 50 miles of the terminal, contact may 
be made by VHF radio-telephone on Channel 16 (156-80 mHz) or 
SSB (2-182 kHz). 

MAX. SIZE: Tankers up to 65,000 dwt. can be accommodated, 
Max. draft 15 metres. 

TUGS: There are no tugs available to assist berthing and un- 
berthing. 

BERTHING: The terminal consists of one berth (six buoys) desig- 
ned for loading crude oil. The berth is located 7,150 metres from the 
shore. Loading of vessels is effected by one 26-in. submarine pipe- 
line. 

Maximum permitted draft for the terminal is 15 metres in order to 
ensure a safe bottom clearance, even under extreme operating sea 
conditions. 

Amidships derrick or crane capacity must not be less than 5 tons, 
so that hose can be hoisted and connected. 

HOSES: There is a submarine pipe-line from shore installations 
direct to the terminal, which are divided into two flexible hoses long 
enough to reach the ship’s manifold. Usually, only one hose is 
connected, of 10 in. diameter, from which 19,000 bbls. is the maximum 
loading rate. Shore labour used to connect hoses. Hoses are lifted 
on the starboard side. 

MEDICAL: Medical treatment and/or hospitalisation, if required are 
provided at Aracaju private hospitals. Dentists are also available 
in Aracaju. Agent will make such arrangements. 

For emergency cases (injury etc.), Petrobras first aid may be 
requested by the master. 

MOORING: Vessels moor using both anchors forward with two 
lines from the port bow to No. 2 mooring buoy and from the stern run 
8 to 10 ropes to the buoys, depending upon weather conditions ané 
strength of currents. 

BALLAST: No slop facilities are available for dirty ballast. 

Brazilian Laws are very strict with regard to the pollution of coastd 
waters. Vessels are not allowed to discharge dirty ballast into the 
water. Heavy fines are imposed for violations. To offenders, fines 
will be charged (besides resulting delays) according to the ship's 
tonnage. 

WEATHER: During winter months, weather conditions are no 
favourable. Heavy swell prevailing at the sea berth from S./SE 
direction which causes a continuous rolling on the ship during the 
whole time of loading operations. The terminal is only sheltered from 
the North to West, and W.S.W. winds which are very rare during 
the winter months. 

CARGO: The cargo is called Sergipano Crude Oil of an averagt 
API 25, temp. 90° F. No heating required. 

FUEL: No bunkers available at Aracaju Terminal. 

FRESH WATER: No water available. 

AIRPORT: There is an airport at Aracaju. 

CUSTOMS ALLOWANCES: Brazilian Laws are strict with regart 
to smuggling, and Masters are requested to instruct their crew no 
to retain cigarettes in carton lots, cigars, tobacco, alcoholic drinks 
drugs, souvenirs, etc. 

By no means will any commercial transactions be tolerated bt 
it either among terminal employees, crew members or anyone els® 
AUTHORITY: Petroleo Brasileiro S.A. 


FORTALEZA: (including Mucuripe), Ceara: 
03.41 S. 38.32 W. 


PORT LIMITS: From the end of the mole on a true bearing of 23 
to the meridian of 38° 29.8’ W., thence to the coast. 
DOCUMENTS: Nautical Police 

2 Lists of Crew from the last port. 

2 Passenger Lists (if there are no passengers, 2 lists declaring ™ 

existence). 

Pass to the Nautical Police from the last port. 
Captain of Port 

Registration Certificate. 
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Radio Telegraphy Certificate (up to date). 

Security and Equipment Certificate. 

Freeboard Certificate. 

Construction Certificate. 

Port Health 

Extermination of Mice and Rats Certificate 

Vaccination Certificates of all personnel (passengers and crew). 

Declaration of Nautical Health or Health Certificate. 

List of Crew. 

Passengers List in transit or disembarked whenever it occurs. 
Custom-House 

Crew List. 

Crew Personal Effects List. 

Passengers List. 

List of Stores and Provisions. 

Declaration of Luggage when there are passengers. 

Cargo Manifest. 

Negative Certificate of Cargo from the ports schedule when not 

carrying freight to Fortaleza. 

Pass of the Custom House from last port. 

Merchant Navy Superintendency 

Manifest (3 copies). 
Administration of Ports 

Manifest (1 copy). 
Superintendence of State 

Manifest (2 copies). 

PILOTAGE: By Associa¢ao de Praticagem do Pérto de Fortaleza. 
Address: Rua Dragao do Mar, 372. Tel. 212088. The Pilots board 
ships about 0-5 miles N.W. from the breakwater, call by International 
Code Signals. 

Pilot may be ordered through the vessel's Agent or Fortaleza 
Radio (PPC). One hour before arrival specifying time of arrival and 
from which point the Pilot is required. 

RESTRICTIONS: Entrance channel Length 1,000 metres, width 
150 metres, depth 8 metres. 

MAX. SIZE: Up to 27 ft. draft depending on the tide. 

HEALTH: The inspection area for Port Health and the other 
authorities is within 1,430 metres of position 03° 42’ 24” S., 38° 29’ 
18° W. 

All ships must be visited by Port Health Inspector. If vessel has 
passengers in transit for another Brazilian port, another visit will 
be required at port where passengers disembark. If ship's health 
condition satisfactory, Inspector will give free pratique immediately. 
Radio pratique available if Master able declare satisfactory health 
condition before arrival. Free pratique is valid for subsequent ports 
in Brazil. 

If there is a crew member to be hospitalised, the Health Inspector 
will issue pass to hospital on request of Master or Agent who will 
be made responsible for all expenses incurred. 

Inoculations for International Certificates can only be given by an 
employee of the Port Health Authority. 

Ships are inspected by Custom House and Health personnel at the 
anchorage. 

TUGS: One tug available. 

BERTHING: 1,116 metres of berthing length. Berths for five vessels. 
One grain elevator, capacity 150 tons per hour. Four lighters available 
capacity up to 70 tons each. 

Berth No. 1. 106 metres long, 18 ft. deep. 

Berth No. 2. 150 metres long, 20 ft. deep. 

Berth No. 3. 170 metres long, 22 ft. deep. 

Berth No. 4. 530 metres long, 25 ft. deep. 

Berth No. 5. 160 metres long, 33 ft. deep. 

Vessels are advised to take a Pilot and use a tug if available due 
to the peculiar port variations. 

CRANES: Twelve cranes available with capacity from 12 to 15 
tons. One crane (Bucyrus) with maximum capacity 25 tons and 
horizontal extention of 11 metres. 

FRESH WATER: Nine hydrants on the quay spaced 50 to 80 metres 
apart. 

FUEL: Boiler fuel available from seven connections spaced along 
the quay. Diesel oil is available by road tanker. 

REPAIRS: Two workshops available for machinery repairs. No 
electronic repairs possible. 

TELEPHONES: Available on board through the Ceara Dock Co. 
CONSULS: None at Fortaleza. 

IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card, on which is a photo- 
graph of holder and personal details. These cards are provided by 
the Agent upon arrival. The identity card must be delivered on dis- 
embarkation to the Federal Police who will return it to the crew mem- 
ber on re-embarkation. 

REPATRIATION: Can be arranged. 

AIRPORT: Only internal services from local airport. 
POLICE/AMBULANCE/FIRE: Maritime police tel. 24.14.94; Am- 
bulance 21.34.34 and 21.22.22; Fire 23.13.81. 

SHORE LEAVE: Allowed under control of maritime police. 
AUTHORITY: Companhia Docas do Ceara, PO Box 1099, Forta- 
leza, Ceara, Brazil. 


ILHEUS: 14.49 S. 39.00 W. 


DOCUMENTS: From each loading port vessel must have a full 
manifest signed by the Agent (each page countersigned), plus 1 copy 
of each Bill of Lading all contained in a sealed envelope addressed to 
Customs. Any amendments to the manifest must be made before 
vessel arrives at destination and Agent's signature is to be legalised 
by local Chamber of Commerce or other authority. If vessel has 
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called at any port and not loaded cargo, a negative cargo declaration 
is to be presented on arrival. Other documents required: 

General Declaration. 

Deratisation Certificate. 

Maritime Declaration of Health. 

12 Crew Lists. 

3 Stores Lists. 

3 Personal Effects Lists. 
PILOT: Call by flag signal. Locality of pilot station marked on chart 
Type of boat: sailing. 
ANCHORAGE: Marked on charts. 
RESTRICTIONS: Vessel must wait daylight for pratique. 
HEALTH: Port doctor visits all ships on arrival and requires Mari- 
time Declaration of Health, Deratisation Certificate, 2 Crew Lists. 
Vessels from another Brazilian port automatically receive free 
pratique and should not fly Quarantine Flag. If suspected disease 
or fever on board it is advisable to cable Agent before arrival. 
MEDICAL: All facilities available. If doctor needed on arrival or 
making emergency call to land sick persons, cable ETA 12 hours 
before arrival. 
TUGS: Three private companies own tugs. 
BERTHING: Presently berth for only one vessel. Port still under 
construction. Loading/discharge by cranes. 
STEVEDORES: Arranged by Agent. 
TANKERS: Terminal owned by Frota National de Petroleiros. 
Buoy mooring. 
FRESH WATER: Not available. 
FUEL: Not available. 
DEVELOPMENTS: Port will be completed in two years. 
WATCHMEN: Compulsory. 
HATCHES: By stevedores. 
CUSTOMS ALLOWANCES: Only sufficient tobacco for daily 
use. No alcohol to be taken ashore. 
CARGO GEAR: Ship's gear used. 
IDENTIFICATION CARDS: Necessary to go ashore. 
CONSULS: Only in city of Salvador. 
REPAIRS: Workshop belonging to Port Administration. Minor 
repairs only. 
REPATRIATION: Can be arranged. 
AIRPORT: Situated near port. 
HOLIDAYS: Work can be arranged on all holidays. 
POLICE/FIRE/AMBULANCE: Police tel. 2530; Ambulance 2417. 
TELEPHONES: No connection to vessels can be made. 
SERVICES: Diving service available. 
SHORE LEAVE: Aliowed with identity card. 
AUTHORITY: Delegacia de Capitania dos Portos, do Estado da 
Bahia em Ilheus. 


ITAJAI: 26.56 S. 48.38 W. 


DOCUMENTS: Direct from Foreign Port: 

3 Crew Lists. 

3 Passenger Lists. 

3 Crew Personal Effects Lists. 

3 Stores Lists. 

From other Brazilian port: 

1 Custom Clearance from previous port. 

1 Crew Personal Effects List visaed by Customs in previous port. 

2 Personal Effects Lists to be visaed by the Customs; one will be 

returned to be presented in next port. 

1 Store List, visaed by Customs in previous port. 

2 Stores Lists to be visaed by Customs, one of which will be 

returned to be presented in next Brazilian port. 
PILOTAGE: To await or to receive Pilot, anchor from 4 to 2 miles 
distant from South light of entrance of bar. 

Pilot Service does not have radio or VHF; any telegram can be 
addressed to Pilots Service in Itajai (Servico de Praticagem-ltajal), 
but customary to send all advices to Pilot Service via Agents. 

Pilot Service has three launches painted red with a “P" on side 
and on funnel. Launches always anchored inside port. In case of 
bad weather, vessel must wait for instructions in Porto Belo bay, 
South of this port, and in case of bad weather on sailing, if impossible 
to disembark Pilot in entrance of bar, must be done in Porto Belo bay. 
ANCHORAGE: Waiting anchorage situated in Enseada de Cabe- 
cudas, up to 2 miles distant from South light, depth of 8 metres. 
RESTRICTIONS: Vessels can enter or sail at any tide with a max. 
draft of 18 ft. Vessels with a max. draft of 22 ft. may enter or sail at 
high water. Tanker movements in daylight only. Max. speed allowed 
in the access channel is 5 knots. 5 
MAX. SIZE: Maximum length 160 metres for dry cargo vessels. For 
tankers, maximum length 155 m. 

HEALTH: When coming from abroad, vessel will be visited by 
Health Authorities, who issue free pratique after inspection. When 
coming from another Brazilian port, free pratique issued in previous 
portis sufficient. This document must stay on board, to be presented 
in subsequent ports. In case of sickness on board, after receiving 
free pratique, must contact Agent who notifies Health Service. 
RADIO: For telegrams (radio) direct from vessel to Agent, or vice- 
versa, Departamento de Correios e Telegrafés radio station in 
Sones or Florianopolis, with prefixes: Santos PPS, Florianopolis 
TUGS: Tugs service by launch from Pilot Service, and is used only 
in unmooring (to assist in turning round in front of quay) for vessels 
more than 100 metres long. 

BERTHING: Previous communication required, time of priority 
based on time of arriving at bar. Length at quay, 703 metres, depth 
alongside 6 metres. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


CRANES: One crane capacity 5 tons and two with capacity of 14 


tons. 
STEVEDORING: Stevedores' hours as follows: Morning until 
0700 hrs. Afternoon until 1230 hrs. Evening until 1900 hrs. 

When vessel arrives in morning, advisable that Captain advises in 
advance number of gangs he will need so that Agency can make 
arrangements. 

When discharging dry bulk cargo (grain or salt) trucks with special 
equipment used. 

Average for loading: (a) Timber 120 tons p/gang day. (b) General 
Cargo 100 tons p/gang day. (c) Bags and Tobacco 90 tons p/gang day. 

For discharging: (a) General Cargo 100 tons p/gang day. (b) Bulk 
120 tons p/gang day. 

Hours as follows: 0700 to 1100 hours; 1230 to 1630 hours; 1900 to 
2300 hours; 2400 to 0430 hours. 

MEDICAL: In urgent cases, advise Agent requirements in 
advance. Hospital available. Normally no special vaccination required, 
nor presentation of certificates. 

TANKERS: 6 oil terminals where vessels 155 m. length and 22 ft. 
draft discharge. 

Shell terminal 

Fuel oil 10 in. for discharging 8 in. for loading. 

Diesel 6 in. for discharging 4 in. for loading. 

Gasoline 6 in. for discharging. 

Kerosene 6 in. for discharging. 

Esso terminal 

Fuel oil 8 in. for discharging 4 in. for loading. 

Diesel oil 6 in. for discharging 4 in. for loading. 

Gasoline 6 in. for discharging. 

Kerosene 4 in. for discharging. 

Atlantic terminal 

Diesel 6 in. for discharging. 

Gasoline 6 in. for discharging. 

Kerosene 6 in. for discharging. 

Ipiranga terminal 

Diesel 6 in. for discharging. 

Gasoline 6 in. for discharging. 

Kerosene 6 in. for discharging. 

Heliogas terminal 

Gas 6 in. for discharging liquid 4 in. for discharging vapour. 
DENSITY: During low tide whole port is influenced by fresh water 
of River Itajai — Acu, situation changing completely at high tides. 
FRESH WATER: Available, supplied direct by hydrants along 
quay. Average supply 10 tons p/hour. 

FUEL: For bunkering previous communication of six hours needed, 

in order to check on availability of terminals and to make necessary 

provisions. 

DEVELOPMENTS: Two grain silos in port area under construc- 

tion. 

peerie dora t ON GANGWAY: Not compulsory, but recom- 

mended. 

OPENING/CLOSING HATCHES: By stevedores. 

CUSTOMS ALLOWANCES: Customs can liberate one or two 

cartons of cigarettes and one or two bottles of spirits, dependant on 

time vessel remains in port. 

IDENTITY CARDS: Foreign crew members not permitted to go 

ashore without presentation of identity card, on which is a photo- 

graph of holder and personal details. These cards are provided by 

the Agent upon arrival. The identity card must be delivered on dis- 

embarkation to the Federal Police who will return it to the craw mem- 

ber on re-embarkation. 

CONSUL: Argentine Consulate, Tel. 348. 

REPAIRS: Almost all repairs on engines or deck possible. 

REPATRIATION: Repatriation, normally made by Agents via Rio 

de Janeiro and/or Sao Paulo. 

AIRPORT: Situated about 10 kilometres from port. Daily regular 

flights to Sao Paulo, Porto Alegre, and Rio de Janeiro by Varig. 

TIME: 2 Mar. —- 30 Nov. GMT minus 3 hours. 1 Dec. - 1 Mar. GMT 

minus 2 hours. 

HOLIDAYS: New Year's Day (January 1st); Good Friday; Tira- 

dentes (April 21st); Labour Day (May 1st); Corpus Christi; Procla- 

mation of the Republic(November 15th) ; Independence Day (Septem- 

ber 7th); Christmas Day (December 25th). 

POLICE/AMBULANCE/FIRE BRIGADE: Police 312; Ambulance 

500; Fire Brigade 339. 

NL thdhodhaaet There are facilities for placing telephones on 
oard. 

AUTHORITY: Junta Administrativa do Porto de Itajai. Rua Lauro 

Muller 430. Tel. 278. 


MACEIO: 9.40 S. 35.45 W. 


PORT LIMITS: Off “Peixe-Pau" buoy 1 mile due South of red 
light at end of old pier. The Sugar Institute (IAA) accepts Notice of 
Readiness only after having been signed by Surveyor to the effect 
that holds are in all respects ready to receive cargo. 
DOCUMENTS: When Port Officials visit vessel, closed envelopes 
from each loading port (foreign) containing Consular Manifest and 
Bills of Lading, addressed to Customs, are to be handed to Customs, 
including negative cargo declaration from those ports where cargo 
not loaded for Maceio. 2 Stores Lists and 2 Crew Declaration Lists, 
one stamped by Customs and returned to be presented at next port 
of call. 5 Crew Lists, 5 Negative Passenger Lists, 5 Transit Passenger 
Lists required. To obtain clearance at Port Captaincy, all Transit 
Cargo Manifests and also Safety Equipment Certificate, Freeboard 
Certificate, Ownership Certificate and Radio Certificate to be 
presented as soon as possible. 
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PILOTAGE: Request for Pilot to be made through Agent at least 
12 hours prior to arrival during week-days and 24 hours prior to arrival 
on week-ends and holidays. Pilot boards from pilot launch painted 
red and white, at Peixe-Pau Buoy, one mile due South of end of pier, 
identified at night by red flashing light. No radio. Light signals used 
for communication with pilot boat. Vessels may anchor off Peixe-Pau 
Buoy in bad weather. 

ANCHORAGES: In vicinity of and within inner harbour - depths 
from 15 ft. to 24 ft. MLW. 

RESTRICTIONS: Max. permitted speed between the Peixe-Pau 
Buoy and the port is 6 knots. 

MAX. SIZE: No restrictions on length. Vessels may enter day and 
night. Pilot refuses to berth tankers after nightfall. 

Vessels have loaded up to 33 ft. draft. 

HEALTH: No Health Authorities board vessel. In event of sus- 
pected disease or fever on board, advise Agent by cable so that Port 
Authority may take appropriate action. 

RADIO: Radio Olinda (Recife), call sign PPO. Radio Amaralinha, 
call sign PPA. 

TUGS: None available. 

BERTHING: Berths available day and night, weather permitting. 

Sugar Terminal: facilities for loading bulk molasses. Projected 
loading capacity 1,000 tons per hour of bulk sugar, 300 tons per hour 
molasses. 

Sugar wharf: 250 metres length. General cargo wharf 400 metres 
length, eto extention by a further 100 metres. Depth along- 
side 33 ft. 

STEVEDORES: ETA required 24 hours before arrival to arrange 

gangs. When work required Saturdays and Sundays, ETA must be 

sent on Friday. Loading/discharge — General: 8 tons p/hour gang. 

Sugar 20 tons ditto. Grain 60 tons p/hour. 

CRANES: Six cranes with capacity of 10 tons awaiting installation. 

Two diesel operated cranes of 8 tons capacity in operation. 

MEDICAL: No advance notice needed except if vessel due to arrive 

on Saturday/Sunday in order to arrange doctor and/or hospital. 

Hospital facilities available. 

TANKERS: One tanker berth. Maximum draft 33 ft. One pipe-line 

8 in. for Gasoline and one 6 in. for diesel/kerosene. 

FRESH WATER: Fresh water available. Pipe-line from Water 

Tower by gravity. Rate about 5 tons per hour. Eleven points at the 

general cargo wharf and five at the Sugar wharf. 

FUEL: Diesel oil available from Shell, Texaco, Esso and Atlantic. 

However, storage capacity is small andit may not always be available. 

Delivery is gravity feed from road tankers. 

GANGWAY/DECK WATCHMEN: Not necessary. 

pd nl pte A HATCHES: Normally carried out by steve- 
ores. 

CUSTOMS ALLOWANCES: Onecarton cigarettes to be declared. 

One bottle alcohol, open, to be declared. 

IDENTITY CARDS: Foreign crew members not permitted to go 

ashore without presentation of Identity Card, on which is a photo- 

graph of holder and personal details. These cards are provided by 

the Agent upon arrival. The Identity Card must be delivered on dis- 

embarkation to the Federal Police who will return it to the crew mem- 

ber on re-embarkation. 


CONSULS: 
Norway 2276 Portugal 2449 
Italy 3302 France 2126 
Spain 2640 


REPAIRS: Small repairs only can be effected. 
REPATRIATION: Carried out by Recife Consulates. 
AIRPORT: 11 miles north of town. Served by Varig, Vasp and 
Sadia. 

TIME: GMT minus 3 hours. 

HOLIDAYS: Work prohibited on Labour Day only. Other days on 
which work is considered overtime and charged as such are: 1st 
January, Good Friday, 7th September, 15th November and 25th 
December. 

POLICE/AMBULANCE/FIRE: Maritime Police 2282; Riot Police 
4488; Ambulance 2666 and 4433; Fire Brigade 2447. 
TELEPHONES: Telephone on quayside. No arrangements yet for 
placing on board. 

GENERAL: Prevailing winds: summer months -N.E. Rainy season - 
S.E. with strong South winds during July/August/September and 
strong undertow during August/September. 

AUTHORITY: Delegacia de Capitania de Porto, Rua do Uruguai 
44, Jaragua. 


AGENT: See “Recife”. 


MANAUS: 3.08 S. 60.00 W. 


DOCUMENTS: 

6 Crew Lists. 

5 Passenger Lists. 

Customs Documents. 

1 copy of each Cargo Manifest for each port. 

Derat Certificate. 
PILOTAGE: Pilots join vessel at Belem and make the round voyage 
back to Belem. Vessels entering via North Channel take a Pilot at 
Santana. No Pilots from Barra Norte to Santana. 
ANCHORAGES: Suitable places can be indicated by the Pilot. 

Anchorage for vessels over 3,090 g.r.t. lat. 03° 09’ 00° S. long. 
60° 01’ 48” W. 

Anchorage for vessels of less than 3,000 g.r.t. lat. 03° 09’ 00” S. 
long. 60° 02° 12” W. 


Vessels impounded or requiring considerable repairs lat. 03° 08’ 
30° S. long. 60° 02’ 30° W. 

Vessels in quarantine lat. 03° 08’ 48" S. long. 59° 55’ 48” W. 
RESTRICTIONS: Passage across Barra Norte to be made at high 
water only. Berthing and unberthing preferably takes place at Manaus 
in daylight. 

MAX. Size: Entry to the Amazon via the North Channel; maximum 
draft 30 ft. Via Belem; draft 29 ft. with a length up to 175 metres and 
draft 24 ft. with a length up to 210 metres. 

HEALTH: All ships must be visited by Port Health Inspector. If 
vessel has passengers in transit for another Brazilian port, another 
visit will be required at port where passengers disembark. If ship's 
health condition satisfactory, Inspector will give free pratique im- 
mediately. Radio pratique available if Master able declare satisfac- 
tory health condition before arrival. Free pratique is valid for 
subsequent ports in Brazil. 

If there is a crew member to be hospitalised, the Health Inspector 
will issue pass to hospital on request of Master or Agent who will be 
made responsible for all expenses incurred. 

Inoculations for International Certificates can only be given by an 
employee of the Port Health Authority. 

RADIO: Salinopolis Radio or Rio Radio. There is also Barbados 
Radio Station at Belem. 
TUGS: Agents provide mooring launches. 
BERTHING: Arranged by Agent who asks permission from local 
Port Authorities to provide a berth. All berths suitable for vessels 
able to navigate the river. 
CRANES: Ten fixed electric cranes with capacity 1-5-7:0 tons. 
Three mobile cranes, capacity 4, 6 and 15 tons. 
STEVEDORES: Available. 
MEDICAL: Doctors and hospital facilities available. 
TANKERS: Copam Refinery Berth: a floating pontoon with buoy 
moorings ahead and astern, Vessel berths starboard side to, using 
port anchor. 
DENSITY: Fresh water. 
FRESH WATER: Not suitable for drinking purposes. 
FUEL: Available from Copam. 
IDENTIFICATION CARDS: Required. 
GANGWAY/DECK WATCHMEN: Compulsory. 
OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes per man. Only nor- 
mal daily consumption wine/spirits allowed. 
CONSULS: Following countries are represented at Manaus: 

Si: 


Venezuela Holland 
Japan Uruguay Spain 
Peru Italy Great Britain 
Colombia Belgium Portugal 
Bolivia France Denmark 


REPAIRS: Very limited facilities available. 

REPATRIATION: Can be arranged. 

AIRPORT: Regular daily international flights from Manaus Air- 
port. 

TIME: GMT minus 5 hours. 

HOLIDAYS: 1st January; 1st May; 29th June; 7th September; 
8th December; 25th December; 31st December. 
POLICE/FIRE/AMBULANCE: Civil Police tel. 22113; Maritime 
Police 22315; Fire 21155; Ambulance 21112. 

TELEPHONES: Arrangements can be made for telephone con- 
nections on board. 

SHORE LEAVE: Allowed. 

AUTHORITY: Administracao do Porto de Manaus. 


NATAL: 05.47 S. 35.12 W. 


Port situated on east bank of Potengi River, 2 miles from sea. 
DOCUMENTS: 

Port Health Doctor: \International Health Declaration required, 
together with a copy of the Crew List. The Doctor will also require to 
sight the Deratisation Certificate. 

Maritime Police: Three copies of the Crew List. The Master has to 
produce the Maritime Police Pass if last port was in Brazil. 

Customs: Two copies of the Crew List, three copies of the Stores 
List, three copies of the Crew Personal Effects List. If the last port 
of call was in Brazil, Master has to produce a copy of Stores and 
Personal Effects List from that port, stamped by the Customs together 
with the Customs Pass issued at that port. 

Harbour Master's Pass: The following documents are required to 
be submitted to the Port Authority: 

Ship's Register. 

Safety Equipment Certificate. 

Radio Safety Certificate. 

Load-line Certificate. 

Passengers : Five copies of Landing and In-transit Passenger Lists 
are required upon arrival as well as two copies of the Baggage 
Declaration of landing Passengers. All passengers disembarking 
are obliged to produce their passports to the Maritime Police with 
Brazilian Visas wherever necessary. 

APPROACHES: Reefs at river mouth form natural breakwater. 
Entrance channel 200 yards wide with sharp bends. 

PILOTAGE: Arranged by Agents who require at least 12 hours 
notice of ETA. Pilot boards at Outer Roads. 

ANCHORAGES : The following are the zones for vessels anchoring 
Prior to entering port; 

Anchorage for vessels more than 3,000 g.r.t. — between the access 
channel and the right bank of the Rio Potengi, from 05° 46’ S., along 
an extention of 800 metres to the N. 
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Vessels impounded or requiring considerable repairs - same 
anchorage as for vessels over 3,000 g.r.t. 

Anchorage for vessels up to 3,000 g.r.t. - facing the launch em- 
barkation point at the end of the Rua Tavares de Lira, and to 150 
metres along the right bank of the Rio Potengi. 

Vessels in quarantine within a radius of $ of a mile around a 
point $ a mile to the south of the waiting point for the Pilot. 
RESTRICTIONS: High water depth at bar 24 ft. to 26 ft., varies 
with tide and wind. 

MANOEUVRING: The area intended for manoeuvring when 
coming alongside or leaving the port has a width of 300 metres 
along the whole length of the quay. 

In this area and in the access channel anchoring is strictly pro- 
hibited except with the prior permission of the Port Captaincy. 
MAX. SIZE: Length 520 ft., draft up to 23 ft. 6 in. at Spring tides. 
HEALTH: Official visit made on vessel's arrival if between 0700 and 
1900 hours. Visits can be arranged at other times. 

The inspection area of the Port Health Federal Receipt and Mari- 
time Police authorities is 04° 45’ 06” S. and 35° 11’ 15” W. 

TUGS: Not available. 
BERTHING: Quay length 1,312 ft. Wharf equipped with four 5-ton 
mobile steam cranes. 

A planned depth of 8 m. along the quay is in hand. Soundings 
carried out at low tide at the commencement of 1969 showed depths 
which vary from 5 to 6 m. going along from warehouse No. 1 to 
nearly 8 and 9 m. at the end of warehouse No. 3. After a final dredging 
Operation carried out from December 1972 to April of 1973, the 
Access Channel and the manoeuvring area now have a minimum 
depth of 8 m. 

LOADING: When loading sugar bags, only canvas-bottomed slings 
to be used. Shippers will not permit loading with ordinary rope 
slings. Suitable slings can be hired from shore. Six slings required 
for each working gang. 

TANKERS: Oil berth suitable for vessels up to 520 ft. length. 
CUSTOMS ALLOWANCES: One opened bottle spirits and 200 
cigarettes per crew member per week. 

FRESH WATER: Available at the wharf, rate about 4 t.p.h. 
FUEL: Available, delivery by road tanker, rate 32 t.p.h. 
TELEPHONES: None available for installation aboard ship. 
REPAIRS: There is a Naval Base at Natal, which apart from 
providing service to naval vessels, also deals with merchant vessels 
requiring repairs. The Base has seven departments, Mechanical, 
Naval Carpentry, Electricity, Electronics, Sails, and Painting, and a 
Docking System comprising two floating docks and one office ship. 
The Goids Dock has a capacity for vessels up to 1,000 tons and 4-80 
m. draught. There is a ballasting service. 

The City of Natal Dock has a capacity for vessels up to 2,800 tons 
and 5-80 m. dt. 

Apart from other facilities, the Base has maintenance, refrigera- 
tion and kitchen services, which can be placed at the disposal of 
vessels during repairs to their own installations. 

AUTHORITY: Port administration and Harbour Master. 


AGENT: See “Recife”. 


PARANAGUA: 25.30 S. 48.30 E. 


DOCUMENTS: 

A copy of the manifest and a copy of each Bill of Lading in sealed 
envelope. 

Should vessel have called at any port, Brazilian as well as foreign, 

and no cargo loaded, still require a negative cargo declaration be 
presented to local Customs Authorities. Also required 3 Crew Lists, 
2 General Store Lists, 2 Personal Effects Lists, and a passenger 
List or negative passenger list whichever applies. 
PILOTAGE: The Paranagua port area is some 17 nautical miles 
from bar and from sea buoy where Pilots board. For entry, necessary 
for Agent to requisition a Pilot five hours prior to ETA Paranagua 
Bar. For sailing from port, a two-hour previous advice to Pilot 
necessary. 

It is possible to requisition a special Pilot for entrance and sailing 
from Paranagua within a lesser period than required officially by 
Pilotage Association. Requisition for Pilot may be made during the 
following hours: week-days 0700-1100 and 1300-1700. Saturdays 
0700-1200 and 1600-1700. Sundays and holidays 0800-0900. The 
Pilotage Association will attend unannounced vessels during those 
periods not covered by their regular office hours. This entails the 
requisitioning of a special Pilot earning 100% on the total ordinary 
bill. Pilotage very expensive. Pilot's association on VHF Channel 16. 
RESTRICTIONS: No restrictions to entry in Paranagua Bay day 
or night. Sometimes, entrance channel not usable after dark because 
of buoys drifting out of alignment; however this is rare. 

Existing entrance channel to the port from south-east has a depth 
of 10 metres. The South Channel now being dredged has a depth of 
8 metres but will be deepened to 12 metres in the future, thus allowing 
vessels up to 45,000 tons fully loaded to enter or leave. Expected to 
be completed during 1974. 

MAX. SIZE: Max. official drafts are 30 ft. at Spring tides and 28 ft. 
at Neap tides. See ‘‘Restrictions” above. 

ANCHORAGES: Ample and secure in inner harbour. 

HEALTH: Health Authorities visit any vessel arriving from foreign 
port. 

RADIO: No local radio. Messages should be routed: vessels coming 
from South via Rio de Janeiro radio or Santos radio; vessels 
coming from North via Florianopolis radio (PPJ). 

VHF: Operates on international Channels 5 and 11. With inaugura- 
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tion of this service unannounced vessels may request Pilots and 
also through local telephone service be connected with their Agents. 
TUGS: Two small-powered, primarily for assisting berthing and 
unberthing. Also one private tug of 1,500 h.p. 

BERTHING: Quay, Length 1,580 m., 516 m. are in the stage of final 
construction, and it is planned to increase the depth to 12 m. along 
the whole quay. Depth, 1,170 m. length with a depth of 8 m. 420 m. 
with a depth of 10 m. 

CRANES: 14 new cranes available, capacity 3-12 tons, also 20 
older cranes with capacity 3-30 tons. 

BULK HANDLING FACILITIES: 

Cargill: One loading tower of 500 t.p.h., movable over a distance of 
150 m., capacity 20,000 tons (horizontal silo). Also capacity for 3,000 
tons of bulk oil with capacity of 150 t.p.h. 

Sanbra: At warehouses 6, 6a and 6b. 2 fixed loading towers, each 
100 t.p.h., capacity 12,000 tons. Also two slightly movable elevators, 
with a total loading capacity of about 100 tons. 

At the same berth there is a loading tower, movable over 180 m., 
with a loading capacity of 500 t.p.h. which is connected to a silo of 
60,000 tons (expected to be operational early 1975). 

Gransol: At warehouses 4 and 5. One loading tower, 300 t.p.h., 
movable over a distance of 150 m. storage capacity 500 tons. 

Socepar:; One loading tower, 100/150 t.p.h., movable over 110 m. 
Storage capacity 25,000 tons. 

Port Silo: (Operated by the port administration) one loading tower, 
150/200 t.p.h., movable over 150 m. Storage capacity 10,000 tons. 

Cargill and Sanbra can handle vessels loading to 42 ft. by using 
pontoons. Other installations, even with the use of pontoons, can 
only handle vessels loading to 30 ft. 

The new grain terminal at warehouse No. 13 is now in operation 
and consists of four inter-connected horizontal silos, each with a 
capacity of 20,000 tons and two loading towers, movable over 200 m., 
loading capacity 1,500 t.p.h. each. The second phase of the construc- 
tion is a 100,000-ton silo, which will be connected to the four 
horizontal silos, expected to be completed late 1974. 
STEVEDORES: Working Hours: 0700-1100, 1300-1700, meal hours 
1100-1300. Possible to work 1700-1900. 

1900-2300, 0000-0400, meal hour 2300-0000. It is possible to work 
from 0400-0600 to complete the vessel. Normal night work is only 
possible until 0400. 

Officially the same working hours are valid for Sundays and 
holidays. 

MEDICAL: All facilities available. Crew members should hold valid 
International smallpox inoculation certificates. 

TANKERS: Proceed to the inflammable berth. Maximum diaft 
alongside inflammable berth 23 ft. 

FUEL: All types of bunkers and diesel are generally available. 
Lubricating mixtures can be obtained but require considerable 
advance notice. Furnishing of these supplies must be contracted 
for about a week in advance. 

GANGWAY/DECK WATCHMEN: Use of a gangway watchman 
is compulsory and they must be employed 24 hours a day, including 
Saturday, Sunday and holidays. 

OPENING/CLOSING HATCHES: Usually done by stevedores 
but can be done by ship's crew. 

CUSTOMS ALLOWANCE: Each crew member allowed to keep 
out of bond one carton of cigarettes and one bottle of wine or 
spirits. 

FRESH WATER: Ample available and of good quality. Pumping 
rate about 20 tons per hour. 

IDENTIFICATION CARDS: Required for going ashore. 


CONSULS: 
Norwegian 233 Swedish 873 Danish 233 
Italian 324 Uruguayan 832 Portuguese (no tel.) 


Consulates at Curitiba (50 miles distant): 


British 4-0498 Spanish 4-2946 Syrian 4-3873 
German 4-2322 Polish 4-2472 Swiss 4-7553 
Dutch 4-0097 Austrian 4-7241. Argentine (no tel.) 


The nearest American consulate is at Sao Paulo. 
REPAIRS: Minor repairs available for deck and engine-room. 
Better facilities for repairs to refrigeration. 
AUTHORITY: Port Captain, Rue Benjamin Coastant, 535. Tel. 
22-0904. 


AGENT: Agency, Stevedoring, cargo brokers and Chartering: 
Cranston Woodhead S/A., PO Box, 179, Rua Comendador Correa 
Junior, 421, Paranagua — Pr. Tel. 2-0059, 2-0061. Cables “Cranwood” 
and “Realloyd”. 


PORTO ALEGRE: 30.05 S. 51.15 W. 


This information does not apply to Tramandai Oi! Terminal which is 
listed separately. 

DOCUMENTS: From each loading port, vessels must bring Mani- 
fest plus simple copy of each Bill of Lading in sealed envelope 
addressed to “Inspector of Customs, Porto Alegre”. If vessel called 
at any port (including Brazilian ports) where no cargo was loaded 
for Porto Alegre, a negative cargo declaration must be presented 
from each such port of call. Three Crew Lists, two General Store 
Lists, two Personal Effects Lists must be presented, also one 
Passenger List or negative passenger list, whichever applicable. 
PILOTAGE: Porto Alegre situated 164 miles up the Lagéa dos 
Patos, a large freshwater lake, and vessels must take on a Pilot after 
receiving pratique at Rio Grande, which lies at sea entrance of lake. 
Pilot and authorities board after arrival at Rio Grande inner anchorage. 
Pilots arranged by Agent upon receipt of vessel's radioed ETA via 
Rio Grande Radio (PPuJ). Since 40-mile channel between Rio Grande 
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and Lagéa dos Patos is unlit, vessels should proceed from Rio 
Grande only by daylight, allowing 3 hours to negotiate channel. No 
restrictions on night navigation in Lagoa. 
RESTRICTIONS: Vessels approaching Porto Alegre from the 
Lagéa should do so only by daylight since 30 mile access channel 
leading from the Lagéa to Porto Alegre poorly lit. If necessary, 
vessels should anchor off Itapoan Lighthouse at head of the Lagéa, 
to await daylight before proceeding. On arrival at Porto Alegre, free 
pratique must again be obtained, and crew lists, store lists, etc., 
again presented to authorities, who usually visit vessel in berth 
alongside. 
MAX. SIZE: Not recommended that vessel of more than 215 metres 
LOA attempt to reach Porto Alegre. Max. safe draft from mid-April 
to mid-October is 17 ft. and from mid-October to mid-April, 16 ft. 
6 in. 
ANCHORAGES: Inner harbour. Not normally used unless port 
congested. 
HEALTH: Vessels receive clearance on passing Rio Grande. No 
yellow flag required. 
(Ppa All messages should be routed via Rio Grande Radio 
TUGS: Only small low-powered tugs available. These normally 
used for unberthing only. Ships’ lines normally used. The four tugs 
are 220, 250, 280 and 320 h.p. 
BRIDGES: Vessels proceeding up-river from Porto Alegre to oil 
berth must pass under bridge with lifting-span. Span is lifted when 
approaching vessel sounds prolonged blast on siren. 
BERTHING: There is one berth suitable for discharging fertiliser, 
equipped with 2 automatic grabs. Two other berths are available 
to handle fertiliser but discharge is by bucket. Discharge rate 350 
tons per day per gang per hold, if 18 hours worked. Depth alongside 
“5-6 m. 


CRANES: Forty cranes with capacity 1:5-6:3 tons. Six mobile cranes 
3-5-27 tons. One floating crane of 30 tons capacity. 
STEVEDORES: Working Hours: 0730-1130, 1300-1700. Overtime 
1700-1900, 1900-2300 and 0000-0400. 

MEDICAL: Full facilities available. Crew members should hold 
valid International smallpox inoculation certificates. 

TANKERS: Proceed to oil and LPG berths on Gravatai River for 
discharge. These berths accessible only to small tankers of up to 
1,600 dwt. Refer to “‘Tramandai”’. 

DENSITY: Fresh water at all times, unaffected by tides. 

FUEL: Available, delivered by road tanker. 

GANGWAY/DECK WATCHMEN: Vessels at anchor and along- 
side must have a watchman. 

OPENING/CLOSING HATCHES: Usually done by stevedores. 
CUSTOMS ALLOWANCE: Each crew member allowed to keep 
out of bond one carton of cigarettes and one bottle of wine or spirits. 
FRESH WATER: Available from hydrants at all berths. Delivery 
rate up to 25 tons per hour. 

IDENTIFICATION CARDS: Necessary. 


CONSULS: 
British Spanish Italian 
German Belgium Norwegian 
French Danish Swedish 


REPAIRS: All light deck and engine-room repairs possible. No 
dry-docking facilities available except for small vessels of up to 
300 ft. L.O.A. 
TELEPHONES: Connections available from warehouses A, A2, 
A4, A6, B, B2, O, 02 and D4. 
DEVELOPMENTS: Two new dredgers are being used to deepen 
the channels leading to Porto Alegre, permitting a working draft 
Rio Grande/Porto Alegre of 20 ft. 

A new grain elevator with a capacity of 60,000 tons is expected to 
be ready early in 1975. 
AUTHORITY: Port Captain, Rua dos Andradas 386, Porto Alegre. 


AGENT: Cranston Woodhead S/A, PO Box 500, Largo Visconde do 
Cairu No. 12, 10th Floor, Porto Alegre. Tel. 24.47.66, 24.40.10, 25.05.78/79 
25.05.91 and 25.05.93. Telex 28600 AB Cranwood PAE. Cables: “Cran- 
wood" and "‘Realloyd"’. 


RECIFE (Pernambuco): 8.04 S. 34.52 W. 


DOCUMENTS: 

International Maritime Health Declaration, signed by the Master. 

6 Crew Lists. 

Deratisation Certificate. 

4 Store Lists. 

2 Lists of Crew Personal Effects. 

6 Passenger Lists. 

6 Manifests of cargo to be discharged. 

2 copies of Bills of Lading (owner or their Agents send advance 

copies of these documents by Airmail). 
Quantity of fuel oil and lubricating oil on board and information as 
to the daily consumption at sea and in port. (This information only 
required when the vessel takes bunkers.) 

Certificates, Consular, if possible, that the vessel has loaded no 
cargo at any port that she may have called at on the voyage. 

If a vessel calls in cases of emergency, or for bunkers, etc., the 
Master must sign a declaration for the Customs stating reason for 
call. 

PILOTAGE: Contact Pilot Headquarters only by radio. Messages 
should be addressed to “Associacdo Praticagem —- Recife’’. Pilots 
maintain a permanent watch during day in station which overlooks 
port area and outer roads to observe any vessel approaching and 
requiring their services, displaying "G" flag. At night only means of 
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contacting shore is by radio, Pilot boats or launches are painted 
red, with letter “P"' in black. 

ANCHORAGES: Most favourable position for ships to await pilot 
boat is 1:5 miles in direction 303° from “Picao", also just outside 
the 6 fathom line. In fine weather ships can sail to a position 8 cables 
from “Picao" in same direction just South of buoy. Anchorage in 
fine weather between above-mentioned places; in bad weather more 
than 1:5 miles in direction 303° from “Picao" and North and South 
of line, in water of 7 and 8 fathoms depth. 

RESTRICTIONS: Vessels only enter port at night in cases of 
necessity. 

The port is situated between two channels, one to the North, the 
other to the South, which are the main fairways of the port. The 
Southern channel is 268 metres wide by 32 ft. deep and the Northern 
channel is 32 ft. deep but with variable width. 

Tankers: May enter and leave during daylight hours only (0500- 
1800 hrs.). 

MAX. SIZE: Vessels 220 metres in length can enter, max. draft 


31 ft. 

HEALTH: The Brazilian Health Authorities only visit vessel at the 
first Brazilian port of call. Master must report if all crew is well and 
in case of sickness on board on arrival Port Doctor when visiting 
vessel must be informed. After visit Port Doctor gives Master a 
certificate that vessel has been cleared. Captain must retain certifi- 
cate on board to show to Health Authorities at other Brazilian ports 
of call if requested. Heavy fine imposed if document not presented. 
RADIO: Usually vessels calling at Recife communicate with Agents 
through Rio-Radio-PPR, Fortaleza Radio-PPC or Amarakina- 
Radio-PPA-Salvador, which messages are relayed via The Western 
Telegraph Co, Ltd. who have stations in above-mentioned cities. 
Recife Radio Station PPO-Olinda Radio, located at local Post Office 
building at centre of City of Recife Avenida Guararapes and has very 
poor range. Customary for Olinda Radio to relay messages to distant 
vessels from Recife (port) via other vessels in near range. By no 
means a sure and reliable method. 

TUGS: Pilot brings vessels to inner harbour where tugs available 
to help to go alongside; not practice for tugs to meet vessels on 
outer roads. Four tugs available, largest 1,200 h.p. Vessels up to 
5,000 g.r.t. require one tug. Vessels over 5,000 g.r.t. require two tugs. 
BERTHING: Vessels arriving at Recife roads with 26 ft. can enter 
port on low tide and can go alongside from berth No. 1 to No. 7, 
over 26 ft. it is better to wait for high tides to enter, 31 ft. being the 
max. draft for entering Recife. 

Depth alongside wharves: 

Warehouse No. 1-1A: 31 ft.; No. 7-11: 24-22 ft. 
a No. 2-5: 30 ft.; No. 12-14: 22 ft. 
“ No. 6: 28 ft.; No. 15: 18 ft. 

At anchorage (pool) in port, max. draft is 31 ft. Depth between 
32 ft. and 26 ft., the maximum rise of tide being 5 ft. Distance from the 
quay side, 200 metres. Manoeuvring space is 1,640 ft. or 500 metres 
we aoe of 28-30 ft. maximum; 590 ft. or 180 metres with a depth 
of 26 ft. 

SPECIAL CARGO FACILITIES: Cereals: Silos with unloader. 
Silo capacity 10,000 tons, capacity of unloader 100 tons per hour. 

Wheat: Silos with unloader: Two silos capacity 28,000 tons, capa- 
city of unloader 100 tons per hour. 

Sugar; Sugar Terminal: warehouse capacity 200,000 tons, capacity 
of unloader 1,000 tons per hour. 

Molasses: Tanks: capacity to store 14,000 tons, capacity of un- 
loader 120 cu. metres per hour. 

Cranes: 

1 Crane with capacity of 20 tons (Warehouse 5/6) 


17 Cranes ,, is » 1:5 tons 
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1 floating crane 40/50 tons capac. (Dock Co.) 
wi NOs ences, oo (N@VY) 


Docks - Internal 
1 Crane with a capacity of 8 tons 
1 ” ” ” » 5 tons 

Note: The Docks' Co. floating crane’s hook height above water 
level is 7 metres and the Navy's 15 metres. 
STEVEDORES: Advise Agents of ETA at least 48 hours prior to 
arrival to make necessary berthing arrangements and hire dock 
labourers and stevedores in time. 
MEDICAL: In urgent cases communicate with Agents immediately 
by means of Radio at least 48 hours prior to vessel's arrival if pos- 
sible, It is necessary for vessel to enter port to enable sick person to 
land because on outer roads there is too much swell. Not necessary 
to Dock. Port Doctor must be advised by Agents and will board to 
see sick person and grant permission to land in Recife temporarily. 
Hospitals available also First Aid Stations equipped with ambulances. 
Crews should always have yellow fever and small-pox inoculation 
certificates. 
TANKERS: Oil companies who keep petroleum products here are: 
Esso Brasileira de Petroleo, The Texas Co., Shell, Atlantic Refining 
Co. To discharge petroleum products tankers utilise berth No. 1 - 
considered by the Port Authorities as inflammable berth. Tankers 
can berth also at Nos. 2 and 3 where pipe-lines exist. For discharging 
fuel oil in bulk berths No. 5 and 6 can be utilised. Maximum safe 
draft for a tanker to enter Recife is 30 ft. and entry must take place 
On high tide. 
DENSITY: Low water density in Summer time 1028. High water 
density in Summer time 1027. 
FRESH WATER: Supplied by Port Administration by means of 


pipe-lines in the docks. Vessels can be supplied alongside any quay; 
water fit for human consumption. 
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The local Port Administration has one water barge, capacity 200 
tons, for supply to vessels inside the breakwater. 

There are 72 hydrants, diameter 24 in., rate 20-30 t.p.h. 
FUEL: Fue/ Oi/: This can be done from warehouses 1 to 6 by 
existing network along the quay. At warehouse No. 1 there is a 10 in. 
take-off point and two of 12 in.: Warehouse No. 2 has a 10 in. take-off 
and two of 12 in.; No. 3 there are two of 6 in. and one of 8 in.; at 
warehouse No. 5 one of 8 in.; at warehouse No. 6 one of 8 in. - all 
with a capacity of 60 to 100 tons/hour and from warehouse No. 6 to 
No. 15 tanker trucks with a capacity of 40 tons/hour. 

Diesel Oil: At warehouse No. 1 there is a 6 in. take-off and one of 
8 in.; at warehouse No. 2 there is a 6 in. take-off and one of 8 in.; 
at No. 3, two of 6 in. with a capacity of 40-50 tons/hour; at other 
warehouses this supply is effected by tanker trucks. 
DEVELOPMENTS :Plians to build berth for exclusive use of tankers. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Normally by stevedores but 
crew helps when stevedores not familiar with hatches of modern 
vessels. 
CUSTOMS ALLOWANCES: One carton cigarettes and one 
bottle spirits allowed each man at Customs discretion. 
IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card, on which is a photo- 
graph of holder and personal details. These cards are provided by 
the Agent upon arrival. The identity card must be delivered on dis- 
embarkation to the Federal Police who will return it to the crew mem- 
ber on re-embarkation. 
CONSULS: The following countries are represented in Recife/ 
Pernambuco: 


Argentina Ecuador Jordan 
Belgium Finland Lebanon 
Britain France Mexico 
Colombia Germany Netherlands 
Czechoslovakia Greece Norway 
Denmark Italy Portugal 

El Salvador Japan United States 


REPAIRS: Available at naval repair yard (Departmento Industrial 
da Base). 

REPATRIATION: Facilities by air available. 

AIRPORT: Situated 9 miles from docks. 

TIME: GMT minus 3 hours. 

HOLIDAYS: National Holidays: Fraternidade Universal (January 
1st); Tiradentes (April 21st); Labour Day (May 1st); Brazil's Inde- 
pendence Day (September 8th); Commemoration of the Republic 
(November 15th); Christmas Day (December 25th). 

State Holidays: Nossa Senhora da Conceicao (December 8th); 
Nossa Senhora do Carmo (July 16th); Carnival 3rd Day; Good 
Friday, Memorial Day (November 2nd). 
POLICE/AMBULANCE/FIRE: Harbour Police 240124; Ambu- 
lance (Pronto-Socorro) 22411; Fire Brigade 240077. 
TELEPHONES: Can be connected on board if requested. 
AUTHORITY: Administracao do Porto de Recife/Pernambuco. 
Praca Arthur Oscar, Recife. 


AGENT: Thom and Cia Ltd. Barbados Lima 159, Recife. Cables 
“Thom Recife”. 


RIO DE JANEIRO: 22.55 S. 43.12 W. (See Plan) 


(A) GENERAL CARGO SECTION. (B) TANKER SECTION. 


SECTION A 

DOCUMENTS: From each loading port vessel must have a full 
Manifest signed by the Agent (each page countersigned), plus one 
copy of each Bill of Lading all contained in a sealed envelope addres- 
sed to Customs. Any amendments to the Manifest must be made 
before vessel arrives at destination and Agent's signature is to be 
legalised by local Chamber of Commerce or other authoriity. If 
vessel has called at any port and not loaded cargo, a negative cargo 
declaration is to be presented on arrival. Other documents required: 
For port Medical Officer: 

1 Marine Declaration of Health. 

1 List of Vaccinations. 

1 Crew List. 

2 Cargo Manifests (in special envelope). 

1 copy Bill of Lading. 

2 Stores Lists. 

2 Bonded Stores Lists. 

2 Crew's Curios Lists. 

2 Crew Lists. 

For Immigration Marine — Police: 

2 Crew Lists. 

For Agents: 

1 Copy of Notice of Readiness. 

1 Master's Declaration (special Form). 

2 Crew Lists. 

1 Safety Radio Certificate (sight only). 

1 Safety Equipment Certificate (sight only). 

CLEARANCE: All clearance is taken care of at the quarantine 
anchorage (pratique, custom's immigration). Accommodation ladder 
must be rigged for this purpose. 

After clearance by the customs a dark blue flag with a white 
five-pointed star in the middle must be shown day and night during 
vessels stay in port. Deratisation service is available. Inspection of 
the vessel will be made by inspectors to whom the valid deratisation 
or derat-exemption certificate must be shown. 

PILOTAGE: Entrance to Guanabara Bay is one mile wide between 
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Ponta de Santa Cruz and Ponto de Sao Joao. This is divided into 

two parts by liha Lage 0-6 mile W.N.W. of Ponta de Santa Cruz. 

Main channel for entering port is on the East side of Ilha Lage, 

depth 30 to 50 metres. The channel between Ponto de Sao Joao and 

Ilha Lage, depth 5-7 metres should be avoided. 

Pilots are ordered by vessel's Agent, who should be kept informed 

of vessel’s ETA. Unless pilotage from sea required, Pilot will board 

with Port Authorities at quarantine anchorage in approx. position 

22° 53’ S. 43° 09’ W. 

Pilotage is compulsory within the port limits, which extend from 
the quarantine anchorage to the West, North and East. The approach 
from sea to the quarantine anchorage may be done without a Pilot, 
but for deep draft vessels it is recommended to take a Pilot because 
of the narrow deep draft fairway. If requested, the Pilot will board 
the vessel 2 miles South of Cotunduba Isiand. Pilot boats are painted 
red with a black "'P." 

ANCHORAGE: In the Rio de Janeiro port area, the following areas 

are designated for anchorage of vessels coming into port. 

Anchorage for vessels up to 22 ft. (6:7 m.) draft Anchorage No. 3. 
Within 300 metres radius of position 22° 51’ 1” S., 43° 10’ 8” W. 

Anchorage for vessels with 22 ft. (6:7 m.) draft or more within 
800 metres radius of position 22° 51’ 5” S., 43° 08’ 6” W. 

Vessels impounded or requiring extensive repairs: position 
determined by the Port Captaincy for each specific case. 

Vessels in quarantine: position 22° 50’ 7” S., 43° 08’ 6” W. 

Vessels carrying explosives and inflammable material: position 
22° 51’ S., 43° 11’ W. 

RESTRICTIONS: Port is accessible to all vessels at all times and 

states of the tide. Attention must be paid to messages sent by Rio 

Radio about forbidden areas due to Marine exercises with live am- 

munition along the coast near entrance to the port. 

Access Channel Limits: The port access channel is 200 m. wide, 
and dredged to a depth of 17 m. (55:7 ft.). 

The access channel to the Mineral and Coal Quay is 150 m. wide, 
10 m. (32:8 ft.) deep, running true 308°, starting near the Maua Pier 
and extending to the quay manoeuvring basin. 

The access channel to the Gamboa Quay and the Sado Cristévao 
Quay is 300 m. wide along the quay with a depth varying from 6 to 
10 m. (19:6 to 32:8 ft.). 

The Caju Quay access channel is 80 m. wide along the quay, with 
a depth of 6 m. (19°6 ft.). 

MAX. SIZE: No limits for entering port. Draft limited by berth depth. 

See next column. 

HEALTH: Port doctor visits all ships on arrival, and recuires 

Maritime Declaration of Health, Deratisation Certificate, two Crew 

Lists. Vessels from another Brazilian port automatically receive free 

pratique and should not fly quarantine flag. If suspected disease or 

fever on board it is advisable to cable Agent before arrival. 

RADIO: Rio Radio, call sign PPR. Working frequencies 17,194; 

13,105; and 8.364 kHz. VHF marine radiotelephone is available. 

Channel 16 for general call, Channels 11 and 12 for Pilot and harbour 

purposes. 

TUGS: There is adequate tow-boat service at Rio de Janeiro 

varying from 220 h.p. to 1,200 h.p., tariff being divided into sections - 

200 h.p. to 600 h.p. and 601 h.p. to 1,200 h.p. The number of tugs 

to be employed in a service depends on the tonnage of the vessel 

and/or nature of the berth and respective approaches, as determined 
by the naval authorities. Ship's lines usually employed. 

Requirements: The assistance of tugs for mooring and departure 
operations is governed by the following rules: 

(a) Manoeuvring at the Gamboa and Sao Cristévao quays: 
vessels up to 2,000 g.r.t. no tug. 

2,001 to 5,000 g.r.t. 1 small tug. 

5,001 to 15,000 g.r.t. 1 large and 1 small tugs. 

15,001 to 30,000 g.r.t. 2 large and 1 small tugs. 

over 30,000 g.r.t. 2 large and 2 small tugs. 

Manoeuvring at the Caju Quay (warehouses 19 to 33): 

vessels up to 2,000 g.r.t. without tug. 

2,001 to 5,000 g.r.t. 1 small tug. 

5,001 to 15,000 g.r.t. 1 large tug and 1 small tugs. 

over 15,000 g.r.t. 1 large tug and 2 small tugs. 

Manoeuvring at the Mineral and Coal Quay: 

vessels up to 2,000 g.r.t. without tug. 

2,001 to 5,000 g.r.t. 2 small tugs. 

5,001 to 15,000 g.r.t. 2 large and 1 small tugs. 

over 30,000 g.r.t. 3 large and 1 small tugs. 

Manoeuvring at the Petroleum Terminals, Mauda Pierand Docks: 

vessels up to 4,000 g.r.t. 1 small tug. 

4,001 to 15,000 g.r.t. 1 large and 1 small tugs. 

15,001 to 30,000 g.r.t. (loaded) 2 large and 1 small tugs. 

15,001 to 30,000 g.r.t. (in ballast) 2 large tugs. 

over 30,000 g.r.t. (ballast) 3 large tugs. 

over 30,000 g.r.t. (loaded) 3 large and 1 small tugs. 

The following must also be observed: 

1. All vessels (tankers) manoeuvring at quays which are not terminals 
will be assisted by tugs as shown in section (d). 

2. The requirements in sections (a), (b), (c) and (d) will apply when 
the manoeuvre is effected under normal conditions. 

3. In abnormal conditions, and according to the Pilot's judgement, 
other necessary measures will be adopted to ensure safety of the 
manoeuvre. 

4. When a vessel is manoeuvring with the aid of a tug, the Pilot 
may call for a further tug with power compatible with the require- 
ments of the manoeuvre. 

5. ond will be considered as large where its power is in excess of 

-p. 
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(b) 


(c) 


(¢) 


BERTHING: Berth usually accessible day and night. Ratguards 
obligatory. 

For vessels loading iron ore, it is important that hatch combings 
are not higher than 31 ft. above the water-line in order to pass under 
the loading belt. 


Quay Length Depth 

Pier Mauda 883 m. 11 m. (36 ft) 
Gamboa Quay 3,298 m. 9-5-10 m. (31-1-32:8 ft.) 
S4o Cristévao 1,428 m 8-9:'5 m. (26:2-31:1 ft.) 
Caju Quay 1,300 m 6 m. (19°6 ft.) 
Mineral & Coal Quay 438 m 12-5 m. (40°9 ft.) 


CRANES: 164 gantry cranes, 20 jib cranes, 10 steam cranes, 7 
tracked cranes; 3 floating cranes, largest with capacity of 200 tons. 
STEVEDORES: Cable Agent ETA 36 hours before arrival in order 
to arrange gangs required. When arriving during week-ends or on 
Monday, Agent needs ETA on Friday afternoon, Loading/discharge 
rates: 

General cargo cases 7 to 8 tons per gang/hour. 

Bags 15 tons per gang/hour. 

Grain in bulk 1,000 tons per eight hours. 

Coal in bulk 7,000 tons per day. 

Loading iron ore 25,000 tons per day. 

MEDICAL: All facilities available. If doctor needed on arrival or 
making emergency call to land sick persons, cable ETA 12 hours 
before arrival. 

DENSITY: Salt water at entrance to bay. Further inland water 
often brackish, and density varies with tide. 

FRESH WATER Available alongside from 69 points, loading 
rate 30 t.p.h. Also available by barge, capacity 450 tons, loading rate 
100-200 t.p.h. 

FUEL: Available subject to 5 days notice. Advisable not to bunker 
in Brazil as fuel is very expensive. 

DEVELOPMENTS: Plans under study to build new iron-ore 
loading installation to take vessels up to 100,000 dwt. 
WATCHMEN: Gangway watchmen strongly recommended for 
any vessels working cargo with shore labour on board. Watchmen 
from shore not necessary for coal, iron ore, and oil cargoes. 
CUSTOMS ALLOWANCES: Each crew member allowed 2 car- 
tons of cigarettes and one bottle wine or spirits. 

IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card, on which is a photo- 
graph of holder and personal details. These cards are provided by 
the Agent upon arrival. The identity card must be delivered on dis- 
embarkation to the Federal Police who will return it to the crew mem- 
ber on re-embarkation. 

CONSULS: Pratically all countries have consuls in Rio. 
REPAIRS: All types deck and engine repairs can be effected. Five 
dry docks. Largest dry dock, length 259 metres, breadth 34 metres, 
max. draft 14 metres. 

POLICE/FIRE/AMBULANCE: Police 234-2020; Maritime Police 
243-0181; Ambulance 222-2121; Fire 232-1234. 

HOLIDAYS: Lega/ Holidays: New Year's Day (January 1st); St 
Sebastian (January 20th); Tiradentes (April 21st); Labour Day 
(May 1st); Independence Day (September 7th); Proclamation of the 
Republic (November 15th); Christmas Day (December 25th). 

Religious Holiday: All Soul's Day (business and banks closed) 
(November 2nd). 

Movable Holidays: Good Friday (business and banks closed); 
Corpus Christi (business and banks closed); Carnaval (Saturday 
through to noon on Ash Wednesday) — non-official irregular working 
hours — banks closed. 

Federal and State Government Departments, as well as banks, do 
not work on Saturday. 

TELEPHONES: Available at warehouses 1-8 on request to the 
Brazilian Telephone Company. 

SHORE LEAVE: Shore leave is permitted. 

AUTHORITY: Captain of the port, Rua Visconde de Inhaume 
1, Rio de Janeiro. Tel. 243-6318 and 223-0323. 


(B) TANKER SECTION. All information refers to the ‘Petrobras 
Terminal" unless otherwise stated. 
LOCATION: 
South Dock-Island (main) 
Lat. 22° 49’ 2” S. 
Long. 43° 09’ 2” W. 
North Dock-Island (secondary) 
Lat. 22°48’ 3” S. 
Long. 43° 08’ 9” W. 
Butadiene Dock-Island 
Lat. 22° 48’ 2” S. 
Long. 43° 09’ 0” W. 
Ilha Redonda Pier 
Lat. 22° 48’ 1" S. 
Long. 43° 09’ 0” W. 
DOCUMENTS: Inward clearance is effected aboard immediate! 
after arrival by Government Port Officials and agent's representativé 
The following documents must be ready: 
5 copies Crew List. 
Any document regarding outward clearance of the ship at las 
port of call. 
3 copies Store List. 
3 copies Personnel Effects List 
3 copies Passenger List. 
3 copies, one visaed, Cargo Manifest. 
3 copies Bill of Lading. 
APPROACHES: The safe access to the Terminal is made throug 
a main (deep but narrow) channel swept to 17 m. (55 ft.) that begit® 


East Berth (PPI) or 
West Berth (PP2) 


East Berth (PS1) or 
West Berth (PS2) 


East Berth (PAB) 


West Berth (IR) 
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between the Island of Cotunduba and the Point of Leme. It extends 
as far as the East neighbourhood of the South Dock-Isiand East 
Berth. As long as the ship does not exceed 11:3 m. (37 ft.) the access 
can also be undertaken through the N.-S. axis passing by liha 
Rasa and the bar's entrance (secondary entry, larger but shallower). 

A long bridge (Rio-Niterdi), under construction, linking Ponta 
do Caju (West) to Ilha do Mocangué Grande (East) will cross the 
swept channel. Three navigable empty spaces: - the central one 
300 m. (980 ft.) wide; 50 m. (165 ft.) high at MLWS. the side ones with 
200 m. (650 ft.) in width - will maintain the safe access for ships. 

A shoal (reef) in 11-5 m. (36 ft.) deep lies about 0.3’ E.N.E. of Lage 

Is. just after the bar's narrow entrance (between Sao Jodo and 
Santa Cruz Points). A wreck marked by a green buoy (CS) lies sunk 
nearly 1°3 miles eastward of Cotunduba Is. 
ANCHORAGE: Vessels should anchor North-eastward of liha 
Fiscal for port authorities clearance. After pratique has been 
granted they should change anchorage site while awaiting for a 
berth alongside. 

Vessels should anchor clear of the 17 m. (52 ft.) swept channel. 
They must take care to avoid dropping their anchors on the route 
of submarine cable near to a line joining the islands of Villegagnon 
and Boa Viagem. 

Prohibited Anchorage: |n no circumstances should ships drop 
anchor Westwards and between South and North platforms due to 
the existence of submarine pipe-lines connecting Ilha D'agua to 
the platforms and to Ilha Redonda. 

READINESS: Arrival is usually considered the time the vessel 
reaches the anchorage area or the time the Pilot boards the vessel, 
whichever occurs first notice of readiness will be accepted at the 
time the tanker is in all respects ready to operate. 

PILOTAGE: Pilotage is compulsory after the ship's free pratique 
has been granted. From that moment on all movements within the 
port limits will be made under the assistance of a Pilot. Request 
for pilotage service may be made either right to the Harbour Pilot's 
Working Co-operative (pilot station VHF Radiotelephone - Channels 
16 and 12. Listening period from 0600 to 1800 hours local time) or, 
through ship's agent, 24 hours beforehand. 

For tankers larger than 100,000 dwt Pilots usually board the vessel 
outside the main channel's entrance. This will occurif weather condi- 
tions permit and by daylight only. 

Ships could also use, in most circumstances, a secondary entry 
which N.-S. axis passes through Ilha Rasa (larger but shallower) 
as long as their draft does not exceed 11:3 m. (37 ft.). In certain cases 
and at the discretion of the Pilot, according to the prevailing condi- 
tions, ships will use this channel with a draft up to 12-5 m. (41 ft.). 

Ships may anchor 1:8 mile on the North of Ilha Rasa for awaiting 
the Pilot, who will board the ship and proceed by day or night 
according to ship's draft, visibility conditions, etc. 

A pilot-ladder must be safely rigged for immediate use and be 
long enough to reach the Pilot's launch. At night adequate lighting 
must be rigged so as to enable the Pilot to approach and board the 
vessel. In addition, a boat rope should be led along the side, from 
well forward. A lifebuoy with 27 m. (15 fathoms) of rope must be 
conveniently placed in the vicinity of gangway for use in emergency. 
Vessels should always make a lee. Tankers of 40,000 dwt or over 
are requested to have a pilot ladder (preferably with a centre gripping 
line) rigged alongside the accommodation ladder in order that the 
Pilot may transfer to it after about 2 to 3 m. (6 to 10 ft.). 

MAX. SIZE: Tankers up to 135,000 dwt will operate in the terminal. 
Draft is 15:8 m. (52 ft.) at low water. 

Berthing capacity is limited by structural resistance of installa- 
tion, actual depth of the swept channel and weather conditions. 
South Dock Island (main) 

East Berth (PP1) - Tankers up to 15:8 m. (52 ft.) draft will moor and 
unmoor at any time. 

Structural resistance of pier was designed to handle tankers up to 
115,000 t.d.w. but under special circumstances this limit will be 
extended to 135,000 t.d.w. 

West Berth (PP2) - By day tankers up to 13-1 m. (43 ft.) draft will 
moor according to the range of tide. 

9-4 m. (31 ft.) draft to a range of 0-0 m. (0.0 ft.) 
12:2 m. (40 ft.) draft to a range of 0:3 m. (0-98 ft.). 
12-5 m. (41 ft.) draft to a range of 0:6 m. (1-98 ft.). 
12°8 m. (42 ft.) draft to a range of 0-9 m, (2-94 ft.). 
13.1 m. (43 ft.) draft to a range of 1-2 m. (3-94 ft.). 

By night only ships up to 35,000 t.d.w. will moor. 

Leaving at night only enough ballasted and with own power, up 
to 48,000 dwt. 

Shifting ship from East to West Berth only be daylight, draft 12°8 m. 
(42 ft.), fair weather and wind speed up to 2 Beaufort; 

North Dock Island (secondary) 

East Berth (PS1) - Tankers up to 35,000 dwt will moor either by 
day or night. 

At low tide, the maximum draft permitted is 10-2 m. (34 ft.). 

West Berth (PS2) - At night tankers up 14,000 dwt will manoeuvre. 
Whenever another tanker is already berthed to the Butadiente Dock- 
Island, night mooring to the North Dock-Island is not advisable. 
West-berthing will be undertaken with ebb tide, i.e. the set of the 
current is South, preferably. 

At low water maximum permitted draft is 8:2 m. (27 ft.). 

Butadiene Dock-Island (PAB) 

Manoeuvres willbe undertaken at daylight only. Maximum permis- 
sible draft at low water is 8-5 m. (28 ft.). 

Ilha Redonda Pier (/R) 

LPG tankers will moor by day only, limiiations concerning draft is 
7m, (23 ft.) at most. Maximum ship's LOA is 100 m. (360 ft.). 

Advisable draft for safe manoeuvring: Although the amount of 
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ballast carried on vessels is at the Master's discretion, the table 
below is recommended as a guide: 

Vessels of 30/40,000 tons, draft for'd 16’ aft 20’ 

Vessels of 40/50,000 tons, dratt for'd 16’ aft 20° 

Vessels of 40/70,000 tons, draft for'd 16’ aft 20° 

Vessels of 70/100,000 tons, draft for'd 16’ aft 20’ 

Vessels over 100,000 tons should have approximately one-third 

of the vessel's deadweight in ballast. 
RADIO: Vessels under charter to Petrobras bound for Rio de 
Janeiro should advise their ETA 48 hours prior to arrival to PPA25 
(Company's own radio station) as well as to their agents when it 
will be the case, through PPR (Rio Radio - Government Coast 
Station). Confirmation or change of ETA should be cabled 24 hours 
before arrival. When within range, tankers may also call Torgua or 
Fronape VHF radio-telephone stations for instructions. All ETA's 
should indicate whether it is local time or GMT. 

The terminal radio and communication centre is located in the 
Oil Handling Control Room situated at Ilha D'agua. There is a RT 
set operating 24 hours a day, on Channel 16 (Delta) and manned by 
terminal operators. 

It is strictly prohibited to use vessels wireless transmitters in the 
port of Rio de Janeiro. 

Non-compliance with this regulation may result in a fine being 

imposed on vessel by the authorities. 
TUGS: Tugboat assistance is rendered by two Petrobras 1,430 h.p. 
tug boats (twin motors equipped with controlled pitch propellers). 
Private tugboats are also available. While rendering such assistance 
tugs act under the orders of the harbour Pilot. Petrobras tugs are 
fitted with fire pumps and monitors (including mechanical foam) 
to assist in fighting fires. All manoeuvring orders will normally be 
given by VHF telephone on channel 13 (Alpha) - 156-65 mHz, how- 
ever, they usually keep watch on channel 16 (Delta) - 156°8 mHz. 
Ships not provided with radiotelephone, orders will be conveyed 
to the fore tug by a mouth whistle and to the aft tug by the ship's 
whistle. All orders received by tugs will be acknowledged with a 
distinct short blast. Hawsers are always supplied by the ship except 
when tugs are manoeuvring alongside ship in which case the towing 
lines will be given by the tugs. 

The tugs are usually stationed either at the terminal dolphin or 
“L" pier on Ilha D'agua. The Pilot in consultation with the Master, 
will decide the number of tugs required for each berthing or un- 
berthing operation. Safety of the Terminal installations demands, 
at least, two tugboats, even for bow thruster equipped ships. 
BERTHING: 

Petrobras : Torguaisan oilterminal consisting of four distinguished 
mooring sites located on different places inside the Guanabara Bay. 

All these mooring sites are linked to Ilha D'agua and then to the 
mainland (Duque de Caxias Refinery- REDUC) by submarine pipe- 
lines. Three of them are dock-islands, i.e. island-type off- 
shore platforms lying near to the Eastern edge (about half mile 
away) of Ilha D’agua (where storage tanks, operation controlling 
room and part of the administrative staff are placed). Two of these 
dock-islands are squared platforms (South and North) with two 
berths each (East and West). The South one is designed for larger 
tankers consisting of two mooring and two breasting dolphins on 
each side of the platform. It is normally used for the discharge of 
crude oil. 

The North Dock-Island (smaller) has only two mooring dolphins 
on each side. Two berths (East and West) are also available. It is 
generally used for handling derivatives. The third Dock-Island 
(the smallest and round shaped one) is actually the dolphin of the 
North Dock-Island square platform. It is known as the “Butadiene 
Pier’ and only one vessel at a time can be berthed there (East) either 
for discharge LPG/butadiene or loading light grades. Besides these 
three mooring sites there is a fourth located on Ilha Redonda 
(approx. 2 miles E.N.E. of Ilha D'agua). This installation comprises 
one single berth (West), head of a small pier. It handles LPG only. 
Two spherical refrigerated storage tanks (2,000 tons) can easily be 
seen from incoming vessels. 

Other Terminals: Manguinhos Terminal- Operators: Refineria 
de Petroleo de Manguinhos. At Manguinhos terminal a draft of 36 ft. 
is permissible. Conventional buoy berth in which two ship's 
anchors and four buoys are used, one on starboard forward of the 
bow and three buoys aft. Two ship's lines run to each buoy. The 
terminal is situated in the inner harbour of Rio de Janeiro and close 
to the quays. Three 8-in. hoses from an underwater pipe-line are 
connected to the ship's manifold. Maximum back pressure is 100 
ppsi, at the ship's rail. Discharge rate is about 1,000 tons per hour. 
Care is to be taken that the vessel shall not exceed a draft of 40 ft. 
during discharge. Bunkering is permitted when discharging cargo. 

Riberia Terminal - depth alongside 30 ft. 

Shell Terminal - ,, A. 31, 

Texaco Terminal-__,, A 23°, 
MEDICAL: Medical treatment and/or hospitalisation, if required, is 
provided in private local clinics. Dentists are also available. For 
emergency cases (serious illness or injury) Torgua first aid may be 
requested by the Master. Internal telephone no. is 39. 

If patient does not speak Spanish, Portuguese or English an 
interpreter should accompany him. A nominal amount is charged 
for any supplies or medicines furnished by the terminal. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


CARGO INFORMATION: 
South Dock-Island (main) 


Pipe-lines Hoses/Arms 
cu. 
Volume metres 
Dia. cu. per Dia. 
Grades No. in. metres hour No. in. P.S.1. 
For Loading 
Diesel oil 1 12 90 1,100 1 8 250 
Gasoline 1 12 90 1,100 1 8 250 
Fuel oil 1 12 90 1,200 2 8&12 450 
(HPP, LPP) 
Kerosene 1 12 90 600 1 8 230 
lamp & jet 
roe un 1 6 22 5f 1 2} 150 
For Discharge 
LPP crude oil 1 32 4,000 ‘4,000 3 8/12/12 150 
1 26 6,128 2,000 3 8/12/12 150 
HPP crude oil 1 26 6,128 2, 3 8/12/12 110 
Ballast/slop 1 12 90 _ | 8 80 
North Dock-Island (secondary) 
For Loading 
Diesel oil 1 12 98 700 1 6 230 
1 8 50 350 1 6 230 
Gasoline 1 12 58 700 1 6 230 
1 10 78 400 1 6 230 
Fuel oil 1 14 135 1,200 2 6 450 
(HPP, LPP) 
Kerosene 1 12 98 700 1 6 230 
(Lamp & jet) 
Water 4 12 50 1 2h — 
For Discharge 
LPP crude oil 1 26 6,000 A 2 6 120 
Ballast 1 12 98 800 1 6 150 
Butadiene Dock-Island 
For Loading 
Gasoline 1 12 102 700 1 6 230 
1 10 73 400 1 6 230 
Diesel oil 1 12 102 700 1 6 230 
1 8 48 350 1 6 230 
Kerosene 1 12 102 600 1 6 230 
(lamp & jet) 
For Discharge 
Ballast 1 12 102 800 1 6 150 
LPG/Butadiene 1 8 575 300 1 250 
NB: - A mooring buoy exists on the N.W. of the Dock-Island (Dolphin). 
liha Redonda Pier (West Head Berth) IR 
For Loading 
LPG 1 8 56 — ae (L) 150 
1 6 3-2 — 1 6 (Vv) 150 
LPG 1 8 56 _ 28 (L) 600 
1 6 3-2 _ 16 (V) 


N.B.: - Two mooring buoys exist. 

FRESH WATER: Facilities may be arranc2d to supply water in 
North and South platforms only. Water supplying barges are also 
available. 

FUEL: The Terminal is equipped with blending valves and can 
deliver any type of fuel - as Bunker C fuel oil, marine gas oil, marine 
diesel oil and intermediates of any grade - concurrently with tankers 
working cargo, at international prices. 

The supplying rates are of about 300 mt/hour for Bunker C, 180 
mt/hour for MGO and 450 mt/hour for intermediates. 

Order of bunkering should be placed, with a minimum of 48 hours 

in advance, to: Marine Fuel Division, Commerical Department. 
Telegraphic Address: Petrobrasecope. Telex number: 031422 or 
031423. Rio de Janeiro — Brazil. 
BALLAST: All ballast should be pumped out to the terminal slop 
tanks. Under no circumstances should it be pumped into the sea 
even if the ballast is said to be clean. As soon as the ship is moored, 
the Terminal Representative must be told of the quantity of ballast 
on board and the estimated time to pump it out. Right after dis- 
charging a sludge ballast of high pour point (HPP) oil, tankers are 
asked to flush the line with water from the main suction inlets. The 
Terminal Representative must be notified 30 minutes before the 
ship will be out of ballast. 

There are two sludge tanks with a total capacity of about 8,900 cu. 
m. (56,000 bbls.). The terminal is particularly interested in having 
vessels complete the deballasting operation promptly after berthing 
in order to minimise time at berth. Simultaneous loading and de- 
ballasting is encouraged on properly equipped vessels. 
REPAIRS: Repairs of all kinds can be effected in Rio de Janeiro. 
There are floating cranes with a capacity of 100 tons. Divers service 
may be obtained. Dry dock to hold ships up to 33,000 t.d.w. are 
available. It is suggested that charges should be discussed with 
ship's agent prior to proceeding with any repair work. 
SURVEYORS: Lloyd's Register of Shipping, American Bureau 
of Shipping and Bureau Veritas have representatives in Rio de 
Janeiro. Advance notice should be given in order to arrange for an 
appointment through Fronape on ship's agent. 

Chas. Martin & Co. petroleum inspectors are available in Rio de 
Janeiro. Contact may be through Agent. E. W. Saybolt & Co. 
inspectors are also available in Santos. 

Chas Martin & Co., Rua da Lapa, 200 - conj. 906, 20,000, Rio de 
Janeiro, GB, ZC-00, Tel.: 242-4219, 245-5636 and 225-3507. 

E. W. Saybolt & Co., Rua Bras Cubas, 3, 11,100, Santos, SP. Tel.: 
4-6638 


GENERAL: 

Gangway: All vessels using the port of Rio de Janeiro must 
provide a safe gangway. The use of rung ladders (sea ladders) is 
contrary to port regulations and port authorities will not board 
except by means of a safe gangway or accommodation ladder. A 
lifebuoy with 27 m. (15 fathoms) of rope must be conveniently placed 
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in the vicinity gangway for use in emergency. It will be the responsi- 
bility of ship to provide and maintain this equipment. 

At night, the gangway must be adequately lighted. In addition, a 
boat rope should be led along the side, from well forward. In the 
near future a special safe gangway will be provided in the South and 
North dock-islands. 

Repairs; Repair and maintenance services for radar, radio, gyro 
compass, echosounder, etc., are available. The repair man should 
be contacted through ship's agent. 

Stores; Provisions and stores are available. Requisitions should 
be conducted through the agents. Ship chandlers are normally 
permitted to visit ships when specifically instructed by agent. 

launches: Launch service for the transportation of personnel 
ashore must be arranged through ship's agents. Terminal boats are 
intended for operational assistants and they are normally stationed 
at a small “L” pier on the South of Ilha D’agua (Barge Dock). 

Laundry: Laundry service is available throughout each working 
day. Such service should be requested in the vessel's ETA message 
to agents. 

Photographing: The taking of photographs within the boundary 
of the terminal premises is prohibited. 

Ratguards : Ratguards must be fitted to all mooring lines. 

Sea Pollution: Brazilian law is very strict in regard to the 
pollution of harbour and coastal waters. Vessels should not dis- 
charge dirty ballast, ashes, refuse, etc., into the water. Heavy fines 
are imposed for violations. All overboard discharge valves from 
cargo tanks and bilges are to be conducted with the greatest care 
and vigilance in order that errors or delays in handling cargo valves 
may not result in overflows. All deck scuppers should be plugged 
to avoid harbour contamination should an oil spill occur. 

Similarly, any hull leakages will be subject to equal restrictions, 
To offenders, fines will be charged (besides resulting delay) accord. 
ing to ship's tonnage, i.e. 2% of the largest country's minimum 
wage per each ship's (gross) ton. 

Emergency towing wires: Two towing wire ropes (fore and aft) 
should be hung overboard to the water's edge in such way that tugs 
can easily make fast if an emergency situation arises. 

Shore Leave: Shore leave is normally permitted. Baggage and 
packages are subject to examination upon entering and leaving the 
Terminal property and vessels, either by Petrobras watchers or by 
custom's officers. 

Cleaning: Several contractors in the area provide labour for tani 
cleaning and mopping. Masters need of this service should submii 
their requirements to ship’s agent who will contact and requesté 
contractor to go on board to discuss details and estimate costs 0 
work to be effected. 

It must be pointed out that the Master of the vessel is solelj 
responsible for the fitness of the ship's tanks for loading his nex 
cargo, and will therefore be held liable for any contaminations of the 
cargo after loading, due to inadequate tank cleaning. Therefore it is 
up to him to decide the degree of tank cleaning necessary. He may 
of course, seek advice from petroleum inspectors in this respect 
whenever there is any doubt. 

Compass Adjustment & RDF Callibration : Compass adjustment 0 
radio direction finder callibration can be effected by competer 
hydrographers and extra-masters. Contacts with agents or throug 
the pilot's station. 

Custom's Watches: Sometimes while vessel is in port, Brazilia 
custom's officials are assigned on board to ensure compliance wil 
custom regulations. Meals must be supplied to these official 
during regular meal hours. 

Important Telephone Numbers (PABX) : 

Terminal’s Executive Assistant 
Operation Manager 
Operation Supervisor 38 


28* | 


Marine Section 50* 
Safety Section 40* F 
Medical Section 39 - 


(*) To be used in working hours only. 


AGENT: L. Figueiredo S/A. Av. Pres. Vargas 463-20° And: bs 


Tel. 221-6127. Cables: “Doratrans-Rio”. Telex 031720 ‘Doralic : 
Rio”. e 
a 
RIO GRANDE: 32.03 S. 52.05 W. V 
DOCUMENTS: Health Authority : 
Maritime Health Declaration, to 
Deratisation Certificate. 
Officers/Crews Seamen's Books/ Vaccination Certificates. ar 
Passengers’ Passports/Vaccination Certificates. re) 
Crew List (showing dates of Vaccination Certificates). ch 
Passenger/Negative Passenger/Transit Passenger Lists. cu 
Customs 
List of Ports of Call. ch 
3 Stores Lists (including deck/engine).* dr 
3 Personal Effects List.* thi 
Customs Pass/negative cargo declarations from previous ports ¢h, 
call (if Brazilian). be 
1 Crew List. be 


1 Bunker Report form. ves 

1 Cargo Manifest (also negative declarations from foreign p® jt a 

of call). ofr 

1 Passenger/Negative Passenger/Transit Passenger Lists. ofr 

Declaration of any supplementary/unmanifested cargo on boa BY 

* Note; One copy of Stores/Personal Effects List is visaed by! var 

Customs Official and must be retained on board for presenta? fac; 
to the Customs at the next Brazilian port of call. 


dat 
ice 
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Police 

3 Crew Lists. 

2 Passenger/Negative Passenger/Transit Passenger Lists. 

Police pass from previous port of call (if Brazilian). 

“Relacoes-gerais” from foreign ports of call. 

Agents 

Copies of Manifests/Bills of Lading from loading ports for cargo 

to be discharged at Rio Grande. 

Copy of Passenger/Negative Passenger/Transit Passenger Lists. 

2 Copies of Crew List. 

PILOTAGE: Bar pilotage is compulsory, on approaching Rio 
Grande contact can be made with Pilots by VHF Channel 16, pilot 
boat is easily identified as it is painted red. Requests for a Pilot to 
be made by Agent at least 12 hours in advance for vessels entering 
and two hours for vessels sailing. Bar Pilots either bring vessels with 
cargo to discharge/load direct to berth, or up to inner anchorage 
(when no berth is available or in the case of vessels en route to 
Porto Alegre). 

ANCHORAGES: Official anchorage situated at a point between 
inner light buoys Nos. 4 and 5, just before entrance proper to inner 
approach channel, In case of necessity, vessels may discharge/load 
to/from lighters at anchorage where depth is over 35 ft. 
RESTRICTIONS: Depending on weather conditions and subject 
to prior arrangements with Bar Pilotage, vessels drawing less than 
24 ft. may enter or leave any hour of day or night. Draft subject to 
change as access channel is being dredged to 42 ft. 

MAX. SIZE: Bar max: subject alteration, see Restrictions. 

Anchorage and bar fourth section: Fourth section is where new 
super port of Rio Grande will be situated. The natural draft inner 
roads is 50 ft. therefore if draft at access channel confirmed, foresee 
no difficulties vessels drawing heavy draft entering and operating 
at anchorage or super port grain and fertilizer terminals. 

Inner New Port (Porto Novo) ; Subject to alterations. 

HEALTH: (a) Vessels arriving from a foreign port of call must 
receive visit of Port Health Authority. Each passenger (whether to 
land or in transit) and crew member must be in possession of a 
valid international vaccination certificate against smallpox. 

(b) Maritime Health Declaration has to be made out and handed 
to Doctor at time of visit. When all papers have been examined and 
found in order, the Doctor will authorise lowering of the yellow flag 
and hand over free pratique. 

(c) Vaccination against smallpox can be made on board and 
respective international certificate issued. 

(d) In case of death, suspected disease, serious accident, etc., 
on board before vessel arrives in port, Master should radio Agent 
giving full particulars so that necessary steps may be taken with 
Health/Police authorities. 

RADIO: Radio Juncao, call sign PPd, situated on outskirts of Rio 
Grande, is a receiving/transmitting station, operating on a wave- 
length of 600 metres (500 kc/s). There is telephone communication 
between radio station and shipping offices so that, normally, mes- 
sages are relayed without any appreciable delay. Radio messages 
may also be despatched through Florianopolis Radio, via Western 
bm nt and these are also received quickly, under normal con- 

itions. 

TUGS: Compulsory for vessels over 2,800 dwt. Five tugs available. 
Tugs usually join vessel as soon as she has come through approach 
channel, in the port proper, but in the case of deeply-laden vessels, 
normally attend before vessels enter inner approach channel. Ship's 
lines always used. 

Tug Requirements: 

Vessel 2,800-5,000 dwt. 1 small Tug. 5,001-10,000 dwt. 1 small 
and 1 medium tug. 10,001-15,000 dwt. 1 medium and 1 large tug. 
Over 15,001 dwt. 2 large tugs. 

BERTHING: New Port: Length of quay, 640 m., depth 8:5 m. 38 
cranes, capacity 2°5 tons to 10 tons. 

Old Port : Length of quay, 1,522 m., depth 4-5 m. 13 cranes, capacity 
2-5 tons to 5 tons. 

No mooring buoys. Vessels berth alongside quay to load/dis- 
charge. If weather conditions permit, recommended that vessels 
should berth starboard side to wharf in order to facilitate sailing, 
especially if there is a possibility of night departure. Turning vessel 
round before coming alongside, however, may not always be 
advisable or safe because of wind and current conditions at time. 
Vessels loading down to maximum safe draft must be starboard 
side to quay on sailing. If weather does not allow ship to turn on 
arrival, she must do so as soon as conditions permit, before being 
too deeply laden. 

Oil Carriers ; Tankers measuring over 200 metres long have entered 
and berthed at Rio Grande, coming alongside port side to berth. 
On sailing, they go out stern first, turning after negotiating approach 
channel and reaching anchorage. Favourable conditions of wind and 
current necessary for this manoeuvre. 

Installations for discharge of petroleum products: All fuel oil dis- 
charged at tanker berth within port proper —i.e. subject to a maximum 
draft of 29 ft. White petroleum products may also be discharged at 
this berth. A deep-water tanker pier has been constructed close to 
the anchorage but it is in limited operation for white products only, 
because pipe-lines to main storage tanks and refinery have not yet 
been installed. This pier, which is capable of accommodating two 
vessels of 160-180 metres overall length, has a depth of over 35 ft.; 
it also has installations for supplying fresh water which may, in case 
of necessity, be used by cargo vessels. No facilities for the discharge 
of residues. 

BULK HANDLING FACILITIES: New port; depth alongside 


varies from 26 ft. to 29 ft. depending on berth and has the following 
facilities: 
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CESA Terminal: One silo with a capacity of 55,000 tons used for 
grain and soya beans. Conveyors feed two pneumatic chutes, each 
150 t.p.h. The facility is being improved to handle 1,000 t.p.h. 

Port-owned Terminal: Two silos with a total capacity of 70,000 
tons. Loading is carried out by a single retractable arm, max. reach 
20 m. Average loading rate 1,500 t.p.h. 

Samrig Terminal: One silo with a capacity of 35,000 tons. Loading 
is carried out by two movable chutes each with a capacity of 200t.p.h. 

At other berths loading is carried out by portable equipment. 

Cotrijui Terminal: At Rio Grande Superport. 

This privately-owned terminal has storage capacity of 100,000 
tons with a further storage facility of 110,000 tons under construction, 
which should be operational in 1975. 

The loading rate is 3,000 t.p.h. through eight chutes. Depth along- 
side 55-59 ft. only one vessel is able to berth alongside the pier, 
length 180 m. 

The terminal only handles soya beans and gives preference to 
self trimming vessels and bulk carriers. 

The Superport will eventually cover 8 km. along the waterfront 
with provision made to handle fuel, chemicals, oils, salt, fertilisers, 
minerals, containers and roll-on/roll-off traffic. 

STEVEDORES: Working hours, straight time, 0730/1130 - 1300/1700 
(week-days). During week-days, labour for morning shift which 
commences at 0730 hours, may be ordered up to 0715 hours; at 
1245 hours extra gangs may, if necessary, be engaged for afternoon 
shift commencing at 1300 hours. For night work longshoremen (i.e. 
dock labourers as distinct from stevedores) must be ordered before 
1600 hours; stevedores, tally-clerks, etc., for night work may be 
engaged up to 1845 hours for shift that starts at 1900 hours. Sunday/ 
holiday work must be ordered previous day, up to 1600 hours. 
MEDICAL: Two hospitals available which have adequate facilities 
to deal with majority of cases. Only vaccination required at present 
is against smallpox. 

FRESH WATER: Supplied at main quay at a rate of 10 to 15 t.p.h. 
or at tanker pier where rate is about 25 to 30 t.p.h. Port has a barge 
Gutemberg which can supply water (100 t.p.h.). It is only used in 
extreme cases where no other supply is feasible, as cost is high due 
to high overtime rates and tugs standing-by during whole operation. 
FUEL: Bunkers may be supplied by Esso, Shell or Petrobras at 
tanker pier at a rate of up to 300 t.p.h. Same has to be previously 
stemmed aboard and supply is only effected when confirmation of 
stem is received. Cost varies according international demand. Barges 
for supply at roads are sometimes on hand. 

DEVELOPMENTS: Dredging continues to a depth of 14 metres at 
the entrance and 13 metres in the inner channel. 
GANGWAY/DECK WATCHMEN: Gangway watchman is 
compulsory. It is advisable to use deck watchman when pilferable 
cargo is accessible. The rate is 50% higher than that for a gangway 
watchman. 

OPENING/CLOSING HATCHES: Opening and closing of con- 
ventional hatches normally done by stevedores, without any extra 
cost; advisable, however, for steel hatches to be handled by crew. 
CUSTOMS ALLOWANCES: Each crew member allowed one 
carton cigarettes (or the equivalent in pipe tobacco) and one bottle 
of spirits, per week. Ships that remain in port for over a week may 
request Customs, through their Agent, to open bond for another 
weekly issue. 

IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of identity card, on which is a photo- 
graph of holder and personal details. These cards are provided by 
the Agent upon arrival. The identity card must be delivered on dis- 
embarkation to the Federal Police who will return it to the crew mem- 
ber on re-embarkation. 

CONSULS/VICE-CONSULS: 


Britain Tel. 2.3303 Norway Tel. 2.1611 
Denmark », 2.3011 Portugal ,, 2.3978 
Italy 51 2.2862 Spain » 2.2621 
Netherlands ,, 2.3303 Uruguay” _,, 2.2953 


REPAIRS: Two small repair shops equipped to carry out minor 
repairs. No dry docks. Radio, radar and gyro technicians available 
but expensive. 

REPATRIATION: Seamen rejoining their ships or being repatri- 
ated have to proceed to Porto Alegre, by bus, where arrangements 
can be made for embarkation by air. 

TIME: GMT minus 3 hours, except during the period 1st December 
to the last day of February (Brazilian Summer time) when the differ- 
ence is two hours. 

HOLIDAYS: National: 1st January;* 21st April; 1st May;* 7th 
September;* 15th November; 25th December.* Municipal: 2nd 
February; Good Friday;* Corpus Christi; 29th June. 

Note; Days marked (*) no labour available. 
POLICE/AMBULANCE/FIRE: Police 2.1695; Hospitals 2.3802; 
Ambulance 2,3801; Fire 2.1778. 
eee: There are no facilities for placing telephones on 

oard. 

GENERAL: Flags to be flown. 

(a) Brazilian flag at the top of the foremast. 

(b) Yellow flag (to be hoisted until the doctor's clearance is given). 
Vessels arriving from a Brazilian port, with no disembarking pas- 
sengers, must not hoist yellow flag unless there is sickness on board 
requiring presence of the Health Authorities. 

(c) Pilot flag. 

(d) Customs flag (to be hoisted after the vessel is cleared by the 
Customs and flown during the vessel's stay in port). 
eee Port Captain, Rua Almirante Cerqueira e Souza, 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


AGENT: L. Figueiredo S/A. R. Marechal Andreia 311, Tel. 862. 
Cables ‘‘Doranave-Rge. Telex: 028880 (Public booth). 


SALVADOR (Bahia): 12.58 S. 38.31 W. 


DOCUMENTS: To be produced on arrival. 
To the Port Board of Health 

1 copy of Crew List. 

1 copy of Landing Passenger List. 

1 copy of Transit Passenger List. 

1 copy of Maritime Declaration of Health. 

On occasions the doctor may ask to see the vaccination certificates 
of the crew and Deratisation Certificate. 

To Customs 

1 copy of Crew List. 

2 ccpies Landing Passenger List. 

pt ae List stamped by Customs at previous Brazilian port 

of call. 

Personal Effects List. 

Custom House negative cargo declaration from each Brazilian 

port of call previous to calling at Salvador. 

Custom House pass issued at previous Brazilian port of call 

before Salvador. 

1 copy of Manifest of Cargo to be landed. 

Declaration, in duplicate, of passenger baggage to be landed. 

Three copies of Provisions List. 

Three copies of Personal Effects List. 

Negative Cargo Manifests from foreign ports of call. 

To Federal Police 

2 copies of Crew List. 

2 copies Landing Passenger List. 

2 copies Transit Passenger List. 

2 copies Manifest of all cargo to be landed comprising of arms, 

ammunition, explosives, etc. 
To Agents 

2 copies Landing Passenger List. 

2 copies Transit Passenger List. 

2 copies Crew List. 

Port Captain Pass from previous Brazilian port. 

Also, all other documents (manifests, etc.) usually required by 

the Agent. 

Agent also fills out the ‘Entrada & Saida Capitania do porto” to 
be signed by Captain. The particulars for this document are: 

Name of Captain - name of ship - flag - code signal letters - 
tonnage: gross and net — horsepower - engines: twin or single - 
type of ship, etc. - port of registry - tons of cargo to discharge - 
owners - agents in port - last port of call - previous ports of call - 
next port of call - number of crew - number of disembarking 
passengers - number of transit passengers - speed of vessel — also 
specifications of nature and quantity of cargo in transit. 

Documents to be supplied to the Ship before departure. 

1 “Clearing pass" from the Port Captain 

1 Federal Police 
1 iy + » 9 Post Office 
1 z Hf + 9, Custom House 
1 Custom House negative cargo declaration for each following 

Brazilian port of call. 

The Port Doctor will require the following information: Class, name 
and flag of ship - net register tonnage - name of Master and ship's 
Doctor - number of officers and crew —- name of Agent - all ports 
called at during voyage — number of days from first to previous 
ports of call - number of passengers disembarking and in transit - 
tons of cargo to be discharged — whether any sick persons or deaths 
occuring on board. 

The Customs will require the following information: Name of vessel 
- nationality - gross and net tonnage - H.P. of engines — name of 
Captain - number of officers and crew - owner's name — name of 
Agent - all ports called at during voyage — ports of destination - 
days of voyage from first to previous ports of call - tons of cargo 
to be discharged ~ particulars of passengers. 

The Federal Police require the following information: Vessel's name 
- nationality - gross and net tonnage — name of Captain —- number of 
officers and crew — name of Agent - port of departure and all ports 
of call - number of days from first and last ports of call - number 
of passengers disembarking and in transit - specification of embark- 
ing and disembarking ports of each transit passenger. 

Ships calling at Salvador are normally boarded by the authorities 

at any time, day or night, when required. if there is no special 
urgency, however, the visit is effected the following morning at 
06.30 hrs. 
PILOTAGE: Application for Pilot cabled by Master to Agent who 
makes all arrangements with Pilots’ Association. Advance notice 
of ETA should be cabled by Master 48 and 24 hours before arrival. 
Pilot boat painted red. The location where Pilot has to be taken is 
indicated on all charts. 

Pilotage is not compulsory but Pilots are used by all foreign 
vessels for entering and leaving the dock. Sometimes they are also 
used to shift ships to anchorage for the Authorities visit. 

Pilots belong to the Pilot Association which is controlled by the 
Port Captain. 

Payment of pilotage is made by the Agency against vouchers 
sigr.ed by the Master showing the service rendered (pilotage fees 
do not include charge for motor launch for the Pilot, ropes for 
mooring, etc.). 
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When vessel arrives during the day, and a berth is immediately 
available, a Pilot is sent to meet her before anchoring, to be brought 
alongside. In such instances, a gangway must be kept lowered 
for the authorities to board the vessel. If a berth is not available, the 
vessel must anchor at the quarantine anchorage to be visited by 
authorities. When arriving at night, the vessel must anchor at the 
quarantine anchorage, to await daylight, unless she is to be brought 
alongside immediately on arrival, in which case the Agent will 
cable the Master and arrange Pilot accordingly. 

The Pilot Association may be contacted on VHF, Channel 16 
(Channel 11, working). 

ANCHORAGES: Inner anchorage can accommodate vessels with 

a draft of up to 33 ft., but there is sufficient depth of water in the 

outer anchorage to accommodate vessels with any draft. 

RESTRICTIONS: There is sufficient depth of water in the outer 

anchorage to accommodate the largest vessels afloat with safety, 

and the anchorage can, in addition, take a considerable number of 
vessels at any one time. The average depth of water in the channel 
leading to the dock warehouses is 33 ft. (10 m.) except opposite 

Shed No. 2 where 28 ft. (8-50 m.) is the maximum depth. The dock 

quays are sheltered by two breakwaters, one running parallel with 

the shore for just over half a mile. Because of the shallow draft 
opposite No. 2 shed, all vessels entering or leaving the port with 
more than 28 ft. normally enter the northern channel. 

MAX. SIZE: Maximum draft 30 ft., maximum length about 250 m,. 

The 10 metre quay situated next to the docks, where tankers dis- 

charge chemical and other vessels bulk cargoes, max. draft 33 ft, 

maximum length of about 250 metres. Also see “Tankers”. 

ARRIVAL INFORMATION: Required before vessel's arrival: 

(a) Vessel-ETA; deepest draft. 

(b) Cargo-Quantity of cargo to be discharged and specification 

of hatch list. 

(c) Passengers - Number of passengers disembarking. 

(d) Bunkers - Quantity required. 

(e) Water- Quantity required. 

(f) Labour-Quantity required. 

(g) Any other information - Number of mailbags to be landed, ete, 
Specimen of telegram to be sent from previous port: 

1. Vessel's name. 

2. ETA Salvador. 

3. draft. 

4. Number of passengers disembarking. 

5. Number of mail bags to be landed. 

6. Quantity of bunkers required. 

7. Quantity of water required. 

8. Number of gangs required. 

9. Any other information. 

Bae: On entering the port the vessel should fly the following 
ags: 
1. Brazilian flag on fore mast top. 

2. Quarantine flag when Salvador is first Brazilian port of call, o 

when there is a passenger for Salvador from a foreign port. 

3. Customs flag (white star on blue background) after the vesse 

has been visited. 

4. Flag ‘‘B” if dangerous cargo on board. 

5. Pilot flag. 

PRIORITY: Passenger vessels and wheat vessels have prioril\ 

over cargo ships and the so-called ‘‘navios mixtos”, i.e. cargo ship 

with a limited passenger accommodation. Passengers vessels aft 

those that carry 60 or more passengers; except when loading 1,00 

tons or over in which case they loose their priority. 

HEALTH: The Doctor only boards the vessel when Salvador is fire 

Brazilian port of call or when there are passengers from abroad t 

disembark, in which case Master should advise Agent who will the 

take the necessary steps required by Port Health. A yellow fl 
should be flown if Port Health Doctor is required on board. 

RADIO: Master should always endeavour to contact Agent throug! 

Radio Amaralina coastal station, call sign PPA, and Agent wi 

contact Master the same way. Since this station has a limited rang 

the Agent at Salvador may be contacted via Rio Radio when nort 
bound, or Olinda Radio/Fortaleza Radio when South-bound. 

TUGS: Tugs are rarely used for berthing, but occasionally used ft 

unberthing. When used, the line is supplied by vessel. Vessé 

unberthing at Salvador usually avail themselves of a line to a bud 

For tankers berthing at 10 metres quay, a tug is usually supplied? 

help vessel moor and unmoor. When coming alongside tug joit 

vessel inside port. ' 


The following tugs are available: 


1 tug 400 h.p. 1 tug 600 h.p. 
1 tug 200 h.p. 1 tug 650 h.p. P 
1 tug 300 h.p. 1 tug 150 h.p. 


BERTHING: No restrictions, but if draft over 28 ft. some Pile 
prefer to manoeuvre in daylight. Tankers at 10 metres quay ™ ¢ 
unberth at any time, but Pilots usually refuse to berth during hours! a 
darkness because of the bad lighting on this length of quays. c 

The wharf at Bahia is protected by two breakwaters. There® jj 
two channels for vessels entering and leaving. On the wharf th® ny 
are eleven sheds and between some of the sheds sheltered stom w 
spaces. About 24 electric cranes are available on the quays, ™ 
lifting capacities ranging from 1-5 to 3:2 tons; there is one 5! 
crane in front of No. 11 Shed. New cranes with a capacity for6# D 
10 tons are also to be installed. 

Heavy lifts are left on the wharf until taken delivery, or dischaf® oo} 
directly to trucks. 

The sheds are as follows: lig 


Depth at low 
water ft. 

No. 1 Out of use i 
2 Only used for “Aid” cargo 23 
3 Coastal vessels 23 
4 Export cargo, foreign vessels 23 
5 Import cargo, foreign vessels 23 
6 Export cargo, foreign vessels 23 
7 Import/Export cargo, foreign vessels 30 
8 Export cargo, foreign vessels 30 
9 Import cargo, foreign vessels 30 
10 Export cargo, foreign vessels 30 
11. Import cargo, foreign vessels 30 


All warehouses (excl. No. 11) are fitted with overhead internal 
cranes. 

There is also a length of quay (commonly called 10 metres quay - 
depth 31 ft.) on which there is no shed or equipment for the handling 
of general cargo. There are, however, two conveyor belt systems for 
loading magnesite and chrome concentrate. This quay is also used 
for loading other bulk ores with buckets, refrigerated meat, discharg- 
ing sulphur and other bulk cargoes. 

Explosives would be discharged into lighters at the proper anchor- 
age for discharge of such cargo and taken to special deposits. 
Forewarning must be given for this cargo in order that arrangements 
may be made in advance. 

Coal/coke are discharged directly to trucks at any of the ware- 
houses. 

All other goods are loaded/discharged at the wharf. 
STEVEDORES: The Agents at Salvador act as stevedores. 

The work at Salvador, especially loading, is considered amongst 
the best in Brazil, as a rule, sufficient gangs are available. 

Masks, gloves are supplied by the stevedores. All other material 
such as slings, nets, etc., shall be supplied by the vessel. 

The ordinary working hours are 07.00-11.00, 13.00-17.00, Mondays 
to Saturdays incl. 

For overtime work, permission must be obtained in writing from 
the Customs and Rural Department. As it would be difficult to obtain 
permission before each overtime period, a general permission 
covering ship's stay in port shall be obtained prior to arrival. 

11.00-13.00 hrs. Special permission must be obtained from the Dock 
Company which is only given to passenger vessels, or for cargo 
vessels to finish the cargo, or under special circumstances. 

17.00-19.00 hrs. Continuation period. Advice must be given to 
workmen at 16.45 hrs. 

19.00-23.00, 00.00-04.00 hrs. Considered as night work. Advice 
must be given to the Deck Company at 16.45 hrs. and to the stevedores 
at 17.00 hrs. 

23.00-24.00 hrs. same as 11.00-13.00 period. 

04.00-06.00 hrs. Continuation period. Advice must be given to 
workmen at 03.45 hrs. 

06.00-07.00 hrs. Second night continuation period. Can be worked 
under special circumstances to finish the cargo. 

Vessels discharging/loading bulk cargoes, or loading/discharging 
reefer cargo, are allowed to work round the clock. 

To work on holidays, advice must be given to the Dock Co. before 
17.00 hrs. the previous working day. For Sunday work advice must 
be given before 11.00 hrs. on Saturday. The same applies for 
stevedores/tally/coopers. 

CARGO INFORMATION: 

Inward cargo. When cargo is discharged from the vessel it is 
checked, weighed and weight noted by the shore tally-clerk (for 
account of the ship), by the Dock Company tally clerk and by the 
Custom House. If there is a difference in weight, the ship is held 
responsible and has to pay double duty on same. Once the goods 
have been checked and weighed ship's responsibility ceases. 

Goods are delivered to the consignees on presentation of the bill 
of lading to the Dock Warehouse. 

Transhipment cargo. Foreign cargo for transhipment at Salvador 
must be so declared on the manifest, and after it has been dis- 
charged the Agents have to obtain special Customs permission to 
tranship it to the port destination and also sign a guarantee that the 
goods are going to that port and that duty will be paid there. They 
will be held responsible for that duty until a declaration issued by 
the Custom House at the port of destination is received by them and 
handed over to the local Customs. 

Transhipment charges vary considerably with the type of cargo 
and are very high compared with foreign freights. 

Outward cargo. Generally, cargo to be loaded is deposited in the 
dock shed prior to vessel's arrival. 

Refrigerated cargo. All reefer cargo is discharged directly to trucks, 
and vice versa. 

Dangerous cargo. Vessels with explosives and inflammables on 
board are not permitted to come alongside. All vessels carrying 
this kind of cargo must fly the “‘B"” signal and remain at the proper 
anchorage. Advance notice must always be given of any vessel 
carrying explosives and inflammables. Under special circumstances 
it may be arranged for vessels to come alongside if they only have a 
minimum quantity of dangerous cargo on board, and the hatch in 
which it is stowed is not to be opened at Salvador. 

When vessels are boarded by the harbour officials, the Master 
must hand to the Customs Officer and the Federal Police the 
Dangerous Cargo list. 

Corpses as cargo. Notice should be given to the Port Authorities 
of such cargo carried, if possible, before vessel's arrival. 

_ Vegetable oil in bulk. Vegetable oil in bulk is loaded directly from 
lighters where the oil is deposited prior to vessel's arrival. Vessels 
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are usually required to supply steam for pumping when they can. 

Loading and discharging rate. The average rate for loading bagged 
and baled cargo is 16-20 tons per gang per hour. (Tobacco has been 
loaded at 28 tons and cocoa at 30 tons per gang hour.) Discharging 
rate of general bagged cargo is about 10 tons per gang hour. 

Heavy lifts. For heavy lifts of more than 3 tons, a request shall be 
made to the Dock Co. to use the 80-ton capacity floating crane. 
Heavy lifts may also be discharged directly to the quay with the 
vessel's own gear when, due to a light draft (under 24 ft.), they can 
come directly alongside without the use of a pontoon. It is recom- 
mended that the Agent be consulted before booking any heavy 
lifts for Salvador as the heavy lift crane is sometimes out of working 
order. 

Inflammables, fuel, & diesel oils, etc., as cargo. Bulk crude oil, 
diesel, fuel, inflammables, lubricants, etc., are discharged at the 
Madre de Deus Terminal, which belongs to the Government owned 
Petrobras. 

Damaged cargo. When cargo is discharged damaged or pilfered, 
it is immediately checked and weighed by the Dock Co. and the 
Customs and separately stored. 

The Insurance Co. makes a survey in the presence of the Dock Co. 
upon request of consignees. 

Bulk wheat is discharged to two mills at Salvador, namely the 
“Moinho Salvador” and “Moinho da Bahia". Average discharging 
rates (23 hrs. work per day) are respectively 1,500 and 800 tons. 

Handling of mail. Timely notice should be given to the Agents in 
case there is mail to be landed, stating the number of bags. 

As regards outgoing mail, the Agents will be advised by the 
Post Office if there is any and issue the Post Office Pass. The bags 
spat be placed at the quayside, loading being for the account of the 
ship. 

MEDICAL: When vessels arrive over week-ends or during holidays 
advisable that Master cable Agent giving advance notice of medical 
attention required if case is serious. For routine medical attention 
no previous advice required as ample medical and hospital facilities 
available. 

TANKERS: All tankers loading/discharging inflammables, lubri- 
cants, etc., must do so at the Madre de Deus terminal, which is 
privately owned by Petrobras, the Brazilian Government-run oil 
company. 

The Madre de Deus terminal is a T-fashioned quay situated within 
All Saint's Bay, 18 miles from Salvador. All vessels calling at Madre 
de Deus must be cleared at Salvador where Agent and authorities 
board the vessel before proceeding to Madre de Deus. This terminal 
is equipped only to handle tankers. Water, bunkers and deballasting 
facilities are available. 

Maximum drafts are 41 ft. for vessels loading and 37 ft. for dis- 
charging, and length 240 metres. 

Four berths are available, pipe-line is 12 in. 

DENSITY: Salt water. 

FRESH WATER: Advance information recommended. Rate 15 
tons per hour. !f several vessels are in need of supply, pressure may 
not be enough to supply all at once. No water barges available in 
the port, and all vessels are replenished alongside. 

FUEL: Diesel oil can be supplied alongside at Salvador, directly 
from trucks to vessel, but fuel oil can only be supplied by Petrobras 
at the Madre de Deus terminal, 18 miles up the bay. 

Lubricants are supplied in drums. 

DEVELOPMENTS: The normal dock quay has been joined to the 
10 metres quay closing off a small basin. Dredging is presently being 
undertaken and vessels will be able to come alongside the new length 
of quays in the future with a draft of up to 30 ft. When the closed off 
basin has been completely filled in, new warehouses are to be built 
for the handling of dry cargo. The breakwater running parallel with 
the quays is being extended in its Northern end by about 280 metres. 
Work however, on both these projects is comparatively slow, and it 
is impossible to foresee when either will be completed. 
GANGWAY/DECK WATCHMEN: All foreign vessels must 
employ a gangway watchman by law. Hold watchmen are optional, 
depending on request by Masters/Agents. 

OPENING/CLOSING HATCHES: Normally carried out by 
stevedores. 

CUSTOMS ALLOWANCES: Customs officials will place 
cigarettes and “souvenirs” belonging to crew members under lock 
and seal. Excepting the Captain, each crew member may keep in his 
possession only one carton of cigarettes and one bottle of spirits 
with seal broken. The Customs will periodically renew the seals 
for vessels staying in the port for a lengthy period thus enabling 
new issues to crew. 

LIGHTERS: Soc. Alvarengagem de Ilheus are operating four 
lighters in the port with a combined capacity for about 670 tons. 
CONSULS: 


Argentine Germany Portugal 
Austria Italy Spain 
Belgium Mexico Sweden 
Bolivia Netherlands Switzerland 
Denmark Nicaragua U.S.A 
France Norway Uruguay 


REPAIRS: The Navy operates a dry dock at Aratu with the follow- 
ing capacity: 35,000 tons; length 230 m.; width 30 m.; depth 8-5 m. 
Various small vessels can be attended at the same time. There are a 
number of workshops in Bahia fitted for repairing vessels, but it is 
recommended that large repairs be effected at the Aratu dry dock. 
When time allows, repairs may be made whilst the vessel is along- 
side the wharf. There is no time-limit but, as a rule, a vessel is not 
supposed to remain idle at the wharf if the berth is needed for 
another vessel which has to load/discharge. 


91 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


SURVEYORS: Lloyd's Agent: Cory Brothers & Co. Ltd., Avenida 
Estados Unidos 4, 11° andar. Telephone 22858 and 22848. 

Bureau Veritas: Harold Taxman, Tel. 20447. 

American Bureau of Shipping: Harold Taxman, tel. 20447. 
REPATRIATION: All crew changes and repatriations made via 
Rio de Janeiro as Salvador has no direct air connections with 
foreign countries. 

AIRPORT: Airport is 31 kilometres from centre of town. No direct 
flights to foreign countries but various daily connections available 
with Rio, S. Paulo, etc. 

TIME: GMT minus 3 hours. From December 1st until March 31st all 
clocks are advanced 1 hour for Summer time. 

HOLIDAYS: *1st January; 6th January; 7th February; *24th March; 
2ist April; *1ist May; 25th May; 24th June; 2nd July; 15th August; 
7th September; 2nd November; 15th November; 8th December; 
*25th December. 

* Stevedoring labour always available but dock labour is not on the 
days indicated above. 

POLICE/AMBULANCE/FIRE: Police Tel. 08 (Mobilised Police 
Service); Police Tel. 20194 (Maritime Police not mobilised); Ambu- 
lance Tel. 04; Fire Tel. 05. 

TELEPHONES: No facilities available for placing telephones on 
board. 

REGULATIONS: Rat-guards must be used at all times, as the 
Port Health make periodic inspections on the quay. 

STORES: Ship chandler can supply meat, vegetable, tropical 
fruits, canned goods, etc., but no bonded stores for foreign goods 
available. 

AUTHORITY : Capitao dos Portos. 


AGENT: L. Figueiredo S/A. Rua do Pilar, 28. Tel.: 2-0663/64. 
Cables: “Dorabahia-SDR". Telex: 035838/9 (public booth). 


SANTANA: 0.03 S. 51.10 W. 


DOCUMENTS: 

Maritime Health Declaration. 

Vaccination Certificates. 

5 Crew Lists. 

3 Stores Lists (incl. deck/engine). 

3 Personal Effects Declaration. 

Bunkers Declaration. 

Passenger List or negative passenger list. 

From each loading port a Manifest plus simple copy of each Bill 
of Lading addressed to “Inspector of Customs". If vessel called at 
any port (including Brazilian ports) where no cargo was loaded for 
Santana, a negative declaration of cargo must be presented. 
PILOTAGE: No Pilots available either for the North Channel 
entrance and/or for docking and casting off operations. 
ANCHORAGE: In front of the port, protected anchorage between 
mainland and Santana Island, where vessels can safely anchor at 
any location. Bottom is mud, 

As it is impossible to traverse the river from Port Santana to the 
open sea in one stretch, two places for anchoring are recommended 
by the Port Superintendent of Santana, (i) Punta de Ceu, and (ii) 
after passing Banco do Meio. At both places the river current is 
strong and unpredictable, but at the anchorage, after Banco do 
Meio, the vessel would have more manoeuvring room in the event 
of the anchor dragging. 

RIVER NAVIGATION: At the entrance to the river in ballast the 

vessel should have a draft of about 17 ft. in order that the ship can 

be manoeuvred along the whole length of the river, even at low water. 

At this time the Captain has the opportunity to observe and carefully 

ehats all points necessary to navigate the vessel fully loaded outward 
ound. 

The ship should be loaded up to 34 ft. 6 in. maximum, depending 
on the season. 

The Santana Strait should be navigated only during daytime and 
with carefully controlled speed. 

When loaded and outward bound, the Captain should study 
carefully the tides and direction of currents, and if necessary contact 
ICOMI Radio ZZK-5 for further instructions. 

RESTRICTIONS: Vessels can depart at any stage of tide. Night 
transit in North Channel is at Master's discretion. 

Channel transit restricted to 33 ft. in low water. Due to shifting of 
mud banks it is recommended that a set of up-to-date Brazilian 
oo charts, covering from outer bar to Santana Port, should be 
used. 

Tidal range on outer bar area is about 8 ft., on “Banco do Meio" 
area is about 16 ft. All data published on Brazilian nautical chart 
refers to average spring low-water tide. 

The Brazilian Hydrographic Office publishes annual tide tables for 
Barra Norte do Rio Amazonas (Ilha do Brigue) 00° 55.0’ N. and 
05° 04.5 W., and Santana Roads (00° 03.4’ S. and 051° 10.8’ W.). 
MAX. SIZE: On East side of floating ore pier, general cargo pier 
has a depth alongside of 30 ft. Along floating ore pier depth ranges 
from 35 to 90 ft. (at low water). 35 ft. on East end of pier. Tidal range 
about 9 to 11 ft. Tidal current at middle of river ranges from 2 to 3 
knots, while close inshore along ore dock it runs approximately 
1-14 knots. Amazon river water at Santana is fresh in spite of tides. 
HEALTH: Health authorities visit vessel arriving from abroad. 
Authorities require regular ship's gangway to be lowered. Jacob's 
ladders not accepted. After Master having handed over Declaration 
of Health, medical authorities issue free pratique. If entering after 
calling at another Brazilian port, free pratique automatically granted. 
RADIO: Vessels scheduled to load ore at Santana must radio 
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Belém (Para) Agents (preferably via Chatham or Amagansett Radio 
at least 48 hours prior to ETA North Channel. Other means o 
communication not satisfactory and result in delay. ICOMI maintain: 
own radio-telegraph service between Macapa and Belém. Macap 
station located at port of Santana, call letters ZZK5, sends on 6765 kc 
and receives on 6200/6400. 

TUGS: No tugs available. 

BERTHING: Recommended that amidship hatches be used fo 
Santana cargo. Vessels berth according to direction of tidal curren! 
Berthing operations assisted by a motor craft to place lines on shore 
East of pier. On West side, lines moored to the bitts on floating fen 
der. Linesmen available to assist berthing and shifting. Ore carrier 
have preference when docking. 

When berthing, use of the anchor must be avoided except in a 
emergency. This facilitates shifting the ship during loading and als 
when leaving the berth. Because of the strong current, the confine 
space for entering the berth and 50-60 metres depth of water, th 
anchor is not easily lifted and the ship is exposed to the danger c 
drifting to the adjacent bank. 

STEVEDORES: Stevedores come from Macapa about 25 km. b 
road from the port. Also checkers and coopers. Conveyor belt fe 
ore loading fixed, consequently vessels must be shifted by ow 
winches to load various hatches. Effective average loading rat 
1,000-1,100 long tons per hour. Special caution must be taken ne 
to pump all ship's ballast before loading starts, since the height c 
boom is 40 ft. above water level. Cargo belt trimmed only. Hire ¢ 
trimmers is for ship’s account and is performed at anchorage. 
MEDICAL: Medical attention may be arranged at Macapa throug| 
ship's Agent. 

TANKERS: Discharge at the Dolphins Pier, about 150 metre 
West of floating pier. Pipe-lines lead to tanks ashore (distance fror 
pier 1,000 metres). Storage tanks have capacities for 35,000 barrels c 
diesel oil, 9,500 barrels of gasoline and 60,000 barrels of fuel oj 
Discharge of different bulk liquids effected after flushing pipe-line 
Vessels liable to fines, by Port Captaincy, for bulk liquids discharge 
in port areas. 

DENSITY: The Amazon river water at Santana Port is fresh wate 
at any stage of tide. The temperature of river water being normal 
around 82°F. makes it possible that a density below 1,000 may b 
found. Checking density during load operations is recommended. 
FRESH WATER: No drinking water available. 

FUEL: Fuel oil available through Texaco Brazil. Delivery is by roa 
tanker. 

GANGWAY/DECK WATCHMEN: Watch by crew member 
sufficient. 

OPENING/CLOSING HATCHES: Ore-carriers: service carrie’ 
out by crew. General cargo vessels: service executed by stevedores 
CUSTOMS ALLOWANCES: Limited quantity for use durin, 
ship's stay. 

CARGO GEAR: No additional requirements as to gear. A heavy-li 
stiff leg derrick mounted on the pier. Boom: 60 ft., Mast: 37 ft. 6 in. 
Capacity: 65 metric tons. Mobile crane (maximum lift 2:5 tons 
available for discharge of general cargo from small vessels. 
IDENTITY CARDS: Foreign crew members not permitted to gi 
ashore without presentation of identity card, on which is a photo 
graph of holder and personal details. These cards are provided }j 
the Agent upon arrival. The identity card must be delivered on dis 
embarkation to the Federal Police who will return it to the crew mem 
ber on re-embarkation. 

CONSULS: None. Documents which are to be visaed by a Consu 
must be sent to Belém. 

REPAIRS: Only in cases of extreme emergency and then onl 
minor repairs. 

REPATRIATION: Effected by ship's Agent. No Immigratio 
authorities at Macapa. 

AIRPORT: Macapa airport 25 km. from Santana near city ¢ 
Macapa. Numerous scheduled domestic flights from Macapa tt 
Belém, a trip of 1 hour and 15 minutes. 

TIME: GMT minus 3 hours. Summertime (one hour forward) as fron 
November (st till February 28th. 

HOLIDAYS: New Year's Day (January 1st); Tiradentes (April 21st) 
Martyr of Independence; Labour Day (May 1st); Independence Da 
(September 7th); Proclamation of the Republic (15th Novembef) 
Christmas Day (December 25th). 

TELEPHONES: No facilities for placing telephones on board. 
GENERAL: Port of Santana: For establishment of tide times 
Santana (00° 03’ 26” S.-51° 10’ 58” W.), 40-45 minutes must be addé 
to the times shown in the tables for Macapa. 

Alongside the ore-loading pier, the tidal current continues to Ww 
for 10-15 minutes beyond the time computed from the tables. ! 
mid-stream, the delay in the change of current is 60-90 minutes. 

Vessels can dock or depart at any time without regard for tid 
conditions. Special caution must be taken not to pump all ship! 
ballast before loading starts, since the height of the boom is 40 
above the water level. ‘ 
AUTHORITY: Industria e Comercio de Minerios S.A. - Ycomi. 


SANTEREM: 02.25 S. 54.43 W. 


Santerem is located on the right bank of the Tapajos River whi 
joins the Amazon River. 
BERTHING: Old Port: Wood Jetty length 150 ft., width 15 ft., dep! 
12 metres at HW, 6 metres at LW. Jetty faced with spring-pit 
fender 3 ft. of jetty and 18 ft. above water level. 

New Port: Pier, length 200 metres, width 25 metres. The ra® 
leading to the shore is 60 metres long and 9 metres wide. Crane 
are to be installed. Minimum depth of water alongside, 33 ft. Rit 


and fall of seasonal tide 6 metres. Height of pier above water 1-7 
metres. Depth for small vessels 3-9 metres. 

The principal export is meat which is delivered by road. A cold 
store is to be built. 
FUEL: Fuel oil available at Petroleo Sabba private wharf. 
AUTHORITY: Port Captain, Av. Senador Lameira Bittencourt 
No. 340, Santerem. 


SANTOS: 23.55 S. 46.19 W. (See Plan) 


DOCUMENTS: 

9 Crew Lists. 

2 General Statements. 

12 Passenger Lists (Landing/Transit). 

3 Baggage Lists (unaccompanied). 

2 ‘‘Declaragéo de Bagagem" (accomp.). 

3 Store Lists. 

3 List of Crew's Articles. 

1 Maritime Declaration Health. 

Deratisation Certificate. 

2 Stowaway List and Declaration (if found on board). 

2 Clearance from previous Brazilian Port of Call. 

Copy Cargo Manifests/Bills of Lading. 

Statement of Cargo Discrepancies. 

PILOTAGE: Pilotage compulsory and request for Pilots should 
be made through Agent at least 3 hours in advance. Pilot station 
equipped with VHF phone operating on Channels 10, 11, 13 and 16. 
Pilot launch is about 12 metres long, red in colour and flies a red flag 
with a black “P" in the centre. Pilot prefers to board on portside. 
When pilot launch unable to meet vessels in outer roads due to bad 
weather Pilot Association will contact Masters with instructions to 
proceed closer to port, with indication of a given point, where Pilots 
can be safely transferred. 

A Harbour Pilot is used for berthing, and Pilots change at the 
pilot station in the channel. 

ANCHORAGE: Outer roads. Centre of anchorage located at 
(24° 00’ 51” lat., 46° 20’ 39” long.) a bearing of 074° one mile from 
Palmas Island. 

Anchoring West of 46° 22’ 15” and North of 24° 00’ 24” is not allowed. 
Pilot will normally board at this area; however when requested by 
pilot station (VHF Channel 6), usually in bad weather, vessels should 
proceed from their anchorage to lat. 23° 59’ 57” x long. 46° 20’ 05” and 
from that point take true course 057° to lat. 23° 59’ 33”, long 46° 19’ 26” 
proceeding from there on at 094° until meeting pilot boat (maximum 
1 mile). 

RESTRICTIONS: The access channel and port area have been 
dredged to 13 metres and dredging will continue to a depth of 
13-5 metres. However, depth alongside the deepest general cargo 
quay does not exceed 31 ft. 6 in. at high water, and can be as low 
as 27-28 ft. at low water. 

MAX. SIZE: Regulations in force stipulate that vessels drawing 
maximum 28 ft. and not exceeding 750 m. in length may enter/leave 
the port at any state of tide, day and night. Those drawing 28 ft./30 ft. 
are subject to tide. These are the official drafts for the port, however 
in practice, depending on tide, vessels up to 32 ft. may also enter/ 
leave the port. 

RADIO: Santos Radio, call sign PPS. 

HEALTH: Port Health Authorities consisting of one doctor and 
one assistant will check all vaccination certificates and issue a free 
pratique pass, which shall remain on board for presentation at 
subsequent Brazilian ports of call. Masters can obtain free pratique 
by radio, which does not mean that the doctor will not come on board, 
but only that other authorities can board the ship before his arrival. 

Free pratique by radio: Master should radio to Agent (in Portu- 
guese) as follows: “Para Sa Portos condicGes sanitarias a bordo 
satisfatérias'' (Master's name) which means: “Sanitary conditions 
on board satisfactory". N.B. “Sa Portos" is the cable address of 
Port Health Authorities. 

TUGS: Five tugs available, equipped with two radios (VHF Channels 
10, 13 and 16). Up to 1,600 h.p. 

Tugs’ service for mooring/unmooring not compulsory and de- 
pends on Masters’ decision with Piiots’ advice. 

BERTHING: Wharves. Total length 6,013 metres. Inner Harbour 
(Saboo New Quay) 800 metres (depth 11 metres). Barnabé Island pier 
300 metres (depth 10 metres). 

Special cargo handling facilities. Refrigerated cargo: Refrigerated 
cargo after discharge is deposited in the cold storage (between 
warehouses 23 and 25). The Receiver is usually responsible for 
Cartage and storage arrangements as well as for the required tem- 
perature to be maintained in cold chambers. 

Bulk cargo. Grain elevators: There are 3 elevators in Santos from 
which wheat can be discharged direct into freight cars, owned by: 
Cia. Docas (with external silos) between Sheds 25 and 26; Moinho 
Herel between Sheds 12A and 13; Moinho Santista between Sheds 

and 9. 

Cosipa Terminal, depth 10 m.; Ultrafertil Terminal, depth 10 m. 

Fertiliser, sulphur, etc. in bulk can be discharged at any point along 
the quay where 6-ton cranes equipped with automatic motor-driven 
grabs or shovels are in operation. Alternatively, cranes with ordinary 
hand-filled buckets are used. The usual place for handling this type 
of cargo is by the Saboo bend. 

Heavy lifts : Cia. Docas operates 2 floating cranes - one 60 ton and 
One 150 ton. The 150 ton crane reaches 22 metres in height and can 
handle lifts within a radius of 10 metres. During 1974 two cranes of 
250 tons and 65 tons to be installed. 

Special/valuable cargo: Special or valuable cargo, objects of art, 
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precious metals, etc., are discharged without special formalities and 
may be kept in Shed 12A, where there is a special safe. 

BULK HANDLING FACILITIES: The Ultrafertil Terminal is 
situated East of the Cosipa Terminal and both make use of the same 
manoeuvring basin with depth of 10 metres, connected with the 
Port of Santos by a dredged channel 8 km long, 10 metres in depth 
and 60 metres in width. 

Cosipa Terminal consists of a pier 150 metres in length and 22 me- 
tres in width, built on concrete tubing, with a depth of 10 metres, al- 
lowing for the berthing of vessels of up to 22,000 tons dwt. Future 
plans foresee the lengthening of the pier to 250 metres and a depth 
of 13 metres, enabling it to receive vessels of 45,000 tons dwt. 

Equipment for the discharge of coal and ore is installed at the pier, 
capable of handling 600 tons per hour, as well as equipment for the 
loading of steel plates produced at the plant. 

Ultrafertil Terminal is an open dock in the form of an “L" built on 
concrete tubing, 240 metres in length and 15 metres in width. At its 
main point, vessel of 23,000 tons dwt. and drawing 10 metres may 
berth. The secondary point permits the berthing of vessel of up to 
3,000 tons dwt. (liquid gas carriers). 

The terminal is especially equipped for the discharge of bulk solids 
at a rate of 500 tons/hour and is likewise equipped with pumps and 
adequate pipes for the discharge of liquified gas. 

Macuco Novo Quay: Export terminal for cereals. Length 280 m. 
Max. draft for vessels is 13 m. Storage capacity 60,000 tons. Loading 
rate 3,000 t.p.h. 

Container Terminal at inner part of port. Equipped with three heavy 
weight shore cranes, capacity 30 tons each. Loading/discharging 
rate: 20 pallets per hour, using fork lifts. 

STEVEDORES: All longshoremen are in employ of Cia. Docas, 
which holds charter for general operations at Santos Docks. Their 
services can be requisitioned up to 1500 hrs. for vessels at berth/ 
expected to berth next day. Stevedores ordered but not used shall 
be paid full day or night. Therefore, if the men should be kept stand- 
ing by (inactive) at 0700 hrs., their period runs up to 1700 hrs., and at 
1900 hrs., their period runs up to 0400 hrs. 

FRESH WATER: Adequate supply of fresh water is always avail- 
able from hydrants along the quay (day and night) or from water- 
barges (Pildes). Water barges cannot supply more than 2 ships per 
day, their capacity being only 250 tons, which can be pumped into 
the ship's tanks at the rate of 80 tons per hour. Cia. Docas should 
be advised 24 hours in advance, priority being given to passenger 
vessels. 

FUEL: MFO, MDF, and gas oil can be supplied at Vallongo by Shed 
No. 1 or at the Saboo New Quay Extension, or by barge, if up to 300 
tons. Applications for supplies should be made a few days in advance 
to avoid delay in delivery. 

TANKERS: Discharge terminals at 
and Ilha Barnabé. 

Alamoa Terminal: Allows simultaneous mooring of two tankers 
with capacity of up to 50,000 dwt. Length of wharf 630 m. Depth of 
12 m. at LW. Sixteen “Chikson" arms available. Unloading rate 
500-2,000 t.p.h. 

Ilha do Barnabé: Length of dock 301 metres, depth 10 metres. 
The dock is used for loading, unloading and storage of liquid fuel. 
REPAIRS: There are several workshops at Santos; however only 
capable of handling small jobs. Complicated engine repairs should 
be avoided as much as possible. 

WATCHMEN: Masters of vessels may at their own discretion have 
crew members posted as watchmen, but are strongly recommended 
to have shore people for the job, specially when vessel is carrying 
any kind of pilferable cargo. 

GANGWAY GUARDS: The Maritime Police and Customs House, 
frequently send on board some personnel to keep gangway watch 
during vessel's stay. On passenger liners the Maritime Police keeps 
a guard of 5 men plus one foremen while Customs keeps 3 men. 
On cargo ships, 2 men and 1 man, are assigned respectively. These 
officials always expect to be granted a cabin, plus regular meals. 
OPENING/CLOSING HATCHES: May be performed by ship's 
crew or by stevedores. 

CONSULS: The following countries are represented in Santos: 


Saboo Quay, Alamoa 


Italy Chile Panama 
Denmark Argentina Greece 

Finland Belgium U.S.A. 
Paraguay Uruguay West Germany 
Portugal El Salvador Norway 

France Holland Bolivia 


U.K. Sweden 

DEVELOPMENTS: Dredging operations being carried out in order 
that vessels up to 45,000 tons with a draft of 12:3 metres can come 
into the port and go alongside Conceicaozinha. As a second phase, 
this dredging will be extended to the estuary to attain a depth of 
about 14 metres. From this locality up to the Cosipa channel, the 
dredging should reach a depth of 12 metres. 

For the prolongation of the Macuco Quay, a depth of about 13 
metres is contemplated. A section of another 375 metres with a 
depth of 11 metres and another of 230 metres with a depth of 13 
metres will be made in an extension of 605 metres. 

Construction of a petrochemical discharging terminal at Ilha 
Barnabé started in 1973. !t is planned to instal 38 tanks of varying 
storage capacities. 

A sugar export terminal is to be constructed within the port. 

A grain terminal is to be built on the left bank (tenders out at pre- 
sent). The depth at the quay will be 13-5 m. and will be able to receive 
vessels of 76,000 dwt. The capaity of the silos to be 100,000 tons. 
AIRPORT: Situated at Sao Paulo, about 70 km. from Santos. 
Full international services. 
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TIME: GMT plus 3 hours. 

HOLIDAYS: No work is accepted on the following days: Christ- 
mas Day; New Year's Day; Independence Day; Proclamation of the 
Republic Day; Easter; Good Friday; May (st. 

On Christmas Day, no work available except on passengers’ 
luggage. Working overtime on holidays is possible provided appli- 
cation is made not later than 1500 hours on the preceding day. On 
Sundays work stops at 1900 hours for freighters, and is allowed to 
continue for passenger vessels when only handling luggage. 
IDENTITY CARDS: Foreign crew members not permitted to go 
ashore without presentation of Identity Card, on which is photograph 
of holder and personal details. These cards are provided by Agent 
upon arrival. The Identity Card must be delivered on disembarkation 
to the Fereral Police who will return it to the crew member on re- 
embarkation. 

(Shipmaster's report received June 1973 indicated |.D. cards not 
required.) 

TELEPHONES: Every vessel berthing between Sheds 1 to 30 will 
have a telephone on board, available only for local calls. 
GENERAL: Flags to be shown by incoming/outgoing vessels: 
(a) National flag. (b) Brazilian flag. (c) Yellow Flag — (Q) (whenever 
doctor's clearance is required and up to obtainment). (d) Customs 
flag (blue with a white star-to be flown 24 hours a day, after clearance 
is granted.) 

AUTHORITY : Centro de Navegacao Transatlantica de Santos. 


AGENT: L. Figueiredo S/A. R. Visc. Rio Branco, 2. Tel.: 3-8177 
(PABX). Cables “Doralice”. Telex 022841. P.O. Box 813. 


SAO FRANCISCO DO SUL: 26.10 S. 48.34 W. 


DOCUMENTS: 

4 Crew-Lists. 

List of Crew Belongings. 

4 Passenger Lists; if passengers aboard. 

Passes of Post Office, Harbour Master, Maritime Police, Custom 

House, of last port of call. 

Certification of Light Dues. 

Cargo Manifest and B/lading, when vessel with import cargo. 
PILOTAGE: Not compulsory. Pilots join vessel at the Island Illha 
da Paz about 5 km. East of bar, Pilot comes from inside with boat. 
Cables informing ETA to Agent. 

ANCHORAGES: Channel low tide 30 ft. high tide 35 ft. Port: low 
tide 20 ft. high tide 23 ft. 

RESTRICTIONS: Bar draft: maximum 23 ft. Bottom: bar, channel 
and port: sand and mud. Speed of current: channel low water 4 
knots high water 5 knots. 

HEALTH: Vessel must present free pratique issued at first call-port. 
Port's doctor will visit vessel. 

RADIO: Call Agent. Sado Francisco do Sul, via Florianopolis Radio. 
TUGS: Two tugboats for shifting ships and barges. 

BERTHING: Quay No. 1. Length 450 metres, Quay No. 2. Length, 
150 metres. Depth alongside varies from 5 metres to 8 metres. 
CRANES: Two electric cranes with capacity of 5 tons and two 
with capacity of 3 tons. 

STEVEDORES: Sufficient working force available, working hours 
0700-1100, 1300-1700 normal period; 1700-1900 days-overtime; 
1900-2300, 2400-0400 night-working; 0400-0600 night-overtime. 
MEDICAL: Medical attendance available, 2 hospitals, all medical 
care available. 

FRESH WATER: 13 hydrants on quays 1 and 2, American type 
thread 2 in., capable of supplying 10 to 12 tons/hour. Also a private 
water barge, of 100 tons capacity. 

FUEL: Oil for boilers, diesel engines, and gasoline are distributed 
by a private firm, Distribuidora Maritime Porto de Sao Francisco 
Ltda. by tanker trucks, coming from Itajai, where orders must be 
placed 12 hours in advance. 

DEVELOPMENTS: The SBM terminal under construction at Sao 
Francisco do Sul for Petrobras is expected to be completed in the 
second half of 1975. 

The terminal will handle tankers of 200,000 dwt. Discharging 
crude oil. The SBM is located 8 km. off the coast of Babitonga Bay, 

and the storage tanks at Enseada beach. 

eee the second half of 1974 the bar is expected to be dredged 
to 30 ft. 

WATCHMEN: Recommended. 

OPENING/CLOSING HATCHES: By stevedores. 

CUSTOMS ALLOWANCE: 1 package of 200 cigarettes, and one 
bottle of spirits each man. 

CONSULS: None. 

REPAIRS: Deck and engine repairs possible, workshop in town. 
REPATRIATION: No facilities for changing crews. 

AIRPORT: None, nearest in Joinville, with regular traffic, about 
40 miles distant. 

HOLIDAYS: 1st January; 21st April; 1st May; 7th September; 
15th November; 25th December; Holy Friday; Corpus Christi; 8th 
September; 8th December. 

TELEPHONES: Available at dock entrance. 

ot Ne aia a Port Captain rua Lauro Muller. Tel. 204 and 205 
(office). 


AGENT: Emprésa Maritima e Comercial Ltda., Rua Babitonga, no. 
179, Post box 43, Sdo Francisco do Sul, State of Santa Catarina, 
Brazil. Cable “Maritima’, Sao Francisco do Sul and “Realloyd”. 
Tel. 161, 273, 139, 162. 


94 


SAO LUIZ, | 
(Including port o 


DOCUMENTS: 
Freeboard Cer 
Safety Radiote 
Safety Radiote 
Deratisation C 
Ship's Registe 
Classification 
3 Crew Lists. 
3 Passenger L 
3 Store Lists. 
6 Cargo Manif 
2 Copies of Bi 
Health Certific 
General Decla 
Consular Doct 

PILOTAGE: A, 

via Radio Marin 

service, cable a 

Pilot launch pa 

Launch awaits « 

ETA 12 hours be 
The Pilot boar 

ANCHORAGE 
Sao Luiz: The 

vessels awaiting 
(a) Location N 

draft and 1 
town). 
Location fh 
follows Nc 
Location N 
the bar). 
These an 
2° 30’.5” S. 
(b) Vessels in 
Vessels uy 
Larger ves 
(c) Anchorag 
of the part 
State War 
(d) Vessels in 
Itaqui: The fc 

Itaqui: 

(a) Vessels o\ 
(b) Vessels i 

2° 35° 1" S. 
(c) Vessels in 
(d) Inspection 


RESTRICTIOD 
Sao Luiz: Ma 
high water. 


Itaqui; Cargo | 
depending on th 
may only berth 
commence one | 
HEALTH: Heal 
by Yellow Fever 

Tankers bouns 
after mooring is 

Vessels awai' 
anchorages. 
RADIO: Radio 
to the Agent. 
TUGS: Sao Lui: 

Itaqui: None. 
MAX. SIZE: Fx 
depth of 45 to 48 
BERTHING: S. 

Itaqui: New qu 
length. Initially | 
pending comple’ 
CRANES: Sao 
hoist, capacity 7 
BARGES: Sao. 
and one barge < 
with a total capa 
TANKERS: Di 
draft. 

Tank Capacitie 

Esso, Gasolin 
20,000 barrels. 

Texaco, Gaso 
kerosene 10,000 

Petroleo Sabi 
Kerosene 5,000 t 
STEVEDORES 
necessary gang: 

tion in cargo ho 
required. When 
4,000 bags per 8 
MEDICAL: Ad\ 
ance in S. Luiz i 
FRESH WATE 


| Ltd., 17 High Street, Ri 


Maranhao: 2.30 S. 44, 
f Itaqui, situated 6 miles by 


is also an outlet at warehouse No. 4 on the 


: oil available to vessels alongside, delivery by 
tificate. 

legraphy Certificate. lable to vessels alongside, delivery by road 
lephony Certificate. | oil available for boilers. 

ertificate. ATCHMEN: Normally done by the crew. 
r, HATCHES: Done by stevedores. 


Certificate. ANCES: No limit or restrictions. 
: Foreign crew members not permitted to go 
ists, tation of Identity Card, on which is a photo- 
ersonal details. These cards are provided by 
sts. al. The Identity Card must be given on dis- 
Is of Lading. — Police who will return it to the crew mem- 
ate from last port of call. 


ration of Cargo. 

iments from ports of call. 
)proaching coast, the Mast Norway ,, 1888 

1a de Sao Luiz - PWM or Bolivia, no telephone 

idress: “Praticagem S. Luj Small repairs available. 

nted red and provided wijProblematic because Maritime Police being 
it Ponta D'Areia. Vessel t 
fore arrival. 

ds in position 02° 29’ 09" S., 


Spain Tel. 2664 


tres from centre of town, with daily flights to 
untry. 

Nov. GMT minus 3; 1 Dec. to 28 Feb. GMT 
following areas are reserv 
to enter port. 

0. 1 for vessels of more th 
35 m. overall (this is the n 


y ist; April 21st; May 1st; September 7th; 
mber 25th (National holidays). July 28th; Sep- 
jays); Maundy Thursday; Good Friday (Church 
ays, except Good Friday, work permitted. 
CE/FIRE: Police tel. 1150; First Aid Ambu- 
e 1753. 

acilities for placing telephones on board. 
Captain, Av. Pedro II No. 2. Sao Luiz. 


Transportes do Maranhdo Ltda., Rua Dr. 
A. Cable address: ‘‘Pedra”. Tel. 2-1393 and 


% 2 for vessels up to 18 
0. 3 for vessels up to 18 ft, 


horages are situated be 
and 2° 31'5"S. 

20unded or requiring exten 
to 10 ft. - lat. 02° 31’ 9” S. | 
els: lat. 02° 30’ 0” S. long. 

for vessels of less than 2 
/ submerged hull of the M. 
10use and the Customs W. 
juarantine: lat. 02° 29’ 5” S. 
lowing anchorage zones 


O: 23.48 S. 45.24 W. 


al Maritimo Almirante Barroso (TEBAR) is 
ge of the Sao Sebastiao channel. Safe access 
outh entrance. The approximate geographical 
at. 23° 48’ 2” S., Long. 45° 23’ 3” W. 

rd clearance is effected on board immediately 
; o an ev eernment Port Officials and Agent’s representa- 
Bete at Recuiniga ihe the following documents be ready on 
Koraticat es 35’4” S. | arding outward clearance of the ship at last 
inchorage: lat. 2° 35’ 2” S.| 

“i 


only be entered during 


ffects List. 

ssels may moor any time pret : : 

Fi nifest, (or more if available). 
state of the tide. Vessels b ing, (or more if available) 
1 the rising tide during the eele ation of Health 
“AUnorRiog rel eernpulsds(Adsressed to Petrobras) 
ervice. E toelorwe!aticonaifieloh untae Weta 
; ; ; ES al crew, icers, ti ival, 
a Ae terminal will be in sailing, quantity of cargo for Sdo Sebastiao, 
herths il be i transit for other ports, etc. 
g will be InspeCiye is compulsory for vessels calling at Sao 
following limits: 
Ponta da Sela to Ponta Gaeca. 
Ponta das Canas to Ponta do Arpoar. 
hese limit lines. They meet the vessel via 
cline to moor the vessel if it is not equipped 
ring equipment, lines, gear, etc., or if it is not 


arinha, code PWM, may be 
One tug 50 h.p. available. 


port of !taqui, max. draft 
. available depending onh 
Luiz: See “Anchorage”. 
Ss in use and under constr 
ssels will use own gear f 
in of port facilities. 

viz: Four cranes, 2-7 ton’ 
‘ons. 

iz: Eleven barges of 60 ton 
150 tons capacity. There ai 
ty of 1,090 tons. 

harge at port of Itaqui. O 


iS: The following easily identifiable navigating 


n Ponta da Sela is exhibited from a tower 
and white stripes, marking the south entrance 


k the deepest part of the channel: two lights 
tinent and two red lights towards the island. 
xhibited from a small rocky island with a white 
os Moleques. 

ontinha is exhibited from a white tower and 

re exhibited from the terminal's pier. 
emporary anchorage for Port Authorities 
prox. 1-5 miles N.E. of Lage dos Moleques light. 
kers Awaiting Berth: about 1 mile S. of liha 


20,000 barrels; Diesel 15 


e 25,000 barrels; Diesel 
rrels. 

Gasoline 20,000 barrels; 
rels; Fuel oil 20,000 barrel 
On receipt of vessel's ET 
Master to mention in his 
enabling Agent to arrang 
ading or discharging bagg 
urs work per gang handle 
ice notice by radio preferre' 
imited to one general clini¢jal berth, South pier): 26 m. (85 ft.) depth, for 
: Sao Luiz: Fresh water a9 dwt; 


e Lightening of Tankers located about the 
Ponta da Sela and Ponta do Viana. Water 
m. (82 ft. - 115 ft.) with seabed of clayed/sanded 


The terminal normally operates around the 
red and unmoored at any hour except when an 
ses, such as breakdowns, gales, heavy squalls, 


BRAZIL 


Position 2 (internal berth, South pier): 20 m. (65 ft.) depth, for 
tankers up to 150,000 dwt; 

Position 3 (external berth, North pier): 19 m. (62 ft.) depth, for 
tankers up to 135,000 dwt; 

Position 4 (internal berth, North pier): 13:7 m. (45 ft.) depth, for 
tankers up to 55,000 dwt. 

HEALTH: Port doctor visits all ships on arrival and requires 
Maritime Declaration of Health, Deratisation Certificate, 2 Crew 
Lists. Vessels from another Brazilian port automatically receive free 
pratique and should not fly Quarantine Flag. If suspected disease 
or fever on board it is advisable to cable Agent before arrival. 
RADIO: Vessels under time-charter to Petrobras bound for Sao 
Sebastiao should advise Company of ETA 48 hours before arrival 
direct to PPA 25 (Petrobras own radio station) as well as to Agent's 
cable address through PPR (Rio Radio Brazilian Post Office radio 
station). In turn they will pass message to the terminal. Confirmation 
or change of ETA should be cabled 24 hours prior to arrival. Vessels 
equipped with VHF radio telephone should call on Channel 16/ 
DELTA: 1568 mHz (and then change to another agreed channel) 
when within range for berthing instructions. All ETA'’S should 
indicate whether it is local time or GMT. English is generally under- 
stood by Pilots and terminal representatives. Weather forecasts as 
well as Notices to Mariners are transmitted by PWZ and PPR radio 
stations. Radio equipment should not be used at the piers. Com- 
munication ship-to-shore will be by telephone. 

TUGS: Seven Tugs available. Rigel 3170 h.p., Vega 3170 h.p. Apolo 
2,340 h.p., Orion 2,340 h.p. (owned by Petrobas). Servemar VIII 375 
h.p., Servemar IX 550 h.p., Servemar X 650 h.p. (owned by private 
company). While rendering such assistance the tugboats act under 
orders of Harbour Pilot. These tugs are fitted with fire pumps and 
monitors (including mechanical foam) to assist in fighting fires. 

The following tug signals which have been approved by the local 
Captain of the Port are listed below for a Shipmaster's guidance: 

(a) For calling tugs: 4 long blasts followed by 1 or 2 short blasts 
of ship's whistle will call 1 or 2 tugs respectively. 

(6) Before towing line is made fast: 2 short blasts; prepare to push 
on bow orto pick upline from ship's bow.3 short blasts; prepare 
to push on stern or to pick up line from ship's stern. 

(c) After towing line is made fast: 1 long blast; pull to starboard. 
2 short blasts; pull to port. 3 short blasts; give up pulling. 

(d) Manoeuvring alongside ship's hull: 1 short blast; to pull, 
2 short blasts; to push. 

All orders received by tug will be acknowledged with a distinct 

short blast. 

As both tugboats are provided with VHF, manoeuvring orders 
may be given by radio. 

Usually orders to fore tug are given by a mouth whistle and to aft 
tug by the ship's whistle. Two long blasts followed by a short one 
is used either to call small craft or pilot launches. To call motor-boat 
(launch), 1 long blast followed by a short one; both tugs are fitted 
with blinker signal lamps. 

GENERAL CARGO WHARF: Commercial Quay: Length 150 
metres, depth 8-2 metres. Fresh water available, rate 10 t.p.h. Fuel 
available by road tanker in small quantities. Seven cranes, one of 
11 tons and six of 44 tons. 

BERTHING: The pier is located on the Western edge of the 
channel between the shore and Sao Sebastiao Island. Safe access 
for large tankers is possible through the South entrance but smaller 
tanker or draft 35 ft. or less may enter through the North entrance. 

The head of the jetty whichis “T" shaped is 1,690 m. (5,544 ft.) from 
the shore, in position 23° 48.2’ S. 45° 23.3’ W. 

The South pier is 510 m. (1,673 ft.) length and the North pier 
380 m. (1,246 ft.). 

See also “Max. Size”. 

Hose Connections: 


Position 1 4x 16" (cargo hoses) 
110" (fuel oil) 
1x8" (diesel oil) 

Position 2 3 x 16” (cargo hoses) 
110° (fuel oil) 
1x8’ (diesel oil) 

Position 3 2x12” (cargo hose) 
1x8" (fuel oil) 
1x8" (diesel oil) 

Position 4 Same as Position 3 


Reducers are available. All shore hoses are chiksan type arms. 

Maximum Height: Max. height of hoses above platform: Position 1: 
pans (70 ft.); Position 2: 17-8 m. (58 ft.); Positions 3 and 4: 16 m. 
(52 ft.). 

Pipe lines: Two 34-in. diameter pipe-lines, 2,300 m. (7,500 ft.) 
link the South pier to the shore tanks. Two 24-in. diameter pipe-lines, 
2,000 m. (6,500 ft.) link the North pier with the shore tanks. 
LOADING: Maximum permissible pressure: Both piers 8 kg/cm?. 
(120 p.s.i.). 

Pumping Rates: South pier: 100,000 bbl/h. if using two 34 in. lines 
and 3 or 4 hoses; up to 50,000 bbl/h. if using one 34 in. line and 3 or 
4 hoses. 

North pier: up to 48,000 bbl/h. if using two 24 in. lines and two hoses: 
up to 28,000 bbi/h. if using one 24 in. line and 2 hoses. 
BALLAST: Brazilian laws are very strict in regard to the pollution 
of harbour and coastal waters. Vessels should not discharge dirty 
ballast, ashes, refuse, etc., into the water. Heavy fines are imposed 
for violations. All overboard discharge valves from cargo tanks and 
bilges are to be secured before any loading or discharging com- 
mences. All deck scuppers should be plugged to avoid harbour 
contamination should an oil spill occur. To offenders, fines will be 
charged (besides resulting delays) according to ship's tonnage. 
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Facilities for receiving dirty ballast are available. However, amount 
is dependent on space in shore tanks at the time. 

MEDICAL: Medical treatment and/or hospitalisation, if required, is 
provided in the private local hospital. Dentists are available in the 
area. For emergency cases (serious illness or injury) TEBAR first 
medical aid may be requested by the Master. Internal telephone 
number is 20. If patient does not speak Spanish or Portuguese, an 
interpreter should accompany him. 

FRESH WATER: Fresh water can be supplied, if necessary; 
however, supplies are limited to essential requirements (up to 400 
tons). Rates: Minimum 91 t.p.h. Maximum 148 t.p.h. 

FUEL: Available. However, prior arrangements should be made 
with Petrobras in Rio de Janeiro. 

Diesel oil is available. However, prior arrangements should be 
made with Petrobras. Lubricating oil not readily available in Sao 
Sebastiao so should be ordered well in advance of arrival. 

Simultaneous bunkering and discharging operations. Considering 
that the loading/discharging hoses cannot be crossed with bunker- 
ing hoses, the simultaneous bunkering and discharging operations 
will depend on the position of the ship's bunkering manifold. If the 
ship has two bunkerings manifolds at each board — one at each side 
of cargo manifolds - the bunkering and the discharging may be 
effected at the same time. However, supposing a tanker has only one 
bunkering manifold at each board (located to the aft part in relation 
to cargo manifolds), this simultaneous operation will only be possible 
if the ship is berthed port side at position 3 or starboard side at 
positions 1, 2 and 4. Contrariwise, upon completion of loading/ 
discharging the ship will have to be shifted a few metres forward to 
receive bunkers. 

SURVEYORS: Petroleum Inspectors: None available in Sao 
Sebastido. If required, arrangements should be made wellin advance. 
A representative of Chas. Martin and Co. is based in Rio de Janeiro 
and E. W. Saybolt & Co. in Santos. 

REPAIRS: Repairs of minor nature can be effected in Sao Sebas- 
tido. When alongside pier, vessels must maintain engines and 
propulsion machinery in readiness to leave the berth under full 
power on short notice. No repairs are permitted which would interfere 
with this requirement. In the event of a ship unable to leave the pier 
under its own power, when requested to do so by the terminal, the 
terminal reserves the right to arrange to have the ship towed from 
the pier. Any expenses incurred or delays resulting from such an 
operation will be for the account of the ship. 

CUSTOMS ALLOWANCES: For each crew member, 2 packets of 
cigarettes and one bottle of wine or spirits. While the vessel is in 
port, Brazilian custom's officials are assigned on board to ensure 
compliance with customs regulations. Meals must be supplied to 
these officials during regular meal hours. Brazilian laws are strict in 
regard to smuggling and Masters are requested to instruct their 
crews not to take cigarettes or other articles ashore. Cigarettes in 
carton lots, cigars, tobacco, alcoholic drinks, souvenirs, etc., should 
be collected prior to arrival in port, listed with the items in the slop 
chest and placed in the custody of the Master for deposit in the slop 
chest or closet which will then be sealed for the duration of the 
vessel's stay in port. By no means will any commercial transactions 
be tolerated, be it either among terminal employees, crew members 
or anyone else. Cigarettes or other stores in bond are not obtainable 
in Sado Sebastiao. 

CONSULS: No consular representatives are reported to exist in 
the area. 

TIME: Local time is GMT minus 3 hours. 

SHORE LEAVE: The access pier is 1,600 metres long. The crew 
can use it to get ashore, but special passes are required for this 
purpose. There is, however, a launch service provided by Agent. 
GENERAL: 

Brazilian Flag: Authorities are exercising rigorous inspection as 
regards the condition and the correctness of measures, colours, 
etc., of the Brazilian flag flown by vessels in port. In principle, the 
flag should be flown from 0800 to sunset. Heavy fines are imposed 
on the ship if these instructions are disregarded. In case no suitable 
flag is found on board, a radio message should be sent a few days 
in advance, so that this item may be supplied upon arrival. 

Watches: An efficient watch must be maintained on board the 
ship, deck and engine room and a sufficient number of crew members 
should always remain on board to cope with emergency or port 
operation situations. 

Customs Watch: Whilst in port, customs officers may be assigned 
to remain on board the ship to ensure compliance with customs 
regulations. Should this happen, meals must be supplied to these 
officers during regular meal hours; also the necessary accommoda- 
tion. 

Ratguards : Ratguards must be placed in all mooring lines. 

Visit of Authorities: In case the ship enters and berths directly, 
the official visit of Authorities together with the Agents will take 
place as soon as she is tied up and the gangway is lowered. How- 
ever, if the ship is not berthed immediately upon arrival (e.g. in view 
of the pier being occupied, or any other reason), the visiting party 
will proceed to the ship by motor-boat as soon as she drops anchor. 
If the ship arrives after 21.00 hours, it is possible that Authorities 
will decide to visit the ship next morning at 08.00 hours; however, 
the ship is authorised to operate normally and crew members are 
allowed to go ashore. 

Seamen left ashore: Ships are not permitted to sail until all crew- 
members are on board. Should, however, a crewmember definitely 
not be found, his passport (or seaman card) and his international 
vaccination certificates must be given to the Agents, together with a 
letter requesting him to be repatriated. 

Weather and Tide Conditions: The weather at Sado Sebastido is 


generally very favourable: no strong winds, no speedy currents an 
usually not even a swell is observed in the channel. The winds a 
unpredictable for more than a few hours in advance; usually it blow 
from N.N.W. or S.S.W. As regards rain, the annual precipitatio 
averages 2,000 mm. The visibility is mostly fair, although in autum 
and winter it may become rather poor in the early morning. Th 
temperature ranges from 15° C (59° F) in July to 39° C (104° F) | 
January. The relative humidity of the air is usually high, often excee 
ing 85%. The normal range of tides is around 1:2 m. (4 ft.). Althoug 
higher ranges of 2 m. (6:5 ft.) have been noticed during spring. Th 
currents are irregular but usually follow the direction of the wing 
according to the intensity and the duration of the wind, the dri 
may range from 1 to 4 knots. 

Derating Certificate: In case the Derating Certificate has expire 
and needs to be renewed, a radio message should be sent to th 
Agent a few days before arrival, so that they are able to make th 
parenenty arrangements with the Sao Sebastiao Port Heaith Inspec 

or. 

Renewal of Vaccination Certificates: For the same reason mep 
tioned above, the master should send, beforehand, a radio messag 
stating how many vaccinations of each kind will be required. Th 
vaccinator has to come from Santos. 

Passengers: Passengers are not permitted to disembark in S& 
Sebastiao. Owners’ representatives, guarantee engineers, officer 
wives, or any other person travelling on board a tanker, should ng 
be regarded as passengers but must be included in the crew-lig 
In this case, there is no difficulty in disembarking and repatriatin 
via Sao Paulo (or via Rio de Janeiro). 

Visitors: Only the personnel duly authorised by Port Authoritig 
may come on board the ships; this excludes all visitors. Relative 
eS cur members may obtain from Port Authorities a licence to goo 

oard. 

Constant Readiness : During the time the ship is berthed alongsid 
her engine and propulsion machinery should be in readiness} 
leave the berth on short notice. No repairs are permitted which wou 
interfere with this requirement. 

Smoking: Smoking in open areas of the ship and on the pie 
is strictly forbidden. The crew are not to throw lighted cigar: 
cigarette butts overboard. 

Emergency Towing Wires: Two towing wire ropes should} 
always hanging to the water's surface so that the tugs can eas! 
make fast should an emergency arise. 

Gangways: All ships calling at Sao Sebastiao must provide 
safe gangway. Authorities may refuse to board the ship if a sd 
gangway or accommodation ladder is not provided. At night, tt 
pilot ladder must be adequately lit. The terminal is not equipped wi 
platform ladder. The ship's ladder must be used. 

Lifebuoy: A lifebuoy with 15 fathoms (27 metres) of rope shou 
be kept nearby the gangway for use in case of emergency. 

Ship's Fire-fighting Equipment: At least two fire hoses shov 
be connected to hydrants on main deck: one forward and the oth 
abaft the cargo valves manifolds. A third hose with an NPU noz 
and two mechanical foam containers should be kept nearby t 
pump-room. The ship's main fire-extinguishing system should! 
kept under constant pressure. 

Minimum Draft for safe Manoeuvring: Although not very critic | 
tankers should be sufficiently ballasted to ensure safe manoeuve | 

Bond Wire: Before the connection of shore hoses, the bondi ¢ 
wire will be connected, by a terminal employee, to ensure a go * 
grounding electric contact. \ 

Boiler Tubes and Sparks: Whilst alongside the pier, no boi f 
soot blowers may be used. The use of derricks is also forbidd t 
(excepting the poop derrick, when lifting stores, provisions, et © 
Likewise, the use of objects and/or tools which may cause spa E 
is also forbidden. 4 

Fire Signal: Should fire break out in any part of the ship, thef 2 
alarm should be given: a continuous sounding of seven short bia (¢ 
on the whistle, followed by a long one. o 

Transportation of Stores, etc., from shore to ship: The terminal de 8 
not permit the carriage of items through the jetty. Consequem 4! 
the ship has to use the services of a motorboat, of a tugboat or? 
floating craft (which is towed to the ship's side). The motorbt S* 
or the tugboat may only approach the ship by the sea side.! § 
derricks may be used, although the terminal has no objection to! st 
use of the poop derrick or crane (sea side). Depending on the nat he 
and the weight of the items involved, they may be taken on bo 
using the gangway (sea side). a) 

Laundry: Considering the usual shortness of the ship's § 
in port, itis prudent that the Agent is informed by radio beforeh® 
so that they are able to make the necessary arrangements for! a) 
time of the ship's arrival. tin 

Provisions and Stores: Provisions and stores are supplied Tr 
shipchandlers contracted directly by owners or masters, or throl og 
the agents. Usually they have to be brought from Santos, Who.4 
requires a radio advance request, in view of the distance involt” « 
It-is hoped that in the near future provisions and stores in ‘ 
quantities may be easily obtainable in Sao Sebastido. fete 
SHIPMASTER'S REPORT shi 

Pilotage: Vessels normally sail and arrive by the Sout 
entrance. 

Anchorages : The holding ground for VLCCs is not very good) 
appears good for smaller vessels. (We had three cases of 3 
dragging during our 2} weeks stay, all VLCCs.) The current® 3 
Northerly or Southerly depending on the wind. 3 

Tugs: Five tugs normally used for berthing and unbert! 3 
irrespective of vessel's size. 2 
Medica! ;: Dental and routine medical matters available. Special 


SS. Oe. 


= 


a FS. 2-2 


zen 


sax &S 


are available some miles away. For inoculations the doctor comes 
from Santos. 

Fresh Water: Rates are dependent on number of vessels watering 
and can be as low as 10t.p.h. 

Customs Allowances; Two cartons cigarettes per man. Customs 
no longer stay on board the vessel. 

Repatriation: |s possible, but involves lengthy car ride to Santos 
or Rio de Janeiro. The best and nearest airport is outside Sao 
Paulo, where International flights are available. This is quicker than 
going to Rio. , 

Telephone: Available in jetty control rooms. 

Shore Leave: When berthed the Agent can arrange a minibus 
service from the T-head of the jetty. 

Port Regulations: Vessels throwing or discharging anything into 
Brazilian waters are subject to a fine equalling 2% of the minimum 
Brazilian basic wage multiplied by the vessel's gross tonnage. 
Garbage disposal is difficult to arrange and they will only accept 
dry garbage. 

Genera/: Communications are poor, no Telex and messages have 
to be telephoned to Santos. Best method is to use ship's equipment 
when at anchor. 

AUTHORITY : Petroleo Brasileiro S.A. 


AGENT: L. Figueiredo S/A. Ave. Duque De Caxias, 384. Tel.: 
5-0365. Cables: “Doralice’’ Sao Sebastido. 


SEPETIBA TERMINAL, Guaiba Island: 23.00 S. 
44.02 W. 


LOCATION: About 50 miles West of Rio de Janeiro, is the site of 
a bulk iron ore terminal located off the South-east end of Ilha Guaiba 
about 7 miles due North of the bay entrance. 
PILOTAGE: Compulsory for all ships entering the bay and berthing 
and unberthing at the ore facility. Pilots board in the vicinity of 23° 
08’ 39” S., 44° 04’ 36” W. A pilot ladder, boat rope, and gangway must 
be properly rigged with the landing platform of the gangway lowered 
to within 5 m. (164 ft.) of the water. Adequate lighting should be 
provided at night. 
ARRIVAL INFORMATION: Vessels bound for Baia de Sepetiba 
should send an ETA to their Rio Agents, via Rio Radio, 6 days, 
48 hours, and 24 hours prior to arrival. Any significant change in 
this ETA should be corrected as soon as possible but not less than 
8 hours prior to arrival. Also see VHF". 
ANCHORAGE: In the vicinity of the Pilot boarding area. Ships 
should not proceed beyond this point unless a Pilot is aboard and 
instructions have been received from Sepetiba Marine Operations to 
roceed. 
HEALTH: Radio pratique should be requested 72 hours prior to 
arrival by transmitting a quarantine message to the Port Health 
Authorities through the ship's Agent. This message should contain 
the following information: name and nationality of vessel; last port 
of call; number of crew and passengers; general conditions of 
health on board. 
VHF: Vessels are requested to contact Sepetiba Marine Operations 
directly when within VHF radio-telephone range. Channel 16 is the 
calling channel and 11, 12, and 13 are the working channels. Anchor- 
ing or berthing instructions should be requested 4 hours prior to 
arrival or when within VHF radio-telephone range. 
TUGS: Tug assistance is compulsory for all manoeuvring in the 
vicinity of the pier and three powerful twin screw tugs are available 
for this purpose. All ships should be equipped with a wire cable 
tow line with a nylon pendant. Radio-telephone communication is 
maintained between the tugs and the Pilots on Channel 6. 
BERTHING: Facilities consist of a deep-water pier located about 
400 m. (1,312 ft.) South of the island. The South berth has a depth of 
24 m. (783 ft.) alongside and the North berth has a depth of 19 m. 
(62 ft.). A mooring dolphin at the West end of the pier provides an 
overall mooring length of 470 m. (1,541 ft.) alongside the South berth. 
Bollards are spaced along both pier faces and quick release hooks 
and capstans are fitted for breast, bow and stern lines. 
BULK HANDLING FACILITIES: One travelling shiploader 
serves both berths and has a boom clearance of 22 m. (72 ft.) at 
shipside. Ore is stacked in a storage area and is delivered to the 
shiploader by conveyor belt which is loaded by either of two stackers 
having an average capacity of about 7,000 metric tons per hour each. 


TRAMANDAI (Porto Alegre): 30.01 S. 50.06 W. (See 
Plan) 


ALMIRANTE SOARES DUTRA TERMINAL: Terminal Mari- 
timo Almirante Soares Dutra - TEDUT, is located 6 km. from 
Tramandai, which is 134 km. from Porto Alegre, Capital of the state 
of Rio Grande do Sul. The Buoys (SBMs) are positioned 1-9 and 
2:4 miles from the beach and their geographical co-ordinates are: 

SBM-1 (West), Lat. 30° 00’ 40” S., Long. 50° 05’ 42” W, 

SBM-2 (East), Lat. 30° 01’ 06” S., Long. 50° 05’ 10” W. 
DOCUMENTS: Inward clearance is effected on board after the 
ship's arrival. The following documents must be ready on arrival: 

Any documents regarding outward clearance of the ship at the 

last port of call. 

8 copies Crew List. 

3 copies Store List. 

3 copies Personal Effects List. 

3 copies Passenger List. 

3 copies (one visaed) Cargo Manifest. 
2 copies Bill of Lading. 
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PILOTAGE: Sea Pilot not required. All manoeuvres will be under- 
taken by the vessel's Master with the help of a TEDUT Mooring 
Master who will board the vessel in the anchorage area and advise 
the vessel's Master on all operations such as mooring, connecting 
hoses, unloading, unmooring, etc. 

ANCHORAGE: The advisable anchorage site is 1°5 miles N.E. of 
SBM-2 (East), geographical position, Lat., 29° 59’ 30” S., Long., 
50° 04’ 30° W. Depths, 21 metres. Seabed, fine sand and mud. Moor- 
ing Masters will board arriving tankers in this area. 
APPROACHES: There are three conspicuous water towers named 
Tourist, Agrimer and Tramandai. There is also a small radar and 
meteorological watch steel tower nearby the pier in position Lat. 
29° 58’ 34” S., Long. 59° 07’ 18” W. 

RESTRICTIONS: Due to the peculiar conditions of the terminal, 
mooring undertaken only at daytime. Sometimes the leaving of 
launches seawards depends on the height of tide and the strength 
of the waves. Tankers may have to wait for favourable weather 
conditions so that mooring may safely be started. 

MAX. SIZE: SBM- (West), designed for 105,000 dwt tankers, max. 
draft 16 m. (52 ft.). SBM-2 (East), designed for 200,000 dwt tankers, 
max. draft 17 m. (55 ft.). The distance between the vessel's bow and 
manifold must not be more than 140 metres for mooring to the SBM-1 
(West) or 180 metres for mooring to the SBM-2 (East). 

RADIO: Vessels bound for Tramandai should advise their ETA 
48 hours priorto arrival directto PPA 25 (Petrobras own radio station) 
as well as to their Agents (through PPR — Rio Radio - government 
station). In turn these stations will send messages to the terminal. 
Confirmation or change of ETA should be cabled 24 hours before 
arrival. Vessels may also contact TEDUT's radio-telephony station 
either in AM or SSB on the following channels and frequencies: 

VHF, conventional frequencies, Channels 11, 13, 14 and 16 on 156, 
55/165, 65/165, 70/156 mHz respectively. 

SSB, frequencies 2182/2815/4383-38/8770'8 and 2647-5/4-078:8 
8120-8 kHz for listening. 

When within range, vessels equipped with radio-telephone should 
call first on Channel 16/DELTA-156:8 mHz and then change to 
another agreed channel, preferably 14/CHARLIE-156-7 mHz for 
mooring instruction. All ETA's should indicate whether it is local 
time or GMT. Weather forecasts as well as Notices to Mariners are 
transmitted by PWZ and PPR radio stations. 

PRATIQUE: Display of quarantine signal - “‘Q" flag - on approach 
Tramandai must be maintained until free pratique is granted. The 
National Brazilian flag should remain hoisted throughout vessel's 
stay in the terminal. Port doctor visits all ships on arrival and requires 
Maritime Declaration of Health, Deratisation Certificate, two Crew 
Lists. Vessels from another Brazilian port automatically receive free 
pratique and should not fly Quarantine Flag. If suspected disease or 
fever on board, it is advisable to cable Agent before arrival. 
LAUNCHES: Mooring, unmooring and connection operations are 
assisted by the terminal's launches. While rendering such assistance 
the boats act under orders of the Mooring Master. Usually two service 
boats are at his disposition. Besides operational assistance they 
undertake transportation of Mooring Masters, personnel, Agents, 
ship chandlers, port authorities, etc. 

ARRIVAL: Arrival time is considered to be the time the vessel 
reaches the anchorage vicinity or the time the Mooring Master 
boards the vessel, whichever occurs first. However, notice of readi- 
ness will not be considered as the time of arrival unless the vessel 
is in all respects ready to discharge. In the event berthing is delayed 
by weather conditions, tankers will be unloaded in turn. If, however, 
the weather is so bad that the port is closed and vessels awaiting 
discharge have to go out to sea, TEDUT may discharge another 
vessel on reopening if it arrives before the return of other waiting 
vessels. More rarely, the terminal Superintendnt may grant priority 
to a particular vessel out of turn, in special circumstances only. 
Exceptionally, and at the discretion of the Superintendent, two tankers 
will discharge at the same time. 

MOORING: The Mooring Master will advise on the method of 
securing the ship. Tankers are usually moored by two bow nylon 
hawsers of 13 in. diameter and 45 metres length. Vessel’s messenger 
nylon lines are shackled — one at a time — to the pick-up wires of the 
chafing chains by the launch crew and hove in (through the vessel's 
windlass warping bollard) until the lengths of the chafing chains are 
brought over the vessel's roller chocks/fairleads. Ship's engine may 
hott lead-in ropes (vessel's messenger) in coming up to the 

The following items must be observed: Anchors must be well at 
home and secured with stoppers and brakes. Windlass warping 
bollards must also be ready to lift chain stoppers, wire strops, 
shackles, senhouse slips, crowbar, hammer, spikes and other gear 
to be placed on board for mooring purpose (equipment supplied by 
TEDUT). Two good eye-spliced (9 in. at least) nylon hand-inlines 
must be ready, at each side, on the focastle head, to be given to the 
launch, who in turn will shackle them to the hawser's pick-up wires 
(marked by little spar buoys). 

HOSE CONNECTION: The Mooring Master will direct the ter- 
minal's working men in lifting, connecting and lowering the hoses. 
After the vessel is securely moored, the 16 in. floating hoses must be 
individually lifted to the rail by the ship's gear. Sundry hose securing 
and connecting equipment (strops, gaskets, nuts, bolts, wrenches, 
etc.) will be supplied by the terminal and put aboard the ship just 
after arrival. Hoses will be lifted by ship's derrick, preferably on the 
port side. Minimum lift of 5 tons capacity required. When wind force 
reaches about 8 beaufort scale and waves are 2:5 metres high, 
rah disconnecting operation will take place, even at night 
ime. 

LOADING: Pumping must not be started without permission of the 
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Mooring Master. The maximum allowable pressure is 10 kg/sq. cm. 
(150 p.s.i.). While the vessel is moored, the vertical angle formed by 
the nylon hawsers and the sea level should not exceed 30 degrees, 
for safety of the SBM’s turntable. When necessary, due either to 
excessive pitching or by being too much trimmed by the stern, 
pumping of ballast must be concentrated in the fore-tanks, even if 
interruption of unloading becomes mandatory. So the Mooring 
Master may require cargo to be discharged, in certain stages, either 
from aft or for'd compartments. 

As a rule, when unloading is over, the ship should have ballast 

on board at least 40 per cent of her total dwt tonnage. Besides the 
Mooring Master himself, some terminal workmen stay aboard ship. 
Therefore, room and meals for one officer and six crewmen should 
be supplied. Upon completion of discharge the Mooring Master will 
require the ship to pump sea water through the submarine pipe-lines 
to displace the remaining oil. 
BALLAST: No slop facilities are available for dirty ballast. Brazilian 
laws are very strict with regard to the pollution of coastal waters. 
Vessels are not allowed to discharge dirty ballast into the water. 
Heavy fines are imposed for violations. 

Tramandai is the largest Rio Grande do Sul seaside resort and 
any pollution of the seain this area will cause damage to the beaches. 
Hence, no dirty ballast or any oily residues must be pumped over- 
board within a range of over 50 miles, if no safer alternative exists. 
MEDICAL: Medical treatment and/or hospitalisation, if required, 
are provided at Tramandai or Osorio private hospitals. Serious ill- 
ness will usually be treated in Porto Alegre. Dentists are also avail- 
able in Tramandai. For emergency cases (injury, etc.) TEDUT first 
medical aid may be requested by the Master. As usual, Agent will 
make such arrangements. 

FUEL: Not available. 

FRESH WATER: Not available. 

CONSTANT READINESS: Since moorings are in open road- 
stead, vessel's engines and gear must be ready with full power for 
immediate use through the period the vessel is moored and the ship 
must be able to clear the mooring immediately on the advice of the 
Mooring Master or Superintendent of the Terminal. 

Whenever necessary, vessels may use their own power to prevent 
riding upon the SBM. 

CUSTOMS REQUIREMENTS: Brazilian laws are strict with 
regard to smuggling and Masters are requested to instruct their 
crews not to retain cigarettes in carton lots, cigars, tobacco, alco- 
holic drinks, drugs, souvenirs, etc. These should be collected prior 
to arrival, listed with the items in the slop chest and placed in the 
custody of the Master for deposit in the chest or closet which will 
then be sealed for the duration of the vessel's stay at the mooring. 

By no means will any commercial transactions be tolerated, be it 
either among terminal employees, crew members or anyone else. 
CONSULATES: No consular representatives are reported to exist 
in the area; however, there are consulates of most maritime nations 
in Porto Alegre. 

TIME: Local time is GMT minus three hours. 

GENERAL: Lighters not available. Launch connection with shore 
is entirely dependent on weather conditions and must be considered 
unreliable. 

SHORE LEAVE: Not possible. 

AUTHORITY: Petroleo Brasileiro, S.A. 


VITORIA (including Tubarao): 20.19 S. 40.20 W. 


DOCUMENTS: 
Port Health Authority : 

Health Declaration. 

Vaccination List. 
Customs: 

2 Crew Lists. 

2 Personal Effects Lists. 

2 Store Lists. 

If in ballast: 2 Ballast Manifests from each port of call. 

If with cargo: 2 copies of Manifest. 

1 copy of each Bill of Lading. 
2 Negative Manifests for each port of call, where no 
cargo loaded for Vitoria. 

If arriving from another Brazilian port, the following additional 
documents required: 

Customs Pass from last port. 

2 Negative Manifests for each Brazilian Port. 
Police: 

1 Crew List. 

1 Negative Passenger List for each foreign port of call. 
If there are passengers in transit or for the port, the following 
additional documents are required: 
Customs; 

2 Passenger Lists in transit. 

2 Passenger Lists for the port. 
Police: 

1 Passenger List in transit. 

1 Passenger List for the port. 
PILOTAGE: Vessel approaching port should communicate with 
Agent through local radio station, giving date and hour of arrival 
at pilot station so that they can arrange for a pilot to be at the roads 
on arrival. Communicate direct to Pilot Association through VHF 
Channel 16. 

Vessels taking on or dropping Pilots outside the official limits of 
the port (see below) are charged extra. 
ANCHORAGE: The official limits of the port are: 
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Vitoria: Arc of a circle of 1 mile radius, seaward with centre a 
Santa Luzia Lighthouse. 

Tubarao: Arc of a circle 25 miles radius, seaward, with centre aj 
Tubarao South Light Beacon. 

Notice of Readiness is accepted as at time the Master radios 
advising vessel has anchored, SHINC, lay time starting 3 hours 
afterwards (subject to C/P). 

No draft limitations at anchorages. 

RESTRICTIONS: Vitoria: All sailings are to take place on; 
rising tide. Vessels of up to 205 metres can enter day or night. 

Vessels from 205 to 240 metres can enter during daylight hours 
weather permitting. Vessels of this length must be assisted by three 
tugs, two of which must be of at least 1,000 h.p. and the other of g 
least 400 h.p. 

For turning in the manoeuvring basin, two tugs are required, on 
to be of at least 1,000 h.p. and the other of at least 400 h.p. 
Tubarao; Access Channel, depth 17 metres. Manoeuvring basin, 
depth 17 metres. Protected area of basin, depth 16 metres. 

MAX. SIZE: Vitoria: 36 ft. draft at high water and 32 ft. at low water, 
Tubarao ; Max. draft 50 ft. but vessels may continue loading on rising 
tide to a maximum of 55 ft., sailing at high tide. Maximum length 
1,050 ft. Also see “Tankers”. 

HEALTH: Free pratique obtained by radio to Agents, addressej 
for “Saportos Vitoria" followed by ship's name, last port, ETA, ané 
the letters ZT (meaning “my replies to the 6 questions on the por 
health declaration are negative"), and ZS (meaning “the sanitay 
condition of my ship is satisfactory"). Pratique is granted when thi 
message is delivered by Agent to the port doctor. 

The Agent may send a reply containing the group ZY, meanin; 
“you have free pratique’. In any case the time of pratique is regis 
tered as time that the ship's cable was received by the Health Autho 
rities. This pratique does not allow the crew to go ashore until afte 
customs clearance. 

Crew vaccinations are done free. 

The Port Doctor usually arrives on board some time after the vis 
of Authorities and it is important to have the Health Declaratio 
ready for handing to him by a responsible person (to avoid a fine) 
RADIO: Local radio station, Vitoria Radio, call sign PPT. Thi 
radio station normally used by Agents when cabling vessels. 
TUGS: Tugs join vessels at anchorage. Ship's lines used. Tug 
have no lines on board. The lines given to tug-boats should by 
without wire as the swell usually prevailing causes severe sudde 
stresses on the tow lines. 

Vitoria: Three tugs of 480 h.p., one tug of 1,530 h.p. and one tuge 
1,600 h.p. 

Tubarao: Two tugs, 1,530 h.p. and 1,600 h.p. 

BERTHING: 

Commercial Quay: No restrictions for vessels berthing at Noi 
4 and 5 warehouse, entrance and sailing at any stage of tide. Mav | 
mum drafts are: ' 

No. 5 warehouse — 28 ft., max. length 597 ft. 2 in. ' 

No. 4 warehouse — 26 ft., max. length 597 ft. 2 in. ' 

No. 3 warehouse ~ 24 ft., max. length 508 ft. 9 in. i 

No. 2 warehouse - 14 ft., max. length 393 ft. 9 in. 

Vessels at Nos. 2 and 3 restricted to sail on flood tide only. 
Usiminas Quay — Coal Discharge: Max. draft 35 ft., max. length 853! 
Limited to entry only at beginning of ebb tide; sailing at any stage! 
tide. Discharge by two mechanical grabs, daily unloading rat F 
8.400 LT. F 
Iron Ore Berths: F 
Atalaia Quay : Max. draft 36 ft., max. length 787 ft. 5 in. Vessels bet 7 
and sail on flood tide. Entering and sailing during night or de 4 
max. length 657 ft. 10 in. during the day only, 787 ft. 5 in. A 
Paul Quay: Max. draft 31 ft., length (as for Atalaia). There is o& 5 
loading area with a capacity of 600/900 tons per hour, depending! “ 
type of ore. Max. reach beyond quay edge, 49 ft. Max. height extt 
mity of hook at 18 in. elevation, 52 ft. at HW, 59 ft. at LW. Width! 
pontoon, 14 ft. 

Tubarao: Ship Loader No. 1: Max. height of hatch coaming abo 
sea level 12:50 metres. Max. outreach of loading boom 24 metf E 
Nominal capacity of loader 6,000 tons per hour. Vessels max. LO 
330 metres. Max. sailing draft 15:20 metres plus height of tide. 

Ship Loader No. 2: Maximum height of hatch coaming above § B 
level 17 metres. Maximum outreach of loading boom 33:50 metft 
Nominal capacity of loader 8,000 tons per hour. Max. Length § 8r 


metres. Max. sailing draft 15:20 metres plus height of tide. wil 
CRANES: Vitoria: Twenty-three electric gantry cranes 1-5-1 PF 
tons capacity and five mobile cranes 10-30 tons capacity. kn. 


TANKERS: Esso Terminal. Berthing and unberthing can t#Ha 
place during day or night period, provided vessels draft does /h 
exceed 22 ft. Maximum length permitted 524 ft. 11 in. with maxim ¥®s 
draft of 27 ft. Vessels must enter on ebb tide and sail at high tid!” | 

Texaco Terminal. For ships discharging for Shell, Atlantic #22! 
Texaco. Discharge handled through a common line, except forf'* 
oil, handled on a separate line. All lines 6 in. dia. Maximum press!O" 
from shore 80 Ib. producing average discharging rate of 1,500-2/P'° 
barrels per hour. Vessels may enter or sail on any daylight # 
maximum draft permitted 32 ft., maximum length 597 ft. 

Petrobras have quay at Tubarao, max. draft 25 ft., max. LOA a MU 
STEVEDORES: On ETA cable general cargo ships should intl, , 


number of gangs required. at ti 
MEDICAL: No advance notice of required medical attentiya, 


Hospital facilities available. It. I 
DENSITY: Average density at Vitoria 1025. Somewhat |! ' 
during rainy season. At Tubarao the density varies from 1 : 
1028 depending on tide and weather conditions. 305 f 
FRESH WATER: Fresh water available at Commercial Q! 
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Vitoria iron ore berths, Usiminas Quay and Esso Terminal. Rate 
of delivery 15 tons per hour. At Tubarao up to 50 tons per hour. 
No water barge available. 

FUEL: Esso Berth. Bunkers can be taken here, supplied under 
gravity only. 

Maximum draft 27 ft., and length restricted to 164 metres. Due to 
various factors, the taking of bunkers in Vitoria is not recommended. 

Esso and Petrobras can supply Bunker “C", fuel oil and diesel oil, 
the last two being available by truck. 

DEVELOPMENTS: Tubarao: 

A new pier is to be constructed parallel and inshore of the existing 
pier for vessels of 250,000 dwt. tons, and is planned to be comple- 
ted in 1973. Intended max, draft 20 metres. 

Pelletising factory is producing at a rate of 2,000,000 tons per year. 
Two additional factories are to be constructed each to produce 
3,000,000 tons per year. 

A pier, depth alongside 13 m., to be constructed at Capuaba, 
completion expected 1976. Dredging has commenced at the port 
with planned depths as follows: 


Manoeuvring basin 135 metres 
Commercial quays 10-3 metres 
Atalaya 11:0 metres 
Jabour 8:5 metres 
Access channel 12:5 metres 
Capuala 12:5 metres 


WATCHMEN: Compulsory at commercial quay in Vitoria. Not 
available at Tubarao or Vitoria Ore Terminals. 
OPENING/CLOSING HATCHES: Normally done by stevedores 
except in cases of modern vessels using MacGregor hatch covers, 
when crew asked to close hatches. 

CUSTOMS ALLOWANCES: Each crew member allowed 200 
cigarettes out of the bond. One bottle, wine or spirits opened, for 
each crew member. 

REPAIRS: Deck and engine repairs available. 
REPATRIATION: Crew joining vesse/: Destination should be 
given as Vitoria, Espirito Santo for crew members joining vessels at 
Tubarao. 

There are three flights daily from Rio de Janeiro to Vitoria. 
AIRPORT: Airport located 8 km. from centre of town and is served 
by three airlines with daily flights to Rio de Janeiro, Salvador, Recife. 
TIME: Local time GMT minus 3 hours. Summer time usually 1st 
November up to 31st March when time is GMT minus 2 hours. 
HOLIDAYS: January 1st; April 21st; May 1st; September 7th and 
8th; November 2nd and 15th; December 25th; Good Friday; Nossa 
Senhora da Penha and Corpus Christi. Only holiday when no 
stevedore work is possible Good Friday; exception made to iron-ore 
loading. 

WATCHMEN: Not compulsory but available. 

IDENTIFICATION CARDS: Required with photographs to 
enable officers and crew members to go ashore. Agents supply 
forms. 

CONSULS: The following countries have consular representatives 
in Vitoria: 


Great Britain Holland West Germany 
Argentina Italy Portugal 
Belgium France Uruguay 
Finland Lebanon 


POLICE/AMBULANCE/FIRE: Maritime Police 3-0173; Radio 
Patrol 7-0992; Ambulance 2-4646; Emergency Hospital 3-0203; 
Fire Brigade 3-0202. 

TELEPHONES: No facilities for placing telephones on board. 
AUTHORITY: Port Captain. Praca do Trabalho No. 66, Vitoria. 


AGENT: Prado Agéncia Maritima Ltda. Av. Governador Bley 186, 
salas 808/9. Telegraphic address: “Pranave" PO Box no. 1087, and 
“Realloyd”. Tel. 3-0004, 3-2230 and 3-0848. 


Brunei State 


BANDAR SERI BEGAWAN: 04.53 N. 114.56 E. 


Brunei State is an independent country governed by H.H. the Sultan 
with a Council of Ministers and Legislative Assembly, under British 
protection, The capital town of Bandar Seri Begawan (formerly 
known as Brunei Town) is situated 16 miles upriver from Muara 
Harbour which is at the mouth of the Brunei River. Use of the town 
wharf at Bandar Seri Begawan is restricted to small wooden coastal 
vessels operating within the Brunei Bay area not exceeding 80 ft. 
in length overall and 50 tons gross registered tons. The port of 
Bandar Seri Begawan comprises a reinforced concrete wharf 730 
ft. long with a wharf apron 76 ft. wide and a passenger pier 124 ft. 
ayers a wharf apron 63 ft. wide. Three transit godowns are 
provided. 


; MUARA HARBOUR: 05.01 N. 115.04 E. 


5 


_ A new deep-water port has been constructed in Muara Harbour 
at the mouth of the Brunei River and came into operation on 1st 
March 1973. The port comprises a reinforced concrete wharf 1,405 
ft. long which includes the following facilities: a container berth 
500 ft. long with a wharf apron 163 ft. wide, a general cargo berth 
600 ft. long with a wharf apron 83 ft. wide, and an aggregate berth 
305 ft. long with an apron 71 ft. wide. A transit godown 360 ft. long 
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and 105 ft. wide is provided together with a Bonded Store and a 
Cold Storage warehouse. Entrance to the port is by way of an en- 
trance channel 400 ft. wide dredged a depth of 30 ft. at Chart Datum 
through Pelompong Spit. 


TANJONG SALIRONG: 04.53 N. 115.06 E. 


The log-loading anchorage at Tanjong Salirong is situated 12 miles 
above the Outer Bar at the mouth of the Brunei River. Vessels of up 
to 21 ft. draft may cross the bar at high water. 

DOCUMENTS (a) To be produced on arrival: 

Marine Department 

Boarding Report. 

1 Crew List. 

1 Passenger List. 

Customs Department 

2 Inward Manifests. 

1 Crew List. 

1 Passenger List. 

1 Port Clearance. 

1 Stores List. 

1 Arms List. 

Agents 

2 Inward Manifests. 

1 Crew List. 

1 Passenger List. 

2 Hatch Lists. 

1 Arms List. 

(b) To be supplied before ship's departure: 
Customs Department 

1 Outward Manifest. 

1 Passenger List. 

1 Crew List. 

1 Export Declaration. 

Immigration Department 

1 Passenger Lists. 

2 Crew Lists. 

Vessels 

2 Outward Manifests. 

Port Clearance. 

PILOTAGE: Bandar Seri Begawan: Pilotage is not compulsory. 
If a Pilot is required by a vessel proceeding to Bandar Seri Begawan 
a written request must be made at least 24 hours before ship is 
scheduled to arrive. This must include position where Pilot is re- 
quired to embark (i.e. at Outer Bar or Sapo Point). 

Muara Harbour: Pilotage is compulsory. Application for a Pilot for 
entering Muara Harbour must be made by written request at least 
24 hours before arrival. Pilots board vessels in Brunei Bay at the 
Northern end of the entrance channel through Pelompong Spit. 
Tanjong Salirong: Pilotage is not compulsory. If a Pilot is required 
for vessels loading logs at Tanjong Salirong then application must 
be made 24 hours in advance of arrival stating position where it is 
required for Pilot to embark (i.e. at Outer Bar or Sapo Point). A 
Customs Officer and Agent's clerk will proceed to Tanjong Salirong 
from Muara Harbour or Bandar Seri Begawan and will remain on 
board whilst vessel is loading, accommodation and food provided 
by ship. Stevedores and tally clerks provide their own food. 
ANCHORAGE: Vessels entering Muara Harbour without berthing 
space will be anchored 5 cables S.S.W. of wharf. If so desired ships 
may discharge perishable cargo at anchorage into lighters. Consig- 
nees must make arrangements with Agent to obtain permission 
from Customs, who will provide a Customs Officer to attend to 
discharge. 

HEALTH: (a) Immigration: Immigration Officer will board vessel 
and clear her inward after pratique granted by Port Health Authority. 
Immigration will require 2 copies of passenger list and 2 copies of 
crew list. Vessel’s inward are cleared up to 2000 hours only. 

(6) Quarantine: For vessels coming from outside State of Brunei, 
Port Health Authority will board on arrival at wharf or anchorage. 
Port Health Authority requires complete copy of Entry Declaration of 
Health and copies of passenger and crew lists. 

STEVEDORES: Stevedoring is in the hands of contractors who 
supply gangs as required. Working hours are 0730 hours to 1215 
hours, 1315 hours to 1600 hours, 1900 to 2300 hours (overtime). 
Overtime is usually worked from 1900 to 2300 hours, permission to 
work overtime is required from the Customs Department. No tally 
clerks available. All tallies to be made by ship's own tally clerks. 
MEDICAL: Government General Hospital is situated in Bandar Seri 
Begawan 16 miles from Muara Harbour. General Hospital is well 
equipped with facilities to carry out normal surgery. Inoculations 
and vaccinations given free of charge. 

FRESH WATER: Can be supplied from the wharf at Muara Har- 
bour and Bandar Seri Begawan. No fresh water is supplied at 
Tanjong Salirong. No water-boat in State. 

FIRE PRECAUTIONS: Fire-floats are stationed at Fire Brigade 
sub-station near Customs sub-station in Bandar Seri Begawan. 
No fire-floats at Muara Harbour. 

CONSULS: British High Commission: Jalan Residency, tel. 2231. 
HOLIDAYS: The Brunei Government working days are Monday to 
Thursday and Saturday. Friday and Sunday being holidays. Applica- 
tion must be made to Customs for working on Friday and Sunday 
and other public holidays. Brunei being a Muslim State, insists on 
strict observation of all Muslim rites such as The Sultan's Birthday, 
Hari Raya Puasa, Hari Raya Haji, etc. Chinese New Year is also 
observed. 

POLICE/AMBULANCE/FIRE: General Hospital, Jalan Stoney, 
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Bandar Seri Begawan, office tel. 3521; residence tel. 2422. Police 
HQ, Jalan Gadong, Bandar Seri Begawan, office tel. 3901; residence 
tel. 3901 Ex. 245. Fire Brigade, Muara, tel. 8755, Bandar Seri Begawan, 
tel. 2555; residence tel. 2772. 

AUTHORITY: The Director of Marine. His Highnesses’ Customs 
Building, Bandar Seri Begawan. Office tel. 2294; residence tel. 2295. 


AGENT: Harrisons and Crosfield (Sabah) Sdn. Bhd., Bandar Seri 
Begawan. Telegraphic address: “Crosfield”, tel. 2361, 3011. 
Manager's residence tel. 2220. Code Bentley's second phase. 


SERIA, Brunei: 04.43 N. 114.19 E. (See Plan) 


SHIPMASTER'S REPORT 


LOCATION: SBM in position Lat. 04° 42’ 50” N., Long. 114° 18’ 54” E. 
DOCUMENTS: 

International Maritime Declaration of Health. 

6 copies of Crew List. 

4 copies Crew Vaccination List. 

Clearance from last port. 

If vessel is stemmed for Japan, 6 extra copies of Crew Lists are 

required from non-Japanese flag vessels. 
PILOTAGE: Compulsory. Berthing possible day and night, any 
stage of tide. The berthing master will board incoming vessels about 
2 miles N.N.W. of the SBM. Masters are requested to provide a good 
lee for launch to facilitate the boarding of the berthing master and 
lifting on board of mooring equipment. 

Derrick to be rigged and topped on starboard side prior to arrival. 
The pilot ladder should be rigged well aft on the starboard side. 
The accommodation ladder is not required. 

ANCHORAGE: A tanker anchorage is located approximately3 miles 
North of the SBM. In the area contained by the following limits: Lat. 
04° 45’ N. and 04° 47’ N., Long. 114° 17’ E. and 114° 19’ E. Controlling 
depth is 80 ft. at MLW, mean tidal range 6 ft., velocity of current 
41 knot. Nature of bottom is mud. 

MAX. SIZE: Max. dwt. 200,000 tons. Draft 65 ft. 

PRATIQUE: Available day and night. Immigration and Customs do 
not board. A detailed shipping report has to be completed for the 
Government Marine Department. Agent will provide the forms for 
completion. 

If the vessel arrives from an infected port or its state of health is 
suspect, the Medical Officer may board in order to inspect crew and 
relevant international medical certificates. 

RADIO: Confirm ETA at least 48 hours in advance also declaring 
Bill of Health and Quantity of Cargo required. W/T traffic should be 
passed through Singapore Radio, and addressed to Agent. When 
within range, vessels are requested to make direct W/T contact with 
Brunei Shell Petroleum Company (call signal BSP ONE) at the 
following local times (GMT plus 8 hours) 1000 hours, 1400 hours, 
1800 hours. B.S.P. will transmit on 8558 kHz call signal BSP ONE 
and listen out on 8354 to 8374 kHz. When contact is made on this 
frequency a standard information cable will be transmitted to the 
ship. A VHF station at Seria (call signal BSP ONE) maintains a 
continuous watch on Channel 16 with Channel 19 as a working 
channel. Contact with this station also can be made on Shell Private 
Channel, transmitting on 162-9 mHz, receiving on 158-3 mHz. 
TUGS: None available. 

MEDICAL: Doctor available. 

TANKERS: Berth: a single buoy mooring with two 650 ft. floating 
hose strings. Each hose string consists of 16 in. hoses terminated 
by a 12 in. hose for connection to the vessels manifold. 

Mooring: Two 15 in. circumference 100 ft. nylon mooring lines from 
the buoy are secured on the forecastle head, using equipment pro- 
vided by the terminal. 

Hose connection : Starboard side amidships. Hose derrick should be 
rigged and topped to lift at least 5 tons and vessel to have appro- 
priate reducers fitted for connecting two 12 in. manifold hoses. Hose 
connecting is carried out by the vessels crew. 

Shoreline: The submarine pipeline is 32 in. diameter and 30,000 ft. 
in length. 

Loading rate: The maximum loading rate of Seria light crude is 
4500-5000 t.p.h. (approx. A.P.1. 39-4). 

There are no facilities available for dirty ballast. Vessels must 
arrive with clean ballast, lines and pumps. The controlling depth at 
the berth is 73 ft. at MLW, tidal range 6 ft., velocity of current 4 to 
1 knot and the nature of the bottom is mud. 

DENSITY : 1020-1025. 

FRESH WATER: Not available. 

FUEL: Not available at Seria, may be obtained at Lutong (Miri). 
REPAIRS: Small emergency repairs may be carried out in Brunei 
Shell Petroleum company workshops. 

SERVICES: Stores, laundry services and shore steam not available. 
TIME: GMT plus 8 hours. 

REGULATIONS: Smoking is permitted only in places jointly 
approved by Master and Mooring Master. No smoking allowed in the 
open decks. Galley fires allowed if of approved type. 

The Brunei National flag should be flown during hours of daylight. 
The vessel's radio station must not be used whilst at the SBM. 
pce are not permitted to immobilise main engines whilst at the 

erth. 

GENERAL: Ship to shore communication during loading is by 
portable R/T. No shore leave. Shore personnel remain on board 
during loading operations. 
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Bulgaria 


BOURGAS (including Drujba): 42.30 N. 27.29 E. 


Well protected port at inner-end of Bourgas Bay, with good roads 
anchorage. 
DOCUMENTS: 

Master's Declaration. 

Cargo Plan. 

Customs Manifest. 

Bill of Health. 

Health Condition Certificates of crew members. 

Manifest and consignment of cargo. 

Provision List. 

Crew List. 

Passenger List. 
oon Pilotage in Inner Roads compulsory for vessels aboy, 

Application for Inner Roads Pilot must be made to Agents "In 
flot’’ at least two hours prior arrival. (If incorrect ETA given — pilot 
age fee doubled.) 

Outer Roads pilotage not compulsory. Vessels requiring Outs 
Roads pilotage must advise Agents “Inflot" at least 12 hours befon 
time pilotage required and give position of required pick-up point 

Applications for Pilot should include Nationality and call letters 
gross tonnage; date (2 figures) ; Time (4 figures) when Pilot required 
Draft in metres (4 figures). 

APPROACHES: Through fairway, depth of channel 29 ft. L.W. 
ANCHORAGE: Outer Roads. Vessels anchored must keep clos 
watch on Roads Signal Station for orders given by flag or signe 


lamp. 
RESTRICTIONS: Arrival and sailing from oil port of Drujba an 
fish port of Slavianka permitted only in daylight. 
RADIO: Bourgas — 500 KNC. 
TUGS: Available and compulsory for vessels over 1,000 GRT. Tug! 
lines used. 
BERTHING: Compulsory berthing for vessels over 50 GRT (Be 
between 18.00 and 06.00 — mooring fee increased 50%. Containg 
handling facilities available. 
STEVEDORES: Available to work day and night. 
RADAR/VHF: None. 
MEDICAL: Hospital and dispensary available. 
TANKERS: Oil port Drujba. Permissible draft 33 ft. Height of que 
2 metres. No slop discharge facilities. 
DENSITY : 1017. 
FRESH WATER: From S.E.E. “Balkantrans”, tel. 45751. Availabl 
through hose hydrants or ex-barge. 24 hours notice required. 
FUEL: From S.E.E. “Balkantrans", tel. 45751. 72 hours notice diest 
and gas oil available. Shell and Castrol lubricants available. 
FIRE PRECAUTIONS: Constant day and night duty, and dire 
telephone connection with port fire service. 
GANGWAY/DECK WATCHMEN: Vessels in Roads not perm 
ted to have gangways down. Vessels alongside quay with lower 
gangway must have manropes, safety-net, life-buoys with rope of! 
least 30 metres length attached, an officer on duty at the gangwi 
and must be lit at night. 
OPENING/CLOSING HATCHES: Accordance charter party. 
CERTIFICATES: 

Construction. 

Safety Radio. 

Classification. ‘ 

Hull and Machinery. 

Load-line. 

Cargo Gear. 
CUSTOMS ALLOWANCES: Tobacco - 2 packets per crew me 
ber per day. Wines/spirits - for Master, as required; for crew -0 
opened bottle. 
IDENTIFICATION CARDS: Required. 
CONSULS: Turkish. 
REPAIRS: Small repairs only. | 
DRY DOCKS: A floating dock, lifting capacity 4,500 tons availa 
REPATRIATION: Can be fulfilled if necessary. Replacement , 
crew by Bulgarian nationals is impossible. ; 
AIRPORT: Connections with Berlin, Prague, Budapest, Buchare , 
Warsaw, London, Copenhagen, Vienna. ; 
TIME: GMT plus 2 hours. f 
HOLIDAYS: New Year (1st January); May Day (1st/2nd Ma § 
Day of Slav written language (24th May); Day of Freedom (9th/t ; 
September); October Revolution (7th November). Time from 13.00 
day before Sundays and holidays until 08.00 day after is non-wormt & 
time but loading and discharging carried out at overtime rates. a 
TELEPHONES: Captain of the Port, 431-40; Pilots, 420-9 £ 
423-52/49; Soviet Shipping Register, 454-34; Bulgarian Ship? p 
Register, 471-32; Shipping Agency “Inflot’’, 455-06, 28-79; Milit p 
Office, 426-84; Ambulance, Fire 05. u 
SHORE LEAVE: Allowed. With permission of CPP, and seamé § 
book. Transport from Roads by motor boat according to timet® a 
of Shipping Administration. Nv 
REGULATIONS: Given to Master on arrival. gi! 
DELAYS: Possible while waiting for Pilot owing to bad weath® T 
waiting turn for berth. le) 


SHIPMASTER'S REPORT (Vessel 107,023 dwt.) Fi 

Danger Area: Minefield area 43, see Nemedri. 24 

Documents: FI 
Bill of Health. st 
6 Crew Lists. 


f 


3 Stores Lists. 

3 Personal effects Lists. 

Ship's documents (Register, Certificates, etc.). 

No money list required. 

Upon arrival Master receives Port Regulations (re: watchmen, 
ratguards, stoppage of propeller, waste disposal, pollution, etc.). 
Radio: Bourgas Radio, port control VHF Channels 16 and 10; Pilots 
VHF Channel 14. 
Density: Average 1012. 
identification Cards: Crew members are given shore passes and 
are allowed ashore until midnight. Persons with long hair are refused 

asses. 
eee Allowances: No limits on board, no seals, crew are allowed 
to take 1 or 2 packets of cigarettes ashore. 
Repatriation: No difficulties. 
Airport: Daily flights to Sofia with connecting international flights. 
Tugs: Four available. 
Anchorage: Vessel ordered by authorities to proceed to position 
43.39 N. 27.56 E. for clearance and Pilot. After clearance vessel 
proceeded to 42.40 N. 27.49 E. for lightening. 
Lightening: Vessel required to be lightened to 39 ft. Tankers come 
alongside; they carry good rubber fenders and one 10-in. discharge 
hose. Discharge rate varies from 1,500-1,800 t.p.h. according to 
tanker's requirements. 
Berthing: At the SW corner of the bay. There are two “T" shaped 
berths, maximum depth 40 ft. Each berths consists of 3 platforms 
connected by a catwalk. Length of berth used was 125 metres. 
There are mooring dolphins but the length of vessel is 259 metres 
so all lines were breast ropes and springs. 
Discharging: Two 8-in. hoses are connected to the pipe-line on the 
catwalk. Discharge rate 1,800 to 2,000 t.p.h. depending on the back 
pressure. The height limit of the hoses is about 54 ft. above sea-level. 
Vessels are required to ballast if necessary before reaching this 
level. The Berth is protected from the prevailing N.E. wind. 
Dardanelles Entrance: (Canakkale, Turkey) Pilot station is at Seddul- 
bahir. Call sign ‘Canakkale Pilot" VHF Channel 16. During Southerly 
gales Pilot boards close to Kanakkale Town. 
Bosporus: North entrance, pilot station at Kavagi, Pilot boards off 
Dikilikaya Light. Call Pilot on VHF Channel 16. 
AUTHORITY: Region Port Administration, Bourgas. Telephone 
switchboard, 20-90; 23-52; Telex, 520. 


AGENT: “Inflot’, Bourgas. Tel. 455-06, 428.79. 


VARNA: 43.12 N. 27.57 E. 


Well-protected port at inner-end of Varna Bay. 
DOCUMENTS: 

Master's Declaration. 

Cargo Plan. 

Customs Manifest. 

Charter Party. 

Disinfection Certificate. 

Health Condition Certificate for crew members. 

Manifest and consignment of cargo. 

Provision List. 

Crew List. 

Passenger List. 

Crew passports (Seaman's Books). 

PILOTAGE: Pilotage in Inner Roads compulsory, but not compul- 
sory for Outer Roads. Vessels requiring pilotage at Outer Roads 
must radio Agents “‘Inflot’’ 24 and 8 hours prior arrival giving posi- 
tion of required pick-up point, also: name of vessel, nationality and 
call letters, GRT, length, draft in metres (4 figures), date (2 figures), 
time (4 figures). 

Pilot comes from inside Port of Varna (there are no permanent 
pilot stations at Capes Emine or Caliacra). In bad weather impossible 
for pilot boat to reach Outer Roads and vessel will be so informed 
~ Agents “Inflot" and instructed to proceed anchorage in Varna 

ay. 
_ Pilot boat is patrol boat with yellow funnel and letter ‘‘P". Carries 
international recognition signals by day and night. 
APPROACHES: Through fairway, depth of channel 39 ft. 
ANCHORAGES: Outer Roads in area East of meridian 27.56 E, 
beyond fairways. Vessels anchored must keep close watch on Roads 
Signal Station for orders given by flag or signal lamp. 
RESTRICTIONS: Entering and leaving oil quay, ship repairing 
plant and lake permitted only in day time. 

RADIO: Radio Varna LZW - 500 kHz. LZW, - send 8607 kHz, 
receives 8447 kHz. LZW, — sends 13078 kHz, receives 12612 kHz. 
TUGS: Compulsory for vessels over 1,000 GRT. Tug’s lines used. 
BERTHING: Compulsory berthing for vessels over 50 GRT. Depths 
at quays up to 39 ft. 

BRIDGES: When proceeding to and from Varna lake, vessel 
Passes under Asparuhov bridge. Bridge is raised to 70°. Use of 
pilot, tugs, and patrol boat obligatory. Maximum size of ship passing 
under bridge: length 126 m., draft 7m. 

STEVEDORES: Liner ships and chartered vessels on liner terms 
are obliged to use stevedore and tallyman service. 

MEDICAL: All facilities available. Attendance to urgent cases 
given free of charge. 

TANKERS: Discharge berths only. Drafts 29 ft. and 18 ft. 
DENSITY: 1013. 

FRESHWATER: Available through shore hydrants or ex-barge. 
24 hours notice required. 

FUEL: From S.E.E. “Ship Bunkering", tel. 2.29.27; N. J. Vaptqarov. 
str. No, 3. 72 hours notice required. Bunker "C", diesel, and gas oil 
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available. Lubricants: Shell and Castrol - 48 hours notice required. 
FIRE PRECAUTIONS: Assistance obtainable from shore hyd- 
rants, town fire brigade and water cannons on tugs. 
GANGWAY/DECK WATCHMEN: Vessels in Roads not permit- 
ted to have gangways down. Vessels alongside quay with lowered 
gangway must have manropes, safety-net, life-buoys with rope of 
at least 30 metres length attached, an officer on duty at the gangway, 
and must be lit at night. 
OPENING/CLOSING HATCHES: To be performed by crew on 
initial commencement and final completion of cargo work. During 
work periods in port, performed by stevedores. 
CERTIFICATES: 

Construction. 

Safety Radio. 

Classification. 

Hull and Machinery. 

Load-line. 

Cargo gear. 
CUSTOMS ALLOWANCES: Tobacco - 2 packets per crew mem- 
ber per day. Wine/spirits — for Master, as required; for crew - one 
opened bottle. 
IDENTIFICATION CARDS: Required. 
CONSULS: U.S.S.R. and D.D.R. 
REPAIRS: All manner of repairs possible in ship-repair plant. 
Tel. 2.27.01 and 2.35.48/49. 
DRY DOCKS: Suitable for vessels up to 30,000 dwt. 
REPATRIATION: Can be fulfilled if necessary. Replacement of 
crew by Bulgarian nationals is impossible. 
AIRPORT: Connections with Berlin, Prague, Budapest, Bucharest, 
Warsaw, London, Copenhagen, Vienna. 
TIME: GMT plus 2 hours. 
HOLIDAYS: New Year (1st January); May Day (1st/2nd May); 
Day of Slav written language (24th May); Day of Freedom (9th/10th 
September); October Revolution (7th November). Time from 13.00 
on day before Sundays and holidays until 08.00 day after is non- 
working time, but loading and discharging carried out at overtime 


rates. 
SERVICES: Tank cleaning and removal of sludge. Compass adjus- 


ting. 

TELEPHONES: No facilities for connection on board. 

Captain of the Port, 2.23.72; Pilots, 2.27.21,2,3/292/; Custom House, 
2.23.87; Lloyd representative, 2.27.21 ,2,3/395/; Soviet Register, 2.26.51; 
Bulgarian Shipping Register, 2.41.21; Inflot, 2.26.69; 2.26.36; Military 
office, 2.27.21,2,3/236/; Ambulance, 2.27.21,2,3/213/; Fire, 2.27.21,2,3/ 
222 


SHORE LEAVE: Permitted day and night except that all crew to be 
back aboard at 05.00 —- but may then go ashore again at 05.05. 
REGULATIONS: Given to Master on arrival. 

DELAYS: Possible while waiting for Pilot owing to bad weather, or 
waiting turn for berth. 

AUTHORITY: Tel. 2.24.71, 2.60.32, 2.27.21/2/3, 2.54.42. 


AGENT: “Inflot’ State Shipping Agency. Cables: “Bolinflot”. 
Telex: 021516. 


Burma 


RANGOON: 16.47 N. 96.15 E. 


DOCUMENTS: 

Ship’s Register. 

Crew and Passenger List. 

Dangerous Cargo List, if any. 

Customs Declaration for Crew and Ship. 

PILOTAGE: Compulsory. The services of Assistant Harbour 
Masters are required to bring ships alongside. 

Vessels bound for the port of Rangoon should make for the 
Dagon l\ightvessel (China Bakir) latitude 15° 59’.9 N., Longitude 96° 
14’.5 E. and then proceed towards Lanthaya light vessel. Vessels of 
26 ft. draft and over should anchor off Dagon lightvessel due to in- 
sufficiency of depths at the pilot station at low water, and await 
instructions from the pilot vessel for embarking Pilot. 

Vessels below 26 ft. draft may proceed direct to the pilot vessel for 
embarkation of Pilot. 

The pilot vessel or its relief is normally cruising or anchored at 
latitude 16° 11’.0 N, longitude 96°19’.6 E. approximately 10 miles North 
of Dagon light vessel and 42 miles from the Port of Rangoon. 
ANCHORAGES: Specific areas of the port are reserved for 
special anchorages as follows: 

(a) Petroleum Anchorage at Liffey Reach just below Syriam, 

accommodating 2 vessels. 

(b) cananer Anchorage below Admiralty Jetty near Chokey 

oint. 

(c) Small Craft Anchorage at King's Bank accommodating 20 in- 

land vessels and schooners, etc. 
ETA: Forty-eight hours advance notice of ETA required, confirma- 
tion to be made 24 hours later or one working day ahead of the ship's 
ETA to enable necessary arrangements to be made regarding pilots. 
Information required in the advance notice are: 

(a) ETA, (b) Draft, (c) Speed, (d) Gross tonnage, (e) Length OA. 
RESTRICTIONS: Generally on a flood tide between the time of 
low water to high water at the pilot station, depending on ship's 
— et and speed in order to obtain sufficient depths at the 

uter Bar. 
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Navigation day and night during river passage, but entry into 
Inner Harbour is normally restricted to daylight hours. 

The Master Attendant regularly issues Draft Forecasts ‘to all 
steamer Agents advising them of the drafts to be obtained within 
the next 2 months. 

MAX. SIZE: The port is accessible to vessel of 540 ft. length OA, 
and draft up to 28 ft. at Spring tides. The draft of the vessel entering 
the river is controlled by the depth available at the Outer Bar, carry- 
ing 11 ft. depth at datum. Entry into the harbour is controlled by the 
Inner Bar off Monkey Point, carrying from 11 ft. to 12 ft. depth at datum 
These depths are subject to seasonal variations and are least during 
the dry season from November to May. 

HEALTH: 

(a) Maritime Declaration of Health signed by the Master and also 

by a Ship's Surgeon if one is available. 

(b) Valid Derating or Derating Exemption Certificate. 

(c) Valid Vaccination Certificates against cholera and smallpox 
of crew and passengers (if a certified list of date of expiry of 
these Certificates is available, the issue of pratique will be 
expedited). 

(d) Pratique is issued by the Medical Officer on duty, after exami- 
nation of the crew and passengers of the ship. The pratique is 
automatic if the vessel arrives after touching other ports in the 
country. NO RADIO PRATIQUE IS ISSUED. 

(e) Quarantine Clearance on sailing is essential. 

RADIO: International single operator watch period for zone “C". 
Assigned frequencies are 425, 454, 468, 512, 500 kc/s. and 2:8, 4-26 
mc/s, call sign XYCZ. 

In cases of inability to contact the pilot vessel by wireless the 
Master should send cable to the Harbour Master ‘'Portrust" via 
Rangoon Radio Station, call sign XYR. 

Within harbour limits contact can be made with Port Tower by 
light visual signalling. VHF contact can also be made with Port 
Tower, call sign XYU, Channel 16 (calling frequency). The working 
frequencies are channels 14, 12 and 6 (Hague Convention). 
TUGS: Generally not used for mooring and berthing purposes, but 
available in emergency. 

BERTHING: There are eleven wharf berths and two pontoon berths 
for seagoing vessels: 
Rice Loading Berths: 

(a) Sule Pagoda Wharf, berths no. 1 & 2 accommodating 2 vessels 

of 450 ft. each. LWOST varies from 24 ft. to 28 ft. approx. 

(b) Ahione Wharf, length 440 ft. accommodating a vessel of 440 ft. 
LWOST varies from 26 ft. to 28 ft. approx. 

(c) Hteedan No. 1, length 456 ft. accommodating a vessel of 460 ft. 
LWOST varies from 26 ft. to 30 ft. approx. 

General Cargo Berths; 

Sule Pagoda Wharf Berths nos. 3, 4, 5, 6, and 7 accommodating 5 
vessels ranging from 450 ft. to 520 ft. LWUST varies from 24 ft. to 
30 ft. approx. Berth nos. 3 and 4 are generally reserved for coastal 
vessels. 

Timber Export Berths: 

Brooking Street Wharf: Berths Nos. 1 and 2, accommodating two 
vessels of 450 ft. each. LWOST varies from 26 ft. to 29 ft. approxi- 
mately. 

Passenger Berth: 

The Port Health Station. A Pontoon Jetty equipped with a large 
floating pontoon of 500 ft. length and accommodating vessels of 
520 ft. to 595 ft. LWOST varies from 25 ft. to 28 ft. 

Moorings 

The port is equipped with 13 swinging moorings and 2 sets of fixed 
moorings in the Inner Harbour; 3 swinging mooring buoys at Hast- 
ings, and 2 fixed moorings for Oil Tankers. In addition, a number of 
mooring buoys are provided for small sized seagoing vessels. 
Mooring and Berthing Procedure 

While in port, ships tie alongside wharves or moorings. The proce- 
dure is as follows: 

(a) Single Buoy Mooring - Vessels moored with ships’ own cable 
which is led through hawse pipe and shackled on to buoy cable. 
The shackle is provided by the Board. 

(b) Fixed Mooring - Same procedure as above but the vessel is 
moored to 4 buoys. 

(c) Berthing - Normal ship's ropes and wires are used for berthing 
at wharves. In addition wharves’ mooring chains are also provided 
for securing to ship's bollards. 

FUEL: Fuel, diesel and gas oil (HSD) from Myanma Oil Corporation. 
Fuel oil provided by barges of 150 to 180 tons capacity alongside 
vessel during daylight hours. Coal supplied by Government Trade 
Corporation No. 17. 

FRESH WATER: Available either directly alongside the wharves 
or in midstream, delivered by water boats. 

CARGO HANDLING EQUIPMENT: The heaviest lifting capacity 
of the port is a 40-ton crane at the Brooking Street Wharf. 

Heavy packages may be landed or shipped by a vessel's own 
tackle at the wharves subject to prior notice being given to the Traffic 
Manager. 

STEVEDORES: In 2 shifts of 0800 hours to 1600 hours, and 2000 
hours to 0400 hours. Overtime work is arranged on special request 
from Agents. Stevedoring undertaken by Port Authority. To enable 
ships' Agents to order labour gangs in time, it is important to obtain 
in advance the accurate ETA of vessels. Latest time to order gangs 
is 1100 hours for booking for that night and the next day. For Sundays 
and Holidays bookings must be made before 1100 hours of the pre- 
ceding working day. 

GANGWAY/DECK WATCHMEN: Available on application to 
the Traffic Manager. 

The working hours of a watchman are the same as the wharf 
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working hours. 
OPENING/CLOSING HATCHES: Undertaken by port labour. 
REPAIRS: Deep-sea repairs are undertaken by Board's engineers, 
The “Setsan Dry Dock", a tidal dock owned by the Board, can take 
vessels up to 1,000 tons and 250 ft. in length. 

The Sinmalaik Dry Dock can take vessels up to 2,000 tons and 
300 ft. in length. 
FIRE PRECAUTIONS: A special land-based Port Fire Brigade 
is maintained by the Port Authority supplemented by a fire-fighting 
vessel and tugs for emergencies in the river. 
CONSULS: The following countries are represented by consulates 
or embassies at Rangoon: 


Australia People's Rep. of Korea 
Belgium Republic of Korea 
Bulgaria Malaysia 

Cambodia Nepal 

Ceylon Norway 

China Pakistan 
Czechoslovakia Philippines 

France Poland 

Fed. Republic of Germany Thailand 

German Democr. Republic U.S.S.R. 


Hungary United Arab Republic 

India Great Britain 

Indonesia Democr. Republic of Vietnam 
Israel Republic of Vietnam 

Japan Yugoslavia 


POLICE/AMBULANCE/FIRE: Port Police 14520; Ambulance 008; 
Port Fire Brigade 18653. 

TELEPHONES: Ship to shore telephones are available on request. 
HOLIDAYS: Independence Day; Karen New Year; Union Day; 
Peasant's Day; Full moon of Tabaung; Resistance Day; Thingyan; 
Burmese New Year; Labour Day; Full moon of Kason; Full moon of 
Wazo; Martyr's Day; Thadingyut; Dewali; Tazaungdaing; National 
Day; Christmas. 

Ships may work on Sundays and holidays on application to the Traf- 
fic Manager and on payment of Sunday or holiday fees. 
AUTHORITY: Board of Management for the Port of Rangoon, 
10 Phayre Street, Rangoon. PO Box 1, Rangoon. Tel. 13122. Tele- 
graph: ‘Portrust, Rangoon." 


Cameroon Republic 


DOUALA: 04.00 N. 09.40 E. 
TIKO: 04.00 N. 09.24 E. 
VICTORIA: 04.01 N. 09.13 E. 
KRIBI: 02.56 N. 09.54 E. 


DOCUMENTS: 

5 Crew Lists. 

5 Lists of Port of Call. 

5 Passengers’ Lists. 

2 Crew Customs Declarations. 

2 Declaration of Provisions on Board. 

1 Arms and Ammunition. 
PILOTAGE: (with the exception of Kribi and Victoria where ships 
work cargo at anchorage); Compulsory at Douala and Tiko. Ship's 
arrival must be noticed at least 24 hours in advance. This must be 
confirmed. For Douala waiting anchorage at base buoy. Pilot 
called by phone (21-82) or by VHF (16-14). For entry of Tiko waiting 
is at Victoria anchorage. 
ANCHORAGE : Base buoy forentry at Douala(see ‘‘Pilotage’') 12 m. 
depth approx. For Victoria anchorage on roads in Bay Ambas about 
9 m. depth. Anchorage for Tiko on the Bimbia. Kribi anchorage by 
red conical buoy (02° 56’ 35” N. 09° 53” E.) depth 6 m. 30 to 7 m. 
RESTRICTIONS: Draught only, for ports of Douala and Tiko. For 
Wouri channel official level is 4 m. 80. 
MAX. SIZE: At Kribi and Victoria anchorage, no restrictions. 
Douala maximum length 200 m. Draft varies from 6:60 m. to 7:40 m. 
At Tiko there is only one pier of 150 m. the depth is between 5:50 m. 
and 5:80 m. 
HEALTH: Free pratique granted after compulsory checking of 
vaccination certificates against yellow fever and smallpox. Health 
Officials hand the Master a special Health form to fill in. 
RADIO: (see “Pilotage’’): Douala Radio Station limited to broad- 
casting of news bulletins for private individuals which are communi- 
cated to the station on the spot. VHF Channels 16 and 14. 
TUGS: Obtained on demand to Tugs Union of Douala, P.O. Box 
118, which charge for every call a supplementary due of 4,500 CFA 
francs for tug's line. 
BERTHING: For Douala there are 12 berths equal to length of 
3,153 m. approximately. Another berth on the right bank at Bonaberi, 
mainly used by banana cargoes and butane tankers. 
STEVEDORES: Number of stevedore gangs is requested from 
Charterer's Agents, taking into account size of cargo. 
MEDICAL: An appropriate Medical Service can be set up on de- 
mand in case of an emergency, such as an epidemic on board. 
TANKERS: At Douala Harbour a berth of 153 m. approximately and 
draught 6-60 m. This berth can accommodate oil tankers of 12,000t. 
No slop discharge. See '‘Shipmaster's Report"’. 
DENSITY: 1012. 


FRESH WATER: Available at berth; supplied by hoses. 

FUEL: Supplies arranged by Charterer's Agent who have their 
particular suppliers. 

FIRE PRECAUTIONS: In addition to the usual measures, the 
quay station for oil tankers is isolated during discharging, and there 
is also a watch by tugs. 

DEVELOPMENT: The building of a berthing installation by dol- 
phins for oil tankers on left bank of Wouri at Douala; preparation 
of (earth platform) strip of flat ground in Douala harbour in order to 
increase storage capacity; the building of a deep-water harbour at 
Victoria; building of a dyke to prevent the silting-up of the bar at 
Kribi and thus increase traffic in this harbour. See “Shipmaster's 


Report”. 

GANGWAY/DECK WATCHMEN: Ship's crew or arranged by 
Charterer's Agents. 

OPENING/CLOSING HATCHES: At option of master. 
CERTIFICATES: Safety, Radio, Sea-worthiness, Freeboard, 
Derricks, etc. 

CUSTOMS ALLOWANCE :1,000 cigarettes per person, two bottles 
of spirits per person. 

IDENTITY CARDS: A check could be made inside the harbour 
area as well as in town. 

CONSULS: List of Douala Consulates: 

Germany, P.O. Box 1127. Tel. 47-09 

Austria, P.O. Box 4017. Tel. 34-52 

Belgium, P.O. Box 263. Tel. 44-25 

Denmark, P.O. Box 215. Tel. 38-76 

Spain, P.O. Box 352, Tel. 49-23 

U.S.A., P.O. Box 4006. Tel. 40-93 

Finland, P.O. Box 98. Tel. 44-50 

France, P.O. Box 5365. Tel. 48-79 

U.K., P.O. Box 5348, Tel. 34-78 

Greece, P.O. Box 4009. Tel. 47-91 

Italy, P.O. Box 4015. Tel. 36-35 

Lebanon, P.O. Box 5447 Tel. 36-35 

Norway, P.O. Box 320. Tel. 31-02 

Netherlands, P.O. Box. 159 Tel. 33-83 

Sweden, P.O. Box 320. Tel. 31-02 
AIRPORT: Situated at about 3 km. from Douala. Regular inter- 
national airlines during whole year. 

TIME: Local time GMT plus 1. No change during year. 
HOLIDAYS: Official holidays: Independence Day (ist January); 
Youth Day (11th February); Labour Day (1st May); Reunification Day 
(ist October); Human Rights Day (10th December). Religious 
Holidays: Easter Monday; Ascension Day; Whit Monday; Assump- 
tion (15th December); All Saints Day (1st November); Christmas; 
End of Ramadan; Festival of the Sheep. 
POLICE/AMBULANCE/FIRE: Central Police Station 42-22; 
Ambulance (Laquintinis Hospital) 48-84; Fire Brigade 32-32. 
TELEPHONES: No possibility of telephone connection on board. 
SPECIAL SERVICES: Deratisation and fumigation. 
SHORE-LEAVE: Permitted. 

SHIPMASTER’S REPORT 

Developments: Tanker berth (2 dolphins) is now in use. Tankers 
moor with 3 head and stern lines on mooring buoys, 1 breast line on 
another buoy and the springs on the dolphins (4 buoys altogether). 

Three connections: 8 in. for white products. About 250-300 tons/ 
hr. for these products. Bunkers can be supplied on this berth but are 
not always available. 

Restrictions: Maximum allowable draft depends on the state of 
the tide and the season (dry or rain). 

According to information received 23 ft. is the maximum at this 
moment. With this draft a ship can pass safely from seabuoy to 
base buoy on any state of the tide. 

Sailing from the tankerberth: subject draft, always on flood tide, 
between 2 hours before HW and HW.., sailing/mooring, day and night. 
1 tug assists in mooring and sailing procedures. 

A special boat keeps contact with the shore from this dolphin 
berth (for crew and stores). 

Currency: CFA francs = (100 CFA = 2 Fr. Francs). 

DELAYS: No unusual delays. 
AUTHORITY: Management of Ports and Seaways of Cameroun 
P.O. Box 4020. Tel. 49-75 Douala. 


AGENT: Socopao Cameroun - BP 215 - Douala Tel. 42-64-64 Telex: 
5214. Cables: “FREIGHT”. 


Canada 


BADDECK, N.S.: 46.6 N. 60.44 W. 


DOCUMENTS: 
4 Crew Lists. 
Customs Documents. 
Harbour Dues Receipt. 
Stores List. 
Derating Certificate. 
Safety Regulations. 
Clearance from Last Port. 
PILOTAGE: Compulsory. Pilot station at Table Head, see Canadian 
chart 4367, 
ANCHORAGE: Good anchorage in lake. Depths 50 to 500 ft. 
RESTRICTIONS: Can be restricted by heavy fog, tide, ice. 
DAK. SIZE: Largest vessel to dock 497 ft. long, 66-7 ft. 
ra te 


CANADA 


HEALTH: Pratique obtained at Sydney, N.S. 

RADIO: Sydney Radio 

BERTHING: The dock is 330 ft. in length, with an approach way of 
80 ft. length, making an “L" shape. Depth alongside at LW is 15 ft. 
at the inner end and 25 ft. at the outer end. 

TUGS: None. 

MEDICAL: No advance notice required. Hospital available. 
DENSITY: In sea 35/1000. In lake 25/1000. 

FRESH WATER: Supplied at 20 tons per hour. 

FUEL: None available. 

CERTIFICATES: Registry, Derating and Safety Certificates. 
CUSTOMS ALLOWANCE: Tobacco, 100 cigarettes per week or 
+ |b. tobacco. Wine/Spirit: None. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

HATCHES: Normally opened and closed by crew. 

AIRPORT: 55 miles. Served by regular airlines. 

TIME: GMT minus 4 hours. Advance 1 hour in Summer. 
HOLIDAYS: Sundays and Statutory holidays; New Year's Day; 
Good Friday; Easter Monday; Victoria Day; Canada Day; Labour 
Day; Thanksgiving Day; Remembrance Day; Christmas Day. 
POLICE/AMBULANCE/FIRE: 295 2350, 292-2032, 295 2110. 
TELEPHONES: None available for placing on board. 
AUTHORITY: Dept. of Transport. 


BAIE COMEAU, Quebec: 49.15 N. 68.09 W. 


PORT LIMITS: Starting from a point on the Southern limit of 
Baie Comeau at Pointe St. Gilles 49° 12’ 10” N, 68° 08’ 41” W. Thence, 
North-eastward to Pointe St. Pancrace, 49° 15’ 14” N., 68° 04’ 43” W. 

All waters inside of these points are understood to be part of 

Baie Comeau Harbour. 
DOCUMENTS: Baie Comeau is a Port of Entry. Custom and Immi- 
gration facilities are located in the Town of Baie Comeau. All vessels 
arriving from Foreign Ports will be boarded by Custom and Immi- 
gration Officers. 

The following forms are to be completed prior to arrival at the first 
Canadian Port: 

3 copies Immigration Crew List, IMM-200 

3 copies Crew Declaration, Y-14 

3 copies Ship's Stores, E-1 

3 copies Passenger List, IMM-264 

2 copies Quarantine Service, *Q-S-1 

* To be supplied by Quarantine Officer on arrival. 

ETA: Advise Agent 72, 24 and 4 hours before arrival. Include fuel 
and stores requirements. 

PILOTAGE: Not compulsory. The services of a qualified docking 
master are available through the facilities of Cargill Grain Company. 
oan instructions will be given by radio after receiving vessel's 

Normally the docking master boards from tug approximately $ mile 
South-west of Pointe St. Pancrace. 

RESTRICTIONS: Port open for shipping all year round. Deep 
water approaches without restrictions for any vessel able to berth 
alongside. 

ICE ADVISORY SERVICE: Ships inbound for Baie Comeau from 
seaward between December 15th and April 15th should advise the 
Ice Information Officer, Sydney, N.S., 36 hours prior to entering 
Cabot Strait stating their position, destination, whether loaded or in 
ballast. This procedure will facilitate the passing of ice information 
to the ship as necessary. 

On request, ice information is also available from Marine Radio 
Stations at Halifax, Camperdown, Seven Islands, Twillingate and 
Grindstone. The Canadian Broadcasting Corporation Maritime net- 
work also broadcasts ice information daily during the winter naviga- 
tion season. Supplementary ice information may also be obtained 
from Canadian Marine Service icebreakers. 

During the ice season, radio broadcasts of iceinformation are made 
twice daily from Marine Radio Stations as follows: 

Call Frequencies 


Cape Race, Nfld. VCE 420 kc/s CW 
ke/s RT 
Fox River, Que. VCG 434 kc/s CW 
kc/s RT 
Mont-Joli, Que. VCF 446 kc/s CW 
kc/s RT 
North Sydney, N.S. VCO 489 kc/s CW 
2582 kc/s RT 
Halifaz CFH 115:3 kc/s CW 
6949°5 kc/s 
8662 
12984 
17218-4 


MAX. SIZE: Up to 40 ft. draft at Docks no. 1 and 2. Size limited only 
by berth depth. 
RADIO: Mont Joli Radio VCF 2582 kc/s (VHF, CRM Co. Ltd., 
Wharf Office, base to ships on marine frequencies) (Channel 7A— 
156-350 mHz and Channel 16—156-800 mHz, call XJS94). 
HEALTH: Incoming vessels making Baie Comeau port of entry 
must obtain pratique by wireless. Radio pratique may be obtained 
between the hours of 9.00 a.m. and 5.00 p.m. the day preceding arrival. 
Address message “Quarantine Quebec": For the purpose of radio 
pratique, vessels are required to give the following information: 

1. Name and nationality of vessel. 

2. Ports called at during voyage. 

3. Nature of cargo. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


. Number of crew. 

. Number of passengers. 

. Port of destination and name of Agent. 

. Number of persons without valid certificates. 

. Condition of health of all on board with details of any sickness 
or death which has occurred during the voyage. 

Ships arriving in English Bay in Quarantine will be inspected by 
Health Officer at anchorage or on arrival alongside. Should Officer 
board vessel at anchorage, proper accommodation ladder must be 
provided. 

Smallpox Vaccination Certificates to be ready for inspection on 
arrival. 

TUGS: Available. Not compulsory except for Cargill Grain Terminal. 
BERTHING: 

Dock No. 1: Department of Transport Wharf: berth 456 ft. long, 
depth 28 ft.; berth 360 ft. long, depth 25 ft. North Shore Paper Com- 
pany: 1,000 ft. wharf, depth 27 ft. Dock Pier: 2 berths, 422 ft. long, 
20 ft. depth. 

Dock No. 2: Canadian Reynolds Metals Co., Ltd. Wharves consist 
of breakwater and approach jetty called Berth No. 1, 540 ft. long. 
Berth Nos. 2 and 3 in slip, 587 ft. and 551 ft. long respectively. The 
docking area is dredged to 30 ft. at low water at Berth No. 1, and 31 
ft. at Berths Nos. 2 and 3 and flares out to marker buoy (Fl. red Ev. 
12 secs) at Northern extremity and 1,000 ft. to its Southern extremity, 
where depth of water increases rapidly off shore from approximately 
400 ft. East of breakwater. A port hand can buoy marks dredging out 
from S.E. corner of No. 1 Berth. 

Dock No. 3: Cargill Grain Terminal, North Pier, 2 loading berths, 
length 585 ft., North side dredged to 40 ft., South side dredged to 
38 ft. Loading capacity 2,000 long tons/hour. 

South Pier, 1 unloading berth, length 720 ft., North side only dred- 
ged to 29 ft. Discharge rate 1,000 long tons/hour. 

STEVEDORES: Each terminal employs own stevedores. 
MEDICAL: All facilities available. Local Hospital in Baie Comeau 
and Hotel-Dieu, Hauterive, 5 miles. 

DENSITY : 1000-1025. 

FRESH WATER: Delivered by pipe-line to the berths. 

FUEL: Available by pipe-line to Cargill Grain Terminal. 
REPAIRS: Minor repairs may be effected through local contractors. 
IDENTIFICATION CARDS: Gate passes are issued at the gate 
to all crew members when going ashore for the purpose of identity 
on their return. 

AIRPORT: Daily service to Quebec and Montreal. 

CUSTOMS ALLOWANCES: 200 cigarettes for each man. Officers 
may be allowed one bottle wine/spirits, Master up to five bottles. 
TIME: GMT minus 5 hours. Daylight Saving Time: GMT minus 4 
hours, applied from last Saturday of April until last Saturday of 
October each year. 

SHORE LEAVE: Crew members allowed ashore. No restrictions 
HOLIDAYS: New Year's Day; Epiphany: Good Friday; Ascension 
Day; St. John the Baptist Day; Labour Day; All Saints’ Day; Christ- 
mas Day. No work performed on these holidays. 

AUTHORITY: Canadian Department of Transport. 


ONO 


BELLEDUNE, N.B.: 47.55 N. 65.51 E. 


A deep water harbour administered from Saint John, N.B. and serving 
Beiledune Fertilizers and other projects in the Bathurst area. This 
harbour is free of ice in the Winter and opento shipping all the year 
round. 

DOCUMENTS: See Saint John. 

PILOTAGE: Pilotage is not compulsory, however, should a Pilot 
be required, the services of a local Berthing Master Mariner are 
available on request. 

Regardless of pilotage, estimated times of arrival should be given 
to Belledune Fertilizers Ltd. 72, 48 and 24 hours before. 
ANCHORAGE: Vessels wishing to anchor will find no difficulty 
in obtaining an anchorage in more than 10 fathoms, approximately 
one mile to the northward of the Belledune Breakwater. 

TUGS: None available. 

BERTHING: One berth, length 550 ft., depth at LW, 34 ft. 

TIDES: Tides normally rise 6 ft. at springs and 3ft. at neaps. Tidal 

current seldom exceeds one knot. 

STEVEDORES: Bulk cargoes handled by Belledune Fertilizer Ltd., 

and general cargo by Longshoremen. 

CRANES: Heavy-lift equipment available from private companies. 

Cranes up to 25 tons available. 

MEDICAL: Hospital at Bathurst. 

FRESH WATER: Available. Deliveced by tank trucks upon arrange- 

ment with Belledune Fertilizers Ltd. 

FUEL: None locally. Can be obtained and delivered by Tank Trucks. 

CONSULS: None. 

REPAIRS: Minor repair facilities at Belledune Fertilizers Ltd. 

machine shop. 

STORES: All types of provisions as well as deck and engine 

stores can be obtained at Bathurst for delivery to Belledune. 

pe bE dah fe National Harbours Board, PO 429, Saint John, N.B. 
iA 

Local Representative: Port Manager (Belledune Fertilizers Ltd.). 
Tel. 658-4869. 


BOTWOOD, Newfoundland: 49.09 N. 55.20 W. 


DOCUMENTS: 
2 Crew Lists. 
2 Passenger Lists. 
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3 Crews Declaration (Can. Form Y14). 

3 Stores Lists (Can. Form E.1). 

Health Declaration (Can. Form QS. 2001). 

3 Cargo Manifests. 

3 Bills of Lading. 
PILOTAGE: Compulsory. Pilot boards at Surgeon Cove. Coastal 
pilotage service from St. Johns to Botwood available on request. 
RESTRICTIONS: Navigation season from mid-April to mid- 
January approximately. Ice-breaker assistance may be necessary in 
winter months. Deep water approaches. 
ANCHORAGE: In Botwood Harbour, off the oil dock in depths of 
10-20 fathoms. 
MAX. SIZE: Up to 32 ft. draft. 
RADIO: Twillingate Radio, call sign VOO. 
HEALTH: Health Officer boards on arrival. Valid smallpox vaccina- 
tion certificates required. 
TUGS: None available. 
BERTHING: Dept. of Transport Pier: 500 ft. long, 32 ft. depth. 

Anglo Newfoundland Development Co. Pier: 350 ft. long, 23 ft. 
depth; Oil Dock: 900 ft. long, 32 ft. depth (minimum); Ore Pier: 
403 ft. long, 32 ft. depth (minimum); Golden Eagle berth: 23 ft. depth; 
Irving Oil berth: 19 ft. depth. 
MEDICAL: Doctors, hospital facilities available. 
FRESH WATER: Available at all berths. 
FUEL: Only diesel available. 
REPAIRS: Minor repair facilities only. 
CUSTOMS ALLOWANCES: 200 cigarettes for each man. Officers 
may be allowed one bottle wine/spirits, Master up to five bottles. 
TIME: GMT minus 5 hours. Daylight Saving Time: GMT minus 4 
hours, applied from last Saturday of April until last Saturday of 
October each year. 
SHORE LEAVE: Crew members allowed ashore. No restrictions. 
HOLIDAYS: New Year's Day; Epiphany; Good Friday; Ascension 
Day; Labour Day; All Saint's Day; Christmas Day. No work per- 
formed on these holidays. 
AIRPORT: Gander International Airport, 60 miles away. 
AUTHORITY: Canadian Dept. of Transport. 


BRIDGEWATER: N.S. 44.23 N. 64.31 W. 


DOCUMENTS: See “Halifax”. 

PILOTAGE: Not compulsory. Report ETA by radio-telephone or 
radio-telegraph to Superintendent of Pilots, Halifax N.S. at least 
12 hours before arrival at boarding station. ETA to be confirmed 
three hours before arrival. Pilot boards off Moshers Island Light. 
RESTRICTIONS: Port is situated on La Have River, 10 miles from 
the sea. Channel path at low water, 20 ft. 

ANCHORAGE: At Dayspring, 2 miles below Bridgewater. 

MAX. SIZE: Length 325 ft. Draft 20 ft. 

RADIO: Halifax Radio. 

HEALTH: Pratique granted by Customs officer who boards on 
arrival at the berth. Also see Montreal. 

BERTHING: Dept. of Transport wharf, berthing length 1,073 ft. 
Depth alongside 20 ft. 

FRESH WATER: Available ex wharf only on west side of river. 
FUEL: Not available. 

REPAIRS: Limited facilities for engine repairs. 

STEVEDORES: Skilled labour available. 

MEDICAL: Hospital facilities available. 

HOLIDAYS: Dominion Legal holidays. 

AIRPORT: Nearest approximately 90 miles away. 

AUTHORITY: Harbour Master. 


CHARLOTTETOWN, P.E.I.: 46.14 N. 63.07 W. 


DOCUMENTS: 

Port clearance from previous port. 

3 QS.2001 Quarantine, if from other than U.S. port or St. Pierre et 
Miquelon. 

3 HA.282 Garbage Disposal Warning. 

2 IMM.200 Crew List, only Canadian documentation acceptable. 

3 E1 List of Ship's Stores. May use own documentation. 

3 71 Crew's Declarations, May use own documentation. 

2 A6 Report Inwards. 
PILOTAGE: Not compulsory. Only one Pilot active with privately 
owned boat. Pilots taken on board at Fitzroy Rock buoy. No alternate 
area in event of bad weather. Vessels anchor 4 cables south of 
Fitzroy Rock buoy to await Pilot. 
ANCHORAGES: Anchorage inside harbour at Three Tides - 
46° 13’ N. 63° 08’ 30” W. Average depth of water 30 ft. 
MAX. SIZE: Draft 31 ft. 
HEALTH: Valid pratique from U.S. Public Health Service PHS 
122-123 acceptable. Crew and passengers must have valid Vaccina- 
tion Certificates. Derating or Derating Exemption Certificate. See 
also “Montreal”. 
RADIO: VCA Charlottetown Marine Radio. 
TUGS: None. 
STEVEDORES: No prior advice required. 
MEDICAL: Several hospitals and ambulance facilities available if 
required. 
TANKERS: Three discharging docks - one at Railway Wharf, 
Imperial Oil pipelines as follows: one 12 in., two 10 in. and two 6 in., 
draft at dock 32 ft. (2) Texaco Canada Ltd., private dock -— two 8 in 
pipelines, draft 24 ft. (3) Irving Oil Co. Ltd., private dock, two 8 in. and 
two 10 in. lines, 32 ft. draft. 
FRESH WATER: Available at Railway Wharf. 


FUEL: Diesel and bunker fuels available by tank wagon. 
GANGWAY/DECK WATCHMEN: Watchmen service if required. 
Not necessary. 

OPENING/CLOSING HATCHES: Stevedores work hatches 
which are not mechanically operated. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or $ Ib. 
tobacco or 15 cigars per man per week. Wine and/or Spirit: 40o0z. 
per week, but issues of liquor in port will be restricted to ship's 


officers. 

IDENTIFICATION CARDS: Not required unless disembarking. 
Crew members then should possess Seaman's Book and/or 
Passports. 

REPAIRS: Minor repairs only. 

REPATRIATION: Facilities are available. 

AIRPORT: 4 miles distant with daily flights by Eastern Provincial 
Airways. 

TIME: GMT minus 4 hours, May to October GMT minus three hours. 
HOLIDAYS: New Year's Day (January 1st); Easter - varies (Good 
Friday); Victoria Day - Monday prior to May 24th; Dominion Day 
(July 1st); Labour Day (1st Monday in September); Thanksgiving 
(2nd Monday October); Remembrance Day (November 11th); Christ- 
mas Day (December 25th). Christmas Day is the only holiday 
stevedores will not work. 

POLICE/AMBULANCE/FIRE: Police, 894-5513; Ambulance, Call 
operator “O"’” Fire, 894-3113. 

TELEPHONES: No hookup available. 

GENERAL: Passenger vessels — a list of all saleable articles con- 
tained in barber shops, souvenir stands, display cases, company 
operated outlets, etc. to be attached to Stores Lists to facilitate seal- 
ing by Customs. Responsible ship's officer to advise location of 
outlets. 

SHORE LEAVE: No restrictions. 

AUTHORITY: District Manager, Dept. of Transport, PO Box 1270, 
Charlottetown, Prince Edward Island, Canada. 


CHATHAM and NEWCASTLE, N.B.: 47 N. 65.33 W. 
47.02 N. 65.28 W. 


DOCUMENTS: 

Previous port clearance. 

3 Crew Lists. 

3 Ship Stores List. 

(Other papers completed by Agent.) 
PILOTAGE: Contact Agent for Pilot at least 12 hours in advance. 
Pilot boat, wooden hull, approx. 40 ft., grey, pilot flag about 20 ft. 
above sea-level. Pilot taken aboard in area of Swashway lights, off 
Escuminac Breakwater light. In the event of very bad weather, pilot 
could board Georgian Bay, P.E.I. Good anchorage in Escuminac 
area. 
RESTRICTIONS: Daylight only. 
MAX. SIZE: Max. length 560 ft., max. draft 21 ft. 
HEALTH: Pratique procedure carried out by Customs Officer 
(completion standard form QS 1). See also ‘‘Montreal”. 
RADIO: Use Grindstone, Halifax or Charlottetown Radio, depend- 
ing on location. 
TUGS: Available on request. 
BERTHING: Approx. 3 hours from pilot station to Berth. 
BRIDGES: Bridge at Chatham 127 ft. clearance high tide. Hydro 
wires at Middle Island 125 ft. at 60 degrees fahrenheit at lowest point, 
channel quite wide at this point, able to get 180 ft. clearance. 
STEVEDORES: Notice at least 4 hours before arrival. 
MEDICAL: Hospitals at Chatham and Newcastle. 
TANKERS: Hose connections 6 in.; no slop discharge facilities. 
FRESH WATER: Available only at Government piers at Chatham 
and Newcastle. 
FUEL: Not readily available. 
GANGWAY/DECK WATCHMEN: Not necessary. 
SHIP CERTIFICATES: Sick Mariners receipts and Harbour Dues 
receipts. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes/man/wk. 
Spirits: 1 quart/man. 
CREW IDENTIFICATION CARDS: Not needed. 
CONSUL: Danish Consul, tel. 622-1199. 
REPAIRS: Limited to welding and machine work. 
REPATRIATION: Facilities good. 
AIRPORT: Chatham. 
TIME: 4 hrs. difference GMT. Change from Standard to Daylight 
qe rest Sunday in April through last Sunday in October. (1 hour 
orward). 
HOLIDAYS: No work Labour Day, Armistice Day. Other statutory 
holidays may be worked on overtime. 
POLICE/AMBULANCE/FIRE: 


; Newcastle Chatham 
Police: 622-2111 773-4436 
Ambulance: 622-3561 773-3492 
Fire: 622-2500 773-5856 


SHORE LEAVE: No restrictions. 


AGENT: John Lockerbie, 245 Sweeney Lane, Newcastle, N.B. Tel. 
622-1338. Cables: Via C.N. Telecommunications, Newcastle, New 
Brunswick, Canada. 


CANADA 


CHEMAINUS and CROFTON, B.C.: 48.55 N. 


123.42 W. 


DOCUMENTS, PILOTAGE, HEALTH, CONSULS etc.: Refer 
to “Vancouver, B.C.". 

ANCHORAGE: Available in Houston Passage. 
RESTRICTIONS: Channel depth 48 ft. MLLW. Restricted by berth 
size only. 

TUGS: Available. Tugs for Crofton are ordered from Chemainus. 
BERTHING: 


Depth 
Berth alongside 
length MLW 
Chemainus: Wharf A 515’ 35’ 
Wharf B 490’ 40’ 
Crofton: Lumber Berth 400’ 35’ 
Pulp Dock 457’ 35’ 


No loading gear installed at Crofton berths. 

STEVEDORES: 22 gangs available. Refer to “Vancouver, B.C.", 
for holidays, etc. 

MEDICAL: Doctors and hospitals facilities available at Chemainus, 
5 miles from Crofton. 

DENSITY: Salt water. 

FRESH WATER: Available at wharves. 

FUEL: Supplied by barge from Vancouver, B.C. 

CUSTOMS ALLOWANCES: See “Vancouver, B.C.". 
REPAIRS: Minor repair facilities only. 

AUTHORITY: Department of Transport, Harbour Master. 


CHICOUTIMI, Quebec: 48.25 N. 71.02 W. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 Crews Declaration (Can. Form Y14). 

3 Stores Lists (Can. Form E.1). 

Health Declaration (Can. Form QS. 2001). 

3 Cargo Manifests. 

3 Bills of Lading. 
PILOTAGE: Pilotage is compulsory. Pilots board vessels that are 
Westerly-bound at Anse-aux-Basques and Easterly-bound at 
Québec City. The Master of every ship inward bound in the Gulf 
of St. Lawrence and destined for ports West of Anse-aux-Basques 
must report his ETA to Pilots Montréal via Marine Traffic Control on 
VHF radio Channel 14 (156-7 mHz) or by other means of communica- 
tion to Seven Islands radio station VCK giving his ETA to Escou- 
mains pilotage station and the net registered tonnage of his vessel. 

A minimum notice of 12 hours must be given to ensure the 
availability of pilots at Anse-aux-Basques for vessels proceeding 
from the Gulf to Chicoutimi. 

This notice must be confirmed 3 hours prior to arrival at the pilot 
station by radio-telegraph or radio-telephone as mentioned above. 

The pilot station for vessels upbound to Chicoutimi is located at 
Anse-aux-Basques, charted 2 miles southwest of Les Escoumains 
Wharf on the north shore of the St. Lawrence River. Two pilot boats 
are constantly on service. 
ANCHORAGE: At St. Fulgence, 6 miles before Chicoutimi. 
RESTRICTIONS: Navigation season from mid-April to end 
November approximately. Channel depths 20 ft. LW up to oil terminal 
and 16 ft. low water above oil terminal. 
MAX. SIZE: Up to 27 ft. draft. 
RADIO: Riviere du Loup Radio Station. 
HEALTH: Pratique may be obtained by radio to Quarantine Quebec. 
Health Officer boards on arrival. Valid smallpox vaccination certifi- 
cates required. 
TUGS: None available. 
BERTHING: Harbour wharves, 2,750 ft. berthing length, 30 ft. depth 
alongside; oil berth 20 ft. depth alongside. 
CRANES: Two cranes available for bulk cargoes 25 ton x 13 yards 
and 40 ton x 3} yards. 
DENSITY: Fresh water. 
MEDICAL: Doctors, hospital facilities available. 
FRESH WATER: Available at all berths. 
FUEL: Available at oil berth. 
REPAIRS: Minor machine shop repairs only. 
CUSTOMS ALLOWANCES: 200 cigarettes for each man. Officers 
may be allowed one bottle wine/spirits, Master up to five bottles. 
TIME: GMT minus 5 hours. Daylight Saving Time: GMT minus 
4 hours, applied from last Saturday of April until last Saturday of 
October each year. 
SHORE LEAVE: Crew members allowed ashore. No restrictions. 
HOLIDAYS: New Years Day; Epiphany; Good Friday; Ascension 
Day; St. John the Baptist Day; Labour Day. All Saints’ Day; 
Christmas Day. No work performed on these holidays. 
AUTHORITY: National Harbours Board, PO Box 760, Chicoutimi, 
P.Q. 


CHURCHILL, Man.: 58.47 N. 94.12 W. 


DOCUMENTS: 1 Certificate giving following details: Name; 
official number; port of registry; gross tonnage; dimensions of 
vessel; draft on arrival; place from which vessel arrived; date of 
departure from the aforesaid place; places of call en route; name of 
Master or person in charge; name of owner or Agent; name of Pilot; 
number of crew; tonnage of goods to unload; number of passengers 
to be landed; and number of bags of mail to be landed. 
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A certified copy of the manifest of such vessel giving weight or 
measurement for each bill of lading and certified by Collector of 
Customs. 

Certificate that giro compass is in good order. 

PILOTAGE: Pilotage is not compulsory, but the pilotage fee is 
compulsory. Pilots board ships outside the harbour within a radius 
of 5 miles from Eskimo Point. The fee is $100 dollars per ship inward 
and $100 dollars per ship outward. Moving vessel within harbour is 
$70 dollars. 

Vessels must advise their expected time of arrival at the port, 
and should also advise their time of arrival at Fairway Buoy. 

Requests for pilots should be submitted through the local marine 
radio. Pilots embark from vessels at the Fairway Buoy. 
ANCHORAGES: Inside the harbour, there is anchorage room for 
one small vessel in 30 ft. of water about 3/4 miles N.W. of wharf. 
There is insufficient swinging room at this anchcrage for large 
vessels. Large vessels anchor outside the harbour. The outside 
anchorage is exposed and vessels in a light condition may find it 
difficult to maintain their anchorage, particularly with a strong N.E. 
wind. 

RESTRICTIONS: Vessels are usually brought in just before high 
tide, although vessels may enter any time. One spot in channel is 
26 ft. at zero tide. All buoys and range lights are lighted. 

MAX. SIZE: Maximum length 600ft. width 100 ft. and depth alongside 
wharf at zero tide is 31 ft. at three berths, 33 ft. at one berth, 22ft. at 
Wolfe Berth and 20 ft. at the coastal Berth. 

HEALTH: All vessels must fly yellow flag until cleared by authorities 
after docking. 

RADIO: Department of Transport, Marine Aeradio Station call 
sign VAP, Channels to be used: 16 for calls and replies, 12 for har- 
bour control, as well as Channel 26. 

TUGS: Tugs usually join vessels inside the harbour. Two tugs 
available. Ship's lines used. 

BERTHING: Maximum allowable salt water draft at sulphur berth 
32 ft., thereafter topping-up with the tide for a few more inches. 
Sulphur is brought by rail truck from Alberta Mines, and loading 
rate 4,000 tons per day. 

Loading capacity for bulk grain is 60,000 bushels/hour. 
CRANES: Heavy lift crane of 35 tons capacity. 
STEVEDORES: Gangs are available during whole of shipping 
season, no advance notice required. 
MEDICAL: Fully staffed and equipped hospital available, approxi- 
mately 5 miles from harbour. 
TANKERS: Discharge pipes 4 in. diameter. One berth available 
with maximum depth of 33 ft. at zero tide. 
FRESH WATER: Fresh water available at all berths. Water pumped 
through 24 in. pipe connected directly to ship, discharged at rate of 
approximately 1 ton/min. 
FUEL: Bunker fuel requires 30 days advance notice. Arctic fuel 
available all times. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by ship's 
crews. 
CUSTOMS ALLOWANCE: See ‘‘Montreal”. 
CONSULS: None. 
5 heaped Most repair work. Fully equipped machine shop avail- 
able. 
DRY DOCKS: None available. 
AIRPORT: Airport situated 5 miles from the harbour and served by 
ara with two flights going North and six flights south every 
week, 
TIME: GMT minus 6 hours. Daylight Saving Time (one hour forward 
starts first Sunday in May and ends last Sunday in October. 
HOLIDAYS: New Year's Day (January 1st); Good Friday; Easter 
Monday; Victoria Day (May 24th); Dominion Day (July 1st); Labour 
Day (First Monday in September); Thanksving Day (Second Monday 
in October); Remembrance Day (November 11th); Christmas Day 
(December 25th); Boxing Day (December 26th). 

Arrangements normally made to have crews available for those 


ays. 

POLICE/AMBULANCE/FIRE: Police, 675-2422; Ambulance and 

Fire, 856-2222. 

SHORE LEAVE: No restrictions on crew members going ashore, 

AUTHORITY: The Port Manager, National Harbours Board, 

avtstny Harbour, Churchill, Manitoba. Tel. 675-8818. Telex 0366- 
13. 


CLARENVILLE, Newfoundland: 48.8 N. 53.56 W. 


DOCUMENTS: 

Crew List, Form 200 in duplicate. 

List of Ship's Stores, Form E1 in duplicate. 

Crew Declarations, Form Y.14 in duplicate. 

Manifests in triplicate. 

Bills of Lading in duplicate. 
PILOTAGE: Contact Pilot through St. John’s Radio VON. 
MAX. SIZE: Largest ship 600 ft. long, breadth 74 ft., draft 26 ft. 
HEALTH: See “Montreal”. 
RADIO: St. John's Radio. VON. 
TUGS: No tugs available from St. John's. 
STEVEDORES: Available 48 hours notice required. 
MEDICAL: Necessary for Agents to receive advance notice of 
medical attention required. Hospitals available at Come by Chance 
(30 minutes distance by road) and St. John's. Vaccination/Fever 
Certificates necessary for pratique. 
FRESH WATER: Not available. 
FUEL: Light fuels only (no bunkers). 
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OPENING/CLOSING HATCHES: By crew. 

pera Load Line, Safety Equipment, Deratting Certi- 
icates. 

CUSTOMS ALLOWANCES: Tobacco 200 cigarettes allowed per 
crew member per week. Wine and/or Spirit, One bottle of spirit 
allowed per crew member on the first voyage in each year. Each 
subsequent voyage in one year one bottle allowed only to officers. 
IDENTIFICATION CARDS: Needed. 

CONSULS: None. 

REPAIRS: Temporary only. 

REPATRIATION: Only available by air. 

AIRPORT: Gander International Airport located about 2 hours 
distance by road/served by regular airlines. 

TIME: Eastern Standard Time GMT minus 5 hours. Daylight saving 

time from last week-end in April to last week-end in October, clocks 
advanced 1 hour. 

HOLIDAYS: See “Montreal”. 

POLICE/AMBULANCE/FIRE: Police 7830; Fire 7777; Ambulance 
466-2400. 

TELEPHONES: No facilities for placing on board. 

SERVICES: None available. 

SHORE LEAVE: Allowed. 


AGENT: Newfoundland Hardwoods Ltd. 


COME BY CHANCE, Newfoundland: 47.48 N.54.01W. 
(See Plan) 


LOCATION: The Come by Chance oil terminal operated by Pro- 
vincial Refining Co. is located in Piacentia Bay, lat. 47° 48’ 18” N. 
long. 54° 00’ 35” W. 

DOCUMENTS: 

3 copies Crew Declaration (Form Y14). 

3 copies Ship Stores List (Form £1). 

3 copies Immigration Crew List (Form IMM 200) only Canadian 

form accepted. 

2 copies of Bill of Lading or Manifest. 

In addition, clearance from last port, Deratisation Certificate, extra 
copy of Crew List, Vaccination List, Ship's Register, Radio Equip- 
ment Certificate, Safety Equipment Certificate, Load Line Certificate 
and Non-Canadian Ship Compliance Certificate. Oil record log book 
should be up to date and readily available for inspection by Govern- 
ment steamship inspectors. 

PILOTAGE: Ship's Officer's Report: Pilotage is compulsory. 
Pilots board at Argentia by prior arrangement with St. Johns 
Pilotage. An ETA message (preferably in GMT) should be sent 
24 hours before arrival to ‘Pilots St. Johns”. The message should 
state the following: 

Name of ship. Call letters. Draft. Gross tonnage. Length. Breadth. 
Moulded depth. Destination. 

Confirmation or amendment of the ETA should be sent 4 hours 
prior to arrival. 

The pilot boat is approximately 50 ft. long with a black hull and 
white housing. It has “Pilot” painted on the housing and flies the 
pilot flag - white over red horizontal stripe. 

VHF channels are allotted to various areas in Canadian waters but 
in the absence of this information contact can be established in the 
first instance on Channel 16. The most frequently used channels are 
numbers 6, 7a, 12 and 14. In general Channel 6 is used by tugs and 
7a by Pilots in pilotage waters. 

It is anticipated that there will be no pilotage in Placentia Bay 
during the hours of darkness for a period of at least two years for 
vessels of over 50,000 tons deadweight. 

The pilotage routes used are as follows: 


Latine Pt. (Argentia) 097° x 4.6" Co019° 
Misti Cove (N. of Red Is.) 291° 2.7’ Co 021° 
Buffett Is. (E. of Long Is.) 275° 2.7’ Co 350° 
om Is. (Off Long Is.) 260° x 2.8’ Co 351° 
Steaby Is. -— N. End (N. of Long Is.) 261°x1.6’ Co 000° 
pen Pt. 090° 1.2’ Co 022° 


y 

MARINE AND INFORMATION CENTRE: A vessel traffic 
management centre is being established at Argentia. Operation 
on a 24-hour basis; this centre will provide radar surveillance off 
Placentia Bay. Masters are required to establish communication 
with this station when in VHF range on Channel 16, in order to 
provide vessel's identification and obtain information regarding 
pilotage, buoyage, weather conditions, etc. 
ANCHORAGE: Will be assigned by the pilot in conjunction with 
the Ministry of Transport. 
Ship's Officer's Report: The following areas have been designated 
as anchorages: 

Area A 47° 43’ 45” N. 54° 01° 40" W. 

Area B 47° 45’ 45” N; 54° 09’ 15” W. 

Area C 47° 43’ 22” N. 54° 10’ 45” W. 
RESTRICTIONS: Will be dispatched by the Ministry of Transport 
to ship's Agent. 
MAX. SIZE: Tankers of 327,000 dwt., can be accommodated. 

Also see “Berthing". 
HEALTH: Vessels arriving from a foreign port may obtain pratique 
by radio from “Quarantine St. John's” at least 12 hrs. before arrival. 
Information required by Quarantine Officer shall include: 

Name and nationality of the vessel. 
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Last port of call. 

Nature of cargo. 

Number of crew and passengers. 

Port of destination. 

Name of agent. 

Conditions of health of all on board with details of any sickness or 

death incurred during the voyage. 

Animals, if any. 

RADIO: The radio stations best to use by vessels en route to Come 
By Chance are: 

St. John's Marine Radio - call sign VON. 

Halifax Marine Radio - call sign VCS. 

St. Lawrence Marine Radio - call sign VCP. 

TUGS: Four tugs available to assist berthing and unberthing. Each 
is equipped with 2,640 h.p. drive and capable of a bollard pull of 
37 tons. Two are equipped for fire fighting and the other two suitably 
designed for ocean towing. Tugs lines are used. 

Tugs will meet the ship off Bordeau Island, approximately 44 miles 
from the berth. 

BERTHING: The jetty extends 3,000 ft. from the shore. Berth No. 1 
(outside) can accommodate 327,000 d.w.t. tankers. Depth of water 
alongside 100 ft. Berth No. 2 (inside) can accommodate tankers up 
to 67,000 dwt. Depth of water alongside 52 ft. This berth used mainly 
for refined products. 

Ship's Officer's Report : 

The quayis designed forthe use of tankers. There are no provisions 
for general cargo ships. Tankers of up to 500,000 tons dwt. with a 
maximum draft of 90 ft. can be accommodated on the West side, 
and on the East side ships of up to 60,000 tons d.w.t. with a maximum 
draft of 48 ft. 

The length of the quay is 1,520 ft. and the height was measured 
at HW and LW and found to be 19 ft. 6 in. and 25 ft. respectively. 
High water was taken to be half an hour later that the predictions at 
Argentia. 

The bollards are of a German manufacture and each consists ofa 
group of three hooks with quick-release mechanism. Each hook is 
designed to take a strain of 100 tons and is mounted in such a way as 
to be able to swivel independently in any direction towards the ship. 
An electric capstan is situated behind each bollard. 

There are adequate fenders of the compression type. 

A depth of 22 fathoms was recorded by echo sounder when 
alongside, the transmission unit being situated 52 ft. from the 
quayside. 

Suitable mooring boats were not available on 9 October 1973 but 
it is anticipated that the situation will be rectified by the end of the 
month. 

MEDICAL: Masters are asked to notify their Agents at least 72 
hours prior to arrival, advising the number of men to see the doctor 
and their complaint. The doctors work out of hospital which is about 
10 miles from the berth. 

TANKERS: No. 1 berth 4x16 in. arms which run into 42 in. lines. 
Bunkers 110 in. arm. 

No. 2 berth 4x10 in. arms, bunkers 1x8 in. arm. Dirty ballast 
facilities on either berth. All ballast must be pumped ashore. 
FRESH WATER: Available. If for any reason there is no water 
available, vessels will be advised by their Agent. Rate approximately 
20 t.p.h. 

FUEL: Ships’ bunkers are available. Bunker requirements, including 
quantities and specifications, should be made known in the 72 hour 
message. 

Bunkers are delivered concurrent with cargo operations. Bunkers 
should be stemmed by owners or charters before arrival. 

FIRE PRECAUTIONS: Usual precautions for a refinery. 
Paygraraetrl The following countries have consular offices in 
t. John's: 


Brazil Norway 
Denmark Portugal 
Dominican Republic Spain 
Germany (West) U.S.A. 


Netherlands 

REPAIRS: The Agent should receive early advice of requirements, 
as most repairs are only available at St. John's. Radio, radar, gyro, 
navigator and loran, etc., the technicians for such equipment work 
out of St. John's. The following brand names have representatives 
. St. John’s: Decca, Marconi, Kelvin Hughes, Furono, Atlas and 

perry. 
SURVEYORS: Stationed in St. John's, Lloyds, N. V. and B. V. 
GANGWAY/DECK WATCHMEN: Usually ship's crew. 
CUSTOMS ALLOWANCES: Each man 200 cigarettes and one 
40-02. bottle of wine or spirits per week. 
Ship's Officer's Report: There are no Customs and Immigration 
Offices in the port at present. Officials will therefore come from 
St John’s and board the ship on arrival alongside. 
REPATRIATION: No formal facilities, but with little difficulty 
crew changes and repatriation can be carried out. Prior notice to 
Agent is required. 
AIRPORT: Nearest airports presently at St. John’s, 94 miles away, 
and the Gander International Airport, 128 miles away. 
Ship's Officer's Report: There is a good road to St. John’s which 
is 86 miles from the port. A passenger bus service is available 
and also a railway for goods only. 

The nearest airport is at St. John’s although there is a helicopter 
landing area within the refinery grounds. 
TIME: GMT less 34 hours. Last Sunday in April clocks advanced 
1 hour. First Sunday in October clocks retarded 1 hour. 
SUPPLIES & LAUNDRY: Stores and provisions have to be 
obtained in St. John's. In order to avoid delays, Agents should be 
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notified prior to arrival, of the vessels requirements. Stores and 
supplies will be delivered by barge, tug, or small boat. Laundry 
facilities are not available in Come By Chance, but if required will 
have to be sent to St. John's. Therefore, early notification is required. 
TELEPHONES: Will be available. 
POLICE/AMBULANCE/FIRE: The police are located in Claren- 
ville — tel. 466-7830. Ambulance is available on site — tel. 463-2458. 
Fire Department located in Clarenville - tel. 466-7777. Also Fire 
Department located on site — tel. 463-2458. 

SHORE LEAVE: In order to comply with immigration regulations, 
crews should be carefully checked before sailing, and any missing 
seamen reported to Agent. 

In case of seamen left ashore for any reason, Masters are requested 

to furnish a letter accepting responsibility for all expenses incurred, 
advances (if any) and also instructions for repatriation. 
GENERAL: Masters are strongly advised to contact their Agent 
72, 48, 36, 24, 12 and 6 hours with ETAs. On the 72 hour message 
Masters should advise all port requirements. 
WEATHER: Ship's Officer's Report: The prevailing winds are 
from the S.W. in Summer and N.W. in Winter. Fog is experienced 
regularly in April, May, June and July, the latter two months being 
the worst. The fog is usually associated with a Southerly wind. 

There is no shelter afforded on the North, East and South sides of 
the quay and only a nominal amount on the West side. 

Local pilots report that the range of tide is between 54 and 8} ft. 
which can increase if the wind has been blowing from the South for 
any length of time. 

AUTHORITY: Ministry of Transport, Southside Road, St. John’s, 

Newfoundland, and Provincial Refining Company, Come By Chance, 

deh ad Tel. 463-8811. In Port - VHF Channel 16, Call sign 
741, 


AGENT: Blue Peter Steamship Limited, Come By Chance, New- 
foundland. Tel. 463-8511. Telex 016-4755. Cable Address ~ Bluepeter 
Come By Chance. In Port - VHF Channel 16; After hours - 466-2913 
or 466-7500. 

Ship's mail should be sent to: Blue Peter Steamships Limited, 
P.O. Box 698, Clarenville, Newfoundland. 


CONTRECOUER, Quebec: 45.53 N. 73.12 W. 


shot tote ds Ed HEALTH, RADIO, etc.: Refer to “Montreal” and 
“Quebec”. 

PILOTAGE: Compulsory, Pilot meets vessel at Anse-aux-Basques. 
Boarding at all hours. 

ANCHORAGE: Available at Lanoraie 15 miles East of dock and 
Sorel 20 miles East of dock. Also at Contrecouer, off the berth. 
RESTRICTIONS: Hatch openings must not be less than 25 ft. x 
35 ft. Vessels will be required to vacate the berth immediately after 
completion of loading and/or discharging. Masters and/or Agents 
to advise ETA 36 hours, 24 hours and 12 hours. If any change after 
12 hour's notice, Terminal to be advised immediately, otherwise 
charges for waiting time will be assessed. 

MAX. SIZE: 800 ft. length; 102 ft. beam; 34 ft. draft; fresh water. 
BERTHING: Ships will be berthed in regular turn of vessels, pro- 
viding they present with hatches open, ready for discharging and/or 
oading. 

STEVEDORES: Available at following times: Regular working 
periods are from 8.00 a.m. to 4.00 p.m., and from 4.00 p.m. to 12.00 
midnight, Monday-Friday. Under special arrangement, work per- 
formed from 12.00 midnight to 8.00, also on Saturdays, Sundays and 
legal holidays. 

The arrival time will be when the vessel arrives alongside the berth, 
with all lines made fast. The departure time will be when the last line 
is let go. 

MEDICAL: Doctor and hospital available. 

FRESH WATER: Available. 

FUEL: Available. 

TIME: GMT minus 4 hours. 

HOLIDAYS: Legal holidays are as follows: Good Friday, St. Jean 
Baptiste Day, Dominion Day, Labour Day, Thanksgiving Day, Ascen- 
sion Day, Victoria Day, Remembrance Day. 

AUTHORITY: This is a private port owned by the Iron Ore Com- 
pany of Canada. 


CORNER BROOK, Newfoundland: 48.57 N. 57.57 W. 


DOCUMENTS: 

2 Crew Lists Form: IMM.200. 

5 Passenger Lists. 

3 Crew Declaration Y.14. 

3 Bonded Store List E.I. 

3 Quarantine Certificate Q5.1. 

2 Manifests of Cargo. 

Bill of Lading. 

All crew members require valid smallpox vaccination certificates. 

1 Clearance from Last Port. A.6. 
PILOTAGE: Pilotlaunch “Humber Pilot” fitted with radio telephone 
call letters VORR, receives on 2182, 2558, 2134 and 2582 kc/s. Wire- 
less 500 WT, no VHF. Twenty-four and twelve-hour ETA required, 
Pilot Station, Frenchman's Head. Pilotage compulsory, operated by 
Atlantic Pilotage Authority. 
APPROACHES: The Corner Brook waterfront extends along the 
South shore of Humber Arm for approximately 6 miles Westward 
from Humbermouth. The centre of the City waterfront is 21 miles 
from South Head. South Head commands the Southern entrance to 
the Bay of Islands. There are no off-lying shoals nearthe approaches. 
ANCHORAGES: Good anchorages in Outer Bay. Most convenient 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


is in Humber Arm off Petitpas Cove in 15 to 20 fathoms. Masters 
requested to contact local Pilots regarding anchorage as a sub- 
marine cable enters waters of Humber Arm and South Head. 
HEALTH: See “Montreal”. 

MAX. SIZE: 620 ft. at No. 4 berth, Bowaters. Draft 32 ft. 

RADIO: For short range: Corner Brook Radio operated by DOT. 
WT 500, 416, and 40 kc/s. RT call letters VOJ. Receives 2182, 2558, 
2134, 2582 kc/s. For long range: Via Halifax Marine Radio. 

TUGS: No tugs available. 

BERTHING: Oil tankers for Humbermouth only docked and sailed 
in daylight. 

Bowater's wharves located near centre of city waterfront. Consist 
of four berths, and are continuous. Run parallel with shore line. 
Total length 1,650 ft. Minimum depth of water 28 ft. in No. 1 berth, 
elsewhere 30 ft. to 32 ft. at low tide. 

Western Terminals Ltd. one wharf consisting of trso berths. Total 
length is 660 ft. Depth of water is 22 ft. Fresh water available as well 
as electric light and power. 

New Canadian National Railway wharf and shed. Steel and concrete 
structure. Length of wharf 600 ft. Depth alongside 35 ft. 

North Star Cement wharf annexed to small Government wharf. 
Combined length 400 ft. Depth of water 24 ft. at Western end and 
17 ft. on inner end. Partly laden tankers of T-2 class discharge at 
this wharf. 

Atlantic Gypsum wharf close proximity to North Star Cement 
wharf. 225 ft. long. Depth of water 24 ft. 

Imperial Oil Ltd. discharging pier depth of 30 ft. minimum at low 
tide. Full laden tankers of the T-2 class can discharge. 

Irving Oil Company Ltd. discharging pier with depth of water at 
Eastern end of 30 ft. and at Western end 26 ft. Tankers discharge 
with the forward draft restricted to 26 ft. 

Gulf Oil Ltd. discharging pier has a depth at Eastern end of 28 ft. 
and at Western end 22 ft. T-2 tankers may discharge with restricted 
drafts accordingly. 

Golden Eagle Refinery Co. discharge oil at North Star Cement wharf. 

Department of Transport Wharf. Length of wharf is 600 ft. 6 in., 
joined to Canadian National Railway wharf. Steel and concrete 
structure. Depth of water alongside is 32 ft. to 34 ft. Wharfis equipped 
with three side-loader ramps tested for 25 ton capacity. Managing 
operators are Western Terminals Limited. Fresh water is available. 
General cargo is handled. 

At Bowaters, vessels loading normally dock starboard side to 
No. 1 Berth and port side to No. 2 Berth. Oil and caustic soda tankers 
discharge port side to No. 4 Berth. General cargo, such as alum, is 
normally discharged port side to No. 3 Berth. 

STEVEDORES: Regular hours of work: 0800 to 1200; 1230 to 1630; 
3 gangs. 1630 to 2030; 2100 to 0100; 2 gangs. Twenty-four and twelve- 
hour notice definitely required. Average loading rate 30 short tons 
per hatch hour. 

MEDICAL: Hospital and Ambulance service available. 
DENSITY: Average 1015. High water, Easterly wind 1025. High 
water, Westerly wind 1008. Low water 1005. 

FRESH WATER: Fresh water available at Bowaters berths — 50c 
per ton first 20 tons or part thereof and 25c per ton for each addi- 
tional ton. 

FUEL: Bunker “C” fuel oil 300 secs. SSF available at Bowaters 
No. 4 berth. Twenty-four hours notice required. Gas oil available by 
truck delivery. 

bed lah tL ne WATCHMEN: Not required but recom- 
mended. 

OPENING/CLOSING HATCHES: Normally done by stevedores, 
but stevedores may request assistance or supervision from ship's 
officers where unfamiliar equipment concerned. 

CUSTOMS ALLOWANCES: Tobacco: Three Ib. limit per crew 
member or 200 cigarettes. Wine and/or Spirit: 14 doz. beer or 60 oz. 
spirit per crew member. All other placed under seal. 

CARGO GEAR: If at Bowaters berths, single 8 in. wood blocks with 
1 in. diameter manila rope falls should be set up at heads of all work- 
ing derricks to permit tents to be rigged on both midship and yard- 
arm derricks at each hatch. 

IDENTITY CARDS: Every crew member should be in possession 
of some form of identity card. 

wt 5b all Nearest consuls are in St. John’s approximately 450 
miles. 

REPAIRS: Minor repairs carried out. 

REPATRIATION: All necessary crew changes and repatriation 
facilities available. 

AIRPORTS: International Airport, 250 miles from Corner Brook, 
at Gander. Stephenville Airport, Air Canada and EPA, 50 miles from 
Corner Brook. Deer Lake Airport, EPA service available, 30 miles 
from Corner Brook. 

TIME: NST-GMT less 3} hours. Newfoundland Daylight Saving 
Time — GMT less 24 hours, last Sunday in April to last Sunday in 
October. 

HOLIDAYS: New Year's Day (January 1st); Dominion Day (July 
1st); Labour Day (1st Monday in September); Christmas Day (Dec- 
ember 25th). 

No work carried on after 1600 Christmas Eve and New Year's Eve. 
nee additional holiday agreed at Bowaters during year. No fixed 

ate. 
POLICE/AMBULANCE/FIRE: Police: Alongside Bowaters 274 
Mill Guards. Local Police area code 709-634-4136. 

Ambulance: Alongside Bowaters 274 Mill Ambulance. Outside 
city area code 709-634-45611. 

Fire: Alongside Bowaters 274 Mill Brigade. Area code 709-634- 
4976. Local-City. 
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TELEPHONES: None available on board ships, but phones are 

on the wharf in nearby offices. 

GENERAL: Ice coverage can be expected between January 1st and 

April 15th. Shipmasters should get in touch with Ice Central, Halifax, 

N.S. phone 423-8530 or Telex 014-42523, or Ice Information Officer, 

Sydney, N.S. phone area code 902-5645497 or Telex 014-4572 for 

routing or ice-breaker assistance. 

SERVICES: Compass adjuster can be engaged. 

SHORE LEAVE: Discretion of Master. No port regulations. 

eatmarion Harbour Master and Bowaters Newfoundland 
td. 


DALHOUSIE, N.B.: 48.04 N. 66. 22 W. 


DOCUMENTS: 

Ship's Register. 

Load Line. 

Safety Radio and Safety Equipment Certificates. 

Stores List and Crew Declaration (E-17, Y-14), if from foreign port. 

Pratique, if from a Foreign Port. 

Immigration Clearance from last Canadian Port. 

If from a foreign Port, 2 copies of crew list. 
For Shipping Master: Ship's Articles if British or Canadian Registry. 
PILOTAGE: Telegram sent to Restigouche Pilots, Dalhousie, N.B., 
or to vessel’s Agent. Six hours minimum notice required except 
during winter operations (January-April). Pilot vessel is a 40 ft. 
steel hull, black, grey superstructure, displays proper flag by day 
and proper lights by night. Pilots meet and board all inbound vessels 
1-5 miles due East of Bon Ami Point lighthouse. Pilots prefer pilot 
ladder for boarding. 
ANCHORAGES: Safe anchorage 1:5 miles offshore due East of 
harbour entrance. Pilots will board vessels for anchorage in from 
6 to 12 fathoms. 
RESTRICTIONS: Tide restricted if vessel exceeds 28 ft. on arrival. 
MAX. SIZE: Maximum length 750 ft., beam 100 ft., draft 36 ft. at the 
Government Wharf including oil and bulk carriers. Vessels approach- 
ing these dimensions must berth at high water, port side to. Maxi- 
mum draft entering harbour and berthed starboard side to is 28 ft. 
because of restricted turning basin. 
HEALTH: See “Montreal”. 
RADIO: ETA through Grindstone. 
TUGS: Not necessary. 
BERTHING: To berth starboard side to at any berth vessel is 
requested to arrive three hours before high water. 
STEVEDORES: Contact Agents. 
MEDICAL: Hospital and doctors available. 
TANKERS: One 12-in. line with three 8-in. connections is laid to 
the Government Wharf. Depth alongside 34 in. LWOST. 
DENSITY: Average density 1008. 
FRESH WATER: Available at all berths from hose lines on the 
dock. 50 tons per hour. 
FUEL: Available by truck if necessary. Advance notice required. 
GANGWAY/DECK WATCHMEN: Available if requested. 
OPENING/CLOSING HATCHES: As in Charter Party. 
IDENTIFICATIONS CARDS: Not needed. 
CONSULS: None. 
REPATRIATION: Facilities exist providing sufficient notice given. 
AIRPORT: 7 miles, 2 flights daily. 
TIME: Daylight saving during summer months. Atlantic Standard 
otherwise. 
HOLIDAYS: Official Holidays: New Year's Day; Christmas Day; 
Dominion Day; Labour Day. 
POLICE: Telephone 684-2167. 
TELEPHONES: Made available upon prior arrangement. 
SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Dept. of Transport, Saint John, New Brunswick, 


DIGBY, N.S.: 44.38 N. 65.45 W. 


DOCUMENTS: See “Montreal”. 

PILOTAGE: Usually contacted through St. John radio station by 
VHF. 12 hours notice required. Pilot usually meets ships at entrance 
to Digby. As long as adequate notice is given no waiting is 
experienced. 

ANCHORAGE: Good anchorage N.E. from town 15 to 25 fathoms. 
MAX. SIZE: Length 400 ft. and 28 ft. draft at low water. 
HEALTH: See “Montreal”. 

RADIO/VHF: St. John Radio call sign VAR. 

TUGS: Not normally necessary, light towing available in case of 
necessity. 

BERTHING: Transport wharf main pier with berthing length 400 ft. 
and 28 ft. alongside at low tide, also Transport Spur Pier 330 ft. long 
and 50 ft. wide 22 ft. depth alongside at low tide (21 to 28 ft. rise and 
fall in tide). 

FRESH WATER: Supplied by pipe-line on wharf. 

FUEL: Diesel oil available only. 

DEVELOPMENTS: Construction of new Dock for St. John N.B. 
to Digby ferry service. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Usually carried out by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes per man, per week; 
40 oz. alcohol per man per week for crew. 

IDENTIFICATION CARDS: Required or passport. 

CONSULS: None. 

REPAIRS: No major repair facilities available. 
REPATRIATION: Can be arranged. 


AIRPORT: Small local line based at St. John N.B. supplies service 
between St. John and Digby. Halifax International Airport 180 miles 


way. 
TIME: GMT minus 4 hours. 

HOLIDAYS: New Year's Day (Jan. 1st); Good Friday; Easter 
Monday; Victoria Day and Queen Elizabeth Day (May 19th); Canada 
Day (July 1st); Labour Day (Sept. 1st); Thanksgiving Day (Oct. 13th); 
Remembrance Day (Nov. 11th); Christmas Day (Dec. 25th). 
POLICE/FIRE/AMBULANCE: Police 245-4162; Fire 245-2121; 
Ambulance 245-2205. 

TELEPHONES: Available at cost of installation. 

SHORE LEAVE: Allowed. 

AUTHORITY: Dept. of Transport Saint John, New Brunswick, 
Tel. 657-7440. 


FROBISHER BAY, N.W.T.: 63.44 N. 68.32 W. 


DOCUMENTS: See “Montreal”. 

PILOTAGE: No pilot service, upon request masters of vessels 

assisted to mooring position off Innuit Head by Senior Officer in 

charge sealift operations. This officer boards vessels approxi- 

mately { mile East of Monument Island. 

ANCHORAGES: Best-known anchorage in depths of 21 and 22 

fathoms approximately 5 cables East of Monument Island. 

RESTRICTIONS: Low-powered vessels generally navigate Pike 

Resor Channel at slack water, high or low tide; if current unfavour- 

able this channel is navigated in daylight hours. 

MAX. SIZE: Tankers with dimensions 525 ft. long, breadth 58 ft., 

draft 30 ft. 2 in. discharge in a position approximately 800 ft. off 

Innuit Head. Method of mooring is to stream both anchors in anchor- 

age area and stern lines to mooring bollards situated on Innuit Head 

for this purpose. General cargo ships up to 12,000 tons also moor in 

this position. Masters advised to be prepared for quick departure in 

event of storm warnings especially if winds expected from Northerly 

and Southerly directions. 

HEALTH: Free pratique, if health certificate is in order. In the event 

of suspected disease or fever on board, report to Frobisher Bay 

Telecommunications Branch call sign VFF R/T or W/T. 

RADIO: Frobisher Bay R/S VFF. Resolution Island R/S VAW. 

TUGS: 3 landing craft (LCMS) each powered with two 130 h.p. 

diesel engines assist vessels in mooring, acting as tugs and running 

ship's stern lines to Innuit Head. 

STEVEDORES: Stevedores are flown in to coincide with ship's 

arrival, special arrangements are necessary for these services. 

MEDICAL: Hospital facilities available. 

DENSITY: From August 1 to September 15 mean approx. 1.02477 

increasing slightly as season advances. 

FRESH WATER: Small quantity in emergency. Approximately 50 

gallons per minute. Note: Due to tidal conditions considerable delay 

could result in delivering fresh water. 

FUEL: Only supplied in emergency, Arctic diesel grade 1, viscosity 

quoted as minus 60. 

OPENING/CLOSING HATCHES: According to agreements. 

IDENTIFICATION CARDS: Required if arriving from a foreign 

country. 

REPAIRS: Limited repairs, i.e. welding, R/T and radar. 

REPATRIATION: Crew changes can be effected by air passage 

to or from Montreal. 

AIRPORT: Distance approximately 4 mile from landing beach, 

5 flights weekly to and from Montreal weather permitting. 

TIME: GMT minus 4 hours. 

8 aM gl leaning i tod Police 250 or 349; Ambulance 231; 
ire 685. 

AUTHORITY: Harbour Master, tel. 641 and 278. 


GASPE, Quebec: 48.50 N. 64.29 W. (See Plan) 


DOCUMENTS: 
Immigration Documents: 

Passenger landing cards (Tourist) 1 each passenger. 

2 Crew Lists from Immigration. 

2 Passenger Lists. 
Customs Documents: 

2 Inward Reports. 

2 Outward Reports. 

3 Ship Stores Lists (Form E.1). 

3 Crew Declarations (Form Y.14). 
National Health and Welfare : 

2 QS.1 Maritime Declarations of Health. 

Manifests required for cargo unloaded only. 
PILOTAGE: Not compulsory but recommended. No licensed Pilots 
available, but men recommendable for guidance to harbour and wharf. 
To obtain Pilot, arrange by radio phone through marine radio station 
VCG at Fox River Gaspé PQ or by CN Telegraph, on receipt of 
message either to Agent or Port Authority, Pilot and other arrange- 
ments can be made. 
MAX. SIZE: Vessels of 650 ft. and over have both docked and 
anchored. Tide has no effect as it is very sheltered. Government 
wharf depth 35 ft. LW. 
HEALTH: On arrival in Canadian waters Master applies for Radio 
Pratique by radio to quarantine officer at Quebec City. Master flies 
yellow flag on arrival and until medical officer decides it can be 
lowered or otherwise according to regulations. See also “Montreal”. 
RADIO: VCG Marine Station Fox River Gaspé PQ. 
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TUGS: Not necessary, no tugs available unless called for in emer- 
gency. Line boats available for docking, by arrangement. 
BRIDGES: Bridge in inner harbour with opening span to allow 
through vessels of approx. 40 ft. beam, and 25 ft. draft. Call to open 
bridge, three blasts. 

BERTHING: &.0.T. (Sandy Beach) wharf, berthing length 500 ft., 
depth alongside at low water 33 to 35 ft. outer face and about 26 ft. 
inner side; railroad tracks on wharf, oil tanks, electric light and 
water. 

Ministry of Transport wharf, berthing length 400 ft. depth alongside 
at low water 25 ft.; electric power, but no railroad tracks. All wharves 
used for general freight. 

Canadian International Paper Co., and several fish companies 
have wharves with depths of 16} to 25 ft. alongside, but not considered 
suitable for berthing. 

STEVEDORES: Good stevedoring available at all times and hours. 
MEDICAL: Hospital and ambulance service. 

TANKERS: Oil lines on Department of Transport Government 
Wharf owned and used by Gulf Oil Canada, Shell Canada Limited 
and Imperial Oil. These lines are privately owned. 

FRESH WATER: Available, arranged through ship's Agent. 
FUEL: Light and medium diesel available at all times. If bunker fuel 
required on request, brought in by tanker car. 

GANGWAY/DECK WATCHMEN: Recommended watchmen 
necessary, may be obtained. 

OPENING/CLOSING HATCHES: Done by ship's crew. 
CUSTOMS ALLOWANCE: On arrival officers and crew permitted 
one bottle and 200 cigarettes and one pound of tobacco for period of 
one week, further allowances of tobacco given after one week, as 
well as spirits for senior officers. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Only minor repairs. 

REPATRIATION: May be arranged by Agent subject to Immigra- 
tion control. 

AIRPORT: Situated about 7 miles from the dock. Twice daily 
service to Quebec, except Saturday and Sunday. Connections to 
all parts from Quebec. Charter passengers and freight flights also 
available. 

TIME: GMT minus 4 hours in summer. GMT minus 5 hours in win- 
ter time. 

HOLIDAYS: Saturday, New Year (January 1st); Good Friday; 
Victoria Day (May 19th); Confederation Day (July 1st); Labour Day 
(September 1st); Thanksgiving Day (about October 13th); Remem- 
trance Day (November 11th); Christmas Day (December 25th). There 
are a few other R.C. Church days on which some men are not obtain- 
able. Most of these holidays stevedores and men are available. 
POLICE/AMBULANCE/FIRE: Police area 418 call 368-2311. Local 
RCMP area 418 call 368-2543. Ambulance Area 418 call 368-2835. 
TELEPHONES: Possible arrangements may be made with local 
telephone company for installations to vessel. 

GENERAL: Radar repairman available if matter not too serious. 
SHORE LEAVE: Crew allowed ashore. 

AUTHORITY: Customs and Immigration Officer, tel. Area 418. 
Call 368-3204. 

Harbour Master and Government Wharfinger, tel. Area 418 call 
368-2327. 


GOOSE BAY, Labrador: 53.22 N. 60.22 W. (See Plan) 


DOCUMENTS HEALTH: See “Montreal”. 
PILOTAGE: Two Pilots available; 24 hours notice of arrival required. 
Contact Pilot on radio-telephone 2183 kc/s., calling ‘Victor Gulf 
Whiskey”. 
RESTRICTIONS: Navigation season early June to end November 
depending on pack ice movements. Approach — Sandy Point channel 
at entrance to Goose Bay and 15 miles from the dock has a width 
of 300 ft. Harbour Master advises draft of 31ft. HWF. Groves Point 
Channel at entrance to Terrington Basin and 14 miles from Main 
Dock has depth of 32 ft. HWF and width of 300 ft. 
TUGS: There are no tugs. Three landing craft available to assist. 
BERTHING: Main wharf length 810 ft. depth alongside to be in- 
creased to 30 ft. in 1973. Wooden oil jetty, depth at seaward end 19 ft. 
LWOST. 

Government Dock, 190 ft. long, depth 19 ft. 6 in. LWOST. 
DENSITY: 1000, fresh water. 
FUEL: Diesel oil only, supplied by tank truck. 
FRESH WATER: Available alongside berths. 
REPAIRS: Only minor repairs may be effected in emergency. 
AIRPORT: 14 miles distant. 
HOLIDAYS: New Year's Day; Good Friday; July 1st; Labour 
Day; November 11th; Christmas Day; Boxing Day. 
AUTHORITY: Dept. of Transport, Area Manager, PO Box 1300, 
St. John's, Nfld. Tel. 722-2830. Telex: 016-4530. 


HALIFAX, N.S.: 44.38 N. 63.33 W. (See Plan) 


DOCUMENTS: 

Port doctor: Form QS1; Crew Vaccination Certificates, Deratisa- 
tion Certificate. 

Customs: Customs clearance or certificate from last port; Cargo 
List (if no cargo, words “In Ballast” entered); Bonded Stores 
List (Form E.1); Crew Declaration for each crew member (form 
Y14). Ship's Register; Safety Radio, Load Line and Safety 
Equipment Certificates. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Immigration: Crew List (form 200) in duplicate in English; all crew 
Passports (returned prior to sailing). 

PILOTAGE: Compulsory. Essential send arrival notice by radio to 

avoid delay in waiting Pilot. Twelve-hour notice of ETA required 

and confirmed or corrected 4 hours before arrival. All times must be 

GMT. Radio messages should be addressed Marine Aid Center, 

Chebucto Head. All pilotage messages subject to full tolls. 

When possible, Pilots will board in vicinity of Inner Automatic 
Light and Whistle Buoy situated about 2 miles North-Eastward of 
Chebucto Head. In heavy weather not always possible for pilot 
vessel to take up station at above position, but will proceed as far 
seaward as feasible to embark or disembark Pilot. 

In normal weather pilot vessel shall, in daytime, fly pilot flag, and 
at night will show lights required by international regulations. In 
abnormal weather — fog, mist, snow, heavy rainstorms - when on 
station on pilotage duty, in addition to regular signais, will blow four 
long blasts at regular intervals. Vessel requiring Pilot should blow 
four short blasts on whistle at intervals until pilot boat sighted. 
Pilot boats equipped with radar and stand-by on radio telephone 
operating on frequency of 156°8 megacycles or Channel 16 under 
international VHF designations. 

ETAS: For provisional clearance to enter the Halifax Marine Traffic 

Regulating Zone, vessels should supply the following information 

to “Halifax Traffic’: 

1. Position. 

2. ETA zone Limit (Zone boundary is approximately 16 miles radius 
from Chebucto Head). 

3. Destination and last port. 

4. Draft. 

5. Description and weight of pollutants or any dirty cargo carried. 

6. Deficiencies in ship's navigational equipment, engine's steering 
gear or anchors. 

7. Any leakage of pollutants or any damage which may result in 
pollution. 

8. Pilots must be advised ETA 12 and 3 hours prior arrival at the 
Pilots boarding station, using GMT, to ‘‘Pilots Halifax". 

For final clearance to enter the Halifax Marine Traffic Regulation 

zone: 

1. Report to “Halifax Traffic’ on VHF Channel 14 or 2182 kHz, when 
-approaching the zone boundary. 

2. Report to “Halifax Traffic’ when approaching zone boundaries 
approximately 8 and 4 miles radius from Chebucto Head. 
Vessels leaving Halifax are to report to “Halifax Traffic’ when 
approaching zone boundaries. 

ANCHORAGE: Vessels anchor in harbour in areas designated by 

National Harbours Board. 

RESTRICTIONS: Controlling depth in channels of approach 60 ft. 

in main harbour as far as the Narrows. Ice free all year. Ample 

turning room for the longest vessel. 

MAX. SIZE: Length and breadth unlimited. Can berth ships up to 

60ft. draft. Channel depth 60 ft. Tide range 6 to 7 ft. 110,000 ton 

tankers with drafts 50 ft. enter harbour regularly. 

HEALTH: Quarantine - every vessel coming from port outside 

Canada shall be inspected by Quarantine Officer at a place specified 

by him. (Quarantine Station in anchorage No. 1 on port plan). Where 

sufficient information can be given by radio, Radio Pratique may be 
given between 0900 hours and 1700 hours local time (address “Quar- 
antine Halifax") and message should include (i) name and nationality 

of vessel, (ii) ports of call during voyage, (iii) nature of cargo, (iv) 

number of crew and passengers, (v) statement of health, (vi) name 

of agent, (vii) ETA pilot station in GMT. A coastwise vessel, free 
from disease and arriving from a disease-free coastwise port, may 
be exempted quarantine inspection. 

TUGS: Join vessel inside harbour at quarantine anchorage. Tugs 

towing use vessel's lines. Tugs made fast alongside vessel for 

docking or undocking use their own lines at no extra charge. 

RADIO: Halifax Marine Radio Station, Ketch Harbour. Radio- 

telephone and other services. Masters may contact Halifax Marine 

Radio on 500 or 2,182 kHz, VHF on 156-8, working Channel 26 (161-9 

and 157-3 mHz). 

RADAR: Marine Traffic Regulating Center at Chebucto Head. 

Working frequencies Sector One 156-7 mHz (Channel 14) Sector 

Two 156-6 mHz (Channel 12). Call sign “HALIFAX TRAFFIC”. 

a fag Total length of berthing 17,030 ft.; minimum depth 

30 ft. 

Ocean Terminals: 


Depth at 

pede Length (ft.) LW (ft.) Remarks 
21 } 2,007 45 
22 
23 720 35 
24 440 35 
25 625 45 Grain 
26 625 45 Grain 
27 625 45 
28 625 45 Grain 
29 400 30 Fish Pier 
30 250 23 

375 35 

175 35 
et 450 45 
32 290 45 
33 625 45 

225 18 
a 400 35 
35 340 35 
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36 625 35 
37 625 42 
38 300 42 
39 625 42 
a oo . 3x45 tons gantry cranes. 
Dartmouth 
Pier W. 500 25-30 
E: 500 25-30 
Richmond Terminals: 
Leased to Volvo, Canada Cem- 
9 700 30 ent Co. Ltd., Texaco Canada 
and Canadian Petrofina Ltd. 
9a 730 30 Equipped with 4 side loading 
ramps. Capacity 12 tons. 
9b 758 30 


9c 505 30 Canadian Petrofina Ltd. 
BRIDGES: There are two: Angus L. MacDonald Bridge (Halifax- 
Dartmouth) min. vertical clearance at high water 158 ft.; A. Murray 
Macha Bridge (narrows) min. vertical clearance at high water 
157-7 ft. 
TANKERS: 110,000 ton tankers, 50-ft. draft, use port regularly, 
Terminals — nine berths operated by four oil companies. 
Imperial Oil, South Dartmouth, three piers, vessels up to 925 ft.: 
max. draft 50 ft., bunkering vessel also provides barge service. 
Irving Oil Co. Ltd.: South Dartmouth, three berths, ocean vessels 
any length, max. draft 36-6 ft.; located at Woodside. 
Texaco Canada Ltd.: Eastern Passage, two berths (one berth any 
length vessel) draft up to 38 ft., barge service provided in harbour. 
Gulf Oil Canada Ltd.: Bedford Basin; 360-ft. wharf (no restriction 
vessel length) max. draft 32 ft.; located Burnside, Halifax-Dartmouth 
Marine Terminal. 
BULK HANDLING FACILITIES: Two-berth container ship-rail 
interface at Pier ‘C"'. Served by two 45-ton container gantry cranes, 
two railcar loading transtainers, 30 tons each, 14 straddle carriers, 
30 tons each. Total quay length 1,762 ft., minimum depth, North end 
50 ft., South end 40 ft.; one ro-ro berth. Room for two more container 
gantry cranes. Consideration being given to planning for new con- 
tainer terminal. Four to six berths contemplated. 
Grain Handling Facilities: Storage capacity over 5,000,000 bushels. 
Max. capacity 
Berth 25 60,000 bu/hr, (loading) 
Berth 28 72,000 bu/hr. (loading) 
Berth 26 34,000 bu/hr. (unloading) 
MEDICAL: Sick Mariners’ Service may be obtained for venereal 
disease only at the Federal Building, Suite 620, Bedford Row, 
Monday through Friday, Tel. 426-3998. Doctor always available either 
by telephone or telephone answering service. Information for 
emergency treatment outside these hours may be obtained from 
ship's Agent. Emergency hospitalisation can be obtained only at 
Camp Hill Hospital. 
STEVEDORES: Available from several private companies. 
DENSITY: Salt water all tides. 
FRESH WATER: Dock side only. No water barges. 50 tons per 
hour per hose. 
FUEL: See “Tankers”. 
GANGWAY/DECK WATCHMEN: Can be provided. 
OPENING/CLOSING HATCHES: Patent mechanical hatches 
by ship's crew. Wood and canvas hatch covers by stevedores. 
CUSTOMS ALLOWANCES: Tobacco: 1 |b. per man per week; 
200 cigarettes per man per week. Wine/Spirit allowance: 40 oz. 
bottle per man per week. 
CARGO GEAR: All ships liable to inspection by government 
inspectors. Gear certificates to be produced, if required. Heavy-lift 
equipment: 59 pieces ranging in single lift capacity to 140 short tons, 
Normally available on a few hours notice, including floating cranes. 
CONSULS: The following countries are represented in Halifax: 


Austria Japan Peru 

Belgium Germany Portugal 

Britain Iceland Spain 

Brazil Italy Sweden 

Denmark Netherlands United States of America 
Finland Norway 


REPAIRS: All types of repairs possible. 

DRY DOCKS: Floating dock — 600 ft. by 100 ft. by 31 ft. deep; lifting 
capacity 25,000 tons. Graving dock — 567 ft. long, 80 ft. wide at keel 
blocks, clearance at top 102 ft. 6 in.; maximum draft over keel blocks 
26 ft., capacity 25,000 tons. Marine Railways, six. Complete machine 
shop and other repair facilities as well as Salvage equipment 
available. 

AIRPORT: Halifax International. Regular services to Canada, 
USA, Europe. 

TIME: Standard Time GMT minus 4 hours. Daylight Saving Time 
from last week-end in April to last week-end in October, clocks 
advanced 1 hour. 

HOLIDAYS: New Year's Day (January 1st); Good Friday; Queen's 
Birthday (May 20th); Dominion Day (July 1st); Labour Day (Septem- 
ber 2nd); Thanksgiving Day (October 14th); Remembrance Day 
(November 11th); Christmas Day (December 25th). Cargo work can 
be arranged on all holidays except Labour Day. 
POLICE/AMBULANCE/FIRE: Police 4105; Harbour Police (NHB) 
426-3629; Ambulance 429-5151; Fire 4103. 

TELEPHONES: Service available at all berths. 

GENERAL: Extensive rail and road services plus extensive transit 
sheds, cold storage with 1,719,00 cubic ft. storage space. 
SERVICES: All services available including compass adjusting, 
tank cleaning, etc. 


SHORE LEAVE: Crew allowed ashore. 
AUTHORITY : National Harbour Board, Ocean Terminals, Halifax, 
N.S. B3d 2P6. 


HAMILTON, Ontario: 43.16 N. 79.54 W. 


For important General Information refer to St. Lawrence Seaway. 


DOCUMENTS: 

Inward manifest 3 days prior to arrival of vessel. 

1 Steamship company release covering inward shipment. 

1 Loading list, 24 hours prior to vessel loading. 

1 Customs report outwards (A.7). 

3 Vessel's outward manifest within 3 days after departure of vessel. 
PILOTAGE: Pilotage to be arranged 24 hours in advance. Pilot 
normally boards just inside Harbour entrance. Contact VHF 16- 
156°8 megacycles. 

MAX. SIZE: 730 ft. LOA. Max. draft 26 ft. 

HEALTH: First port of entry. See Montreal”. 

RADIO: VBG Toronto. 

TUGS: Join inside harbour entrance —- ship's lines used. 
BERTHING: Arrangements made with the Harbour Master. 
BRIDGES: Lift bridge at harbour entrance can be raised any time. 
STEVEDORES: Must be ordered prior to 4 p.m. on previous day. 
MEDICAL: Hospital services available and doctors can be arranged. 
FRESH WATER: Available. 

FUEL: All types available. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: See “Montreal”. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Consuls located in Toronto. 

REPAIRS: Possible. 

AIRPORT: 10 miles, 4 connecting flights per day. 

TIME: GMT minus 5. 

HOLIDAYS: Normal Canadian statutory holidays apply and labour 
can be arranged at extra cost. See “Montreal” for details. 
POLICE/AMBULANCE/FIRE: Telephone 529-L. 

TELEPHONES: Can be arranged on board. 

SHORE LEAVE: Crew allowed ashore. 

AUTHORITY: The Hamilton Harbour Commissioners, 605 James 
Street N., Hamilton 11, Ontario, Canada. 


HANTSPORT: N.S. 45.04 N. 64.10 W. 


DOCUMENTS: See “Montreal”. 

PILOTAGE: Non-compulsory, but advisable. Rates by agreement. 
MAX. SIZE: Tidal port and no shipping arrives or departs at low 
water. Draft of largest vessel that entered port was 24 ft. A draft of 
25 ft. can be taken in and out. 

HEALTH: Customs officer acts as Quarantine officer. 

RADIO: Ship-to-shore communications; through St. John N.B. or 
Yarmouth N.S. 

BERTHING: Berthing length 400 ft., no water at low tide, ships lie 
aground on mud alongside. There are railroad tracks on wharf, main 
and electric lights laid on. 

FRESH WATER: from pipe-line on Government wharf. 

FUEL: Oil by truck from Imperial Oil Ltd. 

at tn Hull repairs can be made at low water with vessel high 
and dry. 

SERVICES: Supplies: ship's stores can be secured in port. 
AUTHORITY: Harbour Master. 


HARBOUR GRACE, Newfoundland: 47.43 N. 53.08 W. 


DOCUMENTS: 

Number of Crew Lists. 

Number and names of passengers. 

Clearance from Last Port of call. 

Deratting Certificate. 

Innoculation List of all crew members and passengers. 

Manifest of Cargo. 

Copy Bills of Lading. 

List of Bonded Goods. 
PILOTAGE: Not compulsory, if required cable Agent. 
ANCHORAGES: Pilot will instruct captain. 
MAX. SIZE: Maximum length 450 ft., maximum draft 24 ft. low tide. 
HEALTH: See “Montreal”. 
RADIO: Route cables and telephone calls through St. John's New- 
foundland Radio. 
TUGS: Not available. 
BERTHING: Nothing specific, Pilot will have instructions; Agent 
should be given 24 hours arrival notice. 
STEVEDORES: Available. 24 hours notice required. 
MEDICAL: Port doctors available; hospital facilities; advance 
notice would be helpful in providing ambulance services if needed; 
vaccination/small pox required for European ships. 
TANKERS: Marine storage terminals for oil are served by Cana- 
dian tankers. 
FRESH WATER: Available, pipe line delivery at piers, rate of 
delivery as required. 
FUEL: Diesel, gas oil, marine bunkering facilities in piers, available 
at any time, no notice required. 
DEVELOPMENTS: Possibility new wharf installation no details 
vailable, 
SANGWAY/DECK WATCHMEN: Not necessary, available if 
equired, 
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OPENING/CLOSING HATCHES: By crew. 

CUSTOMS ALLOWANCES: See “Montreal”. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Norway; Denmark; Spain; Portugal; France. 
REPAIRS: Deck and engine repairs available. 

AIRPORT: 1 hour 15 min. drive, service by regular airlines making 
connection to all points in the world. 

TIME: GMT minus 3 hrs. Clocks advance 1 hour last Saturday of 
April each year and are put back 1 hour last Saturday October 
each year. 

HOLIDAYS: New Year's Day; Good Friday; July 1st; November 
11th; December 25th. Cargoes could be worked on these days with 
exception of Good Friday and Christmas Day. 
POLICE/AMBULANCE/FIRE: One telephone number for all 
services 709-596-5014. 

TELEPHONES: Available at pier. 

SERVICES: Compass adjusting available. 

SHORE LEAVE: All crew members allowed ashore. 

AGENT: Ocean Harvesters Ltd., Harbour Grace. Tel. 709-596-5111, 
709-596-5112, 709-726-4840. Telex 016-311. Cable address: Moorfish, 
Hr. Grace. 


KINGSTON, Ontario: 44.12 N. 76.30 W. 


For important General Information refer to St. Lawrence Seaway. 
DOCUMENTS: See “Montreal”. 

PILOTAGE: Contact Pilotage Officer, in Cornwall, telephone 
613-546-6736. 

ANCHORAGE: Good anchorage off Penitentiary. 
RESTRICTIONS: Channel depths — Controlling depth at low lake 
levels 22 ft. until wharves in harbour approached. In upper harbour, 
controlling depth 173 ft. Depths vary from month to month. 
Navigating Season April 15th-December 15th. 

HEALTH : First port of entry. Quarantine at Quebec city for incoming 
ships from foreign ports. 

TUGS: Available. Necessary for handling ships in rough weather 
at Elevator and other docks. 

BERTHING: Docks extend West from North of bridge (La Salle 
Causeway) to Little Catariqui Bay - some 4 miles. Dept. of Trans- 
port Dock 455 ft., depth alongside 17 ft. Portsmouth Dept. of Trans- 
port Dock has 20 ft. alongside end section. Also smaller docks for 
coastal vessels and private docks, including Elevator dock 700 ft. 
long on East side 24 ft. alongside, and 600 ft. on West side depth 22 ft. 
La Salle Causeway 1,000 ft., 14-16 ft. alongside used for berthing in 
winter. 

MEDICAL: Hospitals, Kingston General and Hotel Dieu. 
STEVEDORES: From Toronto. 

FUEL: Bunker coal —- normal stock 2,000 tons from lighters at wharf. 
Bunker “‘C” and diesel oil also available. 

FIRE PRECAUTIONS: No unusual precautions. 

CUSTOMS ALLOWANCES: See “Montreal”. 

REPAIRS: Most repairs possible. 

DRY = ei Will take ships of length 210 ft., beam 48 ft. Depth on 
sill 11 ft. 

TIME: Eastern Standard Time GMT minus 5 hours. Daylight sav- 
ing time from last week-end in April to last week-end in October, 
clocks advanced 1 hour. 

HOLIDAYS: See ‘Montreal’. Port officials always available. 
TELEPHONES: Ship to shore phone communications through 
Kingston (VBH). 

AUTHORITY AND AGENT: Harbour Master, Department of 
Transport, Marine Services, PO Box 592 Kingston, Ontario. 


KITIMAT, B.C.: 53.59 N. 128.46 W. 


DOCUMENTS and General Information: Refer to Vancouver". 
PILOTAGE: Compulsory. Pilot boards at Cape Beal, West Coast, 
Vancouver Island, or Triple Island, off Prince Rupert. Pilotage 
authority require 48 hours notice to allow Pilot to meet vessel at 
Triple Island or Cape Beal. 
ANCHORAGE: No vessel shall anchor in the fairway or dredged 
channel approaching the wharf or otherwise in a position to interfere 
with or obstruct the docking or undocking of any other vessel. Pilot 
will instruct Master. Usual anchorage off Amelia Island. 
RESTRICTIONS: Approach to the port is via Laredo Sound, 
Laredo Channel, Campania Sound, Whale or Squally Channels and 
thence via Douglas Channel. The route is approximately 100 miles to 
the open sea. Entrance channel (red and black flashing light buoys) 
is 2,400 ft. long, dredged to a max. depth of 30 ft. at low water, width 
varies from 800 ft. at entrance, to 400 ft. width 350 ft. South of wharf. 
In addition, a turning-basin has been dredged to 28 ft. at low water 
on the side of the channel opposite wharf, providing a turning basin 
600 ft. in width. 

Vessels may enter or depart any time of day or night. 
MAX. SIZE: LOA, 680 ft. beam 90 ft., draft 36 ft. Mean tide range 
13-8 ft. Depth alongside at zero tide 35 ft. 
HEALTH: Vessels proceeding direct to Kitimat from foreign ports 
must apply for permission to proceed by radio to William Head 
Quarantine Station. 
RADIO: Prince Rupert Radio VAJd 500 2182 1630. 
TUGS: Tug services available. 
NOTICES: Notice of ETA must be given to Alcan at Kitimat at least 
24 and 12 hours before arrival. Descriptions and tonnage of the 
commodity to be loaded or discharged and the number of passengers 
to be landed or embarked must be given to Alcan Kitimat at least 


111 


Se eee eee 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


12 hours before arrival. Alcan may then assign a berth to the vessel 
but shall not be liable for any delay in providing berth or for failure 
to provide a berth. Vessels carrying bulk cargoes for discharge are 
instructed to request Alcan via radio or wireless telegraph through 
shore stations as to which hatches are to be opened on arrival 
alongside unloading berth to permit immediate entry of unloading 
devices. Derricks, radio aerials, stays, guys or other obstructions 
are to be removed or cleared away so that they will not impede the 
safe working of mechanical unloading equipment. If the above 
instructions are not complied with, resultant costs caused by the 
vessel being unprepared to commence unloading immediately on 
arrival shall be charged to the vessel. 

BERTHING: Alcan Terminal Wharf No. 1 (concrete caisson con- 
struction) is 750 ft. long and has two pneumatic unloading towers 
discharging to a belt conveyor and a Kangaroo Crane for either bulk 
and general cargo duties. The wharf is connected by rail direct to 
Aluminum Co. of Canada smelter yard and to the Terrace — Kitimat 
spur line of CNR. 

Wharf No. 2 is a timber-pile wharf with 19 ft. alongside now used 
for passenger and light cargo trades. The channel has mooring 
dolphins on the W. side, 865 ft. S. of Wharf No. 1, to accommodate 
vessels up to 16,000 tons, while awaiting berth. 

Eurocan Terminal is located to the E. of Alcan's Terminal Wharf 
No. 1 and is 450 ft. long with mooring dolphins at S. end. To the N. 
of the terminal is iocated a hydraulic barge loading ramp. 

No container, liquid chemicals or LPG carrier facilities available. 
STEVEDORES: ETA sent by cable 24 and 12 hours before arrival. 
MEDICAL: Kitimat General Hospital - complete medical service 
provided. 

FRESH WATER: Available at Alcan's Terminal Wharf No. 1. 
FUEL: Only diesel oil available. 

GANGWAY/DECK WATCHMAN: Not necessary. 
OPENING/CLOSING HATCHES: Normally done by crew on 
bulk discharge. On general cargo, stevedores open and close 
hatches. 

CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes or } Ib. 
tobacco. Liquor: 40 oz. per man, additional issue after 7 days. 
CONSULS: Available at Vancouver, B.C. 

REPAIR: Minor repairs only; nearest shipyard facilities Esquimalt 
or Vancouver. 

REPATRIATION: Facilities convenient for crew changes. 
AIRPORT: Two flights daily from Terrace to Vancouver Interna- 
tional Airport. Limousine service from Kitimat to Terrace, distance 
40 miles. 

TIME: GMT minus 8 hours. Daylight saving time from last Saturday 
in April to last Saturday in October. 

HOLIDAYS: New Year's Day, Good Friday, Victoria Day, Dominion 
Day, Labour Day, Thanksgiving Day, Christmas Day, and Boxing 


Day. 

POLICE/AMBULANCE/FIRE: Police 632-7111; Ambulance/Fire 
632-2345. 

TELEPHONE: Telephone available at dock offices. 

SHORE LEAVE: Permitted. 

AUTHORITY: Aluminum Company of Canada Ltd., Kitimat, B.C. 


LAKEHEAD HARBOUR, Ontario (formerly Port 
Arthur and Fort William): 48.27 N. 89.13 W. 


For important General Information refer to “St. Lawrence Seaway”. 
DOCUMENTS: As inland Port all documentation carried out by 
authorities in Montreal, Quebec, prior arriving. Only when vessels 
have called at United States Port after departing Montreal, and 
prior arriving at Canadian Lakehead, will any changes in documenta- 
tion be necessary; which will consist of a United States Customs 
clearance. Certificates to be available on board: 

Immigration papers. 

One copy QS 2 (Health Certificate). 

Three copies of Ships’ Stores. 

Crew Declaration. 

Customs Clearance. 
All of the above will have been stamped in Montreal. 
PILOTAGE: Pilots are obtained by Agent at Master's request, at 
which time the location of boarding the ship will be stipulated. Ship's 
Masters are able to contact Agent by ship-shore duplex through 
VBA Marine Radio, Thunder Bay. 
ANCHORAGE: Anchorage areas defined by Lakehead Harbour 
Commission but due to large area and number of entrances to 
Harbour, Masters are permitted considerable latitude in making own 
decisions. Usual areas are approximately 1 mile outside of Harbour 
breakwall, free of shipping lanes. However, Masters should be 
guided by the advice of Lakehead Control (radio), VDX 30. 
MAX. SIZE: Depth max. 27 ft. in dredged areas. 
HEALTH: Pratique granted at Montreal. 
RADIO: Two radio stations; VBA Thunder Bay, is Department of 
Transport station offering duplex services; VDX 30, Lakehead Con- 
trol, offers special services such as assistance in obtaining tugs, 
relaying special messages for police, radar or radio services, etc. 

VBA and VDX 30 both operate 24 hours per day during shipping 
season on following frequencies: 

VBA (AM) Channels 51, 52, 57, 58, 59 and 81 

(FM) Channels 12, 26, and 28 

VDX 30 

(FM) Channels 12, 16, 18A, and 14 
TUGS: Arranged mutually by ship masters and Agents on arrival 
in port. Ship lines used. Four tugs available. 
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BERTHING: Worth Section is protected by a breakwall. The depth 
abe tai is 27 ft. with some exceptions alongside the elevator 
erths. 

There are four elevators with a depth of 27 ft. alongside and the 
remaining elevator depths range from 19-26 ft. 

The Keefer Terminal is the principal General Cargo berth avail. 
able at the Canadian Lakehead. The ocean vessel shed is 400 ft, 
long, has a dock 650 ft. long with a maximum apron width of 65 tt, 
All types of import and export general cargo can be handled at this 
Terminal. Rental mobile cranes are available for handling lifts up to 
12 tons. Depth alongside is 27 ft. 

The CNR has an ore dock with a berthing length of 1,200 ft. witha 
depth alongside of 28 ft. It can accommodate four vessels at one time 
with 200 loading chutes available. The vertical height from water level 
to spout is 45 ft. This is the dock used for loading bulk potash, 

South Section is comprised of the Kaministiquia River, Mission 
River and McKellar River. The Kam River and Mission Rivers are 
dredged to 25 ft. with the McKellar River being dredged to only 19 ft, 
The Mission River entrance and turning basin dredged to 27ft. In 
general terms, for most vessels two tugs are required for safe river 
navigation. The maximum draft should not exceed 23 ft. for safe 
loading and navigation. 

There is one General Cargo berth, CPR Shed 7 situated at the 
Kam and Mission River junctions. Maximum depth alongside is 
reported to be up to 24 ft. 

The majority of elevators maximum depth alongside ranges from 
19 ft. to 25 ft. with the exception of Searles at the entrance to the 
Mission River, which is presently dredged to 27 ft. 

There is one open storage Bulk of General Cargo berth, Valley 
Camp Coal Dock on the Mission River. This dock has two overhead 
gantry cranes with lift capacity of one, 12-14 tons and the other 
22 tons. The berth is 1,600 ft. long with a depth alongside of 25 ft 
This dock has recently been extended with modern belt loading 
facilities, for handling iron ore and similar materials in bulk. ° 
MEDICAL: All facilities available and may be arranged through 
te a Lakehead Harbour Police by contacting VDX 30 Lakehead 

ontrol. 

DENSITY: Fresh water port. No tide. 

FRESH WATER: Available. 

FUEL: Light diesel available by tank truck. Bunker "C" only in 

emergencies. 

SANSWAY DEG WATCHMEN: May be arranged through 
gent. 

OPENING/CLOSING HATCHES: Normally done by crew. 

CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes or 50 cigars 

every seven days. Spirit/Wine: Officers: One bottle liquor each 

seven days. Crew: Beer only, at Captain's discretion. 

CARGO GEAR: Normal safety certificate only required. No special 

port regulations. 

CONSULS: Following countries are represented at Lakehead: 

Denmark, Finland, Italy, Netherlands and Norway. 

REPAIRS: Full repairs available. Includes mobile equipment by 
both land and water conveyances. 

DRY DOCKS: One available, length 747 ft. by 98 ft. width and can 
accommodate largest vessel operating on Great Lakes. 
AIRPORT: Served by regular airlines with connections to any 
destination. 

TIME: Eastern Standard Time GMT minus 5 hours. Daylight saving 
time from last week-end in April to last week-end October, clocks 
advanced 1 hour. 

HOLIDAYS: During shipping season from April to mid-December 
on which stevedores do not work: May 24, July 1, September 1, and 
Thanksgiving Day (October). Work can be arranged through over: 
time rates. 

POLICE/AMBULANCE/FIRE: Lakehead Harbour Police 344-3594, 
or by Marine Radio VDX 30. 

Thunder Bay City Police 6236471. 

Fire and Ambulance contacted most easily through VDX 30 radio. 
TELEPHONES: Telephones at Keefer Terminal only. 
GENERAL: All vessels entering, moving in, or departing Lakehead 
Harbour required to contact VDX 30 Lakehead Control Prior making 
such move. Initial contact must be made before entry from aree 
designated as ‘Welcome Islands" giving particulars of destination 
within Harbour and routes to be traversed. 

AUTHORITY : Lakehead Harbour Commission, PO Box 266, Thun 
der Bay (P) Ontario. 


MONTREAL, Quebec: 45.30 N. 73.33 W. (See Plan) 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 sets Customs Documents. 

3 sets Health Documents. 

6 sets Manifests. 

6 sets Bills of Lading. 

3 sets Ship's Papers. 
PILOTAGE: Compulsory. Pilots board inbound vessels at Anse 
aux-Basques (near Les Escoumains) to bring ships as far as port of 
Québec where Pilots are exchanged for the trip to Trois-Riviéres 
Pilots are again exchanged at Trois-Riviéres before ships méj 
proceed to Montreal. 

For further information refer to Quebec. 
ICE ADVISORY SERVICE: Ships inbound from seaward betwee? 
15th December and 15th April should advise the Ice Informatio® 
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Officer, Sydney, N.S., 36 hours prior to entering Cabot Strait stating 
their position, destination, whether loaded or in ballast. This proce- 
dure will facilitate the passing of ice information to the ship as 
necessary. 

On request, ice information is also available from Marine Radio 
Stations at Halifax, Camperdown, Seven Islands, Twillingate and 
Grindstone. The Canadian Broadcasting Corporation maritime 
network also broadcasts ice information daily during the winter 
navigation season. Supplementary ice information may also be 
obtained from Canadian Marine Service ice breakers. 

During the ice season, radio broadcasts of ice information are 
made twice daily from Marine Radio Stations as follows: 


Call frequencies 
Cape Race, Nfld. VCE 420 kc/s CW 
2582 k/cs CW 
Fox River, Que. VCG 434 kc/s CW 
2582 kc/s RT 
Mont-Joli, Que. VCF 446 kc/s CW 
2582 kc/s RT 
North Sydney, N.S. vco 489 kc/s CW 
2582 kc/s RT 
Halifax CFH 115.3 kc/s CW 
6949.5 kc/s 
8662 
12984 
17218.4 


ANCHORAGE: Available at Longue Pointe abreast of the Island 
of Montreal close to upper harbour. Also at Lanoraie, approx. 3 miles 
above Sorel harbour limits, and at Pointe-aux-Trembles anchorage 
below berth 110. Also opposite Canadian Vickers. Boatmen services 
are available to vessels at anchor. 

Anchorages will be allocated by the Harbour Master (Montreal), 
through the Marine Traffic Control Centre, Montreal. 

MAX. SIZE: Entry only restricted by draft. Main channel depth is 
35 ft. Channel 550 ft. wide at narrowest point. 

HEALTH: Except in case of coastwise vessels free of disease and 
arriving in Canada from ports or areas that are not infected, every 
vessel coming from a port outside Canada is inspected by the 
quarantine officer, and shall not make customs entry until it has 
received pratique. 

“Coastwise Vessel” means a vessel operating exclusively between 
Canada and the island of St. Pierre and Miquelon or between Canada 
and the United States, including Alaska. A ‘“‘coastwise vessel” 
loses coastwise status and is subject to quarantine inspection on its 
next arrival at a Canadian port when at any time it touches a foreign 
port other than those mentioned above. 

Where sufficient quarantine information can be given by wireless, 
radio pratique may be obtained between the hours of 0900 and 
1700 the day preceding arrival: 

(a) From “Quarantine Halifax"" by vessels bound for Halifax, 

Nova Scotia. 

(b) From “Quarantine Saint John" by vessels bound for Saint 
John, New Brunswick. 

(c) From “Quarantine Quebec" by vessels approaching Canadian 
ports via the Saint Lawrence River. 

(d) From “Quarantine Victoria’ by vessels bound for ports in 
British Columbia via the Strait of Juan de Fuca, other than 
vessels coming from an Asiatic port except ports in Japan. 

For the purposes of radio pratique vessels are required to give the 
following information: 

(a) Name and nationality of vessel. 

(b) Ports called at during voyage. 

(c) pred and place of last fumigation or derating exemption certi- 
icate. 

(d) Nature of cargo. 

(e) Number of crew. 

(f) Number of passengers. 

(g) Port of destination and name of agent. 

(h) Number of persons without valid vaccination certificates. 

(i) Condition of health of all on board with details of any sickness 
or death which has occurred during the voyage. 

Valid Smallpox vaccination certificates required. 

To facilitate the quarantine clearance of vessels entering the St. 
Lawrence Seaway, the Montreal quarantine facilities have been 
augmented by opening a new office in Montreal East near the en- 
trance to the Seaway. Vessels proceeding directly into the Seaway 
may now receive quarantine inspection and clearance while at 
anchor awaiting entrance to the Seaway. 

RADIO: All communications via Montreal radio, call sign VFN. 
Marine traffic control handle VHF traffic as follows: Between Tracy 
and Cap St. Michel, VHF Channel 10 (156-5 mHz.). From Cap St. 
Michel to Montreal, VHF Channel 13 (156-65 mHz.). Ship to ship 
communication, VHF Channel 6, (156°3 mHz.). Port radar service 
available. 

BERTHING: 


Depth 

Wharf along- 
length side 
(ft.) (ft.) 


Berth number 


(usual name) Remarks 


Mackay Pier 
714 15 
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Depth 
Berth number Wharf along- 
(usual name) length side Remarks 
(ft.) (ft.) 
Bickerdike Pier 
East Side B-1 25-29 
B-2 1,866 29 
B-3 29 
North End 
B-12-N 500 29 
West Side 
B-4 29 
B-5 1,923 29 
B-6 29 
B-7 29 
B-8 1,172 99 
Windmill Point Wharf 
5 W 465 30 Total berthing length 
6W 500 30 1,023 ft. 
7W 523 30 Grain loading 
8Wand 9W 602 30 Grain loading 
Pt.9 W to 10 W 620 30 Grain unloading 
11 NE 302 14 
11 NW 135 14 
12 312 14-29 
Shed (Lower) 2 669 29 Grain loading 
(Upper) 2 Berthing length 605 ft. 
Alexandra Pier 
South Side 
Lower 3 588 334 Berth 3 and 5: Total 
berthing length of 
1,175 ft. Grain loading 
Upper 3 Passenger terminal 
“Iberville” upper shed 3 
Lower 5 587 334 
Upper 5 Passenger terminal 
“Iberville” upper shed 5 
End of Pier 
14E 352 334 
North Side 
Lower 4 620 334 
Upper 4 
Lower 6 619 334 
Upper 6 
King Edward Pier 
South Side 
Lower 7 35 
Upper 7 
Lower 9 1,272 35 
Upper 9 
End of Pier 
16E 354 335 
North Side 
Lower 8 8 35 “Louis Jolliette” 
Upper 8 passenger terminal. 
1,278 Upper shed 8 
Lower 10 35 “Louis Jolliette” 
Upper 10 passenger terminal. 
Upper shed 10 
Harbour Front 
Lower 11 587 29 
Upper 11 Berthing length 475 ft. 
Jacques Cartier Pier 
South Side 
Lower 12 35 
end Hr 1,133 35 Grain loading 
Upper 14 
End of Pier 
18 E 308 29 
North Side 
Lower 13 
Upper 13 
Victoria Pier 
South Side 
Lower 16 843 29 
Upper 16 
East Side 
Lower 18 29 18 and 19 Total berthing 
length 1,151 ft. 
Upper 18 
Under construction 
End of Pier 22N 247 29 
West Side 
20 462 25 
Market Basin 
21 502 25 
22 502 25 Coastal 
23 684 25 Coastal 
(continued over 
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Depth 
Berth number Wharf along- 
(usual name) length side Remarks 
(ft.) (ft.) 
Sect. 24-42 inc. 
24 384 294 
25 965 a 
27 829 
28 807 30 
29 823 30 
30 490 30 Berth not available for 
Mari.ime traffic 
31 505 30 
32 504 30 
33 497 30 
34 512 30 
35 512 30 
36 529 30 
37 537 30 
39 621 30 
40 620 30-35 
41 620 35 
42 621 35 
Laurier Pier 
. gee ol _ tSancng of handling | 
43 N 572 324 container. Grain loading 
Tarte Pier 
44 480 30 
45 481 30 
44E 314 30 
44N 860 30 Grain loading 
45 531 30 Berthing length 480 ft. 
Sutherland Pier 
46 483 32 
46 SE 522 | Bulk sugar facility 
46E 227 32. 
47 330 324 Coastal trade 
Sect. 48-56 Inc. 
48 644 324 
49 601 324 Capable of handling 
containers 
50 623 323-35 
51 786 35 
52 1,114 35 
os 1,286 - \Grain loading 
56 803 27 Grain unloading 
Vickers East 1,515 30 
Vickers West 11052 30 hory Dock 
Sect. 57-61 Inc. 
-- \1,298 ~ One Bridge Crane 
59 585 30 Two gantry cranes, 20 
60 462 30 toris each, capable of 
61 475 30 container handling 
Sect. 62-68 Inc. 
Racine Wharf 
62 506 30 
63 793 30 
64 793 30 
66 831 30 
67 708 30 
68 639 30 
Container Terminal Two travelling container 
653 35 cranes (28 tons and 
45 tons capacity) 
Sect. 71-78 Inc. 
71 650 35 Two travelling cranes, 
30 tons each 
72 650 35 
73 630 35 One travelling container 
crane, 45 tons 
74 633 35 
75 227 35 iat 
otal berthing length 
L = 2 \an ft. capable of 
handling containers 
78 573 35 
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GRAIN FACILITIES: 


Loading 

Loading capacity 

Capacity galleries bushels 
in bushels at berths per hour 


Elevator No. Remarks 


1 (Section 15) 4,000,000 3-5 16,000 
2(Section 19) 2,662,000 8-10-12 30,000 
3 (Section 43) 5,000,000 43N 16,000 
4 5,500,000 54-55 54,000 
5 5,100,000 6W-7W 32,000 2 marine legs 1,590 ft, 


loading galleries total 
26 spouts, unload at 
9W-10W with 2 
marine legs anda 
capacity of 72,000 
bushels per hour 


CRANES: Floating crane 275-ton capacity and many mobile cranes 
with capacity up to 200 tons. 

STEVEDORES: Working hours 0800 to 1200, 1300 to 1700. 
MEDICAL: All medical facilities available. 


TANKERS: 
Depth 
Berth no. Wharf along- 
(usual name) length side Remarks 
(ft.) (ft.) 
B.P. Berth 94 781 35 
Metropolitan Petroleum Ltd. 
95 442 35 Total berthing length 
96 442 30-35 1,328 ft. 
97 445 30 
Texaco 
98 480 35 Total berthing length 
99 482 30-35 }1,442 ft. 
100 480 30 
Imperial Oil 
101 E 630 35 Total berthing length 
1,263 ft. 
102 E 631 35 
102 W 230 30 Total Berthing Length 
rApBie 
101 W 482 20 
Shell Oil 
103 S 622 35 
103 N 622 30 
Sun Oil Can accommodate 
ships of 485 ft. length 
104 107 30 
Gulf Oil Cda 
105 381 30 
106 E 382 30 Total berthing length 
763 ft. 
106 W 227 30 
Petrofina 
109 455 Total berthing length 
910 ft. 
110 E 455 35 
110 W 576 15 
Marien Street Wharf 
110 105 12 


FRESH WATER: Available by pipe-line at most berths. 
FUEL: Oil - all grades can be delivered at oil companies’ terminals; 
also by bunker barges to vessels lying anywhere in the harbour. 

Coal - delivered direct to vessels at coal berths. 

Dock and Location: Section No. 71 and 72. 

Operator : Canadian Import-Weaver Fuels 5250 de Maisonneuve W, 
tel. 484-1112. 

Type of Dock ; Loading and unloading. 

Type of Cargo Handled: Fuel oil. 

Size of Pipe lines: 14 in. and 10 in. 

Storage Capacity : 550,000 barrels. 

Distance from Dock to Storage Tanks; 1,135 ft. 

Length of Dock : 800 ft. 

Depth at Dock : 35 ft. 

Dock and Location: Berth 94, East Montreal. 

Operator: B.P. Canada Limited, 9301 Metropolitan, Anjou, tel. 
352-1700. 

Type of Dock; Loading and unloading. 

Type of Cargo Handled: Crude oil, gasoline, stove oil, marine fuel 
oil, marine diesel fuel, no. 2 fuel oil, no. 6 fuel oil. 

Size of Pipe lines: 16 in.; 12 in. and 10 in.; 10 in.; 12 in.; 12 ini 
12 in.; 12 in. 

Storage Capacity (Barrels): 1,000,000; 430,000; 80,000; Production 
capacity: 15,000; 400,000; 300,0000. 

ae from Dock to Storage Tanks: 34 miles; 1,500 ft.; 1,500 ft. 

miles. 

Length of Dock: 775 ft. 


Depth at Dock : 35 ft. 

Dock and Location ; Sections 97-100. 

Operator: Texaco Canada Ltd. 10200 Notre-Dame St. E., tel. 645- 

11. 

Pra of Dock; Loading, unloading, bunkering. 

Type of Cargo Handled; Gasoline, distillate fuel oils, crude oil, 
marine diesel fuel oils and bunker “C". 

Size of Pipe lines: 2-8 in.; 10 in.; 8 in.; and 2-6 in.; 16 in.; 8 in.; 6 in. 
nd 4 in. 
‘ Storage Capacity (Barrels) : 2,300,000; 1,200,000 and 500,000. 

Distance from Dock to Storage Tanks: 14 miles. 

Length of Dock : 1,495 ft. 

Depth at Dock : 35 ft. 

Dock and Location; Berth 101. 

Operator: Imperial Oil Ltd., 10510 Notre-Dame E. 

Type of Dock; Loading and unloading, bunkering. 

Type of Cargo Handled: Crude oil, gasoline, stove oil, furnace oil, 
diesel fuel, bunker "'C”. 

Size of Pipe lines: 16 in,; 12 in.; and 8 in.; 10 in.; 12 in.; 12 in.; 
16 in. and 12 in. 

Storage Capacity (Barrels): 3,000,000. Total storage capacity 
rotated by products depending on seasonal demands. 

Distance from Dock to Storage Tanks: 2,800 ft. 

Length of Dock; Inside 580 ft. Outside 950 ft. 

Depth at Dock : 28 ft. and 35 ft. 

Dock and Location : Berth 103 S. & 103 N. Montreal East, and Racine 
Wharf, foot Duquesne St. 

Operator: Shell Canada Ltd., 10500 Sherbrooke St. East, Pointe- 
aux-Trembles, Que. Tel. Marine Bunkers and Lubrificants: 866-7571. 

Type of Dock; Loading and unloading. 

Type of Cargo Handled: Gasoline, stove oil, furnace oil, chemicals 
jet fuel, aviation fuel, marine diesel, bunker “C”, thin fuels 200 secs/ 
3,500 secs. At racine Wharf — lubricants. 

Size of Pipe line: 3-10 in., 20 in., 12 in. At Racine. 

Wharf: 2-8 in., 6 in., 4 in. 

Storage Capacity (Barrels); 4,000,000. Total storage capacity at 
Racine Wharf: 120,000. 

Distance from Dock to Storage Tanks: 13 miles, % to Racine Wharf. 

Length of Dock ; 640 ft. at Racine. Wharf 505 ft. 

Depth of Dock; 35 ft. South, 30 ft. North, at Racine Wharf 30 ft. 

Dock and Location: Berth 104, 

Operator: Sun Oil Co, Ltd. 11055 rue Victoria. 

Type of Dock: Loading and unloading. 

Type of Cargo Handled : Gasoline, No. 1 fuel oil, No. 2 fuel oil. 

Storage Capacity (Barrels) : 130,000; 80,000; 240,000; 530,000 (total). 

Distance from Dock to Storage Tanks: 2,300 ft. 

Length of Dock; 107 ft. 

Depth at Dock : 35 ft. 

Dock and Location: Berths 105 and 106. 

Operator; Gulf Oil Canada Limited. 3501 Broadway. Tel. Marine 
Bunkers: 645-8767; Marine Lubes: 274-4453. 

Type of Dock: Loading and unloading. 

Type of Cargo Handled: Crude oil; gasoline; light fuels; marine 
gasoil; marine diesel; medium fuels 200 secs/3,000 secs; bunker “*C"’. 

Size of Pipe lines: 12 in. and 8 in.; 10 in.; 3-8 in. 

Storage Capacity (Barrels) : 6,300,000 total storage capacity rotated 
by products depending upon production requirements. 

Distance from Dock to Storage Tanks: 1 mile. 

Length of Dock ; 985 ft. 

Depth at Dock: 30 ft. 

Dock and Location; Sections No. 110 and 111. 

Operator: Canadian Petrofina Ltd. 11701 Sherbrooke St. E. Tel. 
645-9221. 

Type of Dock: Loading and unloading. 

Type of Cargo Handled: Gasoline; crude oil; No. 6 fuel oil; middle 
distillates. 

Storage Capacity (Barrels) ; 650,000; 900,000; 300,000; 540,000. 

Distance from Dock to Storage Tanks: 3 mile. 

Length of Dock; 910 ft. 

Depth at Dock : 35 ft. 

FIRE PRECAUTIONS: Looped wire over stern and bow not more 
than 4 ft. above water for towing in case of fire. 
GANGWAY/DECK WATCHMEN: Required. 
OPENING/CLOSING HATCHES: Always done by stevedores. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes; 50 cigars; 
tobacco, 2 Ib. per person over 16. Wine/Spirits, Total of 40 oz. per 
person over age of 21. 

Subsequent issues may be authorized to crew members of foreign 
vessels, but the maximum quantity any crew member may hold at 
any one time must not exceed 300 cigarettes, 75 cigars, 3 |b. tobacco, 
and 60 oz. liquor. 

IDENTIFICATION CARDS: Not required. 


CONSULS: Consulates of the following countries are available in 
Montreal: 


Belgium Italy 

Denmark Netherlands 
Finland Norway 
France Panama 
Germany United States 
Greece Venezuela 


REPAIRS: All kinds of hull and engine repairs possible. ; 
DRY DOCKS: Steel floating dock: Length 585 ft., lifting capacity 
25,000 tons. Steel floating dock section: Length 400 ft., lifting capacity 
17,500 tons. Steel floating dock section: Length 200 ft., Lifting 
Capacity 6,700 tons. 

he 200 ft. sections may be joined to either of the other docks, 
making the maximum length for docking 785 ft. 


CANADA 


All docks breadth at entrance 107 ft. Draft over keel blocks 274 ft. 
REPATRIATION: All facilities available. 
AIRPORT: International Airport. 
TIME: GMT minus 5 hours. Daylight saving time applied from last 
Saturday of April to last Saturday of October. 
HOLIDAYS: New Year's Day; Epiphany; Good Friday; Ascension 
Day; St. Jean Baptiste Day (June 24th); Labour Day; All Saints Day; 
Christmas Day. 
POLICE/AMBULANCE/FIRE: Emergency telephones at berths, 
directly connecting berth with Police and Ambulance. 
SHORE LEAVE: Permitted. 
AUTHORITY: National Harbour Board, Port of Montreal Building, 
Cité du Havre, Montreal P.Q. H3C 3R5. 


NANAIMO, B.C.: 49.10 N. 123.57 W. 


DOCUMENTS: 

3 copies Crew List form 1MM.200. 

1 copy Passenger List. 

3 copies Ship Stores E.1. 

3 copies Crew Declarations Y.14. 

1 Quarantine Certificate. 

Manifest from previous Ports. 

PILOTAGE: See “Vancouver”. 

ANCHORAGES: See “Vancouver”. 

RESTRICTIONS: No restrictions on Nanaimo Assembly Wharf. 
Harmac Wharf restricted from 10.45 p.m. to 7 a.m. 

MAX. SIZE: Ships of any size can be taken into harbour with safety. 
Controlling depths are: Harbour entrance, 57 ft. at high water and 
scine yids water. Mean channel depth, 31 ft. at LW. Mean rise of 
tide 13 ft. 

HEALTH: Pratique granted at Victoria, B.C. 

RADIO: Vancouver Radio. 

TUGS: Join vessel at Gallows Point, Protection Island. Ship's 
lines to be used. 

BERTHING: Berth A - 34 ft. LLW. Berth B - 34 ft. LLW. Berth C - 
37 ft. LLW. 

STEVEDORES: Ordered by Agent, 16 hours minimum notice. 
MEDICAL: Hospital facilities available. 

TANKERS: Tanker berths at private companies’ wharves where 
own regulations on lines apply. 

DENSITY: September to May inclusive 1.0203 average. June to 
August inclusive 1.0171 average. 

FRESH WATER: Available ex wharf. 

FUEL: Limited quantities available by truck delivery only. 

FIRE PRECAUTIONS: No other specific precautions except 
during extreme heat when smoking may be prohibited on wharf 
adjacent to lumber. 

GANGWAY/DECK WATCHMEN: Services not necessary but 
security guards are available. 

OPENING/CLOSING HATCHES: Either crew or stevedores, by 
arrangement. 

CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes per week or 
+ lb. tobacco and 15 cigars. Wine and/or Spirit. Officers allowed 
40 oz. liquor per week. Crew allowed beer only, any amount. Note: 
Beer is not bonded. 

IDENTIFICATION CARDS: Not necessary. 

CONSULS: None. 

REPAIRS: Temporary repairs only. 

REPATRIATION: Facilities exist in Vancouver, 

AIRPORT: Cassidy Airport, 10 miles South of Port. Charter flights 
only. Seaplane service from Harbour to Vancouver or charter. 
TIME: Pacific Standard Time, 8 hours behind GMT. Daylight 
Saving Time in effect from late April to late October. 
HOLIDAYS: No cargo work on Sundays and/or Holidays with 
exceptions as follows: 

(1) Sundays and Good Friday, Easter Monday, Victoria Day (24th 
May), Dominion Day (July ist), Thanksgiving and Remem- 
brance Day crews are available at overtime rates by arrange- 
ments. 

(2) fic cargo work on Christmas Day, Boxing Day and New Year's 

ay. 

(3) Labour Day in case of emergencies only. 

(4) Crews cease work at 1200 hours on December 24th until 0800 
December 27th; also from 1200 December 31st until 0800 
January 2nd. 

POLICE/AMBULANCE/FIRE: Police 754-2345; Ambulance 753- 
4433; Fire 753-1234, 

TELEPHONES: Available for each vessel. 

SHORE LEAVE: Allowed. 

AUTHORITY: Nanaimo Harbour Commission, PO Box 131, 
Nanaimo, B.C. Tel. 753-4146. 


NEW WESTMINSTER, B.C.: 49.12 N. 122.55 W. (See 


Plan) 

DOCUMENTS, ANCHORAGE, and further information: Refer to 
“Vancouver, B.C.". 
PILOTAGE: Compulsory from Fraser River Sands Heads. 
MAX. SIZE: Draft limited to 33 ft. on 12 ft. tide. 
HEALTH: Pratique and quarantine at Victoria B.C. 
TUGS: Available, normally join vessel on arrival. 
BERTHING: (North and South side of river). 

Pacific Coast Terminals Co. Ltd.: 8 berths for vessels up to 35 ft. 
draft. Covered storage for general cargo, pulp and mineral concen- 
trates. 


Fraser—Surrey Docks Ltd.: 3 general berths, total lengih 1,800 ft., 
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1 sawdust/woodpulp bulk cargo berth and 1 tranship berth. Depth 
at low water 33 ft. Water, power and telephone connections at all 
berths. Cargoes handled include forest products, steel, heavy lifts 
bulk and general cargo, as well as roll-on/roll-off cargoes and 
containers. Terminal well equipped with fork lifts, front-end loads 
and cranes to 250 tons. Operators are Johnson Terminals Ltd. 
Fraser Wharves Ltd.: 1 berth, length 500 ft., width 45 ft. Berth for 
loading and unloading cars. 
Annacis Marine Terminals.: 1 Berth, length 552 ft., width 60 ft. 
Situated at East end of Annacis Island for discharge of cars. 
Domtar Chemicals Ltd.: 1 berth, length 610 ft., depth 27 ft. Berth 
connected to plant by 30 in. conveyor belt system for transfer of 
crude rock gypsum. to the plant. 
Crown Zellerbach Building Materials Ltd.: 2 berths, total length 
1,300 ft., depth at LW 30 ft. Berth is upstream of the Patullo bridge. 
Canadian Rice Mills Ltd.: Situated on North cide of river at Rich- 
mond. 1 Berth, length 400 ft., depth at low water 30 ft. 
MEDICAL: All services available. 
DENSITY: Varies with location and season. 
FRESH WATER: Available. 
FUEL: All grades available. 
DEVELOPMENTS: Future developments call for 35 ft. draft and 
expanded berthing facilities. 
CONSULS: At Vancouver. 
REPAIRS: Engine repairs only. 
AIRPORT: Nearest at Vancouver. 
TIME: Pacific Standard Time, GMT minus 8. 
POLICE/AMBULANCE/FIRE: Police 521-7711; Ambulance 872- 
5151; Fire 526-4411. 
SHORE LEAVE: Allowed. 
AUTHORITY: Fraser River Harbour Commission, New West- 
minster. 


NORTH SYDNEY, N.S.: 46.16 N. 60.13 W. 


DOCUMENTS: And all general information, refer to “Sydney, 
N.S.". 

PILOTAGE: Is compulsory. Pilot boards off Cranberry Head. 
Refer to ‘Sydney N.S.”. 

RESTRICTIONS: Navigation season approx. 1st April to 15th 
January. Channel depth 42 ft. 

ANCHORAGE: Above the ballast ground in depths of 5 to 7 
fathoms. 

PRATIQUE: Obtained at Sydney, N.S., by radio. 

MAX. SIZE: Draft 35 ft. 6 in. for entering harbour. Berthing restricted 
by depth alongside. 

TUGS: Available, but not normally required. 

BERTHING: Canadian National Railway Pier: 1,080 ft. length, 
depth alongside 25 to 35 ft. 

FRESH WATER: Available from wharves. 

FUEL: Fuel and diesel can be supplied. 

REPAIRS: Machine shop facilities for hull and engine repairs. 
AUTHORITY: Dept. of Transport, Harbour Master. 


OCEAN FALLS, B.C.: 52.21 N. 127.41 W. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 copies Inward Report (Customs A6). 
PILOTAGE: Compulsory. Pilots may be taken at Vancouver or 
Victoria. ETA to be given to Pilots 6 hours before arrival through 
radio station VAK. 
ANCHORAGE: in harbour, ample room for any size vessels. 
RESTRICTIONS: Channel depth 25 fathoms. 
MAX. SIZE: For berthing alongside, length 500 ft., draft 30 ft. 
HEALTH: Ships from overseas are given pratique at William Head. 
RADIO: Vancouver Radio, VAK. 
TUGS: Not usually considered necessary. Can be made available 
by prior arrangement. 
BERTHING: Crown Zellerbach Canada Limited owns five wharves, 
depth alongside 31 ft. at low water. 
FRESH WATER: Available from wharves, free of charge. 
FUEL: 1,500 sec. fuel available from oil wharf. 
REPAIRS: Minor repairs to hull and machinery can be effected. 
No dry docks. 
STEVEDORES: Gangs of longshoremen can be hired by 
arrangement. 
AIRPORT: B.C. Airlines operate daily seaplane service to 
Vancouver. 
MEDICAL: Hospital facilities available. 
CUSTOMS ALLOWANCE: 200 cigarettes or 2 Ib. tobacco may 
be held out of bond per person, and 40 ounces of alcohol. 
SHORE LEAVE: Crew members allowed ashore. 
HOLIDAYS: Easter Monday; July 1st; Labour Day; Thanksgiving 
Day; Remembrance Day; Christmas and Boxing Day; New Year's Day. 
POLICE/FIRE/AMBULANCE: Police tel. 289-4111; Fire 289-4123; 
Ambulance 289-4123. 
AUTHORITIES: Dept. of Transport, Harbour Master. Crown 
Zellerbach Canada Ltd. 
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PICTOU, N.S.: 45.41 N. 62.43 W. 


DOCUMENTS: 

Customs Report Inwards, Form A6 in duplicate. 

Clearance from last port. 

Stores List, Form E1 in duplicate. 

Crew Declarations, Form Y14 in duplicate. 

Crew List, Immigration Form 200 in duplicate. 

Quarantine Q25 in duplicate. 

Fumigating and Deratting Certificate. 

Load Line Certificate. 

Inspection Certificate. 

Safety Equipment Certificate. 

Radiotelegraphy Certificate. 

Certificate of Register. 

If Pictou is first port of call in Canada photostat copies of the 
ship's ocean bills of lading in duplicate to cover all goods for dis- 
charge in Canada. 

PILOTAGE: Normally arranged through Halifax as there is no 
radio station in Pictou. Various pilot boats in use. 
ANCHORAGE: Safe anchorage all over harbour in 40 ft. 
RESTRICTIONS: No entry restrictions except draft over bar at 
entrance to harbour, which is 22 ft. low water. 

wee SIZE: Government pier 720 ft. long with 27 ft. water on both 
sides. 

HEALTH: Masters must complete Quarantine form QS.25. Vessol 
may be quarantined by port doctor, if any disease on board. 
RADIO: Halifax, call sign VCS, channels 26, 59, 79. Alternate 
Charlottetown call sign VCA, Channel 59. 

TUGS: Not necessary for berthing. 

ot No specific requirements; berths usually available a! 
all times. 

STEVEDORES: Usually 24 hours notice required for stevedores, 
MEDICAL: Hospital facilities available. Serious cases may be 
transferred to larger hospital at New Glasgow 8 miles distant, or to 
Halifax 100 miles distant. 

FRESH WATER: Supplied by town through 4 in. line. Water 
pressure 110 pounds. 

FUEL OIL: Diesel fuel available in quantity. 24 hours notice required 
for bunker fuel as it is only brought in on order. 
GANGWAY/DECK WATCHMEN: Not usually required unless 
requested by ship. 

OPENING/CLOSING HATCHES: Usually by crew. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per man, 
Issue may be made if ship is in port for long periods. Wine/spirits: 
One bottle per man. 

IDENTIFICATION CARDS: Not required. Customs and Immi- 
gration Officer should be notified if any crew member wants to 
travel any distance from port area. 

CONSULS: None. 

REPAIRS: Facilities to carry out all types of ship's repairs, includ- 
ing deck, engine, electrical and hull repairs. 

DRYDOCKS: Largest dry dock, 2,000 ton capacity, 250 ft. long, 
42 ft. beam. 

REPATRIATION: Crewmen would be repatriated through Halifax. 
AIRPORT: Closest airport at New Glasgow, 8 miles distant. Air- 
port served daily by Eastern Provincial Airlines which connect with 
Halifax. No international airlines use this airport. 

TIME: Eastern Standard Time GMT minus 5 hours. Daylight saving 
time from last week-end in April to last week-end in October, clocks 
advanced 1 hour. 

HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Queen's Birthday (May 19th); Dominion Day (July 1st); Labour Day 
(1st Monday in September); Thanksgiving Day (2nd Monday in 
October); Remembrance Day (November 11th); Christmas Day; 
Boxing Day. Cargo normally not worked on holidays. Would have to 
be arranged with stevedoring company. 
POLICE/AMBULANCE/FIRE: Police 485-4363; Fire 485-4141; 
Ambulance 485-4381. 

TELEPHONES: Facilities available for placing telephones on ships. 
GENERAL: For larger and bulk cargoes stevedores should be 
notified well in advance. Rates vary according to the type of cargo. 
AUTHORITY : Department of Transport, Harbour Master, 485-4067 
Beeches Road, Pictou, Nova Scotia. Regional office for Department 
of Transport is located at Charlottetown, PEI. 


PORT ALBERNI, B.C.: 49.14 N. 124.50 W. (See Plan) 


DOCUMENTS, HEALTH, CONSULS, etc.: See "Vancouver". 
PILOTAGE: Compulsory, contact through Vancouver Radio. Pilot 
boards at Cape Beale. 
Te Dar Deep water anchorage available in harbour, depths 
up to 60 ft. 
RESTRICTIONS: Depths in approaches 84 ft. MLLW. 
TUGS: Available and required for berthing. 
BERTHING: Pulp and paper wharf with two berths: supplied 
directly from MacMillan Bloedel’s pulp and paper mill. Berthing 
length is 500 ft. with 33 ft. depth. Storage sheds in the centre, with 
berths either side and specialised equipment for loading pulp and 
rolls of paper. A smaller berth in the river is used for loading 7,200 ton 
cargoes on specially covered newsprint barges. 

Somass Sawmill Wharf: berthing length 950 ft. with 35 ft. depth; 
cranes of 5 and 30 ton capacity. 

New Port Alberni Terminals Berth 3: completed in 1971, is 600 ft 
long and, with the aid of pile dolphins, can berth ships of 700 ft. 
and over, with a depth alongside of 40 ft. 


Port Alberni Terminals Berths 1 and 2: berthing is 1,050 ft. with 
36 to 50 ft. depth. Storage sheds and forklifts, with a six ton electric 
crane on the dock. 4 
STEVEDORES: 15 gangs available. Refer Vancouver" for holi- 

ays, etc. 
MEDICAL: Doctors and hospital facilities available. 
DENSITY: Salt water. 

FRESH WATER: Available at wharves. 

FUEL: Supplies by barge from “Vancouver”. 
CUSTOMS ALLOWANCES: See “Vancouver”. 
REPAIRS: Machine shop capable of major repairs. 
AUTHORITY: Port Alberni Harbour Commission. 


PORT ALFRED, (Including Bagotville) 
Quebec: 48.20 N. 70.53 W. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 Crew's Declaration (Can. Form Y.14). 

3 Stores Lists (Can. Form E.1). 

Quarantine (Can. Form QS.2001). 

3 Cargo Manifests. 

3 Bills of Lading. 

2 Stowage Plans. 

Harbour Master Dues receipt. 

Ship's Register to verify gross and net tonna jes. 
PILOTAGE: Pilotage is compulsory. A minimum notice of 12 hours 
must be given to ensure availability of Pilot. This notice to be con- 
firmed 3 hours prior to arrival at pilot station. Reports stating ETA 
and Net Reg. Tonnage of Vessel to be addressed to ‘Pilots Mon- 
treal’ and passed by the Marine Traffic Control communication 
system on VHF Channel 14 (156-7 mHz), or by any coast radio station. 

The pilot station for vessels upbound to Baie des Ha! Ha! is 
located at Anse-aux-Basques, charted 2 miles Southwest of Les 
Escoumains Wharf on the North shore of the St. Lawrence river and 
for downbound vessel at Quebec City. 
ANCHORAGE: Vessels awaiting berthing facilities anchor off 
Anse a Philippe (48.21 N., 70.73 W.). 
RESTRICTIONS: None. Vessels may enter or depart at any time 
of day or night. 
MAX. SIZE: Vessels of up to 36 ft. draft may berth; length and 
breadth not considered. 
HEALTH: Pratique obtained by cable to Quarantine Quebec. 
Doctors board vessel on arrival and original pratique serves for 
duration of vessels stay in Canada. See also ‘‘Montreal”’. 
RADIO: Halifax radio station used by vessels while in Atlantic and 
Sept-lles Radio Station while in Gulf of St. Lawrence. 
TUGS: Two tug-boats available. Join vessel 4 mile off wharves at 
Port Alfred. Ship's lines used. 
STEVEDORES: ETA sent by cable 72, 24 and 12 hours prior to 
arrival is sufficient to arrange gangs. 
VHF: VHF radio telephone Channels 14 and 16, 
MEDICAL: General Hospital at Chicoutimi located 13 miles away, 
in addition to local hospital. 
BERTHING: 
N.H.B. Facilities 


Depth 
Berth number Wharf at Low 
(usual name) length Water Remarks 
(ft.) (ft.) 
Bagotville 
Main Wharf 
(outer face) 167 28 
Lepage 
(outer face) 79 10 
Grande Baie Wharf 833 
(outer face) 44 a 
Private Facilities 
Depth 
at Low Utilisation and 
Berth Length Water General Remarks 
(ft.) (ft.) 
Port Alfred 
(1) Powell Wharf 
South Side 1,138 33 Floor capacity 20,000 tons. 
North End 481 36 Two 5 ton electric level- 
Across outer 215 36 luffing gantry cranes (bucket 
end or hook) operate on a 35 ft. 
apron. 
(2) Duncan Wharf 
South Side 1,265 36 For unloading bauxite and 
salt (bulk). Five electric 
gantry towers. 350 tons per 
hour each, 
(3) Consolidated 
Bathurst 
North Side 600 25 


TANKERS: One 14 in. discharge line using 10 in. and 12 in. dis- 
charge hoses. ASA fittings. No slop discharge facilities. One berth 
available for tankers at 36 ft. draft. 

DENSITY : 1005. 


CANADA 


FRESH WATER: Available at most berths. 

FUEL: Only small quantities of O.M. diesel available by tank trucks. 
FIRE PRECAUTIONS: Alcanport have a trained fire-fighting 
crew and fire hydrants installed at all strategic points. No-smoking 
on all wharves and in ship's holds. 

GANGWAY/DECK WATCHMEN: Available if required. 
OPENING/CLOSING HATCHES: Done by crew on bulk dis- 
charging. On general cargo, stevedores open and close hatches. 
CUSTOMS ALLOWANCE: One carton (200) cigarettes allowed 
for each crew member. Wine and/or Spirits, one bottle for Officers 
and crew and 5-6 bottles to Master. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Royal Norwegian Consulate, Italian Consular Agent. 
REPAIRS: Only minor deck and engine repairs. 
REPATRIATION: Facilities convenient for crew changes. 
AIRPORT: Modern airport, two flights per day. 

TIME: GMT minus 5 hours. Daylight Saving Time applied from 
last Saturday of April until last Saturday of October of each year. 
HOLIDAYS: New Year's Day; Easter Monday; St. John the Baptist 
Day; Labour Day; Confederation Day; Christmas Day. No work 
performed on these days. 

POLICE/AMBULANCE/FIRE: Police 544-3355; Fire 544-3355; 
Ambulance 544-3331. 

TELEPHONES: Telephone outlets at each berth; telephone can be 
put on main deck of vessels at no charge. 

SHORE LEAVE: Crew members allowed ashore. 

AUTHORITY: Aluminium Co. of Canada Ltd., PO Box 10, Port 
Alfred, Quebec. Tel. 544-3311. Telex: 011-36176. National Harbours 
Board, PO Box 760, Chicoutimi, P.Q. Port Manager, tel. 543-0261. 


PORT CARTIER, Quebec: 50.02 N. 66.47 W. 


DOCUMENTS: 

Deratisation Certificate. 

Smallpox Vaccination Certificate. 
Immigration 

Crew List Form 1MM.200 in triplicate. 

Customs 

Report inwards (A.6) in triplicate. 

Crew Declaration (Y.14) in triplicate. 

Ship's Stores List (E.1) in triplicate. 

Ship's Register. 

Clearance from Last Port. 

Manifest of cargo. 

PILOTAGE: Compulsory. Pilots board about 1 mile off by tug-boat. 
Frequencies for VHF communication with Pilot and harbour office. 
Calling 156:8 megs. Receiving/transmitting 1566 megs. Internal 
harbour (tugs and Pilots) 156-35 megs. 

Vessels over 40,000 dwt. shall also provide accommodation 
ladder with rope ladder alongside. The landing platform of the 
accommodation ladder should be approximately 20 ft. above the 
water. 

APPROACHES: The depth of water in the harbour from the 
entrance is 50 ft. at Mean Low Tide. The approach channel is 40 ft. 
at Mean Low Tide for a width of 1,000 ft. A depth of 54-5 ft. at Mean 
Low Tide is maintained in the channel for a width of 200 ft. on each 
side of the centre line of approach into the harbour. ; 
ANCHORAGE: The recommended area is from position 50° 00’ 00” 
N., 66° 47’ 00” W., due North to position 51° 01’ 00” N., 66° 47’ 00” W., 
due North-eastward to position 50° 01’ 30” N., 66° 45’ 00” W., then due 
South to position 50° 00’ 30” N., 66° 45’ 00” W., and then due South- 
westward to position 50° 00’ 00” N., 66° 47’ 00” W. 
RESTRICTIONS: Vessels with 50 ft. draft and over must sail on 
the tide. Tidal range 6 ft. to 12 ft. 

MAX. SIZE: Max. size of vessel 1,000 ft. length, 170 ft. beam, max. 
draft 54 ft. 

HEALTH: All vessels should 24 hours before arrival and during 
normal office hours (holidays and Sundays excepted) radio — ‘‘Quar- 
antine Quebec” for radio pratique. Ships trading between Canada 
and the United States continuously and touching no other foreign 
port, since last granted Canadian pratique, comply with the above, 
only on first trip to Canada. 

The quarantine message should contain: Name of vessel, Nation- 
ality of flag, Port of Departure, Destination, Type of cargo or in 
ballast, Number of crew and passengers, Health condition on board 
ship. 

Vessels inspected by Port Health Officer soon as possible, in 
berth or not. 

Persons not in possession of valid smallpox certificate are re- 
vaccinated if vessel arriving from suspect area. 

Masters shall have ready for inspection: 

Maritime Declaration of Health Form Q.S. 2001 in duplicate. 

Deratisation Certificate. 

All Smallpox vaccination certificates of crew and passengers if 
vessel is arriving from an Infected Port — otherwise not necessary. 

Medical parades of crew may be conducted by the Port Health 
Officer on vessel's arrival alongside. 

RADIO: Cable Address ‘“'Cartier’’ Port Cartier. 

Vessels entering the Gulf from the Atlantic should keep watch on 
Halifax Radio for all traffic. During the ice season this station also 
issues an ice report and vessels should report to Ice Information 
Officer, Halifax N.S. 36 hours before entering the Gulf. Information 
as to time of reports and frequencies will be found in International 
Radio Aids to Navigation Manual. 
Traffic List 420 kHz 

2582/16-19 


Even hours plus 50 GMT 
Even hours plus 40 GMT 
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Weather, Ice Reports and Notice to Shipping. 


Channel 59 ~=Receiving Frequency 2582 kHz. 
Channel 26 Receiving Frequency 161-9 mHz. 1330 GMT 
and CW 1830 GMT 
0130 GMT 


When vessels are 36 hours from Port Cartier, they should keep 
W/T watch on VCK Seven Islands radio for traffic from this Port. 
Seven Islands Calling and Receiving: 


W/T Frequency Calling 500 ~=kHz. 
R/T Frequency Transmitting 2582 kHz. 
Calling 2182 = kHz. 

Receiving 2206 = kHz. 

R/T (Duplex) Transmitting 2582 = kHz. 
if 2514 ~—kHz. 

” 2550 ~—ikHz. 

Receiving 2206 = kHz. 

r 2118 kHz. 

nN 2158 ~=kHz. 

VHF Calling 156-8 mHz. 
Receiving & Transmitting Port Cartier 156-6 mHz. 
Internal Harbour (Tug & Pilot) 156:35 mHz 


The Port Office telephone number is (418) 768-2485, and Telex 

number is 011-8-6422. It is also fitted with VHF on the frequencies 
mentioned above. The office is open to receive messages on a 
24-hour basis. Radio and radio telephone traffic by a ship at anchor 
in the area off Port Cartier is permissible. 
ARRIVAL ADVICE: Ore Carriers: Each vessel operator or its 
principal shall notify Quebec Cartier Mining at least two weeks 
prior to the expected arrival of each vessel at Port Cartier and 
Quebec Cartier Mining Company shall forthwith advise such vessel 
operator or principal whether it can accept the vessel at such time. 
An allowance of three days preceding and three days subsequent 
to the date so fixed will be made for the actual arrival of each vessel. 
If the vessel's actual arrival is not within such three-day period 
preceding or subsequent to the date fixed for its arrival. Quebec 
Cartier Mining Company may fix another arrival date for such 
vessel that will not interfere with other scheduled loading. Quebec 
Cartier Mining Company shall be kept fully advised of all vessel 
nominations, substitutions, cancellations, delays, sailing dates at 
Port Cartier of all vessels designated to accept delivery of ore at this 
Port. 

ETAs - All vessels must advise ETA 72 hours, 48 hours and 
24 hours, before arrival. If any change in ETA of more than one hour 
occurs after transmission of the 24 hour ETA, the vessel must send 
a corrected ETA immediately. These ETAs shall be submitted in 
local time at Port Cartier. 

Vessels proceeding to Port Cartier will advise tonnage of cargo 
required and the amount and currency of funds required, if any in the 
72 hour ETA message. In the 24 hour ETA the estimated time for 
pumping ballast after arrival alongside should be included. However, 
if because of weather or any other cause the estimated pumping 
time should change, the vessel shall notify Quebec Cartier Mining 
Company's Port Authority by an additional message. 

All ships shall request docking instructions 2 hours before arrival. 

Ships inbound for Port Cartier from Seaward between December 
15th and April 15th should report to ‘Ice Halifax'’ 36 hours before 
passing Cape Ray for ice channel routing. 


Radiogram Ice Halifax 
Station Sydney Call Sign 1 
Frequency 489 kHz. CW 
” 2598 kHz. RT 
161-9 mHz. RT 


N.B. Ships trading in the Gulf of St. Lawrence during this period 
should avail themselves of the Canadian Government Publication 
“Ice Navigation in Canadian Waters”. 

Grain Carriers: ETAs: All vessels must advise “Cartier” Port 
Cartier, ETA 72 hours, 48 hours and 24 hours before arrival. If any 
change in ETA of more than 1 hour occurs after transmission of the 
24 hour ETA, the vessel must send a corrected ETA immediately. 

Vessels proceeding to Port Cartier will advise in the 72 hour ETA 
amount of grain required and amount of grain fittings if any required 
on arrival. 

All ships are to request docking instructions 2 hours before 
arrival. 

Ships inbound for Port Cartier from Seaward between December 
15th and April 15th should report to “Ice Halifax" 36 hours before 
passing Cape Ray for ice channel routing. 


Radiogram Ice Halifax 
Station Halifax Call Sign cvs 
Frequency 489 kHz. CW 
+ 2598 kHz. RT 
161-9 mHz. RT 


Coasting Vessels: (Vessels that do not make voyages outside 
Canadian waters.) 

Cable Address “Cartier” Port Cartier. 

ETA: All vessels should advise ETA 24 hours before arrival. 
If any change in ETA of more than 1 hour occurs after sending 24- 
hour notice, vessel should send corrected ETA immediately. 

The Port Office telephone number is (418) 768-2485, and telex 
number is 011-8-6422. It is also fitted with VHF. The office is open to 
receive messages on a 24-hour basis. Radio traffic by a ship at 
anchor in the area of Port Cartier is permissible. 

All ships are to request docking instructions 2 hours before 
arrival. 

TUGS: Compulsory. Meet vessel outside harbour under insiruc- 
tions ree pilot. Tug lines used at all times. Two tugs of 3,800 h.p. 
available. 
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BERTHING: North dock 2,500 ft. long includes berth No. 1 West 
berth, length 1,000 ft., for ore loading, and berth No. 4 East berth, 
length 1,500 ft., for standby or emergency use only. The South dock 
length 1,480 ft. includes berth No. 2 West berth for discharging 
grain, and berth No. 3 East berth for loading grain. Tanker berths also 
located on the South dock. Berth No. 5 on the South side of the 
South dock for general cargo use by coastal vessels only. Coastal 
vessels also use berths No. 2 and 3 when permitted by the Por 
Authority. 

Vessels cautioned not to use anchors in harbour in case of 
damage to bubbler system installed on the bottom of harbour. The 
bottom is smooth surface rock and anchors are of very little value, 

Faces of all berths fitted with rubber tyre fenders. All mooring 
ropes and wires should have eyes at least 8 ft. in diameter. 
MEDICAL: Hospital facilities and dentist available. 

TANKERS: No facilities for slop discharge. 

DENSITY: Has been known to vary slightly between 1025 and 1021, 
but is considered salt. 

FRESH WATER: Available to all vessels at Berths No. 1, 2,3 
and 5 with connections conveniently located. Rate of approximately 
50 tons per hour. The fresh water line is 6 in. with 2} in. standard 
Quebec hose, male connection of 7 threads to the inch. Necessary 
connections and hoses are to be furnished and handled by vessel, 

If required, fresh water can be supplied to vessels at anchor, 

Maximum amount per trip 50 tons. Cost per trip $200. 
FUEL: Available at Berths No. 1, 2 and 3 for Bunker ‘*C" marine 
diesel and/or any specialised blend and connections are positioned 
for ready supply to all vessels. All bunker requirements are directly 
supplied by Gulf Oil Canada Limited, and proper credits should be 
established. Bunker “C" can be supplied at approximately 2,700 
barrels per hour. Marine diesel oil can be supplied at approximately 
2,400 barrels per hour. Bunker ‘'C" line is 10 in. with 6 in. reducer 
flange connection. Marine diesel oil line is 8 in. with 4 in. reducer 
flange connection. There is no coal available at this port. 

Vessels nominated for Port Cartier and required to anchor 
awaiting a berth, which in the meantime require bunkers, will be 
permitted to enter the harbour, if a berth is available with bunkering 
facilities, for the purpose of bunkering, and shall then return to 
anchor. The fee for this service shall be $300 plus second tug when 
used; and applicable line handling charges when used. 
GANGWAY/DECK WATCHMEN: Not necessary. Security 
guards obtainable on request. 

OPENING/CLOSING HATCHES: Normally done by crew. 
CUSTOMS ALLOWANCES: Canada Customs regulations 
allow each crew member to have in his possession for his personal 
consumption 200 cigarettes, 50 cigars and 2 Ibs. tobacco; also 40 
oz. of spirituous liquor or wine or 24 pints of beer or ale. All quantities 
must be declared on Crew Declaration Form Y-14 along with all 
personal effects such as Radios, Cameras, Tape Recorders, 
Binoculars, Souvenirs, etc., plus serial numbers of these items. 

N.B. Masters of vessels are advised that tobacco items and spirits 
in excess of these amounts in possession of crew members should 
be collected and placed in bonded stores prior to the vessel's 
arrival in order to speed up the clearance of the vessel. 
IDENTIFICATION CARDS: Not necessary. 

REPAIRS: Only minor repairs possible. 

REPATRIATION: Crew changes and repatriation can be carried 
out. 

AIRPORT: Nearest airport is Seven Islands about 40 miles by road. 
Services to Quebec City and Montreal, 4 flights daily. 

TIME: Port Cartier is located in the Eastern Standard Time Zone 
(GMT less 5 hours). Daylight Saving Time is observed from last 
Saturday in April to last Saturday in October. 

HOLIDAYS: Ore vessels not loaded on New Year's Day (January 
1st), and Christmas Day (December 25th), nor from 0800 hours Sun- 
day to 1600 hours Sunday nor during the same period on the following 
holidays: Good Friday; St. Jean Baptiste Day (June 24th); Dominion 
Day (July 1st); First Monday of August; Labour Day (First Monday of 
September); Thanksgiving Day (Second Monday of October); 
Immaculate Conception (December 8th). 
POLICE/AMBULANCE/FIRE: Police 766-2233; Ambulance/Fire 
768-2300. 

TELEPHONES: No direct connections to vessels. Available on 
berths. 

GENERAL: Vessels which have completed discharging of grain 
and are to load iron ore should have ratguards fitted to all mooring 
lines at all times. 

SERVICES: Electronic repair services to navigational equipment. 
Should be requested in advance. 

SHORE LEAVE: Permitted. 

DELAYS: Occasionally Easterly weather conditions may delay 
vessels berthing. 

GENERAL: Grain vessels: Vessels ordered to anchor should 
do so in the recommended Anchorage. Failure to do so may result 
in delays to vessels from being boarded by Port and Government 
Authorities. 

Vessels arriving in ballast should ensure they are in good trim for 
safe handling into the harbour, bearing in mind the loading rate s0 
as not to cause any delay in loading due to deballasting. Howevet, 
should a vessel not be sufficiently ballasted at the time of proceeding 
into the harbour, the pilot may request further ballasting depending 
on the prevailing weather conditions. If in doubt, Master should 
contact the Port Office by radio telephone. 

Vessels should have main engines and deck machinery operable 
at all times. when alongside the berth. Permission contrary to the 
above must be obiained from the Port Authority through the Agea 

Vessels usually dock starboard side at the Grain Berth. 
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Tankers and OBO vessels having discharged Petroleum products 
at last port and not in possession of a Gas Free Certificate by an 
independent Chemist will advise accordingly in the 72 hour ETA, 
and arrangements will be made to have a chemist available on arrival 
at vessels expense. 

All vessels discharging or loading grain will at all times have 
adequate ratguards on all mooring lines. 

Ore carriers: 

Loading Conditions: Quebec Cartier Mining Company will load ore 
at Port Cartier into vessels conforming with the Specifications 
hereinafter set fo. th. Quebec Cartier Mining Company has installed 
equipment at Port Cartier having a rated capacity for free loading 
at 6,000 gross tons per hour. Any trimming beyond that necessary 
for the safety of the vessel which is desired by the vessel and is 
consented to by Quebec Cartier Mining Company and which must 
be limited to lower holds, shall be at vessels expense. 

Loading Minimum and Vessel Specifications : Each vessel designated 
to accept delivery of ore at Port Cartier, must conform in construc- 
tion to the following specifications and conditions: 

1, Not less than 4 ore hatches of at least 18 feet square, except 
Great Lake Bulk carriers where the minimum width of hatches 
shall be 9 feet, to accept Ore Cargo direct from loading tower 
at Port Cartier. 

2. All vessels nominated must be suitable for the loading and 
the transportation of concentrates and capable of taking the 
entire cargo to be loaded in the lower holds without ‘‘peak-up” 
above the between deck levels. The vessel shall load and stow 
in accordance with the Canada Shipping Act and Regulations 
promulgated thereunder. 

3. Hatch opening sufficiently clear of obstruction on deck to 
permit free and direct contact with loading tower. 

4. In case of combination Ore Carrier and Tanker type vessels, 
the Master must present a Gas Free Certificate before Notice 
of Readiness will be accepted. 

Rules and Regulations 

Ships will be loaded in regular turn of vessels arrival off Port 
Cartier provided they present with hatches open and do not have 
ballast pumping time which will exceed the loading time. In the event 
a vessel cannot take on ore for any period of time while at Berth 
No. 1, it may be required by the Port Authority to leave the berth 
at its cost and shall be obligated to resubmit Notice of Readiness. 
Quebec Cartier Mining Company's Port Authority will be the final 
Arbitrator in case of dispute. 

Any vessel which discharges a cargo of grain and is to load a 
cargo of iron ore will be considered in turn for loading only after the 
vessel has completed discharging grain and is in all respects clean 
and ready to receive iron ore. 

Loading plan must be presented to the loading foreman on arrival 
at the berth. 

Ships will leave the loading berth immediately on completion of 
loading. if any delays occur on documentation, crew members 
missing, etc., ship will leave the dock and all matters will be handled 
from anchorage or another berth. 

All shipboard work necessary for docking and loading, including 
but not limited to line handling and tending, opening and closing 
hatches, and normal deck cleanup, shall be done by the vessel's 
crew. 

Any owner or charterer with more than one vessel awaiting turn 
to load may interchange his vessels, provided they are of comparable 
capacity (deadweight). Any interchange of turn must be arranged 
with and have the approval of Quebec Cartier Mining Company. 

All weights shown on the Bill of Lading and/or Manifest will be 
the same as recorded on the weighing facilities of Quebec Cartier 
Mining Company. 

The Port will be in operation 24 hours a day, 7 days a week; 
however, ore vessels will not be loaded on New Year's Day (1st 
January), and on Christmas Day (25th December), nor will they be 
loaded from 0800 hours Sunday to 1600 hours Sunday, nor during 
the same period on the following holidays: Good Friday; St. Jean 
Baptiste Day (24th June); Dominion Day (1st July); First Monday 
of August; Labour Day (First Monday of September); Thanksgiving 
rari Monday of October); Immaculate Conception (8th Decem- 

er). 

Arrangements have been made so that loading operations will 
commence as soon as possible after the vessel's arrival at the 
loading berth. 

Vessels which have completed discharging of grain and are to 
load Iron Ore should have ratguards fitted to all mooring lines at 
all times. 

Vessels ordered to anchor, should do so in the recommended 
area as shown under Anchorage. Failure to do so may result in 
delays to vessels from being boarded by Port and Government 
Authorities. 

Vessels arriving in ballast should insure they are in good trim 
for safe handling into the harbour, bearing in mind the loading rate, 
SO as not to cause any delay in loading due to deballasting. However, 
should a vessel not be sufficiently ballasted at the time of proceeding 
into the harbour the Pilot may request further ballasting, depending 
on the prevailing weather conditions. If in doubt the Master should 
contact the Port Office by Radio Telephone. 

Vessels should have main engines and deck machinery operable 
at all times when alongside the berth. Permission contrary to the 
above must be obtained from the Port Authority through the Agent. 

Vessels usually dock port side to at Ore Berth. 

Ore-Oil and OBO vessels having discharged petroieum products 
at last port and not in possession of a Gas Free Certificate by an 
independent chemist will advise accordingly in the 72 hour ETA, 


CANADA 


and arrangements will be made to have chemist available on arrival 
at vessel's expense. 
General Instructions in Preparing Vessels' Holds to Accept Iron Ore 

Quebec Cartier's iron ore is a type of iron ore concentrate which 
weighs on the average 192 |b. per cubic foot, and stows at approxi- 
mately 12-13 cubic feet per gross ton. 

The iron ore contains an average moisture content from 1:5% to 
23%, and could sometimes in the Summer season be shipped at 
as high as 4%. The character of this ore is self draining. It will 
retain moisture up to about 1-5%, but all moisture over and above 
this will drain on compaction of the material, and also, if the ore is 
left for long periods in stock-pile or in the hold of a vessel, this 
drainage of moisture will sometimes leave a considerable quantity 
of water in the hold of the vessel, and could cause some incon- 
venience when discharging the cargo. For this reason all bilge 
strums or wells should be sounded regularly and pumped out at 
regular intervals so as to keep the bottom of the hold as dry as 
possible. 

Quebec Cartier's iron ore is considerably abrasive, and could 
cause damage to bilge pumps. Masters of vessels are advised to 
cover all bilge strums or wells with burlap in a similar manner as 
when receiving a grain cargo in bulk; so as to permit a free flow 
of the water and retain the iron ore in the hold of the vessel. 

All holds for the acceptance of this cargo should be clean prior 
to the arrival of the Vessel. 


AGENT: Quebec Cartier Mining Company, Port Office, PO Box 
1130, Port Cartier, P.Q. Canada. Tel. 768-2400. Telex: 011-8-6422. 


PORT COLBORNE, Ontario: 42.52 N. 79.15 W. 


Refer to ‘St. Lawrence Seaway" for important general information. 
DOCUMENTS: All documentation carried out by Authorities in 
Montreal. Only when vessels have called at United States port after 
departing Montreal will any changes in documentation be necessary, 
which will consist of a United States Customs Clearance Certificate, 
to be available on board. 

Immigration papers. 

One copy QS2 (Health Certificate). 

3 Stores Lists. 

Crew Personal Effects List. 

Customs Clearance. 

All of the above will have been stamped in Montreal. 
PILOTAGE: Pilots available at Port Weller (upbound) and at 
Sarnia (downbound). 

ANCHORAGE: In Lake Erie, beyond the 3-mile fairway buoy at 
entrance to Port Colborne Harbour. 

No anchorage available outside those allocated by the St. Lawrence 
Seaway Authority, except those vessels waiting to unload at N.H.B. 
facilities only can moor temporarily on the inner breakwater West of 
the N.H.B. elevator with permission from the N.H.B. elevator manager. 
RESTRICTIONS: Navigation season approximately from April 1st 
to December 15th. Channel depth 27 ft. dependent on Lake level. 
MAX. SIZE: 730 ft. length, 75 ft. 6 in. beam, 26 ft. draft. 
HEALTH: Pratique granted at Montreal. 

TUGS: One available locally, 1,600 h.p. 

BERTHING: East Side Wharf: 2,600 ft. long, depth alongside 28 ft. 
West Side Wharf: 5,000 ft. long, depth alongside 15 to 28 ft. NHB 
Elevator: 700 ft. long, depth alongside 22 ft. 

MEDICAL: Local hospital at Port Colborne. All assistance available. 
DENSITY: Fresh water. 

FRESH WATER: Available at West Side Wharf. 

ee All grades available from oil company berths at West Side 
Wharf. 

REPAIRS: Lay-up berth at West Side Wharf, 15 ft. alongside. 
Local repair shops for boiler, engine and above deck repairs. 
AUTHORITY: St. Lawrence Seaway Authority, Welland Canal and 
National Harbours Board, West Pier, Port Colborne, Ontario 
L3K 5V8. 


PORT HAWKESBURY AND STRAIT OF 
CANSO, N.S. (See Plan) 


PORT LIMITS: Port Hawkesbury and Mulgrave harbour limits are 
from a line joining Melford Point and Bear Head, and the Canso 
Causeway. 

DOCUMENTS: 

3 copies Crew Declaration, Form Y14 (IMCO Form 5 acceptable). 

3 copies Store List, Form E1. 

3 copies Immigration Crew List, Form IMM200. 

3 copies Inward Report, Form A6. 

2 copies Shipping Report, Form S1. 

3 copies Outward Report, Form A6. 

Completed Maritime Declaration of Health, Form QS2001. 

Valid Derating Certificate. 

International Vaccination Certificates for Crew Members. 

Complete copy of Manifest for Goods to be Discharged in Canada. 

Clearance from Last Port. 

Tankers must be in possession of Canadian Compliance Certifi- 
cate, valid for 2 years, or have arrangements made to receive one. 
CANSO MARINE TRAFFIC REGULATING ZONE: A marine 
traffic regulation system is in operation for the area of the Strait of 
Canso, including Chedabucto Bay, St. George’s Bay and the ap- 
proaches thereto. 

All vessels of 65 ft. registered length and over are required to 
establish communication with the Eddy Point Marine Aids Cetren 
12 hours before entering the waters designated as the Canso Marine 
Traffic Regulating Zone. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Vessels requiring initial clearance to enter the Canso Marine 
Traffic Regulating Zone are required to make an application through 
a marine radio station to ‘Eddy Point Traffic” in the following form: 
Name of ship and call sign. 

Position of the ship. 

ETA at the limit of the zone. 

Ship's destination and last port. 

Ship's draft. 

Description and weight of pollutants carried. 

Pilotage requirements. 

Deficiencies in shipborne navigational aids, equipment and 
ship's machinery. 

The Regulating Centre will give to any ship on request such 
information on traffic, weather, or other conditions as is known to 
the centre. 

ICE: Ice Advisory and Shipping support Service is provided from 
mid-December to the end of the ice season. Information regarding 
ice conditions are broadcast regularly and special reports will be 
obtained on request from “Ice Sydney" through Sydney radio (VCO). 

Local reports are included in a routine information broadcast 
on VHF by “Eddy Point Traffic’ at half hourly intervals. 

Masters are cautioned that it may be necessary to remove certain 
buoys in Chedabucto Bay and the Strait of Canso during the ice 
season, and it is recommended that Masters request information 
on their deposition from “Eddy Point Traffic” prior to entering the 
Canso Marine Traffic Regulating Zone. 

PILOTAGE: Pilotage is compulsory. Pilotage boarding stations: 


Strait of Canso, Northern Approach: 45° 42’ 42’ N. 
61° 29’ 12’ W. 
Strait of Canso, Southern Approach: 45° 24’ 00’ N. 
61° 01’ 00’ W. 


Vessels must report by radio-telephone or radio-telegraph their 
ETA's to the Eddy Point Marine Aids Centre, 12 hours before the 
vessel's ETA. Time used must be GMT. ETAs must be confirmed 
or corrected not more than 8 hours later nor less than 4 hours prior 
to the new ETA. 

Canso pilot boat guards Channel 14 whilst in the area of Cheda- 
bucto Bay approach and Channel 12 whilst in the area of St. George's 
Bay approach. 

ANCHORAGES: In the interests of safe navigation, anchorage 
berths for vessels of 65 ft. registered length have been established. 

Anchorages ‘A"’ to "'F” are situated in Chedabucto Bay in water 
depths from 14 to 26 fathoms. 

Anchorages "'G" to O" are situated in Inhabitants Bay in water 
depths from 5 to 8 fathoms. 

HEALTH: Masters arriving from a foreign port are requested to 
obtain pratique by radio from “Quarantine Halifax" at least 12 hours 
before arrival. Information required by the Quarantine Officer 
should include: 

Name and nationality of the vessel. 

Last port or ports of call. 

Nature of cargo. 

Number of crew. 

Number of passengers, if any. 

Port of destination. 

Name of agent. 

Condition of health of all on board with details of any sickness 
or death occurring during the voyage. 

Free pratique will then be granted by radio. 

MAX. SIZE: Tanker of 326,000 dwt. can be accommodated. See 
also “Berthing”. 

RADIO: Halifax (VCS) Continuous year round. 500, A2; 2,182, A3; 
156-8; F3 also 4, 6, 8, 12, 16, 22 MHz bands. 

Sydney (VCO) Continuous year round. 500, A2; 2,182, A3, 156-8, F3. 

Canso (VAX) Continuous year round. 2,182, A3; 156-8, F3. 

Grindstone, Magdalien Island (VCN) Continuous year round. 
500, A2; 2,182, A3; 156-8, F3. 

Canso Locks (VAZ3) Continuous during navigation season. 
2,182, A3; 156°8, F3. 

TUGS: Two tugs of 3,400 bhp and 40 ton bollard pull operate in 
the area, these tugs are under contract to Gulf Oil Canada Limited 
and are available, operational conditions at their Ocean Terminal 
permitting, for use at other berths in the port subject to the terms of 
the United Kingdom Standard Towage conditions. 

BERTHING: Gu/f Oi/ Canada Ltd., Ocean Terminal, Point Tupper: 
Situated at Wright Point and is a ‘T-shaped structure providing 
two berths for tankers. Outer berth No. 1, has accommodated 
vessels up to 326,000 dwt. and has a least depth of 100 ft., inner 
berth No. 2 can accommodate vessels up to 50,000 dwt. with a least 
depth of 75 ft. 

Berth No. 1 is equipped with 8 hydraulically operated loading 
arms, each fitted with a speed-seal hydraulically operated manifold 


coupling. 
Loading 
arm Coupling Purpose Rate 
11 16 in. Mammoth tanker 25,000 bph 
ballasting 

12 10 in. Vessel bunker 10,000 bph 
Cargo bunker 10,000 bph 

13 16 in. Cargo bunker 25,000 bph 
Crude 25,000 bph 
Ballast discharge 25,000 bph 

14 16 in. Crude 25,000 bph 

15 16 in. Crude 25,000 bph 


16 As No. 13 
17 As No. 12 
18 As No. 11 
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Berth No. 1 is connected by 2-42 in. lines to the crude tank farm 
with an average pumping distance of 7,750 ft., tank base being at a 
elevation of 90 ft. No booster pumps are provided. 

Berth No. 2 is equipped with 6 hydraulically operated loading 
or ee fitted with a speed seal hydraulically operated manifok 
coupling. 


Loading 
arm Coupling Purpose Rate 
1 8 in. Vessel bunker 2,500 bph 
2 12 in. Cargo bunker 12,000 bph 
Ballast discharge 25,000 bph 
3 12 in, As No, 2 
4 10 in. Premium gasoline 10,000 bph 
Regular gasoline 10,000 bph 
5 Naphtha 10,000 bph 
5 10 in. Stove oil 10,000 bph 
-40 10,000 bph 
D-20X 10,000 bph 
D-25 10,000 bph 
Jet 10,000 bph 
6 8 in. Vessel bunker 2,500 bph 


Product tanks are situated 3,920 ft. for bunker to 6,400 ft. for 
gasolines from the berth. 

Vessels will be expected to berth with manifold blinds removed 
sea valves sealed and locked, pumps and pipe-lines set ready tr 
commence discharge of cargo or ballast immediately on connection 
of loading arms and on verification of the discharging/loading 
procedure between the master or his delegate and the terminal; 
representative. 

On termination of the cargo transfer, the vessel will be require; 
to vacate the berth, if loading, on the completion of gauging 
sampling and documentation; if discharging upon ballasting to; 
draft consistent with the weather conditions prevailing. 

Suitably equipped vessels will be able to maintain VHF radi 
communication with the terminal control room during the carg 
operation. 

. Pe water and fuel are available for calling tankers on bot! 
erths. 

A gangway will be provided on berth No. 1, but will require th 
assistance of ship's personnel in positioning the ladder, only ii 
instances when the ship's superstructure or other obstructio 
prevent the use of the terminal's gangway should arrangement 
be made to use the ship's gangway. 

Gulf Oil Canada Ltd. Marketing Marine Terminal. This termine 
situated at Peebles Point is a three-cell wharf capable of berthin 
ships up to 710 ft. in length with a least depth alongside of 37 ft. 6in 
The wharf is connected by an 840 ft. walkway to the shore. Th 
wharf serves a product distribution depot and for vessel bunkerin, 
purposes. Bunkers available, fresh water not available. 

Nova Scotia Forest Industries Wharf. Situated at Madden Poi 
and serves the pulp and paper manufacturing facility, the wharf | 
425 ft. long, with dolphins extending a farther 100 ft. from each en 
of the wharf, depth alongside 26 ft. at low water. Fresh water availabi 
bunkers not available. 

Georgia Pacific Corporation Terminal. Situated at Point Tuppe 
this gypsum loading facility consists of a series of dolphins capabi 
of mooring a ship over 700 ft. in length and has a minimum depth¢ 
32 ft. low water. Conveyor system from plant to centre of dolphin 
No fuel oil or fresh water available. 

Port Hawkesbury Department of Transport Wharf. Berthing leng! 
50 ft., depth of water alongside 18 ft. No fresh water, no bunkers. 

Mulgrave Department of Transport Wharf. Berthing length 940 fi 
depth of water 18 to 25 ft. Used for wood pulp and general carg 
loading/discharging rail tracks, fresh water available, fuel oil de! 
vered by truck, no cranes or permanent hoist. 

BALLAST: All ballast must be pumped ashore. Ballast receivin 
facilities are situated 5,250 ft. from the berths. Disposal of ballas 
water overside is strictly prohibited and any pollution of the Str 
will result in heavy claims and fines. The terminal will in the cas 
of an oil spill take such steps as may be deemed necessary to fig? 
the pollution before it spreads. If the spill is due to faulty equipmet 
or material on the vessel or to negligence on the part of the ship) 
personnel, the terminal shall be indemnified for any expense incurré 
in connection with the preventative action taken. No ballast is tod 
taken from the Strait unless required for the ship's clean permanef 
ballast system. Clean ballast for the cargo tanks will be by termini 
pumps. 

MEDICAL: Masters are required to give early advice to their age 
regarding medical and dental attention requirements, hospitalist 
tion cases will be referred, Antigonish, 40 miles distant. 
DENSITY: 1025. Influenced by Spring thaw run-off. 

FRESH WATER: Available in limited quantities. 

FUEL: Available, vessels requested to give 72 hours notice! 
requirement, quantity and specification. 

CONSULS: See “Halifax”. 

REPAIRS:.Breton Industrial and Marine perform hull and mach 
nery repairs to vessels afloat. Radio and radar service is availa 
locally, the vessel's agent should receive early advice of rept 
requirements. 

GANGWAY/DECK/WATCHMEN: Usually ships crew. 
CUSTOMS ALLOWANCES: 

Tobacco: 200 cigarettes or 50 cigars or 2 Ib. tobacco per pers? 
per week. Wines/spirits: Total of 40 ounces per person ove 
years old. } 

Subsequent issues may be authorised to crew members of forelf 
vessels, but the maximum quantity any crew member may hold! 


any time must not exceed 300 cigarettes, or 75 cigars, or three pounds 
of tobacco and 60 ounces wines/spirits. 

Crew personnel effects such as radios, tape recorders, binoculars, 
etc., should be declared on manifest. 

REPATRIATION: Crew changes and repatriation permitted. 
AIRPORT: Regular services by Air Canada from Halifax Inter- 
national Airport 150 miles distance, and from Sydney Airport 90 
miles distant. Charter flights by small aircraft can be arranged 
from Port Hawkesbury Airport to Halifax and Sydney. 

SUPPLIES: Provisions and bonded stores can be supplied locally 
but Masters are advised that to avoid delays, their Agent should 
be notified prior to arrival on their requirements, particularly, for 
deck and engine stores as these may have to be obtained from 
Halifax. 

Laundry facilities are available and in order to expedite the service, 
Masters should request their agent to have a representative to attend 
on arrival. 

Supplies of stores will have to be conveyed to tankers by stores 
boat or barge. 

TIME: GMT minus 4 hours. Last Sunday in April, clocks advanced 
one hour, last Sunday in October, clocks retarded one hour. 
POLICE/AMBULANCE/FIRE: Police 625-2220; Ambulance 
625-2929 or 625-1911; Fire 625-2838. 

SHORE LEAVE: Permitted. 

DEVELOPMENTS: Simultaneous with an announcement by 
Nova Scotia Refining Company of the construction of a 200,000 
barrels per day refinery, the Nova Scotia Government announced 
the construction of a common-user oil terminal to be sited on the 
Mulgrave side of the Strait of Canso. 

CANSO CAUSEWAY CANAL: Maximum vessel dimensions, 
length 715 ft., width 75 ft., draft 28 ft., vessels with draft greater 
than 28 ft. and not more than 30 ft. may proceed through with special 
permission of the Canal Superintendent. Depth of water on the 
North and South approach mooring berth is 32 ft. During the months 
December to April Masters should consult with Ice Operations, 
Sydney, whether lock in operation. 


POWELL RIVER, B.C.: 49.52 N. 124.33 W. 


DOCUMENTS: 
Customs Clearance from last port. 
Manifest for goods to be off-loaded and “In Transit" cargo ton- 
nage. 
Duplicate Pratique for vessels arriving from ports other than U.S. 
ports. 
Cdn. Immigration Crew List, (Imm. 200) required in triplicate. 
Passenger List in triplicate. 
Seamen's passports and |.D. cards should be available when 
arriving from sea. 
PILOTAGE: Payment compulsory. Incoming ships take pilot at 
Race Rocks, near Victoria. Pilotage District of British Columbia. 
ANCHORAGE: No suitable anchorage is available in Powell River 
area. Vessels usually anchor in English Bay. 
RESTRICTIONS: No linesmen available between 2359 hours and 
0700 hours. 
MAX. SIZE: Up to 600 ft. LOA. 32 ft. draft. 
sgl Duplicate pratique for first port of call. See also “Mon- 
treal”’. 
RADAR/VHF: None. Pilots are in contact with tugs and mill office 
using walkie/talkies. 
TUGS: Two tugs available, 300 to 350 h.p. 
BERTHING: Berth No. 1 requires a tug when berthing only. Berth 
No. 2 and Clay Dock are at Pilot's discretion. Accommodation: 
Channel depth 30-35 ft. LW. Three private piers; pier A with berth 
No, 1, 500 ft. long, depth alongside 30 ft. LW., Berth No. 2, 482 ft. 
long, depth alongside 35 ft. LW.; pier B with Berth No. 3, 300 ft. long, 
berth No. 4, 400 ft. long, Berth No. 5, 130 ft. long, and berth No. 6 
375 ft. long, depths alongside 30 ft. LW. 
One 30-ton crane, three 10-ton elevators, one 6-ton travelling crane. 
Dock storage for 10,000 tons. Government wharf at Westview 
(3 miles S.E.) 350 ft. long with berths of 100 ft., depth alongside up to 
30 ft. LW. LV 7,172 n.r.t., 284 ft. draft. 
STEVEDORES: None. Local longshoremen only. Supercargoes 
are sent from Vancouver to assist in loading vessels. Longshoremen 
are members of Papermakers’ Union. 
MEDICAL: Powell River General Hospital and port doctor available. 
Complete medical services provided. 
TANKERS: Bunker oil supplied by company barges. 
FRESH WATER: Unlimited supply, no charge. 
FUEL: Fuel oil, diesel, and gasoline available. 
DEVELOPMENTS: Extensive developments in planning stage. 
GANGWAY/DECK WATCHMEN: On request. 
OPENING/CLOSING HATCHES: By crew prior to arrival and 
departure. 
CUSTOMS ALLOWANCES: 300 cigarettes, or 50 cigars, or 1 Ib. 
tobacco on arrival. Issues every 7 days. 60 oz. or 2 cases beer on 
arrival. Issues every 7 days. 
IDENTIFICATION CARDS: Keep available for inspection. 
CONSULS: Available at Vancouver, B.C. 
AIRPORT: Two flights per day to Vancouver International Airport. 
Four miles from docks. 
TIME: Pacific Standard Time. 
HOLIDAYS: Union Contract. Usual holidays are New Year's Day, 
oad Monday, Labour Day and Christmas Day, every second Sun- 
y. 


CANADA 


TELEPHONES: Ship's telephone available. 

SERVICES: Normal ship servicing, cleaning tanks, compass and 
radar repairs are arranged in Vancouver. 

SHORE LEAVE: Permitted. 


AGENT: Powell River Shipping Services Ltd., Box 74, Powell River 
B.C. Office, 483-4232. 


PRESCOTT, Ontario: 43.44 N. 75.31 W. 


For important General Information refer to “St. Lawrence Seaway”. 
DOCUMENTS: See “Montreal”. 

PILOTAGE: Arranged through Agents — Montreal. 
ANCHORAGE: Seaway Anchorage. 

MAX. SIZE: Up to 27 ft. draft. 

HEALTH: See “Montreal”. 

RADIO: Seaway Stations. 

TUGS: Two tugs available. 

BERTHING: N.H.B. Facilities 


Depth 
Berth Length alongside 
(ft.) (ft.) 
Grain Unloading Berth 1,300 27 
Grain Loading Berth 930 27 
Shed Berth 1,450 27 
Salt Dock Berth at Shed 1,450 27 
Salt Dock Berth 
Up-stream Pier 620 27 
Private Facilities: 
Berth Length Depth 
(ft.) (ft.) 
Salt Dock 1,450 27 
Coal-Salt Dock 
(Upstream side) 620 27 


Grain Facilities: Puseott Elevator, capacity 5,500,000 bushels, 
eleven spouts available. Loading capacity 80,000 bushels/hour, 
depending on type of vessel and conditions. 

STEVEDORES: Stevedores arranged by Montreal Agents. 
MEDICAL: Nearest hospital located at Brockville. Ambulance 
service available at Prescott. 

DENSITY: No tide - seaway density. 

FRESH WATER: Available. 

FUEL: Arranged with Montreal Agents. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Ship's crew. 

CUSTOMS ALLOWANCES: Tobacco: No limit. Wine and/or 
Spirits: No limit. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Small repairs available. 

AIRPORT: 125 miles to Montreal - served by regular airlines. 
TIME: Eastern Standard Time GMT minus 5 hours. Daylight saving 
time from last week-end in April to last week-end in October, clocks 
advanced 1 hour. 

HOLIDAYS: See ‘‘Montreal’’. Work can be arranged on holidays. 
POLICE/AMBULANCE: Prescott - Police 925-3131; Ambulance 
925-4901. 

TELEPHONES: Arrangements can be made to place telephones 
on board. 

SHORE LEAVE: Allowed. 

AUTHORITY : National Harbours Board, River Road East, Prescott, 
Ontario KOE 1TO. Tel. 925-4228. 


PRINCE RUPERT, B.C.: 54.19 N. 130.19 W. 


DOCUMENTS: See also “Vancouver”. 

Crew List (Imm. 200) 2 copies. 

List of Ship's Stores (E.1) 3 copies at 1st Canadian Port. 

Personal Possession List (Crew Declaration Y.14) 3 copies at 1si 

Canadian port. 

PILOTAGE: Compulsory. Telegraphic address: ‘‘Pilots Victoria” 
48 hours notice required. VHF Channels 6, 11 and 16. Pilot boat 60 ft. 
vessel, black hull. Boarding station one mile radius from Triple 
Island. Safe sector of approach 060 True through East to 135 True, 
Heavy weather, North of Lucy Island. 
ANCHORAGES: Vessels will find anchorage anywhere in harbour, 
Usual anchorage position with Wolfe Island bearing 270°, Pilsbury 
fog bell bearing 196°, 20 fathoms at low water, mud bottom. 
RESTRICTIONS: Nil on Prince Rupert Harbour. Porpoise Har- 
bour, slack water and daylight. Swept to 23 ft. at low water. 
MAX. SIZE: Vessels of 630 ft. and 36 ft. draught have entered. 
Larger vessels can be accommodated. 
HEALTH: Prince Rupert is an unorganized port and pratique is 
granted for this port only. Officials board at berth. Pratique is auto- 
matic when vessel has called at ports in southern mainland. See 
“Montreal”. 
RADIO: Prince Rupert Radio VAJ 500, 2182, 1630. 
TUGS: Join vessel off berth. Either ship's or tug’s lines may be 
used. No extra charge for tug's lines. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


BERTHING: 
Private Facilities 
Depth We 
pi Utility and 
Berth rv sa! ad general remarks 
Northland Dock 460 27 General and containers 
Columbia Cellulose 
Chemical Wharf 40 30 Chemical Handling 
Celgar Pier 1,500 35 1,100 ft. Suitable for 
berthing — pulp handling 
Shell Oil 100 30 Fuels — Marine use 
Standard Oil 175 35 i - 
Gulf Oil 100 35 ” ” ” 
Home Oil 100 35 a - ” 
Imperial Oil 210 37 p ” i 
Albert & McAffrey 300 18 4 Sections total - 
general cargo 
Babcock Fisheries 270 27 Fish Handling Terminal 
Atlin Fisheries 350 29 - = 1 
Royal Fisheries 80 20 = ‘i Pe 
B.C. Packers Ltd. 240 10-24 - is Me 
N.H.B. Facilities : 
Ocean Dock 495 35 
Grain Facilities 
Loading 
Loading capacity 
Capacity galleries bushels 
Elevator No. in bushels at berths per hour Remarks 


Berth length 1,013 ft. 
Depth at LW - 37 ft. 
Canadian 
Government 
Grain Elevator 2,500,000 1 15,000 Total of 5 shippers 
each 
shipper 
Total 
75,000 
bushels 
per hour 


STEVEDORES: Gangs arranged through Agent. Main com- 
modities for export: Grain — loading rate up to 13,000 tons per day. 
en he tons per gang hour. Lumber — 20,000 FMB per hour — packa- 
aged. 

MEDICAL: Hospital facilities available. 

DENSITY: Variable, 1013 to 1025. 

FRESH WATER: Available at all berths. 

FUEL: Marine diesel and heavy fuel oil available from tanks or tank 
car by arrangement. No berths for bunkering ocean-going vessels. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: This work is carried out by 
stevedores except for specially constructed hatches such as Mc- 


regor. 
CERTIFICATES: 

Safety Equipment. 

Cargo Ship Certificate. 

Safety Radio. 

Derat. 

Load-line. 

Cargo Gear Book and Certificates. 
All subject to inspection on arrival. 
CUSTOMS ALLOWANCE: Tobacco, 50 cigars or 200 cigarettes 
or 1 lb. of tobacco. Wine and Spirit, 1 bottle per officer. 
CARGO GEAR: Cargo Gear Book to be ready for inspection. At 
first Canadian Port it is advisable to have derricks lowered on 
arrival. 
IDENTIFICATION CARDS: Not required. 
REPAIRS: Minor repairs deck and engine room. 
DRY DOCKS: Two small slipways for 150 ft. vessels. 
AIRPORT: Two flights daily to Vancouver, B.C. Travelling time to 
airport abour one hour. 
TIME: Zone plus 8 Pacific Standard Time. Last week in April to last 
week in October is Summer Time, clocks advanced one hour. 
HOLIDAYS: New Year's Day (No work); Good Friday; Easter 
Monday; Queen's Birthday; Dominion Day; Labour Day (No work); 
Thanksgiving Day; Remembrance Day; Christmas Day (no work); 
Boxing Day (no work). 
POLICE/AMBULANCE/FIRE: Police tel. 15; Fire tel. 10; Ambu- 
lance tel. 10. 
TELEPHONE: Placed on board if required. 
SERVICES: Compasses adjusted. No tank cleaning equipment or 
facilities for discharge of tank washings. 
SHORE LEAVE: No restrictions. 
AUTHORITY: Department of Transport, Harbour Master, 211 
Federal Building, Prince Rupert, B.C. Tel. 624-5523. Telex 047-8927. 
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QUEBEC, P.Q.: 46.49 N. 71.12 W. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists (cargo vessels). 

8 Passenger Lists (passenger vessels). 

3 Ship's Stores Lists. 

3 Crew Declarations. 

1 Maritime Declaration of Health. 

1 Corie Manifest of cargo to be discharged in all Canadian 

orts. 

5 Manifest for local cargo. 

No bills of lading required to Local Authorities. 

PILOTAGE: On arrival at Anse-aux-Basques, a ship takes on board 
a Pilot of the Laurentian Pilotage Authority to bring the ship to 
Quebec. Pilotage and payment of dues are compulsory. Pilots 
board inbound vessels at Anse-aux-Basques. The Master of every 
ship inward bound in the Gulf of the St. Lawrence and destined fo; 
ports West of Anse-aux-Basques must report ETA to Pilots 
Montreal, via Marine Traffic Control on VHF radio Channel 14 o; 
by other means of communication to Seven Islands Radio Station, 
giving any information Control may require. 

A minimum notice of 12 hours must be given. This notice must be 
confirmed 3 hours prior to arrival at the pilot station. 

Note: Pilot boats (2) and pilot station keep watches on 2182 kc/s, 
and have VHF facilities, which are only used for local instructions 
from one to the other. 

Pilot boats (2) in operation: Pilot No. 9 Canada and Pilot No, 10 
Canada. Hull painted black, white superstructure, Pilot-jack welded 
on stack — all-steel vessels. Equipment: Radar - echo sounder - 
radio VHF/all frequencies. A.M. - all frequencies - electric whistle- 
loud hailer - searchlight. 

Pilot station can either be raised by radiotelephone frequency 
2182 kc/s. by morse lamp - semaphore - by just blowing the code 
letter G consecutively or displaying code flag G. Exact location oj 
Pilot station Anse-aux-Basques, on North shore of St. Lawrence 
river. Lat. 48° 19.2’ N. Long. 69° 24.9’ W. Pilotage ground limits are 
rectangular distance of 2 miles from the station. In bad weather, 
pilot boats removed from station to more secure position and pilot. 
age service held up until better conditions. Same procedure applies 
during severe ice conditions. Any changes regarding pilot boat 
service obtained through Marine Traffic Control. 

Vessels using pilot boarding stations within St. Lawrence River - 
Seaway — Quebec Harbour — Lakehead, requested provide accom. 
modation ladder. Landing platform of accommodation ladder should 
be 10 ft. above water. 

Vessels arriving Anse-aux-Basque without having previously 
stated ETA pilot station 12 hours in advance, or during such timeas 
pilotage service held up for any reason, vessels normally proceed to 
anchorage off Ile-aux-Basques on Southern side of river, where 
good anchorage ground can be found. Further instructions will be 
given to Vessel by Marine Traffic Control or Pilot Station on VHF o 
2182 kc/s. 

ANCHORAGE: See ‘'Pilotage”’. 

Due to submarine cables and other submarine installations, 
anchoring in the harbour is prohibited without permission of the 
Harbour Master. Permission for anchoring is to be obtained through 
Marine Traffic Control Centre. The official anchorage area extends 
South-westward from the fixed blue light on Queen's wharf lat 
46° 48’ 34” N., long. 71° 12’ 12” W. (10 anchorage posts). 
RESTRICTIONS: Only restriction is depth of water in 11 mile 
dredged channel. Channel dredged to 30 ft. to which depth add 
height of tide which, at times, may give extra 18 ft. 

Dredging of the approach channel is expected to be completed 
at the end of 1974. On completion the dredged depth will be 41 ft, 
plus 15 ft. average tide. 

MAX. SIZE: No limit in length and breadth. Draft limited pe 
“Restrictions”. 

HEALTH: Radio pratique obtained through Seven Islands by wire 
less. In case of reported suspected disease instructions will be giver 
by wireless. When pratique granted, vessel automatically cleared 
for all Canadian Ports. 

RADIO: Seven Islands: Call sign VCK. Quebec: Call sign VCC. 
RADAR/VHF: Port radar service in operation. VHF Marine Traffic 
Control System in effect for area extending from meridian of long 
tude passing through Sept-iles to upper limits of Montreal Harbour. 

In order to take advantage of the Traffic Control System and 
avoid unnecessary delays, all vessels approaching Sept-lles from 
seaward should be fitted with VHF set. 

Control of VHF channels shall be immediately available on bridgé 
convenient to conning position and such installation shall conform 
to requirements laid down in Radio Regulations for equipment uset 
in VHF International Maritime Mobile Radiotelephone Service ané 
be capable operation on following channels: 

156.8 MHz Channel 16 156.55 MHz Channel 11 

156.6 MHz Channel 14 156.5 MHz Channel 10 

156.65 MHz Channel 13 156.45 MHz Channel 9 

156.6’ MHz Channel 12 156.3 MHz Channel 6 
For vessels not provided with VHF equipment, portable VHF sets 
will be taken on board by pilot. Rental charge for this service. Vessels 
approaching meridian of longitude passing through Sept-lles from 
Eastwards should call Channel Quebec on 1567 (Channel 14) fo 
further instructions. 
TUGS: Tugs join vessels in stream and use ship's lines. 

Six tugs available, each equipped with radio-telephone. 2 tugs 
of aan0 h.p.; 2 tugs of 1,250 h.p.; 1 tug of 1,040 h.p. and 1 tug @ 
800 h.p. 


BERTHING: ri: 0 a 
Berth Depth at 
Berth Length Low Water 
Terminal No. (ft.) (ft.) Remarks 
Vieux Port 8 500 26 Coastal trade. 
14 600 22 
18 in 700 14 
21 600 30 Berth used for entering Vieux 
19 620 29 Port outer basin only. 
20 E. 550 23 Ocean and coastal trading. 
20 W. 550 23 
St. Laurent 18 Ex. 800 35 
25 700 35 Grain unloading; two marine 
towers. 
26 800 36 
St. Charles 27N 440 40 
27S 522 40 Roll-on/Roll-off berth. 
28 340 35 
Grain loading galleries. Total 
on yo 7H length of berthing 1,500 ft. for 
29 W. 600 35 ha 1,000 ft. for shedded 
bes sd a “4 Total berthing length for scrap 
31 500 35 metal 1,500 ft. 
Anse-aux- 1 650 37 
Fouldna 2 440 37 Total berthing length 1,090 ft. 
3 692 37 Total berthing length 1,384 ft. 
4 692 37 Passenger accommodation. 2 
floors in Cargo Shed. 
Total berthing length 1,282 ft., 
5 641 37 container facility. 135, 1x40 
6 641 37 ton cranes. Oil handling facilities 
at No. 6, 
7 568 37 Oil handling terminals, 
8 591 37 Total berthing length 1,159 ft. 
Beauport 50 690 35 Bulk - Total berthing length 
51 690 40 2,090 ft. 2 travelling gantry 
52 690 40 cranes. 
Capable of handling containers. 
4 ay “ One bridge crane 35 tons. Total 
berthing length 1,380 ft. 
Levis 714 33 Bulk 
Private Terminals 
Aigle D'Or 1 1,400 31 Coastal tankers up to 20,000 tons. 
2 1,500 54 Ocean tankers up to100,000 tons. 
Irving Pontoon 30 Oil terminal. 
Anglo-Can. 1,2 24 Coaling bridge 5 ton clam. 
Pulp and Paper 
De La Reine 1 240 35 Coast-guard. 
M.O.T. 2 355 35 
3 370 31 
a 235 40 
5 310 40 
6 325 35 


BULK HANDLING FACILITIES: 

See Table below. 

Storage capacity - 8,000,000 bushels. Served by CN and CP rail- 
ways. 

A marine terminal facility on piers 50, 51 and 52 which include - 
three bridge towers with a loading capacity of 2,000 tons per hour, 
locomotive cranes to unload gondola cars, a track-mobile to shunt 
cars and other ground rolling stock to manipulate bulk material on 
paved pads, and two-way underground conveyor system to handle 
dry bulk cargoes at a present loading rate of 800 tons per hour. 
2,000 ft. of dock frontage with a depth of at least 41 ft. at low tide and 
leased from NHB over 1 million square ft. of land and operating 13,500 
ft. of trackage on property connected to CNR. Storage capacity of 
7 million imperial gallons for any liquid products serviced by 10 in. 
marine pipe-lines and a 4-in. loading rack. 

Container Berths 

Anse-aux-Foulons: direct access to Trans-Canada Highway 
without crossing the city. A direct rail access to Canadian Pacific 
Railways. Two container berths, length 1,282 ft., depth 37 ft. at low 
tide, 17 acre area. 

C.P. Navigation: one 35-ton Paceco Vickers and one 40-ton 
Dominion Bridge portainer cranes, 8 straddle carriers, one 35-ton 
transtainer crane and 2 top lifters. 

Beauport: Direct rail access to Canadian National. One container 
berth length 700 ft., depth 50 ft. at low tide, 28 acre area. 

SABB inc.: One 35-ton portainer, top handlers and fork lifts. 

Roll-on/Roll-off Berths : One berth 962 ft. 

Storage facilities: shed 27, 42,000 sq. ft. 

shed 28, 50,000 sq. ft. 
Open shed 27, 227,000 sq. ft. 


Loading Berths 


Number Length Depth 
of Berth of of 

Elevator berths name berth water 
Bunge 1 28/29 1,500 37’ 
” 2 29 East 1,000 35’ 

29 West 
Unloading Berths 
Number Length 
of Berth of 

Elevator berths name berth 
Bunge 1 18 800 
Bunge 1 20 1,100 


CANADA 


CRANES: Floating crane 100 ton capacity, 75 mobile cranes up to 
200 ton capacity. 

STEVEDORES: Dead-line for orders: 1100-1600-2200 for periods 
starting 0800-1300-1900; one hour required before dead-line to order 


gangs. 

Export: Newsprint 22 to 35 T.P.H. 
Asbestos 22to26 " 
Woodpulp 22to26 " 
Linerboard 22to35 " 

Import: General 15to25 " 
Steel 26to75 " 


MEDICAL: No advance notice required for medical attention. 
Hospital facilities available. Every person who arrives in Canada from 
country other than United States, Alaska, Greenland, Iceland, 
Islands of St. Pierre and Miquelon, Bermuda, Cuba, Jamaica, 
Bahamas, Virgin Islands, Puerto Rico, Panama Canal Zone or 
Hawaiian Islands, shall furnish evidence of being immune from 
Smallpox. 
TANKERS: Noslop discharge facilities. Eight tanker berths. Depths 
from 37 ft. to 50 ft. See “Berthing”. 
DENSITY: Fresh water. 
FRESH WATER: Available to all berths, provided directly from the 
board's hydrants and hoses to vessels. Rate: St. Charles River 
piers, 20 tons per hour. Anse-aux-Foulons 50 tons per hour with one 
line, and two lines 100 tons per hour. 
FUEL: Bunker 175 delivered by pipe lines on all wharves. Marine 
gas et delivered by pipe lines at pier W-29; to any other berth by 
truck. 
FIRE PRECAUTIONS: Only usual precautions; towing wire 
hanging overboard. 
GANGWAY/DECK WATCHMEN: Watchmen at gangway not 
necessary, but could be obtained. 
OPENING/CLOSING HATCHES: McGregor hatches must be 
opened by crew. All other cases recommended to be done by crew 
also, but stevedores would also under conditions specified in steve- 
doring contract. 
SHIP'S CERTIFICATES: Load Line, Safety Equipment, Con- 
struction, Radio, Passengers, Cargo Gear, Derating. 
CUSTOMS ALLOWANCE: Tobacco, $ Ib. tobacco for 8 days, 
cigarettes: 1 carton per 8 days. Wine and/or Spirits, 40 ounces only. 
Officers and Masters will have additional supply for entertainment 
daily on request to customs. 
CONSULS: 

British Government Office: 500 Grande Allee E. Tel. 418-525-5187 


United States of America: 1 Ste. Genevieve 522-7089 
France (Commercial): 500 Grande Allee E. 522-4646 
Dominican Republic: 550 23e Rue. 524-1090 
France (Consulate), 1110, Des Laurentides 688-0430 
Denmark, 880 Ch. Ste. Foy. 681-0708 
Belgium: 55 D’Auteuil. 529-1655 
Uruguay: 1093 St. Jean. 525-6612 
Republic of Germany, 3030 BI. Ste. Anne. 661-1146 
Norway: 2 Nouvelle France 692-1071 
Holland: 71 Ste. Pierre 692-0660 
Mexico: 2040 Terrasse Stuart 527-1374 
Peru: 71 Ste. Pierre. 692-0616 
Haiti: 967 Bar-le-Duc 651-2360 
Spain: 777 te Av. 525-5111 
Italy: 580 Grande Allee E. 529-1625 


All other consuls located in Montreal and send representatives to 
Quebec on request. 
REPAIRS: Repairs of all types can be obtained. 
DRY DOCKS: Department of Public Works “Champlain Lorne" 
located within Davie Shipbuilding Ltd. Champlain" dry dock 1,150 ft. 
by 120 ft. at gate entrance. Can dock largest ships afloat. “Lorne” 
dry dock 624 ft. with floor width 734 ft. Also three outdoor berths and 
one covered berth. 
SURVEYORS: 


Lloyds Agent: P. A. Boutin Inc. 692-0660 
Bureau Veritas: Jean Labas MTL 288-6515 
Det Norske Veritas: Hayes, Stuart & Co. MTL 937-5336 


REPATRIATION: All facilities for affecting crew changes and 
repatriation. 

AIRPORT: 6 miles from city limits, served by regular airlines. 
TIME: Eastern Standard Time GMT minus 5 hours. Daylight sav- 
ing time from last week-end April to last week-end October, clocks 
advanced 1 hour. 

HOLIDAYS: Longshoremen Official Holidays: Good Friday; 
Saint Jean Baptiste (June 24th); Confederation (July 1st); Labour 


Number Max. hourly Number Number of Total max. 
of capacity each of travelling hrly. capy. 
belts belt (bushels) spouts loaders (bushels) 
4 22,000 20 88,000 
3 16,000 30 4 48,000 
Max. hourly 
Depth Number capacity of Total max. 
of of each leg capacity 
water legs (bushels) (bushels) 
35’ 2 36,000 72,000 
23’ 2 15,000 30,000 
123 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Day (last Monday of September); Thanksgiving Day (beginning of 
October); Armistice Day (November 11th); Christmas Day. Cargo 
can be loaded or unloaded during each holiday except Labour Day. 
POLICE/AMBULANCE/FIRE: Police (Harbour) 694-3645, City 
694-6123, RCMP 694-3733; Ambulance 529-9221, 529-6811; Fire 


694-6441. 

TELEPHONES: No existing facilities for placing telephone on 
board. 

TELEPHONE NUMBERS: 


Port Warden, Captain J. P. Senterre 522-7213 
Quarantine: Medical and Sick Mariners service 694-3013 
Manpower and Immigration 694-3513 
Transport Canada - Marine services: 
Regional Director: Jean Paul Godin 694-4158 
District Manager: Jacques Auger 694-3420 
Aids to Navigation: Lucien Cardinal 694-3574 
Harbours and Property 694-3680 
Marine Traffic Regulations: Capt. R. Theriault 694-3884 
Steamship Inspector Service 694-3237 
Shipping Master: Capt. R. Gendron 694-3234 
Laurentian Pilotage Authority: C. Bouchard 694-3358 


SERVICE: Any services needed. 

SHORE LEAVE: No restrictions. 

AUTHORITY: National Harbours Board, P.O. Box 2268, Quebec 
GIK 7P7. Telex 011-297. Tel. (418) 694-3558. 

AGENT: Shipping Limited. 140 Dalhousie Street, Quebec 2, P.Q. 
Telephone: (418) 692-0650 (24 hour service) Cables: “Bulko”. 
Manager Mr. Bruno Lapointe. 


ST. CATHARINES, Ontario: 43.11 N. 79.17 W. 


Refer to “St. Lawrence Seaway" for important general information. 
DOCUMENTS: See “Montreal”. 

HEALTH: See “Montreal”. 

PILOTAGE: Commences in lower St. Lawrence River and is con- 
tinuous from district throughout Great Lakes. See “Quebec”. 
ANCHORAGES: Good anchorage areas at both ends of the 
Welland Canal. 

MAX. SIZE: Maximum size of vessel permitted in Welland Canal is 
LOA 730 ft., beam 75 ft. 6 in., draft 26 ft. 

HEALTH: Pratique granted in Montreal. 

RADIO: Toronto Radio, Buffalo Radio. 

TUGS: Tugs not generally used, but may be obtained from Hamilton 
or Toronto. 

BRIDGES: Vessels are instructed by Traffic Control on the transit 
of the Canal. Generally no delay for bridges. 

MEDICAL: Medical and hospital facilities are available in emer- 
gencies. 

pores There are limited berths suitable for small domestic 
tankers. 

DENSITY: Fresh water. 

FRESH WATER: None available except in emergency by tank 
wagon. 

FUEL: Fuel may be obtained in Port Colborne from Shell, Esso, and 
St. Catharines Fuel Oil Ltd. 

DEVELOPMENTS: Maximum draft on Welland Canal is 26 ft. 
and is subject to fluctuation as required by lake levels. Development 
of a new bypass channel is in progress. 

GANGWAY/DECK WATCHMEN: At discretion of the Master. 
CUSTOMS ALLOWANCES: See “Montreal”. 
IDENTIFICATION CARDS: Not needed. 

CONSULS: No consuls. 

REPAIRS: Deck and engine repairs are possible. 

DRYDOCKS: Situated at Port Weller able to accommodate 
vessels, LOA 730 ft. 

AIRPORT: International Airport at Toronto, 75 miles away. 
TIME: GMT minus 5 hours. Daylight Saving Time when clocks 
advanced one hour usually 28th April and retarded 27th October. 
POLICE/AMBULANCE/FIRE: St. Catharines - Fire 684-4311; 
Police 416-688-4111. Welland — Fire 734-4511; Police 416-735-7811. 
Port Colborne — Fire 834-4511; 

SHORE LEAVE: Only when usual formalities are observed, e.g. 
Customs, Immigration, etc. 

AUTHORITY: Director, Western Region, St. Lawrence Seaway 
Authority, Box 370, St. Catharines, Ontario. Tel. 416-684-6571. 
Telex: 021-5163. 


SAINT JOHN, N.B.: 45.16 N. 66.03 W. (See Plan) 


PORT LIMITS: A vessel is considered to be an “arrived vessel” 
when it comes alongside the pier. 
DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 Sets Customs Documents. 

3 Sets Health Documents. 

6 Sets Cargo Manifests. 

6 Sets Bills of Lading. 

3 Sets Ship's Papers. 
PILOTAGE: Compulsory. Pilot boarding station in position 
45° 05’ N. 66° 05’ W. ETA required 12 hours prior to arrival, and must 
or ce not more than 8 hours later, or 4 hours prior to new 

Pilots can be contacted on VHF Channel 16. 
ANCHORAGE: If required, Harbour Master will designate an 
anchorage. 
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MAX. SIZE: Controlling depth in main channel is 30 ft. at LW, 
Vessels length and breadth unlimited. Up to 35 ft. draft at dry cargo 
berths. Also see “Tankers”. 

HEALTH: See ‘‘Montreal’”’. 

RADIO: VAR Saint John. 

TUGS: Available and considered necessary for docking and un. 
docking large ships. Two tugs usually needed, both in and out. 
BERTHING: 27 berths. All but two are deep-water berths with 
depths up to 35 ft. Dredging done each year to maintain depth, 
Due to rise and fall of tide, boatmen usually necessary for running 
lines and docking. All berths are tidal. Tidal range up to 28ft. 
N.H.B. Facilities: 


Depth 
Berth number Wharf at Low 
(usual name) length Water Remarks 
(ft.) (ft.) 
West-side No. 1 1,231 36 This berth (open and 


shedded) is the container 
terminal 


11 500 30 
12 850 30 
13 800 30 34,000 sq. ft. of shed 13 is 


heated (frost-proof) 
shed 14 - heated 
(frost-proof) 


East-side 
Long Wharf A 600 30 
Long Wharf B 620 30 Heated shed (frost-proof) 
Ext. 293 35 
Pugsley A 491 35 5,500 sq. ft.in A and B 
B 491 35 is frost-proof 
Cc 765 35 All frost-proof 
Courtenay Bay 
Broad Street Wharf 897 22 Bunker oil and fitting-out 


berth. No shed 


See Table opposite (top). 

CRANES: Floating cranes of 65 and 150 tons capacity and many 
mobile cranes, max. capacity 175 tons. 

MEDICAL: Hospital available, also seaman’s Clinic. 
STEVEDORES: Stevedores required in morning must be orderec 
by 1600 preceding day, and stevedores required in afternoon mus’ 
be ordered by 1100 same day. 

TANKERS: Controlling depth in channel to tanker wharves @ 
Courtenay Bay is 16 ft. LW. Maximum draft of 40 ft. only available 
at Spring tides. 

At Mispec Point, tankers moor and sail at any time, day or night 
at any stage of the tide to a Mono-buoy, depth 120 ft. at LW. 
FRESH WATER: Available from pipes throughout the docks, 
FUEL: There is always a stock of 30 to 50,000 barrels of fuel oll 
Diesel and bunker fuel can be delivered from pipe-line in Courtena) 
Bay, where vessels restricted to high water. Also delivered by barge 

Diesel oil also supplied by truck to wharves. 

Up to 2,000 tons of coal are readliy available, and larger orders sup. 
plied at reasonable notice. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or § 
cigars or 2 lb. tobacco per person over 16 years old. 

Wines/Spirits: total of 40 ounces per person over 21 years old. 

Subsequent issues may be authorised to crew members of foreig! 
vessels, but the max. quantity any crew member may hold at any time 
must not exceed 300 cigarettes, 75 cigars, 3b. tobacco, and 60 ounce: 
wines/spirits. 

DEVELOPMENTS: Forest Products Terminal: Length 1,235 ft 
depth at LW 36 ft. (formerly Navy Island berths 1a & 1b). Unde 
construction. 

Rodney Container Terminal: Length 2,573 ft., depth at LW 40 f 
Two cranes. Facility at present under construction. 
IDENTIFICATION CARDS: Not required, 

CONSULS: 


Danish Vice-Consulate ,, 652-6990. 
Dominican Republic », 694-2350. 
France » 693-1193. 
Finland » 692-0137. 
Norway » 693-2681. 
Netherlands » 657-1905. 
Sweden 693-2613. 


REPAIRS: Complete repair facilities and equipment available als 
salvage equipment. 

DRY DOCKS: Two. One 1,180 ft. by 125 ft. by 53 ft. deep with 42 ft 
of water over sills at high tide. Smaller one 440 ft. by 60 ft. by 34 fi 
deep, 30 ft. water over sills at high tide. 

REPATRIATION: Can be arranged. 

AIRPORT: Regular services by Air Canada from airport twel¥t 
miles from harbour. 

TIME: GMT minus 4 hours. In Summer, time is GMT minus 3 hours 
HOLIDAYS: New Year's Day; Good Friday; Queen's Birthda! 
(May 20th); Dominion Day (July 1st); Labour Day; Thanksgivini 
Day; Remembrance Day (November 11th); Christmas Day. Carg! 
work can be arranged on any day except for Labour Day. 


CANADA 


Private Facilities : 


Depth 
Berth Length at LW Utility and General Remarks 
(ft.) (ft.) 
(1) Atlantic Sugar Refineries 475 30 Two cranes for bulk loading 
(2) Irving Pulp and Paper Co. 900 22 Used for shipping bleached sulphite pulp and receiving fuel oil and 
sulphur. Can berth ship 350 ft. in length with draft of 22 ft. 
(3) Dept. of Transport, Marine 
Agency Wharf 550 24 East-side, North of Pugsley Terminals 
(4) Irving Oil Co. Ltd. Tanker Wharf 40 In Courtenay Bay, capable of handling oil tankers up to 40 ft. draft. 
(5) C.P. Rail Ferry Terminal 830 22 Used by SJ-Digby Ferry and auto carriers. This is aroll on/roll off facility 
(6) MacMillan Rothesay Ltd. 460 This is a roll on/roll off facility for loading towed barges at low water the 
barges rest on a prepared bottom 
(7) Cana Port A floating buoy mooring owned by Irving Refining Ltd. - Cana Port can 


accommodate the largest tankers afloat 


Grain Handling Facilities : 


Capacity in Loading galleries Loading capacity 


Elevator bushels at berths bushels per hour Remarks 
(1) Canadian National Elevator 
(East-side) 500,000 Pugsley B 15,000 Length of conveyor galleries 1,865 ft. 
(2) Canadian Pacific Elevator 
(West-side) 1,000,000 2-3-11-12 60,000 Elevators (2) and (3) are connected by 


galleries and grain can be transferred 
from one to the other 
(3) National Harbours Board Elevator 
(West-side) 1,500,000 2-3-11-12 60,000 Combined length of conveyor galleries 
to berths 10,065 ft. 


POLICE/AMBULANCE/FIRE: From waterfront through private BERTHING: 


telephone which answers only to the number 50. N.H.B. Facilities: 

TELEPHONES: If required, can be placed on board. A telex can be 

placed on board vessels at Pier No. 1 if required. This is for container Depth 

terminals only. Berthnumber Wharf at Low 

SERVICES: All services available including compass adjustment.  (usua/name) length Water Remarks 

SHORE LEAVE: Crew allowed ashore. (ft) (ft) 

PORT REGULATIONS: Half speed during fog or when passing a No. 1 575 10-20 

dredge or tow of barges. 2 540 30 C. N. operation shed 
AUTHORITY: National Harbours Board, PO Box 429 Saint John 3 600 30 Berth 3-4-5 serviced by a shed 
N.B. E2L 3Z7. Tel. 658-4869. 4 390 30 Dangerous cargo berth. Note 


that explosives in small amounts 
to be approved by National 
Harbours Board prior to arrival 


5 525 29-30 
ST. JOHNS, Newfoundland: 47.33 N. 52.40 W. 6 520 20-23 
7 400 23-26 (repairs) machine shop 
DOCUMENTS: B soy? =Br aD 
Quarantine 10 520 30 
Completed pee of Health (QSI). 1 510 30 
Valid Derating Certificate. 
International Vaccination Certificate against smallpox for all on 17 600 26-40 pacen Eagle, also shedded 
board. 19 375 19-25 
Customs 20 533 18-27 
Crew Declarations (Y.14). 21 192 28-24 
3 Ship's Stores (E.1). 32 575 9-4 Small fishing vessels only 


Inward Report (A.6). 3 
oes copy of each Manifest for goods to be discharged in 
anada. 


Private Facilities: 


Clearance from Last Port. 
Immigration Depth, ili 
2 Immigration Crew Lists (200). Berth Length Low Water ihe Aesaet 
2 Folly Sheets (201). e eb (ft.) (ft.) 
3 Passenger Manifests for passengers not disembarking. a ; 
Immigration Control Cards for each person. ay thet ue aR i sulkandccoal 
ICE: Navigation Season: In the last few years the harbour has been y cargo ; 
closed to navigation for about three weeks ant March only. Harveys 15 350 27-31 Bulk cargo 
PILOTAGE: Compulsory and necessary. Pilots picked up approx. Furness Withy 16 475 25-33 General cargo 
2 miles from Harbour entrance, 3 hours notice should be given Mobil Oil 22 500 22-30 
through St. John’s Marine Radio VON addressed "Pilots St.John's". | mperial Oil 23 475 25-33 
Pilots also listen on VHF Channel 16 transmit and receive 156-6 Mc/s. —|rving Oil 24 225 31-34 
Lights and sound signals international. Channel 11 for harbour Cold Storage Job 25 450 16-24 
Operations. Pilot boat 50 ft. long, black hull, white top, modern |mperial Oil 26 200 22-94 
design. Bowring 27 500 18-23 
ANCHORAGE: No anchorages near harbour. Safe anchorage in Gulf Oil 28 225 17-23 
harbour, Gulf Oil 29 375 17-25 
MAX. SIZE: No restrictions except draft 35 ft. max. M.O.T. . 2 17-18 
HEALTH: Prati ionality of ship, ports of call ™-0.T- : OY ocdernite 
j : Pratique, cable name and nationality of ship, ports of ca CNR. 33 350 4-16 Dry Dock 
during voyage, nature of cargo, number of crew and passengers, CNR. 34 350 16-23 Dry Dock 
port of destination and Agent, condition of health of allon board with = @'n'p’ 35 300 25-28 Dry Dock 
pasta of any sickness, and whether all vaccinated. Also see “Mon- G'y'R 36 350 19-25 Dry Dock 
real. C.N.R 37 375 22 Dry Dock 
RADIO: St. Johns Marine Radio, call sign VON duplex R/T on 2118 : 
ke/s, and 4110-8 kc/s. CRANES: Heavy-lift cranes available up to 150 tons capacity. 
TUGS: As required by Pilots. Normally ship's lines used. Two STEVEDORES: Advise before 1600 hours. ETA in order to com- 
small tugs available. mence 1800 hours same day or 0800 hours next day. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


MEDICAL: No advance notice except in case of serious illness to 
be included in arrival cable, ample hospital facilities available. 
TANKERS: Discharge lines 6 in., 8 in., 10 in., 12in.. No slop facili- 
ties. Five berths, depth alongside 26 ft. to 35 ft. 

Holyrood Refinery : 47.23 N. 53. O8W. 

A bunkering port of Golden Eagle Canada Ltd., situated in the 
South Arm of Holyrood Bay at the head of Conception Bay, South- 
East coast of Newfoundland. Finished, refined petroleum products 
are exported from Holyrood, and crude petroleum is imported. 

Channel depth: 35 ft. right up to wharf. Tidal range is 4-5 ft. at 
springs, and 34 ft. at neaps. Good anchorage anywhere in Holyrood 


Arm. 

One 275 ft. long berth, depth alongside 34 ft. 6 in. high water, 32 ft. 
low water, with moorings for Bow and stern lines on shore. Situated 
at Golden Eagle Refinery. 3 in. water mains for fresh water. Also see 
“Berthing”. 

DENSITY: 1025. 

FRESH WATER: Fresh water available all berths. Rate approx. 
25 tons/hr. 

FUEL: Gas oil, bunker C, and intermediate fuel provided ex pipe-line. 
GANGWAY/DECK WATCHMEN: Usually ship's crew. 
OPENING/CLOSING HATCHES: Stevedores or ship's crew 
whichever to ship's advantage. 

CERTIFICATES: 

Construction Certificate. 

Safety Equipment Certificate. 

Radio Safety Certificate. 

Load Line Certificate. 

Cargo Gear Book. 

CUSTOMS ALLOWANCES: Tobacco: Each man 200 cigarettes 
per week. Wine and Spirit: Each man 40 oz. wine or spirits, per week. 
CREW IDENTIFICATION CARDS: Not required. 


CONSULS: 
France 726-3837 Dominican Rep. 579-5081 
Portugal 726-6958 Netherlands 726-2961 
U.S. 726-4524 Norway 579-5006 
Brazil 726-7702 Spain 726-1804 
Denmark 726-8000 West Germany 722-1525 
Sweden 726-8000 Iceland 722-4270. 


REPAIRS: Most deck and engine repairs can be carried out. 
at - Salegd One dry dock length 570 ft. width 76:5 ft. depth over 
sill 27 ft. 
REPATRIATION: Crew changes and repatriation can be carried 
out with little difficulty 
ae Distance 4 miles served by Air Canada four flights 

aily. 
TIME: GMT less 3} hours, Last Sunday in April clocks advanced 
one hour. Last Sunday October clocks retarded one hour, 
POLICE/AMBULANCE/FIRE: Police 722-5111; Ambulance 726- 
3037; Fire 722-1234. 
SERVICES: Compass adjusting, radar repairs, RT repairs, gyro 
compass repairs, all types electronic equipment repaired. Divers 
available for surveys and underwater repairs. 
SHORE LEAVE: No Restrictions. 
REGULATIONS: Fishing ships must advise of weekend arrival 
on Friday so that permit to take supplies can be obtained from 
Federal Dept. of Fisheries. 
HOLIDAYS: New Year's Day; St. Patrick's Day; Good Friday; 
St. George's Day; Commonwealth Day; Discovery Day; Memorial 
Day; Orangemen’s Day; Labour Day; Armistice Day; Christmas 
Day; Boxing Day. 

Except for Easter and Christmas, the above holidays are normally 
taken on the nearest Monday to the festival date. 
AUTHORITY: Port Manager, Harbours Board Building, PO Box 
1820, St. John's, Newf. 


AGENTS: Blue Peter Steamships Ltd., PO Box 5758, St. John's. 
Tel. 726-2440 Area Code 709. Telex. 016-4510. Cables Bluepeter. 


SARNIA, Ontario: 42.59 N. 82.25 W. 


Refer to ‘St. Lawrence Seaway" for important general information. 
DOCUMENTS: All documentation carried out by Authorities in 
Montreal. Only when vessels have called at United States port after 
departing Montreal will any changes in documentation be necessary, 
which will consist of a United States Customs Clearance Cartificate, 
to be available on board. 

Immigration Papers. 

1 copy QS2 (Health Certificate). 

3 Stores Lists. 

Crew Personal Effects List. 

Customs Clearance. 

All of the above will have been stamped in Montreal. 
RESTRICTIONS: Navigation season — ice forms about December 
15th and breaks up about the middle of March. Vessels size restricted 
by Seaway locks. 

MAX. SIZE: Length 730 ft., beam 75 ft. 6 in., draft 25 ft. 6 ins. 
PILOTAGE: Notice of ETA should be given to Pilots at least 6 
hours before arrival at Sarnia to avoid delays. Accommodation 
ladder should be rigged in readiness. 

RADIO: Sarnia Radio, call sign VBE, communicate on either AM 
or FM radio telephone. 

HEALTH: Pratique granted at Montreal. 

BERTHING: Over two miles of water front including main wharves 
listed below: 

C.N.R. - C.S.L. dock, length 1,100 ft., depth alongside 23 ft.; 
Empire Hanna coal dock, length 700 ft., depth alongside 19 ft.; 
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Elevator Dock, length 900 ft., depth alongside 24 ft.; Dept. of Trans 
port Dock, length 1,045 ft., depth alongside 27 ft.; Dalton Fuels Lt¢ 
length 590 ft., depth alongside 20 ft.; Imperial Oil Ltd., Dock 4 
length 592 ft., depth alongside 22 ft.; Dock B, length 326 ft., dept 
alongside 19 ft.; Dock C, length 610 ft., depth alongside 25 ft.; Dock 
length 600 ft., depth alongside 25 ft.; Polymer Corp. Dock, lengt 
600 ft., depth alongside 21 ft.; Sun Oil Co. Dock, length 300 ft., dept 
alongside 22 ft.; Dow Chemical Co. Dock, length 300 ft., dept 
ee 20 ft.; Canadian Oil Co. Dock, 1,500 ft., depth alongsig 
DENSITY: Fresh water. 
MEDICAL: Hospital facilities at Sarnia. All assistance available, 
FRESH WATER: Available at all berths. 
FUEL: All grades available from Imperial Oil and Shell Co. berth 
es agi Hull, boiler and engine repairs can be effected. No dh 
ocks. 
ee Department of Transport, Government Dog 
arnia. 


SAULT STE. MARIE, Ontario: 46.28 N. 84.22 W. 


Refer to “St. Lawrence Seaway" for important general information 
DOCUMENTS: See “Montreal”. 

PILOTAGE: River or local Pilots available on six hours notice 
U.S. Corps of Engineers, Sault area operate and control St. Mary\ 
River Falls Canal and regulate traffic through all locks in both cities 
HEALTH: Board of Health Officers can make a call to the ship. 
RADIO: Good ship-to-shore telecommunication available throug} 
Department of Transport Radio Station, Canadian Pacific Tels 
communications and Canadian National Telecommunication; 
United States Coast Guard maintain fully equipped Coast Guar 
Base and have radio communication for all frequencies in entire & 
Mary’s River and Harbour area; they are available immediately fy 
intognating pertaining to shipping in area and movement of ship; 
in River. 

TUGS: Harbour tugs available when required, but prefer advang 
notice order avoid delays. In Sault Ste. Marie, Ontario tugs availabl 
BERTHING: Government dock, ‘‘L" shaped pier length 500 ft. o 
East side 18 ft. deep on South side, the river side, it is 356 ft. lon 
20 ft. deep. This dock is used for general cargo discharging. \i 
crane facilities for loading and unloading, unless ship's gear i 
used, mobile cranes have to be brought in. No tug required to bert 
or unberth a ship at this dock under normal weather conditions, 

Algoma Central Railway Terminals Dock. A slip approximate) 
700 ft. long on East side 18 ft. 6 in. deep with inner 200 ft. having les 
than 16 ft. depth; South side this dock 350 ft. long with depth 16f 
Used for aggregates, ores and material. Tug required to bertho 
unberth at this slip. 

Algoma Steel Corporation Dock, Situated above Canadian Cana 
with following berths available: 

(a) Coal and ore dock with a combined length of 2800 ft. 

(b) Commercial dock on west side of slip 400 ft. long. 

(c) Limestone dock, ‘L"'-shaped dock on West side 355 ft. lon 

and on South side 450 ft. For loading finished steel. 

All three Algoma Steel Corporation docks 21 ft. 6 in. deep. Onl 
material consigned to or being shipped from Algoma Steel Corpor 
tion have access to these docks. 

Seaway Pier: North-east pier at Canadian Canal which could & 
used for berthing ships and also used occasionally to load or unloa 
cargo into trucks. This pier approx. 500 ft. long and mobile liftin; 
equipment could be utilised here if necessary. Depth of water 18% 
Pier mostly used as tie-up for making minor repairs afloat, fo 
medical purposes, or waiting for berth at Algoma Steel Corporatio’ 
Dock. Berthing and unberthing carried out any time, Sundays an 
holidays with exception of extreme bad weather, high winds, or fog 
STEVEDORES: Available for loading and unloading at af 
berths in Sault Ste. Marie area. 

FRESH WATER: Available either by hose or by pumper trucké 
any dock. 

FUEL: Diesel bunkers available at any berths via tank trucks. N 
bunker “C" facilities available at Sault Ste. Marie, but can be obtaine! 
at Lime Island about 50 miles down river. This station is open durin 
entire navigation season. 

REPAIRS: Normal ship repairs are carried out on very short notic 
if required. 

AUTHORITY : Dept. of Transport. 


AGENT: The Algoma Stee! Corporation, Marine Division. 


SEPT ILES (Seven Islands) Quebec: 50.06 N. 66.23 W. 
(See Plan) 


The city of Sept-lles is located on the North-east side of the Bat 
des Sept-lles, a sheltered circular basin screened to seaward > 
seven small islands on the North shore of the St. Lawrence River. 
DOCUMENTS: The following inward papers are to be complete 
prior to arrival and presented to custom officer on boarding: 


Health QS-2001 Quarantine Form in duplicate 
Immigration IMM-200 Crew List in duplicate 
Customs A-6 Report Inward in triplicate 
Customs Y-14 Crew Declaration in triplicate 
Customs E-1 Ship's Stores in triplicate 


The above forms will be supplied by mail on request. 

Note : On New Canadian or International Crew Lists, black pen® 
typewriter must be used. 

Arrangements have been made so that loading can commen? 
before customs entry has been completed, and customs outwat 
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papers will be completed so as not to interfere with immediate 
departure after completion of loading. 

DOCKING MASTER: The use of a Docking Master is compulsory 
for Ore Carriers docking, shifting and leaving the dock. Docking 
Master will board inside harbour limits in area of 50° 10’ N. and 
66° 24° W. 

All vessels shall provide rope ladder for boarding Pilot on arrival 
and disembarking Pilot on departure. Ladder must be well secured 
by adequate lashings to rail or deck. Power hoists in good order and 
properly attended are acceptable for boarding. Vessels over 30,000 
tons dw. shall also provide accommodation ladder with rope ladder 
The landing platform of the accommodation ladder should be approx. 
20 ft. above water. 

ANCHORAGE: Ships should anchor at least one mile off dock to 
facilitate ships movement in bay and should not proceed closer than 
one mile from dock while waiting for docking master to board 
Vessels may be requested to shift anchorage if their position inter- 
feres with normal docking approaches. 

MAX. SIZE: Iron Ore Co, Loading Dock (Old): length 850 ft., beam 
130 ft., draft 43 ft. lron Ore Co. Loading Dock (New): length 1,100 ft., 
beam 175 ft., draft 57 ft. Imperial Oil Dock: length 775 ft., draft 40 ft. 

Vessels over 30,000 dwt. arriving in ballast to load ore cargoes are 
requested to present in accordance with the following recommended 
arrival drafts to insure safe handling procedures, keeping in mind 
indicated ship loading rates. These drafts are intended to mean 
minimum draft aft with normal vessel trim. 


Summer Recommended 

Deadweight Arrival Drafts 
30,000 to 40,000 17-19’ 
40,000 to 60,000 19’-21’ 
60,000 to 75,000 21’-23’ 
75,000 to 100,000 23’-28' 
100,000 to 150,000 28’-36’ 
150,000 to 200,000 36’-42’ 
200,000 to 250,000 42’-46’ 
250,000 and over Plus 46’ 


Any vessels unable to meet these suggested drafts due to in- 
sufficient ballast capacity, anticipated deballasting problems, etc., 
should state this in 48 hours ETA, along with estimated deballasting 
time. 

Usually ships berth port side to. 

RADIO: Sept Iles Radio, call sign VCK, operating on RT and VHF 
rs hours daily. 
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Calling frequency 500 kHz 
Working frequency 420 kHz 
RT Calling frequency 2182 kHz 
Transmitting frequency 2582 kHz 
Receiving frequency 2206 kHz 
RT(duplex) Transmitting frequency 2582 kHz 
Transmitting frequency 2514 kHz 
Transmitting frquency 2550 kHz 
Receiving frequency 2206 kHz 
Receiving frequency 2118 kHz 
Receiving frequency 2158 kHz 
VHF Receiving & transmitting 156-6 mHz 
Receiving & transmitting 156:8 mHz 
VHF(dupiex) Receiving 157°3 mHz 
Transmitting 161-9 mHz 
Traffic lists 


420-Even hours plus 50 
GMT 
2582/161-9-Even hours 


plus 40 GMT 
Weather Ice Report and Notice to Shipping 
Channel 59 Receiving frequency 2582 kHz 1330 GMT 
Channel 26 Receiving frequency 161-9 mHz 1330 GMT 
and CW 1830 GMT 
0130 GMT 


Ore Carriers: 

Advising Arrival: Cable address “Iroccan"” Sept-lles. Please advise 
ETA 96 hours, 72 hours, 48 hours and 24 hours out, including in 
96 hour ETA tonnage of cargo required. 

Vessels sailing in ballast from Montreal, Sorel, Three Rivers or 
Quebec should send ETA on departure these ports with corrected 
ETA later if necessary. 

Advise with 24 hour ETA probable ballast pumping time required 
on arrival. If any change in ETA or in ballast situation should occur 
after 24 hour ETA, it should be advised as soon as possible. 

Ships inbound for Sept-lles from seaward between 15th December 
and 15th April, should advise the Ice Operations Officer, Halifax, 
N.S., 36 hours prior to entering Cabot Strait, stating position, 
destination and ballast condition to facilitate the passing of informa- 
tion on conditions in the Gulf. Ships trading during this period should 
also avail themselves of the Canadian Government publication 
Guidance to Merchant Ships Navigating in Ice in Canadian Waters. 
Copies available on request. 

The Marine Services office is equipped with VHF radio on 1566 
mHz (Channel 12) and should be called direct when ship in range. 
Office also equipped with 15635 mHz (Channel 7-A). All vessels 
calling Sept-lles for ore should be fitted with local VHF channels 
for efficient harbour communications. Those not so fitted may be 
Provided temporary sets if their time at anchorage justifies. This 
expense will be for ship’s account. 

Docking Instructions: Ships are to request instructions 4 hours 
before arrival. These instructions will be given as promptly and 
concisely as conditions permit. However, we suggest all vessels 
re-check with VCK abeam of Corossol for further traffic. 

Marine services is set up to receive radio messages on 24 hour 
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basis. Radio traffic by ships at anchor is permissible in Sept-lles 
harbour area. 

HEALTH: Radio Quebec for pratique during office hours and 24 
hours before arrival. Address message “Quarantine Quebec". (Ships 
trading coastwise between Canada and United States consecutively 
and touching no other foreign port since last granted Canadian 
pratique are not required to comply with the above. Vessels granted 
American Duplicate Pratique are also exempt from this requirement.) 

Ships arriving Sept-lles Bay in Quarantine will be inspected by 
Health Officer at anchorage or on arrival alongside. Should officer 
board vessel at anchorage proper accommodation ladder must be 
provided. 

Quarantine message should have the following information: 

Name and nationality of vessel, port of departure, destination, 
health condition on board ship, number of crew and passengers, 
type of cargo or in ballast. 

GS: Tug service is compulsory at Iron Ore Company docks and 
Wabash Mines Docks. Two tugs of 4,300 h.p. available. 

Additional tug power is available from Port-Cartier when required. 
All communications between tugs and Pilots is by VHF. Tugs 
Create on 15635 mHz for Sept-lles movements, 156-9 for Pointe 

oire. 

All ships should be equipped with wire cable towing line with 
nylon pendant for tug use in undocking. Ships not so equipped will 
be provided with tug tow lines. Pilot to determine adequacy of ship's 
tow lines. 

BERTHING: 
N.H.B. - Facilities 


Depth 

Wharf at Low 

length Water 
(ft.) (ft.) 


600 34 


Berth number 


(usual name) Remarks 


Small open section at East 
end of Shed No. 1 

General cargo shed 
General cargo shed West 
and behind Shed No. 1 
General cargo berth. Also 
has docking facilities at the 
end of the Finger Pier, 
approx. 180 ft. with a draft 
of 27 ft. Docking on the end 
and the West side of pier 
only. Small open berth at 
upper end of pier 

Small coastal vessels 
Finger Pier also used for 
small cruising vessels and 
crafts 

Not to be used unless 
directed by Port officials 


Pointe-aux-Basques 


Shed No. 1 
Shed No, 2 


Mgr. Blanche Wharf 900 23 


Town Wharf 546 a 


Pointe Noire Pier — — 


Private Facilities 


Depth 

at Low 

Length Water 
(ft.) (ft.) 


650 35 


Utilisation and 


Berth general remarks 


General cargo and mooring 
berth (East end). Total 1,600 ft. 
berthing 

Iron Ore loading berth (West 
end). Total 1,600 ft. berthing 
(Loading ore by means of two 
travelling boom conveyors. 
Total capacity 8,000 long tons 
per hour) 


Wabush Dock 


Terminal 950 35 


Iron Ore Dock 

Terminal Mooring and general cargo 

receiving berth (West) 

South-east Berth 
No. 1 Dock Ore loading berth two travelling 

boom conveyors maximum 

design capacity. Total berthing 

length 1,600 ft. 

Total effective mooring length 

approx. 1,600 ft. Two travelling 

shuttle boom loaders with 

764 ft. of travel. Maximum 

design capacity 7,500 long tons 

per hour each 

Dolphins increase capacity 

for berthing 


No. 2 Dock 900 60 


Imperial Oil Dock 300 40 


See also following information on The Ore Company berths. 

Number 1 Dock. 2,200 ft. (670 m.) dock divided into three berths. 
The South-east or loading berth is 800 ft. (224 m.) in length and is 
fendered with large truck tyres mounted over the dock face. The 
adjoining 800 ft. (244 m.) mooring or waiting berth is also fendered 
with large truck tyres. The third and last section, 600 ft. (183 m.) 
in length, is a Government berth used for general cargo. 

Dredged depth at the loading berth is 38 ft. (11-6 m.) at mean low 
water, 34 ft. (10-4 m.) at mooring berth. Designed depth at the govern- 
ment berth is 27 ft. (8-2 m.). At the loading berth, iron ore is loaded 
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into vessels by means of two travelling boom conveyors with a maxi- 
mum design capacity of 4,000 long tons/hr. each. 

The distance from mean low water to loaders in horizontal posi- 
tion is approx. 35 ft. (10-7 m.). Loaders can operate at an angle of up 
to 12 degrees from the horizontal. Vessels should present for loading 
with a maximum distance of 40 ft. (12:2 m.) from waterline to hatch 
coaming. Number 1 dock is fitted with bollards spaced at 50 ft. 
(15 m.) centres. 

Number 2 Dock. Deepwater berth is located some 900 ft. (274 m.) 
South-east of original dock and extends approx. 230 ft. (70 m.) 
further into bay. This single berth is open cell construction with 
9 parallel cribs giving total berthing face of approx. 925 ft. (282 m.). 
A tenth transfer house crib, inset from dock face and a dolphin, both 
structures fitted with mooring winch and bollards, are located approx. 
150 ft. (46 m.) and 350 ft. (107 m.) respectively from N.W. corner of 
dock face. Two additional dolphins, also fitted with mooring winch 
and bollards, are situated in a line approx. 150 ft. (46 m.) inside dock 
face and approx. 100 ft. (30 m.) and 400 ft. (122 m.) from S.E. corner 
of dock. Dolphins are joined to main dock structure by catwalks. 
Total effective mooring length is approx. 1,600 ft. (488 m.). Cribs are 
fendered to waterline with triple sets of extra large truck tyres. 
Dredged depth is 60ft. (18-3 m.) m.I.w. Dockis fitted with two travelling 
shuttle boom loaders with 764 ft. (233 m.) of available shiploader 
travel, and a maximum design capacity of 7,500 long tons/hr. each. 
Number 2 Dock is fitted with bollards spaced at 100 ft. (30 m.) centres. 

Tidal characteristics neaps 5 ft. 06 in. (1°68 m) 

springs 11 ft. 00 in. (3:35 m.) 
CRANES: Heavy-lift cranes available. Maximum capacity 250 tons. 
MEDICAL: Masters are requested to have seamen's smallpox vac- 
cination certificates ready for inspection, also ship's deratisation 
certificate. Seamen who cannot produce a valid smallpox certificate 
may require vaccinating in special cares. 

All crew members requiring medical attention should be available 
upon ship's arrival. Sick Mariners dues no longer apply for treatment 
of seamen. Agent will provide form of application to be given to 
doctor for crew members requiring medical attention. 
TANKERS: Berth at Imperial Oil Dock. Maximum draft 40 ft. 
FRESH WATER: Can be supplied at the approx. rate of 35 tons 
per hour. Hose is available on the dock but ships’ crew are required 
for connecting and disconnecting. 

FUEL: Available ex wharf. All enquiries should be directed to 
BUNKERESSO Montreal. 

CUSTOMS ALLOWANCES: Each crew member is allowed to 
retain in his possession for his personal consumption 200 cigarettes, 
40 ounces of spirits, 50 cigars or 2 pounds of pipe tobacco. All 
quantities must be declared on Crew Declaration form Y-14 along 
with all personal effects such as radios, cameras, tape recorders, 
binoculars etc., plus serial numbers of each such item. 
REPAIRS: Minor repairs can be effected at Sept-lles. Repairs to 
be conducted under the supervision of ships’ personnel. 

TIME: Sept-lles maintains Eastern Standard Time (GMT minus 5) 
from last Saturday in October until last Saturday in April. Eastern 
daylight time (GMT minus 4) is maintained the balance of the year. 
DEVELOPMENTS: Plans to accommodate tankers at new ore 
dock and provide slop reception facilities. 

GENERAL: Ships will be loaded in regular turn of vessels subject 
to cargo availability and providing they present with starting hatches 
open and do not have ballast pumping which will exceed expected 
loading time. This loading time should be calculated at the rate of 
Hark long tons/hr. at dock No. 1 and 12,000 long tons/hr. at dock 

0. 2. 

For establishing turn of vessels, a ship willbe considered “arrived” 
at the time of crossing harbour limits. 

Loading plans should be presented to the loading foreman on 
arrival at mooring berth. 

Ore-Oil and OBO vessels having discharged petroleum products 
at last port must advise this in first ETA. If gas-free certificate not 
already granted by independent chemist, arrangements will be made 
by lOC Marine Services to have chemist attend. Expense for ship's 
account. 

Ships will leave the loading dock immediately upon completion 
of cargo and secure for sea in the bay. If any delays occur on docu- 
mentation, crew members missing, etc., ship will leave the dock 
and all matters will be handled from anchorage. 

Present outlook for working hours, subject to change during the 
season, is as follows: 24-hour operation Sundays included. No work 
Christmas Day or New Year's Day. 

Main engines are required for shifting. Vessels at the mooring 
dock will be given 30 minutes notice to prepare to shift before 
departure of loaded vessel. Vessels are requested to have main 
engine ready when alongside mooring and loading docks. 

Permission contrary to the above must be obtained from the Iron 
Ore Company of Canada in writing. 

Most supplies can be readily obtained at Sept-lles. Quantity orders 
should be included in 48 hour ETA. Requests for bonded stores 
should be included in 96 hour ETA. 

Garbage service available alongside on request. 

Launch service is available on request through Marine Services. 
AUTHORITY: National Harbours Board. PO Box 280, Sept Isle, 
P.Q. G4R 4K5. 
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SHEET HARBOUR, N.S. : 44.50 N. 62.30 W. 


DOCUMENTS: See “Montreal”. hi 
ICE: Open all year with aid of icebreaker during Janus 
February and March. Ice forms about January 15th and breaks’ ~. 
between March 1st and 15th rik 
PILOTAGE: Compulsory. Pilot boards off Sheet Rock light. ~ 
ANCHORAGE: Anywhere in harbour in depths up to 10 fathony 
MAX. SIZE: See ‘Berthing”. 3H 
MEDICAL: Hospitals available. 40 
RADIO: Ship-to-shore communications: through Halifax (VCS)54 
TUGS: None. a 
BERTHING: Wharf, berthing length 500 ft. depth low water 2j rT 
No railroad or handling facilities on wharf. Small Dept. of Transp y 
wharf 20 ft. depth low water. 
STEVEDORES: Skilled labour available. Gangs consist of 20 m 
FRESH WATER: Available by hose from mill. S| 
FUEL: None available. 
REPAIRS: No facilities available. pc 
AIRPORT: Halifax 75 miles. y 
TIME: GMT minus 5 hours in Summer. GMT minus 4 hours Win ¢ 
AUTHORITY: Dept of Transport. 1 
y 


, 
SHIPPEGAN HARBOUR, N.B.: 47.45 N. 64.42 W. . 


CARAQUET HARBOUR: 47.48 N. 64.56 W. A! 


DOCUMENTS: See “Montreal”, - 
PILOTAGE: Approaching vessel hoists flag '‘G"' and uses Sly 
about one mile before reaching fairway buoy. Pilot boat motoris ‘ 
45-ft. vessel, approaches on leeside. Approaching vessels wait!’ 


Pilot about a mile from fairway buoy. a 
ANCHORAGE: Good anchorage, usually by fairway buoy. Ss 
RESTRICTIONS: Entry possible night and day, good visi M 


lighted buoys. e 
tate ee High tide: 23 ft. low tide: 17ft.(At Shippegan, maxim FI 
tide: < 

HEALTH: See “Montreal”. > 
RADIO: VC and Grindstone Radio, Riviére au Renard, Fame Poin Cc 
TUGS: Not required for these ports. 

BERTHING: Caraquet Wharf, 28 ft., Shippegan 25 ft. 
RADAR/VHF: Radar service at both harbours. 

MEDICAL: No notice required, hospital available, as required wh 
conditions warrant. 

FRESH WATER: Available. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per we 
per man. Wine/Spirit, Spirits allowed to officers. Beer to crew. 
REPAIRS: Minor repairs only. 

TIME: Eastern Standard Time GMT minus 5 hours, Daylight sav 
time from last week-end in April to last week-end in October, cloc 
advanced 1 hour. 

AIRPORT: Moreton 135 miles. 
POLICE/AMBULANCE/FIRE: Police RCMP 727-2828; Pol 
City 727-3167; Fire 727-2928; Hospital 727-3435. 

AUTHORITY: Dept. of Transport. 
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SOREL, Quebec: 46.03 N. 73.09 W. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 Crews Declaration (Can. Form Y14), 

3 Stores Lists (Can. Form E.1), 

Health Declaration (Can. Form QS. 2001). 

3 Cargo Manifests. 

3 Bills of Lading. 
PILOTAGE: Compulsory. Pilot boards at Basques Cove and Quebt 
(SR ABACE: In St. Lawrence River off Sorel in depths of! 
to 50 ft. 
RESTRICTIONS: Ice free approximately from mid-April to mi 
December. No tidal influence. 
MAX. SIZE: Up to 32 ft. draft. 
RADIO: Sorel Radio, call sign VFN, and Three Rivers Radio, @ 
sign VBK. 
HEALTH: Pratique may be obtained by radio to Quarantine Quebé 
Health Officer boards on arrival. Valid smallpox vaccination cert! 
cates required. 
TUGS: Available. Tugs join vessel in approach channel. 
BERTHING: 

Ministry of Transport Wharves - eight berths of up to 622 ft. leng 
with depth alongside from 24 ft. to 30 ft. 

North American Elevators Ltd - five berths of up to 622 ft. leng 
with depth alongside from 24 ft. to 30 ft. 

Marine Industries Limited - berth 600 ft. long, 20 ft. depth alongsi@ 

Quebec /ron and Titanium — berth 1,100 ft. long, 30 ft. depth alon 
side. 
BULK HANDLING FACILITIES: 

North American Elevators Ltd - steel and concrete grain elevat® 
5,500,000 bushels capacity. Loading capacity 144,000 bushels/houl. 

Quebec Iron and Titanium Wharf - electric mobile bridge, capac 
900 T/hour. 
DENSITY: Fresh water. 
MEDICAL: Doctors and hospital facilities available. 
FRESH WATER: Available by pipe-line at all berths. 
FUEL: All grades available by pipe-line at deep water berths. C# 
also be obtained by barge from Montreal. 
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EPAIRS: All deck, engine and boiler repairs can be effected. 
RYDOCK: Marine Industries Limited—dry-docking facilities for 
hips up to 12,000 tons dwt. 
USTOMS ALLOWANCES: 200 cigarettes for each man. Officers 
ay be allowed one bottle wine/spirits, Master up to five bottles. 
IME: GMT minus 5 hours. Daylight Saving Time: GMT minus 4 
hours, applied from last Saturday of April until last Saturday of 
October each year. 
SHORE LEAVE: Crew members allowed ashore. No restrictions. 
HOLIDAYS: New Year's Day; Epiphany; Good Friday; Ascension 
Day; St. John the Baptist Day; Labour Day; All Saints’ Day; Christ- 
mas Day. No work performed on these holidays. 
AIRPORT: Nearest at Montreal. 
AUTHORITY: Canadian Dept. of Transport. 


SUMMERSIDE, P.E.|.: 46.23 N. 63.47 W. 


DOCUMENTS: 
2 IMM.200. 
| $ E.1. 
1 Quarantine 2001, 
2 Passenger Lists. 
1 Customs Document A.6. 
-PILOTAGE: 24 hours notice of ETA to Agent who notifies Pilot. 
Pilot boards fairway buoy about 6 miles from wharf. 
ANCHORAGE: At fairway buoy in depths of 30-35 ft. 
MAX. SIZE: 550 ft. length, 50 ft. beam, 24 ft. draft. 
HEALTH: Vessels coming from U.S.A. accepted without pratique. 
Vessel from other countries radio telephone for permission. See 
also “Montreal”. 
RADIO: Halifax N.S., Sydney N.S., Grinstone, M.1. 
TUGS: None available. 
STEVEDORES: 24 hours notice required. 
MEDICAL: Hospital facilities available. Current vaccination/fever 
certificates required. 
FRESH WATER: Available 30 tons/hour. 
FUEL: Can be arranged if necessary. 
OPENING/CLOSING HATCHES: Crew/Stevedores. 
CUSTOMS ALLOWANCE: Tobacco: 1 carton per man per week. 
Wine/Spirits: Spirits 40 oz. per man per week. Further allowances 
made if Master requests. 
IDENTIFICATION CARDS: Passports required. 
REPAIRS: Only minor repairs. 
REPATRIATION: Can be arranged. 
AIRPORT: Charlottetown Airport 39 miles away. 
TIME: Atlantic Standard Time with daylight saving in Summer. 
HOLIDAYS: New Year's Day; Good Friday; Victoria Day (19th 
May); Dominion Day (1st July); Remembrance Day (11th November); 
Thanksgiving (13th October); Labour Day (1st September); Christ- 
mas Day. Plus all Saturday afternoons and Sundays. 
POLICE/AMBULANCE/FIRE: Police 436-9222; Ambulance dial 
"O" call operator; Fire 436-3333. 
TELEPHONES: Telephones can be placed on board. 
SHORE LEAVE: Crew allowed ashore. 
AUTHORITY: Harbour Master, Summerside, RRI. Tel. (902) 
436-7138. 


SYDNEY, N.S.: 46.09 N. 60.12 W. 


DOCUMENTS: 

Crew's Declaration Y.14 in triplicate. 

Ship's Stores E.1 in triplicate. 

Crew Tally IMM.201 in duplicate. 

Report Inward A.6 in triplicate. 

PILOTAGE: Pilots are obtainable inside Fairway Buoy, 46° 18’ N. 
60° 08’ W. Vessels approaching Sydney requiring Pilot must report 
by radiotelegraph or radiotelephone, estimated time of arrival to 
District Supervisor of Pilots, North Sydney, Nova Scotia, at least 
12 hours before vessel's ETA. The time should preferably be GMT. 
ETA's must be revised if necessary prior to arrival through VCO 
Marine Radio Sydney, or via any Coast Radio Station. 
ANCHORAGES: South Arm and North-west Arms (good holding 
ground 40 to 60 ft. depth). 

RESTRICTIONS: Berthing allowed day or night. ‘Harbour Ice”, 
January to March, “Drift Ice’ April to May. Navigable with aid of ice- 
breakers requested from Ice Control at Sydney. 

MAX. SIZE: Maximum draft 37 ft. Governed by least depth in chan- 
nel of 38 ft. at low water. 

HEALTH: Sydney is an official quarantine station. Radio pratique 
obtained between 0900 and 1700 local time by radio message to 
‘Quarantine Sydney". Information required from vessel is as follows: 

Name and nationality of vessel. 

Name of three previous ports called at during voyage. 

Port of destination and name of Agent. 

Nature of cargo. 

Date and place of last derating or exemption certificate. 

Number of crew and passengers. 

Condition of health of all on board with details of any sickness or 

death occurring during the voyage. 

Vaccination status of crew and passengers. 

The expected time of arrival and any other information that may be 

required by the quarantine officers. 

The ship will require usual inspection on arrival. However, radio 
pratique will enable vessel to enter port, dock and commence loading 
or unloading operations prior to official quarantine clearance. 
Vessels which have not applied for radio pratique and all vessels 
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with suspected infectious disease aboard will remain in quarantine 
until cleared. 
RADIO: 


Place Call Letters Freq. kc/s. 
Sydney Radio vco 500 
Grindstone Island VCN 500 
Canso Radio VAX 500 
Halifax Radio VvBO 530 
Cape Race VCE 500 


TUGS: No Tugs. 
BERTHING: /nternational Stee/ Piers: No. 1 Pier (Steel loading); 
berthing length 425 ft. Depth at low water 28 ft. 

No. 2 Pier; berthing length 550 ft. Depth at low water 30 ft. Pipe-line 
for bunker oil, 6 in.; pipeline for marine diesel, 4 in.; pipeline for 
discharging oil, 16 in. 

No. 3 pier; berthing length 710 ft. Depth at low water 41 ft. Equipped 
to unload cargoes by self-unloading boom type vessels and bulk 
carriers. Cape Breton Development Corporation, Pier No. 4; berthing 
length 810 ft. Depth at low water 30 ft. Used exclusively for loading 
coal and coke. Government Wharf (Sydney); berthing length 974 
ft., depth at low water 30 ft. 

Point Edward Docks: Main jetty length 850 ft. Depth at low water 
36 ft. outside, 27 ft. inside. Seaward jetty length 800 ft. depth at low 
water 21 ft. Quay wall 1,150 ft., depth at low water 18 ft. Finger jetty, 
length 350 ft., depth at low water 25 ft. outside, 19 ft. inside. 
STEVEDORES: Available. 

MEDICAL: Two hospitals. 

DENSITY: Average 1023. 

FRESH WATER: Available from shore by hoses. 

FUEL: Marine diesel, bunker fuel and galley fuels are obtainable 
by pipeline at piers number 2, 3 and 4. Rate of bunkering approxi- 
mately 100 tons per hour. 

GANGWAY/DECK WATCHMEN: Crew sufficient. 
OPENING/CLOSING HATCHES: Crew. 

CUSTOMS ALLOWANCE: 200 cigarettes or $ Ib tobacco or 15 
cigars, each officer. 40 oz. of spirit per officer. 

IDENTIFICATION CARDS: Seaman's identity cards. 
CONSULS: 

British and Canadian Shipping Master, 

Portugal Vice-Consul 794-3515. 

Honorary French Consular Agent, North Sydney 794-4800. 

Norwegian Vice-Consul, Sydney 564-9288. 

REPAIRS: Floating repairs by Atlantic Springs Machine and Re- 
pair Company or Sydney Engineering and Drydock Company. 
Largest slipway 3,000 tons. Hull and engine repairs available. 
REPATRIATION: Can be arranged. 

AIRPORT: Served by Air Canada and Eastern Provincial Airways. 
TIME: Sydney is on Atlantic Standard Time from the last Sunday in 
October to the last Sunday in April, and on Atlantic Daylight Time 
from the last Sunday in April to the last Sunday in October. GMT 
minus 4 on Atlantic Standard Time and GMT minus 3 on Atlantic 
Daylight Time. 

HOLIDAYS: Christmas Day; New Year; Good Friday; Dominion 
Day; Thanksgiving Day; Labour Day. No work as a rule from 0800 
to 0800 next day. 

POLICE/AMBULANCE/FIRE: Police 564-4415; Ambulance 564- 
5507; Fire 539-3552. 

SERVICES: Compass adjusting, tank cleaning. 

SHORE LEAVE: Allowed. 

DEVELOPMENTS: A new loading wharf is to be built at Sydney 
Steel Corporation. Completion expected mid-1975. 

AUTHORITY: Harbour Master, PO Box 548, Sydney, Nova Scotia, 
Tel. 902-564-8427. 


TORONTO, Ontario: 43.40 N. 79.25 W. (See Plan) 


For important general information refer to St. Lawrence Seaway". 
DOCUMENTS: Master should prepare for boarding of customs, 
immigration officers: 
Customs - Crew Declaration Lists (in triplicate) and Ship Store 

Lists (in triplicate). 
Immigration - Crew List and Passenger List (in duplicate). 
PILOTAGE: Not compulsory but available 24 hours. Pilotage 
requested through vessel Agents or direct to Harbour Master's 
office which maintains a24-hour radio watch on following frequencies: 

Call Sign XJF 495. 

Safety and calling 2182 kc/s. or 156-8 mc/s. 

Working 2003 kc/s. or 156-6 mc/s. 

Alternate working 156-7 mc/s. 
ANCHORAGES: Vessels anchor in Humber Bay or in Inner Har- 
bour. Anchorages allotted by the Harbour Master. 
RESTRICTIONS: Vessels may enter port area at any time. 
MAX. SIZE: The port has facilities to accommodate nearly any 
vessel which can navigate the St. Lawrence Seaway Locks. 

Maximum size of vessels permitted to transit the Seaway: 

(a) Ships not exceeding 730 ft. overall and 75 ft. 6 in. extreme 

breadth may transit. 

(b) Masts must not exceed 117 ft. above the water level. 

(c) Maximum draft 26 ft. 
HEALTH: See “Montreal”. 
RADIO: Controlling radio station in the Toronto area is VBG 
Toronto. 
RADAR: Harbour Master's Office has radar installed but not nor- 
mally used for assistance of vessels. Port communication centre is 
located in Harbour Master's office and operated for emergency 
safety requirements, and all information given to any vessel in area. 
TUGS:: Not normally required but available. Tugs use ship's lines, 
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BRIDGES: Two bridges - Ship Channel Bridge and Keating Chan- 
nel Bridge. Both lift bridges, no height restriction. 

SPECIALISED CARGOHANDLING FACILITIES: The following 
companies offer berthage and storage for the bulk commodities 
indicated: 

Liquid Chemicals. Allied Chemical Co., Domtar (no waterside 
storage tanks, trucked directly from vessel). 

Coal. Valley Camp; Weaver Empire Fuels; Rochester & Pittsburg 
Coal Co.; Milnes Coal Co. Ltd. 

Cement. Lake Ontario Cement, Canada Cement Lafarge. 

Molasses. Canada West Indies Molasses. 

Oil. Texaco, Imperial Oil, Sun Oil, Canadian Fuel Marketers, 
BP, Gulf, Shell, Roy-L Canadian Fuel, Milnes Fuel Oil, Caloil. 

Salt. Canadian Salt Co., Sifto Salt, lroquois Salt. 

Chemicals. Domtar. 

Sugar. Canada and Dominion Sugar Co. 

Vegetable Oils. Drew Brown, Maple Leaf Mills, Victory Soya Mills. 

Grain. Toronto Elevators Ltd, Victory Soya Mills; Canada Malting Ltd. 
CRANES: Stationary dockside crane, capacity 300 shorttons, floating 
crane 50 ton capacity and mobile crane 26 ton capacity available. 
STEVEDORES: General rule is 24 hours notice. 

To work ship at 1 p.m., order gangs by 11 a.m. the same day. 

To work ship at 6 p.m., order gangs by 4 p.m. the same day. 

To work ship at 8 a.m., order gangs by 4 p.m. previous day. 
MEDICAL: Doctor and hospital facilities available. 

TANKERS: Diameter of load/discharge lines are the American 
Standard 8 in. Maximum draft at berths is 26 ft. 

DENSITY: Fresh water. 

FRESH WATER: Available at all berths. 

FUEL: In most cases, vessels bunker in Montreal. Fuel available at 
12 hours notice, either by road tanker or oil tanker. 

Shipmaster's report: Fuel and lub-oils only delivered by road 
tankers and vessels are not allowed to bunker while alongside 
Redpath sugar berth. Bunkers not available on Sundays and holidays 
due to Department of Transportation regulations ruling that no 
trucks are allowed on highways those days. 

GANGWAY/DECK WATCHMEN: Crew member or someone 
hired by Agent. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 
CERTIFICATES: 

Certificate of Registry. 

Articles of Agreement. 

aa Book. 

Safety of Life at Sea. 

Safety Equipment Certificate. 

Safety Construction Certificate issued by the Country to which 

the ship is registered. 

CUSTOMS ALLOWANCES: Tobacco, Crew entitlement on first 
arrival in Canada — 200 cigarettes, 50 cigars, 2 pounds of tobacco. 
Wine and/or Spirit, Crew entitlement on first arrival in Canada - 
40 oz. of spirits, liquors or wines. 

CARGO GEAR: Vessel requires a tackle equipment book and a 
certificate covering cargo equipment which must be kept up to date 
and notated every 12 months by a competent person. Port of Toronto 
has modern equipment including stationary Atlas crane, 300-ton 
capacity; mobile container crane designed for loading and unloading 
20 ft. and 40 ft. containers; 56-ton overhead lift truck equipped with 
a 40 ft. spreader frame; and 50-ton floating crane. 
IDENTIFICATION CARDS: Visitor passes available from port 


police office. 

CONSULS: 

Belgium Germany Norway 
Brazil Greece Peru 
Colombia Guatemala Portugal 
Costa Rica Israel Spain 
Cuba Italy Sweden 
Denmark Japan Switzerland 
Ecuador Lebanon Thailand 

El Salvador Mexico Turkey 
Finland Netherlands United States 
France Nicaragua Yugoslavia 


REPAIRS: Most repairs not requiring dry dock can be carried out 
in Toronto. Nearest dry dock is located at Port Weller, 30 miles dis- 
tant. 
REPATRIATION: All facilities. 
AIRPORT: (1) Toronto Island Airport located at Western end of 
harbour. General aviation only with regular air lines. 
(2) Toronto International Airport approximately 15 miles distant. 
Airport is served by 9 regular airlines. 
TIME: GMT minus 5 hours. Two alterations made to clocks during 
(1) Last Sunday morning in April, Eastern Standard Time to Eastern 
Daylight Time one hour ahead. (2) Last Sunday morning in October, 
Daylight Time to Eastern Standard Time one hour back. 
HOLIDAYS: Work can be arranged on any holiday at double time 
rate with the exception of Labour Day which is the first Monday in 
September of each year. No work is done on this day. 
POLICE/AMBULANCE/FIRE: Emergency numbers as follows: 
Harbour Police 361-1111; Port Police 863-2140; Fire Department 
363-2133 or 361-1111; Ambulance 361-1111. 
Be pl Arrangements not available for placing telephones 
on board. 
SHORE LEAVE: No restrictions. 
DEVELOPMENTS: The main phase of the dredging contract 
to create a new entrance into the port of Toronto, started in 1973. 
The work which includes the dredging of the new shipping 
channel to Seaway depth, as well as the widening of the present 
Eastern Gap is expected to take about eighteen months to complete. 
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AUTHORITY: The Toronto Harbour Commissioners, 60 Harbour 
Street, Toronto M5J IB7 Tel. (416) 863-2000. Cables, “Torport" 
Telex 06-219666. : 


TROIS RIVIERES, Quebec: 46.22 N. 72.34 W. 


DOCUMENTS: 

2 sets Crew Lists. 

2 sets Passenger Lists. 

3 sets Customs Documents. 

3 copies Health Documents. 

6 sets Manifests. 

6 sets Bills of Lading. 

3 sets Ship's Papers. 
PILOTAGE: Pilots take charge of vessel at Quebec for Trois. 
Riviéres destination. See Quebec” for further information. 
ANCHORAGES: No vessel shall, except in an emergency, anchor 
within the harbour without prior permission from the Port Manager 
and then only at such place as is assigned. The anchorage area 
used for Trois-Riviéres is located approximately 2 miles up river, 
MAX. SIZE: Berths vary from 30 ft. to 35 ft. depth. 
HEALTH: Trois-Riviéres is a Port of Entry. Port doctor at the ser. 
vice of vessels. See also “Montreal”. 
RADIO: St Lawrence River Marine Traffic Control call system 
letters VBK Trois-Riviéres. 
TUGS: Not needed. Pilot boat can be of service on special occa. 
sions. 
BERTHING: 18 berths are available, including 7 open and 11 shed. 
ded, total 9,188 ft. Private wharves, 2 berths, total length 1,084 ft. 
N.H.B. Facilities: 


Depth 


Berth number Wharf at Low 


(usual name) length Water Remarks 
(ft.) (ft.) 
1A 500 30 ~=— Paper: 1 and 2 total berthing 
1B Loading length 900 ft. paper 
2 400 30 Warehouse { conveyor along front 
Loading of sheds 1A and 2 
tpl } Total berthing length 1,400 ft. 
6 300 30 
NHB office 
Wharf 7 300 30 
0) 715 30 
10 545 30 Total berthing length 2,555 ft. 
11 715 30 
13 580 30 
14 500 35 
15 395 35 
16 575 35 
17 750 30 
19 700 33 
20 706 35 
Cap de la 
Madeleine 


21 402 30 


Private Facilities : 


Depth 
Berth Length at Low Remarks 
(ft.) (ft.) 
Canadian International Receiving pipeline for 
bunker oil 
Paper Company's Wharf 744 30 Four 24 ton cranes 
for pulpwood 
Grain Facilities: 
Loading 


Loading capacity 
Capacity galleries bushels 


Elevators in bushels at berth per hour Remarks 
No. 1 2,300,000 
No. 2 1,800,000 55,000 2 Marine legs at Berth 17 
16 Unloading capacity 
96,000 bushels per hour 
No. 3 2,100,000 


CRANES: Mobile cranes up to capacity 140 tons available. 
STEVEDORES: Stevedores at Trois-Riviéres are also Agents. 
MEDICAL: If medical service is required upon arrival, call throug! 
No. 7 (St. Lawrence River Marine Traffic Control System). Port doc 
tor. Hospital facilities available. ( 
TANKERS: Diameter of oil lines 8 in. and 12 in. No slop dischargt | 
facilities. Seven tanker berths — five for 30 ft. draught and two for 35f . 
draught. 

FRESH WATER: Hoses connected to harbour hydrants; 20 tons 
per hour. ‘ 
FUEL: All grades available. f 
GANGWAY/DECK WATCHMEN: Not necessary except ! ! 
dangerous cargo on board. \ 
OPENING/CLOSING HATCHES: Carried out by stevedores. a 


ALLOWANCE: 200 cigarettes each and/or two Ib. 
cust ON ne and/or Spirits: One bottle each. 
IDENTIFICATION CARDS: Seaman's card and/or passport. 
CONSULS: At Montreal. ; 
REPAIRS: Minor repairs done by local machine shops. 
REPATRIATION: Can be arranged. — 
TIME: EDST from last Sunday of April to last Sunday of October, 
then normal EST. ; 
AIRPORT: 5 miles distant, No scheduled flights. 
HOLIDAYS: New Year's Day; Easter Monday; Confederation Day; 
Thanksgiving Day; Christmas Day; Good Friday; Queen's Birthday; 
Labour Day; Remembrance Day. One Civic Holiday taken June 24th. 
POLICE/AMBULANCE/FIRE: Police and Fire 374-3535; Ambu- 
lance 375-6456 and 374-6225; Poison Treatment 374-6211. 
SERVICES: Compass adjusting only. 
SHORE LEAVE: Members allowed ashore. : 
AUTHORITY: National Harbours Board, PO Box 999, Trois- 
Rivieres, P.Q. G9A 5K2. Canada. Tel. 378-3939. 


T: Malone Maritime Agency Ltd., 2 Rue de Forgef, Trois 
reel P.Q. Canada. Cables, Malone”, Tel. 379-2854. Telex 


05-837131. 


VANCOUVER, B.C.: 49.17 N. 123.07 W. (See Plan) 


PORT LIMITS: The seaward boundary of the inner port within 
which a vessel is considered to be an “arrived vessel” is a line 
drawn between Port Atkinson and Port Grey at the entrance to 
English Bay. The seaward boundary of the outer port is running 
North-South between the North Arm of the Fraser River and the 
International Boundary and being five miles offshore in the Straits 
of Georgia. 

DOCUMENTS: Master to keep Pilots, Victoria, advised of ETA 
pilot station. Agent concerned forwards blank Canadian Crew List 
and Immigration Forms together with port instructions to Pilot. 
Forms should be completed by Master for presentation to Customs 
and Immigration on arrival. ; : 

Immigration Authorities require two sets of Immigration Forms, 
Canadian Customs require three copies list of Bonded Stores and 
three copies Crew Personal Declaration Forms. 

A vessel proceeding to B.C. outports (i.e. Port Alberni, Prince 
Rupert, Tasu, Kitimat), which does not require Pilot at Fairway Buoy, 
Victoria, may apply quarantine Victoria for permission to proceed 
direct. Where such permission has been granted Master to notify 
Agent concerned. 

PILOTAGE: Compulsory. Pilot station at Victoria, B.C., equipped 
with VHF radio telephone and watch maintained on both 1568 mHz 
and 15655 mHz. No designated anchorage for vessels requiring 
Pilot. Normal method of boarding is by pilot ladder (no boat-rope), 
but under favourable conditions accommodation ladder may be used. 
ANCHORAGE: There are fourteen designated anchorages in the 
port which are available during periods of congestion. Eight In 
English Bay, four in main harbour and two above Second Narrows. 
Main Harbour anchorages reserved mainly for vessels awaiting 
berths or tides. Those outside mainly reserved for vessels expecting 
long waits. Main Harbour anchorages range from 9 to 21 fathoms 
and English Bay anchorage from 8 to 16 fathoms. Largest vessels 
using and expected to use Vancouver Harbour can be accommodated 
at all anchorages. Holding ground is good and anchorages are 
protected. Requests for permission to anchor must be made to the 
Harbour Master. Requests may be made through the First Narrows 
Signal Station. 

RESTRICTIONS: Vessels enter harbour night and day. Low- 
water depth in First Narrows (harbour entrance) is 50 ft. Vessels 
bound above Second Narrows are restricted to high water to 1 hour 
after, inbound; and from 1 hour before high water to high water, 
outbound, 

MAX. SIZE: Berthing for vessels up to 150,000 dwt. and draft up 
to 60 ft. at Roberts Bank. 

HEALTH: Vessels inbound from a foreign port: Agent notifies 
quarantine station, Victoria, giving name, ETA pilot station, where 
bound from and where bound to. Vessel arriving from Fiji, Australia, 
New Zealand, Honolulu, United Kingdom or Balboa, C.Z., may 
tadio Victoria Quarantine Station requesting Radio Pratique and 
may proceed direct to her destination, where will be boarded by 
quarantine officials on arrival alongside. Free pratique granted only 
to vessels coming from the U.S. with duplicate pratique; same rule 
applies to vessels proceeding from B.C. to U.S. ports, where dupli- 
cate pratique is issued, prior to arrival, same being brought on 
board by quarantine doctor at pilot station, Victoria. 

Advise Quarantine Station, Victoria, in event of suspected con- 
tagious disease on board. 

RADIO: VA.1 Vancouver Radio. 

RADAR/VHF: First Narrows bridge is radar equipped. Bridge 
Signal station manned 24 hours per day. Pilots in radio/telephone 
contact with bridge at all times. Vessels normally communicate 
with First Narrows signal station on Channel 6 inwards, until past the 
pra on they change to Channel 11 for berthing and harbour 

ment. 

TUGS : Meet vessels East of First Narrows and off berth. Ship's lines 
pe on Pilots communicate with tugs by VHF Channel 11 or Chan- 


BERTHING:: Vessels berthing at Lynn Terminals and Alberta 
at heat Pool, await favourable tide conditions. Vessels are berthed 
ancouver Wharves stemming the tide. 


CANADA 
N.H.B. Facilities : 
Depth 
along- 
Berth number Wharf side 
(usual name) length at LW Remarks 
(ft.) (ft.) 
Pier B-C 2,100 26-36 General cargo - passengers 
Centennial Pier 
(Gen.) 3,127 33-40 General Cargo 
Centennial Pier 
(Container Term.) 
Berth 6 687 40 Containers heavy lifts 
Ballantyne Pier 2,610 30-40 General cargo - grain 
Lapointe Pier 2,500 30-35 General cargo - containers 
Lynn Terminals 2,280 30-35 Lumber and plywood 
Seaboard Terminal 1,898 40 Forest products 
Neptune Terminals 2,100 48 Bulk loading —- A-frame - 
2 silos 
Roberts Bank 900 65 Dual - quadrant shiploader - 
6,000 tons per hour 
Private Facilities : 
Depth 
along- 
side Utility and 
Berth Length at LW general remarks 
(ft.) (ft.) 
Pier A1 30 Railway and truck barge 
loading 
Western Water 
Terminals 1,000 30 Outside storage, 4,000 sq. ft. 
Canadian National 
Pier 2,000 20-30 vi » 69,380 sq. ft. 
Great Northern 
Dock 600 30 ~=©Coastal traffic 
B.C. Sugar Dock 425 30 Bulk sugar imports 
Terminal Dock 2,010 33 Outside storage, 365,000 sq. ft. 
Pacific Coast Bulk 
Terminals 1,265 38 3 A-frame sheds for coal, 
sulphur and potash 
Hooker Chemicals 
Dock 500 35 Loading pipeline for bulk 
barges - outside storage 
Cassier Asbestos 
Dock 955 33 General cargo ~ coastal 
Vancouver Wharves 2,456 35 A-frame bldgs for potash, 


2 berths sulphur and ores - 2 silos— 
40 transit shed 


2 berths 
Grain Facilities: 
Loading 
Loading capacity 
Capacity galleries bushels 
Elevator No. in bushels at berths per hour 
U.G.G. 3-6 m. 1 40,000 
Pacific 7-0 m. 1 90,000 
Alberta Wheat Pool 7-0 m. 1 72,000 
Saskatchewan Wheat Pool 5-0 m. 1 108,000 
Burrard Terminals 15m. 1 30,000 


SPECIALISED CARGO HANDLING FACILITIES: There are 
twelve berths equipped for loading grain; depths vary from 28 ft. to 
50 ft. at low water. The port has three specialised coal berths - 
Neptune Terminals, Pacific Coast Bulk and Westshore Terminals. 
Bulk sulphur, potash and ores are handled at Vancouver Wharves, 
Pacific Coast Bulk Terminals and Neptune Terminals (not sulphur). 
One container berth is located at Centennial Pier, length 687 ft., 
depth 40 ft. at low water, back-up area 15 acres; it is equipped with 
one “STARPORTER" container crane. No deep-sea roll-on/roll-off 
facilities. LPG is handled at a specially equipped berth at the Trans 
Mountain Oil Dock. 

Forest products terminal opened with three berths, 50-acre lumber 
assembly area, and large shed for plywood storage. New container 
terminal with three berths, 76 acres back-up area is proposed for 
South Shore of harbour and a three-berth general cargo complex 
is planned for the North Shore. Both facilities expected to be com- 
pleted by late 1974. 

CRANES: Fixed crane capacity 300 tons, floating cranes, 45, 75 
and 100 tons and mobile cranes of 150 and 250 tons available. 
STEVEDORES: Gangs normally ordered day before ship's arrival, 
can be ordered same day for afternoon or evening work. 
MEDICAL: All services available. 

DENSITY: Density varies in different sections of harbour, accord- 
ing to times of year. 

FRESH WATER: Laid on at berths. Hose supplied. Delivery 25 
tons per hour. 

FUEL: Fuel and diesel oil in any quantity available to ships at oil 
company’s wharves, or delivered by tank barge alongside. Gulf Co., 
Home Oil Co., Imperial Oil Co., Shell Oil Co., Texaco Canada Ltd., 
and Standard Oil Co. of B.C. have stocks of bunker fuel oil, inter- 
mediate diesel oils, and light and medium marine diesel oils. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


FIRE PRECAUTIONS: Tankers to have suitable towing wires 
over offshore bow and offshore quarter. 
CONSULS: All major countries represented in Vancouve-. 
GANGWAY/DECK WATCHMEN: If required, employment 
arranged through Agent. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores, except in cases of bulk carriers. 
REPAIRS: All types of engine and deck repairs. 
DRY DOCKS: Available. Max. capacity 12,000 tons. 
AIRPORT: $ hour from Vancouver International Airport. 
TIME: Pacific Standard Time GMT minus 8 hours. Clocks will be 
adjusted to Summer Time (plus 1 hour) when advised. 
HOLIDAYS: New Year's Day*; Good Friday; Easter Monday; 
Victoria Day; Dominion Day; Labour Day*; Thanksgiving Day; 
Remembrance Day; Christmas Day*; Boxing Day*. 

* No cargo work these days. 
POLICE/AMBULANCE/FIRE: Police 684-7111; Ambulance 879- 
4511; Fire Vancouver FI-1234; Air-Sea Rescue 732-4272; Harbour 
Board Police 254-7317. 
TELEPHONES: Are placed on board vessels at all berths. 
GENERAL: Vessels not permitted pump bilges or discharge oil, 
contaminated ballast or galley refuse into water. Every vessel 
boarded on arrival by Harbour Patrol Personnel and furnished with 
applicable excerpts from Harbour by-laws. 
SERVICES: Stevedore companies equipped with tank cleaning 
equipment. Sludge barge available. Services of compass adjuster 
may be obtained. 
SHORE LEAVE: No restrictions, but Immigration will advise of any 
special circumstances where restrictions might be enforced. 
AUTHORITY: National Harbours Board, 520-200 Granville Street, 
Vancouver, B.C. V6V 2P9. Tel. 687-0474. 


VICTORIA, B.C.: 48.25 N. 123.22 W. 


DOCUMENTS: See “Vancouver”. 

PILOTAGE: Pilots embark at Victoria for all British Columbia ports. 
Pilot station within 2 mile radius of buoy in position 48° 22’ 45” N. 
123° 24’ 56” W. Radio Pilots Victoria through radio station VAK 
giving ETA not less than 6 hours in advance. 

ANCHORAGE: In Royal Roads. 

HEALTH: Quarantine Officials board with the Pilot. 
RESTRICTIONS: Outer harbour: depth 35 ft. MLLW. Inner har- 
bour: depth 21 ft. MLLW. 

TUGS: Available. 

BERTHING: In Outer harbour: Ogden Point. Berthing length 
3,400 ft.; depth alongside 35 ft. H.L.W. 

STEVEDORES: 13 gangs available. Refer “Vancouver” for holi- 
days, etc. 

MEDICAL: Doctors and hospital facilities available. 

DENSITY: Salt water. 

FRESH WATER: Available at wharves. 

FUEL: Supplied by barge from Vancouver. 

CUSTOMS ALLOWANCES: See “Vancouver”. 

REPAIRS: All repair facilities available. 

DRY DOCK: At Esquimalt: Length 1,173 ft.; breadth 125-6 ft.; depth 


49-5 ft. 
AUTHORITY: Dept. of Transport Harbour Master. 


AGENT: King Bros. Ltd., P.O. Box 577, Langley St., Victoria. Tel. 
384-1174 and 384-1653. Telex: 044-8319. Cables: ‘‘Kibro Victoria”. 


WEY MOUTH, N.S.: 44.27 N. 66.01 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

3 Customs Documents. 

3 Health Documents. 

3 Manifests. 

Ship's papers. 
PILOTAGE: Ship's Agent contacts vessel through Marine Radio 
Station, Yarmouth and notifies Pilot, who will then be on lookout. 
Ship gives standard whistle signal for Pilot, who boards about two 
hours before high tide. In meantime, ship should ride at anchor about 
4 mile N.W. of fairway buoy. No special pilot boat. Boat used for Pilot 
is 35 ft. fishing boat. 
ANCHORAGE: Good safe anchorage outside harbour in 33 ft. 
over mud. Also $ mile N.W. of Fairway buoy. 
MAX. SIZE: Maximum length permissible 375 ft. Breadth, no limit. 
Draft, approx. 26 ft. of water at high tide. 
TUGS: No tugs required. The fishing-boat will run lines to wharf 
if required. 
BERTHING: North Weymouth, L-shaped wharf 280 ft. in length, 
and leg 40 ft. width. Depth alongside 9 ft. low water. 
Sharer Available. Experienced loading lumber and pulp- 
wood. 
MEDICAL: Hospital: at Digby, 20 miles distant. Ambulance can 
be arranged. 
FRESH WATER: Available; delivery by truck. 
DEVELOPMENTS: Redredging of channel in near future. Dates 
not finalised. 
GANGWAY/DECK WATCHMEN: No watchmen necessary. 
TIME: Eastern Standard Time GMT minus 5 hours. Daylight saving 
time from last week-end in April to last week-end in October, clocks 
advanced 1 hour. 
POLICE/AMBULANCE/FIRE: Police 245-4162; Ambulance 245- 
2205; Fire 837-5142. 
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TELEPHONE: No arrangement for placing telephones on boar 
ship. Telephone available near dock. 
AUTHORITY: Dept. of Transport Harbour Master. 


WINDSOR, Ontario: 42.19 N. 83.03 W. 


For important general information refer to “St. Lawrence Seaway" 
DOCUMENTS: 

Sanitary Health Certificate - fixed on outside of container fo, 

agriculture plant protection. 1 paper affixed to each container, 

Meat locker Certificate. 

Quarantine Certificate. 

3 Crew Lists. 

3 Passenger Lists. 

3 Stores Lists. 

Manifest - 3 A.6 - 2 A.6 out. 

Bill of Lading. 

Valid Smallpox Certificates. 
PILOTAGE: Pilots board ships at Sarnia Eastbound and Pox 
Weller Westbound. 
ANCHORAGES: Windsor Harbour Anchorage lies approx. 
mately $ mile North of Fighting Island marked by 4 white buoys, 
showing flashing white lights, an area of 800 ft. wide and 2 of a mile 
long. Depth of 54 to 6 fathoms. 
MAX. SIZE: Can handle any ship the seaway passes. No tide. 
HEALTH: In the case of vessels arriving via the St. Lawrence 
River radio pratique may be obtained from Quarantine Quebec, Se 
also ‘Montreal”. 
RADIO: WFS Detroit Marine Radio. 
RADAR/VHF: No radar service. Harbour Master may be con. 
tacted on VHF Channel 16. 
TUGS: Only on rare occasions is tug necessary. 
STEVEDORES: Advice as to number of gangs should be received 
no later than 1600 on day preceding. 
MEDICAL: Four hospitals. 
TANKERS: 

British American; hoses = 8 in. Max. depth 19 ft. 


Shell Canada » = 8in, Max. depth 19 ft. 
Petrofina » = 8in. Max. depth 22 ft. 
Imperial Oil » = 8in, Max. depth 18 ft. 


Sterling Fuels = 14in. &10 in. Max. depth 27 ft 
Slop tanks available —- Sterling Fuels only. 
DENSITY: No tide, the water is fresh. 
FRESH WATER: Tank truck delivery. 
FUEL: Tank truck delivery. All grades — 24 hours notice. Coal bunker 
ing dock available 24 hours per day. No notice. 
FIRE PRECAUTIONS: Fire Dept. requires man at tank installe 
tions ashore while pumping, also notify Fire Dept. re any spillage. 
GANGWAY/DECK WATCHMEN: Not required, but can be 
supplied. 
OPENING/CLOSING HATCHES: Normally done by the steve 
doring company. 
CUSTOMS ALLOWANCE: See “Montreal”. 
IDENTIFICATION CARDS: |.D. cards should be carried. 
CONSULS: U.S. Consul, tel. 253-5203. Italian Consul, tel. 256-009 
REPAIRS: All repairs above water can be carried out. 
AIRPORT: Windsor Airport approximately 5 miles. Regular flights 
7 days a week by Air Canada. 
TIME: GMT minus 5 from October to April. DST subject to loce 
vote. 
HOLIDAYS: The following are the legally observed holidays 
however, vessels will be worked on these days at prevailing rates 
Christmas, New Year, Good Friday, Victoria Day, Dominion Daj 
Civic Holiday, Labour Day, Thanksgiving and Veteran's Day. 
POLICE/AMBULANCE/FIRE: Police 253-4211; Fire 254-288 
Ambulance 945-2391. 
TELEPHONES: Phones can be placed on board. 
GENERAL: Fluctuation of water level; high Westerly wind drop 
water level. Detroit River Light should be contacted for water gaugt 
on VHF 16 for upbound ships, and Belle Isle Coast Guard Station 
on VHF 16 for downbound ships. j 
SERVICES: Tank truck available for tank-washings, also radi 
telephone and radar service. Compass adjustor not available. 
SHORE LEAVE: No restrictions on shore leave. 
AUTHORITY: Port of Windsor, Windsor Harbour Commissio* 
Canada Square, 500 Riverside Dr. W. N9A 5K6, Windsor, Ontarit 
Canada. 


Canary Islands 


ARRECIFE: 28.57 N. 13.33 W. 


PILOTAGE: Pilot meets vessel 1,000 metres off the port. 
Minor port of island of Lanzarote. Port situated to the South of tt 
town, and consisis of 3 moles: 

Muelle Viejo: 200 metres long 

Muelle Pesquero de Naos: 300 metres long. 

Muelle los Marmoles: 700 metres long. j 

The first two quays named above are both suitable for fishi® 
vessels. Muelle los Marmoles is the principal berthing quay with! 
depth alongside of between 8 to 15 metres. Fuel, gas oil, and fret 
water available by pipe-line. 

Two tugs of 250 hp. available. From Las Palmas. 

Small slipways up to 400 tons capacity available, also workshor 
for minor repairs. 
AUTHORITY : Commandancia Militar de Lanzarote. 


er a a a ee oe el ee 


LAS PALMAS: 28.05 N. 15.27 W. 


DOCUMENTS: 

5 Crew Lists. 

4 Transit Passenger Lists. 

2 Provisions Lists. ; : 

8 copies of Manifest, with Bills of Lading covering cargo for Las 

Palmas. , 

8 Lists of Passengers Disembarking. _ 

Passports of passengers landing (required by Immigration Auth- 

ities). 

" Seiame Health Declaration. 

PILOTAGE: Compulsory. Masters send radio message to Agents 
48 hours prior to arrival giving ETA (GMT). Pilot station may be 
contacted by VHF Channel 16, 155-56 kc/s. Call for Pilot by whistle, 
2 long and 1 short blasts, “G" flag during day; white over red signal 
during night. Sound signals prohibited from 2200 to 0800 local time. 
Pilot boats have black hull, white wheel house, with black “P" and 
boat number painted both sides of wheel house; they fly “G" flag 
with black “P" on centre. Pilot boards approximately one mile off 
breakwater, where vessel should await Pilot. 

ANCHORAGE: Good anchorage in roads. Sandy bottom. Mean 
tidal range 5 ft. to 6 ft. Tidal velocity negligible. 

RESTRICTIONS: No tide restrictions. Vessels berth alongside 
mole day and night in accordance with draft. 

Vessels carrying explosives or dangerous products must apply 
to the Port Authority, through their Agent, with sufficient advance 
notice, regarding permission to enter port. 

MAX. SIZE: Vessels of any length and beam can safely berth and 
normally discharge and load cargo while bunkering. Max. allowable 
draft 42 ft. 

RADIO: Las Palmas Radio, call sign EAL. 

TUGS: The following tugs are available: harbour and/or salvage 
tugs Tamaran, 2,375 i.h.p.; E! Guanche, 1,375 i.h.p.; Fortunate 1,047 
ih.p.; Vulcano, 2,060 i.h.p. 

Harbour tugs: Castillejos, 600 i.h.p.; Cory, 250 i.h.p.; Espana II, 

450 i.h.p. 
BERTHING: Subject to availability. Information should be radioed 
to Agent 48 hours prior to arrival, if berthing required, and for what 
purpose. Main breakwater, Generalisimo Franco, runs North to 
South, is 2,000 metres long, fitted with oil bunkering points. Safe 
berths alongside for vessels up to 41 ft. draft. Harbour approach 
from open sea with no impediments. 

La Luz mole, is 1,200 metres long, with berths alongside. 

BULK CARGO FACILITIES: Grain silo with four extractors. 
Max. discharge 50 tons per extractor per hour. Draft alongside 32 ft. 
STEVEDORES: Number of gangs required, cargo details, tons per 
poe should be announced to Agents, with ETA, 48 hours prior to 
arrival. 
MEDICAL: Master should advise Agent if medical attention re- 
quired on arrival. Hospital and ambulance services available day and 
night. Vaccination and inoculation available any time but notice 
should be given prior to arrival. 
TANKERS: No facilities for slop discharge. Crude oil tanker berth. 
FRESH WATER: Available at any mole delivered by hose at rate 
of approx. 50 tons/hour per hose, while bunkering and/or loading/ 
discharging cargo. 
FUEL: Masters to include in messages to Agents amount, grade 
and eee of oil required, and name supplier, 48 hours prior 
arrival. 
DEVELOPMENTS: A new breakwater is under construction East 
of present breakwater which will provide additional deep water 
bunkering berths, a basin for fishing vessels and other facilities. 
ORE MARDEG I. WATCHMEN: Recommended. Arranged by 
gents. 
OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCE: No restrictions for tobacco, wine 
and/or spirits. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: Consuls or Consular representation of most maritime 
nations available. 
REPAIRS: All types of deck and engine repairs carried out afloat. 
DRYDOCK: One floating dock, capacity 5,000 tons dwt. 
REPATRIATION: All facilities for crew changes, repatriation by 
sea and air, 
AIRPORT: International Airport 26 kilometres South of Las Palmas. 
TIME: GMT in Winter. Summer-time is GMT plus 1 hour. 
HOLIDAYS: Local holidays: 29th April; 8th September. National 
Holidays: 1st January; 6th January; 19th March; 1st May; 18th July; 
25th July; 1st November; 8th December; 25th December. Feast 
Days; Maunday Thursday (half-day); Good Friday; Ascension Day; 
Corpus Christi. 
yarns handling during holidays and feast days; no stevedoring 
cane available from 2000 hours from day prior to Good Friday, 
ea Day and ist January, until 0800 hours on following day. 
Fire MR AMBULANCE/FIRE: Police, 217104. Ambulance, 245921. 
TELEPHONES: Line connected to vessels alongside wharves 
m Harbour Board exchange if required. 


Dees (Special) Underwater hull cleaning, compass adjust- 


SHORE LEAVE: Permitted. 
AUTHORITY: Port Commandant, Comandancia de Marina. 
AGENTS: Miller Y Cia, SA, Muelle Santa Catalina, (PO Box 12), 


se —— Canary Islands. Telex 95353 Midat E and 95153 Midat E. 
€!, 26.08.50 (5 lines). Telegrams “Miller Laspalmas”. 


CANARY ISLANDS 
LAS SALINETAS: 


Private loading quay for nitrogen and fertiliser factory about 10 miles 
South Puerto de La Luz, Las Palmas, only used by vessels loading 
or discharging for Compania Insular del Nitrogeno, S.A. 

Accommodation one mole 145 metres length depth alongside 
7:5 to 15 metres. Fresh water available. 


SANTA CRUZ DE TENERIFFE: 28.28 N. 16.16 W. 


DOCUMENTS: 

6 Crew Lists. 

6 Passengers in Transit Lists. 

6 Passengers Landing Lists. 

7 Cargo Landing Manifests. 

2 Stores Lists. 

1 International Health Declaration. 

1 Free Pratique. 

!f no passenger or cargo landing, must present negative declarations, 
PILOTAGE: Recommended give Agent 48, then 24 hours notice of 
ETA. Contact pilot station by VHF Channels 14 or 16. Pilot station 
located at shore end of Muelle Norte. Pilot boards up to two miles 
oft extreme end of Muelle Sur. In daytime pilot cutter identified by 
blue flag with white “P"’ superimposed; night time, red and white 
light. When pilot cutter unable proceed out of harbour due heavy 
weather, Pilot awaits in lee of extreme end of Muelle Sur. Pilots 
called by VHF when entering; on sailing called by local Agent, or by 
blowing “‘C" on ship's whistle. 

ANCHORAGE: Vessels proceeding to anchorage are conducted 
by Pilot. Alternatively, Pilot gives bearing by VHF. 
RESTRICTIONS: No berthing or sailing from floating pipe-line 
discharge terminal between 1800 and 0800 hours. At Dique Del Este, 
vessels over 35 ft. draft are allowed to berth in daytime only. 

MAX. SIZE: Floating pipe-line terminal, up to 200,000 tons dwt. 
Dolphins, up to 45,000 dwt. Dique Del Este (old part), max. length 200 
metres and draft 39 ft. 6 in. (new part), 700 metres long with no LOA 
limitation, draft up to 54 ft. 

HEALTH: Free pratique not granted by radio. ‘'Q"’ Flag must be 
flown until vessel cleared inward by Port Health Authorities, which 
procedure is very quick. If suspected disease or fever on board, 
Agent or Port Health Authorities must be notified by radio. 
RADIO: Teneriffe Radio - call sign EAT working frequency 472 
kc/s. Short-wave EAT 3 working frequency 1930 to 0830, 8742 kc/s. 
Short-wave EAT 4 working frequency 0830 to 1930, 13092 kc/s. 
Radio telephone call sign: ‘‘Teneriffe Radio" working frequency 
1740 kc/s. 

There is a 24-hour telephone link with vessels within 100 miles 
range, which vessels may utilise by calling Teneriffe Radio on VHF 
Channel 16 for connection to Agent's telephone number. 

TUGS: Join vessels entering approximately half mile to one mile 
from extreme end of Muelle Sur. Use of tug's lines optional, but 
when supplied by the tug, extra charges incurred. 

Tugs normally available; Punta Anaga, 1,900 i.h.p.; Doramas, 1,313 
i.h.p.; Cepsa /, 650 i.h.p.; Volcano, 1050 i.h.p. 

BERTHING: 

Dique del Este: 650 metres length, depth alongside 18 metres; 
295 metres length, depth alongside 12 metres; 80 metres length, 
depth alongside 10 metres. 

Dique Muelle Sur: 803 metres length, depth alongside 12 metres; 
213 metres length, depth alongside 10 metres; 240 metres length, 
depth alongside 8:50 metres. 

Muelle de Ribera: 537 metres length, depth alongside 10 metres; 
301 metres length, depth alongside 8-50 metres. 

Muelle Norte: 103 metres length, depth alongside 8 metres. 
STEVEDORES: Monday to Saturday gangs ordered at 0730, 1330 
and 1930 hrs. Gangs for Sunday work ordered at 1930, Saturday. 
Telegraphic information from Masters to be despatched 48 hours 
prior arrival giving first ETA. Gangs work four six-hourly shifts, 
viz. 0800-1400, 1400-2000, 2000-0200, 0200-0800. All necessary gear 
supplied by Stevedores. 

MEDICAL: Masters to advise by radio if medical attention required 
on board. Yellow fever and smallpox inoculations possible in day- 
time subject prior notification. 

TANKERS: Local refinery (Compania Espanola de Petroleos SA) 
have ample couplings, hoses and reducers. Slop facilities available. 
Tankers discharge at Floating Pipeline Terminal, and at Dique del 
Este. 

Loading terminals situated at Dique del Este, at Puerto Honduras 
for 45,000 dwt, and two berths at extreme end of Muelle Sur. 
DENSITY: About 1025. 

FRESH WATER: Available at all berths, delivered by hose any 
time day or night. Water barge available day-time to supply vessels at 
anchorage, 400 tons capacity. May be available at night-time at extra 
cost. If water delivered by barge, there is an additional charge for 
towage of barge each way. 

FUEL: All grades available from CEPSA (cables “Spanoil Madrid”’ 
and/or “Teneriffe”). Fuel available at all berths, average rate of 
loading 500-600 tons per hour. Bunkers at anchor can be supplied by 
bunkering barge Mayorga, 1,400 tons capacity, or Guadarranque, 600 
tons capacity. Notice required for refuelling 72 hours, tobe confirmed 
at 48 and 24 hours before arrival. 

FIRE PRECAUTIONS: Tug ‘Punta Anaga” extensively equipped 
fire-fighting equipment including foam and four water/foam monitors 
on bridge top. Refinery well equipped with shore fire-fighting 
equipment, including mobile foam trucks. 
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GANGWAY/WATCHMEN: Available but not compulsory. 
HATCHES: Normally opened by crew, stevedores lifting beams. 
If whole operation carried out by stevedores, extra charge possible. 
go age ALLOWANCE: Free port no restrictions presently 
in force. 

CARGO GEAR: Supplied by stevedores. 

REPAIRS: NUVASA, offer a new system in slipways, the synchro- 
lift, lifting capacity 2,000 tons, and vessels up to max. 83 metres LOA 
can slip at their yards, where there is space for 14 vessels at a time. 
Dry docking can be effected day and night. 

Their workshops can carry out major repairs to ships afloat, 
including engine and boiler work, and is equipped with modern 
machinery. These yards became fully operational February 1971. 
REPATRIATION: All facilities available for repatriation and crew 
changes. Daily air flights to Madrid and Europe. 

AIRPORT: International Airport situated 12 km/s. from port, ser- 
ved by Iberia, KLM, Air France, Lufthansa, BUA and others. Daily 
flights to and from most European capitals. 

TIME: GMT in use throughout year. 

HOLIDAYS: 1st January; 6th January; 19th March (St. Josephs); 
Easter Thursday; Good Friday; 1st May; 15th May; 25th May; 5th 
June; 29th June; 18th July; 25th July; 15th August; 12th October; 
1st November; 8th December; 25th December. 

No work 1st January, Good Friday, and Christmas Day. Other 
holidays worked as overtime. 

POLICE/AMBULANCE/FIRE: Police 242300; Ambulance 241502, 
244675; Fire 242349. 

TELEPHONE: Facilities exist for connecting telephones on board. 
SERVICES: Underwater hull cleaning, tank cleaning-sompounds 
(Basic Chemicals, etc.), compass adjusting. 

SHORE LEAVE: No restrictions, except for crew members of 
East European countries, who must obtain Identification Cards from 
local Immigration. 

IDENTIFICATION CARDS: Not required. For citizens of 
East European countries local Immigration will deliver Identification 
Cards, which should be returned to Agent before sailing. 
CONSULS: 


Austria Finland Netherlands 
Belgium France Norway 
Bolivia Germany Panama 
Brazil Great Britain Peru 
Colombia Italy Portugal 
Costa Rica Liberia Sweden 
Chile Luxembourg Uruguay 
Denmark Monaco Venezuela 


Dominican Rep. 
AUTHORITY: Marine Commandant, Harbour Board, Santa Cruz. 


AGENTS: Miller Y Cia S.A., Marina 39 (F .O. Box 79), Santa Cruz 
de Tenerife, peg Islands. Telex 92143 MIDOC E. Tel. 24.48.80. 
Telegrams “Miller Tenerife”. 


Cape Verde Islands 


ST. VINCENT (Archipelago of Cape Verde, Overseas 
Province of Portugal): 


PORT LIMITS: Inside of a direct line running from Pta. Joao 
Ribeiro to Pta. do Morro Branco. 
PORT: Porto Grande at 16° 52’ 55” N. 25° 00’ 25” W. City: Mindelo. 
HARBOUR: Porto Grande is a natural semi-circular harbour shel- 
tered and safe, facing island of Santo Antao over a channel approxi- 
mately 10 miles wide at nearest points. In this channel but nearer St. 
Vincent is the rock of Ilheu dos Passaros on which is a lighthouse. 
Entry to harbour is from North or South. Weather conditions through- 
out year usually good to excellent. 
DOCUMENTS: On arrival Masters should hand to Agent: 

3 Crew Lists. 

3 Passenger Lists. 

1 Maritime Health Declaration Certificate. 

1 copy Stores List. 

Port Doctor will also wish to sight ship's Deratisation Certificate. 

When discharging cargo a minimum of 5 copies of Bill of Lading 
and 5 copies of Manifest are required. No special form for Passenger 
Lists and Crew Lists, and those in general use by the vessel will be 
accepted. 
PILOTAGE: Radio notice of ETA must be sent by Master to Agent 
at least 48 hours before arrival. Pilot boards mid-way between Bird 
Island (IIheu dos Passaros) and the Quay. The Pilot prefers to use 
Jacob's ladder. Signal for pilot is two long and one short blast on 
ship's whistle. However, sound signals prohibited between 2000 and 
0800 hours local time. Time between Pilot boarding to vessels 
anchoring or berthing at piers is 10 to 45 minutes. See ‘‘Radio”’. 

Important : The Harbour Master requests Masters not to anchor in 
harbour before Pilot on board. Pilots available day and night. Pilotage 
compulsory for all vessels entering harbour for anchoring, or berth- 
ing. When sailing, pilotage not compulsory for vessels which 
anchored in harbour. Pilotage compulsory for all vessels berthing 
and unberthing at piers. 
ANCHORAGE: Anchorage berth in 4 to 20 fathoms. 
MAX. SIZE: The harbour of Porto Grande can accommodate 
vessels up to any size. Also see “Berthing” and “Tankers”. 
HEALTH: Free pratique can be obtained before arrival on applica- 
tion by radio to Guarda Mor (port doctor) of Sao Vicente de Cabo 
Verde confirming that crew are good health. The port doctor, how- 
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ever, usually boards vessel on arrival in company with police ang 
Customs guards, order provide any medical assistance which may 
be required. Crew and passengers should be in possession of 
Smallpox Vaccination Certificates. Production of these certificates 
will not, however, be called for unless there is a very good reason fo; 
doing so. 

RADIO: Advice of estimated time of arrival should be sent by radio 
to Agents at least 48 hours prior entering port. Bunker and wate; 
requirements, if any, should also be requisitioned in same message, 
Cash to Master, provisions, cigarettes, spirits, etc. should be also 
added. ETA message should also advise number of hatches to be 
worked and number of tons in each hatch. 

St. Vincent radio operates on CQA-500 kc/s and 8-738 mejs 
twenty-four hours a day - working frequency 435 kc/s on 8 me/s, 
Listening every two hours over the hour and again each half hour on 
the hour. Pilot station may be contacted on VHF Ch. 13. 
BERTHING: 


Pier No. Maximum Depths Length of Pier 

metres metres 

Ve 11:50 310-00 
2 11:50 310-00 
3 9-50 160-50 
4 9-50 160-50 
5 8-50 90-00 
6 6-50 122-00 
7 4:50 61-50 
8 3:50 106-75 
9 3-50 40-00 
10 4-50 100-00 
11 5: 100-00 


(* This pier is open to the sea and usable 
subject to prevailing winds and swell). 

Floating and suspended fenders are available at the piers. Sus. 
pended fenders are each of 3 lorry tyres, 3 ft. wide with a diameter of 
2 ft. 6 in. suspended at intervals of 70 ft. Floating fenders are of § 
tyres with a wooden core and are 4 ft. 6 in. long and 3 ft. 6 in. in 
diameter and are placed at intervals between the suspended fenders, 
Cruising vessels normally berth at pier No. 2. Max. draft 33 ft. 

Height of Pier No. 2 above sea level approximately 2 metres, 
Vessels moor port side to pier. No shore gangways available. Cruis- 
ing vessels with drafts too deep to berth alongside piers can anchor 
in harbour about 1,250/1,500 metres distance from Custom House 
pier where passengers may land. Ship's launches must be used for 
the transport of passengers to and from shore. With tug assistance 
vessels may berth or unberth at any time of day or night at piers 
Nos. 2, 3 and 4, but in adverse weather or other adverse conditions 
berthing at night may be prevented. Berthing and unberthing a 
night at other piers generally not possible. 

STEVEDORES: If quantity for loading or discharging is of 10 tons 
or under, and in comparatively small parcels, then cargo can be 
loaded or discharged using the only small lighter available for 
vessels at anchorage. If larger quantity to be handled vessel must 
berth alongside quay. In both instances ship's tackle must be used, 
Discharging rate for bagged cargo, i.e. flour, rice, etc. is about #0 
tons per hour per hatch. In all cases vessel's derricks and winches 
are used. There are no lighters available, therefore as described 
above all cargo in excess of 10 tons must be loaded or discharged 
at the piers. The opening/closing of hatches is the responsibility of 
the crew on board, but can be done by the stevedores by arrange 
ment with the master under the supervision and responsibility of the 
ship's officers. 

TANKERS: Maximum length 775 ft.; Maximum draft 36 ft. Underkeel 
clearance 4ft. Maximum dwt. 53,000 tons. 

Discharge effected by barge from starboard side of tanker a 
anchorage, also through submarine pipe line in harbour at: Lat 
16° 53’ 30” W. Long. 25° 00’ 50” W. Length of line, 1,000 metres; 
diameter, 20 in.; berth, Buoys; hoses, 12 in.; number of hoses, 7; 
position of hose connection, midships starboard side; Maximum 
rate per hour, 2,000 metric tons; density of water at berth 1025. 

Submarine pipeline buoy berth. Tankers moored to one forward 
buoy and three stern buoys. Tanker also uses port anchor whichis 
dropped before tying up to buoys. Nature of bottom is coarse sani 
and gravel. Berthing at buoys carried out daylight only and pon 
tugs of up to 1200 h.p. used always on berthing and on unberthing 
according to weather conditions. 

Cleaning tanks: 50 miles from shore only. 

Gas freeing: At present no facilities available. 

FRESH WATER: Can be supplied at anchorage or at piers or & 
lighter day or night. Water suppliers request at least 48 hours notic? 
giving quantity required. A minimum charge covering costs of 
supply of 20 tons is made on supply for under that quantity. To suppl) 
over 750 tons during a 12-hour stay in port with two lighters, giving 
between 25 to 50 tons per hour per hose, would be difficult. Connec 
tions of hose couplings from water barges are 3 inch male, 1! 
threads per inch. 

FUEL: Oil bunkering carried out ex lighter at anchorage at rate of u? 
to 300 tons per hour dependent upon speed at which vessel ca‘ 
receive. Both fuel and diesel oil bunkers can be supplied at the piers 
Gas oil can be supplied in drums to vessel at anchorage or in bull 
ex pipe-line on piers. All bunkering at anchorage ex barge takes 
place on starboard side of vessel. 

DEVELOPMENTS: Facilities expected improve in near future 
A synchrolift Dock to take two vessels up to 60 metres long by 2 
metres wide, is planned which together with other workshop ampl 
fications are expected to be fully operational by 1975. 
GANGWAY/DECK WATCHMEN: Two Maritime Police af 
always in attendance and are compulsory. 
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CUSTOMS ALLOWANCES: Tobacco and Wine and/or Spirits, 
no restrictions within reason. 
CONSULS: 
Belgian (Vice-Consul 
British (Vice-Consul) 
Brazilian (Vice-Consul) 
Danish (Vice-Consul) 


Netherlands (Vice-Consul) 
Norwegian (Consul) 
Panamanian (Consul) 
Swedish (Vice-Consul) 

French (Consular Agent) Venezuelan (Belgian Consul 
Italian (Consular Agent) _ actsina friendly capacity). 
REPAIRS: At present voyage repairs of limited scope carried out, 

but slipping facilities are available for craft up to 250 tons only. 
REPATRIATION: Facilities exist for effecting crew changes by 
air, but recommend that TAP Lisbon be contacted by Owners for 
crew making flights into Sal Island order join vessel St. Vincent. 
Agents should also be informed to make necessary arrangements 
for flight on local plane from Sal Island to St. Vincent. All crew 
travelling to Cape Verde must have transit visa issued by Portuguese 
Consul in country of origin. All crew, except cases for hospitalisa- 
tion, must be in possession of a passport before Portuguese police 
will permit them disembark for repatriation. Crew possessing valid 
passports or sailors’ books can land in Cape Verde for medical 
and/or hospital treatment or for repatriation to country of nationality 
provided it is country with whom Portugal has diplomatic relations 
and provided Agents of vessel take full responsibility on behalf of 
Owners for all expenses. 

AIRPORT: Airport served by Dove planes for inter-island service 
only. 20 flights a week in and out of St. Vincent, 4 direct from Praia 
and 6 via Sal Island inwards. 5 via Sal and 5 direct Praia outwards. 
Main Airport is at Sal Island where five flights a week by Boeing 727 
call to and from Lisbon. At Sal Island the only hotel is situated at the 
Airport. 

TIME: 1 hour behind GMT all the year round. 

HOLIDAYS: New Year's Day (ist January); St. Vincent's Day 
(22nd January); National Holiday (10th June); Corpus Christi (13th 
June*); Assumption Day (15th August*); Republic Day (5th Octo- 
bert); All Saints’ Day (ist November); Restoration of Indepen- 
dencet; Immaculate Conception (8th December); Christmas Day 
(25th December). 

* Holidays optional. 

+ Dates variable each year. 

Although offices closed on holidays, loading and discharging of 
vessels not generally affected. 
POLICE/DOCTOR/AMBULANCE/FIRE: 
board or local Agent. 

AUTHORITY: Capitao Tenente, Capitania dos Portos. 


AGENTS: Millers & Corys. Cape Verde Islands Office Box No, 
1, St. Vincent, Cape Verde Islands, (via Lisbon). Cables: ‘Orlop 
Saovicentedecaboverde". Tel. General Office, St. Vincent 9418; 
Manager's Office, St. Vincent 2477; Managers’ Residence, St. Vincent 
420; Assistant Manager's Residence, St. Vincent 2421; Resident 
Engineer's Residence St. Vincent 2419. 


Contact police on 


Ceylon refer to Sri Lanka 


Chile 


GENERAL INFORMATION 

1. Arrival Advice: Ships' Masters are required to give the Captain 
of the Port 24 hours notice of arrival, stating time and date in their 
radio messages. They should also inform their Agents of ETA. 

The telegraphic address of the Captain of the Port at all Chilean 
ports is “Maritgob". 

2. Chilean Ports Time-table: Chilean ports are open at 0700 hours 
from 15th April to 14th October and at 0600 hours from 15th October 
to 14th April. They close down at 2100 hours, unless the Maritime 
Authorities dispose otherwise due to urgent circumstances. Punta 
finens during summer (November - December) closes at 2200 

urs. 

By special arrangement, and subject to payment of overtime to the 
authorities involved, vessels may be received and cleared in over- 
time hours, 

All Administrative and Customs personnel in the port receive 
overtime after 1800 hours on week-days, and on Sundays and 
feastdays; Customs’ personnel additionally receive overtime after 
1200 hours on Saturdays. 

3. Health. All vessels arriving from abroad are required to call at 
a of undernoted ports for free pratique: Arica, Valparaiso or 
unta Arenas. Vessels are also allowed to call direct to Tocopilla, 
Guique, Antofogasta, Coquimbo, San Antonio, Talcahuano and 
San Vicente. 

Vessels can be exempted from call at one of these ports, and 
Proceed direct to the port of loading and/or discharge provided 
tne nam is obtained, with 8 days notice from National Health 

Following details in order to l i 
yenek ars reniclced apply for exemption on behalf of a 

Name and flag of vessel. 

Net registered tonnage. 

Last port of call. 

argo carried, or if in ballast. 
Ort of arrival in Chile and date of arrival. 

4. Use of Sound Signals is forbidden in Port. 


CHILE 


ANTOFAGASTA: 23.39 S. 70.25 W. 


DOCUMENTS: 

1 Clearance. 

4 General Cargo Manifests. 

12 local Cargo Manifests. 

10 Transit Cargo Manifests. 

5 Passenger Lists for the port. 

5 Passenger Lists in transit. 

6 Crew Lists. 

4 Store Lists. 

3 Crew Personal Effects Lists. 

3 Mail Lists. 

Passenger Baggage Declaration 2 per passenger. 

PILOTAGE: Compulsory. Pilot should be awaited in position 
peor kik 239° and 480 metres from the beacon at the head of protec- 
ted mole. 

ANCHORAGE: About 1,200 metres from green light on coast mole. 
Vessels that do not go into port anchor in what is known as “old or 
outer port’ where best anchorage is bearing 103° from anchor 
painted on hillside, about 5 cables from coast in 37-22 metres of 
water. 

Small vessels anchor about 44 cables from old passenger quay in 
22-18 metres of water. Ships should use two anchors and follow the 
indications of the port pilot. 

RESTRICTIONS: From May to July the surge is stronger and 
results in rough seas which last from 2 to 4 days interrupting the 
traffic of small craft. 

MAX. SIZE: Draft restriction only maximum 33 ft. except for Berth 
No. 1, where maximum draft 15 ft. 


RADIO: 

Station 

Call Sign Category Frequency Type Receives Transmits Schedule 

Antofagasta (P) 8Mc/s. Atl 5 

CBA 3 8374 8730 H00-30 
4Mc/s. A3 4091-6 4396-6 H30-45 
8 Mc/s. A3 8230 8780 H45-60 


TUGS: Available. 
BERTHING: Inner dock measures 44 cables long N. to S. and 2$ 
cables wide at entrance. 

Water is 10 metres deep alongside berths number 2 to 5 and A to 
D, except number 1 berth which has only 5 metres of water. 
TANKERS: Buoy moorings for tankers, owned by Standard Oil, 
Shell and Copec. Max. draft 33 ft. 

Vessel berths using both anchors forward and lines to three 
mooring buoys astern. Hoses lifted midships on port side. No slop 
disposal facilities. 

STEVEDORES: Available, 240 stevedores, divided into gangs of 
9 men (permanent). 70 stevedores (replacements), 280 longshore- 
men, 275 dockworkmen, 50 permanent riggers, 25 replacement 
riggers. Working hours are 0800-1200, 1400-1800. 

MEDICAL: Hospital with 600 beds, also a sanatorium (Rest Home). 
FRESH WATER: Port has 42 standpipes of 2} in. situated at the 
various moles. Delivery is at the rate of about 10 tons per hour. 
FUEL: Coal: in case of necessity can be obtained in limited quan- 
tities. Fuel and diesel oil supplied by Standard Oil, Shell Mex and 
Copec from petroleum terminals. For quantities less than 70 tons 
diesel oil can also be supplied from tank cars on the mole. 
GANGWAY/DECK WATCHMEN: Crew. 

OPENING/CLOSING HATCHES: Done by Stevedores. 
IDENTIFICATION CARDS: Required. 


CONSULS: 
Argentine French Peruvian 
Belgium German Spanish 
Bolivian Greek Swedish 
British Guatemalian U.S.A. 
Columbian Hondurian Venezuelan 
Dutch Italian Yugoslavian 
Ecuadorian Norwegian 
El Salvador Panamanian 


REPAIRS: There are two shipyards for repair of small craft, also 
several workshops, and foundries. 

REPATRIATION: Facilities available. 

AIRPORT: The airport is at Cerro Moreno 23 kilometres to the 
North of Antofagasta. 

TIME: Local time GMT minus 4 hours. 

HOLIDAYS: See Valparaiso. 

SHORE LEAVE: Allowed. 

REGULATIONS: It is prohibited to anchor between Paita rock and 
the extreme North of the protected mole. Zone for explosives and 
inflammables: these must be discharged at Caleta La Chimba and 
vessels take a Pilot who boards at Antofagasta. 

AUTHORITY: Empresa Portuaria de Chile. 


ARICA: 18.29 S. 70.20 W. 


PORT LIMITS: Ships are considered “arrived vessels” the moment 
they drop anchor within the safe anchorage zone indicated on the 
chart, or at the pilot station. 
DOCUMENTS: Port Captain 

1 Clearance. 

2 Passenger Lists (1 in transit - 1 disembarking). 

1 Crew List. 

1 Declaration of Explosives (only if transported). 

1 Voyage Memorandum (containing draft, Safety Radio Certifi- 

cate (date), Chilean, Lighthouse Dues, Ports of Call. 
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Customs (Vessels calling South-bound) 

3 General Manifests. 

3 Crew Lists. 

3 Crew's Personal Effects declaration. 

3 Mail declaration (in blank if not carried). 

3 Passenger Lists. 

3 Ship's Stores Lists. 

3 Stores Lists. (Slop chest or store in passenger ships). 

3 Lists of packages or parcels carried in the ship's office. 

5 Sets of Manifests with the Cargo for Arica. 

8 Sets of Manifests of Cargo in transit to Tacna-Peru (in blank if 

negative. 

10 sets of Manifest of Cargo in transit to Bolivia. 
(vessels calling North-bound) 

1 Crew List. 

1 List of Crew's Personal effects. 

1 List of Mail for Arica. 

1 Passenger List. 

1 List of ship's Stores. 

1 List of Slop Chest or Stores. 

1 List of packages or parcels carried by ships office (if any). 

5 sets of Manifests with the Cargo for Arica. 

8 sets of Manifests of Cargo in transit to Tacna-Peru. 

10 sets of Manifests of Cargo in transit to Bolivia. 
Health Dept. 

1 International Declaration of Health. 

1 List of Vaccination against smallpox and cholera of the crew 

(dates). 

1 List of Passengers in transit and/or local. 
Agriculture 

1 Ships Store List. 

1 List of Cargo for Arica. 
PILOTAGE: Compulsory. Ships approaching port should fly 
international signal flag “‘G"’ to request Pilot. Pilot boat is small 
craft painted white, with 'P" or “‘H" flag on the mast. Pilot boards 
incoming vessels at pilot station, located 3 cables and 165° from red 
light at end of breakwater. If more than one ship is awaiting Pilot, 
vessels are requested to hoist, below the flag ‘‘G", a numeral, indi- 
cating order of arrival, especially if arrived overnight. Vessels wait- 
ing to be docked can anchor in Road at pilot station in 10 fathoms of 
water. 
ANCHORAGE: Safe anchorage for vessels arriving after sunset 
can be found in a line bearing 194° Faro Isle Alecran distance 7 
cables in depths varying from 9 to 10 fathoms. 
RESTRICTIONS: Port officially closes at 2100 hours; however, 
if necessary, ships docked and undocked at any time, weather 
permitting, if application presented in advance to port Captain, 
MAX. SIZE: Six berths available within port area. They are num- 
bered from East to West. 
Berth No. 1. 
ome ships length not exceeding 180 ft. and a maximum draft of 13 


Berth No. 2. vessels up to 460 ft. length and a maximum draft of 20 ft. 
Berth No. 3. 7 : - na Evite ellie 
Berth No. 4. ah 544 ft. a a gir jas 4 
Berth No. 5. rf 544 ft. “ a a ee 
Berth No. 6. op 544 ft. ts ee ye 1A 4 


If necessary, vessels over 600 ft. in length can be accommodated in 
berths 4 to 6, providing the area available for docking. Oil carriers 
have mooring buoys outside port area in depths of 48 ft. water. 
Installations consist of two groups of buoys, located in the North 
part of the bay, outside the port but sheltered from the swell pre- 
vailing in the coast, by the breakwater. 3 buoys are used to moor 
tankers loading crude oil from Bolivia. 2 buoys are used to moor 
tankers discharging clean products for city service. 

HEALTH: Health officer boards ship after pilot has docked. Prat- 
ique granted after routine inspection of certificates and papers 
requested internationally. Yellow flag is lowered to signal the rest of 
the boarding party to embark to clear the ship. 

In case of fever, and/or suspected diseases on board, Captains 
are to radio to Port Captain of the above situation. Upon arrival, 
vessels will be anchored in Quarantine, and inspected according 
to international procedures. From another Chilean port, pratique 
is automatic. 

RADIO: Costera Arica. Call sign CBA - 4. Frequency of 
transmission 8-478 kc/s. Frequency of reception 8-360 kc/s. Hours: 
from 0800 to 1900 on even hours. 

TUGS: Only one tug in this port and normally joins vessel at the end 
of the breakwater. Tug is compulsory for docking and undocking. 
Tug provides the line at no extra charge. 

SPECIALISED CARGO HANDLING FACILITIES: Six conveyor 
belts and pall-loaders to operate with bulk ores, grain, coal, etc., 
at a rate of 100 tons/hour per conveyor approx. 

Containers are handled with conventional gear, but the port has 
a Containers Yard, served by railroad and a bridge crane capable 
of lifting 65 tons. Service to containers also includes 10-ton fork-lift, 
trucks, mobile cranes from 12 to 13 tons capacity, and specially 
designed wagons for their proper transportation. 

STEVEDORES: Generally, stevedores are nominated the day 
before ship arrives, according to ETA, by the Agent. Also nomina- 
tion can be made during the day. Working hours are 0800-1200, 
1400-1800. 

MEDICAL: Medical assistance can be obtained at any time requir- 
ing no advance notice. Hospital in the city. 

TANKERS: Two sets of mooring buoys for tankers. Loading lines 
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connection is 10 in. Discharging lines flanges 8 in. Pumping ballast 
into the bay is strictly forbidden. Ballast can be discharged through 
pipe-lines, to tanks ashore intended for this use. 
DENSITY: Sea water: 1025. 
FRESH WATER: Fresh water is available. Hoses to be provided by 
vessels. Rate of delivery about 10 tons per hour. 
FUEL: No fuel facilities. 
FIRE PRECAUTIONS: Red label explosives stowed in cargo 
hatches, require special permission to discharge within the port, 
Explosives for Arica are discharged into lighters, at mooring buoys 
located outside the port area. For tankers who load or discharge 
outside the port area, usual fire precautions are enforced. 
DEVELOPMENTS: Project to build a new mole in the Northern 
part of the port, with accommodation for two ships of approxi. 
mately 540 ft. The Port Authority is completing the actual installa. 
tions, adding electric cranes, rails alongside, and a shed to store org 
in bulk. Completion end 1974. 
GANGWAY/DECK WATCHMEN: Port regulations call for a 
gangway watchman. 
OPENING/CLOSING HATCHES: Riggers provided to attend to 
these services, nomination is by number of hatches working. 5 men 
to a hatch. 
CERTIFICATES: 

Tonnage Certificate. 

Lighthouse Dues (Chilean). 

Safety Radio Certificate. 
CUSTOMS ALLOWANCE: One carton cigarettes per man, and 
one bottle wine/spirits per man. 
IDENTIFICATION CARDS: Needed to leave and/or enter port 
area. 
CONSULS: The following countries are represented at Arica: 


Argentina El Salvador Netherlands 
Belgium France Norway 
Bolivia Germay Paraguay 
Denmark Great Britain Peru 
Ecuador Italy Spain 


REPAIRS: Only small repairs can be performed in Arica, like 
welding, lathe, mechanical and adjusting of motors. Also possible 
to repair electric motors. 

DRYDOCKS: There are two: intended for fishing boats. Maximum 
capacity 200 tons. 

REPATRIATION: Crew changes can be arranged through the 
local office of immigration, if repatriated. 

AIRPORT: Distance to airport: 7 miles. No international flights are 
served in Arica, except 2 flights weekly to Bolivia. Domestic flights 
are available at the rate of two per day. 

TIME: GMT minus 4 hours, advanced 1 hour from September to 
March. 

HOLIDAYS: Cargo can be arranged on all holidays except Labour 
Day (1st May). 

POLICE/AMBULANCE/FIRE: In same order: telephone 31959; 
31331; 31312. 

TELEPHONES: Not available on board. 

SHORE LEAVE: Permitted. 

DELAYS: No delays under normal conditions. Port congestion 
causes ships to wait at anchorage 24 hours or more, depending on 
unusual facts as labour strike, swell, or lack of room to bring 
vessels alongside (when five ships are docked). 

AUTHORITY: Empresa Portuaria De Chile is the Authority that 
operates and controls the ports and cargo handling. Address; 
Maximo Lira 389. Tel. 2284. 


BARQUITO: 26.21 S. 70.38 W. 


DOCUMENTS, HEALTH, CONSULS, etc.: Refer to “Chanaral", 
PILOTAGE: Pilot available in Chanaral Bay. 

ANCHORAGE: Open anchorage with no difficulty. Anchoring 
prohibited to the South of the marker buoy. 

MAX. SIZE: Up to 30,000 dwt. 

TUGS: Not required for mooring. Two tugs used for towing lighters 
only. 

BERTHING: Three buoys suitable for mooring large vessels situa 
ted in depth of 9 fathoms. 

STEVEDORES: Order 24 hours before arrival. 

MEDICAL: Facilities available. 

TANKERS: Two 8 in. submarine lines for receiving fuel and diesel, 
indicated by marker buoy in 8 fathoms of water. 

FRESH WATER: Not available. 

FUEL: Not available. 

OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: No fixed limits. 
IDENTIFICATION CARDS: Required. 

CONSULS: Nearest at Antofagasta. 

REPAIRS: No facilities for major repairs. Two slipways for vessels 
up to 100 tons. 

AIRPORT: At Chanaral, 2 miles away. About two flights a weet 
TIME: GMT minus 4 hours. ; 
TELEPHONES: Ship-to-shore communication by walkie-talkié 
radio. 

SHORE LEAVE: Allowed. 

AUTHORITY: Andes Copper Mining Co. Port Agency, Barquit® 
Chanaral. 
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CALDERA: 27.03 S. 70.53 W. 


PORT LIMITS: A line joining Punta Caleta with Punta Fuerte. 
DOCUMENTS: Port Captainry 

Clearance from Last Port. 

2 Crew Lists. 

2 Passenger Lists. 
Customs ‘ 

3 Cargo Manifests. 

2 Store Lists. 

2 Personal Effects Lists. 

2 Crew Lists. 
Maritime Health 

1 Health Certificate. 

List of Vaccination Certificates. 
Agricultural Health 

1 Provisions List. ; 
PILOTAGE: Arranged by advice of ETA. Vessels may anchor in- 
side the port while waiting for Pilot. 
ANCHORAGE: Prohibited within 800 metres of Mechanised Quay. 
MAX. SIZE: Vessels up to 80,000 dwt. berth at Mechanised Quay. 
Max. draft 13-50 m. Berthing only at high water. 
HEALTH: Pratique given after official visit, and automatic for 
vessels from another Chilean port. In case of contagious disease on 
board, advance notice is required and vessel may need to be cleared 
first at Valparaiso. 
RADIO: Radio Costera Valparaiso - CBV 2; working during even 
hours only between 0800-1200 and 1400-2200. 

Radio Costera Caldera - CBD 2, receiving on 218 kc/s. only at 
following times: 0830-0900, 1030-1100, 1430-1500, 1630-1700. 
TUGS: None available. 
BERTHING: One mechanised quay for handling ores in bulk. 
Other vessels work cargo at anchor using lighters. 
STEVEDORES: In ETA to Agent indicate number of gangs requi- 
red for loading/discharging. 
MEDICAL: First-aid only at Caldera. If needed advance notice 
necessary to prepare transport to Copiapo, nearest city 75 km. 
away. Fumigation only carried out at ports of Arica, Valparaiso, or 
Punta Arenas. 
DENSITY : 1026. 
FRESH WATER: Not available. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: Arranged by Agent. 
OPENING/CLOSING HATCHES: Done by riggers. 
CUSTOMS ALLOWANCES: Only amount needed while vessel 
in port. 
CONSULS: None at Caldera. 
REPATRIATION: Can be arranged provided that a police agent 
accompanies crew member to Santiago airport. 
AIRPORT: At Copiapo, 75 km. away, a daily flight to Santiago 
where international connections available. 
TIME: GMT minus 4 hours, no changes. 
HOLIDAYS: ist January; 18th and 19th September; 21st May; 
1st November; Good Friday; Good Saturday; and every Sunday. 
Arrangements to work can be made on these days. Other holidays 
when no work can be done are 8th and 25th December. 
TELEPHONES: No connection to vessels. 
SHORE LEAVE: Allowed. 
ble o Captain of the Port, Costanera Street. Tel. Caldera 


CALDERILLA 


Two miles South of Caldera. 


Installation of Mitsubishi Ore Transport Co. Can accept vessels up 
to 60,000 dwt. at mechanised quay. 

Vessels bound for Calderilla must first call at Caldera for Pilot 
and official clearance. 


CHANARAL: 26.21 S. 70.38 W. 


DOCUMENTS: 

1 Clearance. 

9 Local Cargo Manifests. 

4 Passenger Lists for the Port. 

4 Lists Transit Passengers. 

5 Crew Lists. 

1 Crew Personal Effects List. 

1 Store List. 

2 (per passenger) Baggage Declarations. 
PILOTAGE: Compulsory for foreign vessels and tankers and for 
Mooring at mechanised quay. There is one pilot at the port. Pilot 
must be waited for in position bearing 289° and 2,025 metres from 
reference point indicated on Chilean navigation chart. 
ANCHORAGE: Between Point Piedra Blanca and Point Piedra 
Negra at 325°, two cables from head of the Fiscal quay in 15-12 metres 
of water, with good holding ground of sand. 


MAX. SIZE: Draft 42 ft. 

RADIO. t., length 800 ft., breadth 100 ft. 

Station Fre- 

~ sign Category quency Type Receives Transmits Schedule 

rs rerpe (T) 2Mcjs. AZ 2182 2182 2000 H30-45 
H-2 4Mc/s. A3 4091-6 4396-6 4396-6 H45-60 


TUGS: There are 4 small tugs. 


CHILE 


BERTHING: Fiscal Quay: About 3 cables S.W. from Point Piedra 
Negra, 70 metres long by 8 metres wide, depth is 5-5 metres. 
Mechanised Quay: At Point Piedra Blanca there is a mechanised 
pier, property of Compania Minera Santa Fe for loading bulk iron 
ores. 60 metres long by 10 metres wide, with 14-5 metres depth; sand 
and mud bottom. Ores transported by means of a conveyor belt to a 
loading tower from which it is loaded direct to ship's hatches. At 
present loading tower is fixed so that vessels have to be moved 
to change hatches, but studies are being made as to possibility of 
converting it into a mobile tower. Loading rate is of 1,000 tons per 
hour. Vessels up to 224 metres length, 36 ft. draft have loaded along- 
side up to 34,000 long tons. Vessels moor at head of quay, which has 
4 buoys (2 forward and aft). In addition the quay is provided with 
bitts to secure mooring ropes, fore and aft. 
STEVEDORES: 85 stevedores (9 gangs of 9 men each). Ordinary 
working hours are from 0700 hours to 1100 hours, and continuing 
from 1300 hours to 1700 hours, but by special agreement and paying 
for meals, work can be carried on straight, i.e. from 0700 hours to 
2000 hours and continuing from 2000 hours till 0700 hours of the 
following day with a 100% surcharge on wages, etc. 
MEDICAL: Modern hospital and doctors available. 
FRESH WATER: No means for supplying vessels. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Done by stevedores. 
IDENTIFICATION CARDS: Required. 
CONSULS: None at Chanaral, the nearest are at Antofagasta. 
REPAIRS: 2 shipyards to repair tugs and lighters only. 
REPATRIATION: Facilities exist. 
AIRPORT: The airport is located 2 kilometres N. of Chanaral. 
TIME: Local time is GMT minus 4 hours. 
SHORE LEAVE: Allowed. 
DELAYS: There is frequent surf during June and August, some- 
times interrupting traffic and cargo operations in the bay for a short 
time. Surfs generally come from the N.W. or the W. Fogs are fre- 
quent between April and August, but sometimes they are quite heavy 
during other months of year. 
AUTHORITY: Empresa Portuaria de Chile. 


CONSTITUCION: 35.19 S. 72.29 W. 


DEVELOPMENTS: A new port under construction at Maguellin, 
about 6 km. South of Constitucion. 

Facilities to include a main jetty, 244 metres long, with 2 berths for 
vessels up to 32,000 gross tons. 

Two smaller jetties and a mole for fishing vessels are also envi- 
saged. 

Depth of water is estimated to be 16 metres. The facilities will be 
used for export of paper and cellulose. 


COQUIMBO: 29.57 S. 71.21 W. 


DOCUMENTS: 

1 Clearance. 

1 Light Dues Certificate. 

11 Cargo Manifests. 

5 Crew Lists. 

5 Passenger Lists. 

2 Store Lists. 

2 Personal Effects List. 
PILOTAGE: Compulsory for vessels mooring to quay. Pilot boards 
in position bearing 101° and 1,215 metres from Point Tortuga Light- 
house, between Latitude 29° 55’ 38.5” S. Longitude 71° 19’ 56” and 
Latitude 29° 56’ 10” S. Longitude 71° 20’ 34” W. 
ANCHORAGE: Vessels lie in roads until ready to tie up to quay. 
Bay has good anchorage with a sandy bottom and depths varying 
from 15-10 metres. A forbidden zone is indicated on charts. 

Vessels frequently have to anchor first before mooring to the quay 
as this only has capacity for 2 vessels at a time. 
MAX. SIZE: 375 metres long and 30 ft. draft. 
RADIO: 
Station 
call sign Category Frequency Type Receives Transmits Schedule 


Coquimbo (S) 4Mc/s. A3 4091-6 4396-6 H00-30 
CBC-2 6265-5 
6 Mc/s. A1 6280 6505:5 H30-60 


TUGS: No tugs available, only motor launches to assist the Pilot 
and for passing mooring lines. 
BERTHING: Buoys: Santa Fe Mining Company has 2 private buoys 
at berth 2 for mooring ore vessels using the portable and semi- 
mechanised system of loading. 

Mooring Mole: 375 metres long, for 2 vessels of 180 metres each 
with draught of 30 ft. Berth number 1 is on the South side and number 
2 on the North. Can be used at all times except during stormy weather, 
or when heavy swell is experienced. 

Passenger Mole; to the S. of mooring mole. 

Rail Mole: is an extension of berth number 2 and serves for mooring 
small vessels. 

North of berth number 1, Santa Fe Mining Company has installa- 
tions for storing ore in bulk, consisting of two subterranean ore 
yards. The loading system includes some incline conveyors, some 
field conveyors, a stacker conveyor, aloading conveyor and a 77°5 ft. 
loading tower featuring a 56 ft. aluminium boom. All these compo- 
nents are movable on rubber tyres. 

Ore through a system of belt conveyors is passed to these portable 
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conveyors made up in sections and then to loading tower with a 
loading boom from which ore is loaded direct to ship's hatches. 
Usually, vessels are shifted when changing hatches. Rate of work 
is 600 tons per hour and vessels moor with the bow to the North, 
port side alongside. 

Discharge of Explosives and Ballast - Explosives are discharged 

direct to quay prior to authorisation by Maritime Authorities and due 
precautions being taken. 
STEVEDORES: Ordinary rate of loading per gang, hatch, hour: 
Sacked goods up to 80 kilos each 25 tons; Cases, boxes, etc., 18 
tons; Sacked ores 40 tons; Copper concentrates 60-80 tons; Manga- 
nese ore in bulk 80-100 tons; Iron ore 100-1000 tons. 

Unloading: Wheat in Bulk 60 tons; Coal 50 tons; Timber 30 tons; 
Rails 33 tons. 

Working hours are 0800-1200, 1400-1800. 

MEDICAL: Hospital at Coquimbo and La Serena. 

FRESH WATER: Can be obtained in limited quantity at quay at 
rate of 25 tons per hour. Quality is good. 

FUEL: Coal can be obtained in limited quantity. Diesel oil and 
gasoline can be obtained at the quay from truck or railcar. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Done by stevedores. 
IDENTIFICATION CARDS: Required. 


CONSULS: 
British Peruvian 
Italian Spanish 
Liberian Danish Vice-Consulate 
Panamanian Swedish Vice-Consulate 


REPAIRS: No shipyards. There is a private workshop for minor 
repairs. 

REPATRIATION: Facilities exist. 

AIRPORT: 7 kilometres to the E. of La Serena. 

TIME: Local time GMT minus 4 hours. 

SHORE LEAVE: Allowed. 

AUTHORITY: Empresa Portuaria de Chile. 


CRUZ GRANDE: 29.27 S. 71.20 W. 


LOCATION: Approximately 32 miles North of Coquimbo. Lat. 
29° 26’ 45” S. Long. 71° 19’ 50” W. 

DOCUMENTS: The following listed documents should be pre- 
pared, or held ready, in advance, to hand or show to the different 
authorities: 

Maritime Authorities (Pilot) : 

1 Clearance from last port. 

2 Crew Lists. 

Show last receipt of payment of Lighthouse Dues. 

Sanitary Authorities: 

1 Crew List. 

Show Certificate of Deratisation. 
Immigration Authorities : 

1 Crew List. 

Customs: 

4 Manifest of Cargo (in ballast). 

4 Crew Lists. 

4 Stores Lists. 

4 Declaration that the ship carries no passengers. 

4 Declaration that the ship carries no explosives. 

4 Slop Chest Lists (if separate). 

2 Personal Effects Declaration of Crew. 

Agency: 

4 Crew Lists. 

Itis not necessary to have any Documents visaed by Chilean Consuls. 
APPROACHES: Seaward approach should be made to clear all 
navigational dangers. The vessel should proceed until due North of 
Mostacilla Lighthouse, and then anchor. See “Anchorage”. 

The depth at the anchorage varies from 18 to 22 fathoms. 
NAVIGATION AIDS: There are two diamond-shaped range 
markers, equipped with lights on the East shore of the harbour. 
and a set of range lights at the South end of the loading basin. The 
two diamond-shaped markers are painted red with a yellow cross. 
The one on the beach, about 200 ft. in from the surf line, supports a 
red light and the marker, 775 ft. further inland (mounted on top of a 
large concrete building) supports a green light. The green light at 
the South end of the loading basin is approximately 165 ft. South of 
the red light. These range markers and lights are used by the Pilot 
in docking and undocking vessels. 

Red and green lights also mark the entrance to the loading basin, 
a red light on top of the ore dock structure, and a green light on the 
breakwater. 

All these lights and markers are visible from the anchorage. 
RESTRICTIONS: If advance ETA is received, ships generally 
will be received during daylight hours, beginning at 0700 hours, 
with the following exceptions: January 1st, Good Friday, May 1st, 
September 18th, December 25th. 

PILOTAGE: Ships calling at Cruz Grande should anchor and havea 
pilot's ladder (jacob’s ladder) ready with a boat rope long enough 
to make sure the pilot boat's crew have no trouble in holding the 
boat in position for the Port Authorites and Pilot to board the 
vessel. Pilotage service for docking and undocking is compulsory. 

Ship's engines must be stopped when the pilot boat approaches 
the vessel and must not be used again until it is clear. On sailing 
they must not be used from the moment the pilot boat casts off 
until it is clear. 

ANCHORAGE: Approximately } mile due West of Point Medanitos 
good holding ground for all vessels anchoring is encountered. The 
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position assures clear swing for all vessels in about 18 to 22 fathoms 
of water. It also assures free navigation for any vessel which may 
be at the ore dock. 

WEATHER: South-westerly winds prevail in all seasons of the year, 
North breeze may be encountered in the early morning. There js 
seldom fog in the harbour. 

RADIO: Vessels should advise ETA 7 days, 96 hours, 48 hours and 
24 hours prior arrival, by radio. 

It is of utmost importance that all ETA's of the vessel be given 
and be as exact as possible so that all officials can be advised and 
be on hand for receiving the ship. 

Cable address is ROMERAL, LA SERENA, CHILE, and all 
messages having their origin in North America should be routed 
via Western Union and in the rest of the world via Cable and Wireless 
plang Ship's radio messages should be routed via West Coast 

ables. 

BULK HANDLING FACILITIES: The basin dock is located South 
of the anchorage. The basin is 250 ft. wide by 720 ft. long. The ore 
bins are located on the East side and have a capacity of 30,000 long 
tons. Ore is loaded through 17 spouts spaced on 20-ft. centres, and 
the No. 1 spout, which is the nearest thereto, is 165 ft. from the South 
end of the basin. 

The ends of the spouts are 30 ft. horizontally from the face of the 
ore dock in the loading position. 

MOORING: Vessels moor port side to the dock. A ship arriving at 
the port for the first time will be instructed by the Port Superintendent 
and Pilot regarding the docking and the mooring procedure. 

Vessels can only be docked during daylight hours, but may undock 
at any hour. 

A total of eight mooring bitts are available on the dock for spring 
lines. Stern lines are made fast to two dolphins at the North end of 
the basin. 

At the South end, mooring bitts are anchored in concrete. 

A ship must be able to handle six mooring lines independently 
on deck machinery. Two bow lines, two stern lines, one back spring 
and one fore spring are used. The bow lines and stern lines are 
1}-in. diameter wires supplied by Compania de Acero del Pacifico 
S.A. There are also available 14-in. diameter spring wires for ships 
that are suitably equipped to handle them. If the ship does not 
have winches properly located to handle the latter, lines (either 
cables or manilas) from the ship must be used. The most satisfactory 
spring lines are usually 14-in. diameter wires with a 30-ft. nylon 
pendant. Two manila spring lines are used as safeties and, if there 
a no winches or capstans available for them, they are placed on 

itts. 

The ship must have available three 450 to 500 ft., 1-in. diameter, 
manila ropes; two to be used as messengers to haul the bow lines 
aboard and one to haul the stern lines aboard. There must also be 
heaving lines to send the spring lines ashore to be placed on moor- 
ing bitts. As noted above, the Port Superintendent and Pilot will 
give instructions regarding the sequence of putting out the lines. 

Boats will be available fore and aft to receive the messengers and 
make them fast to the mooring lines. The Harbour Master will be 
aboard the vessel during docking to instruct the boatmen. 

During the time the ship is moored in the loading basin, whether 
loading ore or pumping ballast, all mooring lines must be kept 
uniformly tight so that no line is overloaded and stressed to the 
breaking point. In order to meet these requirements, sufficient crew 
members must be stationed where they can maintain the proper 
tension on the lines at all times and they must be under the super- 
vision of a responsible officer. 

When the required cargo has been lifted, vessels must return to 
the anchorage to close their hatches and finish any paper work. 

Engines must be available on short notice. 

Anchors are only used in emergency, but should be ready as a 

standby. 
BALLAST: Vessels should be ballasted to meet the spout clearance 
requirements. In order to clear the spouts, all vessels should not 
exceed 56 ft. from the water-line, at which the ship is ballasted, to 
the highest outboard structure. 

Ballast should all be discharged at the dock. The tonnage of cargo 
lifted must be determined by the vessel's draft as there is no other 
means of determining exactly the amount of cargo loaded. 

Vessels are liable to fines by Maritime Authority for any oil dis- 
charged in the bay, either from tanks or from pumping bilges. 
LOADING: Pier and loading facilities are privately owned and 
Compania de Acero del Pacifico S.A. reserves the right to moor and 
load vessels in the order it deems advisable. 

All holds should be clean and prepared for cargo on arrival. 

Any lost time through failure of compliance will be charged to 
vessel. 

Holds will be inspected by a representative of the shipper, prior 
to commencement of loading. 

A walkie-talkie radio will be placed on board so that the ship-to- 
shore or shore-to-ship communication is available at any time while 
the ship is waiting to load. 

Loading is effected on regular work-days, but not on Sundays or 
holidays unless by agreement with the Shipper or Charterer and 
Compania de Acero del Pacifico S.A., the owner of the port. 

A complete stowage plan should be delivered to the Port Super- 
intendent or his representative on their boarding the vessel on 
arrival. 

The following information is required: 

Total cargo required. 
Calculated tons/hold. 
Draft required, foreward and aft, on completion of cargo. 
Any change in tonnage of cargo required must be reported to the 


Port Superintendent or his representative before loading of the last 
a eretul check of the vessel's trim should be maintained by the 
Ship's Officers at all times during loading operations. 

On completion of loading, the vessel shall leave the dock. Delays 
of port operations, including delays of other vessels waiting to 
berth, caused by a vessel which for any reason is not prepared and 
able to move from the dock when so ordered, are chargeable to the 
vessel which causes such delays, at the rate of $1,000 per day or 
pro-rata for part thereof. ; 

FRESH WATER/FUEL: Fresh water and fuel are not available at 
this port, although water and diesel fuel may be obtained in nearby 
Coquimbo, or at Salinas, near Valparaiso. Bunker ‘‘C"’ type fuel 
can be had at Salinas also. 
REPAIRS: Only in cases of extreme emergency can ship repairs 
be effected at this port. 3 

MEDICAL: Medical attention may be arranged through the port 
Agent. No person will be attended unless he is provided with a letter 
from the Master, authorising such treatment. All costs incurred 
will be charged to the vessel. ; 
OPENING/CLOSING HATCHES: Hatch covers that are hinged 
or fold in such a manner that they present a face upon which the 
wind can set must remain closed until the vessel is alongside and 
moored. Those that remain in a horizontal position when open may 
be opened at the anchorage providing they do not interfere in any 
respects with the handling of the mooring lines during docking. 
CERTIFICATES: In the case of combination ore carrier/tanker type 
of vessel, the Master must present a gas-free certificate from an 
Agent acceptable to Lloyd's before notice of readiness will be 
accepted. Such certificates may be obtained from a Coquimbo firm 
and request for same should be included in the ETA message. 
CONSULS: In Coquimbo, or the adjacent city of La Serena, there 
are consuls or consular agents for Peru, Liberia, Great Britain, 
Denmark and Italy. 

SHORE LEAVE: Shore leave may be granted at the Master's discre- 
tion. There are no restrictions by local authorities, but men should 
be certain to carry their Identification Cards. 

Masters are requested to have all vouchers and list of personal 
effects in triplicate covering the crew members remaining ashore, 
whether hospitalised or deserters, prepared for delivery to the Agent, 
prior to sailing. 

A letter ofauthorisationis required when the port Agentis expected 
to provide hotel accommodations, meals, medical attention, trans- 
portation or travel expenses and/or cash advances for account of 
vessel. 

AUTHORITY: Compania de Acero del Pacifico S.A., Casilla 
19-D, La Serena, Chile. 


GUAYACAN:: 29.58 S. 71.22 W. 


DOCUMENTS The following listed documents should be pre- 
pared, or held ready in advance, to hand or show to the different 
authorities: 

Maritime Authorities (Pilot) 

1 copy of Clearance from last port. 

2 copies of Crew List. 

Show last receipt of payment Lighthouse Dues, Radio Certificate 

and Reg. Tonnage Certificate. 
Sanitary Authorities 

1 copy of Crew List. 

Certificate of Deratisation. 

All Crew Vaccination Certificates. 

Immigration Authorities 

1 copy of Crew List. 
Customs 

4 copies Manifest of Cargo (in Ballast). 

2 copies Crew List. 

2 copies Store List. 

2 copies Slop Chest List (if separate). 

2 copies crew Personal Effects Declaration. 

Agency 

2 copies of Crew List. 

Itis not necessary to have any documents visaed by Chilean Consuls. 
APPROACHES: Seaward approach should be made to clear all 
navigational dangers. From the sea, the entrance ranges in line 
bearing 136:5° will lay the vessel directly to and between Point Miedo 
and Point Herradura, two headlands to the North and South of the 
bay entrance, which is 800 yards wide. The bay broadens inside to 
1 mile and extends 14 miles in a S.E. direction. 

The depth of the entrance varies between 23 to 36 fathoms, 
decreasing gradually to the shore. Islita, a small islet, lies a short 
distance off Miedo Point. 

The approach to Herradura Bay is a fishing zone and caution must 
be maintained in navigation. Trawlers and hand-propelled craft are 

Two diamond-shaped range marker boards, painted with diagonal 
Stripes, are mounted on poles on the beach. With these in line, 
bearing should be 136:5° when coming through the entrance. Lights, 
Sreground red with green behind, are fixed to the markers for night 
approach. In clear weather they are visible at approx. 5 miles. 

; Currents from the South and South-West tend to lay the vessel 
0 the N.N.E. when entering the bay. There is a light at the entrance 
Pp flerradura Bay on Herradura Point. 

ILOTAGE: Ships calling at Guayacan should arrive with their 

accommodation ladder and Jacob's ladder ready to be lowered for 
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the Pilot. Pilotage is compulsory. Ship's engines shall be stopped 
when the pilot launch approaches the vessel. The pilot's launch 
under no circumstances will go outside the limits of the port. It is 
imperative that the ETA of the vessel be as exact as possible so that 
the Pilot and officials are on hand and may board the vessel before 
anchoring. The Pilot and officials must be collected and brought 
to Guayacan by car. 
ANCHORAGE: Good holding ground for anchoring in the bay with 
sheltered conditions. Entering on the ranges a cross bearing may be 
obtained with a set of docking diamond markers and lights, bearing 
094° similar to approach markers and the anchor dropped. This 
position assures clear swing for all vessels in about 15 fathoms and 
assures free navigation for any vessel which may be at the pier. 
RADIO: Operators’ cable address is Cap, La Serena, Chile, and all 
messages having their origin in North America should be routed via 
All America Cables, and in the rest of the world, via Cable and 
Wireless Limited. Ship's radio messages should be routed via I.T.T. 
hours out by radio. 

Vessels should advise ETA 7 days, 96 hours, 48 hours and 24 
hours out by radio. 


BERTH DESCRIPTION: The ore pier, of steel construction with a 
concrete deck, is 700 ft. long and located at the North-East part of 
the bay. A total of 10 mooring bitts are available on the main pier, 
with two each on mooring dolphins to the South and North of the 
pier. Two twin mooring buoys, one North and one South, a distance 
of 350 ft. and 410 ft. from each dolphin and slightly inshore of the 
pier, are also available. A twin buoy to assist in docking and un- 
docking is located 460 ft. to the West of the North end of the pier. 
Depth of water at the pier is 55 ft. at mean low water. 

MOORING: Vessels dock port side to the pier. On approaching the 
pier, the starboard anchor is dropped at a position indicated by 
cross bearing on markers located on the shore to the North-East 
and at the South end of the pier and the shore. Lights are located on 
the markers for night docking. Nine shackles of cable are laid. 

A motor launch assists in rope handling to the pier and buoys. 
Manila pendant lines at dolphins may be used. Sufficient deck crew 
must be available at all times to shift the vessel if required and to 
adjust moorings during loading. 

Engines must be available at short notice. Permission for any 

major repair to the engines at the dock must be obtained from 
Maritime Authorities. 
LOADING: In the case of combination ore carrier/tanker type of 
vessel, the Master must present a gas-free certificate before notice 
of readiness will be accepted. Such certificate may be obtained from 
a Coquimbo firm and request for same should be included in the 
96 hours ETA message, reporting if there is or there is no tank gas 
detecting instrument on board. 

The loading boom extends 51 ft. from the face of the pier and can 
be retracted 22 ft. It may be raised or lowered 18° from the horizontal 
when loading. 

The tower is mobile with a run of 390 ft. Vessels may have to be 
shifted. Aft hatches should be loaded first when possible to facilitate 
efficient loading. When not loading the rig is parked at the centre 
of the pier with the boom in a vertical position inside the pier face. 
In the horizontal loading position the boom is 40 ft. from the water 
at low water level and vessels should be ballasted to ensure hatch 
coamings and other fixed structure at the hatches have a height less 
than 40 ft. above water at low-water level. Booms and other tackle 
should be cleared from all hatches. 

Rated loading capacity is 3,000 tons per hour. 

Emergency stops only are permitted on the conveyor system. 
Vessels on which cargo reaches coamings should note that 390 tons 
are on the belts between the stockpiles and the ship and this must 
be cleared before stopping the system. 

Cargo is belt trimmed only. Hire of trimmers, if required, is for 
vessel's account. 

On completion of loading, the vessel shall leave the pier. Delays 
of port operations including delays of other vessels awaiting berth, 
caused by a vessel which for any reason is not prepared and able 
to move from the pier when so ordered, are chargeable to the vessel 
which causes such delays, at the rate of $1,000 per day or at the 
demurrage rate of any other vessel that may be delayed - which ever 
is higher. 

BALLAST: Vessels should be ballasted to meet the loading tower 
information given and to ensure safe handling. Wind condition can 
make docking of light vessels difficult. Ballast may be discharged 
at the pier. Upper wing tanks emptied by gravity should have covers 
fitted over discharges. Vessels are liable to fines by Maritime 
Authority for any oil or other contaminate discharged in the bay 
either from tanks or from pumping bilges. 

MEDICAL: Medical attention may be arranged through the port 
Agent. No person will be attended unless he is provided with a letter 
from the Master authorising such treatment. 

FRESH WATER/FUEL: Fresh water and fuel are not available at 
this port, although water and diesel fuel may be obtained in nearby 
Coquimbo, or at Salinas, near Valparaiso. Bunker ‘‘C"’ Type fuel 
can be had at Salinas also. 

REPAIRS: Only in cases of extreme emergency can limited ship 
repairs be effected at this port. 

CONSULS: In Coquimbo, or the adjacent city of La Serena, there 
are consuls or consular agents for Peru, Liberia, Great Britain, 
Denmark, Italy and Sweden. 

HOLIDAYS: If advance ETA is received, ships will generally be 
received every day with the following exceptions: 1st January; Good 
Friday; 1st May; 18th September; 25th December. 

SHORE LEAVE: Shore leave may be granted at the Master's 
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discretion. There are no restrictions by local authorities, but men 
should be certain to carry their identification cards. 

SERVICES: Mail for vessel and crew should be addressed care of 
Compania de Acero del Pacifico, S.A.; all mail that is received for 
holding by the Agent will be delivered to the vessel upon arrival. 

Do not have parcel post packages sent, as they must go through 
customs in Santiago and are delayed from two weeks to a month for 
their despatch. ; 

Spare or repair parts for the vessel should be sent via air express, 
addressed to the ship, care of Compania de Acero del Pacifico, 
S.A., Coquimbo, Chile and marked “Ship's Stores in Transit", so as 
to avoid paying customs duties. Information regarding the shipment 
should be sent to the Company via air mail correspondence. 

A limited supply of provisions is available, but requests should be 
sent by radio 48 hours prior to arrival. 

AUTHORITY: Compania de Acero del Pacifico, S.A., Casillo 
19-0, La Serena, Chile. 


HUASCO: 28.27 S. 71.14 W. 


DOCUMENTS: 

1 Clearance. 

12 Cargo Manifests, or 5 No Cargo Manifests. 

6 Passenger Lists, or 6 No Passenger Lists. 

9 Crew Lists. 

1 Store List. 

1 Crew Personal Effects. 

4 Storage Plans. 

2 per passenger Baggage Declarations. 

1 Health Certificate. 

PILOTAGE: Compulsory, for vessels mooring to Santa Barbara 
and Guacolda mechanised quays. Vessels waiting for Pilot and/or 
clearance must anchor in position bearing 050° and 1,800 metres 
from Guacolda lighthouse, in the centre of the bay, between Gua- 
colda peninsula and Panulcillo islet. 

ANCHORAGE: Vessels anchor in roadstead, larger vessels find- 
ing good anchorage ground 2 cables N.N.E. of Cayo Isle in 26-24 
metres of water and small vessels 2 cables bearing 090° from Cayo 
Isle in 12 metres of water, sandy bottom. 

Depth is generally moderate and level with a sandy and shell 
bottom, while at the maritime terminals of Santa Barbara and Gua- 
colda is quite deep, around 50 metres, which has to be taken into 
account when anchoring. The bottom at these terminals is mud, 
offering a good holding ground. 

MAX. SIZE: Length 260 m. Draft 14-5 m. 


RADIO: 

Station Fre- 

call sign Category quency Type Receives Transmits Schedule 
Huasco (T) 2Mc/s. A3 2182 2182 H30-60 


CBH-3 

TUGS: CAP at Guacolda has own tug. At Huasco there are 4 
motor launches for use of Pilot, and lighters. 

BERTHING: Santa Barbara Mechanised Quay, property of Santa 
Barbara Mining Company and used exclusively for loading iron ores. 
80 metres long by 10 metres wide. Conveyor belt ending at a fixed 
loading tower, which loads at 600 tons per hour. Vessel has to be 
shifted to receive cargo in different hatches. 

Height of loading tower is 25-60 metres over low tide, loading 
boom is 14-20 metres over medium sea level and depth alongside 
quay is 12-60 metres. Vessels with a maximum draft of 14-50 metres 
(48 ft.) can go alongside. Santa Barbara Mining Company provide 
riggers for shifting the vessel. 

Guacolda:; Quay is 183 metres long by 16 metres wide with a 
minimum depth of 13 metres and a medium of 20 metres at the head 
permitting any type of vessels to go alongside; in fact vessels of 
80,000 tons have moored without difficulty. Quay has a conveyor 
belt ending in a mobile loading tower, with loading average of 2,500 
tons per hour. Vessels moored port side to quay. 
STEVEDORES: There are 50 stevedores for up to 4 gangs. In 
addition there are 20 longshoremen and 14 lightermen. Working 
hours are 0700-1200, 1400-2100. 

MEDICAL: There is only a first-aid station. Freirina, 15 km. distance, 
has a small hospital and there is a first-class hospital at Vallenar, 
52 km. away. A modern hospital under construction at Huasco. 
FRESH WATER: No means for supply to vessels. Guacolda 
maritime terminal could deliver water in a very limited quantity and 
only in case of emergency. 

FUEL: None available. 

DEVELOPMENTS: A new iron-ore loading berth being con- 
structed close to the present berth at Isla Guacolda. Pier length of 
250 pee with depth sufficient to accommodate up to 250,000 dwt. 
vessels. 

The present facilities at Isla Guacolda will be retained. 
OPENING/CLOSING HATCHES: Done by stevedores. 
IDENTIFICATION CARDS: Not required. 

CONSULS: None, nearest are at Antofagasta. 

REPAIRS: 3 shipyards, but only for the repair of minor craft. 
AIRPORT: Nearest commercial airport is at Vallenar, 52 km. away. 
TIME: Local time GMT minus 4 hours. 

TELEPHONES: None available. 

GENERAL: Zone for baliast: it is prohibited to unballast in port 
except clean water from deep tanks. For any other kind of ballast 
authorisation should be requested first to the maritime authority 
who will indicate the appropriate place. 

SHORE LEAVE: Allowed. 

AUTHORITY: Capitan de Puerto de Huasco. 


140 


IQUIQUE: 20.13 S. 70.10 W. 


DOCUMENTS: 
For Maritime Authority : 
1 Clearance. 
1 Passenger List. 
1 Light Dues Certificate. 
Radio Certificate. 
Certificate of Tonnage. 
For Customs: 
4 Cargo Manifests. 
1 General Manifest. 
2 Crew Lists. 
2 Passenger Lists. 
2 Personal Effects Lists. 
For Port Health (if first Chilean port of call): 
Health Certificate. 
Deratisation Certificate. 
Fumigation Certificate. 
Vaccination Certificate. 
For Immigration (if first Chilean port of call): 
1 Crew List. 
1 Passenger List. 
For Agricultural Health: 
1 Stores List. 
Inspection of Refrigerator Room. 
PILOTAGE: Compulsory. During day-time pilot vessel flies blue 
ensign marked with a “P"’ and during night the usual pilot lights, 
Pilot boards 1,570 metres from Serrano Island lighthouse or 3 cables 
from the end of the breakwater. Pilotage hours for mooring opera- 
tions are from 0600 onwards; for vessel's departure no restriction, 
but preferably before midnight. 
ANCHORAGE: Masters arriving for the first time in this port should 
keep watch for numerous fishing boats. These boats leave port 
between midnight and 0300 they are all equipped with navigation 
lights. The bay of Iquique is wide and offers good anchorage, 
Vessels awaiting a berth or those not mooring, find good anchorage 
in depths from 40 to 14 metres with sandy bottom; the best anchoring 
place is found 900 metres from the breakwater lighthouse and 500 
metres from the mooring quay. Tankers mooring to buoys use both 
anchors. Vessels carrying explosives or gunpowder moor 1,400 
metres from lighthouse situated at the end of the breakwater. There 
are two zones where there are submarine cables and where it is 
forbidden to anchor. 
RESTRICTIONS: Fogs occur more frequently from December 
to March. A current runs from S. to N. at 4 to 3 miles per hour and is 
stronger at Point Piedras and Cavancha. Rough seas are more 
frequent from May to September, but they are relatively weak within 
the harbour. 
MAX. SIZE: Berthing areas are as foliows: 
1. Embankment of 526 metres length; berths 1, 2 and 3, depth of 
9 metres LW. 
2. Pier, West-side; 335 metres length, berths 4 and 5, depth be- 
tween 9 and 12 metres LW. 
3. Pier, East-side; 280 metres length, berths 6 and 7, depth between 
9 and 12 metres in berth No. 7 and 12 to 15 metres in berth No.6. 
RADIO: The Chilean Navy has a navy radio station (C.B.1.) for 
general marine service and another radio station, Radio Coastal 
Service (S.R.C.) situated in the same building of the Port Captaincy 
for cases of emergency. 


Station 

call sign Category Frequency Type Receives Transmits Schedule 
Iquique (S) 2Mc/s. AS 2182 2182 H00-30 
CBI/CB2 4Mc/s. A3 4117-2 4422-2 H30-60 


TUGS: Available with sufficient h.p. and capacity to assist vessel 
berthing and unberthing. 

STEVEDORES: Gangs are ordered according to arrival of the 
vessel, the previous day at 1800 and confirmed before 0800 hrs. 
MEDICAL: Good hospital and medical services in the port. 
TANKERS: North of the harbour there are buoy berths for dis 
charging, operated by Esso, Shell and Copec. 

FRESH WATER: Available from stand-pipes at mooring quays 
at a rate of 150 tons every 8 hours. Also delivered by barge. 
FUEL: Usually no fuel for merchant vessels available. Can be ob- 
tained in case of emergency from oil terminals or by tank truck. 
GANGWAY/DECK WATCHMEN: Shore watchman employed 
on the gangway. 

OPENING/CLOSING HATCHES: Carried out by stevedores 0! 
the Syndicate. Crew not allowed to do this while vessel in port 
CUSTOMS ALLOWANCES: Normal port consumption allowed. 
IDENTIFICATION CARDS: Required if no passports. 
CONSULS: 


Norway Tel. 254 Panama _ Tel. 820 
Italy » 669 Sweden » 203 
Great Britain ,, 310 Colombia ,, 860 
Spain » 282 China » 218 
Peru 522 


REPAIRS: There are firms to repair diesel engines up to 500 h.p. 
also spare parts. 

DRYDOCKS: There are dry docks for vessels up to 500 tons, 
also a floating dock, 300 tons capacity. 

REPATRIATION: No repatriation problems for crew holding 
passports. 

AIRPORT: Distance to Cavancha Airport 5 minutes by car. One 
national airline for passengers, connected with other foreign airlines 
in Santiago de Chile (capital). 

TIME: GMT minus 4 hours. 
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HOLIDAYS: Work stops only during national fetes: 18th and 19th 
September; 25th December; ist January. 
POLICE/AMBULANCE/FIRE: Police Tel. 231; Hospital 307; 
Fire 1920, 1699, 1657, 1219, 1955. 
TELEPHONE: Inside the port less than 100 metres from berthing 
area, but they cannot be connected on board. 

SERVICE: Possible to get service for cleaning tanks and wells. 
SHORE LEAVE: Allowed. & 

AUTHORITY : Gobernador Maritimo de Iquique. Tel. 1006. 


MEJILLONES: 23.06 S. 70.28 W. 


DOCUMENTS: 

5 Crew Lists. 

5 Passenger Lists. 

4 Stores Lists. 

4 Lists personal effects. 

12 Manifests. 
PILOTAGE: Service carried out by the Pilot Corps of Antofagasta 
(65 kilometres from this port). Service is compulsory. Agent has to 
apply for the Pilot, and it is important to give arrival notice in good 


time. ; 
ANCHORAGES: Open bay very well protected and with deep 


ter. 
SIZE OF VESSEL: No restrictions. Vessels work cargo at anchor. 
HEALTH: Pratique is automatic for vessels coming from another 
Chilean port, otherwise it will be granted after Sanitary visit. 
RADIO: Antofagasta Radio CBA-3. Operates between 0800-1200 
and 1400-2000. 

Transmitting 8,730, receiving 8,354 radio telegraph 

“ 4, “ 4,091 radio telephone 
" 8,780 ” 8,230 ” " 

TUGS: There are none. 
BERTHING: There are no berths. Vessels work cargo at anchor. 
STEVEDORES: Agent to be informed before 1800 the day before 
arrival to order gangs. 
MEDICAL: There is a doctor in the port but no hospitals are avail- 
able and patients are transported to Antofagasta. 
DENSITY: Sea water. 
FRESH WATER: No fresh water available. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: This service is recommended. 
OPENING/CLOSING HATCHES: This work can be carried out 
by crew and/or stevedores. Derricks operated only by crew. 
SHIP'S CERTIFICATES: 

Register Certificate. 

Tonnage Certificate. 

Radio Certificate. 
CUSTOMS ALLOWANCES: 200 cigarettes for each member 
of the crew beside the ones in the stores. One bottle wine/spirits 
per person. 
REPAIRS: There are no workshops. Vessel repairs done by the 
crew are allowed. 
IDENTIFICATION CARDS: Not necessary, only passport and 
boarding card. 
REPATRIATION: There are facilities for changing the crew. 
AIRPORT: At 25 km. from this port. A weekly flight (on Mondays) 
to U.S.A. with calls in Lima and Panama. 
TIME: Local time GMT minus 4 hours. 
peschetrtd bes Itis possible to work on these days with a surcharge 
) os 
New Year's Day; Good Thursday; Good Friday; 1st May; 21st May; 
Ascension Day; 18th September; 19th September; 12th October; 
ist November; 8th December; 25th December. 
POLICE/AMBULANCE/FIRE: Police Tel. 7 Mejillones; Ambu- 
lance 24142 Antofagasta; Fire 41 Mejillones. 
TELEPHONES: It is not possible to instal lines on board. 
SHORE LEAVE: Members of the crew are allowed ashore. 


AUTHORIFY: Captain of the Port, Tte. Gonzalo Verbal, Playa s/n. 
el. 6, 


PUERTO MONTT: 41.28 S. 72.57 W. 


PORT LIMITS: Between the meridians of 72° 55’ 50” W. and 72° 
59’ 00” W. The Southern limit is the parallel of 41° 29’ 48” S. 
DOCUMENTS: For Port Captain: 

Clearance from Last Port. 

Crew List. 

Passengers Disembarking List. 

Passengers in Transit List. 

Certificate of Registry. 

Light Dues Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 
For Customs: 

4 copies Cargo Manifest. 

2 copies Passenger List. 

1 copy Crew List, 

2 copies Stores Lists. 
He copy Crew Personal Effects List. 
a SOTAGE: Ordered by Agent on receipt of vessel's ETA at least 
: bourse in advance. Otherwise request directly to Port Captain, 

able address ''Maritgob Montt”. Vessels should anchor as indicated 


below and exhibit code flag ‘‘G"’. Pilot boards from a motor boat at 
the anchorage, 


CHILE 


ANCHORAGE: Vessels of any size can anchor in the outer roads 
of the port. Recommended position 800 metres off Isla Tenglo buoy 
bearing 254°. In winter bad weather, use of two anchors recom- 
mended. 

RESTRICTIONS: Vessels not generally moored in hours of dark- 
ness. Vessels over 10,000 tons are restricted by tides. Unberthing 
and leaving port can be effected at night. 

MAX. SIZE: At the quays: length 170 metres, draft 24 ft. Tankers 
up to 25,000 dwt. 

HEALTH: All ships are boarded by authorities on arrival unless 
coming from another Chilean port. In case of suspected disease on 
board vessel must advise authorities by radio before arrival. 
RADIO: Radiocostera Puerto Montt, operating between 0800 and 
1845 hours. 

TUGS: None available. 

BERTHING: Effected in daylight hours only. Tankers moor at buoys 
in the Eastern part of the bay. 

The main quays are 320 metres length, equipped with eight cranes, 
six of which are 3 tons capacity and two of 5 tons. No special facilities 
for grain handling. 

STEVEDORES: Vessel should advise Agent before arrival the 
number of gangs required and amount of cargo for discharge. 
MEDICAL: All medical facilities available. Advance notice preferred 
if possible. Possible to obtain vaccination and inoculation 
certificates. 

TANKERS: Tanker buoy mooring. Vessel moors using both anch- 
ors forward and two buoys aft. 10 in. submarine pipe-line, two 8 in. 
hoses connected. No slop facilities. 

FRESH WATER: Available from the quays, at rate 10 tons per hour. 
FUEL: Available by barge. Larger quantities obtainable at the tanker 
moorings, rate 100 tons per hour. Advance notice required. 
DEVELOPMENTS: Outer berths are being dredged to a depth of 
8:50 metres. 

OPENING/CLOSING HATCHES: It is obligatory to employ shore 
labour for this purpose. 

CUSTOMS ALLOWANCES: Two cartons of cigarettes and two 
bottles of liquor for each man, which are to be declared in his 
personal effects. 

CONSULS: Germany, Spain, and Netherlands are represented 
locally. 

REPAIRS: Minor engine and electronic repairs can be effected. 
REPATRIATION: Can be arranged. 

AIRPORT: Situated 17 km. from the port. Daily flight to Santiago 
where international connections can be made. 

TIME: GMT minus 4 hours. In summertime: GMT minus 3 hours, 
HOLIDAYS: Work may be arranged on all holidays. 
POLICE/FIRE/AMBULANCE: Police: Tel. 2240; Fire 2888; Ambu- 
lance 2331. 

SHORE LEAVE: Allowed. 

AUTHORITY: Direccion Gobernacion Maritima de Puerto Montt. 
Cables ‘‘Maritgob, Montt’’. 


PUNTA ARENAS: 53.10 S. 70.54 W. 


DOCUMENTS: 

1 General Declaration-Clearance Licence. 

10 Crew Lists. 

6 Passenger Lists or negative. 

14 Cargo Manifests. 

1 Health Declaration. 

2 Stores Lists. 

2 Crew's Personal Effects Lists. 

2 Sets of Manifests whole cargo for Chilean Ports. A copy has 
to be stamped by Customs and kept on board until the vessel 
leaves the last Chilean port. 

At subsequent Chilean Ports, only the following: 

10 Crew Lists. 

6 Passenger Lists. 

14 Cargo Manifests. 

1 Clearance Licence. 

PILOTAGE: Compulsory for foreign vessels. Vessel entering from 
Pacific will usually embark Pilots in Valparaiso or any other nearest 
port. Vessels coming from the Atlantic embark Pilots in Bahia 
Posesion, 30 miles to the West side of the Eastern entry of Magellan 
Strait. Pilot vessel is a landing craft called “‘Concon"” which has 
radio-telephone frequencies of 2,182 and 2,638 kc/s. Four hours before 
arrival of the vessel, the craft keeps watch on 2,182 kc/s. Craft carries 
International Pilot lights; the hull is black and yellow with white 
housing. ETA at Bahia Posesion has to be given at least 24 hours in 
advance. In bad weather, vessel to anchor and wait in lat. 52° 17’ 5” 
South, long. 69° 12’ West. Pilots usually board near the buoy of 
Banco Narrow and disembark off the lighthouse of Punta Delgada. 

The Pilot for West-bound vessels travels to Bahia Posesion by air 
from Valparaiso. It is therefore important to order the Pilot through 
Valparaiso Agent with as much advance notice as possible, and keep 
Agent closely advised of vessel's ETA. 

For vessels transiting Magellan Straits Westbound, the Pilot will 
disembark at Valparaiso. Pilot's travelling expenses from and to 
Valparaiso are included in pilotage charges. 

ANCHORAGE: Recommended anchorage area is 4-5 cables from 
the head of the Fiscal Quay, 11 fathoms depth. Anchorage is prohibi- 
ted within 300 metres of the quay. 

RESTRICTIONS: No tidal restrictions, vessels can come along- 
side day or night. 

MAX. SIZE: Dry cargo: two berths for vessels of 600 ft. length with 
a maximum draft forward of 20 ft. and aft 26 ft. on the South side of 
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the pier, and 20 ft. and 25 ft. on the North side. It is possible to dock 
with a slightly higher draft under certain circumstances, and also 
by leaving the ship's stern protruding outside of the ond of the pier, 
but such cases will be decided individually by the Pilot. 

Tankers : See below. No limits for vessels at anchor. 

Magellan Straits : Maximum draft 70 ft., no limit on dwt. tonnage for 
very large vessels. Vessels with a draft in excess of 70 ft. may be 
allowed to pass through but only after the authorities have studied 
the vessels characteristics. As a safety measure large vessels 
navigate the First Narrows in daylight only and with good visibility. 
HEALTH: At first Chilean port, doctor will come aboard with 
Authorities. In other Chilean ports there is no need to ask for prati- 
que or to hoist the "Q" flag as pratique is automatic. 

RADIO: There are two radio stations: (a) CBM Radio Naval of 
Magallanes permanent watch on 500 kc/s. Telegraphy (A1). (6) CBM2 
Radio Costera Magallanes operating from 0830 to 1830 on frequencies 
4390, 8694 (transmitting) and 4085, 8360 (receiving). 

TUGS: Not normally used to go alongside in Punta Arenas but 
only to berth in tanker terminals - ship's lines used. 
STEVEDORES: Gangs to be requested 24 hours before arrival. 
Loading/discharge rate depends on type of cargo but can be estima- 
ted at an average of 15 tons/hour/gang. According to the working 
rules of this port, when a vessel starts its operations of loading or 
discharging without working overtime, it has to follow them for the 
whole time, but if it starts working with overtime, it must continue 
doing overtime every day. 

MEDICAL: No advance notice to Agent required. There is a 
hospital with all facilities. International anti-smallpox vaccination 
required to go ashore. 

TANKERS: There are the following terminals for tankers: 

Lenadura: Position 53° 12’ S., 70° 54’ W. Max. length 500 ft., max. 
draft 30 ft. Refined products are discharged. 

Cabo Negro: Position 53° 01’ S., 70° 51’ W. Max. length 650 ft., 
max. draft 30 ft. Liquid gas is loaded. 

Caleta Clarence: Position 52° 55’ S., 70° 09’ W. Max. length 650 ft., 
max. draft 30 ft. Crude oil is loaded. 

Puerto Percy: Position 52° 54’ S., 70° 14’ W. Max. length 400 ft., 
max. draft 36 ft. Liquid gas and diesel oil are loaded. 

Bahia Gregorio: Position 52° 38’ S., 70° 11’ W. Max. length 650 ft., 
max. draft, 42 ft. (subject to tidal conditions). Crude oil is loaded. 

In Caleta Clarencia and Bahia Gregorio there are two loading lines 
of 8in. In the Gas Terminal at Puerto Percy lines for gas and liquids 
are 6 in., for diesel oil 3 in. 

There are no facilities for receiving residues, which have to be 
discharged at least 20 miles away from entrance of Magallanes 
Strait. Vessels must have clean ballast for mooring, quantitv de- 
Cone on size of vessel and weather conditions. 

ENSITY: 1025. 

FRESH WATER: Only available at Punta Arenas Quay through 
hoses at a rate of 8 tons/hour. In case of emergency it can be delive- 
red by vessel of the Chilean Army, if advance notice is given. 
FUEL: Only diesel oil available in Puerto Percy with advance notice 
of at least 7 hours. Also available ex-barge at Punta Arenas, capacity 
300 tons (diesel). 

FIRE PRECAUTIONS: Tankers are forbidden alongside atthe quay. 
DEVELOPMENTS: Port is being dredged to increase draft to 
33 ft. in berths 1 North and 1 South. 

GANGWAY/DECK WATCHMEN: Foreign vessels obliged to 
employ a watchman, except on Tanker Terminals. 
OPENING/CLOSING HATCHES: Carried out by riggers. Sailors 
from the vessel and stevedores not allowed to do this work. 
CERTIFICATES: All International Certificates to be shown on 
arrival. 

CUSTOMS ALLOWANCES: Quantity in possession of every 
member of the crew to be declared at the Customs. 
IDENTIFICATION CARDS: Chilean International Police (Extran- 
jeria) provides a provisional card to stay in the country. It has to be 
held each time a member of the crew goes ashore. 


CONSULS: 


Germany Italy France 
Argentine Norway Great Britain 
Austria Paraguay Peru 
Belgium Colombia Sweden 
Brazil Denmark Switzerland 
Greece Spain Yugoslavia 
Holland 


REPAIRS: “Asmar” (Astilleros de la Armada) has a shipyard 
for small vessels up to 1,500 tons as well as a good workshop to 
effect floating repairs. Some nautical spares can be found. 
REPATRIATION: Facilities for repatriation, subject permission 
of International Police (Extranjeria) and Maritime Authority. 
AIRPORT: Distance to airport 18 km. National airline (LAN). 
Daily flights from and to Santiago. Argentina Airlines fly to Argen- 
tine cities twice a week. 

TIME: GMT minus 4 hours. 

HOLIDAYS: New Year (1st January); Religious Fete (4th and 5th 
April); Bank Holiday (1st May); Navy Day (21st May); Religious Fete 
(15th August); National Day of Chile (18th September); Army Day 
(19th September); Religious Fete (1st November); Religious Fete 
(8th December); Christmas Day (25th December). Work can be 
carried out except on New Year and National Day of Chile. 
POLICE/AMBULANCE/FIRE: Maritime Police tel. 22356; Fire 
21212, 21264; Ambulance 22658. 

TELEPHONE: There is no connection on the quay. 
SERVICES: Compass and gyro compass adjusting can be done. 
SHORE LEAVE: Crew allowed to go ashore in all ports of the area. 
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bert 9 must be in possession of provisional Identity Cards issued by 
police. 

AUTHORITY: Maritime Governor of Punta Arenas, Calls 
O'Higgins 1169, Tel. 22356. Telegraphic address: Maritgob Parenas, 
No Telex number. 


QUINTERO: 32.47 S. 71.33 W. 


PORT LIMITS: The seaward limit of the port is a line running 
052° from the lighthouse at Los Molles to Punta Ventanilla. 
DOCUMENTS: 

1 Clearance from last port. 

1 Light Dues Certificate. 

7 Manifests of Cargo for this port. 

4 General Cargo Manifests. 

7 Trans-shipment Cargo Manifests. 

3 Lists of passengers disembarking. 

3 Lists of passengers in transit. 

18 Crew Lists. 

1 Personal Effects List. 

1 Fumigation Certificate. 

PILOTAGE: Pilot and port officials board when vessel is inside 
port limits. Usually boarding between daybreak and midnight. The 
accommodation ladder should be rigged on the starboard side. 

ETA should be sent to Agent 72 hrs. before arrival, with confirma. 

tion 24 hrs. before arrival. The message should state if any special 
service is required, and additionally Masters are requested to inform 
CAPUERTO, Quintero. 
ANCHORAGE: Vessels may anchor within port limits. The bay js 
well sheltered with ample room for manoeuvring. Vessels should 
keep clear of the South-West portion of the bay, due to rocky nature 
of the bottom, and of the prohibited zone indicated on the charts, 
Larger vessels may anchor West of Los Molles lighthouse, wher 
there are depths of up to 20 metres with sand and mud bottom. 

The anchorage at Ventanilla is an open roadstead, exposed to 
South-West winds and swell, with the possibility of dragging 
anchors, especially in the winter months. 

RESTRICTIONS: Quintero Bay is entered between Point Venta 
nilla and Point Liles, entrance 2:5 miles wide, with a bight extending 
1:5 miles towards the South-East. 

Point Liles is surrounded by submerged rocks and reefs for: 
distance of 2 cables. 

Tankers discharging at the buoy terminals may be required tc 
disconnect hoses in the event of bad weather, to avoid damage tc 
the installation. 

MAX. SIZE: Enap Oil Installations : Up to 200,000 tons dwt. 
Chilectra Quay : Length 165 metres, draft 33 ft. 

RADIO: The Naval Radio Station of Valparaiso also handles com. 
mercial traffic. 

The Coastal Radio Service Station situated in the Port Captain's 
office, call sign CBQ2. 

TUGS: No tugs available at Quintero, but six motor launches ari 
available to assist in mooring. 

ENAP OIL TERMINAL: Vessel moors with both anchors and lines 
to three stern buoys (one buoy on each quarter and the third buo 
directly astern). Mooring lines, when secured, are up to 400 ft. long 
Vessels may moor and unmoor any time. 

Two 10-in. hoses, which weigh about 5 tons each, are connecte 
on the port side. 

The Crude Oil Discharge Berth is a single buoy mooring in Quin 
tero Bay. This berth is designed for vessels up to 200,000 tons dwt 
BULK HANDLING FACILITIES: 

Chilectra Quay, Las Ventanas : Quay is 530 metres long with maximun 
depth of 19 metres at the head of the quay. 

Coal berth situated on the North side of the quay, equipped wit! 
mechanical discharging tower which loads up to 5 tons per hour. 

South side of the quay, used for copper concentrates, loaded bj 
conveyor belt at a rate of about 6 tons per hour. Necessary to shif 
vessel during loading with assistance from shore gang. 

The quay is exposed to strong ground swell and additional moor 
ings to shore, and to buoys, are required. 

FRESH WATER: Only supplied by barge, which may have to com 

from Valparaiso. 

FUEL: Only available at Valparaiso. 

MEDICAL: No local hospital. There is military infirmary availabl 

4 first-aid, with an ambulance service to Valparaiso or Vina Dé 
ar. 

REPAIRS: Only minor repairs may be effected at workshop: 

ashore. 

CONSULS: Nearest at Valparaiso. 

AIRPORT: Nearest commercial airport at Los Cerrillos, ned 

Santiago. Military airfield at Quintero may be used in emergencies 

subject to necessary authorisation. 

SHORE LEAVE: No restriction of shore leave. Quintero is abou 

30 miles from Valparaiso by road. 

TERMINAL OPERATORS: Empresa Nacional Del Petrole 

(ENAP) and Compania Chilean De Electricidad (Chilectra). 


SAN ANTONIO: 33.37 S. 71.37 W. 


DOCUMENTS: 
1 Clearance. 
1 Light Dues Certificate. 
9 Cargo Manifests. 
2 Crew Lists. 
2 Passenger Lists. 
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2 Stores Lists. 

1 Personal Effects List. } 

2 per Passenger Baggage Declarations. 

1 Fumigation Certificate. ; 
PILOTAGE: As port is narrow, pilotage compulsory for entering 
or clearing the artificial port. Pilots board vessels about one mile 
outside the artificial port, weather permitting. Vessels should wait 
for Pilot in position bearing 159° and 1,080 metres from Panul Light- 


house. : 
ANCHORAGE: Vessels over 100 metres length must anchor in 
position bearing 240° and 1,400 metres from South mole beacon. 
Vessels under 100 metres length find good anchorage in sandy and 
muddy bottom, 20 metres deep in position bearing 240° and 650 
metres from the above beacon. Only in event of bad weather or 
strong winds which prevent pilot boarding vessels outside harbour 
vessels under 100 metres length can anchor inside North pool and 
wait for Pilot. ; 

Mooring buoys: inside small or North pool, are two mooring buoys. 
Fiscal Buoy: situated at 280° and 170 metres from head of Port 
Authorities’ pier can be used for vessels up to 31 ft. draft. 

PSNC Buoy: Property of shipping company, situated at 185° and 
50 metres from above pier, can be used for vessels up to 40 ft. draft. 
RESTRICTIONS: San Antonio is a narrow and a difficult manoeu- 
ving port, entrance to artificial port is subject to weather condi- 
tions and during hours the port is open; see “CHILE”, General 
Information. 

Entrance is effected during daylight only. In emergency and speci- 
fic cases (weather permitting) this can be done up to 2200 hours. 
Sailing permitted any time, day and night, weather permitting. 
MAX. SIZE: The following is maximum length and draft allowed 
in different berthing places: 

Berth 2 length 80 metres, 20 ft. draft 


Berth3 ,, 60 fi NS.) ,; 
Berth4 , 160 ,, Oot, Uae 
Berth5 , 100 ,, ITO 
BerthA ,, 100  ,, Or more, 30 ft, draft 
Berth B . 160 iy 20 fis 4; 
BerthC ,, 150 27 ft. 


” ” 

Berth A has a mechanised plant for discharging coal bulk cargo. 

RADIO: 

Station Fre- 

call sign Category quency Type Receives Transmits Schedule 
San 

Antonio (S) 2Mc/s. A3 2182 2182 2000 H15-30 
CBS 2 4Mc/s. A3 4117-2 4422-2 4422-2 H30-60 
TUGS: There are three tugs available. 

BERTHING: At mooring pier, facing small pool are berths 1, 2, 3 
now joined together forming useful mooring berth 250 metres long, 
and facing the large pool berths 4 and 5. Berths 1-4 are only used 
by foreign vessels and coastal vessels while berths 2-3 and 5 are 
only used by coastal vessels. 

Mechanised mole: situated at head of South mole, berth A for 
mechanised discharge of coal and bulk cargo. Vessels up to 110 
metres length can discharge without any difficulty. Vessels over 
this length will have to be shifted to work number 1 and 2 hatches 
provided berth B is available. The maximum draft is 30 ft. 

Only when raining is work stopped. but as the ground swell is 
strong and the mole is not well protected, it is recommended that 
ships be provided with good fenders and moored in a secure manner. 
STEVEDORES: 614 labourers, stevedores, tally-clerks, crane 
men, watchmen, etc. Cargo is worked expeditiously, especially 
copper. Port works from 0800 te noon and from 1400 to 1800 hours, 
or straight through up to 2300 hours and paying overtime. The rate 
of cargo handling capacity is as follows: 

Loading: Copper 30-40 tons/hour per hatch/gang. 

Bagged cereals, 20-30 tons/hour per hatch/gang. 
‘ General cargo, 20-30 tons/hour per hatch/gang. 

Discharge: Phosphates (bagged) 20-30 tons/hour per hatch/gang. 

Cereals 50-80 tons/hour per hatch/gang with mechani- 

a grabs. 

eneral cargo, 20-30 tons/hour per hatch/gang. 

MEDICAL: Hospital with 100 beds and necessary saipeonity 
FRESH WATER: All berths equipped with standpipes to supply 
fresh water direct to vessels at a rate of about 10 tons per hour, but 
during day rate may be less due to low pressure. 
FUEL: Coal: in case of emergency, coal can be received by railway 
car from the mechanised plant at berth A, or by lighters. 
_ Fuel can be supplied to vessels in case of emergency provided this 
'S requested with sufficient advance notice. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Done by stevedores. 
IDENTIFICATION CARDS: Required. 
CONSULS: Brazilian, French, Norwegian, Swedish and Italian. 


piped Three workshops; several slipways for repair of small 


REPATRIATION : Facilities exist. 

IRPORT: at Los Cerrillos near Santiago, national and foreign 

airlines services. 

pon Local time GMT minus 4 hours. 

of rear Fumigation: all vessels arriving with a complete cargo 

To ton S are compelled to be fumigated according to Chilean law. 

ean ect this vessel is tied up at North mooring buoy. Only the 

Fu es are fumigated and all crew members must go ashore. 

wnhnto, takes about 18-20 hours. It is recommended these 

Sels arrive provided with strong ropes (special nylon) and good 


enders as protection a ainst heavy swell 
SHORE LEAVE: Allowed, J 


CHILE 


DELAYS: South-west winds generally blow at dawn calming at 
sunset, leaving a heavy and strong swell in the bay. It is therefore 
recommended to arrive at the port daybreak from September to 
March, so as to enter the artificial port immediately. South winds 
also develop a Northerly current. Fogs are frequent from November 
to March. 
DEVELOPMENTS: Work on the new bulk terminal port of San 
Antonio is showing progress. Completion of the terminal, which is 
expected to be the most modern in Chile, was scheduled for 1974. 
Present plans call for the installation of 32 silos, giving a total 
storage capacity of 44,000 tons of bulk products. The main wharf 
will be 200 metres long and will be able to handle vessels up to 36,000 


tons. 
AUTHORITY: Empresa Portuaria de Chile. 


SAN VICENTE: 36.44 S. 73.08 W. 


DOCUMENTS, HEALTH, etc., refer to “Talcahuano”. 
PILOTAGE: Compulsory. Pilots board at Anchorage in Bahia 
San Vicente. 

RESTRICTIONS: Daylight only berthing and unberthing. 
TUGS: None available. 

BERTHING: Comap-buoy Berth. Vessel moors with both anchors 
forward and lines to 2 buoys astern. Twox 10 in. lines connected 
starboard side midship. 10 in. hoses 70 psi backpressure. Gas oil, 
fuel and kerosine handled. No slop line. 

Hauchipato Steel Mill. Vessel moors stern on to jetty - discharge 
through stern line. One 6 in. line, 6 in. hoses, 120 psi backpressure 
fuel oil only. No slop line. 

DEVELOPMENTS: The first section of the new development, 
2450 m. berths for 6 vessels inaugurated in March 1974, depth 
alongside at least 30 ft. 

The second section, a 350 m. length berth for handling fertiliser 
and grain expected to be ready in September 1974. 

When the development is completed the new port will be able to 
berth 7 vessels of 35,000 tons at one time. 

The third section of the development is the building of a break- 
water. 

DENSITY: Salt water. 
FRESH WATER: Not available at berths. 
FUEL: Can be supplied by barge. 


TALCAHUANO: 36.42 S. 73.07 W. 


DOCUMENTS: 

1 Clearance. 

1 Light Dues Certificate. 

11 Cargo Manifests. 

4 Crew Lists. 

3 Passenger Lists. 

2 Store Lists. 

3 Passenger in Transit Lists. 

1 Personal Effects List. 

2 Baggage Declarations per passenger. 

1 Fumigation Certificate. 

PILOTAGE: Compulsory. Pilot boards vessel near Belen Light- 

house, 3 cables distance. 

ANCHORAGE: West of a line between the “Molo Marino” and the 

“Morro” channel at a depth of 10 metres of water, muddy bottom. 

In N. winds it is more convenient to anchor nearer to docks and 

harbour. Only one anchor is necessary, but if wind increases a 

second should be dropped. Vessels in quarantine, are moored 182° 

from Belen Lighthouse and 7 cables distant. Vessels carrying 

explosives are moored in same direction but 9 cables from Belen 

Lighthouse. 

RESTRICTIONS: Port works from 0800 hours to 1200 hours 

and from 1400 hours to 1800 hours. Only six vessels can moor 

alongside quay at one time. 

MAX. SIZE: Vessels of 28 ft. draft and 195 metres in length can 

moor on the East side. 

RADIO: 

Station 

call sign Category Frequency Type Receives Transmits Schedule 

Talcahuano (S) 6 Mc/s. A1 6265 6414°5 H00-30 

CBT-4 4Mc/s. A3 4085-2 4390-2 H30-60 
6280 

TUGS: Port has 2 tugs, one of 120 h.p. and the other of 115 h.p., 

Shipyard has 2 tugs each of 600 h.p. 

BERTHING: Naval Quay: Called Pier Quinientos. Situated South 

of inner harbour for repairs afloat, on West side of bay. 500 metres 

long but only 240 metres are available for merchant marine. Vessels 

up to 29 ft. draft can moor alongside at high water. No difficulties are 

experienced on account of length of vessels. 

Fiscal Pier: Situated short distance East of La Viuda Rock and 
on the S.W. coast. 320 metres long (but only 195 metres usable) 
and 65 metres wide. Vessels up to 28 ft. draft and not exceeding 195 
metres length can moor on East side. 

Fiscal Quay: 1-5 metres of water, for mooring tugs and lighters, at 
present out of use. 

Passenger Mole: At a distance of 80 metres from the Fiscal Quay 
and on the Blanco Encalada Mole is the Passenger Pier with concrete 
steps for passenger traffic. 

Chacabuco Quay: Situated in the Inner Harbour for repairs. 
Vessels up to 21 ft. draft can moor. No railway line or cranes, there- 
fore vessels must work with own derricks to vans. “Asmar” tugs 
are used for mooring. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


STEVEDORES: 12 gangs available. Loading: assorted goods 12 
tons per hour/gang/hatch. Cereals 25 tons per hour/gang/hatch. 
Timber 100 tons per hour/gang/hatch. Newsprint 20 tons per hour/ 
gang/hatch. 

Discharge: assorted goods 12 tons per hour/gang/hatch. Bagged 
cargo 25 tons per hour/gang/hatch. 

When loading is carried out by means of lighters, this is usually 
done from privately owned moles belonging to the principal com- 
mercial firms of the port from their warehouses situated inside the 
Morro Channel. Working hours are 0800-1200, 1400-1800. 
MEDICAL: Public hospital with board and sanatorium for infec- 
tious/contagious diseases. In addition, private clinics and a naval 
hospital. 

FRESH WATER: Vessels in roads can receive water from tugs. 
Vessels moored alongside supplied direct from pipes at rate of 10 


TOCOPILLA: 22.05 S. 70.11 W. 


DOCUMENTS: 
Customs 
6 copies of Cargo Manifest. 
4 Passenger List for the Port. 
4 Passengers in Transit Lists. 
4 Passengers for the Port Personal Effects declaration. 
2 Crew Lists. 
4 Store Lists. 
2 Lists of Crew's Personal Effects. 
2 Lists of Hazardous Cargo. 
Port Captain 
Clearance from Last Port of Call. 
2 Passengers Lists for the port. 


tons per hour. 2 Crew Lists, 
FUEL: Can be supplied only to vessels moored alongside quay and 1 List of Hazardous Cargo. 
this in small quantities up to 100 tons, by means of cistern-truck /nterpo/ 
or in drums. 2 Lists of Passengers for the Port. 
GANGWAY/DECK WATCHMEN: Available. 1 Crew List. 
OPENING/CLOSING HATCHES: Done by stevedores. 1 List of Passengers in Transit. 
IDENTIFICATION CARDS: Required. Sanitary : 
CONSULS: Brazilian and Norwegian Consulates. At Concepcion 1 Health Declaration. 
the following: 1 Crew List. 
Argentine French Paraguayan 1 List of Passengers for the Port. 
Belgium Finnish Panamanian Agents: 
Bolivian Guatemalian Peruvian 6 copies of Cargo Manifest. 
British German Swedish 1 List of Passengers for the Port. 
Colombian Dutch Swiss 1 List of Passengers in Transit. 
Danish Honduran Spanish 5 Crew Lists. 
Ecuadorian Italian Uruguayan 1 copy of Hazardous Cargo List. 
El Salvadorian Mexican Venezuelan 1 Cargo Distribution detail. 


MOORING: The port has three buoys for mooring vessels of any 
tonnage, and which are used exclusively by ships discharging o 
loading general cargo and bagged nitrate, two buoys for the dis 
charge of oil carriers. The depth of these moorings range from 15to 
30 metres. 

RESTRICTIONS: Ships are boarded by Pilot and Port Authorities 
up to 2100 hours. On special request from the Agent, vessels are 
received up to midnight. 

HEALTH: On arrival vessel boarded by Sanitary surgeon, who wil 
grant full Sanitary Pratique valid for all Chilean ports of call in the 
present voyage. In cases of suspected disease he will determine 
if patient or patients should be removed to local hospital, and { 
feasible declare the affected vessel Sanitary cleared. 

RADIO: All calls should be directed via Arica or Iquique Nava 
Radio Station. 

TUGS: No tugs are used for mooring or unmooring of ships. 
BERTHING: All berthing is done during daylight; night time onl 
on special occasions, and by Agent's request. One jetty for loading 
nitrate in bulk. 

STEVEDORES: Number of gangs required for loading and/or 
loading operations should be radioed 24 hours in advance, indicating 
last ETA. Working hours 0700-1130, 1330-1730. 

MEDICAL: In case of urgent need of a surgeon on arrival the Master 
should request medical assistance by radio to Agent and/or Por 
Captain. Hospital available with moderate facilities. 

TANKERS: Two buoys used for oil discharge. One of them 
belongs to Chile Exploration Co. and operates with two lines of 8 in. 
diameter each line, the other buoy is property of Sociedad Quimice 
y Minera de Chile S.A. and has two lines of 8 in. diameter for discharge 
of oil, and one line 4 in. in diameter for diesel oil only. 

FRESH WATER: None available. 

FUEL: None available. 

GANGWAY/DECK WATCHMEN: Recommended to empl 
services of a deck or gangway watchmen. 
OPENING/CLOSING HATCHES: Ship's crew not allowed t 
work in port opening or closing hatches. Rigger's Union should be 
employed, one foreman and eight riggers. 


REPAIRS: “Asmar” or the navy workshop has capable personnel 
and modern equipment to effect all kinds of repairs, not only to hull, 
but also to engines, boiler plates, welding, carpentry and electrical 
works. Chilean Navy has high-sea tugs to effect salvage and assist 
vessels in danger. 3 private-owned workshops, which can effect 
small repairs to vessels afloat. Several slipways for construction 
and repair of small craft. 

DRY DOCKS: Naval shipyard and workshops have 2 dry docks, 
Dock number 1 is 180 metres long by 30 metres wide (605 ft. long, 
by 57 ft. wide). Dock No. 2 is 250 metres long by 40 metres wide 
(800 ft. long by 110 ft. wide). 

Two floating docks: one 200 ft. long by 30 ft. wide for vessels up to 
1,000 tons, and the other 333 ft. long by 50 ft. wide for vesse!s up to 
3,500 tons. There is also a workshop for repairs to be effected 
afloat. There are 6 anchored mooring buoys used by vessels when 
entering Dry Dock 2. 

REPATRIATION: Good facilities exist. 

AIRPORT: Hualpancillo is situated between Talcahuano and 
Concepcion, 7 kilometres N.W. of Concepcion. Lan-Chile has con- 
nections from this airport with all the towns of the country from 
Arica to Punta Arenas and abroad. 

TIME: Local time is GMT minus 4 hours. 

SHORE LEAVE: Allowed. 

GENERAL: South wind affects vessels only when moored outside 
the port zone. Weather signals are indicated on Signal Station of 
Port Authorities’ Building. 

AUTHORITY: Empresa Portuaria de Chile. 


TALTAL: 25.24 S. 70.29 W. 


DOCUMENTS: See “Valparaiso”. 

PILOTS: No official pilot staton at Taltal. If professional assistance 
required vessel should give ETA 24 hours in advance via Valparaiso 
Radio. Pilot boards at the anchorage. International code signals 
used. Harbour Master's office can be contacted by radio-telephone 
on the following frequencies: 2,152 2708 and 4396°6 kc/s. 
ANCHORAGE: Sheltered deep-water anchorage suitable for any 


size vessels. Locations of designated areas marked on the chart. CERTIFICATES: 
RESTRICTIONS: Port closed in summer from 2000 to 0600 hours; Tonnage. 

in winter from 1900 to 0700 hours. Deratification. 
MAX. SIZE: Limited only by depths in anchorage. Radio. 


Chilean Light Dues Certificate. 
CUSTOMS ALLOWANCES: No special restrictions. 
CARGO GEAR: Gear that complies with standard Port Safety 
Regulations. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: Only Norwegian Vice-Consulate. 
REPAIRS: Facilities only for minor repairs. 
REPATRIATION: There are facilities. 
AIRPORT: Served by Chilean Airways, located very near thé 
town. It can be reached by motor-car in 15 minutes. 
TIME: Local time GMT minus 4 hours. 
HOLIDAYS: January ist; April 4th and 5th; May 1st and 2tst) 
August 15th; September 18th and 19th; November 1st; Decembe! 
8th and 25th. No work on January 1st and May 1st. 
POLICE/AMBULANCE/FIRE: Police Headquarters 32; Hospilé 
231; Fire Department 84. 
TELEPHONES: No facilities for placing telephone lines aboard. 
SHORE LEAVE: Allowed. 
REGULATIONS: Not allowed to pump oil or dirty water from 
bilges or throw rubbish overboard while anchored. 
DELAYS: Probable on surf days, mainly in the months of Juné 
duly and August. 
AUTHORITY: Sociedad Quimica y Minera de Chile S.A. 


HEALTH: Vessel boarded on arrival by Health Inspector. 
RADIO: Radio Naval de Valparaiso or Radio Naval de Arica. 
TUGS: One privately owned tug may be called on to assist if 
necessary. 

BERTHING: No berths alongside shore. Vessels work cargo in 
Open anchorage. One buoy berth for tankers. Mooring, unmooring 
in daylight only. 6-in. hcses for discharging fuel and diesel. 
STEVEDORES: At least 24 hours advance notice of ETA required 
to arrange gangs. 

MEDICAL: Doctors and hospital facilities available. Advance 
notice desirable. 

FRESH WATER: Not available. 

FUEL: Not available. 

IDENTIFICATION CARDS: Required by all crew members. 
CONSULS: There are no local representatives. 
REPATRIATION: No facilities for crew change or repatriation. 
AIRPORT: Situated 25 km. away. Four internal flights a week, two 
Northward and two Southward. 

TIME: GMT minus 4 hours. 

HOLIDAYS: No work done on 1st May, 18th September and ist 
January. 

TELEPHONES: There is no telephone service. 

SHORE LEAVE: Allowed. 

AUTHORITY : Capitania de Puerto. Calle Esmeralda 125. 


144 
Ee ee ee ee ae ee ee ee ee ee 


VALPARAISO: 33.02 S. 71.39 W. 


DOCUMENTS: 

1 Clearance. 

{ Light Dues Certificate. 

7 Port Cargo Manifests. 

4 General Cargo Manifests. 

7 Transhipment Cargo Manifests. 

3 Passenger Lists for the Port. 

3 Passenger Lists for Transit. 

18 Crew Lists. 

1 Personal Effects List. 

Passenger Baggage Declaration (2 per passenger). 

1 Fumigation Certificate. __ ‘ és 
PILOTAGE: Compulsory. Pilot must be waited for in position 
bearing 116° and 1,830 metres from Punta de Angeles Lighthouse. 
ETA: Port Authorities require 24 hour, and 4 hour notice prior 
— berthing, vessels have to be cleared by Port Authorities. 
After 2100 hours Authorities will not come on board and ship has to 

i il the next morning. 

ANCHORAGE: Outside the harbour and close by vessels find 
good anchorage in 25-15 fathoms water. It is always prudent. to 
secure a good anchorage owing to possible strong winds during 
all periods of the year and causing heavy swells. 

In winter, vessels anchor with one anchor with full chain and have 
another ready for emergencies. During winter it is not convenient 
to anchor near the coast due to the risk of dragging; during summer 
the nearer to coast, the better. . 

With the object of keeping clear the entrance to Valparaiso Bay 
and to assure a proper anchorage when arriving at this port, the 
Harbour Master has fixed the following anchorages according to 
arrival, so that vessels may proceed to berth in order of arrival. 
Anchorage 


No. 

1 104° True and 980 m. from breakwater's red light. 
2 099° " 1,400 m ” ” 
3 079° " 820 m ” ” 
4 083°, 1,220 m ” ” 
5 056° - 980 m a a 
6 066° ” 1,340 m ” ” 
7 070° n 1,730 m “ x 
8 041° it 1,250 m et ae 
9 052° e 1,550 m. "i os 
10 059° o 1,900 m. 


lf any vessel does not occupy the anchorage assigned, she shall be 
shifted by a Pilot of the Harbour Master's Office for Account of 
Owners. 

Should the ten anchorages be occupied when vessel arrives, a 

provisional one shall be expressly given by the Harbour Master's 
Office to the vessel that requires it. 
RADIO: Naval Radio Station of Valparaiso in Playa Ancha which 
attends the public maritime service. Coastal Radio Service (SRC) 
with its station situated in the Port Captaincy Building, also attends 
the public maritime service, both national and foreign (CB V-2). 


ake Category Frequency Type Receives Transmits Schedule 
all Sign 
Vanatelee 8 Mc/s. At 8354 8478 H00-30 
CBV-2 8374 
12 Mc/s. At 12531 
12561 12714 H00-60 
(C) 16 Mc/s. At 16708 
16748  17285.6 H30-60 
4Mc/s. A3 4117.2 4422.2 HO00-45 
8Mc/s. A3 8223.6 8773.6 H45-60 


VHF: Pilot boat is not equipped with VHF. The only VHF contact 
can be done via tug-boat Ultramar /. 
TUGS: There are 11 tugs without considering those belonging to 


a ea The Cia. Sud-Americana de Vapores has one tug: “El 
guila”, 


BERTHS: 
Length Beam Draft 
No. 1 for vessels of 558 ft. 65 ft 32 ft. 
No, 2 " 558 ft. 65 ft 32 ft. 
No.3 ” 721 ft. 65 ft 32 ft. 
No, 4 ” 558 ft. 65 ft. 32 ft. 
No.5 ” 525 ft. 65 ft 32 ft. 
A vi 508 ft. 65 ft 29 ft. 
5 ms 328 ft.  65ft 23 ft. 
Cc " 492 ft. 65 ft 29 ft. 
Baron 540 ft. 32 ft. 


Berthing in Daylight only. 

STEVEDORES: The stevedoring syndicate has 397 registered 
members and 108 substitutes. Working hours are 0800-1200, 
1400 - 2000. 

MEDICAL: Several hospitals and clinics with qualified staff. 
FRESH WATER: Delivered by hoses connected to the existing 
Standpipes. The quality of the water is good and can be delivered at 
mol of approximately 20 tons par hour. The couplings are 2-5 
FUEL: Coal: The Lota-Schwager Coal Company can deliver coal 
direct to vessels or trucks from quay or lighters. 

Oil: Copec, Shell Chile, or Esso Standard Oil deliver petroleum or 
diesel oil in any quantity needed by pipe-line at Salinas, approxi- 
Pepe 5 miles North of the port, mooring vessel in 7 fathoms water 
o Special buoys and embarking a Pilot at Valparaiso Port. Delivery 
S at a rate of 180-200 tons per hour. There is also a barge with a 


CHINA 


capacity of 180 tons for delivery in Valparaiso Bay itself. Diesel oil 
can be delivered from tank cars by pipe at the quay. 
GANGWAY/DECK WATCHMEN: Available and are to be used 


by Law. 

OPENING/CLOSING HATCHES: To be carried out by the steve- 
dores by Law. 

CUSTOMS ALLOWANCES: No unusual restrictions. 
IDENTIFICATION CARDS: Required. 

CONSULS: General Consulates: 


Argentina Germany Panama 
Bolivia Greece Peru 
Brazil Guatemala Spain 
Columbia Italy Sweden 
Ecuador Norway Venezuela 
Consulates: 
Belgium France Paraguay 
Cuba Haiti Santo Domingo 
Denmark Holland Switzerland 
El Salvador Honduras United States 
England Monaco Uruguay 
Finland Nicaragua 


REPAIRS: Several shipyards, workshops and foundries for re- 
pairs to hull, boilers, machinery and engines. The principles are 
Astilleros y Maestranza Las Habas which have their own quay, tugs, 
lighters and working equipment afloat, and Asmar, belonging to the 
Navy. There are several other smaller shipyards for construction and 
repair of minor craft. 

DRY DOCKS: Floating dock, vessels up to 4,500 tons, 365 ft. length 
by 56 ft. breadth and a depth of 20 ft. 

REPATRIATION: Facilities available. 

AIRPORT: International airport at Pudahuel, 90 km. from 
Valparaiso. Los Cerrillos is the nearest airport. From Cerrillos, Lan- 
Chile maintain daily services to Arica to the North and to Punta 
Arenas with stops at all the principal towns. 

TIME: Local time October to March, GMT minus 5 hours. March to 
October, GMT minus 4 hours. 

HOLIDAYS: January 1st; April 4th and 5th; May 1st and 2ist; 
August 15th; September 18th and 19th; November 1st; December 
8th and 25th. No work on January 1st and May 1st. 

SERVICES: Compasses, radars, meteorological instruments and 
other nautical equipment can be tested and fixed. Charts and maps 
can be obtained from the Chilean Navy Navigation and Hydro- 
graphic Department. 

SHORE LEAVE: Allowed. 

WEATHER: A weather report showing the condition at various 
points off the coast of Chile can be obtained from the Oficina Meteo- 
rological Chile twice a day. A general rule for the next day's forecast: 
the weather condition at Juan Fernandez Islands will be 24 hours 
later than the conditions at Valparaiso. 

PORT REGULATIONS: It is strictly prohibited to dismantle the 
main engine or effect repairs to the engines without previous noti- 
fication and authorisation from the Maritime Authorities. Also, to 
unballast petroleum pump bilges, throw overboard waste or refuse 
in the artificial port. 

PORT AUTHORITY: La Empresa Portuaria de Chile, Casilla 
133-V, Valparaiso. 


Chinese People’s Republic 


Up-to-date information of port entry requirements for Ports in the 
Chinese People’s Republic is unobtainable. 

We have been advised by the Head Office of the China Ocean 
Shipping Agency at Peking that Shipmasters of foreign vessels 
calling at Chinese Ports should contact the Branch Office at the 
Port concerned (cable address “Penavico"’) in order to be provided 
in due time with necessary information relating to port entry require- 
ments. 

We hope that in due course all necessary information will be 
passed to us by the Authorities and should this be the case, such 
information will be included in later editions. 

DOCUMENTS: 
First Port 

1 Maritime Declaration of Health. 

2 Reports of Entry for foreign ships. 

6 Crew Lists. 

1 List of Specified Articles (money, gold and silver). 

1 Report of Articles Restricted for use in port. 

4 Passenger Lists (if carrying passengers). 

Subsequent ports 

1 Report of Entry for Foreign Ships. 

5 Crew Lists. 

1 Report of Articles Restricted for use in Port. 

The list of money, etc., is carried with the ship from the first port. 

All forms used to be Chinese. Navigational charts to be put away 
when boarded by Pilot and examination officer and boarding party. 


DAIREN: 38.55 N. 121.40 E. 


ALL INFORMATION IS A SHIPMASTER'S REPORT. 
GENERAL: 

Regulations required to be observed by merchant vessels passing 
through the Laotiehshan Channel issued by the Harbour Master at 
Dairen. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


1. The area with Laotiehshan lighthouse as centre and a distance 
of 10 miles as radius and the area with North Hwang Cheng Tao 
light beacon as centre and a distance of 7 miles as radius are pro- 
hibited areas. The middle channel between these two prohibited 
areas is the navigable channel. 

Note: (a) Characteristics of Laotiehshan lighthouse (38° 43.7’ N., 
121° 07.7’ E.): Lt. GP. Fl. (2) ev. 30 sec. 25 m. 

(6) Characteristics of North Hwang Cheng Tao light beacon 
(38° 23.7’ N., 120° 54.3’ E.): Lt. Fl. ev. 3 sec 15 m. 

2. Merchant vessels intending to pass through the Laotiehshan 
Channel must send a wireless message to “Harbour Master, 
Dairen” at least 8 hours prior to the passage, reporting the following 
matters: 

Ship's name, nationality, signal letters, port of departure, port of 
destination, speed, colour of ship's hull and funnel and the accurate 
expected time to pass the line-joining Laotiehshan lighthouse and 
North Hwang Cheng Tao light beacon. 

Note: (a) Dairen Coastal Wireless Station: signal letters: XSZ, 

Calling frequency 500 kc; Working frequency 462 kc, 8694 kc,; 

Reserve frequency 8678 kc; Working day and night. 

(6) If weather condition should cause any change in the expected 
time of the passage, the fact must be immediately reported to 
“Harbour Master, Dairen”. 

3. Merchant vessels passing through the Laotiehshan Channel 
must show the lights in accordance with the international regulations 
for preventing collisions at sea. 

4. Vessels are prohibited from passing through the area with Hai 
Mao Tao (38° 52’ N., 121° 01’ E.) as centre and a distance of 10 miles 
as radius. 

5. Any vessel violating any of the above-mentioned regulations will 
be held responsible for all consequences. 

Rule governing the prohibited passage through the inner area of 
the Encounter Rock: 

Vessels passing through the Laotiehshan Channel as well as 
entering or leaving the port of Dairen besides observing the rules 
relating to the Laotiehshan Channel, must keep their course within 
the area from Encounter Rock (38° 34.2’ N., 121° 38.12’ E.) to the South 
outer joining line of Laotiehshan prohibited area and the North 
Encounter Rock to the East of meridian line of continent. Failing 
which, vessels to be held fully responsible for all consequences. 

With exception of Laotiehshan and Changshan Channel of Pohai 
gulf, no vessel is allowed to pass through any channel of Miaotao 
group islands. 

Harbour regulations required to be observed by merchant vessels 
calling at Dairen Port. 

When entering or leaving Dairen Harbour vessels must pass 
through channel between Daisansantao and Kwangpotsue. Vessels 
are not allowed to navigate within area 2-5 miles radius from Daisan- 
santao lighthouse, position 38° 51’ 50” N., 121° 49’ 29” E. and 1 mile 
radius from Kwangpotsue lighthouse position 38° 54’ 14” N., 
121° 42’ 54” E. 

After entering joining line between Daisansantao and Kwang- 
potsue lighthouses, radar, radio transmitter, radio-telephone, 
radio direction-finder, echo sounder, range-finder, sextant, fire 
arms, flare signals and rockets of all kind are prohibited to be used. 

In case danger occurs or vessel has to send any emergency 
message, the above-mentioned apparatus may be used, but vessels 
must report to Harbour Superintendency Administration immedi- 
ately after using. 

Vessels must wait for quarantee and Pilot within area as follows: 
38° 57’ 00” N., 121° 41’ 00” E. —-38° 57’00” N., 121° 46’ 00" E. - 38° 56’ 18” N., 
121° 41’ 00” E. - 38° 55’ 00” N., 121° 46’ 00” E. In case this area is 
occupied, surrounding area may be used. 
DOCUMENTS: 

First Port 

2 Maritime Declaration of Health 

2 Reports of Entry for foreign ships. 

6 Crew Lists. 

2 List of Specified Articles. 

1 Report of Articles restricted for use in port. 

4 Passenger Lists (if any). 

1 Ship's Particulars for Identification. 

2 Cargo Manifests. 

The List of Specified Articles (money, gold and silver, but not 
cigarettes and spirits) is taken from port to port. All forms to be 
Chinese. 

General information on Dairen (Ta-lien) —- B.A. Chart No. 3694: 

In the fairway the turning basin and along pier No. 4 East-side, 
at least 38 ft. of water. Length of the pier about 1,500 ft. Several 
berths for vessels up to 34 ft. 

It was not possible to obtain information on the cranes, and they 
were not marked with SWL, so the following figures are only 
estimated: 


Subsequent ports 


—_-O-OCUNSO 


Pier No.1 W.-side = 4 cranes about 5 tons. 
oe e.8lde aero oF Y 3 tons 
woh 2 Weide’ ="4" ;, »  4tons. 

qears » 10tons. 

ce y.eo E-side=aee' ,, "Stones 
yn Oo W.-side='4'"',, a 2 tons. 
en. »  10tons. 

nn Nee ‘E-side = 6°; w 6 tons. 
4 W.-side = 3 a 6 tons. 


One floating crane with 100 tons capacity. 
About 8 tugs, 600-1,000 h.p. Tugs are also used as pilot boat and 
to bring information and boarding party out to vessels at the 
anchorage. 

One fresh water barge. 
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Three oil-barges, about 150, 500 and 800 tons. 
Medium size shipyard, building vessels up to about 25,000 tons, 


TAKU BAR: 38.56 N. 117.53 E. 


ALL INFORMATION IS A SHIPMASTER'S REPORT. 
GENERAL: Guide to foreign vessels calling at Takubar (Hsinkang, 
Tangku and Tientsin) issued by the Harbour Master at Tientsin. 

1. Foreign vessels entering Pohai gulf are only allowed to pag; 
through Changshan Channel and/or Laotiehshan Channel. If the 
latter way is taken, the vessel must send a wireless message ty 
“Harbour Master, Dairen” for directory 8 hours prior to passage 
It should be noted that no other Channels are permitted for naviga. 
tion. (Also see “Dairen”.) 

2. Vessels passing Laotiehshan Channel for Dairen must make; 
detour along the East of “Encounter Rock”. 

3. Position of sunken dredger ‘Se Ho" is at 38° 31’ N., 119° 10.5’ 
Vessels should keep far away from the above-mentioned are 
during navigation. 

4. Position of Tarku light vessel is at 38° 56’ 51” N., 117° 55’ 33"£ 
Vessel may anchor North-east of the light vessel according to 
different condition of vessels arrival draft, to wait for Pilot. 

5. Vessel may send radiogram to “‘Penavico Hsinkang" (vig 
Hsinkang Coastal Radio Station XSV, calling frequency 500 ke, 
working frequency 445 kc., reserve frequency calling 8630 ke, 
Listening 8364 kc., working hours 0000/2400), giving exact ETA also 
fore and aft draft, before entering Pahai Gulf. 

6. The pilot station is at Tangku. Any foreign vessels, according 
to Harbour Regulations are required to have a Chinese Pilot, when 
entering or leaving the Port of Takubar, Hsinkang, Tangku ang 
Tientsin. The Pilot will board the vessel at Takubar anchorage after 
receipt of exact ETA given by the Master. 

The Salation light beacon in position 38° 56’ 16” N., 118° 30’ 38"£ 
pdt. a white flash every 3 seconds and visible at a distance of 
13 miles. 

Regulations issued by the Harbour Superintendent's Office. 

1. All foreign vessels (hereafter referred to as vessels) entering o 
leaving the port of Tientsin (hereafter referred to as this port) ar 
required to observe strictly the provisions of the Regulations 
Governing the Entry and Departure of Foreign Vessels into and from 
Ports of the People’s Republic of China (hereafter referred to as 
Regulations Governing Foreign Vessels) and of the Port Regula 
tions of Tientsin. 

2. On arrival at this port, vessels are prohibited to use the articles 
enumerated in Article VII of the Regulations Governing Foreign 
Vessels. Should it be necessary to repair any of the articles enu 
merated in Item 2 of the same article, permission to do so must be 
obtained beforehand from the Harbour Superintendent's Office. 

3. Articles placed under seal shall not be used and the seals 
shall not be removed without permission. Should any of the paper 
seals be found falling off, the fact shall be reported to the Harbour 
Superintendent's Office immediately. 

4. Whilst in port, vessels are not allowed to dress ship or hoist 
flag at half mast without the permission from the Harbour Super. 
intendent's Office. 

5. Vessels in port desiring to undertake any of the following wor 
must first apply in writing to the Harbour Superintendent's Office 
After permission is obtained the work can then be carried out at the 
appointed place. 

(a) Lifeboat practice; 

(b) Overhauling boiler, main engine, steering engine or windlass; 

(c) Engaging in welding work or burning anything on board; 

(7) Pumping out ballast water regardless of whether the water is 

contaminated with oil or not. 

6. After a vessel's arrival at this port, sounding, survey sketching, 
photo-taking, fishing and swimming are strictly prohibited. 

7. After arrival at this port, vessels are strictly prohibited to dump 
ballast materials, coal ashes, garbage, rubbish and mud, or to 
discharge dirty oil or oily bilge water into the harbour. It is also 
prohibited to wash double bottom oil tanks or oil deep tanks inside 
the harbour. 

8. Vessels in port must provide secure gang ladders or gang planks 
with rail or manropes for passengers, crew and all workers to embati 
or disembark. All gangways or gang planks are to be provided with 
lights at night. 

9. Vessels lying alongside the pier should properly cover up a! 
their exhaust valves and discharge openings on the ship's side 
facing the pier. 

10. Garbage bins or drums with tight covers must be provided on 
board. The bins or drums should not be filled to overflow. When the 
garbage-collecting cart comes daily to the ship to collect the garbage 
and rings the bell on its arrival, the ship should arrange to delivel 
the ship's garbage into the cart. 

11. If, owing to some special reasons, a vessel desires to retur 
to this port after departure, the Master should first telegraph to the 
Harbour Superintendent for permission and must act according t? 
the instructions given. 

Frontier Inspection Station 

1. All the officers and crew of a foreign vessel and the passengers 
on board should produce their passports or other certificates to tht 
Frontier Inspection Station and submit to the inspection of the 
Station. 

2. When the ship's crew or passengers in transit desire to 9° 
ashore, the Master is to apply to the Frontier Inspection Statio* 
and the passport endorsing authorities, respectively, for landing 
permits. 
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landing permit is valid only at the port where it is issued. On 
Pe fect somnne: all landing permits for the crew should be 
returned to the Frontier Inspection Station for cancellation. 

4. The time limit for going ashore is from sunrise to midnight. 
When any crew member wishes to stay overnight on shore, the 
Master should apply for permission on his behalf. Staying overnight 
ashore without permission is not allowed. 

5, All laws and regulations of the People’s Republic of China 
must be observed. 


ms ' 
ern is forbidden to carry the national currency of the People's 


Republic of China into or out of the country. Violation of this rule 
will render the money in question liable to confiscation. i 

9. The Master or crew desiring to exchange foreign currencies, 

gold or silver for Chinese currency should so declare tothe Customs 
and, after the exchange, produce the bank's Exchange Slip for 
i ion. 
Meera inadtet or crew desiring to carry articles ashore or aboard 
should report to the Customs for permission and the articles con- 
cerned are subject to Customs inspection. Sale of articles taken 
ashore is prohibited. ; 

4. Exposed films or plates should be developed and submitted 
to the Customs for inspection before they are allowed to be carried 
into or out of the country. ; 

5, Places sealed up by the Customs are not to be opened without 
Customs permission. 


Quarantine Office : ; k 

1, During a vessel's stay in port, if any person on board is found 
to be in high fever or to be feverish continuously for several days 
(or with the swelling of the lymphatic gland), or to suffer from acute 
rash on the skin with or without fever, or to suffer from acute 
diarrhoea and in a state of collapse, or to suffer from jaundice with 
fever, the matter should first be reported to the Quarantine Office. 
The patient can go ashore for medical treatment only when he has 
been examined and allowed to do so by the quarantine officer. 

9. Effective rat-guards or other rat-preventing devices should be 
fixed on all mooring ropes. 

3. Gangways and gangplanks are not allowed to be put on to the 
wharf when not required. Should they be used at night, strong electric 
lights should be provided. 

4. Should any dead rats or mice be found or any rats or mice 
caught on board a vessel, the fact should be reported to the Quaran- 
tine Office for the necessary inspection to be made. 

The above regulations are in force at most Chinese ports. 

In the fairway and on the West side of the first pier vessels may 
pass on 34 ft. draft. Length of pier about 1,500 ft. 

Another pier is under construction, and when ready will have 
berths for five vessels of about 600 ft. length. The depth alongside 
will be 34 ft. 

On the first pier 7 cranes with a capacity of about 10 tons. It was 
not possible to obtain information on the older berths. Four tugs 
with up to 1,000 h.p. 

All bunkers to be brought in from Dairen. 


TSINGTAO: 36.03 N. 120.20 E. 


ALL INFORMATION IS A SHIPMASTER'’S REPORT. 
APPROACHES: 1. Approaching from the South-west on the 
pet route in clear water, the following observations were 
made. 

(a) Cape Yatall Lt. Range 20 n.m., not sighted at 10 n.m. 

(6) Tai Kungtan Lt. Range 15 n.m., not sighted at 15 n.m. 

(c) Ynui Shan Lt. Range 14 n.m., Sighted at 15 n.m. 

(d) Outer Harbour Fairway Buoy, sighted at 4 n.m. 

2, When a beam of Tai Kungtan orders were received to proceed 
to inner quarantine anchorage. 

3, All Inner Harbour buoy lights characteristics did not agree 
with the recent chart. 
DOCUMENTS: Port Officials board by tug using the gangway. 
The following papers are required: 

4 copies of the Ship's Particulars. 

4 copies of the Crew List. 

2 copies of the Crew Manifest with all foreign currency duly noted. 

1 copy of the Health Declaration. 

All Identity Cards and Smallpox Certificate. 

2 copies of the letter requesting a hold survey. 

9 copies of the Notice of Readiness. 

Usual ship's papers, including Deck and Engineroom Logs. 

Delays caused by: 

(a) Crew members not holding |.D. Cards. 

(6) Alterations/illegible Smallpox Cert. 

(c) Insufficient copies of the necessary papers supplied at Hong 


Kong. 
MUSTER: After the above had been inspected, all officers and 
ratings were required to muster in the saloon, A search of all spaces 
sg then carried out. Each person was required to be compared with 
pn |.D. card, those not possessing one were eventually cleared on 
ischarge books. The Authorities will not recognise passports 
held by Spanish Nationals. 
DETAILED INFORMATION: Required with regard to the ports 
t which stores and water have been obtained and a list of the ports 
ye: in the previous six months. 
ynechea : Available in the form of Chinese Yen, rate 5.202/£ST. 
2rgo: (a) Delivery alongside is very poor. (b) Condition of cargo 


received on board is good. Temperatures of hard frozen cargo are 


CHRISTMAS ISLAND 


well down. (c) Damaged cartons are replaced. (d) Stowage, good. 
OUTWARDS CLEARANCE: (a) After all B/Ls have been signed 
and 5 copies of the vacant space/space used handed over. (b) Muster 
of all persons takes place in the saloon. (c) |.D. cards produced and 
shore passes handed in. (¢) Vessels searched. (e) All foreign 
currency spent ashore has to be accounted for. Totals of money 
drawn and returned to agent produced to the customs. 
DEPARTURE: Vessel leaves the berth and anchors at the Inner 
Quarantine Anchorage. Guards and Port Officials leave after “Clear- 
ance" papers have been handed over. Pilot leaves, vessel proceeds 
without the aid of a pilot along the authorised route. 


Christmas Island 


CHRISTMAS ISLAND, Indian Ocean: 
105.43 E. 


PORT LIMITS: There are no officially defined port limits. A vessel 

is deemed to have arrived when she reaches the Pilot's boarding 
osition. 

DOCUMENTS: 

Port Clearance. 

2 Crew Lists. 

2 Passenger Lists. 

2 Manifests. 

Health Certificate. 

PILOTAGE: Pilot boards one mile West of Smith Point. 
ANCHORAGES: Nil. 

RESTRICTIONS: Daylight entry only. 

MAX. SIZE: Length 630 ft., breadth 90 ft., draft 35 ft. 

HEALTH: Radio pratique granted whenever possible. Information 
required: date of departure, last port of call, number of persons 
aboard, number of passengers disembarking, state of health. Con- 
tact port health before arrival in event of suspected disease. No 
automatic pratique. 

RADIO: All cables to Christmas Island Radio, VIY. 

VHF: Channel 16, 156-8 megacycles, range 35 to 45 miles. Harbour 
Master may also be contacted on 2182 or 2201 megacycles by arran- 
gement through VIY. 

TUGS: None. 

BERTHING: Berthing daylight hours only. In most cases port 
on My be disconnected from cable prior to arrival; mooring gangs 
provided. 

BULK CARGO HANDLING: The bulk loading berth is served by 
two cantilevers each capable of delivering rock phosphate at an 
average rate of 1,500 tons per hour. Bottom of telescopic chutes 
when fully raised are 50 ft. above sea level at high water springs. 
STEVEDORES: Supplied by Agents. 

MEDICAL: No notice required for medical attention. Hospital 
facilities available throughout 24 hours. Inoculations required: 
smallpox, yellow fever (from endemic areas), cholera (from S.E. 
Asian ports). International Vaccination Certificates required. 
TANKERS: Furnace and diesel oils pumped ashore simultaneously 
through floating pipe-lines, 8 in. and 6 in. diameter respectively. 
DENSITY: 1025 constant. 

FRESH WATER: Very limited quantities supplied, only in emer- 
gency. 

FUEL: Very limited quantities supplied, only in emergency. 
DEVELOPMENTS: None in near future. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: All beams and hatches to be 
handled by ship’s crew. 

CERTIFICATES: Register of Cargo Gear and associated Test 
Certificates. 

CARGO GEAR: To comply with requirements of the Australian 
Navigation Act, 1912-58. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Administrator's Office performs some consular func- 
tions. 

REPAIRS: No facilities exist. 

REPATRIATION: Possible. 

AIRPORT: There are three flights a week to Australia and flights 
to Singapore are presently being negotiated. 

TIME: Local time GMT plus 7 hours — constant. 

HOLIDAYS: New Year's Day; Australia Day (26th January); 
Hari Raya Haji; Chinese New Year — two days; Good Friday; Easter 
Monday; Queen's Birthday; Territory Day (1st October); Hari Raya 
Puasa; Christmas Day; Boxing Day. 

No work performed on New Year's Day, Hari Raya Puasa, Good 
Friday, 1st day of Chinese New Year and Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 90; Ambulance 99; Fire 88. 
TELEPHONES: Placed aboard when required by port authorities. 
No charge. 

GENERAL: Ships may be ordered to leave berth at short notice if 
weather deteriorates. 

AUTHORITY: Harbour Master, appointed by the British Phosphate 
Commissioners, Christmas Island. 


10.25 S. 
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Colombia 


GENERAL: Oil tankers are not to clean tanks within 60 miles of the 
Colombian shores. If a vessel arrives in port with dirty ballast she 
will be ordered to proceed to sea beyond the 60 mile limit and take on 
clean ballast. 


BARRANQUILLA: 10.58 N. 74.47 W. 


DOCUMENTS: 

Clearance from last port. 

Ship's Register. 

Load line. 

Safety radio. 

Safety Equipment. 

Safety construction. 

Cargo gear. 

Oil Pollution Certificate. 

4 Crew List. 

3 Crew List Personal Effects. 

3 Provision List. 

3 Store List. 

4 Passenger List (in transit). 

4 Passenger List (disembarking). 

2 Declarations of Passenger baggages. 

2 List Port Mail. 

1 Sole Document. 

1 Sanitation Declaration. 

Sets of manifests covering port cargo. 

PILOTAGE: Cable Agent 24 hours prior arrival advising ETA. Pilot 
boarding position Latitude 11° 06’ 50” N. Longitude 74° 52’ W. Radio 
telephone frequency of pilot station 2738 alternative 2638 or 2182 kc/s. 
2 pilot boats speeds 7-9 knots. Sufficient depth to allow vessel's 
wait for Pilot in boarding position, including trade wind season end 
November to beginning April. 

ANCHORAGE: If awaiting Pilot, anchor 1 or 2 miles West of West 
breakwater. After Pilot boards and when no berthing space at the 
quay, anchorage is made in the river, about 1,500 ft. off the dock in 
approximately 40 ft. of water. Three shackles of chain required in 
good holding ground. 

RESTRICTIONS: Depth at the river bar is being maintained at a 
minimum of 32 ft., however, the actual permissible draft has been 
curtailed to 26 ft. on account of silting conditions of the river, parti- 
cularly around the area known as Siape, approximately 4 miles from 
the dock area. 

On approaching the entrance there is a shallow area in North-east 
direction some 1-5 to 2 miles outside the end of the breakwaters with 
an extension of 1 mile towards the centre of the river and some 500 
metres distant at the nearest part from the West breakwater, leaving 
a clear entrance on this side of some 1,500 ft. 

MAX. SIZE: Recommended maximum LOA 540 ft. due necessity 
for turning vessel before sailing. Also see “Restrictions”. Rate of 
current 2:5 knots during dry season, 4 knots in rainy season. 
HEALTH: On arrival port doctor boards vessel to inspect crew 
Smallpox Vaccination Certificates and Uro Fever Certificates, also 
Deratisation Certificate. If any crew members suspected suffering 
contagious disease Master to radio prior arrival advising Agents 
accordingly. Port doctor visits vessel even if previous port was in 
Colombia. 

RADIO: Messages to and from Agents routed through station HKB. 
Ship's messages should include call letters. 

TUGS: Generally no tugs required for river entrance. Tugs assist 
berthing and turning vessels before sailing. Two tugs available of 
1,200 and 800 h.p. respectively. 

BERTHING: Pier length 2,375 ft. Vessels berth starboard side 
alongside. 

CRANES: 50-ton floating crane available. 

STEVEDORES: Agents should receive advance copies of stowage 
plan and adequate notice ETA order arrange gangs. 

Average capacity per hour per gang; 

Bagged goods, loading 7:5 tons, discharging 13 tons. 

General Cargo, loading 12 tons, discharging 14 tons. 

Bulk grain, discharging 30 tons. 

MEDICAL: Six hospitals. All facilities available. 

TANKERS: No facilities. 

FRESH WATER: Available. Rate about 20 tons per hour. 

FUEL: All grades available for delivery by barge. 

FIRE PRECAUTIONS: No vessel requirements. Terminal has 
own fire-extinguishing equipment. 

DEVELOPMENTS: Proposal for increasing pier size, date com- 
pletion unknown. 

GANGWAY/DECK WATCHMEN: Gangway watchman placed 
aboard by authorities immediately upon arrival. Advisable arrange 
additional watchmen through Agent. Additional watchman re- 
commended especially during night. 

CUSTOMS ALLOWANCES: No limitations for individual con- 
sumption. 

IDENTIFICATION CARDS: Supplied by Agents. 
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CONSULS: 
Argentina France Panama 
Austria Gt. Britain Peru 
Belgium Guatemala Portugal 
Bolivia Greece Sweden 
Brazil Italy Switzerland 
Costa Rica Jordan Spain 
Chile Lebanon Uruguay 
Denmark Mexico U.S.A. 
El Salvador Nicaragua Venezuela 
Ecuador Norway 


REPAIRS: Good facilities for mechanical or electrical and radip 
repairs. 

DRYDOCKS: Only one dry dock for very small vessels. 
REPATRIATION: Good facilities available. 

AIRPORT: 6 Kms. from City. Airport served by major airlines, 
TIME: GMT -—5 hours. 

HOLIDAYS: 1st January, 6th January, 8th April, 9th April, 1st May, 
23rd May, 2nd June, 13th June, 29th June, 20th July, 7th Augus, 
15th August, 12th October, 1st November, 11th November, 8th Dee. 
ember, 25th December. No work on 1st January, 12th April, 1st May 
and 25th December. Overtime arranged on remaining holidays anj 
Sundays. Working hours 0700-1100 and 1300-1700. No work pep. 
formed after 1600 24th December and 31st December. Local holidays 
on 26th and 27th February (Carnival) when no work after 160), 
Labour available during Carnival but generally erratic. 
TELEPHONES: Fire, 12341 or 12345 or 62511; Ambulance, 4075), 
Police (radio patrol), 04; Department of Security, 16202 and 25873 
Arrangements available for placing telephones on board. 
SPECIAL RECOMMENDATION: Masters to warn crew to clos: 
and lock cabins. 

REGULATIONS: No special facilities for discharging explosives. 
If explosives on board vessel not allowed berth. 


BUENAVENTURA: 03.53 N. 77.05 W. 


DOCUMENTS: At vessel's arrival, Master must present following 
documents to Port Captain's Office: 

Travel Memorandum. 

Sole document or Consular despatch from the last port or port 

where vessel disembarked or embarked passengers. 

3 Crew Lists. 

3 Provision Lists. 

3 Lists Crew's Personal Effects. 

3 Lists Passengers in transit (or negative). 

3 Lists disembarking Passengers (or negative). 

3 Lists port mail (or negative). 

1 Sobordo or Manifest of cargo for the port. 

2 Declarations of Passenger baggage, if any. 
Destined to Maritime Terminal: 

3 Sets Sobordos or Manifests covering port cargo (or negative). 

1 Set of Bills of Lading, covering discharge cargo. 

20 Tally Books for discharge cargo. 
Destined to the Custom House: 

3 Sets of Sobordos or Manifests for cargo destined to the port. 

1 Set of Bill of Lading for port of destination. 

1 Tally Book for cargo to be discharged in port. 

2 Declaration Lists for Passenger baggage, if disembarking. 
Destined to the Health Doctor : 

Vessel’s Travel Memorandum. 

International Health Certificate. 

1 Crew List. 

List of Passengers in transit (or negative). 

1 Vessel's Fumigation Certificate (for presentation only). 

1 Port Passengers List (or negative). 

Certificate of Exemption of Deratisation (for presentation only). 
Destined to Immigration Authorities: : 

1 Crew List. 

1 List of Transit Passengers (or negative). 

1 List of Port Passengers (or negative). 
Destined to Agents: 

1 Travel Memorandum as above mentioned. 

12 Crew Lists for Consular despatch and handling of sailing per 


mit. 

12 Lists of Passengers in transit (or negative), for Consular des 

patch. 

6 Lists of personal effects for Consular despatch. 

12 Lists of Passengers in transit (or negative), for Consular de® 

patch. 

2 Mail Lists for the port (or negative). 

3 Sets of Sobordos or Manifests covering port discharge cargt 

(or negative). 

4 Sets of Bills of Lading covering port discharge cargo. 

10 Tally Books covering discharge cargo. 

2 Lists of Passenger baggage declaration for the port, if am 

baggage. 
PILOTAGE: 

(a) Entry marked by channel having minimum depth of 3} fathom! 
low tide. Advisable enter channel or leave wharf one hour after lof 
tide and two hours after high tide, restricting departure during a" 
other periods, particularly when draft exceeding 20 ft. Entry to chat 
nel marked by Buoy No. 1 located at Latitude 3° 47’ 45” N., Longitud 
7T° 10’ 10" W. 

(b) 24 or 20 hours before reaching port, Master must cable sepa” 
ately to Agents, to port Captain and to port doctor confirming 
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rival Punta Bazan (pilot station). Message to Agency must 
ag addition to ETA, quantity of cargo destined for the port, 
number of disembarking or in-transit passengers, number of gangs 
required for operations, draft, mail for the port, if fresh or running 
water is required; fuel-oil, cash to Master or any other special re- 
quirement; whether special side of wharf is required for berthing, 
and whether dangerous cargo (explosives) or inflammable cargo, 
and what quantity. Message to port Captain must also indicate arrival 
time, quantity of cargo destined to the port, number of disembarking 
or in transit passengers, mail, whether dangerous or inflammable 
cargo is brought and in what quantity, and any other data that may 
be considered useful in accordance with International Regulations. 
Message to doctor must indicate arrival time, number of disembark- 
ing or in transit passengers, and whether there are sick persons on 
a had beacon at Punta Soldado, characteristics: Frequency, 
317 kc/s. Letters, B.P. Time, 1700 to 0600 hours every day and every 
{0 minutes with 20 of rest during 30 minutes work. Flashes 30 seconds 

ion. 

uf) Radio-telephone in pilot station of Punta Bazan (opposite to 
Punta Soldado), characteristics: Frequency, 2738 every day, par- 
ticularly when vessels are expected. ‘ ; 

(e) Since Master's advice to Agency serves as notification to 
pilot station, Pilot will be at Punta Bazan ready for vessel. In case of 
delay due to any circumstance, vessel may anchor and request Pilot 
by 4 short blasts. 

(f) Port has 9 pilots. 

(g) Pilot ladder must be lowered a few feet from the surface. Vessel 
must proceed slowly in order facilitate boarding. 

(h) Pilotage compulsory. 

ANCHORAGE: Marked by Buoy No. 13, located Latitude 03.54 
North, Longitude 77.05 West; depth from 33 to 70 ft. and distance from 
wharves approximately 1,000 yards. 

RESTRICTIONS: Maximum draft for crossing bar is 28 ft. one 
hour before/after high water. Bar is located in position 03.48 N., 
77.19 W. 

MAX. SIZE: No restrictions on the length of vessel, depth along- 
side wharf approximately 24 ft. low tide, up to over 26 ft. high tide. 
HEALTH: 

(a) As soon as vessel anchored by Pilot within bay, port authorities 
including doctor, will board by means of ladder which must be 
lowered when port area entered. 

(b) In case of sickness on board, Master must advise order doctor 
may determine whether vessel will be under quarantine or not. This 
will apply even if vessel arriving from a port of the same country. 

(c) Time-table for meeting vessel: Ordinary or regular time - 
ordinary time: 0800/1200-1400/1800; overtime — 0700/0800-1200/1400- 
1800/2200. Sundays and holidays, overtime. 

(¢) After 2200 hrs. and up to 0700 of following day it is not possible 
to make arrangements for meeting vessels, unless in emergency. 
RADIO: (Also see “Pilotage’’.) Port has receiving-transmitting 
radio station Buenaventura/Colradio HKC. For listening and trans- 
mitting there are following frequencies: 


Listening Transmitting 
8354 to 8374 kc/s. 8574 kc/s. 
12531 to 12561 kc/s. 13087:5 ke/s. 
6265 to 6280 kc/s. 6386:5 kc/s. 


In emergency: Listening: 500 kc/s. Transmitting: 441 kc/s. Station 
operates 24 hours a day. 
TUGS: Normally only required for berthing. Tug operation handled 
by Pilot. Generally tug service consists of pushing from stern or 
bow as required. When necessary to use ropes, they must be 
ale by vessel. 4 tugs of 1,200 h.p. each, 1 of 350 h.p. and 1 of 


.p. 

BERTHING: Main wharf 2,126 metres long, divided into two sec- 
tions, one for import cargo and one for export cargo. Facilities exist 
for handling container traffic. 

Berthing arranged by turn according to time of anchoring in bay 
for each vessel. Tidal currents exist alongside berths. 
STEVEDORES: (See “Pilotage".) Port has at present time 80 
gangs of 16 men each. The working hours during ordinary or regular 
time are from 0800/1130 and from 1400/1730. Overtime from 1800/2400 
and from 0000/0800, and 1200/1400 (24 hours are worked). 

MEDICAL: Agent must be given advance notice of urgent medical 
attention. Properly equipped hospital. All members of crew and pas- 
pr must have International Certificates of vaccination against 

pox. 

TANKERS: Independent oil pier with capacity to accommodate 
vessels of medium size. Four 8 in. hoses for discharge of petroleum 
Products, and two 6 in. hoses for unloading chemicals. Average rate 
of discharge of gasoline is 5,000 barrels/hour (approx.). Fuel oil and 
chemicals 1,500 barrels/hour. 

DENSITY: 1012 (approx.) average. 

FRESH WATER: Drinking water unlimited quantity. Delivered 
FUcI hose from end of wharf. Rate of delivery: 6 tons per hour. 


(a) Two kinds of fuel, marine gas oil and bunker “C" fuel. Charac- 
ae of gas oil: gravity 33-0 to 60°F. Specific gravity: 8602. Charac- 
oe of bunker “C" fuel: gravity, 13:2 to 60°F. Specific gravity, 


(5) To take bunkers vessel must berth between warehouse 2 to 9, 
and for delivery of gas oil between warehouse 1 to 5. 

(c) Rate of delivery (approx.), 250 barrels/hour for bunkers and 700 
barrels/hour for gas oil. 
pi Deliveries depend on quantity available when order placed, 
one a Agent must know well in advance vessel's require- 
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(e) Cash payment according to prevailing prices at time of delivery; 
otherwise, according to contracts between Ship owner and supplier. 
FIRE PRECAUTIONS: Fire station within port installations with 
proper equipment. In city also another fire station, co-operating if 
necessary. 

DEVELOPMENTS: Improvement in wharf installations, ware- 
houses and equipment and dredging is scheduled to deepen the 
depth alongside wharf. 

WATCHMEN: Service necessary both by crew members and 
Agents personnel. There is not an established body of watchmen; 
the steamship agencies carry out this work with their own personnel 
with previous request by Master. The port has a port police body 
and Custom house guards which co-operate in vessels’ watch. 
OPENING/CLOSING HATCHES: All Agents have special gangs 
to handle this operation and to fix the vessel's rig for discharge 
and/or loading. These personnel permanently stand by on board on 
account of climateric conditions of port with frequent and sudden 
rains. No prohibition against crew carrying out such operations when 
charter parties are involved and which stipulate that such operation 
must be done by crew. It is known from experience, however, that 
vessel's personnel are not, on occasions, sufficient to do this work. 
CUSTOMS ALLOWANCES: No regulations establishing 
quantities which each crew member may have outside bond, but 
must not be excessive order avoid problems with authorities. 
CARGO GEAR: Ship's gear used. Also see “General”. 
IDENTIFICATION CARDS: Agent will supply special cards to 
crew and passengers in transit so that they may go ashore. Cards 
valid for entering and leaving port installations and for identification 
with the Immigration authorities. Must be returned before vessel 


departure. 

CONSULS: 
United States tel. 29-87 Holland _ tel. 26-31 
Panama » 25-89 Bolivia » 25-89 
Ecuador » 26-71 Mexico 1 22-92 
Peru » 26-90 Spain » 25-17 
Sweden 1» 32-70 Guatemala ,, 25-98 
Vice-Consulate: 
Norway tel. 29-70 


REPAIRS: According port regulations vessels must at all times be 
ready with engines to sail, consequently repairs of engines not 
allowed when ship berthed at wharf. No prohibition against minor 
repairs on deck. When engine or deck repairs taking a long time are 
necessary, vessels not being loaded and/or discharged simulta- 
neously with repairs must go to anchoring ground, since 
crowding of vessels at port does not permit vessel being inactive 
occupying space while other vessels are anchored waiting for berth. 
REPATRIATION: Authorities render co-operation for change of 
crew and arrangements of repatriation in co-ordination with ship's 
Agent. 
AIRPORT: Located 18 kilometres from Buenaventura. Serviced by 
aregular airline, Aerotaxi, which has several daily flights from Buena- 
ventura to Cali and a daily flight from Buenaventura to Bogota. 
Small planes which take 40 minutes from Buenaventura to Cali and 
14 hours from Buenaventura to Bogota. Airport is small and has no 
facilities for international flights. Agent in charge of the repatriation 
of a crew member must handle necessary connection in Cali or 
Bogota, where there are international airports. 
TIME: GMT minus 5 hours. Permanent. 
POLICE/AMBULANCE/FIRE: A voluntary firemen corps in the 
city. Alarm, tel. 22-22; Guard, tel. 22-23; Firemen of the Maritime 
Terminal, tel. 28-30; Ambulance, tel. 2830; Police, tel. 27-38. 
GENERAL: Provisions available. Cable service to all parts of the 
world. Telephone and telex service inside country and to foreign 
countries through Bogota. Weather conditions: generally rainy. 
Explosives: if the vessel is transporting dynamite and detonating 
caps they are placed in separate lighters, and armed guards are 
required on board any vessel transporting explosives. In such cases, 
the vessel must anchor in front of Buoy No. 9 and discharge to 
lighters during daylight. No vessel can berth at the wharf if trans- 
porting explosives, and only permitted with dynamite in closed 
hatches, which will not be opened at the wharf according to govern- 
ment regulations. Port is equipped with following shore cranes: 
2 x 80,000 Ib. capacity (mobile), 1 x 60,000 Ib. capacity (mobile), 
3 x 20,000 Ib. capacity (mobile), 2 x 14,000 Ib. capacity (mobile), and 
4 x 10,000 Ib. capacity (3 mobile and one fixed). Floating cranes: 
1 x 45 tons capacity. 

Lighters available: 3 with following characteristics: 


Size 
Length/width Capacity Type 
1-24-40 x 9-45 m. 200 tons Flat surface 
2-34-40 x 7-60 m. 150 tons Flat surface 
3-38.80 x 10:60 m. 150 tons Flat surface 


No refrigeration space available. 
SHORE LEAVE: Permitted (with ID cards). 
DELAYS: At anchorage in Bay average delay of one day while 
waiting for berth. On account of the rainy condition of the port, dis- 
charge or loading is at times stopped up to 12 hours. 


CARTAGENA (incl. Mamonal and Ecopetrol): 10.26 N. 
75.33 W. 
DOCUMENTS: 

Sailing Permit from previous port. 

1 Sole Document. 


5 Crew Lists (one bearing expiration date of vaccination against 
smallpox, for Health Dept.). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


4 Lists Crew's Personal Effects. 

4 Lists Provisions and Equipment. 

5 Lists Passengers disembarking (if any), or List of Passengers 
(negative). 

5 Lists Passengers in transit (if any) or otherwise (negative). 

4 Lists Mail, if any, or negative. 

5 Sets Sobordos or Manifests of each port with respective Bills 
of Lading. 

3 Sets Sobordos of each port with 2 freighted Bills of Lading, in 
U.S 


S$ 

2 Sets Sobordos of each port without Manifests. 

3 Tally Books of cargo for each port. 

4 Manifests in ballast (when there is no cargo for the port). 

For inspection: Registration Certificate, Certificate of Health. 
PILOTAGE: Name of pilot station: “Estacion de Pilotos en Boca- 
chica.” Radio: frequency: 2,738 kc/s. From 0800 to 1100 and from 1400 
to 1700. Contact can be made with Master of Terminal Wharf by 
radio, same frequency of pilot station, from 0700 to 2100. ETA advice 
must be given 24 hours in advance. Advisable give ETA to Agents 
by radio to Telecom Estacion Maritima, letters HKA, Frequencies 
500, 4316, 8666, 12719 kc/s., 8 to 12 mc/s. Service: 24 hours. 

Pilot boat: 2 steel launches of 135 h.p. 

Sound signals: merchant vessel, three blasts (whistles). Tankers, 
four blasts (whistles). 

Pilot's area of approach: 4 mile from Buoy No. 1. 

Anchorage area in foul weather: anchor at Zone No. 1 off Buoy 
No. 5. 

Dimensions of entry channel: width 500 ft., depth 40 ft. 
ANCHORAGE: Anchorage zones available at Castillo Grande and 
at Manzanillo. Depths up to 90 ft. 

RESTRICTIONS: Entry day or night. 
MAX. SIZE: Cartagena: length 600 ft., beam 79 ft., draft 30 ft. (for 
berthing). 

Tankers: length 850 ft., beam 110 ft., draft 38 ft. Tankers anchor 
and berth in port of Mamonal, within bay, using same approach. 
HEALTH: Doctor requires the Crew List with data of vaccination 
against smallpox. International regulations in cases of contagious 
sickness or epidemic are carried out. 

RADIO: See “Pilotage”. 
TUGS: Escort vessel when berthing and will assist if required. Use 
of tugs compulsory for all vessels over 250 net tons. 

No tugs required for tankers berthing at Mamonal. 

BERTHING: Port has two piers: Berth No. 1, outside length 202:60 
m., depth 31 ft.; inside length 184-76 m., depth 30 ft.; Berth No. 2, 
outside length 184-76 m., depth 28 ft.; inside length 184-76 m., depth 
28 ft. 24 hours service. Berthing shifts or turns: 1st, warships with 
previous request. 2nd, passenger vessels (tourist). 3rd, cargo vessels 
with mail. 4th, cargo vessels according arrival at port. 

CRANE: 30-ton floating crane available. 

STEVEDORES: Agents must request stevedores 24 hours in 
advance. Working hours during normal time: 0700 to 1100 and from 
1300 to 1700. Overtime with 50% surcharge. Gangs work continuously 
during 23 hours, from 0700 to 0600 of following day. Work can be 
started at following hours: 0700 each two hours - until 1900. Work 
can be cancelled giving notice 2 hours in advance. If work required 
on Sundays, stevedores must be requested before 1030 on Saturdays, 
the same for vessels starting work on Mondays at 0700. Average 
rate for general cargo is 10 tons per hour/gang. Terminal stevedores 
used. Agents can contract for own gang in order to separate parcels, 
cleaning, shifting of cargo, etc. Cost of this gang lower than of 
terminal gang. 

MEDICAL: Requests for medical service through Telecom Radio 
Station. Three hospitals. Medicine faculty and medical personnel 
first class. Also dental services. Vaccinations can be given. 
TANKERS: 

(a) Ecopetro/: Empresa Colombiana de Petroleos, Position: within 
bay of Cartagena, 5 miles N.E. of bay entry (Boca Chica). Port formed 
by two ocean platforms, with two proiections at each side, + mile 
distance from Mamonal Bay. Depth 54 ft. with 6 interconnecting lines. 
Pilotage: through ‘Mooring Master" of port. Anchorage: Mamonal 
Bay 4 miles from Bocachica; depth 54 ft. Entry restrictions, none; 
24 hours service. Tankers dimensions: length 850 ft., beam 110 ft., 
draft 38 ft., tonnage 40,000 dwt. Tugs: not used. Tide: 1 ft. 6 in. 
fluctuation. Fresh water: can be obtained when berthed, 4 in. 
diameter pipe-line; pressure, 130 Its. per hour 94.6333. Pre- 
cautions against fire: fuel cannot be delivered by barges 
when vessel is berthed. Pipeline delivery of bunker fuel oil available. 
General: requested that vessel arrive with minimum ballast (clean 
if possible). No dirty ballast be pumped into the bay. Violation 
subject to fine. If impossible to arrive with clean ballast, dirty ballast 
will be discharged through cargo line. Rate of pumping: fuel oil 
10,000 B/H; diesel oil 11,000 B/H. 

(b) Mamonal. 7 miles (approx.) South of Cartagena Town and 5 
miles east of Boca Chica entrance channel. Approaches and Pilot- 
age: same as for Cartagena (see above). Mooring Master boards 
about } mile off dock and remains aboard whilst vessel at Mamonal. 
Mooring Master has to be provided with own cabin and victualling. 
Max. Size: length 850 ft., beam 110 ft., draft 38 ft. Berth: “T"’ shaped 
platform with dolphins. Lines to buoys off both bows and from stern, 
two mooring lines should be joined together for starboard quarter 
line. Ballast: no dirty ballast to be pumped into bay. If possible arrive 
with clean ballast; dirty ballast can be discharged ashore. The shore 
deballasting facilities consist of one tank with 75,000 bis. capacity; 
the pipeline is 2,835 ft. long and of 16 in. diameter. Three hoses of 
8 in. diameter are connected for deballasting. Fresh water: not avail- 
able except at Cartagena. Fuel: available, Bunker ‘C" and diesel oil. 
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FRESH WATER: Obtained while vessel berthed. Hoses of varioy 

diameters. Pumping 20 tons per hour. 

DEVELOPMENTS: Draft increase; periodical cleaning of bay ang 

basin. Enlargement of Marginal No. 1. Paving of yards and construg, 

tion of new warehouses and workshops. 

WATCHMEN: Watching service at the gangway and deck. Officially 

this service is done by port's guards. It is recommended that mem. 

bers of crew assist in this service. 

nee HATCHES: Undertaken by port steve 
ores. 

IDENTIFICATION CARDS: Agents supply cards signed by pox 

Captain and Master. 


CONSULATES: 

Germany _ tel. 20-160 Haiti tel. 10-881 
Belgium yy 10-845 Italy » 11-583/11-279 
Costa Rica ,, 12-912 Mexico » 11-447/10-670 
Denmark __,, 12-286/10-855 Nicaragua _,, 10-334 
Ecuador » 10-510 Norway » 10-510 
Spain », 22-685 Panama » 11-501/13-058 
El Salvador ,, 20-246/12-867 Netherlands ,, 13-021/10-830 
France » 11-290 Peru » 12-388 
Finland 13-951 


DRY DOCK: Commercial Shipyard “CONASTIL" with slipway 
facilities for ships up to 1,300 dwt. 9 ft. max. draft. Floating doc 
capacity for vessels of up to 400 ft. length, 55 ft. beam, 19 ft. draf 
and 3,000 dwt. 

REPATRIATION : Facilities available for crew changes. 
AIRPORT: Crespo Airport very near to city (3$ km.). Runways fo; 
small jets and is being enlarged for larger jets. Operates at presen 
with Avianca (Cartagena-Miami per jet). A weekly round trip o 
Saturdays. Domestic flights are operated by Avianca, Aerocondor, 
Sam (from Cartagena). Barranquilla: Soledad Airport. 2 hours by 
road and 22 minutes by plane. This airport has international conneo 
tions with Panama, Miami, Maracaibo, Curacao, Caracas. Cartagen 
Airport has daily connection with Bogota (El Dorado), the mais 
Colombian airport for servicing main international air lines: Avianca 
BOAC, Iberia, KLM, Panamerican, Braniff, Air France, Lufthansa 
APSA, AREA. Flight to Bogota by jet takes 55 minutes, and 2 hours 
by propeller aircraft. Cartagena Airport connects with main Colom 
bian cities: Medellin, Cali, Barranquilla, Santa Marta, Cucuta 
Bucaramanga. Daily service. 

TIME: Colombian official time: 5 hours behind GMT. Permanent. 
HOLIDAYS: Eighteen days of holidays during year, but at terming 
there is no service on following dates only: New Year Day (January 
1); Good Friday (Viernes Santo); Labour Day (May 1); Cartagem 
Independence Day (November 11); Christmas Day (December 25) 
During the days December 24 and 25 work is done only until 1100 
During other holidays and Sundays there is 24 hour ser vice with 
50% surcharges. 

POLICE/AMBULANCE/FIRE: Police, Radio Patrol, tel. 04, Bar 
racks 10173, DAS 10211; Ambulance, Terminal, tel. 10291, Nave 
Hospital 10248, Sta. Clara Hospital 10380; Fire, 12222. 
TELEPHONES: May be placed aboard. 

GENERAL: Cartagena can be entered or left at any time day 0 
night. Vessels can also berth or unberth in dry season or rain see 
sons, and services are rendered during 24 hours. 

SHORE LEAVE: Crew allowed disembark. Every member of crewis 
given card signed by Port Captain and Master of the vessel. 
REGULATIONS: To clear the wharf if required for tourist vessels 
or export cargo vessels. 

AUTHORITY: Gerente del Terminal, Maritimo y Fluvial. 


COVENAS (Gulf of Morresquillo): 09.25 N. 75.42 W. 


DOCUMENTS: 

3 Crew Lists. 

Passenger List. 

Customs Documents. 

Manifests. 

Bill of Lading. 

Ships Papers. 

Clearance Ballast Manifest. 

Crew's Personal Effects Declaration. 

Vaccination Certificates. 

Stores List. 
PILOTAGE: Advise ETA 72, 48, 24 hours in advance. Pilot leavet 
dock on sighting vessel. Ship boarded approx. 1 m. N.W. of sea bud! 
se anchorage. Pilot boat is 25-ton tug, 60 ft. length, 500 h.p., steé 

ull. 
ANCHORAGE: Vessels arriving at night anchor 1 mile N.E.¢ 
lighted marker buoy. Bottom — mud. 
RESTRICTIONS: Docking only during daylight 0500-1730. Ut 
docking — any time. 
MAX. SIZE: Length 800 ft., draft 42 ft. 6in. Depth in approach chat 
nels 42 ft. Mean tidal range 18 in. Current 3 knots (max.). 
HEALTH: Quarantine officials board ship at berth or at ancho! 
Accommodation ladder should be rigged for Quarantine and Cut 
toms Officials. From December to March ladder should be rigged ® 
port side due to prevailing North wind. 
RADIO: Radio traffic addressed “Sagoc Tibu" via Barranquilla® 
Cartagena radios. 
TUG: Tug-pilot-boat leaves dock on sighting vessel. 
BERTHING: Vessels use stb. anchor with approx. 5 lengths ¢ 
chain, and 2 stb. mooring buoys aft; two port mooring buoys aft 4 
2 port mooring buoys forward. All mooring lines should be a 
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fathoms. Prevailing wind 310°. Terminal is a sea-berth approx. 1 mile 
from illuminated marker buoy. 
MEDICAL: Doctor on call at any time. Twelve-bed hospital. 
LOADING: Hoses connected on port side 2x 10 in., each 2} tons, 
to be lifted by ship's boom and winch. Pipeline 20 in. 7,300 ft. from 

ump station to berth. Average pumping rate: 2,000 tons per hour. 
Max. pressure ashore: 120 PSI. 3 grades of oil handled by same pipe- 
line. Approx. API gravity of crudes: heavy Barco 32-5, Cicuco 45:5, 
Valasquez/Barco mix 240°. 


Y: 1021. 
OE TIFICATION CARDS: If required by Customs, issued by 


cONSULS/REPAIRS/DRYDOCKS/FUEL/FRESH WATER: 


NEPATRIATION : Only if sick crew member left ashore after vessel 
stRPORT: Barranquilla. Flights to U.S.A., Europe and other S. 
American countries. ; 

TIME: Eastern standard time. G.M.T. —5. ' 

HOLIDAYS: Loading carried on during holidays and week-ends. 
SHORE LEAVE: At discretion of Captain. Crew uses private motor 
vessel at own risk. ‘ ‘ 

REGULATIONS: Vessels should arrive with clean ballast. No 
dirty ballast to be pumped into bay, violation subject to penalties. If 
impossible to arrive with clean ballast, dirty ballast will be discharged 
through cargo lines and 3,000 barrels of dirty water displaced into 
vessel. Capacity of slop receiving facility unlimited. 

DELAYS: Only when other vessels occupying mooring. 
AUTHORITY: South American Gulf Oil Company, Covenas. 


POZOS COLORADOS TERMINAL: 11.09 N. 
74.15 W. 


OPERATORS: Chevron Petroleum Co. of Colombia, Apartado 
Aereo 947, Cucuta, Colombia. 

DOCUMENTS: See “Santa Marta”’. 

LOCATION: North Coast of Colombia, approx. 6 miles South-west 
of Santa Marta. 

MAX. SIZE: Berth in approx. 55 ft. of water and can accommodate 
vessels of up to 69,000 dwt. with max. draft 45 ft. 

PILOTAGE: Mooring Master will meet vessels approx. 1 mile sea- 
ward of terminal location. 

CLEARANCE: Port authorities board with Mooring Master to enter 
ship and attend all formalities. 

BERTHING: Vessels lie in berth in approx. due North heading; 
vessel's lines run by means of mooring launch to stern, quarter, and 
breast buoys. Vessels up to 20,000 dwt. require at least five good 
manila lines; vessels in excess of 20,000 dwt. require at least seven 
good manila lines. These lines must be of not !ess than 120 fathoms 
length. Synthetic lines of equivalent strength may be used. Vessels 
equipped with wire mooring winches may use wires in lieu of fibre 
lines. When mooring, required use both bower anchors, each having 
at least 150 fathoms of chain and be prepared handle five-ton lift on 
starboard side at ship's manifold. Because of rigidity of submarine 
hose, a small movement of vessel out of correct position could 
damage submarine equipment. Extreme caution must be exercised 
to assure that vessel is correctly moored. During loading operation 
slack must be kept out of submarine hose by adjustment of vessel's 
anchor and lines. 

HOSES: Submarine hose 16 in. with 16 to 12 in. reducer for connec- 
tion to vessel's 12 in. deck hose. For vessels not equipped with 12 in. 
deck hose, a 12 to 10 in. reducer is available. A 25 ft. length of 10 in. 
deck hose is also available for vessels not having a deck hose on 
ae Ship's crew performs all hose connecting, disconnecting, 
etc. 

CARGO HANDLING: Rio Zulia Crude Oil has following specifica- 
tions: Gravity, approx. 41-2° API. Flash, below atmospheric tempera- 
ture. Reid vapour pressure, 5 to 8 PSI. Pour point, +85°F. Sulphur, 
wt. %x 0:3. Wax, wt. %, 16. 

Rio Zulia Crude has high wax content (about 16% by weight). 
Above 90°F. Rio Zulia Crude will flow easily and is about same vis- 
cosity as heavy No. 2 oil. Below 90°F. it rapidly becomes more viscous 
until itis similar to petroleum jelly or heavy lubricating grease. 

Temperatures: Loading temperature of this cargo at Pozos Colo- 
rados between 85 and 90°F, Vessel should maintain loading tem- 
perature in wing tanks or if necessary gradually raise temperature 
to approximately 85° to 90°F, Approx. 2 to 3 days prior arrival dis- 
charge port, vessel should start to heat cargo in centre tanks so that 
upon arrival discharge terminal, average cargo temperature is 
between 100° and 105°F. for both wing and centre tanks. This tempera- 
ture should be maintained throughout discharge. When discharge is 
through a submarine line in cold waters or over docks, when ambient 
temperatures are extremely cold, it is recommended that above 
temperature be increased 5° to 110°F. 

t Tank preparation: Cargo tanks which on previous voyage con- 
epg sour crudes (similar to those loaded in Arabian Gulf) should 
© machine washed with hot water at maximum pressure order 
remove from tank bottoms all free oil remaining from previous 
voyage, Machines should be spotted low in tanks so as obtain maxi- 
mum washing over tank bottoms. Upon completion of deballasting, 
sree tanks should be stripped dry and cargo pumps and lines 
rained so that tanks, pumps and lines free of pumpable water when 
cargo loaded into them. 
i an discharging: When discharging Rio ZuliaCrude, each cargo 
ystem should be discharged by main cargo pump directly con- 
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nected to that system and forward tank on each system should be 
discharged first. Operations should then work aft with tanks on each 
system being discharged in rotation. This will keep vessel trimmed 
by stern throughout discharge and keep tanks being stripped drain- 
ing to suction lines. This will also permit stripping operations to be 
carried out while main cargo pumps are discharging cargo in remain- 
ing tanks. 

By discharging cargo tanks as recommended above, cargo loss 
resulting from crude congealing on bottom surfaces will be mini- 
mised. Each tank should be discharged as quickly as possible using 
main cargo pump, then stripped as well as possible. About 20 
minutes after stripping each tank should be stripped again. Then in 
about 20 minutes each tank should again be stripped. During dis- 
charge of each tank, cargo heating coils should be left on until com- 
pletion of stripping operation. When initial stripping operation is 
started, steam-to-steam heating coils should be reduced sufficiently 
so that cargo temperature will not rise above 120°F. If cargo tempera- 
ture rises much above 120°F., there is danger that stripping pumps 
will become vapour locked. 

BALLAST: The utmost care must be exercised by all tankers to 
avoid any contamination of the terminal bay waters, since the entire 
area is a developing tourist resort. This means that absolutely no 
deballasting or disposal of bilge water must take place in the bay. 
Shore deballasting or disposal of bilge water must take place in 
the bay. Shore deballasting facilities can handle up to 84,000 bbls. 
if ship provides advance warning. 

FUEL: No bunkers available at terminal. 

REPAIRS: Limited repair facilities available in Santa Marta, approxi- 
mately 6 miles from terminal. 

MEDICAL: Doctor and hospital located at Santa Marta. 
CONSULS: No consular office in vicinity of terminal. Nearest Con- 
suls, located in Barranquilla, approx. 35 miles distant. 

SHORE LEAVE: Through the ship's Agent, shore leave can be 
arranged, but sufficient crew must remain on board to handle 
emergencies. 

GENERAL: No petroleum inspection services. No ship's stores. 


SANTA MARTA: 11.15 N. 74.14 W. (See Plan) 


DOCUMENTS: 

14 sets Sobordos (Manifests) of each loading port. 

6 sets Bills of Lading. 

2 Cargo Plans. 

Also: length overall, beam, depth main deck to keel, net tonnage, 
gross tonnage, number crew, Master's name and vessel's call letters. 

On arrival advisable have extra copies B/ladings and Sobordos, 
also 5 Passenger Lists; if no passengers aboard, 5 statements to 
that effect. Vaccination Certificates, Health Declarations, curio lists, 
bazaar lists, crew lists, main lists (mail as cargo); if no mail, 5 written 
statements to that effect, 5 passengers in transit lists; if none, 5 
statements. When passengers to be landed, they should possess 
valid passport and visa, 2 lists personal effects and Vaccination 
Certificates, etc. 
PILOTAGE: Locate Morro Grande Islet and lighthouse, proceed 
then to location 0:7 miles South of Westernmost point this islet 
where Pilot will join ship. Information regarding ETA should be 
relayed to Agent, who will advise port authority. 
ANCHORAGES: When no berth available proceed anchorage 
between Morro Grande Islet and entrance channel to inner harbour. 
Depth about 120 ft., rock bottom. 
RESTRICTIONS: None. Good visibility throughout year. Differ- 
ence in tides negligible. 
MAX. SIZE: 730 ft. length, 40 ft. draft. No limit to beam. Oil carriers: 
refer to Pozos Colorados. 
PRATIQUE: Pratique granted by port captain who visits vessel 
immediately on arrival. Doctor also attends on this visit. 
RADIO: Barranquilla Radio or Cartagena Radio; radio stations 
messages relayed by telex to Sta. Marta. Ship's Agents use same 
system. Terminal Office may be contacted on radiotelephone, 2738 
kHz. 
TUGS: Join vessels just before entrance to inner harbour; they 
may use own lines or vessels lines. 
BERTHING: Three wharves, with total length 3,170 ft. provide 
berths for six ships simultaneously. Facilities exist for container 
traffic. 30,000 tons silo for grain storage and discharge facilities for 
up to 5,000 tons per day. 
STEVEDORES:- ETA To be given 72 and 24 hours before arrival, 
indicating number of gangs required. Unloading rate of general 
merchandise 10 tons per hour, and homogeneous cargoes around 
15/20 tons. 
MEDICAL: Advance notice required whenever special medical 
attention needed on arrival; hospital available. 
TANKERS: See ‘‘Pozos Colorados". 
DENSITY: Tropical sea salt water density. 
FRESH WATER: Available alongside docks; delivery (approx.) 
10 tons per hour. 
FUEL: Not available. Nearest supplies at Barranquilla. 
GANGWAY/DECK WATCHMEN: Deck watchmen supplied by 
Agent. 
OPENING/CLOSING HATCHES: By special gang ordered by 


Agent. 

SHIP CERTIFICATES: Load Line, Cargo Gear, Classification, 
Lifeboat, Main Engines, Radio Equipment, Fire Fighting Equipment, 
Ship's Register, Officers’ Tickets (licences). 

CUSTOMS ALLOWANCES: (Tobacco), 2 cartons of cigarettes 
per man. All other tobacco will be sealed by Customs. (Wine and/or 
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Spirits), 1 open bottle of liquor permitted per crew member. All other 
spirits will be sealed by Customs. 

IDENTIFICATION CARDS: Given by Port Captain once quaran- 
tine is cleared. 

CONSULS: Spain, Venezuela, France, Ecuador. Other Consuls in 
Barranquilla. 

REPAIRS: Only minor welding. 

REPATRIATION: Facilities available. 

AIRPORT: 19 miles from town. 

TIME: 75th Meridian time, Eastern standard time. GMT —5. 
HOLIDAYS: New Year (January 1st); Church Holiday (April 12th); 
Labour Day (May 1st); Local Holiday (July 29th); Church Holiday 
(December 24th); Christmas Day (December 25th); Church Holiday 
(December 31st). No work on New Year's Day, Labour Day, Local 
Holidays, Christmas Day. Work until 1600 on other holidays. 
POLICE/AMBULANCE/FIRE: Contact Agent or his representa- 
tive in view of language difficulties. 

SHORE LEAVE: Granted after quarantine cleared. 

DELAYS: Up to 12/14 hours because of shortage of docking space. 
AUTHORITY: Port Captain, Edif. de los Bancos Of. 405. Cables: 
“Capipuerto”. Tel.: 5774 - Santa Marta. 


TUMACO: 01.49 N. 78.45 W. 


DOCUMENTS: 
5 Crew Lists. 
5 Stores Lists. 
5 Passenger Lists (local, in transit, or negative). 
1 Sanitation Declaration. 
12 Complete sets Manifests. 
3 Mail Certificates (when not included in Manifest). 
PILOTAGE: Compulsory. 
ANCHORAGE: Sufficient area available in depths of 25 to 35 ft. 
RESTRICTIONS: Entrance channel depth 20 ft. Height of tide 
varies from 8 to 12 ft. 
HEALTH: On arrival, port Doctor boards vessel to inspect crew 
Smallpox Vaccination Certificates and Yellow Fever Certificates, 
also Deratisation Certificate. If any crew members suspected suffer- 
ing contagious disease Master to radio prior arrival advising Agents 
accordingly. Port Doctor visits vessel even if previous port was in 
Colombia. 
BERTHING: Wharf is 310 metres long. Depth alongside averages 


30 ft. 

FRESH WATER: Available from wharf. 

FUEL: Supplied by Esso Colombia, by barge. 

CARGO GEAR: Terminal owns three cranes of 5to 15 tons capacity 
AIRPORT: Suitable for DC.4 type aircraft, situated 4 km. from port. 
AUTHORITY: Empresa Puertos de Colo. sabia, Terminal Maritimo. 


TURBO: 08.06 N. 76.43 W. 


ANCHORAGES: Anchorage 2:5 to 3 miles off mouth of Leon River, 
used for loading bananas from barges. 

CLEARANCE: Vessel! must first proceed to Punta las Vacas for 
official visit of Port Authorities to obtain clearance. 

MOORING: With sea and wind from the north, loading operations 
are not possible unless vessel employs the ‘Baltic Moor”. 

On arrival at the Leon River Anchorage, vessels should let goa 
couple of shackles. After that, a 3 to 34 in. wire (or mooring line) 
is passed from the after leads on the poop, along the ship's side. 
outside and clear of everything. This wire is to be shackled to a 
number three chain shackle. 

By heaving in the wire and slacking the chain as required (about a 
60° angle) vessel will give the necessary shelter to banana barges, 
for normal cargo operations. 


Congo (People’s Republic of) 


POINTE NOIRE: 04.47 S. 11.49 E. 


DOCUMENTS: On arrival, the Captain must hand over to: 
The Agents: 
4 Crew Lists. 
4 Lists of Crew Boys. 
4 Passenger Lists or negative. 
4 Lists of Ports of Call. 
2 Lists of Crew Personal Effects. 
2 Stores Lists. 
5 copies of Cargo Manifest. 
Captain's copy of B/L. 
Harbour Authorities : 
1 Arrival Form issued by Port of Pointe Noire. 
1 Departure Form issued by Port of Pointe Noire. 
Health Authorities : 
1 Vaccination List for crew members. 
1 Declaration of Health (form issued by the port of Pointe Noire). 
Vaccination cards for the whole crew. 
PILOTAGE: Compulsory. Telegraphic address: Harbourmaster's 
Office of the Port of Pointe Noire. Pilot station can be contacted by 
VHF Channel 16; 24 hr. service. 
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RESTRICTIONS: Minimum draft allowed for ore-carryj 
vessels of more than 130 metres drawing alongside at quay & 
15 ft. aft and 15 ft. forward. Maximum draft allowed for all vessels: 
31 ft. Between 29 ft. and 31 ft. entry into the port is possible only fy 
2 hours before high tide. Tying to mooring buoy can be done Only 
between sunrise and sunset. 
Shipmaster's Report: Max. draft for tankers 31 ft. Entering possibj: 
day and night at all states of the tide. 
HEALTH: Port Health Officer boards immediately on berthing 
Compulsory vaccinations: smallpox, yellow fever and cholera, 
RADIO: Pointe Noire Radio, call sign TNA. Continuous service o 
500 and 2182 kc/s from 0600 to 1800 GMT. Transmission on 8722 kos 
TNA from 0930 to 0945, 1030 to 1045, 1330 to 1445, 1530 to 1545, 173 
to 1800 GMT; on 13101 kc/s TNA from 0630 to 0645, 0730 to 0745 
0830 to 0900, 1700 to 1715. 
Shipmaster's Report : \f vessel is coming from the South itis advis. 
able to pass messages through Luanda. 
RADAR/VHF: The Harbourmaster’s office has a VHF set (ca) 
Channel 16) but no radar. 
TUGS: Two tugs 1,135 hp, 600 hp, normally join the vessel as soo, 
as it crosses the passage. The vessel's own lines are usually used 
BERTHING: 
Quay D: Berth 4 720 metres, 24 ft. draft permitted 
” ’ ” 29 ” ” 
” 3, ” 29 ” ” 
” 4, ” 30 ” " 


n _5, " 30.95 " 
Quay G: Ore Berth, 210 metres 31 ft. draft permitted 
Tanker Berth, s 31 i 2 

Mole 1; Timber Berths, 450 metres 31 ft. draft permitted 
STEVEDORES: The Agent requires the following information 
48 hours in advance, in order to arrange gangs: precise ETA: 
number of gangs required for unloading/loading; distribution py 
hold unloading/loading; draft, fore and aft — before 0600 in the morn 
ing on weekdays counting as overtime; before 0600 Saturda 
mornings for the weekend or day before holiday also counted a; 
overtime. 
MEDICAL: Notice for medical attention not needed. There are two 
private clinics. 
TANKERS: Diameter of loading/unloading lines: 6 in. = aircrat 
fuel. 10 in. = “white product’. 12 in. = 1500 fuel. Hoses = 8 in 
1 tanker berth - 31 ft. acceptable draft. 
CLES 1025 on average. Only slight variations according to 
tides. 
FRESH WATER: Two hoses can be connected at each berth, 
Rate: 5 tons per hose per hour, 
FUEL: Ordered from suppliers: Agip, Hydrocongo. Pipe-line supply 
to all berths. Agip supply Berth 8 only. 
FIRE PRECAUTIONS: The port must be informed of ETA o 
tanker 24 hours in advance. 
GANGWAY/DECK WATCHMEN: There are none at Pointe 
Noire, as it is unnecessary. 
OPENING/CLOSING HATCHES: Usually the crew's respon 
sibility. Can be carried out by the stevedore for payment. 
CUSTOMS ALLOWANCE: No limit - must be stated on crew 
declaration, and quantities must be accurately stated. 
CARGO GEAR: Derricks to be in good condition. There are two 
cranes at the new jetty. 
IDENTIFICATION CARDS: Sailors’ cards or passport needed 


CONSULS: 
France Tel. 20-01 20-02 
West Germany ,, 29-10 
Great Britain » 21-60 


REPAIRS: Most repairs for the deck and engines are possible 

Also facilities for electronic repairs. Floating crane, capacity 65 tons. 

(Not in service June 1974.) 

DRY DOCKS: There are none at Pointe Noire. Only a floating 

dock for vessels of up to 1,500 tons. 

REPATRIATION: Every facility for crews equipped with a crew 

card and passport. 

AIRPORT: 6 kilometres from the port. 1 to 2 flights per day t 

Brazzaville. 1 to 2 flights per day from Brazzaville to Europe. 

TIME: Local time is GMT plus 1 hour. 

HOLIDAYS: 1st January (1 day's holiday) ; 1st May (2 days' holiday); 

31st July (1 to 2 days’ holiday); 15th August (2 to 3 days’ holiday); 

1st November; 25th December (1 day's holiday). 

POLICE/AMBULANCE/FIRE: Police 17; Fire 18; Ambulanct 

33-33. 

TELEPHONE: Cannot be connected on board ship but there is ont 

in the middle of Quay D for the use of vessels. 

GENERAL: As the Congolese customs are very strict, the drawing 

up of the store list and crew declaration should be carried out vet) 

carefully, as the slightest error is penalised and a fine imposed. 
Stores are expensive and not easily obtainable. Fish available als? 

fruit and vegetables but not in the Rainy Season. 

SHORE LEAVE: No restrictions. 

PORT REGULATIONS: In the event of congestion, vessels at 

obliged to work at night and on Sundays, and if they refuse to de 

this, they may be relegated to the roadsteads and thereby lose the’ 

turn to draw alongside. 

DELAYS: Shipmaster's Report: Occasionally tankers are delaye! 

for long periods as the shore tanks may be full. 


AGENT: Socopao-Congo, BP 714, Pointe Noire, Peoples Republi 
of Congo. Cable address “Freight”. Telex: 8201. Tel. 28.78-29.1+ 
29.11. Director of agency 35.53. Agent 28.32. 


a) A) ee ee ee ee eee ee ee ee ee 


Cook Islands 


AVARUA, Rarotonga 21.12 S. 159.47 W. 


CUMENTS: ; 
Poa: International Maritime Declaration of Health. 


+ (Immigration) 
rt : Mantfests of Cargo showing weight or measurement 
(basis on which freight calculated). 
2 Crew Lists. 
2 Passenger Lists (landing and transit). Each disembark- 
ing passenger to complete a landing card and baggage 
declaration, 
Clearance from Last Port. 
5 Manifests of Cargo. 
1 Crew List. 
1 Passenger List. 
PILOTAGE: No pilot available. 
ANCHORAGES: As shown on Admiralty Chart No, 1264. Prevail- 
ing wind is South-east and the anchorage is safe except in some 
instances when wind and/or sea are fresh from North-west through 
North-east. 44 to 5 shackles of cable in the water has been found 
the most satisfactory in normal circumstances. 
RESTRICTIONS: None. Anchorage, in 25 fathoms, is well defined 
with cross leads and a vessel may anchor at any time. 
MAX. SIZE: No restriction. 
HEALTH: Vessel should radio Porthealth Rarotonga not more 
than 24 hours, or less than 12 hours, before arrival giving ports of 
call for preceding three weeks, number of crew, number of passen- 
gers, state of health and requesting free radio pratique. 
RADIO: Radiorarotonga ZKR, 500 kilocycles, single operator watch; 
2182 kilocycles, continuously. 

Continuous speaker watch is also kept on Channel 16 of the VHF 
Maritime mobile band. Weather forecasts are broadcast daily by 
radio-telephone on 2206 kHz and 8732:1 kHz at 0615 GMT and 1815 
GMT after a preliminary call on 2182 kHz. 

VHF: Union Steam Ship Company have VHF radiotelephone for 

communication between vessel and office when working cargo. Base 

station channels 6, 8, 12, 13, 14, 16. Three portable sets, channels 6, 

12, 16. 

TUGS: Not available. 

STEVEDORES: Cargo is lightered ashore by Union Steam Ship 

Co, plant. Consisting of 8 double-ended lighters, 35 ft. in length of 

5 tons deadweight capacity. Heavy lifts up to 10 tons can be accom- 

modated by building a platform over two lighters but prior advice 

should be given: in particular if the lift is on wheels or skids or of 

exceptional height. Two launches provide towing power. Hours of 

work: 0700-1200, 1300-1800, 1900-2200. Average discharge rate 400 

tons per day. Agents should have full particulars of tonnage to be 

discharged and number hatches to be worked. 

MEDICAL: Medical and hospital facilities available. Usual inter- 

national vaccinations/inoculations required depending on prior 

ports of call. 

TANKERS: Petroleum products landed from small coastal tanker 

from Fiji, or in drums. 

DENSITY: 1025. 

FRESH WATER: Available in limited quantities. Lightered 1,000 

gallons per load. Cost: as current rate for lightering cargo. If a 

lighter is diverted from handling cargo to carry water the cargo 

handling rate will be affected. 

FUEL: Not available. 

DEVELOPMENTS: Harbour development at Avatiu (one mile 

from Avarua) although not completed, is currently in use and 

prs ae vessels of about 1,000 tons (250 ft. length; 16 ft. 
raft). 

GANGWAY/DECK WATCHMEN: Not necessary. 

OPENING/CLOSING HATCHES: By crew or stevedores to 

vessel's convenience. 

paeacco ALLOWANCE: 200 cigarettes, or $ Ib. tobacco or 

cigars. 

WINE AND/OR SPIRIT ALLOWANCE: Allowance is 1 broached 

bottle of either wine or spirits, or a reasonable quantity of beer per 

man, for consumption on board. Under no circumstances may any 

wines, spirits or beer be brought ashore. 

CARGO GEAR: International standards acceptable. It is custom- 

ary to work cargo from starboard side and a guest-warp should be 

rigged to starboard. 

IDENTIFICATION CARDS: Not required. 

bot New Zealand only is represented by a High Commis- 

fr. 

REPAIRS: Not available. 

REPATRIATION: Confined to repatriation of crew landed for 

hospitalisation, 

SIRBORT:: Rarotonga International Airport is two miles away. 

Hing GMT plus 10} hours. No alteration during year. 

HOLIDAYS: Cargo cannot be worked on any Sunday or on Good 

cunt and Christmas Day. Other Holidays: Boxing Day (26 Decem- 
er); New Year's Day; Easter Monday; ANZAC Day (25th April); 
ueen's Birthday (1st Monday in June); Constitution Celebrations 

fia Friday and Monday in August). 

OLICE/AMBULANCE/FIRE: Fire service not available although 
bine Steam Ship Company have portable fire pump and approxi- 
Sho bee ft. hose. Police and Ambulance: contact Union Steam 
TEL 0. on VHF radio telephone. 

GENER ONES : VHF radio telephone only. 
ERAL: Green vegetables are always difficult to get. Tomatoes 


Agent: 


COSTA RICA 


available May to November. Oranges, lemons, grapefruit, manderins, 
tangerines, available March to August. Pineapples available Novem- 
ber to February. 

Limited quantities meat and fish available but these must be 

imported from New Zealand and a large order could not be met. 
AUTHORITY: The Collector of Customs, Rarotonga. 
AGENT: Union Steam Ship Company of New Zealand Limited is 
the only company who stevedore vessels at the anchorage. They 
must be requested to accept the Agency for a particular vessel. 
Cable address “Union”, PO Box 54. Ships’ Agents, Stevedores and 
Travel Agents. 


Costa Rica 


GOLFITO: 08.37 N. 83.10 W. 


DOCUMENTS: 
2 certified copies of Clearance from Last Port. 
6 Crew List and 6 copies for distribution. 


6 . +f Passenger List and 6 copies for distribution. 
2 i ” Cargo Manifest and 25 copies for distribution. 
4 " " Stores Provisions List and 6 copies for 


distribution. 

3 sets of Bills of Lading. 
NOTICE OF ARRIVAL: Radio Agent at least 24 hours before 
arrival advising date and time of arrival, number passengers dis- 
embarking, if any, amount of cargo to discharge in metric tons, 
number of gangs required to work on board. This information is 
required by Port and Customs Authorities. 
PILOTAGE: No Pilot in port. Bananera Company sends a launch 
to pilot vessel to quay if requested. Arrival has to be notified at least 
24 hours in advance. 
ANCHORAGES: Anchorage area to South-east, diagonal towards 
end of quay. Depth: 35 ft. - 50 ft. Area 1,000 metres by 300 metres 
approx. Quay distance: approx. 500 metres. 
RESTRICTIONS: Vessel allowed to enter at any time, day or night. 
MAX. SIZE: Length of quay is 1,040 ft., enough for 2 steamers to 
berth, 1 in banana berth and the other in cargo berth, each one of 
450 ft. Depth 35 ft. alongside. 
HEALTH: Any vessel that enters this port has to be in possession 
of a Sanitary Manifest (Sanitary Maritime Declaration) signed by 
Captain of vessel. In case of any suspected disease or fever aboard, 
Captain to notify by radio to Port Authorities and vessel to wait 
outside the limit of territorial waters until clearance is given. 
RADIO: Station call sign TIM, Frequencies 8478 and 500 kc/s. 
Working hours 0400-1300 GMT. 
TUGS: No tugs. A launch from the Cia. Bananera takes lines from 
vessel to quay. 
BERTHING: Vessels berth starboard side to. Vessels of Compania 
Bananera have preference. 
STEVEDORES: Bananera Company controls gangs. Advance 
notice required. 
MEDICAL: Bananera Company has a hospital for its employees. 
They can give assistance if a request through the Agency has been 
made 24 hours in advance. On arrival of vessel a valid vaccination 
certificate of each member of crew has to be shown. 
TANKERS: Can berth in cargo area if length is less than 450 ft., 
depth is 35 ft. Diameter of pipe-lines 8 in and 6 in. 
FRESH WATER: Bananera Company supplies any quantity at a 
rate of 50 ton/hour through shore hoses. 
FUEL: No supply for vessels. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
Customs guard on gangway. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores. 
CUSTOMS ALLOWANCES: No limit on board but only one 
packet cigarettes when going ashore. No alcohol may be taken 
ashore. 
IDENTIFICATION CARDS: Required. 
CONSULS: Nicaragua, Honduras and Panama represented locally. 
REPAIRS: Company Bananera of Costa Rica has a workshop that 
can do small repairs such as soldering or small winch repairs. 
REPATRIATION: Can be arranged. 
AIRPORT: One airport 1 mile from port. Serviced by 2 airlines 
“Lacsa Airlines” with 2 daily flights, one at 0700 and the other at 
1030 hours. “Ave Airlines” offer only one daily flight, Sundays 
included, at 0700. ‘‘Lacsa"’ has no Sunday flights. 
TIME: GMT minus 6 hours. 
HOLIDAYS: 1st January, no work can be arranged; 19th March, 
work at double time; Easter Thursday, no work can be arranged; 
Easter Friday, no work can be arranged; 11th April, work at double 
time; 1st May, no work can be arranged; Corpus Christi, work at 
double time; 29th June, work at double time; 2nd August, work at 
double time; 15th August, work at double time; 15th September, no 
work can be arranged; 12th October, work at double time; 8th 
December, work at double time; 25th December, no work can be 
arranged. Stevedores are not obliged to work Sundays and holidays 
if not voluntary. 
POLICE/AMBULANCE/FIRE: It is sufficient to ask operator for 
connection with the desired department. 
TELEPHONES: No facilities on board vessels. 
SHORE LEAVE: Crew are allowed on shore. 
DELAYS: Only when quay is occupied by vessels of Compania 
Bananera de Costa Rica, which have preference. 
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AUTHORITY: Comandante de Puerto. 


AGENT: Felipe J. Alvarado e Cia. Apartado 474, San Jose, Costa 
Rica. Tel. 21.41.11 and 21.25.50. 


PUERTO LIMON: 10.00 N. 83.01 W. 


DOCUMENTS: Required by Port Authorities at Port Limon: 
2 certified copies of Clearance (Zarpe) (original and dup.) 
Crew List a Wi 
” 1” Passenger List “a i 
ai Manifest (Sobordo) _,, va 
~ + Stores List a a 
to Agents for distribution 
6 Copies of Crew List. 
. Store List. 
il Passenger List. 
aa Bills of Lading (if vessel loaded/brings cargo). 
2 me Manifest or Sobordo (Cargo). 
NOTICE OF ARRIVAL: Radio Agent at least 24 hours before 
arrival, advising date and time of arrival, number passengers dis- 
embarking (if any), amount of cargo to discharge in metric tons, 
number of gangs required to work on board. This information is 
required by Port and Customs Authorities. 
PILOTAGE: Pilot boards ship with Port Authorities about 1 mile 
from pier. 
ANCHORAGES: 1 mile off piers. 
MAX. SIZE: Maximum 500 ft. long, 28 ft. draft. Tankers up to 
30 ft. draft. 
HEALTH: In the event of suspected disease or fever on board, 
agency should be advised in advance. 
RADIO: Call letters TIM, frequency 500 kc/s. and 8478 kc/s.- working 
hours 0400 to 1300 GMT. 
TUGS: None available and not required. 
BERTHING: Muelle Metallico: 
Berth No. 1 33 ft. depth. Max. length 550 ft. draft 28 ft. 
A 230'ft.2""' 5 4 rr ODOT i 2G Tt 
if 8:20 ftariiG; if Ar ODL t ee OO: 
Muelle Nacional: One berth: 18 ft. depth. 
Muelle 70. Two berths, depth 27 ft.; one berth, depth 14 ft. Roll-on/ 
roll-off berth, depth 25 ft. 
STEVEDORES: ETA should be sent to Agent in due time. 
MEDICAL: Medical attention and hospital facilities available. 
taeda: Mooring outside port (Moin Bay) vessels up to 30 ft. 
raft. 
FRESH WATER: Available and obtained alongside pier delivered 
by hose, 1} to 2 tons per hour. 
FUEL: Can be had only in small quantities. 
DEVELOPMENTS: Constructing new pier with capacity of four 
berths and a possibility to extend the National Pier in the form “L". 
Depths to be increased to 30 ft. 
Prratanma dee re WATCHMEN: Gangway watchmen recom- 
mended. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCE: One package cigarettes to take ashore, 
Not allowed to take alcohol ashore. 
IDENTIFICATION CARDS: They are needed and supplied by 
the Agent. 
CONSULS: Colombia tel. 580091; Ecuador; Nicaragua; Honduras 
tel. 580313 and Norway 580183. 
REPAIRS: Minor repairs only. 
REPATRIATION: Facilities available. 
AIRPORT: 5 miles from city. Three daily flights to San Jose 
International airport. 
TIME: Local time minus 6 hours. 
HOLIDAYS: ist January, no work can be arranged; 19th March, 
work at double time; Easter Thursday, no work can be arranged; 
Easter Friday, no work can be arranged; 11th April, work at double 
time; 1st May, no work can be arranged; Corpus Christi, work at 
double time; 29th June, work at double time; 2nd August, work at 
double time; 15th August, work at double time; 15th September, no 
work can be arranged; 12th October, work at double time; 8th Decem- 
ber, work at double time; 25th December, no work can be arranged. 
Stevedores are not obliged to work Sundays and holidays if not 
voluntary. 
POLICE/AMBULANCE/FIRE: Police tel. 117; Red Cross tel. 
580125; Fire tel. 118. 
TELEPHONES: No arrangements for placing on board. 
SHORE LEAVE: Crew members are allowed to go ashore. 
DELAYS: Port congestion, shortage of railroad cars, etc. 
AUTHORITY: Comandante de Puerto. 


AGENT: Felipe J. Alvarado e Cia, Sucs., SA, PO Box 112, Puerto 
Limon. Tel. 58.02.21. Cables “Alvarado”, San Jose. 


NOD 


awan 


PUNTARENAS (including Caldera Bay): 09.58 N. 
84.49 W. 


DOCUMENTS: 
2 certified copies of Clearance from Last Port. 
6 Crew List and 6 copies for distribution. 


6 Pe a Passenger List and 6 copies for distribution. 
2 a in Cargo Manifest and 25 copies for distribution. 
4 ” " Stores/Provisions List and 6 copies for 
distribution. 
3 sets of Bills of Lading. 
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NOTICE OF ARRIVAL: Radio Agent at least 24 hours bef 
arrival advising date and time of arrival, number passengers dy 
embarking, if any, amount of cargo to discharge in metric ton 
number of gangs to work on board. This information is required} 
Port and Customs Authorities. : 
PILOTAGE: Pilots are available and compulsory, arranged 
Agent. Signal for Port Captain and other officials is two long blash 
MAX. SIZE: Length 500 ft., max. draft 26 ft. 

RESTRICTIONS: Vessels bound for Caldera must first call, 
Puntarenas for clearance. Recommended that vessels not equippy 
with radar enter in daylight only. 

ANCHORAGE: Vessels should keep Eastward of four submariy 
cables originating at Puntarenas where suitable anchorage may & 
found in 6-7 fathoms depth. Vessels should anchor as near the pip 
as safety permits to facilitate boarding by port officials. 
HEALTH: Any vessel that enters this port has to be in possessiy, 
of a sanitary manifest (Sanitary Maritime Declaration) signed } 
Captain of vessel. In case of any suspected disease or fever aboar 
Captain to notify by radio to Port Authorities and vessel to we 
outside the limit of territorial waters until clearance is given. 
RADIO: Station call sign TIM, frequencies 8478 and 500 kc 
Working hours 0400-1300 GMT. 

TUGS: None available. 

BERTHING: Vessels usually moor in daylight only. Unmooripy 
night and day. 

Muelle Nuevo: Pierhead runs East/West, connected to shore b 
350 ft. gangway. One special heavy mooring line supplied from pier} 
addition to ships ropes. Heavy surge experienced at the berth. 

Caldera Bay: Buoy mooring for tankers about 1,000 ft. offshon 
Vessels moor using starboard anchor and lines to 3 buoys asten 
Hoses connected on port side by ship's crew. 

MEDICAL: Facilities available at Puntarenas. 

FRESH WATER: Available only from pier at Puntarenas. 
FUEL: Not available. 

IDENTIFICATION CARDS: Required. 

TIME: GMT minus 6 hours. 

TELEPHONES: No connection to vessels. 

SHORE LEAVE: Allowed at Puntarenas, not allowed at Calder 


Bay. 
AUTHORITY: Comandante del Puerto, Puntarenas. 


AGENT: Felipe J. Alvarado e Cia, Sucs. SA, Apartado 25, Pus 
tarenas. Telex Fejalco-54, Cables “Alvarado Puntarenas”. Té 
610235 and 610529. 


Cuba 


ANTILLA (and sub-ports of Felton, 
Preston) 20.50 N. 75.44 W. 


Port situated on north side of Nipe Bay, on North Coast of Cuba. 
APPROACHES: Safe approach without sharp turns. Width ¢ 
approach about } mile with mud bottom. Depth of water betwee 
entrance and Saetia anchorage about 150 ft. 

PILOTAGE: Pilots board vessels proceeding to Antilla Port ort 
sub-ports of Preston, Nicaro and Felton, one mile North East¢ 
Punta Mayari Lighthouse. 

All vessels proceeding to Antilla or to sub-ports must proceed to! 
position no more than one mile North of the Line E/W with Punt 
Mayari. 

Lighthouse position: 20° 47’ 45” N. 75° 32’ 00” W. 

Pilot station is at Saetia. There is a telephonic communicati 
between Antilla and Saetia, though rather deficient. On mat 
occasions it is impossible to communicate with Pilots when there! 
any sudden change in vessel's ETA. Therefore advise Anitili 
Agency soonest of any change in ETA. 

Distance from position where Pilots board vessels to Anti 
Piers is about 15 miles. 

ANCHORAGES: Corojal, 14 miles. Can accommodate vesse! 
drawing up to 20 ft. with alength up to 557 ft. Sufficient swinging are 

Punta Salinas, 10 miles. Can accommodate vessels drawing up! 
31 ft. without length limitation. 

Preston, 7 miles. Can accommodate vessels drawing up to 30! 
without length limitation. Swinging area unlimited. 

Saetia, 3 miles. Can accommodate vessels of any length and drat 

Cajimaya, 6 miles. Can accommodate vessels drawing up to 32! 
with length up to 600/700 ft. 

; 4 Chiva, 5 miles. Can accommodate vessels of any length a® 
raft. 

ree ge et yee Vessels can enter/sail only during daylig’ 
ours. 

MAX. SIZE: Vessels of any length and draft can enter Antilla b! 

only up to Saetia anchorage, where the mouth is about } miles wit 

with a depth of 150 ft. 

Vessels must not enter or sail from this port with a draft more tht 
20 ft. forward, 23 ft. aft, as depth at piers limit draft either enter 
or sailing. 

Length is limited by length of piers to 450 ft., otherwise one hat? 
would remain outside pier, which would result in delay loading ® 
discharging. 

There is an average of 3 ft. between high and low tides. 
CLEARANCE: All Port Authorities, Port Doctor, Customs, Im@ 
gration and Captain of the Port have their offices at Antilla. Vess® 


Nicaro ani 


eS ee ee ae ee ee ee ee ee ee ee 


may proceed directly to sub-ports without entering Antilla for 
clearance. Port Authorities clear ships at subport when necessary. 

Launch service is the preferable means of transportation used by 
the Port Authorities to the various sub-ports under Antilla juris- 
one are Custom House Delegations at sub-ports of Preston, 
Nicaro, but no Immigration. The Custom House Delegate at the 
sub-port of Nicaro also acts as Delegate for the Captain of the Port. 

Although there is no Port Doctor Delegate at the sub-ports, the 
General Hospital Doctors may act as such, if requested, in order to 
give a quick entry to the ship. rt 2 

Notwithstanding the above, in those cases when a ship is coming 
from a Cuban or foreign port, destined to Nicaro, and happens to 
lose the slack water tide, it will be necessary for the ship to anchor 
at Saetia (Antilla) and to wait the next tide. In these particular cases 
the Port Authorities give entry to the ship at Saetia anchorage, and 
itis not necessary for another Port Authority visit at the sub-port of 

icaro. 

RADIO: When vessels proceed to Antilla, or to any sub-ports, 
Preston, Nicaro or Felton, or to the port of Banes, ETA messages 
should be sent to ‘‘Mambisas Antilla’, simultaneously advising the 
main office, “Mambisas", Havana. 

Ships can communicate with Mambisas Antilla’s Agency by wire- 
less via CLA. J ‘ 

TUGS: No tug is required for entry to Antilla. There is a tug avail- 
able 24 hours of the day, but service must be requested at least 24 
hours in advance. Name, Macabi; length, 81 ft. 1 in.; width, 24 ft. Oin.; 
gross tonnage, 183-53; net tonnage, 86-00; motor, one diesel; h.p., 
750; speed, 8} knots. 

BERTHING: Pier No. 4 (North side). Length 458 ft. Can accommo- 
date vessels drawing up to 17 ft. forward, 23 ft. aft, with a length up to 
557 ft. 

Pier No.4 (South side). Length 458 ft. Can accommodate vessels 
drawing up to 20 ft. forward, 23 ft. aft, with a length up to 557 ft. 

Coast Pier: Can accommodate vessels drawing up to 20 ft. even 
keel, 

At these piers, operations of loading sugar and discharge of jute 
bags. Shipment of molasses can only be performed at No. 4 pier 
(North and South side) where there is a pipe-line of 16 in. diameter. 

The three piers have railroad tracks of standard gauge. Each pier 
is connected with one railway which is independent of the others, 
but has no separate outlet at the end of the piers; consequently to 
perform any movement it is necessary to take out the remaining cars. 

Operations at anchor in the bay cannot be performed, as there are 
no lighters or tugboats available. 

STEVEDORES: Working periods - loading sugar: Monday to 
Friday - 0700/1100-1300/1700. Saturday - 0700/1100-1300/1700. Sunday 
- no work performed. 

Labour legislation presently in force provides that the number of 
hours to be worked is 8 hours daily, from Monday to Friday, and 4 
hours on Saturday, for a total of 44 hours weekly. 

Capacity: Three ships can be performing sugar loading operations 
simultaneously, although the labour force available is for a total of 
12 gangs. 

1, Raw Sugar: (a) Loading rate: 1,330 bags of raw sugar (of the 
220-pound type) per four hours per gang. (6) Bags per sling: 6 bags of 
raw sugar (of the 220-pound type). 

2. Refined Sugar: (a) Loading rate: 2,100 bags of refined sugar 
(of the 100-pound type) per four hours per gang. (b) Bags per sling: 
12 bags of refined sugar (of the 100-pound type). 

No shore crane available at this port, but there are six machine 
throwers for bulk sugar operations, grates and canvas funnel, etc. 
These machines function with diesel motors. 

Sugar bags are opened in the square of the hatch. 

TANKERS: Molasses pumping rate is at an average of 35,000 
gallons per hour, 

Coast dock has been equipped by ECP for vessels to discharge 
gasoline and gas oil and where vessels can berth with draft 20 ft. 
even keel, Fidelity tanks, presently operated by ECP, one for storing 
gasoline and the other for gas oil. 

Capacity of each tank about 53,000 barrels. Average discharging 
rate, each product about 300 tons per hour. 

Due to the fact that there is only one pipe-line, when vessels carry 
both products gasoline is discharged first, after which the pipe-line 
is cleaned by pumping water. The gas oil is then discharged. 
MEDICAL: There is a hospital where crew members may be 
hospitalised. 

FRESH WATER: Can be obtained. The water is brought from out- 
side in railroad tank cars and pumped to the ship by means of a 
Portable turbine. Any amount of water can be delivered but only in 
partial quantiies of not more than 2 tank cars daily. Average delivery: 
30 tons per hour. 
FUEL: Not available. 
REPAIRS: Minor repairs only. 
AGENTS: Attending the port of Antilla, and the sub-ports of 
reston, Nicaro and Felton, also the port of Banes. 
tne Address: Empresa Consignatarias Mambisas, 55 Avenue 
pa PO Box 62, Antilla, Oriente, Cuba. Cables: ‘Mambisas” - 
a. Tel. 39. Night No. 247. 
an mail should be sent to Antilla Agency address, even when 
rity are Operating in sub-ports, and sent by “Registered Mail” for 
w ck delivery, Letters of instructions or cables from owners should 
© sent to the main office: “Mambisas"”, Havana. 


SUB-PORTS: 
Distance from Antilla to: 
Preston (Guatemala), 7 miles. 


CUBA 


Felton, 11 miles. 

Nicaro, 14 miles. 

To the port of Banes, which is attended by Antilla Agency, 50 
kilometres. From Antilla to Banes highway transportation is used. 
Time from Antilla to: 


Sub-port Launch Highway 
Preston 1 hour 1 hour 45 minutes 
Felton 1 hour 30 minutes 2 hours 15 minutes 
Nicaro 2 hours 3 hours 


There is only a regular launch service from Antilla to Nicaro, 
leaving daily from Coastwise pier Antilla at 0930 hours, arriving 
Nicaro at 1130 hours. 


(a) SUB-PORT OF PRESTON (GUATEMALA): 
LOCATION: On North coast of Cuba, 20° 46’ N. 75° 40’ W. 

This sub-port situated Eastern side of Nipe Bay on a peninsula 
called Punta de Tabaco, South-east of Antilla. Sugar and molasses 
produced by the sugar mill Preston (Guatemala) are shipped through 
this sub-port. 

APPROACHES: Same as for Antilla — (Nipe Bay) where Preston 
is located. The depth from the entrance to anchorage at Preston of 
about 150 ft., gradually decreases to 60 ft. 

PILOTAGE: See ‘Antilla". Distance from the point where Pilots 
went the vessels and Preston Pier: 8 miles; to Preston anchorage: 
7 miles. 

ANCHORAGE/RESTRICTIONS: See “Antilla”. 

MAX. SIZE: It is not necessary for ships to wait for slack or favour- 
able tide. At sub-port of Preston, ships cannot enter or sail with a 
draft exceeding 11 ft. forward, 20 ft. aft, as pier is continuously losing 
depth due to the quantity of mud that Mayari River deposits. 
CLEARANCE: See “Antilla’. Port Doctor, Immigration and Port 
Captain travel from Antilla to Preston to give ships entry. Custom 
Delegation at this sub-port, only occasionally, and in order to avoid 
delay Preston Hospital Doctor clears the ship. 

Vessel can proceed directly to this sub-port, since Port Authori- 
ties come from Antilla to give ship's entry. 

RADIO: See “Antilla”. 

TUGS: See ‘‘Antilla’’. No tug required for ships to enter this sub- 
port. No tug available, but can be obtained from Antilla. 
BERTHING: Wooden Pier (West side only) where vessels can be 
accommodated drawing up to 11 ft. forward and 20 ft. aft. This dock 
has about 1,100 ft. length, but the first 600 ft. (starting from shore to 
the head) is only about 12 ft. depth; from there on, draft for loading is 
11 ft. forward and 20 ft aft.. 

Only one vessel can be berthed at this pier on West side. It is 
usually used only in loading sugar and molasses, and occasionally 
for discharging coastwise fuel oil for sugar mill consumption. 

The pier has double railroad track of standard gauge which 
reaches to its end, but for performing any movement it is necessary 
to take out the remaining cars as there is no outlet at the pier’s end. 

No dry cargo discharging is carried out, and no cargo operations 
are conducted in the bay. 

STEVEDORES: Loading sugar - working period (maximum 4 
gangs). Monday to Friday: 0700/1100-1300/1700. Saturday: 0700/1100- 
1300/1700. Sunday: No work is performed. 

General cargo: No discharging operation is performed at this port. 

Labour legislation presently in force provides that the number of 
hours to be worked is 8 hours daily, from Monday to Friday, and 4 
hours on Saturday, for a total of 44 hours weekly. 

Raw sugar-loading rate. About 1,330 bags of raw sugar (of the 
220-pound type) per four hours per gang. 

Bags per sling: 6 bags of raw sugar (of the 220-pound type). 

Operational capacity. At this sub-port only one vessel at a time 
can be operated. 

Refined sugar. No refined sugar has been shipped by this sub- 
port. 

Equipment. There is one movable shore crane available with lifting 
capacity of about 60 tons with 75° boom inclination. Boom length 
50 ft. Crane is mounted on a railroad flat car whichis acted by means 
of steam supplied by an adapted boiler. As the greater part of the 
year this crane remains idle, it is possible that its lifting capacity 
might have decreased. Five grates, but no thrower machines. 
TANKERS: Molasses pumping rate average of 75,000 gallons per 
hour. 

MEDICAL: There is a hospital at Preston which offers very good 
service to ship's crew. In cases requiring special attention, patients 
can be taken to Holguin, where there are reliable specialists. 
FRESH WATER: Can be supplied to vessels. Pier has a 2-in. 
diameter pipe-line, through which water is delivered directly to ship, 
at an average of about 30 tons per hour. Any quantity of water can 
be supplied. 

FUEL: Not available. 

REPAIRS: A good repair shop operated by the sugar mill ‘Central 
Guatemala”. 


AGENTS: See “‘Antilla”. 
Cones te OF NICARO (LENGUA DE PAJARO) LEVISA 
B . 


LOCATION: North Coast of Cuba in province of Oriente, 19° 43’ N. 
° 


75° 33 W. 
APPROACHES: Entrance channel for sub-port of Nicaro is risky 
for vessels over 350 ft. length, due to its narrowness and because of 
having sharp turns, some of them forming angles of almost 90°. 
Bottom and banks are rock and coral. 

Depths - 170 and 78 ft. maximum/minimum, respectively. Vessels 
exceeding 350 ft. length require tug for entering and sailing; all 
vessels over 450 ft. must be extremely careful. Entering or sailing 
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must be effected during slack water, high or low. Simultaneous 
entry or sailing of two or more vessels is not permitted. 
PILOTAGE: See ‘‘Antilla". Distance from the point where Pilot 
boards vessel and Nicaro anchorage, about 10.50 miles; to Nicaro 
Pier, about 11 miles. 

ANCHORAGE: Can accommodate vessels with length up to 475 ft. 
and maximum draft up to 30 ft. The swinging area is limited to 800 ft. 
to permit access through the channel. 

RESTRICTIONS: At sub-port of Nicaro, vessels not permitted 
enter or sail during night time. From beginning May until end August 
vessels can enter Nicaro from 0515 hours to 1800 hours, and sail from 
0550 hours to 1840 hours. From end August to beginning May, 
vessels can enter from 0615 hours to 1720 hours. For sailing from 
0620 hours to 1810 hours. 

In the above information, the time taken (1 hour, 20 minutes) to 
undock from pier and manoeuvre to entrance of channel, and vice 
versa, has been included. 

MAX. SIZE: Permissible draft at North side of Nicaro pier at low 
tide must not exceed 27 ft. 6 in. forward and 29 ft. aft, with max. 
length not over 476 ft. 

South side of Nicaro Pier, at low tide, has depth of 25 ft. towards 
shore and 28 ft. at its end, showing the marks for 26 ft. at a distance 
of 450 ft. from head of pier up to its end. 

Both sides have muddy bottom about 3 ft. deep. Nicaro was 
dredged up to 32 ft., not having been dredged since that time. 
As a consequence of unloading of mineral (anthracite) which is 
carried out in this sub-port, anthracite can be discharged only at 
South side of pier, where crane is situated; a great quantity of mineral 
is deposited on the bottom, mainly close to piling which supports 
the pier plate. Owing to this, it is believed that there is an elevation 
of mud and coal which extends alongside of pier from the 50 ft. 
mark to 380 ft. 

Because of this elevation, which forms an incline from stack pile of 
the pier, up to approximately 14 metres out, vessels which submerge 
more than 26 ft. forward and 27 ft. aft tend to list to port. 

Between months of August and December, variation of tide is 
from 3 ft. to 3:5 ft. During remaining months it is from 2:5 ft. up to 3 ft. 

Also see “Approaches” and “Anchorage”. 

CLEARANCE: Vessels are cleared by a doctor of the Nicaro 
General Hospital. Immigration officials come from Antilla together 
with the Agent and Customs Inspectors. 

Vessels proceeding to Nicaro can do so directly without having to 
call Antilla for Port Authorities’ Clearance. 

Vessels unable to proceed direct owing to unfavourable tide or 

night arrival are required to anchor at Saetia or Salinas. In such 
cases, and when ordered by the Chief Inspector, clearance on entry 
is carried out at these anchorages. 
RADIO: Nicaro has following means of communication: telephone, 
post office, telegraph and radiograms via R.C.A. Ships can com- 
municate with Nicaro using C.L.A., but it is suggested that ETA 
messages be sent simultaneously to Mambisas, Antilla, and 
Mambisas, Havana. 

Also see “Antilla’’. 

TUGS: Obtained from port of Antilla. Therefore it is recommended 
that when vessels are assigned to this sub-port, advice of their ETA 
be given with sufficient time prior to vessels’ arrival. Particulars of 
tugboats are shown under “Antilla’’ information. 

BERTHING: Nicaro Pier operated by Empresa Consolidada Nickel 
Industria Minera ‘‘Commandante Rene Ramos Latour", where 
following operations carried out: Sugar loading from mills Guatemala 
and Nicaragua; shipment of nickel; and also discharging general 
cargo, fuel, oil, ammonia and coal. 

At North side of pier are two intakes for fuel, oil, one for ammonia 
and one for gas oil. 

Liquid fuel can be discharged at South side of pier, but this opera- 
tion prohibits any other operation being carried out at opposite side 
of pier, as hoses have to cross over pier from the vessel to connec- 
tions situated at North side. 

Pier has a railroad track of standard gauge. Truck transportation 
can also be used. Interruptions are experienced (mainly sugar 
loading) since there is only one railroad track. Operation of change 
and movement of flat cars takes approximately 10 minutes. 

In discharging mineral coal, no interruptions occur and time is 
not lost. 

Electric shore crane is installed at South side of pier and mounted 
on rails which run from one end to the other. The top end of this 
crane consists of a rotary structure from which is projected a boom 
about 50 ft. long. This boom can be suspended up to an angle of 
about 60°. In a horizontal position, it can lift weights of about 10 tons 
each and the loading capacity is gradually increased to 20 tons while 
raising the boom up to an angle of 45°. 

Crane can also perform discharging operations on vessels which 
are docked on the North side, but operations are slower than when 
vessels are docked at South side. 

Crane's accessories consist of two grabs for mineral coal of 14 
and 3 tons capacity each, steel slings, special slings for loading 
nickel, etc. This equipment (excluding ship's tackle) is the only gear 
available for loading or discharging at this sub-port. 

Only two vessels can be loaded simultaneously, and operations of 
working two vessels simultaneously delays both operations owing to 
characteristics of this pier, which was constructed specifically for 
receiving mineral coal, general cargo, fuel, oil, ammonia, and to ship 
nickel or other type of heavy material. Pier lacks necessary railroad 
tracks to ship sugar as are found in other ports which have been 
assigned to this purpose. 

No cargo operations are carried out in the bay. 

STEVEDORES: Loading or unloading of general cargo, nickel, 
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mineral coal, etc., is performed by port workmen of sub-port g 
Nicaro. 

Raw sugar-loading rate. At present, average loading rate in; 
period of 4 hours per gang, is about 1,330 bags. 

Bags per sling (Guatemala sugar): 6 bags of raw sugar (of 24 
pound type) per sling. Nicaragua sugar: 6 bags of raw sugar (y 
220-pound type) per sling. Sugar bags from sugar mills Guatema 
and Nicaragua are transported from respective mills to Nicaro} 
railroad flat cars, already slinged. 

Refined sugar. No refined sugar is exported. 

General cargo discharging rate. General cargo of a fragile natuy 
and careful handling: about 5 tons per gang hour. General cargoy 
sturdy nature and easy handling: about 20 tons per gang hour, 

Bagged cargo: about 30 tons per gang hour. 

Mineral coal: at present the shore crane is averaging 110 tons py 
hour. 

Nickel: at an average of 800 bags (26 tons) per gang hour. 

Bulk sugar: no bulk sugar equipment available. In those case 
when bulk sugar operations are performed, the necessary equip 
ment is obtained from sub-port of Preston. 

Working periods in loading sugar: Monday to Friday, 0700 to 11y 
and 1300 to 1700; Saturday 0700 to 1100 only; Sunday, no work} 
performed. 

Labour legislation presently in force provides that the numbers¢ 
hours to be worked is 8 hours daily, from Monday to Friday, and: 
hours on Saturday, for a total of 44 hours weekly. 

TANKERS: No molasses or alcohol are loaded. Only fuel oj 
liquid ammonia and gas oil are discharged. Average discharging» 
fuel oil at present is about 400 tons per hour. Liquid ammonia dis 
charge averages about 27 metric tons/hour. 

MEDICAL: Hospital at Nicaro offers good service to ships’ cra 
members. In case of special attention, the patient can be taken} 
Holguin, where there are reliable specialists. 

FRESH WATER: Delivered at North side of pier through pipe-lin 
at average of 30 tons per hour. Delivered only during night time. 
FUEL: Not available. 

REPAIRS: Very minor repairs only. 

DISTANCES: The nautical distance between Nicaro and Antili 
for vessels drawing over 6 ft. draft is 24 miles. For small craft drawin 
less than 6 ft. the distance is 14 miles. By highway, 130 kms. fros 
Nicaro to Antilla. 

Sea transportation takes 1 hour 45 minutes, and highway 2 houy 
30 minutes. There is a daily launch service between Nicaro an 
Antilla. Launch leaves Antilla 0930 arriving at Nicaro at 1130, and) 
launch leaves Nicaro at 0930 arriving at Antilla at 1130. 
AUTHORITY: Sub-port of Nicaro is under Antilla Custom Hous 
jurisdiction. There is a Custom House Delegate at this sub-pot 
who acts as a Delegate of the Captain of the Port. 

Vessels at Nicaro are handled by personnel of Antilla offices wh 
visit Nicaro, and are located at Oficina de la Marina, tel. 216. In cas 
this office is closed, these personnel could also be contacted throug 
Customs House telephone of Nicaro. 


AGENT: See “Antilla”’. 


(c) SUB-PORT OF FELTON: 

LOCATION: This sub-port lies about 3 miles to East of Presto 
and about 1 mile to East of mouth of Mayari River. 
APPROACHES: See “Antilla’. 

PILOTAGE: See “Antilla’. Distance from point where Pils 
boards to Felton Pier, 6 miles; to Cagimaya anchorage, 5 miles. 
CLEARANCE: Vessels can proceed directly to Felton, as Po 
Authorities from Antilla are taken by launch to visit vessel at Felt 
Pier, or at sea in Cagimaya Anchorage. 

RESTRICTIONS: No entry or sailing at night. 

MAX. SIZE: Vessels of any length and draft can enter, but due! 
depth at pier they are limited to maximum 25 ft. forward and 264 
aft. It is recommended that ships not exceed 480 ft. 

It is not necessary for ships entering Felton to wait for sla 
water. 

There is a variation of 3 ft. between high and low tides. 
RADIO: Ships can communicate with Felton by wireless ¥ 
CLA, but it is recommended that ETA messages be given 
Mambisas Antilla and simultaneously Mambisas Havana. 

The means of communication between Felton and Antilla @ 

telephone and telegraph. 
BERTHING: No wharf. Vessel is secured to 3 dolphins about 40¢ 
from shore. Distance between end dolphins, about 350 ft. Loadiri 
of manganese is by crane grab, and loading rate about 200 meth 
tons per hour. ; 

There is one electric shore crane mounted on rails with a loaditl 
capacity of about 10 tons. This crane is movable and has wide fit 
of operation. The booms have a length of 60 ft. If the grab is removes 
the crane can lift up to a maximum of 15 tons. 

Loading manganese continues throughout 24 hours and 7 days! 
week. 

Discharging operations consist of bulk fertilisers and fuel oll. 

No cargo operations conducted in bay. 

MEDICAL: No hospital available at Felton. Sick crew membé! 
are sent to Nicaro Hospital or to Hoguin. 

FRESH WATER: Can be supplied, but it is recommended th 
requisition be made sufficiently in advance in order to store require 
amount in aqueduct tank. Any quantity can be supplied dependi® 
on time vessel remains in port. Average pumping rate about 20 to* 
per hour. 

Delivered by pipe-line. 

FUEL: Not available. 
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REPAIRS: Mechanic shop operated by mining industries, in 
which light work can be performed. sf 
AUTHORITY: The Port Authorities are located at Antilla and visit 
Felton as necessary. Wink 
DISTANCES: Distance between Felton and Antilla is about 11 
miles. Usual transportation is launch service. It takes about 1 hour 
30 minutes from Felton to Antilla. No daily transportation between 
Felton and Antilla. 

AGENTS: See “Antilla". Mail should be sent through Antilla's 
main office by registered mail. Spares by railway express to Antilla. 


BANES: 20.54 N. 75.41 W. 


PILOTAGE: Vessels should pick up Pilot at 20°.53’ N., 75°.29’ W., 
one mile N.E. of Banes Canyon Lighthouse. Pilot station located at 
Embarcadero (Banes). Agent informs Pilot of ship's arrival by means 
of local telephone. Distance from point where Pilot boards vessel 
to pier is about 6 miles. F f 
RESTRICTIONS: Entrance is through narrow channel with sharp 
turns where there is a strong current. For this reason vessels can 
only enter on slack water tide and during daylight. Assistance of 
tug necessary for entering and sailing. Bottom and banks are rock 
and coral. Depth about 60 ft. 

MAX. SIZE: Maximum length due to characteristic of channel 
is of 360 ft. Due to insufficient water at pier, and in bay, ships are 
limited to draft 19 ft. forward and 23 ft. aft. 

Average of about 2 ft. 4 in. between high and low tides. 

TUGS: At present no tug available, but when needed same is 
requested from Antilla. Particulars of tug shown under Antilla 
information. 

RADIO: Ships can communicate with port by wireless via CLA, 
but recommended that ETA message be sent to Antilla Agency, 
simultaneously advising Mambisas Havana. 

MEDICAL: There is a hospital where sick crew members may be 
hospitalised. 

BERTHING: Nicaragua Pier is only one for shipping sugar. Thro- 
ugh same pier molasses are exported by 16-in. pipe-line with two 
connections. Fuel oil also discharged at this pier through 22-in. 
pipe-line. Vessels always dock portside to pier. 

Pier has seven railroad tracks which reach end of pier, but no 
outlets at other end and when performing any movement, remaining 
flat cars must be taken out. Five tracks used for loading sugar in 
forward hatches; remaining two supply sugar to after hatches. 
This work performed by means of overhead electrical crane which 
can move along pier with maximum five slings. Slings are laid on 
pier and hoisted by ship's tackles. 

No cargo operations performed at anchorage. 

STEVEDORES: General cargo: No discharging operations per- 
formed at this port. 

Raw sugar - Loading rate: 980 bags of sugar (of the 250-pound 
type) per four hours, per gang. 

Bags per sling: 6 bags of raw sugar (of the 250-pound type) per 
sling. 

Operation capacity: Only one ship can operate at one time. 

Refined sugar: No refined sugar shipped by this port. 

Bulk loading equipment: No thrower machines for bulk sugar, 
only four grates which are placed on square of hatch. 

Working periods — loading sugar: Monday to Friday, 0700 to 
1100 - 1300 to 1700; Saturday, 0700 to 1100 - 1300 to 1700; No work 
performed on Sunday. 

Labour legislation presently in force provides that the number of 
hours to be worked is 8 hours daily, from Monday to Friday; and 
4 hours on Saturday, for a total of 44 hours weekly. 

FUEL: Not available. 

FRESH WATER: Fresh water supplied, delivered by 3-in. diameter 
pipe-line, with average delivery 4 tons per hour. 

REPAIRS: Sugar mill Nicaragua has machine shop which can 
carry out light repairs. 

AUTHORITY: All port authorities located at this port. 


AGENT: See “Antilla”. 

For information regarding ship's operations, Antilla Agency 
should be contacted. Antilla office personnel travel to Banes to 
attend vessels operating there. Any mail should be addressed to 
Antilla Agency. Spare parts by railway express. 


BARACOA: 20.21 N. 74.30 W. 
(Sub-ports: Moa and Punta Gorda) 


LOCATION: Situated on North coast and extreme East of Cuba 
in Oriente province. 

PILOTAGE: Pilots board vessels 2 miles off port. Pilot station 
located in Baracoa City. Distance from point where Pilots board 
vessels to operation place (anchorage) is about 2 miles. 
RESTRICTIONS: Vessels can enter port only during daylight. 
MAX. SIZE: Entrance channel straight - without turns. Vessels 


Up to 400 ft. length and 28 ft. draft can enter through channel. Two to 
three feet rise of tide. 


R S: Not available. 
ADIO: Vessels can communicate with Baracoa by radio through 
A and Santiago de Cuba. 

TEVEDORES: No pier at this port. Vessels anchor in bay for 
Sperations. Several barges, capacity 100 tons. 


Working periods: Mond i / - ‘ 
0700/1100 - 1300/1700. ay to Friday 0700/1100 — 1300/1700; Saturday 
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Labour legislation presently in force provides that the number of 
hours to be worked is 8 hours daily, from Monday to Friday, and 
4 hours on Saturday, for a total of 44 hours weekly. 

Discharge rate: about 80 tons daily per gang. 

MEDICAL: There is a general hospital for sick crew. 
FUEL/FRESH WATER/REPAIRS: Not available. 
AUTHORITY: Port Authorities located at Baracoa. They have 
Delegation at Sub-port of Moa. 

AGENTS (Sub-agency): Empresa Nacional de Cabotaje, Calle 1ro. 
de Abril No. 14, PO Box No. 27, Baracoa, Oriente, Cuba. Cable: 
“Simon Baracoa”. 

When needed to obtain information regarding ships operating 
at Moa or Punta Gordo, sub-agency at Baracoa should be contacted. 
When office closed, telephone number 81 should be called. 


SUB-PORT OF MOA (Moa Bay): 20.41.15 N. 74.52.30 W. 

Vessels can proceed directly to sub-ports of Moa and Punta Gorda 
where they are visited by Customs Authorities. 

APPROACHES: Entrance channel is straight and bottom is sandy. 
At both sides of entrance there are reefs and shoals. 
PILOTAGE: Pilots board vessels at Moa Port mouth which is 
distant about 2 miles from entrance. Pilot station located at Punta 
Gorda at distance of about 5 miles from port entrance. Distance 
from point where Pilot boards vessel to Darsena de Moa (pier) is 
about 4 miles; to Moa Anchorage about 2 miles. 
RESTRICTIONS: Vessels can enter and sail from this sub-port 
only during daylight. 

MAX. SIZE: Vessels can enter through channel up to Moa ancho- 
rage drawing up to 40 ft. and with length of 600 ft., but for docking 
at Moa pier, cannot enter with a draft over 28 ft. 6 in., and length of 
over 500 ft. At high tide vessels can enter drawing up to 30 ft. 

Tidal variation: about 3 ft. 

TUGS: Tug used at Moa for docking. Tug operated by Mining 
Enterprises. 

RADIO: Government Radio Station at Moa with communication 
to Baracoa. At Baracoa there are long-distance telephone communi- 
cations as well as Inalambrica service. 

BERTHING: Only one pier (La Darsena) where vessels drawing 
up to 28 ft. 6 in. and with a length of about 500 ft. can be accommoda- 
ted. This pier is used for discharge of raw material for the nickel 
plant and fuel oil, also for loading nickel. 

No cargo operations in the bay. 

STEVEDORES: Generally work is performed from 0700 to 2300. 

Cranes: Several types of cranes: Bucyrious, Eric and Manitowk 
which have lifting capacity of about 75 tons. 

Loading/discharging operations: Raw material for the nickel 
plant is imported as well as fuel oil. Nickel concentrate is exported. 

Loading/discharging rate — Nickel (in containers): loaded at a 
rate of approximately 30 tons per hour-gang. 

Sulphur: Discharging about 1,200 tons in the period from 0700 to 
2300. 

Fuel oil: Discharged at an average of about 3,200 barrels per hour. 
MEDICAL: Industrial Hospital where crew members can be hospi- 
talised. General Hospital at Baracoa. 

FUEL: Not available. 

FRESH WATER: Delivery at rate of about 15 tons per hour. 
REPAIRS: There are machine shops at nickel plant where small 
emergency repairs can be performed. 

AUTHORITY : Port Doctor, Customs and Port Captain Delegations 
at this sub-port. Immigration Delegate is the same one who attends 
vessels at Baracoa and other sub-ports. Vessels can proceed directly 
to Moa where they are cleared, by Port Authorities. Means of trans- 
portation from Baracoa to Moa or other sub-ports are: air, launch 
and overland (jeep). Customs House inspectors travel from Moa 
to Baracoa. 

Baracoa to Moa about 32 miles distant. Following services used: 
by plane, 20 minutes; by launch, 6 hours; by jeep, 5 hours. No regular 
services. 


AGENT: See “Baracoa”. 
When vessel at sub-port of Moa, instructions should be given 
through Baracoa Sub-agency (cable address: Simon" Baracoa). 


SUB-PORT OF PUNTA GORDA: 20.38.30 N. 74.51.15 W. 
APPROACHES: Entrance channel for Punta Gorda same as for 
Moa channel, continuing to Punta Gorda, but following a winding 
course. 
RESTRICTIONS: Vessels can enter only during daylight. 
PILOTAGE: Pilots board vessels at Moa port mouth. Pilot station 
located at Punta Gorda at a distance of about 5 miles from port 
mouth, 

Distance from point where pilot boards vessel to the anchorage 
(loading place) is about 43 miles. 
MAX. SIZE: Maximum draft permitted, 28 ft. and length not exceed- 
ing 440 ft. Tidal variation, 3 ft. maximum. 
TUGS: One tug which tows 1 or 2 barges as necessary. Work 
performed day and night. 
RADIO: Through Simon — Baracoa by Inalambrica (cable). 
LOADING: Anchorage where vessels can load up to a maximum 
length of 440 ft. 
STEVEDORES: Chrome, at average loading rate of 1,000 tons 
(approx.) per day of 24 hours. Loading operations carried out at 
anchorage. There are 4 barges which have total capacity 600 tons. 
MEDICAL: No hospital at Punta Gorda. Crew members can be 
attended to at Moa or Baracoa Hospital. 
FUEL/REPAIRS: Not available. 
FRESH WATER: No water available but can be supplied at Moa 
pier (Darsena). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


AUTHORITY: Customs Delegation at this sub-port. Vessels can 
proceed directly to Punta Gorda. Port Authorities from Baracoa 
travel to Punta Gorda for clearance. Moa Port Doctor clears vessels 
at Punta Gorda. From Baracoa to Punta Gorda, following ways of 
transportation used: air, launch and overland, which takes 20 minu- 
tes, 5 hours and 44 hours respectively. No regular transportation. 


AGENT: Baracoa sub-agency personnel attend vessels operating 
at Punta Gorda. 

Instructions from Havana should be given through Baracoa 
Sub-agency (cable address: ‘‘Simon" Baracoa). 


CAIBARIEN: 22.32 N. 79.28 W. 


Operations carried out at Cay Frances anchorage by lighters, at 
distance of 16 miles from City of Caibarien. 

PILOTAGE: Pilots board vessels $ mile from Catalina buoy (ent- 
rance) of Cay Frances anchorage. Pilot station located at Cay 
Frances at place known as Punta del Asta. Usual means of com- 
munication is radio-telephone, which is available at Port Captain's 
Office in Cay Frances, close to pilot station. Advice also given by 
motor-launch. 

Distance from point where pilots board vessels to: 

Inner anchorage (La Caldera) - 2miles 

Outer anchorage (La Poza) - mile 

Outer anchorage (Port Buoy) - at same place where Pilots 

board vessels. 
ANCHORAGES: Cay Frances anchorage easily accessible, free 
of shoals and reefs. Bottoms at anchorage “Caldera” and “Poza” 
are mud and sand. Bottom at third anchorage (port buoy anchorage) 
is stone, but free of reefs. 

Vessels can enter or sail Cay Frances anchorage with any length 
and with maximum draft up to 35 ft. When vessels draw less than 
20 ft. they proceed to inner anchorage (La Caldera); over 20 ft. and 
up to 26 ft. to the outer anchorage (La Poza); and those over 26 ft. 
proceed to third anchorage (port buoy). 

Following Regulations must be observed during vessels stay at 
Cay Frances road: 

(1) Vessels arriving with draft of 19 ft. 6 in. or less: 

(a) All ships arriving with draft of 19 ft 6 in. or less must proceed 
to inner anchorage and remain in this anchorage until reaching 
draft of 20 ft. even keel. 

(b) Any Master refusing proceed to inner anchorage with 
draft of 19 ft. 6in. or less, incurs penalty of extra charge of about 
seven cents on each bag of sugar delivered in port (payable 
to crew of sugar barges employed in transportation of cargo 
from shore warehouse to anchorage at Cay Frances). 

(2) Shifting or changes of anchorages: 

(a) Vessels must remain at place where official Pilot orders 
anchoring. 

(b) Not permitted to shift or change from place indicated by 
official Pilot of the port without authorisation from Custom 
House Officer-in-charge on board the vessel. All shifts and 
changes to be done only under supervision and command 
of local Pilot. 

(c) Master will notify Custom House Officer on board when 
shiftings or changes of anchorages places required. 

In event aforementioned orders not followed or observed by Ship's 
Master and/or ship's officers, a penalty or fine minimum $500 (five 
hundred dollars) will be charged to the vessel, and will have to be 
paid by Master prior to departure from this port. Besides penalty, 
no cargo will be delivered to ship anchored in any other place, 
other than indicated by local Pilot. 

Vessels can enter during day and night time. 

TUGS/BARGES: It is not necessary to use tug for entering/ 
sailing, but following tugboats which used for towing barges. 
Tug Name Length Speed H. 


Gonzalez Lines 75 ft. 8/9 kn. 250 
Cmdte. Fajordo 55 ft. 8/9 kn. 300 
Jose Marti 60 ft 8/9 kn. 180 


BARGES: Following barges available: 


Capacity 
Capacity Approx 
Name Bags Long Tons 
Transporte No. 1 2,860 8 
Transporte No. 4 2,860 328 
Transporte No. 3 2,860 328 
Transporte No. 8 2,860 328 
Transporte No. 10 2,860 328 
Transporte No. 11 2,860 328 
Patana Punta Alegre No. 1 2,860 328 
Patana Cadagua 2,860 328 
Patana Victoria 2,860 328 
Patana Americana No. 2 3,640 417 
Patana Miriam Lourdes 2,080 240 
Lanchon Antonio 2,080 240 
Lanchon Marcelo 2,080 240 
Lanchon Emilio 2,080 240 
Lanchon Armando 2,080 240 
Lanchon Dolores 1,040 120 
Lanchon Juanita 1,040 120 
Lanchon Laura 845 97 
Lanchon Marianela 845 97 


Lanchon Gloria 715 82 
Lanchon Elvira 


158 


STEVEDORES: Sugar working periods: Monday to Friday 07% 
to 1100 (presently labourers continue working from 1200 to 16% 
but the official periods are from 0700 to 1100). Sunday, no work 
performed unless urgent. 

Loading rate: About 1,000 bags of raw sugar per gang-periog 
For each gang, not less than 1,950 bags are placed alongside vesse 
for each 8 hours working period. 

For vessel able to make faster reception, it is possible some day 
for about 3,000 bags to be loaded. 

Bags per sling: 5 bags per sling loaded. 

Work capacity: 2 vessels can be operated simultaneously. 

General cargo: Only empty jute bags imported and discharging 

rate approximately 20 tons per gang hour. 
TANKERS: Only blackstrap molasses exported by this por 
When tankers arrive drawing less than 20 ft. or in ballast, they dog 
at Ponton or Hulk San Pascual, proceeding generally to compley 
at another port. 

On other occasions they are shifted from Ponton (Hulk) Sa 
Pascual, to outer anchorage “La Poza" where they complete cargo, 
which is delivered by barges. 

Average pumping rate 55,000 gallons per hour. 

RADIO: Vessels can communicate with Caibarien through Gover. 
ment Wireless Telegraphy Station but it is surer and quicker fy 
any communication from vessel to be given through radio-telephone 

For use of wireless telgraphy, service of Inalambrica is preferable 

Means of communication between Caibarien and Cay Frances 
radio telephone. 

Following tugs equipped with radio telephone: Comandank 
Gonzalez Lines, Comandante Fajardo and the motor launch Yolang 
Also radio telephone at Ponton (Hulk) San Pascua/ and at Por 
Captain's Office. 

All tugs and motor-boats equipped with radio-telephone anj 
communicate with Port Captain's Office are Caibarien and Empres 
Consolidada de Terminales Mambisas. Official hours of commun. 
cations are 0800, 0900, 1100, 1400, 1530 and 1600. After these hours 
other communications can be made when needed, upon request. 

At Caibarien are following means of communication: Nationa 
Wireless Telegraphy, Inalambrica, long-distance telephone ani 
Post Office. Services are from 0800 to 2000. Telephone service ii 
permanent. 

MEDICAL: There is a hospital at Caibarien for sick crew members. 
FRESH WATER: Any amount of fresh water can be supplied 
means of barges which are towed from Caibarien docks to Ca 
Frances anchorage. Barges are equipped for this purpose. Averag: 
rate of delivery is about 5 tons per hour. 

REPAIRS: Minor repairs only. Repair shops at Caibarien, by 
due to distance from Caibarien to Cay Fances, it is difficult ané 
expensive to perform repairs. 

AUTHORITY: All port authorities located at Caibarien 16 mile 
from Cay Frances anchorage, where they travel by launch or motor 
boat to clear vessels. 


AGENT: Empresa Consignatarias Mambisas, Street 4 No. 3 
(2nd floor), PO Box 72, Caibarien, L.V. Tel.: 3-1805 from 0700 to 19% 
(night: 3-4785). 


CARDENAS: 23.03 N. 81.12 W. 


PILOTAGE: Pilots board vessels in vicinity of Cayo Piedras. 

Pilot station at Cardenas. Distance from where Pilot boards to th 
pier is 16 miles, and to Cayo Diana 6 miles. 

APPROACHES: Cardenas channel in bay has muddy bottom 
Exterior channel has rocky and sandy bottom, is artificial channe 
no dangerous narrows. 

MAX. SIZE: Official draft for port 20 ft. 6 in., but due to quanti 
of mud deposited in channel, Pilots have advised that vessels att 
only permitted enter and sail with draft not over 19 ft. and leng? 
approximately 560 ft. Variation of approximately 2 ft. between hig! 
and low tides. 

RESTRICTIONS: Vessels only permitted enter or sail from por 
during daylight. Channel entrance to berth, 3 hours steaming, there 
fore vessels must enter or sail at least 3 hours before sunset. 
ANCHORAGES: Cayo Piedra de Afuera Anchorage: Outer anchor 
age. Maximum draft 38 ft. Swinging area over 500 ft. Open to wind 
of 1st and 4th quadrants. 

Cayo Piedra de Adentro Anchorage: \Inner anchorage. Minimut 
depth 29 ft. Swinging area 500 m. Maximum draft 26 ft. Open 
Northern winds. 

Los Meritos Anchorage: Inner anchorage. Minimum depth 30 # 
Swinging area 400 m. Draft limited to 20 ft. at low tide. 

At “La Poza de Cayo Diana" there are three official anchorages 

Explosivo Anchorage : 23° 10’ 22” and 81° 08’ 56” W. Minimum dept 
27 ft. Swinging area 300 m. 

Cuarentena Anchorage : For vessels drawing over 15 ft. 23° 11/5’ 
81° 08’ 17” W. Minimum depth 23 ft. Swinging area 350 m. 

La Poza Anchorage: Minimum depth 29 ft. Swinging area 750% 
Maximum draft limited to the Port Official draft. Well sheltered. 

Anchorages in Bay: 

Cuarentena Anchorage: For vessels drawing 15 ft. or les 
23° 06’ 58” N. 81° 10’ 48” W. close to Port inner anchorage. Minimut 
depth 16 ft. Swinging area 33 m. 

Official de Bahia Anchorage: Minimum depth 15 ft. Maximum drat 
at high tide 15 ft. Swinging area 900 m. 

TUGS: Normally tug not required to assist berthing, but whé 
vessels have to berth head to shore, assistance of tug is necessa? 
BERTHING: Loading/Discharging Place —- Pier: Maximum drafts 
N.W. side (fore): 19 ft., (aft) 17 ft. 6 in. S.W. side (fore): 18 ft. Aft em 
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not used for large vessels. Pier has double railroad tracks of 
auge. 

iene Bay: At present, no cargo operations in the bay are 
ertormed, although there is a fleet of nine lighters numbered from 
one to nine, with a loading capacity of 150 tons each (1,300 bags of 

the 250-pound type). 

STEVEDORES: Export of refined sugar and alcohol. No general 

cargo operation performed at present. No shore crane available. 

Working periods: loading sugar from Monday to Friday 0700/1100- 
4300/1700; Saturday 0700/1100; Sunday: no work performed. 

When vessel does not achieve daily rate during regular hours, 
work is carried out from 1900 to 2300. 

Raw sugar loading rate: about 1,138 bags (of the 220-pound type) 
loaded per 4 hours per gang. This is not a fixed rate out when 
exceeded stevedores to be paid extra. Bags per sling: 4 bags of 
raw sugar (of the 220-pound type) loaded per sling. 

Capacity: Normally three vessels can be operated simultaneously. 

Refined sugar: about 2,500 bags (of the 100-pound type) or 2,272 
bags of 50 kilos, loaded per 4 hours per gang period. This is nota 
fixed rate, but when it is exceeded an additional payment must be 
made. Bags per sling: 8 bags (of the 50-kilo type and 100-pound type) 
loaded per sling. For those weighing 100 kilos, 4 bags loaded per 

ng. 

‘aa Only grates are available for loading bulk sugar. 

RADIO: Ships can communicate with port by R.C.A. radio. 

TANKERS: Average pumping rate of alcohol about 50,000 gallons 
r hour. 

MEDICAL: Cardenas General Hospital and a clinic. 

FRESH WATER: Pier has tank which receives water direct from 

aqueduct, but not sufficient to supply large quantity to ships. When 

necessary to deliver more than 80 tons, tank cars must be used to 

deliver additional quantities at the pier. Any quantity of water can 

be delivered using tank cars, but order must be placed 48 hours in 

advance. 

Average delivery rate about 20 to 30 tons per hour. 

FUEL: Not available. 

REPAIRS: Repair shop named “Jose Valdes Reyes” where light 

repairs can be performed. 

AUTHORITY: All port authorities located at Custom House 

building. 

AGENT: Empresa Consignatarias Mambisas, Agencia Cardenas, 

tra. Avenida y Calle 4, Cardenas, Matanzas. Tel. 2847 (night: 4830), 


CIENFUEGOS: 22.09 N. 80.27 W. 
Including sub-port of Casilda (Port Trinidad), and sub- 
port of Tunas de Zaza: 


PILOTAGE: Pilots board vessels one mile to South of Faro de los 
Colorados. Pilot station situated at Castillo de Jagua, at entrance 
of port. Distance from point where Pilots board vessels to the piers 
about 7 to 8 miles. 

At entrance channel there are two sharp turns at Pasa Caballos 
and West part of Cayo Carenas. 

Vessels permitted enter and sail from port day or night. 
ANCHORAGES: General Anchorage and North Anchorage: 
minimum depth at both anchorages 40 ft. 

At N.E. part of General Anchorage (narrowest portion), vessels 
with a length of 560 ft. normally anchor with three shackles of chain 
in water, swinging easily with over 30 ft. draft aft. 

Larger vessels can be accommodated at S.W. part of General 
Anchorage, where swinging area larger, and depth deeper. Minimum 
depth 48 ft. 

When piers are occupied, loading or discharging operations can 
be performed at anchorage. There are 9 barges available, capacity 
150 tons each, 3 tugs, Julia, Ramona and Granie. Each tug can tow 
two barges. 

MAX. SIZE: Maximum length with which vessels can enter port is 
700 ft. with draft up to 37 ft., making use of the best conditions, such 
as slack water, and daylight. Tidal variation about 1 ft. 6 in. 

ae ee Cacicedo Pier : Drafts: 24 ft. fore, 25 ft. aft. Pier length: 


Mooring Berth Standard: Minimum depth in all area of 45 ft. 

Naticorp : For vessels up to 613 ft. length, drafts up to 29 ft. fore and 
30 ft. aft. For vessels up to 550 ft. length, drafts up to 29 ft. 6 in. fore, 
and 30 ft. aft. Vessels secure to 4 mooring dolphins. 

Ferrocarril Pier (West Side); For tankers (discharge) length up to 
620 ft., drafts: 27 ft. fore, 29 ft. aft. Pier length: 300 ft. For vessels (dry 
Cargo) loading, up to 560 ft. length, draft: 27 ft. fore and 29 ft. aft. 

(East side) - Maximum length for vessels loading/discharging 
560 ft. with a draft up to 27 ft. fore and 29 ft. aft. Pier length; 240 ft. 

Terminal Maritima Pier (installation of mechanical equipment for 
bulk sugar shipments): Length 558 ft, Draft fore 32 ft., aft 33 ft. 

harves have railroad tracks. Transportation by trucks can also 
be effected. No double tracks. 

Operation capacity: four vessels can operate simultaneously, two 
Pe rocantl Pier, one at Terminal Maritima, and one at Cacicedo 
TANKERS: Molasses pumping rate: 

Plant N.A. 60/100,000 gallons per hour. 

Q.T. 25/35,000 gallons per hour. 
§ C.D. 25,000 gallons per hour. 

TEVEDORES: Working Periods —- Sugar: 

tgs Monday to Friday :0700/1100 — 1300/1700; Saturday:0700/1100 - 
/1700; Sunday: Subject to Agreement. 
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General Cargo: 0700/1100 - 1300/1700 - at night time subject to 
agreement. 

Sugar Loading Rate: About1,350 raw sugar bags (of the 250 pound 
type) per 4 hours gang period. Presently no bagged sugar is being 
shipped, but only sugar in bulk through mechanical equipment. 

Bulk Sugar Shipments: Through new mechanical installation 
located at Terminal Maritima. 

Sugar Bags per sling: Six sugar bags (of the 250 pound type) 
loaded per sling. 

Cargo Discharging Rate: General cargo about 110 tons per gang/ 
per day. Fertilisers, about 110 tons per gang per day. 

Shore Crane: Not available. 

RADIO: Vessels communicate with Cienfuegos by radio through 
Havana-Santiago, and when close to port, through local Custom 
House communication. 

Suggested that ETA messages be given sufficient time in advance 
to Mambisas — Cienfuegos and to Mambisas — Havana - simulta- 
neously. 

To communicate with Casilda only, long distance telephone and 
telegraph can be used. With Tunas de Zaza, by telegraph only. 
Cienfuegos has airport, railroad, sea radio, telephone and telegraph. 

R.C.A., Western Union and Inalambrica operate at Cienfuegos. 
MEDICAL: Two hospitals, General Hospital and Mutualist Clinic 
(formerly Sanatorio de la Colonia Espanola), where sick crew 
members can be hospitalised. 

FUEL: Barge capacity for delivering fuel oil is 250 tons. Fuel can 
also be delivered at former Standard Dock. For delivering regular 
diesel oil, Ferrocarril dock is to be used, as the barge is out of 
service. 

FRESH WATER: Vessels can be supplied with fresh water delivered 
by barges. Water barge capacity 250 tons. When delivered 
during overtime hours or on Sundays, 50% increase. 
REPAIRS: Repair shop available, but can only carry out winch 
repairs and other light work. 

AUTHORITIES: All port authorities are located at port of 
Cienfuegos. 

From Cienfuegos to Casilda and Tunas de Zaza, following trans- 
portation can be used: railroad, trucks, barges. 

It takes from 2 to 5 hours, according to transport conditions, to 
travel from Cienfuegos to Casilda or Tuna de Zaza. 

Distance, by sea, from Cienfuegos to Casilda 45 miles; to Tunas 
de Zaza 80 miles. Suggested that railroad or highway be used to 
travel from Cienfuegos to Casilda or Tunas de Zaza. There is daily 
omnibus and auto service from Cienfuegos to Casilda and Tunas de 
Zaza. 


AGENTS: Empresa Consignatarias Mambisas, Agencia Cienfue- 
gos, Avenida 50 2712, POB 420. Tel. 5718 — 6422 (Night: 6715). 

Recommended that all correspondence or instructions be sent 
through Havana main office. Cienfuegos Agency attends ships that 
operate at Casilda and Tunas de Zaza. For any information concern- 
ing vessels operating at these sub-ports, Cienfuegos Agency should 
be contacted. 


SUB-PORT OF CASILDA: 21.45 N. 79.59 W. 

(This is loading port for Trinidad, three miles from Casilda) 
PILOTAGE: Vessels should pick up Pilots at Cayo Blanco. Dis- 
tance from point where Pilots board vessels to pier is 9 miles. 

Entrance channel to Casilda has muddy bottom, with dangerous 
“S" shaped turn. 

ANCHORAGE: Draft 25 ft., swinging area 24 miles. 
RESTRICTIONS: Vessels can enter and sail during day-time 
only. 

MAX. SIZE: Vessels can enter and sail with maximum draft of 
25 ft. and length of 512 ft. (Pilot advises it is possible to operate 
vessels with length up to 565 ft.) Tidal variation about 2 ft. 

TUGS: None. 

BERTHING: (Dry cargo) Pier length 520 ft., depth 25 ft. (Tankers) 
Berth length 390 ft. 

STEVEDORES: Working periods: 

Monday to Friday 0600/1000-1200/1600; Saturday 0600/1000- 
1200/1600; Sunday when necessary, same periods. 

Raw sugar loading rate: 1,200 sugar bags, loaded per gang per 
day. Bags per sling: 6 sugar bags per sling. Operation capacity: 
only one vessel can operate. 

Refined sugar loading rate: 1,500 bags per gang per day. Bags 
per sling: 12 bags loaded per sling. 

General cargo: No regular general cargo operations performed 
at this port. 

Shore crane: No shore crane available. 

Bulk sugar equipment: no bulk sugar equipment available. 

Warehouses: 2 warehouses with capacity for storage of 70,000 
bags of sugar. No. 1 (at the pier) 40,000 bags (250 L). No. 2 (at the 
Real Street) 30,000 bags. 

TANKERS: Discharging pumping rate of fuel oil about 20,000 
barrels. Alcohol and molasses not shipped. 

MEDICAL: Sick crew members can be sent to General Hospital. 
RADIO: Vessels can communicate with port through Havana 
Radio. 

FUEL/REPAIRS: Not available. 

FRESH WATER: Vessels can be supplied with fresh water, 
delivered by means of electric turbine at the pier. Delivered at aver- 
age of 30 tons per hour. 

AUTHORITIES: Port Captain, Custom Authorities and port 
Doctor travel from Trinidad to Casilda. 
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AGENT: If any information required regarding ships operating at 
Casilda, Cienfuegos Agency should be contacted. 

Crew mail or any other mail should be sent to Havana main office, 
from where it is sent to Cienfuegos. 


SUB-PORT OF TUNAS DE ZAZA: 21.37 N. 79.32 W. 

Seaport of Sancti Spiritus. Port lies about 14 miles North of Point 
Ladrillo. 

PILOTAGE: Pilot may board vessels either at Breton Channel or 
Tunas Channel. 

Distance from point where Pilot boards vessel entering through 

Breton Channel to Tunas de Zaza anchorage is 8 miles. From place 
where Pilot boards vessel entering through Tunas Channel is 
14 miles. Pilot station for Tunas Channel, located at Cayo Zaza de 
Fuera. For Breton Channel, entrance of Breton, that is, 8 miles from 
anchorage. 
MAX. SIZE: Two channel entrances for this port; one through 
Breton Channel, which is with turns, but not dangerous. Vessels can 
enter or sail through this channel drawing up to 29 ft. The other one 
through Tunas Channel, has no turns. Vessels can enter and sail 
through this channel drawing up to 22 ft. No length restrictions. 

Tidal variation 14 ft. Vessels can enter day and night. 

TUGS: Three tugs: Arturo, Don Juan, and Tuinicu, which tow up to 
6 barges. 

BERTHING: At this port there are no piers. All operations are 
performed at anchorage with barges. Depth at (In) anchorage 24 ft. 
and 27 ft. (Out) 30 ft. For sailing with 22 ft. 6 in./24 ft. 8 in. and 29 ft. 
respectively. 

There are 9 barges available for loading sugar with total loading 
capacity of 7,500 bags. Sugar loading rate: 1,500 bags per gang daily. 
Bags per sling: 6 sugar bags loaded per sling. 

General cargo: No general cargo operations are performed. 

Shore crane: No shore crane available. 

Bulk sugar equipment: None. 

STEVEDORES: Working periods — loading sugar: Monday to 
Friday 0600/1000-1200/1600; Saturday 0600/1100-1200/1600; Sunday: 
when necessary. 

MEDICAL: For sick crew members, there is a general hospital at 
Sancti Spiritus. 

RADIO: Via Radio Havana, for relay through Cienfuegos Agency. 
FUEL/REPAIRS: None. 

FRESH WATER: Vessels can be supplied by tugboat which 
carries 30 tons. Delivery average 30 tons per day. 
AUTHORITIES: There are Custom House and Captain of the Port 
Delegations at this sub-port. Customs also acts for Immigration. 
Port Doctor located at Zaza del Medio. 

Vessels can proceed directly to this sub-port where they are 
visited by port authorities. Means of transportation used by port 
authorities to give entry is by launch service. 

At this sub-port Custom House and Captain of the Port have 
delegations, but not port Doctor. 


AGENT: Vessels operating at this sub-port are attended by per- 
sonnel from Cienfuegos Agency. 


GUANTANAMO: 19.59 N. 75.10 W. 


PILOTAGE: Pilots board vessels at distance of one mile from 
Buoy No. 1 at port entrance. 

Distance from where Pilots board vessels to: General anchorage: 
74 miles. “Boqueron" Pier: 7 miles. 

APPROACHES: Wide entrance channel with mud bottom and free 
from navigational hazards. 

ANCHORAGE: Maximum draft 25 to 27 ft. Swinging area 400 metres. 
MAX. SIZE: Vessels can enter with maximum draft up to 19 ft. 
and length 500 ft. Tidal variation about 11 in. 

TUGS: Not available. 

BERTHING: Boqueron Pier: length 550 ft., depth at both sides 
23 ft. Pier has 4 railroad tracks of standard gauge. Work not inter- 
rupted when shifting sugar railroad cars. 

Distance from Caimanera to Boqueron Pier: 14 miles. From 
Caimanera to Boqueron there is daily transportation. 
STEVEDORES: Sugar and molasses loading operations are 
carried out at this port. 

Working periods loading raw sugar: From Monday to Friday 
0700/1100-1300/1700; at night time whenever necessary. Saturday 
0700/1100-1300/1700; at night time whenever necessary. Sunday: 
above-mentioned periods, whenever necessary. 

Bagged sugar loading: 780 bags loaded per gang-period. Sugar 
bags per sling: 4 sugar bags per sling. 

Capacity: Two vessels can load simultaneously at Boqueron Pier. 

Raw sugar in bulk: Four complete sets of machines and 10 grates. 
TANKERS: Molasses pumping rate average of about 35,000 
gallons per hour, 

MEDICAL: Clinic where sick crew members may receive attention. 
FRESH WATER: Can only be supplied by Boqueron Pier but 
delivery is difficult as brought in railroad tankers from Guantanamo, 
which is distant about 30 kilometres. Tank cars capacity up to 
20 metric tons. Maximum 150tons can be delivered, but recommended 
that vessels be supplied with water at another port, delivery about 
10 tons per hour. During harvesting of sugar, no water can be 
supplied. 

FUEL/REPAIRS: Not available. 
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AUTHORITY: Port doctor located at Guantanamo. Other po 
authorities Custom House, Port Captain, Immigration, located , 
Caimanera. 


AGENT: Consignatarias Mambisas, Carril entre Marine y Corre 
POB 5, Caimanera, Oriente. Tel. 23 (night: 36). 


HAVANA: 23.09 N. 82.21 W. 


PILOTAGE: For requesting Pilot, in daytime or at night, ships shg 
use signals established in International Signal Code, also they cy 
direct light signal to Morro semaphore and make sound signals; 
intervals. 

Pilot service is compulsory for all foreign ships more than ¢ 
gross tons. 

Master must inform Pilot: port of origin, illness of any persony 
board, or if ship is carrying explosive oreasilyinflammable materia 
in which case the ship shall be anchored in special berths and shy 
be under control of port authorities. 

Any ship in port requiring immediate Pilot services should eith 
call telephone numbers: 62-3602 or 62-2896; or hoist "“G" Fla 
sound two prolonged blasts. 

Pilots board vessels approximately one mile from port mout 
although in some cases, especially at night time, they will go oy 
about three miles to meet incoming vessels. 

Pilot station located at San Pedro St. No. 2. Telephones: 62-38 
and 62-2896. 

Distance from where Pilots board vessels up to port anchoray 
or wharves is about one mile. 

APPROACHES: Vessels can enter during day and night. 4 
entrance there is a strong current. 

MAX. SIZE: Maximum draft in channel at low tide is 42 ft. Maximy 
draft in main anchorage is 33 ft., although on many occasions vesse 
cannot dock with this draft. Tankers can enter drawing up to 37f 
as they take special course once they are inside bay. Tidal variatiy 
about 18 inches. 

RADIO: Vessels can communicate through CLA radio. 
TUGS: Following tugs available: 


Name Length Speed H.-P. 
Pinzon 20 m 5 knots 540 
Raquel 14.95 m 6 knots 145 
Chucho 12.40 m 6 knots 145 
Antonio Briones 28.46 m 12 knots 860 
Bick-C - — 179 
Manuela 17.18 m —_ 325 
Mariel 12.40 m = 165 
Mayari 12.00 m — 165 
Sara 14.80 m — 150 
Triunfo 12.40 m _ 147 


BERTHING: (a) Andres Gonalez Lines Dock (former name 
Havana Coal): Dock used in discharge of bulk fertiliser and coz 
Length 1,090 ft., depths (from South to North) 22, 26, 26, 29, 30, 24,2 
19, 17, 19 ft. Maximum draft: 28/30 ft. dependent berth. Railroad track 
and overhead bulk discharge crane. 

(b) Sierra Maestra Terminal (former name: Havana Dock Corp} 
Terminal used in discharge and loading of general cargo, consists? 
three piers: 

Pier No. 1 — North side (former name San Francisco): length 6624 
width 210 ft., depths (fromWest to East) 19, 29, 30 ft. Maximum drat 
30 ft. Vessels can berth without danger on 33 ft., but with parte 
vessel away from pier. 

Pier No. 1 — South side: length 662 ft., width 210 ft., depths (fror 
West to East) 21, 30, 38 ft. Maximum draft 30 ft. Vessels can bet 
without danger on 33 ft., but with part of vessel away from pier. 

Pier No. 2 — North side (former name: La Machina): length 661}! 
width 210 ft., depths (from West to East): 24, 30, 39 ft. Maximum dré 
32 ft. Vessels can berth without danger on 33 ft., but with part? 
vessel away from pier. 

Pier No. 2 — South side: length 602 ft., width 210 ft., depths (fror 
West to East): 21, 30, 36 ft. Maximum draft 32 ft. Vessels can bert 
without danger on 33 ft., but with part of vessel away from pier. 

Pier No. 3 — North side (former name Santa Clara): length 625% 
width: 210 ft., depths (from West to East): 20, 30, 39 ft. Maximut 
draft 30 ft. Vessels can berth without danger on 33 ft., but with pe 
of vessel away from pier. 

Pier No. 3— South side: length 562 ft., width 210 ft., depths (fror 
West to East): 21, 30, 34 ft. Maximum draft 30 ft. Vessels can bert 
without danger on 33 ft., but with part of vessel away from pier. 

All three piers have railroad sidings connecting with main tracks 
are also suitable for truck operations. 

(c) Margatiro Iglesias Terminal (former name: Paula Piers) 
Terminal is used in discharge and loading of general cargo, consis* 
of three piers: 

Pier No. 1 — North side: length 443 ft., width 118 ft., depth (frot 
East to West) 27 ft. at bay end or East side of pier; 17 ft. at centt 
and 12 ft. at West or shore end. For some years no operations hat 
been performed at this pier. Maximum draft 20 ft. Vessels can dod 
without danger on 23 ft., but with part of vessel away from pier. 

Pier No. 1 — South side: length 443 ft., width 118 ft., depths (fro 
East to West) 26 ft. at bay end or East side of pier; 24 ft. at the cent 
and 8 ft. at West or shore end. Maximum draft 20 ft. Vessels c# 
dock without danger on 23 ft., but with part of vessel away from pit 

Pier No, 2— North side: length 443 ft., width 118 ft., depth (from Eas 
to West): 27 ft. at bay end or East side of pier; 20 ft. at centre and ft 
ft. at West or shore end. Maximum draft 20 ft. Vessels can d 
without danger on 23 ft., but with part of vessel away from pier. 


Pier No. 2 - South side: length 443 ft., width 118 ft., depth (from 
East to West) 27 ft. at bay end or east side of pier; 22 ft. at centre 
i Is can dock 
and 13 ft. at West shore end. Maximum draft 20 ft. Vesse ’ 
without danger on 23 ft., but with part of vessel away from pier. 

Pier No. 3 — North side: length 443 ft., width 118 ft., depth (from 
East to West): 26 ft. at bay end or East side of pier, 24 ft. at centre and 
41 ft. atWest or shore end. Maximum draft 18 ft. Vessels can dock 

ithout danger on 20 ft., but with part of vessel away from the pier. 
"Pier No. 3 — South side: length 443 ft., width 118 ft., depth (from 
east to West) : 25 ft. at bay end or East side of pier; 17 ft. at centre and 
40 ft, at West or shore end. Maximum draft 18 ft. Vessels can dock 
without danger on 20 ft., but with part of vessel away from the pier. 

All three piers have railroad sidings connecting with the main 
tracks; are also suitable for trucking operations. 

Breadth between piers: 123 ft. Pies ' 

(c) Havana Central Pier: Pier used in discharge and loading of 
general cargo. North side: length 434 ft., width 200 ft., depth (from 
East to West): First 400 ft. of pier has draft of 31 ft. at bay end or 
East side; 29 ft. at centre and 26 ft. at West shore end. Remaining 
length must be disregarded due to shallowness of water. Maximum 
drat 28 ft. Vessels can dock without danger on 30 ft., but with part 

sel away from the pier. 
ot gouth-side: length 480 ft., width 200 ft., depth (from East to West): 
98 ft. at bay end or east side; 26 ft. at centre and 19 ft. at west or 
shore end. Maximum draft 27 ft. Vessels can dock without danger 
on 28 ft., but with part of vessel away from pier. ; 

(d) Aracelio Iglesias Terminal (former name: Norguly Terminal): 
Terminal used in discharge and loading general cargo, consists of 
a dock and a pier. Dock (Warehouse): length 573 ft., width 44 ft., 
depth (from North-east to South-west) 26 ft. at North-east end, 23 ft. 
at centre and 20 ft. at South-west end. Maximum draft 27 ft. if vessels 
berth starboard side to dock. 

Pier — North side: length 518 ft., width 104 ft., depth (from East to 
West): first 500 ft. of dock 37 ft. at East or bay end, 30 ft. at centre 
and 24 ft. at shore or West end. Maximum draft 30 ft. 

Pier — South side: length 449 ft., width 104 ft., depth (from East to 
West) 34 ft. at East or bay end, 34 ft. at centre and 27 ft. at West 
or shore end. Maximum draft 32 ft. 

Dock and pier have railroad sidings connecting with main track; 
also suitable for trucking operations. ‘ 

(e) Juan Manuel Diaz Terminal (former name:Ward Line Terminal): 
Terminal used in discharge and loading general cargo, consists of 
2 docks and 1 pier. Dock (Warehouse) No. 3: length 521 ft., width 
56 ft., depth (from North-east to South-west) 21 ft. at north-east 
end, 22 ft. at centre and 20 ft. at South-west end. Maximum draft 
24 ft. if vessels berth starboard side to dock. 

Pier — North side: length 500 ft., width 125 ft., depth (from East to 
West) first 450 ft. of pier: 35 ft. at bay end or east side, 30 ft. at centre 
and 20 ft. at West or shore end. Maximum draft 28 ft. 

Pier — South side: Length 530 ft., width 125 ft., depth (from East to 
West): first 480 ft. of pier: 33 ft. at bay end or East side, 30 ft. at centre 
and 24 ft. at shore or West end. Maximum draft 33 ft. 

Dock (Warehouse) No. 2: length 481 ft., width 31 ft., depth (from 
North-east to South-west): 21 ft. at North-east end, 22 ft. at centre 
and 26 ft. at South-west end. Maximum draft 24 ft. if vessel berths 
port side to dock. 

Both dock and pier have railroad sidings connecting with main 
track; also suitable for trucking operations. 

(f) La Coubre Dock (former name: Pan American Dock): Dock 
used in discharge and loading general cargo, consists of dock and 
pier. La Coubre Pier: Length 390 ft. Width: 49 ft. North side of pier 
was customary berth of ferries, depth of narrowest part (emboque) 
being 22 ft., and depth along pier, from shore to bay, being 19, 25, 
and 28 ft. Depth at South side of pier 20, 27, 22 ft., but at present no 
operations performed on this side. 

La Coubre Dock: In front of Warehouse No. 1, depth from North 
to South, of 20/23 ft. In front of warehouse No. 2, depth of 22/27 ft. 
from North to South. Maximum draft 25 ft. in front of warehouse 
no. 1, and in the centre, 23 ft. in front of warehouse no, 2. 

No railroad sidings, but suitable for trucking operations. 

(9) Tallapiedra Dock (former name: Tallapiedra): Dock used in 
discharge of lighters. Dock Tallapiedra (Corrido): length 453 ft., 
depth (from North-east to South-west) 14 ft. at North-east end, 
19 ft. at centre and 15 ft. at South-west end. 

No warehouses nor railroad sidings and only suitable for trucking 
Operations, 

(h) Antonio Guiteras Dock (former name: Havana Electric Dock): 
Dock used in discharge of heavy lifts from lighters discharged by 
vessels performing operations in the bay. Length 847 ft., depth (start- 
ing from Tallapiedra Pier No. 2) 26, 21, 21, 18, 11 ft. Dock was formerly 
used by tankers discharging fuel for Electric Plant. A lighter, 40 ft. 
wide, was used to breast off the ship, which was berthed starboard 
side to dock, drawing up to 28 ft. bow laying in the mud. If no lighter 
used, vessels drawing up to 23 ft. only can berth. 

(i) Osvaldo Sanchez Dock (former name: Atares-Vaccaro Docks): 

Ocks used mainly in discharge of lumber. 

Dock No. 1 (formerly Atares): length 428 ft., width 30 ft., depth 
(from North-east to South-west) 22 ft. at North-east end, 23 ft. at 
centre and 24 ft. South-west end. Maximum draft 24 ft. (berthing port 
Side to dock). 

( Dock No. 2 (formerly Vaccaro): length 511 ft., width 30 ft., depths 

ey North-east to South-west): 26, 21. 21, 17 ft. Maximum draft 
ft. Berthing starboard side to dock, bow touching bottom. No 

railroad Sidings but suitable for trucking operations. 

aw) Melones Dock: Dock has installation for discharge of fuel oil, 

F well as Overhead crane for discharge of fertilisers and coal. 
€ngth 718 ft., width 35 ft., depth (from North-east to South-west) 
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18 ft. at North-east end, 13 ft. at centre, and 10 ft. at South-west end. 

Dock does not have railroad siding or warehouses, although is 
suitable for trucking operations. Not at present in operation, due to 
shallow draft. 

(A) Puerto Pesquero de la Habana (Havana Fishery Port): Pote 
Dock, Hacendados Pier and Hacendados Dock have been comple- 
tely rebuilt forming as a whole “El Puerto Pesquero de la Habana” 
(Havana Fishery Port). Present depths 23 ft. When completed, drafts 
should be 26 ft., with exception of that portion which was Hacendados 
Dock where draft will be 24 ft. Presently vessels are operating at this 
terminal, but no definite data can be given regarding forms of opera- 
tion until work officially completed. 

Dock No. 1 — Length 738 ft. 

Dock No. 1 — Length 853 ft. 

Dock No. 2 — Length 505 ft. 

Dock No. 3 — Length 738 ft. 

Dock No, 4 — Length 450 ft. (not yet completed) 

(/) Terminal Maritima Pesquera Dock: North side: length 714 ft., 
depth 32-5 ft., South-east side: length 685 ft., depth 28/26 ft. 

Terminal Maritima: Dock in North-east/South-west direction, is 
of very recent construction and used in discharge and loading of 
general cargo. Length 1,747 ft., width 72 ft. Depths from 33/35 ft. 
Te draft 31 ft. 5 in., but vessels can dock without danger on 
33 ft. 

(m) Manuel Porto Pena Terminal (formerly Burrus Docks, Begue- 
ristain Dock, Auxiliar Maritima Dock and Regla Coal Dock): Terminal 
consists of following docks: 

Manuel Porto Pena (Burrus): Dock used in discharge of bulk 
grains. Equipped with elevator and silos, having storage capacity 
of approximately 20,000 tons which permits discharging rate, under 
normal circumstance, of about 1,200 tons per day. Length 500 ft., 
width 26 ft., depths (from South-east to North-west) 26, 30, 29, 27 ft. 
Maximum draft 30 ft. 6 in. vessels remaining 2 metres off the dock, 
but vessels dock without danger on 31 ft. remaining 3 metres off 
the dock. 

(n) Manuel Porto Pena No.1 (formerly Begueristain): Dock used in 
discharge and loading of general cargo and sugar. Length 315 ft., 
width 35 ft., depths (from South-east to North-west): 23, 23, 25, 27 ft., 
maximum draft 26 ft., ship remaining separated from the pier. Dock 
has railroad sidings and is also suitable for trucking operations. 

(0) Manuel Porto Pena No. 2 (formerly Auxiliar Maritima); Dock 
used in loading of sugar and discharge of general cargo. Length 
447 ft., width 35:7 ft., depths (from South-east to North-west): 26 ft. 
at South-east end, 25 ft. at centre and 27 ft. at North-west end. Maxi- 
mum draft 28 ft., ship remaining separated from pier, but vessels 
can dock without danger on 29 ft., by loosening moorings and 
slipping away from dock during loading. 

Dock has no warehouse, although equipped with railroad sidings, 
is suitable for trucking operations, and has installations for discharge 
of fuel oil. 

(p) Manuel Porto Pena No. 3 (formerly Regla Coal): Dock used in 
discharge and loading of general cargo: length 779 ft. Width 30 ft. 
depths (from South-east to North-west) 25 ft. at South-east, 26 ft. 
at centre and 23 ft. at North-west end. Maximum draft 26 ft., but 
vessels can perform operations without danger on 29 ft., vessel 
remaining separated from dock, and bow touching bottom. 

Dock has railroad sidings and also suitable for trucking operations. 
It has installations for discharge of fuel oil and gasoline. 

(q) Quinto de Regla Pier: Pier used mainly in sugar loading. 
Pier — South side: length 622 ft., width 54 ft., depths (from South-west 
to South-east): 27 ft. at South-west or bay end, 25 ft. at centre, and 
17 ft. at South-east end. Maximum draft 30 ft. 

Pier — North side: length 343 ft., width 54 ft., depth (from North- 
west to North-east) 28 ft. at North-west or bay end, 26 ft. at centre 
and 22 ft. at North-east end. Maximum draft 28 ft. (moving vessels 
along pier as they are being loaded), 

Pier has railroad sidings and also suitable for trucking operations. 

(r) Fesser Pier: Pier has installations for loading molasses: 
Pier — South side: length 465 ft., width 30 ft., depth (from South-west 
to South-east): 27 ft. at South-west or bay end, 25 ft. at centre, and 
23 ft. at South-east end. Maximum draft 25 ft. 

Pier — North side: length 407 ft., width 30 ft., depth (from North- 
west to North-east): 22 ft. at North-west or bay end, 26 ft. at centre, 
and 25 ft. at North-east end. 

(s) Edificios Nos. 1 & 2 Docks (former name: American Agricul- 
tural and Chemical), Docks used in discharge of fertilisers, also 
installations for loading and discharging molasses. 

Edificio No. 1 Dock (formerly American Agricultural and Chem- 
cal): length 516 ft., width 25 ft., depths (from North-east to North- 
west): 21/22 ft. of water throughout whole extension of dock. In load- 
ing molasses vessels are breasted off dock by means of a lighter, 
and can then load up to 29 ft. draft. 

Edificio No, 2 Dock (formerly American Agricultural and Chemi- 
cal): Length 380 ft., width 108 ft., depths (from North-east to South- 
west) 19 ft. at North-east end, 14 ft. at centre and 14 ft. at South-west 
end. No operations performed at this dock due to shallow draft. 

Docks do not have railroad sidings but are suitable for trucking 
operations. 

(t) Facilidades Maritimas Dock (formerly: Cuban Distilling Dock): 
Dock used mainly in loading of molasses, and discharging tallow 
and chemical products. Length 814 ft., width 26 ft., depths (from 
North-west to South-east): 25 ft. at North-west or bay end, 26 ft. 
at centre and 23 ft. at South-east end. 

Dock has railroad sidings and also suitable for trucking operations. 
Maximum draft 26 ft. 

(u) Nico Lopez Piers Nos. 1 and 2 (formerly Standard Oil Pier and 
Shell Oil Pier): Piers are used exclusively in discharge of fuel oil, 
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gasoline, etc., and are operated by the Oil Refinery: Pier No. 1 — 
North side (formerly Standard Oil): length 1,027 ft., depth (from East 
to West) 36 ft. at Eastern or shore end, 35 ft. at centre and 34 ft. at 
West or bay end. Maximum draft 36 ft. 6 in. 

Pier No. 1 — South side: length 1,027 ft., depths (from East to West): 
36 ft. at Eastern or shore end, 35 ft. at centre and 34 ft. at West or 
bay end. Maximum draft 36 ft. 6 in. 

Pier No. 2 — North side (formerly Shell Oil): length 990 ft., depths 
(from East to West): 35 ft. at East or shore end, 36 ft. at centre and 
38 ft. at West or bay end. Maximum draft 38 ft. 

Pier No. 2— South side: length 990 ft., depths (from East to West) 
34 ft. at East or shore end, 36 ft. at centre and 38 ft. at bay or West end. 
Maximum draft 36 ft., but vessels can dock without danger on 37 ft. 
A deeper draft than 37 ft. is not acceptable without running the risk 
of touching bottom. 

Discharging or loading operations are also performed at ancho- 

rage. There are 20 barges available. 
STEVEDORES: Monday to Friday: working periods 0700-1300 
and 1300-1900, although if necessary, two additional periods of 6 
hours each may be worked. Saturday: Same as above. Sundays: 
No work performed. 

Raw Sugar: Approximately 1,400 bags of raw sugar loaded per 
gang period. Six raw sugar bags loaded per sling. Loading raw sugar 
on three vessels simultaneously. 

Refined Sugar: Approximately 3,800 bags of refined sugar (of 
50 kg) loaded per gang period. 12-15 bags loaded per sling. 

General Cargo: Approximate average discharging rate per gang 
hour: 


General cargo about 10 tons 
Bagged merchandise up to 51 kg. 16 tons 
Bagged merchandise up to 92 kg. 17 tons 
Bagged merchandise more than 92 kg. 19 tons 
Wood 8-4 tons 
Fertilizers: 

Superphosphate 9-9 tons 
Simple superphosphate 8-1 tons 
Ammonium 9-0 tons 
Potash 9-9 tons 
Muraite 10-5 tons 
Sulphur 10:3 tons 
Phosphoric Rock 11-9 tons 
Triple Phosphate 8-0 tons 
Sodium Silicate 9:0 tons 
Ferromanganese 9-0 tons 


Floating Cranes: 
Pablo Sandoval 100 tons—boom 51 m. 

Frank Pais 25 tons—boom 10 m. 

Matilde 6 tons—boom 9m. 
TANKERS: Average pumping rate of molasses is about 60,000 
gallons per hour. Average pumping rate of fuel variable, from 3,000 
up to 15,000 barrels per hour. 

TELEPHONES: May be installed on board at Master's request. 
DRY DOCK: Operated by Talleres Mambisas an operating unit of 
Empresa Navegacion Mambisas. Berthing capacity of dry dock: 
440 ft. length, 91 ft. breadth, and can handle vessels up to 23 ft. draft. 
Door has two laterals, one East and one West. 

East lateral: Length 638 ft., width 38 ft., depth 33 ft. at bay end, 
29 ft. at centre and 18 ft. at shore end. 

West lateral: Length 740 ft., width 38 ft., depth 23 ft. at bay end, 
25 ft. at centre and 20 ft. at shore end. 

MEDICAL: Hospitals where crew members can receive attention: 
Antonetti (Dental Services). Clinica “El Sagrado Corazon" (Medical 
Services). Hospital Naval de la Havana del Este. 

FUEL: Vessels can be supplied with fuel oil or diesel oil/gas oil. 
Supplied by barges in the bay. There are three barges: one has 
capacity about 5,000 barrels and the other two 3,200. Average delivery 
rate about 1,000 barrels per hour. 

FRESH WATER: Vessels can be supplied with fresh water by 
barge in the bay. 6 barges available with capacities of 350, 200, 320, 
350, 200 and 60 tons. Average rate of delivery about 100 tons per hour. 
REPAIRS: Reliable repair shop. 

FIRE PRECAUTIONS: Port of Havana has a fire extinguishing 
ship, kept on permanent watch duty by Safety Corp. who can be 
reached through telephone number 6-0777. 

GENERAL: (1) The port of Havana is approachable 24 hours a day, 
and dock Pilots keep permanent watch duty on their stations located 
in surroundings of harbour channel, very close to beacon marker 
of Pila de Neptuno. 

(2) Any ship approaching port in daytime shall hoist national flag, 
merchant flag, and quarantine flag, not lowering the latter until 
granted “pratique” by doctors in charge of sanitary inspection. At 
night she shall show only quarantine lights as prescribed by Inter- 
national Sanitary Regulation. 

(3) In case of emergency, ships at anchor shall immediately contact 
land through Official Radiophone Station CLT, available 24 hours 
a day, through 2260 kilocycles. In very urgent cases, CLT can be 
contacted through 2182 kilocycles. CLT services are free of charge. 

(4) Ships moored to piers standing off pier heads at night must 
keep visible red light at the ship's extremity facing the sea. 

(5) Every moored ship must strengthen its lines on first warning 
from Port Authorities when deemed necessary due to bad weather. 

(6) Small boats belonging to ships are not authorised to be used 
for crew or passengers’ service within port limits unless otherwise 
duly authorized by Harbour Master. 

(7) When berthing, ratguards must be placed on all mooring 
ropes. 

(8) Port provides boats to dispose of ship's wastes. Services 
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provided free of charge and can be requested through ship's Agen 
AUTHORITIES: All port authorities located at Custom Hous 
building. Means of transportation used by authorities to clear vesg¢ 
is launch. Each authority has its own launch for these services, 


AGENT: Empresa Consignatarias Mambisas, Oficios y Lamparill, 
Lonja del Comercio POB 1785, Habana. Tel. 6-8311 (switchboarg 
61-1159 (direct), 79-2682 (night). 


ISABELA DE SAGUA: 22.52 N. 80.00 W. 


PILOTAGE: Pilots board vessels about one or two miles out frop 
Nos. 1 and 2 buoys. Pilot station located at Custom House building 
Isabela de Sagua. Distance from place where Pilots board vesse; 
to anchorage is 7 miles. 

From seaward by stages, the bottom is sandy, coral reef and har 
rock, mud and rock under mud; mud and clay. 

Turns in channel are not dangerous but there are narrows wit 

dangerous currents. 
ANCHORAGES: Inner Anchorage: Can accommodate vessel 
not exceeding 15 ft. draft. Swinging area unlimited. Several vesse 
can be accommodated. Operations can be performed at this ancho. 
age. 

Outer Anchorage (Buoy Anchorage): Can accommodate vesse\ 
drawing over 25 ft. Swinging area unlimited. Operations can & 
performed at this anchorage when there are good weather conditions 
RESTRICTIONS: Entry and sailing only during daylight due & 
lack of lights in channel. 

MAX. SIZE: Max. draft 23 ft. Max. length 500 ft. Tidal variatio, 
about 2:5 ft. 
TUGS: Available and necessary. 


Name Length Speed H.P. 
Silvia 17-85 metres 9 knots 120 
Moraima 18-30 metres 9 knots 140 
Magdalena 19-78 metres 7 knots 140 


CF STFUNS:: Maximum drafts with which vessels can always loa 
afloat: 

Beguirstain Dock (No. 10) — length 540 ft., draft 15 ft. Dock ha 
pipe-line 8 in. diameter for loading alcohol. Also pipe-line 3 in 
diameter for discharge of sulphuric acid and 3 in. diameter pipe-lin 
for fresh water supply. 

Garcia Dock (No. 9) — length 560 ft., draft 21 ft. Dock has pipe-lin 
12 in. diameter with 2 hose connectors for loading alcohol. Als 
pipe-line 14 in. diameter for fresh water. 

+ Haren Dock — length 324 ft., draft 20 ft. 6 in. For discharge inte 
trucks. 

Alfer Dock — length 450 ft., draft 18 ft. 6 in. East side of dock has 
pipe-line 16 in. diameter for loading molasses with 2 hose connector 
for vessels, and a branch 8 in. diameter for discharge from lighters 

All docks have railroad trucks of standard gauge. 
STEVEDORES: Raw Sugar loading rate: 1,300 bags of raw suga 
(of 250-pound type) loaded per 4 hour-gang period, or 1,490 (of 220 
pound type). From4 to 5 bags loaded per sling. From lighters, 5 bags 

Refined Sugar: 2,360 bags of refined sugar (50 kg.) are loaded pe 
4 hour-gang period. 12 bags loaded per sling. 

Operational capacity: Three vessels can be operated simultane 
ously. 

Shore Crane: No shore crane available. 

Equipment for bulk sugar: Twelve grates available but trimming 
performed with shovellers. 

Loading Raw Sugar — Working periods: From Monday to Frida 
0700-1100, 1300-1700. Saturday 0700-1100. 

General cargo operations occasionally performed at this por 
for which above periods apply. 

TANKERS: Molasses average pumping rate 40,000 gallons pe 

hour; alcohol average pumping rate 70/77,000 gallons per hour. Ne 

fuel oil or ammonium discharging operations performed. 

FUEL: Not available. 

FRESH WATER: Fresh water supplied by barge water-tug up tt 

maximum 40-60 tons daily depending on efficiency of aqueduct 

Capacity of barge 30 tons. Delivery rate 60 tons per day. Water cat 

be supplied at any pier or inner anchorage. 

REPAIRS: Minor repairs can be effected at Isabela de Sagua 

larger repairs to be effected at Sagua la Grande, where two repal 

shops available: Fundicion Marfarlane Nacionalizada and Tallerei 

Esponda Nacionalizado. 

MEDICAL: No hospital at Isabela de Sagua. Sick crew membefi 

attended at Sagua la Grande Hospital. 

Pia mo re All port authorities located at port of Isabela é 
agua. 

When vessels at anchorage awaiting berthing, authorities trane 
ported by tug-boat for cleaning purposes. 

AGENT: Empresa Consignatarias Mambisas, Independencia s/% 
P,O.B. 18, Isabela de Sagua. Tel. 32-27. 

Cables, messages, should be addressed “Mambisas Sagua ! 
Grande", but recommended be sent through main office “Mambis# 
Habana". ETAs should be sent simultaneously to both. 


JUCARO: 21.37 N. 78.51 W. 
(including the sub-ports of: Boca Grande; Palo Alt 
and Santa Maria) 


APPROACHES: Vessels proceeding to Jucaro sub-ports mus 
call first at Jucaro for Port Authority's clearance. 

Tidal variation 1 ft. 6 in. It is not necessary to await slack-wal® 
before entering. Recommended that (a) vessels arriving from Cub# 
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orts situated to the East of Jucaro, such as Caibarien, Puerto 
Padre, Manati, Vita, Banes, Antilla, Sagua de Tanamo, Moa, Baracoa, 
etc or from foreign ports, should enter Jucaro Port through Breton 
Channel, and (b) all vessels not exceeding 22 ft. draft proceeding 
from those Cuban ports situated to the West of Jucaro, such as 
Havana, Mariel, Matanzas, Cardenas, Isabela de Sagua and Cien- 
fuegos, should enter Jucaro port through Tunas Channel. 
PILOTAGE: Pilots board vessels which enter through Breton 
Channel at Buoy No. 2 whichis situated to East of channel entrance, 
91° 08’ 18” N. 79° 30’ 24° W. with water depth 33 ft. Through this 
channel vessels can enter drawing up to 29 ft. with max. length 800 ft. 
Bottom is coral reef. There are dangerous turns at “pasa of Ba- 
andra until Ana Maria Cays have been passed. - 

For vessels which enter through Tunas Channel, Pilots board at 
No. 2Buoy which is situated to East of Channel entrance, 21° 31’ N. 
79° 41 21” W. Through this channel vessels can enter drawing up 

ft. 
" pilot station. Pilots are to be notified of vessel's arrival 24 
hours in advance. Distance from place where Pilots board vessels 
to Jucaro anchorage is 50 miles. 

From Jucaro Anchorage to: 


Boca Grande Sub-port -14 miles 
Palo Alto Sub-port - 5 miles 
Santa Maria Sub-port - 24 miles 


RESTRICTIONS: Vessels can enter and sail only during daylight. 
ANCHORAGES: Loading places, ex-lighters. Three anchorages, 
namely, No. 1 Anchorage - six miles from the port at South of 
Obispo Cay, depth 24 ft. No. 2 Anchorage — seven miles from the 
port at South-east of Obispo Cay, depth 27 ft. No. 3 Anchorage: 
Anchorage eight miles from the port and 1 mile to Eastward of No, 2 
anchorage, depth 30 ft. Ils used mainly by tankers loading molasses. 
LOADING (understood to have been closed for sugar shipments 
since 1964): Raw sugar. 

Working periods: Monday to Friday 0600/1000 - 1200/1600; Saturday 
0600/1000 - 1200/1600; Sunday no work is performed. 

Work carried out on a piece-work basis, and at an average of 
2,000 bags per gang-period. 6 sugar bags loaded per sling. 

Refined sugar: Work is carried out on a piece-work basis and load- 
ing rate averaged about 4,000 bags of the 50 kilo type and 2,000 of the 
100 kilo type per gang-period. 

Sugar in bulk: Venezuela and Ecuador sugar mills have 5 thrower 
machines each for distributing sugar in vessels’ hatches. Loading 
carried out by cutting sugar bags through grates placed on vessels’ 
hatches. 

Shore cranes: None. 

TANKERS: Average pumping rate of molasses 20,000 gallons 
per hour. 
FUEL/FRESH WATER/REPAIRS: None. 
TRANSPORTATION: Distance between Jucaro Port and its 
sub-ports: 

To Santa Maria -31 miles 

To Boca Grande -15 miles 

To Palo Alto - 9miles 
Motor launches are used between port and sub-ports, and take 
45 hours, 25 hours and 1:25 hours between Jucaro and Santa 
Maria, Boca Grande, and Palo Alto respectively. 

By automobile, 35 hours to Santa Maria and 2 hours to Boca 
Grande. No highway from Jucaro to Palo Alto. 
COMMUNICATIONS: Radio-telephone is used between port and 
sub-ports through Port Captain's Office. 

MEDICAL: There are two hospitals at Ciego de Avila where sick 
crew members can receive attention. Distance between Jucaro and 
Diego de Avila is 27 kilometres. 

AUTHORITY: Custom House, Captain of the Port and Immigra- 


ar located at Jucaro. No port authority delegations at the sub- 
ports, 


AGENT: Empresa Consignatarias Mambisas, POB 350, Nuevitas, 
Camaguey. Cable: Mambisas-Nuevitas”. Tel. 31435; night: 36025. 


(2) SUB-PORT OF BOCA GRANDE: 

LOCATION: About 15 miles East of Jucaro. 

APPROACHES: See “Jucaro”. 

PILOTAGE: See “Jucaro”. Distance from place where Pilots board 
vessels to Boca Grande is 64 miles. Entrance channel: same as for 
Jucaro. Tidal variation 1 ft. 6 in. 

ANCHORAGES: There are two anchorages for loading opera- 
tions: No. 1 Anchorage with 24 ft. draft. No. 2 Anchorage with 29 ft. 
robs Both anchorages are located at a distance of about 5-7 miles 
rom the dock. 

LOADING: At present only refined sugar is exported. All sugar- 
oading Operations are carried out at anchorage by means of lighters. 
Following lighters available: 


Capacity Capacity 
Barges (50 kg bags) (100 kg bags) 

Ana 4,900 2,500 

Loretto 4,400 2,100 

Mascot 4,400 2,100 

F 55 4,400 2,100 

Trusco 89 5,100 2,980 

Worki Angel 3,440 1,700 
0600/10@ Periods: Monday to Friday 0600/1000 ~ 1200/1600; Saturday 
/1000 - 1200/1600. When working is performed on Sundays, same 


Periods apply, 
orkis performed ona piece-work basis, and average loading rate 
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is about 2,000 bags, basis 6 bags per sling, and 100 kilo bags. Only 
one vessel can be worked at a time. 
TUGS: Three tugs available. 
TANKERS: Discharging operations at No. 1 or No. 2 anchorages. 
Discharging rate approximately 20,000 gallons per hour. 

There are also steel barges for transportation of molasses and/or 
sugar: 

Guanales; 100 ft.x 30 ft.x 7 ft. Sugar capacity: 1,600 Ib. Molasses 
capacity: 65,000 gal. 
100 ft.x 30 ft.x 7 ft. Sugar capacity: 1,600 Ib. Molasses 
capacity: 65,000 gal. 
Each of these barges has four tanks measuring 15 ft. x 36 ft. 7 ft. 
Capacity: 3,780 cubic feet or 28,274 gallons each tank. Total capacity: 
113,100 gallons. Each barge can load a maximum of 400 tons of 
molasses and each is equipped with steam pump. 
COMMUNICATIONS: Launch transportation. It takes 2-5 hours 
for travelling from Boca Grande to Jucaro or Santa Maria. Captain 
of the Port's radio-telephone is used as means of communication. 

All communication and instructions for vessels operating at this 
sub-port must be given to Nuevitas Agency. 


(6) SUB-PORT OF SANTA MARIA: 


APPROACHES: See “Jucaro”. 

PILOTAGE: Distance from place where Pilots board vessels to 
Santa Maria is 81 miles. Tidal variation is 1 ft. 6 in. 
ANCHORAGES: Two anchorages for loading operations, No. 1 
Anchorage for draft of 24 ft., No. 2 Anchorage for draft of 29 ft. 
LOADING: All loading operations are carried out at anchorages 
by means of barges. Following barges available: 


Loreto: 


Capacity Capacity 
Barges (50 kg bags) (100 kg bags) 
America 3,700 1,700 
Albania 4,100 1,800 
Will 3,800 1,800 
Francia 4,100 1,700 
S. J. Nieva 3,800 1,700 
Santa Cruz 3,800 1,700 
Macareno No. 1 4,300 2,100 
Macareno No. 2 4,300 2,100 


Josefa 4,200 2,000 
At present only refined sugar is exported through this sub-port. 
3,500 bags of 50 kilo type are loaded per gang-period, 1,600 of the 
100 kilo type. 
Working periods: from Monday to Friday 0600/1000 - 1200/1600; 
Saturday 0600/1000 - 1200/1600; Sunday 0600/1000 — 1200/1600. 
COMMUNICATIONS: Captain of the Port's office radio-telephone 
is used. All communications and instructions for vessels operating 
at this sub-port must be given to Nuevitas Agency. 
Distance from Santa Maria to: 

Sub-port of Boca Grande -17 miles 

Port of Jucaro - 31 miles 

Sub-port of Palo Alto - 40 miles 
From Jucaro to Santa Maria takes 44 hours by launch. 


MANZANILLO: 20.20 N. 77.12 W. 
(and sub-ports of Ceiba Hueca, Media Luna, Niquero 
and Ensenada de Mora.) 


PILOTAGE: Pilots board vessels at Cabo Cruz. Pilot station 
located at Cabo Cruz and Pilots communicate with Manzanillo by 
means of radio-telephone. Distance from place where Pilots board 
vessels up to Manzanillo through Madrona Channel is 68 miles. 
Through Palomino Channel (Coloradas de Fuera) is 55 miles. 
APPROACHES: (a) Madrona Channel: this channel has sharp 
and narrow turns. Bottom is of soft mud. Maximum draft with which 
vessels can enter through this channel is 33 ft. 3 in. Channel has 
depth not less than 35 ft. Vessels must wait for slack or favourable 
tide to proceed through this channel. No tug is necessary. 

(b) Palomino Channel: this channel has turns, but they are less 
sharp and less narrow than those of Madrona Channel. Bottom is 
of soft mud. Maximum draft with which vessels can enter through 
this channel is 20 ft. No tug is necessary. 

RESTRICTIONS: Due to present conditions of channel lights 
and olaace: it is suggested that vessels enter and sail only during 
daylight. 

ANCHORAGES: Inside harbour: No. 1, draft 24 ft. Distance from 
shore 1 mile. Use: sugar/general cargo. 

Outside harbour: No. 2, draft 29-30 ft. No. 3, draft 33 ft. Distance 
from shore 15 miles to 2 miles. Use: sugar/general cargo. Although 
about 40 ft. depth at this anchorage, it is limited to 33 ft. which is 
official draft of the entrance channel. Vessels have been loaded at 
this anchorage up to 33 ft. 6 in. draft. 

LOADING: Sugar-loading operations performed at anchorage by 
lighters. ‘ 

Following 12 barges available, each with capacity of 2,000/2,200 
bags (250) tons: Juan Manuel Marquez, Sergio Gonzalez, Jimmy 
Mirtsel, Pedro Soto Alva, Clodomira, Antonio Lopez, Santiago Lopez, 
Andres Lijan, Josue Pais Garcia, Adalberto Pesant, Mario Munoz, 
Elias Zaldivar. 

Also available is barge named Abe/ Santamaria, with capacity of 
1,000 bags (250 tons), and provided with derrick and winch for 
handling lifts up to 2 tons. 

At Manzanillo there are three docks: Beattie, Arcos and Terraplen 
with drafts 8, 7 and 8 ft. respectively. Terraplen Dock is the only 
one which presently carries out operations, through which sugar is 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


loaded by means of lighters and taken alongside vessels at anchor- 
ages. 

Docks are suitable for reception and handling of import and 
export cargo (bulk cargo excepted). They have railroad tracks of 
non-standard gauge, which connect with warehouses. No shore 
crane available. 

Sugar and general cargo: Working periods: Mondays to Friday 
0700/1100 — 1300/1700; Saturday 0700/1100. 

2,000 raw-sugar bags loaded per gang per day of 8 hours. Only 
one vessel can operate at this port, order comply with this loading 


rate. 

DISCHARGING: Rates: 
Bagged cargo (of 100 Ib.) app. 25 tons per hour 
Bagged cargo (of 200 |b.) app. 35 tons per hour 


Iron app. 7 tons per hour 
Wood app. 8 tons per hour 
Jute bags app. 15 tons per hour 


TUGS: Following tugs available: Aracelio /glesias—tows 3 barges; 
Donatilo Lopez—tows 3 barges; Raimundo Arias—tows 3 barges; 
Edesio Perez—tows 3 barges. 

TANKERS: No facilities. 

FUEL/FRESH WATER: Not available. 

REPAIRS: Mechanic and foundry shop under control of Industry 
Ministry, where light repairs of machine parts can be performed. 
COMMUNICATIONS: Distance from Manzanillo to: 

Ceiva Hueca: 15 miles by sea, 72 km. by highway 

Media Luna: 23 miles by sea, 45 km. by highway 

Niquero: 45 miles by sea, 79 km. by highway 

Pilon: 90 miles by sea, 130 km. by paved highway, which 

reaches up to 15 km. from Niquero whereafter a 
dirt road must be used to reach Pilon. Dirt road 
distance of 40 km. During rain season a jeep is used 
to travel by this road. 
Automobile is used to travel from Manzanillo to above sub-ports, 
and takes: to Ceiba Hueca 1 hour; to Media Luna 1 hour; to Niquero 
2 hours and to Pilon 3 hours (in rainy season about 5 hours). 

Daily automobile services from Manzanillo to Niquero; to Pilon 
there are trucks specially prepared for this service. 

No direct communication between Manzanillo and sub-ports, 
except Niquero, where there is a long-distance telephone at the 
telephone centre. 

At Pilon and Niquero there are Inalambrica Radio Stations, but 
radiograms have to be sent to Havana first, from where they are 
relayed to Manzanillo. 

At Manzanillo proper there are long-distance telephone, Inalam- 
brica Radiogram Services and telegraphic and post services. Vessels 
can communicate with Manzanillo by radio. Vessels messages are 
received by Government Telegraph (CLT Havana Station). 
MEDICAL: There is a hospital at Manzanillo where sick crew mem- 
bers can receive attention. 

AUTHORITIES: All Port Authorities, Custom House, Immigra- 
tion Port Doctor, Port Captain are located at Manzanillo. 

Vessels can proceed directly to any of the sub-ports, where Manza- 
nillo Port Authorities travel to give clearance, but advance informa- 
tion must be given to these Authorities for the corresponding 
permit, as Manzanillo regulations provide that vessels must enter 
Manzanillo as Custom Official Port. 


AGENT: Empresa Consignatarias Mambisas, POB 22, Manzanillo, 
Oriente. Cable: “Mambisas Manzanillo". Tel. 2533; night: 2369. 


(a) SUB-PORT OF CEIBA HUECA: 


Vessels may proceed direct to sub-ports (see Manzanillo under 
“Authorities”). 

PILOTAGE: Pilots board vessels at Cabo Cruz. Distance from 
place where Pilots board vessels up to Ceiba Hueca pier is about 
42 miles. 

APPROACHES: See Manzanillo information. For operations at 
Ceiba Hueca it should be noted that the pier has a depth of only 
19 ft. towards the sea end, for loading. Tidal variation about 1 ft. 6 in. 
BERTHING: A motor-boat is required to assist in handling lines 
to pier and buoys. Boat is brought from Manzanillo. 

LOADING: Ceiba Hueca Dock (Enidio Diaz Machado): At this pier, 
sugar from Ceiba Hueca mill is shipped as well as molasses. Vessels 
should be in ballast, drawing 8 ft. fore and up to a maximum of 16 ft. 
aft. Work can only be performed by two gangs on account of length 
of platform, which is about 130 ft. Depths along pier at shore end 8 ft.; 
at platform, shore end 16 ft. —- sea end 19 ft. Vessels permitted load 
up to 19 ft. 

There is railroad of non-standard gauge from the sugar mill 
warehouse to the dock platforms. 

Working periods: Monday to Friday 0700/1100 — 1300/1700; Satur- 
day 0700/1100. 

2,000 bags are loaded per gang-period. 6 bags per sling. 
TANKERS: Vessels are loaded with molasses at Ceiba Hueca 
pier and average pumping rate is 25,000/30,000 gallons per hour. 
Tankers with fuel oil are also operated. 

FUEL/REPAIRS: Not available. 

FRESH WATER: Vessels can be supplied. Delivery made through 
pipe-line alongside vessel. Average delivery rate is about 1 ton per 
hour (due to low pressure). 

COMMUNICATIONS: Government telegraph communication 
between Manzanillo and Ceiba Hueca up to 1800; however, thereis a 
telephone line which communicates by means of relay with “La 
Demajagua”" sugar mill, which has direct telephone communication 
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with Manzanillo. This communication is only during sugaren 
office hours, and it is very poor due to above relay. 


AGENT: Vessels operating at this sub-port attended by Manzani 
Agency Personnel. 


(6) SUB-PORT OF MEDIA LUNA: 


Vessels may proceed direct. (See Manzanillo under ‘Authorities 
PILOTAGE: Pilots board vessels at Cabo Cruz. Distance fr 
place where Pilots board vessels to Media Lunais about 38 mile 
APPROACHES: See “Manzanillo”. 

MAX. SIZE: Maximum draft for vessels to enter and carry ; 
loading operations at this sub-port is 33 ft. Tidal variation 1 ft. 6 
LOADING: Loading operations are carried out at anchorage wh 
vessels can load up to 33 ft. Barges and tug-boats are used fr 
Manzanillo. 

Working periods: Monday to Friday 0700/1100 - 1300/1700; Sat 
day 0700/1100. 

2,000 bags are loaded per gang-period. Vessels can only w 
with 3 or 4 gangs. Only one vessel can work at a time. 
TANKERS: No facilities. 

FUEL/FRESH WATER/REPAIRS: Not available. 
COMMUNICATIONS: Between Manzanillo and Media Luna, { 
only means of communication is Government telegraph, which 
available up to 1800. Manzanillo personnel attend vessels operati 
at this sub-port. 

AUTHORITIES: See “Manzanillo”. 


(c) SUB-PORT OF NIQUERO: 


Vessels may proceed direct. (See Manzanillo under “Authorities 
PILOTAGE: Pilots board vessels at Cabo Cruz. Distance fr 
place where Pilots board vessels to Niquero Pier is 15 miles. Ti 
variation 1 ft. 6 in. 
LOADING: Pier length 400-450 ft., depth up to 23 ft. (North a 
South sides). There are railroad tracks of different gauges a 
sidings for shifting of flat cars. 

Working periods: Monday to Friday 0700/1100 — 1300/1700; Saturd 
0700/1100. 

2,000 bags loaded per gang-period. 6 bags loaded per sling. 

Although Niquero pier has two sides for docking, sugar mill c 
only supply sugar for working one vessel at a time unless overti’ 
be worked at both sugar mill warehouse, and pier. 
FRESH WATER: Can be delivered at pier by means of tank ca 
capacity 8 tons. About 10 tank cars can be delivered daily t 
operation has to be performed outside loading hours. 
FUEL/REPAIRS: Not available. 
TANKERS: No facilities. 
COMMUNICATIONS: Long-distance telephone communicati 
between Manzanillo and Niquero sugar-mill office. Distance fr 
sugar-mill office to pier is about 5 kilometres. 


AGENT/AUTHORITIES: See “Manzanillo”. 


(7d) SUB-PORT OF PILON (ENSENADA DE MORA): 


Vessels may proceed direct to sub-ports (see Manzanillo unc 
“Authorities"). 

PILOTAGE: Pilot boards vessel at Cabo Cruz. 
APPROACHES: From Cabo Cruz to Pilon mouth entrance is op 
sea. From Pilon mouth to the pier is through channel, with roc 
bottom and turns. 

ANCHORAGE: Permitted draft up to 23 ft. 

MAX. SIZE: Maximum draft permitted for vessels entering a 
sailing harbour is 20 ft. Tidal variation 1 ft. 6 in. 

LOADING: Berth length 150 metres; depth 20 ft. (presently inb 
condition). Sugar loading and molasses are performed at t 
berth. There is a railroad track of non-standard gauge between! 
sugar mill and the berth. 

Working periods: Monday to Friday 0700/1100 - 1300/1700; Saturé 
0700/1100. 

2,000 bags of sugar loaded per gang/per day of 8 hours. 6 ba 
loaded per sling. In cases when winches are slow, the number 
bags per sling is increased. Only one vessel can operate at t! 
berth at a time. 

TANKERS: Molasses average pumping rate is 25,000-30,0 
gallons per hour, 

FUEL: Not available. 

FRESH WATER: Can be delivered at berth by pipe-line. Avera 
delivery rate about 1 ton per hour. 

COMMUNICATIONS: Government telegraph at Pilon. Also !0 
telephone between sugar-mill office and Niquero, where there 
Inalambrica system. 


AGENT/AUTHORITY: See Manzanillo". 


MARIEL: 23°01’ N. 82°46’ W. 
(and sub-ports of Cabanas, Bahia Honda and Sai 
Lucia) 


PILOTAGE: Pilots board vessels about one mile from entrance 
port. Vessels proceeding to sub-ports of Cabanas and Bahia Hom 
must pick up Pilot at same place. Pilot station located at 84 stré 
5/a and 7/a, Barrio Boca. No telephone communication. 
Distance from position where Pilots board vessels to: 
Pier of Unit No.1 -14 miles 
Anchorage - 2} miles 
Pier of Unit No. 2 - 2} miles 
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ACHES: Entrance channel where buoy No. 1 is situated 
arm sand bank with 50-55-60 ft. depth. No. 3 buoy situated in 
32 ft. of water on rocky bottom, but having close by a depth of 95 
ft No. 5 buoy situated in 30 ft. of water on sand having close by a 
depth of 33 ft. maximum. This channel is 328 ft. wide (approx.). 
ANCHORAGES : General anchorage — swing area 450 metres, depth 


Tin Gorda anchorage — swing area 340 metres, depth 36 ft. 

Cargo operations do not take place at anchorages. ; 

RESTRICTIONS: Vessels can enter and sail during day and night 
hours, but this should be checked in each case prior to vessel's 
arrival as on occasions the buoys are missing. ¢ 
MAX. SIZE: Max. draft with which vessels can enter and sail 
through channel is 30 ft. and max. length of 574 ft. Tidal variation 
{ ft. 4in. Also see “Berthing”. F 

BERTHING: Unit No. 1 (formerly Marante Pier): é 

Berth No. 1 (N.W.) length 509 ft., depth 25 ft. (this berth is out of 
operation). 

Berth No. 2(N.W.) length 250 ft., depth 16-24-30 ft. (max. draft 
permitted 16 ft.). Presently this berth is occu- 
pied by Terminal Electric and is not available 
for use. } 

Unit No. 2 (formerly tei Mariel Pier): length 607 ft., width 
267 ft 


Berth No. 5(N.E.) Depth 20 ft., length 607 ft. 

Berth No. 6 (N.W) Depth 26 ft., length 267 ft. 

Berth No. 7(N.E.) Depth 29 ft., length 607 ft. 
Cement Pier Plant: 

Berth No. 3 Depth 29 ft., length 544 ft. Used for tanker 
vessels (fuel oil discharge). Vessels with 
length less than 492 ft. can dock with draft 
of 29 ft. Over 492 ft. and up to 580 ft. can enter 
with draft up to 27 ft. fore, and 29 ft. aft. with 
assistance of one tug (850 h.p.). 

Berth No. 4 Depth 15 ft. 

The Unit No. 2 piers are used for discharging general cargo and 
fertiliser. Up to 1962 sugar was shipped through this pier; at present 
this type of operation is not performed. 

For each pier the main transportation used in reception and 
delivery of cargo is by trucks. 

Unit No. 2 pier has railroad tracks of non-standard gauge, for 
communication with sugar mill Orlando Nodarse. 
STEVEDORES: Working periods: Monday to Friday 0700/1300 - 
1300/1900 - 1900/0100; Saturday 0700/1300 — 1300/1900 — 1900/0100. 

Raw sugar: 845 bags loaded per gang-period. 6 bags per sling. 
Only one sugar vessel can operate at a time. 

General cargo: discharging rate: from 6 to 9 tons per gang hour 
(approx.). 

Bagged merchandise: about 13 tons (100 lb. bag type) 

iron: about 18 tons (fluctuates according to type of iron) 

Wood: 12 tons (approx.) 

Fertilisers: Muriate of potash: 10 to 13 tons 

Sulphate of ammonia: 8 to 10 tons 

Superphosphate simple: 15 to 18 tons 
Shore cranes: There is one caterpillar (PH movable crane with 
boom of 80 ft. length, and which can lift 12 tons). 
FUEL/REPAIRS: Not available. 
FRESH WATER: Can be supplied at both piers by means of tank- 
truck with capacity of 5 tons. In dry season supplied only during 
night time. 
MEDICAL: No hospital. Crew members requiring medical atten- 
tion are sent to Havana. 
AUTHORITIES: Located at Mariel as follows: 
Ps i House and Immigration: Ave. 65. 126 Street and 128 

reet. 

Captain of the Port: Playa “La Boca” at the entrance of the port. 

Port Doctor: 128 Street. Ave. 67. and Litoral. 

Distance from Mariel to: 

Cabanas (anchorage): 25 km. 45 minutes by car. 
Cabanas (pier): 57 km. 1 hour 47 minutes by car. 
Bahia Honda: 73 km. 2 hours by car. 
_ Santa Lucia: 250 km. 4 hours by car. 
Car is hired for transportation to above sub-ports. There is daily 
\ransportation only between Mariel and Cabanas anchorage. 


AGENT: Empresa Consignatarias Mambisas, Apartado 65 12411, 


eh ne, 5, Mariel, Pina del Rio. Tel. 63; night: 54. Cables: ‘‘Mambisas 
ariel”, 


(2) SUB-PORT OF CABANAS: 


Vessels assigned to Cabanas do not have to enter Mariel for clear- 
ance, but must pick up Pilot at Mariel port entrance. 
PILOTAGE: See “Mariel”. 

Distance from position where Pilots board vessels to Anchorage 
4 miles; Pier 34 miles. 
APPROACHES: Entrance channel has sandy bottom on eastern 
ane and rocky bottom on western. It is about 70 metres wide. 

NCHORAGE: Has depth of 19 ft. and is used for shipment of 
raw Sugar from sugar mill ‘Augusto Cesar Sandino”. 

ollowing barges available for performing above operations: 


Capacity for raw 


Barge name sugar in bags 
Mercedico 995 
Oscar 10,000 
America 900 
Julia 850 


CUBA 


Malula 1,200 
B-R-16 1,100 
V. del Carmen 1,400 
Cubamaco 1,150 
Varadero 1,000 
Astillero 1,150 


Loading of barges depends on weather conditions at time of 
shipment. 

There is one tugboat named La Nina which can tow three barges. 
MAX. SIZE: Max. draft permitted for entry and sailing is 19 ft., and 
max. length 574 ft. Tidal variation 1 ft. 4 in. 
pperabden edeace sh Vessels should enter and sail only during day- 
ight. 

BERTHING: Present name: ECA “Pablo de la Torriente Brau”. 
Former name: “‘Almacenes de Cabanas". Length 360 ft. (max. length 
permitted 450 ft.), depth 20 ft. 

This dock is commonly known as “Orozo Dock", which is used in 
shipments of raw sugar. There are railroad tracks of standard gauge. 
LOADING: Working periods: raw sugar: Monday to Friday 0700/ 
1100 — 1300/1700; Saturday 0700/1100. 

845 bags are loaded per gang-period. 6 bags loaded per sling. 
Two vessels can load simultaneously, one at the dock and the other 
at the anchorage. There are 4 grates for loading sugar in bulk. 
FUEL/FRESH WATER/REPAIRS: Not available. 


AGEN T/AUTHORITIES: See ‘Mariel. There is a Port Captain 
at Cabanas. 


(6) SUB-PORT OF BAHIA HONDA: 


Vessels assigned to load at Bahia Honda do not have to enter 
Mariel for clearance, but must pick up Pilot at Mariel port entrance. 
PILOTAGE: See ‘Mariel’. Distance from position where Pilots 
board vessels to: dock 4 miles; anchorage 23 miles. 
APPROACHES: The entrance channel has sandy bottom on 
Eastern side, and rocky bottom on Western and is approximately 
150 metres wide up to Corojal anchorage. 
RESTRICTIONS: Entry and sailing only during daylight and neces- 
sary to await favourable tide. 
ANCHORAGE: Depth 28 ft. Swing area 300 metres. Max. length 
permitted 623 ft. Anchorage used for completion of sugar loading 
by means of barges that are brought from Havana. 
MAX. SIZE: Length 623 ft. and max. ship draft for proceeding up to 
Corojal anchorage is 28 ft. Tidal variation 1 ft. 4 in. 
BERTHING: Dock: “Central Harlem" (formerly ‘Bahia Honda"): 
Length 260 ft., depth 19 ft. Dock is commonly known as Sugar 
Dock of Harlem Sugar Mill. It has railroad track of standard gauge. 
LOADING: Sugar working periods: Monday to Friday 0700/1100 — 
1300/1700; Saturday 0700/1100. 
845 bags of raw sugar are loaded per gang-period as minimum 
(more than the above stipulated amount is always loaded). Only one 
vessel can load at a time. 


AGENT/AUTHORITY: See ‘‘Mariel’’. There are Custom House 
and Port Captain delegations at Bahia Honda. 


(c) SUB-PORT OF SANTA LUCIA: 22°4413” N. 83°59'15” W. 


Vessels assigned to Santa Lucia do not have to enter Mariel for 
clearance, nor to pick up Pilot. 

PILOTAGE: Pilots board vessels at Pasa Honda, 2 miles off the 
phosphorescent buoy. No pilot station. Advice of ships’ arrival is 
given to Custom House Delegation by cable. Distance from place 
where Pilots board vessels up to first anchorage is 4 miles. 
APPROACHES: Channel approximately 200 metres width rocky 
bottom. It has two turns with dangerous narrows. 

LOADING: There are the following anchorages: 

1st Anchorage: has depth of 30 ft., but vessels are limited for 
sailing to maximum draft of 15 ft., and length 500 ft. 

2nd Anchorage: has depth of 20 ft., but vessels are limited for 
sailing to maximum draft of 18 ft. 

3rd Anchorage: open sea without draft limitation. 

Working periods: work is performed all day (during daylight) 
including Saturday and Sunday. 

Average loading rate is about 900 tons daily, but rate might be 
improved in the following cases: 

1. Vessels with more than 3 hatches available. 

2. Vessels with booms (not of the crane type) since loading is 
performed by grabs which are to be rigged in order to perform 
quick loading. 

3. Provided only one vessel performs operations (2 vessels may 
be loaded simultaneously, but above rate cannot be complied 
with). 

Loading at this sub-port is by means of grabs rigged to vessel's 
boom. In cases where vessel has no booms, but cranes, the loading 
is carried out very slowly as buckets are used in such cases, and 
having to shovel mineral into buckets delays loading operations. 

There are six barges for loading mineral with capacity of 150 tons 
each. 

TUGS: Two tugs, Adis and Julita which can tow two barges each. 
FUEL/FRESH WATER/REPAIRS: Not available. 
AGENT/AUTHORITIES: See “Mariel”. 

Port Authorities use launches for clearing vessels. Agents use 
automobile to travel from Mariel to Santa Lucia which takes 4 hours. 

There are Custom House and Port Captain Delegations at the 
sub-port of Santa Lucia. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


MATANZAS: 23° 03’ N. 81° 34’ W. 


PILOTAGE: Pilots board vessels about 3 miles after passing the 
port entrance, in front of Electrical Plant and close to Empresa 
Consolidada del Petroleo Pier (Texas). Pilot station located at Rey- 
nold Garcia Pier (Terminal Maritima). Tel. number 2688. 
Distance from place where Pilots board vessels to: 

1.C.P. (Texas) Pier 

Reynold Garcia Pier (Terminal Maritima) - 200 metres 

Juan A. Morales Bayona (Cubadist) — 300 metres 

Jose Luis Dubrocq (formerly Fomento) —- 500 metres 

Frank Pais (Armour) 
APPROACHES: There are three entrance channels: 

North Channel: 50 ft. depth 

Central Channel: at north side 27 ft. depth; south side 50 ft. depth 

Entry and sailing channels are straight and without turns or ob- 
stacles. North Channel mud bottom, but others with rocky bottom. 
Tidal variation 1 ft. 6 in. 

RESTRICTIONS: Vessels can enter or sail at night but Port 
Authorities should be advised in advance. 
ANCHORAGES: 

Indio Anchorage: depth 17 ft.; swing area 120 metres 

South Anchorage: depth 30 ft.; swing area 230 metres 

Del Medio Anchorage: depth 27 ft.; swing area 20 metres 

West Anchorage: depth 21 ft.; swing area 150 metres 

North Anchorage: depth 25 ft.; swing area 150 metres 

Casacajales Anchorage: depth over 30 ft. 

BERTHING: Jesus Menensez (I.C.P.) Pier (formerly Texas) with a 
depth of 28 ft., length 749 ft., used for discharge of fuel oil. At present 
no operations are performed at this pier, due to its bad condition. 

Frank Pais Dock E.C.F. 41 (formerly Armour) is used in discharge 
of fuel oil. Depth 21 ft. and length of 365 ft. Vessels drawing over 
21 ft. dock under Master's responsibility. 

Reynold Garcia Pier (Terminal Maritima): North side: length 
450 ft. draft 30 ft. Used for loading bagged sugar and for liquid am- 
monia. 

South side: length 529 ft. draft 31 ft. 6 in. Used for loading bulk 
sugar by mechanical means; also for bagged sugar. 

Jose Luis Dubrocg (Fomento Maritima): fore part: length 600 ft., 
draft 24 ft. Used for fertilizer discharge. 

Rear part: length 500 ft. draft 28 ft. (out of service). 

Morales Bayona Pier (formerly Cubadist): Draft 30 ft. This pier 
is used for loading blacktrap molasses and alcohol. 

Reynold Garcia and Jose Luis Dubrocq piers have railroad tracks 
standard guages with sideings for shifting cars. Trucks can also 
operate at these piers. 

Cascajales Anchorage: oil tanker discharge. 

STEVEDORES: Working periods: Mondzy to Friday 0700/1300 - 
1300/1900, 1900/0100; Saturday same; Sunday no work performed 
except in special cases. 

Raw sugar: 855 raw-sugar bags loaded per gang-period. 5 bags 
loaded per sling. 

Refined sugar: 2,004 refined-sugar bags (50 kg type) are loaded 
per gang-period (797 of 100 kg type). 

12 bags of 50 kilo type per sling; 5 bags of 100 kilo type. 

General cargo: average rate of discharge of other kinds of cargo 
varies depending on the type. 

Average rate of fertiliser discharge about 11 tons per gang-hour. 

Crane: one steam crane with a boom of 60 ft. which can lift about 
40 tons. Crane is mounted on railroad tracks and is used only at 
Jose Luis Dubrocq pier. 

Bulk sugar: the installation of bulk sugar throwers operated by 
Empresa consolidada del Azucar, at Reynold Garcia Pier, is by 
system of conveyor and distribution crane which runs from Para- 
bolicos warehouses up to the end of the pier. A special structure 
protects the conveyor. 

The crane runs on special rail throughout the pier (fore and aft) 
stopping at each vessel's hold. In cases where the vessel has pro- 
jecting superstructure, she has to be separated from the pier. 

Average loading rate is about 350 tons per hour, depending on the 
type of vessel. On vessels without tweendecks, an average of 43 
tons per hour has been attained. 

Weights of shipment estimated on draft and information provided 
by Master. Notations are entered in Bill of Lading declaring quantity 
as subject to amount discharged at destination, which is super- 
vised by Cuban Producers’ Representative. 

TANKERS: Pumping rate: 

Fuel oil - discharge: about 500 tons per hour 

Alcohol - loading: SERA "are GE Bt 

Molasses - loading: my Mik he TB 
FRESH WATER: Supplied only at Reynold Garcia Pier. Delivery slow 
REPAIRS: Can be performed by Cearra y Trabazo. 
COMMUNICATIONS: Long-distance telephone, Corporacion 
Inalambrica Cubana, Press wireless, Government telegraph, postal 
communication, railroad and buses. 

Vessels can communicate through CLA via Cardenas and/or 
Havana. 

MEDICAL: Following hospitals where sick crew members can 
receive attention: Civil Hospital, Army Hospital, Clinica Moderna, 
Clinica Villar, Clinica Matanzas. 

AUTHORITIES: Located as follows: 


Port Doctor: Milanes St. No. 2, tel. 2672 (home telephone 2338). 
Immigration: Santa Teresa St. No. 19. Tel. 2695. 
Port Captain: Muelle del Real. Tel. 2469. 


Custom House: Versalles St. e/Navia and Riech St. Tel. 2269 
(home tel. 2339). (Chief of Custom House watch- 
ing services.) 
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AGENT: Empresa Consignatarias Mambisas, POB 245, Tello Lam 
Street No. 88, Matanzas. Tel. 2519 and 3079 (night: 3819). 

Due to short distance between Havana and Matanzas, a clo 
co-ordination inter-agencies must exist regarding advices of Ef; 
and ETS of vessels transitting between these two ports. 


NUEVA GERONA (Isla de Pinos): 21° 58’N. 82°56’) 


PILOTAGE: Pilots board vessels at Punta Frances. Distance fro, 
place where Pilots board vessels to loading berth is about 34 mil 
No pilot station. Chief Pilot is located at No. 3 St. Mo. 612 e/ 6 ang 
streets, Nueva Gerona, Isla de Pinos. 

APPROACHES: Entrance channel or passage from the Gulf; 
the bank is about two miles wide. Bottom throughout the 34 mk 
is mud (from entrance to anchorage in front of Las Casa Rive 
No dangerous turns or narrows. 

RESTRICTIONS: Entry and sailing only during daylight. 
ANCHORAGE: Fruit-loading operations performed at anchora 
when vessels’ draft does not permit them to enter the river. 

Vessels are permitted to load at anchorage up to a maximum: 
19 ft. Swinging area: 600 ft. 

Following barges are available: 

Evangelina - capacity 80 tons (schooner) 
Bongo - capacity 80 tons (barge) 
Natalia - capacity 100 tons (schooner) 

Working periods: Monday to Friday 0700/1100 — 1300/1700; Saturd 
0700/1100. 

Whenever sufficient cargo is supplied by the packing plant, } 
loading rates should be about 120 tons per gang in 8 hours, 
MAX. SIZE: Maximum draft up to which vessels can load out; 
the river is 19 ft. Tidal variation 1 ft. 

BERTHING: Ferry Dock: Length 200 ft., draft 8 ft. Dock situal: 
about 2 miles up river. Depth of river is 13 ft., and 250 ft. wide, | 
present dock used for coastwise services by Float de Navegaci 
Mambisas (cargo and passengers). 

FUEL/FRESH WATER/REPAIRS: Not available. 
MEDICAL: General hospital ‘Heroes de Baire”, where sick cr 
members can receive attention. 

COMMUNICATIONS: There are telephone, telegraph and cab 
(Inalambrica) communications, also air postal service. 
AUTHORITIES: Port Authorities are located at Nueva Gerona 

It is strongly recommended that when vessels are assigned! 
this port, all measures be taken for perfect co-ordination betwe 
Agents, Pilots and Port Authorities, and Masters should give ETs 
in advance. 


SUB-AGENT: Empresa Nacional de Cabotaje, Calle 14 entre t: 
y 3ra, Nueva Gerona, Isla de Pinos. Cable: ‘Vapor Nueva Geron 
Tel. 33 and 163 (night: 277). 


NUEVITAS: including Pastelillo, Puerto Tarafa, a 
Bufadero. 21.33 N. 77.16 W. 


Nuevitas has following load/discharge berths and terminal fac 
ties at Pastelillo and Puerto Tarafa, also loading berths at Bufader 
through which molasses are exported. 

(a) PASTELILLO: 
PILOTAGE: Pilots board vessels at Punta Practicos, 1 mile fi 
buoy No. 1. 

Distance from place where Pilots board to: Pastelillo, 8 mile 
Bufadero, 12 miles; Puerto Tarafa, 14 miles. 

Pilot station located at Punta de Practicos, East of entra 
channel. Usual means of communications are radio, telephone# 
launches. 

APPROACHES: Entrance is narrow and winding. Channel 
between Point Sotavento and Practicos and is 7 miles long. Vess 
may use it safely although care to be taken because of narrow# 
sharp turns, and velocity of tidal currents. 

RESTRICTIONS: Recommended that vessels enter or sail dur’ 
daylight. 

ANCHORAGE: Botijuela Anchorage: Can accommodate ves 
up to 33 ft. draft. 

MAX. SIZE: Up to 575 ft. length - 33 ft. draft. Up to 610 ft. leng! 
31 ft. draft. Tidal variation 1 ft. 6 in. ! 
BERTHING: Pier No. 4: Length 458 ft., draft 32 ft. both sit 
Vessels must be operated at high tide. Trucking operations can 
be performed at this pier. Pier has two railroad tracks of stand 
gauge with only one inlet. 

North side of pier is used for sugar, general cargo and fuel’ 
South side of pier used for sugar, general cargo and molasses. 

Vessels drawing over 30 ft. 3 in. have to wait high tide for shift’ 
to anchorage. 

STEVEDORES: Working periods: Monday to Friday, 0700/19 
1300/1900; Saturday, 0700/1300-1300/1900; Sunday, no work 
performed. 

Raw Sugar: loading rate: maximum 1,800 bags per gang in 6 ho’ 
Minimum fixed rate 975 bags in 4 hours or equivalent in 6 ho# 
6 bags loaded per sling. 

Loading Capacity: two sugar vessels can perform sugar load! 
operations simultaneously. 

Refined Sugar: this type of shipment is not regularly perform 
at this port. 

Loading rate: 3,300 bags of 100 Ib. each are loaded per gan 
a 6-hour period. . 

General Cargo: discharging rate is about 11 to 12 tons per ho’ 


ee ee NN ae a a ee a ee ee 


Raw Sugar in Bulk: there are seven sugar thrower machines. 

No shore crane available. — 
TANKERS: Molasses pumping rate about 85,000 gallons per hour. 
FUEL: Bunkers can be supplied at No. 4 pier. Grades available: 
fuel oil, diesel oil, and gasoline, but only supplied in small quantities. 
Delivery rate average — fuel oil 200 tons per hour, diesel oil and 
gasoline 40 tons per hour. Delivery is by pipe-line or tank cars. 
FRESH WATER: Can be supplied at No. 4 pier. Delivered by means 
of railroad tank cars, each with capacity of approximately 34 tons. 
Delivery rate about 20 tons per hour. b ¢ 
REPAIRS: Repair Shop “BOGA" incorporated in the Industry 
DIAL: There is a municipal hospital where sick crew members 
can receive attention. ; 
COMMUNICATIONS: There are long-distance telephone com- 
munications, cables RCA, Government telegraph and postal service. 
There is a long-distance telephone between Nuevitas/Pastelillo/ 
Tarafa and Bufadero. F i 

Vessels can communicate with Nuevitas by radiogram (CLA). 
AUTHORITIES: Located at Nuevitas. é 

Authorities travel from Nuevitas to clear the vessels for whichever 
of the three berths they may have been assigned, i.e. Pastelillo, 
Tarafa or Bufadero. Hs 

Means of transportation for port authorities from Nuevitas to the 
loading/discharging berths is automobile or launches. 


AGENTS: Empresa Consignatarias Mambisas, Apartado 250, 
Puerto Tarafa, Nuevitas. Cable: Mambisas Nuevitas. Tel.: 3-1435 
(night: 3-5805 and 3-6025). 


(b) SUB-PORT OF TARAFA: 


PILOTAGE: See “‘Pastelillo". Distance from place where Pilots 
board vessels to Tarafa is about 14 miles. 

APPROACHES: See ‘'Pastelillo”’. 

RESTRICTIONS: Vessels can enter or sail only during daylight 
and should wait for slack water. 

MAX. SIZE: Max. draft with which vessels can enter Tarafa is 
95 ft. 8 in. In exceptional cases up to 26 ft. 6 in. 

Max. length up to 600 ft. Vessels drawing over 25 ft. 3 in. should 
wait for high tide before shifting anchorage. Tidal variation 1 ft. 6 in. 
BERTHING: For sugar and general cargo. 

Pier “B" - North side: length 480 ft., depth 19 ft. (high water). 
South side: depth 19 ft. (high water). 

Pier ‘C" - North side: length 767 ft., depth 25 ft. 6 in. (high water). 
South side: depth 25 ft. (high water). 

Pier “D" - North side: length 767 ft., depth 25 ft. 6 in. (high water). 
South side: length 477 ft., depth 25 ft. (high water). 

Vessels drawing 25 ft. 6 in. and over when shifting to Pastelillo 
must do so at high tide. 

These three piers each have four railroad tracks of standard gauge 
but sugar cars cannot enter loaded at one side and exit at the other 
side. Usually loaded sugar cars are unloaded first and, whilst shifting 
takes place, the last ones are discharged in order not to lose time 
in this movement. 

STEVEDORES: Working periods - raw sugar, loading rate, 
refined sugar, general cargo, etc., same as for Pastelillo. Six sugar 
vessels can operate simultaneously. No crane available. 

FUELS: No bunkers usually supplied at this terminal, but in special 
cases bunkers have been supplied at Pier ‘'B"’. 

FRESH WATER: Can be supplied at Pier ‘‘B", “C", and "“D". 
AUTHORITIES: See ‘'Pastelillo”’. 


(c) SUB-PORT OF BUFADERO: 


PILOTAGE: See ‘‘Pastelillo". Distance from place where Pilots 
board vessels to Bufadero is 12 miles. 

APPROACHES: See “'Pastelillo”’. 

RESTRICTIONS: Vessels drawing over 25 ft. 3 in. should await 
high tide for shifting to anchorage. 

For entering-sailing, vessels should wait for slack water and only 
during daylight. 

MAX. SIZE: Max. draft with which vessels can enter/sail to/from 
Bufadero is officially up to 25 ft. 3 in. but actually up to 25 ft. 6 in. 
Length 600 ft. Tidal variation 1 ft. 6 in. 

BERTHING: Pier, length 557 ft.; draft, North side, 25 ft.; draft, 
South side, 25 ft. 

This pier is only used for molasses and fuel oil. Average pumping 
rate of molasses is 70,000 gallons per hour. Only South side is in 
Operation. 

FUEL/FRESH WATER/REPAIRS: Not available. 
AUTHORITIES: See “Pastelillo”. 


PUERTO PADRE—Cayo Juan Claro: 21.17 N. 76.32 W. 
(and sub-port of Manati) 


Vessels can proceed direct to Cayo Juan Claro and Port Authorities 

travel to Cayo Juan Claro for clearance. 

PILOTAGE: Pilots board vessels at entrance, not less than one 

mile from mouth of port. Distance from place where Pilots board 

vessels to pier is about 2! miles. 

APPROACHES : Funnel-shaped at entry. Two turns, but the one to 

take into consideration when manoeuvring vessels over 525 ft. is 
Careneoro turn. Vessels with a length of 565 ft. have entered this 

port. Bottom is rocky in entrance channel and muddy in bay. 


CUBA 


RESTRICTIONS: Vessels can enter only during daylight and 
must wait for slack water for entering/sailing due to current in the 
channel. 

MAX. SIZE: Vessels can sail with maximum draft of 25 ft. up to a 
length of 500 ft. Over 500 ft. length with draft up to 24 ft. Maximum 
length permitted 557 ft. Tidal variation 2 ft. 3 in. 

BERTHING: Loading and/or discharging operations are carried 
tents Cayo Juan Claro which is about 3 miles distant from Puerto 

adre. 

rhasr’ No. 1 For loading sugar: length 509 ft., width 30 ft., depth 
25 ft. 

Dock No. 2 For loading molasses and discharge of fuel oil and 
gas oil: length 272 ft., width 12 ft., depth 25 ft. This dock has railroad 
tracks of non-standard gauge. A launch is used for handling lines 
in berthing. 

STEVEDORES: Working periods: Monday to Friday 0700/1100 - 
1300/1700; Saturday 0700/1100. 

Raw sugar: loading rate maximum 1,430 raw sugar bags loaded 
per gang period. Minimum is 650 bags. Five bags loaded per sling. 
Only one vessel can operate at a time. Empty jute bags have been 
discharged and average discharge rate is about 45 metric tons per 
gang period. No crane available. 

Sugar in bulk: 5 thrower machines for loading sugar in bulk. 
TANKERS: Molasses average pumping rate 50,000 gallons per 
hour. Fuel oil, discharging rate 45,000 gallons per hour. Gas oil 
discharging rate 35,000 gallons per hour. 

FUEL: Not available. 

FRESH WATER: Can be supplied at No. 1 pier by pipe-line. De- 

livery rate 17 tons per hour. 

REPAIRS: Port has no repair shop, but in event winch damage or 

any other light repairs, this work can be carried out at the Sugar 

Mill ‘Central Antonio Guiteras” Repair Shop. 

MEDICAL: General Hospital at Puerto Padre where sick crew 

members can receive attention. 

AUTHORITIES: Port Doctor and Custom House are located at 

pail Padre. Immigration at Chaparra. Port Captain at Cayo Juan 
aro. 

Distance from Cayo Juan Claro where all cargo operations are 
performed to Puerto Padre is 3 miles. Means of transportation be- 
tween Puerto Padre and Cayo Juan Claro: motor-boat, railroad, 
and automobile. 

From Puerto Padre to Cayo Juan Claro it takes: by motor boat 
30 minutes; by automobile 5 minutes; railroad 20 minutes. 

Means of communications available at Puerto Padre: telephone, 
cable (Inalambrica), telegraph and postal service. Vessels can com- 
municate with Puerto Padre via CLA Habana. 


AGENT: Empresa Consignatarias Mambisas, Cayo Juan Claro, 
Puerto Padre. Tel. 208-7 (Cayo Juan Claro); (Night 165). Cable: 
“Mambisas Puerto Padre”. 


(a) SUB-PORT OF MANATI 21.24 N. 26.49 W. 


Vessels can proceed directly to this sub-port without calling first at 
Puerto Padre for clearance. 

PILOTAGE: Pilots board vessels about 1 mile from entrance. No 
pilot station. Pilots located at Manati and ETA notice to be given to 
them well in advance. Distance from place where pilots board ves- 
sels to pier is about 3 miles. 

APPROACHES: Narrow channel, very deep (minimum depth 40 ft.) 
Bottom is irregular, parts where it is sandy and others rocky. 
RESTRICTIONS: Not necessary to await slack water for entry/ 
sailing; but considering large tonnage of vessels presently enter- 
ing port for topping-off, if there is a strong current Pilots wait until 
current loses strength order to avoid accidents. Vessels can enter 
and sail only during daylight. 

ANCHORAGE: Swing area 600 ft. (approx.). Owing to reduced 
space, this anchorage is not safe for anchoring vessels drawing 
over 26 ft. 

MAX. SIZE: Vessels drawing up to 30 ft. and a length of 500 ft. 
have entered. Maximum draft with which vessels can enter and sail: 

(a) Presently vessels can enter with length (Liberty type) up to 
440/460 ft. drawing up to 28 ft. Up to 29 ft. as maximum limit. 

(b) With a length up to 500 ft. drawing not over 26 ft. Vessels with 
above specifications can enter port and berth whenever tide favour- 
able and weather good. 

Both sizes of vessels can load up to a maximum draft of 30 ft. 
Also vessels with length up to 560 ft. and drawing up to 17 ft. can 
enter port, although it is not advisable to do so on account of the 
present dock conditions. Tidal variation, 2 ft. 6 in. 

BERTHING: Dock length 465 ft. At South end of dock there is a 
small shallow which renders worthless about 70 ft. of dock space. 
Present maximum depth at dock is 30 ft. 02 in. at high tide. 
STEVEDORES: Loading sugar: working periods: Monday to 
Friday 0700/1100 — 1300/1700; Saturday 0700/1100 - 1300/1700. When 
necessary, work is performed at night. Sunday is also worked when 
required. 1,040 sugar bags loaded per gang period; 4 sugar bags 
loaded per sling. Only one vessel can operate at a time. No refined 
sugar operations performed. No shore crane available. Sugar mill 
has five grates and three machines for spreading sugar in hatches. 
TANKERS: Molasses pumping rate 25/30,000 gallons per hour. 
Fuel oil pumping rate at average of 1,700 barrels per hour. 

FUEL: Not available. 

FRESH WATER: Supplied by pipe-line at pier. Pipe-line 2 in. in 
diameter and delivery at an average rate of 15 — 16 tons per hour. 
Amount that can be delivered depends on supply at sugar mill. 
REPAIRS: Sugar mill repair shop for minor repairs. Welder avail- 
able. 
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COMMUNICATIONS: Long-distance telephone communication 
between Manati and Puerto Padre, although difficult owing to fact 
that there are only two lines from Manati and they are almost always 
congested. There are some occasions when an entire day is spent 
trying to obtain communication without result. Victoria de las Tunas 
telephone operator serves on occasions as “‘relay". 

Vessels cannot communicate by radio with this port. 
AUTHORITIES: Port Doctor and Port Captain iocated at this 
port. Custom House delegation located here, also Immigration 
Inspector who attends Gibara, Vita and Puerto Padre. When ves- 
sels enter and anchor awaiting for favourable tide to dock, they are 
cleared by Customs at the anchorage. If vessel arrives on flood tide 
(which is best tide for berthing) Port Authorities visit vessel when 
berthed. 

When vessels enter at Manati, the Manifest order number is given 
by Puerto Padre Custom House. Custom House clearance is given 
by Manati Custom House Deiegation of Puerto Padre. Distance 
from Manati subport to Puerto Padre port is 17 miles by sea. By high- 
way, as journey is made through Victoria de las Tunas, distance 
about 140 kilometres. From Manati to Victoria de las Tunas, takes 
14 hours. From Victoria de las Tunas to Puerto Padre, about one 
hour. There is railroad transportation between Manati to Puerto 
Padre and it takes about the same time. There are three daily services 
between Manati and Victoria de las Tunas by train, and two by high- 
way. 

AGENT: Empresa Consignatarias Mambisas, Central Manati. 
Cable: ‘‘Mambisas Puerto Padre”. Tel. 144-3. 


SANTA CRUZ DEL SUR (and sub-ports of 
Manopla and Guayabal): 20.42 N. 77.59 W. 


PILOTAGE: Pilots board vessels close to buoy indicating entrance 
channel (Cuatro Reales) between “La Ceiba’’ bank and Carapacho 
Cay Lighthouse. Distance from place where Pilots board vessels 
(Cuatro Reales Channel) to Santa Cruz anchorage is 11 miles. 
APPROACHES: Entrance channel has depth of 45 ft. Bottom is 
mud, gravel and loose sand. In the narrowest part of channel is a 
turn of about 20 degrees. 

RESTRICTIONS: Vessels cannot enter/sail at night. Not neces- 
sary to wait for slack water for entering/sailing. 

ANCHORAGES: No. 1, 24 ft.; No. 2, 26 ft.; No. 3, 36 ft.; No. 4, 40 ft. 
Sugar-loading operations were performed at anchorages. There 
were 10 barges available which are presently operating at the sub- 
port of Santa Maria (Jucaro). Similarly, the tugs which were used at 
this port are at present operating at Jucaro. 

MAX. SIZE: Vessels can enter/sail through channel with any 
draft and length subject official draft of the port which is 35 ft. 
Tidal variation 1 ft. 5 in. 

LOADING: Raw sugar: working periods: Monday to Friday 0600/ 
0800 — 0830/1100 — 1200/1530; Saturday 0600/0800 — 0830/1030; Sunday: 
when it has been necessary, work has been performed. 

Loading rate: 1,950 bags loaded per gang period. Six bags loaded 
per sling. Only one vessel can operate at a time. No crane available. 

Refined sugar — no operations performed. 

Raw sugar in bulk — no sugar in bulk is shipped by this port. 
Bulk sugar is shipped by the sub-port of Guayabal. 

TANKERS: No tankers operate at Santa Cruz del Sur proper. 
COMMUNICATIONS: Long-distance telephone communication 
with Guayabal can be established through San Francisco Sugar 
Mill. Telegraph can also be used. There is no telephone or tele- 
graph communication between Santa Cruz and Manopla. 

At Santa Cruz del Sur there are long-distance telephone, Govern- 
ment telegraph and postal service. Vessels can communicate with 
Santa Cruz by telegraph via Radio Habana. 

MEDICAL: No hospital. The nearest hospital where sick crew 
members can be attended is located at Camaguey, 80 kilometres 
from Santa Cruz. 

FUEL/WATER/REPAIRS: Not available. 

AUTHORITIES: Port Authorities are located at this port. Launch 
services are used by Port Authorities to clear vessels. 

Distance from Santa Cruz del Sur to Manopla: 14 miles; Guaya- 
bal: 14 miles. From Santa Cruz to Manopla by sea 14 hours; by road 
1 hour. To Guayabal by sea 3 hours; by road 2} hours. 

No daily transportation between Santa Cruz ard its sub-ports. 
Launch or automobile are to be hired for this purpose. 


AGENT: Empresa Consignatarias Mambiasas, Calle Carretera 
s/n, PO Box 49, Santa Cruz del Sur, Camaguey. Tel. 11 (night 65 and 
26-8). Cables: ‘‘Mambisas Santa Cruz del Sur”. 


(a) SUB-PORT OF MANOPLA: 


PILOTAGE: After Pilot boards vessel at Cuatro Reales Channel, 
vessel proceeds to Santa Cruz for clearance, thence takes another 
Pilot and proceeds to sub-port of Manopla, 14 miles distant from 
Santa Cruz. 

APPROACHES: see Santa Cruz. Entrance channel to sub-port 
of Manopla - Canal de Media Luna, Canal de los Bayameses, where 
vessels anchor, is a mile wide, bottom soft mud. No dangerous 
turns. Vessels of any length can enter and the anchorage depth is 
24-40 ft. Official permitted draft 35 ft. Vessels can enter/sail only 
during daylight. Not necessary to wait for slack water for entering/ 
sailing. Tidal variation 1 ft. 6 in. 

LOADING: Anchorage No. 1: 26 ft.; No. 2: 40 ft. Loading sugar 
operations were performed at above anchorages by means of barges. 
The following barges and tugboats were available: 
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Macareno No. 1 - capacity: 329 metric tons, 2,870 bags of ray 
sugar or 75,000 gallons of molasses. 

Macareno No. 2 - capacity: 329 metric tons, 2,870 bags of ray 
sugar or 75,000 gallons of molasses. 


Eulalia - capacity: 269 metric tons, 2,350 bags of ray 
sugar. Has no tanks. 

Miguelito - capacity: 269 metric tons, 2,340 bags of ray 
sugar. Has no tanks. 

Josefa — capacity: 269 metric tons, 2,340 bags of ray 


sugar or 48,000 gallons of molasses. 
Tug: Fox - length 66 ft., breadth 14 ft., 165 h.p. Tows the fleet of 
barges utilised at Manopla. 
res oe ae Average pumping rate of molasses 20,000 gallons pe 

our. 

COMMUNICATIONS: No long-distance telephone communica. 
tion. There is telegraph service which works up to 1800. 
FUEL/WATER/REPAIRS: Not available. 


AUTHORITIES: AGENT: See "Santa Cruz”. 


(6) SUB-PORT OF GUAYABAL: 


PILOTAGE: After Pilots board vessels at Cuatro Reales Channel, 
they proceed directly to sub-port of Guayabal, where Customs clear. 
ance takes place. 

APPROACHES: Dredged channel 2,474 metres in length, 
metres in width with average depth of 30 ft. 

ANCHORAGE: Suitable for vessels with draft up to 40 ft. 

MAX. SIZE: Official draft for the port is 35 ft., but Pilots advise 
maximum draft with which vessels may sail from the berth is 32 
9 in. at high water, with maximum length 510 ft. 

BERTHING: Pier: length 508 ft., depth 32 ft. 9 in. at high water. 
STEVEDORES: Sugar loading in bulk. Loading of molasses an¢ 
alcohol has not been performed for some time. Fuel oil and general 
cargo discharge. 

Sugar in bulk — at pier there is an installation operated by electric 
motor control which moves a convex-shaped conveyor and trans. 
ports the bulk sugar from warehouse to the vessel. Two thrower 
machines, 600 tons and 400 tons per hour respectively. Average 
loading rate about 250 tons per hour although occasionally average 
of 400 tons has been obtained. There is some time lost on account 
of shifting the crane. Occasionally shovellers are required, and 
work continues 24 hours a day. 

General cargo — it is not customary to receive general cargo at this 
sub-port, although on occasion bales of empty jute bags have been 
received, destined to neighbouring sugar mills. At present there are 
no facilities for discharge of general cargo, and no shore cranes 
available. 

TANKERS: Shipment of molasses and alcohol has been discon- 
tinued for some time. Vessels discharging fuel oil may berth with 
maximum draft of 27 ft. without touching bottom, which is of soft 
mud, 

COMMUNICATIONS: Communications between Guayabal and 
Santa Cruz are poor. It is necessary to travel to Sugar Mill San 
Francisco (about 20 kilometres from the pier) in order to communi- 
cate by telephone with Santa Cruz. 

Masters must send messages giving ETA addressed to Mambisas 
Santa Cruz del Sur. 

FUEL/REPAIRS: Not available. 

FRESH WATER: Supplied at pier by pipe-line at average rate of 
delivery 10 tons per hour. 

AUTHORITIES: Port Captain and Immigration's Delegations at 
Guayabal. Custom's delegate travels from Santa Cruz to Guayabal 
to conduct clearance. Distance 24 miles (by sea) from Guayabal 
to Santa Cruz. By road 60 kilometres. Time 3 hours by sea and 2 by 
road. 


AGENT: Vessels operating at Guayabal are attended by Santa 
Cruz del Sur agency personnel, 


SANTIAGO DE CUBA: 19.50 N. 75.52 W. 


PILOTAGE: Pilots board vessels 1 mile from mouth of port. Pilot 
station located in small Cay at entrance of bay known as Gramma 
Cay (formerly Smith Cay). Launch service is only means of com- 
munication available between Santiago de Cuba and Gramma Cay. 
Pilots also have office located at Custom House building with tele- 
phone communication. Distance from place where Pilots board 
vessels to: Piers 4 miles; Anchorage 3} miles; Refinery Pier 1} 
miles. 

APPROACHES: The entrance, up to a distance of 4 mile, has 4 
rock bottom. Thereafter, for a distance of 1 mile muddy bottom, 
and remaining 24 miles is soft mud. There are some turns, and the 
channel and entrance to the port are narrow. 

RESTRICTIONS: Vessels can enter and sail only during daylight 
from 0600 to 1800 hours. 

ANCHORAGES: Inner anchorages located in the area from North 
of “Ratones Cay" up to west of buoy No. 20. Can accommodate 
vessels drawing up to 30 ft. and a length up to 680 ft. 

MAX. SIZE: Vessels with a length of 680 ft. and a draft of 35 ft 
can enter up to the refinery, provided they arrive during early morn- 
ing hours. Tidal variation 1 ft. 6 in. 

TUGS: Tugs are used for deep-drafted vessels and otherwisé 
as situation demands. Following tugs are available: 


Toledo length 5:18 metres; h.p. 165; speed 9 knots 
Santa Barbara \ength 60 feet h.p. 165; speed 8 knots 
Caridad length 45 feet h.p. 110; speed 7 knots 
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BERTHING: Dock No. 1 “‘Luis Felipe Mena Gil" (formerly Male- 
con). Length 400 ft., depth 25 ft. at centre, 22 ft. at West end, and 22 
f, fore and 24 ft. aft at East end. Dock used for sugar loading and 
discharge of mineral, heavy lifts and volume cargo. It has 2 railroad 
tracks of standard gauge. (Notwithstanding above depth, vessels 
drawing up to 28 ft./28 ft. 6 in. sail from this dock.) 

Ferrocarril Pier — length 240 ft., depth 23 ft. Vessels moor to dol- 
phins. Distance between end dolphins is 400 ft. Used only for molas- 
ses loading. There is a pipe-line installation. 

Pier No. 2 - “Miguel Santiesteban Reyes" (formerly Muelle de 
Luz) Wooden pier, length 500 ft., depth (North side) 22 ft. 06 in. shore 
end; 23 ft. 06 in. sea end. (South side) 20 ft. 06 in. shore end; 22 ft. 
gin. sea end. Used for general cargo discharge. Trucks and trailers 
operate at this pier. " * 

Pier No. 3 - “Rolando Roca Pacheco" (formerly La Maritima). 
Concrete pier, length 650 ft., depth (North side) 22 ft. shore end; 
04 ft. sea end. (South side) 24 ft. shore end; 25 ft. sea end. Used for 
discharge of general cargo. Trucks and trailers operate at this dock. 

La Molinera Oriental Pier (present name: ‘Frank Pais") Depth 
91 ft. fore; 22 ft. 06 in. aft. 

Vessels do not berth directly on to this pier, but are secured to 
dolphins at narrow side of the pier. Used for bulk wheat discharge. 
Capacity of silos 8,200 tons. Conveyor and pipe-line are available. 

Cement Factory Pier — length 290 ft., depth 17 ft. Used for cement 
joading. Trucks can be used. : 

Refineria Hnos. Diaz Pier — length 789 ft., depth 40 ft. both sides. 
Depth 45 ft. at head of pier. Used for discharge and loading fuel 
Also used for bunkering. Pipe-line installation. 

Muelle Romero Dock — length 492 ft., depth (East side) 14 ft. fwd., 
19 ft. aft. (West side) 19 ft. 06 in. fwd., 22 ft. aft. 

Above depths taken at low water. 

STEVEDORES: Working periods: Monday to Friday 0700/1300 - 
1300/1900; Saturday the same; Sunday worked only if vessel com- 
pleting cargo. f 

Raw Sugar: Loading rate about 1,200 bags loaded per gang period; 
6 bags loaded per sling. Two vessels can load sugar simultaneously. 

General Cargo - approximate discharging rates: 

General cargo 7-8 tons per gang hour 
Bagged cargo 15 7 he 
Iron 7 Ha 
Wood 3 standards 
Fertilisers 15 tons per gang hour 
Shore Crane - there is movable crane with boom of 75 ft. length and 
lifting capacity about 19 tons. 

Bulk sugar - 5 thrower machines available. 

TANKERS: Average pumping rate: Molasses 30,000 gallons per 
hour. Fuel oi! 13,000 barrels per hour. 

COMMUNICATIONS: Radio telegrams, radiotelephony, tele- 
graph and telephones. R.C.A., Inalambrica, All-American, Prewi, 
radio and Government telegraph. Also air, railroad and bus services. 

Vessels can communicate with Santiago de Cuba through CLM 
and RCA. 

MEDICAL: Sick crew members can be attended at Army Hospital 
or Los Angeles Hospital. 

FUEL: Fuel oil and diesel oil available. Delivery rate about 7,000 
barrels per hour. 

FRESH WATER: Can be supplied docked/anchored. 
REPAIRS: Following repair shops: Joaquin Lamas, Giron. 
AUTHORITIES: Located at Custom House building. 

AGENT: Empresa Consignatarias Mambisas, PO Box 522, Jose 
Antonio Saco 10, Santiago de Cuba. Tel. 2891/7489 (night: 6874). 
Cables: ‘Mambisas Santiago de Cuba.” 


TANAMO: 20.44 N. 75.20 W. 


PILOT: Pilot boards about 1 mile from entrance. Pilot station loca- 
ted at entrance of port mouth. Usual means of communication is by 
launch, Distance from place where Pilots board vessels to: Punta 
Gorda Dock: 5 miles; Cayo Mambi Dock: 7 miles. 
APPROACHES: Entrance channel has rocky and muddy bottom. 
There are 90° turns, and narrow passes. 

RESTRICTIONS: Entry and sailing at slack water and daylight 
hese assistance required for vessels between 450 and 600 ft. 
length. 

it SIZE: |f berthing, draft 22 ft., length 450 ft. If anchoring, draft 


BERTHING: Punta Gorda dock: length 345 ft., depth East side 22 
ft, West side 19 ft. Dock used for loading sugar and molasses; 
also for fuel oil discharge or heavy cargo. 

Cayo Mambi Dock: length 200 ft., depth 14 ft. Dock used in dis- 
charge of coastwise merchandise. 

Docks have railroad tracks of non-standard gauge. Punta Gorda 
dock has four inlet tracks only. Cayo Mambi has two tracks. 
STEVEDORES: Working periods: Monday to Friday 0700/1109 - 
1300/1700; Saturday 0700/1100; Sunday no work performed. 

Raw sugar: 975 sugar bags loaded per gang period. Six sugar 
bags loaded per sling. 

Refined sugar: 1,875 bags of 100 Ib., loaded per gang period. 
Twelve bags of 100-Ib. type loaded per sling. 

General Cargo: Working periods same as for sugar. 

TANKERS: Molasses average pumping rate: 20,000 gallons per 

hour. Fuel oil average pumping rate: 11,750 barrels per hour. 

COMMUNICATIONS: Long-distance telephone communication 

at sugar mill. Radio service Inalambrica and Government telegraph. 

Interior telephone communication between sugar mill yard and port. 

we service at Cayo Mambi. Vessels can communicate with Cayo 
ambi by Government telegraph. 


CYPRUS 


FRESH WATER: Can be supplied at Punta Gorda, delivery by 
pipe-line at rate of 5 tons per hour. 

FUEL/REPAIRS: Not available. 

MEDICAL: There is a hospital where sick crew members can re- 
ceive attention in urgent cases. For serious cases, sick men are sent 
to Nicaro Hospital or to Santiago de Cuba. 

AUTHORITIES: Port Doctor and Immigration Inspectors located 
at Sagua de Tanamo. Captain of Port and Custom House located at 
Cayo Mambi. Custom House and Captain of Port are Delegations 
of Antilla. 

Entry and sailing clearances attended by Cayo Mambi Delegation 
Office. Port Authorities travel from Cayo Mambi to Punta Gorda by 
railroad, thereafter by launch to the anchorage. 

SUB-AGENT: Empresa de la Industria Azucarera de Oriente, 
Central Frank Pais (Tanamo), Cayo Mambi, Oriente, Cables: ‘'Franpa 
Cayo Mambi”. Tel. 2 (night: Zona 2). Central Switchboard. 


VITA (sub-port of Gibara - Oriente Province): 21.05 N 
75.57 W. 


PILOTAGE: Pilots board vessels 3 miles from entrance channel. 
Pilot station located at Vita. Interior telephone communication. 
Distance from place where Pilots board vessels to dock: 5 miles. 
APPROACHES: Owing to narrowness of channel, turns may be 
considered as dangerous for vessels over 450 ft. length. 
RESTRICTIONS: Entry and sailing only during daylight. 
MAX. SIZE: Maximum draft with which vessels can enter/sail is 
27 ft. at high tide and 26 ft. at low tide. Maximum length 500 ft. (al- 
though vessels with length of 550 ft. have entered this port). 
BERTHING: Dock: length 300 ft., depth 26 ft. Vessels drawing 
26 ft. 06 in. or 27 ft., touch bottom. Loading of sugar and molasses 
and discharge of fuel. Only one railroad track of non-standard guage. 
STEVEDORES: Working periods: Monday to Friday 0700/1100 - 
1300/1700; Saturday 0700/1100. 

800-1,100 sugar bags loaded per gang period. Four sugar bags are 
loaded per sling. 
TANKERS: Average pumping rate (molasses) 25,000 gallons per 


hour, 

COMMUNICATIONS: Long-distance telephone, post and tele- 
graph services. 

MEDICAL: No hospital at Vita. Sick crew members can receive 
attention at Gibara Hospital. Port Doctor at Santa Lucia, Oriente. 
FUEL/REPAIRS: Not available. 

FRESH WATER: Can only be supplied in exceptional cases. De- 
livery by 2-in. diameter pipe, by gravity. Delivery average 3 tons per 
hour. Recommended that Masters always check availability in ad- 


vance. 

AUTHORITIES: Immigration at Chaparra, who travels to Vita on 
ship's arrival advice. Captain of Port at subport of Vita. Gibara is 
the Customs Official Port having Custom Delegation at sub-port 
of Vita. Vessels can proceed directly to Vita where they are cleared 
by Authorities. 

SUB-AGENT: Empresa de la Industria Azucarera de Oriente, 
Central Rafael Freyre (antes Santa Lucia), Oriente. Cables: “Rafy 
Santa Lucia Oriente.” Tel. Dock 43-3. Centre 37-1. Home 28. 


Cyprus 


DHEKELIA: 35.58 N. 33.44 E. 


Sovereign Base Area 
DOCUMENTS: 

3 Crew Lists. 

4 Passenger Lists. 

1 Arrival Declaration. 

1 Crew Declaration. 

1 Store List (for cigarettes, spirits, etc.). 

2 Manifests (Customs forms). 
PILOTAGE: Not compulsory but strongly recommended. The tan- 
ker berth is situated in open roadstead. 
MAX. SIZE: Tankers up to 560 ft. length with max. draft 30 ft. 
HEALTH: Pratique granted by Health Authorities after boarding 
on arrival. No pratique necessary when vessel arrives from another 
port in Cyprus. 
RADIO: Messages through Cyprus Radio, call sign 5BA. 
TUGS: None available and not required. 
BERTHING: One conventional buoy mooring for tanker discharg- 
ing fuel oil to Dhekelia Power Station. 
MEDICAL: Necessary for Agent to receive advance notice of 
medical attention required. Hospital facilities available. 
DENSITY: 1025. 
FRESH WATER: Not available. 
FUEL: Not available. 
CUSTOMS ALLOWANCES: See “Limassol”. 
IDENTIFICATION CARDS: When on shore leave, seamen's 
books required. 
TIME: GMT plus 2 hours. No changes during the year. 
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FAMAGUSTA: 35.07 N. 33.57 E. 


DOCUMENTS: 

1 Arrival Declaration form. 

Merchant Ship Voyage Report (for Port Marine Police). 
Maritime Declaration of Health (International Form Med. 20). 
Declaration of all articles obtained outside Cyprus or during 
voyage by Master, officers and Crew (wines, and spirits, tobacco 
cigarettes, cigars, perfumery, jewellery, cameras, watches, 
arms and ammunition, etc. — Form C.121). 

5 Crew Lists. 

5 Passengers’ Lists (landing and in transit). 

1 List of Ship's Stores. 

1 Dangerous Cargo List. 

PILOTAGE: Masters to cable ETA 24 hours before arrival to 
Agent who will arrange berthing and piloting-in. Radio ETA message 
to Harbour Master not necessary except at times of congestion, 
when Agent will advise Master to do so for purposes of registering 
turn. 

In normal weather conditions Pilot boards vessel at Turning-buoy 
or at anchorage. In bad weather conditions, Pilot will advise Master 
to proceed entrance of Outer Harbour, where Pilot will board. 
Communications between pilot Station and Vessels approaching 
port or anchored at roadstead by VHF Channel 16. 

Pilot boat: open motor launches (about 150 hp.), light grey colour, 
flying pilot's flag. Light or sound signals for Pilot requirements: 
International signals apply. 

ANCHORAGES: Vessels not berthing on arrival, to anchor at 
roadstead; a recommended position is 281°-1-4 miles from F. White 
and Red Reef Lighthouse. In case of very bad weather a safe anchor- 
age to be sought further North, near Boghaz Area. 
RESTRICTIONS: Passenger vessels (vessels built to carry more 
than 12 passengers) allowed to enter port up to 2300 hours, pro- 
vided such vessels will be at Turning buoy by that time and also if 
berth space is available. 

Cargo vessels allowed to berth latest up to 2000 hours provided 
berth space available and that vessel will immediately operate with 
at least two gangs. 

No tide restrictions, but for vessels entering Inner Basin maximum 

draft 22 ft., and for Outer Basin maximum draft 30 ft. 
MAX. SIZE: Vessels berthing in inner Basin 22 ft. draft and 430 ft. 
LOA. Vessels berthing in Outer Basin 30 ft. draft and 720 ft. LOA. 
HEALTH: For passenger vessels, with surgeon on board, Master 
to cable to “Quarantine Department Famagusta", advising that all 
on board are in good health. For cargo vessels, pratique will be 
arranged soon after vessel has berthed. If vessel calied at Cyprus 
port prior to Famagusta, pratique will be automatic. 

In case of suspected disease or fever on board, the Health Authori- 
ties will take the necessary precautions and issue instructions 
according to the prevailing circumstances. 

RADIO VHF: Cyprus Radio - 5BA. Vessels can also call Harbour 
Master Famagusta on VHF, Channel 16. 

TUGS: Two tugs at Famagusta — One 500 h.p. called Desdemona” 
and the other 1,350 h.p. called “Othello” on which VHF is also avail- 
able. Tugs join vessel at entrance of Outer Basin, and ship's lines 
are used. Use of tugs is at discretion of Pilot. No charges made for 
the use of tugs, which are Government property. 

BERTHING: According to rotation of arrival. If port is congested, 
vessels at anchorage should fly respective numerical flag denoting 
their number according to rotation of arrival. 

STEVEDORES: For week-day work, gangs to be ordered by 1530 
hours previous day. For Sunday work, gangs to be ordered by 1130 
hours Saturday. For week-day work, it is also possible to apply for 
gangs in the morning or during the day subject to gangs available. 
Average rate of discharge on piece-work: general cargo 10-15 tons, 
bagged cargo 15-20 tons per hour/gang. 

MEDICAL: Advisable for Master to include in ETA message to 
Agent if any medical attention required; hospital and private clinics 
facilities available. Smallpox vaccination necessary; other inocula- 
tions or vaccinations according to prevailing circumstances. 
DENSITY/TIDE: Mediterranean salt sea water. Difference of 1-2 
ft. between low and high water. 

FRESHWATER: Water hydrants installed alongside quay, both 
in Inner and Outer Basins and delivery through hoses; rate of deli- 
very 10-15 metric tons per hydrant per hour. 

Note: Certain limitations to quantities deliverable can be possible 
during summer months (June-August) owing to general shortage 
of water. 

FUEL: No bunkering facitities alongside quay or in the port else- 
where. Limited fuel deliveries to vessels alongside quay can be made 
by lorry-tankers of 8-10 tons each. (Example of fuel available 530 
seconds Redwood No. 1 at 100 degrees Fahrenheit.) 
DEVELOPMENTS: Outer Harbour (2,100 ft. linear quay — 30 ft. 
draft) was recent extension to Inner Harbour (1,700 linear quay — 22 
ft. draft) and any quay extension not foreseen in near future. The 
constructions of new sheds particularly for export and a passengers’ 
terminal as well as a silo is under study and work may commence in 
the near future. 

GANGWAY DECK WATCHMEN: Not obligatory, but available 
and most Masters engage watchmen. 

OPENING/CLOSING HATCHES: Carried out by crew; steve- 
dores on board are sometimes willing to help but they are not obli- 
ged to do so. 

CUSTOMS ALLOWANCES: See “Limassol”. 

CARGO GEAR: Mostly supplied by shore stevedores or other 
contractors on hire, and it is expected to be tested and safe. Any 
gear supplied by the vessel must be certified tested and suitable for 


170 


—= oe 


purpose used. Floating crane, lifting capacity 60 tons available. 
IDENTIFICATION CARDS: Passports are accepted by th 
Police and Immigration Authorities. Identification cards, whoeve 
are advisable as crew members on shore leave must carry eithe 
their passport or identity card and the loss of the former, whily 
ashore, may involve complications. 


CONSULS: 
Finland Netherlands 
France Norway 
Italy Sweden 
Japan Thailand 


REPAIRS: Minor repairs for deck and engine can be carried outa 
local workshop. Cement boxes and plating both above and unde, 
water can be carried out. 

DRY DOCKS: No dry docks. Two slipways operate at South endg 
port and can take vessels of up to 400 tons weight. 

AIRPORT: Nicosia International Airport 40 miles from Famagus 
(1 hour's drive). Daily flights to European/U.K. and Middle Eay 
destinations. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: Recurrent official Customs and port holidays: 

(a) First week-day of January; 

(b) Epiphany Day (Greek Orthodox) 6th January; 

(c) Good Friday (Greek Orthodox); 

(d) Saturday before Easter (Greek Orthodox); 

(e) Easter Monday (Greek Orthodox); 

(f) Christmas Day, or if that day be a Sunday, the following day 

(g) 26th December, or if that day be a Sunday, the following day, 

unless Christmas Day falls on a Sunday, in which case the Tues. 

day following Christmas Day; 

(h) First day of Ramazan Bairam, or if that day be a Sunday, ther 

the following day, unless the day in (i) hereinafter has occurres 

first and has fallen on a Sunday, in the same year; 

(i) First day of Qurban Bairam, or if that day be a Sunday, then th 

following day, unless the day in (A) above has occurred first ang 

has fallen on a Sunday, in the same year; 

(j) Birthday of the Prophet; 

(k) 25th day of March (Greek Independence Day); 

(/) First day of May; 

(m) 28th day of October (OXI DAY - Greek); 

(n) 29th day of October (Turkish Independence Day); 
and any other day appointed by Council of Ministers as a day o 
which Customs Houses shall be closed for business. 

All ports closed for work on New Year's Day and on 1st May, 
Members of Greek trade unions have option to abstain from work on 
25th March, Easter Sunday, Easter Monday, 28th October ané 
Christmas Day. It has also been noted that on 1st April (EOKA DAY) 
no work is done. Members of Turkish Trade Unions have option te 
abstain from work on Ramazan Bairam, Qurban Bairan, Birthday o 
the Prophet, 19th May and 29th October. However members of each 
community may work during any holidays but if they do so they ar 
paid holiday wages. 

POLICE/AMBULANCE/FIRE: Port Marine Police Tel. 63239; 
Police Head Quarters 62016; Fire and Ambulance 999. 
TELEPHONES: Lines available for placing telephones on board 
GENERAL: Cyprus flag to be hoisted on mast from 0800 hours te 
sunset. Landing of dogs or other animals not allowed; also landing 
of fruits, vegetables and eggs unless authorised by Produce Inspec 
tion Office. Disposal of garbage and waste strictly prohibited both ir 
port and Cyprus waters. Agents can arrange removal of garbage by 
contractor or municipality. 
SERVICES: Compass adjusting; radar repairs; scraping ané 
painting ship's sides. 
SHORE LEAVE: All crew members allowed ashore after fret 
be granted. Each crew member to carry passport or Identity 
ard. 
REGULATIONS: Authority is required from Harbour Master: for 
immobilising engine for cleaning or repairs whilst vessel alongside 
quay; for lowering lifeboats; for using ship's radio; for sailing ( 
Port and Customs Clearance is required). 

Ships berth by rotation according to time of arrival. However, por 
regulation exists that passenger and cruising vessels as well a 
ferryboats can berth (maximum 2 berths) on priority. 

DELAYS: Delays in berthing are very seldom. Slight congestion 
1-2 days, however, is sometimes observed in month of May whent 
is peak export season for spring-crop potatoes and carrots. 


LARNACA: 34.55 N. 33.39E. 


DOCUMENTS: 

3 Crew Lists. 

4 Passenger Lists. 

1 Arrival Declaration. 

1 Crew Declaration. 

3 Stores Lists (cigarettes, spirits etc.). 

2 Manifests (Customs forms). 

1 General Declaration. 
PILOTAGE: Not compulsory but strongly recommended. Govern 
ment Pilot boards vessel outside Fairway light buoy (fl. W. ev.? 
secs.). Master to give Agent 24 hour's notice of ETA and Ageft 
informs Port Authority accordingly. Pilot boat light grey colou! 
flying Pilot flag. Pilot may be contacted on VHF Channel 16 during 
working hours. Pilot's telegraphic address: “Port Superintendem 
Larnaca, Cyprus”. 
MAX. SIZE: For port berthing normally 500 ft. length, but large’ 
vessels may receive berthing permission subject special permissio 
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being obtained from Harbour Master in consideration of vessel's 
manoeuvrability and prevailing weather conditions. 

New portis dredged to 31 ft. (9:5 m.). Height of quay above sea level 
2 m. 30 cm. One cargo shed 100 m.x30 m. Max. size at new port, 
length 150 m., draft9m. | ; 

Tankers discharge outside port at mooring buoys, draft up to 32 ft. 
No length restrictions. 
ANCHORAGE: Open roadstead. : } 
HEALTH: Smallpox vaccination necessary; other inoculations or 
yaccinations according to prevailing circumstances. Pratique 
required only at first port. Government Health Services board vessel 
soon after berthing to grant Pratique. Also see “Famagusta”. 
RADIO: Harbour Master Larnaca on VHF Channel 16. 2 
TUGS: Two Government tugs 750 and 600 h.p. Tugs join vessel 
outside breakwater using ship's lines. 
BERTHING: Vessels may berth inside port between 0600 hours and 
sunset, but may unberth and sail until midnight. Berthing is in rotation 
accordance to arrival. 

Quay length in port is 1,060 ft. (326 m.). 

Tankers moored during daylight hours only. 
STEVEDORES: Gangs arranged by Agent before arrival. 
MEDICAL: Necessary for Agent to receive advance notice of at 
least 2-3 hours before arrival. Hospital facilities always available. 
TANKERS: Diameter of discharge lines up to 12 in. Maximum draft 
92 ft. Discharging takes place at buoys outside port. 
DENSITY : 1025. 
TIDE: Up to 2 ft. rise of tide. 
FRESH WATER: Available. Delivery by hoses at main quay at about 
50 tons per hour. Suppliers, Larnaca Water Board. 
FUEL: 12 hour's advance notice required. Available in unlimited 
uantities. 
¢cUSTOMS ALLOWANCES: See “Limassol”. 
HATCHES: Opened and closed by crew. 
IDENTIFICATION CARDS: When on shore leave, seamen's 
book is required. 


CONSULS: 
Italy Portugal 
Sweden Finland 
Denmark 


REPAIRS: Minor repairs and overhauls may be carried out. 
REPATRIATION: Facilities available. 

AIRPORT: Nicosia International Airport 30 miles from Larnaca. 
Daily flights to Europe and Middle East. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: Cargo work can be arranged on Custom Holidays on 
payment of overtime with exception of New Year's Day, Christmas 
Day and Easter Sunday. For public holidays see “Famagusta”. 
TELEPHONE: Lines available for placing telephones on board. 

Police Headquarters 2001; Hospital 2007. 

SERVICES: Compass adjusting, radar repairs, hull scraping and 
painting. 

REGULATIONS: Harbour Master's authority required for: im- 
mobilising engine, cleaning or repairs whilst vessel alongside quay, 
lowering lifeboats and use of ship's radio. 

Port and Customs clearance required for sailing. 

Cyprus flag to be hoisted on mast from 0800 hours to sunset. 
Landing of dogs or other animals not allowed; also landing of fruits, 
vegetables and eggs unless authorised by Produce Inspecton 
Office. Disposal of garbage and waste strictly prohibited both in 
port and Cyprus waters. 


LATCHI (Limni Mines) 35.02 N. 32.24 E. 


DOCUMENTS: See “Limassol”. 

PILOTAGE: No pilot available. Vessels chartered for Company 
advise ETA via Cyprus Radio to “Limni Poliscyprus". Anchorage 
$ mile North of Mavroli Pier. During daylight hours Company launch 
leads vessels to anchorage. 

ANCHORAGE: As above, depth $ mile from pier is 10 fathoms. 
MAX. SIZE: No restrictions on size. 

HEALTH: All necessary action to obtain pratique made by Agent. 
In the event of any suspected disease on board, necessary action 
and precautions taken by Health Authorities. 

eee Cyprus Radio - call sign 500 BA or radio telephone no. 


TUGS: None available. 
BERTHING: Mavroli Pier in Khrysokhou Bay, Cyprus, in position 
35 03° 15° N. 32° 27’ 10” E. bearing 072° approximately 3.2 miles from 
Latchi. Necessary to have Cyprus flag, and to have gangway and not 
& rope ladder for Authorities and stevedores to board. 
STEVEDORES: ETA advice required order arrange gangs at least 
urs, 
MEDICAL: Agent to receive 24 hours notice. Hospital facilities 
available at Ktima, 24 miles from Latchi Port. Each member of crew 
to possess valid vaccination certificate. 
DENSITY: 1.025, 
FRESH WATER: None available. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: Unnecessary. 
CUS TING/CLOSING HATCHES: Done by the crew. 
iD TOMS ALLOWANCES: See “Limassol”. 
c ENTIFICATION CARDS: Required. 
ONSULS: No consuls at port. 
REpAIRS: No repairs can be carried out. 
ATRIATION: Can be arranged through Nicosia Airport. 


CYPRUS 


AIRPORT: Nicosia Airport 68 miles away, served by regular airlines. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: See “Limassol”. 

) ee intial ii ibe Such services arranged through 
gent. 

TELEPHONES: No arrangements exist for placing on board. 

SHORE LEAVE: Landing permits obtainable from local Police 

Authorities by lodging passports or seamens books. 


LIMASSOL: 34.40 N. 33.03 E. 


PORT LIMITS: The territorial waters of Cyprus contained within 
a line drawn 135° to the high seas from the Roman Catholic cemetery, 
situated 16} cables North-Eastwards of Limassol fixed red light, and 
a line drawn 135° to the high seas from the centre of Zakaki village. 
DOCUMENTS: 

Ports Department: 

1 Arrival Declaration (given to Master by Boarding Officer). 

1 Crew List. ' 

1 Passenger List and 1 transit passenger list (the latter in case of 

passenger vessels). 

Customs Department: 

1 Crew List. 

1 Passenger List. 

1 Transit List. 

1 Fire arms Declaration. 

1 Stores Declaration. 

1 Declaration signed by each member of crew stating dutyable 

goods in their possession. 

1 Authority by Master for appointment of Agent. 

Police Department: 

1 Crew List. 

1 Passenger List. 

1 Transit Passenger List. 

Health Department: 

1 Maritime Declaration of Health. 

PILOTAGE: Services of Pilot requested by Agent representing 
vessel. Ships piloted only during daylight, usual ‘‘G" flag hoisted. 
ANCHORAGE: No specific boundary but ships usually anchor 
about 4 mile South-eastwards of lighter basin entrance where depth 
8 fathoms. 

RESTRICTIONS: Vessels allowed enter port only during daylight 
hours starting at 0600 summer, and 0700 winter. 

MAX. SIZE: Maximum permissible length for vessels entering 
pcg is 265 ft. draft 15 ft. No limit for vessels remaining at road- 
stead. 

BREAKWATER PORT: Depth alongside 11 m., max. draft 10-5 m. 
No limit on length. 

HEALTH: Pratique granted by Health Authorities after boarding 
at anchorage. Automatic pratique only granted to vessels having a 
doctor on board, certifying that everybody well. A telegram to this 
effect must be sent 24 hours before vessel's arrival, to ‘District 
Medical Officer, Limassol". No pratique necessary when vessel 
arrives from another port in Cyprus. 

RADIO: Cables sent through “Cyprus Radio”, call sign: 5BA. 
RADAR/VHF: No port radar service. Office of Harbour Master 
equipped with VHF radiotelephone operating on Channels 16 and 14 
during office hours only. 

TUGS: One tug 1,300 h.p. and one tug 760 h.p. 

BERTHING: Breakwater Port: Consists of two quay walls each 
400 m. in length. Storage within the port area is limited. 

The berths may be used for: Exports, such as citrus, cement, 
carobs, etc.; Discharging homogeneous cargoes, i.e. grain, iron, 
steel pipes, etc.; and cargoes for direct delivery, which do not 
require storage within the porti.e. fertilisers, frozen meat, sugar, etc. 
STEVEDORES: 24 hours notice to vessel's Agent of ETA enable 
arrange gangs. 

MEDICAL: Unless very urgent case on board no need for advance 
notice to District Medical Officer. Any other case dealt with by 
doctor coming on board for pratique purposes, and Agent. Hospital 
and private clinic facilities available. Usual International vaccination 
certificates required for each member of crew. 

TANKERS: No tankers berthed in Limassol, but at private berths 
away from port and for discharging only. No slop discharge facilities. 
FRESH WATER: For ship entering port fresh water facilities on 
quay. Vessel at anchor can be supplied by water-barge, capacity 
about 80 tons. 

FUEL: Diesel oil and furnace oil available for ships entering port. 
Brought alongside by tanker lorries from Larnaca. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: By stevedores. 

CUSTOMS ALLOWANCES: 50 grams tobacco or 40 cigarettes, 
and 0-25 litres spirits, 0:25 litres wines, per man per day. 

For reasons of administrative convenience, issues of high-duty 
goods for use by crew on board will be made every three days, 
beginning with the first day of the ship's arrival in Cyprus waters. 
For each member of the crew (other than the Master, the Chief 
Officer and the Chief Steward) each issue will consist of: 120 
cigarettes or an equivalent quantity of other tobacco goods, 1 bottle 
of spirits, 3 bottles of wine. 

Each issue for the Master, the Chief Officer and the Chief Steward 
of ocean-going vessels will consist of: 200 cigarettes, 2 bottles of 
spirits and reasonable quantity of wine they may request. 

Concessions to crew landing from ship: On coming ashore, for a 
short vara 50 grams of tobacco, or 40 cigarettes per day or part 
thereof. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


The above allowances are in force for all Cyprus ports. 
CARGO GEAR: Must comply with existing International Safety 
Regulations. 
IDENTIFICATION CARDS: Seaman's Book or Passport needed 
for seamen going ashore. 
CONSULS: Belgium, Holland, Italy, France. 
REPAIRS: Only minor repairs can be carried out. 
REPATRIATION: Facilities for effecting crew changes and arrang- 
ing any necessary repatriations. Usually arranged with Agent. 
AIRPORT: Nicosia Airport served by regular lines situated 54 
miles from Limassol. 
TIME: GMT plus 2 hours. Permanent. 
HOLIDAYS: Every Sunday; 1st January; 6th January; 25th March; 
1st May; 28th October; 29th October; Good Friday; Saturday follow- 
ing Good Friday; Easter Monday; First Day of Kurban Bairam; Birth- 
day of Prophet; First Day of Ramazan Bairam; Christmas Day; 
Boxing Day. 
POLICE/AMBULANCE/FIRE: Police 3171; 
Fire Bridge 71939 or 999. 
TELEPHONES: None available for placing on board. 
SERVICES: Compass adjusting, servicing of radar, R/T, echo- 
sounders. 
SHORE LEAVE: Allowed. 
DELAYS: Can be expected usually during winter months due rough 
sea in which case no lighter can approach cargo vessel either for 
discharging or loading. The percentage of non-workable days in 
roadstead is low. 


Ambulance 3111; 


MORPHOU BAY 


GENERAL SITUATION: Morphou Bay situated on North-west 
coast of Cyprus. Bay is well siiuated geographically, as owing to 
high hills all round there is shelter from all winds except those be- 
tween N.W. and N.N.E. Loading records for many years past show 
that, whilst wind fairly frequent from N.W., winds of storm force 
practically unknown. Tides and currents are negligible. 

1. Xeros Pier - Karavostassi, operated by Cyprus Mines Corpora- 
tion, and, 

2. Another loading installation at Karavostassi operated by Hellenic 
Mining Company. 
1. Xeros Pier - 35° 08’ 16” N. 32° 49’ 14” E. 
ORE LOADING: Ships moored in open roads; loading and dis- 
charging effected by lighters towed by tug to and from Jetty. Loading 
effected by grabs, each weighing about 10 cwt. and carrying about 
20 cwt. of ore. Ship's winches must therefore be capable of lifting at 
least 40 cwts. Loading operations normally carried out 17 hours per 
day. Average loading rate is 1,800 to 2,000 tons per loading day of 17 
hours. Ships load in turn and normally only one ship loaded at a 
time. 

Inward cargoes only handled by special arrangement. 
JETTY LIGHT: Corporation's Jetty 400 ft. long. A red light (electric) 
flashing every 3 seconds (duration of flash 0.2”; eclipse 2.8”) is on 
shore end of Jetty (lat. 35° 8’ N. long. 32° 51’ E.). Jetty berth not avail- 
able to ocean-going vessels, depth being only 11 ft. Jetty equipped 
with electric crane with maximum lifting capacity 5 tons. 
MOORINGS: Vessels ride to own anchors and depend on them for 
safety and security, using Corporation buoy as stern mooring to 
assist in loading. Buoy is in about 7 fathoms and located about 1,500 
ft. from end of Jetty. Holding ground in anchorage is of tenacious 
sand and clay sloping away from shore. 
DOCUMENTS: 

5 Crew Lists. 

5 Passenger Lists. 

Vaccination Certificates. 

Declaration of Health. 

1 Crew Declaration (tobacco, Liquor, Souvenirs, etc.). 

1 Arms and Ammunition Declaration. 

2 Stores Lists. 

1 Specification for Agency. 

1 Notice of Readiness. 

Produce ship's Registration Certificate. 

1 Bill of Lading. 

1 Cargo Manifest (if carrying cargo). 
PILOTAGE: Not required for vessels dropping anchor in roads. A 
non-qualified but well-experienced Pilot will assist Master in tying 
vessel to mooring buoy for loading. 
ANCHORAGE: Anywhere one mile off shore between Vouni 
Palace and Pendayia Hospital. 
Seale Lotte heer None, but advance notice should be given by 
cable. 
MAX. SIZE: For vessels loading at CMC mooring, maximum laden 
draft 32 ft. For tankers discharging oil the maximum draft on arrival 
should be 25 ft. 
HEALTH: If arrival in daylight and advance notice has been given 
by cable, then pratique normally given on arrival—subject weather 
conditions. If arrival after dark, pratique given early following morn- 
ing. Suspicion of disease on board should be notified by cable before 
arrival. or at least to Medical Officer when he boards for pratique. 
Vessels in free pratique from another port in Cyprus do not require 
further pratique providing travelled to Karavostassi coast-wise. 
RADIO: ETA cable to ‘Pyrites Lefka Cyprus", and sent through 
Cyprus Radio 
TUGS: Not required. Ship's lines used for stern-tying to mooring 
buoy for loading. 
STEVEDORES: Arranged by Shippers, who also Agents (Cyprus 
Mines Corporation). 
MEDICAL: Advance notice of required medical attention not neces- 
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sary unless doctor required to board ship. Company Hospital facili, 
ties available. Vaccination certificates required. 

TANKERS: Discharging only, into 8 in. line. Connection made by 
Receivers. No slop discharge allowed. One berth only, maximuy 
draft on arrival 25 ft. 

DENSITY: Unaffected by tide which is minimal. 

FRESH WATER: Available from lighter with 25 ton capacity. 
FUEL: Not available, (may be purchased in drums at considerab; 
expense.) 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Normally carried out by crew, 
CUSTOMS ALLOWANCES: See “Limassol”. 

CARGO GEAR: All winches, derricks, runners, guys and stays 
be in good working order, and test certificates made available o 
request. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: None in port. Several Embassies and Consulatg 
located in Nicosia. 

REPAIRS: Minor deck and engine repairs may be carried out by 
Corporation if essential to loading operation, or safety of vessel, 
REPATRIATION: Agency (CMC) can arrange for travel of chang. 
ing crew members. 

AIRPORT: Nicosia International Airport 35 miles from por 
served by regular airlines. 

TIME: GMT plus 2 hours Permanent. 

HOLIDAYS: No work on 1st January, 25th March, Orthodox Easty 
Friday, Saturday, Sunday and Monday, 1st May, 28th October, 24 
25th, 26th December, 31st December. 

Customs Houses closed on Sundays, afternoon on Wednesday; 
and Saturdays, New Year's Day, 6th January, Good Friday (Gres 
Orth.j, Saturday before Easter and Easter Monday (Greek Orth) 
1st day of Qurban Bairam, 1st day of Ramazan Bairam, 25th March, 
Birthday of Prophet Mohammed, 29th October, Christmas Day ani 
Boxing Day. (If New Year's Day, or Christmas Day falls on a Sunday 
then day following is observed.) 

POLICE/AMBULANCE/FIRE: Police Xeros 249; Ambulance asi 
through Agency; Fire Xeros 243. 

TELEPHONES: Cannot be installed on board. 

GENERAL: Cyprus Mines Corporation ships flotation pyrites 
copper concentrates and copper precipitates in bulk from lighten 
which come alongside. The speed of loading depends largely on th: 
efficiency of the vessel's loading gear. 

SHORE LEAVE: Crew members allowed on shore. 
REGULATIONS: No unusual regulations. Ship's boats may b 
used only in vicinity of ship'for boat-drill, etc. They are not to be use 
for coming ashore. 

DELAYS: Occasionally due to congestion, and sometimes tr 
weather. 


2. Hellenic Mining Co., Installation 35° 08’ 18” N. 32° 50’ 10” E. 
PILOTAGE: Company's Pilot available for mooring and shifting 
operations. 

ANCHORAGE: Five moorings buoys, and vessels use own anchor 
MAX. SIZE: Ships of practically any size, from small freighters te 
ore-carriers Of 25,000 tons or more, can be accommodated. Lengtt 
of vessel immaterial but there may be certain reasonable limitations 
as to beam and height from waterline in ballast. 

BERTHING: Iron jetty extends 433 metres into sea. Depth of wate 
alongside pierhead about 10 fathoms. 

STEVEDORES: Hours of working are: 0800 to 1200 hours and 13% 
to 1700 hours. Saturdays: 0800 to 1200 hours, but normally work, 0 
overtime, arranged continuously, all round the clock without break 
until vessels fully loaded. 

MEDICAL: Doctors and hospital available. 

FRESH WATER: Available. 

GENERAL: All other details see Xeros Pier above. 


VASSILIKO BAY: 34.42 N. 33.18 E. 


SITUATION: 135 miles due East of Limassol on South coast ¢@ 
Cyprus, and 14 miles West of Zyghi. 
PILOTAGE: Company's Pilot available for berthing and shifting 
Operations. 
PYLON: The pylon, diameter of 34 ft. fitted with mechanism whic 
enables buckets conveying ore along ropeway, to be emptied aut 
matically through a chute into holds of ships. 
MAX. SIZE: Ore carriers of 12,000 tons dwt. and over can be accom 
modated. Maximum permissible height of ship between Sea level ant 
top of hatches (vessel in full ballast) 25 ft. Maximum length 450 ft 
Maximum beam 60 ft. 
BERTHING: Depth of water at pylon 30 ft., but if necessary ships 
may berth further out where depth 31-32 ft. In such cases, doubit 
chute used. Height of articulation of chute 49 ft. above sea levé 
height of unloading tip varies according type chute used. Bottom @ 
sea near pylon. sandy. 
LOADING: Loading of ores (pyrites and gypsum-rock) effecte 
through an aerial maritime ropeway line, which starts at a point clos 
to the shore and extends over a distance of 1,750 ft. in the sea to! 
reinforced concrete pylon. Ropeway cables supported at three inter 
mediate points by steel trestles. 
CAPACITY: Installation has loading capacity of 3,500/4,000 tons 
pyrites and 2,509/3,000 tons gypsum rock per 24 consecutive hours) 
electrically operated and all ores automatically weighed at loading 
point by means of electric Avery machine. 1 
rat ad All other details see “Morphou Bay, Hellenic Mining 
ov 
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Dahomey 
COTONOU: 06.20 N. 02.32 E. 


PORT LIMITS: The area contained within an arc of a circle of 
{ mile radius centred on the red light at the West jetty. 
DOCUMENTS: Once berthed the ship must be able to produce to 
the port authorities: 

6 copies Crew List. 

4 copies List of Ports of Call. } 

6 copies Passenger List, and passengers in transit. 

3 Customs Declarations (personal effects List). 

2 Maritime Declarations of Health. 

3 Lists Provisions and Stores, including foodstuffs. 

10 copies Manifest. 

1 Bill of Lading. sz 

1 Declaration of Arms and Ammunition. 

3 lists of Dangerous Cargo (unloading or in transit). 

Also international documents of ownership and safety. 
PILOTAGE/APPROACHES: Vessels must advise ETA to Port 
Authority “Dirport Cotonou" 24 hours prior arrival weekdays, and 
before midday Saturday for Sundays and before midday on day 
preceding holidays. Cable address Pilot Station “Commandant du 
Port, Cotonou'’. On approach to port vessels may also call Pilot 
Station on 2182 kc/s or VHF Channel 16. Permanent radio watch 
kept by port Coast-Guard Station. Pilot services permanent and 
operate night and day, Sundays and holidays, except for nights of 
24th and 31st December from 1800-0600 hours. Ships drawing more 
than 30 ft. must enter on high tide. On arrival in approaches, ships 
coming from west or south must steer a northerly course in 
direction of lighthouse, and take Pilot about half a mile from fairway. 
\f arriving from east, vessels should take westerly course in direc- 
tion of Fairway and take Pilot about half a mile from fairway. Pilot 
boat is small cutter with black hull and white superstructure, by day 
carries flag ‘‘H’”’ and by night carries statutory lights for pilot boats. 
Piloting obligatory for ships over 100 net tons. 

ANCHORAGES: In cases of bad weather or of waiting for Pilot, 
ship must anchor approx. 1 mile to South of lighthouse. Sound 
anchorage with sand bottom and depth 14 metres. Forbidden to 
anchor within radius of 700 metres from red light of West Jetty. 
RESTRICTIONS: No restrictions on hours of entry or exit. 
MAX. SIZE: Length 230 metres and draft 31 ft. 
HEALTH: Free Pratique generally given by Agent. 
RADIO: Advisable give Agent 72 hours notice of ETA. thereafter 
re-confirm 36 hours prior arrival. 
RADAR/VHF: No port radar service. VHF Channel 16. R/T 2182 
ke/s. 
TUGS: Tug assistance performed by "l'Union des Remorqueurs 
de Cotonou" and compulsory for every vessel over 500 GRT, moor- 
ing, unmooring, at berth or shifting. Extra charge for using tug's 
lines, 
BERTHING: Berthing quay 620 m. long which will accept alongside 
a minimum of four ships working together. Harbour dredged up to 
9 metres under zero of chart and will permit almost all sizes of ships 
to work safely. Railway line runs 4 metres side of quay, under ship 
tackles, and used only for heavy lifts. Berthing priority only given 
cargo ships and tankers which have specially reserved berths. Other 
ships berth dependent on berths available and in order of arrival. 
As well as two tanker berths there is loading berth for bulk palm-oil, 
One waiting berth at harbour entrance, and four quays with ware- 
houses for import/export traffic. 
STEVEDORES: Ship must advise Agent in advance of number 
stevedore teams required, and specify number of hours work re- 
quired. This must be done 24 hours in advance on weekdays, and 
before midday Saturday for Sundays, and before midday on day pre- 
ceding holidays. Loading and unloading rate: Working days — 600 
tons for bagged cargo. 400 tons for other cargo. Sundays and holi- 
days, half above rates. Days counted as 24 hours starting from 
first break following berthing. For ships having to handle smaller 
Quantities, assessment of time calculated in multiples of 300 tons 
for bagged cargo and 200 tons for other cargo, per 12 hours. Loading 
and unloading operations can be carried out on Sundays and public 
holidays if Ship's Master wishes, with exception of Labour Day 
(May 1st) and Independence Day (August 1st). 
MEDICAL: Well-equipped modern hospital in Cotonou - smallpox 
Vaccinations required. 
TANKERS: Two tanker quays for ships of 230 metres length and 
31 ft. draft. Unloading carried out by 100 mm. pipeline. Loading of 
petroleum products carried out by pumping (80m‘/h) or by gravity 
(50m*/h). Products are aviation spirit 100/130, Super" petrol, low- 
grade petrol, Kero Avtur, and gas oil. 
FRESH WATER: Supplies available at all berths on quay by pipe- 
Fann 100 mm. with reduction of 70 mm. (discharging 25 tons per 
FUEL: Fuel oil of 1,500 seconds viscosity available at Berth No. 1 
and at the Fishing Quay. Rate 50 to 80 cubic metres per hour. 
FIRE PRECAUTIONS: Port has following safety equipment: 
1 tug equipped with fire hose of 50m*/h. 2 motor pumps of 30m*/h. 
draining pump of 150m‘/h. In addition special security watches are 
kept on dangerous merchandise in classes 1a, 1b, 1c, 1d and 111c. 
Normal watch up to 5 tons, double watch from 5 tons to 16 tons. 
Motor pump standing by from 16-50 tons. Tug standing by for 
qramtities above 40 tons for inflammable liquids (flashpoint less 
wn 55 deg. C) and above 50 tons for other dangerous cargo. 

ATCHMEN: (See “Fire Precautions”.) Recommended that a 

watchman be on board. Can be arranged by Agents. 


DENMARK 


OPENING/CLOSING HATCHES Carried out by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes and 3 opened bottles 
of spirits for each crew member. 
REPAIRS: Workshops for small repairs. No tank-cleaning facili- 
ties. 
DRY DOCKS: Only hauling gear of 250 tons for careening small 
ships and trawlers. 
CONSULS: 

West German Embassy 2967 

Chinese Popular Embassy B.P. 196. 

U.S.A. Embassy 2650 

French Embassy 2224 

French Consulate 2638 

Ghanaian Embassy 2746 

Israeli Embassy 3125 

Nigerian Embassy 3142 

U.S.S.R. Embassy 2834 

Niger Consulate 3334 

Belgian Consulate 2486 

Netherlands Consulate 3037 

Consulate of Sweden and Norway 2433 

Italian Consulate 2034 

Swiss Consulate, 509. 

Zaire Embassy B.P. 130 
AIRPORT: 5 kilometres from port, served regularly by DC8 for 
European destinations (5 departures a week for Paris). 
TIME: GMT plus 1 hour. 
HOLIDAYS: January 1st; Easter Sunday and Monday; Fete du 
Mouloud (26th April); Labour Day (May 1st) — no cargo work; Ascen- 
sion Day; Sunday and Monday of Pentecost; August 1st (Inde- 
pendence Day) — no cargo work; Assumption; November 1st (All 
Saints’ Day); 25th December (Christmas); Tabaski and Ramadan 
at the beginning of Lunar Year (Moslem holidays). 
POLICE/AMBULANCE/FIRE: Harbour Police 3942; First Aid 17; 
Hospital 2713 and 2717; Fire Brigade 18. 
TELEPHONES: A telephone can be placed on board at request of 
Ship's Master. 
SHORE LEAVE: Crew must carry Seaman's Identity Card. 
AUTHORITY: (Cotonou Port is the only port in Dahomey.) Port 
Autonome de Cotonou, BP 927 Cotonou; Telegraphic address: 
Dirport Cotonou. Tel. 2782. Harbour Master's Office: 3325. Special 
Port Commissariat: 3168. 


AGENT: Socopao-Dahomey, BP 253. Tel.: 29-60/61. Telex: 5213. 
Telegraphic address: “Freight”. 
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AABENRAA: 55.05 N. 09.25 E. (See Plan) 


DOCUMENTS: See “Kalundborg”. 

PILOTAGE: Telegraphic address: ‘Pilot — Aabenraa’’. Short 
notice about 2/4 hours —- VHF Channel No. 16. Small red motor-boat 
flying International pilot flag. Normally located middle of Aabenraa 
Fjord. On request pilot comes aboard vessel between buoys 3-4, way 
25. 

ANCHORAGES: Aabenraa Fjord or road. Depths: about 75/80 ft. 
MAX. SIZE: Length and breadth no restrictions. Draft limit: maxi- 
mum 36 ft. at Aabenraa, maximum 32 ft. at Ensted Harbour (Power 
Station). No tide - occasionally low water of 3-5ft. in heavy gales from 
West. Entry day or night. 

HEALTH: Pratique granted by Customs Officers. In event of disease 
or fever on board, vessel's Agent to be informed before arrival. 
RADIO: Blavand Radio or Lyngby Radio. 

TUGS: Usually not necessary, but pilot boat may assist at reason- 
able rates. 

Large vessels may require towage assistance on entering and 
leaving Enstedverkets Harbour, and in such cases a few days 
notice is required to call a Svitzer-tug. 

STEVEDORES: Stevedores informed by Agent. 

MEDICAL: A few hours notice in order to arrange for doctor to 
come on board. Hospital in Aabenraa. 

TANKERS: Diameter of discharge line: 10 in. 2 berths —- draft 
va ea berth 36 ft. - draft Power Station berth 32 ft., normal water 
evel. 

TIDE: No tide — vessels arriving and sailing by day and night. 
FRESH WATER: Day and night from shore line, 10/15 tons per 
hour, 

FUEL: All grades available. Min. 24 hours notice. 
OPENING/CLOSING HATCHES: Normally done by crew. 
CERTIFICATES: 

Tonnage Certificate. 

Radio Certificate. 

Load-line Certificate. 

Safety Equipment Certificate. 

Deratting Certificate. 

CUSTOMS ALLOWANCES: Tobacco, 100 cigarettes per man for 
three days. Wine and/or Spirits, 1 bottle spirit or wine per man. 
IDENTIFICATION CARDS: Not needed. 

CONSULS: German; Finnish; Norwegian; Swedish; British. 
REPAIRS: Available. 

DRY DOCKS: One dock - length 100 ft., breadth 54 ft., depths on 
blocks 12 ft., lifting capacity power 800 tons. 

REPATRIATION: Facilities exist. 
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AIRPORT: About 30 km. Feeding line for Copenhagen - daily 
departure. 

TIME: Local time is GMT plus 1 hour. No alterations to clocks. 
POLICE/AMBULANCE/FIRE: Dial ‘'000." 

TELEPHONES: None available for placing on board. 

SHORE LEAVE: Crew members allowed ashore. 

DELAYS: Normally no delay except during severe winters due to ice 
between mid December and end March. 

AUTHORITY: Harbour Master's Office, Mellemvej, 6200 Aabenraa. 
Tel. 046 2 2514. 


AGENT: P. F. Cleemann, Vikinghus, 6200 Aabenraa. Tel. (04) 
62-21-82. Cables: ''Cleemann". 


AALBORG: 57.03 N. 09.55 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

Load-line Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Derat Certificate or exemption. 

1 Crew List. 

Stores List. 

Crew Personal Effects List. 

Cargo Manifest or Bills of Lading. 

PILOTAGE: Compulsory at Hals Bar for ships drawing more than 5 
metres. Pilot boards at Hals Bar Light. Pilot boat equipped with 
VHF Channel 16. The Western entrance at Logstor is only navigable 
in daylight for vessels under 4 metres draft. 

ANCHORAGE: Vessels may anchor in Limfjord or Aalborg Roads, 
depths 30 to 50 ft. 

RESTRICTIONS: The port is situated in Limfjord, 16 miles from 
tray at Hais. Controlling factor is depth at Hals Bar. 31 ft. 6 in. 
MLW. 

MAX. SIZE: Max. draft for crossing Hals Bar 28 ft. 

Ship's Officer's Report: Max. draft for crossing Bar is 27 ft. 
HEALTH: Pratique granted by Customs Officers who bring Health 
Declaration for Masters to complete. In event of suspected disease 
or fever on board radio details to Agent before arrival. When vessel 
arrives from port outside of Europe and U.S.A. and has been less 
than 14 days at sea, all crew members require valid smalipox 
vaccination certificates. 

TUGS: Nine tugs available from 250 to 850 h.p. Not compulsory 
except through bridges for vessels over 1,500 tons dwt. 
BERTHING: Aalborg on North and South side of Limfjord. All main 
quays suitable for vessels able cross Hals Bar. Depth alongside 7:5 
to 9:0 metres. 

Vendsysselvaerket power station wharf, depth 9-0 metres. 

Lindholm Pier Cement factory wharf, depth alongside 7:3 metres. 

Rordal Cement factory wharf, depth alongside 7:5 metres. 

Norden Works Wharf depth alongside 7:8 metres. 

BRIDGES: Twolift bridges cross Western end of Aalborg harbour. 
Horizontal opening 30 metres. Only vessels bound for Lindholm 
Pier are affected. 

MEDICAL: Doctors, hospital facilities available. 

FRESH WATER: Supplied by pipeline at all berths. 

FUEL: All grades available from several bunker installations. 
DEVELOPMENTS: Oil Pier in North part of harbour under con- 
struction. 

REPAIRS: All hull and machinery repairs can be effected. 

DRY DOCKS: One dry dock for vessels up to 390 ft. long. Three 
floating docks maximum capacity 10,000 tons. 

CUSTOMS ALLOWANCES: 200 cigarettes, 3 litres of wine and 1 
bottle spirits permitted out of bond for each man. 

TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Friday; 
Easter Monday; Prayer Day (May 2nd); Ascension Day; Whit Mon- 
day; Christmas Day; Boxing Day. Half-holidays: May 1st, June 5th 
and December 24th. 

AIRPORT: Situated 3 miles from Aalborg. 

AUTHORITY: Aalborg Havnevaesen, Vesterbro No. 104. Tel. 
(08) 122777. 


AGENT: Chr. Jensen, Soeborg & Benthin's Succrs. Slotsgade 35, 
PO Box 160 9100 Aalborg. Telex 69735. Cables “‘Soeborg”. Tel. 
(08) 122566. 


ARHUS:: 56.09 N. 10.13 E. 


DOCUMENTS: 
Ship's Register. 
Derating Certificate. 
Loadline Certificate (all vessels above 150 GRT). 
Radio and Equipment Security Certificate (all cargo vessels on 
500 GRT and above). 
Customs Passport from last port of call. 
Spirits and Tobacco List specifying stock in hand for ship and 


crew. 

PILOTAGE: Not compulsory. Harbour Pilot normally boards 1-2 
miles outside port. 

ANCHORAGE: Anchorage in roads - good holding ground. 
Nature of bottom: clay. 

RESTRICTIONS: No restrictions. Night entry permitted. 

MAX. SIZE: Oil port 36 ft. General cargo port up to 33 ft. Container 
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terminal 33 ft. In northern port there will be 33-36 ft. in the futur 
(1974). Length and breadth no restrictions. No tide. 

HEALTH: Necessary formalities carried out by customs on arrival, 
RADIO: Radio stations to be used: Skagen and Lyngby. Pilo 
station and tugs can be contacted on VHF Channel 12 and 13. 
emergency 16. 

TUGS: Signal by VHF. 

CARGO HANDLING FACILITIES: Ten cranes for coal, fertilisers, 
sulphur, ore, etc.; maximum capacity per crane, 120 tons per hour, 

Container Terminal: Minimum depth of water 10 metres (83 ft), 
Total quay length 816 metres (2,677 ft.). One cargo handling ang 
container crane up to 50 tons. One gantry container crane up to 
32 tons. Fork lifts up to 32 tons. 

Roll on/roll off: Two moveable and four solid roll-on/roll-of 
berths. Fork lifts up to 32 tons. Several berths for liquid chemical 
and LPG carriers. 

STEVEDORES: Available. Ordered by Agents. 

MEDICAL: All medical services possible. Call Pilots if medica 

attendance required aboard. 

TANKERS: Discharge lines: 4 in., 6 in., 8 in. and 10 in. Quay 20}- 

203, max. oil discharging 1,200 cub. metres/hour. Quay 202 and 124 

1,000 cub. metres/hour, and quay 120, 800 cub. metres/hour. 
FRESH WATER: Most berths supply by shore installations, other 

wise barge. 

FUEL: All grades available. 

FIRE PRECAUTIONS: Tankers discharging: Fire watch. Specia 
harbour fire fighting on tugs. 

DEVELOPMENTS: In the northern port there will be 36-39 

depth of water in the future. 

DECK WATCHMEN: Available, but not compulsory. 

OPENING/CLOSING HATCHES: Normally by crew with assis. 

tance of stevedores. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Belgium, Tel. (06) 28.34.33; Finland (06) 26.11.33;France 

(06) 12.32.88; Germany (06) 12.32.11; Great Britain (06) 12.58.55; 
Greece (06) 13.06.55; Iceland (06) 12.87.88; Japan (06) 14.48.00; 
Netherlands (06) 26.13.33; Norway (06) 12.19.45; Spain (06) 15.57.55, 
REPAIRS: Most repairs and overhauls possible. 

ones DOCKS: Arhus Flydedok og Maskinkompagni A/S: 1000- 
000 dwt. 

REPATRIATION: Arhus Sofarts Service. Tel. (06) 17.86.59. 

AIRPORT: 32 km. - 20 miles from port. 

TIME: GMT plus one hour (permanent). 

HOLIDAYS: Five days week, but loading and discharging can be 

effected on Saturdays and Sundays on payment of overtime. Se 

“Copenhagen”. 

POLICE/AMBULANCE/FIRE: Tel. ‘'000". 

TELEPHONES: Not available. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Port of Arhus Authority, 2 Europaplads, DK 800 

Arhus C., Denmark. Tel. (06) 13.33.33. 


ASNAES: 55.40 N. 11.05 E. 


DOCUMENTS: 

Ship's Register. 

Load-line Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Derat Certificate or exemption. 

1 Crew List. 

Stores List. 

Crew Personal Effects List. 

Cargo Manifest or Bills of Lading. 
PILOTAGE: Not compulsory. 
ANCHORAGE: Outside the port between Rosnaes Point and the 
harbour in depths of 42 ft. 
MAX. SIZE: Draft up to 41 ft. 
TUGS: Available and necessary for larger vessels. 
HEALTH: Pratique granted by Customs Officers who bring Health 
Declaration for Masters to complete. In event of suspected diseast 
or fever on board radio details to Agent before arrival. When vessé 
arrives from port outside of Europe and U.S.A. and has been les 
than 14 days at sea, all crew members require valid smallpox vaccine 
tion certificates. 
BERTHING: At Asnaes Power Station. Oil berth: Length 800 f 
cones alongside 42 ft. 6 in. Coal berth: Length 935 ft. depth alongsidt 


36 ft. 

STEVEDORES: Charges increase 20% for overtime, Sundays ané 
holidays. 

DENSITY: 1011. 

MEDICAL: Doctors and hospital facilities available. 

FRESH WATER: Available by pipeline at the berths. 

FUEL: Available by barge. 

CONSULS: Swedish and Norwegian at Kalundborg. Others # 
Copenhagen. 

AIRPORT: Nearest at Copenhagen, 80 miles away. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle wine and! 
bottle spirits permitted out of bond for each man. 

TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Fridaji 
Easter Monday; Prayer Day; Ascension Day; Whit Monday; Christ 
mas Day; Boxing Day. May 1st, June 5th and December 24th. 
AUTHORITY: Electricitetsselskabet Isefjordvaerket Interessent 
skab. Strandvejen 102, OK-2900. Hellerup. 
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COPENHAGEN: 55.42 N. 12.37 E. (See Plan) 


DOCUMENTS: 

1 Crew List. 

2 Passenger Lists. ra 

{ List giving stock of stores and provisions. oO 

Customs officers bring form to be signed by Captain indicating 
that no epidemic diseases are on board. Formal Bill of Health 
signed by Danish Consul in port of departure is not necessary. 
PILOTAGE: Telegr. address: Coppilot-Copenhagen. Tel. Tria 
6700. Pilotage not compulsory. ETA: one hour. VHF Channel 16 
Pilot boats blue with “LODS" on the side. Pilot flag “G" (white 
light) - VHF. Pilot comes on board at buoy no. 21 (Pilot for Drogden 
at the same place). Pilot boards by ship's ladder. 
ANCHORAGE: Depth 11 metres. 1 mile North of Middelgrund Port. 
MAX. SIZE: Limited by draft only. Depths in the port, 10 metres; 
in the Oil Harbour, 10} metres; at the Oil Pier, 12 metres. 
HEALTH: See ek + ah atl If fear of suspected disease or fever: 

low flag - VHF. 
ADI! Lyngby Radio: OXZ. VHF Channel 16 to al! installations. 
ETA cables to Agents and receivers, preferably by Lyngby Radio. 
RADAR/VHF: No port radar. VHF Channel 16. Port Radio Beacon 
19:9 kHz. 
TUGS: Towage not compulsory. Tugs join ships at entrance to 
port. Ship's hawsers only. 
BRIDGES: Larger ships must take Pilot and tugs to pass the 
bridges down to the South Harbour. Bridges open 24 hours with 
exception of the following hours: 

Sunday 0000-0800 and 1400-1800 

Monday-Saturday: 0615-0655 and 0735-0855 

Monday-Thursday: 1530-1715 

Friday: 1530-1800 

Saturday: 1205-1230 and 1305-1330 

5th June: 1400-1800 

Christmas Eve: 1800-2130 
STEVEDORES: ETA earliest possible by VHF and not later than 
noon on the day before loading or discharging is intended to be 
commenced. 
MEDICAL: No advance notice necessary. Hospitals available. 
TANKERS: 10/12 berths according to size. 


Provestens Oil Harbour: depth at Quay 1: 9 metres 
Quay 2: 104, 
Quay 3: 1 a 
Quay 4: 10 Fs 
Quay 5: 10, 
Oil Pier 12 a. 


Bunker Pier: 10 f 

Length and beam unimportant. Slop barge available. 
CONTAINER TERMINAL: At the Levant quay in the free port. 
Quay length 665 metres, depth alongside 10 metres. Container 
crane capacity 32 tons, also two luffing cranes of 50 tons and 5 tons 
capacity for general cargo. Horizontal handling by two straddle 
carriers. 
FRESH WATER: From quay or water boat. 
FUEL: All grades available. At bunker station, no notice required, 
delivery 24 hours a day. By lighter in port or in roads; 10 hours notice 
preferred. 
FIRE PRECAUTIONS: Ready hawsers fore and aft. No engine 
repairs. 
GANGWAY/DECK WATCHMEN: Deemed unnecessary. 
OPENING/CLOSING HATCHES: To be opened by ship's crew. 
CERTIFICATES: To be on board: 

Ship's Register. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

International Load Line Certificate. 

Deratisation Certificate. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes. Wine and 
Spirits, 1 bottle wine and 1 bottle spirits. 
IDENTIFICATION CARDS: Not necessary except in Oil Harbour, 
where the Port Authority deliver the cards. 
CONSULS: The following countries are represented. 


Argentina Iceland Romania 

Australia Israel Spain 

Belgium Italy Sweden 

Brazil Japan Turkey 

Canada Liberia U.S.R. 

Finland Netherlands United States 

France Norway U.S.S.R. 

Great Britain Panama Venezuela 
reece Poland West Germany 

India Portugal 


REPAIRS: All types of repairs possible. 
DRY DOCKS: Respective lengths, 787 ft. 5in., 712 ft. 11 and in. 478 ft. 
FLOATING DOCK: One of 7,000 ton capacity. 
SLIPWAYS:: 4 from 120 ft. to 280 ft. length. 
REPATRIATION: Facilities exist for changing crew and arrang- 
'ng any necessary repatriations. 
pei dot 6 miles from centre. Direct lines for all parts of the 
TIME: GMT plus 1 hour, No chan 
g ge. 
HOLIDAYS: New Year's Day (January 1); Maundy Thursday; 
mA Friday; Easter Monday; Prayer Day; Ascension Day; Whit 
Onday; Christmas Day (December 25); Boxing Day (December 26). 
Half holidays: Labour Day (May 1); Constitution Day (June 5); 
hristmas Eve (December 24). 
Working hours : 0700-1630 with two half-hour meal breaks. 
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Saturday; All work performed at overtime rates. 

Overtime work on Saturday and Sunday should be ordered by 
1130 on Friday. 

The working hours vary slightly from port to port as some start at 
0730 and others at 0800, but a 424 hour week is common to all. 
POLICE/AMBULANCE/FIRE: Call 000". 

Ph ei Me In many berths telephones can be placed on board 
ships. 

GENERAL: Customs Authorities supervision of ship's provisions 
and bonded stores is carried out in the Free Port in the same way as 
in Customs Port. In this connection the Free Port is no Free Port. 
SERVICES: All services available (tank cleaning, discharge of 
tank washings, compass adjusting etc.). 

SHORE LEAVE: No restrictions. 

AUTHORITY: Port of Copenhagen Authority, 7 Nordre Toldbod, 
DK. 1259, Copenhagen, K. Denmark. Cables: Copenport. Tel. 
(01) 14.43.40. 


ESBJERG: 55.28 N. 08.28 E. (See Plan) 


DOCUMENTS: Refer to ‘‘Copenhagen". 
PILOTAGE: Advance notice of 3 hours prior to ETA “Graadyb 
Barre” is required; this may be done via Blaavand Radio, or by 
signalling for Pilot assistance when passing the “Vyl" Lightship. 
Alternatively, Port Authority's VHF may be used. Watch is kept on 
Channel 16. Telegraphic address is “Pilotstation Esbjerg’. Pilot 
vessel is a 75 grt cutter, stationed in the Port of Esbjerg. Hull is 
green, superstructure brown; it is furnished with ordinary wireless 
installations, frequency 1813, plus VHF at sea, Channel 16. Vessel 
carries signals prescribed. Pilot to be taken on board outside 
Graadyb Barre, at buoy ‘‘O"'. Vessels awaiting Pilot or high tide may 
anchor between buoys ‘1" and ‘“‘Graadyb 0”. 

Pilotage is not compulsory except when tugs are assisting in 
berthing. 
ANCHORAGES: There are anchorage areas inside Skallingen 
peninsula, between buoys “E"” and “F" (depth min. 25 ft.) and out- 
side the Fish Wharves (depth 22 ft.) 
RESTRICTIONS: When buoys are withdrawn owing to ice, Pilots 
are only available during day-time. 

Normally not sufficient ice to impede navigation. No ice dues 
charged. 
MAX. SIZE: Length and breadth: no restrictions. Draft 25 ft. Tankers 
up to 30 ft. Entry to port is through a dredged channel, width 200 
metres, depth 9:30 metres at LW. 
HEALTH: Copies of Form Z2, Z3, and Z4 are issued upon arrival. 
RADIO: Blaavand Radio, call sign OXB. 
TUGS: Tugs join vessel at Esbjerg Roads. Ship's own hawsers 
must always be used. Four tugs available of 600, 700, 700 and 1,200 


hp. 
BERTHING: 


Approach Berth 
Traffic Harbour (when entering max. 26 ft. 25 ft.-29 ft. 
draft 25 ft.) 
Ferry Harbour 18 ft. 18 ft. 
Outer Ferry Harbour for Roll-on/Roll- 26 ft. 26 ft. 
off vessels 
Dock Harbour (when entering max. 26 ft. 25 ft. 
draft 25 ft. LOA 450 ft.) 
England Quay 34 ft. 6 in. 26 ft. 
East Harbour 34 ft. 6 in. 23 ft.- 26 ft. 
East Harbour —- New Berth (when 34 ft. 6 in. 38 ft. 6 in. 
entering max. draft 30 ft-31 ft. 
LOA 560 ft.) 
Fishery Harbour 18 ft. 6 in. 18 ft. 
Fishery Harbour — Herring oil Berth 18 ft. 6 in. 22 ft. 3 in. 


CARGO HANDLING: The port of Esbjerg has no specially 
equipped berths besides the tanker berths, but private companies 
own suction plants for discharge/loading of feeding stuffs. Further- 
more, minor mobile cranes also with grabs and stationary coal 
cranes are available. Container terminal for lift on/off and roll-on/ 
roll-off under construction. Vessels with own gear can however be 
handled successfully, at different berths. Ten mobile cranes, 
capacities between 6 and 24 tons, two of which are fitted with grabs. 
There is also one stationary crane, capacity 35 tons. 
STEVEDORES: Gangs are mustered daily at 0700, 0900, and 1300 
hrs. ETA should be given to above hours to ensure that gang(s) are 
available on arrival. Working hours are from 0700 to 1700 and meal 
hours are 0800-0830 and 1200-1300. No work on Saturdays. Overtime 
can be arranged. 

MEDICAL: Medical attention can be arranged at any time. Modern 
hospital facilities available. 

TANKERS: 

Traffic Harbour 

Depth in approaches to oilberths in Traffic Harbour LWOST 22 ft. 
(HWOST 26 ft.). 

Old Oilberth No. 101 : Depth alongside old oilberth No. 101 LWOST 
22 ft. (HWOST 26 ft.). 

New Oilberth No. 102: Depth alongside new oilberth No. 102 
LWOST 25 ft. (HWOST 29 ft.). 

Under normal weather conditions Pilot states to be able to berth 
tankers drawing 25 ft. on high water, and 21 ft. on low water to both 
the old and the new oilberth, but during time of alongside these 
berths, vessels can touch bottom, which is soft and muddy. Largest 
vessel berthed had a LOA of 621 ft. A tanker with a LOA of 560 ft. 
has berthed at No. 101, and simultaneously another tanker with a 
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LOA of 600 ft. has berthed at No. 102. The length between the outer 
point of No. 101 and the opposite outer point of No. 102 is 1,200 ft. 
East Harbour 

Depth in approaches to oilberth in East Harbour LWOST 30 ft. 6 in. 
(HWOST 34 ft. 6 in.). 

Powerstation Vestkraft No. 506: Depth alongside Powerstation 
Vestkraft No. 506 LWOST 364 ft. 6 in. (HWOST 38 ft. 6 in.). 

Under normal weather conditions Pilot states to be able to berth 
tankers with a LOA of maximum 560 ft., and drawing 30-31 ft. on 
high water, and 26-27 ft. on low water. 

FRESH WATER: Can be delivered at all berths. Capacity 20 tons/ 
hour. 

FUEL: All viscosities available by road tanker. Marine Gas Oil also 
by tanker vessel. 4 hours advice should be given, always during office 


hours. 

FIRE PRECAUTIONS: A fire watch is necessary when loading/ 
discharging oil and petrol. 

DEVELOPMENTS: cContainer quay in the ‘Trafikhavnen" (Main 
Harbour). The construction of a completely new container handling 
section, based on lift-on/lift-off, including quay, marshalling area, 
crane (portainer type), to be ready in 1973. 

GANGWAY/DECK WATCHMEN: Watchman is not essential, 
but advisable. 

OPENING/CLOSING HATCHES: This can be done by members 
of ship's crew, or by stevedores at an additional charge of 8 per cent. 
IDENTIFICATION CARDS: Advisable. 


CONSULS: 
Belgium tel. (05) 12 61 32 (after hours (05) 12 03 10) 
Finland » (05) 12 40 00 
France » (05) 12 30 03 
Iceland » (05) 12 51 00 
Netherlands ,, (05) 121211 
Norway » (05) 12 84 11 (after hours (05) 12 48 08) 
Spain » (05) 12 83 33 
Gt. Britain ,, (05) 12 61 22 
Sweden » (05) 12 39 00 
Germany 1» (05) 12 33 00 


CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle wine, 1 bottle 
spirits. 

REPAIRS: All types of deck and engine repairs can be effected. 
DRY DOCKS: No dry docks, but slipways: Slipway No. 1 for 
trawlers, own weight max. 125 tons; Slipway No. 2 for vessels, own 
weight max. 250 tons; No. 3,500 tons; No. 4,750 tons. 
REPATRIATION: Ample facilities for effecting crew changes and 
arranging repatriations. 

AIRPORT: 8 km from centre of town. Daily flights to Copenhagen. 
TIME: Local time is GMT plus 1 hour. No alterations during the 


year. 

HOLIDAYS: New Year's Day (Jan. 1); Maundy Thursday; Good 
Friday; Easter Day; Day after Easter Day; the 4th Friday after Easter; 
Ascension Day; Whit Sunday and Whit Monday; Christmas Day 
a Boxing Day. Permission to load/discharge on these days obtain- 
able. 

POLICE/FIRE/AMBULANCE: In case of emergency, dial ‘000" 
and ask for: Brand (fire), Politi (police), or Ambulance. Regular Tel. 
numbers are: Police 12 46 66; Ambulance and Fire Dept. (Falck/ 
Zonen) 12 82 99. 

TELEPHONES: Not possible to have telephones installed on 


board. 

SERVICES: No tank-cleaning equipment available. For discharge 
of tank washings apply to Port Master's Office, tel. 12 92 00. Compass 
adjusting can be effected. 

SHORE LEAVE: Normally granted. 

AUTHORITY: Port of Esbjerg Authority, PO Box 2, 6700 Esbjerg, 
Denmark. Tel. (05) 12 41 44. 


AGENT: J. Lauritzen EFTF., Vestkraftkaj. Tel. (05) 123133. Telex 
54133 and 54155. Cables “Lauritzen”. 


FREDERICIA: 55.35 N. 09.46 E. 


DOCUMENTS: 

1 copy Bill of Lading for all cargo (manifests ara not required). 

1 copy Manifests for Dangerous Cargo. 

2 copies Crew List. 

2 copies List of Dutiabie Goods. 

2 copies Stores Lists. 
PILOTAGE: Four Pilots available for docking purposes and for 
through traffic to any place in Denmark or the Baltic. Pilots have a 
24-hour watch and are located on the top floor of the KFK grain silo 
in the West Harbour. Can be contacted day or night over VHF radio, 
Channel 16, or tel. 059 20959. 
ANCHORAGE: To avoid hindrances to docking or undocking 
ships, ships of over or about 4,000 tons deadweight are requested 
to anchor off Trellenes. Smaller ships will find good anchoring 
conditions in Mollebugten. 
RESTRICTIONS: None. 
MAX. SIZE: Limited by Kattegat to 42 ft. 6 in. draft. Tankers up to 
900 ft. length, draft 49 ft. can berth. 
HEALTH: See “Copenhagen”. 
RADIO: VHF Channel 16. 
TUGS: Tugboat m/s ‘Svava’’ from Svitzer's Salvage Enterprise is 
stationed in Fredericia, but any amount of tugs are available, when 
ordered previously. 
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BERTHING: 

Berth No. Length Depth 

Shell Oil Pier 1 30m. 10m. 
2 30m. 15m, 

Kastel Harbour 1/2 340m. 12m. 
Old Harbour 6 160m. 65m. 
7 170m. 55m. 

8 140m. 55m. 

9 110m. 65m. 

Shipyard and Fishing 10 99m. 3m. 

Harbour 

West Harbour 11 240m. 3m. 
12 120 m. 7m. 

13 110 m 7m. 

14 100 m 7m. 

15 150 m 9m. 

16 150 m 9m. 

17 125m 6m. 

18 80 m 6m. 

19 80 m 7m. 

Oil Pier 20 60m. 15m. 
22 60m. 11m 


N.B.: Tide varies normally by $ metre. 
STEVEDORES: Ordinary working hours Monday to Friday 
0700-0830, 0900-1200, 0100-0500. Night gangs on week days my 
be ordered no later than 0100 the same day. Working overtin 
weekends is possible, but gangs must be ordered no later than Frids 
0100. Average output per eight-hour day, loading or unloadin 
general cargo, is 200 tons per gang. 
MEDICAL: Hospitals available. 
FUEL: Available. 
FRESH WATER: Available ex wharf. 
DEVELOPMENTS: Plans to build an ocean berth in the Mol 
bugten just West of pier 22. The ocean berth will be 350 metres lon; 
and have a depth of 12 metres. 
GANGWAY/DECK WATCHMEN: Available upon request. 
OPENING/CLOSING HATCHES: Stevedores or crew. 
CERTIFICATES: 

Ship's Register. 

Load Line Certificate. 

Radio Safety Certificate. 

International Safety Certificate. 

Deratification Certificate. 
CUSTOMS ALLOWANCES: See “Copenhagen”. 
IDENTIFICATION CARDS: Required. 
CONSULS: Finland, France, Holland, Iceland, Norway, and Swede: 
REPAIRS: All repairs undertaken with modern equipment. 
DRY DOCKS: None. Slipway available for ships up to 499 y 
(divers available). 
REPATRIATION: All facilities exist. 
TIME: GMT plus 1 hour. No change. 
HOLIDAYS: See “Copenhagen”. 
POLICE/FIRE/AMBULANCE: Police 921577; Ambulance 92400 
Fire 921573; Emergency 000. 
TELEPHONES: Both oil piers have telephones in the watch 
men's room but for local calls only. 
SHORE LEAVE: Allowed. 
AUTHORITY: Harbour 
Tel. 05 920168. 


Master, Havnemestoren, Frederick 


FREDERIKSHAVN: 57.28 N. 10.33 E. (See Plan) 


DOCUMENTS: See “Copenhagen”. 

PILOTAGE: Pilot at “Skagen Rev" lightship boards from the pile 
vessel “Skawpilot'’; the hull painted orange, the funnel yellow wit 
black ring on top. Call the Pilot either over the coast radio statio 
“Skagen Radio", call sign “OXP" or direct by VHF Channel tt 
Pilot outside the harbour boards at the buoy 1-7 miles S.E. of tht 
harbour entrance. The pilot boat is a little orange painted moto 
boat marked “Lods". Call the Pilot either by “Skagen Radio” ¢ 
VHF Channel 16. ETA required as soon as possible. 
ANCHORAGE: In the roads South of the red leading lights in! 
metres water depth. Good holding ground. At the entrance to tht 
fishing harbour between the pierheads for a width of 50 metres ® 
each side of the heads, anchoring is prohibited (submarine cable) 
RESTRICTIONS: Vessels coming from or entering the naval bast 
and the fishing harbour must wait for ships entering or leaving th 
commercial harbour. Max. speed in the harbour except outer harbov 
is 3 knots. Ships entering the harbour must if necessary wait outsi¢ 
for ships leaving the harbour. 

MAX. SIZE: Max. length about 200 metres, draft 8 metres at hig 
water. At oil quay max. draft 8 metres at high water. Tide about 0! 
metres. 

PRATIQUE: Use international quarantine signals. If suspect 
disease or fever on board wire the Agent to arrange everything ® 
obtain pratique as soon as possible. j 
RADIO: Nearest coast radio station “Skagen Radio", call sig’ 
“OXP". The harbour office is fitted with VHF Channels 16 and t 
Watch kept day and night. 

TUGS: Tugs join vessel outside the harbour between the buoy a” 
the harbour entrance Only the ship's line to be used. 
BERTHING: No special requirement for berthing in the harbow! 
but several big ferries are running in and out during day and nigh 
and sailing after a time schedule. It is therefore recommended to¢ 
the harbour office, VHF Channel 16, for permission to enter. Fishit 
harbour situated in the Northern part of the commercial harbour. 
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BULK HANDLING FACILITIES: Two grain berths, each with 8 
metres depth alongside. One equipped with suction pipe capacity 
60 tons per hour. One with grain elevator capacity 30 tons per hour. 

Ferry berths in Outer Harbour, depth 6-4 metres to 7 metres, 
equipped for handling containers and roll-on/roll-off traffic. Heavy 
\ift crane of 50 tons capacity. p ; 
TANKERS: Oil quay max. depth 8 metres. Hoses 8 in. diameter. 
Reducing pieces may be necessary. Slop water discharging and 
cleaning can be done by oil-separator. Tankers draft max. 8 metres 

igh water. 
STEVEDORES: ETA advices are required before 0900 in order 
to arrange gangs for discharge/loading the same day. : 
MEDICAL: No special requirement is necessary for medical atten- 
tion. The town has all ordinary medical and hospital facilities. 
FRESH WATER: Supplied by water hydrants on all quays. 
FUEL: All kinds of fuel are available and no advance notice is 
essary. 
FIRE PRECAUTIONS: No smoking and no open fire. If discharg- 
ing oil, fire watchman from the Harbour Authority required. If dis- 
charging gas, dangerous chemicals and ammunitions, etc., beside 
the watchman, the Harbour Authority will require restricted access 
o vessel. 
DEVELOPMENT: A new 150-metre long ferry berth for roll-on/roll- 
off traffic under construction in the S.W. corner of the Outer Harbour. 
Completion expected late 1975. Max. size, Length 525 ft. Draft 20 ft. 
6 in. 

A new dry dock is being constructed for vessels up to a dead- 
weight of 35,000 tons. Length of dock 190 metres. Completion 
expected late 1975. 

GANGWAY/DECK WATCHMEN: Not compulsory but available 

if required. 

OPENING/CLOSING HATCHES: Ships crew open and close 

the hatches. If necessary the longshoremen can do it for extra pay. 

CUSTOMS ALLOWANCES: Only for ships coming from abroad 

-+} litre wine and ¢ litre spirits, 40 grams tobacco or 40 cigarettes 

per man per day and only three days ration in one time. On require- 

ment after that, the Master can obtain a new allowance in proportion 

to the stay in harbour. 

CONSULS: Sweden Tel. 08-422922 Germany Tel. 08-420011 
Norway ,, 08-420900) France », 08-422299 
Finland ,, 08-421044 

REPAIRS: Three steel shipyards and one wood shipyard doing all 

kinds of repairs. 

DRY DOCKS: Three dry docks, one floating dock and two small 

slips. Dimensions of largest dry dock: length 170 metres, breadth 

246 metres and depth 7 metres. 

REPATRIATION: Agent will arrange repatriation. All facilities 

for changing crew. 

AIRPORT: Aalborg Airport, 60 km's. from port, several daily 

flights to Copenhagen Airport. 

TIME: Local time GMT plus 1 hour. 

HOLIDAYS: Weekends, Easter, Whitsun, Christmas, New Year 

and two Danish holidays in the spring. 

POLICE/AMBULANCE/FIRE: Police, tel. 08-421444; Ambulance, 

tel. 08-422222; Fire, tel. O8-421444. In emergency dial 000. 

SERVICES: Separating of slop water, compass adjusting, oil 

bunkering, repairing all kinds of navigation instruments and provi- 

sions. 

AUTHORITY: Harbour Council, tel. 08-422477. Harbour Master's 

Office, tel. 08~441740. 


GULFHAVN: 55.12 N. 11.16 E. (See Plan) 


Tanker discharge terminal operated by Gulf Oil Refining A/S. 
DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Safety Radio-telephone Certificate. 

Derating Certificate or Exemption Certificate. 

Exact list of tobacco, cigarettes and spirits showing the vessel's 

and the crew's supply on arrival. 

Bill of Lading (if vessel is carrying cargo). 

Copy of the crew list is required by Gulf Oil Refining A/S. 

VHF RADIO: Call Sign “Gulfhavn"” Channels 12,14 and 16, on 16 
24 hours a day. 

PILOTAGE: 2 Pilots and pilot vessel available. Pilot acts as Berth- 
ing Master; may be requested to board arriving vessels at either: 
Halsskov Lightship position 55° 20.1 N. 11° 02.5 E. or 24 nautical 
miles South of Halskov Lightvessel or any place in proximity of 
Gulfhavn, 

Pilot vessel equipped with VHF following Channels: 6, 10, 12, 16 of 
which Channel No. 6 used for ship-to-ship communication. Pilot 
Station at Agerso also equipped with VHF radio with following 
Channels: 12,13 and 16. Pilot can be contacted at the station on 
Channel 16, 

A vessel's ETA should be communicated by Master to Agent, 72, 

and 24 hours prior to arrival. Agent will keep Refinery advised and 
make necessary arrangement with Pilot. 

ANCHORAGES: 
Korsar: Roads: depth 20 metres (65°6 ft.). Bottom sand, good holding 
eeu Width of area about 2 square nautical miles. 
Gulfhavn Roads: depth 30 metres (98-4 ft.). Bottom clay. Good hold- 
'Ng ground. Width $ nautical mile. Length 14 nautical miles. 
Ower cables running between Zealand and Agerso Island 

(marked on charts) must be avoided. 
be SIZE: Maximum draft at normal tide is 15 metres; safe 

raft is considered to be 14-3 metres. 


DENMARK 


TUGS: None available locally. If required 24 hours notice must be 
given. Pilot will advise if weather conditions demand use of tugs (in 
good time). 
BERTHING: Oil pier is a T-shaped structure on which four berths 
provide — one berth for 100,000 dwt tankers, one for 20,000 dwt tan- 
kers, one for 5,000 dwt tankers and one for smaller vessels up to 
500 dwt. 
Depths alongside: Berth 1 15:0 m. (49-2 ft.) 
Berth 2 12-0 m. (39-4 ft.) 
Berth3 7-5 m. (24-6 ft.) 
Berth4 4-5 m. (14-8 ft.). 
Adequate lifting facilities to assist in hose connecting and handling 
of necessary hose equipment should be ready on arrival. Refinery 
representative will board on arrival and discuss discharging/loading 
operation. 
Berth No. 1 
Berth 1 is equipped with mechanically operated Woodfield hose- 
handling structure. The booms are 12:2 metres (40 ft.) long. Berth 
No. 1 is primarily equipped for handling incoming crude, but can 
be used for other purposes (gasoils, intermediate and heavy fuels) 
when not being occupied by crude vessels. 
The booms are arranged in the following sequence of product 


handling: 
Boom No. Size of boom and contents 
1 10 in. Ballast water 
2 12 in. Crude oil 
3 12 in. Crude oil 
4 12 in. Crude oil 
5 8 in. Intermediate and heavy fuel (all grades) 


The sequence is from South to North or from right to left as you 
face the shore. 

The distance from Danish Mean Sea Level to the highest position 
of centre line of manifold is 17-0 metres (55°8 ft.). 

In addition to the oi! products handled on Berth No. 1 there are 
the following other connections on the pier: 


Size of connection Contents 
6 in. Ballast water 
6 in. Gas oil 
6 in. Intermediate and heavy fuel (all grades) 
4in. Tetra methyl! lead 
Berth No 2 


Berth No. 2is equipped with mechanically operated hose-handling 
structure (Woodfield). The booms are 9-1 metres (30 ft.) long. 

The booms are arranged in the following sequence of product 
handling: 
Boom No. Size of booms and contents 
Ballast water and crude oil 
Intermediate and heavy fuel (all grades) 
Intermediate and heavy fuel (all grades) 
Diesel fuel 
Diesel fuel 
10 in. Gasoline 
10 in. Gasoline 
The sequence is similar to pier No. 1, i.e., South to North. 

The distance from Danish Mean Sea Level to the highest position 
of centre line of manifold is 15 metres (49-2 ft.). 

In addition to the Oil Products handled on Berth No. 2, there are 
the following other connections on the pier: 


10 in. 
10 in. 
12 in. 
10 in. 
10 in. 


NOOhAON— 


Size of connection Contents 
6 in. Intermediate and heavy fuel (all grades) 
6 in. Gas oil 
6 in. Ballast water 
6 in. Stoddard solvent 
6 in. Naphtha 
6 in. Kerosene 
6 in Gasoline 


In addition to the oil products handled on Berth No. 2, Berth No.3 
and 4 can also handle L.P.G. (liquid petroleum gas) and Berth No. 4 
solid sulphur product. All connections on Berth No. 3 and 4 are 6 in. 
MEDICAL: Hospital at Skelskor; tel. Skelskor (03) 59 44 50. 
DENSITY: Ranges between 1023 and 1007, dependent on season 
and weather conditions, 

FRESH WATER: Available at all four berths. Limited to 160 tons. 
Supplied with a pumping rate of 45 tons per hour. 
FUEL: Bunker fuel available at all four berths. 24 hours notice 
required. 
FIRE PRECAUTIONS: The harbour is not equipped with fire- 
fighting vessel. Fire-fighting equipment is stationed on quay. 
GANGWAY/DECK WATCHMEN: Available if required. 
IDENTIFICATION CARDS: Required by crew. 
CONSULS: 
Finnish Consulate: (Mr. Axel Le Dous) Algade 14, Korsor, 
tel. (03) 57 03 20. 
Norwegian Consulate: (Mr. J. U. Jepsen) Jens Baggesensgade 
35, Korsor, tel. (03) 57 00 06. 
Swedish Consulate: (Mr. Bjarne Fischer) Brogade 2, Korsor, 
tel. (03) 57 00 02. 
German Consulate: (Mr. Finn Poulsen) Batterivej 7, Korsor, 
tel. (03) 57 05 86. 

All other consulates are situated in the Copenhagen area. 
REPAIRS: Small deck and engine repairs can be carried out. 
REPATRIATION: Facilities exist via Agent. 

AIRPORT: Copenhagen 120 km. away. 

TIME: GMT plus 1 hour. 

POLICE/AMBULANCE/FIRE: Police Skelskor (03) 59 61 00; 
Ambulance Skelskor (03) 59 47 07; Fire Refinery 00. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


TELEPHONES: A public telephone box situated at entrance of 
pier outside cooling-water pumphouse. In addition temporary phones 
will be provided upon request at Berths 1 & 2. Billing will be handled 
directly by Agent. 

SHORE-LEAVE: Allowed, but personnel not allowed to walk in 
refinery area. Transport will be arranged from ship to refinery en- 
trance upon request. 
AUTHORITY: Stigsnaes 4230 Skelskor. Tel. 
(03) 59 43 76. 


Toldkontrol 


HADERSLEV: 55.15 N. 09.29 E. 


DOCUMENTS: See “Copenhagen”. 

PILOTAGE: Aargsund pilot station. 

ANCHORAGES: Aarosund. 

RESTRICTIONS: Impossible to enter Haderslev by night since 
no lights are in the fjord. 

MAX. SIZE: Length 110 metres; width 17 metres; depth 4-9 metres, 
HEALTH: See “Copenhagen”. 

RADIO: Lyngby Radio. 

TUGS: None available. 

MEDICAL: Advance notice required if hospital facilities are re- 


quired. 

FRESH WATER: Fresh water from quay. 

FUEL: None available. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Carried out by the crew. 
CUSTOMS ALLOWANCES: Tobacco (100 cigarettes per man 
per three days); wine/spirits (1 bottle per man per three days). 
IDENTIFICATION CARDS: Not needed. 

CONSULS: Norwegian, Swedish, French, Belgian. 

REPAIRS: Small repairs available. 

REPATRIATION: No facilities. 

AIRPORT: 15 kilometres from Haderslev. 

TIME: GMT plus 1 hour. 

HOLIDAYS: Discharging can be arranged on holidays. 
POLICE/AMBULANCE/FIRE: Police, 045 2 2525; Ambulance, 000; 
Fire, 000. 

TELEPHONES: No facilities. 

SHORE LEAVE: Allowed. 

AUTHORITY: Harbour Master, tel. 045 2 2400. 


HELSINGOR (Elsinore) 56.02 N. 12.37 E. (See Plan) 


DOCUMENTS: 

1 Cargo Manifest. 

2 Crew and Passenger Lists. 

2 Tobacco Lists. 

2 Stores Lists. . 

Measurement Certificate or Registry Certificate. 
PILOTAGE: Call Pilot by hoisting Pilot Flag ‘‘G", or Morse signal 
“PT."" Cable Address: “Helsingerpilot’. Alternatively contact by 
Vv 


HF. 
VHF Channel 16, Frequency 156,80 mHz (receiving frequency) 
" ” 13, ” 15) 65 
” ” 12, ” 156,60 
One hour's notice required before arrival at port. Pilot cutter, green 
hull, yellow superstructure, “Pilot painted on superstructure. 
Boarding North of, South of and East of the port of Helsingor. Wait- 
ing area 4 mile South of the port of Helsingar. Helsinger pilots are 
oe sea Pilots for Kattegat, the Belts, The Orestraights and the 
Baltic. 
ANCHORAGE: South of the port, in the roads of Helsing@r, depths 
from 19 to 25 metres with sand or loose clay bottom. 
RESTRICTIONS: Following signals are given from the light- 
house situated on the head of the Southern pier: prohibition to sail 
is signalled by red rapid flashes in the harbour direction and green 
flashes out towards the approaches. Entering and sailing prohibi- 
tion is signalled by red rapid flashes both sides. “Vessels moving 
in the harbour" is signalled by yellow flashes out towards the 
approaches, yellow in towards the harbour. Ship departing waits 
for ship entering. When a vessel gives signal to enter (1 long whistle 
or blast) it is regarded as an entering vessel. 
MAX. SIZE: Up to 26 ft. draft. 
RADIO: Harbour Office of Helsingor call VHF Channel 16, shift to 
Channels 12 or 13 for working. 
TUGS: Tug stationed in Helsingar to give towing assistance from 
the roads. Vessel should have ready a 6 in. nylon towing rope. 
BERTHING: Vessels berthed in order of arrival. 
MEDICAL: Hospital and medical facilities available. 
FUEL: Not available. 
FRESH WATER: Approx. 30 tons of fresh water per hour delivered 
through 15 in. hoses at the berths. 
WATCHMEN: Not required. 
CUSTOMS ALLOWANCES: For use on board during call reason- 
able stores and other requirements will be approved by the customs. 
Following quantities allowed per man per 24 hours, not exceeding 3 
days: 40 cigarettes or 10 cigars or 20 cigarillos or 40 grams other 
tobacco products, } litres wine and ¢ litres spirits. 
IDENTIFICATION CARDS: Crew need passports. 
REPAIRS: Helsingor Skibsvaerft og Maskinbyggeri A/S are quali- 
fied to undertake all forms of repair work. 
DRY DOCKS: Dock No. 1: 155 metres long, 205 metres wide, 
6-6 metres depth. Dock No. 2: 116 metres long, 16:3 metres wide, 
4-7 metres depth. 
AIRPORT: 1 hour by car from Copenhagen International Airport. 
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TIME: GMT plus 1 hour. 

HOLIDAYS: Work can be performed all the year round. 
POLICE/FIRE/AMBULANCE: Police tel. 03.21.14.48; Ambulance} 
Fire tel. 03.21.01.45. 

TELEPHONES: Telephones are only available on board in particy. 
lar circumstances. 

SHORE LEAVE: Crew are free to go ashore. 

AUTHORITY: Harbour Master, Harbour Office Helsingor - Sofig 
Brahesgade 1, 300 Helsingor. Tel. 03.21.05.15. 


HORSENS: 55.52 N. 09.52 E. (See Plan) 


DOCUMENTS: 

Crew List (East European countries only). 

List of Tobacco. 

Manifest (for Agents and Stevedores). 

Bills of Lading (for Agent's use). 
Ship's papers: 

International Load Line Certificate. 

Certificate of Register (international letter of measurement), 

Derating Certificate. 

Radio Safety Certificate. 
PILOTAGE: Pilot station is situated on island “Hjarno" at the 
entrance of Firth of Horsens. Telegram address: Hjarng@ Pilot Station 
Horsens. VHF Channels 6, 12, 16. Advance notice required, 2 hours, 
Normally pilot boat will be located 2 miles south of Hjarne - of 
Sendergrund. Pilot boat will meet bigger ship's more southerly 
between As-hoved and Abela when required. Ship's waiting for 
Pilot may anchor in As-bay, between Sandergrund and As-hoved, 
ANCHORAGE: No special anchorages at the firth; vessels may 
anchor where safe navigation permits — attention is called to cable 
area at Hjarna Sound. 
MAX. SIZE: Max. length, approx. 500 ft.; max. breadth, approx. 
70 ft.; max. draft, approx. 22 ft. A dredged channel 32 metres wide 
and 6-9 metre deep leads to the harbour. 
HEALTH: Kindly inform Agent or Port Authorities in advance in 
event of any suspected disease or fever on board. Normally no neces- 
sary procedure to obtain pratique. Pratique is automatic after calling 
another Danish port. 
RADIO: The Danish coast stations: 

Blavand radio: 2076 kHz (receiving) 1813 kHz transmitting 


Skagen orwenate.., ek ber “ 
Lyngby ,, 2069 ,, » 1687, " 
Roenne » 1995 ,, » 2586 


TUGS: Normally join vessel in harbour area. In event of bigger 
tugs being required they must be ordered 24 hours in advance. 
STEVEDORES: For working Monday morning ETA must be given 
Friday during office hours. Otherwise ETA must be given the day 
before work to commence, One suction apparatus for discharging 
grain. Normally the cargo is handled by shore cranes. There are 4 
coal cranes and 5 piece-goods cranes available. 

pes Ka LY No advance notice required. Hospital facilities avail- 
able. 

TANKERS: Discharge lines diameter: 6 in. and 8 in. Three berths 
for tankers, one at Esso with 5-6 metre of water alongside, one at 
DAK with 6-9 metre of water, and one at KH with 6:9 metres of 


water. 

FRESH WATER: Is delivered alongside from shore connections. 
FUEL: All types of light fuel available. No heavy fuel. 
GANGWAY/DECK WATCHMEN: No service of watchmen 
necessary. 

OPENING/CLOSING HATCHES: Normally carried out by crew, 
but can be done by stevedores. 

CUSTOMS ALLOWANCE: Tobacco: 30 cigarettes per man pet 
day - or 100 cigarettes permitted to be held out of bond. Wine and 
or Spirit: One bottle of each to be held out of bond. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Finland, 05-623433; Norway, 05-624666; Sweden, 
05-624411; France, 05-623288. 

REPAIRS: No shipyard - only small repairs can be carried out. 
REPATRIATION: No special facilities for effecting crew changes 
exist. 

oregon Distance from airport about 50 kilometres, with regular 
airlines. 

TIME: GMT plus 1 hour. 

POLICE/AMBULANCE/FIRE: Dial 0-0-0. Fire alarms placed 
around the port. 

TELEPHONES: Not available on board vessels. 

SHORE LEAVE: Allowed. 

DELAYS: No delays can normally be expected. Larger ships with 
big draft may expect delay during nights with poor visibility. They 
have to wait for daylight in order to enter port through dredged 
channel. 

AUTHORITY: Harbour Master. 


KALUNDBORG: 55.41 N. 11.06 E. 


DOCUMENTS: 
Ship's Register. 
Load Line Certificate. 
Safety Radio Certificate. 
Safety Equipment Certificate. 
Safety Construction Certiflcate. 
Derating Certificate or exemption. 
Bill of Lading (if cargo). 
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Customs need a Tobacco and Spirit List, showing the vessel's and 
's supply by arrival. 

Ie OTAGE: Not computecry: Pilot station situated at Kalundborg, 

telegram: Kalundborg Pilot, tel. Kalundborg 03.51.08.89. Green 

Jastic vessel carrying int. signal flag or lights for Pilot. Contact by 
VHF Channels 16, 12 and 6. Pilot is taken on board at the entrance of 

Fjord. 
KCHORAGE: Large vessels anchor in 42 ft. of water outside 
between Rosnaes and Asnaes; S.W. to N.W. winds cause swell but 
holding ground is good. Small vessels anchor between Gisselore 
Point and Harbour, from where channel leads to harbour. : 
RESTRICTIONS: Depth in channel and at entrance 39 ft. 4 in., 
entrance width 131 ft. 
MAX. SIZE: 900 ft. Length. 38 ft. draft. } 
HEALTH: Pratique granted by Customs Officers who bring Health 
Declaration for Masters to complete. In event of suspected disease 
or fever on board radio details to Agent before arrival. When vessel 
arrives from port outside of Europe and U.S.A. and has been less 
than 14 days at sea, all crew members require valid smallpox vac- 
cination certificates. ; 
TUGS: Available, normally join vessel off harbour, often using ves- 
sel’s lines. If tugs lines are used, an extra charge will be made. 
BERTHING: Pier “A’'; 12 metre basin, depth alongside 41 ft., max. 
safe draft 38 ft., max. length 900 ft. 12 in. hoses for crude oil discharge. 
40 in. hoses for products. Deballasting pipeline available. 

Pier “B'': 104 metre basin, max. safe draft 33 ft., max. length 900 ft. 
{2-in, hoses for crude discharge. 10-in. hoses for products. Debal- 
iasting pipe line available. 

Pier “C’”: 7 metre basin, max. safe draft 20 ft., max. length 330 ft. 

Pier “D": 5 metre basin, max. safe draft 15 ft., max. length 240 ft. 
Crude discharging rate about 38,000 bbls. = about 6,000 ts. per hour, 
Loading rate for products about 600 ts. per hour, asphalt only 120 ts. 
per hour, gas only 50 ts. per hour. Connections: amidships. Capacity 
of slop tank, about 4,800 tons. 

fast Harbour: Depth is 23 ft. Equipment: One crane for coal- 
discharge and one crane for grain-discharge. 

Fertiliser-quay: Depth is 26 ft. 6 in. Equipment: One crane for 
phosphate-discharge. 

West-harbour: Depth is 22 ft. 6 in. Equipment: One suction- 
apparatus. 

One “Coles” mobile crane available in all harbours. 
STEVEDORES: Available, ordered by Agent, 
stevedores necessary. 

MEDICAL: Hospital and doctors available. 
DENSITY: 1,011. 

FRESH WATER: Available, supplied from shore by hose, about 
15 tons per hour. 

FUEL: All grades available, 24 hours ETA required by truck or 
barge. 

FIRE PRECAUTIONS: No smoking allowed. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CUSTOMS ALLOWANCE: Each crew member allowed 100 cigar- 
ettes or 20 cigars or 100 grams tobacco and 1 bottle spirits. 
IDENTIFICATION CARDS: Not required, 

CONSULS: Swedish, Norwegian; others at Copenhagen. 
REPAIRS: All types of repairs available. 

REPATRIATION: All facilities exist. 

AIRPORT: Nearest at Copenhagen about 80 miles from Kalund- 
borg. Served by regular airlines. 

TIME: GMT plus 1 hour. No alterations through the year. 
HOLIDAYS: New Year's Day; Easter Thursday; Good Friday; 
Easter Monday; Ascension Day; 1st May; Whit Monday; Prayer 
Day; 5th June; Christmas Day; 2nd Christmas Day. No work can be 
carried out. 

SHORE LEAVE: Allowed. 

DELAYS: Due to ice between 15th December and 31st March. 
es Jorgen Schultz, Postbox 44, Cables ‘Schultz Kalund- 
org”, 

Petertank I/S, Postbox 38. Cables ‘‘Petership Kalundborg”. 


Kalundborg Shipping Agency. Postbox 34. Cables ‘'Kalship 
Kalundborg”, 


no ETA to 


KOGE: 55.27 N. 12.12 E. (See Plan) 


DOCUMENTS: For Customs vessels require: 
Vessels of 150 ton and upwards, Loading Line Cert. 
ry san i and upwards, Loading Line Cert. Radio Secur- 
ity Cert. 
Vessels of 500 ton and upwards, Loading Line Cert. Radio Secur- 
ity Cert. Equipment Security Cert. 
For all passenger vessels also Security Cert. 
For stevedores vessel shall have Bills of Lading, Manifests and 
Loading plans. 
PILOTAGE: Vessel to call Pilot two hours before arrival. VHF on 
pilot station and pilot boat. Watch on Channel 16. Normal inter- 
national light and sound signals used. Pilot boat located about 2 
nautical miles East of port. No difference in bad weather. 
NCHORAGES: 1-2 nautical miles East of port with good bottom 
ions. 
MAX, SIZE: Maximum permissible length, 150 metres; maximum 
permissible draft, 7 metres; oil carriers only 5 metres. 
HEALTH: Normal quarantine rules. 
RADIO: Lyngby Radio or any other radio station in Denmark. 
are: No tugs in port. Can be obtained from Copenhagen. 
EVEDORES: Normal ETA and description of vessel required. 


DENMARK 


MEDICAL: Doctor and hospital assistance available; other facili- 
ties to be obtained from Copenhagen. 

TANKERS: Only one tanker berth, no specific requirements. 
GENERAL: Wind between N.E. and S.E. can give up to 1-6 metres 
high water and W-wind up to 0-9 metres low water. 

FRESH WATER: Water from wharf. 

FUEL: Products from Texaco and Gulf are delivered in Kege, others 
from Copenhagen. 

FIRE PRECAUTIONS: Normal fire precautions. Tankers cannot 
request to go to berth before loading/discharging. 2 fire watchmen 
from the fire department. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCE: Tobacco: about 40 grams per day per 
man or 40 cigarettes per day per man. Wine and/or Spirits: about 
4 litre spirits and 1 litre wine per man per day. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Nearest in Copenhagen. 

REPAIRS: Small repairs. 

DRY DOCKS: 2 small slipways for vessels up to 200 tons. 
REPATRIATION: No facilities exist. 

AIRPORT: Nearest is Kastrup Lufthavn; Copenhagen about 40 km. 
away. 

TIME: GMT plus 1 hour. No change during year. 

HOLIDAYS: Normal Danish holidays, change from year to year. 
Normally work can be arranged. 

POLICE/AMBULANCE/FIRE: Ambulance and Fire (03) 653300; 
Police 651448 or use alarm 000. 

TELEPHONE: No arrangements exist for placing on board. 
GENERAL: The port north of Kage, Junckerhavnen, 55° 27’ 4” N. 
12° 11’ 7” E. is a private port used only for vessels to the factory. 
SERVICES: Pilot makes compass adjustments. 

SHORE LEAVE: Allowed. 

PORT AUTHORITY: The Harbour Master, Kage Havn, DK-4600 
Kgge, Denmark. Tel. (03) 650113. 


AGENT: F. Ohlissons, EFTF, Havnen, DK-4600 Kage, Denmark. 
Telex 5736; Tel. (03) 650006; Telegram Ohlsson. 


KOLDING: 55.29 N. 09.29 E. 


DOCUMENTS: See “Copenhagen”. 
PILOTAGE: Pilot station in Skeerbaek at mouth of Kolding Fjord. 
Tel. (05) 562486. VHF Channel 16. 
ANCHORAGES: At Skerbeek. 
MAX. SIZE: Maximum permissible length 180 m. Maximum draft: 
7-0 m. 
RADIO: Lyngby Radio. 
TUGS: Available. 
STEVEDORES: Obtained through Agents. 
MEDICAL: Hospital facilities available. 
FRESH WATER: Available from quay. 
FUEL: Available. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes. Wine and/or 
Spirits: 1 bottle wine, 1 bottle spirits. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: 
Finland: J. Borum, Haderslevvej 25, Kolding. Tel. (05) 521233. 
Iceland: V. Thorning-Petersen, Kolding. Tel. (05) 520022. 
Norway: Eduard Christensen, Lasbygade 34, Kolding, Tel. (05) 
527711. 
Sweden: Ove Grenborg, Osterbrogade 14, Kolding. Tel. (05) 522711. 
REPAIRS: Only small repairs can be carried out. 
AIRPORT: Distance from Billund Airport 40 km. Billund Airport is 
served by regular airlines. 
TIME: GMT plus 1 hour. 
HOLIDAYS: See Copenhagen”. 
POLICE/AMBULANCE/FIRE: Police, tel. (05) 522800; Ambulance, 
tel. (05) 522344; Fire, tel. (05) 522344. Help, tel. 000. 
TELEPHONES: Telephones obtainable on board. 
SHORE LEAVE: Allowed. 
AUTHORITY: Harbour Master P. D. Klaaborg, Havnepladsen, 
Kolding. Tel. (05) 520594. 


KYNDBY : 55.49 N. 11.53 E. 


DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Derat Certificate or exemption. 

1 Crew List. 

Stores List. 

Crew Personal Effects List. 

Cargo Manifest or Bills of Lading. 
PILOTAGE: Not compulsory but recommended. Pilot boards at 
entrance of Isefjord at Hundested. 
ANCHORAGE: Off the berth. 
MAX. SIZE: Up to 21 ft. 6 in. draft. 
RESTRICTIONS: Daylight berthing only. 
HEALTH: Pratique granted by Customs Officers who bring Health 
Declaration for Masters to complete. In event of suspected disease 
or fever on board radio details to Agent before arrival. When vessel 
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arrives from port outside of Europe and U.S.A. and has been less 
than 14 days at sea, all crew members require valid smallpox vaccina- 
tion certificates. 

TUGS: Obtained from Copenhagen or Elsinore if required by larger 
vessels. — 

BERTHING: Power Station quay, 300 m. long, depth alongside 
23 ft. 6 in. 16 in. pipeline for fuel oil discharge. 

FRESH WATER: Available by pipeline at quay. 

FUEL: Not obtainable. 

CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle wine and 1 
bottle spirits permitted out of bond for each man. 

TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Friday; 
Easter Monday; Prayer Day (May 2nd); Ascension Day; Whit Mon- 
day; Christmas Day; Boxing Day. Half-holidays: May 1st, June 5th 
and December 24th. 

REPAIRS: No facilities. 

AUTHORITY: Electricitetsselskabet Isefjordvaerket Interressen- 
skab. 


NAESTVED: 55.14 N. 11.45 E. 


DOCUMENTS: See “Kalundborg”. 

PILOTAGE: Pilotage compulsory for all ships over 150 b.r.t. To 
order, tel. Kaerrebaeksminde 03742124 or by Agents. 
ANCHORAGES: 2 miles S.W. of head lights in Kaerrebaeksminde 
in 12 metres depth, near the buoy. 

RESTRICTIONS: No entry at night time, half hour before sunrise, 
to half hour after sunset, and according to tides. 

MAX. SIZE: Length 285 ft., 40 ft. beam, 17 ft. 6 in. draft. 
HEALTH: See “Kalundborg”. 

RADIO: Lyngby Radio. 

TUGS: M/S "Eng" 350 h.p. About 1 mile from Kaerrebaeksminde. 
BERTHING: No berthing in Kaerrebaeksminde; only in Naestved. 
BRIDGES: One in Kaerrebaeksminde with a total width of 23 m. 
MEDICAL: Hospital available. 

FRESH WATER: Available from quay. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: By crew. 

CONSULS: Germany, tel. 03721536. Sweden: tel. 03720700. 
REPAIRS: None. 

SHORE LEAVE: Allowed. 

POLICE/FIRE/AMBULANCE: Police 721448; Fire/ Ambulance 000, 
AUTHORITY : Harbour Master Naestved, Toldbodgate 4 Naestved, 
Tel. 03720056. 


NYBORG: 55.19 N. 10.49 E. 


DOCUMENTS: 
Health Declaration. 
Customs Declaration. 
PILOTAGE: Required notice ETA 6 hours. Pilot station tel. (09) 
310089. Pilot boat VHF Channel 16. Pilot station Slipshavn. Pilot 
cutter yellow-painted with “‘Nyborg Lods" in black letters. 
ANCHORAGE: South of Knudshoved Lighthouse. Depth 16 metres 
(52 ft.). Small vessels anchor S.W. of Avernakke Pynt. 
MAX. SIZE: Avernakke Pynt Bro (Oilpier) Draft 32 ft. length about 
600 ft. Vesterhavn draft 24 ft. length about 400 ft. 
RADIO: Lyngby Radio. 
TUGS: One tugboat normally stationed in the port. Tugs required 
notice 8-10 hours. 
STEVEDORES: Ordered by Agent. 
MEDICAL: Hospital facilities available. 
TANKERS: Discharge at Avernakke. Discharge lines 8 in. and 10 in. 
New Oil Harbour under construction, operational in 1973. 
DENSITY: About 1005. 
FRESH WATER: Supply by pipeline to berths. 
FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: Not compulsory. 
OPENING/CLOSING HATCHES: Crew allowed open and close, 
otherwise according Charter Party. 
CUSTOMS ALLOWANCE: Tobacco, 100 cigarettes for 3 days. 
Wine and/or Spirits: 1 bottle spirit for 3 days. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Finland 311198, Norway 310737, Sweden 312106. 
In Odense (near Nyborg): 


Great Britain 115456 France 118700 
Holland 115456 Iceland 120076 
Portugal 120012 = =Spain 127781 
W. Germany 972323 


REPAIRS: Most repairs possible. 

DRY DOCKS: 700 dwt; slipway 70 dwt. 

AIRPORT: Nearest airport, Beldringe, Odense. 

TIME: GMT plus one hour. 

HOLIDAYS: New Year's Day; Maundy Thursday; Good Friday; 

Easter Monday; Prayer Day, Ascension Day; Whit Monday; Christ- 

mas Day; Boxing Day. 

Sees Oncaea Police 311448; Ambulance 000; 
ire 000. 

SHORE LEAVE: No restrictions. 

AUTHORITY : Havnefoged, Havnekontoret, (19) 310587. 
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NY KOBING: 55.55 N. 11.41 E. 


DOCUMENTS: 

Ship's Register. 

Loadline Certificate. 

Derating Certificate. 

Crew List stating quantity of cigarettes, cigars, tobacco, cigaretts 

paper, spirits, wine and guns. 

Cargo List. 
PILOTAGE: Pilot ordered through Agents and will board at Ske). 
lerev or Argus Ground (both outside Guldborg bridge). 
ANCHORAGE: By Skellerev, safe ground. 
RESTRICTIONS: Port only accessible by daylight, max. dra 
19 ft. 6 in., max. breadth for passing Guldborg bridge 25 metres, 
Entrance from South (Gedser) not recommended, as depth of water 
in the Southern part of Guldborgsund only amounts to 8 ft. 
RADIO: For vessels coming through the Kiel Canal, Kiel Radio 
could be used, otherwise nearest station Lyngby Radio. 
TUGS: Available on request. 
BRIDGES: Vessels calling Nykobing Falster have to pass Guldborg 
Bridge about 8 miles North of harbour. Turning bridge, breadth 
metres, opens by request after sunrise and + hour after sunset (from 
1st Nov. to 1st March from 4 hour before sunrise). When requesting 
passage use international flag N'' on halfforemast and give one long 
and one short blast. 
STEVEDORES: Ordered by agents, on receiving vessel's ETA. 
MEDICAL: No advance notice required for medical attention. 
FRESH WATER: Supplied from quay installations. 
FUEL: All grades obtainable—delivered by tank lorry 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Carried out by crew. 
TOBACCO/WINE ALLOWANCES: Each crew member 1) 
cigarettes (or corresponding quantity of tobacco) and 1 bottle 
Spirits. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: 

Norway 

Sweden 

West Germany 

Netherlands 

Finland 
REPAIRS: Small deck and engine repairs possible. 
AIRPORT: Nearest at Copenhagen (2 hours by train.) 
TIME: No alteration to clocks. GMT plus 1 hour, 
HOLIDAYS: New Year; Maundy Thursday; Good Friday; Easter 
Monday; Prayer Day; 1st May (Labour Day, half only); Ascension 
Day;Whit Monday; Constitution Day (5th June, half only); Christmas 
and Second Christmas Day. 
POLICE/AMBULANCE/FIRE: Dial 0-0-0 and ask for police, 
ambulance or fire service. 
SHORE LEAVE: Crew members may go ashore without any 
restrictions. 


AGENT: Marquardt & Tornge's EFTF., P.O. Box 81, 4800 Nykabing 
FL. Denmark. Tel. (03) 85 31 77. Telex 47310. 


ODENSE: 55.25 N. 10.25 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Derat Certificate or exemption. 

1 Crew List. 

Stores List. 

Crew Personal Effects List. 

Cargo Manifest or Bills of Lading. 
PILOTAGE: Compulsory between Stige and Odense. Pilot boards 
at Gabet, entrance to the fjord or at Stige, entrance of channel. 
ANCHORAGE: Inside Odense Fjord in depths of 25 ft. Larger ves: 
sels anchor outside of Gabet. 
RESTRICTIONS: Port is entered through dredged channel, 22 m. 
wide, 25 ft. depth. Navigation usually throughout the year. Ice-breaker 
assistance available if necessary. Vessels over 3,000 tons enter If 
daylight only. Speed limit of 4 knots in entrance channel. 
MAX. SIZE: Draft, maximum 24 ft. fresh water, length, 160 m 
controlled by swinging basin. 
HEALTH: Pratique granted by Customs Officers who bring Health 
Declaration for Masters to complete. In event of suspected diseasé 
or fever on board radio details to Agent before arrival. When ves 
sel arrives from port outside of Europe and U.S.A. and has been less 
than 14 days at sea, all crew members require valid smallpox vacciné 
tion certificates. 
RADIO: Lyngby Radio and VHF Channel 16. 
TUGS: A tug is available. Not compulsory but necessary for large 
vessels. 
BERTHING: Three harbour basins including 10,500 ft. of quays 
with depth of 24 ft. 6 in. alongside. Coal quays at Fynsvaerket, deptt 
24 ft. 6 in. alongside. 

Berths rigged for handling bulk cargo by cranes. Berths availablé 
for containers and roll-on/roll-off traffic. 
TANKERS: Discharge at Lindoe private quay, 304 ft. long, dept? 
alongside 7-5 metres. 
DENSITY : 1003. 
STEVEDORES: Can be arranged through Agent. 
AIRPORT: Situated 15 km. from the harbour. 


ee 0 ee ee eee See ee ee ee ee ee 


poLiCE/FIRE/AMBULANCE: In emergency dial 000 and ask for 
service required. A 
CONSULS: All European countries represented in Odense. 
MEDICAL: Doctors, hospital facilities available. 
FRESH WATER: Available by pipeline at all berths. 
FUEL: All grades available. . ; 
cuSTOMS ALLOWANCES: 200 cigarettes, 1 bottle wine and 1 
pottle spirits permitted out of bond for each man. 
TIME: GMT plus 1 hour. No alterations during the year. é 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Friday; 
faster Monday; Prayer Day (May 2nd); Ascension Day; Whit 
Monday; Christmas Day; Boxing Day. Half-holidays: May 1st, 
June 5th and December 24th. — : 
REPAIRS: All engine and boiler repairs can be effected. 

Lindoe Shipyard situated in Odense Fjord about 15 km. from 

nse. 
STHORITY : Havne Kaptajnen, Odense. 
T: C. Hoppe & Company, POB 136, 5100 Odense. 

Ly 99 88, Telex 59 88. Cables: “Brokerhoppe Odense”. 


RANDERS: 56.29 N. 10.04 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Lists with statement of each crew member's cigarettes, tobacco 

and spirits. 

PILOTAGE: Apply for Pilot 6 hours before arrival to Agents or 
direct at pilot station Tel. (06) 485026, or contact Pilot by VHF 1 hour 
before arrival, Channels 6, 12, 16. 
ANCHORAGE: Udbyhoej Northside, depth 7 metres. 
MAX. SIZE: Maximum length, 475 ft.; breadth, 57 ft.; draft 20 ft. 
HEALTH: No special requirements. 
RADIO: Lyngby Radio and Skaw Radio. 
VHF: VHF service from Harbour Office, Channels 6, 12, 16. 
TUGS: 500 h.p. tug available — use ship's lines. 
STEVEDORES: Ordered by Agents, no ETA to stevedores neces- 
sary. Working periods: Monday to Friday 0730-1130, 1200-1630; 
Saturday no work. 
MEDICAL: Hospital facilities available, no particular inoculations 
required. 
TANKERS: 6 in. discharge lines; no slop discharge facilities. 
DENSITY: Brackish in port area. No tide. 
FRESH WATER: Shore installations. 
FUEL: All grades. Deliveries by lorry only. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: By crew. 
CERTIFICATES: Tonnage Certificate, Derating Certificate, 
Load Line Certificate. 
CUSTOMS ALLOWANCE: Each crew member 100 cigarettes or 
25 cigars or 100 grams tobacco, and 1 bottle spirits and 1 bottle wine 
meant for 3 days. 
IDENTIFICATION CARDS: Not required. 
CONSULS: France (06) 42 44 22, Norway (06) 426100, Finland (06) 
42 51 11, Sweden (05) 420022, Iceland (06) 42 39 00. 
end ATOON : Hotel accommodation available for changing 
of crew. 
AIRPORT: Tirstrup Airport, 42 km. from Randers, 1 hour by bus, 
5-7 daily flights to/from Kastrup Airport (Copenhagen). 
TIME: GMT plus 1 hour. 
HOLIDAYS: ist January (New Year); Maundy Thursday, Good 
Friday, Easter Monday; 1st May from 1200 hours (Labour Day); 
Whit Monday from 1200 hours; 24th December from 1200; 25-26th 
December (Christmas). 
POLICE/AMBULANCE/FIRE: Tel. 000. 
TELEPHONES: Not available. 


AGENTS: Carl Hassager & Co., c/o Axel Urup Skov, Sydhavnen, 
DK 8900 Randers. Tel. 06 42 05 22: AO 06 42 31 91; Telex.63732; Cables: 
Hassager, Lloyd's. 


RONNE: 55.06 N. 14.42 E. (See Plan) 


DOCUMENTS: 

1 Crew List. 

1 Passenger List. 

1 Customs Declaration. 

1 Declaration for crew's tobacco, spirits, etc. 

1 Declaration of Health. 

1 Declaration to Police, number of crew, passengers, etc. 

1 Bill of Lading (or Manifest). 

PILOTAGE: Apply for Pilot via Ranne or Lyngby Radio, advance 
Notice not less than one hour. Pilot boats have VHF but not con- 

tinuously Open. Area where Pilot has to be taken on board is by 
Renne light-buoy, 2 miles S.W. of the harbour; if weather bad Pilot 
Sat guides the ship inside the breakwater and then boards. 
ANCHORAGE: No safe anchorages outside the harbour. 

brn SIZE: Maximum length 400-450 ft., draft 22 ft. There is no 
HEALTH: No special procedure necessary, but if there is suspected 
'sease or fever on board or ship comes from area with fever, etc., 

auto, quarantine doctor. If ship's last call was Danish port pratique 

ic. 


one Renne Radio, call-sign OYE; or Lyngby Radio, call-sign 


DENMARK 


bani Normally join the vessel inside breakwater; ship's lines to be 
used. 
CARGO HANDLING: Three berths equipped with hydraulic 
ramps for roll-on/roll-off traffic via stern or head only, one of which 
suitable for ships up to 450 ft. length 65 ft. beam, draft 21 ft. 
Three berths for sand loading 400-600 tons per hour, for vessels 
up to 350 ft. length, 21 ft. draft. 
Two berths for macadam loading 400 tons per hour, for vessels 
up to 300 ft. length, 21 ft. draft. 
Also berths for handling coal and grain. 
STEVEDORES: To arrange gangs Monday morning, advices have 
to be given Friday before 1100. To arrange work other days, notice 
must be given before 1600 the day before. 
MEDICAL: Hospital facilities are available. It is not necessary to 
give advance notice. 
TANKERS: Two berths for coastal tankers draft up to 22 ft., 
length up to 300 ft. 
FRESH WATER: Available 10-12 ton an hour. 
FUEL: Light fuel, Redwood 200 sec. Heavy fuel 3500 sec., also 1000 
and 1500 sec. Notice 6 hours ETA. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CERTIFICATES: Nationality Cert., Derat. Cert., Load Line Cert. 
Radio Cert. (Safety Cert. for passenger ships only). 
CUSTOMS ALLOWANCE: Tobacco: 40 cigarettes or other 
tobacco per day. Wine/Spirit: + bottle per day. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: The following countries are represented in Ronne: 
Sweden, Finland, France, Netherlands, Norway and West Germany. 
REPAIRS: All kinds of repairs can be carried out. 
DRY DOCKS: Only small ships up to 350 tons. 
REPATRIATION: Is possible. 
MEP ORE: 3 miles, served 3-5 times per day by SAS to Copen- 
agen. 
TIME: GMT plus 1 hour. No alteration 
HOLIDAYS: New Year's Day; Easter, 3 days Thursday, Friday, 
Easter Day (Monday); May 1; Whit Monday; June 5; Christmas Eve; 
Christmas Day; 2nd Christmas Day. Cargo work only possible for 
foodstuff, etc. 
SERVICES: Compass adjustment only 
SHORE LEAVE: Allowed. 
AUTHORITY: Harbour Master, Ranne Havn, DK 3700 Renne, 
Tel. 03950678. 


SKAERBAEK: 55.31 N. 09.37 E 


DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Derat Certificate or exemption. 

1 Crew List. 

Stores List. 

Crew Personal Effects List. 

Cargo Manifest or Bills of Lading. 
PILOTAGE: Not compulsory. Pilot joins at mouth of Kolding Fjord. 
Can be contacted by VHF Channel 16. 
ANCHORAGE: Off Skaerbaek in depths of 39 ft. 
MAX. SIZE: Tankers up to 39 ft. draft. 
RADIO: Lyngby Radio. 
TUGS: Available, not normally required. 
BERTHING: Power station wharf: 260 m. length; depth alongside 
23 ft. Oil Jetty: depth 39 ft. 
TANKERS: Discharge at jetty through two 8-in. loading arms. 
MEDICAL: Medical attention available, nearest hospitals at Kolding 
and Fredericia. 
REPAIRS: Local machine shops can manage small repair jobs. 
FRESH WATER: Obtainable from quay. 
FUEL: Not available. 
CONSULS: Nearest at Kolding. Distance 15 km. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle wine and 
1 bottle spirits permitted out of bond for each man. 
TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Friday; 
Easter Monday; Prayer Day; Ascension Day; Whit Monday; Christ- 
mas Day; Boxing Day. Half holidays: May 1st, June 5th and Decem- 
ber 24th. 
AIRPORT: Billund Airport, 40 km. distant. 
AUTHORITY: Sydostjydske Faellescentral Skaerbaekvaerket. Tel. 
(05) 562 466. 


SONDERBORG: 54.55 N. 9.47 E. 


DOCUMENTS: 

Ship's Register. 

Crew List. 

Crew Manifest. 

Radio Safety Certificate. 
PILOTAGE: Vessels exceeding 20 ft. in draft or 3000 gross tonnage 
use Northern entrance where Pilot boards vessels at buoy 4 or 7, 
route 25. 

Ships coming from South (passing harbour bridge) contact pilot 
boat at buoy 6 or 7 route 8. Pilot not compulsory. VHF on pilot station, 
Harbour Master and Pilot tel. 044 22765. 
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RESTRICTIONS: No restrictions night entry. No tide. N.E. to E. 
winds raise water level up to 3in. S.W. to N.W. winds lower it by same 
amount. 

BERTHING: South Harbour: Mainly used by small passenger and 
fishing boats. 

North Harbour: Concrete quay about 2,000 ft. long, depth along- 
side 24 ft. At plywood factory, dolphin moorings, up to 29 ft. draft. 
Harbour is divided into above mentioned two parts by a rail bridge. 
Lifting sections 98 ft. wide. Submarine cables in area from 50 yd. 
South of bridge to 100 yd. North. 

BUNKERS: Available. 

TUGS: Available; 6 hours notice required. 

FRESH WATER: Supplied by pipeline to berths. 
REPAIRS: Two slipways. 100 and 500 tons capacity. 
AIRPORT: In Sonderborg. Regular airline inland. 
TIME: GMT plus 1 hour. 

AUTHORITY: Harbourmaster. Tel. 044 22765. 


SVENDBORG: 55.03 N. 10.38 E. (See Plan) 


DOCUMENTS: 

Certificate of Registry. 

Freeboard Certificate. 

Derat Certificate. 

Crew List. 
PILOTAGE: Telegraphic address, ‘‘Pilotstation, Svendborg”. For 
contacting pilot boat on VHF, use Channel 16. International signals 
for Pilot. In Eastern entrance Pilot boards at Thur@ Rev. In Western 
entrance Pilot boards at Lehnskov, or if ordered at Skrams Flak. 
ANCHORAGE: At Lunkebugt (Eastern entrance) and by Lehnskov 
(Western entrance). 
MAX. SIZE: Longest ship ever docked was 541 ft. long, 67 ft. 
breadth, draft 18 ft. 9 in. Shorter ships may enter with deeper draft. 
HEALTH: Pratique automatic. 
RADIO: All Danish coast stations can be used. (See ‘Horsens”.) 
TUGS: Normally no tugs stationed in Svendborg, ships wanting 
tugs order through Agent before arrival. 
BRIDGES: One mile west of harbour a bridge crosses the sound, 
Free height 33 metres. 
STEVEDORES: Ordered by Agent. 
MEDICAL: Doctors and hospital service always available. 
DENSITY: Approx. 1024. 
FRESH WATER: Available at all piers. 20 tons per hour. 
FUEL: No bunker lines. Diesel oil can be delivered by tank cars. 
GANGWAY/DECK WATCHMEN: Available, but not compulsory. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCE: Tobacco: 40 cigarettes or 40 gr. 
tobacco. Wine/Spirit: ¢ litre. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Vice-Consulates: Norway, tel. 09 21 31 17; Sweden, 
09 21 14 10; Finland, 09 21 11 51; W. Germany, 09 21 15 39; Iceland, 
tel. 09 21 42 83. 
REPAIRS: All repairs to deck and machinery carried out by ship- 
yard, 
DRY DOCKS: Floating docks for ships up to 7,000 ton dwt. 
REPATRIATION: Facilities exist. 
TIME: GMT plus 1 hour (same all year). 
HOLIDAYS: New Year's Day; the day before Good Friday; Good 
Friday; Easter Monday; May 1st; Ascension Day; May 5th; Prayer 
Day; Whit Monday; June 5th; 25th and 26th of December. 
FIRE/AMBULANCE/POLICE: Call 000. 
TELEPHONE: No telephone for ships. 
SERVICES: Compass adjusting. 
SHORE LEAVE: No restrictions concerning shore leave for crew. 
Dogs not allowed to go ashore. 
AUTHORITY: Harbour Master, Havnekontoret, Svendborg Tel. 
09 21 06 57. 


VEJLE: 55.42 N. 09.33 E. (See Plan) 


DOCUMENTS: Required on arrival: 


2 Crew Lists. 

2 Passenger Lists. 

1 Tobacco List. 

1 National Reg. Certificate. 

1 Load Line Cert. 

1 Tonnage Cert. 

1 Manifest. 

1 Bill of Lading. 

1 Derating Cert. 

1 Radio Safety Cert. 

1 Clearance inward and outward. 

1 Safety Cert. 
PILOTAGE: Pilot by request at Rosenvold Hage, radio Pilot Vejle, 
VHF Channel 16, Vejle pilot station. 3 hours notice of ETA. 
ANCHORAGE: (1) At Rosenvold Hage, (2) at Traeskohage. 
MAX. SIZE: Length max. 550 ft., max. draft 23 ft. 
HEALTH: Pratique procedure is carried out by customs dept. 
RADIO: Lyngby Radio, OXZ, Blaavand Radio OXB. 
TUGS: Available inside port, ship's lines. 
STEVEDORES: Available. Seven o'clock start must be informed 
24 hours in advance. 
MEDICAL: Hospital facilities available day and night with doctors 
available 24 hours per day. 
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TANKERS: 2 tanker berths, max. draft 23 ft. No slop tank availab 

Diameter of discharge lines 8 in. and 6 in. 

DENSITY: Average density 1020. 

FRESH WATER: Delivered from lines on piers. 14 ts. p.h. 

FUEL: All grades available. No advance notice required. 

GANGWAY/DECK WATCHMEN: Not required. 

tater hap HATCHES: Normally carried out by steys 
ores. 

CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes. Wine andjy 

Spirits: 1 bottle of each. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Vice-Consuls: Greece, 821929; Norway, 829122; Spain, 

820233; Germany, 820011. 

REPAIRS: Deck and engine repairs can be undertaken. 

DRY DOCKS: None. 

REPATRIATION: No facilities. 

AIRPORT: Biliund 32 km., 3 flights per day. 

TIME: GMT plus 1 hour. 

HOLIDAYS: New Year's Day; Easter; 1st May, Whit Sunda 

Christmas holidays. Cargo work can be done on overtime excey 

1st May (Labour Day). 

POLICE/AMBULANCE/FIRE: Police, tel. 821744; Ambulance 

822244; Fire, 822244, 

TELEPHONES: No arrangements exist for placing on board, 

SHORE LEAVE: Allowed for all crew. 

cl ly Harbour Master, Havnepladsen, 7100 Vejle. Te 
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VORDINGBORG (South Harbour — formerly Masned. 
sund): 55.30 N. 11.54 E. (See Plan) 


DOCUMENTS: See “Copenhagen”. 
PILOTAGE: Available from Masnedoe Pilot Station tel. 03-7703% 
ANCHORAGE: Vordingborg Roads. 
MAX. SIZE: Draft 21 ft. maximum, breadth 25 metres owing to pas. 
sage of bridge before entering harbour. 
RADIO: Lyngby Radio. 
TUGS: Available from Nakskov, Korsoer, Copenhagen. Notice fy 
towage about 6/8 hours. 
BERTHING: Berths equipped for handling grain, ore, coal, liqui 
chemicals and LPG carriers. 
MASNEDOE POWER STATION: Private harbour. Draft 21 { 
Fresh water available. Pilotage, towage, as for Vordingborg. 
BRIDGES: Passage of bridge 25 metres wide, opening day ani 
fight, Bridge normally in radio contact with pilot station. Full 
ighted. 
STEVEDORES: Local stevedores ordered by Agent. 
MEDICAL: Hospital available. 
FRESH WATER: Supplied by pipeline to berths. 
FUEL: All common fuels available. 
GANGWAY/DECK WATCHMEN: Available but not compulson 
OPENING/CLOSING HATCHES: Crew allowed open and clos: 
otherwise as per C/P. 
CERTIFICATES: 

Registered Certificate of tonnage 

Derating Certificate. 

Construction Certificate. 

Load Line, and Equipment Certificate on first call. 
CUSTOMS ALLOWANCE: About 200 cigarettes and a limite! 
amount of spirits each man. 
CARGO GEAR: 2 mobile cranes, one grain-sucker and elevato 
one coal crane. 
IDENTIFICATION CARDS: Not required. 
CONSULS: At Copenhagen. 
REPAIRS: Most repairs, engine and equipment available. Elec 
tronic service only available from Copenhagen. 
DRY DOCK: No local dry dock. Nakskov/Copenhagen nearest. 
HOLIDAYS: See “Copenhagen”. 
POLICE/AMBULANCE/FIRE: Police 03-771448; 
Fire Brigade 0-0-0. 
AGENTS: A. P. Steffensen, Postal address: 4760 Vordingbot 
tel. 03-770210-770212. Telex: 5476. Cables: Stefbroker Vordingboy 
a.0. 03-770960. 
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Dominican Republic 


AZUA (Puerto Viejo): 18.30 N. 70.40 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

Health Certificate. 

Viands Register. 

3 Weapons Lists. 

Also refer to “Santo Domingo.” 
PILOTAGE: Ordered by Agent; vessel should wait for Pilot at! 
distance of one mile from the port. 
ANCHORAGE: in the approaches, depth is 28 ft. 
RESTRICTIONS: By night wait for Pilot's arrival. } 
HEALTH: Pratique is obtained by Agent. In case of infectio# 
illness the whole crew is put in quarantine. 
TUGS: Available and tug’s lines are used. 
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MEDICAL: Necessary for Agent to receive advance notice of 
uired medical attention. Doctor available. 

FRESH WATER: Delivered by barge. 

FUEL: None available. 

GANGWAY/DECK WATCHMEN: Required. 

OPENING/CLOSING HATCHES: Carried out by crew. 

CUSTOMS ALLOWANCES: No restrictions. 

|DENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: No repairs possible. ; 

REPATRIATION: Facilities available. 

AIRPORT: Situated 170 miles from port. 

HOLIDAYS: Work is allowed on all holidays. 

POLICE/AMBULANCE/FIRE: Tel. 175. 

TELEPHONES: None available on board. 

SHORE LEAVE: Allowed. 

AUTHORITY: Carlos W. Presto! Botello, Afferez de Fragata, 

Marina de Guerra (Navy). Address, Comandancia de Puerto de 


Azua RD. 
AGENTS: See “Santo Domingo". 


BARAHONA: 18.10 N. 71.10 W. 


DOCUMENTS: 

8 Crew Lists. 

8 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

4 Fire-arms Declarations. 

6 Cargo or Ballast Manifests. 

Derat Exemption Cert. 

Vaccination Certificates for each person. 

Also refer to “Santo Domingo" for further information. 
PILOTAGE: Pilot arranged by Agent on basis of Master's advance 
notice of ETA. Pilot and Agents can be contacted by radio telephone 
frequency 2738. 

ANCHORAGE: Deep water anchorage available outside port. 

Pilot will advise best location. 

RESTRICTIONS: No entry at night. 

MAX. SIZE: 575 ft. length; 29 ft. draft. 

HEALTH: Pratique granted after Health Authorities have boarded 

and cleared vessel. In case of disease aboard notify Agents before 

arrival. Pratique is automatic when proceeding from another port in 

the same country. 

RADIO: When within range, Santo Domingo Radio. 

TUGS: One small tug available, ship's lines used. 

BERTHING: Sugar molasses wharf, general gypsum wharf. 

STEVEDORES: ETAs required 24 and 12 hours before arrival to 

arrange gangs. 

MEDICAL: Medical attention can be arranged after vessel is clear- 

ed, preferably ashore. Minor cases are dealt with locally, more 

serious cases are transported to Santo Domingo. 

TANKERS: Discharge at molasses wharf. 

DENSITY: Salt water inside harbour. 

FRESH WATER: Pipe-line at wharves, ship's hoses used. 

FUEL: Only available by truck from Santo Domingo. 

GANGWAY/DECK WATCHMEN: Compulsory gangway watch 

kept by Customs guards. 

See SEOmINS HATCHES: Can be performed by crew or 

stevedores, 

CUSTOMS ALLOWANCES: Bond is sealed, but can be opened 

at Master's request. 

IDENTIFICATION CARDS: Shore passes are provided by Im- 

migration Authorities. 

CONSULS: All Consuls at Santo Domingo. 

REPAIRS: Minor repairs only. 

REPATRIATION: Can be arranged. 

AIRPORT: Distance to airport 230 km/s. 

Mere GMT minus 5 hours. Alteration to clocks variable from year 
year, 

HOLIDAYS: All holidays workable at overtime rates. 

POLICE/FIRE/AMBULANCE: Police, tel. 417. Ambulance, tel. 441; 

Fire, tel. 348 or 398, 

Sea TONGDs Shore telephone alongside ship connected to 

ugar Mill, 

SHORE LEAVE: Allowed. 

GENERAL: No boats to be lowered without official permission. 
Berthing/unberthing during daylight only. 

AUTHORITY: Comandante de Puerto, Barahona. 


AGENTS: See “Santo Domingo”. 


BOCA CHICA: 18.27 N. 69.35 W. 


DOCUMENTS: 
8 Crew Lists, 
8 Lists of Passengers Disembarking. 
6 Lists of Passengers in Transit. 
3 Stores Lists. 
4 Fire-arms Declarations. 
6 Cargo or Ballast Manifests. 
erat Exemption Certificate. 
Vaccination Certificates for each person. 
Iso refer to “Santo Domingo" for further information. 


DOMINICAN REPUBLIC 


PILOTAGE: Pilot arranged by Agent on basis of Master's advance 
notice of ETA. Pilot and Agents can be contacted by radio telephone 
frequency 2738 and 2182 kHz. 

ANCHORAGE: Deep water anchorage available outside port. 
Pilot will advise best location. 

RESTRICTIONS: No entry at night. 

MAX. SIZE: 400 ft. length; 25 ft. draft. 

HEALTH: Pratique granted after Health Authorities have boarded 
and cleared vessel. In case of disease aboard notify Agents before 
arrival. Pratique is automatic when proceeding from another port 
in the same country. 

RADIO: When within range, Santo Domingo Radio. 

TUGS: If required, tug is brought from Santo Domingo. 
STEVEDORES: ETAs required 24 and 12 hours before arrival to 
arrange gangs. 

MEDICAL: Medical attention can be arranged after vessel is clear- 
ed, preferably ashore. Minor cases are dealt with locally, more 
serious cases are transported to Santo Domingo. 

TANKERS: Only small propane gas tankers can be accom- 
modated. 

DENSITY: Salt water inside harbour. 

FRESH WATER: Pipe-line connection at dock, low pressure, 
Ship's hoses used. 

FUEL: Only available by truck from Santo Domingo. 
GANGWAY/DECK WATCHMEN: Compulsory gangway watch 
kept by Customs guards. 

OPENING/CLOSING HATCHES: Can be performed by crew or 
stevedores. 

CUSTOMS ALLOWANCES: Bond is sealed, but can be opened 
at Master's request. 

IDENTIFICATION CARDS: Shore passes are provided by Im- 
migration Authorities. 

CONSULS: All Consuls at Santo Domingo. 

REPAIRS: Minor repairs only. 

REPATRIATION: Can be arranged. 

AIRPORT: Six km/s to airport, served by regular airlines with 
numerous flights daily. 

TIME: GMT minus 5 hours. Alteration to clocks variable from year 
to year. 

HOLIDAYS: All holidays workable at overtime rates. 
POLICE/FIRE/AMBULANCE: At Santo Domingo. 
TELEPHONES: No connection to vessels. 

SHORE LEAVE: Allowed. 

AUTHORITY: Comandante de Puerto, Marina de Guerra, Coman- 
dancia, Andres, Boca Chica. 


AGENTS: See "Santo Domingo”. 


CABO ROJO: 17.55 N. 71.39 W. 


DOCUMENTS: 

8 Crew Lists. 

8 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

4 Fire-arms Declarations. 

6 Cargo or Ballast Manifests. 

Derat Exemption Certificate. 

Vaccination Certificates for each person. 

Also refer to “Santo Domingo” for further information. 
PILOTAGE: Pilot arranged by Agent on basis of Master's advance 
notice of ETA. Pilot and Agents can be contacted by radio tele- 
phone, frequency 2738. 

ANCHORAGE: Deep water anchorage available outside port. 
Pilot will advise best location. 

RESTRICTIONS: Entry permitted at night. 

MAX. SIZE: 600 ft. length; 40 ft. draft. 

HEALTH: Pratique granted after Health Authorities have boarded 
and cleared vessel. In case of disease aboard notify Agents before 
arrival. Pratique is automatic when proceeding from another port in 
the same country. 

RADIO: When within range, Santo Domingo Radio. 

TUGS: No tugs available. 

BERTHING: Alcoa Private Wharf, bauxite only. Mechanical load- 
ing, no stevedores. 

MEDICAL: Medical attention can be arranged by Alcoa after vessel 
is cleared, preferably ashore. Minor cases are dealt with locally, 
more serious cases are transported to Santo Domingo. 
TANKERS: One tanker at a time could be accommodated. 
DENSITY: Salt water inside harbour. 

FRESH WATER: Sometimes available. 

FUEL: Only available by truck from Santo Domingo. 
GANGWAY/DECK WATCHMEN: Compulsory gangway watch 
kept by Customs guards. 

OPENING/CLOSING HATCHES: Performed by crew. 
CUSTOMS ALLOWANCES: Bond is sealed, but can be opened 
at Master's request. 

IDENTIFICATION CARDS: Shore passes are provided by Im- 
migration Authorities. 

CONSULS: All Consuls at Santo Domingo. 

REPAIRS: Minor repairs only. 

REPATRIATION: Can be arranged. 

AIRPORT: Distance to airport 360 km. 

TIME: GMT minus 5 hours. Alteration to clocks variable from 
year to year. 

HOLIDAYS: All holidays workable. 
POLICE/FIRE/AMBULANCE: Contact Port Authority. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


TELEPHONES: Telephone on dock connected to Alcoa office. 
SHORE LEAVE: Allowed. 

GENERAL: No boats to be lowered without official permission. 
AUTHORITY: Comandante de Puerto, Cabo Rojo. 


AGENTS: See “Santo Domingo". 


LA ROMANA: 18.27 N. 69.01 W. 


DOCUMENTS: 

8 Crew Lists. 

8 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

5 Fire-arms Declarations. 

6 Cargo or Ballast Manifests. 

Derat Exemption Cert. 

Vaccination Certificates for each person. 
PILOTAGE: Compulsory. Ordered by agents on receipt of vessel's 
ETA, 72, 48 and 24 hours before arrival. Pilot launch painted white 
with grey cabin and with letters “LP-24" painted on sides. Pilot boards 
one mile from port entrance. 
ANCHORAGE: West of Isla Catalina in depths of 15 to 18 fathoms. 
RESTRICTIONS: No entry or sailing in hours of darkness. 
MAX. SIZE: Length: 580 ft. Draft: arrival 25 ft., sailing 28 ft. 
HEALTH: Pratique granted after Health Authorities have boarded 
and cleared vessel. In case of disease aboard notify Agents before 
arrival. Pratique is automatic when proceeding from another port in 
the same country. 
RADIO: Santo Domingo Radio, HIX2, frequency 2738 kc/s. Near the 
port, use Centromana Radio on same frequency. 
TUGS: One tug of 620 h.p. available. Extra charge for use of tugs 
line. 
BERTHING: One concrete pier 720 ft. long. 
ade gm To be ordered four hours before commencing 
work, 
MEDICAL: Doctors and hospital facilities available. Medical 
attention can be arranged after vessel is cleared, preferably ashore. 
Minor cases are dealt with locally, more serious cases are trans- 
ported to Santo Domingo. 
TANKERS: Berth for one tanker at the pier. Discharge lines 10 
in., 8 in., and 4 in. 
DENSITY: 1025. 
FRESH WATER: Available from 2 in. pipeline on pier. Very low 
rate of supply. 
FUEL: Not available. 
WATCHMEN: To be provided by vessel. Compulsory gangway 
watch kept by Customs Guards. 
HATCHES: Opened and closed generally by ship's crew. 
CUSTOMS ALLOWANCES: Seamen may take ashore only two 
packets of cigarettes and no alcohol, 
eae CARDS: Shore passes issued by Immigration 

cer. 

REPAIRS: Only minor repairs can be effected. 
REPATRIATION: Arranged via Santo Domingo. 
AIRPORT: Distance 70 kms. 
TIME: GMT minus 5 hours. Clocks put back half an hour in winter 
months. 
HOLIDAYS: January 1st.; January 21st.; January 26th.; February 
27th.; Good Friday; Corpus Christi; May 1st.; August 16th.; Septem- 
ber 24th.; December 25th. 
POLICE/FIRE/AMBULANCE: Police 235; Ambulance, 455; Fire, 
455. 
TELEPHONES: In dock office, ask Sugar Mill for number required. 
SHORE LEAVE: Allowed. 
AUTHORITY: Comandante de Puerto, La Romana. 


AGENT: Gulf Western Americas Corporation, Division Central 
Romana, La Romana. Tel. 343, 452, 453, 338 and 228. Telex ABC Cro- 
man RCA-326149. 


MANZANILLO: 19.43 N. 71.45 W. 


DOCUMENTS: 

6 Crew Lists. 

6 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

4 Fire-arms Declarations. 

6 Cargo or Ballast Manifests. 

Derat or Exemption Certificate. 

Vaccination Certificates for each person. 

Also refer to ‘Santo Domingo" for further information. 
PILOTAGE: Compulsory. Boards incoming vessels about one 
mile from the dock. (The Pilot's working hours from 0800 to 
1200, 1400 to 1700; a fee charged after working hours. A fee is also 
charged for movements in harbour.) Ships will be received 
sereare and Sundays and at night for the same rate for the 

ilot. 

ANCHORAGE: Vessels that cannot be docked on arrival will 
find safe anchorage to the East of the dock where there is plenty 
of swinging room, in about 20 fathoms of water, with good holding 
ground of mud and sand. 

APPROACHES: Coast Guard Service recommend that a ship, 
entering Manzanillo Bay from the East, should stay well out until 
it has rounded shoals surrounding Seven Brothers Islands. At 
approximately 19° 58’ West longitude, a course of 127° will bring it 
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into the bay near the wharf. A ship arriving from the West shouj 
stay about six miles off Cape Haitian Light. When abreast the ligh 
a course of 111° will lead into the Bay a short distance North Of th, 


pier. 

RADIO: Radio Station HIL31. This station is private and for the uy 
of Grenada Co, only. Messages of ETA, etc. from vessels show 
be sent via Miami WAX or New Orleans Radio WNU. 

Vessels bound for Manzanillo, should radio their ETA to San 
Domingo Pilot Station daily, from 0600 to 1800 hours on frequeny 
2738 and 2182. ’ 

Vessels having single sideband equipment may also contag 
radio {Instituto Agriario Dominicano at Manzanillo, at wavelengh 
26:70 and 26:38 kHz from 0700 to 1200 and 1400 to 1700 hours ES7 
TUGS: No heavy duty tugs available but there is a launch for th 
handling of ship lines. 

BERTHING: Prevailing winds are Easterly and sometimes interfe, 
with docking or undocking. On the East side vessels should dog 
bow in, since there is not enough room to swing vessels safe) 
around for a port docking. On the West side vessels can dock eithe 
side to the pier, depending on the direction and force of the wing 
In general banana vessels will be docked on West side of the pig 
and cargo vessels on the East side. Pier has a concrete deck 744, 
long, 72 ft. wide. Both sides of the pier are protected with a piy 
fender system. The water depth at land end of pier is 10 ft. andg 
the seaward end 60 ft. 

MEDICAL: Small dispensary in Manzanillo. Hospital facilities } 
Monte Cristi, 30 kilometres away. 

STEVEDORES: Available. 

FRESH WATER: Available for ships calling at this port only. 
FUEL: None available. 

GANGWAY/DECK WATCHMEN: Carried out by crew. 
OPENING/CLOSING HATCHES: Crew or stevedores. 
CUSTOMS ALLOWANCES: Each crew member will be allows 
to take ashore one only opened package of cigarettes. 

CREW IDENTIFICATION CARDS: Required. 

REPAIRS: Small repairs carried out only. 

REPATRIATION: Facilities available. 

HOLIDAYS: While the Custom House is closed on holidays array 
gements can usually be made for working overtime, paying overtin 
rates. 

SHORE LEAVE: Members of crew are allowed to go ashore at thi 
port, but Masters should caution them not to take on their person 
any dutiable articles, as the Customs will search such men upo 
landing and should any such articles be found on their person 
this will be treated as an attempt to smuggle; severely punishabs 
offence. 

AUTHORITY: Comandante de Puerto, Manzanillo. 


AGENTS: Agencia Maritima y Comercial C.p.A. Paseo President 
Billini (Malecon) 27, Apartado 1125, Santo Domingo. Tel.: 688-337! 
Telex: RCA 4137. Cables: ‘‘Rmella Santo Domingo". 


PUERTO PLATA: 19.49 N, 70.41 W. 


DOCUMENTS: 

8 Crew Lists. 

8 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

4 Fire-arms Declaration. 

6 Cargo or Ballast Manifests. 

Derat Exemption Certificate. 

Vaccination Certificates for each person. 

Also refer to ‘Santo Domingo” for further information. 
PILOTAGE: Pilot arranged by Agent on basis of Master's advand 
notice of ETA. Pilot and Agents can be contacted by radio telephon 
frequency 2738. 

ANCHORAGE: Deep water anchorage available outside po 
Pilot will advise best location. 

RESTRICTIONS: Night entry not recommended. 

MAX. SIZE: 550 ft. length, 28 ft. draft. 

HEALTH: Pratique granted after Health Authorities have boarde 
and cleared vessel. In case of disease aboard notify Agents befo! 
arrival. Pratique is automatic when proceeding from another port’ 
the same country. 

RADIO: When within range, Santo Domingo Radio. 

TUGS: No tugs available. 

STEVEDORES: ETAs required 24 and 12 hours before arrival! 
arrange gangs. 

MEDICAL: Medical attention can be arranged after vessel is clear® 
preferably ashore. Minor cases are dealt with locally, more serio# 
cases are transported to Santo Domingo. 

TANKERS: Berth at molasses/petroleum berth. 

DENSITY: Salt water inside harbour. 

FRESH WATER: Pipe-line at wharves. Ship's hoses used. 
FUEL: Only available by truck from Santo Domingo. 
GANGWAY/DECK WATCHMEN: Compulsory gangway wale 
kept by Customs guards. 

OPENING/CLOSING HATCHES: Can be performed by crew® 
stevedores. 

CUSTOMS ALLOWANCES: Bond is sealed, but can be open® 
at Master's request. 

IDENTIFICATION CARDS: Shore passes are provided by !* 
migration Authorities. 

CONSULS: All Consuls at Santo Domingo. 

REPAIRS: Minor repairs only. 

REPATRIATION: Can be arranged. 


I a a a a a a ee ee ee a re 


RT: Distance 250 km. 

Ane: GMT minus 5 hours. Alteration to clocks variable from 
ear to year. : , 
HOLIDAYS: All holidays workable at overtime rates. 
POLICE/FIRE/ AMBULANCE: At Santo Domingo. 
TELEPHONES: Nearest in Customs House alongside wharves. 
SHORE LEAVES: Allowed. \ gn 
ENERAL: No boats to be lowered without official permission. 
AUTHORITY : Comandante de Puerto, Puerto Plata. 


AGENTS: See “Santo Domingo”. 


RIO HAINA: 18.25 N. 70.01 W. 


DOCUMENTS and all general information, see “Santo Domingo”. 
PILOTAGE: Pilot boards from small boat flying a flag with a white 
“p" on a black background, about $ mile from harbour entrance. 

RESTRICTIONS: Berthing and unberthing during daylight hours 


nly. 
MAX. SIZE: Draft about 31 ft. Length about 600 ft. for sugar berth. 
BERTHING: Vessels going to load sugar swing inside the harbour 
with the aid of a tug, and berth starboard side to the quay. Ship's 
gangway is recommended. There is sometimes quite a swell running 
inside the harbour, The port anchor is used for berthing and un- 
erthing. 
LOADING: Sugar is loaded by three mechanical loaders which 
are fixed so that large vessels are required to shift along the quay 
to load in end hatches. Loading rate is quoted as being 1,000 tons per 
hour. Cargo quantities are given in short tons. 

At least one beam has to be removed from each hatchway to allow 
loader to enter. 


SAN PEDRO DE MACORIS: 18.30 N. 69.12 W. 


DOCUMENTS: 

Crew List. 

Passenger List. 

Customs Documents. 

Health Documents. 

Manifest. 

Bills of Landing. 

Ship's Papers. 

Refer to “Santo Domingo" for further information. 

PILOTAGE: ETA required 24 hours before arrival. Pilot meets 
vessels 2 miles from buoy. Pilot Radio Station frequency is 2738; 
in the event of bad weather vessel should remain 3 miles south of 
the buoy, Pilot boards from small unmarked motor boat. 
ANCHORAGE: One mile south of the lighthouse; depth 60 ft. 
RESTRICTIONS: Channel depth 30 ft. Up to 350 ft. length, no 
restrictions. Larger vessels enter in daylight only. 

MAX. SIZE: Vessels of 600 ft. length have berthed alongside. 
Draft up to 29 ft. maximum. 

Larger vessels leaving port after loading may require to use port 
anchor to manoeuvre around sharp bend in buoyed channels just 
inside harbour entrance. 

HEALTH: In case of illness or death on board, send a cable before 
arrival; doctors available. 

RADIO: Radio Station, frequency 2738, call Radio Pilot de San 
Pedro de Macoris. 

TUGS: Compulsory. Tugs join vessels inside the port - 150 ft. 
from the quay. 

BERTHING: Quay No. 1, - 900 ft. long, 25 ft. depth; Quay No. 2, 
600 ft. long, 25 ft. depth; Quay No. 3, 600 ft. long 24 ft. depth. 

Large vessels arriving to load swing inside the harbour using 
Starboard anchor and berth port side to quay. At a later date barges 
are placed between the ship and quay, to permit greater draft, and 
Pilot receives extra payment for doing so. Use of gangway is 
recommended. 

LOADING: Vessels loading sugar use ship's gear and ship has to 
Supply rope slings. The chains on the centre sections of MacGregor 
hatches are broken, and a gap of about 2 ft. made, through which the 
bags of sugar are bled into the holds at the rate of about 220 tons per 
gang per day. Only six bags per sling are lifted at a time. Stevedores 
ser hatch openings with tarpaulins when loading is completed 
or the day. They will make up any extra slings that are required if 
Ship supplies rope. 

STEVEDORES: Hours of work are as follows: Monday to Friday, 
9800-1200, 1400-1800; Saturday, 0800-1200; Sunday, No work. 


TANKERS: Oil line diameter 8 in. Max. pressure 60 Ib. per square 


FRESH WATER: Available. 

OANGWAY/DECK WATCHMEN: Available. 

CUS ING/CLOSING HATCHES: Crew. 

ti STOMS ALLOWANCES: Only sufficient for port consump- 
iDei Allowed take only 2 open packets cigarettes ashore. 
ONTIFICATION CARDS: Required. 


- NSULS: Great Britain Vice-Consul only. Others at Santo 
Omingo, 


REPAIRS: i i 
AIRPO Installations for all types of repairs. 


RT: Airport is located at 40 kilometres distance. 


DOMINICAN REPUBLIC 


TIME: GMT minus 5 hours. 

TELEPHONES: No telephones on board. 

REGULATIONS: Rat guards to be fitted on all ropes. No boats 
to be lowered without official permission. 

REPATRIATION: Can be arranged. 

SHORE LEAVE: Allowed. 

AUTHORITY: Comandante de Puerto, San Pedro de Macoris. 


AGENT: See “Santo Domingo”. 


SANTO DOMINGO (formerly Ciudad Trujillo): 
18.28 N. 69.53 W. 


DOCUMENTS: 

11 Crew Lists. 

8 Lists of Passengers Disembarking. 

6 Lists of Passengers in Transit. 

3 Stores Lists. 

5 Fire-arms Declarations. 

6 Cargo or Ballast Manifests. 

Derat Exemption Certificate. 

Vaccination Certificates for each person. 

All these documents and a “Solicitud de Despacho” should be 
legitimised by the Dominican Consulate at the last foreign port, 
but in case there is none, it can be done in this port by paying the 
Consulary duty. Master has to show all vaccination cards of the 
whole crew on board to Maritime Health Doctor before crew is 
allowed to disembark. If Certificates expired, they are not allowed 
to go ashore until they are re-vaccinated. Veterinary inspector 
visits all ships arriving to investigate the origin of the beef consumed 
on board. In case beef has been supplied from countries with foot 
and mouth disease, the larder is sealed, but the Captain is allowed 
in presence of the Inspector to take the daily amount required for 
consumption on board. Not necessary for Inspector to seal the larder 
if beef does not come from such countries. 

PILOTAGE: Pilot arranged by Agent on basis of Master's advance 
notice of ETA. Pilot and Agents can be contacted by radio telephone, 
frequency 2738, 2182, and 2638 kHz. Pilot boards1 mile off breakwaters 
ANCHORAGE: Deep water anchorage available outside port. 
Pilot will advise best location. 

RESTRICTIONS: If draft over 24 ft., Master should advise Agent 
before arrival. Berthing after dark not advisable for petroleum and 
grain berths. 

MAX. SIZE: Length over 650 ft. inadvisable. Max. draft 29 ft. 
HEALTH: Pratique granted after Health Authorities have boarded 
and cleared vessel. In case of disease aboard notify Agents before 
arrival. Pratique is automatic when proceeding from another port 
in the same country. 

RADIO: When within range, Santo Domingo Radio. 

TUGS: Join vessel inside port. Ship's lines used. 

BERTHING: Daylight berthing only for vessels proceeding to pri- 
vate Tallow/Soda terminal and Cement Wharf. 

BRIDGES: Vessels proceeding up river, height limited to 95 ft. 
above waterline. 

STEVEDORES: ETA's required 24 and 12 hours before arrival to 
arrange gangs. 

MEDICAL: Medical attention can be arranged after vessel is cleared, 
preferably ashore. 

TANKERS: One berth, draft 29 ft., at Sans Souci. 

DENSITY: Brackish inside harbour. Effect of tide negligible. 
FRESHWATER: Pipe-line alongside berths. Ship's hoses used. 
FUEL: Fuel and diesel available ex-tanker berth. At other berths, 
only available by truck. 

GANGWAY/DECK WATCHMEN: Compulsory gangway watch 
kept by Customs guards. 

OPENING/CLOSING HATCHES: Can be performed by crew or 
stevedores. 

CUSTOMS ALLOWANCES: Bond not sealed. 
IDENTIFICATION CARDS: Shore passes are provided by 
Immigration Authorities. 

CONSULS: All Consuls at Santo Domingo. 

REPAIRS: Minor repairs only. 

DRY DOCK: Can accept vessels up to 320 ft. long, 50 ft. beam, 
17 ft. draft. 

REPATRIATION: Can be arranged. 

AIRPORT: Distance, 26 kilometres; served by regular airlines with 
numerous flights daily. 

TIME: GMT minus 5 hours. 

HOLIDAYS: All holidays workable at overtime rates. 
POLICE/FIRE/AMBULANCE: Police, San Domingo 682-3000; 
Ambulance, San Domingo 682-4288; Fire, San Domingo 682-2000. 
TELEPHONES: No connection to vessels. 

SHORE LEAVE: Allowed. 

GENERAL: No boats to be lowered without official permission. 
AUTHORITY : Comandante de Puerto, Santo Domingo. 


AGENTS: Baez & Rannick S.A., Edificio La Cumbre, Central 
Commercial NACO, Apartado 1221, Santo Domingo. Cables: 
*Tatem Santodomingord"”. Telex: ITT 3460034, RCA 326178. Tel. 
565-6661. 
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Ecuador 


BALAO TERMINAL (ESMERALDAS): 01.02 N. 
79.44 W. 


OPERATORS: Texaco-Gulf. 

LOCATION: Sea terminal berth X (SBM-W) for vessels up to 
100,000 dwt. is off the mouth of the Esmeraldas River in position 
latitude 01° 02’ 03” N. longitude 79° 42’ 57” W. and have a minimum 
depth of 120 ft. at LWS. Berth Y (SBM-E), also for 100,000 dwt. 
vessels, is situated 3:3 miles from the shore and 1 mile distant on 
true bearing 081°. from berth X in position latitude 01° 02’ 12” N. 
longitude 79° 41’ 51” W. and a minimum depth of 120 ft. at LWS. 

Berth X (SBM-W): Lights: green, flash 1-2 secs., eclipse 6:8 secs., 

range 5:3 miles, fitted with radar reflector. 

Berth Y (SBM-E): Lights: green, flash 0:3 secs,. eclipse 0:7 secs. 

range 5:3 miles, fitted with radar reflector. 

DOCUMENTS: The following documents are required for the Port 
Officials who will board any time after arrival, usually during mooring 
operations. 

8 Crew Lists. 

8 Stores Lists. 

6 copies of List of Personal Effects of Crew. 

6 copies of Voyage Memorandum. 

1 copy of Health Patent Certificate. 

2 sets Consular Papers to be obtained at the Ecuadorian Consulate 
at last port. If no Consul available or by other reason, this matter 
will be arranged and settled by Ship’s Agency in Esmeralda. 

PILOTAGE: Pilotage is compulsory according to Ecuadorian laws. 
Pilotage zone: This zone must be considered within the following 
co-ordinates: 
01° 00’ N. 


01° 0.4’ N. 

79° 40’ W. 

79° 46’ W. 
In this zone are included the pilot boarding, anchoring and mooring 
areas. 

Pilot boarding area: The pilot boarding areais in a position approxi- 
mately 1:5 miles N.W. of berth Y (SBM-E) between the parallels 
of 1° 04’ and 1° 03’ N. and meridians of 79° 40’ W. and 79° 43’ W. 
ANCHORAGE: Vessels required to anchor on arrival will anchor 
in a position approximately 1:5 miles S.W. of the berth X (SBM-E) 
in an area between the parallel of 1° 02’ N. and 1° 00’ 30” N. and the 
meridians 79° 44’ W. and 79° 46’ W. 

RADIO: Vessels bound for Balao must advise their ETA to Super- 
intendencia Naval, Esmeraldas, 72 hours and 24 hours before arrival. 
Message must contain vessel's name, ETA, Master's name. A 24- 
hour watch is maintained on HF-SSB-2182 and 4316 kHz call fre- 
quency, and 4139- 6210 kHz working frequency and VHF Channel 16. 
Vessels are usually able to make contact on this channel at a dis- 
tance of 20-30 miles on the seaward side of the berth operation. 
Channel 14 will be used for contact between ships and the Super- 
tendencia Naval before the port arrival. Channel 12 is used for inter- 
nal traffic, loading, unloading and ships berthing operations. 
TUGS: 3 line boats available, 560 h.p. each. 

BERTHING: The mooring area is situated between the parallels 
of 01° 03’ N. and 01° 00’ N. and the meridian 79° 40’ W. and 79° 44’ W. 
Mooring operation will be undertaken by day under normal weather 
conditions. Unmooring operation will be undertaken by day and 
night without restrictions. 

In this area the traffic of small craft such as fishing vessels, coast- 
ing vessels engaged in cabotage is absolutely prohibited with the 
sole exception of small craft used in the reception and mooring of 
tankers. 

Mooring information : When a vessel is within reasonable distance 
of the buoy two ship's lines will be carried by the mooring tug to the 
floating buoy lines and secured to same. These lines will then be 
heaved aboard. As the buoy ropes come clear of the water, it will 
be noted that chains are attached to them. These chains are to be 
secured to the bitts in such a manner that the nylon is outside of the 
external length of the ship so the chains absorb any chafing if the 
buoy lines cross the bow. There are two buoy lines. Power must be 
available at all times on all deck winches and windlass while the 
vessel is at the berth. 

A mooring line must be available aft, secured to the bitt and of 
sufficient length to enable a tug boat to pick up the eye and tow 
off if necessary. 

Loading information: Loading is through SBMs which are 49:5 ft. 
in diameter and held, each one in position by fixed chains secured 
to piles sunk into the sea bed. Buoy X is equipped with a 24-inch 
seafloat loading hose which is manifolded to two 12 in. tail hoses. 
Buoy Y is equipped with a 20 in. seafloat loading hose manifolded 
to two 12 in. tail hoses. Each buoy is equipped with a floating string 
reduced to 12 in. tail hoses for deballasting. Standard loading rate 
is about 30,000 B.P.H. 

Deballasting and loading procedure: The load on top system is 
accepted at this terminal and vessels are requested to arrive with 
slop tanks “settled out” as far as possible. At the present time the 
terminalisnot able to handle slops and until such time as the terminal 
is able to receive slops, shore discharge is prohibited. 

All ballast, clean and dirty, must be pumped ashore, with the 
exception of vessels especially equipped with clean segregated 
systems — which are reserved for ballast only. Vessels so equipped 
will be permitted to pump segregated ballast overboard after being 
accepted and approved by shore inspectors. 
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The Equadorian Government have very strong views on pollut 
and vessels are warned that a very careful watch is kept at all tin 
to ensure that pollution does not take place — or that if pollution d¢ 
occur itis controlled as quickly as possible. Masters are advised t 
it is against the law to pollute the waters and coast of this Coun 
and severe penalties are imposed for such offences. 

During the hours of darkness it is requested that searchlig| 
from bridge wings and approved floodlights are used to illumin, 
surrounding waters to facilitate detection of oil and assist gener 
in loading operations. Vessels are advised that failure to Sup) 
sufficient lighting could result in cargo operations not being allow 
during the hours of darkness. Such delays would be for vesse¢ 
account. 

After the ballast tanks have been inspected and found satisfacto 
deballasting will commence on the advice of the Company repress 
tative. When the ballast has been discharged, the tanks will ag 
be inspected and if ready for dry cargo, a Dry Certificate, if p) 
sented, will be signed by the Company representative. In any ca 
cargo will be loaded when both ship and shore are ready to co 
mence operations. Under no circumstances will the vessel be expe 
ted to load at a faster rate than that requested by the Master, It 
the ship's responsibility to check that the requested loading rate 
not being exceeded. The Company, for their part, will make eve 
effort to maintain the requested rate and will advise of any alterati 
in loading rate immediately, prior warning being given if circu 
stances permit. 

SHIP'S OBLIGATIONS IN PORT: 

(a) Itis the obligation of the ship's Master or his representati 
to receive the official Pilot at the gangway and provide him wi 
all information required. 

(b) Ship's Master must delegate the First Officer or any oth 
responsible officer as his representative for receiving Offic 
Authorities at the gangway and provide them with documents a 
information while remaining on board. 

(c) Ship's Master is obliged to present to the Superintendenc 
Balao Insurance Certificate against pollution issued by Tovalo 
Ship's Register and all ship's documents that might be required, 

(7) Accommodation and meals must be provided for Ecuadori 
Guard personnel, such as naval personnel and others as require 

(e) Accommodation and meals must be provided for Wat 
Mooring Master. 

(f) Meals must be provided for official Pilots if they are on boa 
at meal times. 

(g) Facilities and personal assistance must be provided { 
Government officials representing the Natural Resources Minist 
who rp board the vessel to perform tank inspections and loadir 
control. 

WEATHER AND CURRENT: Wind and swell are mostly fro 
S.W. direction. During the wet season (December to May appro 
mately) wind and current are from the North to North-West directio 
The currents vary frequently, sometimes reverse direction from tt 
wind causing the vessel to yaw heavily at the berth. Nevertheles 
in general, the weather the whole year is good. Sometimes, howeve 
in the afternoons of the dry season (June-November) moorir 
operations are limited to wind intensity. 

DENSITY: 1025. 

FRESH WATER: Available but limited. 

MEDICAL: Available but limited. 

FUEL: Not available. 

PROVISIONS: Available. 

REPAIRS: No facilities of any kind are available at this port. 
pci BALLAST: Dirty ballast facilities are available exce| 
slops. 

REPATRIATION: Only if the person concerned holds the nece: 
sary valid certificates and documents. 

CONSULS: Colombia, all other consuls in Quito. 

SHORE LEAVE: Possible, two radio-equipped launches provid 
service day and night. 

GENERAL INFORMATION: Yagua Shipping Agency has i 
installations on the Oceanfront side of Esmeraldas, Ecuador, a 
dedicated exclusively to attend to handling and protecting Agen! 
on behalf of Owners, Charterers and Operators for crude oil tanker 
arriving at this port. They are also Agents of Texaco-Gulf consd 
tium for their individual and chartered vessels as well as handlin 
of documents and export policy of every particular crude shipment 

They are also attending the vessels which carry shipments of th 
Ecuadorian Government on behalf of the Operators. 


AGENTS: Yagua Shipping Agency, PO Box 69, Quito, Ecuador. 

Rodriguez Soto No. 112 Y, 18 De Septiembre, Quito. Cable 
“Yagua Quito (Ecuador)". Telex Yaguaqto 3530047 (Monday ! 
Friday). See ‘Esmeraldas” information for Saturdays and Sunday! 
Tel. 524-816/521-706/529-133. 


GUAYAQUIL: 02.12 S. 79.52 W. 


DOCUMENTS: 
Port Doctor : 
Derat Certificate. 
Maritime Declaration of Health. 
Crew Roll with dates of vaccination against smallpox for ea 
member. 
Same for each passenger. 
Passenger List. 
Passenger List in Transit. 
Harbour Master's Office: 
Voyage Report. 


Oe? 4 a ee ee Se See ees ee ae eae see ee ee ee 


Clearance from last port. 

Crew Roll with original visa from Ecuador Consul in first port of 
voyage (3 copies). ; 

Passenger List with original visa from Ecuador Consul in embark- 
ing port, or declaration that they have no visa, signed by Captain 
2 copies). 

Faden List in transit signed by Captain or declaration that they 
have no passengers in transit (2 copies). 

Provisions List, Stock and Medicines on ship (3 copies). 

Cargo Manifest in transit (1 copy). 

Combustible or inflammable Cargo (1 copy). 

Customs : ‘ 

8 copies of Manifest. 

Sealed envelope of Manifests, consular and commercial invoices 
and non negotiable vouchers. 

Cargo index and copy of Cargo Manifest in direct transit (8 copies). 

A Register (8 copies) of spare parts for vessel and provisions. 

Crew Roll and detailed list (8 copies) of personal belongings of 
officers and crew. 

Passenger List, with indication of their suitcases and list of suit- 
cases that travel without their owners; in this case should be 
specified the port where they were put on board and personal 
declaration of each passenger (8 copies). 

lf the vessel with ballast, Master will be obliged to produce (be- 
sides the ballast certificate) documents already mentioned in 
each respect. Master or Maritime Agency will produce a written 
statement to Customs within twelve hours from arrival of vessel 
whether they decide to take any cargo for exporting. If not load- 
ing vessel must leave within the following 24 hours. 

Immigration : 

Crew List signed by Master. 

Passenger List of those who disembark there or a declaration of 
none for this port, signed by Master. 

Passenger List in transit, or a negative declaration signed by 
Master. 

In case of having passengers to disembark in this port, Master 
should produce passports and visas. 

Crew identification cards or similar documents. 

Inspection of ship by Authorities will be done (compulsory) within 
three hours of arrival, usually as soon as ship berths, or in quarantine. 
PILOTAGE: Vessels approaching port to notify their arrival by 
Naval Radio Station HCG, 24-hour service, frequency 8476 kc/s. and 
500 ke/s. Traffic list broadcast every hour on 8476 kc/s. 

Advance notice of not less than 12 hours required, addressed to 
Capuerto Aportuaria Agencia in either English or Spanish with 
the following details: date, and time of ETA, destination (whether 
buoy No. 1 or Puna), maximum draft,cargo details, details of pas- 
sengers or mail, and if Pilot required. 

Pilot Station for Puerto Maritime: Situated in position 02° 43’ 18” 
South 80° 17’ 30” West. Pilot boat needs one hour to go from pilot 
station to Buoy No, 1. Contact by VHF Channel 16, 24-hr. service. 
Pilot boat is wooden, 45 ft. long, black hull, white cabin, with letter 
“P" on sides. During day carries blue flag with letter “P" and by 
night has regulation pilot lights. 

Pilot Station for River Guayas: Situated in village of Puna. Pilot 
boat requires minimum 30 minutes to move from pilot station to 
pte Vessels requiring Pilot signal Morse letter ‘X" by lamp or 
sound, 

Pilot boat has grey iron hull, white cabin with Lancha de Practicos 
written on both sides. By day carries blue flag with letter 'P". By 
night regulation pilot lights. 

ANCHORAGES: Puerto Maritime: 1 mile South and 2 miles West 
of sea buoy in position 2° 44’ 26” S. 80° 24’ 44” W. Minimum depth In 
the area is 35 ft. 

_ Guayas River; Inside area between bearings 180° and 135° from the 
lighthouse of Punta Mandinga at Puna, 1 mile from the lighthouse. 
MAX. SIZE: Maximum length for ships entering Puerto Maritime is 
650 ft., with a maximum draft of 33 ft. Vessels of deepest draft should 
begin to enter one hour before high tide. For Guayas River maximum 
length 600 ft., maximum draft 23 ft. 6 in. 

HEALTH: Procedure to obtain free pratique is to produce health 
Certificates to port doctor upon arrival. To get free pratique by radio, 
ship must radio to port doctor any changes in health situation on 
board since leaving last port. 

TUGS: Normally join vessel beyond Buoy No. 80. Tugs are com- 
pulsory, also use of their lines is compulsory. Cost of both services 
's included in total cost of port duties. 

BRIDGES: No bridges that restrict traffic either in Estero Salado 
A in Guayas River, but ships that are to berth in village of Eloy 
} aro (Duran) should take into consideration height of telephone 
pd between Guayaquil and El Islote, minimum height 48 ft. 

TEVEDORES: Radio message to ship’s Agent will give agency 
his ol data to make all arrangements required for operations of 

Oading/discharging. In Maritime Terminal an average discharge/ 

pe rate of 25 metric tons per hour per hook. 

OOICAL: If ship requires medical attention, a notice of 12 hours 

ee d be given to Agents. Guayaquil Hospital and clinics are avail- 

TAN ceination supplied by Health Authorities against smallpox. 

by KERS: Discharge asphalt in Guayas River at a special quay, 
aimum draught 23 ft. 6 in. Discharge of petrol for aviation in 

DENSITY ne is to lighters, maximum draught permitted is 33 ft. 

FRESH WATER: Available. Three pipes at each berth delivering 
a rate of about 20 metric tons per hour each. 

Gear None available. 

‘ ELOPMENTS: Building of two more landing places with a 

otal area of 1,000 square metres. 


ECUADOR 


GANGWAY/DECK WATCHMEN: Capitania del Puerto provides 
members of the Policia Maritima. Ships should supply watchmen 
with food. 

OPENING/CLOSING HATCHES: Carried out by crew. 
CERTIFICATES: All ship's certificates required. 

CUSTOMS ALLOWANCE: Each member of crew allowed 600 
cigarettes. Each crew member or passenger allowed one litre of 
wine and one litre of spirits. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Western Germany Guatemala 
Argentina Haiti 
Belgium Netherlands 
Bolivia Honduras 
Brazil Israel 
Great Britain Italy 
Columbia Japan 
Costa Rica Lebanon 
Chile Mexico 
Nationalist China Nicaragua 
Denmark Norway 
Dominican Republic Panama 
Salvador Paraguay 
Spain Peru 
U.S.A. Portugal 
Philippine Republic Sweden 
Finland Uruguay 
France Venezuela 
Greece 


REPAIRS: All types of deck and engine repairs are possible. 
DRY DOCKS: Dry dock with capacity of 3,600 metric tons. 
REPATRIATION: Facilities for effecting crew changes and ar- 
ranging any necessary repatriation. 

AIRPORT: Airport is 8 miles from Maritime Terminal and has 
schedule flights to everywhere. 

TIME: Local time is GMT minus 5. There are not any alterations 
during year. 

HOLIDAYS: 1st January; Good Friday, 1st and 24th May; 24th and 
25th July; 10th August; 9th and 12th October; 2nd and 3rd Novem- 
ber; 25th December. But only on the 1st January and 25th December 
is there no working in port. 

POLICE/AMBULANCE/FIRE: For any of these services call 211 
(interno del Puerto). 

TELEPHONES: Arrangements for placing telephone on board 
ships on request. 

SHORE LEAVE: Allowed. 

AUTHORITY: Capitan del Puerto de Guayaquil, Puerto Maritimo, 
Casilla de Correos No. 5739; tel. 342-120. Harbour Master's Office, 
tel. 514-604. 


LA LIBERTAD: 02.12 S. 80.85 W. 


DOCUMENTS: Port clearance is effected at Salinas, 3 miles west 
of La Libertad. 

The following papers must be ready for presentation to the authorities 
on arrival: 

1 Bill of Health signed by the Master and visaed by the Ecuadorian 
Consul at port of departure. 

1 Ballast Certificate visaed by Ecuadorian Consul at port of depart- 
ure, 

6 copies of Cargo Manifest (if any cargo for the port). 

6 copies Bills of Lading. 

9 Crew Lists (original visaed by Ecuadorian Consul at port of 
departure). 

9 Passenger Lists for the port (if no passengers state “without 
passengers"). If applicable, the list should show names, sex, 
age, nationality, port of embarkation, occupation and whether 
married or single. Passengers must make a declaration of their 
luggage on Ecuadorian Form No. 94. 

9 Stores Lists. 

5 Lists of Crew's personal effects (new articles only). 

4 Lists of unaccompanied baggage (if none, state “without them”). 

4 Lists of Encomiendas (list of small private parcels to be landed 
in Ecuador — if none, state “without them”). 

4 Lists of Mail (if none, state ‘without them”). 

If there is no Ecuadorian Consul at the port of departure, the 
documents must be visaed by the Consul of a friendly nation. 
PILOTS: There are no pilots. ETA should be given to port 12 hours 
before arrival. Open roadstead. 

ANCHORAGE: No limitations except depth 36 ft. 

Vessels proceeding to oil terminal should anchor about 1 mile 
N.N.E. of the mooring buoys (which are about 15,000 ft. off-shore) 
where the Port Authorities and Mooring Master board. The anchor- 
age is an open roadstead with sandy bottom. 

MAX. SIZE: Tankers - LOA 650 ft. 

Beam 84 ft. 

Loaded draft 34 ft. 6 in. maximum. 

Depth MLWS at mooring is 43 ft. 
RADIO: ETA messages may be sent by radio to Radio Naval, 
HCG Guayaquil Radio, 8476 kc/s., 500 kc/s. Radio Naval would then 
repeat the message to the Naval Station in Salinas, or to the Tele- 
graph Office. Radio Naval have no VHF/RT or Telex. 
HEALTH: Vessels arriving from foreign ports should fly appropri- 
ate International Code signals to advise state of health and request 
free pratique. Vessels put in quarantine required to fly signal QL all 


187 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


the time they are in port until port Health Authority advises to the 
contrary. 

RADIO: Radio Naval - HCG - 8476/s kc and 500 kc/s. 

TUGS: Only tankers require tugs to berth at the buoys. Other 
vessels work cargo at anchor. 

BERTHING: No wharves for large vessels, only for coasters. 
STEVEDORES: Arranged by Agent; separate ETA not required. 
MEDICAL: If urgent medical attention required, Master should 
radio details in advance. All facilities available. 

TANKERS: The Anglo-Ecuadorian Oil Fields Terminal is located 
in Santa Eleana Bay. Four small marker buoys indicate the seaward 
end of the submarine pipe-line. An Easterly current usually prevails, 
rate being from 4 to 14 knots. There is one 14 in. submarine pipe- 
line fitted with two 10 in. flexible hoses for connecting to ship. 
Maximum loading rate is about 450 tph, and maximum pressure is 
about 150 psi. 

Mooring Master assists in berthing vessel. Vessels are moored 
port side to, using starboard anchor off the starboard bow and moor- 
ing buoys for lines to the port bow and astern. Vessels moored 
during daylight hours only; however, they may unmoor at any hour 
of the day or night. Recommended that at least one tank of clean 
ballast be retained on board vessels until mooring has been com- 
pleted. Ballast will then be pumped overboard. Vessels should be 
equipped with three 94 in. or 10 in. (circ.) - 200 fathom hawsers for use 
in mooring to and seven rope stoppers each at least 3 fathoms long. 
The following signals are used in connection with the loading of 
cargo. A submarine telephone is picked up with loading hoses and 
affords direct communication to shore. 

By day: Start loading, 2 long blasts of vessel's whistle or siren, 1 
red flag hoisted; Stop loading 4 long blasts of vessel's whistle or 
siren, flag hauled down. 

By night; Start loading, 2 long blasts of vessel's whistle or siren, 
1 red light hoisted; stop loading, 4 long blasts of vessels whistle or 
siren, 1 red light hauled down. 

To summon the launch, 3 long blasts are to be blown on the ves- 
sel’s whistle. 

DENSITY : 1028 

FRESH WATER: Not available. 

FUEL: Bunkers are not availalbe. The nearest bunkering port is 
Talara, Peru, or Balboa, Panama. 

MEDICAL: Medical treatment is available at Ancon Clinic. 
CONSULS: There is no consular representation of any country at 
La Libertad. The nearest are at Guayaquil and include the U.K., 
U.S.A., Norway, Sweden, Denmark, Greece and Panama. 
GANGWAY/DECK WATCHMEN: Available, but not compulsory. 
OPENING/CLOSING HATCHES: Can be done by the crew or 
stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle wine/ 
spirits per man. 

IDENTIFICATION CARDS: Not required. 

REPAIRS: Anglo-Ecuadorian Oil Fields Company can effect small 
repairs. 

REPATRIATION: Can be effected from port of Guayaquil. 
paral te At Guayaquil, 130 km. away, served by regular air- 
ines. 

TIME: GMT minus 5 hours. 

HOLIDAYS: January 1st; Carnival; Good Thursday; Good Friday; 
May 1st; May 20th; July 24th; August 10th; October 9th; October 12th 
November 1st; November 3rd; December 6th; December 25th. 
TELEPHONES: No connections to vessels possible, except at 
tanker moorings which is direct to loading installation only. 
SHORE LEAVE: Permitted. 

AUTHORITY: Capitania del Puerto de Salinas, Ecuador S.A. 
Tel. 77-2039. 


MANTA: 00.56 S. 80.43 W. 


DOCUMENTS: 

A. List of documents, two copies (Port Authority 1, the latter will 
sign a copy for Purser). 

B. Sailing Permit from last port. One copy for Port Authority repre- 
senate, who will copy the permit and give original to Captain of 

ort. 

C. General Declaration, five copies - Health Department 1, Captain 
of Port 1, Immigration 1, Custom House 1, and Port Authority 1. 
The document will contain (see Note No. 4 below): 

1. General data on ship, voyage, cargo and passengers. 

2. Health declaration. 

3. Stores Declaration. 

4. Under remarks — any pertinent item. 

Should be signed by Master and ship's Doctor or, if no doctor 
aboard, by Purser. For further details, see Note No. 3 at end of 
this Article. 

D. List of passengers destination Manta, including list of their bag- 
gage, four copies - Customs 1, Immigration 2, Port Authority 1. 

E. List of Passengers in transit, three copies - Immigration 2, Port 
Authority 1, : 

F. Crew List (including and indicating any members leaving vessel 
at Manta), four copies - Customs 1, Immigration 1, Captain or 
Port 1, Port Authority 1. 

G. Manifest of Cargo for discharge at Manta including transhipment 
four copies - Customs original and copy, Port Authority 2. 

H. Unaccompanied Baggage List including baggage for any mem- 
ber of the crew, who may disembark, three copies - Customs 2, 
Port Authority 1. 
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|. Mail Manifest, two copies — Post Office 1, Port Authority 1. 

J. Checking Books, five copies plus one copy for each point of po 
sible discharge of cargo from vessels for Port Authority. 

K. Bills of Lading, one complete set for Port Authority. 

L. List of vessel supplies including liquors, cigars, cigarettes, oth 
tobacco products, matches, lighters, clothes, novelties, and pr. 
visions will be maintained in Purser’s office for review by Cy 
tom House. 

M. Tissue Manifest, hatch list and cargo plan. One copy of each fy 
Port Authority prior to arrival of vessels. These papers to be sq 
by air mail as per regulations. 

N. Ballast Certificates will be used instead of manifests whe 
vessels do not carry any cargo. 

O. General Manifest. This manifest will include all cargo loads 
during voyage which will include all cargo in transit - one cop 
General manifest will be maintained in purser's office for revig 
by Customs House, and be accessible for customs at all tima 

Note No. 1: All papers (items A to K) will be delivered to represe, 
tative of Port Authority who will check them against list of doc 
ments to be receipted for Purser. Port Authority will subsequent; 
distribute documents to interested parties as indicated above, 

Note No. 2; Port Authority reserves the right to refuse berthiy 
facilities until all documents received. Of course, this authori 
will be handled with discretion to avoid unnecessary or wy 
warranted delay to vessels, roan ome and cargo. 

Note No. 3: All ship's papers will be filed in Port Authority offic 
and authorities noted herein are welcome to inspect them whe 
ever they wish to do so. 

Note No. 4: General Declaration should contain the following: 

. Name of vessel, length and registered tonnage. 

. Owners. 

. Voyage number and ports of call on voyage. 

. Total number of passengers aboard. 

Total tonnage (of 1,000 kilos) of cargo aboard. 

Total number of passengers for Manta. 

. Total tonnage (of 1,000 kilos) of cargo for Manta. 

. Health declaration. 

Stores Declaration that ship’s consumable foodstuffs an 
consumable supplies are under lock and key; that the slo 
chest, bazaar, and store-rooms containing liquors, cigan 
cigarettes, other tobaccos, matches, lighters, clothes, nove 
ties, sports material, toilet articles, cosmetics, medicing 
etc. have been locked and sealed with metallic non re-usabj 
seals with...... serial numbers. The seals are identifiabh 
by their non-repeat numbers. 

All vessels should have these seals aboard and shoul 
equip doors and door frames with suitable secure hardwaj 
through which seals can be passed. (Model of the form forth 
above document may be obtained from the Port Authority 

Note No. 5: Baggage listed as cargo should not also be listed 
baggage or vice versa. 

PILOTAGE: Compulsory. Pilot boat by day will show blue flag: 

mast head; by night red light 2 ft. 6 in. below mast head light, bo! 

visible around the horizon. 

Pilot will board at point located at distance of half a mile, & 
degrees from Manta lighthouse (latitude 00° 56’ 20” S. longitud 
80° 43’ 02” W.). He will immediately proceed to conduct ship to inn 
harbour and dock at assigned pier or anchor in assigned anchoragt 

Vessels will not have to anchor, but will reduce speed to steerag 
way and stop propeller. Lower Jacob's ladder so Pilot may boat 
safely. Pilot will act as Representative of Port Authority. Oth 
officials and Representative of steamship Agency will embark one 
ship has tied up. 

Pilotage compulsory for all foreign vessels over 500 tons, wi 
following exceptions: 

(1) Fishing craft, yachts, tugs, barges and other craft of less the 
500 tons total displacement whose handlers are suitably licensed? 
Captain of the Port of Manta. 

(2) Vessels of the Ecuadorian Navy. 

Note; Masters of large vessels and handlers of small craft whoe 
not follow all rules of safety, including Rules of the Road may lor 
their right to navigate within jurisdiction of the Port Authority a 
may be subject to additional sanctions. 

ANCHORAGES: Free anchorage area located around a point 

mile from Manta lighthouse (latitude 00° 56’ 3° S, longitude 80° 4 

W.). Depth 45 ft. Anchorage inside breakwater will be assigné 

y pilot. 

RESTRICTIONS: No restrictions upon entry. Vessels up to 32! 

draft may enter at any time of day or night. 

MAX. SIZE: Maximum permissible length 600 ft.; breadth 60° 

draft 32 ft. 

HEALTH: Radio pratique granted all ships in accordance we 

International Sanitary Regulations. Health documents will be # 

livered to boarding officer of Port Authority. When pratique grant 

by radio, not necessary for port doctor to board vessel. 4 

In request by radio for pratique, vessels should give follows 
data 12 to 24 hours before arrival: 

A. Date and hour of expected arrival. 

B. Number of Ecuadorian passengers. 

C. Number of alien passengers. 

D. Statement regarding existence or non-existence of co? 

municable diseases aboard. 

RADIO: Manta HCM 8372 kc/s. Radio telephone 2182 kc/s. : 

TUGS: A 1,200 h.p. tug, joins vessel in vicinity of pier. Ship's lint 

usually used. Use of tug for docking and undocking is at discreti 

of Port Authority. 

BERTHING: Berth will be assigned by Pilot at boarding time. 
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STEVEDORES: Arrangement for stevedores made by ship's 
Agent prior arrival. ‘ ‘ Ri 
FRESH WATER: Fresh water available in small quantities. 
FUEL: Diesel oil available in small quantities by truck. 

FIRE PRECAUTIONS: Regular fire precautions should be taken 
py all ships. Smoking should be prohibited in any section of the ship 
used for cargo. No smoking on the weather deck, cargo decks, and 
the ship's holds, whether cargo being worked or not. Smoking 
around hatches or at cargo winches must be prevented. 

Smoking should be restricted to the passenger section of 
yessels, and to officers’ and crew's quarters where suitable recep- 
tacles are available. 

Persons including officials can be fined or refused entrance to 
Terminal at discretion of Port Authority for careless or intentional 
disregard of reasonable fire prevention precautions. 3 

Port Authority reserves right to inspect cargo working sections 
of vessel, to check precautions against fire, and to determine whether 
there are any undue accumulations of combustible materials. 

Pumps and other fire fighting equipment aboard should be main- 
tained in a state of readiness as long as vessels are in the terminal. 
DEVELOPMENTS: Two new piers to be built within next five years. 
GANGWAY/DECK WATCHMEN: Custom police keep watch 
at the gangway. ’ 
OPENING/CLOSING HATCHES: Normally carried out by 

evedores. 

CUSTOMS ALLOWANCES: Tobacco, small amounts for per- 
sonal use while in port. Wine and/or Spirit, wines and liquors by the 
lass for consumption on board while in port. 

CARGO GEAR: Ship should have cargo nets, but Port Authority 
can provide cargo nets at extra cost. 

IDENTIFICATION CARDS: Crew members should have identi- 
fication cards while ashore at all times. 

CONSULS: 

Germany, Mr. Jorge Appenzauser, tel. 844, Villas Ales. 

Columbia, Dr. Anibal Ramirez Angel, tel. 696. 

Chile, Mr. Marino Concha Richards, Manuel J. Calle 200, tel. 307. 

Panama, Dagoberto Santana, Morona. 

\talia, R6mulo Massari, Pastaza-Amazonas, tel. 395. 

REPAIRS: No repair facilities available. 

REPATRIATION: Repatriation of crew members through Port of 
Guayaquil. 

AIRPORT: Airport with 2500 metres runway. 2 flights a day to 
Guayaquil at 0800 and 1200 and flights to Quito at 0850 except on 
Tuesday, Thursday and Sunday. 

TIME: Local time GMT minus 5 hours. 

HOLIDAYS: No movement of cargo within the terminal on Christ- 
mas Day, or after 2000 on the 31st of December, or on New Year's 


Day. 
POLICE/AMBULANCE/FIRE: Police 444; Ambulance 666; Fire 
2222 


TELEPHONES: Telephone service can be obtained at Terminal 
Office, at same rate as public telephones. 

SHORE LEAVE: Crew members are welcome ashore. 
AUTHORITY: Autoridad Portuaria de Manta. Rompeolas. Tel. 
2511, PO Box 4768. 


PUERTO BOLIVAR: 03.14 S. 80.01 W. 


DOCUMENTS: 
3 Voyage Memorandums. 
2 Maritime Health Declarations. 
1 Consular Despatch. 
1 Port of Origin Certificate. 
10 Crew Lists. 
8 Stores Lists. 
3 Individual Declaration List for each member of the crew. 
8 Lists Passengers Disembarking at this port. 
8 Lists Passengers in transit. 
4 Luggage, Mail and Commissions Lists. 
4 Manifest of Cargo Lists. 
PILOTAGE: Send ETA through Radio Naval of Guayaquil 24 hours 
before arrival, Pilot will board vessel on the port side 1 mile from the 
Sea buoy. In case Pilot not available it is recommended to anchor 1 
mile from “Punta Jambeli" between the buoy and the lighthouse of 
Lambeli, Pilot boat is wooden, grey hull and white cabin, it carries 
pilot signals in accordance with International Regulations. Service 
available 24 hours a day. Pilotage is compulsory. 
ANCHORAGES: Pilot will indicate recommended anchorage. 
ENTRY RESTRICTIONS: Depths 30 ft. at low water. 
MAX, SIZE: At Espigon Quay depths alongside 21 ft. inner end to 
31 ft. at quay head. 
HEALTH: On the arrival of vessel the authorities come on board. 
there are no illnesses aboard, the doctor gives free pratique. In 
Case of any illness, Master should advise by radio and the vessel 
Mr 'n quarantine for the visit of Port Health Doctor. 
Toone Radio Naval of Guayaquil, Radio Naval of Puerto Bolivar. 
Thi S: Only one tug to help berthing. Usually, ship's lines are used. 
'S service is free, 
BERTHING:: At Espigon Quay should be carried out during slack 
29s plat of 1-3 knots are at right angles to berthing 
ay. 
WEEVEDORES: Agents take charge of gangs. 
ICAL: Hospitals, clinics and dental surgery in Machala at 6 


m. from this port. There is also a medical service for vaccination 
DENSITY: Sait water. 


FRESH WATER: There is not enough water for the port, so can- 
not supply vessels. 
FUEL: No fuel in this port. In case required one has to contact 
Guayaquil and they send it by small tankers. 
GANGWAY/DECK WATCHMEN: The Agent names one or 
two eeeahmen for the vessel besides the maritime police and coast 
guard. 
OPENING/CLOSING HATCHES: Carried out by shore gang 
supervised by someone on board. 
arid hate Vessel's Register and Tonnage Declaration 
required. 
CUSTOMS ALLOWANCES: 100 cigarettes per person and 1 
bottle wine or spirits per person. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: Consul of Peru, tel. 778 680. 
REPAIRS: There are no facilities in this port. 
REPATRIATIONS: The Immigration Office can arrange. 
AIRPORT: Distance to the airport is 6 km. It has four daily flights 
in connection with Guayaquil. 
TIME: GMT minus 5 hours; there is no change. 
HOLIDAYS: 1st January; Carnival; Maundy Thursday; Good 
Friday and Saturday; 1st May; 24th July; 9th October. If necessary 
they work every day. 
POLICE/AMBULANCE/FIRE: There are no services. 
TELEPHONES: Cannot be connected to the vessel. 
DEVELOPMENTS: A marginal pier for General cargo is being 
pull, and expected to be completed in 30 months. Length of pier 
GENERAL: When the vessel is anchored, landing service is done 
by launches. They are called by one long whistle and two short ones. 
This service works 24 hours a day. 

A planks A flashing light is to be used to call launches and not the 
whistle. 
SHORE LEAVE: Passengers or crew do not need any special 
permit to land. 
AUTHORITY: Port Captain: Puerto Bolivar, Ecuador. Tel. 778308. 


AGENT: Augusto San Lucas, Agente Naviero, Paez 132 y Malecon, 
Puerto Bolivar. 
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BANTRY BAY: 51.41 N. 09.27 W. (See Plan) 


DOCUMENTS: 

1 Crew Lists. 

1 Stores List. 

1 Crew Declaration. 

1 Maritime Health Declaration. 

Ship's Register (tonnage). 

British Light Dues (receipts). 

Clearance from Last Port. 
APPROACHES: The approaches to the bay are marked by the 
Sheep Head Light, visible 18 miles, Roancarrig More Light, visible 
12 miles, and Whiddy Island Light, visible 3 miles. 

The channel to the Gulf Oil Terminal is marked by radar reflecting 
re numbered 1 to 9, the starboard hand buoys having odd num- 

ers. 

The buoys marking the channel to the Inner Harbour do not have 
radar reflectors, but can easily be picked up on radar screen. 
PILOTAGE: Pilot can be requested through Land's End Radio 
or Valentia Radio to ‘'Harbourmaster Bantry", giving 6 hours notice. 
Also through VHF Channels 11, 14 and 16 to Gulf Control when 
within 10 miles. Pilot boat blue and white fast motor launch (28 ft.) 
flying pilot flag from stern. 

For tankers of 250,000 tons and upwards, Pilot boards between 
No. 2 and No. 3 buoys. 

For all other vessels, Pilot boards at West Ground Buoy. 
ANCHORAGE: For tankers of 250,000 to 350,000 tons in vicinity 
of No. 2 buoy. 

For tankers of 45,000 tons in vicinity of No. 5 buoy. 

All other large vessels, South of No. 5 buoy at mouth of Glen- 
garritt Harbour. For smaller vessels, the East end of Whiddy Island 
(10 fathoms) and Bantry Harbour (25 ft. depth). 
may SIZE: (a) Oil Terminal - up to 500,000 tons with draft up to 
96 ft. 

(b) Bantry Harbour —- draft not more than 25 ft. 

(c) Bantry Pier — 150 ft. length with draft 14 ft. 6 in. 

HEALTH: All vessels must exhibit quarantine signals until quaran- 
tine formalities completed or free pratique granted. By day, Inter- 
national Code Flag ‘‘Q"; by night, red light over white light. 

No person other than Pilot is allowed to board any vessel either 
alongside jetty or at anchorage until pratique has been granted. 
Pilot to be informed when any suspected disease or fever on board. 
RADIO: Messages and ET As through Valentia Radio, Land's End or 
any UK station. Port Operation (Gulf) Service, call sign “Gulf Con- 
trol’ (24 hours) VHF Channels 11, 14 and 16. 

TUGS: Four tugs of 3,200 h.p. serve Oil Terminal. Two tugs of 300 
h.p. available in Inner Harbour. Tugs’ lines used. 

BERTHING: Allowed at all stages of tide at Oil Terminal Jetty, 
depending on weather conditions. 

Berthing at Bantry Pier depends on size of vessel and state of tide. 
GULF OIL TERMINAL: Tankers berth alongside island jetty 
1,600 ft. in length situated approximately 1,300 ft. offshore. The Is- 
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land is comprised of a central loading platform with connected moor- 
ing dolphins. The outside berth designed for tankers up to 500,000 
dwt. with maximum draft of 96 ft. The inside (South) berth can accom- 
modate vessels up to 85,000 dwt. with maximum draft of 85 ft. 

Outside berth fitted with 16-in. cargo lines. 

Inside berth fitted with 12-in. cargo lines. 

All bunker lines are 12-in. diameter. 

BALLAST: There is strict enforcement of law against oil pollution. 
All ballast must be discharged ashore at terminal, where 16-in. 
ballast lines available to shore. 

aD bd hg Available; 24 hour advance notice to Agent 
required. 

MEDICAL: 24 hour standby launch available if vessel enters Bantry 
Bay for medical attention to crew. Vessels should give instructions 
whether doctor needed on board. Vessel should pass ETA though 
Valentia Radio to “Harbour Master Bantry". Or if in VHF range (50 
miles) ETA to “Gulf Control" on Channel 14. 

FRESH WATER: Available at Bantry Pier. At Oil Terminal Jetty 
or Harbour, water not available unless special arrangements made for 
barges. 

FUEL: Gas oil and heavy fuel for tankers available at Oil Terminal. 
Gas oil and fuel available at Bantry Pier in road tenders of 20 tons. 
REPAIRS: Local repair firms can undertake limited repairs, but 
nearest dockyard available for major repairs is at Cork. 
DENSITY : 1025. 

CUSTOMS ALLOWANCES: Tobacco: Depending on stay in 
port. Approximately 80 to 100 cigarettes per man for 2 to 3 days. 
Wine and/or Spirits: 4 litre per man. 

IDENTIFICATION CARDS: Required. 

REPATRIATION: There are facilities for crew repatriation. 
CONSULS: No local representatives. 

AIRPORT: Situated 48 miles away; 2 to 4 flights to London per 
day. Flights also to Paris twice a week. 

oe GMT plus 1 hour during summer months. GMT from October 
to March. 

HOLIDAYS: Cargo work can be carried out on most holidays, 
except Christmas. 

POLICE/AMBULANCE/FIRE: Call local exchange. 
TELEPHONES: No arrangements for placing telephones on board. 
SHORE LEAVE: Permitted. Liberty launch available for tankers at 
1 hour's notice. 

SERVICES: Vessels requiring any of the following services should 
advise Agent prior to arrival, giving fullest possible details: 

Divers: Services of divers available to vessels for inspection and 
freeing fouled propellers. 

Provisions: Normal supplies of most categories available. Ample 
time should be given to ship chandler. 

Laundry: Small laundry takes limited amount in Bantry (24 hrs.), 
Large amounts sent to Cork (24 hrs. return service), but rather 
expensive. 

GENERAL: All vessels required to fly Irish Ensign on foremast 
during daylight hours. Irish territorial waters extend 12 miles seaward 
from mainland. 

AUTHORITY: Harbour Master, Harbour Office, Bantry. Tel. 64 
or 275. 


AGENT: Bantry Marine Limited, Bantry. Tel. 275. 


CASTLETOWN BERE: 51.41 N. 09.54 W. 


DOCUMENTS: 
Health Certificate. 
Crew List. 
List of Bonds. 
Ship's Register. 
Log Book. 
Crew Passports. 
PILOTAGE: No recognised Pilot; Pilot can be contacted through 
Harbourmaster. 
ANCHORAGE: See Charts: 13 ft. available at MLWST. 
MAX. SIZE: Maximum permissible draft 13 ft. 
HEALTH: Customs give pratique if ship clear; if not, Doctor will be 
notified. 
RADIO: Land's End and Valentia. 
TUGS: No tugs. 
BERTHING: In accordance with Harbour Master's instructions. 
STEVEDORES: No stevedoring arrangements. 
Ee ene No advance notice necassary. Hospitai facilities avail- 
able. 
FRESH WATER: Available at quay. 
FUEL: Diesel available at quay; no advance notice necessary. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Done by crew. 
CUSTOMS ALLOWANCE: Tobacco: Captain 8 oz. Officers 6 oz. 
Crew 4 oz. Wine and/or Spirits: Captain: 1 gal. wine, 1 gal. beer and 
1 pint spirits. Officers: 1 gal. wine, 1 gal. beer and 1 pint spirits. Crew: 
1 gal. beer or 1 gal. wine and 1 pint spirits. 
IDENTIFICATION CARDS: Required. 
AIRPORT: 80 miles to Cork Airport, served by regular airlines. 
TIME: GMT plus 1 hour. Reverting to GMT from October to March. 
HOLIDAYS: Cargo work can be arranged on all holidays. 
POLICE/AMBULANCE/FIRE: Police Castletownbere 2; Ambu- 
lance Castletownbere 4; Fire Castletownbere 49. 
TELEPHONES: Not available for placing on board. 
SHORE LEAVE: Allowed. 
rr ecallal Ministry for Agriculture and Fisheries, Cork, Co 
ork. 
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CORK (including Cobh, Whitegate) : 51.50 N. 8.17 W. 


PORT LIMITS: Line joining Cork Head and Power Head. 
DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists. 

1 Health Declaration. 

3 Customs Manifests. 

For shore formalities 

Ship's Register. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Load Line Certificate. 

Light Dues Certificate. 

Deratisation Certificate. 

PILOTAGE: Minimum 24 hours notice of ETA and draft to Agen, 
Accurate ETA's are vital as Pilots only go afloat on this basi 
When within VHF range, contact should be established throug, 
“Cork Harbour Radio” (see “Radio"). This station combines Po, 
Operations and Information service and co-ordinates the pilota 
service. The pilot launches are also fitted with VHF, Channels; 
12 and 16. 

For large deep-drafted vessels, Pilot usually boards up to 2 or} 
miles South of Roches Point. Compulsory river pilotage area extend 
upstream from Spit Bank Light. 

+ eaiphanaainat Safe deep-water anchorages as arranged wit 
ilots. 
RESTRICTIONS: Navigation by night and day. Ships of 184 
draft can make passage of river to Cork at any stage of tide. 
SIZE OF VESSEL: Cork; Maximum length 500 ft. extendable 
520 ft. at discretion of Harbour Master. Draft fresh water on spri 
tides 28 ft. On neap tides 26 ft. Whitegate: Tankers up to 850 ft. length, 
38 ft. draft. Max. draft 39 ft. 6 in., at highest tides. 
HEALTH: Health Declaration form is presented to Customs Office 
or Port Health Inspector and pratique issued without delay. In case 
of disease on board notify Agents who inform Health Authorities, 
RADIO: Coast Station - Valentia Radio. W/T and R/T. R/T lini 
call facilities now available. Telex fitted. In U.K., Coast Station 
also relay messages direct to Agents. 

Harbour Radio: VHF Channels 12, 14 and 16. 24-hour wate 
maintained. Call sign ‘Cork Harbour Radio”. A port operations an 
information service is provided and it is through this organisatio 
that the requirements of the Harbour Master will be made known, 
TUGS: Deep drafted vessels take tug assistance from Horse Hea 
to Cork and vice versa. Tug's lines are used. Tankers use two ti 
four tugs for berthing at Whitegate Terminal. 

BERTHING: The quays at Cork afford good accommodation fe 
vessels up to 500 ft. LOA, on fresh water drafts of 26 ft. on Mean Nea 
tides and 28 ft. on Mean Spring tides with 30 ft. alongside qua 
The Deep Water Quay at Cobh is 600 ft. long, and vessels of 184 
draft can berth with safety. 

SPECIAL CARGO FACILITIES: 

Grain: Two mobile suction discharge plants, combined discharg 
rate up to 240 tph. Maximum ship size 500 ft. LOA, 28 ft. draft o 
spring tide. Storage capacity 80,000 tons. 

Ore; One mobile loading conveyor, maximum discharge rate # 
tph. Maximum ship size 500 ft. LOA, 28 ft. draft on spring tides 

onveyor system also used in conjunction with mobile cranes {0 
discharging of vessel up to 5,000 dwt. 

Coal/Fertilisers/Sulphur: Four 6-ton level luffing grab crane 
combined discharge rate up to 360 TPH. Maximum ship size 50% 
LOA, 28 ft. draft. 

Containers: 30-ton travelling transporter crane. Length of bert 
900 ft. Max. depth at LWOST 30 ft. 

Roll on/Roll off and Passenger Car Ferry Terminal: Maximus 
height of link span 28-4 ft. above LWOST. Minimum height of lin 
span 9 ft. above LWOST. Maximum loading 65 tons. Distance fron 
side of berth to centre line of link span 37-5 ft. Maximum ship sit 
450 ft. LOA. Draft 18 ft. all states of tide. Greater draft can b 
accommodated dependent on rise of tide. 

Livestock Loading Ramp and Lairage: Maximum ship size 350f 
plus LOA. Draft 18 ft. all states of tide. Greater draft can be accom 
modated dependent on rise of tide. 

aa Jetty; Length between dolphins 850 ft. Max. draft 33 ft. 
all tides. 

Molasses discharge rate, 1,000 tph. 

Fuel Oil discharge rate, 600 tph. 

Sulphuric Acid discharge rate, 200 tph. 

STEVEDORES: Labour hiring times. Week-days 0800, 1000, am 
1130. Gangs for week-end working must be hired at 1700 hours & 
Fridays. ETA advice could include number of gangs workable. 
MEDICAL: All medical and hospital services available at sho 
notice. 

TANKERS: Irish Refining Co. Terminal at Whitegate is situate 
on East side of Lower Harbour. Two deep water berths for tankers 
Max. size, 55,000 dwt. or 90,000 dwt. partly laden. Slop recepti@’ 
facilities available. 

Length between dolphins, 1,200 ft. 

Crude discharge rate up to, 4,000 tph. 

HOF loading rate up to, 1,700 tph. 

Gas Oil loading rate up to 700 tph. 

Petrol loading rate up to 600 tph. 

LPG loading rate up to 20 tph. 

DENSITY: Average density of water in river 1008. 
FRESH WATER: Available at all quays ex hydrants - delivery @ 
25 tons hour. 
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FUEL: All fuels with exception marine diesel oil available. 24 hours 
ice required. 
MVELOPMENTS: Tankers up to 75,000 dwt. may be accepted at 
Whitegate when second channel is developed. 
WATCHMAN: Recommended but not compulsory. ; 
OPENING/CLOSING HATCHES: Crew must perform this work 
as dockers decline to do it. é 
CUSTOMS ALLOWANCES: 200 cigarettes per man, and 1 bottle 
spirits per man. 4 : ie 
CARGO GEAR: No special local requirements. Regulations similar 
to British Board of Trade safe working requirements. 
|DENTIFICATION CARDS: Not required. 
CONSULS: bees 
France, Sweden, Norway, Netherlands: B. A. Gotto, 3 St. Patrick's 
Quay, Cork . 23294. 
Finland, Denmark: J. C. Hannigan, 3 St. Patrick's Quay, Cork. 


23294. 

Belgium: G. Jones, 33 St. Patrick's Quay, Cork. 24828. 

Italy: P. Cali, University College, Cork. 26871. 

Germany: D. J. Cullinane, Copley Street, Cork. 20717, 
REPAIRS: All types of deck and engine repair facilities available. 
DRY DOCK: Verolme Cork dockyard main dry dock can take vessels 
up to 520 ft. in length. Floating dock of 2,000 tons lifting capacity, 
also four 40 ton cranes. 
REPATRIATION: Can be carried out without difficulty. 
AIRPORT: Five miles from city. Regular flights twice daily to 
London. Onward connections to all destinations. 
TIME: GMT from 0200 hours on Sunday following 3rd Saturday in 
October to 0200 hours on Sunday following 3rd Saturday in March 
(unless latter is Easter Saturday, in which case to 0200 hours on 
Sunday following 2nd Saturday in March). 

One hour ahead on GMT (i.e. Standard European Time) for 
remainder of year. 
HOLIDAYS: St. Patrick's Day (March 17th); Good Friday; Easter 
Monday; First Monday in June; First Monday in August; Christmas 
Day (December 25th); St. Stephens Day (December 26th). 
POLICE/AMBULANCE/FIRE: 999 is emergency number for all 
services. Actual: Police 23161; Fire 21107; Ambulance 21107. 
SERVICES: All tanker services available at Whitegate. Otherwise, 
various general services required by ships available at Cork, 
SHORE LEAVE: No restrictions on shore leave. 
DELAYS: Except waiting for tide there are very few occasions on 
which entry to or departure from the Port is subject to delay. 
AUTHORITY: Cork Harbour Commissioners, Custom House 
Street, Cork. Tel: 23125. 


AGENT: James Scott and Co. (Cork) Ltd., 3 St. Patrick's Quay, 
Cork, and Yacht Club Building, Cobh. Tel. 23294. Telex 6120. Cables 
"Scott Cork". 


DUBLIN: 53.21 N. 06.15 W. 


PORT LIMITS: Port of Dublin includes all water between Rory 
O'More Bridge (over River Liffey) and imaginary line drawn from 
Martello Tower at Sutton on North side of Dublin Bay to Sorrento 
Point at Dalkey on South side, but excluding Dun Laoghaire Harbour. 
DOCUMENTS: 
Forms C.1 or C.2 Customs report form (actually a copy of Manifest). 
Form CU. 35 Victualling Bill (note covering Bonded Stores to be 
loaded Dublin). 

Form CU. 7 Entry Outwards in ballast (for vessels sailing light). 

Form CU. 10 Entry Outwards with cargo. 

Form CU, 25 Entry Outwards (details of previous and forthcoming 

voyages, 

Health Form. 

“Jerque" Note (list of bonded stores on board on arrival). 

Crew List must also be presented with personal declarations of 
dutiable possessions (i.e. radios; T.V.s; record players, etc.). 
PILOTAGE: Limits of Dublin Pilotage District are waters of River 
Liffey between Butt Bridge and of sea Westward of Sixth Meridian 
___ between parallels of latitude passing through Bailey Lighthouse on 

North and through Sorrento Point on South including all bays, 
_ ¢féeks and harbours and all tidal and closed docks within such area. 
Following classes of ships exempted from compulsory pilotage if 
not Carrying passengers: 

(1) Ships trading coastwise of not more than 200 tons gross tonnage. 

(2) Home trade ships (including ships trading coastwise), of not 

more than 450 tons gross tonnage, excluding ships carrying 
petroleum or explosive cargo. 

Incoming Vessels; Pilots board incoming ships from black-hulled 
pilot cutter in Dublin Bay. Cutter only cruises when vessels are 
expected, and accurate ETA requested to avoid delay. 

ETAs should be given 12 hours before arrival and amendments 
may be made up to 2 hours before original ETA. 

ETAs and any subsequent amendments should be passed by 
Ogtelephone (VHF Hague Channel 16; call sign Dublin Harbour 
4 (Ce) or radiotelegram to “'Harmaster Dublin". 
neers of Dublin Pilotage Certificates should indicate this by flash- 

9 single letter signal “C" when approaching pilotage area between 
Sunset and sunrise, 
wn Outward Bound or Shifting: Order for Pilot should be made 

"'y as possible through Harbour Office tel. 48771 or Telex No. 5476 
dean Office hours; and tel. 48772 outside office hours. Following 
ps lls should be given: name and situation of vessel, destination, 

ught, time of departure. It must be stressed that such orders 
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must be made in sufficient time making due allowance, particularly 
at night, for accessibility of vessel. 

ANCHORAGES: Scotch Bay - S.E. Dublin Bay and just East of 
Dun Laoghaire 6/10 fathoms at low water. 

RESTRICTIONS: Draught restrictions: 30 ft. 00 in. HW Neap 
Tides; 30 ft. 6 in. HW Normal Tides; 31 ft. 6 in. HW Spring Tides. 
Vessels less than 400 ft. overall, drawing 20 ft. 6 in. or less can enter 
at any state of tide. 

ENTRANCE: Approach well lighted and easy of access. Inner 
Channel of Harbour, formed by almost straight channel of River 
Liffey from entrance at Poolbeg Lighthouse to Alexandra Basin, is 
800 ft. wide for greater part of length and maintained at depth of 
24 ft. LW. From Alexandra Basin entrance, River is quayed for a 
distance of nearly two miles to Butt Bridge in centre of City. 

MAX. SIZE: State of tide governing maximum draft, but no length 
or breadth restrictions. 

HEALTH: Pratique automatic for movements Ireland/U.K. area. 
Maritime Declaration of Health indicates requirements. This declar- 
ation must be submitted on arrival by master of ship coming from 
foreign port. This requirement does not now normally apply to 
vessels trading so/e/y between Republic and ports in West Germany, 
Belgium and Netherlands, Atlantic and Mediterranean coast of 
France, Italy and Greece. Other requirements mentioned on Maritime 
Declaration of Health form still apply to such ships. 

“Foreign Port" is port situated elsewhere than Eire, Northern 
Ireland, Great Britain, Isle of Man, or Channel Islands. 

Master of foreign-going ship may be asked to produce valid 
Derating Certificate or Derating Exemption Certificate in respect of 
vessel. Travellers (passengers and crew) may be requested to pro- 
duce valid certificates of vaccination against smallpox if from an 
infected local area, or if from countries in Africa, Asia, North and 
South America. This requirement does not apply to arrivals from 
Azores, Bermuda, Canada, Canary Islands, Madeira, French Guiana, 
Guadeloupe, Martinique, Greenland, Surinam, Netherlands—Antilles, 
United States of America. Ships may be subjected to sanitary in- 
spection by inspectors of Port Health Service. 

Swill must not be landed from vessels which trade outside Eire. 

Granting of pratique by radio not practised at Dublin, but is under 
consideration at present. 

RADIO: Valentia Radio, Ireland. Portishead Radio, U.K. Anglesea 
Radio, U.K. 

TUGS: Normally meet vessels at North Bank Lighthouse (roughly 
half-way mark of main channel) 1 mile West of Poolbeg Lighthouse. 
Tugs rope optional. 

BERTHING: Custom House Docks - from 2 hours to one half hour 
before high water. Otherwise no restrictions. 

The area available for shipping extends from Eastern Breakwater 
to Butt Bridge and inclusive of Alexandra Basin, Alexandra Basin 
Extension, Custom House Docks and Grand Canal Docks; it is 227 
acres in extent. 

North Side of the River, from Butt Bridge to North Wall Light, avail- 
able as berthage, 7,529 ft., depth LW 9 to 22 ft. 

South Side of the River, from Butt Bridge to Ringsend Gut, available 
as berthage 5,728 ft., depth LW 16 to 22 ft. 

South Bank Quay serving Electricity Supply Board's Ringsend 
Power Station, 700 ft., depth LW 28 ft. Two transporter cranes of 5 
tons each for discharge of coal, and pipelines for discharge of oil. 

Alexandra Basin. Quays on South and West sides 2,690 ft., depth 
LW 24 to 26 ft. 

Alexandra Quay West on North side of Alexandra Basin, 1,230 ft., 
depth LW 32 ft. 

Alexandra Quay East, 1,200 ft., depth LW 32 ft. 

Alexandra Basin Extension comprises east side Ocean Pier, 
Alexandra Quay East and East and West Oil Jetties. 

Fertilizer Jetty in Alexandra Basin has a main section of 750 ft. 
used for bulk cargoes, depth LW 31 ft. with provision for deepening, 
equipped with pipe-lines for liquid sulphur and ammonia; conveyor 
and two electric cranes of 10 tons each for rock phosphate and potash 
in bulk. 300 ft. long approach section leading to main jetty (with 
special facilities for working acids and ammonia and loading out 
grain) for accommodation of smaller bulk vessels. 

Ocean Pier West at Eastern end of Alexandra Basin, 1,372 ft., depth 
LW 32 ft. 

Ocean Pier South at Eastern side of Alexandra Basin entrance, 
467 ft., depth LW 32 ft. 

Ocean Pier East, 800 ft., depth LW 32 ft. 

STEVEDORES: ETA required by Stevedores before 1500 hours, 
Monday to Thursday for work the following day, and by 1500 hours 
Friday for work Saturday, Sunday or Monday. 

Average discharge rates: Grain: 3,000 tons per day. Timber: 30 
standards loose per gang/day. 120 standards packaged per gang/day. 
General; Bagged cargo and fast general, including paper, 250 tons 
per gang/day. Other Generals: 90 tons per gang/day. 

TANKERS: No slop residue discharge facilities. 
Tanker Berths Maximum Draft 


No. 1, West Oil Jetty, West Side 31 ft.* 

No. 2, West Oil Jetty, East side 31 ft.* 

No. 3, East Oil Jetty, West side 31 ft.* 

No. 4, East Oi! Jetty, East side 19 ft. 
South Bank Quay (E.S.B.) 27 ft. 6 in.* 
South Bank Quay New Berth 27 ft. 6 in.* 


*Time suitable for navigation in approaches — 1 hour before High 
Water. 

Common User Oil Pipeline System: This system provides five 
pipe-lines to Eastern Oil Jetty and seven pipelines to Western Oil 
Jetty. Cargoes of tankers berthed at these jetties can be discharged 
to storage installations of any of the oil companies. 
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DENSITY: 1025 at all stages of tide. 

FRESH WATER: Available at all berths by 24 in. hoseline - 
8/10,000 gal. per hour per hydrant. 

FUEL: 


Grades of Fuel Oil Viscosities 
Heavy Fuel Oil 3,500 sec. max. 
Inter. Fuel Oil 1,500 sec. max. 
Medium Fuel! Oil 950 sec. max. 
Light Fuel Oil 200 sec. max. 


Advance Notice required. Bunkering by pipe-line depends on 
availability of Oil Berth. Bunkering by Oil Barge normally a.m. notice 
on day required. Bunkering by Road Tanker — 24 hours notice. 
FIRE PRECAUTIONS: Port By-Laws; Harbour Master's orders/ 
Letters to Masters. Ref.: Board of Trade “Carriage of Dangerous 
Goods in Ships” and Aeby “Dangerous Goods”. 

Packed Petroleum: Small consignments (7,000 gal. maximum) 
Class A product — must be removed from port area ex-ship, or to 
special compound. Class B or Class C may be permitted on quays 
after check for leaks. 

Fibrous Cargoes: See Directives No. 2 and 3 to Masters. Jute, 
hemp and sisal must be removed ex-ship from port area. 

Cotton, cocoa fibre, kapok, etc., must be removed ex-ship to 
Hazardous Goods Shed. 

General: Harbour Police-Watch obligatory during handling of all 
hazardous or inflamable cargoes, and on tankers during vessels’ 
stay in port. No smoking permitted in Oil Zone, sheds, etc. 
GANGWAY/DECK WATCHMEN: If no watchmen from crew, 
then shore watchman is recommended. 

OPENING/CLOSING HATCHES: Patent hatches by crew; other 
hatches with some assistance from dockers. 
CERTIFICATES: 

Certificate of Registry. 

Radio Safety Certificate. 

Load Line Certificate. 

Current Trinity House light bills. 

Safety Equipment Certificate. 

CUSTOMS ALLOWANCE: Tobacco per 8 days: 200 cigarettes - 
Master; 150 cigarettes — Officers; 100 cigarettes - Crew. Wine and/or 
Spirits: + pint per day per man. 
CONSULS: 
Brazil: P. J. Murphy, Honorary Consulate of Brazil, Saintbury 
Avenue, Co. Dublin. Tel. 803262. 
Denmark: Office address, Royal Danish Consulate General, 71 Lr. 
Leeson Street, Dublin 2. Tel. 60880 
Honorary Consul General; Jorgen H. Tholstrup. 
Dominican Republic: 49 Upper Mount Street, Dublin 2. 
Honorary Consul: Dr. J. |. Fitzpatrick 
Finland: Honorary Consul General: A. G. Larsen, Cement Ltd., 
19 Lr. Pembroke Street, Dublin 2. Tel. 67319 
Honorary Vice-Consu/: John Donnelly, F.C.A., B.L., Gardnar 
Donnelly & Co., 8 Nassau Street, Dublin 2. Tel. 64044 
cee North British and Mercantile Buildings, 32 Nassau Street, 
ublin 2, 
Honorary Consul; Cecil D. Mooney. 
Honorary Vice-Consul: Douglas T. Figgis. 
Iceland: Honorary Consul General: Thomas P. Hogan, 6 Monks- 
town Avenue, Co. Dublin. Tel. 808103 
Latvia: Honorary Consul: John F. Foley, 51 South Mall, Cork. 
Mexico: Honorary Consu/; Don McGreevy, Building Centre, 17 Lr. 
Baggot Street, Dublin 2. Tel. 62745 
Monaco: Honorary Consul General: The Lord Killanin, 30 Lans- 
downe Road, Dublin 4. 
Honorary Consul: A. G. Quirke, 34 College Green, Dublin 2. 
None Honorary Consul: John Guinness, 17 College Green, 
ublin 2. 
Panama: Honorary Consu/; Gene Kruger, Gresham Hotel, Upper 
O'Connell Street, Dublin 1. 
Honorary Vice-Consu/; Paul J. Byrne, Panamanian Consulate, 
20 Eden Quay, Dublin 1. 
Peru: Consul General: D. T. Figgis, Peruvian Consulate General, 
Clyde House, Clyde Road, Dublin 4. 
Philippines: John M. O'Connor, Consulate of the Philippines, 
J. G. O'Connor & Co., Solicitors, 9 Clare Street, Dublin 2. 
South Africa: Honorary Trade Commissioner: N. P. McEvoy, 
4 Mary's Abbey, Dublin 7. Tel. 47372 
Turkey: Honorary Consul General: William Anderson, Turkish 
Consulate, 122 St. Stephen's Green, Dublin 2. Tel. 58721. 
REPAIRS: All classes of repairs carried out by Liffey Dockyard Ltd. 
DRY DOCKS: Graving Dock No. 1: Length overall 412 ft.; width at 
entrance 70 ft.; depth over sill at HWOST 17 ft. 9in., depth over blocks 
at HWOST 15 ft. 6 in. Equipment - one 6 ton EP crane. 

Graving Dock No. 2: Inside length with caisson gate in: Extreme 
outer position 663 ft.; normal outer position 637 ft. Centre position 
367 ft.; inner position 257 ft. Width at entrance 80 ft.; depth over sill 
at HWOST 25 ft. 6 in. Depth over blocks at HWOST 23 ft. 

The intermediate positions for the caisson gates make it possible 
to operate inner section so as to accommodate a small or medium- 
size vessel independently of remainder of dock. 

Equipment: One E,P. crane, 25 tons at 72 ft. radius to 5 tons at 100 ft. 
radius. Seven power capstans of 5, 10 and 15 tons pull. Fresh and 
salt water hydrants at dock sides. 

Patent slips: No. 1 — Length of cradle 76 ft. for vessels up to 200 
tons displacement. No. 2 - Length of cradle 106 ft. for vessels up to 
900 tons displacement. 

REPATRIATION: May be arranged by ship's Agent through 
Departmenf ot Justice. 
AIRPORT: Dublin Airport, 6 miles North of city centre, served by 
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regular services direct to U.K., Europe, U.S.A. and Canada. 

Fd if GMT plus 1 hour. Reverting to GMT between October an 
arch. 

HOLIDAYS: St. Patrick's Day (National Holiday) (17th March) 

Good Friday*; Easter Mondayt; Spring Bank Holidayt (1st Mon 

in June); August Bank Holidayt (1st Monday in August); Christma 

Eve, half holiday (24th December); Christmas Day (25th December 

St. Stephen's Day (26th December). 

* Not a port holiday, but all other offices closed. 

+ These days can be worked at Sunday rates and conditions, 
POLICE/AMBULANCE/FIRE: Contact Harbour Police patrol » 
at Dock Gates, or dial 999 on public telephone for all emergeng 
services. 

TELEPHONES: Coin-box telephones available on request at 0) 
Berths. No rental charges; normal coin-box rates. 

GENERAL: Masters’ cash requirements for week-end must } 
notified to Agent by noon on Friday. 

SERVICES: No facilities for tank cleaning or discharge of tan 
washings. 

SHORE LEAVE: No port restriction on crew's shore leave. 
AUTHORITY: Dublin Port and Docks Board, 19-21 Westmor 
land Street, Dublin 2. Tel. 778238. Telex 5476 HAMA El. 


GALWAY : 53.16 N. 09.03 W. 


DOCUMENTS: 

1 Crew List (official form). 

1 Passenger List (official form). 

1 List of Articles (dutiable) in Possession of Crew (official form) 

1 Stores List (to include bonded surplus stores for seal, firearms 

ammunition, animals, radio transmitting and receiving sey 

(unofficial form). 

Maritime Declaration of Health (official form). 

Documents, etc., required by Agent for Customs Purposes: 

Ship's Register. 

Load Line and Safety Certificates, etc. 

Receipt for previous payments of light dues if any. 
PILOTAGE: Pilots board incoming vessels only at “tide times’ 
(approx. 24 hours before HW until HW); vessels arriving at tims 
outside this period should anchor and await pilot. Safe ancho 
ages at inner roadstead or near Margaretta Buoy according t 
tonnage and draft, pilot will board at either. Application for pil 
should be to Agent with notice of ETA. International light ani 
sound signals may beused. 

ANCHORAGES: During South-west gales safest anchorage isé 
Black Head. 

RESTRICTIONS: Entry from two hours before HW until HW on) 
MAX. SIZE: Governed by depth on sill of 28 ft. at springs and 244 
at neaps: width of dock gates, 65 ft. and length of turning area 4804 
HEALTH: Master of ship arriving from foreign port must deliv 
Maritime Declaration of Health order obtain Pratique. An oral Decle 
ration will suffice for ships trading solely between Republic of Ire 
land and Belgium, Holland and European France. Pratique will & 
granted or withheld depending on answers given to questions putit 
Health Declaration. 

In event of a suspected disease of fever on board, vessel is de 
tained pending arrival of Medical Officers of Health. No unauthor 
ised person is allowed to leave ship without authority of Chief Med 
cal Officer. 

Pratique is automatic when vessel arrives from ports in Gret 
Britain, lsle of Man, Northern Ireland and Channel Islands or anothe 
Port within Eire. 

RADIO: ETA cables to Agents, etc., through Valentia Radio’ 
approaching from South or Malin Head if from North. Channel fi 
VHF. Valentia has telephone link service. 

TUGS: No tugs available. 

CARGO HANDLING FACILITIES: One 30-ton cantilever cram 
in operation at Dun Aengus South Quay. Grain, ore, coal, bul 
fertilisers, etc. are all handled by grabs. Ore is loaded by specié 
conveyors (200 tons per hour). 

STEVEDORES: Agents arrange after receipt of ETA. 
MEDICAL: No special port medical requirements. Ships medicé 
requirements should be included in ETA signal. 

TANKERS: No special requirements. One berth. 

DENSITY: 1012 (average). 

FRESH WATER: Available by hose. 
FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: 
recommended. 

OPENING/CLOSING HATCHES: Normally carried out by crew 
CUSTOMS ALLOWANCE: Wine, Spirits and Tobacco: met 
bers of a crew who remain out on a vessel during her stay in port at 
allowed to retain in their own possession, under certain conditions 
the following quantities of the undermentioned goods: 

Tobacco in any form Spirits in any form Wine 

(to cover 8 days) (to cover 4 days) (to cover 4 days) 
The Master 8 oz. 

Officers (i.e., mates, 

engineers, wireless 

operators, ship's sur- 

geons, pursers, chief 

stewards or serangs) 


(open quays) watchme 


6 oz. 1 pint 1 gallon 
Other crew members 
4 oz. 1 pint 
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FICATION CARDS: Not needed. 
DENSULS: T. McDonogh & Sons Ltd., Merchant's Road, Consuls 
for France and Belgium only. No others in Galway. 
REPAIRS: Deck and engine repairs carried out afloat. 
pRY DOCKS: No dry dock, 5. 
REPATRIATION: Crew changes and repatriation can be effected. 
AIRPORTS: Dublin (140 miles) and Shannon (55 miles). Airports 
served by regular flights. 3 
TIME: GMT plus 1 hour. Reverting to GMT from October to March. 
HOLIDAYS: Christmas Day; St. Stephen's Day (26th December); 
St. Patrick's Day (17th March); Easter Monday; Whit Monday; First 
Monday in August. ; ; 
POLICE/AMBULANCE/FIRE: Police 2121; Ambulance 4141; 


fit EPHONES: No arrangements exist for placing telephones on 


SERVICES: Compass adjusters available in Dublin. Twenty-four 
hours notice to Agent. 

SHORE LEAVE: Allowed. 

DELAYS: Apart from tidal, none. 

AUTHORITY: Galway Harbour Commissioners, Harbour Office, 
Galway, 2329. 


KILLYBEGS: 54.38 N. 08.26 W. 


DOCUMENTS: See “Dublin”. 
PILOTAGE: No permanent Pilot but one can be acquired on 
request. 

ANCHORAGE: Very safe anchorage. 

RADIO: Malin Head Station. 

BERTHING: Large fishing fleet has to be accommodated. 
MEDICAL: Necessary to send advance warning re illness or 
injury to a crew member. 

FRESH WATER: Available. 

FUEL: Fuel oil available. 

DEVELOPMENTS: Major harbour scheme has commenced - 
additional wharfs, and piers. 

IDENTIFICATION CARDS: Not needed. 

SHORE LEAVE: Crew members allowed ashore. 

AUTHORITY: Harbour Master. Tel. Killybegs 32. 


LIMERICK: 52.40 N. 08.38 W. (See Plan) 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

1 Customs Manifest (Tobacco List). 

Health Declaration. 

Ship's Register (Tonnage Certificate). 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Load Line Certificate. 

Receipt for last previous Trinity House Light Dues payment (if 

any). 

Derat Certificate. 
PILOTAGE: Compulsory from Scattery Island (52.35 N., 9.31 W). 
to Limerick, Pilot may be taken off Kilcredane Head about 9 miles 
farther West as an optional extra (usually by vessels over 5,000 tons 
dw.) ETA for Pilots passed in advance by Agents. Masters may call 
Pilots (Scattery Pilot Station—Channel 16 VHF) or by normal Inter- 
national Code sight or sound signals. ETA to be sent 24 hours in 
advance and amended as necessary. 
ANCHORAGE: Vessels normally wait tide to Limerick at Scattery 
Roads; Beighcastle Anchorage depth over 60 ft. (52.40 N. 8.57 W.) 
about 18 miles downstream off Limerick is nearest deep-water ancho- 
rage; now disused as lightening place for bulk grain cargoes. 
RESTRICTIONS: Entrance to Limerick Dock is limited to 2 hours 
fone HW; for vessels over 3000 tons dwt. (laden) daylight 

only. 

MAX. SIZE: Dependent on tide. Up to 23 ft. draft on spring tides 
(neap tides about 16 ft.). Vessels of 480 ft. x 65 ft. beam have berthed 
Limerick Dock on suitable draft. 
HEALTH: If no infectious diseases on board, Pratique granted by 
Customs Preventive Officer on arrival on presentation of Health 
Declaration of Master. 
RADIO: Irish Stations: Valentia Radio (link-calls now available) 
or Malin Head Radio, or any U.K. Radio Station. Agents have special 
arrangements with Valentia Radio and Malin Head Radio cables 
passed by direct telex to Agents’ office. 
VHF: Masters can call Scattery Pilot Station on Channel 16, or 
Limerick Harbour Radio - same, working on Channels 12 and 14. 
TUGS: None available. The Harbour Dredger is fitted with a tow- 
hook and used as tug if necessary. 
BERTHING: In Limerick Dock there are 10 berths of which only one 
(Shell berth) is reserved exclusively for tankers. Drafts on all berths 
approx, tidal gauge plus 2 ft. Extensive berthage on tidal quays now 
used by fertiliser vessels up to about 1000 dwt. lying safe aground 
on mud berths. 
TANKERS: Dernish Oil Jetty situated approximately one mile 
South of Shannon Airport. Jetty head 150 ft. long. Distance between 
head and stern buoys 430 ft. Depth alongside LW 26 ft. Jetty designed 
orenens of up to 12,000 dwt. Aviation fuel pumped direct to airport. 
Th EVEDORES: ETA per Agent before 1600 hours Monday/ 
5 ursday for labour next day. 0800 hours before 1600 Friday for labour 

aturday (overtime) or 0800 hours Monday. No Sunday work. For 


cargoes other than bulk grain/coal or cement clinker, masters should 
state number of gangs/workable hatches. 

Bulk grain elevator - 1,000 tons per day, 

Bulk coal-grab = 1,00 ”" ” ” 

Bulk cement clinker - 1,500 ,, 5, 

All other cargoes by ship's winches. 

D.B.B. 40 standards per day loose - no packaged goods discharged. 
Bagged fertilizers — 300 tons per gang day. 
Other bagged cargo — 150 tons per gang day. 
Generals - about 120 tons per gang day. 
CONTAINER HANDLING FACILITIES: A 32-ton Gantry Con- 
tainer Crane at Limerick Docks. 
MEDICAL: All medical facilities available short notice. 
DENSITY: 1000 in Limerick Dock. 
FRESH WATER: Available at all berths ex hydrant. Average rate 
74 tons per hour. 
FUEL: All grades available in reasonable quantities per road truck 
on 24 hours notice. (Non-bunker port prices). 
WATCHMEN: Watchmen from crew or if none available shore 
watchmen recommended. 
HATCHES: Opening and closing of hatches, setting up derricks, 
shifting of hatches, beams, patent hatches, etc., all to be done by 
ship's crew with no assistance from shore gangs. 
CONSULS: Belgium, Denmark, Finland, France, Germany (Fed. 
Rep.), Holland, Spain, Sweden. 
CUSTOMS ALLOWANCES: (Tobacco per 8 days), Master 200 
cigarettes ; Officers 150 cigarettes; Crew 100 cigarettes. Wine/Spirits: 
+ pint per man per day. 
REPAIRS: Limited facilities. Dry dock available for vessels up to 
40 ft. beam and not exceeding 15 ft. draft. 
REPATRIATION: No difficulties. Shannon International Airport 
15 miles. Daily flights world-wide destinations. 
TIME: As U.K. GMT or GMT plus 1 hour (Summer Time). 
HOLIDAYS: (for dock working), St. Patrick's Day (17th March); 
Easter Monday; First Monday in June; First Monday in August; 
half-day 24th December, 25th December, 26th December (Christmas 
Day and St. Stephen's Day). 
POLICE/AMBULANCE/FIRE: Dial 999 for all emergency services. 
SHORE LEAVE: No restrictions. 
AUTHORITY: Limerick Harbour Commissioners, Tel.: Limerick 
45173. Harbour Master Tel.: 44914. 


AGENT: Mullock & Sons Ltd., Ship’s Agents and Chartering 
Brokers, Security House, 15 Lower Mallow Street, Limerick. Tel.: 
061-45044; 061-45155. Cables “‘Mullock Limerick”. Telex: 6986. 


NEW ROSS: 52.23 N. 06.56 W. 


PORT LIMITS: Drumdowney Point to Kilmore Quay adjacent 
Barrow Bridge 52° 23’ N. 6° 56’ W. The vessel is considered to be an 
arrived ship at the time of first high water after arrival off Barrow 
Bridge. 

DOCUMENTS: 

2 Cargo Manifests. 

1 Bill of Lading. 

1 Crew List. 

1 Ship's Store List. 

1 Passenger List. 

1 clearance. 

Register. 

Light Dues Certificate. 

Deratisation Certificate. 

PILOTAGE: For estuary Pilot (see Waterford). 

New Ross Pilots Tel. 051-82206. Pilotage messages received and 
transmitted by Barrow Bridge VHF Channels 16 and 11. Early ETA 
advisable. Pilotage compulsory. 

ANCHORAGE: To Pilot's advice. 
RESTRICTIONS: Maximum draft 19 ft. at neap tides, 22 ft. at 
spring tides, maximum length 420 ft., maximum beam 60 ft. 

Navigation of the River Barrow for maximum size vessels usually 
restricted to two hours before, to two hours after high water. 
HEALTH: Declaration on arrival, international signals for pratique. 
RADIO: Malin Head, Land's End or Ilfracombe Radio Station. 
TUGS: Available on request. 

BERTHING: 1,400 ft. new jetty, depth 20 ft. below low water spring 


tide. 
STEVEDORES: 24 hours notice required. 

Bulk discharge rate: 200 tons per hour 

Bag rate 100 tons per hour 

Liquid discharge 300 tons per hour 
FRESH WATER: Available at all berths. 
FUEL: Obtainable by road tankers. 
CONTAINER FACILITIES: 45-ton crane. Five-acre storage space. 
MEDICAL: Services available locally. 
DENSITY: 1012 New Ross. 
WATCHMAN: Available if required. 
HATCHES: Ship's crew normally open and close hatches; shore- 
crane may assist. 
CUSTOMS: Members of a crew who remain on a vessel during 
stay in port, are allowed to retain under certain conditions the 
following quantities of the under-mentioned goods: 

Tobacco (in any form): Master 8 oz., cigarettes 200; Officers: 
tobacco 6 oz., cigarettes 150; crew members: tobacco 4 oz., cig- 
arettes 100. 

Spirits (in any form) to cover 4 days 1 pint (one bottle each). Wine 
of any strength allowed in place of spirits at rate of one pint wine to 
+ pint spirits. In addition, an allowance of 1 quart of beer or one pint 


193 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


of wine 30 proof per man per day. Members of a crew whatever rank 
finally leaving vessel allowed to take ashore free of duty for their own 
personal consumption, following quantities of undermentioned 
goods, when they form whole of their unconsumed stores: 

(a) If from ports in Great Britain, Northern Ireland, or the Isle of 
Man, or continental ports between the Elbe and Brest (except vessels 
crossing at regular and frequent intervals): tobacco in any form 
4 0z.; spirits (ordinary drinkable) $ pint; spirits (cordials or per- 
fumed) ¢ pint. 

(b) If from any other port, double the quantities specified at (a). 

(c) Irrespective of the port from which arriving. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: Floating ship repairs only. 

REPATRIATION: Facilities exist. 

AIRPORTS: Dublin 95 miles; Cork 90 miles. 

TIME: GMT plus one hour. Reverting to GMT between October 
and March. 

HOLIDAYS: St. Patrick's Day (17th March) Easter Monday; Whit 
Monday (1st Monday in August); 25th and 26th December. 
POLICE/AMBULANCE/FIRE: Telephone 999. 

SHORE LEAVE: Allowed. 

AUTHORITY: New Ross Harbour Commissioners, The Quay, 
New Ross. Telephone 051-21303. 


RATHMULLEN: 55.05 N. 07.31 W. 


pao eel Papers supplied by Agent in Rathmullen or by 

ustoms. 

PILOTAGE: Pilot obtained through agent in Rathmullen 24 hours 

notice of ETA required. 

ANCHORAGE: Anywhere in Lough. 

aie SIZE: Any size of vessel can anchor. Max. draft for berthing, 

30 ft. 

HEALTH: See~‘Dublin”. 

RADIO: Malin Head. 

TUGS: None required. 

BERTHING: No specific requirements. 

STEVEDORES: 24 hours ETA required. 

MEDICAL: Assistance can be arranged at short notice. Hospital 

facilities are available. 

FRESH WATER: Available on berth. 

FUEL: Different grades available at short notice. 

GANGWAY/DECK WATCHMEN: Recommended. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 

CUSTOMS ALLOWANCE: Tobacco, Wine: See “Dublin”. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: None at port. 

REPAIRS: Only small repair jobs carried out. 

REPATRIATION: Facilities exist. 

AIRPORT: 80 miles away, serviced by regular flights. 

TIME: GMT plus 1 hour. Reverting to GMT in winter months. 

pbs rein Work can be arranged on all church and bank 
olidays. 

POLICE/AMBULANCE/FIRE: Police, Rathmullen 2; Fire, Letter- 

kenny 112; Ambulance, Letterkenny 230. 

TELEPHONES: No arrangement for placing telephones aboard. 

SERVICES: No special services. 


AGENT: Charles Deeney, Kerrs Bay, Rathmullen. Tel. Rathmullen 10. 


ROSSLARE: 52.16 N. 06.20 W. 


PORT LIMITS: The limit lines start from a point on shore 4,000 ft. 
South-east of viaduct and extend due North for a distance of 6,000 ft. 
and thence due West for a distance of 7,000 ft., thence due South 
for a distance of 3,430 ft., terminating on shore at a point 3,650 ft. 
West of existing viaduct. 

DOCUMENTS: 

Customs Documents. 

Ships Manifests. 

Crew List. 

PILOTAGE: Not compulsory. 
ANCHORAGES: 
Prohibited Anchorage: 304° - 44 cables from Lighthouse 
Thence 214° -2 ‘s ii 7 

” 124° - 4s ” ” ” 

” o- 2 ” ” ” 
No anchorage inside breakwater. Sheltered from Southerly round to 
North Westerly winds. 

Dangers: shoals with depths of less than 18 ft. extend about 4 
cables E.S.E. from head of breakwater. Shoal 18 ft., Southern end of 
which lies about ? cables Northward of end of breakwater. Southern 
end of an extensive stony flat, having depths of 13 ft. to 18 ft. lies 
about 34 cables further to N.W. Between these shoals lie several 
outcrops of 18 ft.-19 ft. 

MAX SIZE: Maximum draft 16 ft. 6 in. No. 3 berth - 440 ft. length, 
16 ft. 6 in. draft. No. 4 berth — 380 ft. length, 16 ft. 6 in. draft. 
HEALTH: If no infectious diseases on board, pratique given by 
customs preventive staff on arrival. 

TUGS: None available. 

BERTHING: Berth No. 3 reserved for British Rail and Irish Shipping 
Ferries. Berth No. 4 must be clear for all departures from Berth No. 3 
One berth for roll-on/roll-off traffic. 

STEVEDORES: Ordered by Agents. ETA necessary. 
RADAR/VHF: No Port radar service. VHF call sign ‘Rosslare 
Harbour Radio" Channels 16 and 14. 
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MEDICAL: Advance notice required at least one hour. Hospi 
facilities 12 miles away. 

FRESH WATER: Laid on berth 3, 4, delivery by hose. 

FUEL: No facilities. 

GANGWAY/DECK WATCHMEN: Not compulsory. 
OPENING/CLOSING HATCHES: Crew assisted by stevedorg 
CUSTOMS ALLOWANCE: Tobacco: Captain 1 oz. per day up, 
8 days. Officers } oz. per day up to 8 days. Crew 4 oz. per day up} 
8 days. Wine and/or spirit: Spirits: Captain, Officers, Crew ¢ pix 
each, per day, maximum four days. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: No repair plant. Minor repairs possible by firms, 
Wexford (12 m.), Waterford (52 m.), Arklow (50 m.). 
REPATRIATION: No facilities. 

AIRPORTS: Dublin 110 miles. Cork 134 miles. 

TIME: GMT plus 1 hour. Reverting to GMT in winter months. 
HOLIDAYS: New Year's Day; St. Patrick's Day (17th March) 
Easter Monday; June Bank Holiday; August Monday; Christmas De 
(December 25, and 26). No work Christmas Days - December 25, an 
26. 


POLICE/AMBULANCE/FIRE: Police: Rosslare Harbour 3324 
Ambulance: County Hospital, Wexford 22233; Fire: Fire Brigad& 
Wexford 22618. 

AUTHORITY: Coras lompair Eireann, Heuston Station, Dubliy 
Tel. Harbour Master, Rosslare Harbour 33114. Telex. 8730. 


SHANNON ESTUARY: (See Plan) 


(a) Foynes Harbour: 52.36 N. 09.06 W. 
(b) Foynes Island: 52.37 N. 09.07 W. 
(c) Tarbert Island Oil Terminal: 52.35 N. 09.21 W. 


(a) FOYNES HARBOUR 


DOCUMENTS: See “‘Limerick”. 

PILOTAGE: Compulsory from Scattery Island to Foynes Buoy 
Pilot may be taken off Kilcredane Head about 9 miles farther Weg 
as an optional extra (usually by vessels over 5,000 tons dwt. ETs 
for Pilots passed in advance by Agent. Master's may call Piloy 
(Scattery Pilot Station, Channel 16 VHF) or by normal Internation 
Code sight or sound signals. Foynes Harbour Pilot boards at Foyne 
Buoys. Call Foynes Harbour Radio VHF Channel 16. 
ANCHORAGE: Vessels waiting to enter Foynes normally anche 
Foynes Roads (West of Foynes Buoys). 

RESTRICTIONS: No restrictions by day or night on vesse} 
under 3,000 tons dwt. Vessels over 3,000 tons, up to 500 ft. BP length 
without limit on beam, and up to 30 ft. draftin daylight only on suitabk 
tidal conditions. Large vessels in ballast normally enter on ear 
flood tide and swing with tidal stream berthing port side to quay 
ready for departure after loading. Similar vessels loaded enter 
late flood, berth starboard side to quays and after unloading swin 
with reduced draft on departure. 

MAX. SIZE: Vessels up to 500 ft. BP length and 30 ft. draft with m 
restriction on beam. Ore cargoes of up to 16,000 tons have been loz 
ded and tankers up to 20,000 tons have been discharged. 
HEALTH: See “Limerick”. 

RADIO: See “Limerick”. 

VHF/RADIO: As for Limerick except for ‘Limerick Harbour Radit 
substitute ''Foynes Harbour Radio”. 

TUG: None available. 

BERTHING: 

West Pier: 30 ft. LW neap tides. 350 ft. quay with mooring buoy 
ahead and astern. For tankers, crude ore (loading by convey 
system) and other cargoes. See ‘‘Stevedores"’. 

East Pier: 32 ft. LW neap tides - 450 ft. quay with mooring buoy 
ahead and astern. Metal concentrates bulk (loading by convey 
system) and other cargoes. See ‘‘Stevedores”. 

Three other berths where vessels up to 2,000 tons dwt lie sai 

aground on soft mud during low water. 
STEVEDORES: ETA per Agent before 1600 hrs. Monday/Thursdd 
for labour next day 0800 hrs., before 1600 hrs. Friday for labov 
Saturday or 0800 hrs. Monday. For cargoes other than bulk ore? 
concentrates in bulk Masters should state number of gangs/workabl 
hatches. 

Crude Ore: West Pier Conveyor: 500 tons per hour loaded normal) 
on continuous basis, day and night, commencing on _ berthii 
(16,000 tons in 28 running hours). 

Concentrates in bulk. East Pier Conveyor: 250/300 tons per hot 
normally loading 12 hours per 24 hours (running hours). Othe 
import/export cargoes by ship's gear or shore mobile cranes (ma 
3 units available). 

Packaged D.B.B.: 120 stds. per gang day (pre-slung), 

Packaged D.B.B.: 70 stds. per gang day (shore slings), 

Bulk Fertilizers: 750 tons per day (mobile grab crane). 

Bag Fertilizers: 300 tons per gang day (shore mobile cranes). _ 

Bagged Barite: 250/300 tons per gang day (ship's gear/mobit 
crane). 

MEDICAL: Emergency facilities available at short notice local! 
Full general hospital facilities at Limerick, 25 miles distant. 
DENSITY: Variable on season and tidal conditions betweé 
1008/1020. 

FRESH WATER: Available at all berths. Quantities over 35 to® 
must be notified 24 hours in advance. 12p per ton. 

FUEL: See “Limerick”. 
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WATCHMEN: Normally crew watchmen. 

HATCHES: See “Limerick”. rit ten 

CUSTOMS ALLOWANCE: See “Limerick”. 

REPAIRS: Limerick facilities — no dry dock. 
REPATRIATION: No difficulties - Shannon Airport 40 miles. 
TIME: See “Limerick”, 

HOLIDAYS: See “Limerick”. 
POLICE/AMBULANCE/FIRE: Call local 
and request service required. 

SHORE LEAVE: No restrictions. 
AUTHORITY : Foynes Harbour Trustees. 


AGENT: See “Limerick”. Limited attendance. Tel.: Foynes 45. 


telephone operator 


b) FOYNES ISLAND — ; 
LOCATION: Cement Limited Oil Jetty is located on N.W. side of 
island. Buoyed moorings for tankers up to 60,000 tons (length 950 ft.). 
Vessels lie min. 50 ft. off pipe trestle in 50 ft. min. LWOST. 
DOCUMENTS: See “Limerick”. 

PILOTAGE: Compulsory from Scattery Island to Foynes Island 
(otherwise as Limerick). ; 

ANCHORAGE: Vessels wait at Scattery Roads or at anchor 
NE. of Foynes Island Jetty waiting daylight early flood tide for 


rthing. 
RESTRICTIONS: None for vessels up to 60,000 dwt subject day- 
light movements berthing early flood tide and departures during 
flood tide. 

Special mooring lines required: 9” Polyropylene - 8 x 120 fathoms 

4x 100 fathoms 

MAX. SIZE: A minimum depth alongside 50 ft. 
RADIO: 
VHF: 
HEALTH: 


TUGS: 

MEDICAL: No facilities on island. See “Foynes” and “Limerick”. 
TANKERS: Flexible hoses:2x8 in. passed by derrick from pipe 
trestle to ship. Connections - PCD 113 in., 8 holes. 

DENSITY: See “Foynes”. 

FRESH WATER: None available. 

FUEL: None available. 

CUSTOMS: See “Limerick”. 

REPAIRS: None except via Foynes or Limerick. 
REPATRIATION: Via Foynes. 

TIME: See “Limerick”. 

HOLIDAYS: As Limerick. Vessels normally discharge without 
regard to holidays. 

TELEPHONES: Shore ‘phone placed on board for ship's use with 
cargo hoses. Tel.: Foynes 55. 

SHORE LEAVE: Restricted to daylight hours as launch service 
only then available. No access except by launch. 

AUTHORITY: Limerick Harbour Commissioners. 


AGENT: See “Limerick”. 


See “Limerick”. 


(c) TARBERT ISLAND OIL TERMINAL 

LOCATION: Electricity Supply Board power station and Jetty 

located on N.W. shore of Tarbert Island (with road access from the 

mainland) 52.35 N, 9.21 W. Berth 48 ft. draft LWOST overall length 

oreo outer mooring dolphins 1,050 ft. with berthing face of 
t. 


DOCUMENTS: See “Limerick”. 

PILOTAGE: Compulsory from Scattery Island to Tarbert (other- 
wise as Limerick). 

ANCHORAGE: Vessels wait at Scattery Roads for daylight 
flood tide for berthing. 

RESTRICTIONS: None for vessels up to 70,000-80,000 dwt 
on suitable draft, berthing daylight flood tide, departure on flood tide 
in daylight or darkness (subject good weather). 


MAX. SIZE: The berth has 48 ft. alongside at low water. 
RADIO: 


VHF: 
HEALTH: 
TUGS: Not required. 
MEDICAL: No facilities. Nearest doctor at Glin, Co. Limerick 
(6 miles), See “Limerick”. 
TANKERS: 2, Marine Arms - 10 in. PCD 14-15/16 in. Outer diam. 
16 in., inner diam. 11 in. Holes, 12 of 3 in. dia. 
pe Variable on season and tidal conditions between 
FRESH WATER: Limited supply on special request. 
UEL: None available. Jetty head approached from shore by foot- 
Way (43 ft. wide 650 ft. long), therefore no direct access to berth 
fom shore for road transport. 
VATCHMEN : Watchmen from crew. 
erm ALLOWANCES: See “Limerick”. 
of AIRS : None locally. Nearest Limerick 40 miles distant. Difficulty 
fh ore should be noted. Stores/provisions and/or spares, except 
8 lighters, must be transported by launch from Tarbert Old Pier 


peg side to the Oil Terminal Berth and taken on board by ship's 


REPATRIATION: Via Limeri 

TIME: See “Limerick”. blk 

TEL AEAVE: No restrictions. 

AUTH NES: At jetty head. Tel.: Tarbert 30. 
ORITY : Limerick Harbour Commissioners. 

AGENT: See “Limerick”. 


See “Limerick”. 


SLIGO: 54.16 N. 08.28 W. 


DOCUMENTS: 

Crew List. 

Aliens List for other than Irish and British Ships. 

Customs Clearance from previous port. 

Health Declaration. 

Manifest. 

Surveys 109 Deck Cargo, and 107 for Grain. 

PILOTAGE: Tel. 071-73157 for Outside Pilot, Sligo 3036 for Inside 

Pilot who can be contacted on VHF Channels 12 and 16, Pilot boat 

a black yawl. Pilot boards off Raghley Head. 

ANCHORAGE: East of Wheat Rock Buoy depth 40 ft. 

RESTRICTIONS: Small vessels from half tide to two hours after 

high tide, large vessels near high tide and daylight. 

MAX. SIZE: 275 ft. long, breadth not restricted, draft 16 ft. spring 

tides 13 ft. neap tides. 

HEALTH: Home trade areas, verbal declaration, all others written 

declaration. Vessels from Great Britain automatic procedure. 

Suspected diseases inform Customs Officer or County Medical 

Officer of Health. Appropriate signals day and night. 

RADIO: Malin Head, Wick or Port Patrick Radio. 

TUGS: None. 

STEVEDORES: 24 hours notice required. Coal 500 tons per day 

for crane. Fertilisers in bags two gangs, 500 tons per 8 hour day. 

Timber 40 stds. per hatch per day. 

MEDICAL: No facilities. 

DENSITY: 1004, high tide. 

FRESH WATER: Available by hose, at 12}p ton. 

FUEL: All grades available, 24 hours notice required. 

GANGWAY/DECK WATCHMEN: Not necessary. 

OPENING/CLOSING HATCHES: By crew. 

CERTIFICATES: 

Register. 

Articles. 

Lights Dues Certificate. 

Deratisation Certificate. 

CUSTOMS ALLOWANCE: Members of crew who remain on a 

vessel during stay in port allowed to retain, under certain conditions, 

the following quantities of the undermentioned goods: 

Tobacco in any form (to cover 8 days): Master 8 oz. 200; Officers 
6 oz. 150; crew members 4 oz. 100. 

Spirits in any form (to cover 4 days) 1 pint (1 bottle each). Wine of 
any strength allowed in place of spirits at rate of one pint wine to 
$ pt. spirits. In addition, an allowance of 1 quart of beer or 1 pint of 
wine n.e. 30° per man per day. 

Members of a crew of whatever rank finally leaving vessel allowed 
take ashore, free of duty, for own personal consumption, following 
quantities of undermentioned goods, when they form whole of their 
unconsumed stores: 

(a) If from ports in Great Britain, Northern Ireland, or the Isle of 
Man, or continental ports between the Elbe and Brest (except 
vessels crossing at regular and frequent intervals): Tobacco 
in any form 4 oz. Spirits (ordinary drinkable) ¢ pint. Spirits 
(Cordials or perfumed) 4 pint. 

(b) If from any other port, double the quantities specified at (a). 

(c) Irrespective of the port from which arriving: 

IDENTIFICATION CARDS: Required. 

CONSULS: Netherlands Vice-Consul, Sligo 2622. 

REPAIRS: Welding and light repairs. 

REPATRIATION: Facilities exist. 

AIRPORT: Dublin, 135 miles away. 

TIME: GMT plus 1 hour. Reverting to GMT between October and 

March. 

HOLIDAYS: St. Patrick's Day (17th March); Easter Monday; Whit 

Monday (ist Monday in August); 25th and 26th December. Not usual 

to work on any of these days. 

POLICE/AMBULANCE/FIRE: 999. 

TELEPHONES: None available for placing on board. 

GENERAL: In North-west gales, shelter available at Killybegs 

Donegal Bay. 

SHORE LEAVE: Allowed. 

AUTHORITY: Sligo Harbour Commissioners. 


WATERFORD: 52.15 N. 07.07 W. 


DOCUMENTS: 

3 Manifests. 

1 set Bills of Lading. 

1 Crew List (aliens). 

1 Ship Stores List. 

1 Passenger List. 
PILOTAGE: Compulsory, Tel. Address ‘Dunmore Pilots” 24 hours 
ETA if possible. Tel. Dunmore East 83119. VHF call sign “Dunmore 
Pilots”. Channel 16 calling up, Channel 14 Working. 

Pilot Boat black hull with words “Pilots” in white on sides, Loca- 
tion off Dunmore East Pier. 

In event bad weather a vessel is directed to Passage East by VHF 
where a Pilot will board in smooth water. 
ANCHORAGE: Good anchorage on Eastern Shore at entrance to 
Harbour in Easterly winds. 30 ft. LWOST. 
RESTRICTIONS: Draft restricted by two bars. At Duncannon, 
a sand bar with a low water depth of 14-5 ft. The other at Cheek 
Point with low water depth 11-5 ft. 

Vessels of deeper draft await tide at Dunmore East Anchorage. 
MAX. SIZE: 450 ft. LOA normally; 475 ft. LOA by arrangement. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Draft 22 ft. neap tides; 24 ft. 6 in. spring tides. 5,000/7,000 dwt or 
10,000 dwt partly laden. 
HEALTH: Vessels fly “Q” flag, pratique given by Customs. 
Infectious diseases to be notified to Agent before arrival. 
RADIO: Messages through Land's End or Valentia Radio Stations. 
Harbour Commissioners have VHF station at Dunmore East, 
Channel 14 for calling, Channel 16 working. 
A watch is kept at the station during the following hours: 


0000 to 0100 1200 to 1300 
0400 to 0500 1600 to 1700 
0800 to 0900 2000 to 2100 
BERTHING: 
North Side 
Approx. Cargo 
Depth Handling 
Jetties Length LWOST facilities Remarks 
(m.) (ft) (m.) (ft) 
National Board& 457 150 6-09 20 Bulk oil Private 
Paper Mills discharge 
Nos. 1,2 and3 300 984 6:91 22’ 8” 2 @ 6-ton Public 
Berths 4 @ 3-ton W.H.C. 
No.1 106-68 350 Elec. portal 
No. 2 71:31 234 cranes 
No. 3 121-93 400 
Hall's 79:25 260 7-62 25 Grain elevators. Private 
Storage 200 tph. 
capacity of 
25,000 tons 
North Side (New Wharves) : 
Frank Cassin 1542 506 685 22'6” 2 @ 35-ton W.H.O. 
Wharf (Con- gantry con- Private 
tainer Wharf) tairer cranes backed by 
Container 
Compound 
New Container 10058 330 7:82 25'8" 1 @ 35-ton W.H.O. 
Berth derrick crane Public 
backed by 
Container 
Compound 
No. 4 Berth 1463 480 7:82 25'8" Proposed: W.H.O. 
2 @ 7k ton General 
grabbing 
cranes 
South Side 
Forde Wharf, 91-4 300 691 22'8 1 @ 20-ton W.H.O. 
with Roll-on/ 1 @ 6-ton Public 
roll-off terminal elec. portal 
and compound cranes 
Clyde 243-3 800 518 17 1 @ 25-ton W.H.O. 
electric Public 
derrck backed by 
container 
compound 
British 85:3 280 5-48 18 1 @ 24-ton W.H.O. 
Railways electric Public 
derrick backed by 
container 
compound 
Graves & Co. 823 270 5:48 18 Private 
timber 
wharf 


Also various Pontoons, etc., for Livestock loading. 
There are various other cranes - 10 ton mobiles, forklifts, travel-lifts 
up to 28 tons, etc., available. 

UGS: No tugs available. 
BRIDGES: Times of passing through Redmond and Suir Bridge for 
National Board and Paper Mills Berth and for vessels proceeding 
upriver to Fiddown, to be arranged by Ship's Agent. 
STEVEDORES: Agent arranges discharge upon receipt of ETA. 

Grain discharge: 1,400 tons per day (180 tons per hour). 

Coal discharge: 300 tons per gang per day. 

Sugar discharge: 800 tons per gang per shift of 8 hours. 

Fertiliser discharge: 280 tons per gang per day. 

Timber discharge: 30 standards per gang per day. 
MEDICAL: Hospital and ambulance available. Arrangements made 
by ship's Agent. 
DENSITY: 1008 at LWOST. 
FRESH WATER: Available by hose 15 tons per hour. 
FUEL: Supplies available by road tanker. 
DEVELOPMENTS: Consideration being given to deepening the 
approach channel. The extension of the deep-water berths will have 
25 ft. 8 in. alongside at low water spring tides. A roll-on/roll-off berth 
expected operational 1974. 
GANGWAY/DECK WATCHMEN: Day watchmen not necessary. 
Night watchmen at Master's wish. 
OPENING/CLOSING HATCHES: Done by crew. 
CERTIFICATES: 

Register. 

Freeboard Certificate. 

Tonnage Certificate. 

Deratisation Certificate. 

Radio Certificate. 

Life-saving Appliance Certificate, etc. 
CUSTOMS ALLOWANCE: Tobacco: Master 8 oz. Officers 6 oz. 
Crew 4 oz. Wine and/or Spirit: 1 pint spirits. 
CARGO GEAR: Not beyond ordinary Factory Act requirements. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Belgian, French, Spanish, Danish — M. Farrell & Son, 
tel. 4978. Dutch Consul - S. Morris Ltd., tel. 4300. 
REPAIRS: Minor repairs. 
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DRY DOCKS: No dry docks available. 
REPATRIATION: Facilities exist. 
AIRPORT: Dublin 100 miles, Cork 75 miles, Shannon 75 mila 
Served by regular airlines. 

TIME: GMT plus 1 hour. Reverting to GMT in winter months. 
HOLIDAYS: St. Patrick's Day; Easter Monday; August Bay 
Holiday; Christmas Day; Boxing Day. 
POLICE/AMBULANCE/FIRE: Police 4888; Ambulance 434 
Brigade 5555. 
TELEPHONES: None available for placing on board. 
SHORE LEAVE: Allowed. 

AUTHORITY: Waterford Harbour Commissioners, 


George; 
Street, Waterford. Tel. 4907. Telex none. 


El Salvador 


ACAJUTLA: 13.35 N. 89.52 W. 


DOCUMENTS: 
1 Clearance. 
4 Voyage Memorandum. 
8 Crew List. 
8 Disembarking Passengers’ List (local passengers list). 
8 Transit Passenger List. 
8 Store List. 
International Health Certificate. 
Certified Manifests. 
12 Copies of the Manifests. 
12 Copies of Bill of Lading. 
Cargo Distribution List. 
Tally Books. 
Shipmaster's report: Papers required for entering as follows: 
1L.P. 1&2 Health Form. 
Clearance from Last Port. 
4 Memorandum of Voyage. 
5 Spanish Crew Lists. 
5 Passenger Lists. 
5 Store Lists. 
2 Mail List. 
Agent distributes all papers. Agent also supplies list of papey 
for next port. 
Bond sealed. Shop not sealed. 
PILOTAGE: Compulsory. (a) Vessels requiring Pilot use Inte 
national Code Signals. (b) Pilot boards vessel at a distance betwee 
1 and 2 km. from the port, where vessel should wait with engin 
stopped. (c) Pilot ladder required for boarding. (d) Gangway ladders 
should be raised and folded, derricks and cranes inside, anchor 
ready for berthing. Pilotis equipped with walkie-talkie for commun: 
cating with tugs. 
ANCHORAGE: There is no specific anchorage area. Pilot meet 
vessel and immediately proceeds alongside. If there are no berth 
available, the vessel may anchor anywhere outside the dock. 


MAX. SIZE: 

Water 
Berth Max. Draft Vesse/ Length Depth at ML 
A-1 9 metres 152 metres 10 metres 
A-2 pW edna cf tag 12 all 
B-3 Leary Te: Us se 10, aa 
B-4 11 aa 198 - 12: on ta 
B-5 Lite TR oes 10, « =i 
B-6 9 Toe 10 toes 


Tankers: At the sea-line berth, max. draft 12 metres and ma 
length 213 metres. 

HEALTH: If there is any suspicion of illness aboard, Captain hast 
inform by radio 24 hours in advance, indicating nature of disease am 
all details. On arrival, vessel should anchor with yellow flag hoisteé 
to wait for the doctor of the port. 

RADIO: There is no special key for calling. Port VHF service! 
open 24 hours a day. Contact through Channels 16 and 27. 

Channel 27 receives on 157-35 MHz and transmits at 161-95 kHi 
Business and operation. 

Channel 16 156°8 mHz ship calling and Safety. Channel 14, working 
TUGS: Tow lines not usually used; if necessary the tug lines w) 
be used, and their charge included in the whole service. 

Three tugs, available, one 800 h.p., one 1,200 h.p., one 1,800 hs 
Tugs meet the vessels off the dock. 

BERTHING: Vessels can berth in safety at any time, day or night 

In the case of cargo vessels it should be stressed that the swe 
experienced alongside is a serious problem and Masters would ® 
well advised to make use of the shore lines offered on hire to salt 
undue wear and tear on their mooring. Vessels frequently hat 
to leave the berth because of the swell, and broken moorings # 
common. 

There are two piers: the first one called “A" consists of a bret 
water mole 763 metres long. The access mole runs for approximate! 
400 metres and has a free width of 7 metres. The pierhead whichis! 
metres wide and 310 metres long, includes a combined breakwal® 
a mooring dock (2 berth capacity) and a transit shed. This pier @ 
handle general and liquid cargo. 

The second pier called “B" (4 berth capacity) is 360 metres lom 
and has a free width of 28 metres. Products handled in this p® 
general and bulk cargo. 

MEDICAL: There are doctors in the port who attend normal cas# 
and specialists and hospitals in Sonsonate city at 20 km. (by f 
and in San Salvador, capital of the Republic, 85 kms. from the pot 
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DEVELOPMENTS : The construction of a breakwater at the end of 
existing pier head “A” will start in August 1974. The breakwater will 
extend in a N.W. direction in line with the existing pier for a distance 
of 35 metres, then change direction to the North with an angle of 
a0 degrees and extends 270 metres with a width of 18 metres. This 
breakwater will offer another berth capable of handling liquid and 
eneral cargo. , for 

CEPA intends to develop the port to provide adequate facilities for 
the handling of containers in order to attend the further increase 
inthe country's foreign trade and particularly to make provisions for 
the development of containerised berths in Central America. — 

TANKERS: Moorings at RASA (Refineria de Acajutla Sociedad 

 gnonima). This refinery is the property of Esso Standard Oil and 
Shell Petroleum Company. 

Buoy Berth: Depth of water is about 15 metres. Diameter of buoy 
fines, 2 of 25 cm. for clean products and one of 75 cm. for crude oil 
and fuel oil. There are no facilities for residue discharge. 

_ §TEVEDORES: Must be ordered 24 hours before arrival by Agent, 

confirmation by radio-telephone as to the number of gangs needed 
is always convenient. 

Aline handling gang is in constant attention all day, this gang also 

attends gangway. No charge for this service. 

Stevedores are available for nightwork. 

DENSITY : Salt water. 

FRESH WATER: Delivered by hoses. Rate approximately 40 tph, 
cost US$0.50 om metric ton. Hd Ye 
FUEL: Possible to supply diesel and Bunker “‘C" only in limited 
quantities delivered by lorries. Viscosities: Bunker “C" 175 Sec. 
Saybolt furol. Diesel 40 Sec. Saybolt universal. 

_ FIRE PRECAUTIONS: Inspection of hoses; no smoking; not 
allowed to solder or light any kind of fire; isolation of the place of 
loading and discharging operations; fire equipment to be ready. 
GANGWAY/DECK WATCHMEN: This service is done by the 
port staff free of charge. 

OPENING/CLOSING HATCHES: This work is carried out by 
stevedores. 
SHIP CERTIFICATES: 

Vessel has to carry the Ship's Register (showing the register ton- 


age). 

Derat. Certificate. 

International Health Certificate. 

Manifest Certificates. 
CUSTOMS ALLOWANCES: Customs allow to take out of the 
vessel only tobacco for personal use. Not allowed to take any wine 
or spirits out of the vessel. 
CARGO GEAR: Ship's gear used, equipment has to be in good 
state with certificates showing capacity and safety. 
IDENTIFICATION CARDS: Not required, but each member of 
crew has to be in possession of a valid passport. 
CONSULS: British Consul. In Sonsonate City there is the Consul 
of Guatemala Republic, tel. 51-0739, and in San Salvador City are 
Consulates for most countries. 
REPAIRS: Possible to do minor engine and deck repairs. Other 
repairs can be carried out in San Salvador City. Any repairs that will 
delay sailing of vessels cannot be done without previous and specific 
authorisation of the manager of the port. 
REPATRIATION: There are facilities for repatriation. 
AIRPORT: There is an airport served by regular airlines in San 
Salvador at 95 kms. from this port (by road). 
TIME: No alterations in time during the year; local time is GMT 
minus 6 hours, 
HOLIDAYS: 1stJanuary, Maundy Thursday, Good Friday and Satur- 
day, ist May, 10th May, 6th August, 15th September, 2nd November, 
25th December; the port stops working only on 1st January, Good 
Friday and 25th December. 
POLICE/AMBULANCE/FIRE: National Police (Sonsonate) tel. 
51-0838; Ambulance (Sonsonate) tel. 51-0589; Fire (CEPA, Acajutla) 
tel. 52-3000. 
TELEPHONES: No possibilities to install telephones aboard. 
GENERAL: Quarantine authorities pay strict attention to the meat 
on board and its residuum to prevent fever and it is forbidden to 
remove any kind of meat from the vessel. Berthed vessels need, 
'n case of swell, special hawsers and wires provided by the port, and 
charged to vessel. 
Pris of these lines is US$0.60 each one and for every 1,000 tons 

$s. 
SERVICES: No facilities to discharge tank-washings. 
SHORE LEAVE: Members of the crew are allowed to go ashore. 
ELAYS: The 


' There are no delays for mooring, loading and discharg- 

euelling bunkers operates slower than normal loading and 
arging. 

AUTHORITY: Comision Ejecutiva Portuaria Autonoma (CEPA); 

Avenida Cuscatlan No. 317, San Salvador, El Salvador. C.A., tel. 22- 


3166, Area Code 503. Telex 20-194. Cables: CEPA, El Salvador. 
Port tel, 52-3000. 


pel F. D. Gibson & Company, POB 242, San Salvador. Tel. 
3208. Telex 20174. Cables: “Gibson” San Salvador. 


LA LIBERTAD: 13.29 N. 89.19 W. 
DOCUMENTS: ired: 
8y Port Captainry ee 


learance from last port called. 
Crew Lists. 
Store List, 


ee 


EL SALVADOR 


1 Passengers List. In case passengers disembarking, passports 
to be countersigned by the migration delegate have to be shown. 

1 Voyage Memorandum. 

1 Manifest of Cargo from each port. 
By doctor delegate of health 

Health Certificate. 

1 Voyage Memorandum. 
By quarantine delegate 

Voyage Memorandum. 

Crew List. 

Cargo Manifest, one for each port. 
By CEPA delegate 

Voyage Memorandum. 

Crew List. 

2 Store Lists. 

Cargo Manifest (5 copies). 

Tally Books for cargo. 

Number of tons of diesel on board. 

Number of tons of water. 
By Customs delegate 

Voyage Memorandum. 

1 Crew List. 

Passengers List. 

Store List. 

Cargo Manifests countersigned by the Consuls each port of origin 

and 7 more copies for each one. 

PILOTAGE: Vessels requiring a Pilot use International Code 
signals. No official pilot service. 
ANCHORAGE: Depths of 60 ft. available. Vessels can anchor at a 
minimum distance of 1 km. from the quay. All dry cargo vessels work 
cargo at the anchorage. No quay berths available. 
HEALTH: On arrival vessel should anchor and wait visit of Port 
Authorities. Any suspected diseases should be notified 24 hours in 
advance. 
RADIO: VHF Service with transmission and receiving frequency of 
27:075 mHz. In the dock the set is 100 watts AM, transmitter/receiver 
by three channels: 

Channel 1 2163 kHz calling the tugboats. 

Channel 2 2182 kHz calling and Safety. 

Channel 3 2196 kHz calling the ships. 

In the tugs, the sets are 60 watts AM, transmitter/receiver by five 
channels: 

Channel 1 2163 kHz calling the dock. 

Channel 2 2182 kHz calling and Safety. 

Channel 3 2196 kHz calling the ships. 

Channel 4 2638 kHz calling the ships. 

Channel 5 2738 kHz calling the ships. 

The following set is a monitor to receive emergency calls: 2163 
and 2196 kHz. 
TUGS: No tugs required or available. 
STEVEDORES: 24 hours notice required to arrange gangs and 
barges. 
MEDICAL: Inform Agent as soon as possible to arrange a medical 
visit. The port has doctors to attend normal cases, and there are 
specialists and hospitals in San Salvador (capital of the Republic) 
at 35 kms. by road from this port. 
TANKERS: At Esso Standard Oil, S.A. terminal, vessels anchor 
and moor to three buoys about 900 yards South-east of the shore 
and about 1,000 yards South-south west of the pier. Pipeline extends 
from La Puntilla in a south-easterly direction. Two pipe-lines for 
discharging products to Esso Standard Oil, S.A. The end of each 
pipe-lineis marked by a metallic buoy, the cargo hoses for No, 1 and 
No, 2 pipe-lines are connected by separate chain to a “Spreader” 
which by single chain is attached to a metallic marker buoy. On the 
“Spreader” there is marked, by welding, 1 and 11 where the chains 
are attached, indicating what pipe-line they are connected to. Ship's 
crew is used in connecting and disconnecting cargo hoses. 

Vessels should moor only on high water during daylight hours; 
however, they may unmoor day or night. Launch available for mooring 
and running lines. Approach is made from the Eastward on a true 
course 270°, a marker buoy is placed temporarily at a distance of 700 
ft. seaward from end of pipelines to guide vessel in mooring opera- 
tions. The marker buoy should be passed on the inside at a distance 
of 50 ft. Port anchor should be dropped first when the end of the pier 
is in true bearing 006°. When about 7 shots of chain have run out, 
the starboard anchor should be dropped. The stern of vessel will 
swing or may be worked to Northward (starboard). A mooring line 
should be run to the port stern buoy from port side assisting in 
swinging the vessel into position. Vessel should tie up securely with 
three lines to each buoy, and anchor spread 60° with 60/76 fathoms of 
chain on each. The eyes of all lines to buoys should be well protected 
to prevent chafing on the buoys. When in position, the pipeline hose 
buoy is taken on board at the starboard side. 
DENSITY: Salt water. 
FRESH WATER: Not available. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: There is a service of watch- 
men provided by Customs. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
SHIP CERTIFICATES: 

Ship's Register. 

Derat. Certificate. 

International Health Certificates required. 
CUSTOMS ALLOWANCES: Only tobacco for personal con- 
sumption may be taken ashore. No wine or spirits to be taken ashore, 
CARGO GEAR: Vessels’ cargo gear to be in good condition with 
certificates of capacity and safety. 
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IDENTIFICATION CARDS: Not required if crew members 
possess passports. 

CONSULS: In the capital, San Salvador, 35 km. from the port, 
there are consulates for most countries. 

REPAIRS: It is not possible to have repairs. 

REPATRIATION: Facilities available. 

AIRPORT: There is an International airport served by regular air- 
lines in San Salvador, distance approximately 46 kms. from the port. 
TIME: GMT minus 6 hours. No alteration. 

HOLIDAYS: Festivals: Saturday of the Holy week, 14th April, 
10th May, 22nd June, Corpus Christi, 5th August, 12th October, 
24th October, 5th November, 7th December, 24th December, 31st 
December. Legal holidays: 1st January, Maundy Thursday and Good 
Friday, 1st May, 6th August, 15th September, 2nd November, 8th 
December, 25th December. The port is only completely out of work 
on the following days: 1st January, Good Friday and 25th December. 
POLICE/AMBULANCE/FIRE: National Police (La Libertad), 
35-3175; Ambulance (San Salvador), 21-9406; Fire (San Salvador), 
21-8661. 

TELEPHONE: It is not possible to place telephones on board. 
GENERAL: Quarantine Authorities prohibit removal of meat from 
the vessel. 

SHORE LEAVE: Crew is allowed to go ashore. 

AUTHORITY: Comision Ejecutiva Portuaria Autonoma (CEPA), 
Avenida Cuscatlan No. 317, San Salvador, El Salvador, C.A., tel. 
23-4122. Cables: CEPA, El Salvador. 


AGENT: F.D. Gibson & Co., PO Box 242, San Salvador. Tel. 21.32.08. 
Telex 20174. Cables: “Gibson”. 


LA UNION (Cutuco): 13.20 N. 87.51 W. 


DOCUMENTS: See “Acajutla”’. 

PILOTAGE: Obtained usually through Agent, can be cabled 
request to Port Captain-La Union. 

ANCHORAGE: La Union Bay - up to 34 ft. Approximately 14 Class 
Il and a large number of Class III anchorage berths are available in 
the harbour. Five Class II berths are in the vicinity of the pier in 
depths of 33 ft. to 30 ft., and approximately 9 more, in depths of 70 to 
30 ft., are just Westward of Isla Zacatillo. The first area has a mud 
bottom; the second is sandy and rocky. The large number of Class 
Ill berths are in an area Northward of the pier and in the area between 
the two anchorages providing Class II berths. The least depth in 
each of the areas is 25 ft. A large number of relatively unsheltered 
anchorage berths of all classes is available outside the harbour in 
the Gulf of Fonseca. 

RESTRICTIONS: Enter any time —- preferable on flood tide with 
draft over 24 ft. 

MAX. SIZE: Largest vessel that can be accommodated in harbour 
would occupy an anchorage berth with a minimum depth of 43 ft. 
and a diameter of 3,300 ft. Largest vessel that can be accommodated 
alongside wharf would occupy a berth with least depth of 25ft.;length 
is not a limiting factor, although a maximum 550 ft. is recommended, 
due to strong currents, 3 knots, and pressure on part of any vessel 
extending for any greater distance beyond length of wharf. 
HEALTH: Disease should be reported. Pratique necessary on each 
occasion. 

RADIO: Direct to Agents or Guarailco, San Salvador. 

TUGS: No tugs required. 

BERTHING: Berthing usually carried out on slack tides due to 
cross currents, up to 3 knots. The estimated military port capacity is 
1,800 tons of general cargo per day. Port can accommodate two 
standard-type ocean-going cargo vessels, and possibly one alterna- 
tive class T/C (small ocean-type tanker under favourable conditions) 
alongside berths, and approximately 14 ocean-type cargo vessels, 
and alargenumber of Class III (coaster-type cargo vessels) at anchor- 
age berths. Roll-on/roll-off pier, depth alongside 16 ft. LW. 
STEVEDORES: Prior advice preferable. Stevedore force consists 
of 12 gangs of up to 16 men per gang for on-board work. Similar 
gangs are available on pier, and up to 300 labourers, crane and fork- 
lift operators comprise shore gangs. 

MEDICAL: Services available — no special restrictions. 
TANKERS: Drafts 25/34 ft. fore and aft. Tankers of up to 550 ft. in 
length can be accommodated at either side of pier, where adequate 
connections of 6-8 in. and 10 in. pipe-lines are located. Largest vessel 
that can be accommodated alongside would occupy a berth with a 
least depth of 25 ft.; length is not a limiting factor, except as noted 
previously. 

FRESH WATER: Four 2 in. connections on each side; volume 
estimated at 10 tons per hour. 

FUEL: Bunkers and diesel — can be delivered when berthed. 
GANGWAY/DECK WATCHMEN: Not required - National 
Marines on guard. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCE: Not controlled, but restricted ashore. 
IDENTIFICATION CARDS: Passes for leaving ship to have 
Captain's signature. 

CONSULS: Only Nicaragua is represented. 

REPAIRS: No facilities. 

REPATRIATION: Can be arranged. 

AIRPORT: San Salvador - 120 miles away — regular airlines. 
TIME: GMT minus 6 hours. No alterations. 

HOLIDAYS: Easter Thursday, Good Friday. Port not worked only 
on those dates. 

POLICE/AMBULANCE/FIRE: In La Union —- proximate to Port. 
TELEPHONES: None available. 

SHORE LEAVE: Allowed. 
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AUTHORITY: International Railways of Central America. 


AGENTS: F. D. Gibson & Co., PO Box 242, San Salvador. Ty 
21.32.08. Telex 20174, Cables: “Gibson”. 


Ethiopia 


ASSAB: 13.01 N. 42.44 E. 


PORT LIMITS: A line drawn from Ras Gombo to the Norther 
point of Umm al Baher (Islands) to Southern point of Umm al Bahg 
then to Ras Marcanah. 
DOCUMENTS: 

5 Manifests for transit passengers and passports. 

5 Manifests for landing passengers and passports. 

5 Crew Lists. 

1 complete Crew Provisions List. 

1 Crew Personal Effects List. 

1 Store List. 

6 Cargo Manifests. 
PILOTAGE: Compulsory. Pilots take tankers in and out of g 
harbour only during day-time, Pilots embark about 1 mile N.NE 
from Northern extremity of breakwater. Commercial harbour give 
24 hr. service. Vessels calling Assab must advise agent throug 
Assab Coastal Radio Station by call sign ETC. Assab Radio Sign: 
Station is available, 
ANCHORAGES: Assab Bay provides good anchorage in 42} 
48 ft. of sand and coral bottom, good holding ground. General) 
weather in Assab can be divided into two: summer time and winty 
time weather, during summer (May-September) Northerly win 
blows with a maximum force of 3/4 BS. During winter time (Octobe. 
April) South-easterly local monsoon winds blow usually 5/6 BS by 
reaching force 7/8 BS during day time and generally drop at nigh, 
This 7/8 BS force is mainly experienced about December to Febry 


ary. 
RESTRICTIONS: There are two entrances, the North and th 
Spm oo dae the depth at the entrances is 38 ft. Least wid 

Vessels of any size enter or leave port during hours of darknes 
except tankers, and vessels carrying dangerous cargo. In thes 
cases, where vessels are carrying explosives or other dangerou 
cargoes, Agents of calling vessels must notify the Port Office 
advance of discharging and/or loading of explosives. Inflammabi 
and other highly dangerous cargoes in commercial harbour ay 
permitted from 0600 to 1800 hours local time. 

MAX. SIZE: Largest vessels which can enter commercial harbov 
800 ft. LOA, 80 ft. beam, 34 ft. draft. 

HEALTH: Quarantine and sanitation services available. Quarar 
tine officer boards arriving vessels and necessary medical clearanc 
given. 

RADIO: Coastal radio station available (a) position Latitude 13° 
24” N. (b) Longitude 42° 44’ 38” E. Coastal radio station in service f 
13 hrs. per day 0700 to 2200 hr. Call sign ETC. Transmits traffic list 
on 489 kc/s after a preliminary announcement on 500 kc/s, 30 minute 
past each odd hour starting at 0500 and ending 1700 (0530, 0730, 0991 
etc.). 

(c) Transmit traffic lists on 6509 at 0500, 0900 and 1300 and searche 
6265:5-6280:'5 between 0515-0600, 0915-1000, and 1315-1400. 

(d) Transmit traffic lists on 8618 0700, 1100 and 1500 and searche 
8354-8374 between 0715-0800, 1115-1200 and 1515-1600. 

(e) Rates shall include station charges and charge of transmissit 
over telecommunication network within Ethiopia. 

AL Od ship letter telegrams (SLT) from ships for delivery * 
ssab. 

(g) For radio telephone service. Station keeps watch and replace 
on 2182 for radio telephone service at 0615-0700, 0815-0900, 1015-110! 
1215-1300, 1415-1500, 1615-1700 and transmits traffic same hours & 
4379-3. Service hours will be extended to 24 hours. 

VHF: In the near future, VHF system will be installed in the port. 
TUGS: Tug service compulsory for ships over 300 NRT. Two tug! 
of 600 HP each, attend ships during arrival and departure and on 
salvage tug of 1,000 HP is in service. 
BERTHING: 
(a) North Half Jetty 1,620 ft. long, 36 ft. depth. 
(b) South Half Jetty. 

(i) 1115 ft. long and 33:8 ft. depth. 

(ii) 459 ft. long and 29-5 ft. depth. 
(iii) 164 ft. long and 19 ft. depth. 
(c) 2 coaster piers, each 260 ft. long 26 ft. depth. 
Fenders are excellent and protect ships from impact; harbour’ 
modern and has modern breakwater 711 metres long. Seven df 
ships and four coasters can be accommodated at a time. 
STEVEDORES: Fourteen stevedoring agencies, any kind of cary 
can be discharged and loaded. Skilled labourers and loading/d# 
charging capacity are respectively 30-15 per hour. Crane lift capac? 
30 tons. 

Normal working hours: 0700 to 1200 hours, 1600 to 1800 hous 
Work can be performed 24 hours a day including holidays. 
MEDICAL: One hospital in town and clinic in port. When sick p® 
son on board, hoist (by day) International code flag “W", (by nigh 
three lights in vertical line upper one red, and middle and lowe 
white lights. Doctor may be called on board at any time to attend s° 
crew Or passengers by arrangement with Agents. 

TANKERS: Oil harbour about 1:5 miles South-east of commer 
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harbour with draft 33 ft. Crude oil discharging terminal 500 metres 
from Southern end of breakwater open sea buoy berth - tankers of 
900 ft. length, and 36 ft. draft can be accommodated. Diameter of pipe- 
\ine for loading and discharging black products — 12 in., white pro- 
10 in. 

Sete are moored at this harbour by dropping two anchors and 
tying up two ropes from each quarter to the buoys, and one rope from 
each quarter to the dolphins. All grades of oil in bulk discharged 
into shore storage tanks from this harbour, and fuel oilis discharged 
from the Commercial Harbour. 

in Assab, the petroleum installations are of Shell Red Sea Co., and 
Mobil Oil East Africa Co. 
SALT LOADING TERMINAL: Located 1-7 miles from the Com- 
mercial Harbour, salt loading ships drawing up to 33 ft. are berthed 
at this terminal using two anchors and mooring to buoys and 
jolphins. 
DENSITY: At berths is 1-03 while the tides are negligible for all 
seasons; maximum 1 ft. 
FRESH WATER: Available. Supplied upon request by agent and 
can be delivered at 60 tons per hour. 
FUEL: All | ewe available, at commercial harbour. Advance notice 
necessary. Rate of 300 tons per hour. 
FIRE PRECAUTIONS: Modern fire brigade, 
GANGWAY/DECK WATCHMEN: Watchmen on deck necessary, 
and rate arranged as per agreement of employer and employee. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 


dores. 

CERTIFICATES: All ship's International Certificates should be 
on board. 

CUSTOMS ALLOWANCES: Tobacco, 400 cigarettes. Wine and/ 
or Spirits. One litre or bottle of spirit. 

CARGO GEAR: Different types of certified cargo handling equip- 
ment available. 

IDENTIFICATION CARDS: Needed. 

CONSULS: Only Italian Consulate in Assab, others live in Asmara 
the capital city of Eritrea, 

REPAIRS: Minor repairs can be carried out at Port Office work- 


shop. 

REPATRIATION: Possible. 

AIRPORT: 15 kilometres from Assab. Ethiopian Airlines. Five 
domestic flights per week. 

TIME: GMT plus 3 hrs. 

HOLIDAYS: See ‘‘Massawa". 

POLICE/AMBULANCE/FIRE: Port Police Tel. 60049; Hai/eselassie 
| Hospital Tel. 60119; Port Office fire brigade Tel. 60102. 

GENERAL: One modern hotel and one motel with full facilities 
available in town. 

SHORE LEAVE: Crew allowed ashore, with boarding passes. 
AUTHORITY: Ministry of Communication, Department of Marine, 
PO Box 58, Port Office, Assab, Ethiopia. Tel. 30, 67. Cable address 
“Asbour-Assab”. 

Port Address: Acajutla. Tel. 52-3000. 


AGENTS: Fili-Biga et Cie, Via Dogali, PO Box 48, Assab. Tel. 
66.00.37. Correspondence to Main Office: PO Box 1108, Asmara. 
Telex 2037 ‘Speditafrica". Cables: “Speditafrica”. 


MASSAWA: 15.37 N. 39.28 E. 


PORT LIMITS: The coastline of Gurgussum Peninsula, at 15° 39’ 
N, to a point 15° 39’ N. 30° 30’ E. to 15° 35’ N. 39° 30’ E. to the coastline 
at 15° 35’ N. 39° 26’ 50” E. 
DOCUMENTS: 

2 sets Manifests. 

2 sets Bills of Lading. 

5 Crew Lists. 

5 Passenger Lists. 

2 Stores Lists. 
APPROACHES: Through North channel and South channel. In 
channel, in direction of leading lights 243°, maximum depth 31 ft. 
(but alongside 30 ft.). Marking buoy showing a wreck in position 
approximately 200 metres South East of North breakwater. 
PILOTAGE: Pilotage is compulsory for all vessels over 100 nrt. 
Pilot section headed by a Chief Pilot and two other Pilots. 
_ There are two pilot boats. ETA should be given to Agent who will 
inform Pilot 72 hours prior to arrival. Signal tower located in port 
area contacts vessel on arrival informing Agent and Pilot, and 
romp or transmitting by Morse lamp messages to and from 
ANCHORAGES: 8 cables East of main lighthouse. Anchorage 
North of leading light not recommended. 
5 Tides. Normally the range of tide varies between 1-5 and 2-0 metres, 
pr during spring tide season the range varies up to 3:0 metres. 
none SIZE: Length 520 ft., draft 30 ft. 
bRAETH: Doctor normally boards with Pilot, but can be asked to 
rye together with Customs and Immigration while vessel on roads. 

crew members must be vaccinated against smallpox and yellow 

er and possess necessary certificates. Deratisation and other 
ealth certificates required. Deratisation cannot be effected at 
RADION but exemption certificate can be obtained. 
acl 0: Assab Radio, call sign ETC, Djibouti Radio, or Aden 
0500 ¢ may be used. Asmara Radio, call sign ETC 2, working hours 
Tues 1700 GMT. Radio-telegraphy and radio-telephone services. 

T S: Join vessel in port. Compulsory. 
b hree tugboats are available, two of 350 h.p. and the third 1,000 
*P. The smaller motor tugboats used for assistance mainly within 
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the port limits, and the deep-sea salvage motor tugboat, for salvage 
Operations, but whenever conditions demand, is also employed for 
assistance within the port. 

BERTHING: Vessels normally drop anchor before berthing. 

Commercial Harbour: Six berths, namely 1 to 6, and the overall 
distance from Berth No. 1 to Berth No. 6 is 907 metres. These berths 
normally used by vessels handling general cargo, bagged cargo and 
livestocks. Depth of water at mean low water springs (MLWS) is 
shown below: 

Berth No, 1 — 16 ft. 6 in. 

Berth No. 2 — 24 ft. 6 in. 

Berth No. 3 - 28 ft. 6 in. 

Berth No. 4 - 28 ft. 0 in. 

Berth No. 5 - 27 ft. Oin. 

Berth No. 6 - 30 ft. Oin. 

Salt Berth: This is a single berth where vessels load salt in bulk. 
The depth at the berth is 32 ft. Maximum draft 29 ft. Loading with 
the help of conveyor belt at the rate of about 300 tons per hour. 

Cement Berth: Depth 18 ft. 

American Jetty: Depth 18 ft. 

However, dredging will be carried out to accommodate vessels 
of a greater draft in the near future. 

STEVEDORES: Radio 24 hours’ notice of ETA stating number of 
gangs required. Loading discharging rates 5 tons per hour on 
general, 10/15 tons per hour on bagged cargo. 

DENSITY: 1025. 

MEDICAL: Notice should be given to Agent only when specialist 
needed. Hospital treatment available. Dental facilities available at 
Asmara, 110 km. away. 

TANKERS: AGIP, Arkiko oil station terminal: max. draft for enter- 
ing channel 29 ft. 

Total Pier, depth alongside 36 ft., max. draft 30 ft. 

FRESH WATER: Supplied alongside, Maximum rate 600 tons per 
day or by barge of 50 tons on roads. Barge can be loaded/discharged 
in eight hours. 

FUEL: Can be obtained alongside oil terminals and at Berths 5 and 
6 for heavy fuel only. Diesel can be supplied by lorries alongside. No 
bunker barge available. 

GANGWAY/DECK WATCHMEN: Compulsory when alongside. 
OPENING/CLOSING HATCHES: Normally by labourers, but 
can be done by crew. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per man. 
New allowance can be delivered after one week. Wine/Spirits: 1 
bottle of wine/spirits (opened). Wine and beer quantity necessary 
for the stay in port allowed upon reasonable request on arrival. 
IDENTIFICATION CARDS: Not needed. Immigration gives port 
entry card (without crew member's name) which must be given back 
prior to departure. In case of loss a fine is likely. 

CONSULS: Italian Vice-consulate, Box 62. Tel. 52214. Other con- 
sulates at Asmara for Belgium, France, Gt. Britain, Italy, Sudan and 
U.S.A. 

REPAIRS: Good workshops for minor engine repairs. Slipway for 
vessel up to 600 grt. 

REPATRIATION: Via Asmara. Daily flight Massawa-Asmara, 
then by international flights. Or Massawa-Asmara by road, 110 
kms., asphalt road. 

AIRPORT: 7 km. from port with daily service to Asmara. Interna- 
tional airport at Asmara 60 km. by air. 

TIME: GMT plus 3 hours. 

HOLIDAYS: All Sundays; Ethiopian New Year's Day (11th Septem- 
ber); the Feast of Finding the New Cross (27th September); the 
Coronation Day of H.M. The Emperor (2nd November); Christmas 
Day (7th January); the Feast of Epiphany (19th January); Ethiopian 
Martyr's Day (20th February); Commemoration of Battle of Adwa; 
Good Friday (one week after Catholic G.F.); Easter Monday (one 
week after Catholic G.F.); Return of H.I.M. to Addis Ababa (5th 
May); the Birthday of H.I.M. (23rd July); the Feast of Assumption 
(22nd August). 
POLICE/AMBULANCE/FIRE: Police, tel. 52425; Ambulance, 
tel. 52234-5-6; Fire Brigade, tel. 52220. 

TELEPHONES: Possible to place telephones on board. Arranged 
by Agent. 

SERVICES: Radar and gyro compass technician available, but 
special spare parts not available. 

SHORE LEAVE: Crew cannot leave vicinity of Massawa without 
special immigration permit. 

AUTHORITY: Department of Marine, Port Office, Massawa. 
P.O. Box 73. Cable: Masbour. 


AGENT: Please always address to: Asmara Head Office — Fratelli 
Biga & Company Viale Leonardo de Vinci 2/14 - Asmara PO Box 
1108. Share Company - Shipping Chartering, Stevedoring and 
Forwarding Agents (SCAC Group). Branches Massawa, Assab, 
Ababa, and Djibouti. Telegraphic “Speditafrica” Asmara. Telex 
2037 “Speditafrica" Asmara. Tel. 11.03.59-11.03.62 Asmara. Tel. 
55.21.4 Massawa. Home Tel. Shipping Advisor 13901 Asmara. 


EQUATORIAL GUINEA: (Formerly Spanish Guinea) 
ALL ENTRIES ARE SHIP'S OFFICERS REPORTS. 


REPORT NO. 1. PURSER'’S REPORTS 
MALABO: (Formerly Santa Isabella) 


Documents: 
9 Crew Lists. 
9 Passenger List (Marked ‘'done” if no passengers on board). 
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3 Customs Declaration. 

3 Stores and Provisions. 

4 Arms and Ammunition. 

1 Vaccination List (Smallpox, Cholera and Yellow Fever). 

9 Cargo Manifests. 

Stores: No stores were purchased at this port, advise top up prior 
to calling at this port. 

Mail: Advisabie to send to next big port. 
BATA: Same papers as above. No officials come out to the ship 
at this port, however, papers should be kept ready. Vessels moor 
to a buoy for discharge. 


REPORT NO. 2. SHIPMASTERS REPORT 
BATA: 01.52 N. 09.46 E. 


Roadstead with single point mooring buoy connected to the shore 
with 6 in. pipeline, 6 in. hose: (everything in a deplorable state). 
No tugs or pilots available. Master should have local knowledge 
when approaching berth in hours of darkness. Vessels are moored 
with 2 anchors forward and 2 ship's lines (plus two 8 in. shore 
lines) to the single point mooring buoy. 5 lengths of 15 metre hose 
available. Preferable stern discharge connection to be used. Max. 
pressure: 4 kg/cm*. All grades through this line. Linewash of water 
in between the different grades. There is rubber ball for cargo 
separation. 

Advice: 1. In view of the deplorable state of buoy, lines and hose, 
masters should be very careful in mooring their vessel — which has 
to be done by himself - in order not to damage same. 

2. Masters should have ships motorboat ready to run ship's lines to 
the buoy because motor launch, which is supposed to do this is 
very old and liable to breakdown at a crucial moment. 

3. Anchors should be dropped in a position S.W. of the buoy in 
order to stay well clear of the unmarked wrecks, in good holding 
ground with 4 to 5 lengths of chain. 

4. Tidal currents move the ship relative to the mooring buoy - so it 
is necessary to heave anchors tight - bearing in mind that the 
construction, etc. of the buoy is very weak. 

5. The buoy carries a light but the light does not work. Anyway 
mooring after dark is not advisable. 

Documents: Only a small customs post available here: 

1 Cargo manifest. 

1 Store Manifest. 

1 Crewlist. 

Custom allowance: No restrictions - no sealing of bonded stores. 

Shore leave; Allowed by ship's boat. 

Radio communication: None. Though there are officially coast 
radio stations in this country, they do not operate on schedule. 
Telegrams should be sent via coastal radio stations of other 
countries. No VHF. 


PUERTO MACIAS, (Puerto Nuevo): 01.49 N. 09.44 E. 


Situated about one mile south of the mouth of the Rio Ekuku. This is 
quite a new jetty - developed in 1973 - shaped like the letter “L"’, where 
the long leg of this “L" is connected to the shore and 4 dry cargo 
vessels can moor alongside the short leg in about 14 metres of 
water. Every vessel has on her off-shore side 2 mooring buoys to 
assist in mooring and unmooring. No tugs available. Though it is 
stated that a pilot is available, this information should be treated as 
unreliable. The pier is used for the discharge of general cargo and 
the loading of logs and sawn wood. According to information 
received this jetty will be made available to tankers for discharge of 
oil products. 

Documents: See ‘‘Bata’’. This new jetty falls under the jurisdiction 
of ‘‘Bata" authorities. 

Radio communication : See “Bata"’. 


REY MALABO, (formerly Santa Isabel) : 03.46 N 08.48 E. 


Situated on the Island of Macias Ngueme Biyogo (formerly 
Fernando Poo) Capital of the Republic of Equatorial Guinea. 

Documents: 

9 Crew Lists. 

3 Store manifests. 

3 Crew declarations. 

2 Lists of Arms and ammunition. 

4 Lists of Ports of Call. 

2 Passenger lists or negative. 

General: No tugs. 

Pilots: effectively none. Only a locally informed inhabitant of this 
port comes on board to inform the Master, he is equipped with a 
large scale Spanish chart of this bay, but he has no nautical know- 
ledge and he does not know how to handle a ship. 

Note; 1. Masters should bear in mind that they have to manoeuvre 
and moor the vessel themselves. 

2. In view of the continuous breakdowns (and insufficient power) of 
the mooring-launch it is absolutely necessary to have the ship's 
motor boat at stand by to run the ship's mooring-lines ashore. 

Mooring procedure: Tankerberth: old jetty (muelle viejo). The ship 
should be moored stern-to to this jetty. On entering the port with 
the lights in line starboard anchor is dropped in the middle of the 
bay and the ship has then to manoeuvre around with her own 
engines, till in line with the berth. 
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NB. Because there is very seldom anybody present at the jetty t 
accept the mooring lines (on arrival as well as on departure) th 
vessel's crew should be kept on stand by to do this job. 

Arrival/Departure : Between 0600 and 1800 hours. 

Tankers: Preferably stern discharge into a 6 in. line with 6 in 
hose. All grades through one line - Linewash with water in betwee, 
- pressure 4 kg/cm? Max. 

Dry cargo vessels: Berth at a new jetty on the West side of th 
bay. No cranes available. 

Advice: 1. Masters should be very careful when dropping the 
anchors as some vessels (Man of war) moor with their sterns ty 
the dry cargo jetty and have their anchors in the middle of the bay, 
These anchors are very easily fouled by incoming vessels anchors. 
A useful suggestion might be to put anchor buoys on the anchoy 
in order to show another incoming ship their position. 

2. Because it is quite difficult to manoeuvre a tanker around in this 
bay without any tug assistance, it should be born in mind tha 
when the wind is over force 2 manoeuvring with a sizable vess¢ 
is apt to falter, and no assistance can be expected from any quarter, 

Departure: Vessels are free to leave within mentioned houy 
without pilot. 

Radio communication : See ‘Bata’. 

Custom allowance: No limit - no sealing of bonded stores. 

Shore leave; No restrictions, but with own motor boat. 

Currency: Eq. Guinea Peseta = Spanish Peseta. 


Faroe Islands 


KLAKKSVIK;: 62.14 N, 06.35. W. 


DOCUMENTS: 

One of each: 

Crew List. 

Passenger List. 

Custom Documents (one list crew's quantity of tobacco ani 

spirits). 

Health Document. 

Manifest. 

Bill of lading. 
PILOTAGE: Not compulsory but available. Give ETA via Torshave 
radio, OXJ, one or two hours before arrival, and Pilot will meet vessel 
in Roads. International signals can always be used. VHF Channels 
16, 12, and 6 in use. 
ANCHORAGE: In Roads in 12 to 20 fathoms; good anchorage. 
RESTRICTIONS: No restrictions upon entry. 
MAX. SIZE: Up to 450 ft. length, but draft must not exceed 20 ft. 
HEALTH: Pratique usually automatic. 
RADIO: Torshavn Radio, OXJ, is only coast station in Faroe Isles. 
TUGS: No tugs available. 
BERTHING: Ships will be berthed on arrival, if ETA announced 1? 
hours before arrival. 
STEVEDORES: Ships Agent will arrange stevedores. 
me Inform doctors before arrival. Hospital facilities avail- 
able. 
TANKERS: Only small tankers, up to 2000-3000 tons can be handled 
FRESH WATER: Available from quay. 30 tons per hour. 
FUEL: Diesel oil available, usually without notice (or short notice). 
DEVELOPMENTS: Berthing place will be widened about 600 ft 
on each side of bay and permissible draft will be increased. 
GANGWAY/DECK WATCHMEN: Watchmen usually unneces: 
sary, but available if desired. 
OPENING/CLOSING HATCHES: Normally done by crew. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes. Wine and/or 
Spirits, one bottle of wine and one of spirits. 
IDENTIFICATION CARDS: Not needed. 
ee aie British, tel. 5109 and 5489; Norwegian, tel. 55018 and 

5353. 

REPAIRS: All types of deck and engine repairs possible. Slipways 
for ships up to 200 ft. length. 
REPATRIATION: Small changes in crew can usually be arranged 
and, for example, sick seamen/fishermen are often sent home, wher 
recovered, 
AIRPORT: Nearest airport on Vagoy, about 6 hours travelling 
Regular flights, 6 a week. 
TIME: GMT. Permanent. 
HOLIDAYS: Cargo work can be arranged on holidays. 
Peet of cme oy (Poh Police 5348; Ambulance 5464) 

ire 04, 
TELEPHONES: Can be arranged on board at one berthing place, 
at about 50,00 kr plus dues for conversations. 
SERVICES: Compass adjusting, day and night. 
SHORE LEAVE: Crew members allowed ashore. 
DELAYS: Normally there are none. 
AUTHORITY: The Harbour Office, Klakksvik, tel. 5081. (Harbou! 
master private 5146 if 5081 does not answer). 


AGENT: Christen Joensen, Klakksvik. Tel. 55922. 


SOERVAAG: 62.04 N. 07.18 W. 


DOCUMENTS: 

Bill of Lading 

Customs Documents (including Crew List). 

Ship's Certificate (stating size of ship). 
PILOTAGE: Ships can call Pilot via Thorshavn Radio. Pilot has 
good knowledge of local conditions. 
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ANCHORAGES: Danish Chart No. 82 - on Soervaag fjord - can be 
recommended as good. Bottom gravel. P 
RESTRICTIONS: Difference between high and low water up to 
2 metres on springtide, and up to 1 metre on neaptide. 
MAX. SIZE: Largest vessel reported in Soervaag was 12,000 dwt. 
tanker. Harbour about 150 metres long and formed with one long 
pier and another one stretching from it. Draft at pier 8 metres. Pier 
runs North-east/South-west. . ‘ 
HEALTH: Ships coming from countries having epidemic-disease 
nave to fly the flag '‘Q'’. No persons allowed connection with shore, 
pefore official doctor given free pratique. Doctor comes from Mid- 
yaag or Wesmannahavn and can be at Soervaag in $ hour. 
RADIO: Only civilian radio on Faroe Islands is Thorshavn-Radio 
(Int. call sig.: OXJ) via this radio ships can call for medical assis- 
tance and weather forecast. These two services are free. All traffic 
to Faroe Islands via Thorshavn-Radio, 
TUGS: No actual tugs can be obtained, but many small vessels 
which can be used as tugs. 
BERTHING: Captains should take care when berthing not to come 
on to East side of pier — owing to very low water. 
STEVEDORES: Arranged through A/S NI. Niclasen, Soervaag, 
or Harbour Master. 
MEDICAL: Hospital in Thorshavn with all facilities. 
TANKERS: Ordinary pier also used by tankers (draft 8 m.) size of 
joad/discharge-lines: 3 in. and 6 in. 
FRESH WATER: Ships can obtain fresh water direct from pier. 
FUEL: Marine diese! fuel; turbo-jet A1-100; gasoline-petroleum. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Captains have to make arrange- 
ment with stevedores, receivers or shippers. 
CUSTOMS ALLOWANCE: Tobacco, each crew member is 
allowed to have 200 cigarettes or 250 gm. of tobacco. Wine and/or 
Spirit, craw members not allowed any wine or spirit. Captain allowed 
2 bottles every second day. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Belgium, Finland, Greece, Iceland, Norway, Spain, 
U.K., West Germany, Brazil, France, Holland, Italy, Portugal, Sweden, 
REPAIRS: Small deck and engine repairs carried out. 
DRY DOCKS: On Skaalefiord, dry dock up to 1,500 dwt. 
REPATRIATION: Available. 
AIRPORT: Faroe Island has one airport — only 3 km from Soervaag. 
During summertime daily services to Bergen, Norway and Copen- 
hagen, and weekly services to Glasgow. 

During wintertime weekly services to above destinations. 
TIME: GMT. Permanent. 
HOLIDAYS: Same as Denmark. 
POLICE/AMBULANCE/FIRE: Police 8; Ambulance 8; Fire 4 or 46. 
TELEPHONE: Tolephones can be placed on board. 
SHORE LEAVE: Crew members are allowed ashore. 
REGULATIONS: Per ordinary regulations in Danish ports. 
Harbour dues to be paid before ship's departure. 
DELAYS: Usually none. 
AUTHORITY: Harbour Master, Soervaag, 3800 Faroe Islands. 
Tel, 7 or 46, Telegrams: Harbour Master Soervaag Faroe Islands. 


TORSHAVN: 62.00 N. 06.45 W. 


DOCUMENTS: See “'Klakksvik". 

PILOTAGE: Not compulsory. Can be obtained through Torshavn. 

Radio 2182 kHz. or Channel 16 VHF (Harbour Office). 

rp eaers: Due South of breakwater in depths about 30 

fathoms. 

MAX. SIZE: Maximum draft 25 ft. This is only restriction. 

HEALTH: Pratique usually automatic. 

RADIO: Térshavn Radio, OXu. 

TUGS: No tugs available. 

STEVEDORES: Must be arranged with the Agent. 

FRESH WATER: 100 tons per hour, by pipe-line. 

FUEL: All kinds of fuel at 100 tons per hour. 

GANGWAY/DECK WATCHMEN: Not necessary. 

OPENING/CLOSING HATCHES: By crew. 

eae ALLOWANCES: Tobacco (4 carton); wine/spirit 
ottle). 

IDENTIFICATION CARDS: Not required. 

REPAIRS: All kinds are possible. 

DRY DOCKS: Slipway for vessels up to 1,000 tons. 

REPATRIATION: Can be arranged. 

AIRPORT: Regular airlines, two hours by car from Airport. 

TIME: GMT Permanent. 

HOLIDAYS: Cargo work can be arranged on holidays. 

FOLICE/AMBULANCE/FIRE: Police, 1448; Ambulance, 3540; 

TELEPHONES: No facilities. 

SERVICES: Compass adjusting only. 

SHORE LEAVE: Allowed, 

AUTHORITY: Torshavnar Havn, Tveroyri, Vag, Saltangara, 

Kollafjord, Klakksvik. Tel. 1762-2047-1547, 


TRANGISVAAG: 61.33 N. 06.50 W. 
DOCUMENTS: 
7 —— List. 
assenger Li 
1 Bill of meres, 
PiLponded Store List. 
OTAGE: When Pilot required pre-arrange with Agent by tele- 


FiJl ISLANDS 


gram or telephone, 2 hours notice ETA wanted. Pilot boat is local 
fishing-boat, usually boarding vessel at harbour entrance. 
ANCHORAGE: Safe sheltered harbour up to 30 fathoms deep along 
the entrance transit bearing. Vessels anchor one cable off shore in 
8 fathoms, clay bottom. 

RESTRICTIONS: Vessels may enter harbour day and night. 
MAX. SIZE: Vessels may berth with draft up to 7 metres. 
HEALTH: Pratique granted if no contagious illnesses aboard and 
all arrival formalities accomplished by the boarding officials. 
RADIO: Thorshaven Radio, call signal OXJ, 24 hours service, 
listens 2482 kHz, replies and transmits traffic on 1778 kHz, traffic 
lists on 1778 kHz 35 minutes past each even hour. VHF: service: 
Channel 16 (156,80 mHz) Channel 26 (161,90 mHz). All ETA mes- 
sages, etc. must be routed through Thorshavn Radio. 

TUGS: None; if required local fishing-boats are capable to act as 


tugs. 

BERTHING: Tveraa at Northern side of fjord. Outer side of quay 

180 metres length and 20/21 ft. alongside. Innerside length 170 

metres and 15 ft. alongside. Quay is for general cargo, fish and salt. 
Harbour basin length 58 metres, depths 7 to 18 ft. alongside. 
Dreines on S. side of fjord. Quay length 89 metres. Depth along- 

side outer side 23 ft.; inner side length 43 metres depth 22 ft. 

STEVEDORES: Enable Agent to arrange gang important obtain in 

good time accurate ETA from vessel. Work normally not carried out 

on Sundays. 

MEDICAL: Advance notice to Agent preferable, good hospital 

facilities for both surgery and medicine. 

DENSITY: 1024. 

FRESH WATER: Water available at main quay, rate 50 t.p.h. 

FUEL: Diesel gas oil available, 50 t.p.h., no advance notice required. 

FUTURE PORT DEVELOPMENTS: New quay under construc- 

tion in extension of existing quay. 

GANGWAY/DECK WATCHMEN: Available, but not compulsory. 

OPENING/CLOSING HATCHES: Crew allowed open and close 

hatches. 

CUSTOMS ALLOWANCES: Each crew member allowed 200 

cigarettes or 200 grams tobacco out of Bond. Limited quantity wine 

and spirits. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Spanish Vice-Consul. 

REPAIRS: Local marine repair companies can undertake all repairs 

of general nature to deck, engines, hull, electric and radio equipment, 

etc. Slipway available for small vessels. 

REPATRIATION: May be arranged by sea or air. 

AIRPORT: (Vagar) Served by regular airlines, located 50 miles 

from Trangisvaag. 

TIME: GMT, no alterations during the year. 

HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 

Labour Day; Ascension Day; Whit Monday; Christmas Day; Second 

Christmas Day; work not carried out these days. 

POLICE/AMBULANCE/FIRE: Police tel. 10 and 53; Ambulance 

134; fire 159. 

TELEPHONES: Usually not placed aboard, but can be arranged. 

SHORE LEAVE: Allowed. 

AUTHORITY: Harbour Master, Trangisvaag, 

Islands. 


AGENT: Eyvind Mortensen, POB 38, 3880 Tvoroyri. Trongisvagur, 
Faroe Islands, Tel. 30-170, Cables “Insurance”. 


Tveroyri, Faroe 


Fiji Islands 


LAUTOKA: (Vuda Point): 17.36 S. 177.26 E. 


DOCUMENTS/HEALTH: Refer to “Suva”. 

PILOTAGE: Not compulsory at present. However, most vessels 
avail themselves of a Pilot, who boards at Navula Passage, 20 miles 
South of Lautoka. Masters should telegraph to their Agents ship's 
ETA and indicate whether they require a Pilot or not at least 24 hours 
in advance. 

Pilot boards from one of two craft: (1) 55-ft. steel launch, blue 
hull with word “‘PILOT" in large white letters, white superstructure; 
(2) 26-ft. wooden launch, white hull and superstructure, bright orange 
cabin top. 

Both vessels are equipped with RT and VHF Channels 16 and 20. 
Listening watch only when vessels are expected. Pilot normally 
boards 1 mile seaward of the passage on line of leads. In heavy seas 
it may be necessary for vessel to enter passage to enable Pilot to 
board. There is no anchorage outside the passage. 

Vessels requiring pratique should anchor approximately 1 mile to 
Westward of Vio Island in Lautoka Harbour. Pilot for those vessels 
not employing one from Navula but requiring a Pilot berthing will 
board at the quarantine anchorage above. 

ANCHORAGES: The whole of area enclosed by a circle of diame- 
ter approximately 1 mile between Vio Island and Pinder Reefs is an 
acceptable anchorage with depths ranging from 9 to 13 fathoms. 

MAX. SIZE: Minimum depth in approaches to wharf 32 ft., depth 
alongside 36 ft. Generally speaking, any vessel not exceeding 32 ft. 
draft can be accommodated. Main wharf is only 457 ft. long but 
overhangs are allowable, dolphins for mooring lines being situated 
off each end of the wharf. Range of tide approximately 5} ft. at springs 
and 3 ft. at neaps, but state of tide does not affect the foregoing. 

At Vuda Point, the tanker berth of Lautoka, tankers in the 18,000 
to 24,000 dwt. class can be handled. This is a submarine pipe-line 
installation, the ship mooring to four buoys, available depth being 
about 36 ft. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


TUGS: No tugs available. Can be obtained from Suva if necessary. 

BERTHING: Berthing and unberthing at Vuda Point only in day- 

light. Berthing at Lautoka is at discretion of Harbour Master or 

Pilot, but in normal conditions is effected at any hour of day or night. 
Berthing in Lautoka is generally effected port side to. 


Wharf Length Depth 
Queens West 457 ft. 36 ft. 
Queens North 257 ft. 24 ft. 
Queens East 400 ft. 12 ft. 
SPSM 146 ft. 32 ft. 
Kin 300 ft 6 ft. 


s , 
FUEL: Diesel fuel is available at the North and East berths on Queens 
Wharf. 

FRESH WATER: Fresh water is available at all berths. 
TANKERS: See “Max. Size". No slop discharge faciiitles. Dis- 
charge line 8 in. diameter. 

DENSITY: 1025. 

CONSULS: None. 

REPAIRS: Only comparatively minor repairs can be effected such 
as welding jobs and repairs to pumps and other auxiliaries. 
REPATRIATION: Repatriations can be effected through vessel's 
Agents. 

AIRPORT: Nadi International Airport is 16 miles from Lautoka. 
Frequent flights to all parts of the world by several major airlines 
operating through Nadi. 

TIME: GMT plus 12 hours. No alterations to clocks. 
POLICE/AMBULANCE/FIRE: Dial 000 in emergency. Police, 
60222; Ambulance, 60399; Fire, 60211. 

SERVICES: Tank-cleaning labour and labour for painting,chipping, 
etc. can be provided, but no equipment. No facilities for discharge 
of slop tanks etc. Compass adjustments can be arranged. 
AUTHORITY: Harbour Master, Marine Department, Box 316, 
Lautoka. Tel. 61229 or 61168. 


LEVUKA: 17.41 S. 178.51 E. 


DOCUMENTS: 

Goods carried in unregistered space (C.E. 148) (1 only). 

List of articles in possession of Crew, Officers and Master (1 only). 

Crew List (2 only). 

Passenger List (2 only). 

Parcel List (1 only). 

Primary Health Report (1 only). 

Special Malaria Forms (1 only). 

Vaccination Certificates (1 for each person). 

Derating Certificates (1 only). 

PILOTAGE: Pilots are arranged through Agents. 

MAX. SIZE: Length 560 ft. Max. draft 25 ft. 

HEALTH: Radio pratique may be granted when any vessel has not 
visited any malarious port and Master declares that crew and pas- 
sengers are healthy and vessel has not come from any area where 
internationally quarantinable diseases are endemic or in epidemic. 
Vessel may then enter port by day or night. On berthing, Master must 
immediately deliver to Quarantine Officer fully completed Primary 
Health Report and Derating or Derating Exemption Certificate. If 
there is any suspected case of disease or fever on board, vessel 
must be anchored at quarantine anchorage until cleared by port 
Medical Authority. Pratique is automatic if a vessel has been granted 
pratique at another port in Fiji. 

TUGS: No tug service available. 

BERTHING: Only one vessel berthing at a time. 

Berthing in Levuka is generally effected starboard side to, outside 
Queens Wharf. Both dry cargo ships and tankers use the one berth 
available for overseas shipping at Levuka. Berth length 575 ft. Depth 
18 to 34 ft. dependent on tide. 

STEVEDORES: Estimated time of arrival of any vessel and tonnage 
of cargo to be discharged should be received at least 24 hours from 
time of arrival. 
MEDICAL: Normal hospital facilities are available. Specialist 
services not available but can be arranged for within 24 hours. 
Smallpox, cholera and yellow fever valid Vaccination Certificates 
are required to be held by ship's crew and passengers except those 
coming from New Zealand, Australia, Gilbert and Ellice Islands, 
Tonga or Samoa. 
Wauton te Load and discharge lines 8 in. steel pipe. One berth 
only. 
DENSITY: 1025 oz. to 1 cubic ft. 
FRESH WATER: Available only during normal working hours, 
which is from 0600 to 1600 from Monday to Thursday, and Friday 
up to 1500. Rate of delivery of water is about 15 tons per hour. 
FUEL: Light marine diesel only — viscosity kin. at 100°F. = 3-4. 
FIRE PRECAUTIONS: Bunkering only permitted during period 
between sunrise and sunset. 
GANGWAY/DECK WATCHMEN: Services of watchman highly 
recommended to stop unauthorised persons from going on board. 
oon Cesare ots HATCHES: Normally carried out by steve- 
ores. 
CUSTOMS ALLOWANCES: All crew and officers will be issued, 
with 25 cigarettes per day. A maximum of 4 days’ allowance may 
be given at any one time. Cigars or tobacco may be taken in lieu 
of cigarettes. Master's and other officers may be allowed to keep 
in their possession small quantities of liquor. 

Daily allowances: spirits, one reputed quart to Master; beer, two 
reputed quarts to other officers; spirits, { reputed quart to other 
officers; beer, two reputed quarts to Master. 

IDENTIFICATION CARDS: Required. 
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CONSULS: None. 

REPAIRS: Minor engine repairs are possible, but deck and Majo; 
engine repairs could be carried out at Port of Suva, which is aboy 
57 miles away. 

REPATRIATION: Facilities exist for repatriation. 

AIRPORT: Is situated on island of Viti Levu and the distance jy 
about 200 miles. It is served by regular airlines (international), 
Connections twice daily from local airport, 12 miles from port. 
TIME: 12 hours ahead of GMT. 

HOLIDAYS: Working of cargo is not permitted on Sundays, Goog 
Friday and Christmas Day. Application to work on Sundays to by 
made to the Senior Collector of Customs at Ovalau. 
POLICE/AMBULANCE/FIRE: Police, 44033; Ambulance, 44015, 
Fire, 44041. 

TELEPHONES: Arrangements may be made with Postmaster fo 
installing telephone on board. 

GENERAL: Rat guards must be affixed to all shore moorings o 
cables greased when alongside to prevent the advent of rats. 
SHORE LEAVE: All crew members are allowed shore leave unless 
there is a special restriction from any Government authorities. 
DELAYS: No berthing at night (lines cleared by quarantine author 
ities). Bunkering from sunrise to sunset. No loading or dischargy 
during rain. 

AUTHORITY: Harbour Master, Levuka. Tel. 44008. 


SUVA: 18.08 S. 178.26 E. (See Plan) 


PORT LIMITS: A vessel is considered to be an “arrived vessel" 
having passed the W. Reef Beacon at the entrance to Suva Harbour, 
DOCUMENTS: 

1 Last Port of Clearance Certificate. 

1 Declaration of Nett and Unregistered Tonnage form. 

3 Passenger Lists. 

3 Crew Lists. 

3 Stores Lists (for high duty goods). 

Passenger liners are required to submit Transit Passenger Lists 

and also a letter of Guarantee from Master. 

Vaccination Certificates for Passengers and Crew. 

Deratisation Certificates. 
PILOTAGE: Arranged through vessel's Agents. 24 hours notice 
of ETA with confirmation 12 hours before arrival. Suva Harbour 
Control should be contacted on Channel 20 VHF when within VHF 
range. Pilot vessel is a white clipper bow launch with word “Pilot" 
in black on each side and will leave wharf 45 minutes before signalled 
ETA of vessel. Pilots board on leads 5 miles from front lead. Vessels 
may stand in on leads to meet pilot vessel. Vessels are advised to 
provide 2 manropes for pilot ladder which will usually be required 
on the port side. No anchorage for vessels awaiting a Pilot. 
ANCHORAGES: Safe anchorage may be found in depths of 10 
to 20 fathoms within the harbour. Holding is good, mud bottom. 
RESTRICTIONS: Vessels may enter at any time of day or night 
MAX. SIZE: No length or draft limitation for conventional vessels 
entering port. Largest vessel regularly entering is 42,000 tons. 
HEALTH: Health authorities require that vessels cable details of 
ports visited within 50 days of ETA. Radio pratique will be granted 
to vessels which are healthy and have not visited a port in a malaria 
area within 50 days. Health authorities board and inspect any vessel 
which has visited a malarial port within 50 days and will spray any 
vessel which has visited a malarial port. Authorities board froma 
launch as vessel enters harbour. Quarantine officer will sight Mar 
time Declaration of Health and Deratisation Certificate on boarding. 
No further pratique formalities are required in Fiji ports other than 
first port of entry. 
RADIO: Suva Radio, call sign 3 DP. 
TUGS: Two tugs available, one of 680 h.p. and one of 340 h.p. 
BERTHING: Vessels berth port or starboard side to King's Wha# 
or port or starboard side to Walu Bay wharf, as may be necessary, 
King’s Wharf is 1,600 ft. in length, having a least depth alongside of 
42 ft. at MLWS at the North end and 35 ft. at the South end, whilst 
Walu Bay Wharf is 600 ft. in length, having a least depth alongside 
of 31 ft. MLWS. 
Vegetable oil: Vessels loading vegetable oils berth at Walu Bay of 
N. King's Wharf. 
LPG carriers: Berth North King's Wharf or Walu Bay. 
STEVEDORES: Arranged by ship's Agents. 
MEDICAL: Advance notice of medical assistance is desirable. 
Hospital facilities available. Current international vaccination cert 
ficates required. 
TANKERS: Discharge lines 8 in. diameter. Tankers discharge @ 
King's Wharf, North and South berths. Depths alongside 42 ft 
No residue discharge facilities. 
DENSITY: Salt water, density 1025 approx. No tide effect on density. 
FRESHWATER: Available at al! berths. Delivery rate 30 tons pe 
hour per hose. 
FUEL: Furnace fuel oil, diesel fuel oil, gas oil available by prior 
arrangement through oil company. 
GANGWAY/DECK WATCHMEN: Employment of deck/gangway 
watchmen is recommended and normally provided by ship's Agents. 
OPENING/CLOSING HATCHES: Normally opened and closed 
by stevedore labour but crew may be employed at Master's discré 


tion. 

CERTIFICATES: 
Load Line. 
Certificate of Registry. 
Safety Equipment Certificate. 
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Radio Certificate. 

Deratisation Certificate. 

Maritime Declaration of Health. 
cUSTOMS ALLOWANCES: 1 oz. tobacco per man per day. 

Icohol. 

IDENTIFICATION CARDS: Not compulsory. 
CONSULS: The following countries are represented: Belgium, 
United States of America, Netherlands, France, Norway, Denmark, 
Sweden, Federal Republic of Germany, Great Britain, New Zealand, 
Australia and India. 
REPAIRS: Engine and deck repairs may be carried out at local 
machine shops. wf , 
REPATRIATION: Facilities exist for crew changes and repatria- 


AIRPORT: 15 miles to Nausori (Suva) Airport, serving Pacific 

islands on weekly basis. Numerous daily flights to Nadi International 
irport. 

TIME: Local time is 12 hours ahead of GMT. 

HOLIDAYS: New Year's Day, Christmas Day; Boxing Day (Dec. 

26th); Independence Day (Oct. 10th); Prince of Wales’ Birthday (17th 

Nov.); Queen's Birthday (14th June); August Bank Holiday (4th 

August); Good Friday; Easter Monday. Cargo is not worked on 

public holidays. ; 

POLICE/AMBULANCE/FIRE: Police, 23811; Ambulance, 23071; 

Fire, 22688; Emergency, 000 for any of the above services. 

TELEPHONES: Telephone connections to ships are provided. 

SERVICES: Compass adjusting may be carried out. 

SHORE LEAVE: Allowed. 

DELAYS: Delays are not usual except for rain during hurricane 

season from November to April. 

AUTHORITY: Fiji Marine Department, PO Box 326, Suva. Tel. 

Director, 211575; Harbour Master, 24041; Shipyard, 28818; Shipping 

Office, 25061. 


OUT PORTS OF SUVA: Customs and Pilot are embarked at 
Suva or Lautoka. 

Ellington: 17.20 S. 178.14 E. Private wharf for loading sugar and 
molasses from Raki Raki Mill. 

Lambasa: 16.26 S, 179.22 E. Open roadstead at mouth of Lambasa 
River where vessels load from lighters, sugar from S.P.S.M. Sugar 
mill, 

Naikorokoro ; North Coast of Kadavu. Anchorage for loading sawn 
timber. 

Savu Savu: 16.47 S. 179.21 E. Government wharf for local coast 
trade and anchorage for cruise vessels. 

Vatia Point: 17.25 S. 177.46 E. Private wharf for discharging explo- 
sives and fuel to gold mines. 


Finland 


EKENAS/TAMMISAARI: 59.58 N. 23.26 E. 


DOCUMENTS: 
2 Crew Lists (passengers to be included). 
1 Customs Declaration (official forms supplied by the Customs 
Authorities. 

4 Manifests. 

1 Bill of Lading. 

PILOTAGE: Pilots for Ekenas/Tammisaari applied for either at 
Hango Pilot Station by approaching Pilot Station outside Hango/ 
Hanko, where pilot boat will meet vessel right outside Pilot Station; 
or at Koverhar Pilot Station by giving ETA 2 hours ahead over VHF 
Channel 16, working frequencies Channels 6, 8, 12, 13. 

Koverhar pilot boat will meet arriving vessels at Ajax Buoy. 

Telegram addresses: Hango Pilot or Koverhar Pilot. 

MAX. SIZE: Maximum draft 15:1 ft. (4-6 metres). No other restric- 
tions. At Skogby, draft up to 24 ft. 

RADIO: Hanko Radio. Call sign OHD. 

TUGS: Normally no tugs stationed at Ekenas but can be arranged 
from nearest port. 

BERTHING: Two quays at Ekenas: “Trakajen”, length about 160 
ft.; “Stenkajen", length about 500 ft. 

“Stenkajen" is equipped with one shore crane witha lifting capacity 
Of 5,000 kg. The above shore crane is equipped with grab for lifting 
bulk cargoes such as coal, coke china-clay and ball-clay. No other 
Special equipment. 

Situated about 6 nautical miles from Ekenas is Skogby Sawmill 
Quay. Depth alongside 24 ft. Skogby Sawmill exports sawn goods, 
mainly to U.K., both packaged and loose. 

STEVEDORES: ETA to be given to Agent 1400 hours Finnish time 
on the day before arrival in order to prepare loading/discharging. 
MEDICAL: Hospital treatment can be arranged when needed. 
DENSITY: 1001. 

FRESH WATER: Fresh water is delivered to the ship's side by 
means of hose. 

FUEL: No bunkering available at Ekenas. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes permitted for each 
crew member. 1 open bottle of 2 litre wine or spirit is allowed for 
ose crew member over 18 years of age. 

RENTIFICATION CARDS: Not needed. 

Al AIRS: Minor electrical and deck repairs may be carried out. 

‘ RPORT: Nearest Airport is Helsinki Airport, situated about 

00 kms. from Ekenas. 
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FINLAND 


HOLIDAYS: On Saturdays and days preceding Church holidays, 
the eve of Independence Day, the day preceding May Day, on 
Whitsun Eve and on New Year's Eve the working day consists of 
four working hours, starting from 0700 or 0800 and lasting to 1100 
1200 resp. without break for meals. May Day, Independence Day 
(6th December), Easter Saturday, Midsummer Eve and Christmas 
Eve are considered as labour free days. 
POLICE/AMBULANCE/FIRE: Police, tel. 002; Ambulance, tel. 
13340; Fire, tel. 005. 

TELEPHONES: There are no arrangements for placing telephones 
on board the vessel but telephone calls can be made from the Harbour 
Constable's Office. 

SUPPLIES: Ship stores and provisions can be ordered from Hango 
through Agent. 

SHORE LEAVE: Shore leave allowed for crew members. 
AUTHORITY: Harbour Master, Ekorrstigen 19. 10600 Ekenas/ 
Tammisaari. Tel.: 12364. Telex: 13-121 sbrok sf. 


AGENT: See Hanko. 


HAMINA: 60.34 N. 27.11 E. 


PORT LIMITS: A vessel is considered to be an “arrived vessel” 
subject to Charter Party Terms, when arrived at roads. 
DOCUMENTS: Normally required: 

1 Crew List. 

1 Passenger List. 

3 Manifests. 

1 Bill of Lading of each consignment. 

Customs documents : 

1 Special List (personal effects). 

1 Provision List (Ship's Articles). 
Ship's papers required: 

International Tonnage Certificate. 

International Load Line Certificate. 

Certificate of Registry. 

Tonnage Dues and Ice Dues Certificates if vessel called earlier. 
PILOTAGE: Sea Pilot boards at Orrengrund, 36 miles from Hamina. 
VHF radio telephone Channel 16; pilot boat: hull red, superstructure 
yellow. Vessels coming from Eastward can take Pilot at Haapasaari 
(Asp6), but must order Pilot by radio via Coast Radio Station at 
least 6 hours before ETA Haapasaari. 

Harbour Pilotage: Harbour Pilot takes over at Roads. Harbour 
pilot boat: hull black, superstructure yellow, word Pilot painted with 
red letters. Harbour pilotage optional. 

Pssdchrbht ila Two anchorages with good holding grounds at 
Roads. 

RESTRICTIONS: Usually no restrictions. Draft 30 ft. to oil har- 
bour and 27 ft. elsewhere. Port open throughout year. 

MAX. SIZE: Draft is governing factor. No tide but prolonged 
easterly winds can cause lower water level, which must be checked 
before entering berths. 

HEALTH: Bill of Health not required. In case suspected disease or 
fever on board, doctor to be contacted, preferably via Agent by radio 
before arrival. 

RADIO: Vessels in Baltic Sea usually contact Helsinki radio/OHC, 
A1 and OHG, A3. VHF Channels 16 and 26. Vessels in Eastern part 
of Gulf of Finland contact Kotka radio/ OHF, A1 and OFU, A3. VHF 
Channels 16, 25 and 27. 

RADAR/VHF: There is no land radar service. Harbour is equipped 
with VHF radio telephone, Channels 16 and 12. 

TUGS: Join vessels at Roads. Ship's lines usually used. 
BERTHING: 


Quay Depth (ft.) Length (ft.) 

Tervasaari 1-5 13 270 
6-7 10 97 

Hailikari 13 62 

Hillo 23 345 

Kaukas 1-3 26 216 

Kaukas-Hackman 1-7 18-17 365 

Rauma-Repola 1-2 12 140 
3-4 17 150 

Enso-Gutzeit 1-3 26 240 

Hiirenkari 1-2 26 158 
3 24 110 
4-5 274 200 
Ro/Ro 26 

Roads 26 

Outer roads 29 

Paksuniemi roads 20 


Oil harbour 295 
SPECIALISED CARGO HANDLING FACILITIES: Coal and 
bulk quay has a length of 345 metres and loading depth of 23 ft.; 
five electric cranes, the lifting capacity from 5 to 6:5 tons. 

Container crane 25 tons capacity. Sawn timber quays 3-6 metres 
draft. 

Roll-on/roll-off berths 8 metres draft. 


CRANES: 
No. Capacity/Tons Type 
Hillo quay 3 5 
2 65 
Rauma-Repola quay 1 5 
21 2-15 mobile 


Hiirenkari quay 1 25 container 
STEVEDORES: ETA is expected in good time before arrival. 
MEDICAL: Advance notice helpful but not compulsory. Hospital 
facilities available at town. 
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TANKERS: Ocean-going tankers effect discharging through stern 
pipe-line. Mooring with both anchors, and stern to quay. Tankers up 
to 2,000 tons dw can discharge through side lines. Heavy oil and 
light products discharged into 10 in. line through hose of 8 in. No 
slop tank available. One tanker berth, draft 30 ft. 

DENSITY: 1003. 

FRESH WATER: Available at majority of quays; elsewhere 
supplied by boat. 

FUEL: Fuel and diesel oils available at short notice. Delivery by 
tank truck. 

GANGWAY/DECK WATCHMEN: Shore watchmen available, 
Sundays and holidays 100% extra. 

OPENING/CLOSING HATCHES: Crew close automatic hatch 
covers. Hatches to be covered manually are usually covered by 
stevedores. 

CUSTOMS ALLOWANCES: Tobacco: Master 200 cigarettes or 
200 grams tobacco. Others, 100 cigarei:tes or 100 grams tobacco. 
Wine and/or Spirit: Master, 3 bottles wine or spirits. Others, 1 bottle. 
CONSULS: Great Britain, Denmark, Holland, Norway, Sweden. 
REPAIRS: Minor repairs effected. 

REPATRIATION: There are facilities for repatriation. 
AIRPORT: Helsinki Airport, distance 145 km. Regular flights. 
TIME: Local time is GMT plus 2 hours. No alterations during year. 
HOLIDAYS: New Year's Day (Jan. 1); Epiphany (Jan. 6); Good 
Friday; Easter Monday; Labour Day (May 1); Ascension Day; Whit 
Monday; Midsummer Day; All Saints’ Day; Independence Day 
(Dec. 6); Christmas (Dec. 25 and 26). 
POLICE/AMBULANCE/FIRE: Police 002; Ambulance 41304 and 
43111; Fire 005. 

TELEPHONES: None available for placing on board. 
REGULATIONS: Regular terminal vessels have preference at 
certain berths. 

AUTHORITY: Haminan Satamakonttori, Hamina, Finland, tel. 
952-41027. 


AGENT: John Nurminen Oy, 49460 Hillo. Tel.: 952-41320. After- 
hours tel.: 952-42532. Telex: 54-17. Cables: ‘Johnurminen Hamina" 


HANKO: 59.49 N. 22.58 E. 


DOCUMENTS: 

Ship's Register. 

Crew List. 

Manifests. 

Bills of Lading. 

Provisions List. 

Health Certificate. 
PILOTAGE: Compulsory, distance from sea to port is 6 miles. 
Pilot boat painted red, arriving outside Russaré called by radio via 
Hanko Radio or by flag, sound or Morse: "G". 
ANCHORAGE: Inside Gustavsvarn. 
ee Draft 25 ft., length/breadth no restriction; no 
tide. 
RADIO: Cable Agents giving ETA via Hanko or Helsinki Radio. 
RADAR: At pilot station; service for ships entering port, contact 
by ship radio. 
TUGS: In winter time harbour tug boat helps ships to and from the 


quay. 

BERTHING: Advise Pilot. Depths at piers 19-29 ft. Quay height 
about 6 ft. above sea level. Shore fenders keep vessel about 2 ft. off 
quay. Special quays for roll-on/roll-off traffic. 


Permitted draft Length of quays 
Quay in feet metres 
Germany 22 150 
Great Mole 25 704 
Notholms 25 425 
Free harbour 25 150 
Kone Oy 20 125 railway connection and 
shore cranes 
CRANES: 
No. Capacity/tons Type 
Great Mole 1 2:5 Movable 
1 6 ” 
2 3 ” 
Germany quay 2 2-5 7 with grabs 
Notholms quay 2 25 4 
2 5 n 1 with grabs 
1 40 


Free harbour: No crane; 21 fork lift trucks available. 
STEVEDORES: Ordered by Agents. 

FRESH WATER: Delivered from shore installations at day-time. 
Rate of delivery about 20 tons per hour. 

FUEL: Delivered by rail cars only. 

DENSITY : 1005. 

WATCHMEN: Available but not compulsory. 

HATCHES: Crew allowed to open and close hatches. 
CUSTOMS ALLOWANCES: No restrictions in the Free Port, 
outside about 200 cigarettes and limited amount spirits per man. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Denmark, Iceland, Netherlands, 
Sweden. 

REPAIRS: Small repairs possible. 

TIME: Local time GMT plus two hours. 
TELEPHONE: Police 003; Fire 005; Ambulance 82228. 
AUTHORITY: Harbour Master, tel. 81201. 
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Norway, Spain, 


AGENT: John Nurminen Oy, Bulevardi 15, 10900 Hanko. Tel.: 911. 
6095. After-hours tel.; 911-81554. Telex: 13-239. Cables: “John, 
urminen Hanko”. 


HELSINKI: 60.09 N. 24.57 E. (See Plan) 


DOCUMENTS: See “Oulu”. 

PILOTAGE: Compulsory. ETA required 24 hours prior arrival. 4 
present there are two different channels available for vessels 
approaching Helsinki. 

1. Helsinki Lighthouse-Harmaja-Helsinki. Waterway leading fron 
sea via Helsinki Lighthouse, situated in Gulf of Finland off the islet 
and shoals south of the port of Helsinki at a distance of about tj 
miles may be considered as main approach. Channel navigable by 
vessels with a draft up to 9-6 m. (31 ft. 6 in.). Obtain Pilot from pil 
station at Harmaja. Vessels using main channel from Helsini 
Lighthouse should keep Harmaja Lighthouse in line with churc 
Tower of Suomelinna, bearing about 7°. The Islet of Harmaja no 
navigable without a Pilot further in than 2 miles. 

2. Porkkala-Helsinki. Fairway runs by Porkkala Lighthouse along 
the Eastern coast of Porkkala peninsula. Navigable by vessels with; 
maximum draft of 9 m. (29 ft.). Pilots obtained from Porkkala 
Ronnskar. 

Sea-pilot station: Meritullintori, tel. 631 034. Harmaja sea-pilo 
station: tel. 668 203. Harbour pilots at Harbour Office: tel. 634 308, 
ANCHORAGE: Good anchorage available outside harbour, depth 
26-30 ft. clay bottom. 

MAX. SIZE: Draft 31 ft. length 200 metres. 

HEALTH: See “Oulu”. 

DIRECTION FINDING: (Harmaja Radio Beacon) Harmaja Radio 
Beacon (frequency 298-8 kc/s) transmits: 

(a) Non-directional radio signals, with a modulation frequency o 
395 c/s. By listening to these signals with a direction finding receiver, 
equipped with frame aerial, a ship can determine her bearing to the 
beacon. 

(b) Air fog signals, given by nautophone, with a tone-height o 
300 c/s. The air fog signals are synchronized with the non-directiona 
radio signals in such a way that the distance to the radio beacon cay 
be determined by listening to both signals simultaneously. 
DEPTH OF CHANNELS: 

(1) From Porvoo via Kuggsund and Hevossalmi Canal 2:4 m. 

(2) From Porvoo to outer roads via Kalv6 and straits at Kustaan 
miekka 7:3 m. 

(3) From Pellinki to Helsinki 9:0 m. 

(4) From Helsinki Lighthouse to Helsinki 9-6 m. 

(5) From Barésund to Helsinki outer route 5:5 m. 

(6) From sea south via Porkkala 9-0 m. 

TUGS: several available: charges based upon time when tug leaves 

station berth until moment of return to same station. 

BERTHING: Port and equipment owned by Municipality of Helsinki, 

Five principal parts of port are South and West Harbours, Sornainen 

Harbour, and Herttoniemi and Laajasalo Oil Harbours. North Harbour 

serves only passenger-launch traffic to surrounding islands. 

South Harbour mainly for piece-goods traffic used by Baltic and 
North Sea traffic. Foreign passenger traffic concentrated on this 
harbour. 

West Harbour handles main part of transoceanic traffic, heavy 
goods and bulk cargoes. This part of port is Helsinki's coal harbour 
with necessary discharging equipment and coal storage facilities; 
also, silos of two flour-milling plants (Vaasan Hoyrymylly Oy an¢ 
State Granary), into which grain discharged by suction. On silo quaj 
pneumatic grain unloader owned by State Granary travels along 71m. 
long bridge alongside ship to be unloaded. Equipment is 30 m. above 
quay level and range of suction pipe 11 m. from edge of quay. Un 
loading equipment can handle 100 tons per hour. Mass export 
articles such as cellulose, paper and wood goods, loaded chiefly in 
this harbour. In West Harbour is free-zone warehouse, which offers 
same privileges as free port. 

Sornainen Harbour is timber export harbour, where timber can be 
loaded direct from railway wagon or motor truck. Technical estab- 
lishments of city located in Sornainen Harbour, and coal imports 
effected through that harbour. Technical Works and Harbour 
Authorities have 18 cranes in that harbour. 

Sornainen Harbour being reconstructed and harbour for cargo 
ferry traffic being built. 

Herttoniemi and Laajasalo form the oil harbour, where the leading 
oil companies have oil storage tanks and own piers. 

See Table opposite 

BULK HANDLING FACILITIES: Specially equipped berths fo 
handling bulk cargoes in West Harbour and Saukko coal harboul 
Berths equipped for containers or roll-on/roll-off traffic in Wes 
Harbour (40-ton container crane) and Sérnainen Harbour. 
STEVEDORES: 24 hours ETA required. Nine companies available 
of which two specialise in discharging timber and coal. 

Working hours: Weekdays, 0700-1600 and 1600-2230. Saturdays 
0700-1500. Lunch break weekdays and Saturdays 1100-1130. 
MEDICAL: Agents to be informed by radio if fever suspected. 
TANKERS: Maximum draft 31 ft. 

DENSITY: Fresh water. 

FRESH WATER: Unlimited amount available by hoses from 
Hydrants at quays. 

FUEL: All grades available; any amount at short notice. 
GANGWAY/DECK WATCHMEN: Recommended but not nece® 


sary. 

OPENING/CLOSING HATCHES: Crew/Stevedores. , 
CUSTOMS ALLOWANCES: 200 cigarettes, one bottle wine % 
spirits each man. 
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ih Harbour : 
er? Makasiini Quay 
(b) Olympia Quay 


i (a) Custom House Quay 
(6) South Branch Quay 

I! Libeck Quay 

v Keisarinluoto Quay 


vil. Linna Quay 
vill (a) Katajanokka Quay 


IX Guay for coal, gypsum etc, 


West Harbour 

| (a) Salmisaari Quay 
(b) Tammasaari Quay 
(d) ” 

ll (a) Jaalaranta Quay 


Wil (a) Saukko Quay 


\V (a) Saukonniemi Quay 
(6) ” 


VY (a) Jatkasaari Quay 


(h) " (north section) 


(h) ‘a (south section) 


(k) Sampo ‘Quay 

(/) Ocean Quay 
VI (a) Silli Quay 

(b) ” 

(c) " 
Vil 8 Hietalahti Quay 
Vill (a) Munkkisaari Quay 
(c) Hernesaari Quay 
Oy Rudus Quay 
Sorndinen Harbour: 


| Hanasaari Quay 


ll (a) Parru Quay 
(6) Ferry-berth 1 
(c) Sompa Quay 


Ill (a) Ferry-berth 2 
(6) ft 3 


IV (a) Central Pier 
Va) Railway Pier 
VI (a) New Pier 


Vil (a) Old Pier 
(b) 
VIII (a) 


Sompa Eastern Quay 


(f) Electricity Works Oil Quay 


Length 


(m.) 


2,219 


124 


2x24 
3,619 


648 


123 
150 
513 


110 
140 


75 
45 
20 
55 
77 
77 
75 
87 
399 


2,594 
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Number and type 
of crane 


Cranes for general cargo: 
Ramp 


2 portal cranes 


12 portal cranes 
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Cranes for coal: 
2 portal cranes 


Cranes for coal: 


2 bridge cranes, length 90-5 m. 
1 bridge crane, length 90:5 m. 
1 bridge crane, length 83:5 m. 


Cranes for containers: 
1 container crane for 20’-40’ 
containers 


Cranes for general cargo: 
3 half portal cranes 


PNP ONWN 


1 stationary crane 


6 portal cranes 
Ramp 


Pneumatic grain unloader 


4 portal cranes for discharing 


of coal 
1 stationary crane 


2 bridge cranes 


2 portal cranes with grab and 


hook 


Ramp, max. load 54 tons 

Cranes for general cargo: 
6 portal cranes 

Ramp 


Stern ramp, side ramp, max. 


load 120 tons 


Cranes for general cargo: 
2 portal cranes 


FINLAND 


Lifting 
capacity 
tons 


15-3 


100t/h 


3-5 


3-5 
continued overleaf 
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Depth Lifting 
Length fairway Depths Number and type capacity 
(m.) (m.) alongside (m.) of crane tons 
Lauttasaari Harbour : 
| (a) Building material quay 90 40 
(6) " 88 5-2 58 
(c) ” 35 5-2 58 
Total 213 
Herttoniemi Oil Harbour : 
Oil Harbour Pier 2x96 8-0 8-6 
Oljynpuristamo Co's Pier 100 
Elo Co's Pier 24 
Laajasalo Oil Harbour: 
Shell Co's Northern Pier 18 55 
a Southern Pier 85 
“= New Pier 32 10-0 
Esso Co's Pier 30 9-6 106 
Gulf Co's Pier 58 9-6 10-2 


IDENTIFICATION CARDS: Not needed. 

CONSULS: All! maritime countries are represented in Helsinki. 

REPAIRS: All types available. 

DRY DOCKS: Three dry docks and three floating docks, maximum 

length dry dock 465 ft. Breadth at entrance 65:5 in. depth on sill 

21 ft. 5in. Max. size floating dock length 540 ft. 4 in. max. breadth 25°5 ft. 

REPATRIATION: Available. 

Lion thd Distance to airport 25 km. Flights every day all over 
urope. 

TIME: GMT plus 2 hours. No alterations. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th January); 

Good Friday; Easter Monday; Workers’ Holiday (1st May); Ascen- 

sion Day; Whit Monday; Midsummer Day; All Saints’ Day; Indepen- 

dence Day (6th December); Christmas Day (25th December); Box- 

ing Day (26th December). 

Psy lmao ies Police 002; Ambulance 0066; 
ire 005. 

TELEPHONES: Facilities for linking up vessels to telephone net- 

work available on all of the most important quays. For the hire of a 

telephone a written contract must be signed at Harbour Office (10 

Etelaranta). Apparatus handed over to vessel by port official on duty 

for purpose, who also gives its number. Charge for aniual contract 

is 300 mks. per vessel. For short-term use charge is 12 mks. a day 

and 25 mks. a month. Charge entitles to unlimited local calls. Trunk 

calls charged for separately. 

SERVICES: Compasses are adjusted by competent adjusters 

approved by the Board of Navigation. For compass adjustment the 

port has constructed piles or buoys with direction markings. These 

appliances can be used also for radio direction-finders. 

Vessels using the compass-adjustment facilities must have on 
board a Harbour Constable, who is entitled to the same compensa- 
tion as for harbour pilotage. 

CLASSIFICATION SURVEYORS: Lloyd's Register of Shipping, 
Bureau Veritas, American Bureau of Shipping, Germanischer Lloyd, 
Det Norske Veritas. 

ICEBREAKERS: Icebreaker, Turso, length 35:5 metres, breadth 
9 m., fitted with pump and water cannon for firefighting purposes, 
and salvage pump with capacity of 500 cubic metres per hour. 
Wireless telephone: call OFPR. 

A new icebreaker is under construction and will be ready in 
January 1975. 

During ice season one of following Government icebreakers 
assigned to assist ships from open water to Harbour area and vice 
versa: 


Length Breadth 

m. m. 
Varma 86:5 21-2 
Apu 86:5 21-2 
Tarmo 84-0 20-5 
Voima 83-5 18-7 
Sampo 741 16-7 
Murtaja a . 
Karhu As - 
Sisu 65-3 14-4 


Masters should communicate with Icebreakers between January 
and March. 

DEVELOPMENTS: A new proll-on/roll-off ramp at Parru Quay 
will be ready in 1974. The fourth roll-on/roll-off ramp at West 
Harbour close to Ocean Quay ramp, will be ready in 1975. Passenger 
traffic will be extended to Katajanokka Quay due to growth of traffic 
and lack of space at Olympia Quay. 

AUTHORITY : The Harbour Office is in charge of traffic inside the 
port, pilotage in the port and the port icebreakers. The Head of the 
Harbour Office is the Captain of the Port, 10 Etelaranta, tel. 11 301/225, 
who is seconded by the Assistant Captain of the Port, address 10 
Etelaranta, tel. 11 301/224. 


AGENT: John Nurminen Oy, Snellmaninkatu 13, 00170 Helsinki 17. 
Tel.: 90-16251, 666560. After-hours tel.: 533699, 313745. Telex: 12-450 
Cables: “Johnurminen Helsinki”. 


INKOO: 60.01 N. 23.55 E. 


PILOTAGE: Pilot boards off Ronnskar Lighthouse (tel. Helsinki 
294112, telephone and VHF). Distance to Coal Harbour 18 mile 
Oil Harbour 17 miles. 
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MAX. DRAFT: Approaches: Fairway to Coal Harbour 29 ft. 6 in, 

Fairway to Oil Harbour 32 ft. 10 in. 

TUGS: Only during Winter. If required at other times must by 

ordered from Helsinki. 

Smo Coal Quay length 175 metres; depth alongside 25 # 
in. 

Paper Quay length 140 metres; depth alongside 25 ft. 6 in. 
CRANES: Two cranes of 6 tons on Coal Quay. One mobile cran: 
lifting capacity 8 tons on Paper Quay. 

DENSITY : 1004. 
FRESH WATER: Available. 
AGENT: See “Helsinki”. 


JAKOBSTAD (Alholmen): 63.42 N.22.42 E. (See Plan) 


DOCUMENTS: 

International Measurement Certificate. 

3 Manifests. 

2 Bills of Lading of each consignment. 

Customs Documents: 

1 Crew List. 

1 Special List (personal effects). 

1 Provision List (ship's articles). 

Important: \f the vessel is calling at two or more Finnish ports, 
2 of each of these lists are to be produced at the first port of call, 
PILOTAGE: VHF Channel 16, Frequency 2182. Anchorage for 
vessel awaiting a Pilot: outside the lighthouse ‘Kallan”. Pilot boal 
equipped with radar. 

ANCHORAGES: On inner roads called ‘Ado Roads", depth of 
water 28/30 ft. 

MAX. SIZE: Max. draft in the inner harbour 24 ft. 3 in. No tide. 
HEALTH: See “Oulu”. 

RADIO: Vasa Radio Station. Gamlakarleby/Kokkola VHF channel 


28. 
Kc Tugs are normally stationed in the harbour. Ship's lines to 
e used. 
BERTHING: Laukko Pier. Length 2100 metres, depth 24 ft. 3 in 
New Quay. Length 200 metres, depth 24 ft. 3 in. 
Old Quay. Length 300 metres, depth 17 ft. (inside) 19 ft. (outside). 
Kantlax, Oilport. Depth 7 metres. 
Busto Quay (roll-on/roll-off) length 160 metres, depth 24 ft. 3 in, 
Cranes. Eight mobile cranes available. 
STEVEDORES: Working time: 1st shift Monday-Saturday 0700 
1600 (meal hours 1100-1200); 2nd shift Monday-Friday 1600-2400. 
To commence loading at 0700 notice must be given latest at 1600 the 
day before, or before 1200 if commencing at 1600. 
MEDICAL: Advance notice not required. All facilities available. 
TANKERS: Vessel's draft must not exceed 24 ft. 3 in. 
DENSITY: Fresh water. 
FRESH WATER: From pipeline alongside quay. 
FUEL: Only gas oil available. 
GANGWAY/DECK WATCHMEN: Watchmen recommended. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: Derat. Certificate to be kept on board. 
CUSTOMS ALLOWANCES: Tobacco: 100 cigarettes per 3 days 
for each crew. Wine and/or Spirits: One bottle per 6 days for each 
man of 21 years age. 
IDENTITY CARDS: Not needed. 
CONSULS: Danish, tel. 10144; Norwegian 10444; Swedish 10444. 
REPAIRS: All types of repairs possible. 
DRY DOCKS: Only a small slipway. 
REPATRIATION: Crew changes can be effected. 
AIRPORT: Kronoby Airport about 30 km. from Jakobstad. Two 
flights daily. 
TIME: The local time is 2 hours later than GMT. 
HOLIDAYS: 1st and 6th January; Good Friday; Easter Eve; Easte’ 
Monday; Labour Day (1st May); Ascension Day; Midsummer Eve) 
Whit Monday; 6th December (Independence Day); 25/26th Decembé 
All Saints’ Day. 
POLICE/AMBULANCE/FIRE: Police 10039; Ambulance and Fit 
10055. 
TELEPHONES: Connection for telephone on board available. 
AUTHORITY: Harbour Master, Jakobstad. Tel. 10034. 
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AGENT: Wilkman & Lenander Ab, POB 6, SF-68601 Jakobstad, 
Finland. Telex 7516 (answer back: 7516 wilkm sf). Tel. 10148, 10278. 
A,0,; 12171, 10446. Shipbrokers, Liner Agents, Forwarding Agents. 


KASKO (KASKINEN): 62.23 N. 21.13 E. 


DOCUMENTS: 
2 Crew Lists. 
2 Customs Lists. 
2 Passenger Lists. — 
Manifest, Bill of Lading, etc. , : 
Between . edad April Iceclass Certificate required (can be 
iven in Kask6). 
PILOTAGE: Pilot boards 4 miles outside pilot station, Pilot boat 
or station can be called by radio telephone 2182 or VHF Channel 16. 
Notice is not required. Pilot can be called, day-time by flag ““G" or 
“pT", night-time by morse “PT”. ’ 
ANCHORAGE: Safe areas of anchorages, 3 miles W.S.W. of 
pilot station Salgrund, depths 15-20 metres. 
MAX. SIZE: Max. draft 8 metres. 
HEALTH: Pratique automatic. 
RADIO: Vasa Radio 
VHF: VHF Channel 16 (Salgrund Pilot). 
TUGS: nae 
RTHING: 
Deep Harbour Quay Depth 27 ft. 
Outer Harbour Quay ere Fe 
Inner Harbour Quay HGF 
Total length of quays 2,694 ft. 
DENSITY: 1004. 


STEVEDORES: Available; rates about 250-300 tons pulp per work 


ang. 

MEDICAL: Hospital available. 

FRESH WATER: Brought by truck winter-time; summer by pipe- 
line. 

FUEL: Available by tank truck. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes. Wine/ 
Spirit: 1 bottle spirit. 

CONSUL: Swedish Consul, tel. 427. 

REPAIRS: Only small repairs. 

AIRPORT: Distance to Vasa Airport 100 kilometres. Served by 
regular airlines. 

TIME: GMT plus 2 hours. 

HOLIDAYS: See “Oulu”. 

POLICE/AMBULANCE/FIRE: Police 002; Ambulance 300; Fire 005. 
TELEPHONE: Can be connected. No cost for connection. 
GENERAL: Port is the most Northern in Finland which under 
reasonable conditions can be kept open throughout winter. 
AUTHORITY: Harbour Office, Kask6. Tel. 201. 


AGENT: See “Helsinki”. 


KEMI: 65.44 N. 24.33 E. (See Plan) 


PILOTAGE: Pilot boards from pilot station at Kemi lightvessel 
VHF and radio telephone watch maintained. Pilotage distance: 
Ajos 17 miles; Veitsiluoto 22 miles. 

MAX. SIZE: Sea to Fairway at Ajos. Max. draft 10 metres. Sea to 
Fairway at Veitsiluoto. Max. draft 7-3 metres. Also see ‘'Berthing”. 
TUGS: One tug available, 450 h.p. Icebreaker tug of 3,500 h.p. 
expected to be delivered late 1975. 


BERTHING: 
Length Depth Permitted draft 
Quays: (metres) (metres) (metres) 
Oil Quay 90 10:5 10 
No. 1 210 (Berthing 7:5-8:5 7-8 
both sides) 
No, 2 315 4:7-9'5 4-9 
No, 3 185 6:0 5-3 
No. 4 168 6-0 5:3 


CRANES: Two mobile cranes, capacity 6 tons, 

FRESH WATER: Available at Quays Nos. 1 and 2. 

FUEL: Available. 

DENSITY: Fresh water. 

AUTHORITY: Harbour Master, Harbour Office, Kemi. Tel. 3611. 
Residence 3298. 


AGENT: See “Helsinki”. 


KOKKOLA: 63.50 N. 23.08 E. 


PILOTAGE: Pilot boards from pilot station at Tankar(Tel. Kokkola 
16160, radio-telephone and VHF). Distance to the port 12 miles. 

AX. DRAFT: From sea to Fairway 9:25 metres. 
TUGS: Two tugs available: 350 h.p., 1,500 h.p. 


BERTHING 
Quay Length Depth 
New Stone Pier 140 m. 24 ft. 
Oil Jetty 30 ft. 6 in. 
New Quay (South side) 323 m. 30 ft. 
_ (North side) 106 m. 26 ft. 
Industrial Port 210 m. 30 ft. 6 in. 


; d Quay 20 ft. 
eneral Cargo Quay 14 ft. 6 in. 


FINLAND 


CRANES: Two 8-ton cranes at the New Quay and eleven mobile 
cranes 3-20 tons capacity. 

FRESH WATER: Available. 

DENSITY: 1002. 


KOTKA: 60.28 N. 26.57 E. 


DOCUMENTS: 

Crew List. 

Passenger List. 

Dangerous Cargo List. 

1 copy of Cargo Manifest. 

1 copy of every B/L. 

Ship's Register. 

Ice Certificate. 

Customs Manifest for Stores, for ship and individual. 
PILOTAGE: On arrival of Orrengrund, contact Orrengrund Pilot 
by VHF. On arrival off Kotka, contact Harbour Pilot Kotka, VHF. 
Channels 11, 13, 14, 16. Depth in approaches 29 ft. 6 in. 
ANCHORAGES: Havouri roads, Kukouri roads and at the entry to 
the harbour. All 29 ft. 6 in. depths. 

MAX. SIZE: Maximum draft 29 ft. 6 in. 

HEALTH: In case of sickness on board, contact the Agents before 
entering the port. 

RADIO: Kotka radio call sign OHF. 

TUGS: Tugs normally join the vessel in the harbour entrance. Ship’s 
lines are to be used. Five tugs available, 1,650 h.p., 810 h.p., 750 h.p., 
630 h.p. and 300 h.p. 


BERTHING: 
Permitted Length 
Quay Cranes draft (ft.) (metres) 
Central harbour 8of3 tons 16-21 1,000 
2o0f35 ,, 
North quay 2o0f3 a 21-22 226 
; Sitois. a, 
Middle quay 1of60 ,, 
eh ee 21-29 540 
ACT ae 
Afore 
East quay 40f35 ,, 22-29 605 
Bulk quay 4o0f8 _,, 276 360 
(Polish quay) 
Sunila quay 1 of 6 a 20-26 160 (26°) 
WOfd2 ga5, 240 (20’) 
Inner roads 12-24 
Outer roads 25-29 
Halla, East harbour 14-23 250 
Halla, Pitkasaari 15 50 
West harbour, roads 24 
Oil harbour 29 
Super phosphate 
factory 1o0f8 tons 16-24 155 
Flour mill 1 suction 21 
elevator for 
grain 
State Railways 
oil quay 175 40 
Timber quay 12-14 280 
Ruununmaa quay 13 45 
Power plant (Mussalo) 2o0f8 tons 26 200 
Enso-Gutzeit quay 16 80 
Hietanen terminal 
harbour 29 475 


STEVEDORES: Not necessary. 
MEDICAL: Master to advise by radio Kotka on arrival if medical 
attendance required aboard. 
TANKERS: Three tanker berths, draft 29 ft. 6 in. 
DENSITY: Fresh water. 
FRESH WATER: East port and oil port are equipped with water 
pipelines, but in Sunila port only supplied by tugs. 
FUEL: All grades of fuel available. 
DEVELOPMENTS: Channel to be dredged to 10 metres. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally by the crew. 
SHIP CERTIFICATES: List of Certificates to be on board: 
Passenger Ship Safety Certificate. 
Cargo Ship Safety Construction Certificate. 
Cargo Ship Safety Equipment Certificate. 
Cargo Ship Safety Radio-telephone Certificate. 
Cargo Ship Safety Radio-telegraphy Certificate. 
Exemption Certificate. 
Nuclear Passenger Ship Safety Certificate. 
Nuclear Cargo Ship Safety Certificate. 
Derat Certificate. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or } Ib of 
other manufactured tobacco. Wine and/or Spirits: 1 bottle. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Consuls: Vice-Consuls: 
Great Britain tel. 13 140 or 11 830 Belgium tel. 11 470 
Iceland » 12178 or 12 175 Denmark » 21200 
Italy » 63100 Netherlands ,, 11 200 
Norway » 11200 Spain » 11200 
Sweden » 15 220 


Consular Agents: France tel. 21 200. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


REPAIRS: All types of repairs, except dry docking, can be carried 
out. 

DRY DOCKS: Floating dock, Owners Oy Wartsila Ab, lifting 
power of 2,500 tons, docking dim. for vessels, length 105 metres, 
beam 16:5 metres, draft 4:5 metres. 

REPATRIATION: Facilities exist. 

AIRPORT: Nearest Helsinki, 140 kilometres. 

TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day (Jan. 1st); Epiphany (Jan. 6th). 
Moving Holidays: Easter Holiday, 4 days (Sunday included); Ascen- 
sion Day, 1 day; Whitsuntide, 2 days (Sunday included) ; Midsummer 
Day, 3 days (Sunday included); All Saints Day 1 day (first Sat. of 
Nov.); Christmas Holidays (Dec. 24th-26th). Other free days: May 1st; 
Dec. 6th; Independence Day. Cargo work can be done on all above 
holidays. 

POLICE/AMBULANCE/FIRE: Police 002; Ambulance 006; Fire 
005. 


TELEPHONES: On some berths telephones placed on board. 
GENERAL: It is prohibited to let or throw any substance or refuse 
causing pollution or shoaling in the harbour area. 

SERVICES: Compass adjusting service available. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Port of Kotka, Kotka, Finland, tei. 952/11709. 


AGENT: John Nurminen Oy, Kirkkokatu 8, 48100 Kotka 10. Tel.: 
952-15320. After-hours tel.: 14066. Telex: 53-147, Cables: ‘“Johnur- 
minen Kotka"’. 


KOVERHAR: 59.52 N. 23.13 E. 


DOCUMENTS: 

Ship's Register. 

Crew List 

Manifests. 

Bills of Lading. 

Provisions List. 

Health Certificate. 

PILOTAGE: Compulsory. There are two approaches: (1) Via Ajax, 
max. draft in fairway 33 ft. Pilot arrives from pilot station at Koverhar. 
(Tel. Tammisarri 43072 or VHF.) Distance to port 11 miles. 

(2) Via Hanko, max. draft in fairway is 28 ft. Pilot arrives from pilot 
station at Hanko, Tulludden (tel. Hanko 82246, radio-telephone, VHF). 
Station has radar. Distance to port 23 miles. 

MAX. SIZE: Max. draft alongside quay 30 ft. No restrictions on 
length or breadth. No tide. 
RADIO: Cable agents giving ETA via Hanko and Helsinki Radio. 


TUGS: 

Kurt 450 h.p. Wilpas 400 h.p. 

Ingrid 700 h.p. Waija 1,850 h.p. 
BERTHING: Length 250 metres, depth 30 ft. Quay 6 ft. above sea 
level. 
CRANES: Two of 13 tons and one of 124 tons capacity. 
STEVEDORES: Ordered by Agent. 
FRESH WATER: Available, rate 20 cbm./hr. 
OPENING/CLOSING HATCHES: By crew. 
CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 
spirits per man. 
IDENTIFICATION CARDS: Not required. 
REPAIRS: Small repairs possible. 
TIME: GMT plus 2 hours. 
POLICE/AMBULANCE/FIRE: Police 002; Ambulance 12660; 
Fire 43100. 
AUTHORITIES: Harbour Master tel. 43100. 
AGENT: See “Hanko”. 


KRISTINESTAD: 62.16 N. 21.23 E. (See Plan) 


DOCUMENTS: 

Ship's Measurement Certificate. 

2 Crew Lists. 

Cargo Manifest. 

Copy Bill of Lading. 

2 Provision Lists and Tobacco Lists for Customs. 

Ice Certificate 1.12-3.4. 
PILOTAGE: Pilot boards at Hojerstein light buoy. At least 2 hours 
ETA required. Pilot boat has red painted hull, white marking L" on 
bow, and deck house yellow. Pilot station situated on Héggklubb 
Island South of Kristinestad, International pilot call signals to be 
used, also radio telephone 2182 band and VHF Channel 16. 
ANCHORAGE: Good safe holding ground off Adgrund. Depth 
ten metres. 
MAX. SIZE: For general cargo and timber, 20 ft. draft in old port. 
For tankers, 33 ft. in the oil port. 

See also “Tankers”. 
RADIO: Messages through coastal stations. Also Kristinestad 
VHF Channel 24. 
TUGS: One tug available 130 h.p. 
BERTHING: No special requirements. Pilot gives orders for 
berthing. 

Inner Wooden Quay. Length 75 metres, depth alongside 15 ft. 

Outer Stone Quay. Length 250 metres, depth alongside 20 ft. 

There are three mobile cranes of 10 tons capacity. 
STEVEDORES: Advise ETA and gangs required as stipulated in 
charter-party. Also when laytime will commence to count. Only 
timber cargoes loaded. 
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Normal working hours 0700-1600. Saturdays and days precediy 
holidays 0700-1300. 
DENSITY : 1004. 
DEVELOPMENTS: New oil port under construction on Bjorno, 
MEDICAL: Hospital facilities available. 
TANKERS: A new oil harbour will be ready 1974 at Pohjolan Voiny 
Oy, power station at Bjérnd. Depth 33 ft. = 10 metres alongside th 
oil pier. One berth for tankers. Discharge capacity with two 10 jy 
pipelines 2,500 tons/hour. Fresh water supply to tankers availabj 
from shore installation 30 t/hour. One berth for coastal tankers, dra! 
14 ft., no special requirements. 
SPECIALISED CARGO HANDLING FACILITIES: Bulk cargos 
can be discharged at quay, 4 portable cranes available. There is on 
ramp for roll-on/roll-off ships in oil harbour at Bjérné. 
FRESH WATER: Fresh water supply by shore installation, Ap 
amount available. 
FUEL: Fuel available by tank cars of about 20 tons capacity at shy 
notice. 
GANGWAY/DECK WATCHMEN: Not compulsory at Tim 
Pier. Compulsory in Oil Harbour, according to rules of Board 4 
Navigation. 
OPENING/CLOSING HATCHES: Normally carried out by crey 
but on request may be handled by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes per 6 days, per mar 
Wine/Spirit allowance: One bottle per man. 
CARGO GEAR: BOT Certificates. No additional requirements, 
IDENTIFICATION CARDS: Not required. 
CONSULS: Danish, tel. 99. 
REPAIRS: No shipyards, but welding-pipeline and electric repair 
possible. 
AIRPORT: Nearest airports in Vaasa and Pori within 100 kilo 
metres, several flights per day. 
TIME: Local time GMT plus 2 hours. 
HOLIDAYS: See “Oulu”. 
POLICE/AMBULANCE/FIRE: Police Station of Kristinestad 14 
Ambulance 60; Fire Brigade 005. 
TELEPHONE: Public telephones on the pier. 
GENERAL: Timber pier in Port of Kristinestad closed from the en 
of December to the middle of April owing to ice. Oil port will be key 
open according to the general ice situation of Gulf of Bothnia. 
SHORE LEAVE: Allowed. 
AUTHORITY: Harbour Master, Port Office, Kristinestad, tel. 4 


AGENT: See “Helsinki”. 


MANTYLUOTO, Pori (including Reposaari and 
Tahkoluoto): 61.36 N. 21.29 E. (See Plan) 


PORT LIMITS: The line between the lighthouses on Mantyluot 
and Reposaari. 
DOCUMENTS: 

Ship's Register. 

Crew List. 

Passenger List. 

Customs Documents. 

Manifests. 

Bills of Lading. 
PILOTAGE: Pilot compulsory. Telegr. address: Luotsiasemé 
Mantyluoto (Pilotstation, Mantyluoto), VHF Channel 16 or fre 
quency 2182, 24-hr. service by pilot boats from Mantyluoto pile 
station, boats red-painted, international light or sound signals 
Pilot to be taken 4 miles off Mantyluoto. In heavy fog, if required 
pilot station able to navigate vessels into harbour by radar, provide 
vessel has corresponding equipment. 
ANCHORAGES: Reposaari roads. 
RESTRICTIONS: Depths in the channels are: for Mantyluoto 
7-6 metres. For Tahkoluoto: 10 metres. For Reposaari: 3-9 metres. 
aoe SIZE: No other restrictions, but max. draft 25 ft. in Manty 
uoto. 
RADIO: Inform Agents giving ETA via Helsinkiradio, Hankoradi¢ 
or Mariehamnradio, or VHF Channel 26, Pori. 
TUGS: 4 tugs available of up to 600 h.p. Tugs normally join th 
vessel near the quays. Tugs use ship's lines. 
BERTHING: Mantyluoto: Total length of quays 2,000 metres 
24 berths, depths 3-9-8 metres. 

Tahkoluoto: One oil berth, depth alongside 31 ft. 

Reposaari/Rafso: Quay length 160 metres, depth 3-9 metres. 
CRANES: 


Capacity Reach of 
No. (tons) arm (metres) Type 
1 25 11 Stationary 
2 3 21 Movable 
2 3 16 ‘a 
2 3-5 24-15 ” 
2 5 17 * 
2 6 24 ES 
2 6 28 be 
1 30 23-30 " (container) 
1 200 5-19 Stationary 


40 19-27'5 

CARGO HANDLING FACILITIES: Three Ro/Ro berths, 30-to" 
crane able to handle containers, 200-ton crane for heavy goods. | 
STEVEDORES: The vessels receive workers in the order in whic? 
they enter the harbour. ETA advices appreciated in order to facil: 
tate arranging gangs. , 
MEDICAL: No advance notice for medical attention require 
Hospital facilities available. 


a a: a EE 
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Y¥: 1004. 
ONS WATER: Supply by shore installation. 
FUEL: All grades available. : 
GANGWAY DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: This work normally carried 
ORTIFICATES : Load Line Certificate and during winter season 
ice Dues Certificate which issued by authorities for each season. 
IDENTIFICATION CARDS: Not needed. — 
CONSULS: Vice-Consuls: Britain, tel. 939/43122; Denmark, tel. 
939/43122; Netherlands, tel. 939/43222; Norway, tel. 939/43222; Sweden, 
11141. 
AIRS : Most repairs possible. ' 
AIRPORT: Distance from airport 22 kilometres. Served regularly 
i r. 
tN VELOPMENTS: Coal quay under construction at Tahkoluoto. 
TIME: Local time 2 hours ahead of GMT. No seasonal alterations. 
AUTHORITY: Porin Kaupungin Satamalaitos, Pori. 


AGENT: John Nurminen Oy, 28880 Pori 88. Tel. (939) 43236, 43336. 
Telex 26143, Cables “Johnurminen Mantyluoto”. Tel. A.O. 23613 


and 18407. 


MARIEHAMN: 60.06 N. 19.56 E. 


DOCUMENTS: 

1 Crew List. 

1 Passenger List. 

3 Provision Lists. ¢ 

2 Special Lists (in possession each crew member - cigarettes, 

tobacco, spirit, radios, etc.). 

2 Bills of Lading. 

Registered Tonnage Certificate. f , 
PILOTAGE: Pilot arrives from station: (1) Mariehamn (Tel. Marie- 
hamn 11074 and VHF) 5 miles from the port. (2) Nyhamn (Tel. 
Mariehamn 20029, VHF and radar) 12 miles from the port. 
ANCHORAGES: Good anchorages. Inside of pilot station. - 
Mariehamn Roads max. draft of fairway from sea 29 ft. 6 in. 

MAX. SIZE: Main port - deep water quay 19 ft. 3in. See “‘Berthing”. 
RADIO: Mariehamn Radio —- cable Agents giving ETA. 

TUGS: No tugs available. 

BERTHING: Deep Water quay. Length 315 metres, depth 20 ft. 
Total length of other quays 690 metres. Average depth 18 ft. 

Power Station Pier. Depth 16 ft. Oil Pier, depth 16 ft. 5 in., max. 
length of tanker, 80 metres. 

There are two mobile cranes of 10 tons capacity. 

STEVEDORES: Ordered by Agents. ETA in good time to obtain 


gangs. 

DENSITY : 1005. 

MEDICAL: All services available. 

FRESH WATER: Most berths supplied by shore installations 

about 15 tons/hr., otherwise by truck. 

FUEL: Only diesel oil, no heavy products. 

GANGWAY/DECK WATCHMEN: Available but not necessary. 

OPENING/CLOSING HATCHES: Normally done by crew. 

CERTIFICATES: International Tonnage Certificate or National 

Tonnage Certificate. 

CUSTOMS ALLOWANCES: 200 cigarettes and limited amount 

spirits for each crew member. 

CREW IDENTIFICATION CARDS: Not needed. 

CONSULS: Denmark 11 454, Holland 12 070, Iceland 21 849, Norway 

12 050, Sweden 11 624, U.S.S.R. 11 524. 

REPAIRS: Most repairs possible. 

DRY DOCKS: Slipway for small vessels, max. about 3-400 dwt. 
Floating dock, length 117-8 m., width 28-4 m., draft 5-8 m. Able to 

dock vessels up to 6000-8000 dwt. 

AIRPORT: About 5 km., daily traffic to Stockholm and Abo. 

TIME: GMT plus 2 hrs. 

HOLIDAYS: See “Oulu”. 

POLICE/AMBULANCE/FIRE: Police 13 266; Ambulance 11 377; 

12 080; Fire 11 000. 

TELEPHONES: None available. 


NAANTALI: 60.28 N. 22.01 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Passenger List. 

Dangerous Cargo List. 

Ship's Register. 
PILOTAGE: Pilot compulsory at Uté Pilot Station. When approach- 
ing Uté communicate with VHF Channel 16, ETA, name of vessel, 
destination, draft. Change of Pilot takes place in Lohm. Harbour 
Pilots available at the port. Distance Utd-Lohm, 25 miles. Lohm- 
Naantali, 28 miles. 
ANCHORAGE: Good safe anchorage in harbour area. 
MAX. SIZE: Draft 10 metres. Fresh water. 
RADIO: Hanko Radio; Mariehamn Radio; VHF Turku 27; VHF 
Mariehamn 27; VHF Korppoo 24. 
TUGS: Tugs available. Use ship's lines. Harbour icebreaker tug 
Naantali 1,200 h.p. 


BERTHING: 
Gas quay Depth 14 ft. 
Coal & Corn quay Depth 33 ft. 
Sugar quay Depth 14 ft. 
Timber quay Depth 23 ft. 


Roll-on/roll-off facilities available. 


ee 


FINLAND 


CRANES: Two 6-ton movable cranes. One 200-ton stationary 
crane. 

STEVEDORES: Available, ordered by Agent. 

MEDICAL: Advise by radio prior arrival if medical attendance 
required aboard. 

TANKERS: Discharge lines 14 in., 24 in; loading lines 10 in., 12 in., 
18 in. Neste Oy Oil Harbour: Berth No. 1, 5.7 m.; Berth No. 2, 10.0 m.; 
Berth No. 3, 11.5 m 

DENSITY: 1007. 

FRESH WATER: Supplied by shore installations at most berths. 
FUEL: All grades available. 

FIRE PRECAUTIONS: Usual precautions. 

GANGWAY/DECK WATCHMEN: Available. Tankers compul- 


sory. 
OPENS Ra sING HATCHES: Crew allowed to open and 
close. 

CUSTOMS ALLOWANCE: 200 cigarettes and 1 bottle spirits. 
IDENTIFICATION CARDS: Not required. 

CONSULS: In Turku 17 km. away. 


Great Britain 333 344 Norway 27 922 
France 26 677 Sweden 333 344 
Greece 334 704 Soviet Union 23 362 
Honduras 303 161 


REPAIRS: Small repairs can be carried out. 

DRY DOCKS: None. 

AIRPORT: 20 km. distant. Regular service. 

TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day; 6th January; Good Friday; Easter 
Monday; Labour Day; Ascension Day; Whit Monday; Midsummer 
Day; All Saint's Day; Independence Day 6th December; Christmas 
Day; Second Christmas Day. 

POLICE/FIRE/AMBULANCE: Police 751 133; Ambulance 006; 
Fire Brigade 005. 

AUTHORITY: Harbour Master, Satamatoimisto, Naantali. Tel. 
751 662. 


AGENT: See “Turku”. 


OULU: 65.01 N. 25.28 E. (See Plan) 


PORT LIMITS: The seaward boundary of the port is drawn West 
of Oulu roads. The arriving vessel passing the Hermanni Island is 
inside the boundaries and if necessary to anchor on the roads, is 
considered to be an “‘arrived vessel”. 

Port consists of four separate parts (a) Toppila - Main Harbour. 
(b) South Harbour — Nuottasaari quay - Ore Harbour. (c) Oil Harbour 
(Vihreasaari). (d) Oritkari Quay, inc. roll-on/roll-off quay. 
DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Customs Documents, 

2 Crew Bond Declarations. 

2 Ships bond-store Lists. 

Derating Certificate. 

4 Manifests. 

2 Bills of Lading. 

Ship's register, Certificate of tonnage. 

PILOTAGE: Vessel requiring Pilot applies from Marjaniemi. Pilot 
station, lat. 65° 02’ 4” N., long. 24° 34’ E., near West point of Hailuoto 
Island. Pilots require 12 hours notice of ETA to Peltinmatala light- 
buoy (pilots) or to alternative position 3 miles North of Kelmi light- 
buoy. Pilot boat red coloured displaying usual international pilot 
signs. Pilot station equipped with HF (2182) and VHF, Channel 16, 
radar and RC. Morse signalling by light. No specific requirements 
on part of Pilots boarding, only safe pilot ladder according to rules. 
Anchorage near lightbuoy Peltinmatala, when awaiting for pilot in 
fine weather; in bad weather advisable to ride against weather and 
wind, Pilot for Oulu can also be obtained from ‘‘Kemi" lightvessel 
(lat. 65° 26’ 5” N. long. 24° 13’ 0” E.) HF, VHF, Nautofon. 
ANCHORAGE: Safe anchorage on Oulu roads. There are no safe 
anchorages West of Hailuoto Island. 

RESTRICTIONS: Day and night service, no tides. Winter season, 
contact ice-breaker 24 hours in advance on HF (2182), or VHF 
Channel 16. 

MAX. SIZE: Marjaniemi Fairway : 26 ft. Kemi Fairway : 26 ft. 

Toppila Harbour : North Quay depth 6-1 m., Hietasaari Quay, depth 
6-1 m. 

South Harbour: Oritkari Deep Water Quay, depth 9 m. Nuottasaari 
Quay depth 6-4 m. 

Oil Harbour: Depth 10 m. 

Also see “Berthing”. 

HEALTH: No special rules existing in obtaining pratique. If disease 
or fever is suspected on board report to ship's Agent; will contact 
the Health Authority for necessary arrangements. 

RADIO: Vaasa Radio (North Quarken). Close to Hailuoto Island 
call “Oulu Radio” VHF Channel 27 or Channel 24, 

RADAR/VHF: At Marjaniemi pilot station, radar range 30 miles. 
Contact with HF (2182) or VHF (Channel 16). All ice-breakers keep 
watch on frequency 2182 and VHF (16). 

TUGS: Tug optional, but for vessels over 140 metres long use is 
advisable. Tug will meet on Oulu Roads according to agreement; 
customary to use ship's lines. 

BERTHING: Toppila Harbour: Depths 18-20 ft. North Quay length 
1,000 metres. South Quay length 2,200 metres. Pulp Factory Quay 
length 200 metres. 

South Harbour; Length 320 metres. 

Oritkari Quay: Length 270 metres. 
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CRANES: 
Capacity Reach of 
No. (tons) arm (metres) Type 
South Harbour 1 5 12 Movable 
Toppila 1 6 22 Ms 
1 3 12 . 
1 5 12 oi 


1 8 26 A 
CARGO HANDLING FACILITIES: (a) Toppila harbour is 
equipped with four cranes to discharge bulk cargoes (coal, china- 
clay, potash, etc.) and with two pneumatic pipes to discharge grain. 

(6) roll-on/roll-off berth is adjacent to the Oritkari Quay in the 
South Harbour. 

(c) Oritkari Quay is built to mechanically handle paper cargoes. 
BRIDGES: No bridges. Electric cable across Toppila fairway, 50 
metres above water level. . 

STEVEDORES: 24 hour's notice of ETA to be given to Agent who 
arranges necessary gangs. 

MEDICAL: Medical attention arranged through Agent, 2-4 hours 
notice required. Good hospital facilities available. 

TANKERS: One principal tanker berth in Vihreasaari Oil Harbour. 
Discharge lines of 10, 12, 14 and 18 inches. 

DENSITY: Fresh water. 

FRESH WATER: Available at main berths and Oil Harbour from 
pipe-line, cost about 2-50 mk/ton, Elsewhere water is delivered by 
boat, cost about 6-00 mk/ton. 

FUEL: Small quantities of all grades available, delivered by lorries. 
DEVELOPMENTS: A new berth, specially constructed for mech- 
anical cargo-handling, now available. Length of first phase is 250 
metres with allowed draft of 8 metres. Hydrographic Department of 
Finnish Board of Navigation now working to open a 10 metres fair- 
way from sea to Oulu Harbour. The work to be completed 1974. 
GANGWAY/DECK WATCHMEN: Watchmen recommended. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
Stevedores will do it by order of Master and will charge as shipwork. 
CERTIFICATES: 

Nationality Certificate. 

Measuring Certificate. 

Load-line Certificate. 

Classification Certificate. 

Safety Equipment Certificate. 

Radio Safety Certificate. 

Derating Certificate. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or 200 gr. 

pipe tobacco or equal amount of cigars allowed to each member of 

crew. Wine and or/Spirit: One bottle wine or spirit allowed for each 

member of the crew. 

CARGO GEAR: Tested cargo gear to international safety regula- 

tions. Test certificates to be on board vessel. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Sweden, Norway, Denmark, 

Netherlands. 

REPAIRS: Minor deck and engine repairs carried out. Docking only 

for small tug boats. 

SERVICES: Compass adjusters and ship's cleaning. 

DRY DOCKS: One small slipway. Maximum vessels of 25 metres 

length and 8 ft. draft. 

REPATRIATION: Good facilities for effecting crew changes and to 

arrange necessary repatriation. 

AIRPORT: Oulu Airport 15 kilometres from harbour served by 

regular airlines. Six daily flights to Helsinki and six flights from 

Helsinki to Oulu with continuous connection to Kemi and Rovaniemi. 

TIME: Local time GMT plus 2 hours. 

HOLIDAYS: General holidays in Finland: New Year's Day (Janu- 

ary 1st); Epiphany (January 6th); Good Friday; Easter Monday; 

Labour Day (May 1st); Ascension Day (May 23rd); Whit Monday; 

Midsummer Day (June 22nd); All Saint's Day (November 2nd); 

Independence Day (December 6th); Christmas Day (December 25th); 

Boxing Day (December 26th). 

POLICE/AMBULANCE/FIRE: Fire 005, Reserve 006; Ambulance 

006, Reserve 005; Police 002, Reserve 003. 

TELEPHONES: A telephone connection available at Vihreasaari 

oil terminal. 

AUTHORITY: Harbour Office of Oulu. Adr. Oulu 50. Tel. 43509. 

HernOur Master, K. Heikkinen, RNR. Telegrams ‘“Satamatoimisto” 
ulu. 


Great Britain and 


PARGAS: 60.18 N. 22.18 E. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

1-2 Custom Provision Lists. 

1-2 Custom Special Lists. 

2 Passenger Lists. 

2 Copies each Bill of Loading. 

Tonnage Certificate and in special instances other regular docu- 

ments. 

PILOTAGE: On arrival at Pargas, from Gulf of Finland, from Baltic 
via Utd, from Gulf of Bothnia via Enskar, information of ETA to be 
given in good time to respective pilot stations. VHF Channel 16 for 
calling, 13 for further communication. Charge for piloting in accor- 
dance with official Finnish tariff. Harbour Pilot available, but not 
compulsory, and can be ordered through Agent or by tel. 744422/278 
direct. 
ANCHORAGES: Well sheltered and safe anchorage, immediately 
outside harbour area. 


210 


MAX. SIZE: Maximum depth both in channel and along quay 6-70, 
As regards length of quay and possibilities for a quick dispatch, it 
desirable (though not an absolute stipulation) that dischargi 
vessel be a bulk carrier with the engines aft. 
HEALTH: Free pratique automatic for all vessels, but tempora 
exceptions in and according to regulations issued by W.H.O. a 
Authorities may occur. 
RADIO: Radio-telephone contact with Agent and consigne 
shipper is obtained via Mariehamn, radio-call 2196 kHz, reply 18 
OFH; or via Hangé, radio-call 1967 kHz, reply 2649 OFO. Conta 
with VHF is ordered via Abo, Channel 26. 
TUGS: A small motor tug of 200 h.p. available. Use of tug n 
compulsory and usually not necessary. 
BERTHING: Directions to berth via nearest pilot station, Parga 
port. Quay level above water 1-2 m., dependent on berth. 

Length of quays, 800 metres. Two electric coal-dischargir 
bucket cranes and one electric conveyor belt. 
STEVEDORES: Arrangements will be made by Agent, who my 
be advised of ETA previous day to enable arrange men, trucks, e| 
MEDICAL: Medical officer available locally. Necessary examinati 
and taking of tests usually done in Abo. Regular appointment wi 
local physician can be arranged by telephone with Agent or doct 
DENSITY: Brackish water, 1002. 
FRESH WATER: Delivery from installation on quay. 
FUEL: No local supply. In case of need delivery by truck from Ab 
GANGWAY/DECK WATCHMEN: Continuous watch in harbo 
ares, 44 carried out by Authority, and no gangway watch will | 
needed. 
OPENING/CLOSING HATCHES: Must always be performed | 
crew. 
CERTIFICATES: Normally tonnage certificate only but in speci 
instances other regular ship's documents may also be needed, 
CUSTOMS ALLOWANCES: Tobacco. In accordance wi 
decision of Customs authorities. Wine and/or Spirits. In accordan 
with the decision of Customs authorities. 
IDENTIFICATION CARDS: Not required. 
CONSULS: No local consulates. Consular representatives of mai 
countries resident in Abo. 
REPAIRS: Facilities for arranging small repairs on deck and engit 
in Pargas, but usually carried out by reliable companies in Abo, 
DRY DOCKS: No local docking facilities. 
AIRPORT: Nearest airport in Abo. Distance about 25 km. 
TIME: Local time/GMT plus 2 hrs. 
HOLIDAYS: New Year's Day (1st January), Epiphany (6th January 
Good Friday, Easter Monday, Labour Day (1st May), Ascension Da 
Whit Monday, Midsummer (2 days), All Saints’ Day, Independent 
Day (6th December), Christmas (25th December). Work in harboi 
carried out during these days only under very pressing circun 
stances. 
POLICE/AMBULANCE/FIRE: Police 744048; Ambulance 74406 
Fire 005; Life-saving Corps 356595. 
TELEPHONE: No facilities for placing telephone on board. Teli 
phone available on quayside. 
SHORE LEAVE: No restrictions for crew members. 
DELAYS: Vessels dispatched in order of arrival. Usually no delay 
occur as work has generally been carried out within the time lim 
stipulated in C/P. Port activity aimed at good dispatch of vessel 
and consequently work in 2 shifts has been arranged. 
AUTHORITY: Port owned by private industry. Owners: Paraiste 
Kalkki Oy, Pargas, cable address: Pargasbolaget/Pargas, telex Ab 
62220 pkpar sf, tel. 744422/277-279. 


AGENT: See “Turku.” 


PATENIEMI: 65.06 N. 25.23 E. 


OPERATORS: Oulu Osakeyhtio Sawmill. Port used for export ¢ 
timber only, about 60,000 stds. per year. 12 km. North of Oulu. 
DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Customs Documents. 

2 Crew Bond Declarations. 

2 Ship's Bond Store Lists. 

Derating Certificate. 

4 Manifests. 

2 Bills of Lading. 

Ship's Register, Certificate of tonnage. 
PILOTAGE: Pilot station at Marjaniemi. Marjaniemi - Patenien 
40 n. miles 23 ft. depth. 
ANCHORAGES: Safe anchorage on Oulu roads. There are 0 
safe anchorages West of the Hailuoto Island. 
RESTRICTIONS: Day and night service, no tides. Winter season 
contact Ice-breaker 24 hours in advance on HF (2182), or VH 
Channel 16. 
MAX. SIZE: Only dry-cargo vessels use this terminal. Maximut 
draught 7 metres. For length no restriction. Ship of 15,400 dwt. ha’ 
entered. 
HEALTH: No special rules existing in obtaining pratique. If fevé 
or disease suspected on board to be reported to ship's Agent, hi 
will contact Health Authority for necessary arrangements. 
RADIO: “Vaasa Radio” (North Quarken). Approaching Oulu con 
tact Agent through “Vaasa Radio". Close to Hailuoto Island cal 
“Oulu Radio" VHF station, Channel 27. 
RADAR/VHF: At Marjaniemi Pilot station, radar range 30 miles 
Contact with HF (2182) or VHF (Channel 16). All ice-breakers kee 
watch on frequency 2182 and VHF (16). 
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TUGS: Tug optional, but for vessels over 140 metres length the use 
ig advisable. Tug will meet on Oulu Roads, according to agreement. 
Customary to use ship's lines. ‘ } 

BERTHING: Pier extends for 910 m. enabling 13 vessels of medium 
size to load simultaneously at quay. Depth at quays is from 20 to 


a TEVEDORES: 24 hours notice of ETA to be given to Agent, who 
arranges necessary gangs. | 
MEDICAL: Medical attention arranged through Agent. 2-4 hours 
notice required. Good hospital facilities available. 
DENSITY : Fresh water. y 
FRESH WATER: Available at main berths delivered by boat. — 
FUEL: Small quantities of all grades available, delivered by lorries. 
FIRE PRECAUTIONS: Smoking prohibited in timberyards. 
GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 

tevedores will do it by order of Master and will charge as ship work. 
CERTIFICATES: 

Nationality Certificate. 

Measuring Certificate. 

Load Line Certificate. 

Classification Certificate. 

Safety Equipment Certificate. 

Radio Safety Certificate. 

Derating Certificate. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes or 200 gr. 
pipe tobacco or equal amount of cigars allowed to each member of 
crew. Wine and or/Spirit: One bottle wine or spirits is allowed for 
each member of the crew. 
CARGO GEAR: Tested cargo gear to international safety regula- 
tions. Test certificates to be on board. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: British, Danish, French, Dutch, Norwegian and 
Swedish Vice-Consuls at Oulu. 
SERVICES: Compass adjusters and ship's cleaning (no tank- 


washing). 

REPATRIATION: Good facilities for effecting crew changes and 

to arrange necessary repatriations. 

AIRPORT: Oulu Airport 15 kilometres from harbour served by 

regular airlines. Six daily flights to Helsinki and six flights from 
Helsinki to Oulu with continuous connection to Kemi and Rovaniemi. 
TIME: Local time GMT plus 2 hours. 

HOLIDAYS: General holidays in Finland: New Year's Day (Janu- 

ary 1st); Epiphany (January 6th); Good Friday; Easter Monday; 
Labour Day (May 1st); Ascension Day (May 23rd); Whit Monday; 
Midsummer Day (June 22nd); All Saints’ Day (November 2nd); 

Independence Day (December 6th); Christmas Day (December 

25th); Boxing Day (December 26th). 

POLICE/AMBULANCE/FIRE: Fire 005, Reserve 006; Ambulance 

006, Reserve 005; Police tel. 002, Reserve 003. 

REGULATIONS: Oil pollution strictly prohibited. Considerable 

timber lying in water and damages are ship's responsibility. 
SHORE LEAVE: Crew members allowed ashore without restric- 

tions. 

AUTHORITY: Harbour Office of Oulu. Adr. Oulu 50. Tel. 43509. 

te Master K. Heikkinen, RNR. Telegrams ‘“Satamatoimisto” 
ulu, 


AGENT: See “Helsinki” 


PORKKALA: 60.05 N. 24.23 E. 


DOCUMENTS: and all general information, refer to ‘‘Helsinki". 
PILOTAGE: A Pilot can be obtained from the pilot station of 
Ronnskar or Porkkala, except for the shallowest fairway, for which 
the Pilot can be obtained from another pilot station. 
APPROACHES: There are four official ship routes leading to the 
port of Porkkala of Suomen Sokeri Osakeyhtié, the deepest one of 
which is 9-2 metres (30 ft.) and the shallowest one is 5:5 metres (18 ft.). 
_ The port does not have an ice-breaker of its own and the fairway 
is kept open by means of the State's ice-breakers. 

CLEARANCE: The customs formalities of the port are attended to 
by the Custom House of Helsinki. 

TUGS: A tug-boat can be ordered either from Helsinki or from the 
port of Inkoo, 

BERTHING: The port of Porkkala is owned by Suomen Sokeri and 
itis located at Kantvik. Directly in the vicinity of the port there is the 
factory of Suomen Sokeri Osakeyhtio (sugar mill). 

The port basin has two parts. The outer part of the pier is 110 
metres long and it can be used by vessels with a draft up to 
92 metres (30 ft. 2 in.). The inner part of the pier is 50 metres long 
and it can be used by vessels with a draft up to 5-3 metres (17 ft. 4 in.). 
The fairway of the port basin is 120 metres wide, narrowing up at 
its end to 76:5 metres. 
on quay (at the south bank of Kantvik bay): length 60 m., draft 

11 in. 
FRESH WATER: There is a water post for vessels, as well as 


sebution of electric current and connection facilities for tele- 
nes. 


DENSITY: 1004. 

: SHIPMASTER'S REPORT: The sugar discharging berth for 
orkkala is at Kantvik, situated in lat. 60° 05’ N., long. 24° 23)’ E., 
about 21’ West of Helsinki. 

nae Pilot for the port is embarked at the position indicated on 

uett Admiralty Chart No. 2331, 115° 34 miles from Porkkala 

ighthouse. From there to the berth is 12 miles and the passage 
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presents no difficulties. It is well lit, and there is ample water. The 
least depth recorded was 31 ft. and that was alongside the berth. 
There is a powerful tug for assisting in berthing and unberthing. 

The discharging berth, alongside which vessels lie port side to, is 
modern and well fendered. It is sheltered from most directions. 
Unfortunately, the berth is short for a 500 ft. vessel, and additional 
moorings have to be placed from amidships. 

There is only one crane on the berth and, to work either of the end 
hatches a shift would be necessary. Work was continuous while 
the vessel discharged her part cargo at Kantvik, and an outturn 
rate of 100 tons/hour was achieved. 

Fresh water is readily available from the Jetty, and presumably, 
fuel could be obtained by lighter from Helsinki. Telephones in the 
dock offices are available for official use. 

There is a bus service to and from Helsinki, the journey taking 
about 40 minutes. 

AUTHORITY: Suomen Sokeri Oy, Kirkkonummi, Kantvik 02460, 
Tel. 295 131. 


AGENT: See “Helsinki” 


PORVOO (Skoldvik) : 60.18 N. 25.33 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

2 Crews Personal Effects Lists. 

2 Stores Lists. 

4 Cargo Manifests. 

2 Bills of Lading. 

Derat Certificate or exemption. 

Ship's Register. 

Tonnage Certificate. 
PILOTAGE: Pilots (2) board 2 miles West of Kallbadagrund’s 
lighthouse (60.01 N. 25.34 E.). Pilot station at Emasalo. When 
approaching communicate with Pilot on VHF Channel 16. 
RESTRICTIONS: Vessels over 40 ft. draft are restricted by depth 
in Great Belt Channel, entrance to the Baltic where depth is 43 ft. 
Otherwise approaches to Porvoo are 44 ft. depth. In bad winter, port 
may be closed by ice between January and April although normally 
kept open by icebreakers. 
MAX. SIZE: Up to 140,000 dwt. Max. draft 45 ft. (13-5 m.). 
HEALTH: Bill of Health not required. In case suspected disease or 
fever on board, radio Agent full details before arrival to advise Port 
Health Officer in advance. 
RADIO: Helsinki Radio, call sign OHC A1 transmissions; OHG A3 
transmissions. VHF Channels 16, 26 and 28. 

“Neste” harbour office, VHF Channels 9, 13, 16 and 21. 
TUGS: One tug 2,900 h.p. available. Other tugs stationed at Helsinki. 
Ship's lines are used. 
BERTHING: Neste Oy Oil Terminal: No. 1 berth, T-head jetty, 
depth 41 ft. 6 in. alongside. No. 4 berth, T-head jetty, depth 46 ft. 
alongside. No. 5 berth T-head jetty, depth 26 ft. 
DENSITY: Fresh water. 
MEDICAL: Doctors and hospital facilities available. 
FRESH WATER: Available at berths. 
FUEL: Available. 
DISCHARGING/LOADING RATES: 


No. 1 Jetty Discharging 8,000 t.p.h (Crude oil) 
Loading 3,000 t.p.h. (Fuel oil) 
1,500 t.p.h. (Clean products) 
No. 4 Jetty Discharging 8,000 t.p.h. (Crude oil) 
Loading 3,000 t.p.h. (Fuel oil) 
No. 5 Jetty Loading 800 t.p.h. (Fuel oil) 
800 t.p.h. (Clean products) 


BALLAST: A flow of 8,000 tons of oily ballast water can be fed to 
the water-cleaning systems of the refinery, with a flow rate of 1,000 


m?/h, 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle wine 
or spirits for each man. 

TIME: GMT plus 2 hours. No alterations during the year. 
AUTHORITY: Harbour Master, Porvoo. 


AGENT: See “Helsinki” 


RAAHE (LAPALUOTO) (including Brahestad, Helmi 
and Kalajoki): 64.41 N. 24.29 E. (See Plan) 


PORT LIMITS: Vessel is considered to be an “arrived vessel" 
subject to Charter Party Terms, when passing breakwaters if not 
ordered to anchor near Raahe Lighthouse by Port Authority. 
DOCUMENTS: 

Crew Lists. 

Passenger List. 

Ship's Register. 

Custom List. 

Provisions List. 
PILOTAGE: Masters to contact Pilot station and Pilot boat, VHF 
Channel 16. Pilots board and disembark by pilot cutter (red) near 
Raahe Lighthouse (lat. 64° 39’ N., long. 24° 13’ 5” E.), Day and night 
service. 
ANCHORAGE: Vessels can anchor outside Raahe Lighthouse, 
depth 15-20 metres. No anchorages inside breakwaters. 
RESTRICTIONS: No restrictions night entry. 
MAX. SIZE: Lapaluoto Harbour, draft inside 18 ft., outside 22 ft. 
Length up to 140 metres. 
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Rautaruukki Oy Harbour; draft 24 ft. 8 in., length up to 360 metres. 
Ore Harbour, draft 22 ft. 
RADIO: Helsinki Radio, 2182 kHz, call sign OHG, Mariehamn Radio, 
2182 kHz, call sign OFH; Vaasa Radio 2182 kHz, call sign OF W. 
RADAR/VHF: No port radar services. Pilot station. Radio, 2182 
kHz, VHF Channel 16. Rautaruukki Oy Harbour Office, VHF, Channel 
16 and tugboat ‘Rautaruukki"’ VHF, Channel 16. 
TUGS: Tug Rautaruukki 600 h.p. Compulsory for later vessels. 
STEVEDORES: Rautaruukki Oy, in Steelworks Harbour; other 
private firms. 
SPECIALISED CARGO HANDLING FACILITIES: Lapaluoto 
Harbour, no shore cranes. Ore Harbour (Helmi), only conveyor. 
Rautaruukki Oy Harbour, import quay equipped with two 124-ton 
shore cranes and conveyor; export quay equipped with two 124-ton 
shore cranes, straddle carriers and equipment for handling steel and 
general goods. Maximum lifting capacity 24 tons. 
LIFEBOAT STATION: Lifeboat cutter “Niilo Saarinen", 360 h.p., 
10 kts. Radio 2182 kHz, VHF Channel 16. Radar, fire and drainage 
pune 4,000 lit/min. Alarm through National Lifeboat Service, Pilot or 
olice Stations. 
DENSITY: Average density 1-002. 
FRESH WATER: Available from Rautaruukki Harbour. 
FUEL: Small quantities available, one day's notice required. 
FIRE PRECAUTIONS: No special precautions in Lapaluoto 
Harbour. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Normally by the crew. 
CUSTOMS ALLOWANCES: about 200 cigarettes and limited 
amount spirits per man. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 
Denmark 37146 — 37155 — 37269 
Norway 37146 — 37155 — 37269 
Sweden 37300 - 37007 
REPAIRS: Raahe Oy, Mechanical Workshop. Slip for small ships. 
DRY DOCKS: None. 
AIRPORT: Oulunsalo Airport, about 60 kilometres from Raahe. 
TIME: Local time is GMT plus 2 hours. 
HOLIDAYS: New Year's Day; Twelfth Night; Good Friday; Easter 
Monday; Labour Day (1st May) holiday when no work takes place; 
Ascension Day; Whitsun Monday; Midsummer Day; All Saints’ 
Day; Independence Day (6th December); Christmas Day and Boxing 


Day. 

POLICE/AMBULANCE/FIRE: Police 37086; Ambulance; Fire and 
First Aid 005. 

DELAYS: Port generally open from 15th April until 15th January. 
Government ice-breaker assistance available when needed. 
AUTHORITY: Port of Rautaruukki Oy, Harbour Master tel. 39691; 
telex 32-132. Port of Raahe (Lapaluoto), Harbour Master Tel. 37661. 


AGENT: See “Helsinki”. 


RAUMA: 61.08 N. 21.30 E. 


DOCUMENTS: One Crew List and one passenger list only. Re- 
mainder according International agreements and/or orders of ship 
owner. 

PILOTAGE: Pilot Station at Kylmapihlaja-island, lat. 61° 08’ 7” N. 
long. 21° 18’ 4” E. International Pilot signals, VHF Channels 16 and 13. 
Fairways Santakari 17 ft.; Valkeakari 24 ft.; deep passage 28 ft. 
ANCHORAGE: Ample area for anchorage in Archipelago. 
RESTRICTIONS: Entrance channel for 24 ft. maximum draft 
usable in all conditions, the 28 ft. channel to be used in daylight only. 
Harbour open all year round. 

MAX. SIZE: Maximum draft 28 ft. to roads and alongside. 
HEALTH: Event any suspected contagious disease ask for orders 
by wireless. Port Regulations do not allow such a ship to come 
alongside or even closer than about 350 yards. Pilot must not leave 
ship before allowed by the Doctor. Pilot does not board an infected 
ship but ship piloted to safe anchorage by pilot boat. 

RADIO: Rauma VHF Channel 25 for local connections. Harbour 
VHF Channels 16, 13, and 12. Range about 50 miles; for longer 
distances use ordinary stations — Helsinki Radio, Hanko Radio or 
Mariehamn Radio. 

RADAR/VHF: No port radar service. Pilot station using radar to 
advise Pilot on board. 

TUGS: Three tugs available, 1,260 h.p., 600 h.p. and 600 h.p. Normally 
use ship's lines. In heavy ice conditions tug's line recommended 
no extra charge. Tug joins ship in port area. Fixed charges available 
through Agent and Pilots. 

BERTHING: Hakuni Outer Quay, Depth 22 ft. 

Coal Quay, depth 22-28 ft. 

Laitasaari and Levitys Quays, depth 15-18 ft. 

Inner Harbour, depth 14-18 ft. 

Se bERecem: No fixed ETA required. 24 hours notice recom- 
mended. 

SPECIALISED CARGO HANDLING FACILITIES: 400 metres 
berth specially equipped for handling bulk cargoes, mainly china 
clay, sulphur, coal, etc. (cranes-two 6 tons; two 5 tons; two of 3tons). 

No special equipment for containers, but smaller containers can be 
handled by harbour cranes. 

Good berths for roll-on/roll-off traffic. 

Different kind of liquid chemicals can be handled in special berth. 
MEDICAL: No notice required. Hospital available (231 beds). 
DENSITY: 1004. 

FRESH WATER: Fresh water available on quay. Charges depend- 
ing on amount taken. Quality very good. 
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FUEL: Fuel brought by tank-trucks. Larger quantities possible by 
coaster. 

GANGWAY/DECK WATCHMEN: Available if wanted. Watch, 
men supplied by private company. 

CUSTOMS ALLOWANCES: Tobacco: 3 day's ration (about 10) 
cigarettes or 100 gr. tobacco). Wine and/or Spirits: One Openes 
bottle of wine or liquor, subject to Customs Regulations. 
CARGO GEAR: Accordance International Safety Regulations, 
CONSULS: Denmark, Norway and Sweden. 

REPAIRS: All types available. 

DRY DOCKS: Rauma-Repola Oy: new buildings up to 45,000 dwt, 
dry dock 505 ft. 9 in. by 70 ft. 4 in. by 24 ft. 7in., all sorts of repair 
Hollming Oy: new buildings up to 7,000 dwt, slipway for ships Up to 
600 dwt. 

REPATRIATION: Repatriation and signing on or off. 
AIRPORT: Pori - airport 50 kilometres away. Regular connection 
TIME: Local time is 2 hours ahead of Greenwich. (long 30° E.), 
HOLIDAYS: See “Oulu”. 

POLICE/FIRE/AMBULANCE: Police, 002 and 003; Ambulang 
006; Fire alarm 005. 

TELEPHONES: Portable coin operated for outward calls onjy 
No extra charge for apparatus. 

SERVICES: Compass adjusting facilities and compass adjusters, 
SHORE LEAVE: No restrictions. 

DELAYS: No delays in berthing, loading and discharging weathe 
permitting. 

AUTHORITY: Traffic Manager, tel. 9388-12297; Harbour Maste, 
tel. 938-11257. 


AGENT: John Nurminen Oy, PB 29, 26101 Rauma 10. Tel. 938-1349}, 
Sel al tel.: 938-15182. Telex: 65-125. Cables: ‘‘Nurmiship 
auma”’. 


SAIMAA CANAL AND PORTS IN LAKE AREA 
OF SAIMAA 


APPROACH CHANNELS: The canal can be reached from the 
international waters of the gulf of Finland through an approach 
channel South of Someri. The channel passes the Island of Vihrevoi 
and continues, at the Island of Malyj Vysotski, as the Vysotski- 
Viipuri channel, from which the approach channel departs at: 
distance of 10 km. from Malyj Vysotski. The length of the approach 
channel from the point of departure to the Brusnitchnoe Lock js 
14 km. The distance from the international water area to the island 
of Vihrevoi is 94:5 km, and the length of the section Vihrevoi-Maly 
Vysotski 12 km. The total length of the channel from the territoria 
waters of the Soviet Union to the Brusnitchnoe Lock is thus 131 km 

From the territorial waters of Finland the canal may be reachei 
through the so-called coastal channel starting from the Finnish 
border at the island of Santio and joining the above sea channel a 
the island of Vihrevoi. The length of the channel from the border to 
Vihrevoi is 49 km. and the overall length of the Brusnitchnoe Loc 
is 85-5 km. The channel and its refuge harbours have beeen market 
on the Soviet sea charts nos. 1131 and 1132 and on Finnish charts 
nos, 11 and 12. The coastal channel may only be used by Finnish 
vessels while vessels of other nationalities must use the sea channe, 
except foreign tugs. 

Canal: The length of the canal on the Finnish side of the borders 

23-3 km. and that of the part on the Soviet side 19:6 km. The overal 
length of the Saimaa Canal is thus 42:9 km. The average difference in 
the height between Lake Saimaa and the Gulf of Finland is 75¢ 
metres. The canal has eight locks, the heights of fall of which range 
between 5:54 m. and 12:69 m. Earth transports will use the sever 
moving bascule bridges and the six stationary bridges across the 
canal. 
SEASON AND HOURS: The natural open-water season of the 
Saimaa Canal lasts an average 211 days. In mild spring and autums 
seasons the open-water period lasts 225 days. Since most vesse!s 
using the canal have been strengthened for navigation in ice,@ 
season of navigation of almost eight months will probably be normé 
every year. The season begins at the turn of April-May and ends it 
mid-December. The locks of the canal are provided with ice-melting 
equipment and they will not form an obstacle for lengthening the 
season of navigation. On the other hand traffic will be obstructed by 
freezing of the water system of Saimaa and by pack ice formations 
in the bottom of the Gulf of Finland. As to the water system, the 
farther North one goes the earlier will the waters of Lake Saima 
freeze in autumn and the later will the ice melt in spring. 

The opening and closing of the season of navigation on the can@ 
are decided each year by the Finnish and Soviet Canal Delegates 
The closing date of the canal will be announced in the daily paper 
of Helsinki and Lappeenranta not later than 7 days before the day @ 
closing, but for the opening day one day's notice is given. 

During the season of navigation the Saimaa Canal is kept ope? 

throughout the day. The administration centre of the canal will b 
on continuous duty. 
PILOTAGE: Pilotage in the Soviet area on the sea channels 
between Vihrevoi-Brusnitchnoe and on the coastal channel betwee" 
the border and Brusnitchnoe is carried out by the Soviet Pilot Set 
vice. All vessels must use a Pilot on these channel sections. 

Pilotage on section Brusnitchnoe-mouth of the Saimaa Canal 0 
Lake Saimaa (or Lock of Malkia) is carried out by canal Pilots sub 
mitted to the Canal Office. Pilotage is normally carried out in twe 
parts, on section Brusnitchnoe-the Lock of Palli and on section tht 
Lock of PAlli-the mouth of the canal on Lake Saimaa. All vessels 
excluding Finnish small vessels and floating objects less than 25™ 
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injength, shall use a Pilot when proceeding through the canal. The 
( nal Office may grant upon application a Master of a vessel the 
ht to navigate his vessel on the canal without a Pilot provided 
that the Master of the vessel has passed an examination of the Canal 
fice. In navigation from the Gulf of Finland the Pilot must be 
ordered from the Viipuri Section of Inflot 12 hours before the arrival 
tthe point where the Pilot is taken on board. The order must be 
necked two hours before the start of pilotage. To avoid excessive 
a by the Pilot Service and to eliminate delays special attention is 
to be given to the accuracy of the time the pilotage is to be started, 
ticularly in the last notifications. ; 
in navigation from Lake Saimaa the Pilot must be ordered from 
the Canal Office 12 hours before entrance into the canal. The order 
must be checked two hours before pilotage is to be started. In 
navigation from the Gulf of Finland a canal Pilot need not be ordered 
separately. Similarly, a Soviet Pilot for the approach channel need 
not be ordered separately when the vessel proceeds from Lake 
Saimaa. These orders will be placed by the Finnish and Soviet 
authorities concerned, ; a, : 
Pilotage in the water system of Saimaa is carried out by Pilots of 
the National Board of Navigation in Finland. The order for Pilots shall 
be made in good time to the Pilot Station of Lauritsala. 
MAX. SIZE: The canal can be used by vessels with dimensions not 


exceeding the following: 


length 82:0 m. 
beam 11:8 m. 
draft 4:35 m. 
height of mast 24:5 m. 


The draft of a vessel in tow, however, shall not exceed 4:3 m. For 
vessels larger than those mentioned above, a permit for navigation 
on the canal may be granted upon application by the Canal Office of 
the Saimaa Canal. 

Permits may be granted to vessels the dimensions of which do not 
(at least considerably) exceed the following: 


length 82:0 m. 
beam 11-8 m. 
draft 44m. 
height of mast 24:5 m. 


and which also as to their structures and properties are suitable to 
navigation on the canal. The permit may contain regulations con- 
cerning the structure or equipment of the vessel or special provisions 
pertaining to navigation of the vessel on the canal such as good 
manoeuvrability, liability to wait or speed restrictions. 

The Canal Office of the Saimaa Canal may also grant a vessel or 
equipment with slightly larger dimensions, carrying exceptional 
cargo, a Trip Let Pass for one passage through the canal. 

The Rules and Regulations for Traffic on the Saimaa Canal also 
contain more detailed directions - among others on the permissible 
dimensions of vessels in tow and timber rafts using the open canal 
sections. 

NEW VESSELS: When designing new vessels, to be used also in 
traffic through the Saimaa Canal, the designers are advised to con- 
sult the main dimensions and the structure of the vessels with the 
canal authorities. The conditions of navigation in the canal depend, 
first of all, on manoeuvrability, though certain other factors are also 
important. Vessels suited to canal and inland water traffic may be 
constructed slightly longer and wider than permitted at present on 
the canal. 

MAXIMUM PERMISSIBLE SPEED AND TIME OF PASSAGE: 
The highest permissible speed on the actual channel of the Saimaa 
Canal is 9 km/h and on the lake channels of the canal 15 km/h. 

The Canal Office has the authority to issue regulations permitting 
higher speeds, principally for small vessels. The time of passage 
through the part of the canal provided with locks (mouth of the 
canal on Lake Saimaa-Lock of Brusnitchnoe) is 6-8 hours depend- 
ing on waiting time at locks caused by heavy traffic volumes, and on 
size of vessels. 

The average speed on deep-water channels on Lake Saimaa is 

estimated to be 18 km/h. 
SIGNS AND SIGNAL LIGHTS: The sign system of the approach 
channel of the Saimaa Canal, the canal and the channels on Lake 
Saimaa is adequate to ensure safe navigation throughout the day, 
also at night and in poor visibility. 

The approach channel is provided with beacons, light buoys and 
Signs in accordance with the lateral system. The signs have been 
erected by Soviet authorities. The illumination and the signalisation 
systems of the Saimaa Canal are based on the same principles with 
beacons and signs, but in the signal system of the canal, sign 
lanterns, signboards, line markers, water traffic signs and radar 
reflectors have been used. The colour of sign lanterns is orange on 
the West bank and green on the East bank of the canal. In marking 
of the lake channels of Saimaa according to the cardinal system, 
leading and warning lights, light buoys, range beacons, landmarks 
and signs have been used. Information of the marking of the water 
system of Saimaa has been issued as a booklet by the National 
Board of Navigation in Finland: “Sisavesistéjen loistot | 1968" — 

Beacons of Inland Water Areas | 1968”. 

ADIO: There are two radiotelephone networks for marine use in 
the sphere of influence of the Saimaa Canal. On the frequency of 

60 mHz reserved for actual marine radio communications there are 
alsothe pilot radiotelephone and the public radiotelephone networks. 

he Pilot radiotelephone network covers all stationary radio- 
telephone equipment at all locks, on the Kansola Bascule Bridge, at 
pilot stations and in the traffic office in the administrative building 
at Mustola as well as portable radiotelephone apparatus used by 
canal pilots. The radiotelephone equipment of the canal Pilots 
operate on Channel 11 of the international marine radio. The tele- 
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phone of the Brusnitchnoe Lock and the radio telephone in the 
Administrative Centre of the canal are also provided with a general 
calling and safety Channel 16. 

When approaching from the sea the vessel takes a radio contact 
with the Brusnitchnoe Lock by using Channel 11. After this all radio 
communications required by navigation on the canal also use 
Channel 11. On Lake Saimaa, radio communications move over to 
Channel 13 on which the traffic office of the Saimaa Canal and the 
pilot station of Lauritsala are also able to operate. 

The general radiotelephone network on Lake Saimaa (the so-called 
Saimaa Radio) uses Channels 23-28 of the international marine 
radio. The network covers the entire region of the water system of 
Saimaa extending from Lappeenranta to lisalmi and Lake Pielinen. 
Channel 24 is the calling channel of the Saimaa Radio. 

Two marine radio stations for general traffic have been built at 
Nuijamaa and Virolahti especially for navigation on the Saimaa 
Canal. Both radio stations are on duty and they are remote-controlled 
from the Coast Station of Kotka. The stations have the calling and 
safety Channel 16 and a calling Channel 24 for public traffic. The 
Nuijamaa Station operates on Channel 28 and the Virolahti station 
on Channel 23. The range of the Nuijamaa Station extends from 
South of Viipuri to Southern Saimaa and the range of the Virolahti 
station covers the entire Bay of Viipuri. The stations can be called 
either on Channel 16 or on the operating Channel. The Kotka Radio 
calls vessels either on Channel 16 or 24. 

The principal purpose of both the Saimaa and the Kotka Radios 
is to ensure the communications of the safety service of navigation. 
These stations may also be used to transmit calls to the public 
telephone network —- also to foreign countries - or vice versa, to 
receive calls from the public telephone network. 

AUTHORITIES: Board of Management of the Saimaa Canal 
53420 Lappeenranta 42, Tel. 85170. Telex 58-236. Canal Office Saimaa. 
53420 Lappeenranta 42. Tel. Lappeenranta 21-700. Telex 58-236. 

Viipuri section of Inflot. Box 40, Vyborg, USSR. Telegrams Inflot, 
Viipuri. Tel. 12-85 and 37-33. Telex 81-521. 

National Board of Public Roads and Waterways in Finland. 
Waterways Department, Mikonkatu 2 D, 00100 Helsinki 10. Tel. 
Helsinki 630741. Telex 12-1108. 


AGENT: John Nurminen Oy, Valtakatu 37 B 12., 53100 Lappeenranta 
10. Tel. 953-11635, after-hour tel. 953-64402, 14386. Telex 58-255. 
Cables ‘‘Johnurminen Lappeenranta”. 


THE HARBOURS OF THE LAKE AREA OF SAIMAA: 


Mustola Harbour: situated between Mustola and Soskua locks 
in the Saimaa Canal: 

4 quays, 80 metres each. Draft alongside 4:2 metres. Roll-on/ 
roll-off facilities are provided. 1 Coles mobile diesel electric crane: 
arm 9:14 metres, reach of arm 3-66 metres, lifting capacity 35 tons. 
Arm 18:3 metres, reach of arm 18:3 metres, lifting capacity 4 tons. 
Grab of capacity 2,500 litres or 1,250 litres can be installed. Possi- 
bility to hire further mobile cranes. 

Lappeenranta Passenger Harbour: situated in Saimaa Lake at 
Lappeenranta town: 

New concrete quay with passenger terminal. Draft alongside 
4:2 metres. Room for two ships with a draft of 4:2 metres and for 
three ships with a draft of 3-0 metres. Pilotage distance from canal 
entrance 6 nautical miles. 

Kaukas Oy Pulpmill Factory Discharging Place: 

Draft alongside 4:2 metres (unofficial). Mobil crane for discharging 
wood into water. Pilotage distance from canal entrance 1-5 nautical 
miles. 

Enso-Gutzeit Oy Paper Mill Quay; at Imatra Kaukopaa: 

Length of quay 70 metres, draft alongside 4-2 metres. Pilotage 
distance from Canal entrance 25 nautical miles. 

Joensuu Town Harbour (Ukonniemi): 

Length of quay 140 metres, draft alongside 4:2 metres. Pilotage 
distance from canal entrance 38 nautical miles +45 nautical miles + 
60 nautical miles +44 nautical miles. 

Savonlinna Town Harbour (Haislahti): 

Length of quay 80 metres, draft 4-2 metres. No cranes. Pilotage 
distance from canal entrance 38 nautical miles +45 nautical miles. 

Ristiina Harbour: 

Quay can accommodate one ship. Permissible draft 4-2 metres. 

Oy Wilh. Schauman Ab Péadaskylahti Harbour at Savonlinna is 
planned. Quay will be built to accommodate one vessel. 

Kuopio Oil Harbour: 

Harbour located at Kelloniemi in Kuopio Town close to Oy Esso 
Ab storage in rock. Harbour is owned and built by Oy Esso Ab. 

One of the two planned berths for ships is completed. The harbour 
is provided with oil discharge equipment. Permissible draft 4-2 
metres. 

Kuopio Town Harbour (Kumpusaari): 

Berth for one dry cargo vessel and one Tanker. Permissible draft 
4-2 metres. 

Varkaus (Ahoniemi Oil Harbour): 

Harbour is located on the East bank of the Southern entrance 
fairway about 6 km. from the centre of the town. There is room for 
one ship; permissible draft 4-2 m. 

Varkaus 

Harbour located at the South end of Taipale canal at Westbank. 
The Harbour is not built for a harbour but as waiting berth for ships 
passing Taipale canal. One ship can be berthed and permissible 
draft is 4:2 m. There are no warehouse and loading equipment, but 
A. Ahlstrém Osakeyhtio is using the berth for shipping paper to 
England. Loading is effected by the factory's labour and machines. 
Goods are transported to the port by lorries. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


TOLKKINEN (Tolkis): 60.20 N. 25.35 E. 


PILOTAGE: Pilot arrives from port station at Emsalo (tel. (911)- 
27710). Station equipped with VHF, radiotelephone and radar. 
Pilotage distance to port 22 miles. 

APPROACHES: Max. draft of fairway from sea, 23 ft. 8 in. 
TUGS: One tug available, 350 h.p. 

BERTHING: Tolkis Cellulose Quay, depth 23 ft. Tolkis New Quay, 
depth 17 ft. Oil Harbour (see “Skoldvik"). 

CRANES: Tolkis New Quay equipped with two movable cranes. 
Lifting capacity 2-5 tons with grabs. 

DENSITY: 1004. 

FRESH WATER: Available by lorry. Minimum quantity 5 tons. 


AGENT: See “Helsinki”. 


TORNIO: 65.51 N. 24.09 E. 


The outharbour of Tornio is Réytta situated about 6 miles S.W. of 
Yornio, 

DOCUMENTS: 

2 Crew Lists. 

2 Provisions Lists. 

Passenger List. 

One set of Bills of Lading, Ship's Papers, Health Documents. 
PILOTAGE: Pilots at Kemi 2 lightship, in position 65° 30.3’ N. 24° 
22.5’ E. Pilot comes from Atos pilot station. 

ANCHORAGE: In Roads, depth is 24 ft. 

MAX. SIZE: At same time there can be 2 vessels of 100-120 metres 
length, draft 21 ft.; 2 vessels of 50-60 metres length alongside Main 
Quay; and 2 vessels of 50-60 metres length, draft 14 ft. at Old Quay. 
RADIO: Vaasa Radio/OHX or Hiirnésand Radio, Sweden/SAH. 
STEVEDORES: Ordered by Agent (Telex 32-512). Agent must be 
given 24 hours ETA. Normal working time 0700-1100, 1200-1600, 
Warning for overtime must be given before 1100, the final confirma- 
tion before 1400. 

DENSITY : 1000. 

FRESH WATER: Fresh water can be delivered by tank lorry (8 
tons). 

FUEL: Ordinary fuel oil by lorries from Kemi. 
OPENING/CLOSING HATCHES: By the ship's crew. 
CUSTOMS ALLOWANCE: 100 cigarettes or 100 grams tobacco 
and 1 bottle spirits. 

CONSULS: France tel. 41640; Sweden tel. 40317. 

REPAIRS: No docks but accommodation for small repairs. 
AIRPORT: At Kemi, 20 km. from Tornio; served by Finnair. 
TIME: GMT plus 2 hours. 

POLICE/AMBULANCE/FIRE: Police 003; Fire 005; Ambulance 
006 and 40428; Salvage 47472. 

AUTHORITY: Tornion Satamakonttori, Jaakarinkatu 4, Tornio, 
Finland. Tel. 41640. Telex 32-512. 


AGENT: See “Helsinki”. 


TURKU (Abo): 60.27 N. 22.15 E. 


DOCUMENTS: See “Oulu”. 
PILOTAGE: Telegram to Agent with 24 hours ETA to Sea Pilot 
Station (State Pilots) Ut6, contact pilot station via Hangé Radio or 
at shorter distance by VHF. Coastal Radar service available. When 
approaching port ETA by VHF to Port Information Centre, inter- 
national Channel No. 12 for Harbour Pilot. Cutter whilst in action, 
same channel, but takes orders from Informational Centre only. 
Pilot cutters painted red with white circular field marked “‘L" on the 
bows. Flying flag in daylight, showing red and white lights vertically 
at night. Coming out when required to pilot station ? mile from Main 
Harbour. Call signals: International flag “G", at night three long 
blasts. No special boarding measures. All ships arriving from seawill 
get necessary information from Sea Pilot, whose service is com- 
ulsory 
ANCHORAGE: Outer anchorage at bay of Airisto, 2 miles from 
Port, 15-18 metres. In practice all ships taken into port without 
anchoring or waiting. 
MAX. SIZE: Maximum draft in Commercial Harbour 27 ft. fresh 
water. In Oil Harbour 29 ft. 6 in. fresh water. Length and breadth of 
minor importance. No tides. 
HEALTH: International Quarantine flag required in case of sus- 
pected disease or fever including preliminary report by VHF, other- 
wise, ask Agent. 
RADIO: Hangé (Hanko) radio and Mariehamn Radio. In addition 
these have telephone and VHF service. 
TUGS: Off Harbour Pilot Station Pikisaari, further out on applica- 
tion. Advisable apply for tugs in advance. Four tugs available. 
BERTHING: Priority given to arriving and departing passenger 
ships on regular lines. Four stern loading roll-on/roll-off berths. 
Total length of quays 4,896 metres. 


Canal Bank quay Depth 27 ft. 
West quay Depth 27 ft. 
Coal quay Depth 18 ft. 
Oy Wartsila A/B Depth 18 ft. 
Linnanselka/Slottsfjarden quay Depth 27 ft. 


Container facilities available. 
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CRANES: 
Capacity Reach of 

Quay No. (tons) arm (metres) Type 
Canal bank 1 1:5 Moy 

4 25 14 ” 

7 5:0 15 F 

1 7-0-5:0 55-12 in 
Linnanselka/ 
Slottsfjarden 7 5 20 e 

1 60-40 20-24 ik 

9 6 20 i 
Oy Wartsila Ab 
Crichton-Vulcan 80-40-10 17-5 Stationay 
(only for dockwork) 35-36 
Valmet Oy 
Pansion Telakka 1 30-6 19-39 Floating 


DENSITY : 1004. 


STEVEDORES: Agent should be well informed about ETA ay 

Master's Requirements. Normal working hours: 0800-1700; Saturday; 

and days preceding public holidays 0800-1300. The Post Office 

0900-1600; Saturdays and days preceding public holidays 0900-144, 

MEDICAL: All medical and hospital facilities available. No speci: 

requirements regarding inoculations, etc. 

TANKERS: No special requirements. Small slop discharge facil. 

ties. One berth, depth 29 ft. 6 in. for larger ships. 

FRESH WATER: From pipe-lines along berths. Price appro 

2 fmk. per ton. 

FUEL: Most grades available. No advance notice necessary if & 

motor vehicles. In case of greater quantities: from Oil Harbour on\y, 

This requires advance notice to Agent. 

DEVELOPMENTS: Entrance channel to Main Harbour to b 

dredged 31 ft. 6 in. Container Harbour being built. Outer Harboy 

planned. Recent acquirement: one 60-ton movable electric qua 

crane. Draft alongside to be 31 ft. 6 in. 

GANGWAY/DECK WATCHMEN: Gangways to be rigged oy 

so that they do not obstruct quay crane movements. Watchme 

customary, but not necessarily hired. 

yar antlad dda god 4 HATCHES: Normally carried out by steve 
ores. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: The following countries are represented by vice-con 

suls in Turku: Spain, Great Britain, Portugal and Norway. 

REPAIRS: All types of repairs possible. 

DRY DOCKS: Graving dock: length 600 ft. (183 m.), width of sluice 

gate 85 ft. (26 m.), depth on sill 26 ft. 3 in. (8.0 m.). 

Floating dock: lifting capacity 4,000 tons, max. length of ship 3584. 
(109 m.), inner width 59 ft. (18 m.) max. draft 16 ft. 6 in. (5.0 m.) 8 
agreement the shipyard’s 80-ton crane can be used in port traffic! 
such is needed. Tel. 359 500, telegrams “WaArtsila’”’. Telex 62-228, 
REPATRIATION: Yes, good connections everywhere. 
AIRPORT: 4 miles from port, regular lines. 

TIME: GMT plus 2 hours. No alterations during the year. 
HOLIDAYS: New Year's Day (January 1st); Twelfth Night (Janu: 
ary 6th); Good Friday; Easter Bank Holiday; Midsummer Day; Al 
Saints’ Day; Independence Day (December 6th); Christmas Day; 
(December 25th); Boxing Day (December 26th). 

Oe ee BC ANCS/EIRK: Fire 005; Police 002; Ambulance 
GENERAL: Ice-breakers maintain Winter traffic. H.p.'s 2000 and 80. 
TELEPHONES: Ships' telephones available. 

AUTHORITY: Kanavaniemi, Turku/Abo, Finland. Tel. Exchange 
303666. Telex 62-190. 

AGENT: John Nurminen Oy, Humalistonkatu 12, 20100 Turku, 10 
Tel. 921-26000. After-hours tel.: 921-304674. Telex: 62-224. Cables: 
“Johnurminen Turku”. 


UUSIKAUPUNKI: 60.48 N. 21.24 E. 


APPROACHES: Three fairways lead to harbour through shelter 
ing archipelago; Ut6-Uusikaupunki, 78 miles; lsokari-Uusikaupunh 
13 miles; Kylmapihlaja-Uusikaupunki, 24 miles. 

Good sheltered anchorage in the roads. Depth of fairways 9 metres. 
DOCUMENTS: 

Agent will prepare during clearance: 

2 Ship's Report. 

1 Declaration List, arrival (Board of Navigation) 

1 Declaration List, Departure (Board of Navigation) 

To be prepared before Arrival: 

2 Provision Lists (own provision of the ship). 

2 Special Lists (must be signed by each member of the crew). 

2 Crew Lists. 

Bill of Admeasurement. 

Certificate of Registry. 

Ice-class Certificate (during winter months, 1st December-wt 

April, issued by hull surveyor). 

Bill of Beaconage (issued by Customs). 

PILOTAGE: Embark pilot at lsokari to Uté pilot stations, Distanc? 
through archipelago Isokari-Uusikaupunki 13 miles, Uté-Uusikal 
punki 78 miles. Under normal circumstances first fairway recom 
mended. During Winter months, if ice-situation difficult in Gulf 
Bothnia, traffic goes via Utd. 

Both pilot stations equipped with radio 2182 kHz, Channels 16 and 
24, VHF duplex-Channels 18, 20 or 22 and radar. Pilot-boat red, wit 
letter “L" and fittedwith VHF Channels 13 and 16. Pilot boards usual! 
between Sandback-lsokari, to where “Hauteri" light leads in liné 
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(34:5°-314-5° (T). Notice of ETA at least four hours prior reaching 


tNCHORAGE: Many areas of safe anchorages in Archipelago. 


ises. 

Oe TRICTIONS: No entry restrictions. No tide. During North and 
fast winds sea-level can fall about 40 cm. below normal, which may 
sometimes delay deep loaded vessels reaching port. 
MAX. SIZE: Longest quay 180 m. depth alongside 9 m. L 
HEALTH: Pratique not necessary. In the event of any disease/ 
jever on board or in last port of departure, vessel has to inform be- 
fore arrival, hoist quarantine-flags, or in darkness two lights, red 
jight above white, showing all round horizon, — 
RADIO: Mariehamn Radio OFH; Helsinki Radio OHG. be 
TUGS: Two available; normally tugs join vessel at port, ship's 

used. 
RERTHING: Kemira Quay: 180 metres long, owned by fertiliser 
factory Rikkihappo Oy, has depth 9 metres alongside, two 8-ton 
cranes, two discharging pipes, one for discharging ammonia at 
minus 32° C. and one for sulphur acid. Discharging capacity depend- 
ing material 140-170 tons/hour/crane and loading/discharging bags 
45-50 tons/hour/crane. ; 

sso Quay : 40 metres long, owned by Oy Esso AB, depth in channel 
and alongside 5 metres. Terminal is used for discharging LP gas. 

Telakka Quay: 140 metres long, owned by Uudenkaupungin 
Telakka Oy, has depth alongside 5 metres. Quay is only used for 
ship repairs, and fitting works for new buildings. There is also a 
floating dock with 5,000 ton capacity. 

Hepokari Pier: 90 metres long and 18 metres breadth, owned by 
town, Channel and alongside depth 7 metres. There is terminal on 
South side for Ro-Ro traffic. 

Saunasilta Quay: 60 metres long and depth 3-5 metres, owned by 
town. Used only by small coasters. 

STEVEDORES: Available. Contact Agent. 

MEDICAL: Hospital facilities, vaccination, certificates, etc., avail- 

able. Contact Agent. 

TANKERS: For discharging liquid ammonia, diameter lines 6 and 

10 in. 

DENSITY: No tide, density 1004. 

FRESH WATER: Water-hoses, about 20 tons per hour. 

FUEL: Fuel available, contact Agent. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
SHIP CERTIFICATES: All certificates according to International 
Convention for the Safety of Life at Sea, Class Certificate, etc. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per each 
member of the crew. Wine and/or Spirit: 1 bottle wine or spirit per 
each member of the crew. 

CARGO GEAR: Not any additional requirements. 
IDENTIFICATION CARDS: Not needed. 

CONSULS: None. 

REPAIRS: All types of deck and engine repairs possible. 

DRY DOCKS: Uudenkaupungin Telakka Oy has a floating dock, 
lifting power 5,000 tons, draft 6-1 m., breadth 196 m., and length 130m. 
REPATRIATION: Facilities exist for effecting crew changes and 
arranging any necessary repatriations. 

AIRPORT: Distance to Turku Airport about 90 km. Airportis served 
by regular Airlines. 

TIME: GMT plus 2 hours, no alterations during the year. 
HOLIDAYS: Official Holidays are: New Year's Day (January 1st); 
May 1st; Midsummer Day (Saturday between June 20th and June 
26th); Independence Day (December 6th). Usually no work on those 
ays. 

POLICE/AMBULANCE/FIRE: Police 002 or 3002; Ambulance 
3005; Fire 005 or 3005. 

TELEPHONES: Available. 

SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Uudenkaupungin Satamatoimisto, Uusikaupunki, 
Satamatie 9, Finland. Tel. Harbour Office 3061/39. Tel. Harbour 
Master 2963, 


AGENT: See “Turku.” 


VAASA: 63.06 N. 21.36 E. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

2 Customs Documents. 

2 Health Documents. 

5 Manifests. 

5 Bills of Lading. 
PILOTAGE : Compulsory for ships arriving from abroad. Three Pilot 
Stations: From S. = Ronnskar Pilot for ships draft 18 ft. to 26 ft. 
From $.W.-W. & N.W., Norrskar Pilot = 26 ft. From N. Ritgrund 
Pilot = 16 ft, 

Pilot signals: Letter “G" as flag - light or sound. Radio telephone 
call: Pilots watching 24 hours on 2182 kHz, also VHF. 

Pilot vessel: 30 ft. motor yacht with wheelhouse and radar. Hull 
red all over with letter “L" painted on bow. 

Pilot vessel not cruising in open sea. Meets ship well outside 

‘chipelago indicated on charts. 
Annoue pilot available in port from Vasklot Pilot Station, tel. 12 496. 

NCHORAGE: In the area of port - outside breakwater about 2 
po W. of port of Vasklot. Elsewhere according to Pilot's advice. 

ESTRICTIONS: No locks. Fairway lighted all the way. 
F 0 tide, but water level may be reduced by up to 20 in. in Spring 
nd early Summer, or increased by 10 to 25 in. in Autumn. 
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MAX. SIZE: Depth alongside piers up to 26 ft. 3 in. At the Oil 
Harbour, max. recommended LOA is 610 ft. 

HEALTH: See “Documents” — no restrictions. Hospital and Doctor 
for any purpose available. 

RADIO: Vaasa Radio - OF W 28 03 kc/s. 

RADAR/VHF: No radar service in port area. Pilot vessels at sea 
pilot stations equipped with radar; also Ronnskar pilot station on 
same island. VHF radios on pilot stations and harbour tug-boat. 
TUGS: Harbour tug-board and ice-breaker m/s Vaasa available 
24 hours round. 650 h.p. Radio telephone/VHF - call signs OGWE, 
Charge according to size. Harbour tug also operating as salvage 
vessel in open sea. 

BERTHING: Two piers of 180 metres length and the Reins Quay 
of 240 metres length. Depth 26 ft. 3 in. There are three 5-ton cranes 
on the South Pier. 

The Ferry Pier, 106 metres length, depth alongside 5-7 metres with 
berths for Ro-Ro traffic. 

A new Ro-Ro berth for cargo vessels at South side of South Pier 
with depth of 6-2 metres in operation. 

The Oil Harbour is at Vasklot. Depth alongside 26 ft. 3 in. Tankers 
discharge through three arms of 500 m/m and 400 m/m diameter. 
STEVEDORES: ETA as usual according to C/P to Agent, etc. 
MEDICAL: If serious illness advance notice to Agent necessary. 
Coastguard has an aeroplane stationed at Vaasa; coast radio station 
will advise and arrange. 

DENSITY: Nearly fresh water 1002-1004. No tide. 

FRESH WATER: Available, no limit. Direct from quay-side, 
through pipes, rate about 25 tons/hour. 

FUEL: All grades of bunker fuel available - direct from oil jetty or by 
lorries to berth. 

FIRE PRECAUTIONS: Dry-cargo ships: no smoking in holds. 
Tankers: usual restrictions. Tankers with petrol cargo not allowed 
to berth at dry-cargo piers. 

GANGWAY/DECK WATCHMEN: Not compulsory, ship's own 
crew can be used. Police watchmen available. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: 

Safety Equipment Certificate. 

Stability Certificate. 

Load Line Certificate. 

Derrick and Hoisting Gear Test Certificate. 

Derating Certificate. 

Nationality Certificate. 

Measurement Certificate. 

Ice-class Bill. 

CUSTOMS ALLOWANCES: Tobacco: Max. 200 cigarettes per 
man or 50 grs. of tobacco. Wine/Spirit: Max. one bottle of each per 
man to be opened and used on board only. 

CARGO GEAR: Cargo gear test book to be in order — all gear to be 
tested within a year otherwise risks for breaks in discharging/load- 


ing. 
IDENTIFICATION CARDS: Not needed. 


CONSULS: 
Belgium Netherlands 
Denmark Norway 
France Sweden 


Great Britain 
REPAIRS: Shipyard in Vaasa owned by Wartsila Oy. All deck and 
engine work can be carried out; slip for ships up to 1,500 dwt. 
Nearest dry dock Rauma. Harbour tug acting as salvage vessel, 
diver on board, all kind of underwater cutting and welding, pumps, 
etc. 
REPATRIATION: Can be carried out easily. 
AIRPORT: Vaasa Airport (about 8 miles from town) served by 
regular airlines, domestic and abroad, Stockholm, UK, Continent, 
etc. 
TIME: Local time GMT plus 2 hours. 
HOLIDAYS: Working hours in port: 0800-1200, 1300-1700 Monday-— 
Friday. Saturday: 0800-1200, Sunday free. Working days in port: 
Monday-Saturday. Working days ashore: Usually Monday-Friday. 
All banks closed on Saturday. Shops open all weekdays. Other 
holidays: 6th December -— Independence Day - other Christmas, 
etc., as usual. 
TELEPHONES: Can be arranged on board. 
POLICE/AMBULANCE/FIRE: Tel. numbers Vaasa: Police 12 034, 
12 374; Ambulance 005 12 641; Fire 005. Ambulance, aeroplane, coast 
guard: Vaasa 13 751, 14 859. 
GENERAL: Ships approaching port of Vaasa in winter time (Janu- 
ary-May) when sea area icebound, have to call any of Government 
ice-breakers operating in area or to inform harbour authorities of 
exact ETA - engine power, size and nationality, and whether strength- 
ened for ice or not. Call signs, etc., for Government ice-breaker can 
be obtained from nearest coast radio station. 
SERVICES: Compass adjusting available. 
DELAYS: Only wintertime when Government ice-breaker is arrang- 
ing, waiting or assisting in outbound convoys of ships. 
AUTHORITY: Harbour Master, Harbour Office, Inner Harbour, 
Vaasa, Finland. Tel. Off. 12 162. No telex. Moorings and Water: 12 502. 
Harbour Pilot: 12 496. Harbour Tug-boat: 13 049. 


AGENT: See “Helsinki.” 


VALKO (Walkom): 60.25 N. 26.17 E. 


PILOTAGE: Pilot arrives from pilot station at Orrengrund (Tel. 
(915)-53334, radio-telephone). Station equipped with radar. Distance 
to port 12 miles. 
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APPROACHES: Max. draft from sea to fairway 24 ft. 
TUGS: One tug available, 200 h.p. 
BERTHING: Wal/kom Quay: 

New Quay, length 300 metres, depth 24 ft. South Pier (outer side) 
length 140 metres, depth 24 ft. 

South Pier (inner side) length 105 metres, depth 18 ft. 
CRANES: 5 mobile cranes, lifting capacity 2-6 tons. 1 shore crane, 
lifting capacity 6 tons. 1 shore crane lifting capacity 5-25 tons. 
DENSITY : 1003. 


VEITSILUOTO: 65.42 N. 24.37 E. 


DOCUMENTS: See “Oulu”. 

PILOTAGE: Inwards compulsory for vessel in foreign trade. Board- 
ing at Kemi Lightship 17 miles S.2.W. of Kemi, and outwards at 
Ajos Pilot Station 4 miles S.S.W. of Kemi. Radio beacon at Ajos. 
ANCHORAGE: Good holding ground in 3-4 fathoms of water half 
mile off-shore (inner roads) about 1 mile from Rautakallio, and by 
Koivuhauta 2 miles from harbour entrance. 

RESTRICTIONS: Generally harbour open from latter part May 
until early December. No tide. Entry by day or night. 

MAX. SIZE: See “Berthing”. 

HEALTH: See “Oulu”. 

TUGS: Available when required, charges according to net ton- 
nage. Use ship's lines. 

BERTHING: Length of Quay 572 m., depth 8-4 m., permitted draft 


72m. 
STEVEDORES: Ordered by Agent, no ETA to stevedores neces- 


sary. 

MEDICAL: Hospital at Kemi. Masters to advise if medical atten- 
dance required aboard. 

FRESH WATER: Berth supply by shore installations. 

FUEL: Ordinary fuel, diesel and gas oil. Deliveries by lorries only. 
FIRE PRECAUTIONS: No special precautions. Company's fire- 
fighting corps. 

GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Crew allowed open and close. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Denmark, Norway and Sweden, others at Kemi. 
REPAIRS: Available at Kemi. 

SHORE LEAVE: Crew members allowed ashore. 

DELAYS: Not normally expected. 

AUTHORITY: Harbour Master, Veitsiluoto, Finland. Telex 3614 
VTO sf. Tel 3651/452 Kemi, Finland. 


AGENT: See “Helsinki”. 


France 


AJACCIO: Corsica 41.55 N. 08.44 E. 


DOCUMENTS: 
Cargo vessels: 

1 Crew List. 

1 Passenger List. 

1 Manifest. 

Ship's Register. 
Passenger Vessels: 

3 Crew Lists. 

3 Passenger Lists. 

Ship's Register. 

1 Manifest. 
PILOTAGE: No advance notice required. Vessels call Pilot with 
three blasts on ship's siren. Pilot boat flies usual pilot flag. Pilot 
joins approaching vessel at a line Isolella/Chapelle des Grecs. 
Available 24 hrs. a day. Pilot boat has VHF Channel 6. 
ANCHORAGES: Several safe anchorages in harbour which can 
be indicated in advance by Ship’s Agent. 
MAX. SIZE: Length 200 metres, draft 7 metres. At anchor, no limit. 
HEALTH: Health Officer boards on arrival. Pratique automatic 
unless suspected contagious disease on board, when it is necessary 
to notify Agent or Health authorities in advance by cable. 
RADIO: ETA cables, etc., via Radio Grasse. 
TUGS: Not required. 
BERTHING: Regular vessels have priority of all berths. 
STEVEDORES: Advice should be sent 24 hours prior to arrival. 
French vessels have priority of labour. 
MEDICAL: No advance notice required in respect of medical 
attention unless case is urgent. All hospital facilities available, 
Except in the case of an epidemic in any country from which the 
vessel has sailed, no inoculations or vaccinations are necessary. 
TANKERS: Maximum draft 10 metres, length 200 metres. 
FRESH WATER: Available at the berths. 
FUEL: All grades available, 48 hours notice required. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: Ship's Register. 
CUSTOMS ALLOWANCE: Tobacco, 2 oz. or 200 cigarettes per 
member of crew. Wine, no restrictions. Spirits 1 20 oz. bottle. 
IDENTIFICATION CARDS: Required. 
bvte baleen Greek, Dutch, Monaco, Italian, Danish, Swedish, 

innish. 
REPAIRS: Minor repairs can be carried out. 


216 


DRY DOCKS: None. 

REPATRIATIONS: Can be arranged by Ship's Agents. 

AIRPORT : 8 km. from port. Served daily by Air France regular ling 

TIME: GMT plus 1 hour. 

HOLIDAYS: ‘1st January; Easter Monday; Whit Monday; 4 

May; 14th July; 15th August; 1st November; 11th November; 95 

December. Cargo work can be arranged on all dates except { 

November. 

asp ih dear eign ea Police 0.17; Ambulance 21.275 
ire 0.18. 

TELEPHONES: Can be placed on board warships only. 

BENARATS Galley waste, etc., must not be discharged inside tj 
ay. 

DELAYS: In berthing can be expected in July and August up toty 

days. Delay in loading or discharging up to 5 days. At other times 

the year maximum delay normally 24 hours. 

AUTHORITY: Capitaine du Port, Quai |'Herminier. 


AGENT: Britiships, PO Box 55, Ajaccio, Corsica. Tel. 21.43; 
Cables “'Britiships Ajaccio". Telex 46627 Corsica, 


ANTIBES: 43.35 N. 07.08 E. (See Plan) 


DOCUMENTS: 
(a) For Harbour Master: 

Ships Papers. 

Declaration of Exit and Entry. 

Crew List. 

Passenger List. 
(b) For Customs: 

Health Declaration. 

Provision List. 
PILOTAGE: Not obligatory for yachts. Port cannot receive pleasy 
boats longer than 40 m. Ensure pilotage authorities advised of ET; 
Tel. no. of pilotage, 34.21.92. To await Pilot, heave-to or anch 
approx. 300 m. to East of Buoy ‘500 Francs" (Red Buoy, unlit at nigh 
ANCHORAGE: In winds of N.E. to S.E. anchorage in front) 
Antibes not advised. Recommended anchor in Bay de Golfe-Jua 
in shelter of Cap d'Antibes, in direction of Juan-les-Pins. In win 
from N.W. to S.W., good anchorages on East face of Cap d'Antibe 
Bay of Garoupe, Bay of La Salis, Bay of Ilette. 
RESTRICTIONS: Night entry not advised. 
MAX. SIZE: For yachts in the old port, length 23 m., width 6n 
draft 3 m. 5). For tankers, one berth only in tanker outer port. Mai 
mum length 110 m., draft 7 m. 
TUGS: None. 
TANKERS: A berth against dolphins, in Outer Port and stric! 
reserved for unloading refined fuels. See ‘Max. Size". 
FRESH WATER: Oil companies have water point on berth 
Outer Port. 
FUEL: For pleasure boats only. 
CONSULATES: None. 
REPAIRS: For pleasure boats only. 2 slipways for boats of mai 
mum length 30 m. 
REPATRIATION: Must be arranged through Consulates at Nic 
AIRPORT: Nice, Cote d'Azur. 
TIME: GMT plus 1. 
POLICE/AMBULANCE/FIRE: Tel. Police 34.00.61 and 17; Amb 
lance 18; Fire 18. 
AUTHORITY: Capitainerie du Port d’'Antibes, Quai du Carenag 
tel. 34.48.46. Customs, Avenue de la Liberation, tel. 34.15.34. 


AGENT: See “Paris”. 


BASTIA: Corsica: 42.41 N. 09.27 E. 


DOCUMENTS: See “Ajaccio”. 

PILOTAGE: Address, Vieux Port 20, Bastia. Tel. 315095. V# 
Channel 16. Pilot boats, 12 m. long, black and white with navigatit 
and pilotage lights. Previous advice to Pilots necessary bef 
arrival. Pilot boards in bay of Porto Vecchio, North of the citadel. 
ANCHORAGE: Anchoring not recommended in Easterly wind 
Depth 15 to 30 m. in Porto Vecchio Bay. Bastia harbour: up to 4-50! 
deep. 

RESTRICTIONS: Ships may enter harbour any time. 

MAX. SIZE: Maximum length: 160 m.; draft 7 m. 

TUGS: None available. 

BERTHING: Ships are berthing in order they arrive. 
STEVEDORES: Moorage carried out by watermen. Same addres 
as Pilots. 

MEDICAL: Medical controls made by Customs officer. Doct 
available. 

BERTHING: Accommodation for about ten ships. General Carg 
FRESH WATER: Supplied ashore. 

FUEL: Available in small amounts. 

FIRE PRECAUTIONS: General rules. One wharf reserved ! 
tankers. 

GANGWAY/DECK WATCHMEN: Night watchman supplied! 
Agent. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCES: None on entry, 10 packets cigaret# 
when leaving. Wine/spirits unlimited when leaving. 
IDENTIFICATION CARDS: Required. 

CONSULS: Nearest at Ajaccio. 

REPATRIATION: No facilities exist. 

AIRPORT: Bastia 20 km. from ports. Departures every day’ 
continent. 
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TIME: GMT plus 1 hour. No alterations. 

pOLICE/AMBULANCE FIRE: Police, 1881; Ambulance, 2281 
733-2686; Firemen, 018-088 ; ’ 
TELEPHONES: As a rule telephone is put only on naval ships. 
SHORE LEAVE: Crew may go ashore. 

AUTHORITY: Department of Civil Engineering. Tel. 310715. 


AGENT: See “Ajaccio”. 


BAYONNE: 43.30 N. 01.28 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

3 Lists of Provisions on Board. cin 

3 Individual Lists of Tobacco and Spirits. 

3 Manifests of Cargo. 

1 Set Bills of Lading. 
PILOTAGE: Station extends three miles between the parallel of 
Ondres to the North and the limit of French territorial waters to the 
South. When weather permits, the pilot boat comes out of |'Adour 
and comes alongside ships near the light buoy situated W.N.W. of 
the port entrance. Contact Pilot at least 12 hrs. before arrival relay- 
ing through Bordeaux Arcachon Radio and stay on radio watch in 
the pilot zone. 
ANCHORAGE: Ships must not anchor in the river. 
RESTRICTIONS: In bad weather ships are led to take the Pilot at 
the pilot boat which is based on St. Jean-de-Luz and are led either 
towards L'Adour or to the anchorage of St. Jean-de-Luz. 
MAX. SIZE: The Adour is accessible to ships of 160 m. length. 
Depth at the mouth varies with the seasons and are maintained by 
dredging. They are never less than 7 m. during summer but during 
winter can be reduced following westerly storms. The height of the 
tide has to be added to these depths but the draft can never exceed 


9m.90. 

HEALTH: A declaration of Health Form is lodged by the Customs 
Service on arrival; it must be completed by the Captain. In case of a 
suspect illness, advise Agent 24 hrs. in advance. 

RADIO: Bordeaux - Arcachon Radio. The signal tower on the 
South side of the mouth, and the Harbour Master's Office, in the 
tower, has a VHF radio station. 

TUGS: Two tugs available, 850 h.p., 8 tons bollard pull. Request 
for tug through the Agent. Tug waits at the entrance to the Adour. 
BERTHING: When working berth is occupied, vessel is directed to 
a waiting berth. Large ships or those carrying dangerous cargo can 
be requested to wait outside the entrance. 


Berth Max. Length Vessel Recommended Draft 
Socadour 160 metres F 
Cement Wharf 160 metres 24 ft. 
Satec Wharf 160 metres 24 ft. 
Grain Silo 30 metres 24 ft. 
SNPA Sulphur Quay 150 metres 24 ft. 
Other berths 120 metres 22 ft 


STEVEDORES: Arrival must be notified to Agent 24 hrs. in ad- 

vance, 

MEDICAL: Medical attendance can be organised by the Agent 

without advance notice, Hospital and private clinic available. How- 

ever, if medical attendance required as soon as the ship arrives, 

particularly at night, it is advisable to send a radio message 12-15 

hrs. before the arrival of the ship. 

TANKERS: No installation to receive residues. Two berths for un- 

loading of refined products. Refinery de Midi: max. length 110 m., 

max. draft 6 m. Total Oil berth: max. length 80 m., max. draft 5m. 70. 

vez WATER: Available at each berth, minimum supply 3 cubic 

metres. 

ea Available by arrangements in advance through Agent or 

suppliers. 

GANGWAY/DECK WATCHMEN: Not obligatory except for 

ships with dangerous merchandise on board. 

OFENING/CLOSING HATCHES: Generally carried out by the 
W. 

CUSTOMS ALLOWANCES: 200 grammes or 250 grammes of 

tobacco for each crew member and for 8 days (must without fail be 

declared in the individual list of provisions). 1 bottle of wine or 

ee vine without fail be declared in the individual list of pro- 
ions), 


IDENTIFICATION CARDS: Not necessary - seaman's identity 
card sufficient. 


CONSULATES: 
Belgium Norway 
Brazil Peru 
Chile Portugal 
Spain Sweden 
Finland Uruguay 


Great Britain 


Spee: Running repairs to hull, machinery, radio, and radar can 
ed. 
DRY DOCK: Usable length 98 metres. Length on stocks 94-10 
Metres, Width of entry 15 metres. Depth above sill, neap tides 4-50 
he spring tides 6 metres. 
Ca ERATION : Possible for all countries as well as crew 
AIRPORT: At Biarritz; 3 kilometres away. Regular service with 
Timp ee Services per week to and from London. 
HOLE European Standard Time: GMT plus 1 hour. 

DAYS: ist January; Easter Sunday/Monday; May 1st; Ascen- 


FRANCE 


sion Day; Whitsun Sunday/Monday; 14th July; 15th August; 1st 
November; 25th December. 

POLICE/AMBULANCE/FIRE: Police, telephone 17 or 25.20.34., 
Anglet: 17 or 25.94.24. Boucau: 17 or 25.22.80. St. Leon Hospital: 
25.34.60. Fire Station: 18 or 25.21.84. 

TELEPHONES: Telephones on board not possible. 

SHORE LEAVE: Crew are authorised to go ashore. 
AUTHORITY: Harbour Master: Allees-Marines, 64 Bayonne. 
Tel. 25.00.02. 


AGENT: See “Paris”. 


BORDEAUX (inc. Verdon, Bassens, Ambes, Pauillac, 
Blaye): 44.50 N. 0.34 W. (See Plan) 


DOCUMENTS: 

Tonnage Certificate. 

2 copies Provisions List. 

2 copies Personal Effects List. 

2 copies Crew List. 

Customs Clearance. 

Crew Manifests. 

PILOTAGE: Vessels should announce their arrival at BXA Buoy 
at least 24 hours in advance to the Commandant du Port de Bor- 
deaux through Coast Station Arcachon - Bordeaux Port Radio. In 
addition they should contact the pilot boat and confirm their ETA 
and speed 12 hours in advance The ship will be able to keep in touch 
with the pilot boat where radio watches are kept as follows. 

1. On 500 kc/s (radio) and 2-182 kc/s (radiotelephone): permanent 
watches from 0800 to 1000 GMT. 1200 to 1400 GMT. 1600 to 1800 
GMT. 2000 to 2200 GMT. 

2. On 2-182 kc/s, a general RT call (both in French and in English) 
at the end of each radio contact with the pilots’ station at Le Verdon. 

These contacts are made on 1743 kc/s at the following hours 
(GMT) 0030 - 0300 - 0500 - 0630 - 0717 - 0915 - 1030 - 1230 - 1430 - 
1600 - 1715 — 2000 - 2124. 

Upon request a special radio contact can be obtained at any time. 

Under normal weather conditions, the pilot boat remains near the 
landing buoy and the West Channel entrance. In bad weather the 
Pilot is sent on board as soon as boarding becomes possible, 
usually around buoy No. 10. 

Vessels less than 70 metres long, for which pilotage from the sea 
to Verdon is not compulsory, may embark river Pilot at Le Verdon 
providing Masters have advised the pilot station accordingly. Pilots 
can be contacted on VHF Channels 12 and 16. 

ANCHORAGE: The normal waiting anchorage area is the roadstead 
of Le Verdon, depth 10 to 12 m. and sand silt bottom. The big tankers 
with more than 10 m. draft find a good anchoring area in the Sain- 
tonge roadstead with a depth of 15 to 20 m. (sand silt bottom). 

MAX. SIZE: Verdon Petroleum Harbour. Tankers up to 350 m. 
length or approximately 250,000 dwt. can be accepted, with 75% load. 

Bec d'Ambes: Tankers up to 32 ft. 6 in. draft. 

Pauillac: Tankers up to 34 ft. 6 in. draft. 

Bassens: Vessels up to 32 ft. draft. 

Blaye: Vessels up to 25 ft. draft. 

RESTRICTIONS: The great entrance to the Gironde estuary 
(Western Entrance) is dredged to a depth of 13-50 m. under the zero 
of French sea charts. It permits the sailing in of ships with a draft 
of 15 metres (49 ft.) at practically all tides. 

HEALTH: Vessel should ask for free pratique by radio at least 12 
hours before arriving at port. Message should be addressed to 
Sanipor - Bordeaux routed via Bordeaux/Arcachon radio. Otherwise, 
pratique given by Customs Officers who board on arrival. If any case 
of suspected disease on board or any reason why vessel should not 
receive free pratique, Master should radio Agent before arrival, 
advising full details. 

RADAR/VHF: Port radar is in operation in the Gironde Estuary and 
approaches. Vessels may contact this station for navigation infor- 
mation by calling Verdon Port Radio on VHF Channel 14. 

RADIO: Arcachon Bordeaux Port Radio: Radiophony 1,862 kc/s. 
Radiography 421 kc/s. 

Port Authority by VHF: Calling band 1568 mHz Channel 16. 
Traffic band 156-6 mHz Channel 12 (port). Traffic band 156-7 mHz 
Channel 14 (radar). 

Pilots: Telegraphy: watch on 500 kc/s at the prescribed hours. 

Telephony: continuous watch on 2,182 kc/s. VHF: continuous watch 
on Channel 16. 
TUGS: Tug assistance is available as ordered by the Pilot. Tugs 
will join vessels at the following places: In Verdon Roads for vessels 
mooring at Verdon. In Pauillac Roads for vessels mooring at Pauillac. 
At Buoy BA1 for vessels mooring at Ambes. Off the Harbour Basins 
for vessels mooring at Bordeaux Docks. 

As a rule ship's tow-lines are used; when a tug line is required 
there will be an additional charge. 

BERTHING: Riverside Quays. 20 berths depth alongside 7-50 m.- 
9 m. at low water. 

Enclosed Docks. 2 basins joined by a lock 25 m. wide. Entrance 
effected by two locks of the following dimensions: Large lock 152 m. 
long 22 m. wide. Small lock 136 m. long 14 m. wide. Depth of water in 
the basins is maintained at 7-50 m. 

Queyries. 1,193 m. berth length. Depth alongside 5-8 m. 

Bassens-Amont. 10 berths, total length 1,250 m. Depth alongside 
up to 9°50 m. 

Bassens-Aval. 10 berths, total length 1,250 m. Depth alongside more 
than 9-50 m. at low water. 

TANKERS: Verdon Terminal: Main berth. The ship is berthed on 


217 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


elastic dolphins (steel pipes) with an available depth of 17 metres. 
Ship makes fast with own hawsers on four mooring dolphins, two 
up and two down on the wharf and set back about 35 m. from the face. 
This mooring is strengthened by very flexible steel warp hawsers of 
55 and 60 mm. diam. Five hawsers of this type may be placed at each 
end of vessel according to needs and weather conditions. Ships 
must have strong chain or claw-stoppers for turning on bitts. 

For crude oil, the berths have following equipment: one 30 in. line 
connecting the main berth to storage; one 16 in. line connecting the 
coaster berth to the foresaid lines; two lines for bunkering. 

Arms for connecting pipe-lines to ship. Connecting of the crude 
oil pipe-lines is made by ASA type, 16 in. Mannesmann arms (4 at 
main berth -1 at the coaster berth). The Port Authority has a number 
of connecting collars in various dimensions and types. Ships are 
requested to inform before arrival on the type and data of their own 
collars. Connecting to the bunkering line is made by flexible hoses 
(ships must use their own handling gear). 

Fire wire must be rigged on forecastle and poop, the eye one 
metre (3 ft.) above the water (all the time) when ship is light. Each 
fire wire must have a ten metres (30 ft.) coil laying between bitts and 
fair lead. 

If no other request, the ship is assisted by two tugs (with Kort- 
nozzle 23 ton thrust) one of which stays at disposal during the call. 

Secondary berth. This berth is for the use of shuttle-service ships, 
lighters and coasters, depth of 6:50 m. alongside. 

Fire-fighting line. A 12 in. line supplies the wharf and thetwo berths 
with sea water under pressure. At each berth there are fire-fighting 
hydrants. The first help material for fire-fighting is ready to use at 
each call. It includes spray nozzles, water and foam hoses, emulsion 
pb containers, powder extinguisher systems (movable and port- 
able). 

Bunkering. Supply is made by lighters mooring at the coaster 
berth. Tying lighters alongside tankers is forbidden, except with 
special permission of the Port Authority. 

Telephone. Telephone is connected to every ship on arrival. In 
that way the ship is regularly connected to the French telephone 
network (tel. No. 596243 - Le Verdon). 

Pauillac. Oil installation operated by Shell, 33 ft. alongside. 

Ambes. Terminal for tankers up to 200 m. length, 32 ft. 6 in. draft. 
Operated by Société Elf and Esso. 

Blaye. Small tankers are accommodated at the private jetty of La 
Société Total. 

DENSITY: Verdon 1023 to 1015. Pauillac 1005 to 1000. Ambes 
approximately 1000. Bordeaux approximately 1000. 

MEDICAL: All facilities available. Smallpox, malaria, and cholera 
vaccinations can be performed at the Military Hospital or at the Port 
Vaccination Centre. 

DRY DOCKS: There are three dry docks and flve small covered 
docks. Dimensions of the largest graving dock are 247 m. length 
34 m. width 13:40 m. depth. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 
alcohol per man. 

IDENTIFICATION CARDS: Crew men going ashore should carry 
passport or identity card. 

AIRPORT: Situated 10 km. from port. Daily flights to all parts of 
France. Twice weekly flights to Europe and N. Africa. 
POLICE/FIRE/AMBULANCE: Police 17; Ambulance 17; Fire 18. 
TELEPHONES: Can be connected on board vessels moored at 
quays in Bordeaux, Bassens, Ambes, Pauillac, and Verdon. 

TIME: GMT plus 1 hour - no alterations. 

HOLIDAYS: New Year (1st January, no labour available); Easter 
Sunday (possibility of labour with overtime); Easter Monday (no 
labour available); Labour Day (1st May, no labour available); Ascen- 
sion Day (possibility of labour with overtime); Whit Sunday (possi- 
bility of labour with overtime); Whit Monday (no labour available); 
National Day (14th July, no labour available); Assumption Day (15th 
August, no labour available); All Saints’ Day (1st November, no 
labour available); Armistice Day (11th November, possibility of 
labour with overtime); Christmas Day (25th December, no labour 
available). N.B. Every Sunday and day marked “possibility of labour 
with overtime" can be worked at the rate of 100%. 

AUTHORITY: Port Autonome de Bordeaux, Palais de la Bourse. 
Tel. (56) 90.91.21. Telex Poronom Bordx 57617. Harbour Master: 
Capiport Bordx 57.428. 


AGENT: See “Paris”. 


BOULOGNE SUR MER: 50.43 N. 01.35 E. (See Plan) 


DOCUMENTS: As for "Calais". 
PILOTAGE: Compulsory for vessels over 60 metres length. Vessels 
can communicate with pilot station, tel. 31.36.08, through Boulogne 
Radio. When pilot launch is at sea, contact by VHF Channel 12. 
The most favourable boarding point is between the sea buoy 
and the wreck buoy situated 14 miles to the South, or slightly nearer 
the land if there are strong Westerly winds. In any event, the surf 
created by the Carnot breakwater must be avoided by keeping at 
least 1 mile off shore. If Pilot is not immediately available, vessel 
must wait in Outer Roads, if necessary at anchor, until further 
instructions received. On no account should vessel attempt to enter 
Carnot Roads without Pilot. 
ANCHORAGE: The outer anchorage for large vessels is midway 
between Bassure de Baas and the Carnot breakwater. Anchorage 
prohibited in the main approach channel. 
RESTRICTIONS: Entrance depends on tidal conditions. For 
larger vessels best to enter the breakwaters at slack water which 
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occurs two hours before time of high tide. Arriving vessels aq 
obliged to contact Harbour Master's office immediately by radio 
or VHF Channel 12. 

MAX. SIZE: For outer harbour: length, 205 m.; draft, 10-5 m. Spring 
11:00 m. Neaps. Max. d.w.t., 31,000 tons. Bassin Loubet: length 
100 m.; Draft, 7-5m. Springs, 775 m. Neaps. 

RADIO: Boulogne Radio, call sign FFB, also on VHF Channel 95, 
HEALTH: Pratique given by Customs officers who board on arrival 
In case of suspected disease on board, Master should radio Ageny 
prior arrival advising details. 

TUGS: Will meet vessel as requested by Master on Pilot's advice 
BERTHING: Main berths situated inside Carnot breakwate 
Mooring length of 1,000 m. available, depths vary from 5:5 m. to 107 

A marine terminal in the inner harbour, for landing vehicles wis 
passengers. This terminal has two mobile ship-to-shore ramps, 

These ramps have a load capacity of 30 and 35 ton, and th 
availability of parking areas allows for development of roll-o» 
roll-off traffic. However, the characteristics of the inner port can juy 
accommodate ships up to a maximum length of 130 metres with; 
draft of 4:50 metres. Plans are being studied for considerably in. 
proving these facilities. 

CRANES: Floating crane 150 ton capacity. Also one crane 25 ty 
capacity, 9 cranes 3-6 ton and 18 cranes 6-15 tons 
DEVELOPMENTS: Lengthening of the Quay de L'Europe whie 
will then have a total length in excess of 800 metres. 

A third roll-on/roll-off position is being studied which will 
located in the sheltered roadstead, on the Western side of the Sarry 
Bournet mole, and will be able to handle a mixed traffic of accom 
panied cars and general cargo. In addition, a quayside installatigr 
equipped with a ramp is being planned in the dock for berthiny 
Ro-Ro ships with both horizontal and vertical handling capability, 

A 240-metre quay may also be available along the Western sided 
the quay when the increased traffic warrants its construction, 

The port offers 58,800 sq. metres covered area, of which 4,500 5 
metres (18,000 cubic metres) are cold stores, and 82,100 sq. metre 
of open area. 

A clinker silo of a capacity of 42,500 tons is currently in coursed 
construction; its rate of loading will be 1,000 tons/hour, 

FRESH WATER: Supplied by pipe-line to all berths. 

FUEL: SMCL quay can supply marine fuel. Quay is limited to vessey 

less than 100 m. length and 5 m. draft, otherwise fuel obtainable by 

tanker lorry from Dunkirk. 

OPENING/CLOSING HATCHES: Performed by crew. 

REPAIRS: Only quick repairs may be effected because of conges 

tion at the quays. Slipway for vessels up to 2,500 tons. 

TIME: GMT plus 1 hour. 

HOLIDAYS: No work Sundays and legal holidays. 

agg br" alle co Police, tel. 31.58. 07; Ambulance 
ire, tel. 18. 

TELEPHONES: Can be connected on board vessels at Quay t 

L'Europe. 

SHORE LEAVE: Permitted, no restrictions. 

AUTHORITY : Direction du Port, 96 Quai Gambetta, 62321 Boulogn 

sur Mer. Tel. 31.46.00. 


AGENT: See ‘'Paris”. 


BREST: 48.24 N. 04.30 W. 


DOCUMENTS: See “Dunkirk”. 

PILOTAGE: Pilots do not stay out at sea, but only go to meet shi 
at estimated time of arrival as sent by ship. Normally pilot boat pos 
tioned on the line Toulinguet lighthouse and Beuzec (or Charlit 
Martel) buoy, about 2:5 miles N.W. Toulinguet lighthouse, If stron 
S.W. wind, pilot boat waits for ship at entrance of Camaret By 
about 1.5 miles N.E. Toulinguet lighthouse. If sea too rough to allo 
pilot boat to sail out, boat waits for ship at entrance of Brest Roads 
near Portzic lighthouse. 

Ships proceeding Brest must send last message giving ETA pil 
station (stating if /Joca/ time or GMT), about 5 hours before arrivé 
Message to be addressed ‘Brest Pilot Office’ through Brest l 
Conquet radio station (call sign FFU). Day and night watch at pil? 
office. Radio station phones message direct as soon as receive 
Any alteration in ETA should be passed pilot office immediately. 

Pilot boat sails from Brest harbour about 14 hours before ship! 
ETA, and $ hour later pilot boat takes radio-telephony watch on2‘& 
kc/s, calling ship from time to time on same frequency. Ships fitlé 
with radio-telephony should listen and call on 2182 kc/s, Pilot bot 
also equipped VHF Channels 16,9, 6,12 and pilot office Channel! 
ANCHORAGE: At Pilot's discretion. Anchoring in ma 
approaches restricted as indicated on charts. 
RESTRICTIONS: Entry subject draft and height of tide on day! 
question. Two entrances to port, one dredged to 6 m. below zeroe 
charts and the other 5-8 m. below zero. Depth at quays varies accor 
ing berth from 6 m. to 11 m. below zero. 

MAX. SIZE: Inside harbour, max. length 320 metres. Draft up tof 
ft. subject to tide. 

HEALTH: If from foreign port, cable Maritime Health Service 4° 
24 hours prior arrival requesting free pratique. If risk of contagio# 
disease exists, vessel will be held in roads until cleared. If fr 
another French port, free pratique automatic. 

RADIO: Brest Le Conquet - FFU. 

TUGS: Two port tugs of 1,250 h.p. Tugs join vessel at main entrane 
to port. Marine National places tugs at ship's disposal for all p® 
movements. Generally, tow rope supplied by tug at additional chay 

The German salvage tug Le Pacific, or another tug of the Germ 
Bugsier Company, is stationed at the port, but only gives assista® 
for vessels requiring aid outside the port area. 
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G: According to draft, ships may have to wait in roads 
Cee earthed depending on height of tide in fairways. Also see 
Restrictions”. Wea ; 
STEVEDORES: Agent has responsibility of making all arrange- 
ments for unloading, and is in touch with stevedores who arrange 

angs. 
eC OICAL: Hospitals and clinics available. In the case of ship need- 
ing medical assistance, request should be addressed to Maritime 
Health Service through Conquet Radio Station, advising ETA, where 
vessel coming from and state of patient. 
TANKERS: One berth for receipt of refined products destined for 
local storage tanks. Berth length 142 metres, dredged alongside to a 
depth of 10 metres below zero of charts over an area 250 metres long 
and 30 metres wide. 
FRESH WATER: All berths have fresh water supply. Apply to 
Chamber of Commerce who make necessary arrangements. Loading 
rate 13-15 tons per hour. \ 
FUEL: Bunkering station operated by Société de Depots de Petrole 
Cotiers, on the South side of the East Mole. Loading rate up to 
200 tons per hour. ad , ; 
TANK CLEANING: Station situated at the Southern extremity of 
the East Mole. Can operate four Victor Pyrate machines simul- 
taneously. Equipped with three boilers to supply steam, three pumps, 
oily water separator and an extractor for solid residues. ; 

The tank-cleaning station is connected by pipe-line to Repair 
Quay No. 2 where tankers of 100,000 to 250,000 dwt. may be 
accommodated. a! 
DEVELOPMENTS: Building project for a refinery of 3} million 
tons capacity, fed by a jetty accessible for tankers of 250,000 tons 
dwt. in course of next 5 years. Plan for extension of naval repair yard, 
building third large drydock for tankers up to 500,000 dwt. 

Work in progress: Construction of repair stations for vessels 
whilst afloat at No. 2 and 3. No. 2 quay total length 288 m. No. 3 quay 
total length 320 m. Work commenced in August 1973. No. 2 quay 
expected to be completed 1974 and No. 3 quay May 1975. 
WATCHMEN: Compulsory for ships carrying dangerous materials, 
non gas-free tankers, vessels with chemical products, munitions, 
etc. 


CERTIFICATES: 

Nationality. 

Gross Tonnage. 

Classification. 

Deratisation. 

Vaccination. 
CUSTOMS ALLOWANCES: Tobacco, Wine/Spirit. Ship's pro- 
visions must be under seal. 
CONSULATES: The following countries are represented by 
Consuls at Brest: 


Belgium Netherlands. 
Chile Norway 
Denmark Portugal 
Finland Spain 


German Federal Republic Sweden 
REPAIRS: Repair Quay No. 1 at the East Quay of Basin No. 5 can 
accommodate vessels up to 200 metres length. Dredged to depth 
of 10 metres over an area 300 metres long, 52 metres wide. 

Repair Quay No, 2 can accommodate vessels up to 350,000 dwt. 
Quay is 320 metres long, dredged to depth from 10 metres at the bow 
to 12 metres at the stern over an area of 400 metres length. 

Vessels may also be permitted to make repairs at other quays 

accordng to their availability. 
DRY DOCKS: No. 1: Dimensions 225 metres by 26-77 metres, 
entrance sill four metres below datum, situated at the North-east 
angle of Basin No. 5. The entrance lock can receive two vessels 
simultaneously, one of 75 metres length and the other of 150 metres 
length, with some adjustments. 

a draft, at spring tides: 11:50 metres; at neap tides: 10-00 
metres. 

No. 2: Dimensions 342 metres by 55 metres. Can accept tankers 
of up to 250,000 dwt. Entrance sill 7-25 metres below datum. Dock 
Situated in the South-east of the Industrial Port Zone. Can accept 
vessels of the following dimensions: 

At mean spring tides: length 335 metres; beam 50 metres; draft 
12:50 metres. 

neap tides: length 335 metres; beam 50 metres; draft 10 
metres. 

AIRPORT: At Guipavas, 7 km. from Brest -3 daily services to Paris. 
TIME: Local time GMT plus 1 hour. 

POLICE/AMBULANCE/FIRE: Police 444850 and 445861; Police 
Secours 17; Ambulance and Fire brigade 18 or 442766. 
TELEPHONES: Can be placed aboard at certain berths. 
SERVICES: Degassing station, tank-cleaning and slop discharge, 
adjustment of chronometers, chart and document department, 
weather forecasting, permanent daytime service for signing on crew, 
barometer adjustment. Also Compass and D/F adjusting. 

Port Weather Service: Port Office, 30 Bis, Quai Commandant 
Malbert. Health Service: Quai Commandant Malbert. 

AUTHORITY: Ingenieur des Ports et Chaussees, Arrondissement 
de Brest, Direction Departmentale de l'Equipement, 2 Rue Alderic 
Lecomte. Tel. 80.13.44 (5 lines) Brest. Telex 74586. 


Se (France), 6 Quai de la Douane. Telex 73080. 


FRANCE 


CAEN: 49.13 N. 00.21 W. (See Plan) 


DOCUMENTS: 

3 copies Crew List. 

3 copies Provisions List. 

3 copies Crew Personal Effects List. 

Derat. Certificate or exemption. 

PILOTAGE: Pilot boat is on station from 24 hours before high wat- 

er until 3 hours after high water. Vessels can contact the Pilot by 

radio on 2182 kHz or by VHF Channels 12 and 16. The pilot boat is 

stationed in the outer port of Ouistreham and goes out to the roads 

* vessels approach. International code flag signals are used to call 
ilot. 

Caen Pilot boat has a black hull with a white stripe. The words 
“Pilote Caen" are written in white letters on the hull. During the sum- 
mer months the pilot boat is replaced by a launch bearing the same 
markings. As soon as the Pilot boards he will hand the Master an 
Entry Declaration to be completed. 

ANCHORAGE: While waiting the tide vessels may anchor in the 
vicinity of the light-buoy in Ouistreham roads. The position of this 
buoy is 49° 19’ 50” N. 0° 14’ 18” W. The buoy is positioned in depths 
of 10 m. Anchorage is open to winds from West through South to 
East; good holding ground. Currents do not exceed 2 knots at 
spring tides. 

RESTRICTIONS: Dimensions of locks — East lock length 181 
m., depth 18 m. West lock length 225 m., depth 30 m. 

The locks are open to navigation from 2 hours before high water 
to 3 hours after high water. The locks can be used up to a maximum 
of one hour before/after these times by special permission of the 
Harbour Master and payment of additional dues. 

Maritime Canal, length 14 km. The canal is dredged to 9-89 m. depth. 
Vessels proceeding to the docks at Herouville and Calix must pass 
two bridges: Herouville 30 m. wide and Colombelles 30 m. wide. 

Ships proceeding to new dock must also pass the bridge at Calix, 
an m. wide. Maximum speed authorised in the Maritime Canal is 
7 knots. 

MAX. SIZE: Daytime, length 188 m., beam 23 m., draft 29 ft. sea 
water, 


Night-time: 

Herouville length 170 m. Beam17m. Draft 24 ft. sea water. 
Calix a 150 Mm. 2 as 17 m. erg” ae * 
New Dock ,, 140m. ,, 153m. oosthdioa i. aay 


HEALTH: Free pratique is automatic for all ships. Health control 
is carried out by customs officers under the direction of the Havre 
Port Health Office. For ships coming from ports in Africa, Asia, or 
Pacific Islands a Maritime Declaration of Health is required. 

In case of suspected epidemic or fever on board Master must 
advise the port authorities who will instruct him to proceed to an 
appropriate anchorage to be boarded by the Port Health doctor. 
RADIO: Nearest radio station Boulogne Radio, call sign FFB. 
VHF: Vessels may communicate with the Harbour Master's Office 
by VHF Channel 12. This service only operates during the hours 
when the locks are operating. 

TUGS: The use of one or two tugs is compulsory for vessels over 
16-50 m. beam. 


BERTHING: 
Sea 
level 
Dock Quay Facilities Length — chart 
(m) 
Saint Pierre Vendeuvre de 2 cranes 5 tons 280 5 
la Londe 1 apple silo of 250 t 250 5 
Cafarelli unloading rate 50 t/p/h 
Cider storage of 3,200 hectl 150 5 
capacity 
Nouveau Président 3 cranes 5t 150 7-9 
Bassin Hippolyte Cereals machinery rate: 550 65 
Lefévre two 100 t/h 
Président one 200 t/h 
Gaston Lamy 4 cranes 3t; 2 cranes 5t 
2 cranes 10 t; 2 cranes 15t 
3 cranes 5t; 1 crane 8t 
De Normandie 1 crane 10t 375 58 
De Cliax Calix 4 cranes 6t 165 99 
Storage of Molasses: 9,000 t 
D'Herouville Président 2 cranes 5t; 4 cranes 6t 300 9-9 
Delaunay Private berth, 3 cranes 8t 200 
Mole a For General cargo: 9 silos 
charbon of 19,600 m* 
Blainville Blainville Wood unloading rate 400 t/p/h 150 9-9 
Blainville To be completed 1974 180 99 


STEVEDORES: Arranged by Agent on basis of ETA provided by 
vessel before arrival. 

MEDICAL: Doctors and hospital facilities available. 

TANKERS: There are two tanker berths D.P.C. berth in Calix 
Dock, maximum draft 8-60 m. and SONEC berth on the left bank of 
the Canal, maximum draft 5-60 m. Gas-freeing and discharge of 
residues is prohibited. 

FRESH WATER: Available at all berths, rate about 5-10 tons per 
hour. 

FUEL: Can only be supplied by tanker lorries. 

WATCHMEN: Not compulsory. 

OPENING AND CLOSING HATCHES: This work is normally 
carried out by the crew. 

CUSTOMS ALLOWANCES: Amount of tobacco and alcohol 
for crew consumption must be declared on the stores list. Quanti- 
ties held out of bond are at Customs discretion. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


IDENTIFICATION CARDS: Not required. 
CONSULS: The following countries are represented locally: 
Denmark tel. 82.00.67 Norway _ tel. 82.05.42 
Finland _,, 83.33.27 Sweden _,, 82.21.76 
REPAIRS: Deck and machinery repairs can be carried out by local 
workshops. Nearest dry docks at Havre or Cherbourg. 
REPATRIATION: Can be arranged. 
AIRPORT: Situated 12 km. from the port. There are no regular 
services, but an air taxi with five seats can arrange connections to 
International airports. 
TIME: GMT plus 1 hr. all the year round. 
HOLIDAYS: Work is carried out on legal holidays. No work on 
“Jours de Fétes”. 
POLICE/FIRE/AMBULANCE: Police tel. 17; Fire 18; Ambulance 
18. 
TELEPHONES: Can be connected on board ships. Quayside 
telephone situated in the new dock and at Hérouville. 
SHORE LEAVE: Allowed. 
AUTHORITY: Ingenieur des Ponts et Chaussees, Chef de |'Ex- 
ploitation, Direction Departmentale de l'Equipment, Avenue 
General Vanier, 14000, Caen. 


AGENT: See “Paris”. 


CALAIS: 50.58 N. 01 50 E. (See Plan) 


DOCUMENTS: 
Ship Register. 
Manifest of Cargo. 
Shipping Bill. 

3 Lists of Provisions on board. 

4 Lists of Articles held by crew. 

3 Lists of Crew. 

List of open spaces. 

Health Certificate, endorsed by Master on arrival. 

Deratisation or exemption. 

For tankers, Certificate of Cargo Specification and Certificate of 
vessel's suitability to transport inflammable liquids in bulk. 

PILOTAGE: Compulsory when entering or leaving harbour, except 
for ships less than 50 metres length. Pilotage area: 3 miles from 
piers. Ships required to give notice of their arrival 18 hours before, 
through Boulogne Radio. Pilot waits between buoys CA4 and CA6. 
Pilot boat: Black, white side stripe, bearing the inscription “Pilote 
Calais". She is equipped with VHF, Channel 6 and Channel 16. 
ANCHORAGES: Between CA6 and CA8, 15 to 17 m. deep, sand 
and gravel. Good anchorage. When bad weather from N. ships are 
advised to stand out to sea or anchor in the roads of Les Dunes. 
Ship will receive instructions from pilots or Harbour Captain's 
office when to enter roads of Calais. 
RESTRICTIONS: Harbour channel 130 m. wide. In channel and 
outer harbour, depths are maintained at8-40 m. MWL. Vessels should 
enter harbour preferably about 2 h. 30 before high tide or 0 h. 30 after 
high tide. Because of the shape of sluice at the entrance larger 
vessels cannot have direct access to the Bassin Carnot at certain 
tides. These vessels may lighten in outer port, at ‘‘Quai Paul Devot", 
where depth is 7 m. LWOST. 

MAX. SIZE: “Bassin Carnot", 150 m. max. length; “Bassin Ouest”, 

(West Dock) 110 m. max. length; ‘Quai P. Devot"’, 160 m. max. length; 

“Bassin Carnot”, 19 m. max. beam; “Bassin Ouest", 16 m. max. 

beam. Maximum draft: 8-19 m. (26 ft.6 in.). Port accessible to vessels 

of 20,000 dwt. 

HEALTH: Sanitation Controls can arrange deratisations and 

exemptions. International Vaccination Certificates required for 

ships coming from an epidemic zone. 

RADIO: Messages through Boulogne Radio. ETA must reach 
ilotage station or Harbour Captain's offices 18 hours before arrival. 

ase alais, ships equipped with VHF can call Harbour Captain on 

Channel 12 or pilotage station on Channel 16. 

TUGS: Generally join ships at end of the piers. Towing ropes are 

enerally ships own but can be supplied by tug. 

BERTHING: Max. height of tide 7:30 metres. Depth on dock sills 

2 metres LWOST. 

At West dock, entrance between 14 hours before and 4 hour after 
high tide. In Bassin Carnot, entrance between 3 hours before and 
1 hour after high tide. 

There are two berths equipped for handling roll-on/roll-off traffic, 
situated in Bassin Carnot. 
CRANES: 

Maritime Station Quay 

Paul Devot Quay 


Electric cranes - 6 tons 3 
Electric crane - 6 tons with automatic 1 
scoop 

Electric crane - 12 tons with automatic 
scoop 

A block of 2 gantries able to handle 

a load of 40 tons (containers) 


Transit Station 


West Basin 

South Quay of the Electric cranes - 3 tons 3 

West Basin Electric cranes - 6 tons 2 

Carnot Basin 

Vistule Quay Electric cranes - 6 tons 2 

Rhone Quay Electric cranes - 3 tons 4 

Loire Quay Electric cranes — 6 tons 3 
Electric cranes - 6 tons with automatic 
scoops 8 
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Electric gantries - 6 tons with raisable 
torepeak and equipped with weights 
and automatic scoops { 
Electric cranes - 6 tons with automatic 
scoops 1 
Electric cranes - 6 tons j 
Electric crane - 12 tons with automatic 
scoop { 
Electric cranes - 6 tons 
Electric cranes - 6 tons with automatic 
scoops ! 

Dry Dock: One electric crane - 15 tons. 2 mobile cranes of 1/9 toy 
complete the lifting machinery of the Public Equipment of the Por 
BRIDGES: Swing bridges (West Dock) and draw bridges (Bass) 
Carnot) are situated on sluices. 
STEVEDORES: Informed by Shipbrokers of tonnage, nature an 
condition of cargo. 
MEDICAL: All facilities available. 
TANKERS: Two posts provided for tankers: “Quai Paul Devyor 
for middle-sized tankers. ‘Bassin Quest" (West Dock) for sma 
tankers. ‘White and black" products can be accepted at “Bassi 
Ouest." Only “black” products admitted at Quai P. Devot"’. Tanken 
are allowed to enter harbour only by day-time. They must go as som 
as operations are finished. Hoses 10 and 12 in. in diameter. Bargy 
discharged with a 10 in. hose. 
DENSITY: Sait. 
FRESH WATER: Supplied from hydrants on wharves. 
FUEL: Any fuel can be supplied by tank lorry of large capacity, 
GANGWAY/DECK WATCHMEN: Ships must be guarded. 
OPENING/CLOSING HATCHES: As a rule hatches a 
manoeuvred by crew. 
CUSTOMS ALLOWANCE: Tobacco: No limit for foreign ship, 
but the quantity must be declared on the lists of articles held by cres 
IDENTIFICATION CARDS: Identification cards and seamen; 
books are required. 
CONSULS: 

Consuls: 

Low Countries, (Holland), M. G. Dumont, 12 Bd. des Allies, Calais 

Monaco, M. C. H. Loze, 38 Quai Gustave, Lamarle. 

Vice-Consuls: 

Denmark, M. J. Mulard Son, Place de Suede. 

Finland, M. H. Ravisse, 12 Bd. des Allies. 

Great Britain, M. P, B. Thompson, 9 Rue Felix Cadras. 

Greece, M. H. Ravisse, 12 Bd. des Allies. 

Italy, M. T. Simonini, 64 Rue Royale. 

Norway, M. Y. Lefebvre, 12 Bd. des Allies. 

Portugal, M. R. H. Delanghe, 41 Place d'Armes. 

Sweden, M. T. Pagviez, 198 Rue des Quatre Coins. 

Representative of the Consulate of Germany of Lille, M. N. 

12 Bd. des Allies. 

REPAIRS: Deck and engine repairs possible. 
DRY DOCKS: One, 153 m. long, 21 m. wide. Depth at sill, 7-45 
REPATRIATION: Pilot boats and tugs may trans-ship equipmer 
or hands in outer roads. 
AIRPORT: Calais, Marck, 7 km. away. 
TIME: GMT plus 1 hour. 
HOLIDAYS: 1st January; Easter Monday; 1st May; Ascensio 
Day; Whit Monday; Tuesday afternoon following 1st Sunday ¢ 
duly (local feast); 14th July; 15th August; 1st November; {tt 
November; afternoon of 24th December; 25th December; Sunday: 
Bae tS eee Police 17; Ambulance 34,39. 

ire 18, 
SHORE LEAVE: Crew are allowed ashore. 
AUTHORITY: Directeur des Ports de Boulogne-sur-Mer et Calais 
96 Quai Gambetta. 62 Boulogne-sur-Mer. 


AGENT: See “Paris”. 


Crespin Quay 


Fournier Quay 


Volga Quay 


CALVI: Corsica 42.34 N. 08.46 E. 


DOCUMENTS: 
3 Crew Lists. 
3 Passenger Lists. 
1 Provisions List. 
1 Cargo List. 
1 List of Articles (new and customs-barred) in possession ea 


crew member ~ cameras, binoculars, radios, cigarettes, spirit 
etc. 
1 Health Declaration. 
PILOTAGE: Not compulsory. 
ANCHORAGE: Outside port for cruise vessels. 
MAX. SIZE: Draft 5 metres; length 160 metres. 
RADIO: Within 50 miles call Ajaccio Radio VHF Channel 16. The 
connected over Channel 23 to telephone network. 
TUGS: None available. 
STEVEDORES: 24 hours accurate ETA necessary for order 
gana. No work on Sundays and official holidays. 
ARGO GEAR: Only a few nets and slings available; all other 9# 
must be supplied by ship. Ship's derricks used. 
FRESH WATER: Available at very slow pumping rate. 
FUEL: Not available. 
REPAIRS/CONSULS: None. 
TIME: GMT plus 1 hour, 


AGENT: Lloyd's Agent W. Tschumi, POB 55, Ajaccio. Tel. 21 43% 
Telex 46627. Cables: “Britiships Ajaccio". 
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CANNES: 43.33 N. 07.01 E. 


MENTS: : 
je sent on departure from previous port. 


copies of Passenger List. 

jena of Crew List. 

Required on arrival: ‘ ny 

4 copies of List of Passengers, showing christian name, surname, 

age, date and place of birth nationality. 

2 Crew Lists. : : : , 

5 copies of a Special Arrival form (supplied on arrival). , 
PILOTAGE: No pilot station at Cannes. A tender with Company's 
flag on top of its mast will meet the vessel: (a) If ship is proceeding 
to anchorage No. 1, in Golfe de la Napoule, about $ mile South of the 
lighthouse at end of Cannes port Pier (Quai Lauboeuf); (5) If ship is 
proceeding to either anchorage No. 2 or 3, in Golfe-Juan, 4 mile 
North of lle Ste Marguerite. chee. 

The tender will lead to anchorage and will give one blast of the 
siren when correct position has been reached. At night, tender has 
a fixed white light at top of its mast, which replaces the flag. Should 
it not be possible to advise by wireless before arrival at anchorage 
and weather conditions making it necessary for ship to anchor at 
either position No. 2 or 3, boat will meet ship in Golfe de la Napoule, 
2 miles South of Cannes port lighthouse. In this event, ship must 
proceed to anchorage No. 2 or 3 as appropriate, steaming to South 
of lle St. Honordt, whilst tender will proceed by channel between lle 
Ste Marguerite and the mainland. , ‘ih 
ANCHORAGE: Advice of anchorage is passed to Captain via 
Grasse Radio or Monaco Radio, VHF Channel 16 usually about one 
hour before arrival. There are three anchorages, any of which may 
be used according to the weather: 

No.1 off the port of Cannes, approximately 4 mile South of end of 
breakwater, used by calm sea or by East or North-east winds. 

No.2 is situated to North of Ile Ste Marguerite, used by South-east 
or South-west or South winds. 

No, 3 to the East of Cap de la Croisette, used by West or North- 
west winds. ‘ ‘ 

It could happen during the call, winds may change direction and 
movement from anchorage No. 1 to No. 2 or No. 3 become necessary. 
Shift takes about one hour. 

HEALTH: Port officials will embark immediately the ship anchors. 
Free pratique may be granted by wireless telephone one hour before 
arrival at ship's surgeon request stating: “no illness on board”. 
FRESH WATER: Three tankers of respectively 65, 75, and 95 tons 
capacity are available with 72 hours’ notice. Water can be pumped 
at an average of 1,500 tons per 24 hours, with 2 hoses of 2 in. dia- 
meter on each tender. 

GANGWAY/DECK WATCHMEN: Watchmen for gangways 
should be provided by ship and passengers are requested to present 
their landing cards every time they use the gangways. 


AGENT: Agence Generale de Navigation et de Tourisme, Building 
du Casino, Cannes, France. Tel. 39.32.80 and 39.39.84. Telex: 47783 - 
back signal: Agent Cannes. Telegraphic Address: Agent-Cannes. 


CHERBOURG: 49.38 N. 01.38 W. (See Plan) 


DOCUMENTS: 

Declaration of Health. 

Manifest of Provisions on Board. 

Manifest of Crew's Possessions. 

Manifest of Cargo — in certain cases. 

Manifest of Equipment. 
DEEP SEA PILOTAGE: Pilots board off CH1. Buoy. Radio ETA 
to "HUTCHINSON GRAVESEND". (48 hours notice.) On A pias 
ing Cherbourg contact Cherbourg Signal Station on VHF Channel 
16 confirming ETA. 
PILOTAGE: Requests for pilotage must indicate arrival time at the 
buoy CH1. They may be addressed to Agent or direct to pilot station, 
telegraphic address ‘Pilotage Cherbourg’ or through the Homet 
look-out station by means of the usual signals. To avoid delay it is 
well to warn the pilot station four hours in advance of arrival. As a 
general rule, the pilot boat always comes out, whatever the weather. 
In bad weather, it follows the vessel and Pilot boards as soon as 
shelter permits. Ships which arrive between 1800 hrs. and 0800 hrs. 
without having given their ETA, must take up a waiting anchorage to 
the North of the main breakwater between the meridian of the West 
Fort and that of the Central Fort. They must signal their presence to 
the Homet look-out. 
ANCHORAGE: Anchoring must be made strictly according to the 
instruments of the Pilot so as not to get in the way of movements 
and anchorage of steamers. Depths vary from 6 to 12 metres in safe 
anchorages. 
RESTRICTIONS: In the wet dock, the bridge is opened one hour 

efore until one hour after high water. 


MAX. SIZE: 
Depth (m.) 
average tide 
| Length (m.) Breadth(m.) Spring  Neap 
n the Roads No Limit No Limit 11 12.50 
rans-Atlantic Dock © NoLimit No Limit 6-90-13-90 8:50-15-0 
Mielles Dock 150 5-90 7:50 
Oil/Oil berth at 200 31 10 11:50 


Uerqueville 
EALTH: From French port to French Port, no formalities. From 


FRANCE 


foreign port to French Port, request for free pratique (yellow flag). 

In case of sickness on board, warn the Agent in advance. No crew 

eed may leave ship before consultation and agreement of Port 
octor. 

RADIO: The stations which offer the best facilities are Boulogne 

Radio, Brest le Conquet Radio, and Saint Lys for ships which are a 

long way off. 

TUGS: Tugs generally join vessel in the main approaches. With 

regard to the tow rope, a charge is made. 

BRIDGES: Only the swing bridge at the entrance to the wet dock, 

which is opened on request from 1 hr. before until 1 hr. after high 

tide for the entry and exit of ships. 

STEVEDORES: Agent needs ETA, to arrange personnel and 

equipment to be used for handling cargo. 

CRANES: Two floating cranes, max. capacity 90 tons. One shore 

crane, max. capacity 25 tons. The French Navy have two floating 

cranes one of 30 tons and one of 90 tons capacity. 

MEDICAL: Warn Agent of any requirements at the same time as 

ETA. There are two hospitals, civil and military, both very well 

equipped. 

TANKERS: There is only one discharge berth, max. draft 9 metres. 

WATER: Water points on all quays. 

FUEL: Available from local suppliers — Esso, Shell, etc. 

WATCHMEN: Every ship in port must have a watchman, usually a 

crew member. 

OPENING/CLOSING HATCHES: At the discretion of Master, 

crew may perform this. 

CUSTOMS ALLOWANCES: Free allowance for each crew mem- 

ber — 200 cigarettes or 50 cigars, and 1 litre of alcohol. 

IDENTIFICATION CARDS: Each crew member must carry his 

seaman's card. 


CONSULATES: 
Belgium Finland and Norway Greece 
Portugal Haiti Sweden 
Denmark Venezuela Great Britain 


REPAIRS: All types of hull and engine repairs are possible. 
DRY DOCK: Commercial Port's dock: length 75 metres, width 14 


metres. 

The Naval 

Dry Docks Length Width 

Homet Dock 258-50 m. 36 m. 

No. 1 103 m. 19-85 m. 

No. 2 113 m. 19-85 m. 

No.3 113 m. 19°85 m. 

No. 4 103 m. 19:85 m. 

No. 5 209-90 m. 29-75 m. 

No. 6 187-50 m. 187-50 m. 
7 80-95 m. 19:10 m. 


No. 
REPATRIATION: Can be arranged. 
AIRPORT: At Moupertuis, 12 kilometres from Cherbourg. There 
are no regular services in the immediate vicinity. 
TIME: Local time throughout the year is the time zone 1 h, East., 
i.e. Central European Time. 
HOLIDAYS: January 1st; Easter Sunday/Monday; May 1st; As- 
cension; Whitsun Sunday/Monday; July 14th; Assumption, 15th 
August; November 1st; Victory Day, November 11th; Christmas 
Day, 25th December. 
POLICE/AMBULANCE/FIRE: Police: 53.14.50. Ambulance: 
53.13.29. Fire: 53.01.23. 
TELEPHONE: Generally, ships do not request the installation of a 
telephone line, unless for a prolonged stay. It is only possible on the 
steamer berth, price 15 F. 
AUTHORITY: Ingenieur des Ponts et Chaussées, Department de 
la Manche. POB 208, Quai de France, 50107 Cherbourg. 


AGENT: Jolasry (France), 9, Quai de l’Entrep6t, Cherbourg. Telex: 
77723, Telephone: 53.24.35. 


CONCARNEAU: 47.52 N. 3.55 W. 


DOCUMENTS: 

Ship’s Registration Certificate. 

Cargo Manifest. 

Stores List. 

Crew Personal Effects List. 

List of Crew and Passengers with dates of Vaccinations. 
MAX. SIZE: Tankers: By day: 90 metres overall; by night: 80 metres 
overall. Other vesse/s: By day: 95 metres overall; by night: 90 metres 
overall. 
RADIO: Contact Conquet Radio. 
TUGS: Available on demand, meet vessels near Cochon Light. 
CUSTOMS ALLOWANCES: Tobacco: Fixed at 30 grams per day, 
at sea, per person. Alcoho/: The equivalent of five centilitres of rum 
at 42° per day, at sea, per person. 

These allowances are free of tax for use on board, but may not 
be landed. 
IDENTIFICATION CARDS: Any National Identity Documenta- 
tion will suffice. 
POLICE/AMBULANCE/FIRE: Police, tel. 970071; Ambulance, 
tel. 17; Fire Brigade, tel. 19. 
REPAIRS: There is a slipway which can accommodate six boats of 
350 metric tons. 
AUTHORITY: Officier de Port, Quai Est, Concarneau. Tel. 97.01.24 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


DIEPPE: 49.56 N. 01.04 E. (See Plan) 


DOCUMENTS 

4 Crew Lists. 

2 Lists of Stores. 

1 Loading Manifest. 

1 Passenger List. 

1 Declaration (furnished by Agent) stating that ship possesses 
up-to-date Safety Certificates. 

1 Bill of Health. 

PILOTAGE: Compulsory. Pilot boards 4 miles from breakwaters. 

Pilot boat is ready to put to sea from 2} hours before to 1 hour 

after high tide. During this period maintains radio telephone watch. 

VHF Channel 12. 

ANCHORAGE: It is recommended to anchor in zone bounded by 

following points: (a) 49° 56’ 55” N. 01° 04’ E.; (b) 49° 58’ 40” N. 01° 02’ 

45” E.; (c) 49° 57’ 42” N. 00° 59’ 20” ©; (d) 49° 55’ 50” N. 01° 00’ 30” E. 

This anchorage area includes buoy D.i and depths are from 6 

to 12 m. with sand and broken shell bottom. Larger vessels anchor 
approximately 4 mile to North of buoy D.I in depths of 10 to 12 m. 
To keep access to port free, it is forbidden to anchor in front of port 
entrance. 
RESTRICTIONS: All except very small vessels enter port only at 
full tide slack water (—2 h. to +1 h.). In principle passenger ferries 
have priority. The Pilot is rarely prevented from turning out by bad 
weather, but it can happen once or twice a year, with a strong wind 
from the North. In this case ships seek shelter near the English 
coast. Entering and leaving signals are made day and night at the 
following stations: 

(1) Signal station of the West jetty; (2) station signal mast in the 
Outer Harbour; (3) signal station of the Canada lock and of the 
Colbert bridge. 

Sound signals: (1) To request entry to the port when in roads, 
or exit when in the outer harbour —- 2 long blasts; (2) to request 
opening of Colbert bridge — 3 long blasts; (3) entrance to Canada 
basin -3 long blasts; (4) entrance to Duquesne basin — 2 long blasts. 
MAX. SIZE: Colbert Lock: 230 m. length, 40 m. width, controls 
entrance to Inner harbour, where depth maintained about 7-50 m. 

Canada Docks: length, 152 m.; width, 21 m. 50; draft 8 m. 

Paris Dock: length 152 m.; width, 21 m.; draft 8 m. 

Opening of Canada and Paris basins: 2 hours before to 1 hour 
after full tide, night or day. The port is accessible to vessels up to 
10,000-12,000 dwt. 

HEALTH: Pratique given by Customs officers who board on arrival. 
In case of suspected disease, Master required to radio details to 
Agent in advance. 

RADIO: Transmitter-receiver VHF at Dieppe Post Office. Ships 
call it on Channel 24. A tug, the Balidar fitted with radio-telephone 
watches from 2 hours before to 1 hour after high tide. It receives on 
frequencies from 3529 to 579 kHz; calling on 2.182 kHz Boulogne- 
Radio (FFB) working on service 192. Harbour Master, Radio 
telephone 27180 kHz. 

TUGS: Two tugs available (750 h.p., 600 h.p.). One is a sea-going 
tug. No lighters in the port. 


BERTHING: 
Sea 
level 
Dock Quay Facilities Length chart 
(m) 
Paris Norvege 6 cranes 3 t; 2 cranes 36 t; 715 75/9 
1 roll-on/roll-off ramp 
Maroc 1 crane 65 t; 3 cranes St 600 75/9 
6 gantry cranes 
6 noria conveyors for banana 
handling 
25 handling devices for 
direct transhipment on to 
rail and road 
Canada Indes 2 cranes 6/12 t; 2 cranes 150 75/9 
2-5t 
Quebec 4 cranes 3 t; vegetable oil 160 7-5/9 
and grains 
Avant-Port Henri lV 2 cranes 3 t; 2 cranes 3/8t 380 45/5 
1 Roll-on/roll-off ramp minimum 


STEVEDORES: Normal hours are 0800-1200 and 1400-1800. 
Overtime currently from 1200-1400 to finish operation and 1800- 
2200. Meal breaks from 0800-0830 and 1745-1380 when work has 
to continue past 1800 hours. No work Sundays, Bank holidays, 
except Ascension Thursday. 

MEDICAL: All medical facilities available. 

FRESH WATER: Is supplied by pipe-line. There are a great number 
of outlets on the quay. 

FUEL: Available in small quantities; delivered by tanker, lorry. 
GANGWAY/DECK WATCHMEN: Available if required. 
OPENING/CLOSING HATCHES: Stevedores or crew. 
CUSTOMS ALLOWANCES: 200 cigarettes and limited amount 
(say one opened bottle wine/spirits) per man. 

IDENTIFICATION CARDS: Required. 


CONSULS: 
Norway Denmark 
Great Britain Holland 
Sweden 


REPAIRS: Good facilities exist, all types carried out. 

DRY DOCKS: Dry dock in the inner harbour, dimensions 130 x 18 m. 
It can receive ships 12917 m. Floating dock 1,100 tons, length of 
apron 60 m. interior width 12 m. It can receive ships 65x 11 m. 
REPATRIATION: Good facilities. 
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AIRPORT: Nearest at Paris. 

TIME: GMT plus one hour. No alterations. 

HOLIDAYS: 1st January; Good Friday; Easter Monday; Whi 
Monday; 1st May; 14th July; 15th August; 1st November; 254 
December; 

SERVICES: Compass adjusting, etc. available. 

SHORE LEAVE: Allowed. 

AUTHORITY: Commandant du Port, Tel. 84.10.55. 


AGENT: Jolasry (France), 6, Quai de Norvege — Dieppe. Telex 77965 
Tel. 84-24-40, 


DONGES: Refer to Nantes. (See Plan) 


DUNKIRK: 51.03 N. 02.24 E. 


PORT LIMITS: The seaward boundaries of the port within which 
a vessel is considered to be an “arrived ship" is the Dyck lightship 
DOCUMENTS: 

Entry Bill (all information about ship), given by Pilot to Captain, 

who fills it in and gives it to Harbour Officer. 

To be given to Customs: 

3 Crew Lists. 

3 Passenger Lists. 

Manifest or copy. 

Form for increase of tonnage. 

Declaration of open spaces. 

3 Lists of objects held by crew. 

PILOTAGE: There are two zones: 

Outer Zone: limited by - North, 3 miles North of low-water mar, 
West, Meridian of Calais lighthouse. East, Meridian of 02.27 East 
South, Calais pilotage zone, coast and inner zone below. 

Inner Zone: Limited by - North, parallel 51° 4’ 30” N., West, Meri 
dian 02° 20’ East. East, Meridian of Dunkirk lighthouse. 

Pilotage is compulsory in inner zone for ships over 150 nett ton; 
or ships of max. length 50 metres. 

Pilotage compulsory in outer zone for ships not fitted with VHF 
or over 1,000 nett tons or max. length 100 metres. 

Vessels coming from the West should call pilots 12 hours befor 
arrival. Vessels coming from the East should call pilots 2 hous 
before arrival. ETA based on time of arrival at Dyck lightship, shoul 
be given through Boulogne Radio (telegraphy) or by radiophon 
(2182 kHz). In vicinity of pilot boat, vessels may communicate wit 
Pilots by VHF Channel 16, or by Aldis lamp or flag signals wher 
eth aes is in sight. Telegraphic address of pilot: Piloduk. Tele 

Pilot boat is about 50 metres long, black hull with white horizontd 
stripe, ‘Pilot Dunkerque” written on hull. Black funnel with whit 
anchors insignia. 

Pilot boat is positioned between Dyck lightship and buoy CA2 
In bad weather, pilot boat may heave to on a parallel South of wred 
buoy (British Liberty) and buoy DC, or put into port. 
ANCHORAGES: Ships can anchor East of meridian of East jet 
head, 7 to 17 m. deep, good mooring ground of sand and mud. Larg 
vessels waiting for entrance must anchor in the area West of Dyd 
Light vessel. In bad weather, ships may anchor off English coast 
in the roads of Les Dunes, with good mooring ground of sand ant 
mud 20 m. deep. Non-piloted ships, or ships not having contacte 
Dunkirk Harbour, must anchor East of buoy E.11 not to disturb th 
entrance of ships. 

RESTRICTIONS: Vessels more than 180 metres length normal) 
enter only at slack water, i.e. between 3 hours before high water ani 
2 hours after high water. 

MAX. SIZE: The new lock can now receive ships with a draft? 
12 metres at slack water before high tide and ships with draft of 134 
metres at slack water after high tide. At night these permissibl 
drafts are reduced by 0:50 metres. In normal conditions of wor 
max. length of ship 275 metres, max. width 42 metres. For entry? 
larger ships, Director of Harbour should be consulted beforehant 

Entrance through Watier Lock: max. length 235 metres, ma 
beam 33 metres, max. draft 11-50 metres. 

Maximum salt water draft at Charles de Gaulle Lock is 13% 
metres (45 ft. 1-5 in.), for vessels berthing at public wharf apponte 
ment No. 1 and 2 and at private Usinor berth No. 5 and 6. 
HEALTH: For ships coming from (a) A// European countries 
Declaration of health is not obligatory but general internation 
certificates are controlled. (b) Other Harbours: Admission subjectt 
declaration of health and usual controls of certificates. Admissiom 
in free pratique only in day-time except special cases (interventi® 
of a physician). Request for free pratique may be made to Sani-Por 
Dunkirk, through Boulogne Radio. In case of necessity, healt 
service can — on request - intervene at night. 

RADIO: Dunkirk Harbour Station (FFF) for messages about po 
service through VHF Channel 12. Communications other than? 
VHF made through Boulogne Radio (FFB). 

RADAR: There is radar at the control tower of harbour. It is not! 
guiding radar. Radar service may indicate to a ship, on her reques 
the bearing of her position without responsibility of harbour belt 
involved. Contact can be made on VHF through Dunkirk port statio® 
TUGS: Tugs normally join vessel between buoys DW.14 
DW.16. Smaller vessels are joined by tugs in the outer port. 


hit 
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ING: Berthing priority is decided by Port Captain's office. 
seyeiocmed by radio of the location and priority given to her. 


Ship | 
% Sea 
level 
Quay Facilities Length — chart 
Deck (m) 
) poscinat + \ 4 cranes 6 t; 3 cranes 6 t 747 6 
Freycinet II| 8cranes 3t 496-7 6 
il FreycinetIV 9 cranes 6 t; +44,000 his 426 6 
wine shed 
Freycinet V 10 cranes 6t 630 
Mm Freycinet VI 9 cranes 6t;1 crane 3t 524 8/9 north 
6 west 
Freycinet VIl_ 7 cranes 3 t; 4 cranes 6 t; 5096 8 
1 ramp Roll-on/roll-off 
1V Freycinet Vill 1 shed 5 hect. for textiles 552-2 85 
10 cranes 3 t; +frozen meat 
Freycinet IX 3 cranes 3 t; 6 cranes 6 t; 507 8 
Vedg. shed 6,250 m? 
4 cranes 6t; 3 cranes 10t 474 10 
v Freycinet X 4 95 000 t grain silo 120 
Frecyinet XI 10 cranes 6t 448 95 
vl Freycinet XII 9 cranes 6 t; 4 cranes 10t 7065 11:5 
Freycinet XIII 4 cranes 6 t; 2 cranes 10 t; 703 11:5 
1 ramp 
2 gantry cranes 40/45 t 
Gare Maritime Douvres 1 Roll-on/roll-off ramp 172 6 
Port Petrolier Long Courriers 250 12:5 
Milieu Nord 250 12:5 
Milieu Sud 230 11:5 
Caboteur 200 7 
Peniches 200 7 
Maritime Cerealier North/ships; South/barges; 205-6 12:5 
Usinor 6 2 grain exhausters 369 13-76 
Minerals 
Usinor 5 1 crane 50t; 1 crane 35t 367 13-75 
(gantry) 
Acier 2 cranes 30/50 t 2773 11:50 
Usinor 3 218 12:5 
Usinor 3 2 gantry cranes 30t 231 12.5 
Barges/ 1 crane (1,200 t per hour) 200 7 
caboteur 
Pondereux 2 cranes 42 t; 1 crane 50t 507-5 13:8 
Phosphates 3 cranes 15 t; storage silo 266 13 
Phosphates Barges only; 1 loading 308 4 
machine (1,000 t/h) 
Marchandises 2 cranes 6 t; 2 cranes 10t 326 13 
diverses 
C.F.R. In progress and to be ready 
for April 1974 
Mooring: 1 tanker 100,000 t 
and one of 50,000 t 
Porta Marée Monitors Dangerous products 365 6 
Armement 2 cranes 25 t (for ship 300 7 
Nord building) 
Armement 1 crane 18 t; 1 crane 10t 375 8 
Sud (ship building) 
Americains Fishing boats only 255 2-5 


BRIDGES: Bridges of locks and wet docks are closed to navigation 
to allow trains or work hands to go. The maritime traffic is practically 
never disturbed. 

BULK HANDLING FACILITIES: Bulk Quay No. 1, formerly 
known as the ore quay. Equipped with three gantry cranes. Princip- 
ally used for iron ore destined for Usinor Dunkirk and Usinor 
Valenciennes. 

Bulk Quay No. 2, a common quay with 2 berths belonging to the 
Dunkirk port authorities. Equipped with 2 polyvalent iron ore/coal 
gantry cranes. A third gantry crane is under construction. This quay 
is accessible for largest ships able to enter the port. Used to dis- 
charge coal destined for the Usinor coke mill, also receives coal for 
other Operators, manganese ore and all iron ores for receivers other 
than Usinor. 

Bulk Quay No. 3, an extension of the Usinor Quay for iron ore 
cargo, Equipped with one gantry of 50 tons capacity. Permissible 
draft at present 13-50 metres planned to be increased to 14:50 metres 
in the future. 

Phosphate Quay, situated West of bulk Quay No. 2. Berth is 600 
metres long with a minimum depth alongside of 14 metres. Bulk 
Carriers of 80,000 dwt. with a draft up to 41 ft. can be accommodated. 

Unloading equipment consists of 3 cranes with grabs, each witha 
maximum discharge capacity of 565 tons per hour. 

Cereal berth is accessible to 80,000 dwt. ships. Along its internal 
face, coasters, lighters and 3,000 ton pushed convoys can be tied up 
Handling operations are secured by two pneumatic gantries at a 
maximum rate of 600 tons per hour. 

CONTAINER FACILITIES: Quay Freycinet XIII, situated in Dock 

6, has 4 quay length of 350 metres (1,150 ft.) with a depth of water 

alongside of 13 metres (42:7 ft.). It is equipped with container gantry 

ean of lifting 45 tons on a telescopic spreader for 20 to 
. Units, 

ROLL-ON/ROLL-OFF FACILITIES: Dover Quay is equipped for 

'rect transhipment of vehicles, trailers and wagons. 

(aH) Freycinet XIII is provided with a movable steel ramp 43-28 m. 
5 2 long with a width of 7-31 m. (24 ft.) which enables two lines 
2 th icles to be loaded or discharged at the same time. The axis 
whi ae runs parallel to the quay 11-58 m. (38 ft.) away from it, 
pee A el ships with a beam of up to 23-16 m. (76 ft.) to be 
Quay Freycinet Vil, the berth South of Freycinet VI, has been 


Provided with a fixed ramp for roll-on/roll-off for ships up to 8 metres 
draft and 22 metres dean oer 
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TANKERS: The following tanker berths are available: 

North wharf, max. draft 1250 metres. Loading/discharging pipes 
26 in. diameter, bunker line 10 in. diameter. 

Middle wharf North, max. draft 1250 metres. Loading/discharging 
lines two of 22 in. and three of 16 in. lines, bunker line 16 in. diameter. 

Middle wharf South, max. draft 12 metres. Dimensions of lines as 
for middle wharf North. 

Coasters Wharf, max. draft 7-50 metres. Diameter of loading/dis- 
charge lines 6 in. 

Facilities for discharge of dirty ballast are available at all main 
tanker berths. 

STEVEDORES: Each captain will contact his consignee. 
MEDICAL: Hospitals and all medical facilities. 

DENSITY: Salt. 

FRESH WATER: Available in unlimited quantities. Numerous 
hydrants on all wharves. Price of a ton of water for ships, 1.63 Fr. 
FUEL: Supplied by barges or tank lorries if no connection at wharf. 
Fuel, diesel and gas oil available. Requests for bunkers must be 
made 48 hours in advance to Agents. 

FIRE PRECAUTIONS: The following preventive measures are 
taken for tankers: Steel rope hung fore and aft along the side (a 
quick tow in case of hauling out the ship). Deck scuppers plugged. 
Hoods open on tanks with anti-fire device. Earth connection. Fire 
guard (or fireman). Rounds of the port officers. Fire hose connected. 
Ship's captain is given instructions of the harbour concerning 
tankers. In case of storm, the Harbour Officer can stop loading or 
discharging. 

GANGWAY/DECK WATCHMEN: Guarding is strongly advised. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CERTIFICATES: 

Certificate of Nationality. 

International Certificate of Tonnage. 

Certificates from the Classification Office where ship is registered, 

especially: 

Certificate of Free-board. 

Classification Certificate, engine and boiler. 

Classification Certificate, hull. 

Classification Certificate, electric equipment for tankers. 

List of Hoisting Apparatus. 

Deratisation Certificate. 

CUSTOMS ALLOWANCE: Tobacco: Amount allowed for each 
member of crew: 200 cigarettes or 200 gramme tobacco. Wine and/or 
Spirits: 1 bottle. 

IDENTIFICATION CARDS: An official identity certificate is 
compulsory ashore (passport, identification card, sailor's book, etc.). 
FRESH WATER: Available in unlimited quantities. Numerous 
hydrants on all wharves. 

DEVELOPMENTS: Work is beginning on a new outer harbour 
situated at Gravelines about 14 km. West of the present entrance 
to the port, and which will cover about 25,000 acres. 

Dunkirk will receive 200,000 dwt. ships (18 metres draft) at the end 
of 1974. The new outer harbour should be completed in 1975 when 
vessels of 300,000 dwt., 22 metres draft, will be accepted. 
CONSULS: 


Belgium Italy 

Brazil Luxembourg 
Ivory Coast Monaco 
Denmark Netherlands 
Finland Norway 
Germany Portugal 
Great Britain Spain 
Greece Sweden 


REPAIRS: All repairs possible. 
DRY DOCKS: Sizes of dry docks in metres: 


Dry Dock1 Dry Dock2 Dry Dock3 
Length overall 112-70 90 193 
Effective length 105 73-50 170 


Width at gate 14 14 21 


Depth at gate (-1-65) (-0-55) (-2:10) 
Floating docks 
Dock 1 Dock 2 
Length overall 170-20 206 
Width inside 24-00 40 
Can bear 13,000 t. 20,000 t. 


AIRPORT: Calais, Marck, 35 km.; Lille Lesquin, 80 km. 

TIME: GMT plus 1 hour. 

HOLIDAYS: 1st January; Easter; Whitsuntide; 1st May; 14th July; 
15th August; 1st November; 11th November; Christmas. On public 
holidays, handling operations can be carried out from 0600 to 1200. 
POLICE/AMBULANCE/FIRE: Police 66.59.01; Ambulance, Fire- 
men 18. 

TELEPHONES: In wet dock 6, in the tankers’ harbour, at the quay 
for minerals, at the wharf for cereals, a telephone on board can be 
obtained and connected to the general system. 

SERVICES: No specific port equipment for gas-freeing. Dirty 
ballast can be received at terminal of Societe Francaise des Petroles 
B.P. Compass adjustment, radio repairs. 

SHORE LEAVE: Crew are allowed ashore. 

AUTHORITY: Le Port Autonome de Dunkerque, Terre Plein 
Guillain, 59386 Dunkerque. Tel. 66.58.00. Telex 82 055. 


AGENT: Jolasry (France), 11 Rue des Poilus. Telex 82911. Tel. 
66-99-01. 
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FECAMP: 49.46 N. 00.21 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Custom Lists. 

1 Health Form. 

Ship's Register. 

Cargo Manifest. 

Bills of Lading. 
PILOTAGE: Pilots informed of arrivals by Agents. Pilots wait at 
port station two hours before high water each tide. Inform Harbour 
Master by VHF Channel 16. 
ANCHORAGE: Half mile West of jetties. 
MAX. SIZE: 100 m. length, 16 m. breadth and 18 ft. draft, entry any 
tides. 
HEALTH: Pratique obtained when Customs Officer boards few 
minutes after berthing. 
RADIO: Boulogne Radio. VHF at Harbour Master's Office, Channel 
16. 
TUGS: None. 
STEVEDORES: Informed by Agents (available). 
MEDICAL: Notice not required for medical attention. Doctors and 
hospital always ready. But it is better in case of urgency. 
FRESH WATER: Available from shore (pipes each 50 m. on quay). 
FUEL: No fuel in port. Available only by lorries for bunkering. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: By crew. 
CERTIFICATES: In accordance with international regulations: 

Load Line. 

Radio Equipment. 

Safety Equipment. 

Deratisation, etc. 
CUSTOMS ALLOWANCES: About 200 cigarettes per man; 
wine/spirits at Customs Officer's discretion. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 

Vice-Consulate of Norway tel. 0.03. 

Vice-Consulate of Denmark tel. 0.95. 
REPAIRS: Possible. 
DRY DOCKS: One slipway for vessels of maximum 1,500 tons 
displacement. 
REPATRIATION: Agents carry out these operations. 
AIRPORT: Paris is the nearest. 
TIME: Local time is GMT plus 1 hour, no alterations during year. 
HOLIDAYS: Arrangements for working during holidays can be 
made if necessary. 
POLICE/AMBULANCE/FIRE: 0.17; 
tel. 9.33; Fire, tel. 0.18. 
TELEPHONES: No arrangements for placing telephone on board. 
SERVICES: No possibilities for tank cleaning, etc. Compass ad- 
justing available if necessary. 
SHORE LEAVE: Always possible for crew members to go ashore. 
AUTHORITY: ingenieur des Ponts et Chaussées, Ponts et 
Chaussées, Quai Berigny. Tel. 2.02. 


AGENT: Andre Marsolet, 13a Quai Berigny. Cables: Marsolet 
Fecamp. Tel. 003 and 288. 


Police, tel. Ambulance, 


GRANVILLE: 48.50 N. 01.35 W. 


DOCUMENTS: See “Calais”. 

PILOTAGE: Pilotage not compulsory for ships of less than 45 m. 
length, except for those carrying dangerous cargo. Pilots board from 
fishing boats carrying regulation marks of a pilot boat, and maintain 
position at Videcoq buoy when a vessel is expected. 

Limits of Granville pilotage are: 1. On entering, towards the West, 
the line joining “la Pierre d'Herpin", and Chausey lighthouse. To 
the North, alignment of Chausey lighthouse and “‘le Pignon". 2. On 
leaving, alignment of Mont. St. Michel through Champeaux Point. 
Ships bound Granville required notify ETA 18 hrs. in advance. Tele- 
graphic address, “Telex 77777 Usaport Granville”. 

One hour before to one hour after high tide contact with Port Officer 
(tel. 50.12.45 Granville) can be estab lished by relay through “Marines” 
Stations. During same hours contact can be made with pilot boat and 
with Port Office by VHF Channel 12 (port wave band 156-6). 
ANCHORAGE: At landfall buoy of Le Videcog. 
RESTRICTIONS: Draft restrictions apply at slack water. 

MAX. SIZE: Ships of 115 m. length, 18 m. beam and a maximum 
draft of 7 m. can enter the dock during an (approx.) 6 day period 
twice a month. 

HEALTH: Pratique arranged by Customs. 

RADIO: Boulogne Radio for ships coming from the North. Brest- 
Le Conquet Radio for ships coming from the South. 

TUGS: Port not equipped with tugs. Pilot boats used as “pushers” 
for port manoeuvres, or for carrying hawsers to tying-up points. 
BERTHING: Dependent nature of cargo and ETA. 
STEVEDORES: Work hours 0800/1200, 1400/1800. 

HOLIDAYS: See “Calais". Local holiday, Mardi Gras afternoon. 
MEDICAL: Hospital available. 

TANKERS: Two berths for unloading domestic fuels through 8 in, 
pipes. 

DENSITY: 1025. 

WATER: Available. 

FUELS: No fuels readily available. 2 days notice required for tank 
lorry 200 km. distant. 

OPENING/CLOSING HATCHES: Carried out by crew. 
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CUSTOMS ALLOWANCES: Tobacco. 200 cigarettes. Win 

and spirits. 1 bottle spirits. No ship's chandler. 

CONSULATES: None. 

DRY DOCKS/REPAIRS: None. 

REPATRIATION: No facilities. 

AIRPORT: None. 

TIME: Local time GMT plus 1 hour. 

cde bile state es pe Tel. 50.11.16; Fire Service 50,03) 
ranville. 

AUTHORITY : Officer Du Port. Tel. 50.12.45. 


AGENT: See “Paris”. 


HONFLEUR;; 49.25 N. 00.14 E. 


DOCUMENTS: See "Rouen". 
PILOTAGE: Served by “'Pilotage de la Seine" (address 9 Chausgs 
Kennedy, 76 le Havre). Ships bound for Honfleur are received onty 
Carosse Roads (Rade de la Carosse) where the following signa 
should be made for summoning a Pilot. By day - flag 'G" of & 
international code of signals. By night —in Morse by signalling lan 

Complementary signals which can be used on arriving on th 
roads. By day —- globe or ship's national flag hoisted at masthey 
By night - red light at main masthead. At all times, sound signal; 
five long blasts. 

Advice of ETA and draft in salt water is to be given to Rouen Py 
at least 5 hours prior arrival roads, as well as to Agent. 

Similarly, vessels anticipating a delay of more than two hours af, 
their reported ETA should notify Rouen Port or the pilot boat of th, 
at least three hours before the time originally reported. 
RESTRICTIONS: Access to port made through channel {f 
metres wide, protected by two dykes about 500 m. long, which leas 
to outer harbour. A tidal port, Honfleur possesses three floatin 


basins: 
Dock Length Width Sluice 
width 
West Dock 128m. 77m. 10:50 m. 
East Dock 295m. 7im. 1650 m. 
Carnot Dock 788m. 108m. 13-00 m. 


East Dock joins outer harbour: ships of more than 70 m. long muy 
anchor in Carnot Dock which spans from East. 

MAX. SIZE: Port can receive ships 100 m. long and 15-50 m. wid 
berthing in East Dock; but with Carnot Dock, only ships less the 
12:50 m. wide can enter. Drafts vary according to tides: 6-00 m. we 
average tide, 4-70 m. in average slack water, and subject to variation 
because of silting up of harbour which necessitates frequent dredp 


ing. 
HEALTH: Bill of Health is under the jurisdiction of Customs offic 
of Honfleur. Hospital nearby. 

RADIO: Vessels may use radio telegraphy to communicate é 
necessary information to the Information Centre of the Port of Rove 
(Rouen Port) or to the pilot boat, (call sign: FORI.) These two kee 
each other mutually informed of all information received. A pe 
manent watch is maintained by Rouen Port on Channel 16. Dis 
engagement frequency after call on Channel 16: Channel 11+ 
Channel 12. 

A Pilot is obligatory for every ship of more than 55 metres lengt 
TUGS: If necessary are provided by “La Société des Abeilles”¢ 
Le Havre. 

TANKERS: Berth “MIROLINE” on dolphins in river Seine f 
tanker of 18,000 tons eventually after lightening according to th 
depth conditions. 

FRESH WATER: Available. Supplies arranged through Agent. 
FUEL: Supplies arranged through Agent. 

AIRPORT: 12 kilometres from port. 

AUTHORITY: Directeur du Port. 


AGENT: See “Le Havre”. 


ILE ROUSSE: Corsica 42.39 N. 08.56 E. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

1 Provisions List. 

1 Cargo List. 

1 List of Articles (new and Customs-barred) in possession ea 
crew member — cameras, binoculars, radios, cigarettes, spirit 
etc. 

1 Health Declaration. 

PILOTAGE: Not compulsory. 

ANCHORAGE: Outside of port for cruise vessels. 

ENTRY TIME RESTRICTIONS: None. 

MAX. SIZE: Draft 5 metres; length 160 metres. 

RADIO: Within 50 miles call Ajaccio Radio VHF Channel 16. Tht 
connected over Channel 23 to telephone network. 

TUGS: None available. } 
STEVEDORES: 24 hours accurate ETA necessary for orderit 
gangs. No work on Sundays and official holidays. 

CARGO GEAR: Only a few nets and slings available; all other g# 
must be supplied by ship. Ship's derricks used. 

FRESH WATER: Available at very slow pumping rate. 

FUEL: Not available. 

REPAIRS/CONSULS: None. 

TIME: GMT plus 1 hour. 


AGENT: Lloyd's Agent W. Tschumi, POB 55, Ajaccio. Tel. 21438 
Telex 46627. Cables: ‘Britiships Ajaccio”. 
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LA NOUVELLE: 43.01 N, 03.04 E. 


DOCUMENTS: 

1 Passenger List. 

4 Crew Lists. 

9 Stores Lists. 

1 Cargo Manifest. 

Bill of pect p 

ertificates. 
PILOTAGE: Vessels call Pilot on VHF Channels 15 and 16. Three 
ijot boats available. International Code pilot signals used. 
MAX. SIZE: For port entry: length 135 m., beam 25 m., draft 6-50 m. 
Tanker sea line; max. draft 18 m. 
HEALTH: Pratique is given by Customs officers who board vessel 
on arrival. In case of suspected disease on board, Master should 
radio Agents advising details before arrival. news 
TUGS: Not available. There are several launches to assist in 
ng. 

BERTHING: Is effected in the order in which ships arrive. 
STEVEDORES: Arranged by consignees. = dn 
MEDICAL: Doctors available at La Nouvelle. Nearest hospital is at 
Narbonne, 27 km. away. 
TANKERS: One sea line berth at buoys in depth of water greater 
than 18 m. Four dolphin berths in the oil dock, maximum draft 6:50 m. 
One of these berths is used for LPG cargoes. No slop disposal 
facilities. 
DENSITY: 1025. 
FRESH WATER: Supplied at all town berths. 
FUEL: Available from several suppliers. 
FIRE PRECAUTIONS: Usual safety regulations strictly applied. 
A barrage can be positioned across the channel to contain burning 


oil. 

OPENING/CLOSING HATCHES: Optional, performed by steve- 
dores or crew. 

CUSTOMS ALLOWANCES: Each crewman allowed retain only 
sufficient for his own consumption while in port. It is forbidden to 
take alcohol ashore. 

IDENTIFICATION CARDS: Any man going ashore should carry 
a passport or identity card. 

CONSULS: No local representation. 

REPAIRS: Not possible ashore, except very minor ones. 
REPATRIATION: No difficulties. 

TIME: GMT plus one hour. No changes. 

HOLIDAYS: In principal, no work done on legal holidays. 
POLICE/FIRE/AMBULANCE: Police, tel. 332011; Fire, 332017; 
Ambulance, 332011. 

TELEPHONES: No connections can be made on board. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Ponts et Chaussees, Service Maritime. Avenue de 
la Mer a Port La Nouvelle. Tel. 332037. 


AGENT: See “Marseilles”. 


LA ROCHELLE/LA PALLICE: 46.10 N. 01.14 W. 
(See Plan) 


DOCUMENTS: 

4 Cargo Manifests, or Manifest of Ballast. 

Certificate of Cargo Space. 

3 Bills of Lading. 

Ship's Provisions List. 

6 Crew Lists. 

3 Passenger Lists. 

Health Declaration. 

Derat Certificate or Exemption. 

Certificate of Crew Personal Effects. 

PILOTAGE: Access from sea is through Pertuis d'Antioche, the 
Strait between Isle of Ré and Isle of Oleron. Pilotage compulsory for 
all vessels over 55 metres length. Pilot launch named Armeria, meets 
vessels at Chauveau Buoy in position 46° 6’ 5” N. 01° 09’ 09” W. 
Contact pilot via VHF Channel 16, 2 hours before arrival. ETA should 
be given to Agent 12 hours before arrival. 

Vessels which do not receive berthing instructions on arrival 
should wait in the vicinity and South of Chauveau Buoy, keeping 
watch on VHF Channel 16. 

ANCHORAGE: About 330 yards South of the end of the outer mole 

in depths of 36 ft. Mud bottom, good holding ground. In Westerly 

winds ‘may be preferable to shelter nearer Isle of Ré where water 

depth is 59 ft. 

RESTRICTIONS: Vessels in excess of 360 ft. length can enter 

et Basin only from 2 hours before to 1 hour after high water. 

oaded tankers over 5,000 tons dwt. may enter tidal harbour in day- 

light hours only, 

BAK. SIZE: Outer pier mole, draft 30-40 ft. Tidal harbour, length 560 

a draft 29 ft. Wet dock (inner basin), max. beam 69 ft., draft 25 ft. 

HE neaps, 30 ft. springs. 

HEALTH: Pratique given by Customs officers who board on arrival. 

viedo disease on board, radio Agent in advance ad- 

rao: Bordeaux-Arcachon Radio. 

Hewes Join vessels either in outer roads or inner roads of La Pal- 

STE ormally tugs’ lines are used. 

to 12 RDORES: Normal working hours for stevedoring are: 0800 
hrs, and 1400 to 1800 hrs. Two hours overtime may be worked 
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from 1800 to 2000 hrs. When a quick despatch must be given to a 
vessel, an 8-hour shift can be arranged, from 0500 to 1300 hrs. and 
1400 to 2200 hrs. during the week, and 0500 to 1300 hrs. on Sundays 
and holidays. 

MEDICAL: All facilities available. Advance notice should be given 
if assistance required on arrival. 

TANKERS: Only refined products are discharged at La Pallice. 

1. Oil berths situated at West side of outer pier mole, in depths of 
31 to 36 ft. low water: 

Service Essence Aux Armées: flexible hoses 250 mm. diameter. 

Petroles de L'Ouest: pipe-line of 200 mm. diameter. Metal loading 
arm of 200 mm. diameter. 

Picoty: pipeline of 200 mm. diameter. 

2. Oil berths at North quay in tidal harbour in depths of 26 ft. 

Raffineries du Midi: Pipe-line of 250 mm. diameter, hoses 200 mm. 
diameter. 

Petroles de L'Ouest: Pipe-line of 300 mm. diameter, hoses 250 mm. 
diameter. 

Total: Pipe-line of 200 mm. diameter, hoses of 150 mm diameter. 

Essence Aux Armées: Pipe-line and hoses of 200 mm. diameter. 

3. Vessels under 300 ft. length may berth at East quay in tidal 
harbour. 

FRESH WATER: Available from all wharves. No barges available. 
Loading rate from the quay 60-75 tons per hour. 

FUEL: Available by pipe-line at North Quay in Tidal Harbour. Other- 
wise supplied by tank trucks only. 

FIRE PRECAUTIONS: Tanker berths are enclosed or surrounded 
by a barrier system. Smoking is prohibited on the tanker berths. The 
presence of a fire guard or representative of the fire service is 
necessary while a tanker is alongside the quay. 
OPENING/CLOSING HATCHES: Performed by ship's crew. 
GANGWAY/DECK WATCHMEN: Available from shore if re- 
quired. Necessary for tankers loading/discharging cargo. 
CUSTOMS ALLOWANCES: 200 cigarettes and bottle wine/ 
spirits per man. 

IDENTIFICATION CARDS: Crew men going ashore should 
carry passports or identity cards. 

CONSULS: No local representatives. 

REPAIRS: All kinds of deck, hull and engine repairs can be carried 
out by Ateliers et Chantiers de La Rochelle-Pallice. 

Vessels not exceeding 21 metres beam may be repaired in the in- 
ner basin. Larger vessels are repaired at berths outside the inner 
basin. 

DRY DOCKS: Two dry docks in Inner Basin: 577 ft. x 72 ft. and 
351 ft. x 41 ft. 

REPATRIATION: Can be arranged without difficulty. 

TIME: One hour ahead of GMT. No change. 

HOLIDAYS: New Year (1st January), no labour available; Easter 
Sunday, possibility of labour with overtime; Easter Monday, no 
labour available; Labour Day (1st May), no labour available; Ascen- 
sion Day, possibility of labour with overtime; Whit Sunday, possibi- 
lity of labour with overtime; Whit Monday, no labour available; 
National Day (14th July), no labour available; Assumption Day (15th 
August), no labour available; All Saints’ Day (ist November), no 
labour available; Armistice Day (11th November, possibility of 
labour with overtime; Christmas Day (25th December), no labour 
available. 

N.B. Every Sunday and day marked “possibility of labour with 
overtime” can be worked at the rate of 100% extra. 
POLICE/AMBULANCE/FIRE: Police Secours 17; Commisariat 
General 46.28.45.94; Commisariat La Pallice 46.35.60.89; Ambulance 
18; Fire Service 18. 

TELEPHONES: Telephones are available at all berths at the mole, 
and are obligatory for vessels handling dangerous cargo. 
SHORE LEAVE: Allowed, no restrictions. 

GENERAL: Old harbour at La Rochelle is used only by fishing 
vessels and pleasure craft. 

AUTHORITY : Capitainerie du Port de La Rochelle-Pallice, Rue du 
Senegal 17, La Rochelle-Pallice. Tel 46.35.60.12. 


AGENT: See “Paris”. 


LE HAVRE: 49.30 N. 00.07 W. (See Plan) 


DOCUMENTS: At arrival in-bound bill tendered by Pilot to be 
filled up and signed by Master specifying ship’s data and more 
especially open spaces occupied (shelter) and dangerous cargo on 
board. After berthing: 
For Custom's Officers 

1 Crew List. 

1 Crew Declaration List (personal effects, camera, radio set, 

cigarettes, cigars, tobacco, etc.). 

1 Ship's Store List. 

1 Passengers Manifest (disembarking). 

1 Passengers Manifest (in transit). 
For Health Officers 

1 Crew List. 

1 Health Declaration. 

Deratisation Certificate. 

1 Manifest Passengers (disembarking). 

1 Manifest Passengers (in transit). 

Individual international Certificates of Vaccination. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


For Custom Broker 
1 Crew List. 
1 Crew Declaration List (personal effects, camera, radio set, 
cigarettes, cigars, tobacco, etc.). 
1 Ship's Store List. 
1 Certificate of open space occupied by cargo. 
1 Passengers’ Manifest (disembarking). 
1 Baggage Manifest (non-accompanied). 
Tonnage Certificate. 


For Agents 
1 Crew List. 
2 Passengers’ Manifests (disembarking). 
2 Passengers’ Manifests (in transit). 
2 Baggage Manifests (accompanied). 
2 Baggage Manifests (unaccompanied). 
2 Dangerous Cargo Manifests und usual cargo documents. 


For Immigration Office 

1 Crew List. 

1 Passengers’ Manifest (disembarking). 

1 Passengers’ Manifest (in transit). 
PHLOTAGE: ETA to be sent to Harbour Master (see Radio). Ad- 
visable then to confirm directly either to pilot boat (call sign FNZH) 
or to Havreport between 24 and 12 hours before arrival (see Radio). 
Pilot boats have black hull with “Pilote Havre" in white letters on 
both sides, white funnel with black top stripe, green flag with white 
anchor on fore-mast. Located off Le Havre channel entrance East of 
the intermediate landfall buoy (LH 2) except at low tide when pilot 
boat comes back to harbour for revictualling. 

Vessels may anchor near LH 2 South of entry alignment in good 
weather and further off in bad weather. 

Light or sound signal to be made by vessels requiring a pilot, 
letter “G" in morse code. 
ANCHORAGES: Anchoring forbidden in the channel between 
both parallels 100 metres South and North of channel and in a zone 
1 nautical mile long and 500 metres wide in prolongation of channel. 


RESTRICTIONS: Depth in main channel 51 ft. LW. Depth in tidal 
basin 49 ft. LW. 

Main lock entrance to enclosed basins, length 1,312 ft. width 220 
ft., depth 79 ft. 

Vessels berthing in tidal docks (Bassin Theophile Ducrocq) 
dependent on tide if draft in excess of 30 ft. 

Quinette de Rochemont Lock open from 2 hours 20 min. before 
high tide until 40 min. after. During this period vessels of max. 
length 210 metres and max. breadth 26 metres may pass through. 
Otherwise max. length authorised is reduced to 180 metres. In some 
circumstances some locks are completely closed around low tide. 

CIM Berth No. 10 may receive tankers up to 300,000 tons dwt. with 

draft varying between 63 and 68 ft. depending upon tide. Such vessels 
enter only by daylight and must arrive at Lightvessel at least 3 hours 
before high water. 
MAX. SIZE: Tankers: length 1,300 ft., draft (approx.) 65 ft. subject 
tide. Largest vessel recorded is a tanker, length 348-83 metres, 
beam 54:50 metres, draft 20:67 metres and deadweight 290,875 
metric tons. 

Bulk carriers: up to 90,000 tons. 

HEALTH: Free pratique automatic for vessels coming direct from 
Continent or Italy and “Q"' flag not to be flown. From other countries 
including Spain and Portugal usual procedure applies. Free pratique 
may be obtained by radio message to Sanipor Le Havre specifying 
name of vessel - where coming from — total number of crew mem- 
bers, number of crew members vaccinated (smallpox, yellow fever, 
cholera). 

Tankers: For tankers it is advisable to ask free pratique by radio in 
order start operation as soon as vessel berths. 


RADIO: Masters of ships are requested to send to Le Havre Har- 
bour Master their expected time of arrival at Le Havre light-vessel. 

The message will be sent through radio stations of: Boulogne- 
radio/FFB (working frequencies 1771 kHz and 2747 kHz) or Brest le- 
Conquet radio/FFU (1806/2726 kHz). 

It will give the date and time GMT of ETA, and the maximum draft. 
It will be sent about 12 hours before arrival and corrected by another 
message if necessary. This service is free. Same stations of 
Boulogne and Brest to be used to contact Agent and in addition 
Saint Lys/FFL. 

Port operation radio service: The Havreportradio station keeps 
a permanent watch on the following frequencies: 156.6 mHz 
(Channel 12); 156.8 mHz (Channel 16); 157.0-161.6 mHz (Channel 20 
duplex). This station sends and receives all messages for the port 
Operations control. 

Ships call Havreportradio directly on Channels 12 or 20. Ships 
arriving, leaving or moored on roads must keep watch on Channel 16. 

Ships with Pilot on board must keep watch on Channels 12 or 20 
from pilot on board until arrival at berth, and from departure of berth 
until disembarking Pilot. Havreportradio/FFY keeps watch on 2.182 
kc/s. This frequency will be used only in a radius of 22 miles from 
Havre light-ship and only when it is not possible to use VHF. 
RADAR/VHF: Radar assistance may be obtained by calling Le- 
Havre-Radar on Channel 16 (156-80 mHz). Then working frequencies 
are Channels 14 and 22. 

TUGS: 18 tugs available, from 650 to 3,000 h.p. Normally join vessel 
inside the jetties in outer harbour. Ship's lines or tug's lines used at 
ship's option. Extra charge for use of tug’s line. 

BERTHING: Agents generally inform Master by radio of berthing 
prospects, arrival time limits and any special requirements. 
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Sea 
Y level 
Dock Quay Facilities Length char 
(m) 
Arriére Southampton 1crane36t 70 Bier 
Port Roger 5 cranes 5/10t 500 ~% 
Meunier 5 cranes 410t 
Theophile Floride 4 cranes 5/10t 598 ~104 
Ducrocq Joannés 3 cranes 4/10 t; 19 cranes 1,528 —104 
couvert 5/10t 
1 crane 6 10t 
Mole 415 t gantry cranes 194 —124 
central Coal + minerals 
C.1.M.1 84 Na 
C.1.M.2 84 —4 
C.1.M.3 85 ~104 
C.1.M.4 83 malt | 
C.1.M.5 152 ~i4 
C.1.M.6 120 ~1%4 
C.1.M.7 120 ~1e 
C.1.M.8 75 —184 
C.1.M.10 56 A 
Nouveau Atlantique 4 cranes 40t 800 104 
Bassin Mole 
de Marée Central ~My 
Bellot Hermann 4 cranes 6 t; 19 cranes 3t 1,524 -M 
du Pasquier Cereals + fruits + general 
cargo 
Jean 3 cranes 10t; 4 cranes 3t 486 ~24 
Reinhart General cargo; wood 
Tonkin 100 ~14 
Colombie 80 -14 
Bresil 2 cranes 6 t; 2 cranes 10t 525 -24 
Leure Cameroun 3 cranes 6t 224 -4 
Marseille 2 cranes 6t 135 —14 
Malakoff Bulk liquid—non oil 140 (0) 
Guinee 2 cranes 6t 317 ~18 
Dixiéme Rochambeau 1 crane6t 237 —4 
Bassin 
Citadelie Yser 3 cranes 6t 360 +4 
Bassin Antilles 555 03 
Dock Reunion 555 —O 
Vetillard Gironde 10 cranes 6 t; 6 cranes 10t; 
5 cranes 10t; 
2 cranes 10t 931 0 to -1 
Garronne 12 cranes 3t 955 +1to- 
Marcel Rhin 4 cranes 10t 628 4 
Despujoles Moseile 2 cranes 6 t; minerals 317 -14 
Lancement Ship Liquid gas 103 +H 
Canal 
Tancarville Orcher Refined oil 85 +14 
Cana! de Europe | 1 crane 40t 270 -4 
Jonction Europe Il 3 cranes 40t 630 -64 
Appontement 
Jonction | Crude oil 9 —4 
Appontement 
Jonction II Crude oil 14 - 
Canal S.N.A. Bulk fertilizers 140 - 
Central Sogestrol Chemical products 10 -H 
Maritime Petrochimie Chemical products 40 -H 
Lafarge Cement 95 -H# 
Roll-on/roll-off - 
Ouest 
Roll-on /roll-off - 
Est 
Cofaz Fertilisers 15 -Hi 


BULK HANDLING FACILITIES: Ore Berth: Situated South si# 

of Mole Centrale. Accessible to 90,000 dwt. ore carriers. Equipmet 

hones 4 unloading gantries, each with max. capacity 500 tons pe 
our. 

Grain: Quai Hermann du Pasquier for ships up to 30,000 tons dv 
Three elevators capacity each 280 tons per hour. 

Quai Joannes-Coubert: for ships up to 60,000 tons dwt, tw 
elevators each 600 tons per hour capacity. 

Containers : Quai de |'Atlantique: Length 800 m., 3 berths for larg 
Hh eed one of which is also equipped to handle roll-on/roll-” 
traffic. 

4 gantry cranes of 40-ton capacity with 35 m. extension, at quay! 
edge. 2 French Railway's gantries for handling on to wagons.’ 
7,000 sq. m. shed under construction near to terminal for contain 
groupage and breaking bulk. 16 hectares open air areas. Extensit 
parking facilities. 

Quai de /'Europe: Length 900 m. 4 berths for large vessels, one? 
which is also equipped to handle roll-on/roll-off traffic. 

4 gantry cranes of 40 tons with 40 m. extension, at quay's edgt 
1 shed 10,108 sq. m., 1 shed of 7,023 sq. m., already used for groupa 
and break-bulk of containers and 1 shed of 10,000 sq. m. unde 
construction. 

2 S.N.C.F. gantry cranes for loading and unloading of wagom 
45 hectares of open air areas. Extensive parking facilities. 

Methane: The Gaz de France Methane Terminal situated * 
ten end of tidal basin with one berth for vessels up to 755 
ength. 

Roll-on/roll-off: Three berthing places in the tidal basin, fit 
berths in the wet dock, eight berthing places in the non-tidal docis 

Liquid Chemicals : at the berths of "Societé Normandie de L'Azoté 
“Sogestrol"", and "*Petrochimie” along the “Canal Central Maritime 
BRIDGES: No special restrictions. Opened upon request. Mast 
will be informed as above in case any bridge stopped for repait 
STEVEDORES: 2 normal shifts (0700-1500 and 1500-2300) eve" 
week-day including Saturday. Night shift in overtime 23000 
For fruits and reefer cargo and passengers ships possible workit 
2 hours overtime before morning shift to start at 0500 subj 
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rdering gang the previous day at 0600, with 23 hours notice to 
stevedores. Night gang ordered the same day at 1400 with nine hours 
sotice to stevedores (same consequently involves 36 and 12 hours 
notice to Agents for morning and night overtime respectively). 

For vessel completing loading/discharging may order 2 hours 
overtime from 1500 to 1700 after morning shift or only 1 hour over- 
ime from 2300 to 2400 after afternoon shift. No possibility of 
dividing the shift of 8 hours. Consequently time lost between com- 
pletion of work and end of shift is charged to the vessel at the cost of 
about Frs. 560.00 per hour (depending upon type of cargo). 

No work possible on Sunday and legal holidays nor during night 
between Sunday or holiday and next working day. Necessary to give 
Agent soonest possible accurate ETA and hatch partition in order 
to enable his arranging work at the best, keeping in mind that shift 
cannot be split. j J ? 

Work done with shore crane. Ship's derricks used only exception- 
aly. No hatch tents available from shore. 
itis compulsory to put a net under the gangway before starting 
work, for lack of which stevedores refuse to go on board. 
MEDICAL: It is not necessary for Agent to receive advance notice 
of required medical attention except when Master requests a doctor 
on board. The Master must after berthing inform Agent of number of 
patients and nature of disease, name of patient, rank, in order Agent 
may arrange corresponding appointment with doctors, dentists, 
specialists, etc. Hospital facilities available provided admission 
ordered by local doctor. 

inoculation. Yellow fever - effected only at the hospital once per 
week on Thursdays 1400 to 1500 hrs. Other inoculations may be 
effected by local doctors (with appointment) but smallpox may also 
be effected at the Town Hall sanitary office on Tuesday and Saturday 
from 0900 to 1200 hrs. 

TANKERS: Berth at C.I.M. piers no. 1 to 10. Diameter or connec- 
tions at different berths of C.I.M.: No. three, four and five 10 in., six 
and seven 12 in., eight and ten 16 in. 

Tankers calling first time at Le Havre recommended to inform 
Agents of position of manifold connection. Slop reception facilities 
available up to 1,000 tons per hour, 

DENSITY: In outer port and tidal docks: salt water. In inside docks 
brackish. Density depending upon season and amount of fresh 
water brought in by river Seine and Canal de Tancarville. 

FRESH WATER: Most berths supply by shore hydrants. Other- 
wise by barge minimum quantity invoiced then being 50 cbm. Over- 
time charged in addition. Late cancellation of barge invoiced. 

FUEL: All grades available, viscosities from 200 sec. to 3000 sec. 
Redwood. Minimum 48 hours advance notice required to prepare 
barges. 

FIRE PRECAUTIONS: Dangerous cargo must be declared on 
“Inbound Bill" and in order not to delay vessel's entry it is highly 
recommended to inform Agent of quantity and exact nature of 
dangerous cargo on board 48 hours prior to arrival, thus enabling 
agent to get in touch with Harbour Master and take necessary steps 
which may go from a single smoking prohibition up to a fire-picket 
on the quay during all the call. 

Tankers: A “notice to masters of ships loading/unloading hydro- 
carbons" is handed to Master upon arrival. This notice specifies 
inter alia; repairs, ventilation/cleaning of tanks, handling of goods 
subject to Harbour Master's authorisation. All naked lights and 
fires prohibited, boiler furnaces and galley ranges excepted, such 
pers aka cancellable on simple order of Harbour Master or Depot 

anager. 

DEVELOPMENTS: By mid-1975 the new oil terminal of Havre- 
Antifer, built to the South of Cape Antifer will have two installations 
enabling vessels of 550,000 dwt to be received at all states of the tide. 
Shelter will be created by a protective mole 3,520 m. in length. At the 
foot of the cliff, there will be a service port and open-air work areas. 
An access channel 550 m. wide to a depth of 25 m. will be dredged. 

A second stage will see the provision of two further installations 
after further deepening of the sea to 30 m. in order to take vessels 
of 1,000,000 dwt. 

GANGWAY/DECK WATCHMEN: Not compulsory. Sworn 
watchmen in uniform and equipped with a VHF set may be obtained 
from the Port Authority per hour for day and night, working days 
and holidays. Some other companies may also supply watchmen 
(not sworn) at lower prices. 
OPENING/CLOSING HATCHES: May be done by stevedores at 
the same price as shifting of cargo depending upon the type of 
cargo and consequent number of men included in the gang. 
b Itis highly recommended to carry out opening by the crew before 
®ginning of shift to avoid both loss of time and expensive charges 
and also risk of accident to stevedores who are sometimes not well 
aware of vessel's closing system. 

tis emphasised that for reefer cargo stevedores wait for cold 
on half an hour after opening hatches before getting down in 
pe holds. Consequently itis strongly advised to stop ventilation and 

art opening hatches with crew about one hour before beginning of 


Shift keeping in mind that for reefer cargo, the morning shift may 
commence at 0500. 


CERTIFICATES: 
onnage Certificate. 
afety Construction Certificate. 
Loadline Certificate. 
salety Radio Certificate. 
afety Equipment Certificate. 
Deratisation Certificate. 
F 4rgo Gear Register. 
Cus eater analysis certificate may also be requested.) 
OM'S ALLOWANCES: 200 cigarettes or 200 grammes 
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tobacco plus 1 bottle spirit (must be mentioned on crew declaration 

os oo members may obtain extra allowance but only after 5-6 
ays’ call. 

CARGO GEAR: Cargo handling usually carried out by means of 

shore cranes. Hatch-tents to be supplied by vessel. 

CREW IDENTIFICATION CARDS: Not required. Recommen- 

ded to have passport or seaman book to go ashore. 

Peg as ak The following countries have representatives at Le 
avre: 


Brazil Haiti Peru 
Colombia Netherlands Salvador 
Dominica Argentina Uruguay 
Guatemala Switzerland Chile 

Italy South Africa Costa Rica 
Portugal Panama Ivory Coast 
Sweden Denmark Spain 
Germany Belgium Finland 
Mexico Norway Japan 
Great Britain Greece Liberia 
Ecuador Honduras Madagascar 
Venezuela 


REPAIRS: Several companies including Ateliers et Chantiers du 
Havre available to handle all types of hull and engine repairs. Five 
berths available for repairs afloat. 

DRY DOCKS: Seven dry docks available, largest of which is 1,095 
ft. working length and 125 ft. width for vessels up to 80,000 tons dwt. 
REPATRIATION: Except if airplane chartered by Owners, all 
crew have to pass through Paris. 

AIRPORT: Le Havre airport 7 km. from the centre of the town, with 
a runway of 1800 metres x 40 may receive chartered planes up to 40 
tons total weight (50 T. with special authorisation). Regular flights 
from and to Orly (Paris Airport) twice a day holidays excepted. 
TIME: GMT plus 1 hour (permanent). 

HOLIDAYS: New Year's Day (January 1st); Easter Monday; La- 
bour Day (May 1st); Ascension Day; Whit Monday; National 
Holiday (July 14th); Assumption B.V. Mary (August 15th); All 
Saint's day (November 1st); Armistice Day (November 11th); Christ- 
mas Day (December 25th). No work possible except for passenger 
ships i ie tankers the latter being loaded/discharged round the clock 
every day. 

POLICE/FIRE/AMBULANCE: Police 17 or 48.15.20; Fire Brigade 
48.05.77 or 18; Ambulance 42.30.68 or 42.46.46; Hospital 42.77.83. 
TELEPHONE ON BOARD: Possible at most berths. 

SHORE LEAVE: Authorised within port and town area. Foreign 
seamen wishing to go further and more especially to Paris must 
obtain police authorisation and consequent pass. 
REGULATIONS: Vessels carrying dangerous cargo must when on 
roads or in the entrance channel, show the red flag by daylight 
or one red light by night-time. When leaving the port they must 
keep their Pilot up to the end of the channel. 

AUTHORITY: Port of Le Havre Authority, Terre-Plein de La Barre, 
76 Le Havre. Tel. 425201. Telex 19663. 


AGENT: Jolasry (France), 10, Place Léon Meyer, PO Box 846, 
76060 - Le Havre. Telegraphic address ‘Jolasry". Tel. 42.18.32 
and 42.12.05. Telex 19708. 


LORIENT: 47.45 N. 03.21 W. 


DOCUMENTS: 
Cargo Manifest or Manifest of Ballast. 
Certificate of Cargo Space. 
Bills of Lading. 
Ship's Register. 
6 Crew Lists. 
3 Passenger Lists. 
Health Declaration. 
Derat Certificate or Exemption. 
Declaration of Crew Personal Effects. 
PILOTAGE: Compulsory for all vessels over 60 m. length. Vessels 
must contact pilot station advising ETA at least 12 hours before 
arrival by radio to the Agents, Harbourmaster, or the pilot station. 
On arrival at the outer roads or Groix vessels should call Pilot by 
visual signals or by radio telephone on 2182 kc/s, or VHF Channel 16. 
The pilot launch will be standing by from one hour before to one 
hour after the ETA previously advised by the ship. The Pilot station 
is manned 24 hours per day. Pilot station telephone number 210678. 
ANCHORAGE: The outer roads of the port are open to winds from 
the South-east to South-west. Vessels waiting to enter the port may 
anchor in depths of 15-20 m., sand and shell bottom, good holding 
round. 
: Mooring buoys are positioned off Port Tudy on the North coast of 
Ile de Groix. These buoys are reserved for the use of the French 
Navy. There are prohibited zones for anchoring due to presence of 
submarine cables, marked on chart. 
Vessels in excess of 500 grt are recommended to take a Pilot for 
anchoring. 
RESTRICTIONS: There are two entry channels to the port. The 
South channel, depth 4-40 m. is used exclusively by local fishing 
boats. The West channel is marked by the alignment of Kerbel 
Light and Lohic Light. The depth in this channel is presently 6-0 m., 
which is being dredged to a projected depth of 7 m. Both channels 
are very well marked. 
Traffic signals are hoisted at Port Louis Citadel as follows: Red 
flag or red light - entry prohibited. Green flag or green light - exit 
prohibited. Red over green flags or lights - port closed. 
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HEALTH: Pratique given by Customs Officers who board on arrival. 
If any case of suspected disease on board or any reason why vessel 
should not receive free pratique, Master should radio Agent before 
arrival, advising full details. 
RADIO: Use local station Radio Conquet or Radio Saint-Nazaire. 
TUGS: 8 tugs up to 900 h.p. 
BERTHING: Kergroise Quays, 516 metres berthing length can 
accommodate vessel up to 200 metres length, draft 6.80 metres at the 
Southern part of the quays. 

Draft of 8.50 metres available at the remainder. 

Seven cranes in service including 16-ton crane. 
TANKERS: The oil jetty is 112 m. long and can accommodate 
tankers up to 180 m. length, maximum draft 10 m. 
FRESH WATER: Can be supplied from the quays at Kergroise and 
at the Oil Jetty. Rate 10 tons per hour. 
REPAIRS: Minor deck and engine repairs can be carried out. Slip- 
ways can accommodate 4 fishing boats at the same time. There are 
three dry docks the largest of which is 186-20 m. long x 26:33 m. wide. 
MEDICAL: All facilities available. Local maritime and civil hospitals. 
IDENTIFICATION CARDS: Crew men going ashore should 
carry passport or identity card. 
CONSULS: 

Belgium and Norway 

Denmark 

Netherlands 
TIME: GMT plus 1 hour — no alterations. 
HOLIDAYS: New Year (ist January, no labour available); Easter 
Sunday (possibility of labour with overtime); Easter Monday (no 
labour available); Labour Day (1st May no labour available); Ascen- 
sion Day (possibility of labour with overtime); Whit Sunday (possi- 
bility of labour with overtime); Whit Monday (no labour available); 
National Day (14th July no labour available); Assumption Day (15th 
August no labour available); All Saints’ Day (1st November, no 
labour available); Armistice Day (11th November, possibility of 
labour with overtime); Christmas Day (25th December, no labour 
available). N.B. Every Sunday and day marked “possibility of labour 
with overtime" can be worked at the rate of 100%. 
POLICE/FIRE/AMBULANCE: Police 21 19 16; First Aid 17; 
Ambulance 64 26 72; Fire 18. 
AUTHORITY: Ingenieur des Traveaux Publics del'Etat, Ponts et 
Chaussées, B.P. 445, Lorient. Tel. 64.11.36. 


AGENT: See Paris. 


MARSEILLES: 43.18 N. 05.25 E. (See Plans) 


(a) Old Port to Estaque 
(b) Port de Bouc/Lavera/Caronte/Etang-de-Berre 
(c) Fos 


(a) OLD PORT TO ESTAQUE 


DOCUMENTS: 

Ships Register. 

Declaration of Health. 

3 Crew Lists. 

2 Provisions Lists. 

2 Lists of Passengers in Transit. 

2 Lists of Passengers disembarking. 

1 List of Ports where cargo is loaded for Marseilles. 

Cargo Manifests and Bills of lading. 

1 List of Crew Personal Effects. 
PILOTAGE: Compulsory. 21 pilot launches, mostly painted black, 
wooden hulls with white anchor insignia on the bow. 

Contact pilot station and pilot boats by VHF Channel 8. 
Southern Entrance: Pilot boards between “Le Frioul” and ‘Chateau 
d'lf" island. Max. recommended draft 27 ft. in good weather. 
Northern Entrance: Pilot boards at Estaque roads. In case of strong 
N.W. winds or for all deeper draft vessels the Northern entrance is 
preferred. 

Vessels anchoring in roads without a Pilot will still incur full 
pilotage fee. 

On departure, 15 to 30 minutes notice sufficient to order Pilot and 
tugs. 
ANCHORAGE: Estaque Roads. 
rere SIZE: Draft dependent on berth depth up to maximum of 
47 ft. 6 in. 
HEALTH: Free pratique automatic vessels coming direct from 
continent or Italy and Q flag not to be flown. From other countries — 
including Spain and Portugal — usual procedure applies. Unless 
special arrangement for passenger liners free pratique not given by 
radio also practice issuing Health or Customs clearance on sailing 
now discontinued. 
RADIO: Within 150 miles Marseilles Radio/FFM - otherwise St. 
Lys/FFL. 
TUGS: About forty tugs available, from 250 to over 3,000 h.p. Ship 
lines normally used. 
BERTHING: When specific side alongside berth required. Agents 
radio Master prior arrival also advise Pilot. Otherwise side alongside 
at discretion Master after conferring with Pilot. 
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BERTHING FACILITIES: 
Docks: Max. depth: 


Grande Joliette 9:80 metres 24 berths 
Harbour Station 8:00 metres 10 berths 
National 10°50 metres 15 berths 
Pinede 10:00 metres 14 berths 
President Wilson 11:00 metres 16 berths 
Mirabeau 15:00 metres 15 berths 


North and South 
outer harbours -- 
Ship repairs: 30 berths 

BRIDGES: Turning bridge near southern end of port - Pop 
d'Arenc — opens on requests. Bridge further North — Pont de, 
Pinede — opens: 0600 to 2200 twice each hour between five minut 
before the hour and five minutes afterwards, and between fi, 
minutes before half hour and five minutes afterwards. Open co, 
tinuously 2200 to 0600. 
STEVEDORES: Enable Agent order gangs important obtain» 
good time accurate ETA from vessel. Latest times to order gang, 
normal and deferred shifts 0530 same morning — night shift 1600 sam 
day — Saturday and Sunday, 1600 Friday. Failure give precise ET; 
may result in ship losing 12/24 hours also cost gang waiting tin 
includes waiting vessel's arrival - free pratique — Opening/closiy 
hatches - rain - shifting cargo or dunnage — crane or derrick brea, 
downs - time lost between finishing and end of shift. Work can} 
arranged on following official holidays - New Year's Day, East: 
and Easter Monday, Whitsun, 14th July, 15th August, 1st Novembe 
Christmas Day, 1st May holiday when no work takes place, Stew 
doring hours (normal shift) Monday to Friday 0700 to 1130 and 1% 
to 1630. One hour overtime 1630 to 1730. For vessels sailing same dy 
one extra hour can be worked until 1830. Extra cost (special shifts). 
deferred, Monday to Friday 1300 to 1930, Saturday morning 0630) 
1310, Saturday afternoon 1300 to 1830, Sunday morning, holiday 
0630 to 1310 but no overtime. Night 2130 to 0100 and 0130 to 0% 
One hour overtime may be worked before 0630 or after 0730. No wo 
allowed Sunday night. All necessary gear supplied by stevedor 
except rain tents which vessel must supply. 
MEDICAL: Yellow fever inoculations only in hospital. Tuesday 
and Fridays. Masters to advise by radio prior arrival if medic 
attendance required aboard. 
TANKERS: See ‘Port de Bouc", and ‘'Fos". 
DENSITY: About 1028. 
FRESH WATER: Can be obtained from hydrants or quays or fro 
water-boats. When delivered by barge, minimum quantity invoice 
is 50 tons. Preferable order prior arrival to avoid delays. Minimw 
pumping rate 50 tons per hour. 
FUEL: Ordinary fuel, also fuel oil maximum 1000 secs., Diesel av 
Gas oil. Deliveries by barge only. 
FIRE PRECAUTIONS: Special harbour fire-fighting corps, wi 
two fire-fighting Vessels. 
DEVELOPMENTS: See ‘'Fos". 
WATCHMEN: Available but not compulsory. 
HATCHES: Crew allowed open and close. 
SHIP CERTIFICATES: On first call Registered Tonnage Cer 
ficate; thereafter not required unless Gross/Net tonnages change 
CUSTOMS ALLOWANCES: About 200 cigarettes and limit 
amount spirits per man. 
CARGO GEAR: No additional requirements; all gear supplied! 
stevedores except rain tents. 
IDENTIFICATION CARDS: Not required. 
CONSULS: The following countries are represented in Marseille 


5 berths 


Algeria Greece Portugal 
Argentina Iceland Spain 
Austria Israel Sweden 
Belgium Italy Switzerland 
Bolivia Lebanon Tunisia 
Brazil Madagascar Turkey 
Canada Mauritania U.A.R. 
Colombia Mexico U.S.A. 
Cyprus Morocco U.S.S.R. 
Denmark Netherlands Uruguay 
Ecuador Norway Venezuela 
Finland Panama West Germany 
Great Britain Peru Yugoslavia 
Costa Rica Honduras Nicaragua 
Cuba Ivory Coast Philippines 
Dominica Japan Senegal 
rors Liberia Thailand 
aiti 


REPAIRS: Most repairs and overhauls possible. Pre-adv’ 
recommended. 


DRY DOCKS: 
Working lengths Entry width 
No. 1 561 ft. 63 ft. 3 in. 
2 441 ft. 6 in. 56 ft. 8 in. 
3 326 ft. 51 ft. 
4 262 ft. 8 in. 44 ft. 
5 400 ft. 41 ft. 
6 410 ft. 50 ft. 18 in. 
7 656 ft. 80 ft. 8 in. 
8 1,049 ft. 7 in. 164 ft. 
9 820 ft. 6 in. 121 ft. 3 in. 
A floating-dock: 816 ft. 2 in. 124 ft. 3 in. 


Under construction: a dry-dock for vessels up to 800,000 
for completion 1975. 
TELEPHONE NUMBERS: Police 91 05 23; Ambulance 17; 
Brigade 18; Special Port Fire Brigade 62 37 48 and 62 43 01. 
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GAS FREEING STATION: Suitable for tankers up to 28 ft. draft. 
The Station is equipped with: 
Boilers able to supply 34 tons of steam per hour. 
A pumping station supplying hot water for cleaning, fresh water 
for ballast, and which is also used for transfers. 
A separator for the discharge of dirty ballast able to work at 1,200 
) cubic metres per hour. 
Two receiving tanks of 2,000 cubic metres. 
One tank of 500 cubic metres for treatment and one for subse- 
quent storage with a capacity of 2,000 cubic metres. 
One extractor for removal of all traces of oil including sludge. 
The Station can supply all the necessary fluids for cleaning and 
gas freeing (salt water, hot and cold water, fresh water, compressed 
air and electric current.) ' | 
From the vessel the installation receives dirty ballast and water 
which goes through separators. ; 
AUTHORITY: Le Port Autonome de Marseille. 23 Place de la 
Jolieete. Tel. 91.30.66. 
AGENTS: Jolasry (France), 6 Boulevard de Dunkerque. Tel. 
20 39 17, Telex. 41821. Cables: Jolasry. 


(b) PORT DE BOUC, including Port de Lavera 43.23 N. 
05,00 E., Port de Berre 43.27 N. 05.10 E., Port de la Mede 
43,24 N. 05.07 E. Caronte 43.24 N. 05.02 E. 


DOCUMENTS: On arrival: 

1 Cargo Manifest or manifest in ballast. 

Certificate of open spaces occupied by cargo in cubic feet or 
cubic metres or in registered form if shelter deck. 

Bill of Lading. 

Ship's Register (if required). 

6 Crew Lists (8 if Spanish or U.S.S.R. ship or ship bound for 
these countries). 

3 Passenger Lists. 

Health Declaration. 

Deratisation Certificate. 

Bunker's Supply (3 forms). 

1 Crew Declaration of Personel effects - cameras, binoculars, 
radios, cigarettes, tobacco, etc. If on inspection articles or 
quantities not in conformity or in excess, Master held respon- 
sible, articles removed and heavy fines imposed. 

PILOTAGE: Pilot must be taken to enter Port de Bouc, Fos and 
Port St. Louis du Rhéne. Contact by Marseille Radio or pilot boat 
VHF (Channel 16 for calling, Channel 9 for traffic). Pilot boards in 
the roads between 2 and 2:5 miles S.W. of Bouc Tower or further out 
if required, for entering Port de Bouc and Fos. Motor launch black 
hull, white cabin, white anchor on bow, “H"’ flag. 
ANCHORAGE: It is recommended to ask for Pilot before anchor- 
ing in outer Roads to avoid forbidden places for ships bound for 
Port de Bouc and Fos. 
MAX. SIZE: 
Sealine outside Lavera, 53 ft. draft. 
lavera: Berths A1, A2, 35 ft. draft. Berths A4, D and E, 40 ft. draft. 
Berth B, 38 ft. 6 in. draft. Berth C, 39 ft. draft. Berths F and G, 43 ft. 
a. Berth H, 37 ft. 8 in. draft. Coastal Berths K1 to K8 18 ft. 
raft. 

Kuhlmann, 26 ft. draft and length 450 ft. 

Caronte, 29 ft. draft. 

Croix-Sainte (Verminck), 26 ft. draft. 

Canal de Caronte, (for entering Lake of Berre, for Terminals of La 

Mede and Berre), 26 ft. and 25 ft. 9 in. for tankers over 18,000 tons. 
HEALTH: Pratique given by Customs officers who board on arri- 
val. In case of suspected disease on board, notify Agents by radio 
before arrival, 

RADIO: Within 150 miles traffic through Marseilles Radio/FFM, 
otherwise St. Lys (FFL). 

Port de Bouc Radio (Harbour Office) VHF used for navigation 

purposes only - Channel 16 for call, Channel 12 for traffic. 
| TUGS: Eleven tugs available from 90 to 1,800 h.p. Normally join 
vessel in entrance channel off Port de Bouc. Only ship's lines used. 
RESTRICTIONS: No entry restrictions for Lavera. Night transit 
of Caronte Canal to Etang de Berre forbidden to tankers above 
6,000 gross tons. 


BERTHING FACILITIES: 
Lavera: 


Berths for sea tankers Draft 
_ Al~A2-A3 Sud 12 m. 
4 Nord 13 m. 
| : 12:50 m. 
S 12:50 m. 
: 12:50 m. 
- 12-50 m. 
- 13-50 m. 
| : rein 13-50 m. 
for liquid chemical products 12 m. 
Kis for small tankers and barges Draft 
1 7m. 
k2 4m 
K3 6m 
K4 6 m. 
4 6 m. 
A 6m 
K7 4m. 
an «KB 4m. 


Caronte - Port de Bouc 


a lt 


FRANCE 


Quai de Provence Industrie: length, 140 m.; width, 20 m.; draft, 5 m. 
Quai Kuhlmann: length, 140 m.; width, 25 m.; draft, 26 ft. 

Quai de Caronte: length, 170 m.; width, 25 m.; draft, 29 ft. 

Quai Verminck: length, 153 m.; width, 20 m.; draft, 26 ft. 

Berre 

Two private oil harbours: 

La Mede (CFR): length, 110 m.; draft, 8 m.; 2 berths for sea tankers 
Draft, 3:50 to 6 m.; 2 berths for small tankers. 

Draft, 2:30 m.; 2 berths for barges. 

Flow, 100 to 600 cu. m. per hour. 

Pointe de Berre (Shell): 

Draft, 8:50 m.; 3 berths for sea tankers. 

Draft, 5-80 m.; 1 berth for small tankers. 

Draft, 4 m.; 1 berth for barges. 

Flow, 120 to 2:50 m. per hour. 

BRIDGES: 1 railway bridge and 1 road bridge across Caronte 
Canal each having special times for opening. Ships of less than 
21 m. height clearance may pass below the railway bridge. Motor- 
way bridge over Caronte Canal with 50 metres clearance. 
STEVEDORES: To enable Agent order gangs important obtain 
accurate ETA between 24 hours and 48 hours in advance. Two 
shifts 0500 to 1300 and 1300 to 2100 normally 6 days a week. Confir_ 
mation to be made at 0900 for afternoon shift, and 1700 for next da 
morning. 

MEDICAL: All hospital and medical facilities. Yellow fever inocula- 
tion made by appointed doctors. Masters to advise by radio prior 
arrival if medical attendance is required on board. 

TANKERS: Each of the eight large berths, North and South, A, B, 
C, D, E, F, G, is fitted with lines for crude oil and all refined products. 
Pipe-line system leads to distributors (7 for refined products, 2 for 
crude oil) connected to neighbouring refineries, and to South 
European pipe-line (crude oil only). 

Terminal hose handling: Each berth is fitted with metal gantries 
hanging up flexible hoses for ship's connection. They are handled 
with compressed-air winches and ship's boom which should be 
rigged before arrival. 

Flexible hoses diameter: crude oil, four 12-in.; fuel oil (or crude), 
two 12-in.; white products, one 8-in.; ballast (or crude), one 12-in.; 
bunkers, one 8-in.; liquefied gas, one 4-in.; special products, one 
4-in. 

Decanting installation: Tankers may pump out their ballast at all 
berths — except tank-washing water and slops. 

DENSITY: About 1028. Variable in Canal de Caronte and Etang de 
Berre owing to discharge of hydraulic plant of St. Chamas. 
FRESH WATER: Available generally by pipes and hoses at the 
berths. Water barges available from Marseilles. 

FUEL: By barges for cargo ships and vessels in the roads. Tankers 
at Lavera refuel by pipe-line at the berths. All grades available. 
FIRE PRECAUTIONS: Oil Harbour is fitted with a system of 203 
mm. (8 in.) or 254 mm. (10 in.) sea water pipes at 5 bars permanent 
pressure. It may be increased by pumping station up to 9 bars, and 
supply 500 m%/h. Each wharf has five fire hydrants with first-aid 
equipment: fire hoses and spray nozzle, foam nozzle with powder 
cans. If fire breaks out on a ship, the hose handling gantries are 
protected by a screen of sprayed water. All fire equipment and 
installations are painted red. 

GANGWAY/DECK WATCHMEN: Available but not essential. 
OPENING/CLOSING HATCHES: Always by crew. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes every five 
days; wine/spirit: limited amount per man. 

IDENTIFICATION CARDS: Seamen going ashore should carry 
passport or identity card. 

CONSULS: Norwegian, Swedish, Danish and Spanish consuls 
at Port de Bouc. Others at Marseilles. 

REPAIRS: Permission must be granted for oil tankers repairs. 
DRY DOCKS: Nearest at Marseilles. 

REPATRIATION: All facilities for crew change and repatriation 
by railway or planes. 

AIRPORT: Marignane Airport 40 km. and Nice Airport 230 km. 
(this last for SAS lines). 

TIME: GMT plus one hour. No changes. 

HOLIDAYS: Same as “Marseilles”. 
POLICE/AMBULANCE/FIRE: Police, 06-03-31; Fire, 06-03-12. 
TELEPHONE: On application can be connected on board at Lavera. 
Telephone ashore in other places. 

SHORE LEAVE: Allowed. 

AUTHORITIES: Port Autonome de Marseille (Director General 
and Managers). Tel. 20 69 30 and 20 54 60. Capitainerie de Port de 
Bouc (Harbour Master). Tel. 06 22 26 and 06 27 13. 


AGENT: Agence Maritime et Fluviale Maurice Pomme, 20 Cours 
Landrivon, 13 Port de Bouc. Tel. 06-20-04. Telex. 42-555. Cables: 
“Pomme”. 


(c) FOS: 43.24 N. 04.53 E. 


DOCUMENTS: 

1 Cargo Manifest or Manifest in Ballast. 

Certificate of open spaces occupied by cargo in cubic feet or 
cubic metres, or in registered form if shelter deck. 

Bill of Lading. 

Ship's Register (if required). 

6 Crew Lists (8 if Spanish or U.S.S.R. ship or ship bound for these 
countries). 

3 Passenger Lists. 

Health Declaration. 

Deratisation Certificate. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


3 Bunker Supply Forms. 

Declaration of crew personal effects, cameras, binoculars, radios, 

cigarettes, tobacco, etc. 

If on inspection, articles or quantities not in conformity or in ex- 
cess, Master held responsible, articles removed and heavy fines 
imposed. 

PILOTAGE: Compulsory. Contact by Marseilles radio or direct to 
pilot boat by VHF Channel 16 for calling, Channel 9 for traffic. Pilot 
boards in the roads between 2 and 2°5 miles South-west of Bouc 
tower or farther out if required. Motor launch, black hull, white cabin, 
white anchor on bow, flying ‘‘H"’ flag. 

ANCHORAGE: It is recommended to ask for Pilot before anchor- 
ing in outer roads to avoid prohibited anchorages. 
RESTRICTIONS: When large tankers are proceeding in the Fos 
channel, other vessels’ entrance may be delayed. 

Access channel for very large vessels dredged to 22 metres over 
a width of 250 metres. 

MAX. SIZE: 
Tankers : Maximum permissible dimensions 


Draft Length 
Berth 0 42 ft. 900 ft. 
Berth 0 BIS 42 ft. Completion expected mid-1975. 
Berth 1 67 ft. 6 in. 1,100 ft. 
Berth 2 62 ft. 1,100 ft. 
Berth 3 72 ft. 1,150 ft. 


Container Berth: No. 1 Basin (West side) max. length, 984 ft., 
max. draft 41 ft. 

No. 2 Basin (West side) max. draft 39 ft. 4 in. 

er Methane: Gaz de France Terminal, No. 1 Basin, max. draft 
32 ft. 6 in. 

Ore Carriers: Private Bulk Berth, No. 1 Basin, East side, length 
2,100 ft., max. draft 62 ft. 3 in. 

hg Berth, South basin, North side, length 1,300 ft. max. draft 
39 ft. 4 in. 

Public Ore Bérth, No. 1 Basin, West side, max. draft 39 ft. 4 in. 

Ore and Containers : Max. length 984 ft., draft 41 ft. 
HEALTH: Pratique given by customs officers who board on arrival. 
In case of suspected disease on board, notify Agent by radio be- 
fore arrival. 
RADIO: Within 150 miles, traffic should be routed through Marseilles 
radio, FFM, otherwise via St. Lys, FFL. 
TUGS: Tugs normally join vessel in the entrance channel. Ship's 
lines are used. 
BULK HANDLING FACILITIES: Ore berth, depth alongside 42 ft. 
8 in. Discharge rate 600 tons per hour. Two portico cranes with 
grabs. Container berth, depth alongside 39 ft. 4 in. 
TANKER BERTHS: Chicksan loading/discharge arms fitted at all 
berths, Ballast discharged ashore through pipeline. Tank cleaning 
slop or oil residue not accepted through shore line, but can be dis- 
posed of by barge from Marseilles. 
FRESH WATER: Available by pipeline at all berths. 
FUEL: Available by barge only. 
MEDICAL: All hospital and medical facilities. Yellow fever inocula- 
tion made by appointed doctors. Masters to advise by radio, prior 
arrival, if medical attendance required on board. 
REPAIRS: Ore berth can be used as a repair berth when not re- 
quired for cargo operations. Permission must be obtained 
for tanker repairs. No tanker repairs if vessel is not gas free. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes every 5 
days. Wine/Spirits: limited amount allowed per man. 
CONSULS: Norwegian, Swedish, Danish and Spanish Consuls at 
Port de Bouc. Others at Marseilles. 
AIRPORT: Marseilles/Marignane Airport about 60 km. distance. 
TIME: GMT plus 1 hour. No changes during the year. 
— On application, telephones can be connected on 

oard. 
AUTHORITY: Le Port Autonome de Marseilles. 


AGENT: See “Port de Bouc”. 


NANTES: 47.14 N. 01.34 W., including Donges 47.18 N. 
02.04 W. and Montoir 47.18 N. 02.08 W. (See Plan) 


DOCUMENTS: See ‘'St. Nazaire". 
PILOTAGE: Compulsory for vessels over 225 ft. length on river 
Loire. Starts about 4 miles north of lighthouse of Le Pilier, on light- 
buoy SN 3. Pilot boat on station day and night, if weather conditions 
permit, west of a line drawn between SN 3 lightbuoy and lightbuoy of 
“La Couronnee” about 2 miles N.N.E. If Pilot unable to come aboard, 
he may invite ship to follow his boat until they have reached a better 
shelter. Ships heading for one of Loire estuary ports should give 
ETA at least 24 hours ahead to Port Captain of Saint-Nazaire. 
Approximate time of arrival at SN 3 buoy, the further destination 
and speed should be given. VHF contact can be made direct with 
St. Nazaire pilot boat or “Estuaire de la Loire” pilot station. 
ANCHORAGE: When pilot service withdrawn, anchor near SN 3 
lightbuoy or in “Rade des Charpentiers”. In rough sea ships heave 
to off harbour. In case of doubt contact pilot boat by VHF or phone. 
Sometimes Pilot taken aboard on SN 3 is relayed by another who 
will board near the outer port of Saint-Nazaire to bring ship upstream. 
it is not allowed to moor before and below quay Emile Cormerais 
and Cheviré Power Station Embankment (cables). 
en SIZE: Nantes: max. length 600 ft., breadth not limited, draft 
Donges: max. length 760 ft., breadth 116 ft., draft 39 ft. 
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RADIO: Stations at: Saint Nazaire; Brest-le Conquet and Bp, 
deaux; Arcachon, 
RADAR/VHF: Radar, none. VHF, Donges Port Operations Ny 
work — European frequencies. 
TUGS: Nantes: Three “‘Abeille" tugs 500 to 700 cv. Donges andy 
Nazaire: Tugs are provided by “Union des Remorqueurs de |'Oceay 
at Saint Nazaire (2,000 h.p.); also ‘‘Les Abeilles”. 
BERTHING: Nantes: Vessels may be moored with bow facing y 
or downstream. During heavy flood periods, however, bow to 
upstream. Donges: Mooring of vessels to the docks No. 0, 1, 2,3 
performed with ships ropes. On docks No. 4, 5 and 6, Port Authoriy 
use own steel cables to which ship is fastened in supplement to be 
own ropes. 

Montoir: Port Authority use own steel cables to supplement ship; 
ropes. 
BRIDGES: The first bridge on the estuary is upstream of Nante 
STEVEDORES: Available. 
MEDICAL: Facilities available at any time. 
BULK CARGO FACILITIES: Between St. Nazaire, Donges ay 
Montoir, berths equipped to handle bulk carriers up to 40,000 ton 
subject to channel draft. 
TANKERS: Channel to Donges 39 ft. Depths, berth0 and 1 less the 
18 ft.; berth 2, 21 to 24 ft.; berth 3, 28 to 31 ft.; berth 4, 32 to 39 ft.; ben 
5 over 39 ft.; berth 6 over 40 ft. Pipes: according to the berths ay 
products, diameters from 100 m/m to over 850 m/m (crude — berth 
4, 5 and 6). 

Berth No. 6 can accommodate tankers up to 200,000 dwt, px 
loaded subject to channel draft. 
FRESH WATER: Available on docks in Donges, Montoir, Sain. 
Nazaire and Nantes. 
FUEL: Available in any grade or viscosity. Advance notice of; 
least 2 days must be given if vessel has to bunker on Saturday» 
Sunday. Otherwise, delivery within 36 hours by barge. 
FIRE PRECAUTIONS: Usual precautions for tankers in neig 
bourhood of refineries; no fire, no smoking. Ground wire for ship 
DEVELOPMENTS: The access in Donges will be progressive 
dredged to be able to receive very large tankers during next 10 yeas 
At Nantes the channel will also gain around 3-5 ft. during next fix 
years, so as to welcome cargo-ships up to 15,000 tons. Installation 
to receive cereals, bulk cargoes, roll-on/roll-off ships and containg 
carriers are also foreseen in near future. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Done by crew. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: 

Algeria, tel. 75.50.96 

Belgium, 4 bis, Place du Sanitat, tel. 71.57.10 

Denmark, 56 Quai de la Fosse, tel. 71.33.35 

Germany, tel. 71.93.18 

Spain, 2 Place Roger-Salengro, tel. 71.87.33 

Finland, 1 Quai de Tourville, tel. 71.23.33 

Haiti, 21 Rue Gambetta, tel. 74.35.14 

Italy, 11 Rue Contrescarpe, tel. 73.40.52 

Holland, 1 Rue Maurice Duval, tel. 71.16.31 

Norway, 92 Quai de la Fosse, tel. 71.23.93 

Sweden, 11 Rue de la Brasserie, tel. 71.87.31 

Switzerland, tel. 71.82.11 

United Kingdom, tel. 71.08.50 
REPAIRS: Very good facilities exist for all types repair work. 
DRY DOCKS: Dry docks at Nantes for vessels under 4,500 tons. 
AIRPORT: Good connections with French internal network (4 
Inter) and also international mainly with stop-over in Paris. Five da’ 
flights to the capital. Direct flights to Bordeaux, Lorient, la Rochelt 
Lyons, etc. 
TIME: Paris time GMT plus 1 hour; no seasonal alteration. 
HOLIDAYS: Most firms close in August. National Days: May’ 
duly 14, August 15, Nov. 11. } 
POLICE/AMBULANCE/FIRE: Nantes and St.-Nazaire: Police! 
Ambulance 18; Fire 18. 
TELEPHONE ON BOARD: Arrangements are possible. 
SHORE LEAVE: No restriction. 
AUTHORITY: Port Autonome de Nantes-St.-Nazaire, 2, Pla? 
de l'Edit de Nantes a Nantes, BP 1 053. Tel. 71.37.20. 


AGENT: See “‘St. Nazaire”’. 


NICE: 43.42 N. 07.17 E. 


DOCUMENTS: Master required make declaration of entry at Pf 
Office, Harbour Master's Office, Quai Entrecosteaux, where he m# 
present to Authority (Commissariat du Port) Crew List and Pass® 
ger List. If coming from foreign port he is also required to furnis” 
Customs Declaration. 

PILOTAGE: Compulsory for Nice-Villefranche Station and appl* 
to ships of more than 50 metres length. Pilot station extends 3 mit 
from coast between meridians of left bank of Var river (07.12.5 E.) ® 
Cap Ferrat. Request for Pilot made by Regulation Signals day’ 
night or through radio station Grasse on 2321 kc/s. and 2182 kes 
ANCHORAGES: Approaches have no practical anchorage 20% 
and it is preferable to proceed Villefranche approaches 1 mile # 
tant which can offer sheltered anchorage for ships of all sizes. 
a SIZE: Port accessible to ships of 137 m. length and 650° 
draft. 

RADIO: Grasse Radio Station. Ships call on 2321 ke/s. and 2# 
oie Eeeeemogiee reports on 2649 kHz broadcast at 0833, 1330, 
1745 hours. 
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FRANCE 


TUGS: None. : FUEL Available. 

BERTHING: Nine berths for merchant vessels. Ocean-going REPAIRS/CONSULS: None. 

achts desiring berth before entering Admiral Infernet and Lympia TIME: GMT plus 1 hour. 

docks must ask Harbour Master's Office about available positions. Agent: Lloyds Agent W. Tschumi, POB 55, Ajaccio. 


ight, a notice fixed at entrance to Harbour Master's Office indi- f 5 Soeatiet ; me tg 
Ai berths to be occupied on following day by steamers and cargo Tel. 21 43 39. Telex 46627. Cables: “Britishships Ajaccio”. 


yessels. These berths must not be occupied by ocean-going yachts. 


STEVEDORES: Require (if possible) 24 hours notice in advance of QUIMPER-CORNIQUEL: 47.58 N. 4.07 W 


arrival. 


MEDICAL: No port doctor. In case of emergency tel. no. 18. Ambu- DOCUMENTS: 

lance and doctor on call. Crew List. 

FRESH WATER: Available on all quays. Passenger List. 

FUEL: Distribution by tank lorries. ; Customs Documents. 

FIRE PRECAUTIONS: Town Fire Service, tel. 18 and 85.21.21. Port Health Documents. 

REPAIR YARDS: Minor engine repairs possible at local yards. Manifest of Cargo. 

AIRPORT: 5 km. from port. Stores on Board. 

TIME: GMT plus 1 hour. Ship's Papers. 

EMERGENCIES: Ambulance, tel. 18 and 85.21.21; Police, 17. PILOTAGE: Pilot Station, tel. 910640. Contact via Le Conquet Radio 
TELEPHONE ON BOARD: Two lines on Traverse and Commer- __ or St. Nazaire Radio. 

cial quays can be connected on board on request. If vessel's ETA changes, telephone either the Agent or the Pilot 
AUTHORITY: 4 Quai des Docks. Tel. 85.39.85. at least three hours before arrival. 

AGENT: See “Paris.” A pilot boat is a small black launch, white bulwarks with anchor 


painted on bow of each side, white cabin at the stern, one mast. 
Only one Pilot on duty, but will meet ship at the time given in their 
PARIS ETA. Pilot boards either on the bearing 346° with Lighthouse of 
Bs . Benodet and du Coq in alignment, or on the bearing 000° with 
AGENTS: Enquiries relating to agency at French ports may be Lighthouses of Benodet and Combrit in alignment. Vessel should 
addressed to dolasry (France) S.A., 14, Avenue de I’Opera, Paris, come as near as possible to the entrance. Vessels are anchored at 
fer. Tel. 742.19.10. Telex: 21.999 Paris. Cables: “Jolasry Paris". the port entrance, or in the river, and await the tide, or proceed 

directly to the port. 

In case of bad weather, when the Pilot may not embark, vessel to 


. follow the pilot launch on the bearing 346° up to Plage du Trez, 
PORT-VENDRES: 42.31 N. 03.07 E. where boarding is possible. Vessels at anchor awaiting Pilot should 
DOCUMENTS: get under way to approach the pilot boat on the bearing 346° when 

3 Crew Lists. they see the launch approaching. 

5 Passenger Lists. ANCHORAGE: Depths of 11 metres in position with the Taro 
2 Store Lists. Tower, bearing 245°; distance 0-8 miles. 

1 Health Maritime Declaration. Depths of 6 metres in position with the Point of Combrit bearing 
4 Cargo Manifests. 000°; distance 4 mile. 

2 Bill of Lading. Depth of 9 metres, bottom sand and mud, in Du Trez anchorage 


Ship's Papers: Nationality Act, International Tonnage Certificate. at the mouth of the Odet. 
PILOTAGE: Three long blasts. ETA required for Agent. Pilot RESTRICTIONS; Vessels arriving at night must anchor outside 


usually taken on outside unless in very bad weather. the port entrance. It is dangerous to enter the river at night as there 
MAX. SIZE: Maximum length 150 m. maximum draft 25 ft.-26 ft. are no lights, and the channel is restricted by yachts at anchor. 
HEALTH: Usually Customs give free pratique. Ineventofsuspected MAX. SIZES: At spring tides: length 78 metres; breadth 12 metres; 
disease or fever on board must advise naval doctor. draft 4-95 metres. At neap tides: length 72 metres; breadth 12 metres; 
RADIO: Marseille Radio (or St. Lys Radio). draft 3-40 metres. 
TUGS: None available. TUGS: No tugs available. 
STEVEDORES: ETA given to Agent in order to arrange gangs. BERTHING: At one quay there is 226 metres length for coasters. 
MEDICAL: Perpignan Hospital (30 km. away). One quay of 120 metres length for discharging sand. Three cranes 
TANKERS: Berth for wine tankers with pipe-line. available. 
DENSITY: Salt water. TANKERS: There is a fuel/oil depot at Quimper-Corniquel sup- 
FRESH WATER: Supplied by Chambre de Commerce, Port- plied by coastal tankers from Donges. Maximum draft for tankers at 
Vendres. Quimper is 3:50 metres to 4-10 metres. 
FUEL: For small craft only, otherwise delivery by trucks. FRESH WATER: Five drinking-water hydrants situated on the 
GANGWAY/DECK WATCHMEN: Recommended if loading quay, loading rate 12 tons per hour. 
dangerous cargo. FUEL: Can be supplied by various companies from tanker lorries. 
OPENING/CLOSING HATCHES: Usually first opening and last AIRPORT: Airport of Plugussan situated 5 km. from the port. 
opening per day to be effected by crew (or as per charter party). Two regular daily flights to Paris. 
CERTIFICATES: Load Line Certificate. AUTHORITY: ingenieur en Chef des Ponts Chaussees, Directeur 
International Tonnage Certificate. Departemental de |’Equipement. 
Deratisation Certificate. AGENT: See Paris. 


CUSTOMS ALLOWANCE: See “Calais”. 
IDENTIFICATION CARDS: Only seamans book required. 
REPAIRS: Minor repairs only. 


ph Perpignan la Llabanere (30 km.). ROCHEFORT SUR MER: 45.56 N. 0.57 W. 

Houlbnes LAE a et For all general information refer to Tonnay-Charente. fe 
F RE: MAX. SIZE: Maximum permissible length: 115 metres; breadth: 

Siaitedade ia een bene long blasts. 16 metres (ships must pass through a lock of 18 metres width). 

SHORE LEAVE: Crew members are allowed ashore. Maximum draft is 18 ft. at any tide, 21 ft. at spring tides. 


POLICE/AMBULANCE/FIRE: Police 17; Ambulance 99.40.69; 


AUTHORITY : Directeur du Port. AUTHORITY: Bureau du Port, Bassin No. 3-17—Rochefort. Tel. 


AGENT: See “Paris.” (46) 99-01-47 or 99-01-50. 

P : 
ROPRIANO: Corsica, 41.40 N. 08.54 E. ROUEN: 49.28 N. 01.04 E. (See Plan) 

DOCUMENTS: 
3 Crew Lists. DOCUMENTS: Cargo Manifest or Manifest of Ballast. Certificate of 
3 Passenger Lists. Cargo Space. Bills of Lading. Ship’s Register. 6 Crew Lists. 
1 Provisions List. 3 Passenger Lists. Health Declaration. Derat Certificate or Exemp- 
1 Cargo List. tion. Declaration of Crew Personal Effects. 


1 List of Articles (new and customs-barred) in possession each PILOTAGE: Vessels proceeding to the ports of Rouen and Hon- 
crew member - cameras, binoculars, radios, cigarettes, spirits, fleur are met by pilot boat on La Carosse Roads (Rade de La Car- 


etc, osse). Pilotage is compulsory between the mouth of the Seine and 
1 Health Declaration. Rouen for all vessels of 55 metres length and over; each vessel taking 
PILOTAGE: Not compulsory. a Pilot for the downriver stage between La Carosse Roads and 
ANCHORAGE: Outside port for cruise vessels. Villequier, or vice-versa, and a Pilot for the upriver stage between 
MAX. SIZE: Draft 5 metres; length 160 metres. Villequier and Rouen, or vice-versa. 
RADIO: Within 50 miles call Ajaccio Radio VHF Channel 16. Then The following signals should be made for summoning a pilot on 
connected over Channel 23 to telephone network. La Carosse Roads: By Day: flag ‘'G" of the international code of 
T : None available. signals. By Night: in morse by signalling lamp. Failing this, the vessel 
STEVEDORES: 24 hours accurate ETA necessary for ordering should hoist her national ensign at the foremasthead. 
gangs. No work on Sundays and official holidays. The following additional signals can be made when arriving on La 
CARGO GEAR: Only a few nets and slings available; all other gear  Carosse Roads: By Day: hoisting a ball or the national ensign at the 
ol be supplied by ship. Ship's derricks used. foremasthead. By Night: ared light from the mainmasthead. At any 
RESH WATER: Available at very slow pumping rate. Time: by the sound signals of 5 prolonged blasts (— - - -- ). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Vessels leaving harbour or shifting berth should apply for a Pilot Rive Gauche 3cranes6t;10cranes75t; 2,343 7-398 
to the Pilotage office, 18 rue Duguay-Trouin, Rouen (tel. 71-68-50). 4 cranes 8t 

The Rouen pilot boat keeps a telegraphic and telephonic watch ‘ j Open storage—coal only 
during the bpd ss peries of all tides: fore hour after law eptar oo ae Ay ted Mill 2 cranes 3t 73 
Le Havre until 44 hours after high water (middle point stay tide). The i 
watch is kept in the following manner: 1. Telegraphy: 50 kHz (600 m.) soe) shit liad Meld Wiest hi Bcd ™ 
call sign FORI. 2. Telephony: 2-182 kHz (137-50) m. frequency modu- Silo Levy 1 loading machine—cereals 10-0 
lation (VHF) 156-8 mHz, Channel 16 call sign Pilot Rouen. 400 t/h 

Since the pilot boat's watch is not permanent, Masters wishing to Poste 19 1 ramp—live animals only 15 
enter into direct contact with her are recommended to signal their Poste 25 Pipelines, vegetable oils, 88 
position during the high water prior to that by which the vessel molasses, etc. 56,000 m 

specialised tanks 
expects to enter the roads. Poste 27 1 ramp; lateral handling (cars) 84 
RESTRICTIONS: The height of water above chart datum at Le seine Maprochim __2. gantry cranes 7 t and 220 7-8,94 
. . N 

Havre is broadcast on Channel 11 every 10 minutes by Honfleur VHF Rive Gauche 1 crane 10 t (Phosphates 
port radar station starting 2 hours before, until 4 hours after the (Aval) Rhéne-Progil) 
initial point of stay tide. Cie ‘ 3 gantry cranes 7:5t 290 88 
PORT RADAR: The radar statioi: at the extreme end of the eastern Rouennaise de (Coal) 
jetty of Honfleur can, on request, inform vessels of their position in Cacharcennen PB’ a i 
the estuary, aiding in particular those vessels unequipped with Eoste Ba ocsl Rabe oe Ay 80 
radar and running into fog. Working hours and R/T frequencies are Poste 10 Cereal; unloading speed 15 
the same as those indicated above for the transmission of water 300 t/h linked with silo of 
heights. 36,700 t 

A radar post situated at kilometric point 334.400 on the right bank SCAC 4 moving gantry cranes 7-5t 310 88 
at Radicatel operates, experimentally, as an aid to navigation between M.R.M. Unloading machinery: 11-0 
the Risle and the Aizier from two hours before until two hours after 3.cranes at 400 t/h 
high water Le Havre. pth ptonri 

To obtain information put out a VHF call on Channel 16 (156-800 SAMS Selectric cranes 6t: 390 90 
mHz) and then switch to channel 9 (156-450 mHz). 4 cranes 5 t; 2 cranes 2t 

Information given by the port's Radicatel radar post and the 2 gantry cranes 8t 
Honfleur works radar, at ship's option, is extended as an aid only SOGEMA 2 electric cranes 8 t; 285 85/10 
and implies no responsibility either to the Port Authority orits agents 2 cranes 6 t; 1 crane 3t 
in any subsequent recourse to such information, which is given free ’ 1 gantry crane 7t 
of charge. Seine al ; pes ea 45t; 625 11-0 
ANCHORAGE: In the outer roads at La Carosse. PAT TOUR 5 eles Fee CER: 
MAX. SIZE: Vessels over 216 metres length have entered. Draft 1 ramp capable of carrying 
approximately 2:40 metres more than height of tide at Havre. Maxi- 400 t for roll-on/roll-off 
mum about 33 ft. Port accessible to vessels of 25,000 dwt. Petite- Petrol and Gas pipelines 7595 
HEALTH: Pratique given by Customs Officers who board on arrival. Couronne aeier 
If any case of suspected disease on board or any reason why vessel borane Crude oil; pipelines WM 
should not receive free pratique, Master should radio Agent before cual Neut @ sietinc eran 76 ti spard 16H 88 
arrival, advising full details. of cranes for cereals:'3 
RADIO: Vessels are obliged to give their ETA and draft at least 5 cranes 150 t/h; 3 cranes 
hours before arrival to Rouen Information Centre via Brest - Le 300 t/h; 2 cranes 120 t/h; 
Conquet Radio or Boulogne Radio. Failure to do so may result in a 2 cranes 600 t/h + silo 
fine. Port operations can be contacted by VHF as follows: below 400,000 t ; 
Tancarville, call Le Havre radio on Channels 26 or 23. Above Tan- Moulineaux = Moulineaux : am iy ver ald to 30t 15 
carville, call Rouen radio on Channels 25 or 21. Vessols should keep : had : 
watch on Channel 16 for information from Havre or Rouen radios, St, WANTS Ehmie pute ne bea web 
and keep this channel free for incoming calls. } Radicatel To be opened mid-74 420 
TUGS: Permanently available in the port of Rouen. Tug assistance Honfleur Honfleur 20,000 dwt ships 122 


in the River Seine is available on request. 

BERTHING: The main Maritime Port of Rouen extends from the 
Guillaume le Conquerant bridge as far as La Bouille over a distance of 
11 miles. Quays and wharves cover the length of both banks of the 
Seine. There are also five basins in direct connection with the river 
without the interposition of any locks; 

On the Right Bank: St-Gervais docks; on the Left Bank: the Timber 
dock, the Rouen-Quevilly dock, the Floating Docks tidal basin, and 
the “Bassin aux hydrocarbures” at Petit-Couronne. 

The extent of quayage in the Maritime Port is 32,900 ft., and in the 
river docks 5,900 ft. 

Between the downstream limits of the port of Rouen and the sea 
are a number of maritime establishments serving local requirements. 
The most important of these, all of them managed by the Port 
Authority of Rouen, being the petroleum terminal at Port Jérome. 

Containers: One container berth, max. draft 10 m. Two cranes 
available, lifting capacity 25 tons each., if coupled together can lift 


STEVEDORES: Normal working hours: 0700-1100 and 1300-1700, 
Overtime possible, except on Saturday when work ceases 1630. 
MEDICAL: All facilities available. Vaccination certificates required 
if vessels coming from a North African port. Yellow fever inocule 
tions required if vessel coming from south of parallel 30° N. 
TANKERS: Petit Couronne, Shell, 3 berths for vessels up to 11.0 
metres draft. 

Port Jerome, Esso and Mobil Oil, 2 berths for vessels up to 110 
metres draft. 

Honfleur, 1 berth for vessels up to 9:00 metres draft. 

Deballasting facilities available at all berths except at Honfleur. 
DENSITY: Except at Honfleur, all berths are in fresh water. 
FRESH WATER: Supplied by pipeline at all berths, and by barge 
FUEL: Alli grades available from berths or by barge. 
WATCHMEN: Recommended to employ watchmen on board 
tankers and vessels handling dangerous cargo. 
HATCHES: Opening and closing hatches always performed by 
ship's crew. 
REPAIRS: All deck, engine and radio repairs can be effected. 
DRY DOCKS: Three floating docks, the largest of which is 180m. 
long, 25 m. wide for vessels up to 14,000 tons. 
AIRPORT: Nearest Rouen-Boos. Le Havre, Octeville, 80 km. away. 


tons. 

Roll-on/roll-off: Four berths in service and a fifth under construc- 
tion. 

Berth nos. 1-3. Max. draft 7 m. 
_Berth no. 4. Max. draft 10 m._ 


Fae Paris, Orly, 120 km. away. 
Dock Quay Facilities Length chart TIME: GMT plus 1 hour all year round. 
pos 2: g az __(m™ ————<“—S—CS POOLLICE/FIRRE/AAMBBULLAANN: Poolice 17; Fire 18; Ambulance 
Charles Babin SCAC 2 electric cranes 8 t 101 9 717235. 
Storage include 1 hectare of TELEPHONES Can be connected on board. 
storage space in water IDENTIFICATION CARDS: Crew men going ashore should 
WORE) ean ' carry passport or identity card. 
eiibidde=4 trenbticha ue 2 dike ’ HOLIDAYS: New Year (1st January no labour available); Easter 
_ p—load up to 30t - 78 Ay A : 
Vehicles and paper pulp Sunday (possibility of labour with overtime); Easter Monday (n° 
Saint-Gervais Antilles 5 unloading cranes for 411 8-38 labour available); Labour Day (1st May no labour available); Ascent 
bananas sion Day (possibility of labour with overtime); Whit Sunday (poss 
5 electric cranes 6 t; bility of labour with overtime); Whit Monday (no labour available); 
, 4 cranes 8t National Day (14th July, no labour available); Assumption Day (15th 
ert Bree yen Fane a Se pag hace August, no labour available); All Saints’ Day (1st November, n@ 
Ferahesbe , labour available) ; Armistice Day (11th November, possibility of 
3 cranes 7-5 t; 1 crane 8t labour with overtime); Christmas Day (25th December, no labout 
Specialised paper; china clay available). N.B. Every Sunday and day marked “possibility of labour 
Rouen Rive Nord 3 machines for unloading 7:3 with overtime" can be worked at the rate of 100%. 
grains AUTHORITY: Port Autonome de Rouen, 52 Quai Gaston Boulet 
Quevilly Rive Sud - cneen t i 5 Gennes 8 t; 600 10:5 Tel. 71.74.54. 
crane antry crane ° . 
Seine Rive Droite 26 cranes 4 Pa 19 ren 6t; 2,636 6-3/8-8 AGENT: Jolasry (France), 2 rue Dumont-d’Urville, Rouen. Telet 
7 wine unloading points 77588. Tel. 70-87-27. 
connected with 100,000 hi 
wine sheds 
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$T. LOUIS DU RHONE: 43.23 N. 04.48 E. 


MENTS: 
array Manifest or Manifest in Ballast. 
Ship's Register. 
Bills of Lading. ; : 

6 Crew Lists (8 if Spanish or U.S.S.R. or ships bound to these 

countries). 

3 Passenger Lists. 

Health Declarations. 
Deratisation Certificates. 

3 Bunker Supply forms. } : ’ 

{ Declaration of Crew Personal Effects. If on inspection articles 
or quantities notin conformity orin excess, Master held respon- 
sible, articles removed and heavy fines imposed. 

PILOTAGE: Compulsory for vessels exceeding 300 tons net. 
Contact Pilots by Marseilles Radio or by VHF Channel 16 for calling, 
Channel 9 for traffic. Pilot boards one mile E.N.E. of the lighthouse 
he jetty. 
*niver Pilot required by vessels loading salt in the Rhone river, 
boards at the locks entrance to Port St. Louis basin. 
ANCHORAGE: Suitable anchorage outside Port St. Louis keeping 
well clear of Fos channel. 
RESTRICTIONS: The St. Louis Canal is 3,300 metres long and 
63 metres wide, with a depth of 24 ft. 6 in. The lock has a length of 
159 metres, width 22 metres, and depth 24 ft. 6 in. 

No entrance allowed between 2100 and 0500 hrs. except in emer- 
gency, although entrance may be effected up to 2400 hrs. if ordered 
before 2100 hrs. 

Entrance may be delayed when large tankers are proceeding in the 
Fos Channel. 

HEALTH: Pratique given by Customs officers who board on 
arrival. 

RADIO: Within 150 miles use Marseilles Radio FFM, otherwise 
St. Lys FFL. 

TUGS: Four tugs available from 500 to 1,050 h.p. Ship's lines are 
normally used. 


BERTHING: 
Quays No. of Berths Draft 
Quai Ouest 3 6:50 m. 
» Nord 2 7:50 m 
» east 3 6:50 m 
» Hardon 1 6:50 m 
» dela Suisse 3 7:50 m. 
» Charles 1 7:50 m. 
Oil Installations : 
Quai Shell 1 7-50 m. 
alt ree 1 4-50 m. 
» Petronaphte 1 4:50 m. 
» Soterm 1 7-50 m. 
S.A.G.A. 1 7:50 m 


STEVEDORES: Shifts are 0800-1200, 1300-1730. Saturday after- 
noon, Sunday and Holidays in overtime. Shifts of 0600-1200 and 
1300-1900 count as a day each. 

FRESH WATER: Available from hydrants on the quays at a rate 
of 100 tons per hour. 

FUEL: Available only by barge or railcar. 

AIRPORT: Marignane Airport distant 70 km. 

AUTHORITIES: Port Autonome de Marseille. Capitainerie de 
Port St. Louis (Harbour Master). Tel. 20. 


ST. MALO: 48.39 N. 02.02 W.; 
ST. SERVAN:: 48.38 N. 02.01 W. 


DOCUMENTS: 

Ship's Register. 

Store List in duplicate (ship's stores). 

Crew Declaration of Bonded Stores. 

Health Declaration. 

Manifests and B/Ls. 

Crew List (duplicate). 

Passenger List (duplicate, if necessary). 

PILOTAGE: (1) During tidal hours, 2 hours before and after high 
water, vessels may enter into direct contact with the Pilots on VHF 
Channel 12. Call Sign “Pilot St. Malo” 

(2) Outside tidal hours and during working hours, vessels may 
ue Port Office on VHF Channel 12. Call sign “Pilot Office - St. 

alo”. 

When waiting for the Pilot, vessels anchor near the land buoy 
and report their arrival to the Port Office. 

In good weather, the Pilot boards near the “Shore-buoy”. In bad 
weather when the windis from N.E. or N.W. The Pilot may guide the 
vessel as far as Dinard Roads, where the Pilot will come aboard. 

Pilot cutters: One cutter 42 ft. 6 in. fitted with radar, relief cutter 
36 ft. both fitted with radio-telephone and VHF Channels 8, 12 and 16. 
ANCHORAGE: Large vessels with draft greater than 13 m. anchor 
by the land-buoy. Smaller vessels may anchor in St. Malo Roads, 
there is sufficient swinging room for vessels with draft of 7 m. It is 
recommended to use a Pilot to come into this anchorage. 
RESTRICTIONS: Vessels are allowed to enter from two hours 

efore to two hours after high water. To be certain of mooring, 
vessels should arrive at the lock at least one hour before high water. 

Depth available 20 to 22 ft. at Spring tides. 
th ° movements during foggy weather. Large vessels (length greater 
won 100 metres) approach the lock at high-tide. Tankers lock in by 

emselves. Movements are carried out day and night. 
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MAX. SIZE: The height of the tide, the length of the lock and width 
of the channel must be taken into account. 

Cargo Vessels. Length 149 m. (490 ft.), beam 20 m. (65 ft. 6 in.), 
draft height of tide less 2:5 m. Maximum draft in best conditions is 
9 m. 2 tugs required. 

Tankers. Length 135 m. (443 ft.), beam 20 m. (65°6 ft.), draft see 
“Cargo Vessels". 2 tugs required if vessel not fitted with bow-thrust. 
HEALTH: Customs Officers are appointed as Health Officers and 
deliver pratique. In case of suspect disease, Masters must declare 
it at once by radio to their Agents who will contact authorities. 
RADIO: Vessels coming from West use Brest le Conquet Radio, 
call letters FFU, Vessels coming from North should go through 
Peuaase Radio, call FFB. 


(a) Port Office - Channel 12; tidal hours and working days. 

(6) Pilot - Channels 6, 12 and 16, when awaiting a vessel. 

(c) Tugs — Channels 6, 12 and 16, at the time of high tide. 

Vessels call Pilot and tugs on 12 or 16 and change to Channels 
6 or 8 for working. 

TUGS: Two tugs are available at St. Malo. Usually joins vessel at 
the end of breakwater. Ship's lines are usually used. 

BRIDGES: Can be passed during tide vacation, otherwise, notice 
required to open. 

BERTHING: Duguay Trouin and Bouvet Docks: 140 m. long, 16-50 
m. breadth. Vauban dock: 140 m. long, 22 m. breadth. 

2 new quays in Vauban Dock, (1) Quai Des Corsaires, length 
140 m. Two cranes on rails. Capacity 12 tons at 14 metres. Quay 
used for general cargo. 

(2) Tanker quay, extension of Quai Des Corsaires, length 135 
metres. Diameter of discharge pipe 200 mm., one mobile arm, vessels 
to supply reducers. Maximum discharge rate, 500 cubic metres/hour. 
TANKERS: Also see “Berthing”. 

No deballasting facilities. Tankers wishing to effect repairs must 
leave port and wash out their tanks and obtain a gas-free certificate. 

On completion of operations tankers must leave on the next tide. 
If a second tanker is waiting to berth she must wait in the roads. 

Safety instructions are issued when the vessel passes through 

the locks. 
BERTH ALLOCATION: Dependent upon goods to be discharged 
and characteristics of vessel. Bearing in mind the widths of the 
channels, their depth and dimensions at the foot of the quays, the 
height of the dock which varies on average between 11 metres and 
12:5 metres. 

The largest vessels tie up at Quai des Corsaires. 

It is recommended that an advance notice be sent to the Port Office 

15 days prior to arrival, so that the vessel may be received under the 
best possible conditions. 
STEVEDORES: In order to have workers ready on arrival, Masters 
are kindly requested to give as accurate as possible ETA the day 
before arrival, especially if there are many ships discharging at same 
time. 

Normal working hours 0800-1200 and 1400-1800 from Monday to 
Saturday, except holidays. There is no night overtime. Dispensations 
may be made to finish a vessel so that she may catch the tide. 

Rate of discharge dependent on type of goods involved. 
MEDICAL: A little notice is better to obtain an appointment with 
doctors or dentists. Hospital service is available. 

DENSITY: Average density is 1010. 

FRESH WATER: Can be delivered from quay. 

FUEL: Bunkers delivered at St. Malo (with notice varying, depend- 
ing on the Company (Shell 2 days, Esso 1 week, etc.) come from 
Donges by road lorries and cost of haulage is supported by the ship 
(expensive). D.O. can be obtained from local suppliers but out of 
contract. 

FIRE PRECAUTIONS: Usual non-smoking precaution (a watch- 
man is compulsory for tankers). 

DEVELOPMENTS: In project: a new quay 225 m. long, with depth 
available of 25 ft. 

Vauban Basin: The Quai Des Corsaires will be lengthened in 1974. 
A small berth for 50 metre car ferry in service. A second car-ferry 
berth is planned for the Gare Maritime. 

Duguay Trouin Basin: Two roll-on/roll-off berths have been 
installed also a berth for loading live animals. 

GANGWAY/DECK WATCHMEN: Watchmen are not compul- 
sory except for tankers. 

OPENING/CLOSING HATCHES: This work is normally carried 
out by crew. Stevedores’ cranes may help for the beams, but dockers 
will not touch them. 

CERTIFICATES: As per International Conventions, all Safety 
Certificates, Load line, Radio, etc. 

CUSTOMS ALLOWANCES: 200 cigarettes, or 200 grams of 
tobacco, and 1 bottle of spirit per crew member. 
IDENTIFICATION CARDS: Crew members must have an iden- 
tification card or their sailor's book when going ashore. 
CONSULS: 


Netherlands 56.07.21/22. 
Denmark (Vice-consul) 56.07.21/22. 
Norway 56.07.21/22. 
Finland (Vice-consul) 56.31.57. 


REPAIRS: Deck and engine repairs can be carried out by ship- 
yard or workshops. Electricians are also available. RAMAC Agency 
can repair radars and radios, also Radio-Ocean agency. 

DRY DOCKS: One dry dock. Maximum length admissible 120 m., 
breadth 16 m. One slipway, 500 tons. Length admissible 45 m., 
breadth 9 m. With sufficient notice. 

REPATRIATION: Can be effected from St. Malo by train up to 
Paris, and then by plane or train. 
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AIRPORTS: 8 miles from port. Winter time, 4 services to Jersey 
(C.1.), with correspondence to England and Wales. Summer time, 
several times per day to Jersey, London, and on week-ends to 
Paris. 

TIME: Local time is GMT plus one hour. No alterations to clocks. 
HOLIDAYS: French legal holidays. Cargo work may be carried 
out, but arrangements must be made with stevedores. 
POLICE/AMBULANCE/FIRE: Police, 40.85.80 and 17; Ambu- 
lance and Fire, 18. 

TELEPHONES: No telephones on the quays. 

DELAYS: Berthing delay will only be due to tide. For loading or 
discharging, it depends what kind of cargo is handled. 
SERVICES: Compass adjusting, radar or radio adjusting can be 
carried out. 

SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Commandant du Port, Terre Plein des Ecluses, 
35 Saint Malo/Saint Servan. Tel. 56.23.86. No Telex. 


AGENT: See “Paris”. 


ST. NAZAIRE: 47.17 N. 2.12 W. (See Plan) 


DOCUMENTS: 

Cargo Manifest or Manifest of Ballast. 

Certificate of Cargo space. 

Bills of lading. 

Ship's Register. 

6 crew lists. 

3 passenger lists. 

Health Declaration. 

Derat Certificate or Exemption. 

Declaration of crew personal effects. 
PILOTAGE: Compulsory for vessels longer than 225 ft. owning 
radar/VHF. Starts about 4 miles north of lighthouse of Le Pilier, on 
lightbuoy SN 3. Pilot boat on station day and night, if weather condi- 
tions permit, west of a line drawn between SN 3 lightbuoy and light- 
buoy of ‘La Couronnee" about 2 miles N.N.E. If Pilot unable to come 
aboard he may invite ship to follow his boat until they have reached a 
better shelter. Ships heading for one of Loire estuary ports should 
give ETA at least 24 hours ahead to Port Captain of Saint-Nazaire. 
Approximate time of arrival at SN 3 buoy, the further destination and 
speed should be given. VHF contact can be made direct with St. 
Nazaire pilot boat or “Estuaire de la Loire” pilot station. 
ANCHORAGE: When pilot service withdrawn, anchor near SN 3 
lightbuoy or in ‘Rade des Charpentiers’’. In rough sea ships heave to 
off-harbour. In case of doubt contact pilot boat by VHF or phone. 
Sometimes Pilot taken aboard on SN 3 is relayed by another who 
will board near the outer port of St. Nazaire to bring ship upstream. 
MAX. SIZE: Max. length 1,1610 ft., breadth 164 ft., draft 32 ft. 
Entrance by L. Joubert lock. Two other locks available — length of 
173 ft. to 692 ft. 
RADIO: Stations at: St. Nazaire; Brest-le Conquet, and Bordeaux- 
Arcachon, 
HEALTH: Pratique given by Customs Officers who board on 
arrival. If any case of suspected disease on board or any reason why 
vessel should not receive Free Pratique, Master should radio Agent 
before arrival, advising full details. 
TUGS: Tugs are provided by “Union des Remoraueurs de |'Ocean" 
at St. Nazzire; also “Les Abeilles”. 
BERTHING: Tidal basin with 8,680 ft. of public docks. 
STEVEDORES: Available. 
MEDICAL: Facilities available at any time. 
FRESH WATER: Available on docks. 
FUEL: Available in any grade of viscosity. Advance notice of at 
least 2 days must be given if vessel has to bunker on Saturday or 
Sunday. Otherwise, delivery within 36 hours by barge. 
FIRE PRECAUTIONS: Usual precautions for tankers in neigh- 
bourhood of refineries; no fire, no smoking. Ground wire for ship. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Done by crew. 
IDENTIFICATION CARDS: Not needed. 


CONSULS: 
Algeria tel. 75.50.96 
Belgium » 71.57.10 
Denmark » 71.33.35 
Finland » 71.23.33 
German Fed. Republic » 71.93.18 
Haiti » 74.35.14 
Holland » 71.16.31 
Italy » 73.40.52 
Norway » 71.23.93 
Spain » 71.87.33 
Sweden » 71.87.31 
Switzerland » 71.82.11 
Great Britain 71.08.50 


REPAIRS: Very good facilities exist for all types repair work. 

DRY DOCKS: Shipyards for large vessels at St. Nazaire. 
AIRPORT: Nantes: Good connections with French internal net- 
work (Air Inter and also international mainly with stop-over in Paris). 
Five daily flights to the capital. Direct flights to Bordeaux, Lorient, 
La Rochelle, Lyons, etc., St. Nazaire: Two daily flights to Paris. 
TIME: Paris time GMT plus one hour; no seasonal alteration. 
HOLIDAYS: New Year (ist January no labour available); Easter 
Sunday (possibility of labour with overtime); Easter Monday (no 
labour available); Labour Day (1st May no labour available); Ascen- 
sion Day (possibility of labour with overtime); Whit Sunday (possi- 
bility of labour with overtime); Whit Monday (no labour available); 
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National Day (14th July, no labour available); Assumption Day (154 
August, no labour available); All Saints’ Day (1st November, no 
labour available); Armistice Day (11th November, possibility 9} 
labour with overtime); Christmas Day (25th December, no laboy 
available). N.B. Every Sunday and day marked “possibility of laboy 
with overtime" can be worked at the rate of 100%. 
POLICE/FIRE/AMBULANCE: Police, 17; Fire, 18; Ambulance, 13 
TELEPHONE ON BOARD: Arrangements are possible. 
SHORE LEAVE: No restrictions. 

AUTHORITY: Port Autonome de Nantes-St. Nazaire, 2 Place 
de |'Edit de Nantes a Nantes, BP. 1 053. Tel. 71.37.20. 


AGENT: Jolasry (France), 44, Boulevard Paul-Leferme, Sain 
Nazaire. Telex: 71931. Tel. 70-01-18. 


SETE: 43.24 N. 03.42 E. (See Plan) 


PORT LIMITS: The seaward boundaries of the port within which 
a vessel is considered to be an “arrived vessel” are indicated as 
follows: 

To the South by a line with the red light of Eastward end of break. 
water bearing 257°; to the East by a line with the church tower of 
Frontignan bearing 005°; to the North by coastline. 
DOCUMENTS: Cargo Manifest or Manifest of Ballast. Certificate 

of Cargo space, Bills of Lading. Ship's Register. 6 Crew Lists.3 

Passenger Lists. Health Declaration. Derat Certificate or Exemp. 

tion. Declaration of Crew Personal Effects. 2 Provision Lists. 
PILOTAGE: Request Pilot by international signals (sound, flags, 
light signals) or telephone through Marseilles Radio or VHF by Sets 
Radio Channel 16, tel. 74.34.06. Description of pilot boats: cutters 
with black hull, white band, white anchor on hull at bow. Pilot em. 
barks between 1 and 2 miles South of breakwater in good weather, 
In bad weather he embarks in the shelter of |'Epi Delon. In this case 
make prior contact by radio or VHF (Marseille or Sete Radio). In 
bad weather, provide a ladder on each side. 

ANCHORAGE: In roads from $ mile to 1 mile to South of break 


water. 
RESTRICTIONS: Commercial Harbour: |n the Canal Maritime, 
length max. 140 metres, breadth 20 metres, draft 23 ft. 

In the Bassin a Petroles, max. length 160 metres, breadth 22 metres, 
draft 32 ft. 

MAX. SIZE: Frontignan tanker sealine, 820 ft. length, 41 ft. draft, 
New dock for ore carriers, 210 metres length, 11 metres draft. Com. 
mercial harbour, up to 9 metres draft. 

HEALTH: Pratique given by Customs Officers who board on arri- 
val. If any case of suspected disease on board or any reason why 
vessel should not receive Free Pratique, Master should radio Agent 
before arrival, advising full details. 

RADIO: Marseille or Sete Radio VHF Channel 25, Port Office 
Channel 12. 

TUGS: Tow line to be furnished by ships. Vessels taken in tow 
near the breakwaters on the North side. 

BERTHING: Commercial Harbour Depth Avant-Port, Nouveau 
Bassin, Bassin aux Pétroles, Bassin Orsetti 9 m. 

Canal Maritime, Bassin du Midi, Canal Latéral, Chenal, Chenal 
du Bassin de Thau 7.50 m. 

New Dock: Berthing for two bulkcarriers of up to 210 metres length. 
and three bulkcarriers of up to 150 metres length. Depths in approach 
channel and alongside berths: 11 metres. 

CARGO HANDLING FACILITIES: New Dock Berth No. | 
(Southward) and No. 2 (centre berth) specialise in ore; Berth No.3 
(Northward) specialises in general cargo. 

Orsetti Dock: South Quay: general cargo and lumber. North Quay: 
specialises in phosphate. 

Méle Masselin: specialises in grain with a silo adjacent, on the 
quay. 

Canal Maritime, Quai Paul Riquet: specialises in fruits and 
vegetables (suitable warehouse and cold storage). 

Bassin du Midi: South Quay, roll-on/roll-off berth. North Quay, 
berths 16 to 19 inclusive, specialise in ore and coal. Berth No. 20 
general cargo (coffee warehouse). 

TANKERS: Frontignan Sea Line Terminal: one berth for tankers up 
to 41 ft. draft. Two 12-in. hoses for crude oil discharge. One 8-in. 
hose for gas oil. Submarine pipeline 28 in. diameter. 

Commercial Port: Two berths for tankers up to 32 ft. and 35 ft 
draft. Slop disposal facilities available, up to 500 cub. metres per 
hour. 

Mobil SBM 

Operator : Mobil Oil Francaise. 

Position ; 43° 22’ 12” N. 03° 46’ 49” E. 

Restrictions: Least depth of water 92:5 ft. 

Max. Size: No limit on length and beam. Max. draft 69 ft. 

Pipeline: Length, 26,000 ft. Diameter 44 in. 

Hoses: Twox16 in. Bow to manifold distance should not exceed 
600 ft. Connections port-side. 

Max. Pressure: 125 p.s.i. at rail. 

Pumping Rates : 8,500 t.p.h. 

Density : 1026. 

Fresh water; Not available. 

Fuel: Bunker "'C" available by barge, capacity 900 tons. D.O. not 
available. 

Ballast: No facilities for receiving dirty ballast. 

Vessels up to 50,000 dwt normally berth at spread mooring. 

Regulations and Information: When scheduled to discharge # 
S.B.M. Master will receive the following standard message from 
Mobiltrans Ny: “Your vessel will discharge at Frontignan S.B.M. 


located 43° 22’ 12” N. 3° 46’ 49” E. stop four days prior arrival radio 
our agent your ETA SETE contact "Sete Port Office" on VHF 
Channel 16 approximately 30 miles range advising your ETA to 
entrance buoy located 43° 14’ 55” N. 3° 53° 40" E. Only when authorisa- 
tion is granted by “Sete Port Office” you may proceed to S.B.M. on 
compulsory route on course 326 degrees extending 500 metres each 
side of line joining approach buoy to SBM. When proceeding on 
compulsory route your vessel shall exhibit additional marks by day 
three black shapes in a vertical line the highest and lowest one 
pall the middle one diamond every one spaced by 1-5 metre stop 
by night three all-round lights in a vertical line the highest and 
lowest red the middle white every one spaced by 2 metres stop 
pilot will board approximately 3 miles seawards from SBM on 
compulsory route”. , : : 

Your agents will forward the following cable: “Advise ETA type 
size your manifold flanges whether suitable reducers available and 
Smit's Bracket fitted on forecastle stop Boom to lift 16 in. ID 
floating hose and two 16 in. 150 ANSI standard flanges ready on 
ortside. On forecastle have two polypropylene 8 in. messengers 
150 fathom ready. Accommodation ladder on starboard and boat 
ropes each side.” - m : ae 

The “approach buoy” referred to in para 1, is located in 43° 14 
55° N. 3° 53° 40” E. having the following characteristics: 3 metre 
diameter - 7 metre height mast painted with vertical strip white and 
red with two crosswise shapes, with a white light 4 flashes every 
12 seconds. Proceeding inshore of this buoy and inside the 12 mile 
ine is not allowed without prior authorisation granted by ‘Sete Port 
Office’ on VHF Channel 16. 

An approach channel exists between the approach buoy and the 
SBM extending 500 metres each side of a line joining the approach 
buoy to SBM and must be used as a compulsory route on a course 
of 326°. Same compulsory route applies for outgoing tankers leaving 
the SBM. 

When proceeding in the approach channel the vessel shall exhibit 
in addition to the normal navigational signals: by day: 3 black shapes 
in a vertical line the highest and lowest one ball, the middle one a 
diamond - every one spaced by 1-5 metre. By night: 3 all-round 
lights in a vertical line, the highest and lowest red, the middle one 
white, every one spaced by 2 metres. 

The Pilot boards incoming tankers and leaves outgoing tankers 
approximately 3 miles seawards from SBM on the compulsory route. 
He will stay on board during the period the vessel remains secured 
to the SBM. 

Vessels scheduled to discharge at the SBM or departing from 
it are only permitted to transit the channel between the SBM and 
approach buoy during certain hours as follows: From May 1 to 
October 31 (0800-2100). From November 1 to April 30 (0800-0300). 
Entrance is permitted from Saturday 0800 to Sunday 2100 all the 
year. It is stressed that the “Sete Port Office” shall grant the 
necessary authorisation to proceed inshore of the approach buoy 
irrespective of their time of arrival at the approach buoy. 

Every vessel proceeding to or departing from the SBM which 
requires to anchor should use the following anchorage areas: 
Anchorage A - Vessels with less than 15 metres (49 ft.) draft should 
anchor in the area bounded in the North by the breakwater, and in 
the East and West by meridian passing through the extremities of 
the breakwater, and in the South by the 20 metre (65-7 ft.) contour. 
Anchorage B - Vessels having a draft of greater than 15 metres 
(49 ft.) draft should anchor in the Southern semicircle around the 
SBM extending between 400 metres (1,310 ft.) and 1,850 metres 
(6,000 ft.) from the SBM. 

When a vessel is proceeding to the SBM a Marine Superintendent 
and a mooring team will board. Then anchors should be secured 
and cable pawls in the down position, deck scuppers must be 
plugged tight and VHF on standby on Channel 12. 

Throughout the period the vessel remains at the SBM the engine 
should be ready and power available on deck winches and windlass. 

Adequate deck lighting must be available at night, and a constant 
focsle watch kept on the SBM. 

_ Propeller r.p.m. must be kept to a minimum. Intermediate ballast- 
ing may be required in order to prevent excessive strain on moorings. 

While weather operational! limits will depend on circumstances 
port regulations specify the following criteria: Vessel must cease 
discharge when wind is 30 knots, significant wave height 8 ft. 
(assumed current 2 knots) vessel must leave berth when wind is 
45 knots and significant wave height is 18 feet. 
aan WATER: Available on most quays or by lighter of 100 tons 

city. 
FUEL: All qualities available subject to advance notice given. 
REPAIRS: Handled by: Scotto et Repetto: 5 slipways for handling 
and repair, Mechanical workshops, General repairs. 

Terrin et Claverie, Mechanical workshop for heavy repairs, and 
boiler repairs, 

Affre, General repairs. 


CONSULS: 
Denmark tel. 74.30.20. Norway tel. 74.31.83. 
Finland , 74.25.72. Portugal ,, 74.28.87. 


Netherlands ,, 74.28.87. 
Others at Marseilles, 


WATCHMEN: Service necessary for ships loading or unloading 
angerous merchandise. Optional for other ships. 


CUSTOMS ALLOWANCES: 40 grammes tobacco per day per 
taka (calculated in accordance with the length of voyage under- 
aken by the ship). Amount of alcohol fixed by Customs in accordance 
be the crew, and length of ship’s stay in port. It is a matter of 
Olerance and not of right. 


Sweden ,, 74.28.87. 


FRANCE 


pane Hog cients Repatriation and crew changes are easily 
arranged. , 

IDENTIFICATION CARDS: Crew men going ashore should 
carry passport or identity card. 

TIME: GMT plus 1 hour - no alterations. 

HOLIDAYS: New Year (ist January, no labour available); Easter 
Sunday (possibility of labour with overtime); Easter Monday (no 
labour available); Labour Day (1st May, no labour available); Ascen- 
sion Day (possibility of labour with overtime); Whit Sunday (pos- 
sibility of labour with overtime); Whit Monday (no labour available); 
National Day (14th July, no labour available); Assumption Day (15th 
August, no labour available); St. Louis Day (Monday, no labour 
available); All Saints Day (1st November, no labour available); 
Armistice Day (11th November, possibility of labour with over- 
time); Christmas Day (25th December, no labour available). 

N.B. Every Sunday and day marked “possibility of labour with over- 
time" can be worked at the rate of 100%. 

AUTHORITY: Comandant du Port de Sete. Tel. 742273. 


AGENT: See “Paris.” 


TONNAY CHARENTE: 45.57 N. 0.53 W. 
DOCUMENTS: 


2 copies Crew List. 

2 copies Ship's Stores Lists. 

2 copies Crew Manifests (Tobacco List). 

2 copies Passenger List (if any). 

1 Declaration of Ballast. 

Manifest form Last Port. 

1 copy Bill of Lading (in case of any cargo to be landed). 

Ship Register to be shown. 

Deratisation Certificate or Exemption. 
PILOTAGE/ANCHORAGE: Vessels have to proceed to about $ 
mile S.S.W. Isle of Aix Lighthouse and to drop anchorin the No. 115 
alignment when safe anchorage is open (lowest tides: minimum 
depth of water 26 ft.). 

River Pilot joins ships there, about three to one hour before high 
water, depending on draft and size of vessel concerned. 

Pilot boat is equipped with VHF. 

RESTRICTIONS: As the River Charente is unlighted, movements 
are not possible at night. However, vessels may leave anchorage in 
dark and come up river at daybreak (anchorage area is about 5:5 
miles from the mouth of the river). 

MAX. SIZE: Maximum permissible LOA about 378 ft.; maximum 
permissible draft about 18 ft. 6 in. at any tide; maximum permissible 
draft 21 ft. 6 in. at spring tides. 

HEALTH: Free pratique is to be obtained on arrival at port. Usual 
yellow flag signal to be raised. 

RADIO: Ships coming from South: Bordeaux-Arcachon Radio 
Station. Ships coming from North: Saint-Nazaire or Brest le Conquet 
Radio Stations. 

TUGS: No tug is available. In case of need, tug may be obtained 
from La Rochelle-Pallice (about 20 miles). 

BRIDGES: The Rochefort Bridge clearance over highest water is 
about 98 ft. (30 metres). 

STEVEDORES: A 24-hour notice is required in order to arrange 
loading/unloading operations. 

Discharge rates: Coal—about 1,200 tons per day of 8 hours’ work. 

Phosphates—about 1,500 tons per day. 
Zinc concentrates—about 1,400 tons per day. 

Loading rates: Grain 800/1,000 tons per days. 

MEDICAL: The nearest hospital is at Rochefort (about 4 miles). 
FRESH WATER: Fresh water may be obtained alongside, from 
hydrants, at the rate of about 10 tons per hour. 

FUEL: Must be obtained from La Pallice (about 20 miles) by lorries. 
CONSULS: Danish Vice-Consulate: Tel. (46) 99-70-08. No other 
Consulate is available. 

REPAIRS: Small repairs may be carried out by local workshops. 
Nearest shipyard is at La Pallice. 

REPATRIATION: Changing crew and necessary repatriation 
formalities may be effected. 

AIRPORT: The nearest airport is Bordeaux Merignac (about 100 
miles). Possible to reach Paris airports in a few hours by train. 
AUTHORITY: Harbour Master: tel. (46) 99-70-67. 


AGENT: See “Paris.” 


TOULON: 43.07 N. 05.55 E. 


DOCUMENTS: 

Cargo Manifest or Manifest of Ballast. 

Certificate of Cargo Space. 

Bills of Lading. 

Ship's Register. 

6 Crew Lists. 

3 Passenger Lists. 

Health Declaration. 

Derat Certificate or Exemption. 

Declaration of Crew Personal Effects. 
PILOTAGE: Pilot station is situated on President Fournel Quay, 
telegraphic address: Capitainerie de Port de Commerce, Toulon. 
Pilotage compulsory for vessels over 150 grt. Pilot boards 100 m. 
North of the semaphore station at Cap Cépet. 

There are three mooring buoys in the Inner Harbour owned by the 
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Navy. The buoys can be utilised by merchant ships on request and 
are able to accommodate vessels up to 30,000 tons displacement. 
RESTRICTIONS: Entry can be made by day and night except for 
vessels loading with refined petroleum or dangerous cargoes which 
are not allowed to enter between sunset and sunrise. 

MAX. SIZE: The port is approached by a channel 125 metres wide. 
The docks can accommodate without tug assistance ships up to 250 
metres length and 8-80 metres draft. 

Renovation and reconstruction work is being carried out, after 
which passenger vessels of over 300 metres length and cargo ves- 
sels of up to 11 metres draft will be accommodated. 

HEALTH: Pratique given by Customs Officers who board on arrival. 
If any case of suspected disease on board or any reason why vessel 
should not receive free pratique, Master should radio Agent before 
arrival, advising full details. 

TUGS: Naval Tugs. There are many harbour tugs up to 1,000 h.p. 
and several deep sea tugs up to 2,000 h.p. controlled by the French 
nape which may be called on for assistance by the Harbourmaster 
or pilots. 

Commercial Tugs. Two tugs of 180 h.p. owned by the Port Author- 
ity are used to assist smaller vessels. 

BERTHING: President Fournel Quay, 380 metres length, depth 
alongside 9 metres. 

East Quay, 193 metres length, depth alongside 8-50 metres. 

Minerve Quay, length 147 metres, depth alongside 7 metres. 
pe : Tankers discharge at naval installations at Milhaud and 

azaret, 

Total Terminal. One jetty berth for tankers up to 6 m. draft, and a 
buoy berth for vessels up to 15,000 tons displacement. 

Société de la Raffinerie du Midi. One dolphin berth for white oil 
cargo only. 

STEVEDORES: There is a permanent working force of 40 dockers 
which can be increased by casual labour to 120 men if required. 
Shifts are available for 4 hours, 8 hours or 9 hours with possibilities 
for overtime. 

FUEL: Only available by tanker lorries. 

REPAIRS: Forges et Chantiers de la Mediterranée, Shipyard 
specialising in naval construction. Total length of repair quays 835 m. 
Heavy-lifting facilities available. 

All types of repairs can be carried out at the Naval Dockyard. 
DRY DOCKS: Several dry docks available in the Naval Dockyard, 
of which three can accommodate vessels in excess of 250 m. length. 
IDENTIFICATION CARDS: Crew men going ashore should 
carry passport or identity card. 

TIME: GMT plus 1 hour - no alterations. 

HOLIDAYS: New Year (1st January, no labour available); Easter 
Sunday (possibility of labour with overtime); Easter Monday (no 
labour available); Labour Day (1st May, no labour available); Ascen- 
sion Day (possibility of labour with overtime); Whit Sunday (possi- 
bility of labour with overtime); Whit Monday (no labour available); 
National Day (14th July, no labour available); Assumption Day (15th 
August, no labour available); All Saints’ Day (1st November, no 
labour available); Armistice Day (11th November, possibility of 
labour with overtime); Christmas Day (25th December, no labour 
available). N.B. Every Sunday and day marked “possibility of labour 
with overtime" can be worked at the rate of 100%. 

AUTHORITY: Direction Departmentale de \|'Equipment, Etab- 
lissement Maritime de Toulon, B.P. 302, Toulon. 


AGENT: See “Paris.” 


TROUVILLE-DEAUVILLE: 49.23 N. 0.05 E. 


The port situated on mouth of River Touques, is composed of two 
parts: Trouville for small fishing vessels, and Deauville including 
two docks for cargo ships and pleasure boats. 

DOCUMENTS: 

1 Crew List. 

1 Passenger List. 

Tonnage Certificate. 

2 Cargo Manifests. 

Bills of Lading. 

1 Crew Manifest. 

PILOTAGE: Pilot must be requested 12 hours in advance to Harbour 
Master or Agent, for a determined tide, giving dimensions of length 
and draft. Pilot vessel is a fishing-boat showing international lights 
or “P" flag. Anchorage for vessels awaiting Pilot is situated 2 miles 
by 310° true from entrance (49° 23’ 30” N. 0° 01’ E). 

In case of bad weather, it is recommended to anchor near the pilot 
boat of Rouen and contact her by VHF for instructions. 
«aaa The best one is Rade de la Carosse (49° 27’ 30” N. 
0° 01’ E.). 

RESTRICTIONS: No restrictions at night time. Draft allowed 10 
ft. neap tides, 14 ft. spring tides. Entrance is dangerous with wind 
from N.W. to N. over force 6. 

MAX. SIZE: Length: 210 ft. (64 metres OA); breadth: 45 ft. 
RADIO: Radio-Boulogne FFB. 

TUGS: No tugs available. 

STEVEDORES: Loading and discharge by shore crane. 
MEDICAL: All hospital facilities available. 

DENSITY: 1025. 

FRESH WATER: Available from quay. 

FUEL: Small quantity by tank-lorry on demand. 

CONSULS: See “Caen" or “Le Havre". No consuls here. 
REPAIRS: Small repairs only. 

AIRPORT: Deauville St. Gaitien 3 miles away. 
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AUTHORITY: Commandant du Port 14, Deauville. Tel. 88-28-y 
Deauville. Telex Sodemaco 77656 Deauville. 


AGENT: See “Paris.” 


French Antilles 


Pointe-A-Pitre, Guadeloupe: 16.13 N. 61.32 W. 


DOCUMENTS: 

6 Manifests. See (a). 

6 Crew Lists. 

3 Stores Lists. 

3 Crew Declaration, See (b). 

6 Passenger Lists. 

4 Declaration of Health. 

2 Bills of Lading. 

1 Clearance from Last Port. 

6 Entrance Declaration. 

(a) In addition, 2 sets of Manifests must be airmailed to arrive 
72 hours before arrival in Pointe-a-Pitre. 

(b) This Declaration must indicate all new and used personal 
effects. 
PILOTAGE: Pilot meets vessels at ‘Mouchoir Carre" buoy, 
Advance notice of ETA to be passed 72, 48 and 24 hours, and VHF 
Channel 16, 1 hour before arrival. 
ANCHORAGE: Consult charts. 
RESTRICTIONS: Max. length 210 m., max tonnage 26,000 grt, 
Max. draft 9 m. 
MAX. SIZE: See “Restrictions”. 
HEALTH: Port Health board on arrival. 
RADIO: Destrellan radio, also on VHF. 
TUGS: None available. 
BERTHING: Eight berths available, 3 additional for petroleum, 
sugar and cement. 


Quay No.1 150 m. Quay No. 5 150 m. 
Not, 2 180 m. atl 48 170 m. 

ee hero ualling Coy tye qo OyosT. 150 m. 

4 145 m. i 6 150 m. 


STEVEDORES: Twenty-four hours advance notice of ETA 

required (72 hours if vessel arrives on a Monday). Working hours 

0700-1100 and 1300-1700. 

MEDICAL: Clinics and Hospital facilities available. 

fg he | poe Only tankers having less than 9 m. draft can enter the 
arbour. 

FRESH WATER: Available day and night if requested in advance, 

FUEL: Available. F.O. 350 seconds redwood, D.O. or gas oil 

Delivered by road tankers. 


CONSULS: 
Belgium Haiti Norway 
Denmark Italy Spain 
Ecuador Lebanon Sweden 
Great Britain Netherlands Venezuela 


REPAIRS: Workshops available. 

GANGWAY/DECK WATCHMEN: Available on request. 
HATCHES: Usually opened and closed by crew. Stevedores wil 
at Master's request but at ship's expense. 

CUSTOMS ALLOWANCE: 200 cigarettes and 1 bottle per man. 
CARGO GEAR: Ship's gear used. 

REPATRIATION: All facilities available. 

AIRPORT: 3 miles from the harbour with daily flights to Paris, 
Miami and New York. 

TIME: GMT minus 4 hours. No alterations during the year. 
HOLIDAYS: New-Year's Day; Shrove Tuesday; Ash Wednesday; 
Carnival (29th March); Good Friday; Easter Monday; Labour Day 
(1st May); Ascension Day; Whit Monday; National Day (14th duly); 
Schoelcher's Day (2ist July); Assumption; All Saints’ Day; A! 
Souls’ Day; Armistice; Christmas Day. 
POLICE/AMBULANCE/FIRE: Police: 82.00.05 or 82.13.17; Ambu- 
lance: 82.03.46; Fire Department: 82.00.28. 

SHORE LEAVE: Permitted. 

IDENTIFICATION CARDS: Not required. 

REGULATIONS: No particular regulations. 
DEVELOPMENTS: 1 Specialised berth to serve a flour mil. 
1 Deep-water berth’ length 300 m. for container terminal. 1 1,000m. 
diameter manoeuvring area for liners. 

AGENT: Agence Petrelluzzi. 2 rue Henri 1V, PO Box 61, 971! 
Pointe-a-Pitre, Guadeloupe. Cables, Leopoldo. Telex, Petre! 72 
GA. Telephone, 82.03.41 (42 and 43). After hours: 82.03.41, 82.01.18 
and 82.07.47. 


Gabon 


CAPE LOPEZ: 0.38 S. 8.42 E 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

3 Lists of Ports of Call. 

2 Manifests of Ships Stores. 

Clearance from Previous Port. 
PILOTAGE: No official radio station, pilotage not necessary 
approach Port Gentil Roads. 

For the private tanker ports at Pointe Clairette and Cape Lope 


ee ee ee ae ee ee ee ee 


ijotage is compulsory. The mooring master will board vessel in 

proximate position 0° 37’ S. 8° 44.5’ E, in a launch carrying proper 

jlot signals. The mooring master will stay on board throughout the 
vessel's time in port to assist in mooring, hose handling and loading 
oN CHORAGE: The whole of Baie du Prince is a good anchorage, 
sheltered from winds from S.S.E. through W. to N.W. Depths about 
40 metres, hard sand, good holding ground. Two buoys mark the 
40 metre line to the South. : 

it is necessary to guard against violent tornadoes occurring bet- 
ween December and May coming from the East or the North. These 
tornadoes occur very suddenly and are extremely strong. 

MAX. SIZE: S.E.R. Terminal, Pointe Clairette, up to 30,000 tons. 
Elt-Spate Terminal, Cape Lopez; 80,000 dwt. tankers have loaded. 
RESTRICTIONS: Berthing is effected only in daylight hours. 
Vessels which arrive between 1730 hours and 0600 hours local time 
should anchor about 800 m. north of Cricri Buoy so as to facilitate 
moving to the moorings. Unberthing is effected by day or night. 

Berthing is not effected in rough weather. At the berth mooring 
lines must be in good condition and well tended. In case of storm or 
tornado loading operations must cease and vessel be prepared to 
leave the berth if so directed by the loading Master. > 
RADIO: Private radio station of Cape Lopez call sign TRP394 ; 
transmitting on 2705 kHz and watching on 2506 kHz during loading 
operations. Before vessels arrival watch is kept on 2182 kHz. ‘ 
TUGS: Owned by Elf-Spafe, can be contacted on 2182 kHz. Ship's 
tow lines not required. 3 tugs are available up to 400 h.p. There isa 
launch for handling mooring lines. k 
BERTHING: Shipmaster's Report: Anchors are not required for 
mooring operations. Depth of water in the Berth is about 40 metres. 
Twelve (12) mooring ropes to six buoys as follows: Two head lines, 
two port bow lines and two Starboard bow lines. Aft: Two ropes by 
the "Panama", two port quarter ropes and two starboard quarter 
ropes. Manila or Polypropylene ropes are preferred. Two tugs are 
used for mooring operations. 

Vessel's engines must be ready for immediate operation all the 
time vessel is at the berth. A small tug will remain standing by. 
HOSE HANDLING: Shipmaster's Report : Two (2) twelve in. floating 
hoses are connected on the port side. A derrick of 5 tons SWL 
should be prepared for lifting hoses. 

BALLAST: Vessels must arrive with clean ballast only. There are 
no facilities for discharging dirty ballast at the terminal. In no circum- 
stances should dirty ballast be pumped overboard. 

LOADING: The following signals are used for communication 
between ship and shore loading installations: Green flag or green 
light, or 6 short blasts on the whistle signifies ‘we are ready”. 

Red flag or red light, or 2 long and 1 short blast on the whistle 
signifies “slow pumping is necessary". 2 red flags or 2 red lights or 
2 short and 1 long blast on the whistle signifies “pumping rate will 
be increased to maximum”. 

Waving flags and extinguished lights or 6 long blasts on the 
whistle signifies ‘pumping to be stopped”. 

International code pennant or a white light signifies “we wish to 
talk. The loading terminal should be given 10 minutes notice of the 
time when loading is to be completed. 

MEDICAL: Doctors and hospital facilities available. All vaccina- 
tions can be arranged. 

DENSITY: Varies between 1021 and 1025. 

FRESH WATER: Can only be provided in case of absolute neces- 


Sity. 

FUEL: 1,500 secs. and 3,500 secs. fuel can be supplied by barge 

subject to 48 hours notice. 

CUSTOMS ALLOWANCES: No restrictions for quantities to- 

bacco and spirits held on board the ship. It is prohibited to allow 

dutiable articles to leave the ship. 

CONSULS: France. Tel. 2086. 

REPAIRS: There are facilities for hull and engine repairs for barges 

and river craft. Slipway for vessels up to 300 tons. 

hy abdel le Can be reached in 15 minutes by road. Regular services 

0 Europe. 

TIME: GMT plus 1 hour all the year round. 

HOLIDAYS: French national holidays are observed and in addition 

leacvendelicn Day (17th August). Holidays do not affect tanker 

working, 

POLICE/FIRE/AMBULANCE: Police tel. 17; Fire tel. 18; Ambu- 

lance tel, 23-33. 

SHORE LEAVE: Crew members are allowed ashore. There is no 

pace immigration control but identification papers should be 
tried, 

GENERAL: Shipmaster's Report: An accommodation ladder should 

be positioned on the port side as soon as mooring is completed. 

Hoses are handled by shore personnel. Accommodation for 6 shore 

people must be arranged. 

AUTHORITY: Societe Elf des Petroles d'Afrique Equatoriale 

Port Gentil. 


AGENT: Socopao-Gabon BP 560, Port 


Tel. 
Cables “Freight Portgentil". Telex 8223. 


Gentil. 2491 


relate 02.50 S. 09.59 E. 
EA TER ° 
DOCUMENTS +) oo 

Last Port Clearance. 


2 lists of Last Ports (during last month). 
2 Stores Lists. 
2 Crew Lists, 


GABON 


APPROACHES: The approaches to the terminal are open deep 
water. Gamba sea terminal fairway buoy is located in position 
2° 50’ S. 9° 57.8’ E. about 4:8 miles offshore. 

The single buoy mooring is located in position 2° 50.1’ S. 9° 58.9’ E, 
ae exhibits a white flashing light, visible for 5 miles. Water depth 

i 

PILOTAGE: Pilot will board incoming vessel 1-5 miles N.W. from 
sea terminal S.B.M. Pilot boat small tug: GRT 50T, 70 ft. long, 320 h.p. 
grey hull and white upper works — shows pilot light. 
ANCHORAGE: 1:5 miles N.W. from SBM in 60 ft. depth. 
RESTRICTIONS: Heavy swell and tornados. 
MAX. SIZE: Draft only factor, maximum 44 ft. 
HEALTH: When advising ETA include in message whether any 
sickness on board. In case of emergency vessels should call before 
or after loading at Port-Gentil for medical attendance or for crew 
changes. For this purpose send separate message to Marine Gamba 
and to Agency. 
RADIO: Established contact with Gamba Radio (call sign TRP 8) 
soon as possible. ETA should be sent at least 4 days before arrival 
in Gamba to Marine Gamba via Gamba Radio. Thereafter keep close 
contact on telephone with Gamba Radio MF (2182) and VHF Channel! 16. 

Gamba Radio (TRP 8) Service: 
Telegraphy A1 2kW 

13070 kH TFC list at 0900. LSN on 12 mHz band from 

0900 to 0930 and on 16 mHz band from 0930 
to 1000. Range about 3,000 miles. 


6510 kH TFC list at 1300. LSN on 6 mHz band from 
1300 to 1330 and on 8 mHz band from 1330 to 
1400. Range about 1,000 miles. 
Telephony A 3 2kW 
VHF 63 Watch on 2182 kHz on request from 0800 to 


0900 and from 1400 to 1500. Working fre- 
quencies 1877 kHz-2678 kHz. Range about 
300 miles depending on atmospherics. 
VHF F 3 50 W 
Watch on Channel 16. Working on Channel 16. 
Range about 50 miles. 
Marine Gamba Service 
VHF F 3 50 W 
Watch on Channel 16 (office hours). Range 
about 35 miles. 
Pilot Launch Service 
20 W 
Watch on Channel 16 (when at sea). Range 
about 20 miles. 
Terminal Gamba 
20 W 
Watch on Channel 16. Working on Channel 11. 
Range about 20 miles, used only for loading 
Operations. 
Radio Beacon: Continuous airplane radio beacon call sign GZ, 
frequency 359 KH3. Position: Lat. 02° 46’ 8 S. Long. 10° 02’ 3 E. 
N.B. All hours in GMT. 


TUGS: No tugs available in Gamba and not necessary for berthing. 
For berthing, one or two pilot boats according to circumstances. 
MOORING: Recommended that vessel should be trimmed maxi- 
mum 8 ft. by the stern on arrival. 

Vessels moor with two 12 in. nylon ropes from SBM secured on 

board ship by two 24 in. chain cables plus two 3 in. wires which 
provided by terminal. Berthing Master will advise in detail mooring 
procedure. Two mooring lines at least (nylon if any) are to be avail- 
able on forecastle head. Depth at berth 59 ft. 
HOSES: One hose of 16 in. diameter is connected on the port side. 
This operation is performed by ship's personnel under the direction 
of the Mooring Master and the terminal foreman. Total weight of the 
lift is about 2 tons. 

A derrick should be rigged in preparation on the port side for 
loading mooring equipment and hose lifting. Loading rates are 
between 2,000 to 2,200 long tons per hour. 

Shore Line System: SBM - 1x28 in submarine pipe-line. SBM 
connected to 1 16 in. floating line reduced to 12 in. for connection 
to ship's manifold (total length of floating hoses: 660 ft.). 
DENSITY: 1025. 

FRESH WATER/FUEL: None available. 

BALLAST: There are no facilities for discharge ballast ashore. 
Vessels must arrive at the loading terminal with clean ballast only, 
apart from contents of the slop tank. 

GANGWAY/DECK WATCHMEN: Not required. 

CUSTOMS ALLOWANCES: No restrictions on Tobacco/Wine. 
IDENTIFICATION CARDS: Not required. 

CONSULS: None, French consul in Port Gentil. 
REPATRIATION: Facilities available only in emergency. 
AIRPORT: Gamba airport is local airstrip and is connected to 
Port-Gentil by daily service. Port-Gentil airport is connected to 
Libreville International airport by daily services. Mail reaches any 
European country within five days. 

TIME: GMT plus 1 hour throughout the year. 

GENERAL: The use of Channel VHF 9 is forbidden. 

SHORE LEAVE: Not allowed. 

AUTHORITY: Shell Gabon Marine Superintendent, BP. 146 - 
Port-Gentil (Gabon). Telex Libreville 214. 


AGENTS: See “Port Gentil”. 
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LIBREVILLE: 00.23 N. 09.26 E. (See Plan) 


PORT LIMITS: The seaward boundaries of the port within which 
a vessel is considered to be an “‘arrived snip" and (subject to C/P 
terms) laytime will commence is 2 miles off shore at Libreville 
harbour, 

DOCUMENTS: See Port Gentil. 

PILOTAGE: None available. 

ANCHORAGES: Bottom of roads in Libreville slopes very gently 
down towards open sea. The greater the vessel's draft, the further 
out it must moor. E.g., ship of 7 to 8 metres draft will be moored 
approx. 1,500 metres from Harbour Pier. Ship 5-6 metres draft will 
be able to approach the Harbour Pier as near as 500 to 600 metres. 
For reasons of safety, forbidden to come nearer, particularly during 
tornado season - February to May and September to December. 
RESTRICTIONS: No restriction imposed on entering or leaving 
the Estuary. Channel marked by 5 Luoys provided with radar reflec- 
tors and flashing lights. Sixth buoy, called a ‘landing buoy" moored 
in roads, where vessels moor. 

HEALTH: If there is sickness on board, Health Service warned by 
Consignor of vessels. Health Service can go on board to check state 
of crew's health. Immigration Service can also board to check crew 
list and condition of passengers, if any. 

RADIO: Libreville Radio: Radio-telephony from 0600 to 1800 GMT 
on 2.182 kc/s. Radio-telegraphy from 06.00 to 18.00 GMT on 500 kc/s, 
call sign TRA 22; from 08.00 to 08.30 GMT on 13.101 ic/s, cali sign 
TRA 8; from 16.30 to 17.00 GMT on 8.722 kc/s, call sign TRA 8. 
TUGS: Tugs intended only for towing lighters, horse power 150 to 
250, unsuitable for any harbour towing. 

BERTHING: Only for lighters and small coasters with a draft of 
less than 3 metres. Crews working unloading or loading of vessels in 
roads supplied by Consignor of the ship. Harbour Services have no 
radio apparatus, Shipping companies all have radio-telephone 
extensions, which allows them to be in permanent contact with 
vessel moored in roads. Unloading or loading operations of goods 
carried out by lighters which, towed by small tugs, ensure rotation 
between vessel in operation and quay. All this equipment belongs to 
shipping companies dealing with consignment of vessels in the 
roads. Every vessel arriving in roads must have its consignor. 
STEVEDORES: Available. 

MEDICAL: Hospital available, and in case of necessity, patient or 
patients will be admitted. 

FRESH WATER: Water supply real problem, as there is no tanker 
to transport it. Therefore strongly recommended that any ship 
touching Douala coming from the North or Pointe-Noire coming 
from South, should fill up at one of these ports. 

FUEL: There are fuel-tankers belonging to shipping companies. 
The ship-tanker which provisions Libreville 2 or 3 times a week is 
brought alongside buoys in roads, at 1,650 metres (position: longi- 
tude 9° 25’ 71” East; latitude 0° 23’ 51” North); fuel is transhipped by 
sea-line to tank on shore. 

FIRE PRECAUTIONS: No special precautions. 
GANGWAY/DECK WATCHMEN: Carried out by crew. 
OPENING/CLOSING HATCHES: This is done with the tacit 
agreement of the ship's Officer and the Consignor. 

CARGO GEAR: Ship's own gear used. 

DEVELOPMENTS: Three berths in 12 metres depth under con- 
struction at Owendo, to be completed in July 1974. 
IDENTIFICATION CARDS: Required. 

CONSULS: None. 

REPAIRS: Small repairs possible. 

DRY DOCKS: None. 

REPATRIATION: No facilities. 

AIRPORT: 9 km. from the harbour. Links with French-speaking 
Africa, Switzerland, and France, also Johannesburg. 

TIME: G.M.T. plus one hour. 

HOLIDAYS: 17th August, Independence of Gabon; ist May, 
Labour Day - these are the only holidays in force. 

SERVICES: None. 

SHORE LEAVE: Allowed. 

DELAYS: First come, first served method. 

AUTHORITY: Capitainerie du Port, B.P. 413, Libreville. 


AGENTS: Socopao-Gabon, BP4, Libreville. Tel. 22140 and 22751. 
Telex 5212. Cables: ‘Freight Libreville”. 


PORT GENTIL: 00.43 S. 08.48 E. 


On the coast of Lopez Island. 
APPROACHES: Buoyed channel, lit at night. Minimum depth 15 
metres. 
DOCUMENTS: 

Cargo Manifest. 

Shore List. 

Crew's Personal Effects List. 

Crew List. 

List of Ports of Call (not compulsory). 

Health Certificate. 

Ship's Official Papers. 
PILOTAGE: No Pilot necessary. However Port Authority will 
arrange Pilot if given 12 hours notice. Pilot boat is a tug. Pilot taken on 
board at bank buoy. 
ROADS/ANCHORAGES: Ships having commercial operations 
carry them out at anchorage on a line with anchorage buoys (reser- 
ved for lighters and tugs) 1 mile S.E. of the Mole in depths 10 to 20 
metres. 1,500 acres (approx.) of safe shipping anchorage. 

Anchorage for several ships of deep draft well sheltered from 
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predominantly S.W. winds during months June, July, August and 
September. During season of tornadoes (January to end Apr 
which blow from N.E. a fairly heavy sea quickly rises and vessels 
should anchor at least 600 metres from land. 

Maximum rise of tide 2 m. 2; average 1 m. 70; minimum 0 m, 
RADIO: Libreville radio. R/T 2182 kc/s. — Harbour Master. 
TUGS: Not required. 

BERTHING: No berths. Loading and discharge at anchorage cay. 

ried out by lighters and flat-bottomed boats. Boat Quay (Mole) has 

length of mooring quays (suitable only for flat-bottomed lighters 

and tugs) of 200 metres and depths of 2:50 metres at low tides, 

Total Mole area approx. 5 acres, comprises Customs Zone with 

warehouses, Offices, wharves, etc. 

MEDICAL: For attendance call Harbour Master R/T 2182 ke/s, 

Smallpox and yellow fever inoculations required. 

TANKERS: To N.E. of Mole is petrol pipe-line unloading point fo 

small tankers, tying up on buoys, maximum length 70 metres, § 

metres draft. Princes Bay, loading point for unrefined petrol by sea. 

line is available to North of Prince's Bay (see “Cape Lopez"). 

FRESH WATER: Delivery by lighters, capacity 200 tons. Loading 

time 2 hours. 

FUEL: Three days notice required. Fuel oil viscosity 1,500 and 3,59 

eet Redwood available. Delivery by 200-ton tankers, every § 
ours. 

WATCHMEN: Not necessary. 

HATCHES: Opened and closed by crew. 

CUSTOMS ALLOWANCES: No limitations on tobacco, wine o 


Spirits. 

CONSULS: 

Switzerland Tel. 20-19 
Holland BP. 792 » 28-09 
France BP. 511 » 20.86 
Sweden BP. 518 ei Qh 


REPAIRS/DRY DOCKS: Not available. 

REPATRIATION: Obtainable on medical grounds. No facilities 
for crew changes. 

AIRPORT: 4 kilometres distant. Regular services. 

TIME: GMT plus 1 hour. No alterations. 

HOLIDAYS: No work on Independence Day 17th August. 
SHORE LEAVE: Permitted. 

AUTHORITY: Capitainerie du Port, B.P. 43. Tel. 25-63. 


AGENT: Socopao-Gabon, B.P. 560. Tel. 524-91. Telex 8223 
Cables “Freight”. 


Gambia 


BANJUL (Bathurst): 13.27 N. 16.34 W. 


PORT LIMITS: The seaward boundary of the port of Bathurst 
within which vessel is considered an “Arrived vessel" is bounded 
by an imaginary line drawn from ‘'Buniada Point" to the Northem 
extremity of Cape St. Mary. 

DOCUMENTS: 

7 Crew Lists. 

7 Passenger Lists. 

7 Ports of Call Lists. 

Health Documents. 

Deratisation (or Exemption) Certificate. 

Yellow Fever Inoculation Certificates. 

Smallpox Vaccination Certificates, all valid. 

Customs Crew Declaration. 

2 signed copies of Manifest. 

Bills of Lading (may be sent in advance of vessel). 
PILOTAGE: Radio ETA and draft to ‘Harbour Master Bathurst’ 
48 hours before arrival and confirm 12 hours before. Vessels arriving 
Monday should radio ETA preferably not later than Saturday morning. 

Pilot station sited in Marine Office has VHF station, calling Channel 
16 (156-80). Working Channels 12 (156-60) and 14 (156-70). Continuous 
listening watch kept 0800-1500 hours Monday-Friday. 0800-130) 
hours on Saturday. Listening watch on weekends if vessels are 
expected. Reception generally good within 100 sea-miles radius. 
Pilot boat has grey hull and buff superstructures and exhibits usu@ 
signals. 

Pilotage from any point on Fairway by request, but compulsory 
from No. 5 Buoy inwards. 

River Ports: Kaur and Kuntaur at 118 and 150 miles upriver respec 
tively from Bathurst. River Pilots obtainable at Bathurst. Maximum 
loaded draft 17 ft. 6 in. 

ANCHORAGES: Good and spacious anchorages to East and Soul! 
eastward of Government Wharf in depths of 8 to 15 fathoms. 
RESTRICTIONS: Vessels may enter and proceed to anchorag? 
at all times and states tides. Minimum depth in sea approach channé 
is 28 ft. LWOS. 

MAX. SIZE: Maximum length 600 ft., draft 27 ft. (for Government 
Wharf), 21 ft. (for Admiralty Wharf.) For vessels only anchoring 
length unlimited. 

HEALTH : Vessels exhibitthe appropriate International Code signals 
Health Officer usually boards vessels at Harbour Anchorage % 
alongside between 0800 and 1700 hours all week, at all times in case 
of urgency or emergency. 

RADIO: Bathurst Radio Station, call sign “VSH". 

TUGS: One tug of 325 h.p. Normally used as pilot boat. No tug {@ 
vessel movements. 
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gERTHING: For vessels over 400 ft. in length one or two coils of 
thetic or natural fibre mooring ropes (not metallic) at each 
pe for lines leading to beach. Government Wharf working length 
* ft, with mooring dolphin 100 ft. in line with and to seaward from 
North end of wharf. Ad 
Admiralty Wharf: See “Tankers”. Normally, except for vessels 
loading groundnut oil at Government Wharf; no berthing during 
nours of darkness. - 
STEVEDORES: Normally 48 hours notice addressed to Agent. 
# arriving Monday, preferable Agent notified requirements latest 
Friday. Normal working hours 0800-1900 hours. aM TA 
MEDICAL: Emergencies and cases requiring hospitalisation 
attended to at all times. As much advance notice and information 
as possible. Other cases attended to as convenient to ships after 
arrival. Inoculation and vaccination yellow fever, smallpox given on 
t. 
CANKERS: Tankers (discharging only) berth on Admiralty Wharf. 
Maximum permissible draft 21 ft. Discharge of residue and bilge 
prohibited. Ballasting by permission of Director of Marine. 
DENSITY : Normally salt at Bathurst, reduced to about 1020 ounces 
per cubic foot during River Gambia floodwater period from August 
ebruary. 
FRESH WATER: Running water available at both Government 
and Admiralty Wharves from hydrant. Notice of requirements is to 
be sent with ETA. No water barge. 
FUEL: No bunkering facilities. 
FIRE PRECAUTIONS: For tankers and vessels carrying explosi- 
ves, fire brigade will be in attendance. 
DEVELOPMENTS: Construction of a deep-water (about 30 ft. 
deep) wharf about 400 ft. long, for general cargo ships and petroleum 
tankers (South of existing Admiralty Wharf). Rehabilitation of 
Government Wharf and construction of two mooring dolphins 
nearby. The project is expected to be completed by mid-1973. 
GANGWAY/DECK WATCHMEN: Recommended - arrange 
with Agent. 
OPENING/CLOSING HATCHES: Usually done by stevedores. 
CUSTOMS ALLOWANCES: Allowance of spirits/wine and 
cigarettes/tobacco out of bond, as per Master request. 
CARGO GEAR: In accordance with U.K. Factories’ Act. Ship's 
lifting gear used for loading and discharging. 
IDENTIFICATION CARDS: Needed. 
CONSULS: Belgium, Denmark, France, Lebanon, Norway, Spain, 
Sweden, U.S.A. has resident Chargé d'affaires and U.K. has High 
Commissioner. Senegal has resident Ambassador. 
REPAIRS: Minor hull, deck and engine repairs and welding under- 
taken by Government-owned Marine Dockyard. 
ORY DOCKS: Government marine slipway attached to dockyard. 
Vessels and craft of 400 tons deadweight handled. 
REPATRIATION: Facilities exist. 
AIRPORT: Airport 14 miles from Bathurst. Regular service. 
TIME: Greenwich Mean Time kept throughout year. 
HOLIDAYS: New Year's Day (1st January); Independence Day 
(18th February); Good Friday; Easter Monday; Commonwealth Day/ 
Queen's Birthday (8th June); Christmas Day; Boxing Day; Islamic 
festivals of Eid el Fitr (Ramadan) and Eid el-Kabir. No cargo work on 
Islamic holidays and Christmas Day. 
(AS fol pa ace det Police, 222; Ambulance, 310 or 312; 
ire, 666. 
TELEPHONE: Telephones installed on board at ship’s/Agent's 
request. Charges: £3 for installation. Trunk and international calls 
by arrangement. 
GENERAL: Government operates 3 lighters each of 9,900 cubic ft. 
capacity, two of which are powered. Lighters may be hired for dis- 
charging ship at anchor and transhipments upriver. A private com- 
pany operates a large fleet of lighters, mainly for transporting ground 
nuts from river ports to Bathurst. Ships stores: fresh vegetables, 
greens, fresh fish, fresh beef, fruits (in season) and bonded stores, 
are available. 
SHORE LEAVE: No restrictions on normal shore leave. 
AUTHORITY: Gambia Marine Department, Bathurst, 
Gambia. Tel. Bathurst 266. Central Telex at GPO Bathurst. 
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Germany, Democratic Republic of 


ROSTOCK: 54.09 N. 12.08 E. 


DOCUMENTS: 
Health Declaration. 
) 6 Crew Lists. 
2 Passenger Lists. 
| 2 Money Lists. 
| Stores List. 
Cargo documents. 
Ship's Certificates. 
PILOTAGE: Compulsory. Contact by VHF Channel 16. Pilot boards 
ANvamnemunde light buoy. International code signals used. 
TS HORAGE: In Warnemunde Roads, off port entrance, in depths 


RESTRICTIONS: Entrance channel from Warnemunde light buoy 
MAX ees Port at mouth of River Warnow, depth 30 ft. LW. 

Ci X. SIZE: For Overseas Port: length 200 m., draft 33 ft. For 
ry Docks: 140 m. length, 21 ft. draft. 

Heed ae Pratique given on arrival. In case suspected disease or 
. €ron board, radio details to Agent before arrival. Complete declara- 
‘on of health required. 
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GERMANY (Democratic Republic) 


TUGS: Available. Use of at least one tug is compulsory for vessels 
berthing and unberthing. 

Sufficient number of tugs available, ranging from 300 to 1,000 h.p. 
Tugs normally join vessel in front of the mole. 
BERTHING: Overseas Port; Situated in Lower Warnow River about 
3-8 miles from Warnemunde sea buoy. 

Pier No. 1: 6 berths General goods depth 30 . to 33 ft. 

30 ft. 


a 2:7 berths +i ¢j . . » 33 ft. 
a 3: 4 berths Bulk cargoes » 80ft. ,, 33 ft. 
Oil Pier: 3 tanker berths 30 ft. ,, 33 ft 


City Docks: In Warnow River, about 6 miles from sea. Total quay 
length 1600 m. depths alongside 21 ft. and 18 ft. Grain elevators 
shooting capacity 42 t.p.h., suction capacity 33 t.p.h. 

Warnemunde: Port planned for passenger service. Quay length 
250 m. Depth alongside 30 ft. 

Port Control to be contacted through VHF Channel 14. 
TANKERS: Discharge rate 2,900 tons per hour. Storage capacity 
for mineral and bunker oil is 100,000 m*. 

CRANES: Overseas Port : 60 cranes and crane-bridges with capacity 
of up to 16 tons. A self-propelled floating crane “Goliath”, for heavy 
lifts not exceeding 100 tons is available. 

City Docks; Crane capacities 2-10 tons. 

MEDICAL: Doctors, hospitals available. Advance notice to Agent 
required if medical assistance necessary. 

FRESH WATER: Available ex-shore hydrants or water-boat. 
FUEL: Available all grades fuel and gas oil by barge. Vessels calling 
for bunkers only pay no harbour dues, and other fees are reduced. 
REPAIRS: All repairs possible. Floating crane available. Neptun 
Shipyard and other repair shops situated at City Docks. Warnow 
Shipyard and floating dock situated in Overseas Port. 
DEVELOPMENTS: Plans to build a floating island in depth of 
21 metres off Rostock to accommodate tankers up to 100,000 tons. 
Estimated discharge rates up to 3,000 tons per hour into smaller 
vessels for transfer to existing oil terminal. 

REPATRIATION: Can bearranged if identification papers in order. 
TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year (1st January); Good Friday; Easter Sunday; 
1st May; Whit Sunday; Whit Monday; 7th October; Christmas Day; 
26th December. 

AIRPORT: Barth Airport 70 km. from Rostock, 

TELEPHONES: Ship-to-shore connections available. 
POLICE/AMBULANCE/FIRE: Ambulance 336/3662; Police 366/ 
3164; Fire 366/2222. 

SHORE LEAVE: Crew members permitted ashore. 


AGENT: VEB Schiffsmaklerei, Rostok. 


STRALSUND: 54.18 N. 13.06 E. 


DOCUMENTS: Health Declaration. 

6 Crew Lists. 

2 Passenger Lists. 

2 Money Lists. 

Stores List. 

Cargo Documents. 

Ship's Certificates. 
PILOTAGE: Compulsory. Contact Pilot by VHF Channel 12, Pilot 
stations are at Barhoeft and Ruden Island. Pilot boards vessel at 
Gellen (North-west entrance) and Landtief and Osttief (Eastern 
entrance). 

Entry only possible from sunrise to sunset. 
ANCHORAGE: In the roads clear of the fairway, depths 26 to 30 ft. 
RESTRICTIONS: Northern entrance between breakwaters is 13 ft. 
depth used by smaller vessels only. Eastern entrance, depth 16 ft. 
6 in. MLW. 
HEALTH: Pratique given on arrival. In case suspected disease or 
fever on board radio details to Agent before arrival. 
TUGS: Available and compulsory for vessels berthing and un- 
berthing. 
MAX. SIZE: Vessels up to 17 ft. draft. 
BERTHING: Depth alongside quays up to 17 ft. maximum. 


CRANES: 
2 cranes 10 tons capacity; reach 20 m. 
2 ” 2 ” ” ” 20 m. 
1 ” 5 ” ” ” 22 m 


1 mobile crane 5 ,, Pr ye22m. 

Also a conveyor system for handling of potash with a capacity 
of 60 tons per hour. 
FRESH WATER: Available from shore ex pipeline. 
FUEL: All grades available. By barge. 
REPAIRS: All deck, hull and machinery repairs by local shipyards. 
REPATRIATIONS: All facilities exist for changing crews. 
AIRPORT: Barth Airport 25 km. from Stralsund. 
MEDICAL: Doctors, hospitals available. Advance notice to Agent 
required if medical assistance necessary. 
TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year (1st January); Good Friday; Easter Sunday; 
1st May; Whit Sunday; Whit Monday; 7th October; Christmas Day; 
26th December. 
SHORE LEAVE: Crew members permitted ashore. 


AGENT: VEB Schiffsmaklerei Rostock. Agentur Stralsun 23 
Stralsund. Hafen — Ballastkiste. Tel. 5661/249. Telex 0 31 85 38. 


WISMAR: 53.54 N. 11.27 E. 


DOCUMENTS: 
Health Declaration. 
6 Crew Lists. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


2 Passenger Lists. 

2 Money Lists. 

Stores List. 

Cargo Documents. 

Ship's Certificates. 
PILOTAGE: Compulsory from outer roads to harbour quays. Pilot 
boards at Wismar sea buoy. International code signals used. Contact 
by VHF Channel 12. 
ANCHORAGE: In outer roads between Hannibal Shoal and Poel 
Island in depths of up to 40 ft. Protected anchorage in inner roads, 
depths up to 30 ft. 
RESTRICTIONS: Entrance to the port is through a buoyed channel 
14 miles long, depth 29 ft. LW. Vessels over 5,000 dwt and over 24 ft. 
draft enter in daylight only, turning basin 250 metres diameter. 
HEALTH: Pratique given on arrival. In case suspected disease or 
fever on board radio details to Agent before arrival. 
MAX. SIZE: Length up to 200 metres. Maximum draft 27 ft. 
TUGS: Available and compulsory for berthing and unberthing. 

Two tugs of 500 h.p. Tugs join vessel according to the Pilot's 
instruction, 
BERTHING: 

Grain Quay: Maximum draft 27 ft., quay length 160 m., two grain 
installations, grain silos for 20,000 tons. 

Potash Port: Maximum draft 27ft., mechanical potash loading plant, 
quay length 360 m., 3 loading installations. 

Oil Port: Maximum draft 27 ft., maximum length 200 m. 

Wood/Timber Port: Maximum draft 24 ft., quay length 400 m., 
2 gantry cranes of 3-2 tons, 1 mobile crane (30 tons). 

Old Port: Maximum draft 18 ft., quay length 140 m., no handling 
operations, fishing port, waiting berths. 

Seaport, Northern Quay: Maximum draft 27 ft., quay length 500 m., 
3 semi-gantry cranes and 3 crane bridges with a capacity from 3:2 
to 10 tons. 

Seaport, Southern Quay : Maximum draft 27 ft., quay length 420 m., 
5 gantry cranes with a capacity from 3:2 to 12:5 tons, 1 crane-lorry 
and 1 mobile crane (30 tons). 
CRANES: A floating crane of 100 tons capacity is available. Also 
see “Berthing”. 
FRESH WATER: Available from shore hydrants at all berths or by 
water boat. 
FUEL: All grades fuel and gas oil obtainable. Vessels calling for 
bunkers only pay no harbour dues, and are allowed a reduction in 
pilotage and clearance fees. 
REPAIRS: All repairs can be effected at Mathias-Thesen Shipyard. 
Floating crane available, capacity up to 100 tons, 
MEDICAL: Doctors, hospitals available. Advance notice to Agent 
required if medical assistance necessary. 
TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year (ist January); Good Friday; Easter Sunday; 
1st May; Whit Sunday; Whit Monday; 7th October; Christmas Day; 
26th December. 
SHORE LEAVE: Crew members permitted ashore. 
AIRPORT: Barth Airport 100 km. from Wismar. 
TELEPHONES: No ship to shore communications. 


AGENT: VEB Schiffsmaklerei Rostock, Agentur Wismar, 24 
Wismar, Kopenhagener Strasse. Tel. 4208. Telex 0318841. 


Germany, Federal Republic of 


BRAKE: 53.20 N. 08.29 E. (See Plan) 


PORT LIMITS: The government-owned piers are the commercial 
area of the port. A vessel is considered to be an “arrived ship" when 
she is moored alongside such piers, and the customs formalities 
are complete. Laytime will commence according to referring charter 
parties. 

Port Authorities distribute the free berthing places in following 
the “Benutzungsordnung fiir den Hafen Brake" which says briefly 
that a vessel will get a rank position in actual arriving times: 

(a) for ships coming from sea: arrival “‘Weser lightvessel” plus 

5 hours. 
(b) for ships coming from Bremerhaven North Roads and Blexen 
Roads: departure plus 2 hours, 

(c) for ships coming from Bremen: departure plus 3 hours. 
DOCUMENTS: 

2 Lists Ship's Stores. 

2 Crew Lists. 

2 Passenger Lists. 

Health Certificate (forms obtainable from Pilot). 

Ship's Register. 

PILOTAGE: Carried out by Weser River Pilots. The river Pilots also 
act as docking Pilots. Also see Bremen and Bremerhaven. 
ANCHORAGE: No anchorage in vicinity of Harbour. Anchorage 
in “Blexen Roads". For further details see “Bremen”. 
RESTRICTIONS: Vessels proceeding to Brake with a draft in 
excess of 24 ft. will be restricted by the tide. 

MAX. SIZE: Max. length 230 m. (755 ft.); no restriction on beam. 
Max. draft 35 ft. in fresh water. 

PRATIQUE: Free pratique is given by health and immigration 
officer only. If a case of fever or disease is suspected on board radio 
he Agent with details before arrival. 


240 


RADIO: Cable Agent via Norddeich Radio (Call sign DAN) AdVising 
ETA and cash requirements. 
RADAR/VHF: Stations from Weser lightvessel to Bremerha 
Radar service between Bremerhaven and Bremen is planned, Rade 
stations have day and night service. If no fog every odd hour rad, 
stations give on VHF or Pilot walkie-talkie report of visibility, defecti, 
buoys, anchoring ships, obstructions to navigation, and spec 
occurrences. Brake plans a port radio VHF station. 
TUGS: Available day and night in sufficient number. No eyty 
charge for using tug's lines. 
BERTHING: /nner Harbour with tidal lock: Length of dock 1p 
metres (3,500 ft.), width 110 metres (360 ft.), width of entrance 13% 
metres (43 ft. 5 in.); depth of water over sill at ordinary tides 19% 
6 in., depth of water over sill at highest spring 21 ft. 6 in. (at lowes 
neap 17 ft. 6 in.). Length of canal 228 metres (750 ft.), width of cang 
46 metres (150 ft.), length of quay in canal 228 metres (750 ft.). 

Riverside Berth: Total length 1,430 metres (4,680 ft.), depth at pie 
36 ft. at normal low water, tidal amplitude 11 ft. 6 in. Maximum drt 
35 ft. Maximum length of ships not more than 230 metres (755 ft), 

This government-owned pier is divided into 2 areas. The northen 
part is the crane-area with a length of 3,115 ft., the southern par 
1,565 ft. long, is the grain-handling area. 
Aretie Pier of the Fettraffinerie/Unimills has a length of 150 metre 

t.). 

SPECIALISED CARGO HANDLING FACILITIES: 
Inner harbour: crane area 

4 electric cranes to lift 1 to 5 tons 

2 bridge cranes, capacity 50 tons. 

2 bridge cranes, capacity 20 tons 

1 bridge crane, capacity 15 tons. 

2 whipping cranes, capacity 25 tons. 

2 whipping cranes, capacity 15 tons. 
Grain handling area 

7 pneumatic grain elevators (capacity from 60 to 600 tons per hou; 
with a total discharge capacity of 2,000 tons per hour. 
Fettraffinerie pier 

Tank installations with pumping arrangements of a capaci) 
of 700 tons per hour to vessel and 1,300 tons per hour from vessel 

The Government-owned pier is not equipped for containers 
roll-on/roll-off traffic. The berth does not handle liquid chemicals, 
STEVEDORES: ETA has to be reported to the Agent to arrang: 
gangs. Stevedores are working 3 shifts around the clock on workin 
days (Monday to Saturday); on Sundays and holidays 4 shifts a 
worked around the clock. 
MEDICAL: Two hospitals and several doctors available at Brale 
Advance notice to Agent required if medical assistance necessay 
TANKERS: Fettraffinerie-Pier: Maximum draft 33 ft. Discharginy 
lines: molasses 6 in., fuel oil 8 in., diesel 10 in. and vegetable o 
from 4 to 8 in. 
DENSITY: Brake Port, Freshwater: salinity = 1002-1004. 
FRESH WATER: Available both at Riverside Berth and Inner Ha 
bour. Pumping capacity from 18 to 20 tons per hour. 
FUEL: All grades available by bunker barges. 
FIRE PRECAUTIONS: No smoking on deck. For tankers ¢ 
Fettraffinerie-Pier smoking only in saloon and/or messroom. 
CONSULS: No Consuls; consulates at Bremen. 
REPAIRS: All normal ship and engine repairs can be carrie 
out during laytime on board. 
DRY DOCKS: One dry dock at Luehring Werft, Brake, for ships 
with a length not in excess of 85 metres (279 ft.), not broader tha 
16 metres (52 ft. 6 in.), and a maximum draft of 13 ft. 1 in. 
SURVEYORS: Classification Societies not represented but severt 
surveyors available at Brake Port. 
GANGWAY/DECK WATCHMEN: Crew's watchmen necessai) 
strong tides, current-speed 3 knots. 
HATCHES: Depends on the different charter parties. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle of spiri 
and 2 bottles of wine. 
CARGO GEAR: Load/discharge normally effected by shore-geal. 
REPATRIATION: Any necessary repatriation and/or crew changt 
can be effected by Agents at Brake. 
AIRPORT: International airport served by regular air-lines & 
Bremen. Brake to Bremen, distance 57 km. (35 stat. miles). 
TIME: Local time is GMT+1 hour. No alterations to clocks duritt 
the year. 
HOLIDAYS: New Year, Good Friday, Easter Sunday and Mondaj 
May 1, Ascension Day, Whitsunday and Monday, Penitentiary Da 
2 Christmas days. Cargo work can be arranged on those days, exce? 
on New Year, Easter Sunday (1st Easter day), 1st May, Whitsundé) 
1st Christmas Day, and on the days before such days till 1200 and 
1400 hours. 
POLICE/AMBULANCE/FIRE: 
Fire 112. 
TELEPHONES: No arrangements to place telephones on board 
SHORE LEAVE: Shore passes are required according to custom 
regulations. 
IDENTIFICATION CARDS: Crew members to have valid ident! 
cards. 
DEVELOPMENTS: Weser fairway depth will be increased to ff 
metres (39 ft. 6 in.). Developments to new berths and cranes will 
concluded in the end of this year. 
SEAMAN'S HOSTEL: Weserstr. 1A, tel. 4490. 
AUTHORITY: Niedersachsisches Hafenamt Brake, 288 Bralé 
Brommystr. 2. 


Police 110; Ambulance 40 
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BREMEN (Including Einswarden and Farge): 53.06 N. 
09.46 E. (See Plan) 


pOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. rae ‘ 

3 Provision and Store Lists incl, fuel oil. 

3 Dangerous Cargo Lists. 

Health Declaration. 

Ship's Register. ] Ke. 

No Customs Papers if vessel laying in Freeports at Bremen. 
DEEP SEA PILOTAGES: See “Brixham” or “Cherbourg”. 
PILOTAGE: Not compulsory on the Weser, but a portion of pilotage 
dues is charged in any case. Most vessels take a Pilot. 

Distance from Bremen lightvessel to Bremerhaven 36 miles. 
Distance from Bremerhaven to Bremen 32 miles. 

At least 12 hours before arrival at Weser lightvessel, masters 
should cable ETA messages to “Lotsenbruderschaft Weser zwei 
Bremerhaven" via Norddeich Radio. Message to include name and 
grt. of vessel, place where Pilot required to board, day and hour of 
vessel's arrival, vessel's destination and fresh-water draft in metres. 
Sea Pilots board at Weser lightvessel to Bremerhaven. River Pilots 
board at Bremerhaven to pilot vessels as far as Bremen. 

Pilot station near Weser lightvessel 53° 52’ 16” N., 07° 50’ 00” E., 
black-painted motor vessel, black-topped funnel, white lettering 
“Lotse” on hull, In rough weather, pilot boat may be found inside 
near Rotesand lighthouse/buoy “G". Pilots may be contacted by 
Norddeich Radio, 2182 or 2614 kHz. Alternatively by VHF Channel 16. 

For vessels bound for Bremen port, call the river Pilot at Bremer- 
haven by flying national pilot flag or code flag “G". Sound and 
flash signals are 3 long and 3 short. River Pilots boarding at Bremer- 
haven also act as harbour Pilots to all ports above Bremerhaven. 
ANCHORAGE: 

{. About 1 mile South-West of Weser lightvessel 53° 52’ 16” N., 

07° 50’ 00" E. 

2. Near Hoheweg lighthouse between buoys “F” and “N". Depth 

about 12 m. 

3. Tegeler Plate between buoys 10 and 12. 

4, Bremerhaven Northroads between buoys “Y" and “A". For 

ships with dangerous cargo inside the red sector of lmsum Lt. F. 

Depth about 12 m. Blexen Roads (South Roads) depth about 


10 m. 
RESTRICTIONS: Vessels proceeding to Bremen, with a draft in 
excess of 22 ft. will be restricted by the tide. 
MAX. SIZE: Bremen: length 220 metres, draft 31 ft. in fresh water. 
locks: at the entrance of the Industriehafen. Max. length 170-30 m, 
max. draft 29 ft. 06 in., breadth max. 23 m., according to tide. 

Einswarden : Length 250 metres, draft 36 ft. fresh water. 

HEALTH: Master has to fill and sign Maritime Declaration of Health 
which is handed to health officer on arrival at Bremerhaven and 
Bremen, In case suspected disease or fever on board radio details 
to Port Health Bremerhaven via Norddeich Radio before arrival. 
RADIO: Cable Agent via Norddeich Radio, call sign DAN, advising 
ETA and cash requirements. 

Bremen Port Radio VHF station on Channels 16, 3, 12 and 14 
to be used for messages to all Port Authorities including Police 
and Fire Brigade and Port Health in case of emergency. 
RADAR/VHF: Stations from Weser lightvessel to Bremerhaven. 
Radar service between Bremerhaven and Bremen is planned. 
Radar station has day and night service. If no fog, every odd hour 
radar station gives by VHF, or pilot walkie-talkie, report of visibility, 
defective buoys, anchoring ships, obstructions to navigation and 
special occurrences. 

TUGS: Vessels bound for Bremen, one tug joins vessels of about 
4,000 grt. or more when passing Vegesack; further tugs required 
a near Bremen Industriehafen. Tug’s lines used (only), without 
charge. 

BERTHING: The following harbours can be reached (Bremen): 


Max. draft Safe draft in 
subject to tide harbours at 
Harbour name: and berth any time upto Length 
ft. in. ft. in. ft. in. m. 
Europahafen 31 23 06 - 28 2760 
Uberseehaten 31 26 = 31 3240 
Holz- und Fabrikenhafen 31 22 -30 1200 
Getreidehafen 31 31 690 
Neustadter Hafen 31 27. «—- 31 1500 
Kap Horn Hafen 31 29 380 
Industriehafen 29 06 29 06 320 


he max. draft is dependent on the prevailing winds. 
SPECIAL CARGO-HANDLING FACILITIES: 
Container-Handling Facilities: The container terminal in the 
Neustadter Hafen is equipped with 3 container cranes, suitable for 
4 ft. containers. Maximum lifting capacity: 45 tons. The terminal 
has 116 connections for reefer containers. 
Roll-on/roll-off terminal: A new roll-on/roll-off terminal has been 
built at the head of the Europahafen for roll-on/roll-off ships, one 
berth, Max. carrying capacity 60 tons, width 8 m. Max. draft 28 ft. 
i Terminal: A lash terminal has been built at the head of the 
i rrr Further lash places: Neustadter Hafen and Lanke- 
oft. 
cath handling facilities (Industriehafen) 
ulk cargoes such as coal, coke, ore, phosphate, oil, logs, and 
ree are handled in the Industriehafen. To enter the Industrie- 
alen, vessels have to pass through a lock which is 171 m. long, 
m. wide and allows a maximum draft of 29 ft. 6 in. fresh water at 
Normal high water, 


a 
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Gebr. Réchling (Kohlenhafen) 
At this facility coal, ore, phosphate, and logs are handled. There 
are no restrictions regarding the vessel's length, beam, height or 
draft other than those imposed by the lock to the Industriehafen. 
The quay has a length of 850 m. and is equipped with four 18-ton 
cranes, each having a capacity of 1,500/2,000 tons per shift. In addi- 
tion there is 1 gantry crane lifting a 20-ton wagon and loading this 
quantity within three minutes, and 4 cranes (2 of 8 tons and 2 of 5 
tons) which are mainly used for handling logs. 

Storage facilities amount to 75,000 m?. 
Kali Transport GmbH (Kali-Hafen) 
At this facility salt and potash cargoes are handled. The quay has 
a length of 280 m. and is equipped with 4 conveyorbelt loaders and 
three crane bridges each with alifting capacity of 3tons. Itis possible 
to store about 95,000 tons of cargo. Restrictions as above. 
Klocknerhutte (Hittenhafen) 
This facility mainly handles coal, ore, cement clinker, gypsum and 
sand. Export of steel sheets and pipes of the Kléckner iron mill are 
handled via this quay. 


Quay length: 550 metres (1,804 ft.) 


3 Gantry cranes: 12:5, 107, St. 
Discharging capacity: 1,500 tons per 24 hours 
Storage capacity: 300,000 tons 


Restrictions as above. 
Kraftwerk-Hafen (Power Station) Kohlenhafen 
At this berth only coal cargoes for use by the power station are 
handled. Discharging rate 2 cranes: 1,250 tons per shift. 
Other bulk handling facilities: _ 
Granary (Getreidehafen) near the Uberseehafen 
No locks. Maximum draft 30 ft. 6 in. Lighterage, if required, is possible 
at Bremerhaven. 
Pier A: 6 movable elevators, capacity 170 tons/hour, maximum 
length 206 metres = 676 ft. 
Pier B: is being reconstructed and fitted with 2 elevators with a 
rn pe of 400 tons/hour, expected completion, July 
Kraftwerk Farge (Power Station) 
Location: 10 miles downstream from Bremen. Only coal cargoes 
for the power station are handled. 


Maximum draft 29 ft. 6 in. 
"” length 200 metres = 656 ft. 
beam 25 metres = 82 ft. 


3 cranes, total discharging capacity 200 tons/hour. 
Roland-Muhle (Holz-und Fabrikenhafen) 
This grain facility is located in the Holzhafen, a tidal basin. 
Maximum draft 21 ft. at normal low water 
Quay length 150 metres = 492 ft. 
2 Stationary elevators 3,000 tons per 24 hours 
Storage capacity 40,000 tons 
2 slides for the loading of flour in bags. 
J. H. Bachmann/|J. Muller/Kar! Gross (Holz- und Fabrikenhafen) 
Facility for grain and, occasionally, general cargo handling. 
Maximum draft 23 ft. at normal low water 
Quay length 150 metres = 492 ft. (extension of the Roland- 
Mahle) 
4 elevators and 5 general cargo cranes. 
Car loading installations (Kap-Horn Nord, Kap-Horn Sud) 
The car loading installation at Bremen has two quays, one (500 m. 
long) in the Industriehafen and the other one (260 m. long) just 
opposite on the bank of the river Weser. The storage area is 100,000 
m? and provides sufficient space for 10,000 cars. The loading of cars 
is done by ship's gear. 
STEVEDORES: Ordered by Agent; no ETA advice to stevedores 
necessary. 
Working time: 
Regular period: 0630-1430 resp. 
0600-1400 
Free Port 
1st shift: 0600-1400 
2nd shift: 1500-2300 
3rd_ shift: 2300-0600 (overtime) 
Industrieh/Grain Pier 


on Sundays: (overtime) 
1st shift: 0600-1200 
2nd shift: 1200-1800 
3rd_ shift: 1800-2400 
4th shift: 2400-0600 


Industrieh/Grain Pier 


0630-1430 0630-1230 
1430-2230 (overtime grain pier) 1230-1830 
2230-0630 (overtime) 1830-2430 

0030-0630 


on Saturdays: 
Free Port 
1st shift: 0600-1400 
2nd shift: 1500-2100 (overtime) 
3rd shift: 2100-0300 (overtime) 
Industriehafen 
0630-1430 
1430-2030 (overtime) 
2030-0230 (overtime) 
Grain Pier 
0630-1430 
1500-2100 (overtime) 
2100-0300 (overtime) 
MEDICAL: All medical facilities available. Advance notice to 
Agent required if médical assistance necessary. 
TANKERS: Holzhafen : one berth, max. draft 28 ft. 9 in. at low water. 
Osterort |: one berth, max. draft 30 ft. at low water. 
Osterort IV: one berth, max. draft 30 ft. at low water. 
For the following tanker berths (see restrictions of the entrance 
lock in Industriehafen). 
Kalihafen: one berth, max. draft 29 ft. 06 in. in fresh water. 
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Becken A: one berth, max. draft 20 ft. in fresh water. 
Oelhafen: seven berths, max. draft 15 ft. to 23 ft. in fresh water. 
Huttenhafen: three berths, max. draft 20 ft. to 29 ft. 06 in. in fresh 
water. 
Farge: two berths, max. draft 31 ft. in fresh water. 
Fina Oil Einswarden. Max. draft 36 ft. 6 in. Discharging lines crude 
oil 12 in., fuel oil 10 in., diesel 8 in. 
Frisia (Gulf Oil) Einswarden. Berth for tankers up to 250 metres 
length, max. draft 36 ft. fresh water. 
DENSITY: Fresh water. 
FRESH WATER: Available by hose and barge. 
FUEL: All Grades available. 
FIRE PRECAUTIONS: No smoking on deck. Tankers, smoking 
only saloon or messroom. 
REPAIRS: All repairs possible. 
DRY DOCKS: 2 dry docks in Vegesack, max. about 16,000 tons. 
3 dry docks in Bremen, max. about 16,000 tons. 
GANGWAY/DECK WATCHMEN: Not considered necessary. 
But available when ordered. 
HATCHES: Opening and closing normally by crew with stevedores 
assisting. 
CUSTOMS ALLOWANCE: Outside freeports: 200 cigarettes 
for 3 days or 50 grams tobacco and one bottle spirits. After 3 days 
further same quantities. Wine not restricted. Freeports in Bremen 
only Europahafen, Uberseehafen and Neustadter Hafen. 
CARGO GEAR: No additional requirements. Preventers necessary. 
CRANES: Floating cranes 8 to 250 tons available. 
REPATRIATION: Any time. 
AIRPORT: About 4 miles from Bremen. Regular flights. 
HOLIDAYS: New Year's Day (no work performed); Good Friday; 
Easter Sunday (no work performed); Easter Monday; Labour Day 
(no work performed); Ascension Day; Whit Sunday (no work per- 
formed); Whit Monday; 17th June; Prayer Day; Christmas Day 
(no work performed); Boxing Day. 
POLICE/AMBULANCE/FIRE: Police help 110; Fire, First aid 112 
Pilot Station Bremerhaven: Sea Pilots 4-22-20; River Pilots 4-22-89. 
Pilot Station Bremen: 38-52-08 or 38-13-26. 
Port Administration Bremen: 38-92-1. 
Waterway Police: 44-28-5/6. 
Port Medical Services: 38-34-16. 
Immigration: Call Water Police. 
Foreign Calls: 0010. 
TELEPHONES : It is possible to rent a telephone box from Mooring 
Company. 
AUTHORITY: Hafenamt Bremen, Uberseehafen, 28 Bremen, 
call 3892 9249. 


AGENT: Wm. H. Miller & Co. (Bremen) GmbH. 28 Bremen, Postfach 
485 Birkenstrasse 37. Tel.: 314910. Telex: 244704. Cables: ‘‘Batavier”’. 


BREMERHAVEN: 53.33 N. 08.35 E. (See Plan) 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 

3 Provision and Store List incl. fuel oil. 

3 Dangerous Cargo List. 

Health Certificate (forms obtainable from Pilots). 

Ships’ Register. 

No Customs Papers if vessel laying in Freeport at Bremerhaven. 
DEEP SEE PILOTAGE: See Brixham or Cherbourg. 
PILOTAGE: See “Bremen”. 

Docking Pilots join vessels at Buoy “Z" if bound for Uberseehafen 
or near entrance of Geeste River if bound for Fischereihafen. Call 
sign is International Code flags PT with pennant below. Sound and 
flash signals are 3 long and 5 short. 

ANCHORAGE: See “Bremen”. 
RESTRICTIONS: Vessels proceeding to Bremerhaven with draft 
in excess of 35 ft. 6 in. will be restricted by tide. 
MAX. SIZE: Length 260 m., draft 41 ft. in fresh water. Draft 42 ft. 
8 in. in fresh water, special permission required. 
HEALTH: "See Bremen”. 
RADIO: See “Bremen”. 
RADAR/VHF: See “Bremen”. 
TUGS: Tugs join vessel with docking Pilots. Tug's lines used at 
no extra charge. 
BERTHING: There are two harbour-groups, Uberseehafen north 
of Geeste River and Fischereihafen south of it. 
Uberseehafen : 
Along Weser River: Depth at LW 
Columbus Quay 36’ 


Stromkaje 46’ 
Dock basins: Depth 
Neuer Hafen 21’ 
Kaiserhafen | 28’ 
Kaiserhafen II 36’ 
Kaiserhafen III 36’ 
Verbindungshafen 36’ 
Nordhafen 46’ 
Osthafen 46’ 


The dock basins can be reached through two locks: 
Kaiserschleuse: length 732 ft., gate width 88 ft. 

depth 23 ft. at LW. 

length 1220 ft., gate width 148 ft. 

depth 36 ft. at LW. 


Nordschleuse: 
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Fischereihafen : 
Dock basins: Depth 
Fischereihafen | 24’ 
Fischereihafen II 24’ 
Handelshafen 22’ 
Locks: 


Fischereihafen-Doppelschleuse 

Small lock: length 349 ft., gate width 39 ft. 
depth 21 ft. at LW. 

Large lock: length 328 ft., gate width 98 ft. 
depth 21 ft. at LW. 


SPECIAL CARGO HANDLING FACILITIES: All sheds a 
equipped with electric cranes. 

With special permission of the port authorities the following 
maximum FW drafts are allowed: 


42'8" = 13 metres - max. beam 40 metres 
39'3"° = 12 metres - max. beam 41 metres 
35’ = 10-'7 metres — max. beam 42 metres 
The port is equipped with modern bulk-, container-, roll-on/roll-og 
and general cargo facilities. 
Three floating cranes have lifting capacities of 100, 250 and sq 
tons respectively. 
Weserport (Osthafen) 
Specialised ore transhipment installation, which is planned to 
extended for the accommodation of 2 vessels. 
Present maximum length: 265 metres = 869 ft., max. draft 424 
8 in., 2 Gantry cranes, average capacity 700 tons per hour each, 
Columbus Quay 
Passenger and general cargo facilities. 
Quay iength 1,070 m. = 3.510 ft. 
12 cranes - 2°5 to 8 tons. 
Terminal ferry service to Harwich. 


Car loading installations 

The car loading installation at Bremerhaven is situated in the Nord 
hafen. Quay length 750 m. Storage area 40,000 sq. m. for abou 
3,500 cars. The loading is done by ships’ gear. 

Container Terminals 

Two container terminals, one in the river Weser and one in th 
Nordhafen, are equipped with 9 container cranes. 7 cranes at 54 tons 
2 cranes at 45 tons. 

Depth alongside in river 46 ft. at LW. Depth at Nordhafen 38 ft. 
Kaiserhafen/Verbindungshafen offer 4 basins for general cargo 
handling. Quay length: 5,800 metres. Storage capacity in moder 
sheds: 90,000 sq. m. 65 cranes with capacities from 2:5 to 7:5 tons, 
Various cranes for heavy lifts up to 30 tons. Shed B in the Kaiser 
hafen IIl is equipped with 2 conveyor belt loaders for bagged cargo, 
especially fertilizers. The installation is weather protected. A banan 
discharging installation, with 5 elevators, has a capacity of ove 
300,000 tons per year. 

Lash Carriers: Special facilities are available. 

MEDICAL: Hospital facilities at all Weserports. No vaccination 
normally required, 

STEVEDORES: Ordered by Agent; no ETA advice to stevedores 
necessary, 


Working hours: 
1st shift: 0600-1400 
2nd shift: 1400-2200 
3rd shift: 2200-0500 (overtime) 
on Saturdays: 
1st shift: 0600-1400 
2nd shift: 1400-2000 (overtime) 
3rd shift: 2000-0200 (overtime) 
on Sundays: 
as Bremen Freeport. 


TANKERS: Esso Bremerhaven, Columbus-Kaje. Max. draft 36 ft 
There are several tank-cleaning boats available to receive slops@ 

Bremerhaven. 

FRESH WATER: Available by pipe-line at all berths. 

FUEL: All grades available. 

FIRE PRECAUTIONS: No smoking on deck. Tankers smoking 

only saloon or messroom. 

GANGWAY/DECK WATCHMEN: Not considered necessary. 

OPENING/CLOSING HATCHES: Normally by crew with steve 

dores assistance. 

CUSTOMS ALLOWANCE: Outside freeports: 200 cigarettes {0 

3 days or 50 grams tobacco and one bottle spirits. After 3 days, fu" 

ther same quantities. Wine not restricted. Freeports only at Bremet 

(Europa, and Uberseehafen), and at Bremerhaven (Kaiserhaten 

Columbus Kaje and Weserport). 

CARGO GEAR: No additional requirements. Preventers necessal 

IDENTIFICATION CARDS: Not required. 

CONSULATES: At Bremen only. 

REPAIRS: All repairs possible. 

DRY DOCKS: There are two graving docks and ten floating dock 

with maximum capacity 75,000 tons. 

REPATRIATION: Any time. 

AIRPORT: About 4 miles from Bremen. Regular airlines. 

HOLIDAYS: New Year's Day (no work performed); Good Frida) 

Easter Sunday (no work performed), Easter Monday; Labour Da 

(no work performed); Ascension Day; Whit Sunday (no work pe" 

formed); Whit Monday, 17th June; Prayer Day; Christmas Day ("* 

work performed); Boxing Day. 

TELEPHONE: Accidents, Police, help 110; Fire 112; Harbout 

master 481212; Docking Pilots 481 230; Sea Pilots 42220; River Pilol 

42289; Waterway Police 47011; Port medical service 40031. 


ee ee ee ee ee See 


AUTHORITY: Hansestadt Bremisches Amt- Der Haf- en kapitan 
985 Bremerhaven, Bussestr. 27, Tel. 481 415. 


AGENT: Wm. H. Muller & Co. (Bremen) GmbH, Postfach 485, 
girkenstrasse 37, 28 Bremen. Telephone 314910. Telex 244704, Cables 


“Batavier”. 


BRUNSBUTTEL: 53.43 N. 09.09 E. 


MENTS: 
er Certificate forms obtainable from river Pilot. 

3 Crew lists. 

3 Personal Effects Lists. 

3 Stores Lists. 

Bill of Lading. 

Ship's Register. : : 

For ships entering locks of Brunsbittelkoog for transit traffic 
through Kiel Canal, only ship's register required. 

PILOTAGE: Canal Pilots compulsory. Vessels with more than 
95,000 GRT must take two river Elbe Pilots. Vessels requiring Elbe 
Pilot must order same at least 12 hours prior to arrival at Elbe | light 
yessel by cable to “Elblotse Brunsbittelkoog” via Norddeich Radio 
(DAN) giving name of vessel, gross tons, ETA, date 2 figures, time 
4 figures, draft. (For example: Tibetan 35824 ETA Elbe | 05 0430 36 ft. 
§in.) Vessels requiring Canal or Harbour Pilot at Brunsbittelkoog 
must order Pilot at least 6 hours prior arrival Brunsbittelkoog roads 
py cable to “Kanallotse Brunsbittelkoog” via Norddeich Radio 
(DAN) (for example: Brigitte 1249 ETA Brunsbittelkoog 29 18.00 
‘5 metres). 

ANCHORAGES: In vicinity of lightvessel Elbe (54°00’ N. 08° 10’ 
E.); Neuwerk Roads (53° 58’ N, 08° 30’ E.); Freiburg Roads (53° 50’, 7” 
N, 09° 20’ E.). 

Vessels waiting entrance to the Canal may anchorin N.E. Anchor- 
age, S. Anchorage, or Neufeld Anchorage, all with sufficient depth 
for vessels transitting Canal. 

RESTRICTIONS: No restrictions imposed on night entry. If draft 
above 31 ft. 2 in. fresh water, vessels will be piloted to Brunsbiittel- 
koog with flood-tide. 

Dimensions of lock: length 315 metres, beam 40 metres. 

The Canal is open to traffic according to the following dimensions 
of vessels: 
up to 14,000 grt 
from 14,000 to 16,000 grt 


~ draft 9:5 metres fresh water 
— draft 9-0 metres fresh water 
from 16,000 to 24,000 grt - draft 8-0 metres fresh water 
from 24,000 to 30,000 grt -— draft 7-0 metres fresh water 
Height above water-line transitting Canal must not exceed 40 
metres. 
For Binnenhafen, as far as km. 3:75, vessels not requiring to 
transit Canal may enter with draft up to 10-40 metres. 
MAX. SIZE: 
Elbe Harbour; Maximum draft 41 ft. 6 in. salt water ships to 250,000 


dwt. 

Oil Harbour: Maximum draft 34 ft. 2 in. fresh-water max. length 
235 metres. 
ee: Maximum draft 31 ft. 2 in. fresh-water ships to 30,000 

wt. 

Ships passing canal: See “Restrictions” above. 

HEALTH: Pratique automatic for vessels entering harbour for 
loading or discharging, and shipspassing through Canal if required. 
Health Certificate form does not show any infectious diseases. 
RADIO: Cable Agents stating ETA, draft and requirements via 
Norddeich Radio (DAN). 

RADAR/VHF: River Radar Service from Elbe 1 to Hamburg, but no 
Special Port Radar Service for Brunsbiittelkoog. Radar Service 
can be contacted by VHF Channels 5 or 20. 

_River and Canal Pilots listen on Channels 9 and 13. Ships transit- 
ting canal directed by VHF Channels 2 or 3. 

TUGS: Six tugs available at Brunsbiittelkoog. Vessel's lines used. 
Tugs normally join vessels bound for the Elbe Harbour on river in 
vicinity of Canal locks. 

For ships entering locks from river Elbe 1 tug compulsory if ton- 
age exceeding 10,000 grt. Tugs assisting ships entering locks 
Jin vessels on canal-roads. 

BERTHING: Ships lying at terminals situated on Canal bank in 
Inner Harbour should take into consideration that vessels must 
ey safely, as suction of passing ships may cause breaking of 

Elbehafen: Situated outside of locks. Quay length 1,100 metres. 
ree genhaten : Comprises the area between lock entrance and 


Also see “Tankers” and “Fuel” below. 
BRIDGES: Ships transitting canal must have bridge clearance of 
40 metres. Otherwise no impediments. 
STEVEDORES: Ordered by Agents, no ETA to stevedores 
y. 
MEDICAL: Port Medical Service by Harbour Doctors. Day and 
night service, Inoculations have to be ordered 24 hours prior arrival. 
Ospital available at Brunsbittelkoog. 
ANKERS: Elbe Terminal: Crude oil discharge berth situated 
Outside of locks. One 30-in. pipe-line to DEA Tanker Storage. Four 
2 in. hoses available for discharge. 
_ Harbour. Situated on North side of Canal with entrance in 
fh ation of km. 3-5. Five berths suitable for tankers up to 10-40 metres 
'esh water) draft. Hoses of 6 in, 8 in. and 10 in. for handling crude 


oil, diesel oil, gas oil, gasolin 
bon ’ e, tuluol, xylol and lube oil. No slo 
facilities available. 4 st ; 
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Ostermoor: Three tanker jetties suitable for vessels able to navi- 
gate Canal. One berth for discharging crude oil. 
Also see “Fuel” below. 
DENSITY: Brackish at Elbe Harbour and inside locks. Average 
density 3% NaCL. 
FRESH WATER: Most berths supply by shore installations, 
otherwise barge. 
rtadeeh All grades available. Vessels in Elbe Harbour supplied by 
arge. 
Bunker stations on South side of Canal are: 


Shell - two berths, no gas oil. 
BP — three berths. 
OXY - four berths. 


and on the North side of Canal: 

Norddeutsche Bunkergesellschaft — one berth, no gas oil. 

PAM - three berths. 
FIRE PRECAUTIONS: No specific precautions except in Oil 
Harbour where anchors may not be used. Fire safety-lines must be 
ready fore and aft. 
GANGWAY/DECK WATCHMEN: Services of watchmen not 
necessary but available day and night if required. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: Ships entering canal and using terminals men- 
tioned under ‘‘Max. Size"’ must have international ship's register. 
All other certificates should be valid but are normally not used. 
CUSTOMS ALLOWANCES: Tobacco, each crew member 80 
cigarettes or 20 cigars or 50 grams of tobacco. Surplus will be sealed 
up by customs. Wine and/or Spirits 1 bottle of spirits and 1 bottle of 
wine permitted for each crew member. Beer unlimited. Ships transit- 
ting canal are not affected. 
IDENTIFICATION CARDS: Normally not needed. If necessary 
in special cases identification Cards will be issued by Immigration. 
CONSULS: All consulates available at Hamburg. Swedish Vice- 
Consul at Brunsbittelkoog. 
REPAIRS: Only minor repairs can be effected. Big yards and dry 
docks available at Hamburg. 
REPATRIATION: Crew changes can be arranged in connection 
with local immigration Office. 
AIRPORT: Nearest Airport Hamburg. 90 km. away. 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: Cargo work can be arranged on every day. 
POLICE/AMBULANCE/FIRE: Police 110; Waterway Police 256; 
Immigration 522; Customs 441; Hospital 422; Fire 112. 
TELEPHONES: No facilities for placing telephone on board. 
AUTHORITY: Kanalamt Kiel-Holtenau. Neue Schleuse Bruns- 
bittelkoog. 


BUTZFLETH: 53.39 N. 09.32 E. 


DOCUMENTS: 
3 Crew Lists. 
3 Bonded Stores Lists. 
3 Crew Manifests. 
Maritime Health Declaration. 
Ship’s Register. 
Discharge Books. 
Passports of Crew. 
Butzfleth is not a free-port. Customs, Immigration and River 
Police board on arrival at berth. 
PILOTAGE: The pilotcutter is stationed off “ELBE 1" lightvessel. 
May be contacted on VHF Channels 13 and 16. River Pilots also act 
as docking Pilot. 
ANCHORAGE: Neuwerk roads, near “ELBE 1” lightvessel. 
MAX. SIZE: 80,000 dwt., draft 41 ft. 6 in. (S.W.). 42 ft. 6 in. (F.W.). 
Depth of water: Elbe River Fairway 39 ft. at N.N., alongside the 
berth 52 ft. at N.N., tidal range 8 ft. Current velocity 3 knots. 
TUGS: 4 tugs compulsory for mooring and unmooring. To be 
ordered from Hamburg and Brunsbuttel through Agent. 
BERTHING: The terminal is operated by Vereinigte Alumimium 
Werke AG and Reynolds Aluminium Company. The berth is a 
continuous pier, length 325 m. Bauxite and petrocoke are handled. 
SPECIAL CARGO-HANDLING FACILITIES: One ship un- 
loader, workable height 21 m. above quay, outreach 25 m. 
Discharge rate: Bauxite 1,000 t.p.h. and petrocoke 400 t.p.h. 
MEDICAL: Hospital and doctor available. 
FRESH WATER: Available. 
FUEL: Supplied by barge from Brunsbittel or Hamburg. 
REPAIRS: Minor repairs can be carried out. 


AGENT: Sartori & Berger, PO Box 1140, 2212 Brunsbittel, tel. (code 
4852) 8091 (5 lines), telex 28324. 


CUXHAVEN: 53.52 N. 08.42 E. (See Plan) 


DOCUMENTS: 

Stores List. 

Crew List. 

Customs Manifest. 

Derat. Certificate. 

Amerikahafen is a Customs free port. 
PILOTAGE: Pilot station situated in Old Harbour (Alten Hafen). 
To obtain Pilot call ‘‘Cuxhaven Post", VHF Channel 12. Pilot signal 
is flag ‘‘G" of International Code, or sound signal -2 long and 2 short 
blasts. 
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ANCHORAGE: Available in Cuxhaven Outer Roads, 12 m. depth of 
water, and Inner Roads (Medem Reede) in 6 m. depth of water. 
RESTRICTIONS: Vessels can enter by day or night. No tidal 
restrictions. 
HEALTH: Quarantine clearance effected at Cuxhaven. Only vessels 
with suspected infectious disease on board are detained. 
RADIO: For ETA, etc., use Norddeich Radio, call sign DAN. Closer 
to port Elbe-Weser Radio can be contacted by VHF Channel 16. 
TUGS: Tugs available and used depending on ship size and 
weather conditions. Cost of tugs is Hamburg Tariff plus 20%. 
RADAR: Available, can be contacted through VHF Channel 21, call 
radar station, Cuxhaven. 
MEDICAL: Doctors and hospitals obtainable day and night. 
FRESH WATER: Available from shore pipe-line up to 50 tons per 
hour. Small quantities up to 15 tons may be obtained in Roads from 
bunker barge. There are no water barges. 
FUEL: Bunker and gas oil availabie. Small quantities, up to 150 tons, 
may be obtained anytime. Otherwise according to conditions of 
supplying oil company. 
FIRE PRECAUTIONS: No special restrictions. Ships with explo- 
sive cargo and liquid cargoes of danger class K1 and K2 not allowed 
in Cuxhaven Harbour. 
CARGO HANDLING: A harbour for overseas ferries up to 150 m. 
length with roll-on/roll-off and container equipment. 
pelt ite i beac WATCHMEN: Not obligatory, at Master's 

iscretion. 
OPEN/CLOSE HATCHES: Normally performed by crew. Steve- 
dores must be paid if required to do this work. 
CUSTOMS ALLOWANCES: 40 cigarettes, 1 bottle spirits and 2 
bottles wine. 
IDENTIFICATION CARDS: If no passport, shore pass required. 
CONSULS: 

Iceland, tel. 36036/37. 

Sweden, tel. 36011/12. 

Others at Hamburg/Bremen. 
REPAIRS: All deck and engine repairs possible. 
DRY DOCKS: Floating dock for vessels up to 110 m. length, and 
slipway for vessels up to 75 m. long and 13 m. beam. 
REPATRIATION: All facilities available. 
AIRPORT: Hamburg-Fuhlsbuttel, 130 km. away; Bremen, 110 km. 
away. 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: New Year's Day, Good Friday, Easter Sunday, Easter 
Monday, 1st May, Ascension Day, Whit Sunday, Whit Monday, 17th 
June, Atonement Day, Christmas Day, Boxing Day. Loading/un- 
loading can be arranged on these holidays. 
POLICE/FIRE/AMBULANCE: Police, tel. 110; Harbour Police, 
tel. 22072; Ambulance, tel. 23125; Fire, tel. 112. 
TELEPHONES: At Steubenhoft and in the ferry harbour, tele- 
phones can be put on board. 
SERVICES: Compass adjusting and radio overhaul. 
SHORE LEAVE: Allowed. 
DEVELOPMENTS: A new Ferry Terminal with roll-on/roll-off and 
load-on/load-off facilities under construction, completion expected 
1977. 
AUTHORITY: Niedersachsisches Hafenampt Cuxhaven, 219 Cux- 
haven, Neufelder Strasse, Postfach 526. Tel. 21021-24. 


AGENT: See “Hamburg”. 


ECKERNFORDE: 54.29 N. 09.51 E. 


DOCUMENTS: 
Stores List. 
Customs Documents. 
Cargo Documents. 
Crew List. 
PILOTAGE: No pilot station. No tide. In East winds, water level can 
increase to 1-50 m. above normal. 
ANCHORAGE: Good anchorage in the Roads between N.W. to 
N.W. by W. bearing from the port, distance 1 to 14 miles. Depths 
18-21 m. Anchorage not allowed in harbour area. 
CLEARANCE: Customs clearance at any time subject prior notice 
given. If suspected diseases on board inform Health Authorities. 
MAX. SIZE: In outer harbour, up to 5 m. draft; in inner harbour 
up to 3 m. draft. 
RADIO: Radio Kiel, call sign DAO, tel. 39011. 
TUGS: No tugs. 
BRIDGES: Quter and Inner Harbours separated by bascule bridge, 
opening to 12 m. width. 
MEDICAL: Doctors and hospitals available. 
FRESH WATER: Available. 
FUEL: Diesel oil available. No coal. 
WATCHMEN: Not available. 
OPENING/CLOSING HATCHES: By ship's crew. 
IDENTIFICATION CARDS: Required, if no passport. 
REPAIRS: Available for fishing boats or coasters. Slipway for 
vessels up to 200 tons. 
TIME: GMT plus one hour. Permanent. 
HOLIDAYS: Work allowed on Sundays and official holidays sub- 
ject to Harbour Master's permission. 
eh sp ie ienty hm tab i Police, tel. 110; Hospital, tel. 6041; 
ire, tel. 112. 
TELEPHONES: Public telephones in harbour area. No installation 
on board. 
SERVICES: Other services available from Kiel. 
SHORE LEAVE: Permitted. 
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AUTHORITY: Stadtische Betriebe Eckernférde GmbH., 
Eckernférde, Bornbrook 1, Postfach 1440, tel. 04351-5021. 


ELSFLETH: 53.14 N. 08.28 E. 


PORT LIMITS: The seaward boundary of the port is the entrang, 
of River Hunte, vessels are considered to be arrived when alongsig, 
the berth or waiting berth, and customs formalities are completed 
DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

1 Health Certificate. 

2 Provision and Store Lists. 

1 Ship's Certificate. 
PILOTAGE: Pilotage is carried out by Weser River Pilots, 
harbour Pilot available. 
SACHORASE: No anchorage in vicinity of the harbour, see Bley» 

oads. 
RESTRICTIONS: Maximum draft in the entrance at low water) 

“20 m. 
MAX. SIZE: Max. size in daytime, length 80 m. Max. size at Night. 
time, length 60 m., draft depends on the tide. 
PRATIQUE: Pratique is given on arrival by the health officer, § 
means or fever is suspected on board it has to be reported to thy 

gent. 
RADIO: Cable Norddeich (call sign DAN) advising ETA and cass 
requirements, 
RADAR/VHF: No port radar service but river radar can be used {y 
approaching port from Weser lightvessel to Bremerhaven. VH 
Channel! 6 from Bremerhaven to Elsfleth. 
TUGS: Tugs have to be ordered from Bremen or Brake, they joi 
the vessel at River Hunte estuary. If tug lines are used there are m 
extra charges. 
BERTHING: One quay with a length of 260 m., depth alongsi 
150 m. = 5 m., and 110 m. = 4 m., one waiting berth for small vess¢ 
2 m., one private berth (Omni-Pac). 
SPECIALISED CARGO-HANDLING FACILITIES: 2 crang 
with 5 tons and 1 crane with 3 tons. Bulk cargo can be handled wit 
grabs, no other special facilities. 
BRIDGES: No bridges to reach the port, but all ships bound fy 
Oldenburg are waiting at Elsfleth for opening bridges. 
STEVEDORES: ETA has to be cabled to the agents to arrang 
gangs. Port works three shifts around the clock, including Sunda 
and holidays. 
MEDICAL: Medical service is available day and night. Hospital| 
available at Brake. 
TANKERS: No tanker berth. 
DENSITY: Fresh water. 
FRESH WATER: Delivered from the quay by hose. 
FUEL: Fuel is delivered by bunker-barges stationed in port. 
FIRE PRECAUTIONS: No fire precautions. 
CONSUL: No Consuls. 
REPAIRS: One dockyard, all ship- and engine-repairs can b 
carried out. 
DRY DOCKS: Two slipways can be used. 
SURVEYORS: Classification Societies have to be ordered from 
Bremen, surveyors available at Elsfleth. 
GANGWAY/DECK WATCHMEN: A crews' 
necessary because of strong tidal streams, 2-3 knots. 
HATCHES: Hatch-opening/closing to be carried out by crew. 
CUSTOMS ALLOWANCES: Quantity permitted for each crer 
member: 100 cigarettes, 1 bottle of spirits. 
CARGO GEAR: Loading/discharging is carried out by show 
cranes. 
REPATRIATION: Any time. Inform agent. 
AIRPORT: Airport at Bremen (50 km). Regular airlines. 
TIME: Local time: GMT plus 1 hour, 
HOLIDAYS: Cargo work can be arranged on those days. 
POLICE/AMBULANCE/FIRE: Police: Station 2263, River 237) 
Ambulance: Brake Hospital 04401-4060. Fire 2333. 
TELEPHONES: No ship-to-shore-communications. 
SHORE LEAVE: Crew members are allowed ashore with valié 
passports. 
IDENTIFICATION CARDS: No shore pass issued. 
REGULATIONS: No unusual regulations for the port. 
DEVELOPMENTS: A new private berth is under constructio 
for the distillery “Pabst & Richards”. 
GENERAL: All ships bound for Oldenburg have to do clearanc 


in port. Po 
AUTHORITY : Niedersachsisches Hafenamt Brake, Hafenmeister® 
Elsfleth. 


watchman i 


EMDEN: 53.23 N. 07.13 E. (See Plan) 


DOCUMENTS: Health Certificate: form obtainable from Riv 
Pilot and to be completed before arrival Emden locks, where it 
collected by Port Health Authorities. Crew Lists. Ship's Registé 
Slop-chest List. ; 
PILOTAGE: Compulsory. At least 12 hours prior arrival at pile 
station, vessel to radio “Emslotse Emden" indicating vessel's namé 
ETA, destination and draft. Contact pilot vessel on VHF Channel 
or MW 500 kHz or LW 2023 kHz (day-time) and 2182 kHz (night-time) 
Pilot vessel located near Wester Ems Light Buoy in appro 
position 53° 37’ N. 06° 24’ E. 
ANCHORAGE: Vessels may anchor in vicinity of pilot vessel 4 
fathoms depth. Sandy bottom. 
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TRICTIONS: Vessels drawing in excess of 26 ft. salt water 


RES for high tide to proceed to Emden proper. Tide rise 


nave to wait 


0 ft. 
se SIZE: Under normal tide conditions, vessels drawing 36-37 


a, can enter Emden directly. Vessels up to 45 ft. can be discharged 

t the unloading berth on the Ems South of Borkum. Length and 
: am restrictions imposed by locks at Emden proper: 255 m. length, 
= 38 m. width. Vessels exceeding these dimensions require prior 
permission. ; | sat 

Vessels drawing up to 45 ft. salt water can be lightened in river 
inside Isle of Borkum, by floating cranes until appropriate draft 
ache: Pratique granted immediately on arrival at locks by 
Doctor or Health official. : f 
RADIO: Cables should be despatched via Norddeich Radio (DAN). 
RADAR: Radar service on the river “Ems" from approx. position 
53° 37.5’ N. 06° 23’ E. (Westerems) or 53° 35’ N. 06° 23’ E. (Hubertgat) 
up to port entrance. The other range (Borkumradar) works on VHF 
Channel 18. Further information on this channel. ; 
TUGS: Sufficient tugs available, stationed at Emden locks, ranging 
from 790 to 3,900 h.p. 

BERTHING: Outer Harbour quay length 110 m. 

New Inner Harbour accessible through sea lock; South quay 930 
metres length; North quay 480 metres length. 

Inner Harbour includes Industry Harbour Quay. Length 300 metres; 

depth 25 ft. alongside. , bi r 
STEVEDORES: Since main commodities con sist of bulk cargoes, 
such as iron-ore, coal, coke, bauxite, no specific requirements. 
MEDICAL: Advance notice only required in urgent cases; hospital 
vailable. 
BULK HANDLING FACILITIES: Outer Harbour. Facilities on 
northern part of quay include three stationary grain elevators with 
capacities of up to 250 tons per hour and two floating elevators each 
of 250 tons per hour capacity. 

New grain silo, with 11,500 tons capacity equipped with 2 telescopic 
loading pipes. Handling capacity — 400 t/h seawards, 100 t/h. 

Inner Harbour. South Quay equipped with ten transporters of about 
15 tons lifting capacity each, and a conveyor belt system handling 
about 1,500 tons per hour, max 3,000 tons per hour. 

North quay equipped with four transporters each of 15 tons lifting 
capacity and an ore conveyor belt system handling 1,000 tons per 
hour, max. 1,400 tons per hour. 

TANKERS: Olhafen situated in Inner Harbour. Tankers up to 36 ft. 
draft discharge to Frisia Refinery. 

Slops may only be discharged at the Tank Cleaning installation 
of Rheinstahl Nordseewerke GmbH. 

The berth is equipped with two 12-in. Woodfield type loading arms 
used for receiving crudes and loading fuel oils. There is one 8-in. 
loading arm for bunkering. The average discharge rate is 3,000 t.p.h. 
DENSITY: Average density in Port 1005-1010. 

FRESH WATER: Available, supplied by barge, and alongside 
Outer Harbour Quay. 

FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: 
necessary. 

OPENING/CLOSING HATCHES: To be performed by crew. 
CUSTOMS ALLOWANCE: In Freeport and Inner Harbour no 
restrictions on board vessel for up to four weeks. Seamen going 
ashore allowed to take only 20 cigarettes each. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Swedish Consul, tel. 219 04, Dutch Consul, tel. 2 14 04. 
REPAIRS: All kinds of repairs possible. 

DRY DOCKS: Schulte & Bruns (floating dock) length 281 ft., 
width 52 ft. 6 in., lifting capacity 1,300 tons. 

Rheinstahl Nordseewerke GmbH (floating dock) length 426 ft., 
width 51 ft. 8 in., lifting capacity 3,500 tons. (Floating dock) length 
579 ft., width 88 ft. 7 in., lifting capacity 11,300 tons. (Dry dock) length 
115 ft., width 97 ft. 8 in. 

C. Cassens Schiftswerft (floating dock) length 220 ft. width 33 ft. 
lifting capacity 1,000 tons. (Floating dock) length 308 ft. width 52 ft. 
Sin,, lifting capacity 1,780 tons 
AIRPORT: Nearest airports Bremen and Hamburg, about 2-3 
hours drive from Emden. World-wide connections. Flight Emden to 

remen or Hamburg possible by air-taxi. 

TIME: GMT plus 1 hour. Permanent. 

HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Labour Day (May 1st); Ascension Day; Whit Monday (June 17th); 
Prayer Day; Christmas Day; Second Christmas Day (December 26th) 
No work on New Year's Day, Easter Sunday, Whit Sunday, May 1st 
and Christmas Day. 

POLICE AMBULANCE /FIRE: Police 110; Ambulance 23 311; 
TELEPHONES : Telephones can be placed on board if vessel 
po ray Northquay, Southquay or Rheinstah! Nordseewerke ship- 
AUTHORITY : Wasser und Schiffahrtamt, Emden. 


AGENTS : Fritzen Schiffsagentur und Bereederungs-GmbH, 
ngnunhaus, PO Box 109, Emden. Tel 04921 20011 (also after office 
ours). Telex 027821. Cables “Fritzenagent”. 


Neither compulsory nor 


FLENSBURG: 54.48 N. 09.26 E. 


DOCUMENTS: Usual for port entrance, including: 
eneral Declaration. 


Stores Lists (Bonded Stores). 


rew Lists 


| 


ee ts 


GERMANY (Federal Republic) 


2 Passenger Lists. 

EG Cargo Lists. 

Bills of Lading. 
PILOTAGE: Pilot station address: Schiffbruecke 12, tel. 2.51.50. 
At least 5 hours before arriving (3 hours before leaving port) off 
Buoy 7 in approaches contact pilot station through Kiel Radio or 
Agent. Pilot boards at Kalkgrynd beacon near Buoy 7. Pilot will 
board in all weathers if possible, otherwise pilot boat will lead 
vessel to position where Pilot can board. Advance notice necessary 
to enable pilot boat reach boarding station. Not necessary to anchor. 
Pilot boat is a former large fishing vessel with ‘‘Lotse” national 
regulations and is fitted out with VHF Channels 6, 10, 16, 25, 26, 27. 
ANCHORAGE: Just outside harbour entrance, North-east of 
Mittelgrund and West of Kielseng leading lights. Depth of water 
between 9 and 19 m. over muddy ground; same position as Quaran- 
tine Anchorage. 
RESTRICTIONS: No abnormal restrictions. No tide, level varia- 
tions depending only on the wind. 
MAX. SIZE: Vessels up to 21 ft. 6 in. draft can enter without hind- 
rance; max. size 23 ft. Beam and length unlimited. 
HEALTH: Generally free pratique for ships in the North Sea and 
Baltic Sea trade; ships coming from overseas ports pratique granted 
on arrival. Inform Pilot if any suspected diseases on board; he will 
make necessary arrangements. A valid Derating exemption Certifi- 
cate must be on board. 
RADIO: Kiel Radio, call sign DAO. Tel. (0431) 39011, telex 02-0081. 
TUGS: Harbour tugs not available. If required, Flensburger 
Schiffsbau-Gesellschaft can supply one tug 470 h.p. provided at 
least 3 hours' notice given; ship's lines are used. 
BERTHING: No particular entrance time. Pilot will have berthing 
instructions. Depths alongside power station quay 24 ft., Harnis 
Quay 21 ft. 6 in., Schiffbruek Quay 23 ft. 
STEVEDORES: Agents make all arrangements. Unloading rates 
depend on type of cargo. Bulk cargo discharge up to 120 tons per 
hour and gang. 
MEDICAL: Doctors, hospitals, ambulances available at day and 
night. 
TANKERS: Only small tankers allowed up to 1,000 grt with fuel, 
gas oil. No petroleum installations. 
DENSITY: 1015. 
FRESH WATER: Fresh water supply at all berths, delivery rate at 
about 20 cbm/h from shore hydrants. 
FUEL: Diesel available in any quantity. Fuel oil subject to 5 hours 
advance notice. 
DEVELOPMENTS: One dredger at work most time of the year. 
GANGWAY/DECK WATCHMEN: No watchman service avail- 
able. By harbour regulations at least one officer and seaman to be 
on board at all times. 
OPENING/CLOSING HATCHES: Normally by crew. Stevedores 
will perform this for additional payment. 
CUSTOMS ALLOWANCES: For consumption on _ board 
merchant vessels for each crew member and per day 40 cigarettes 
or 20 whiffs or 10 cigars or 50 gr. tobacco and 0:25 litre spirits and 
3 litre wine are duty free. If the ship stays for 3 days or longer 
allow threefold of the mentioned quantity. For shore leave 20 
cigarettes are permitted for each person only. If a crew member 
leaves the ship for at least 3 days the regulations for tourists are 
applicable. 
CARGO GEAR: International Safety Regulations followed. 6 cranes 
1-5 up to 10 tons capacity available. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Denmark, Nordergraben 19, others at Hamburg. 
REPAIRS: All ship repairs possible: outfit section with one crane, 
max. capacity 42 tons. 
FLOATING DOCK: One, with 1,500 tons lifting capacity. 
REPATRIATION: Any time possible without difficulties. 
AIRPORT: Hamburg-Fuhlsbuettel, 175 km. distant, 2-5 hours by 
train. 
TIME: GMT plus 1 hour, permanent. 
HOLIDAYS: See ‘‘Hamburg”. No work on official holidays. 
POLICE/FIRE/AMBULANCE: Police tel. 110, Fire/Ambulance 
tel. 112. 
TELEPHONES: No installation on board ships. 
SERVICES: No tank cleaning or slop disposal services. 
SHORE LEAVE: Allowed. 
AUTHORITY: Stadtwerke Flensburg, Abt. Hafenbetrieb, 2390 
Flensburg, PO Box 76. Tel. (0461) 87301. Telex 22 653 stawfi. 


HAMBURG: 53.33 N. 09.59 E. (including Altona, 
Harburg and Wilhelmsburg) (See Plan) 
DOCUMENTS: 

6 Crew Lists. 


6 Passenger Lists. 

3 Provisions and Stores Lists including Fuel Oil. 

3 Dangerous Cargo Lists. 

Health Certificates (forms obtainable from Pilot). 

General Cargo Declaration. 

Ship's Register. 
DEEP SEA PILOTAGE: See Brixham or Cherbourg. 
PILOTAGE: Pilot vessel Elbe / stationed lat. 54° 0’ N., long. 
8° 10’ 7” E. black painted, two-masted vessel, with yellow funnel 
and “Lotse” in white letters on hull. 

In bad weather, pilot boat shifts to East of Elbe II lightvessel. 

At least 12 hours before arrival at pilot station Elbe |, radio 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


“Elblotse Brunsbuttelkoog” via Norddeich Radio, giving ETA, name 
of vessel, gross tonnage, date and time Pilot required, where Pilot 
to be discharged, and freshwater draft in metres. 

Pilotage district divided into 3 areas: (1) Elbe | to Brunsbuttelkoog. 
(2) Brunsbuttelkoog to Hamburg. (3) Harbour Pilotage. Change of 
Pilots takes place at Brunsbittel and Seemannshaft. Pilotage is not 
compulsory, but advisable to use Pilots in approaches and port. 
River pilotage is charged. Inward and outward harbour pilotage 
free for vessels loading and/or unloading at Hamburg. 

Pilots can be called by international code, flag, sound, or morse 
signals, radio call-signs DBBW, DBCQ, DBBY, or DAAO. 
ANCHORAGE: Vessels awaiting Pilot may wait in vicinity of Elbe! 
lightvessel. 

Other anchorages in Neuwerk Roads, approx. position 53° 58’ N., 
8° 30’ E, and Freiburg Roads, approx. position 53° 50-7’ N., 9° 20’ E. 
Depths up to 13 metres available at Neuwerk and Freiburg Roads. 
Up to 14 metres at Brunsbuttel 
RESTRICTIONS: No restrictions on night entry. Vessels over 
32 ft. 6 in. draft are piloted to Hamburg with the tide in order to reach 
Finkenwerder pilot station one hour before high water. 

Depth of channel, 12 metres at MLW, 14:50 at MHW at Hamburg. 
MAX. SIZE: Draft 42 ft. 6 in. in fresh water. 

The following Harbours can be reached: 

Max. draft subject 


Harbour name to tide and berth At any time up to 
Dradenau Hafen 33’-42’ 6” 33’ 
Petroleum Hafen 29’-37' 29’ 
Griesenwerder Hafen 27’-35' 27’ 
Kohlenschiffhafen 23’-33' 23’ 
Waltershofer Hafen 36’—42’ 6” 30-36’ 
Kuhwerder Hafen 29’-36’ 29’ 
Obere Hafen 28’. 37’ 28’ 
Rethe Neuhof HGL 33’-42’ 6” 33’ 
Rethe Gaswerke 33’—42’ 6” 33’ 
Kattwyk Hafen 33’-42’ 6’ 33’ 
Neuhofer Hafen 33’—42’ 6” 33’ 
Rethe Hansamatex 33’-42’ 6” 33’ 
Rethe Speicher 32’-36' 32’ 
Schluisgrove Hafen 32’-37' 32’ 
Harburg 4 29’-37’ 29’ 
Harburg 3 27'-33' 27’ 
Harburg 2 30’-40° 30° 
Harburg 1 27’-34’ o7 
Kraftwerk Wedel 32’-42’ 6” 32’ 
Rethe-Kruse 33’-39° 33’ 
Blumensandhafen 33’-42’ 6” 33’ 


The max. draft is dependent on the prevailing Easterly or Westerly 
winds. 

ETA: Master's telegrams via Norddeich Radio, call sign DAN, are 
passed on to Agent 24 hours a day, week-ends and holidays 
inclusive. For this reason it is advisable that masters communicate 
with Agent via Norddeich Radio. 

In order to avoid delay and extra charges masters should cable 
their ETA at least 12 hours prior to arrival at pilot station Elbe 1 to 
“Elbelotse Brunsbitielkoog" via Norddeich Radio, stating the 
following details: 

1. Name of vessel. 

. Gross register tons. 
. Date (2 figures). 
. Time (4 figures). 
. Place where pilot is required. 
. Place of destination. 
. Draft in metres (4 figures). 
For example: 
Eta Fiordaas 41079 12 1600 Elbeone Hamburg 1214 
(1) (2) (3) (4) (5) (6) (7) 
One hour before arrival at Elbe 1 lightvessel masters are advised to 
contact the pilot cutter by VHF Channel 13 or 16. 
BRIDGES: To be passed by vessels bound for basins South of 
Kohlbrand. 


NOof@P 


max. Height above Depth at 
Situated breadth normal H.T. normal H.T. 
K6hibrand Briicke across the 
(a high-bridge, K6hibrand near 
expected ready 1974) Neuhof 558" 175’ 6” 48° 
Kattwyk Briicke across the 
(a drawbridge) Sider Elbe, 
before Harburg 328’ 168° 43’ 8” 
Retthe Bricke across the Rethe, 
(a drawbridge) near Reiherstieg 164’ 130° 4” 41’ 


ALTH: Master required complete health certificate when Pilot 
boards. Only vessels with infectious diseases are subject to 
detention. 

RADIO: All messages to Agent, etc., through Norddeich radio 
1th sign DAN. Elbe-Weser radio can be contacted by VHF Channel 
16. 

Ships reporting stations are on permanent duty at Cuxhaven (VHF 
Channel 12, safety and calling Channel 16), Brunsbiitte/ (VHF Channel 
14, safety and calling Channel 16), Stadersand (VHF Channel 11, 
safety and calling Channel 16), Hamburg (VHF Channel 12, safety 
and calling Channel 16). 

A continuous chain of radar stations is established from Elbe | to 
Hamburg (port area included) and can be contacted through radar 
stations Neuwerk Radar Radio 1 VHF Channel 18. Neuwerk Radar 
Radio 2, VHF Channel 5. Cuxhaven Radar Radio, VHF Channel 21. 
Belum Radar Radio, VHF Channel 3. Brunsbutte/ Radar Radio 1, 
VHF Channel 20. Brunsbutte/ Radar Radio 2, VHF Channel 5. Stein- 
deich Radar Radio 1, VHF Channel 22. Steindeich Radar Radio 2, 
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VHF Channel 18. Hetlingen Radar Radio, VHF Channel 21. Hamby 
Radar Radio, VHF Channels 22, 18 and 20, and Hamburg Port Rag 
VHF Channels 14 and 16. All stations are on duty 24 hours, 
Pilots at Elbe 1 VHF Channel 13. Harbour Pilots Hamburg Vy 
Channel 9. 
TUGS: Normally join incoming vessels at harbour pilot station 
Finkenwerder. Vessels’ lines usually used. If tugs lines required ‘ 
extra charge is made. 7 
STEVEDORES: Ordered by Agents, no additional ETA's requirg 
Working hours 
Monday to Friday First shift 0700 to 1500 hours 
Second shift 1500 to 2300 hours 
Third shift 2300 to 0700 hours 
First shift 0700 to 1300 hours 
Second shift 1300 to 1900 hours 
Third shift 1900 to 0100 hours 
Fourth shift 0100 to 0700 hours. 
BULK HANDLING FACILITIES: 


Saturdays, Sundays 
and holidays 


Grain Number 
Maximum of Capacity 
Draft Length elevators total/hoy 
Hamburg-Kuhwerder Hafen 34 ft. 656 ft. 600 ton; 
Hamburg-Rethe/Stroh 36 ft. 820 ft. 3 750 tong 
Hamburg-Rethe/Kruse 39 ft. 820 ft. 3 900 ton; 
Hamburg-Rethe/Macprang 36 ft. 886 ft. 10 1,100 tory 
Hamburg-Neuhof 42ft.6in. 902 ft. 3 1,000 ton 


There are also 16 Joating elevators with a capacity of 300/400 toy 
per hour. 


Max. height 
discharging ge 
Quay length Max. safe above high wate 
(feet) draft level (feet) 
Coal and Minerals: 
Hamburg-Tollerort 1640 35 ft. 80 
Hamburg-Harburg II 1968 40 ft. 66 
Coal: 
Hamburg-Grasbrook 690 33 ft.6 in. No restriction 
Hamburg-Kattwyk 820 42ft.6in. 50 
Hamburg-Strandhafen 560 36 ft.6 in. No restriction 
Hamburg-Wedel 1,050 42ft.6in. No restriction 
Fertilisers: 
Neuhof Kalikai 1,215 40 ft. 60 
Hamburger-Stahlwerke 1,542 42 ft.6in. 82 
CONTAINER HANDLING FACILITIES: 
Length Depth 
Terminal (metres) (metres) No. berths 
Burchard-Kai 1,820 14 7 (1 Ro-Ro) 
Tollerort 1,080 11 7 
Africa 900 10 6 
Euro-Kai KG aA 
Griesenw. Damm 600 11 3-5 
Shed 73 414 11 3 
Cranes: 


Abbreviations: B (Bridges), C (Cranes), MC (Mobile Cranes) 
FC (Floating Cranes). 
Burchard-Kai: 3 B at 53 t, 3B at 42 t, 1 B at 38 t, 4 C at 12-5-25{ 


8Cat3t. 
Tollerort: 1 B at 48 t, 2 Cargo-Tainer Twin-Cranes up to St 
6 C at15t, 12 C at 3-5t. 
Africa: 7 C at 33t, 11 C at 3t, 2 MC at 20 and 5t. 
Euro-Kai: 2B at 45-53 t, 4 C at 25t,5 C at 6 t, 1 MC at 12t. 
Shed 73: 8 C at 3t, 1 MC at 20t, 3 FC at 10-50 t. 
TANKERS: 
No. of berths Max. draft 
Kohifleethafen (Esso/B.P.) 2 42 ft. 6 in. 
Petroleumhafen 10 37 ft. 
Kattwyk/Shell 2 42 ft. 6 in. 
Kattwyk/Petronord 1 42 ft. 6 in. 
Blumensandshafen 1 42 ft. 6 in. 
Neuhof/Hansamatex 4 42 ft. Gin. 
Neuhof/Schindler 2 42 ft. Gin. 
Harburg IV/Esso 2 28 ft. 
1 37 ft. 
Stadersand 1 35 ft. 
Kattwyk (Mabanaft) 1 ‘ 


40 

Tanker cleaning and gas freeing facilities at Hansamatex, Sheb 
Kattwyk/Hog and some dolphin berth by boats. 

DENSITY: Brackish in port area; normal allowance 6-7 inches. 
FRESH WATER: Available from shore at most berths. Als 
supplied by barge. 

FUEL: All grades available from oil berths, or supplied by barge. 
DEVELOPMENTS: New berths are planned at Eurokai Kg. | 
berth, depth alongside 11 m.), and at Africa-Terminal (2 berths 
depth alongside 12 m.). Silo capacity for bulk cargo handled 0 
pneumatic elevators is increased up to 500,000 tons at deep wate’ 
Capacity of further 500,000 tons is available. Maximum depth for bu! 
cargo vessels 46 ft. A large central plant for bulk carriers up ® 
120,000 dwt. is to be constructed in the course of 1974/76. 

Dredging of the Lower Elbe by a further 1-5 m. to 16 m, at mee 
high tide is underway. This depth will be sufficient for fully loadé 
100/120,000 dwt. vessels, completion expected 1977. 

Port Extension Area. An industrial port area of 4,600 ha. with acces 
for large sea-going vessels up to 120,000 dwt. is under developme™ 
WATCHMEN: Can be hired for all purposes. Normally arranged! 
Agent. 

OPENING/CLOSING HATCHES: Normally by crew with tH 
assistance of stevedores; otherwise, according to charter party. 
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cuSsTOMS ALLOWANCES: No restrictions in the freeport area 
» board a ship. While not on board the ship in the freeport area or 
; tside the freeport during shore leave or temporary leaving the 
shi up to 3 days, each crew member allowed 20 cigarettes, 5 cigars 
O50 grams tobacco. These quantities change when paying off. 
CONSULS: All Maritime countries are represented by Consuls in 
HePAIRS: All deck, hull and machinery repairs can be carried out 
by local shipyards at Hamburg. or tenes repairs can be effected 
i ith special equipment. 
nay DOCKS PBlohm and iat tel. 3061 : Eight floating docks with 
jifting capacities up to 50,000 tons. Graving dock, capacity up to 


Se arrwerte Deutsche Werft, tel. 7411: Five floating docks, 
with lifting capacities up to 75,000 tons. 

Norderweft, tel. 311471: One dock, for vessels up to 2,800 tons 
dwt, and slipway for vessels up to 60 metres length. 
TIME: GMT plus one hour all year round. i 
HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Labour Day (May 1st); Ascension Day; Whit Monday; Day of 
German Hurt (June 17th); Prayer Day: Christmas Day; Boxing Day. 
No work on New Year's Day, Easter Sunday, May 1st, Whit Sunday 
and Christmas Day. 
POLICE/FIRE/AMBULANCE: Police 110; Fire 112; Ambulance 
110; Port Medical Service 321021. 
AUTHORITY: Hafendirektion, Hamburg 11, Alter Steinweg 4. 
Tel. 34 91 21. 
AGENT: Wm. H. Muller & Co., Schiffahrts-Agentur G.m.b.H., 
Spaldingstr. 160B, VII floor, 2000 Hamburg 1. Tel. 24 13 47. Telegrams 
“Batavier". Telex 2162926. 


HOLTENAU, Kiel Canal: 54.22 N. 10.09 E. 


For entrance from Baltic, refer to “Kiel”. 
For entrance from Elbe, refer to ‘‘Brunsbittel”. 


KIEL: 54.19 N. 10.10 E. (See Plan) 


DOCUMENTS: 

Stores List. 

Bills of Lading. 

Manifest. 

Crew List. 

Health Declaration. 

Derat. Certificate. 

If loading/unloading cargo, following also required: 

Ship's Stores List. 

Crew Possessions List. 

Cargo Manifest. 

Bills of Lading. 

Customs Declaration. 

Local Agents will advise Master on board regarding these Clear- 
ance Documents. 

PILOTAGE: Not compulsory for Kiel Harbour. For Kiel Canal, 
vessels over 50 grt must take a Pilot, and vessels over 2,500 grt 
must employ a steersman., Pilot station, tel. 331135. ETA required in 
advance, Pilot boat can be found near Kiel Lighthouse and also off 
the entrance to Kiel Canal. Pilot boats are yellow with “Lotse” 
painted on both sides. Signal for Pilot is flag ‘‘G'’ over numeral 
pennant 1. Pilots for Kiel Harbour also available and recommended 
if port is not familiar. 

ANCHORAGE: Safe anchorages at Kanalreede in 13 m. depth, and 
at Heikendorferbucht in 11 m. depth. 

RESTRICTIONS: Non gas-free tankers must give advance notice 
of arrival and will require chemist's certificate before entering har- 
bour area. 

Speed limit 10 knots South of line Bulk/Ehrenmal Laboe. 

MAX. SIZE: For Nordhafen and ships passing Canal, 315 m. length, 
40 m. beam, 9°50 m. draft; fresh water. Depth at harbour quays: 
Binnenhafen, 10 m.; Scheerhafen, 10:50 m. A bulk carrier of 35,000 
dwt., draft 35 ft. has discharged at Scheerhafen. 

HEALTH: If suspected infectious disease on board, inform harbour 
authorities by radio in advance. 

RADIO: Kiel Radio, call sign DAO. Tel. 39011. 

TUGS: If required tugs normally join vessel just off berth. Can be 
ordered by Kiel Radio or through Agents. 

BERTHING: No particular restrictions except for vessels in dis- 
tress, or carrying explosives or tankers not gas-free. In these cases 
Special permission of Harbour Authorities required for berthing. 

Binnenhafen : Length of quay 2,500 metres. Depths up to 10 metres. 
Six Cranes with capacity up to 24 tons, also two mobile cranes. 

There is a mobile roll-on/roll-off bridge, 18 metres wide. Maximum 
axle pressure 70 tons. 

a Sartori-Kai there is a silo with a capacity of 16,000 tons, and 
at mouth of the River Schwentine another with capacity of 17,000 tons 
and discharge rate of 80 tph. 

Oslo-Kai : The terminal is for the exclusive use of passenger and 
er cera Depth of water 7-5 metres. 

aa eaten : Length of quay 300 metres. Depth 10:3 metres. There 

‘a Wo modern high capacity cranes capable of lifting up to 10 tons. 
cant also a privately owned tanker unloading facility with storage 
dirty bellect about 70,000 cubic metres and facilities for receiving 
depo inafen : Situated in the Kiel Canal. Length of quay 2,000 metres, 
Pth 11 metres. Facilities available include a floating roll-on/roll-off 
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bridge with permissible axle pressure of 60 tons, six cranes with 
capacities up to 25 tons, a 40,000 ton silo with drying capacity of 
70 tph and two elevators with capacity 125 tph. 

MEDICAL: Doctors, hospitals, ambulances available. Advance 
notice to Agents recommended if medical assistance required. 
Vessels coming from European ports need Derat. Cert. Vessels 
from other ports need in addition International Vaccination Certi- 
ficates. 

For all cases of poisoning needing special and urgent treatment 
telephone 597 3268, Medical University Clinic, Schittenhelmstrasse. 
TANKERS: Unloading/Loading/Bunkering berths operated by 
private companies; slop discharge facilities available. 

FRESH WATER: Available at all quays. 

poder All grades available. Preferable to order in advance through 
gents. 

FIRE PRECAUTIONS: Tankers should be prepared to leave port 

at any time. To be berthed with bow heading seaward. A valid Gas- 

free Certificate given by chemist in Kiel district is required before 

entering harbour area. 

GANGWAY/DECK WATCHMEN: Not required. 

OPEN/CLOSE HATCHES: Normally by ship's crew. Can be 

arranged by stevedores if required. 

pod bh lagi ALLOWANCES: 20 cigarettes per man per day. No 

alcohol. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium tel. 532579 Norway _ tel. 731631 
Chile 5, 54457 Sweden _,, 3017/235 


REPAIRS: All types of repairs possible. 

DRY DOCKS: Floating Docks. No. 1, 1,500 tons; No. 2, 22,500 tons; 
No. 3, 3,500 tons; No. 4, 6,000 tons; No. 20, 1,700 tons. Dry Docks. 
No. 5, 749 ft. long, 95 ft. wide; No. 6, 661 ft. long, 95 ft. wide; No. 7, 
1,018 ft. long, 164 ft. wide; No. 8, 951 ft. long, 144 ft. wide. 
REPATRIATION: No restrictions. Can also be arranged in the 
locks of Kiel Canal by local Agents. Valid passports required. 
AIRPORT: At Kiel, local flights to Hamburg. Nearest international 
airport at Hamburg, about 100 km. away. 

TIME: GMT plus one hour. Permanent. 

HOLIDAYS: New Year's Day, Good Friday, Easter (two days), 
Ascension Day, Whitsun (two days), 17th June, Atonement Day, 
Christmas (two days). Work can be arranged on above holidays 
except Good Friday and Christmas Eve. 
POLICE/FIRE/AMBULANCE: Police, tel. 110, alternatively 51171; 
Ambulance, tel. 44112, alternatively 61036; Fire, tel. 112. 
TELEPHONES: Installed on wharves and Oslo quay (ferries to 
Scandinavia). Public phones near quays. 

SERVICES: All services available. 

SHORE LEAVE: Allowed. 

AUTHORITY: Hafenkapitan, Hafenamt der Stadt Kiel, tel. 9012024; 
Hafen unt Verkehrsbetriebe der Stadt Kiel, tel. 9012011/2. 


KIEL CANAL: (See Plan) 


For entrance from Baltic, refer to “Kiel”. 
For entrance from Elbe, refer to “Brunsbittel”. 


LUBECK (including Travemunde): 53.52 N. 10.40 E. 
(See Plan) 


DOCUMENTS: 

2 Crew Lists. 

1 Health Declaration. 

2 Cargo Manifests. 

2 Stores Lists. 

1 Ship's Particulars form. 

Crew Manifest. 

Bills of Lading. 

Customs Declaration. 

De-rat. Certificate. 
PILOTAGE: Compulsory for vessels over 300 grt. Pilot station 
situated at Travemunde, near foot of Nordermole. Pilots board 
vessels in anchorage area. International signals used by pilots and 
by vessels requiring a Pilot. Contact by VHF channel 20. 
RESTRICTIONS: Channel from Lubeck “A" buoy to Stadthafen 
is well lit and navigable by vessels fitted with radar in all weathers. 

Depths: from “A" buoy to Travemunde (Nordermole), 10-5 m.; 
from Nordermole to Siechenbucht, 10-0 m.; channel to NWK power 
station, 9:5 m.; channel to Stadthafen 8-5 metres. The river Trave 
narrows from 130 m. at seaward end to 90 m. at Stadthafen. 
MAX. SIZE: Dependent on berth depth and approaches. Vessels 
up to 14,000 dwt. can reach Stadthafen. Also see ‘‘Restrictions”. 
HEALTH: Radio pratique possible. Pilot will ask Master to complete 
Health Declaration. 
RADIO: Lubeck Radio, VHF Channel 27. Harbour Radio service 
used by pilots, tugs, and other vessels. 
TUGS: Available and compulsory for vessels navigating river above 
Herrenbrucke: 2,000 up to 2,500 grt, one tug required; over 2,500 
GRT or 6 m. draft, two tugs required. 
BRIDGE: Herrenbrucke is 60 m. wide and 22 m. above water level. 
Can be opened for vessels requiring higher clearance. 
MEDICAL: All facilities available. Hospital near docks at Trave- 
munde, and at Lubeck. 
BERTHING: 

Travemunde: Passenger ferry harbour. North side river berths | 
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and Il, 10 m. depth; Kaiserbrucke, 100 m. length, 10 m. depth; 
Ostpreussen, 190 m. length, 10 m. depth; Prival (South side), 180 m. 
length, 7m. depth. 5 herths for roll-or/roll-off and passenger traffic 
each 140 m. length, 7 m. depth. 

Six berths with railway connection under construction, 

Industriehafen : depth alongside, 7:8 m. 

N.W.K. Power Station: depth alongside, 9:5 m. 

Stadthafen: 27 km. from sea. Total length of quays 7-6 km. The 
harbour depth is 8-5 metres. 

Elbe Lubeck Canal: navigable by barges up to 1,000 tons. 
FRESH WATER: Available by barge at any location. 
FUEL: All grades of bunker oil and coal available. 
CONSULS: 

Denmark, Norway, Austria, Sweden. 
REPAIRS: Several shipyards available for deck and engine repairs. 
DRY DOCKS: Floating docks for vessels up to 7,500 tons. 
REPATRIATION: All facilities available. 
TIME: GMT plus one hour. 
HOLIDAYS: 1st January, Good Friday, Easter Sunday, Easter 
Monday, 1st May, Ascension Day, Whit Sunday, Whit Monday, 17th 
June, Atonement Day, Christmas Day, Boxing Day. 
POLICE: Lubeck River Police, tel. 334 40; Travemunde River Police, 
tel. 5025. 
TELEPHONES: Ship telephone connections at all main wharves. 
SHORE LEAVE: Allowed. 
AUTHORITY: Port Capt. Lubeck, Untertrave 14/15. Tel. 7041 9434, 


NORDENHAM: 53.29 N. 08.29 E. (see also Bremen 
and Bremerhaven) 


DOCUMENTS: 

Cargo Papers & Ship's Certificate. 

3 Stores Lists. 

3 Crew Lists. 

2 Personal Manifests. 

Derat Certificate. 

PILOTAGE: Pilot boards off the Weser Light Vessel. Docking 
Pilot will board off Bremerhaven. 
ANCHORAGE: Sea anchorage off Weser lightvessel or the 
Hoheweg Light. Max. draft 30 ft. River anchorage for vessels with a 
draft of 20 ft. off Blexen, 1 mile above Bremerhaven. 
RESTRICTIONS: No restriction on night entry except vessels 
with a draft exceeding 38 ft. Vessels with a draft exceeding 32 ft. 
will be controlled by tidal conditions. Controlling depth in channel 11 
oa MLW. In the port 9 metres to 12 metres at MLW (Midgard 
ier). 
MAX. SIZE: Midgard Pier: (a) Bulk cargo berth, length 850 ft. 
beam 120 ft., draft 42 ft. 

(b) Oil berth No. 1 (combined with Southern part of ‘a'), max. 
length 850 ft., beam 120 ft., draft 40 ft. 

(c) Oil berth No. 2, max. draft 32 ft. 

(d) Granary, max. length 690 ft., beam 80 ft., draft 38 ft. 

Guanowerk, max. length 550 ft., max. draft 30 ft. 

Preussag, max. length 550 ft., draft 27 ft. 

Asbestos wharf: Max. length 820 ft. (250 metres) up to a draft of 
40 ft. at MLW. 

Also see “Tankers”. 

HEALTH: Pratique granted immediately on arrival in port by 
Health Official. 

RADIO: Norddeich Radio Dan or Elbe Weser Radio (VHF 
Channel 16). 

RADAR: No port radar available. Radar for entrance see Bremer- 
haven. 

TUGS: Ample available from Bremerhaven. Tug's lines used. 
BERTHING: All piers are open to river; total length of Midgard 
Pier 110 metres — for details see ‘Max. size". Midgard Pier is the 
official cargo-handling place. 

The following industrial works and companies within the port 
area of Nordenham possess a berth each for sea-going vessels 
which serve only their private supplies and requirements. These 
berths are situated North of Midgard Pier. 

1. Norddeutsche Seekabelwerke Aktiengesekkschaft, (production 

of cables) 

2. Felten & Guilleaume Schsltanlagen GmbH (production of 

electric appliances, motors, etc. 


3. Preussag Aktiengesellschaft (s.a.) (production of lead, zinc) 

4. Guano-Werke Aktiengesellschaft (s.a.) (production of fertili- 
sers) 

5. Erdolwerke Frisia Aktiengesellschaft (tanks for the storage of 
mineral oils) 

6. Vereinigte Flugtechnische Werke GmbH (production of air- 
planes) 

7. 

8 


. Asbestos Corporation GmbH (production of asbestos) 
. Weser Tanklager Gesellschaft mbH (storage of mineral oils, 
bunker oil station of BP) 
Connections: Gas oil 28", fuel 1x8". 
9. Titangesellschaft mbH (production of titandioxide) 
Asbestos Wharf; Length 210 metres. Extra mooring dolphins North 
and South of wharf 50 metres from each end of wharf. Depth along- 
side 12:5 metres at MLW. One grab crane for discharge of asbestos 
minerals into conveyor system of factory. 
SPECIAL CARGO HANDLING FACILITIES: 
Midgard Pier: 
No. 1. Bulk cargo berth for discharging and loading bridges with 
alifting capacity of 20 tons each. 1 bridge capacity 6 tons. 
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No. 2. Oil berth. 3 pipe-lines 10 to 12 in. diameter for fuel, 
diesel oil and gas oil. No shore steam or facilities | 
dirty ballast available. 

No. 3. aie 3 elevators with a total capacity of 500 tons» 

our. 
STEVEDORES: 24 hours' notice required. Notice required Frig 
morning for week-end work. 
1st shift: 0600-1400. 
2nd shift: 1400-2200. 
3rd shift: 2200-0600 (overtime). 
on Saturdays: (grain and other bulk cargoes). 
1st shift: 0600-1400. 
2nd shift: 1400-2200 (overtime). 
3rd shift: 2200-0600 (overtime). 
MEDICAL: Hospital available; advance notice only require 
urgent cases. 
TANKERS: Diameter of lines 8 in. 

Shell Berth; Max. size 34 ft. 

Weser Tankerlager: Max. size 200 m., length. 32ft draft at L.W 
T-shaped mooring lines attached to pontoons fore and aft, mig 
lines are attached to the shore. Length of lines 100 m. 
DENSITY: Average density of water 1005-1012. 

FRESH WATER: Fresh water available at a rate of 15 tons» 

hour per hose price 2 DM. per ton. 

dba All grades available; delivery by barge; 2 days’ notice; 

quired. 

FIRE PRECAUTIONS: Special regulations for vessels loading, 
discharging explosives. 

CONSULS: See "Bremerhaven". 

REPAIRS: Minor repairs can be carried out. Ample facilities 
major repairs at Bremerhaven. 

DRY DOCKS SURVEYORS: See "Bremerhaven" or “Bremer 

WATCHMEN: Not necessary but available if required by Masiy 

OPENING/CLOSING HATCHES: Normally by crew but if; 

stevedores extra charges will apply. 

CUSTOMS ALLOWANCE: Each crew member 200 cigarettes; 

30 cigars or 30 grammes of tobacco and 1 bottle of spirits fy 

running period of 3 days. 

CARGO GEAR: In most cases loading and discharging is effec 

Ht shore gear. Special equipment can be ordered from Brem 
aven. 

REPATRIATION: Possible by air via Bremen or Hamburg. 

AIRPORT: Bremen, distance 70 km., 1 hour by car. Hamby 

200 km., 3 hours by car. 

POLICE/AMBULANCE/FIRE: 

Fire 112. 

TELEPHONES: Available upon request. 

SHORE LEAVE: Permitted. 

IDENTIFICATION CARDS: Are not issued. 

REGULATIONS: Port regulations for the Midgard Pier include 

special regulations for handling of explosives. 

DELAYS: None except waiting for high tide (see restrictions). 

AUTHORITIES: Asbestos Corporation, GmbH., 2890 Nord 

ham 21, Postfach 58. Cables ‘Asbestos. Tel. 04731/3631. Te: 

238312 ACGNH. 

"Midgard" Deutsche Seeverkehrs-Aktiengesellschaft, 289 Nord 
ham, Postfach 98 und 113. Cables, Midgard Nordenham. 

And others. 


Police 110; Ambulance 2% 


STADERSAND: 53.37 N. 09.32 E. 


Oil Terminal in Elbe River operated by Hamburger Mineralolwerke 
DOCUMENTS: 

3 Crew Lists. 

3 Personal Effects Lists. 

3 Stores Lists. 

Cargo Documents. 

Ship's Register. 
PILOTAGE: As for Hamburg. 
RESTRICTIONS: Draft calculated by adding 31 ft. to height oft 
and allowing 3 ft. keel clearance. 
MAX. SIZE: Length up to 600 ft. 
RADIO: Norddeich Radio call sign DAN. 
HEALTH: Health Certificate brought on board by River Pilot® 
Master to complete. 
TUGS: Available. Meets vessel off the berth. 
BERTHING: One tanker berth at T-head jetty. 
DENSITY: Brackish. 
FRESH WATER: Only obtainable by barge from Hamburg. Me 
mum quantity supplied is 200 tons. 
FUEL: Only obtainable by barge. 
CUSTOMS ALLOWANCES: 100 cigarettes and 1 bottle w” 
spirits per man. 
CONSULS AND GENERAL INFORMATION: Refer to “He 
burg”. 
AGENT: See “Hamburg”. 


WILHELMSHAVEN: 53.31 N. 08.10 E. (See Plan) 


DOCUMENTS: 
Oil Port 6 Crew Lists. 

1 Health Declaration (form supplied by Pilot) 

Derat Exemption Certificate. 

Passports/Seamen's Books. 


Vaccination List. 
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2 Crew Lists. 

1 Health Declaration. 

2 Cargo Manifests. 

2 Stores Lists. 

1 Ship's Particulars Form. 

PILOTAGE: Jade pilot boats are two-masted and have | yellow 
fynnels with black tops; the black hull has white inscription Lotse 

» both sides. By day flag “H" of international code is flown; by 
5 lights prescribed by international regulations. 
night, the lights p : 

Pilot vessel stationed at mouth of Weser. To call Pilot for dade, in 
addition to International Code signals the signal “J” is hoisted by 
day or flashed by Morse lamp at night. The same signal can be made 
on whistle in bad visibility. In bad weather pilot vessel may retire to 
Roten Sand (Weser River), near the light-buoy "6". 5 

ETA required 24 hours prior arrival at pilot station. Pilot vessel 
transmits and receives on VHF Channel 16. ‘ 
ANCHORAGE: A deep-water mooring for large tankers lies South 
of the lightvessel “Deutche Bucht". Ships which are waiting fora 
Pilot may anchor for a short while by the “Weser” lightship. 

Quarantine anchorage, and tanker lightening at Schillig Roads. 
Vessels waiting for a berth and with max. draft not exceeding 41 ft, 
may anchor at Wilhelmshaven North Roads. Vessels with draft 
exceeding 41 ft. must anchor near the tanker anchorage Schillig 
where the depth is at least 45 ft. 

Vessels must report at the beginning of the area-way Jade River 
to radio station “dade Area Radio” on Channel 18 VHF. The area 
station will give information about movements. 

RESTRICTIONS: No restrictions on night entry. Vessels 
draft exceeding 45 ft., will be controlled by tidal conditions. 

The lock opening times for No. 4 dock are announced in daily 
maritime bulletins. 

Dock No. 4, dimensions of lock: 390 m. long, 57 m. wide and depth 

of 11:47 m. MLW. However, only smaller vessels use dock harbour as 
bollards for mooring larger ships not yet available. 
MAX. SIZE: Max. draft for tankers, 61-5 ft. No length limit. Vessels 
over 70,000 dwt. berth at piers | and II at the end of flood tide, other 
tankers at any time. At pier III, tankers larger than 30,000 dwt. berth 
on the flood tide. 

Tankers up to 250,000 dwt. are able to berth at Pier 4 at high water. 
HEALTH: Radio pratique possible. Sea Pilot will hand Health 
Declaration to Master. If one of the questions is answered “Yes", 
Pilot will advise port Health Officer. A valid derat. exemption must 
be produced, 

RADIO: Norddeich Radio, call sign DAN. Elbe-Weser Radio can 
be contacted by VHF Channel 16. 

TUGS: Compulsory. Tankers normally require 4 tugs of minimum 
1,500 h.p. for berthing. Tugs meet tankers at anchorage near buoy R. 
Only tug lines are used, charge inclusive. 

TANKER BERTHS: Berth Nos. 1 & 2 are equipped with 4 hoses, 
each 12 in. diameter. Berth No. 3 with 3 hoses of 12 in. diameter. 

Shore steam not available. There are no facilities for dirty ballast 
seepeal ashore. Berth No. 4 for tankers up to 255,000 dwt. in depth 
of 69 ft. 

BRIDGES: Three swing bridges affect entering dock harbour; 
these are opened to coincide with lock opening times. 
STEVEDORES: 24 hours notice required. Bulk cargo discharge 
rate about 150 tons per hour. 

MEDICAL: All medical facilities available. 

FRESH WATER: Available by pipe-line. 

FUEL: All grades available. Two days notice required. 
GANGWAY/DECK WATCHMEN: Shore watchman 
mended to attend telephone. 

OPENING/CLOSING i‘ ATCHES: Usually by ship's crew. 
CUSTOMS ALLOWANCES: Oil port is Customs free port. In 
dock harbour each man allowed 5 cigars or 40 cigarettes, or 50 
grams tobacco and 50 pieces of cigarette paper; one unopened 
bottle wine/spirits. 

DEVELOPMENTS: North of the oil berths, work on the first stage 
of the Lower Saxony project commenced mid-1972. The first stage 
includes a jetty of 1,283 metres length and discharge berth 300 metres 
length, with depth alongside of 15 metres below datum, suitable for 
shipsto 80,000 dwt. This berthis for Swiss Aluminium AG (Alusuisse) 
and in addition a public berth for bulk goods ofall kinds is scheduled. 

A mineral oil berth is to be provided 2:3 miles North of the Nieder- 
Sachen Bridge directly off the Jade shipping lane. The berth will 
be able to accommodate 2 tankers, one each side. 

A lay-by waiting berth for tankers up to 250,000 dwt., length of 
berth 470 m, with a depth of 21 m. above datum. 

_ An inner waiting-area for tankers of draft 12-50 m. and 30,000 dwt. 
Ps under construction. Approximately 900 m. inland a berth with 
— on both sides for discharge of refinery products is to be 


The extension of the Jade waterway for vessels up to 20 m. draft 
onreted, 

iquid gas terminal in the Jade deep channel is planned. 
IDENTIFICATION CARDS: Required in oil port. 2 
Ree SULS: Denmark tel. 26026. Sweden tel. 26266. 

AIRS: Facilities available for all deck and engine repairs. 
pes affecting main engine or steering gear intended to be carried 
ut at the berths or at Wilhelmshaven anchorage, must be authorised 
ene and Port Authorities, when sufficient security tugs will be 
foe to stand by. No charge for tugs if ordered before arrival. 
aan for repairs depends on prevailing weather conditions 

ay ou be requested before arrival. 
Ms DOCKS: Floating docks for vessels of 8,000 and 1,000 tons 
Rep cttely. One small dry dock 50 m. by 10 m. by 2:8 m. 
ATRIATION: All facilities available. 


Harbour Docks 


recom- 


ee 


GHANA 


AIRPORT: Nearest international airport at Bremen, distance 102 km. 
TIME:GMT plus one hour. Permanent. 

HOLIDAYS: Not observed in oil port. 1st January; Good Friday; 
Easter Sunday; Easter Monday; 1st May; Ascension Day; Whit Sun- 
day; Whit Monday; 17th June; Atonement Day; Christmas Day; 
Boxing Day. Work may be arranged on Easter Monday, Ascension 
Day, Whit Monday and Boxing Day. 
POLICE/AMBULANCE/FIRE: Oj! Port: Police 61254; Fire/ Ambu- 
lance 621. Dock Harbour: Police 26101; Fire/Ambulance 26121. 
TELEPHONES: May be placed on board all tankers in oil port. At 
some locations in dock harbour, installation by Post Office, who 
require two days notice. 

SERVICES: All services available including tank-cleaning, diving, 
compass adjusting, etc. 

SHORE LEAVE: Allowed. 

AUTHORITY: Wasser und Schiffahrtsamt Wilhelmshaven, 
Hafenverwaltung Wilhelmshaven, Mozartstr. 32. Tel. 26311. 


Ghana 


TAKORADI: 04.53 N. 01.45 W. (See Plan) 


DOCUMENTS: 

2 Stores Lists. 

2 Lists Crew Personal Effects. 

1 Bill of Health. 

6 Crew Lists with dates smallpox and yellow fever inoculations. 

6 Passenger Lists or ‘‘Negative”’. 

6 Vessel's Itinerary Lists. 

1 Freighted Cargo Manifest. 

1 Unfreighted Cargo Manifest. 

1 set Bills of Lading. 

Clearance from Last port. 
PILOTAGE: Compulsory for berthing alongside. Pilot boards at 
port limits. International code signals used. 
ANCHORAGE: Vessels may anchor outside the harbour without 
Pilot. Depth at moorings 22 ft. to 35 ft. 
RESTRICTIONS: Depth at harbour entrance 35 ft. MLW. 
MAX SIZE: Up to 28 ft. draft for berthing alongside. Up to 33 ft. at 
buoys. 
HEALTH: All crew require valid certificates of vaccination against 
smallpox and yellow fever, which are inspected on arrival when 
vessel boarded by Port Health Inspector. In case of suspected 
disease or fever on board, Agent should be notified details in 
advance by radio. 
TUGS: Tug assistance is compulsory, to be ordered through Signal 
Station. Three tugs available, two of 1,350 h.p., and one of 850 h.p. 
BERTHING: Additional coir springs from shore required at all 
berths. 


Berth Max. length vessel max. draft 
Manganese Wharf 520 ft. 28 ft. 
No. 2 Wharf 550 ft. 26 ft. 
No. 3 Wharf 500 ft. 28 ft. 6 in. 
No. 4 Wharf 600 ft. 28 ft. 
No. 5 Wharf 270 ft. 28 ft. 
No. 6 Wharf 500 ft. 29 ft. 
Bauxite Wharf 505 ft. 32 ft. 
Coal Wharf 250 ft. 14 ft. 


In addition, there are nine buoy moorings in depths of 22 to 35 ft. 
of water. 

TANKERS: Oil tankers moor on the North side of Lee breakwater. 
One berth suitable for ships of 600 ft. length, draft 29 ft. 
STEVEDORES: Normal working hours: weekdays 0700 to 1200 
and 1400 to 1700. Saturdays 0700 to 1200. 

Gangs required for Sunday work should be ordered before 1130 
previous day. For weekday work, gangs should be ordered before 
1500 previous day. 

GANGWAY/DECK WATCHMEN: Available, to be utilised on 
all ships by compulsion for security reasons. 

SHORE LEAVE: Shore pass required from Immigration. Bathing 
in harbour is prohibited. 

FRESH WATER: Good quality water available at all berths and 
from two 200-ton water barges. 

FUEL: Diesel oil and fuel available at four main wharf berths and at 
the oil berth. 

REPAIRS: Minor repairs can be effected, slipway for vessels up 
to 500 tons. Small drydock for vessels up to 100 ft. length. 
AIRPORT: Situated 2 miles from the port. 

TIME: GMT, no alterations during the year. 

AUTHORITY: Ghana Railway and Ports Administration, PO 
Box 251, Takoradi. 


AGENT: Scanship (Ghana) Ltd., PO Box 329 Takoradi. Tel. 35.31. 
Cables ‘‘Scanship Takoradi"”, Telex 2181 Accra. 


TEMA: 05.38 N. 00.01 E. (See Plan) 


DOCUMENTS: Arrival 
2 copies List of Stores. 
2 copies Crew Declaration Forms. 
1 Bill of Health. 
6 Crew Lists with vaccinations lists for smallpox and yellow fever. 
6 copies of Passenger List (or ‘‘nil" pass. list). 
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Valid certificates for smallpox, cholera and yellow fever vaccina- 

tions. 

6 lists of Ports of Call. 

2 Freighted Cargo Manifest. 

7 Unfreighted Cargo Manifest. 

1 B/L's set. 

Port clearance from Last Port. 

Departure — Port clearance visaed by customs. 

PILOTAGE: For Main Harbour pilotage compulsory for all vessels 
of more than 100 net tonnage, when arriving or leaving harbour, or 
shifting berth, but for both Fishing Harbours obtainable on request. 

Time of pilotage as follows: for Main Harbour: 

(a) Dry cargo vessels: arrivals 0600-1800, departure 0600-2300 hrs. 

(b) Tankers; arrivals daylight only; sailings 0600 to 2300 hrs. 

(c) Valco-carriers: all handling, during daylight only. 

For fishing harbours: during daylight only. 

Vessels arriving or wishing to enter harbour must await Pilot 
between E. and S.W. off Fairway light-buoy, up to 14 miles distance. 
Ships embarked by Pilots from 0600, according to time of arrival 
Quarantine Anchorage. 
ANCHORAGES: Good anchorage, } to 2 miles from E.N.E. to S.W. 
off main entrance with depth 30 to 60 ft., with good holding ground. 
Eastern area of anchorage is more comfortable, without additional 
swell reflected from main breakwater. 
TIDES: Maximal tides rise 6 ft. 2 in., minimal tides rise 3 ft. 
PREVAILING WINDS: Light to fresh breeze from W. and S.W. 
during all year, except December to February when N.E. Harmathan 
is dominating with poor visibility. Dangerous winds are tornados 
from East, May to July, but occasionally isolated tornados are to 
be expected from January to December. There is a swell in harbour, 
especially after tornados, when lying alongside the berths. 
HARBOUR: Harbour consists of three basins: 

(a) The large basin of Main Harbour, formed by Main Breakwater 

6,250 ft. long, and Lee Breakwater 3,650 ft. long. 

(b) Outer Fishing Harbour, East of Lee Breakwater. 

(c) Inner Fishing Harbour on Northern side of former one. 

Entrance to Main Harbour 800 ft. wide and together with the 
approaches has minimal depth of 35 ft. (Admiralty Chart Datum to 
which all depths refer). Ships entering Harbour 2-3 cables before 
entrance roll heavily, up to 4-8° during some seasons. Ship's deeper 
than 30 ft. enter only during high tide with maximum possible draft 
limit 32 ft. during neap tide. Bottom of harbour consists of sand and 
mud, with frequent hard rocky ground. Depth increases in direction 
of Main Breakwater. Two pairs of mooring buoys in depth of 34-36 ft. 
Inside harbour, alongside Lee Breakwater is an Oil-wharf for tankers 
with depth of 34 ft. 

TUGS: Use of one tug compulsory for all ships over 2,000 grt and 
2 tugs over 5,000 grt (but at pilot's option), and 2 tugs compulsory 
for tankers and Valco-carriers. 2 Diesel Tugs 1300 H.P. and 2 Steam 
Tugs 850 h.p. in Service. Two tugs available for duty between 0600 
and 2100, otherwise one tug. Tug's wires to be used. 

BERTHING: Alongside the berths, the draft limits are as follows: 


Berth No.1 31’ 6 Berth No. 8 24’ 9” 
Berth No.2 28’ 6” Berth No. 9 25’ 0°” 
Berth No.3 24’ 0" Berth No. 10 24’ 6” 
Berth No.4 25’ 9” Berth No. 11 25’ 0” 
Berth No.5 25’ 6” Berth No. 12 25’ 6” 
Berth No.6 24’ 6” Oil Wharf 32’ 0” 
Berth No.7 26’ 0” Valco-Berth 31’ 6” 


Berths No. 6 and 7 for loading cocoa-beans equipped with four 
high-speed conveyers, transporting bags directly to ship's hold, 
from 4 cocoa sheds (totalling 2,400,000 cubic ft.) situated at Westerly 
corner of harbour. 

Usually ships moor starboard side to berths No. 1, 2, 6-9 and port- 
side to berths No. 3, 4, 5, 10-12. 

SPECIALISED CARGO HANDLING FACILITIES: Three 
special berths for bulk cargoes only: Berth No. 10 for grain only. 
It is equipped with one elevator for sucking/discharging. 

Valco Berth for handling bulk cargoes such as alumina, pitch/coke 
and aluminium flouride. It is also equipped with two elevators for 
sucking/discharging. 

Berth No. 8 is partly meant for pumping/discharging of liquid/bulk 
chemicals such as tallow and alicane. 

STEVEDORES: Available. Dry cargo is handled from 0730 to 
1230 and from 1400 to 1700 on normal working hours, and overtime 
after 1700 to 2000 (for finishing ships 2030) and on Saturdays p.m., 
Sundays and holidays. Oil-Wharf and Valco-Berth are working 
around the clock. 

TANKERS: Tankers always moored starboard side to dolphins, 
and ropes to breakwater and bow-buoys. Crude oil pumped to 
refinery, by ships pumps, a distance of 18,000 ft. 

North ef Oil Wharf about 2 cables on same breakwater is Valco 
Berth for discharging of bulk materials for ‘Valco” aluminium 
smelter (mostly alumina). Narrow channel 250 ft. wide leads to berth 
with depth 33 ft. 6 in. 

FRESH WATER: Water pipes alongside all wharves, and under 
state's sanitary control. Rate of supply 50 tons/hr. 

FUEL: Fuel and diesel-oils available by tanker-trucks only. No coal- 
bunkers available. 

REPAIRS: Good marine-workshop. 

DRY DOCKS: Dry dock 350 ft. long, 44 ft. wide on the gate, and 
with depth of 16 ft. 9 in. Also there is one slip with capacity 160 tons, 
and one 20 tons. Diving pontoon fully equipped, and with 3 divers 
and crane 10 tons. Graving dock 910 ft. long with necessary facilities. 
GENERAL: Recommended to send ETA message at least 24 hours 
in advance. Essential that ETA message reaches Agent's office 
before 1430 Monday-Thursday or before 1000 Friday for weekends 
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because of booking of gangs. Ships from Abidjan should also se 
48 hours ETA message. 

AUTHORITY: See Takoradi. 

AGENT: Scanship (Ghana) Ltd., PO Box 64 Tema. Tel. 26.51 » 
26.79. Cables ‘Scanship Tema”. Telex 2181 Accra. 


Gibraltar 


GIBRALTAR: 36.08 N. 05.22 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Passengers Lists. 

Arrival Report, to be completed when receiving Pratique. 

International Maritime Declaration of Health. 

Ship's Register. 

Loading Line Certificate. 

Deratisation Certificate. 

Ship's Articles. 

PILOTAGE: Pilotage compulsory when berthing alongside 
advisable have Pilot for anchoring in bay. Give notice of arry 
through Agents 24 hrs. in advance giving maximum draft. Ship 
approach off Detached Mole where Pilot (available day and nigh 
boards vessel when entering bay. In bad weather Pilot prefers bow 
off Northern entrance of North Mole. Pilot boat painted black a& 
flies international Pilot flag. To call Pilot, sound and fly flag "¢ 
or call Gibraltar Port on VHF Channel 16 and pass message» 
Channel 12. 

BERTHING: Berths alongside are normally limited to 31 ft. 6in Dee 
drafts may be accommodated for short durations of stay on aha 
tide basis. Masters required to advise ship's draft when giving ET; 
Cruise ships are berthed alongside free of berthing charge. 

Ships calling for bunkers and/or fresh water and not conductix 

operations involving passengers or cargo are not required to » 
berthing charges providing the stay alongside does not exces 
8 hours in addition to the bunkering/water period. 
ANCHORAGES: In open bay, good safe anchorage, depths vw 
from 5 to 40 fathoms. Vessels normally anchor in area West a 
North of North Mole. 
RESTRICTIONS: Note: British waters in the Bay of Gibrab 
extend to the Median Line drawn in accordance with the 1958 Gener 
Convention on the Territorial Sea and Contiguous Zone (ss 
Admiralty Chart D 1448). However, part of those waters, lying Not 
of 3 Qk. fl. buoys, are considered by the Spanish authorities tod 
within the limits of the Port of Algeciras/La Linea (Spanish Notices 
Mariners 49/1563/67 of 9 December 1967), and the Spanish authority 
have claimed Spanish port dues in respect of vessels anchoriy 
between the Median Line and the line of buoys. 

The waters in dispute form only a small part of the anchorage 
available to shipping calling at Gibraltar. 
ag SIZE: If anchoring in bay, any size. Maximum draft alongsié 
31 ft. 6 in. 

HEALTH: 

Vessels are usually boarded by Port Authorities off the Souther 
end of the detached Mole; if everything found satisfactory Prati 
is granted immediately. Masters should advise Agents by radi 
before arrival of any illness on board so that Port Doctor may bow 
vessel with Port Authorities. 

RADIO: Gibraltar Radio, call sign ZDK. 

VHF. Communicate with Port Authorities by VHF internation 
calling Channel 16, pass message on Channel 12 (24 hrs. service) 
TUGS: When required for berthing alongside, tugs meet vess# 
off Mole. Ship's ropes used. 

CARGO HANDLING: Port is able to accept containers that c 
be discharged by ship's equipment. One berth, for use by ships¥ 
to 28 ft. draft, has a fixed concrete stern landing ramp. Height! 
ramp above water level varies from 9 to 13ft. according to tide. T® 
is available for use in conjunction with ship's own stern ramp ft 
roll-on/roll-off traffic. 

STEVEDORES: Agents automatically advise stevedoring comps 
on receipt of ETA from ship. 

MEDICAL: Masters should advise Agents when giving ETA’ 
medical attention is required on board. Adequate hospital treatme 
available. 

TANKERS: Maximum draft at discharging berths 31 ft. Diamet 
of discharging lines 14 in. fuel oil, 10in. diesel oil and gas oil. 
DENSITY: 1025. 

FRESH WATER: Available at Mole from pipe lines, delivery @ 
60/80 tons hourly. Water can also be delivered at anchorage fr 
barge, delivery rate 40/50 tons hourly. 

FUEL: Fuel available any time day or night. All grades available 
GANGWAY/DECK WATCHMAN: Not necessary. 
OPENING/CLOSING HATCHES: Normally effected by ster 
dores. 

CUSTOMS ALLOWANCES: No restriction whilst on bos® 
Crew members may bring ashore small quantity for their immedi#? 
personal use. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 

Belgium Tel. 3288 Netherlands Tel. 5968 
Denmark ,, 2151 Norway » 4352 
France » 4830 Portugal » 5330 
Greece » 2956 Sweden » 2151 
Italy » 3053 Venezuela » 3509 
Israel » 5955 Finland » 3113 
Liberia » 4312 
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: Deck and engine repairs possible. Underwater opera- 
REA ading repairs and cleaning of vessel's hull. } 

RY DOCKS: Four dry docks (Admiralty) available subject Naval 
yirements. Largest 871 ft. 125 ft., smallest 260 ft. x 46 ft. 
REPATRIATION: Facilities exist for repatriating craw members. 
RIRPORT: Daily regular flights to London. Distance to airport 


If mile. ; 
ee! summer Time is kept all the year round, that is GMT plus 


HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Commonwealth Day (24th May); Spring Bank Holiday; Summer Bank 
Holiday; Queen's Birthday; Christmas Day; Boxing Day. Cargo work 
can be effected at overtime rates on these holidays except on Good 
Friday and Christmas Day when no cargo work is carried out. 
Bunkering is effected on any of these holidays without any extra 
charge except on Good Friday and Christmas Day when a surcharge 


SLICE AMBULANCE/FIRE: Police and Ambulance 3434; Fire 


TELEPHONES: No arrangements exist for placing telephones on 
board at normal berths. Telephones can be placed on vessels under 
repairatthe Detached Mole, through Admiralty Telephone Exchange, 
cost about £10. : 

GENERAL: Advisable that vessels calling for bunkers and only 
stopping in port for few hours should radio their requirements prior 
to arrival to ensure avoiding delay. 

AUTHORITY: Captain of the Port, Waterport Wharf, Tel. 2254. 
Cable: “Gibport”. 

AGENT: Lambert Brothers (Gibraltar) Ltd., 2/4 Irish Place. Tel. 
address “Lambert-Gibraltar". Tel. 4373, 3288; Telex 222. Ship's 
Agents, Insurance Agents, Travel Agents. 


Greece 


AGHIOS NIKOLAOS (St. Nikolo-St. Nicholas) 
POROS BAY, Crete: 35.13 N. 25.43 E. 


DOCUMENTS: 

4 Crew Lists. 

2 Passenger Lists. 

1 Cargo Manifest. 

1 Spares List. 

1 Stores List. 

1 list Crew Personal Effects. 

Maritime Health Declaration. 

1 Provisions List. 
PILOTAGE: Not compulsory. No pilot station. Private Pilot (G. 
Mamidakis Co., tel. 593) who can be used if needed. Area of Pilot's 
boarding is N.E. or S.E. of Aghioi Pandes Islet, depending weather 
conditions. Anchorage waiting place in same area. Call Pilot with 
signal “G". 
ANCHORAGES: (a) Harbour of St. Nicholas and/or cove of St. 
Nicholas. Depth 5/17 metres. (b) Poros Bay depth 27-35 metres, 
(c) N.E. and S.E. of Aghioi Pandes Islet depths 9-30 metres, and 
15-40 metres respectively. 
RESTRICTIONS: Care to be taken off N. entrance to port owing 
to rocky shoals, depth 5 metres. Entrance from the S.W. is free of 
obstructions. 
MAX. SIZE: Vessels of up to 100 m. length and 11 metres draft can 
enter the port. At oil bunkering installation outside the port, vessels 
of any size can be accommodated. 
HEALTH: If from another Greek port free pratique is automatic 
and access to and from vessel granted on permission of Port Author- 
ities. Port doctor visits all other vessels. 
RADIO: No local radio station. Cables to Agent or port authority 
through Athinai Radio. 
TUGS: None, 
BERTHING: Berthing position designated by port authority. 
STEVEDORES: 23 permanent port stevedores available, but 
further 20 men can be engaged. Cargo worked by vessel’s own gear. 
MEDICAL: No advance notice of medical attendance required. 
Medical attention by town doctors available. Government hospital 
with all facilities. 
TANKERS: No tanker berths. Vessels moor to buoys. Oil line 

. dia. 

DENSITY: 1025. 
FRESH WATER: At new pier three hydrants, hose dia. 25 in. for 
Supplying water. At the bunkering installation at Katsini Bay there is 
water storage tank capacity 500 cu. m. for supply to deep-sea vessels. 
Loading rate about 49 tons per hour. Delivery by flexible hose con- 
0 from the mooring buoys. 
oe Unlimited supply of bunker fuel available. 

EVELOPMENTS: During next five years (a) deepening of Port 
asin, (6) Provision of one shore crane, (c) construction of break- 
__ Water ~ length 200 m. 
CO CHES: Opened/closed by stevedores. 
TOMS ALLOWANCES: 2? packets cigarettes per crew mem- 


der per day, 
pops GEAR: No shore facilities. All cargo worked with ship's 
r 

pring LEAVE: Permitted. Port Authorities issue necessary 


CONSULS: None 
REPAIRS: Only minor repairs. 


a 


GREECE 


REPATRIATION: Crew replacement and repatriation available. 
AIRPORT: At Iraklion distance 66 km: Two or three flights per 
day to Athens. 

TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: In addition to standard Greek holidays, local holidays 
are Ascension Day (date not fixed), and St. Nicholas day (6th Decem- 


ber). 

POLICE/AMBULANCE/FIRE: St. Nicholas Police tel. 3-38; 
Ambulance (Lassithion), tel. 2-94. 

TELEPHONES: Facilities available for telephone connection to 
vessels at oil bunkering station without charge. 

SERVICES: Tank cleaning, and hold cleaning. 

SHORE LEAVE: Permitted with Port Authority pass. 
REGULATIONS: (a) Vessels are not allowed to approach Aghioi 
Pandes (goat reserve). (b) No refuse or other waste matter of any 
description ailowed to be thrown overboard from the vessel. (c) No 
visitors permitted without Port Authority permission. 
AUTHORITY: Port Authority of Aghios Nikolaos, Crete. 

Tel. 3-12 and 6-12. 


AGIOI THEODOROI: 37.55 N. 23. 05 E. 


DOCUMENTS: 

7 copies Crew Lists (European and Asian). 

2 copies Dates of Vaccinations/Inoculations. 

1 copy Cargo Manifest. 

2 copies List of Provisions and Stores (these are supplied on 
forms issued by Agent printed in Greek/English). 

2 copies Officers'/Crews’ personal declaration, on forms supplied 
by Agent in Greek/English, covering all high duty items, radios 
cameras, etc. 

1 copy declaration of ships’ cash on board, form supplied by 
Agent in Greek but made out in front of Master. 

2 copies of Masters’ declaration that all high duty goods have not 
been put under seal, and that he is responsible for any loss or 
landing of same without proper authority. 

All passports and or Seamen's books to be produced /f requested 

by Immigration. 

On completion of loading, documentation takes about two hours. 
PILOTAGE: Compulsory. Pilot boards South-south-east of port, 
about one mile off the outer jetty. No pilot boat as such; uses either 
a tug or mooring boat. Pilot is arranged by Agents who are based 
in Piraeus (1 hour by car). No means of radio contact between vessel 
and pilot station. 

ANCHORAGE: A reasonably safe anchorage can be obtained in 
position 4 mile off the outer jetty in a depth of 20 to 25 ftms. with a 
sandy bottom. 

TUGS: Two tugs used for berthing, and one on sailing. 
BERTHS: There are three main berths with two smaller berths for 
coastal vessels. The largest and outermost berth can accommodate 
vessels of 250,000 tons fully loaded, a maximum discharge/loading 
rate at this berth being 5,000 t.p.h. The other berths can accommo- 
date vessels of up to 50,000 tons fully loaded with a maximum dis- 
charge/loading rate of 3,000 t.p.h. All berths are equipped with four 
10 in. chicksans. They are situated in an open position for winds 
from the South and West but provided ample moorings are put out, 
there should be no cause for concern. 

Vessels can berth at any time day or night. 

MOORINGS: Standard moorings on to dolphins which are well 
fended and hold the vessel about four feet clear of the manifold 
complex. Vessels require their gangway but no derricks are required. 
One or two anchors are used depending on the berth used. 
FRESH WATER: Fresh water for other than drinking purposes is 
available from the jetty, but drinking water has to come by barge from 
Piraeus for which two days’ notice is required. 

FUEL: Bunkers can be obtained from one of the coastal tankers 
based here, capacity approx. 5,000 tons. 

CUSTOMS: Bonded locker is sealed. Allowance 200 cigarettes 
or equivalent in tobacco or cigars per man (7 days) and a part bottle 
of wine and spirits is permitted per man (7 days). All Tobacco/ 
cigars/cigarettes placed under seal. Crew excess must be declared 
on provision list in separate column for same. 

SHORE LEAVE: Shore leave is allowed, passes being issued on 
arrival which must be handed in prior to sailing. 

REPAIRS: No facilities. Nearest port for repairs is Piraeus. 


ALEXANDROUPOLIS: 40.51 N. 25.54 E. 


DOCUMENTS: 
Port Authority 

2 Crew Lists. 

1 Passenger List (if any). 

If from abroad Maritime Declaration of Health. If Greek flag, artic- 
les and log book, and declaration of foreign exchange. 
Customs: 

3 Lists of Stores and Provisions. 

1 Crew List. 

Master's personal declaration that all stores not held in bond 

will remain on board. 

PILOTAGE: No pilot service. If Master requires pilotage assistance 
an experienced local boatman is available, but Agent must be ad- 
vised of ETA in advance order arrange for this pilot to await vessel 
about 1 mile outside port. 
ANCHORAGES: Depth inside port 6:5 metres, mud bottom. 
Depth increases outside port to about 10 metres at distance of one 
nautical mile. 
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Area around port subject to strong South-east/South-west winds 
especially during winter. During strong winds vessels can seek 
shelter off Samothraki Island. In strong winds port is considered 
safe but because of occasional large waves loading is stopped. 
Winds from other directions do not effect port work. 

MAX. SIZE: Vessels with draft not exceeding 6:5 metres can enter 
safely. 

HEALTH: Vessels from foreign countries can enter harbour and 
obrain free pratique during the period from sunrise until 2200 hours. 
Vessels having suspected contagious disease on board should 
remain outside harbour until visit of medical officer, and await 
further instructions. 

TUGS: None. 

BERTHING: At least 24 hours notice of ETA to be passed to Agent 
in order to obtain allocation of berth from Port Authority. 
STEVEDORES: Prior notice to be passed to Agent order arrange 
gangs. Rate of cargo working: General cargo about 70 tons per 
gang every 8 hours. Bagged cargo about 120 tons per gang every 
8 hours. Coal about 80 tons per gang every 8 hours. Timber about 
120 cu. metres per gang every 8 hours. Vessels must use Own gear 
for loading/discharging. 

MEDICAL: No advance notice required. One Government General 
Hospital, two clinics. Doctors’ services readily available. 
TANKERS: No facilities. 

FRESH WATER: Hydrants on West side of breakwater. Delivery 
rate about 5 tons per hour (each), but delivery rate reduced when 
two or more hydrants in use. 

FUEL: No bunker C fuel available. Supplies of diesel oil available 
from barge of 300 tons capacity. 

FIRE PRECAUTIONS: No port fire brigade. In emergency fire 
brigades must be called from Alexandroupolis. 
DEVELOPMENTS: (a) Main Pier, length 171 metres. 

(b) Wharf, length 281 metres, extending on East side of main pier. 

(c) Study in progress to increase depth of port area to 10 metres 
and to dredge entrance channel to a length of 2:5 kilometres. 

(d) Study in progress to extend Western breakwater 204 metres 
in direction S.E./E. 

WATCHMEN: Not available, and if required must be supplied by 
vessel, 

HATCHES: Opened and closed by crew. 

CUSTOMS ALLOWANCES: One packet of cigarettes allowed 
out of bond for each crew member, for each day in port. Wine/beer 
no restrictions. Spirits, Master allowed one bottle. 

CARGO GEAR: Load/discharge by ship's own gear. 
IDENTIFICATION CARDS: Shore pass issued against crew list 
and seamen's book. Passes obtainable from Port Authorities. 
CONSUL: Consul-Agent of France. Tel. 7-20. 

REPAIRS: Only minor repairs available. 

REPATRIATION: Facilities for crew changes and repatriation. 
AIRPORT: 5 km. distant. Daily flights to Athens. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: ist January; 6th January; Whit Monday; 25th March; 
Good Friday; Easter Monday; 14th May (local); 21st May (St. Con- 
stantine); 15th August; 28th October; 6th December; 25th December; 
26th December, and all Sundays. Cargo work can be arranged on 
these days, subject to payment of additional charges. 
POLICE/AMBULANCE/FIRE: Police station, tel. 3-52; Security 
police, 80-20; Ambulance 4-71; Fire 2-22. 

TELEPHONES: No facilities for telephones on board. 

SHORE LEAVE: Permitted. 

AUTHORITY: Port Authority of Alexandroupolis, King Alexander 
and M. Botsari. Tel. 4-68. 


ARGOSTOLI, Cephalonia: 38.12 N. 20.29 E. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

Customs Clearance. 

2 copies Cargo Manifests. 

Bills of Lading. 

Ship's Stores List. 

List of Crew's Personal Effects. 

Ship's Papers. 
PILOTAGE: No pilot station. 
ANCHORAGE: Vessels anchor in Argostoli roads, depth in the 
harbour is 19 ft. 
MAX. SIZE: Up to 19 ft. draft. 
HEALTH: Free pratique given by Port Health doctor on arrival, who 
will also deal with any sick cases. 
RADIO: Patras Radio. 
TUGS: None available. 
MEDICAL: Advance notice not required except in urgent cases. 
For vessels arriving from foreign countries crew require vaccination 
certificates. 
TANKERS: Discharge at DEH [erminal. 
FRESH WATER: Can be supplied from the pier using ship's hoses. 
FUEL: Not available. 
OPENING/CLOSING HATCHES: Performed by ship's crew. 
a ALLOWANCE: 200 cigarettes allowed for each crew 
member. 
CONSULS: No local representation. 
REPAIRS: Only minor machinery repairs can be carried out. 
REPATRIATION: By air to Athens (once daily) or by ferry-boat. 
TIME: GMT plus 2 hours all the year round. 
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HOLIDAYS: Local holidays are 21st May, 16th August and % 
October, in addition to national holidays. Work may be arranged, 
double rates. 

POLICE/FIRE/AMBULANCE: Police tel. 2-20; Ambulance 5 
Fire — no organised fire service. 

Selene SO UREs Can be connected on board vessels Withoy 
charge. 

SHORE LEAVE: Allowed. 

AUTHORITY: Cephalonia Harbour Office. Tel. 2-24. 


CHALKIS: 38.27 N. 23.36 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

2 Cargo Manifests. 

2 Stores and Spares Lists. 

2 Crew Personal Effects Lists. 

Health Certificate. 

PILOTAGE: Pilotage is compulsory. 

Application for pilot to be made by radio through Agent to Chal 
Port Authority. ETA required at least 8 hours before arrival. 

Apply for Pilot through VHF Channel 12, or through radio/tey 
phone on 2364 kc/s calling Harbour Master, Chalkis. 

Pilot boards from black motor-boat with white horizontal stripg 
about 10 metres length, in a position about 1-14 miles North of th 
light buoys of the Northern Port. 

The pilotage area extends from 1 mile North of red and green lig: 
buoys, North of Evripos Bridge, and to the South of Euboea, 2$ mix 
from Bourtzi Point. 

The anchorage for vessels coming from the North of Euboea ay 
awaiting Pilot is at the centre of the Euboean coast off Lighthous 
Kakokefali, North of the two light buoys and outside the bearing % 
200° which is the axis of vessels passing in and out of Evripos Stra 

Safe anchorage for vessels coming from South of Euboea am 
awaiting pilot is 1 nautical mile South of Bourtzi Point. 
ANCHORAGES: (a). In the basin of South Port clear of vesse 
passing in the Straits. Depths over 21 ft. 

(b). In North Port between the light buoys and Kakokefalis ligt 
house and outside the axis of course 020/200°. In depths of 104 
fathoms. 

(c). Anchorage mentioned in “Pilotage'"’ above, depths of { 

fathoms. 
RESTRICTIONS: Entry restricted only by depth. Maximum de 
21 ft. For vessels intending to pass Evripos Strait having draft 19% 
passage possible only at slack tide or with following tide. Fi 
details in Evripos Straits Operations Regulations. 

There is also a restriction in Steno Straits where there is¢ 
overhead cable 38 metres above sea-level. 

MAX. SIZE: Maximum draft 21 ft. in daytime and 19 ft. at night# 
vessels entering port. For vessels navigating Evripos Strait maximu 
length 110 metres, max. draft 19 ft., breadth 20 metres and subje 
to local regulations. 

HEALTH: Pratique not required if coming from another Gre 
port. Otherwise international pratique regulations are applied. 
RADIO: No local radio, all messages should be passed throu 
Athinairadio. 

TUGS: One tug available, joins vessel off the berth. Ship's to 
lines used. Tug is compulsory for vessels over 1,000 grt. Tug ust 
only for berthing and unberthing. 

BERTHING: Berthing in both the North Port and the South Po 
can only be effected at slack water subject to available tide. 
BRIDGES: Passage above Evripos Bridge can only be effected! 
slack water or with following tide. 

STEVEDORES: Loading, discharging, carried out with ships ge 
Notice must be given by Agent to stevedores not less than 6 hou! 
before vessels arrival. 

Cargo working rates: General cargo 80-100 tons every 8 hou 
Bagged cargo 100-150 tons every 8 hours. Timber 70 cu. m-90 cu.* 
every 8 hours. 

MEDICAL: Agent should be advised beforehand if medical asst 
ance required on arrival. Clinic facilities available. Vaccinatit 
certificates required. 

DENSITY: Average 1025. 

FRESH WATER: Drinking water can only be supplied in sm 
quantities by tanker lorry. 

FUEL: Can be supplied in small quantities by tanker lorry. 
DEVELOPMENT: A pier 240 metres is under construction! 
Vourkos in the South Port; depth alongside 26 ft. 
WATCHMEN: Not required. 

HATCHES: Opening and closing hatches can be effected by shi? 
crew or by workers if requested. 

CUSTOMS ALLOWANCES: Crew members each allowed 
packet of cigarettes per day. Only the master is allowed one or'* 
bottles of alcohol while vessel in port. 

IDENTIFICATION CARDS: Shore passes are issued by 
authorities. 

CONSUL: France, tel. 2574. 

REPAIRS: Only minor repairs can be effected by technicis® 
from Piraeus. 

REPATRIATION: No difficulties as there are excellent co” 
munications with Piraeus. 

AIRPORT: Nearest is Athens International Airport. 

TIME: GMT plus 2 hours all the year round. 

HOLIDAYS: 1st January; 6th January; 25th March; 21st Ap® 
Good Friday; Easter Monday; Easter Sunday; 21si May; 15th Augut 
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gath October; 6th December; 25ta and 26th December. Local holiday 


20 ICE FIRE/ AMBULANCE: Port police, tel. 22580; Fire 23333; 
An EPHONES: Cannot be connected on board. 

SHORE LEAVE: Allowed. ' 

DELAYS: Only waiting for suitable tides. 

AUTHORITY : Chalkis Port Authority, tel. 22580 or 22236, 


CORFU (Kerkyra): 39.37 N. 19.56 E. (including Kalifoka 
and Kefalomandouko) 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

Maritime Declaration of Health. 

3 Stores Lists. 

3 Spares Lists. ‘ 
PILOTAGE: At least 24 hours before arrival ETA should be passed 
to Port Authority on 2182 kc/s, answering on 2830 kc/s. Vessels 
requiring Pilot during daytime should hoist letter 'G" of international 
code, and sound letter “G" in the morse code on ships whistle at 
intervals. Whistle signal may also be used at night. Vessels should 
await Pilot in position 39° 38’ N., 19° 57’ E. nearest to the coast of 
Ptychia Island (Vido) and Corfu, depending on weather conditions. 
ANCHORAGE: Safe anchorages in the area between Ptychia 
Island and coasts of Corfu, depth about 30 metres. During strong 
North-west winds there is safe anchorage in the roadstead at Goritsa 
Bay or at Kastrades at a distance of 4 mile from the shore where 
depth in excess of 20 metres. 
RESTRICTIONS: Only during unfavourable weather conditions 
or lack of berthing space. 
MAX. SIZE: Draft 7:5 metres. 
HEALTH: Port Health Officer boards vessel on arrival and exa- 
mines health declaration. In cases of suspected disease or fever 
on board the health officer will examine entire crew and passengers. 
RADIO: Radio Kerkyra. 2182 and 2830 kc/s. 
TUGS: None. 
BERTHING: Vessels should prepare fenders prior going alongside 


berth. 
STEVEDORES: At least 24 hours advance notice of ETA required 
order arrange gangs. There are three silos for the discharge of bulk 
grain at Kalifoka (Mandoukion). Discharge rate about 60 tons per 
hour. 
MEDICAL: Agent should be advised in advance of any medical 
requirements. Medical clinics available. 
DENSITY: 1025. Max. height of tide 0°6 metre. 
FRESH WATER: Available through 2 in. hoses. Cost 17 drachmas 
per ton (approx.). 
FUEL: For yachts in the new harbour there is a diesel-oil tank, 
capacity 3tons, At Kefalomandouko there is a permanently anchored 
oil barge capacity 24 tons. There are plans to provide permanent 
shore facilities. 
FIRE PRECAUTIONS: Loading/discharging of inflammable 
liquids and explosives generally forbidden at night. The anchorage 
for vessels carrying inflammable liquids or explosives is between 
Lazaretos Islet and N.W. of breakwater point. 
DEVELOPMENTS: (a) Dredging of new harbour to accommodate 
vessels of 10 m. draft. (b) Extension of the quay wall to 160 m. length. 
(c) Construction of Kefalomandouko breakwater, part of which will 
be used in berthing large passenger vessels. 
WATCHMEN: Not required. 
HATCHES: Opened and closed by stevedores. Hold cleaning 
service available. 
CUSTOMS ALLOWANCES: Crew of Greek vessels are not 
allowed more than immediate requirements out of bond. Seamen 
Signing off and passengers leaving the vessel are allowed 200 
cigarettes, 
IDENTIFICATION CARDS: Required. 
CONSULS: 

U.K.: G. K. Forte, 27 Mavili St. Tel. 8055. 

France: Stef. Gerakaris, 3 Skenektatous St. Tel. 9816. 

Denmark: M. A. Damaskinos, 22 Arseniou. Tel. 9730. 

Norway: K. Kondis, 2 Denzelot St. Tel. 9667. 

W. Germany: St. Nikokavouras, 19 Kapodistriou St. Tel. 9656. 

ae Ke A. Bogdanos, 7 Douzelot St. Tel. 9469 (appointed for 

inland). 

Italy: M. Logini, Kanoni Street. Tel. 2351. 

Belgium: M. A. Androutselis, 11 Kapodistriou St. Tel. 9988. 

Netherlands: M. W. N. Servargoys, 5 Apolodorou St. 
REPAIRS: Facilities for minor repairs only. 
Poy DOCK: Largest dry dock 40 m. length 8m. depth. 
ON: Facilities for crew changes and repatriation 
AIRPORT: 2 km. from port. During winter one flight daily to 
TIME: During summer frequent daily flights to Athens. 
HOLE GMT plus 2 hours permanent. 

LIDAYS: Local holidays are 21st May, 11th August and 12th 

pollcen In addition Corfu observes standard Greek holidays. 
3 CE/AMBULANCE/FIRE: Police, tel. 92-54; Ambulance, 
TELE ; Fire, tel. 92-55. 
GENERA NES: No facilities for placing on board. 
pant RAL: Prevailing wind is from the N.W. Anchorage in the new 

‘Dour unsatisfactory due to mud bottom. 

HORE LEAVE: Allowed, 
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REGULATIONS: Forbidden to approach Lazaretos Islet. 
AUTHORITY: Port Authority of Corfu, Mitropoleos Square. 
Tel. 95-13. 


ELEUSIS, (including Skaramanga): 28.02 N. 23.33 E. 


DOCUMENTS: 

4 Crew Lists. 

4 Passenger Lists. 

Bill of Lading. 

2 Lists of Stores and Provisions. 

PILOTAGE: Piraeus pilot station regulations are operative. 
ANCHORAGE: Port offers safe anchorage. Bottom mud and sand. 
RESTRICTIONS: After sunset and for vessels intending to enter 
Eleusis port through Salamis channel, it is imperative to give 6 hours 
notice of expected time of arrival to Port Authorities of Eleusis, in 
order to obtain special permission from the naval yard of Salamis. 
MAX. SIZE: No limitations to length and breadth at the installa- 
tions or at the main port. Maximum permissible draft of vessel en- 
tering Eleusis Bay is 36 ft. Max. draft at berths is 33 ft. Also see 
“Tankers”. 

HEALTH: For vessels arriving from other Greek ports, pratique is 
automatic. Vessels arriving from foreign ports boarded by Health 
Officer who grants free pratique. 

RADIO: Athinai, 2182 kc/s. 

TUGS: Join vessel outside Piraeus Harbour and formalities much 
same as Piraeus. 

BERTHING: Overall length of jetties and quay at Eleusis 715 
metres. Maximum depth over 80 metres of jetty length is 33 ft. with 
depths of 26 ft. elsewhere. 

SPECIALISED CARGO HANDLING: Loading/discharging of 
iron ore is carried out by (a) Holivourgiki Co., which owns a pier of 
180 metres long and from 26 ft. to 36 ft. depth, equipped with 4 cranes, 
and (6) by Metallia Voxitou Elefsinos Co., which offer a special 
anchorage with buoys. Loading is effected by means of silo. 

Loading/discharging of fluid chemicals or liquid gas are carried 
out by Petrogas Co. to their private pier of 35 metres long and 15 ft. 
depth. 

STEVEDORES: No special advance notice required to arrange 
gangs. No shore cargo equipment and vessel works cargo with own 
gear. Bulk cargo discharged at the rate of 8 tons per hour per gang; 
bag cargo 14 tons per hour/per gang, and timber 10 cubic metres 
per hour/per gang. 

MEDICAL: Advance notice not required. Clinic available in town 
of Eleusis if required. 

TANKERS: Operating companies supply reducing pieces. No 
facilities for residue discharge. (a) Esso Pappas: length 160 metres; 
breadth 30 metres; depth at pier 30 ft. (b) Greek Refineries: length 93 
metres; breadth 12.70 metres; depth 7 metres. (c) Texaco: length 80 
metres; breadth 6 metres; draft 4.50 metres. (7) Mamidakis: length 
40 metres; breadth 5 metres; draft 27 ft. 

FRESH WATER: Barge delivery available. 

FUEL: Available ex-wharf at tanker installations subject advance 
notice. Can be supplied by barge at other locations. 

FIRE PRECAUTIONS: The usual precautions applicable to oil 
installations. During operations of white liquid (petrol, spirits, etc.) 
regulations require a tug to be standing by. 

HATCHES: Usually opened and closed by crew and subject addi- 
tional payment by stevedores. 

DEVELOPMENTS: Hellenic Shipyards, Skaramanga, plans to 
build a new graving dock for 300,000 dwt. 

Eleusis Shipyards, a third floating dock to take vessels up to 115,000 
dwt. At the building dock, a crane of 400 tons lifting capacity under 
construction 
CUSTOMS ALLOWANCES: 200 cigarettes and one bottle wine/ 
spirits allowed per crew member out of bond. 

CONSULS: None. 

REPAIRS: All grades of repairs can be carried out at Eleusis 
shipyard, and also at Skaramanga (see ‘‘Dry Docks"). 

DRY DOCKS: Skaramanga shipyard situated on the coast be- 
tween the Port of Piraeus and Eleusis Bay. Shipyard is 8 miles by 
road from Athens and 7 miles from Piraeus; driving time 25 and 20 
minutes respectively. 

Mailing address: Hellenic Shipyards Co., PO Box, 480, Athens, 
Greece. Cables: Shipyard, Athens. Telex: 215293 HSYS GR, 215396 
HSYS GR, 215567 HSYS GR. Telephones 8073.471, 8073.351, 8073.610. 
Office hours at Skaramanga: 0815 to 1715 (weekdays), 0815 to 1345 
(Saturdays). 

Floating Docks 
Main Particulars 
Lifting capacity 


Dock No.1 Dock No.2 Dock No.3 
30,000 tons 22,000tons 25,500 tons 


Docking F (dwt.) 72,000 ,, 37,000 ,, 60,000 ,, 
Length overall 826 ft. 673 ft. 760 ft. 
Length on keel blocks WU 4y5 605 _,, 693_,, 
Breadth inside banks CE ra NOS ais TL a 
Breadth outside banks 18 T ies yb: ae 136 _,, 
Ht. of WL above keel blocks pe an ee 
Pumping time 120 min. 80 min. 100 min. 


Skaramanga Yard's three floating docks have been designed in 
such a way as to eliminate delays of any kind in the raising of large 
vessels and to ensure that the work is carried out in minimum time 
and with the least possible inconvenience to the crew living on board. 

The basic equipment of the docks is the following: Two 5-ton 
cranes, two fire extinguishing pumps 120 m*/h at 99 m. WC, DC 
current supply to ships 1200 A 220 V, AC current supply to ships 600 
A 440 V 60 cycles, multipoint welding rectifier 2500 A, two oil pumps 
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for supply of fuel oil from the dock to the vessel 60 m*/h at 50 m., 
two compressors 17 m*/min. at 7 ati, emergency diesel generator 
set 200 KVA, foam fire extinguishing system, steam boiler and water 
distilling plants. 
Graving Dock 

The Graving Dock is 327 m. (1,100 ft.) long, 53.6 m. (176 ft.) wide and 
9.25 m. (30ft.) deep at the entrance. It can take ships in the 240,000 ton 
range. 

Ships are manoeuvred at the dock entrance with the assistance of 
two 5-ton capstans situated on each side of the entrance gate. They 
are then shifted inside the dock by two 15-ton auto-tensioning win- 
ches and hauling-in trolleys (mules) running on tracks on each side 
along the dock subway. 

The dock floor is fitted with specially designed keel blocks for 
easy fitting and removal and with electricity operated side blocks. 

The Graving Dock is served by two 100-ton cranes, one 50-ton 
crane and a small 5-ton crane. 

A fleet of five powerful tugs is on hand at Skaramanga Yard to 
assist docking and undocking operations of all vessels calling at 
the yard. 

Eleusis Shipyards S.A. is located 27 km. outside Athens. The site 
was chosen on account of the several advantages it presents. The 
bay is well protected from strong winds, sources of raw materials 
are available in the vicinity of the yard, and adequate transportation, 
power, and telecommunication facilities can service the needs of 

ard. 
‘ Athens Office: 67 Athinas Street, Athens 112. Tel. 349 053. Cables 
“Helnafel Athinia’. Telex 215215 ESC GR. 

Yard: Eleusinia, Eleusis. Tel. 0291 46121. Cables ‘Helfafel Eleusis". 
Telex 215684 YARD GR and 215690 YARD DR. 

Floating Docks: Two floating docks are available with the follow- 
ing specifications: 


No.1 No. 2 
Length 162 m. 227:'5 m 
Breadth at entrance 23 m. 33 m 
Draft over keel blocks 6:30 m. 8m 


Lifting capacity 11,500 metric tons 20,000 metric tons 
Cranage 5 tons at 15 m. 12 tons at 20°6 m. 
Quay Wall: The 640 m. long quay wall is equipped with 40 and 15 ton 
cranes; range 30 m. power 220 volts DC 100 amp. - 42 volts DC 25 
amp — 280 volts AC 630 amp. Floating crane, 50 tons capacity. 
Tugs: Available for manoeuvring purposes at all times. 
AIRPORT: Athens Airport. Regular international flights. 
HOLIDAYS: Cargo operations can be effected during usual Greek 
holidays, following submission of application to Harbour Workers’ 
Union and subject cost increase of 75% above normal. 
POLICE/AMBULANCE/FIRE: Eleusis Police Station 46674; 
Ambulance 46503; Fire Brigade 0199. 

SPECIAL PRECAUTIONS: See “Piraeus”. 

AUTHORITY: Eleusis Port Authority, tel. 46671. 


IRAKLION (Heraklion), Crete: 35.20 N. 25.10 E. 


DOCUMENTS: 

4 Cargo Manifests. 

4 Crew Lists. 

4 Passenger Lists. 

Declaration of Crew's Personal Effects. 

List of Stores and Provisions. 

Maritime Declaration of Health. 

Vaccination Certificates. 

PILOTAGE: Pilotage area extends $ to 1 mile N.E. of breakwater. 
Advance notice of ETA should be passed to Agents order arrange 
Pilot. Contact may be made with pilot station on VHF Channel 12 
during daylight, also when within distance of 3-12 miles and subject 
prior agreement of calling time communication can be effected by 
radio-telephone via Radio lIraklion — pilot station telephone 286133. 
International pilotage signals apply. Pilot boat is wooden boat 12 
metres length, hull colour black, with white deckhouse, carrying 
black board with word ‘‘Pilot" in white letters. In bad weather vessels 
should proceed close to entrance of port for Pilots boarding. 

A cement pillar has been installed on the end of the extension 
of the N. breakwater. Fl. Gr. every 3 seconds, visible 9 miles. The 
pilot boat is equipped with VHF, range 50 miles. 

ANCHORAGE: Anchorage East of port entrance is forbidden ow- 
ing to numerous underwater cables. In good weather conditions 
anchorage to be found ? mile Northwards of N. breakwater with 
Enetic Castle bearing 180°. In bad weather conditions, best anchor- 
age is at a distance of about 5 nautical miles to the W. of the North 
breakwater and at a distance of 3 miles from the coast (Ellinopera- 
maton Haven); depth of water requires a big scope of anchor chain. 
MAX. SIZE: Max. length 250 metres, draft 29 ft.-29 ft. 6 in. Usual 
rise and fall of tide 1 ft. but increasing with South winds and de- 
creasing with North winds. 

HEALTH: International regulations apply for obtaining free 
pratique. In the event of suspected disease vessel will remain under 
quarantine until cleared. Pratique is automatic if arriving from 
another Greek port. 

RADIO: Radio Iraklion - SUH 2128 kc/s. 

TUGS: Port authority has one tug of 1,000 h.p. and periodically 
(during the tourist season), one tug of 650 h.p. When tugs required 
they await vessel at port entrance. Ship's lines used. 
BERTHING: Pilot will advise Master of berthing position. 
STEVEDORES: Port authority owns three cranes but they are 
seldom used. Cargo operations usually conducted by use of ship's 
own gear. Discharge rates per gang in 8 hours: bulk cargo 100 tons, 
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bagged cargo 140 tons, liquid cargo subject ship's equipmey 
transportation by barges, timber 100 cu. metres. : 
MEDICAL: Advance notice should be passed to Agents if requir 
medical attention. Clinics and medical treatment available. 
TANKERS: Only very small tankers discharge in Iraklion Port 
Ellinoperamaton Haven. At Iraklion, tankers discharging liquid {y 
are required to berth at East breakwater (fuel pier). Attendance; 
fire brigade and one tug standing by is compulsory. 
DENSITY : 1020. 

FRESH WATER: Available ex-berth or ex-barge. Rate of deli. 
ex-berth about 500 tons per 24 hours. 

HATCHES: Opened and closed by crew. 

CUSTOMS: 2 packets of cigarettes per day per crew member all, 
ed out of bond, and one 500 gr. bottle wine/spirits for whole time, 
vessels stay in port. 

IDENTIFICATION CARDS: Shore passes issued by Port Authy 
ities. 


CONSULS: 
Finland tel. 284860 and 283860 
Norway », 282667 
Netherlands _,, 282615 
Belgium », 282520 and 282296 
Sweden », 282476 and 285859 
Denmark 1» 282253 
France »» 282347 
Germany » 282266 and 285400 


REPAIRS: Minor repairs available by machine shops in town; 
Iraklion. No facilities for deck repairs. 

AIRPORT: Distance 5 km. Now an international airport we 
numerous flights. 

TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: Usual Greek holidays plus local holidays of %& 
August and 11th November. Cargo work can be arranged on ho 
days subject additional costs. 

POLICE/AMBULANCE/FIRE: Police, tel. 282241, 282430, 28234 
Ambulance, tel. 282894, 282638; Fire, tel. 283555, 282333. 
AUTHORITY: Central Port Authority of Iraklion, Port of Iraklie 
Tel. 282002, 282529. Telex 021-123. 


ISTHMIA, Corinth Canal (incl. Sousakion): 37.55 \ 
23.00 E. 


DOCUMENTS: 
Port Authorities 

Crew List. 

Passenger List. 

Ship's Certificates. 

Health Certificate. 

Certificate of Anchorage Dues, 
Customs 

Customs papers and declarations. 

Cargo Papers. 

List of Stores and Provisions. 

List of Crew's Personal Effects. 
PILOTAGE: There are eight pilots for the Corinth Canal. Tee 
graphic address of Canal is ‘‘Corinth Canal", tel. 0741-24452, Mast 
of vessel must give at least 4 hours notice of ETA in order? 
avoid delay. For Pilot signals, etc., see article 7 of the New Compa 
of the Corinth Canal ‘Regulation of Navigation and Tonnage”. 
ANCHORAGES: Open anchorage in Isthmia Bay. 
RESTRICTIONS: Corinth Canal closed every Tuesday from (fl 
to 2000 hours in order for maintenance work to be effected. 
MAX. SIZE: For transitting Canal max. breadth 60 ft. max. de 
22 ft. No limitation on length of vessels. Special instances will® 
examined by the Master and canal service. 
HEALTH: Pratique effected by health department of the Pr 
Authority assisted by temporarily engaged doctor. In cases? 
suspected contagious disease vessel will be held under quarantit 
and if necessary fumigation will be conducted at Piraeus. 
TUGS: Join vessel near Canal entrance at Isthmia and Possidont 
Ship's lines always used. 
BERTHING: In Sousakion at private factory pier. No berths! 
Isthmia. 
MEDICAL: Agent should be advised in advance of number 
crew needing medical assistance, also information of any vaccitt 
tion required. 
FRESH WATER: Not available either at Sousakion or in the Cant 
CUSTOMS ALLOWANCES: Each crew member allowed # 
cigarettes out of bond and one bottle wine/spirits. 
CARGO GEAR: Loading/discharging by ship's gear. 
AIRPORT: 100 km. distance. 
TIME: GMT plus 2 hours, permanent. 
POLICE/FIRE/AMBULANCE: Police, tel. 22129. 
DELAYS: Possible delay up to 1 hour in transitting Canal if anoth® 
vessel already transitting canal from opposite direction. 
AUTHORITY: Sub-Port Authority of Isthmia, Isthmia, Corin® 
Tel. 22129, 


ITEA: 38.26 N. 22.25 E. 


DOCUMENTS: 
2 Crew Lists. 
2 Passenger Lists. 
Cargo Manifest. 
Bills of Lading. 
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List of Ship's Stores and Spares. 

Health Declaration. 

Ship's Certificates. 
pLOTAGE: Vessel should advise ETA at least 24 hours before 
arrival through the telegraphic office of Itea. Pilots are called by 
“ternational code flag “G" or sound signal 2 long and one short 


Pilot boards 1 mile South-east jetty lighthouse. Pilot boat painted 
black with white deckhouse, the word “Pilot” is painted in white 
jatters on both sides. On the bow is painted “PY21". 

in bad weather vessel should enter harbour without Pilot and 
anchor using both anchors. j 
ANCHORAGE: Available inside the harbour and in Aggolis Gulf. 
Safe anchorage in the vicinity of the jetty head in depths of 8-10 


RESTRICTIONS: Vessel may enter harbour day or night. Harbour 

anchorage suitable for vessels up to 60 ft. draft. 

HEALTH: Pratique is given on arrival by the port medical officer. 

TUGS: None available. 

STEVEDORES: Gangs should be ordered in advance by Agents 

on basis of Masters ETA. Loading and discharging is effected by 
ip's gear. 

MEDICAL: 24 hours notice preferred if any medical requirements. 

Hospital facilities available. Vaccination can be arranged within 

24 hours. 

DENSITY: 1025. 

FRESH WATER: Not available. 

FUEL: Not available. 

DEVELOPMENTS: Extension and widening of the existing break- 

water and the construction of a second breakwater. 

HATCHES: Hatches are opened and closed by ship's crew. 

CUSTOMS ALLOWANCES: 200 cigarettes and one opened 

bottle of alcohol is allowed each man. 

IDENTIFICATION CARDS: Needed for crew men going ashore. 

CONSULS: No local representation. 

REPAIRS: No facilities for repairs. 

REPATRIATION: Can be arranged. 

TIME: GMT plus 2 hours all through the year. 

HOLIDAYS: Cargo work can be effected on all holidays on pay- 

ment of overtime. 

POLICE: Tei. 222. 

AUTHORITY: Sub-Port Authority of ITEA. Tel. 319. 


KALAMATA: 37.02 N. 22.07 E. 


PORT LIMITS: The seaward boundaries of the port within which 
a vessel is considered to be an “‘arrived vessel" and (subject to 
Charter-Party Terms) laytime commences to count are half a mile 
from the breakwater red light, where Pilot boards. 
DOCUMENTS: 

5 Crew Lists (Greek flag vessels). 

3 Crew Lists (foreign flag vessels). 

2 Passenger Lists. 

Customs documents. 

Bill of Health. 

Bill of Lading. 

All ship's papers. 
PILOTAGE: Notice of ETA required 48 hours before arrival. No 
VHF, Call Pilot by international code signals on arrival. Pilot boards 
by motor boat about half-a-mile from the breakwater red light, 
weather permitting. 
ANCHORAGE: Vessels waiting Pilot may anchor half-a-mile east 
of the breakwater red light. 
MAX. SIZE: Vessels up to 29 ft. draft may enter harbour. For berth- 
ing alongside the West mole, max. length 180 metres, max. draft 25 ft. 
Sin. For berthing alongside the North mole, max. length 130 metres, 
max. draft 16 ft. 

For new docks under construction: (a) max. length 140 metres, 
Graft 30 ft. (b) max. length 300 metres, draft 30 ft. 
HEALTH: Port Health doctor boards vessel on arrival or alongside 
the berth. Master required to produce Fumigation Certificate and 
Declaration of Health. Health visit not necessary for vessels coming 
from a Greek port. 
RADIO: Athens Radio, call sign SVA. 
TUGS: No tugs available. 
BERTHING: Agents require details of vessel's draft in advance to 
get berthing permission from Harbour Authorities. West Mole, 
length 430 m. 
SPECIALISED CARGO HANDLING FACILITIES: There is a 
Silo for grain. The other special cargoes discharging equipped by 
ship's gear, No facilities for containers or roll-on/roll off traffic. 
oo chemical carriers there are two pumps with electric system. 
There are two cranes on vehicle, 3 and 40 tons capacity. Also there 
oon lifting machine. No other facilities. 
Stoel OES: Number of gangs required to be advised Agent in 
PROIGAL: Doctors and medical assistance available. 
ae po ATER: Can be supplied from the berth at about 15 tons 


ae: Can only be supplied by road tankers - subject to advance 
DEVELOPMENTS: New berths under construction to accom- 
bo vessels up to 30 ft. draft. 

i tis planned to build a shipyard at Kalamata, which could be in 
Peration during 1974. During the first phase the yard is likely to 
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bey eth on the building of bulk carriers and tankers up to 75,000 
ons dwt. 

WATCHMEN: If required watchmen available from shore. 
HATCHES: Can be opened and closed either by crew or by steve- 
dores subject to regulation payments for this work. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 
Spirits per man. 


CONSULS: 
Sweden tel. 24-79 
Netherlands ,, 22-61 
Norway » 32-15 


REPAIRS: Minor repairs can be effected in shore machine shops. 
No dry docks. 

REPATRIATION: Can be arranged. 

AIRPORT: Situated 6 kms away. Flights to Athens 3 times a week. 
TIME: GMT plus 2 hours all the year round. 

HOLIDAYS: Additional local holidays are Ascension Day and St. 
Dionysios' Day. 

POLICE/FIRE/AMBULANCE: Police telephone 26-22; Fire tele- 
phone 23-00; Ambulance telephone 35-61. 

SHORE LEAVE: Allowed. Shore passes issued by harbour 
authorities. 

AUTHORITY: Kalamata Harbour Office. Tel. 22-18. 


KALI LIMENES, Crete: 34.56 N. 24.50 E. 


DOCUMENTS: Vessels may arrive for bunkering without obtain- 
ing free pratique. However, if pratique is effected, vessels should 
have ship’s papers ready for inspection, also 4 Crew Lists, 4 Passen- 
ger Lists, Cargo Manifest and a List of Stores and Provisions. 
PILOTAGE: One private Pilot employed by the bunkering company 
SEKA who undertakes pilotage for vessels calling for bunkers. 
Pilot boat is a small boat equipped with signal lamp. Pilot boards 
about 5 miles East of Aghios Pavlos (St. Paul) Islet. Vessels awaiting 
Pilot may anchor 15 miles East of Aghios Pavlos Islet. 
ANCHORAGES: (See ‘'Pilotage"”.) Vessels may anchor in area 
between Aghios Pavlos Islet and Mavronissi, which is a safe an- 
chorage. 

MAX. SIZE: Vessels in ballast of up to 80,000 tons dwt. and maxi- 
mum draft 14 metres can enter port. 

HEALTH: Vessels arriving from foreign ports wishing to obtain 
free pratique should cable Agents to arrange for boarding of Health 
Inspector. Free pratique automatic if arriving from another Greek 
port. 

TUGS: There is one tug, but it is seldom used. 

MEDICAL: Agent should be advised well in advance if medical 
assistance required. There are no hospitals or other local facilities 
and doctor has to be called from nearest town. 

TANKERS: Three berths N. of Aghios Pavlos Islet; max. draft 
14 metres. 

FRESH WATER: Unlimited supplies available. 

FUEL: Unlimited supplies available subject adequate advance 
notice. Supplied by Mobil only. 

FIRE PRECAUTIONS: Portable foam-fire extinguishers. 
CUSTOMS ALLOWANCES: 200 cigarettes permitted to each 
crew member to be held out of bond, and one bottle of wine/spirits. 
CONSULS: None. 

REPAIRS: None. 

AIRPORT: At Iraklion, 75 km. distant. 

TIME: GMT plus 2 hours, permanent. 

SHORE LEAVE: Permitted if free pratique requested and granted. 
AUTHORITY: Port Authority Station, telephone 5 Kali Limenes of 
Iraklion. 


KATAKOLON: 37.39 N. 21.20 E. 


DOCUMENTS: 

Maritime Health Declaration. 

Usual Ship's Certificates. 

2 Crew Lists. 

2 Passenger Lists. 

2 Lists of Stores and Provisions. 

2 Lists of Crew's Personal Effects. 
PILOTAGE: Not compulsory. Port has one private Pilot whom 
vessel may use provided sufficient advance notice passed through 
Agent. 
ANCHORAGES: Vessels can anchor at a distance of 2 cables 
from the head of the breakwater (bearing 300°). Safe anchorage for 
vessels of up to 30 ft. draft between positions 37.40 N. 21.19 E. and 
37.40 N. 21.20 E. 
MAX. SIZE: Maximum safe draft 23 ft. Depth inside port 8 metres. 
Length of pier 204 metres. 
STEVEDORES: No advance notice required. No shore facilities. 
Vessels load/discharge with own gear. 
MEDICAL: No medical assistance in Katakolon, but facilities exist 
at the town of Pyrgos 13 km/s distant. 
FUEL: Not available ex-berth, but can be delivered by tank truck from 
Patras or Kalamata. 
FRESH WATER: Available. Capacity 20 cu. metres per hour. 
HATCHES: Usually opened and closed by crew but this work can 
be carried out by stevedores subject consent of Port Authority. Cost 
as agreed between Master and stevedores. 
IDENTIFICATION CARDS: Passes issued by Port Authority. 
CONSULS: None. 
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REPAIRS: Not available in Katakolon. Small quantities of engine 
spares available in Pyrgos. 

AIRPORT: Andravis Airport 26 km/s distant. Flights to Athens 
twice weekly. 

TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: Usual Greek holidays plus local holidays of 6th De- 
cember and 17th December. 

POLICE/AMBULANCE/FIRE: Police and Immigration, tel. 2; 
Fire brigade (Pyrgos), tel. 2633; Ambulance (Pyrgos), tel. 2344. 
TELEPHONES: No facilities for placing on board, 

SHORE LEAVE: Permitted. 

AUTHORITY: Port Authority of Katakolon. Tel. 6. 


KAVALLA: 40.55 N. 24.25 E, 


DOCUMENTS: 

5 Crew Lists. 

2 Lists of Foreign Exchange. 

4 Passenger Lists. 

2 Cargo Manifests. 

2 Lists of Crew Personal Effects. 

Copies of Bills of Lading and usual Ship's Certificates. 
PILOTAGE: 24 hours notice of ETA to be passed to Agents or 
direct to Port Authorities. Vessels requiring Pilot should indicate 
with light and sound signals code letter G" on arrival 5 miles from 
Kavalla lighthouse. Pilot boat is a tug 9 metres length. Pilot usually 
boards about $ mile from breakwater light. In event bad weather, 
Pilot does not board, and vessel may take refuge North-west of Cape 
Prinos at the head of Thasos Island. If strong South and South-west 
winds prevailing, vessels recommended take refuge Eleftheron Bay. 
Vessels awaiting a Pilot may anchor + mile South of Kavalla light- 
house. 

ANCHORAGE: One-half to 2 miles South of Kavalla lighthouse, 
depth 30 to 40 metres. Bottom sand and mud. 

MAX. SIZE: Max length 150 metres with proportionate breadth. 
Max. draft 27 ft. Tidal range 2 ft. 

HEALTH: Doctor boards vessel with Port Officer. Maritime Decla- 
ration of Health and Deratisation Certificate required. In case sus- 
pected disease or fever on board, Master should radio Port Author- 
ities in advance. Pratique is automatic if arriving from another Greek 


port. 

RADIO: No local radio station. Cables may be routed through Athi- 
nai Radio. 

MEDICAL: Advance notice of medical requirements necessary. 
General hospital in Kavalla and numerous private clinics. 
DENSITY: 1025. 

FRESH WATER: Available at berth. 

FUEL: None. 

HATCHES: Opened and closed by crew. 

CARGO GEAR: Vessel should have cargo gear ready on arrival 
in order to avoid delay. 


CONSULS: 
France tel. 3163 Netherlands tel. 3265 
Finland ,, 3467 Sweden », 3669 


REPAIRS: Minor repairs available. 

AIRPORT: Distance 7 km/s. One flight daily to Athens. 
TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: Standard Greek holidays. Local holiday 29th June. 
POLICE/AMBULANCE/FIRE: Police, tel. 3291; Fire, tel. 1999. 
AUTHORITY: Kavalla Port Authority. Tel. 3628. 


LAVRION: 37.42 N. 24.04 E. 


DOCUMENTS: 

Maritime Declaration of Health with Crew's Vaccination Cards. 

Cargo Manifests. 

4 Crew Lists. 
PILOTAGE: Address of Pilot station, Port Authority of Lavrion. 
Pilot boat is a motor launch 8 metres long, black hull with white stripe 
flying code flag “‘H". Vessels requiring Pilot should flash or sound 
letter “G". Pilot boards about 4} mile from wreck-marking buoy. In 
event of bad weather, boarding position is inside the buoy. Vessels 
awaiting Pilot should anchor East or West of wreck-marker buoy 
depending vessel's size. 
ANCHORAGE: See “‘Pilotage." 
MAX. SIZE: Max. length about 130 metres, max. draft 21 ft. 
HEALTH: Health Officer and Port Officer board vessel on arrival. 
Maritime Declaration of Health should be submitted to Health Officer 
who examines any sick crew. Free pratique is not automatic. 
BERTHING: Harbour open to S.E. winds, but otherwise sheltered 
and safe. There are two quays: one 330 ft. length, depth alongside 
20 ft., and one of 260 ft. length, depth alongside 13 ft. 

Mining company owns bridge elevator with capacity of 700 tons 
per day. 
STEVEDORES: Advance notice required in order to arrange 
gangs. No shore cargo equipment, and cargo operations effected by 
ship's gear. 
MEDICAL: Medical assistance available. 
FRESH WATER: Can be supplied to vessels alongside berth from 
tanker trucks. 
FUEL: Only small quantities available as existing fuel tank only 10 
tons capacity. Can be supplied by tank trucks from Piraeus. 
HATCHES: Opened and closed by crew. 
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CUSTOMS ALLOWANCES: 200 cigarettes per crew mem 
allowed out of bond. 

REPAIRS: Minor repairs only. 

AIRPORT: Athens Airport, distance 45 km/s. 

TIME: GMT plus 2 hours. 

POLICE/AMBULANCE/FIRE: Police, tel. 5218; Ambulance, 4 
5340; Fire, tel. 5249. 

HOLIDAYS: Local holiday 26th July. 

AUTHORITY: Port Authority of Lavrion. Tel. 52 49. 


MEGARA: 38.00 N. 23.20 E. 


Pier owned by Hellenic Refinery. Berth depth 42 ft. 6 in. at S.W. en 
44 ft. at N.E. end. 46-50 ft. available one metre from the berth, Ws 
suitable fendering berth can accommodate vessels up to 85,000 toy 
dwt. 3 tugs required for berthing/unberthing. Tide about 1 #. 
depending wind direction. : 
Also see ‘‘Piraeus"’. 


MILOS ISLAND: (Adamas, Voudia Bay) 


DOCUMENTS: 

4 Crew Lists. 

3 Passenger Lists. 

2 Provisions Lists. 

2 Personal Effects Lists. 

Vaccination Certificates. 

Deratisation Certificate. 

Manifest (in duplicate) 

Certificate of Registry. 

Load-line Certificate. 

Safety Equipment Certificate. 

Radio-telegraphy Certificate. 

Certificate of Measurement. 

PILOTAGE: No pilot station. Vessels requiring a Pilot should sou 
three blasts on ship's siren. Pilot boards from small motor-bos 
Agents may contact Pilot in advance of requirement by telephone 
ANCHORAGE: Safe anchorage in all parts of Milos Bay, whe 
Adamas port is situated. Main anchorage in Milos Bay is on Ee 
side of Bombardos Cape, which has a lighthouse showing a fle 
green light. 

MAX: SIZE: Any size vessel may enter Adamas Port but berthiy 
alongside is restricted to vessels of 16 ft. draft. 

Ore loading berth at Voudia Bay. No facilities for tankers. 
HEALTH: Authorities require 24 hours notice of arrival in or 
to grant free pratique to vessels arriving from a non-infectious cow 
try. Free pratique cannot be granted at Milos to vessels haviy 
disease on board nor to those arriving from an infected area. Su? 
vessels are required to proceed to a main Greek port (Piraew 
Syros, etc.) to obtain health clearance. 

RADIO: Athens Radio and Heraklion Radio. 

TUGS: Not available. 

STEVEDORES: Loading/discharging at Adamas is by means? 
ship's gear. Bagged cargo loading rate is 250 tons in eight houn 
At Voudia Bay bulk ore is loaded at a rate of 500 to 800 tons in eigt 
hours. 

MEDICAL: No hospitals, nor private clinics available. There # 
two doctors and two dentists resident on the Island. Cholen 
smallpox and yellow fever vaccinations are required. 

FRESH WATER: Available to vessels alongside using ship! 
hoses. Delivery alongside up to 30 cu. metres in twelve hours. 
FUEL: Small quantities lubricants available. 
DEVELOPMENTS: Intentions to (1) extend existing wharf up! 
70 metres with depth increases up to 30 ft.; and (2) to constm 
new loading pier in the Neochorion area with depth of 30 ft. Bo? 
developments expected ready about 1975. 
OPENING/CLOSING HATCHES: Opened and closed by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes and one open 
bottle of spirits per person. 

REPAIRS: Minor oxy-acetylene repairs available. 

TIME: GMT plus two hours. 

HOLIDAYS: Local holidays: 10th February and 15th August, othe 
wise Sundays and customary holidays. Cargo work can be arrang# 
on these days at 75% increase on tariff rates. 

TELEPHONES: Police 21204; Port Authority 41607. 

SHORE LEAVE: Permitted. 

DELAYS: Strong Southerly winds may delay berthing, or for 
vessel to leave loading berth at Voudia Bay. 

AUTHORITY: Port Authority of Milos, Adamas, Milos. Tel. 41 


MITYLENE (incl. Geras Bay and Pamfyllon): 39.064 
26.35 E. 


DOCUMENTS: 

4 Crew Lists. 

2 Cargo Manifests. 

2 Passenger Lists. 

2 Stores Lists. 
PILOTAGE: No official Pilot, but if required the services of ¥ 
experienced Mercantile Marine officers having knowledge of 
port may be used. 
ANCHORAGE: Before town of Mitylene, in depths of about ! 
metres, extreme East of Kastro Peninsula or Fokiotrypa light, b& 
ing due North. 


| Se eae, eee Nn Daa ee oe ey ee eee Ca ee ee ee a 


: Length 120 metres, draft 17 ft. 
max oat On let from foreign port, Port Officer, Customs 
Officer and Medical Officer board vessel for pratique. Pratique 
automatic if arriving from another Greek port. A 
BERTHING: At least 24 hours notice of ETA required for berthing 


n. 
eeVEDORES: At least 8 hours notice of number of stevedores 


i be given. 
pe roeneee of illness on board, Master should cable de- 
tails prior arrival. Medical clinics available. 
TANKERS: Geras Bay (Mamidakis) and Pamfyllon (Purfina). 
FRESH WATER: Available. Supply rate 40/50 tons per vessel 
every 24 hours. ¢ af : 
FUEL: Available at Purfina and Mamidakis installations. Supplies 
to Mitylene port by tanker trucks only, and advance notice required. 
DEVELOPMENTS: Deepening of outer harbour to depths of 10 
metres, following which it is planned to construct a quay wall to the 
outer harbour. 
HATCHES: Opened and closed by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes allowed per crew 
‘member out of bond. 


ULS: 
oe tel. 2297 Belgium tel. 2314 
Sweden » 8727 France ,, 8495 


Netherlands ,, 8760 j ; 
REPAIRS: Two local machine shops undertake very minor repairs. 
AIRPORT: 8 km/s from the port. Daily flight to Athens. 

TIME: GMT plus 2 hours, permanent. 
HOLIDAYS: In addition to usual Greek holidays, local holiday on 
6th December. Cargo work can be arranged subject additional 


harge. 

POLICE/AMBULANCE/FIRE: Police, tel. 2021 and 2030; Fire 
Brigade, tel. 8618 and 2050; Hospital, tel. 8412. 

AUTHORITY: Mitylene Port Authority, Tel. 8647 and 8827. 


MYKONOS: 37.27 N. 25.20 E. 


Vessels in excess of 22,000 tons dwt. have been accommodated. 
Loading of Barytes ore at rates up to 5,000 tons per day. In winter 
when North winds prevail conditions are satisfactory for loading: 
however, loading position considered unsafe when South-west or 
West winds prevailing. When sufficient cargo is available vessels 
can load in 2 days. 


PATRAS (including Rio): 38.14 N. 21.45 E. 


DOCUMENTS: Port Authorities: 2 Crew Lists, Customs: Declara- 
tion of Cargo and Passengers. 
PILOTAGE: Advance notice of ETA to be passed to Agents who 
arrange Pilot. Vessels without Agents should advise authority of 
ETA through Radio Patrai, or on arrival outside harbour make Inter- 
national Code sounds and signals for vessels requiring a Pilot. 
Pilotboat is small boat carrying pilot flag. Pilot usually boards less 
than 1 mile outside harbour entrance. 
ANCHORAGES: Port is not a natural harbour and does not offer 
safe anchorage when winds from West and South-west. Depending 
weather conditions vessels can be protected at the Nafpaktos- 
Psathopyrgos and Deke (Aghios Vassilios) Bays. 
RESTRICTIONS: Port entrance has depth of 34 ft. At main har- 
bour vessels having draft in excess of 28 ft. cannot berth. There are 
two light buoys (green and red) in position of the intended line of 
extension to Northern part of breakwater (extension of 250 metres) 
where work is in progress. Buoys are about 500 metres from perma- 
nent lights marking North entrance to the harbour, and indicate 
shallow water. 
MAX. SIZE: Vessels of less than 28 ft. draft. No restrictions on 
length or breadth. Height of tide, maximum 0.35 metres, does not 
effect size of vessel. 
HEALTH: Pratique in accordance with International Regulations. 
RADIO: Radio Patrai—SVP. 
TUGS: Join vessel at entrance to harbour. Ship's lines used. 
BERTHING: In accordance with allocation given by Port Authority. 
STEVEDORES: Advance notice of ETA required in order to 
arrange berth and order number of gangs to commence work immed- 
lately. General cargo rate about 80-100 tons per hour/gang, and bulk 
fea ey 75-90 tons. Seven shore cranes, capacity up to 25 tons 
e. 
TANKERS: No facilities at Patras, but Texaco-Restis berth at Rio 
beth oh up to 18 ft. and 2,500 tons alongside. No residue discharge 
— WATER: Supply line connected to all berths. 
R EL: Deliveries by tank trucks at Patras. Available at Texaco- 
estis berth at Rio. 
Poss PRECAUTIONS: Vessels refuelling or discharging explo- 
dant + feet lip materials must apply to Port Fire Brigade to 
OrVELOPMENTS: (a) Extension of breakwater by 250 metres: 
WAT onuction of quay between Custom's House and fish steps. 
hed CHMEN: Advisable to employ night-watchmen on large ves- 


HATCHES: Usuall 

: y Opened and closed by crew. 

SUSTOMS ALLOWANCES: 200 cigarettes and 1 bottle wine/ 
Pirits allowed out of bond for each crew member. 


IDENTIFICATION C : i i 
Port Authority, ARDS: Crew are supplied with passes by 


ee 


GREECE 


CONSULS: 
Belgium Sweden 
Germany Finland 
Denmark France 
Italy Switzerland 


Netherlands 
REPAIRS: Very minor repairs only. 
REPATRIATION: All facilities for crew changes and repatria- 
tion. 
AIRPORT: None. 
TIME: GMT plus 2 hours. Permanent. 
HOLIDAYS: In addition to general Greek holidays and Sundays, 
local holidays are 8th September, 30th January. Work can be 
arranged on these days subject to payment of additional charges. 
POLICE/AMBULANCE/FIRE: Port Police, tel. 77-622; Patras 
Police Station, tel. 77-261; Ambulance, tel. 74-444; Fire Brigade, 
tel. 77-561. 
TELEPHONES: No facilities for connecting on board. 
SHORE LEAVE: Permitted. 
AUTHORITY: Central Port Authority of Patras, Aghiou Andreou 
61. Tel. Port Captain, 77-150; Deputy Port Captain, 77-123; Pilot 
Station, 72-896. 


PIRAEUS: 37.56 N. 23.40 E. 


Incl. AGHIOS GEORGIOS 37.57 N. 23.36 E.; KERATSINI; DRAPET- 
ZONA 37.56.30 N. 23.37 E.; and PERAMA 37.58 N. 23.35 E.) 
DOCUMENTS: All usual certificates including Registry, Measure- 
ment, Inspection, Load-line, Fumigation, Passenger Safety, Cargo 
Gear, and Radio. 

5 Crew Lists. 

2 Vaccination Certificates. 

Cargo Manifest. 

List of Provisions and Stores. 

List of Spares. 

Maritime Declaration of Health. 

Crew Passports, or Seamen's Books. 

Passenger Passports. 

PILOTAGE: Cable Agent well in advance advising ETA. Agent 
informs pilot office of vessel's arrival time. 

Pilots can be contacted on VHF Channel 16 for calling, channels 
7 and 12 for communication. Pilot boat is a wooden vessel about 
10 metres length with black-painted hull, word ‘Pilot’ painted in 
white. 

Vessels requiring Pilot should signal letter ‘G" by morse light or 
by ships whistle. Pilot boards vessel about 14 miles off entrance to 
harbour, except when very strong South winds prevailing, which 
case vessel advised by VHF or by signal light that conditions impos- 
sible for Pilot boarding, and whether vessel permitted enter harbour 
at Master's risk. 

If awaiting Pilot, anchorage is possible inside pilotage area of 
Piraeus - Aghios Kosmos - Piraeus Anchorage — Perama Anchor- 
age —- Megara Anchorage (Pachi). 

ANCHORAGES: As above. Depths between 9 and 35 fathoms. 
RESTRICTIONS: No restriction for Aghios Georgios Harbour 
or Drapetzona excepting draft. Harbours open throughout 24 hours 
for entry and departure subject prevailing weather conditions. No 
tidal restrictions. 

MAX. SIZE: (also see ‘‘Tankers'’) Aghios Georgios max. draft 
32 ft. Drapetzona max. draft 25 ft. Piraeus max. draft 32 ft. 6 in. 
RADIO: Athinai Radio - SVA. 

TUGS: Usually join vessel outside harbour, always using ship's 
lines. Nine tugs available. One of 700 h.p., 2 of 250 h.p., 2 of 240 h.p., 
2 of 150 h.p., and 2 of 100 h.p. 

BERTHING: Agent must advise Piraeus Harbour Authorities in 
order to secure berth allocation. 

CRANES: One gantry crane lifting capacity 10 tons, used for coal 
and bulk cargoes installed at Hercules Port. Hourly output of 160 tons. 

39 electric wharf cranes with capacities of 2 to 15 tons installed 
along the wharf of the main port and at the dry and floating docks. 

67 mobile cranes with capacities of 3 to 40 tons. 

3 Straddle-carriers for containers, capacity 30 tons each. 

One container gantry with capacity 250 tons. The Port Authority 
have an additional gantry crane, capacity 41 tons on order. 

Three floating cranes with capacities of 15, 30 and 100 tons. 

BULK HANDLING FACILITIES: Silo suction-duct installations 
capable of moving grain at up to 150 tons per hour and storage 
facility for 40,800 tons, as well as two mobile suction-duct units for 
bulk grain-cargoes. 
STEVEDORES: Agent must submit letter of application to Piraeus 
Port Authorities for number of gangs required also time required 
to commence cargo work. Discharge usually effected with ship's 
own gear. 

Normal work on loading/discharge of goods in the port is carried 
out by two regular shifts, the morning shift (0730 to 1430) and the 
afternoon shift (1430 to 2130). Likewise, upon application of the 
interested parties (ship-owners, agents, consignees, shippers, etc.), 
and provided approval of the competent P.P.A. Service is obtained, 
athird, night shift can be assigned to the job if the necessary workers 
and operators are available. This shift is again of 7-hour duration, 
from 2030 to 0330 or can be extended to the morning hours if neces- 
sary. Exceptionally in the case of work on refrigerator vessels, on 
which work during the Summer period is limited to the afternoon 
hours, the Service can assign workers and operators of loading/ 
discharge machinery, starting from 1630, for a seven-hour period 
which can be extended, if conditions warrant, to the morning of the 
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next day. Loading/discharge work may also be undertaken on 
Sundays and other non-working days (holidays) such work being 
considered as totally extra, being burdened with extra charges 
accordingly. 
MEDICAL: All medical and hospital facilities available. No advance 
notice required except in special cases. 
TANKERS: Discharging effected at private installations. 

Shell max. draft 32 ft. Petrolles max. draft 29 ft. 

B.P. fs » 96 ft Purfina ‘i no eenitt 

Elvyn ,, » M2bit. Mobil ip » 48 ft. 
D.E.H. max. draft 36 ft. (outside steam generator factory, no facilities 
for going alongside). 
DENSITY: 1025. 
FRESH WATER: Available alongside berths. For vessels at anchor, 
water can be delivered by barges belonging to Piraeus Harbour 
authority at 50% additional cst. 
FUEL: Gas oil, fuel oil and mixtures of both to a certain viscosity 
available. Advance notice of requirements should be sent to Agent 
order complete customer's requirements. 
WATCHMEN: Required. 
HATCHES: Opened and closed by stevedores. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per crew 
member allowed out of bond. Wine/spirits, one bottle. 
CARGO GEAR: Before commencement of loading or discharge, 
cargo gear is examined by Piraeus Harbour Authorities. 
ntl CARDS: Passes required for seamen going 
ashore. 
CONSULS: The following countries maintain Consuls at Piraeus: 


Denmark Norway Sweden 
Finland Netherlands U.K. 
Italy 


Other countries maintain Consulates resident in Athens. 
REPAIRS: Facilities available for all kinds of deck and engine 
repairs. 

DRY DOCKS: Two floating docks at Perama. (a) Length 202 metres 
depth 40 metres, capacity 15,000 tons. (6) Length 113-6 metres, depth 
27:4 metres, capacity 3,000 tons. Also see Eleusis and Syros. 
REPATRIATION: All facilities for crew changes and repatriation. 
AIRPORT: Athens Airport 10 km. distant from main harbour. 
Regular international flights. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: In addition to Sundays, local holidays are: 1st Janu- 
ary; Epiphany; Whit Monday; 25th March; Good Friday; Easter Mon- 
day; 1st May; Holy Trinity; 15th August; 28th October; 12th Decem- 
ber; 25th December; Boxing Day. 

mh work can be arranged on these days subject extra payment 
of 75%. 

POLICE/AMBULANCE/FIRE: In emergency telephone Harbour 
office 188 or 451-311. Subsidiary Harbour Department tel. 462-876. 
Harbour Guard Aghios Georgios tel. 462-876 or 451-311/139. Harbour 
Guard Drapetzona tel. 451-311/140. Police tel. 100. Fire service tel. 199. 
TELEPHONES: Telephone connection on board can be made. 
SERVICES: Compass adjusting, tank cleaning. No facilities for 
discharge of tank residues. 

SHORE LEAVE: Permitted. 

SPECIAL PRECAUTIONS: Ship's Speed in Port: Incoming or 
outgoing vessels must keep speed steady, provided weather condi- 
tions and vessel's manoeuvrability allow to do so, but never to 
exceed 5 knots. 

Pollution in the Harbour: Throwing overboard of ballast, objects 
of any kind, oil, food rejects, and dirt in general is strictly prohibited. 
All such rejects can be jettisoned after ship's exit from the harbour 
and at a distance not less than 16 miles from the nearest coast. 
Alternatively, all such rubbish can be thrown in a special rubbish- 
collecting vessel in the port. 

Sea Pollution by bunker oil or sediments: The jettisoning of oil 
products generally in any port or roadsteads less than 50 miles from 
the coast is strictly prohibited. Similarly prohibited is the pollution of 
the sea by jettisoning of oil-sediments during dry-docking or repairs 
of vessels. 

Pollution of the Air: Strictly forbidden is the de-sooting of boilers 
of all vessels at Greek ports. Similarly prohibited is the exit of gases 
in the form of smoke, which poisons the atmosphere and endangers 
public health. 

Overloading: \f upon arrival or sailing the port authorities ascertain 
overloading of the vessel, heavy fines are imposed. 
AUTHORITY: Central Piraeus Harbour Office, Second Harbour 
Department. Tel. 426-981/9. Telex 2210. 


PYLOS: 36.55 N. 21.42 E. 
(Including Sfaktiria and Navarino Bay) 


DOCUMENTS: 
For Port Authorities 
1. For ships under the Greek flag and foreign flag vessels of Greek 
ownership. 
Inspection of all Ship's Papers. 
7 Crew Lists with full details of crew members’ home addresses. 
For passenger vessels — 6 Passenger Lists including passport 
details, that is, number, date of issue and nationality. 
2. Foreign Flag Vessels. 
Inspection of all Ship's Papers. 
3 Crew Lists. 
For Customs 
Crew Personal Effects List. 
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1 Crew List. 

Passenger List. 

Lists of goods or effects to be sent ashore. 

3 Lists of Stores and Spares. 

Bills of Lading. 

Cargo Manifest. 
PILOTAGE: No pilot station. There is a private Pilot employed, 
the bunkering company named G. Mamidakis Limited. Agent and, 
bunkering company should be advised in advance of vessel's fj, 
order arrange Pilot to meet vessel at entrance of Navarino Baye 
take vessel to oil installations at Sfaktiria Bay. ETA should be Pasy 
by radio telephone at least 48 hours before arrival and thereay 
confirming ETA within 24 hours of arrival. If ETA has not been pg 
sed by radio, vessel should wait at entrance to Navarino Bay, » 
request Pilot by signalling letter ““G'" by flashing light or Shig 
whistle. 
ANCHORAGES: Safe anchorage may be made in all areas, 
Navarino Bay except within red sector of Helonaki Islet light, 
MAX. SIZE: Any size vessel can enter and anchor in Navarino& 
The small harbour of Pylos is only suitable for small vessels, — 
HEALTH: Doctor visits vessels that require free pratique, excep 
ing those vessels from ports in countries of the European Coun 
Master and Health Officer together sign Maritime Declaration; 
Health. Free pratique continues when vessel arrives from anoty 
Greek port. A vessel in transit must have free pratique if remainiy 
in port more than 24 hours. Infected vessels or suspected vesy 
remain under quarantine in accordance with existing health regus 
tions. 
RADIO: Athinai Radio - OTE. 
TUGS: No tugs available. 
STEVEDORES: Labour requirements passed by radio at least) 
hours prior arrival. No shore loading/discharging facilities and th 
work effected by ship's gear. Average rate load/discharge 100 tw 
per gang every 8 hours, 
MEDICAL: Agent should be advised by cable prior arrival of me 
cal and medicant requirements. There is a chemist and a Red Cry 
hospital. Yellow-fever, cholera and smallpox vaccination certificas 
required. 
TANKERS: Sfaktiria !sland Installation (ESAPP. G. Mamida& 
Limited). Two flexible hoses diameter 6 in. and one gas oil ho 
diameter 2-5 in. No facilities for residue discharge. At Pylos sm 
harbour there is jetty 100 metres length, the head of which is rese 
ved for small tankers carrying wine and spirits, which moor stern} 
quay. At head of pier, depth of water about 4 metres, but within she 
distance from pier, depth increases to 10 metres. Only one vessel; 
12 ft. to 15 ft., draft can moor stern to quay at any time. Loadiy 
discharging is effected through flexible and portable pipelines & 
longing to Gialovi Wine Factory at Pylos, and cargo is transports 
by special tank trucks. 
DENSITY : 1023 in harbour basin and whole of Navarino Bay. 
FRESH WATER: Master or Agent must apply in writing to Custor 
Authority, and application is to include notice from water supplt 
giving quantity to be supplied and cost of supply. Water barge capt 
city 50 tons. Rate of supply 36 tons per hour by canvas hoses. Bay 
belongs to fuel suppliers, G. Mamidakis. Water also availa 
alongside Pylos harbour quay. 
FUEL: Mamidakis Fuel Installations at Sfaktiria Island. Vess# 
should give 48 hours notice to Mamidakis (Athens Office, addres: 
Eleftheriou Venizelou 56; tel. 622543 Telex 284) Pylos tel. 212-82 
FIRE PRECAUTIONS: No unusual fire precautions at Sfaktii 
Installations, but at main Port of Pylos authorities do not alla 
loading/discharging of 2 vessels at same time, as the only 2 bert 
available are very close to each other. 
DEVELOPMENTS: Work in progress to extend existing Py 
harbour pier to 215 metres length, 20 metres width, and 15 mete 
depth at head of pier. Depth inside pier to be 10 metres. 
WATCHMEN: Usually not necessary to employ watchmen, but! 
required, available. 
HATCHES: Usually opened and closed by crew. 
CUSTOMS ALLOWANCES: Two packets of cigarettes per cit 
member/day allowed out of bond according to duration in porta 
this quantity to be declared on Stores List. Store orders for sup? 
of additional quantities are allowed on the basis of the number! 
crew and the length of voyage, basis two packets per day per cit 
member. One opened bottle wine/spirits allowed out of bond. 
IDENTIFICATION CARDS: Shore passes issued against sv 
mission of seamen's books. 
CONSUL: Panama (F. Papadopulos), tel. 213-84. 
REPAIRS: 3 workshops for minor repairs. 
REPATRIATION: Crew changes and repatriation facilities av 
able. 
AIRPORT: Kalamata Airport, 40 km. from Pylos. Kalamata/Athe® 
flights Tuesday, Thursday, Friday and Sunday, departing at 10% 
Athens/Kalamata flights Tuesday, Thursday, Friday and Sunda 
departing at 0915. 
TIME: GMT plus 2 hours permanent. 
HOLIDAYS: (a) Standard Government Holidays; (b) Local he 
days: 9th May (St. Nicholas) holiday for port workers; 24th Septe® 
ber; 20th October (Anniversary of Battle of Navarino). Dun% 
these holidays, cargo work can be arranged subject overtime p# 
ment. 
POLICE/AMBULANCE/FIRE: Police (Pylos) 213-16; Greek Re 
Cross Hospital (Pylos 213-15; Kalamata Fire Brigade 2123-00). 
TELEPHONES: No facilities for placing on board. 
GENERAL: Very severe fines imposed on oil pollution. 
SHORE LEAVE: Allowed. 
AUTHORITY: Port Authority of Pylos. Tel. 212-25. Telex 2501. 
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RHODES (including Akantias): 36.25 N. 28.17 E. 


pOCUMENTS: 

3 Crew Lists. | 

3 Passenger Lists. 

1 Cargo Manifest. — ; 

4 Stores and Provisions List. 

Usual Ship's Documents. ; ; 
PILOTAGE: 24 hours notice required by Rhodes Port Authority. 
pilot boards 1 mile from port. ‘ 

ANCHORAGE: Suitable anchorage up to a distance of 300 metres 
from the port East of the pier extension. } , 
RESTRICTIONS: Port entry can be difficult and sometimes im- 
possible with strong North or North-east winds. 

MAX. SIZE: Up to 24 ft. draft. 

RADIO: Rodos Radio, 2182 ke/s. : : 
BERTHING: Pilot will advise Master of berthing place in accor 
dance with Port Authority instructions. 

Two diesel motor-driven cranes capacity 2 and 3 tons available 
for discharging. No facilities for containers. } - 
STEVEDORES: 24 hours advance notice required in order to 

angs. 
wEDICAL: General hospital and private clinics available. 
FRESH WATER: Available - supplied by canvas hoses. 
FUEL: Deliveries only by tank trucks. ' 
DEVELOPMENTS: Extension of the Merchant Port Pier by 110 
metres to North and 140 metres to South-east. Also an extension of 
the new harbour (Akantias) pier, to the East of the Marine Harbour. 
Length to be 480 metres, with a depth of 6:5 metres alongside. 
HATCHES: Opened and closed by crew. 
CUSTOMS ALLOWANCES : 60 cigarettes per day per crew mem- 
ber and one bottle wine/spirits per crew member allowed out of 


bond. 


CONSULS: 

Germany tel. 7479 France tel. 2318 
Italy » 7432 Turkey ,, 3362 
Sweden ,, 3379 


REPAIRS: Minor repairs only. 

AIRPORT: Distance 15 km/s. During winter, flights twice daily to 
Athens, and during summer, flights 5 times daily. 

TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: 1st January, 6th January, 7th March, 25th March, 
Good Friday, Easter Monday, 21st May, 15th August, 28th October, 
8th November, Christmas Day, Boxing Day. 
POLICE/AMBULANCE/FIRE: Police, tel. 7690 or 2220; Ambu- 
lance, tel. 2555; Fire Brigade, tel. 3333. 

DELAYS: Sometimes necessary to remain outside harbour up to 3 
hours to allow coastal passenger vessels to berth if other berths 
are full, 

AUTHORITY: Central Port Authority of Rhodes. Tel. 7690, 2220 
or 7695. 


SUDA BAY, Crete: 35.29 N. 24.09 E. 


Hen pee Compulsory. Naval Pilot boards West of N. Soudha 
sland, 

TANKERS: Marathe POL Depot has wooden-faced concrete 
jetty. 10 in. discharge lines. No bunkers. No slop discharge facilities. 
FRESH WATER: Available by barge. 

ANCHORAGE: Good anchorage for any size vessels. 

GENERAL: Cargo pier depth up to 32 ft. alongside, also grain silo 
with similar depth alongside. 


SYROS: 37.26 N. 24.56 E. 


DOCUMENTS: Ships under the Greek flag - documents required 
Ship's Register. 
Seaworthiness Certificate. 
Log Books and Ship's Papers. 
Load-line Certificate. 
Radio Station Licence. 
Fumigation Certificate. 
4 Crew Lists. 
2 Passenger Lists. 
Ships under foreign flag, Greek owned - documents required are: 
Ship's Articles. 
Load-line Certificate. 
Seaworthiness Certificate. 
Ship's Papers. 
Radio Station Licence. 
Fumigation Certificate. 
4 Crew Lists. 
P 1 Passenger List. 
7 under foreign flag - documents required are: 
€aworthiness Certificate. 
Fumigation Certificate. 
Load-line Certificate. 
‘adio Station Licence. 
2 Crew Lists. 
assenger List. 
PLOTAGE: Pilot to be ordered by ship's Agent at least 24 hours 
an farcival notifying approximate ETA. Pilot boards from private 
Weather arc’ about mile off the port, weather permitting. In bad 
ne Pilot boards in harbour entrance. 
ORAGE: Vessels awaiting Pilot anchor outside the harbour 
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GREECE 


South of a line between the green breakwater light and the North end 
of Gaidaros Island. Anchorage in the Southern part of the harbour 
in depths of 20-30 m. 
MAX. SIZE: Length 200 m. Vessels of small draft may go alongside 
the Neorion Pier or moor stern to the pier. Deeper-draft vessels 
remain at anchor in the harbour. 
HEALTH: Free pratique is given when ship's declaration of health 
has been endorsed by a Health Officer. 
RADIO: Loutsa Radio. 
TUGS: 2 tugs available. Tugs usually join vessel one mile from har- 
bour entrance. Payment for use of tug-line is obligatory. 
STEVEDORES: At least one days notice required to arrange 
gangs. 
MEDICAL: No advance notice required if medical assistance need- 
ed. Hospital and general clinic available. 
TANKERS: Discharge alongside terminal of A. E. Seica at 
Lazareta, near the entrance to the harbour. 
DENSITY: 1026. 
FRESH WATER: Limited quantity can be supplied by private 
company. Delivered by barge. 
FUEL: Can be supplied by A. E. Seica, by barge or pipeline. 
WATCHMEN: Not required. 
HATCHES: Opened and closed by ship's crew. 
CUSTOMS ALLOWANCE: Each man allowed 40 cigarettes per 
day for period not exceeding 5 days. Each man allowed one opened 
bottle of spirits. No restrictions for wine. 
IDENTIFICATION CARDS: Shore passes are issued on produc- 
tion of seamens books or passports. 
CONSULS: France - tel. 3-62. Netherlands — tel. 7-20. 
REPAIRS: Neorion Syros Shipyards can undertake any kind of 
engine and hull repairs and alterations. Holds LTC licence for piston 
reconditioning. 
DRY DOCKS: Two floating docks, one for ships up to 20,000 dwt, 
and one for vessels up to 75,000 dwt. 

Dimensions of larger dock; 210 m. length over keel blocks; 36-20 m. 
inner width; 17-40 m. moulded depth. 
DEVELOPMENTS: Port being dredged to permit entry of larger 
vessels. Shipyard installing facilities for building vessels up to 
15,000 tons. 
REPATRIATION: Can be arranged. 
TIME: GMT plus 2 hours all the year round. 
REGULATIONS: Port Captain should be contacted for any 
queries not covered by lists of regulations provided on arrival. 
HOLIDAYS: Work may be arranged on all holidays on payment of 
75% additional to tariff. 
POLICE/FIRE/AMBULANCE: Police tel. 6-10; Fire 3-33; Ambu- 
lance 5-55. 
TELEPHONES: Cannot be connected on board. 
SHORE LEAVE: Crew may go ashore after pratique is given, 
carrying shore leave passes issued by Port Authority. 
AUTHORITY: The Harbour Office of Syros, Kanari Square, Tel. 
6-33, 6-90. 


THESSALONIKI (Salonica): 40.38 N. 22.56 E. 


PORT LIMITS: A vessel is considered as an “arrived vessel” 
when she has passed the line connecting the Small Kara Point and 
the Paliomanna light buoy. 
DOCUMENTS: For Greek flag and Greek-owned vessels: 

List of Foreign Exchange. 

Crew list (additional for Port Authority). 
All vessels: 

4 Crew Lists (Port Authority, Customs, Immigration and Health). 

1 List of Stores. 

1 List of Personal Effects. 

Copies of Bills of Lading and Cargo Manifest. 

PILOTAGE: Apply for Pilot through VHF Channel 12 or by inter- 
national code signals. Pilot meets vessel about 1,000 metres S.E. of 
breakwater light (white). Pilot boat is small motor-boat carrying 
pilot flag. 

ANCHORAGES: Area from 500 to 1,000 metres S.E. of port offers 
safe anchorage. 

MAX. SIZE: Average safe depth of water 10 metres. Two berths of 
35 ft. depth. Also see “Tankers”. 

HEALTH: Health Officer boards vessels from foreign ports to grant 
free pratique. 

RADIO: Radio Thessalonika. 24 hours notice of ETA required to 
obtain berth and stevedores. 

VHF: Operative throughout 24 hours on Channel 12, Central Port 
Authority. 

TUGS: Six tugs available. Meet vessel about 1,000 metres from port. 
Tug’s lines used for berthing at no extra charge. Ship's lines used 
unberthing. 

MEDICAL: Advance notice not required — all facilities available. 
SPECIALISED CARGO HANDLING FACILITIES: The port has 
silos of capacity 20,000 tons. 

AGET Installation: One berth for discharging cement in bulk by 
special constructed ships equipped with automatic discharging 
gear. Maximum draft 30 ft. 
TANKERS: 1 Esso-Pappas installation. (a) Sea Island berth capable 
of accommodating two vessels of 24,000 tons and 14,000 tons res- 
pectively. Max. draft 32 ft. 8 lines, diameter 16 in. (1). 10 in. (3), 4 in. 
(3), 6 in. (1). (6) Seven buoy mooring for vessel of up to 80,000 tons. 
Max. Draft 44 ft. Submarine 34 in. pipe-line for crude oil discharge. 
Two flexible discharge lines 10 in. diameter. 

2. Mamidakis' Installation. Stern discharge berth. Maximum draft 


259 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


32ft. Two submarinelines enable two grades of cargo to be discharged 
through 8 in. line at 200 tons/hour and 6 in. line at 160 tons/hour. 

3. Ethy/ Oil Berth, length 320 metres, depth alongside 10 metres. 
DIRTY BALLAST: Two tanks of 600 tons each and one of 6,000 
tons are available for the reception of dirty ballast at Esso-Pappas 
installation. 

The discharge overboard of any oil or oil contaminated water is 
strictly forbidden and every precaution must be taken to avoid 
pollution. 

DENSITY: 1025. 

FRESH WATER: Unlimited supplies available. 

FUEL: Unlimited quantities available. Usual notices required. 
Suppliers B.P., Shell, Esso-Pappas, Mamidakis. 

FIRE PRECAUTIONS: Safety tug in position at tanker installa- 


tions. 

DEVELOPMENTS: (a) Channel. Dredging in progress to enable 
any size vessel to enter port. (6) Construction of sixth jetty, length 
1,000 m., width 600 m. Will be used as a container terminal. Expected 
to be completed in 1978. 

WATCHMEN: If required, cost by private negotiation. 
HATCHES: Opened/closed by crew. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle spirits 
allowed out of bond for each crew member. 

CARGO GEAR: Adequate shore gear available. 
IDENTIFICATION CARDS: Passes issued to crew members of 
foreign vessels. 


CONSULS: 
U.S.A. Italy 
Austria U.K. 
Belgium Norway 
France S. Africa 
Germany Netherlands 
Yugoslavia Sweden 
Denmark Turkey 
Switzerland Finland 
Japan 


REPAIRS: Only minor repairs. 

REPATRIATION: Facilities for crew changes and repatriation 
available. 

AIRPORT: Distant 12 km/s. South-east of town. Six flights daily to 
Athens. 

TIME: GMT plus 2 hours. Permanent. 

HOLIDAYS: (National): 1st January, 6th January, 25th March, 
Good Friday, Easter Monday, 21st April, ist May, 15th August, 28th 
October, Christmas Day, Boxing Day. (Local): 26th October. Work 
may be arranged on holidays at double costs. 
POLICE/AMBULANCE/FIRE: Port Police, tel. 531-502; Ambu- 
lance, tel. 531-531; Fire, tel. 199. 

TELEPHONES: Facilities available for placing on board. 

SHORE LEAVE: Permitted without restriction. For tankers, the 
Master should arrange transport with Agent for seamen to the 
landing pier in Thessaloniki Harbour. Seamen will not be permitted 
to pass through refinery area. 

AUTHORITY: Central Port Authority of Thessaloniki. Telex: 
41-256. 


VOLOS: 39.21 N. 22.56 E. 


DOCUMENTS: See “Piraeus.” 

PILOTAGE: Pilot boards about 1 mile outside port. Pilot boat is 

small launch coloured grey and black. 

ANCHORAGE: Suitable anchorage situated 1-2 miles outside 

harbour in depths of 14 to 20 metres. 

RESTRICTIONS: Vessels in excess of 10,000 tons unable enter at 

night. 

MAX. SIZE: Max. draft 36 ft., no limitation on length or breadth. 

HEALTH: Port Officer acts as Health Officer and pratique effected 

on doctor's advice. If arriving from another Greek port, pratique 

automatic. 

TUGS: Join vessel at entrance to harbour. 

STEVEDORES: Advance notice required order arrange gangs. No 

shore gear and all cargo operations handled with ship's gear. 

MEDICAL: Advance notice of required medical attention is neces- 

sary. Hospital and medical facilities available. 

TANKERS: One berth; depth alongside 27 ft. 

FRESH WATER: Only available at main pier and silos pier. 

DEVELOPMENTS: A new pier is under construction. 

HATCHES: Usually opened and closed by crew, but if by steve- 

dores, additional costs apply. 

CUSTOMS ALLOWANCES: Onetotwo packets cigarettes allow- 

ed per crew member per day. One bottle wine/spirits allowed out of 
bond, 

1a rdegpoe Germany, tel. 25379, France, tel. 25870, Sweden, tel. 
7662. 

REPAIRS: Minor repairs can be effected. 

AIRPORT: Situated at Anchialou. Two weekly flights to Athens. 

TIME: GMT plus 2 hours, permanent. 

HOLIDAYS: Usual Greek holidays. Local holiday 6th December; 
cargo work can be arranged subject to additional cost with the 
exception of 6th December. 

POLICE/AMBULANCE/FIRE: Police, tel. 24500; Ambulance; tel. 

27531; Fire, tel. 5000. 

AUTHORITY: Port Authority of Volos. Tel. 23779 and 24179. 
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YALI ISLAND: 36.38 N. 27.07 E. (See Plan) 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Cargo Manifest. 

Bills of Lading. 

List of Ship's stores and Spares. 

Health Declaration. 

Ship's Certificates. 

PILOTAGE: A Mooring Master is available from Piraeus. Moor 
Master boards at the anchorage. 

ANCHORAGE: Safe anchorage in the roads except in Stroy 
Southerly winds. 

MAX. SIZE: Length 250 metres, draft 33 ft. 

HEALTH: Port authorities will board by launch from Nissyrosy 
arrange free pratique. Any sick crew members will be disembarig 
to Nissyros by the same launch. 

TUGS: Not available. 

BERTHING: The vessel is moored at loading berth on 8 buoys; 
addition to port anchor. During loading operations the vessels ha 
to be shifted from hatch to hatch. 

The facilities of loading consist of a cement pylon holding a hy 
zontal chute-conveyor belt of about 50 ft. length. This chute-c» 
veyor belt is fed from ashore by rotating buckets of 1:3 tons each, Th 
vessel has to be at a distance of about 40 to 50 ft. from the cams 
pylon in order to load the holds. 

STEVEDORES: Workers are employed by private loading compa, 
MEDICAL: Nearest medical and hospital facilities are at the isle 
of Kos, 7 miles north of Yali. 

FRESH WATER: None available. 

FUEL: Not available. 

HATCHES: Opened and closed by ship's crew. 

CUSTOMS ALLOWANCES: 200 cigarettes and one opened bot 
of spirits are allowed each man. 

CONSULS: No local representation. 

REPAIRS: No facilities exist. 

AIRPORT: Nearest at Kos with daily flights to Athens durings 
summer. Four flights a week during the winter. 

HOLIDAYS: Do not affect vessels loading. 

SHORE LEAVE: Allowed. 

AUTHORITY: Clerk of Mandraki, Port of Nissyros. Tel. 5 ( 
to 1200, 1600 to 1800 hours) Yali Quarry Manager, Yali. Tel. 2 (080) 
2200 hours) through Rodos Radio. 


Greenland 


GENERAL INFORMATION: 
CUSTOMS: The master is not allowed to distribute tax-le 
cigarettes or other tax-free tobacco in a Greenland port. 
DOCUMENTS: Following documents must be on board: 

Speed Certificate. 

Crew List. 

Radio Station Certificate. 

Safety Equipment Certificate. 

Clearance Certificate. 

Health Declaration. 
RESTRICTIONS: Foreign-flag vessels do not normally her 
access to Greenland ports unless they have special permission 
such vessels have this permission, the crew may go ashore subj 
approval of Port Authorities and following presentation of Hea! 
Certificate or a medical check on board. 
ICE INFORMATION: Ice Centre Narssarssuaq is transmitt® 
daily at 1200 GMT and 2200 GMT the latest information of the ice’ 
Southern Greenland Waters. Information is transmitted in Faxim 
(Mufax) on frequency 2780 and 6970 kc/s drum speed 120. Ships @ 
free of charge, request telegraphic ice information from follows 
coastal radio stations: 

OZL—AngmagssaAlik 

OZN—Prins Christian Sound 

OXF—Julianehab 

OZA—Frederikshab 
WATCHMEN: Ship is required to appoint a crew member? 
ship's guard on board. 
TIME: GMT minus 3 hours. Permanent. 
HOLIDAYS: As applicable to Denmark. 
CONSULS: None. 
WORKING HOURS: Normally from 0600 to 1800 hours with! 
meal breaks. 
RADIO: In ports where there is a local radio station, vessels ® 
prohibited from using ship's station for sending messages. 
HEALTH: Before commencing voyage to Greenland, at the pf 
of departure, Master is required to obtain a Health Certificate ff 
an authorised medical practitioner, stating that there are no 
gerous or contagious diseases on board, such as pest, cholet 
yellow-fever, smallpox, or typhus. The crew list is to be included? 
this certificate stating that there are no venereal or other contagi® 
diseases amongst the crew members. The Health Certificate is ® 
valid if it has the stamp and signature of the Royal Danish Consv! 
Vice-Consul of the district in which the port of departure is situa® 
On arrival at the first Greenlandic port, the Master is to present® 
Health Certificate to the Port Authorities. Health Certificate ™ 
also be issued by a doctor in the first Greenlandic port of call. 
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REPORT: Immediately upon arrival of a vessel in Greenland, 
ne Master must report to the Port Authorities. . 
WASTE DISPOSAL: It is forbidden to throw waste material of 
any description overboard into port waters. 


- EGEDESMINDE: 68.43 N. 52.53 W. 


(Also see “General Information" at beginning of Greenland Section) 
DESCRIPTION: Roadstead, Inner Port (inside Bay, Anchorage, 
Boat Port, and Atlantic quay. 

DAYLIGHT: Polar darkness from 2nd December to 11th January, 
and midnight sun from 22nd May to 23rd July. : 
CONDITIONS: (a) Current: flows Eastwards between the islands 
at Egedesminde from 3 hours before, to 3 hours after high water, 
following which, current flows Westwards for 6 hours. (6) Ice: 
winter ice normally occurs from mid-December to early May, but can 
occur earlier, in November. New ice in the port can be up to 60 cm 
thick; 1st January covering ice up to 30 cm and by 1st February 
about 45 cm. Icebergs sometimes enter port area and stop all ship- 
ping movement. (c) Tide. high tide height 2'6 m. (max. 3-1 m.). Low 
tide height 15 m. Direct W. wind causes 0:3 m. rise above tidal 
peight, and S. or S.E. wind about 0-5 m. below. 

PILOTAGE: No official port Pilot, but assistance arriving and sail- 
ing may be obtained from a local seafarer having good knowledge of 
the area. This local assistance should be ordered if required in ETA 
cable to Port Authority at least 24 hours prior arrival. The Port Mana- 
ger usually acts as local expert as part of his normal duties. 

There is VHF radio installation in office of Port Authority and it 
is usually possible to obtain VHF contact within 30 miles of Egedes- 
minde. 

Local area expert will board vessel from port boat at meeting place 
usually arranged just outside entrance to port. 

No special pilotage regulations and no Outer Anchorage where 
Pilot may be taken on board. However, in waters N. and N.E. of port 
entrance vessels may stop or proceed at very slow speed in order 
to embark local expert. 

ANCHORAGES: No special anchorages, and vessel is only allow- 
ed to anchor for a short period at the entrance to port subject per- 
mission of Port Authority. 

MAX. SIZE: Largest vessel to berth alongside Atlantic quay was 
length 102 m., breadth 40 m., draft 6:2 m. 

ENTRY: Day or night. 

TUGS: None. Two port boats to take lines and assist mooring. 
RADIO: Godhavn Radio. RDF station beacon East of the town. 
Radio link between Egedesminde and Transitoen, and between 
Transitoen and Roeveo. 

BERTHING: Atlantic quay. Length 25 m., depth alongside 6-7 m., 
at medium low tide and 9:3 m., at medium high tide. Height of quay at 
medium tide about 1-5 m., above w/I. One 5-ton mobile crane and 
some fork-lift trucks used in discharging. 

MEDICAL: Hospital, doctor and dentist available. 

FRESH WATER: Available at Atlantic quay and at tank-station. 
FUEL: Only gas-oil available for local fishing vessels from the tank- 
Station. 

AIRPORT: Heliport. 

SALVAGE: Salvage-station in the area. 

REPAIRS: Radar and radio technicians available. 

AUTHORITY: Director of Commerce. 


FAERINGEHAVN: 63.41 N. 51.34 W. 


(Also see “General Information” at beginning of Greenland section) 
DOCUMENTS: Bill of Health: Doctor's certificate mentioning 
each member of crew by name to be free of contagious diseases. 
This document to be signed by Consulate in the port of delivery 
to be prepared by competent authority, passengers excluded. One 
Manifest with Bill of Lading. Ordinary Ship's Papers. 
PILOTAGE: As a rule Pilot can be ordered in the months May- 
October, notice 12 hours before arrival is required. 
ANCHORAGE: Inside fjord area. 
RESTRICTIONS: None. 
MAX. SIZE: Oil-carriers about 26,000 dwt, draft 40 ft. Ordinary 
Cargo-ships 20 ft. 
HEALTH: Captain to apply with documents at harbour office for 
free pratique. 
RADIO: Faeringehavn radio: OYU, or Godthab radio: OXI, con- 
nected Faeringehavn by Telex and telephone. 
VHF: Oil company and flshing company are listening on VHF 
during working hours. 
TUGS: Salvage tug stationed on West coast of Greenland. Station- 
ed at Faeringehavn May-October, no fixed rates. 
STEVEDORES: None, but fishing and service company “Nordafar" 
may act as stevedores. 
MEDICAL: Local sick room and nurse available in summer. For 
wesicel service, apply Godthab. 

ANKERS: Load/discharge lines 6 and 8 in. Smaller diameters 
FR bunkering when necessary. 
fuer WATER: Only available May to November. 
ol 4 Available. Light fuel, gas oil, aviation turbine fuel A1, gas oil, 
ORNGWAY/DECK WATCHMEN: Not required, (ship's crew). 
pa ING/CLOSING HATCHES: Must be carried out by ship's 


IDENTIFICATION CARDS: i 
CONSULS: None. per et 
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GREENLAND 


rerun” Small repairs only. Workshop available May to Novem- 

er. 

REPATRIATION: Available, via Godthab by air to Copenhagen. 

pra ae 2 Nearest airport is Godthab, distance 35 miles regular 

airlines. 

TIME: GMT minus 3 hours. 

HOLIDAYS: Danish holidays. 

POLICE/AMBULANCE/FIRE: 

Ambulance Faeringehavn 25. 

TELEPHONES: Not available on board. 

GENERAL: Bunker station open all year; during winter-time some- 

times difficulties caused by ice. 

SHORE LEAVE: Allowed. 

DELAYS: Bunker station closes for arrivals between 2200 and 0600 

local time. 

renee ae : Kontralloren, (harbourmaster), telephone: Faeringe- 
avn 20. 

AGENT: Nordafar A/S, 3908 Faeringehavn, Greenland. 


Police tel. Faeringehavn 34; 


FREDERIKSHAB: 61.59.7 N. 49.40.8 W. 


(Also see “General Information" at beginning of Greenland section) 
LOCATION: The port is in the inner part of a small bay. 
DESCRIPTION: Atlantic quay; fishing quay; anchorage. 
CONDITIONS: (a) Current: none. (6) Ice: big ice reaches to the 
North of the port; smaller ice reaches the port especially to the 
North, but South of the port it is usually ice-free. The best period of 
finding the port ice-free is between March and April, and from the 
end of August. (c) Tide: height of average high water is 3:8 m., low 
water 2:0 m. (max 2:4 m). 

PILOTAGE: Pilot should be requested in ETA cable via Frederik- 
shab radio. Pilot will meet vessel at Satuarssugssuaq (Fyroen). 
ANCHORAGE: S.E. of Skarvo. Holding ground is not good and 
anchoring should be carried out at very slow speed. 

MAX. SIZE: Length 100 m., draft about 6 m. 

ENTRY: Day or night. 

TUGS: None. Port boats assist in mooring. 

RADIO: Local radio station. RDF station beacon East of the town. 
BERTHING: Atlantic quay. Length 60 m., depth alongside at aver- 
age low tide, 7 m., depth in harbour about 10 m. Cranes up to 5 tons 
capacity and fork-lifts trucks used in discharging. 

MEDICAL: Hospital, doctor and dentist available. 

FRESH WATER: Available alongside Atlantic quay. 

FUEL: Refuelling quay, depth about 5 m., Gas-oil and diesel oil 
available. 

AIRPORT: Heliport. 

REPAIRS: Workshop available. 

GENERAL: Police Station, Fire Brigade, radar and radio techni- 
cians, and service for IFD rubber dinghies: Cable address “Flade- 
service FRH”. 

AUTHORITY: Director of Commerce. 


GODTHAB: 64.10 N. 51.44 W. 


(Also see “General Information” at beginning of Greenland Section) 
DESCRIPTION: Narrow entry to port, but well protected, with 
good modern berths and anchorages. 

CONDITIONS: (a) Current: sometimes strong between anchorage 
and the berths. (b) Ice: only very occasional large quantities of ice 
reach the port and into the fjord. If ice in area South of Godthab, 
S.W. storms force drift ice into the fjord. Stationary ice occurs very 
rarely. (c) Wind: South and South-west storms spring up suddenly 
but only last for brief periods. (d) Tide: height of high water 4:4 m. 
(max. 5:1 m.); low water 2-1 m. 

ENTRY: Port open day and night all year round. 

DAYLIGHT: Godthab situated South of the border for midnight 
sun and Polar darkness. 

PILOTAGE: Port Manager normally acts as Pilot for ships, but is 
not an authorised Pilot. Pilotage may be arranged by VHF contact 
with Authority during normal working hours. 

ANCHORAGES: Good anchorages available inside fjord. Larger 
vessels should anchor close to Rypeo and in Malene Bugt. 

MAX. SIZE: Largest vessel to berth at Atlantic quay was length 
125 m., breadth 17 m., and draft 7 m. 

TUGS: None. Two port boats to take lines and assist mooring. 
RADIO: 24 hours notice of ETA should be passed to Authority, 
cable address ‘Handel Godtham"’. Radio beacon at Kookoerne. 
BERTHING: Larger vessels should contact Port Authority before 
approaching port at night-time. Atlantic quay, length 130 m., depth 
alongside 7 m., at average low tide. Height of pier about 1-5 m., at 
average high tide above w/!. Skonnertkaj quay, length 40 m. There is 
also a sand-discharging pier length 30 m. Vessels berth at Atlantic 
quay starboard side to the berth, and there is a large wire rope which 
may be taken on board from the shore. Mobile cranes capacity 5 
tons. 

MEDICAL: Hospital, doctors and dentists available. 

FRESH WATER: Available at Atlantic quay. 

FUEL: Small quantities gas-oil available at Atlantic quay. 
REPAIRS: Repair workshop available. 

AIRPORT: Heliport. 

GENERAL: Police, Fire Brigade, radar and radio technicians, radio 
station post, and cable office. 

AUTHORITY: Director of Commerce who also acts as Port Mana- 
ger. 
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GODHAVN: 66.56 N. 53.40 W. 


(Also see “General Information" at beginning of Greenland Section) 
DESCRIPTION: Port consists of a mooring inside a bay. 
DAYLIGHT: Polar darkness from 25th November to 15th January, 
and midnight sun between 19th May and 26th July. 
CONDITIONS: Ice: winter ice is fast from November-December 
until end May or beginning of June. Thickest observed winter ice is 
about 100 cm. 

ENTRY: Day or night. Port is open from May to November. Be- 
tween mid-April until May the port can only be used by specialised 
tonnage. 

PILOTAGE: Boarding point arranged with Port Authority in ETA 
advices. 

ANCHORAGE: Good anchorage in the bay —- outer port. 

MAX. SIZE: Largest vessel to date length 100 m., draft 6°5 m. 
TUGS: None. Port boats assist with mooring. 

RADIO: Local Radio Station. RDF Station beacon, 

BERTHING: No alongside berths. Vessel moors to two anchors 
and stern-lines to the shore. Mobile cranes on shore capacity up to 
5 tons. Depth in bay about 6:82 metres. 

MEDICAL: Hospital. Doctors and dentist available. 

GENERAL: Arctic Scientific Station, Fire Brigade, Cable Office. 
AUTHORITY: Director of Commerce. 


HOLSTEINSBORG: 66.56 N. 53.40 W. 


(Also see ‘‘General Information" at beginning of Greenland Section) 
LOCATION: Harbour is situated on Northern side of Tommerman- 
dsoen. 

CONDITIONS: (a) Tide: average height of high tide 3-5 m. (maxi- 
mum 4-4 m). low tide 2 m. (6) Ice: winter ice up to 1 m. thick. Ice 
normally occurs from December to March or April. 

ENTRY: Port open day and night, and normally all year round. 
PILOTAGE: Arrange with Authority through Holsteinsborg's 
radio, cable address “Director of Commerce Holsteinsborg”. Pilot 
meets vessel at Jakobs Skaer, 2 miles South West of Mollersoe. 
ANCHORAGE: Large vessels can anchor outside port and dis- 
charge into barges. 

MAX. SIZE: Largest vessel that can berth alongside Atlantic quay, 
length 102 m., breadth 14 m., draft 6:2 m. 

TUGS: None. Port boats take lines and assist mooring. 

RADIO: Local radio station. VHF connection in Port Director's 
office. Radio technicians available, cable address ‘Polar Radio”. 
BERTHING: Atlantic quay, length 60 m., depth alongside 6 m., at 
average low water. Height of quay 2 m., above w/I. If berth occupied, 
loading/discharging of larger vessels at anchorage with barges. At 
Atlantic Quay there is a mobile crane with capacity of 3 tons and 
fork-lift trucks. Belt conveyor for coal. 

MEDICAL: Hospital, doctors and dentists available. 

FRESH WATER: Obtainable at Atlantic quay. 

AIRPORT: Heliport. 

GENERAL: Post and cable offices. Telephones not normally 
available for connection on board, but vessels at anchor can call 
Port Director's office on VHF during daytime. 

AUTHORITY: Director of Commerce who acts as Port Master and 
Harbour Master. 


IVIGTUT : 61.12 N. 48.10 W. 


(Also see “General Information" at beginning of Greenland Section) 
OPERATORS: A/S Kryolitselskabet Oresund. 

CONDITIONS: (a) Current: strongest about 3 hours before and 
3 hours after high water, and vessels arriving and sailing should 
take this into consideration. (b) Tide: height of average high tide 
3 m. (max. 3-4 m), low tide 1-6 m. (c) Wind: calm for about half the 
year otherwise winds are usually from South or South-east. The 
dangerous winds for moored ships are the infrequent storms from 
North or North-east; these storms seldom occur but if they do occur 
they do so in the autumn. (d) Ice: winter ice usually occurs from 
December onwards in the fjord outside Ivigtut and disappears in the 
beginning of April. Outside Ivigtut winter ice always occurs, some- 
times reaching a thickness of about 1 m. Information concerning ice 
conditions always obtainable on telegraphic request to GLK. 
ENTRY: Day and night and usually all year round. 

PILOTAGE: No official Pilot but an acting Pilot can be arranged 
through connection with Port Authority, cable address “Manager 
Ivigtut", at least 24 hours prior arrival. 

MAX. SIZE: Largest vessel to have berthed at Kryolit pier was 
length 102 m., breadth 14 m., draft 6:2 m. 

TUGS: None. Motor-boat will assist mooring. 

BERTHING: Kryolit quay, depth alongside about 7 m. height of 
pier about 2 m. above w/!. Berthing during daylight only. Kryolit not 
exported from mid-December to end March. Crane capacity 3 tons. 
RADIO: The radio station at Ivigtut is closed but telephone connec- 
tion to radio station at Gronnedal. 

FRESH WATER: Available. 

FUEL: Deliveries of small quantities of gas-oil. 

REPAIRS: Machine tool workshop. Diver assistance obtainable. 
MEDICAL: Hospital in Ivigtut, but doctors and dentists are in 
Gronnedal. 

AUTHORITY: Ivigtut Cryolite Mines, Ivigtut. 
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JAKOBSHAVN: 69.13 N. 51.06 W. 


(Also see “General Information” at beginning of Greenland Section) 
DESCRIPTION: Port is a narrow open bay, entrance to the North. 
west, having outer port and inner port. In outer port is Atlantic quay 
and bunkering station, and inner port has another quay anda fishing 
harbour. 

CONDITIONS: (a) Tide: height of average high tide 2:8 m. (may, 
3:3 m.), low tide 1-6 m. (b) Wind: usually East to North-east. In aut. 
umn winds are strong especially in the morning. (c) Ice: impression 
can be gained when approaching port that port is closed due to 
icebergs. On closer approach channels between icebergs will be 
found but if these openings appear too narrow a wider passage 
should always be found to the North. (d) ‘‘Kanele”’: a natural phenom. 
enon that occurs at this port causing regular and heavy swell, height 
up to 2 m. Wave characteristic, long and flat, frequency about 6§ 
minutes. Pilot should be consulted for full information. 
ENTRY: Port usually open day and night, from mid May to end 
November. 

DAYLIGHT: Polar darkness between 1st December and 12th 
January and midnight sun between 21st May and 24th July. 
PILOTAGE: A Pilot should always be used by larger vessels and 
request made to Port Authority in ETA cable, Pilot boarding place 
to be agreed with Authority. 

MAX. SIZE: Largest vessel to berth at Atlantic quay was length 86m,, 
draft 6:8 m. 

TUGS: None. Port boats take lines and assist mooring. 
BERTHING: Outer port depth 6-5/7 m., inner port 5-5/6 m. Atlantic 
quay length 40 m. Depth alongside Atlantic quay 7 m. at average low 
tide. Height of quay about 1:1 m. above w/!. Permission to enter port 
should be obtained prior arrival from Port Authority. Mobile crane 
capacity 5 tons, also fork-lift trucks. 

MEDICAL: Hospital, doctors and dentists available. 

FRESH WATER: Obtainable alongside Atlantic quay. 
AIRPORT: Heliport. 

REPAIRS: Machine workshop. 

GENERAL: Police, Fire Brigade, Port and cable office. 
AUTHORITY: Director of Commerce who acts as Port Manager, 


JULIANEHAB: 60.43 N. 46.02 W. 


(Also see “General Informatiun" at beginning of Greenland Section) 
DESCRIPTION: Port is an open bay, facing South with Atlantic 


quay. 

CONDITIONS: (a) current: flows North-westerly, but in Southern 
part of port from little current effect. (b) Tide: average height of high 
tide 2:8 m. (max. 3:2 m.); low tide 1:4 m. (c) Ice: drift ice between 
January and July occasionally fills whole port. (7d) Wind: the most 
frequent wind is from East or North-east, normally occurring as 
storms during winter months and as strong winds in summer, 
Winds can be violent and cause rapid rise in temperature. Very 
secure moorings are advisable. 

PILOTAGE: Port office is equipped with VHF which should always 
be used to contact Port Authorities before arrival, and to arrange 
Pilot's boarding position. 

MAX. SIZE: Largest vessel to berth at Atlantic quay was length 
100 m. and draft 6 m. 

ENTRY: Port open day and night normally throughout year, but 
from 1st January to 1st August, only available to specially construc- 
ted tonnage. 

TUGS: None. Port boats take lines and assist mooring. 
RADIO: Local radio station. Radio beacon station at Simiutag 
about 10 miles West of entrance to Julianehab Fjord. 
BERTHING: Atlantic quay — length 30 m., depth alongside between 
7/9 m. on average high tide. Height of quay is 1-3 m. above w/I. Mo- 
bile cranes, lifting capacity up to 5 tons. 

MEDICAL: Hospital, doctor and dentist available. 

FRESH WATER: Available from Atlantic pier during summer 
months. 

FUEL: Gas-oil available at Atlantic pier. 

REPAIRS: At repair quay there is a stationary crane lifting capacity 
35 tons. 

AIRPORT: Heliport. 

DEVELOPMENTS: Atlantic Quay to be lengthened to 60 m. in 
1975. 

AUTHORITY: Director of Commerce - acting as Port Manager. 


MARMORILIK: 71.07 N. 51.17 W. (See Plan) 


DOCUMENTS: 

International Load Line Certificate. 

Safety Raid Certificate. } 
PILOTAGE: Optional for coastal vessels entering Davis Strait 
Agents are to. make arrangements if Pilot required. 

GENERAL DESCRIPTION: The berth is located at the North end 
of the West side of Agfardlikavsa Fjord. 

Agfardlikavsa Fjord, West Greenland, (entrance approximatel/ 
51° 18’ W. and 71° 08’ N.) is located at the end of the larger Qaumaru- 
juk Fjord. : 

Qaumarujuk Fjord, the North-eastern arm of Ingnerit, has its 
entrance between Qegertanguit and the Western extremity of 
Akuliarusikavsak, a mainland projection about 24 nautical miles 
South-eastward. Ingnerit is one of the largest of the branch fjords 
and flows into Umanak Fjord. It is entered between Tuperssuatsialt, 
the South-eastern extremity of the Alfred Wegener Peninsula, and 


iaruseq, a point about 4 miles South, South-eastward. The 
aang the Umanak Fjord flow into the Nordost Bay. f 

The Agfardlikavsa Fjord is separated from the Qaumarujuk Fjord 
by a shallow, narrow bar. Depth at the centre of the sill is approxi- 
mately 30 metres. 7 

There is a considerable surface water run-off along the Fjord walls 
including occasional rock slides. The bottom of the Fjord is filled 
with 6 to 8 ft. of fine silty material. j ; 
Marmorilik (71° 08’ N., 51° 18’ W.) lies on the South-eastern side 
of the Qaumarujuk Fjord at the Western entrance point of the 
Agfardlikavsa Fjord. ie 

The larger fjords and Nordost Bay are encumbered with islets and 
rocks requiring extreme care in navigation. In particular, a shoal is 
known to exist some 350 metres North-west of Marmorilik point and 
extra care is required in this vicinity. 

MAX. SIZE. Max. dwt. 36,500. Minimum depth alongside ore ter- 
minal is 12°5 m. at LW. ae ; poet ; 
RADIO: Ship-to-shore communications will be maintained using 
the following frequencies: 2182 kHz, 2210 kHz and 2738 kHz. 

Information on ice conditions in the fjord can be obtained from 
shore personnel. During loading operations, Greenex will supply the 
yessel with two portable radio transceivers for communications 
between the carrier and the loading control station. 

TUGS: One tug available, 720 h.p. The tug will assist with berthing 
and unberthing if required, and will break up any thin ice in the 
vicinity of the berth and entrance to the fjord. 

BERTHING: The Marine Terminal is used for loading ore carriers 
up to 36,500 dwt. The berth consists of four breasting dolphins 
with bollards for springs and breast-lines. On the shore are seven 
bollards for head and stern lines spread over a distance of 366 
metres. The minimum depth of water alongside is 12:5 m. at LW. 

Vessels normally berth port-side alongside and use the starboard 
anchor to assist in berthing. No. 1 hatch is lined up under the loader 
as itis the first hatch to be loaded. 

Initially the headlines go to the Northernmost dolphin and stern 
lines to the Southernmost bollard on the shore. 

loading: Zinc and lead are loaded with a luffing and slewing 
ship-loader. The ship-loader is fitted with a 20 ft. conveyor to distri- 
bute the cargo in the hold. Communication is maintained between 
the vessel and control room by portable radios. The average loading 
rate is 500 metric tons/hour. 

Notice of readiness will not be accepted at time of arrival at the 
dock unless the vessel is in all respects ready to load. 

General Cargo: Unloaded into barges with vessel's gear and towed 
ashore to a separate lightering dock located about 500 metres North- 
east of the ore terminal. 

MEDICAL: Emergency medical and dental treatment can be 
arranged and should, when possible, be requested by the vessel's 
Master in his ETA message to the mine site office. 
TANKERS: Diesel fuel oil and turbo-fuel are stored in a tank farm 
located on-shore about 500 metres West of the point at Marmorilik 
on Qaumarujuk Fjord, at an elevation of 50 metres. 

The tanker hoses are connected to an 8-inch flange connection 
for diesel oil or a 4-inch hose adaptor with dust-cup for turbo-fuel. 
The static head on the lines is about 70 metres when the tanks are 
full. An anti-static cable is provided. 

On the shore, there are two 50-ton bollards and one 20-ton stock. 
No breasting or mooring dolphins are provided. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPAIRS: No facilities, 

TIME: Standard time is GMT minus 3 hours. 

GENERAL: Repairs: While alongside the dock, no repairs are to 
be undertaken that will prevent the main propulsion machinery from 
being activated at very short notice. 

Vessel's Whistle: The vessel's whistle shall be operational during 
Operations. One long bast on the whistle means “Emergency — 
stop operations". 

AUTHORITY: Greenex A/S, Marmorilik, West Greenland. 


NARSSARSSUAQ (Isrecognosceringsstation): 
61.08 N. 45.26 W. 


(Also see “General Information" at beginning of Greenland Section 
DESCRIPTION: Ice outlook station, with quay. 
CONDITIONS: (a) Current: occasional strong North-westerly 
Current. (b) Tide: average height of high water 3 m. (max. 3:6 m) low 
water 16 m. (c) Wind: South-easterly wind sometimes reaches 
typhoon strength. (d) Ice: in winter ice thickness sometimes 
reanee one metre. Ice breaker not available. 

LOTAGE: Not available. Base representative should be advised 
. ETA well in advance of arrival. 
mates None. Port boats assist mooring. 

AX. SIZE: Largest vessel to berth at quay was length 130 metres, 
draft 8 metres 
ENTRY: Open season from mid-May to mid-October. During sea- 
BEE Port open day and night. 

Ear ING: Quay length 140 m., depth alongside (West) 6-11 m. 

a ) 5-8 m. Height of pier 2 m. above w/I. Two vessels may berth, 

Mis: er ne Hay: Heavy tk J ne et on the quay, 
use arger vessels. Mobi ran i 

4 tons, and fork-lift irakan cao) NA RIUBNOS 


ER: Obtainable at quay, about 80 tons per single off-take. 


ee 
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AIRPORT: Landing-strip for aircraft. lce Station usually uses DC.4 
aircraft and S61 Helicopter. 

RADIO: Local radio station supplying ice information. 
AUTHORITY: Representative of Ministry for Greenland. 


NORTH STAR BUGT (Thule Air Force Base): 
76.36 N. 68.52 W. 


(Also see “General Information" at beginning of Greenland Section) 
DESCRIPTION: Supply port for the Thule Air Force base. Port is 
operated by and belongs to the U.S. Air Force. 

DAYLIGHT: Polar darkness from 1st November to 10th February 
and midnight sun from 23rd April to 20th August. 
CONDITIONS: (a) Ice: port is frozen over from end October to 
beginning July. From beginning of November, large areas of 
compact ice appear, and these can sometimes be up to 20 miles 
wide. During May, compact ice areas commence breaking up; 
however, large quantities of drift ice remain along the coast until 
end July. Winter ice is normally about 180 centimetres thick. (6) 
Temperature: in January and February average temperature is 29° 
below zero. In July, June and August, average temperature is usually 
above freezing-point, but for the rest of the yearitis below freezing 
(c) Tide: mean springtide is 3 m. (max. 3-4 m.). Mean neaptide 1-:7m. 
ENTRY: Normally, port is open early July depending upon ice 
situation. 

PILOTAGE: No authorised pilot, but American Port Authority 
assists in mooring and should be advised of ETA well in advance. 
TUGS: None. Port boats assist mooring. 

ANCHORAGE: Good holding ground in depth between 20 and 40 
m., but anchoring should only be carried out following advice of 
Port Authority. 

MAX. SIZE: Largest vessel to berth alongside quay was length 130 
metres, and draft 7 metres. 

BERTHING: Two vessels may berth at the quay. Depth alongside 
about 7 m. Height of pier about 2 m. above MHW. Mobile cranes and 
fork-lift trucks; however, equipment varies from year to year and 
Port Authorities should be contacted well in advance. Three 
amphibious craft for vessels dischargng in the roadstead. 

FRESH WATER: Available alongside quay. 

AIRPORT: Two rescue helicopters stationed at this base. 
REGULATIONS: The area is a Military Defence area and special 
permission is necessary to enter the port. Shore leave is prohibited. 
MEDICAL: Hospital, doctor and dentist available. 
AUTHORITY: U.S. Air Force. 


SONDRE STROMFJORD (Camp Lloyd): 66.00 N. 
53.35 W. 


(Also see ‘‘General Information” at beginning of Greenland Section) 
DESCRIPTION: Port is used for the supply of an American base, 
transit port for passenger carriage, and for air communication to 
Copenhagen. Port has a quay and a sea terminal for tankers. 
DAYLIGHT: Camp Lloyd is situated South of the border for polar 
darkness but has a midnight sun from 15th June to 1st July. 
CONDITIONS: (a) Current: the current at entrance and at the 
West of Sondre Stromfjord is North-eastern at flood tide, and South- 
west at ebb tide, and can reach a speed of 7 knots. (6) Tide: high 
water at Camp Lloyd is about 3 hours later than at the entrance of 
Sondre Stromfjord. Height of average high tide 3 m. (max. 3-6 m.). 
Low tide 1:6 m. (c) Ice: Sondre Stromfjord is frozen during winter 
throughout whole of inner harbour, but about 55 miles from Camp 
Lloyd, ice thickness varies from 5 cm to 90 cm. (d) Winds: strong 
winds can occur from East and South-east. 

ENTRY: On account of ice, the fjord is closed from beginning of 
January to end-June, but can be used day or night from beginning of 
July to end-October. 

PILOTAGE: No authorised Pilot, but Harbour Master will assist 
berthing. 

ANCHORAGES: Good anchorages about 2 miles South-east of 
Emmons Pynt in depth of about 40 metres. Great care should be 
taken in anchoring, since sea bottom is shelving. 

BERTHING: (a) A quay which is located North of Emmons Pynt, 
depth alongside only 3 m. (6) Tanker sea terminal about 700 metres 
S.S.E. of Emmons Pynt where there is mooring with discharge lines. 
Depth of water 24-26 metres on the South side of the mooring 
position; 15 metres at the mooring, and 10 metres on Northern side of 
mooring with rapid shelving to the North. 

The Port Authorities should be contacted before mooring at the sea 
terminal. There are mobile cranes with lifting capacity up to 5 tons, 
and fork-lift trucks. 

RADIO: ETA should be given weil in advance of arrival to the Royal 
Greenlandic Commercial Representative and also to the Port Auth- 
ority. The arrival should be reported at least 24 hours in advance 
through GLK. The Harbour Master can be contacted on 2716 kc/s. 
and this contact should be established at least one hour before 
vessels arrival. 

MEDICAL: Hospital, doctor and dentist available. 
REGULATIONS: Camp Lloyd is an American Defence Area and 
is restricted. American supply ships have preference in mooring at 
all installations. 

AIRPORT: Heliport. 

AUTHORITY : The Royal Greenlandic Commercial Representative 
- Harbour Master. 


263 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


SUKKERTOPPEN: 65.25 N. 52.54 W. 


(Also see “General Information" at beginning of Greenland Section) 
LOCATION: Harbour situated on S.E. side of Manitsogq island, and 
has Atlantic quay. 

CONDITIONS: (a) Tide: height of average high water 4:2 m. 
(max. 4:8 m.), low water 2 m. (6) Ice: Winter ice occurs from Decem- 
ber to April. (c) Wind: advisable not to enter harbour area if winds 
are strong. Most obstructive winds are storms from S. or S.W. 
ENTRY: Port open day and night, normally all year round. 
PILOTAGE: Pilot is arranged by cable to Sukkertoppen radio when 
giving ETA, which should be sent well in advance. Pilot will meet 
vessel as arranged outside the harbour, or at Faltings Skoer. 
TUGS: None. Port motor-boats assist mooring. 

MAX. SIZE: Largest vessel that can berth at Atlantic quay is 
length 100 m., draft 6 m. Vessels up to 4,000 tons have used the port. 
BERTHING: Depth in harbour is about 27 m. and alongside Atlan- 
tic quay about 6-2 m. Height of quay is about 2 m. above w/I. Cranes 
up to 5 tons capacity and fork-lift trucks. 

WATER: Available at quay. 

REPAIRS: Repair workshop for minor repairs. 

MEDICAL: Hospitals, doctors and dentist available. 

AIRPORT: Heliport. 

GENERAL: Telex, telephones, Police, Fire Brigade. 
AUTHORITY: Director of Commerce. 


Guatemala 


CHAMPERICO: 91.55 W. 14.17 N. 


DOCUMENTS: 

Clearance from Last Port. 

Travel Memorandum (original and 4 copies). 

Declaration of Maritime Health. 

Exemption Certificate of Deratisation. 

5 Crew Lists. 

5 Passenger Lists or ‘no passengers” Declaration. 

5 Provision Lists. 

5 Dangerous Cargo, inflammable or explosives, declaration, 

5 Mail Lists or “no Mail" Declaration. 

Manifests of Cargo from each port (original and 11 copies). 

Bills of Lading from each port. 

Vaccination Certificates for whole crew. 

12 Ballast Manifests, if no cargo on board. 
PILOTAGE: None. 
ANCHORAGES: Without limit but recommended not to anchor 
less than 1 kilometre from beach. 
MAX. SIZE: Vessels work cargo at anchorage in depth consistent 
with vessel's draft. 
HEALTH: Give notice of any suspicious illness or fever on board 
when the doctor comes for official visit. 
RADIO: ETA cables through Cristobal CZ. 
TUGS: No tugs required. 
STEVEDORES: No advance notice necessary. Possible to arrange 
gangs within an hour. 
MEDICAL: Adequate advance notice required depending on 
gravity of case. Hospital half an hour away and possible to arrange 
transport for patient, also to arrange for doctor on board. Crew must 
have current International Vaccination Certificates. 
TANKERS: No facilities for tankers. 
DENSITY: Changes from 1:0226 gr/cm* in October to 1-0270 gr/cm® 
in April. Percentage of salt: Changes from 30:5 parts per thousand 
in October to 36-4 parts per thousand in April. Temperatures: an 
annual average of 28°5° C. 
FRESH WATER: Free within port limits. 
FUEL: No facilities. 
DEVELOPMENTS: Project to build a modern port with an entrance 
channel, artificial bay and capacity for 8 merchant vessels and 
facilities for fishing ships and tourist ships. 
GANGWAY/DECK WATCHMEN: When requested cost five 
dollars per person per day. 
OPENING/CLOSING HATCHES: Either by crew or by stevedores. 
CUSTOMS ALLOWANCES: Without limit on board. Prohibited 
to take tobacco, wine or spirits ashore. 
CARGO GEAR: Ship's gear used for loading/discharging. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: None. 
REPAIRS: Minor repairs only. 
REPATRIATION: All facilities available. 
AIRPORT: International airport 3 hours distant with regular 
airlines all over world. 
TIME: GMT minus 6 hours. No alterations to clock during year. 
HOLIDAYS: No work on 1st January, Maundy Thursday and Good 
Friday, 1st May and 25th December. The rest of the year work day 
and night. 
POLICE/AMBULANCE/FIRE: All available. 
TELEPHONES: Cannot be placed on the vessels. 
GENERAL: Possible to supply provisions, especially vegetables 
and shell-fish at good prices. 
SHORE LEAVE: No restrictions. 
DELAYS: Some days in April and October the surge is very strong 
and work has to be suspended. 
AUTHORITY: Capitan de! Puerto, Champerico, Retalhuleu. 
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PUERTO BARRIOS: 15.44 N. 88.36 W. 


DOCUMENTS: 

Clearance from Last Port. 

Crew List, 1 legalised and 9 copies. 

Passenger List 1 legalised and 7 copies or negatives. 

Cargo Manifest, 1 legalised and 21 copies. 

Stores/Provisions List 3 copies. 

Voyage Memorandum 4 copies. 

Bills of Lading, 2 sets. 

Declaration of Health. 
PILOTAGE: Pilot boards two miles off Puerto Barrios, from small 
unmarked launch. If awaiting Pilot, vessel may anchor about three 
miles North of Puerto Barrios, keeping port entrance clear. No VHF, 
ANCHORAGE: In Santo Tomas Bay, depths up to 6 fathoms. 
MAX. SIZE: Length 600 ft., draft 30 ft. 
HEALTH: Advise Agent in advance if any fever or contagious 
disease suspected on board. Otherwise pratique granted on arrival, 
Officials board only between 0600 and 1800. 
RADIO: Coastal radio in Costa Rica, call sign TIM operating on 
8485 kc/s. 
TUGS: No tugs available. 
BERTHING: One pier owned by International Railway used to 
discharge fuel oil. 1,000 ft. berthing length on each side. A flag is 
shown on the pier to indicate where vessel will berth. Berthing 
recommended during daylight hours only. Tankers discharge on 
South side of the pier. 
FRESH WATER: Available at the pier. 
FUEL: Not available. 
MEDICAL: Doctor available. All crew require International Vacci- 
nation Certificates. 
CUSTOMS ALLOWANCES: Normal daily consumption on board, 
No tobacco, wine or spirits to be taken ashore. 
IDENTIFICATION CARDS: Required. 
TIME: GMT minus 6 hours; no alterations during the year. 
SHORE LEAVE: Allowed. 
AUTHORITY: Commandante del Puerto. 


SAN JOSE: 13.55 N. 90.50 W. 


DOCUMENTS: 

Clearance from Last Port. 

Crew List, 1 legalised and 4 copies. 

Passenger List, 1 legalised and 7 copies. 

Passengers in Transit List, 4 copies. 

Cargo Manifest, 1 legalised and 19 copies. 

Stores/Provisions List, 3 copies. 

Voyage Memorandum, 4 copies. 

Cargo Check Lists, 18 copies, 

Mail List, 7 copies. 

Bills of Lading, 2 sets. 

Baggage Declaration, per passenger, 4 copies. 

Declaration of Health. 
PILOTAGE: Not required and no resident Pilots available, except 
for Tankers where services of a Pilot could be made available upon 
request. 
ANCHORAGE: San Jose is a lighter port (open roadstead). 
Vessels anchor about 0:25 mile from pierhead in 8-9 fathoms of 
water. 
RESTRICTIONS: Normally no pratique granted after 1900, 
although in some instances and if prior arrangements made, vessels 
could be received by Port Authorities up to 2300. Tankers moor in 
daylight only. 
MAX. SIZE: Size immaterial since no docking facilities. Cargo 
transported from vessel to pier and vice-versa by means of steel 
lighters or barges of 35 t. capacity each. This applies to dry cargo 
only. Bulk, liquid cargo at respective terminals (oil and oil by-pro- 
ducts, imports, and molasses export), where vessels proceed after 
pratique. 
HEALTH: Pratique automatic (0700 to 1900), irrespective of previous 
port of call. Master’s obligation to notify Authorities on arrival of 
any suspected disease and/or fever on board, in order that adequate 
precautions taken. 
RADIO: Messages should be routed via Guatel. 
TUGS: None available or required for manoeuvring vesseis. 
STEVEDORES: No gangs available after 2100, unless another 
vessel is working in port. Rate of discharge/loading: dry cargo: 
15-20 tons per gang hour. Maximum gangs available: 3. Bulk cargo 
handled ten times faster. 
MEDICAL: Hospital available. No vaccination/fever certificates 
required. 
TANKERS: Two buoy berths for tankers. Discharging: 8 in. 
diameter lines. ESSO Terminal: Mooring Master assists berthing. 
IRCA Terminal: Stern discharge. 
FRESH WATER: None available. 
FUEL: None available. 
GANGWAY/DECK WATCHMEN: None required or necessary. 
OPENING/CLOSING HATCHES: By stevedores. 
CUSTOMS ALLOWANCES: On board, no restrictions, but no 
crew member allowed to bring ashore more than amount required 
for personal use. 
CARGO GEAR: Ship's gear used for loading and discharging 
dry cargo. Vessels must bring own lines to tie lighters alongside. 
IDENTIFICATION CARDS: Necessary for those on shore leave. 
CONSULS: All Consulates located in Guatemala City, where 
vessels’ agents, when and if required, have special documents 


legalised. Normally, however, Agents can take care of regular 
certifications required, through port officials, who are authorised to 
certify documents in absence of a consul of a particular nation. 
REPAIRS: No facilities available. 
REPATRIATION: Possible. Usually arranged by Agents in co- 
operation with vessel's Agent in Guatemala City. ; 
AIRPORT: Nearest airport Guatemala City, 108 kilometres due 
North of San Jose. Daily flights to and from all parts of world. 
TIME: Central Standard Time, GMT minus 6 hours. No changes 
ing year. 
HOLIDAYS: January 1st; Holy Thursday; Good Friday; Easter 
Saturday; March 19th; May ist; June 30th; July 25th; September 
45th; October 20th; November 1st; December 24th; December 25th; 
December 31st. 
POLICE/AMBULANCE/FIRE: These can be contacted through 
Agent at San Jose and/or Guatemala City. 
TELEPHONES: No facilities for placing telephones on board. 
SHORE LEAVE: Allowed. 
DELAYS: Only two dry-cargo vessels can work simultaneously. 
A third vessel must await departure of one of the first two. Only one 
tanker can work at each bulk liquid cargo terminal. 


AGENT: Agencia Maritima, SA, Port Operators, San Jose, Guate- 
mala. Main office: PO Box 385, Guatemala City, CA. Cable address: 
“Agmar, Guatemala City". Telex not available. 


SANTO TOMAS DE CASTILLA: 15.42 N. 88.37 W. 


DOCUMENTS: 

Clearance from Last Port. 

Crew List, 1 legalised and 9 copies. 

Passenger List, 1 legalised and 7 copies. 

Passengers in Transit List, 4 copies. 

Cargo Manifest, 1 legalised and 21 copies. 

Stores/Provisions List, 3 copies. 

Voyage Memorandum, 4 copies. 

Cargo Check List, 18 copies. 

Mail List, 7 copies. 

Bills of Lading, 2 sets. 

Baggage Declaration, per passenger 4 copies. 

Declaration of Health. 
PILOTAGE: Pilot taken on board at Punta de Manabique. As 
protection against bad weather South side of Cabo Tres Puntas 
and the whole bay is naturally protected. Vessel has only to reduce 
speed at the level of Punta de Manabique to board Pilot. No VHF. 
ANCHORAGE: Outside of access channel to Santo Tomas de 
Castilla the whole North-west side, approximately area of 2 miles 
with depth between 4 and 5} fathoms. 
MAX. SIZE: Maximum length 600 ft., draft 30 ft. Tide does not 
alter draft because maximum increase is 1 ft. 4 in. 
HEALTH: In case of any contagious illness or fever on board the 
Sanitary Authority will be informed through respective Agent and 
vessel will moor to be examined by doctor in charge whether to 
subject vessel to quarantine or not. No automatic pratique. 
RADIO: ETA cables to Agent and Receiver made through Coastal 
Station in Costa Rica; Signal: TIM in 8485 kc/s. or 8/12 mc/s. 
TUGS: Tugs’ service not compulsory. Use of tug lines, charge is 
included in tug service. 
BERTHING: Possible to arrive at any time. Vessels work cargo 
alongside quay 2980 ft. berthing length available. 
STEVEDORES: Arrangements made between Agent and ship 
owner. Agent requests services. 
MEDICAL: No advance notice necessary. Hospital facilities avail- 
able. International vaccination certificate required. 
TANKERS: Diameter of pipe-lines 16 in. and load/discharge lines 
14 in. No slop discharge facilities. Only one mooring berth for 
tankers and maximum draft permitted 30 ft. 
DENSITY: 1015. 
FRESH WATER: Pipe-lines alongside quay. Delivered by hoses 
belonging to port. Rate 15 tons/hour. 
p rho Available, no advance notice required. (Bunker: 60°, and 
iesel: 38°), 
FIRE PRECAUTIONS: No specific precautions for tankers. 
Hydrants available to combat fires, besides tug's services and Coast 
Guard ships of Navy. 
GANGWAY/DECK WATCHMEN: Not essential. If necessary 
provided free by port. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CUSTOMS ALLOWANCES: Tobacco, Wine and/or Spirits: 
No definite quantity and usually regulated by Captain. 
IDENTIFICATION CARDS: Necessary. 


CONSULS: 
Italy Germany Honduras 
Holland Mexico El Salvador 
Sweden 


REPAIRS: Only minor deck and engine repairs. 

REPATRIATION: Possible. 

AIRPORT: 10 km. distance. No regular lines. 

TIME: GMT minus 6 hours. 

HOLIDAYS: ist January; 7th March; Maundy Thursday and Good 

pulays tet May; 30th June; 15th September; 1st November; 25th 
cember, 

TELEPHONES: No facilities for placing telephones on board. 

SHORE LEAVE: Possible. 

AUTHORITY : Port Commander. 


GUINEA 
Guinea, Republic of 


CONAKRY : 09.30 N. 13.44 W. 


DOCUMENTS: 

7 Crew Lists - Crew list with vaccination date for health service. 

5 Passenger Lists. 

5 Lists Port of Call (the last ports). 

3 Stores Lists. 

3 Lists Crew Declaration (personal effects). 

5 Manifests of Cargo (if any). 

2 Copies of Bills of Lading. 

PILOTAGE: Telegraphic address pilot station: ‘Harbour Master's 

Office, Conakry". Pilot meets vessels N.E. of sea buoy Tonnelier. 

ANCHORAGE: Safe deep anchorage. 

RESTRICTIONS: No entry at night. Channel depth 8 metres MLW. 

MAX. SIZE: 600 ft. long. Maximum draft for tankers 31-32 ft. high 

water. 

HEALTH: Valid yellow fever and smallpox inoculation Certificates. 

RADIO: Conakry Radio 2182-2586 kc/s. 

TUGS: Tugs normally connect to starboard side. Ship's lines used. 

BERTHING: All tankers berth according to high water. No berthing 

at night. Berthing 0700 to 1900. Ten berths, max. depth 11:50 metres. 

STEVEDORES: ETA to "Navalguinee” in order arrange gangs. 

MEDICAL: Advance notice required for medical service, hospital 

facilities available. 

TANKERS: Pipe-line 5,280 ft. long, 10 in. diameter. Two tanker 

berths, 31/32 ft. high-water maximum draft at these berths. 

DENSITY: 1016 in the port with particular relation to state of tide. 

FRESH WATER: Available by connection from pier. Rate of 

delivery with good pressure 30 tons hour. 

FUEL: Not available. 

FIRE PRECAUTIONS: Special fire service for tankers. 

poaonerd alah oi ty WATCHMEN: Compulsory, particularly for 

tankers. 

OPENING/CLOSING HATCHES: Normally by crew. Stevedores 

if requested by Master. 

CERTIFICATES: Certificate of Deratisation; Log Book. 

CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes out of bond. 

esti and/or Spirit, 1 litre of spirit and 1 litre of wine per day out of 
ond. 

IDENTIFICATION CARDS: Necessary. 

CONSULS: All major maritime nations. 

REPAIRS: None available. 

REPATRIATION: All facilities exist for effecting crew changes 

and arranging repatriation to Europe. 

AIRPORT: International airport distant 15 km. served by regular 

airlines. 

TIME: GMT plus one hour. 

HOLIDAYS: New Year's Day (ist January); Women's National 

Day (9th February); Labour Day (1st May); 1958 Referendum Day 

(28th September); Independence Day (2nd October); All Saint's Day 

and Guinea Army's Day (1st November); Anniversary of the Basic 

Law of 8th November 1964 (8th November); Assumption (15th Aug- 

ust); Anniversary of Youth's Creation (J.R.D.A.) (26th March); 

Christmas (25th December). 

Varying holidays which depend on the position of moon: Rama- 
dan - End of fasting; Tabaski — Pilgrimage day at Mecca; Mahouloud 
- Day after Prophet Mahomet's Birthday. 

Work available during holidays, except Labour Day, Independence 
Day, Ramadan and Tabaski. 

POLICE/AMBULANCE/FIRE: Police 17; Ambulance 16; Fire 18. 
TELEPHONES: Not possible to place telophones on board. 
SERVICES: None. 

SHORE LEAVE: Crew allowed ashore. 

SHIPMASTER’S REPORT (JULY 1974): 

There are no shore or harbour lights in operation. The Tonnelier 
Buoy is off station together with all channel buoys other than No's 
3, 6 and 9 all of which are unlit. There is no plan to replace or re-light 
these navigation marks. 

Only one tug is available. 

Fresh water can only be obtained by Fire Brigade Tanker truck of 
4 tonnes capacity at a cost of £1-60 per tonne. This water if received 
needs chlorination and boiling before use. 

Consuls - There is no British Consular Officer resident in this 
port. The nearest is located at Dakar in Senegal. 

Repatriation of crew members by air is possible but difficult. 
Procedure is as follows: 

Air ticket must be purchased outside Guinea. Airline then advises 
their office at Conakry that purchase has been made. Airline office 
at Conakry in turn advise ship's agents when ticket and flight are 
available. Only then can Immigration formalities be commenced. 
Entry and exit visas are required and the overall operation may take 
up to one week. 

Time - GMT is kept. 

In the rainy season vessels should be prepared for the African 
Tornado. This usually occurs at night and produces winds reaching 
90/100 knots from calm in a matter of minutes. It is as quickly over. 
The best indication of approach of this weather is a steep rise in the 
barometer the highest winds usually Northerly being experienced 
during the rise. 

Vessel's berthed at the banana berth should be well fendered as 
they are subject to considerable movement due to invisible ground 
swell. A slight starboard list when alongside is an advantage. 
AUTHORITY: M/R Harbour Master, PO Box 534. Tel. 427-22 
Conakry. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


PORT KAMSAR: 10.39 N. 14.37 W. 


SHIPMASTER'S REPORT 
LOCATION: Situated on the estuary of the Rio Nunez. 
DOCUMENTS: 
Immigration 
3 Crew Lists. 
3 Passenger Lists. 
Public Health 

3 Crew Vaccination Lists (showing smallpox, yellow fever and 

cholera). 

3 Passenger Vaccination Lists (same as above). 

1 Quarantine Declaration (Guinean form). 

Customs 
1 Crew Personal Effects Declaration. 
1 Ship's Stores Declaration. 

Agent 

1 Crew List. 

1 Passenger List. 

PILOTAGE: Compulsory. The Pilot boards one mile South of No.8 
buoy (10° 29.5’ N. 14° 43.9’ W.). The pilot ladder should be 5ft. above 
the water. Pilots require seven day's notice of arrival. 

Pilots will take vessels in and out at night, provided a good radar 

is at his disposal. 
APPROACHES: Outer approaches: B.A. Chart No. 600; B.A. 
Pilot Book Vol. 1. Coming from the North, the best departure point 
is in position 10° 04’ N. 16° 38’ W., on the 100-fathom line (which is 
incorrectly charted two minutes farther East). From that point, 129 
miles from the Rio Nunez sea buoy, steer 270° on the recommended 
track shown on the chart. 

It should be borne in mind that the visibility in this region is always 
poor, except after a thundery squall when it is excellent for about 
24 hours. The estimated positions should be as accurate as possible. 
Soundings should be continuous. 

The 10-fathom line charted in position 10° 04’ N. 10° 01’ N. 15° 
19’ W. 15° 17’ W. do not exist. We twice found depths of at least 12 
to 13 fathoms at that place. 

Great care should be exercised when approaching the shoals 
South of Conflict Reefs, keeping in mind that the red-painted buoys 
No. 1, 2 and 3 are very small and are reported unlit (April'74) by the 
authorities in Kamsar. We saw the No. 3 buoy at a distance of 4 
miles on the radar, notwithstanding a smooth sea and no clutter. 
The numbers painted on the buoys are unreadable, even at a distance 
of half a cable! The No. 4 buoy was, in April '74, completely des- 
troyed and the barrel alone remained, giving no echo on the radar. 

Nothing is known by the local authorities about the dangerous 
wreck charted in position 10° 05’ N. 14° 56.5’ W. East of buoy No. 3, 
the hills of Cap Verga were seen on radar at a distance of 38 miles; 
but, when buoy No. 4 was passed, no more echo from the land can 
be seen, probably due to abnormal refraction and waves propagation. 

Buoy No. 5 is also unlit. Caution should be exercised when 
approaching the 43 fathom shoal, N.E. of buoy 5, as we found 2 ft. 
less water than charted! When passing off No. 5 buoy, the wreck 
(P.A.) near Gonzalez Rock could be seen on the radar. The charted 
e rhered is completely incorrect. True position: 10° 24.6 N. 14° 
40-9 W. 

According to the British Pilot at Kamsar, the tidal streams along 
this coast are strong and more or less parallel to the coast, except 
near the mouths of the rivers. The main current runs in a S.E. direc- 
tion, but is mainly weak. 

Estuary of Rio Nunez: B.A. Chart No. 1562(LC Feb. 72). No definite 
bar but encumbered by sand and mud banks. Rochers Gonzalez: 
The light is not only extinguished, but its structure is half destroyed. 
No echo on the radar, even at a close range. 

CAUTION: All the approach buoys are incorrectly charted. 
The true positions, given by local authorities are as follows: 

Buoy No. 6: 10° 25.5’ N. 14° 47.5’ W. (Red) 
» No. 7: 10° 23.5’ N. 14° 44.5’ W. (Green conical) 
» No. 8: 10° 29.5’ M. 14° 43.9’ W. (Red cyl) 

Seven small red cyl. seabuoys guarding Southern limits of Company 
shoals and Conflict reefs. One green con. buoy guarding Western 
approaches of Gonzalez flats. No light or radio beacon. Continuous 
soundings are the best guide when approaching the banks because 
the buoys are very small and most ofthem are unlit. A buoyed channel 
to padigl of 21 light buoys to the berth. A number of them are also 
unlit. 

Rio Nunez Fairway: From the sea buoy to buoys No. 1 and 2: 
dredged to a depth of 12 m. (39 ft. 4 in.). 

From buoys 1 and 2 to buoys 8 and 9: dredged to a depth of 9 m. 
(29 ft. 6 in.). 

From buoys 8 and 9 to buoys 16 and 17 (turning basin): dredged 
to a depth of 8:10 m. (26 ft. 3 in.). 

In the turning basin and inner anchorage, the minimum depth 
reported is 7-75 m. (25 ft. 5 in.). Alongside the loading terminal, the 
minimum depth is 13 m. (42 ft. 8 in.) at LLW. 

Remark: With a draft of 39 ft. 6 in. and a tidal range of 16 ft. we felt 
the bottom (soft mud) after leaving the pier, just before entering the 
channel. The minimum clearance required under the keel is 2 ft. 

Tidal streams: 2 to 3 knots during neap tides, but occasionally 
6 knots during spring tides and rainly season. 

When leavingKamsar with a deep draft, caution should be exercised 
to avoid the 5 fathoms shoal (position: 10° 27.8’ N. 14° 44.5’ W.) as 
we found only 28 ft. above B.A. chart datum at that place. 

Tidal streams: N.N.E. on rising tide; S.S.W. on falling tide. Rate 
of 2 to 3 knots. 

ANCHORAGE: Vessels anchor in the vicinity of No. 8 buoy. Depth 
at low water 7-75 m. The nature of the bottom is mud and sand. 
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MAX. SIZE: Max. LOA 735 ft. Max. beam 110 ft. The maximum 
draft depends on height of tide and may be calculated by using the 


following: 
8:10 m. (26 ft. 7 in.) + Height of tide — 2ft. 
Height of tide above C.D. 


HW Springs 17 ft. O in. 
» Neaps 13 ft. 2 in. 
LW Springs 2 ft. 5in. 
Neaps 6 ft. 24 in. 


HEALTH: Health Authorities board with the Pilot. 

All crew-members must be in possession of valid certificates of 
vaccination against smallpox, yellow fever and cholera. 
RADIO: Port Kamsar Radio: Call sing 3X0. 


500 and 484 kHz 3X030 
2182 kHz (R/T) 3X026 
6383 kHz (W/T) 3X027 
8702 kHz (R/T) 3X028 

12885 kHz (R/T) 3X029 


Watchkeeping hours: 0800-1200 and 1600-1800. When approaching 
Rio Nunez estuary, contact Pilot on VHF Channel 16. 

Vessels are requested to inform Office d'Administration de Boké 
(Ofab Kamsar or Ofab Conakry if Kamsar radio not available) seven 
days prior to arrival and at noon ship's time every other day. 
TUGS: One tug available, 825 h.p. Tug is required for berthing 
and recommended for unberthing. 

BERTHING: Berthing and unberthing is permitted day and night. 
The latest time for unberthing is one hour before high water. Berthing 
takes place at slack water (20 mins. after HW). 

Bauxite Loading Terminal: Max. permissible draft at LW is 42 ft. 
8 in., max. permissible length 735 ft. 

There are heavy duty fender dolphins about 2 m. off the quay with 
steel bitts for the springs. Head lines, stern lines and breast lines are 
secured to heavy steel swivel hooks on the quay. 

Vessels always berth portside alongside. 

Each vessel receives the following letter: ‘‘Due to the tidal condi- 
tions that prevail alongside the bauxite loading wharf, it is essential 
that vessels be moored with heavy duty lines which should be 
tended at all times to ensure that an even tension is maintained. Ifa 
vessel is allowed to fall off the dock, loading operations will immedi- 
ately cease and the vessel will be placed off hire. On a recent occa- 
sion, a vessel broke all her moorings, endangering the shiploading 
tower”. 

The minimum mooring required is: 

Fore: 2 single ropes at first; 

2 double ropes on the winches; 
2 heavy springs. 
Aft: 1 single rope at first; 
1 double rope on the bitts; 
Minimum 2 double ropes on the winches (3 double lines are 
strongly recommended, each ready to heave!); 
2 heavy springs. 

During ebb tide, a strong current hit the portside quarter at an 
angle of about 25” with the pier. 

At least two good watchmen are necessary to check continuously 
the moorings, due to the high tidal range and the fast loading rate. 

Alignment of the pier: 197° (incorrectly charted!) 

Alignment of the jetty: about 250°. 

There are also two piers for smaller vessels. Max. length 100 m., 

max. draft 5-2 m. at HW. Vessels aground at LW. 
SPECIAL CARGO-HANDLING FACILITIES: There is an 
ultra-modern tower which moves over a distance of 165 m. With a 
stretchable arm which works to a maximum angle of 15° above the 
horizontal. 

Vessels must be suitable to load without trimming. 

Headroom under loading arm 61 ft. (18:59 m.) at LW. 48 ft. (14°63 m.) 
at HW spring tides. 

Loading Rates: Nominal 4,250 metric tons/hour. 2,000 metric tons/ 
hour in April 1974, expected to be 3,300 metric tons/hour by November 
1974. 

MEDICAL: Services available at local hospital. Doctor will call on 
vessel but only in an emergency. 

DENSITY: Varies from 1013-1028 according to season. 

FRESH WATER: Available, rate 20 t.p.h. Not recommended as 
drinking water. 

FUEL: Not available. 

CONSULS: At Conakry. 

REPAIRS: Small repairs are carried out in an emergency. 
AIRPORT: Nearest airport at Conakry. 8 hours by car or 12 hours 
by small ship 3 times a week. 

SHORE LEAVE: Not permitted. 

GENERAL: Compulsory to fly Guinean flag. 

AUTHORITY: Port Captain, Port Kamsar. 


Guinea Bissau, Republic of 


BISSAU: 11.51 N. 15.34 W. 


DOCUMENTS: 
Entrance Declaration. 
Clearance from the last Port of Call. 
List of all Passengers on Board, either in transit or disembarking 
in Bissau. 
Provisions List. 
List of the Crew Members Effects. 
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ists of Passengers Baggage. 

vag Cargo to disembark in Bissau, Baldeade (Bolama) or 

otherwise in transit to be disembarked in another port. 

List of Cargo (inside sealed envelope). : 
PILOTAGE: Pilot's base and radio beacon located at Caié Point, 
small island at the entrance of Geba’s channel). To call the Pilots 
and/or the radio beacon, send telegram to Servicosmarguine, 
informing of the ETA at Caid; pilotage is compulsory. 
ANCHORAGE: Between Bissau and the Ilhéu do Rei, 

MAX. SIZE: Draft, 24 ft. ; ; 

HEALTH: Visit of port doctor compulsory if ship has no doctor, 
or if permission for exemption has not been required; permission 
can be requested by radio. When needed, the health services in 
Bissau can be used by passengers or crew members. Yellow fever 
and smallpox vaccinations required. 

RADIO: Station call sign CQF weekdays on at 9, 13, 16, 18 GMT. 
Sundays 9 and 11 GMT. Frequency 500 kHz, CW. 

TUGS: One tug of 320 h.p. and one of 800 h.p. available. 
BERTHING: Ponte, Cais de Bissau, length 131 metres, width 25 
metres, depth 8 metres. 1 lifting crane with a max. lifting capacity 
of 25 metric tons. 1 lifting crane with a max. lifting capacity of 15 
metric tons. 7 lifting cranes with a max. lifting capacity of 1-5 metric 


ns. 

STEVEDORES: 1,500 stevedores available for loading and unload- 
ing cargo. 

FRESH WATER: Available; pumping rate, 10 tons/hour. 

FUEL: Diesel available; pumping rate, 6 tons/hour. 

CONSULS: Belgium, tel. 3737; France, tel. 2470; Lebanon, tel. 2737. 
REPAIRS: Small repairing work can be done on machinery or 
ship's hull. 

AIRPORT: 7 kms. from Bissau; 3 flights to Lisbon per week. 
TIME: GMT minus one hour all year round. 

HOLIDAYS: 1st January; 10th June; 5th October; 1st November; 
ist, 8th and 25th of December. 

POLICE/AMBULANCE/FIRE: Police, tel. 3925; Ambulance and 
Fire, tel. 2222. 

TELEPHONES: Line connection land-ship, if requested to the 
Post Office authorities. 

AUTHORITY: Port Director, Bissau, tel. 2797. Port Captain, 
Bissau, tel. 3912. 


AGENT: Guinémar Sociedade de Agencias e Transportes da 
Guiné, Lda. Rua Dr. Oliveira Salazar, 4, Bissau. Tel. 2675-3022/3. 
After office hours 3658. Cables: Guinémar Bissau. 


Guyana 


ESSEQUIBO RIVER (Bartica): 06.24 N.58.37 W. 


DOCUMENTS: See "Georgetown". 

PILOTAGE: Pilots are stationed at Georgetown. ETA to be given 
24 hours in advance to pilot station. Pilotage compulsory. Pilot 
boards from black cutter 5 cables North-west of the Outer George- 
town Light. 

Essequibo light (steel framework tower with red and white horizon- 
tal bands) marks seaward end of Essequibo main ship channel. 
Vessels in vicinity of Demerara pilot station should listen for pilot 
boat on VHF Channel 16. 

RESTRICTIONS: The Essequibo Bar is composed of hard mud 
and sand. The least depth of water is 3 ft. less than for Demerara Bar. 
Vessels should not attempt to cross the Essequibo Bar drawing 
more than 3 ft. less than that predicted for the Demerara Bar. 
MAX. SIZE: Controlled by Bar draft predictions. 

HEALTH: Pratique given at Georgetown when Pilot boards. If 
vessel is suspect or infected, Master to advise Harbour Authority 
by radio before arrival. 

RADIO: Demerara Radio call sign 8RB operating on 2182 kc/s. 
Georgetown Lighthouse operates VHF on Channel 16 and HF on 
2738 kc/s. 24 hours a day. Also SSB 8281-2 kHz. 

TUGS: Not available. 

MEDICAL: Hospital at Georgetown and Bartica. All crew members 
need valid smallpox vaccination certificates. 

DENSITY : 1000, fresh water. 

FRESH WATER: Not available. 

FUEL: Not available, 

OPENING/CLOSING HATCHES: By ship's crew. 

CUSTOMS ALLOWANCES: Up to 200 cigarettes and one bottle 
pene Spirits per man. Only 40 cigarettes may be taken ashore at 

y time. 

CONSULS: At Georgetown. 

REPAIRS: Government dry dock situated at Mazaruni, approxima- 
tely 40 miles up river at junction of Essequibo and Mazaruni rivers. 
Extreme dimensions; 160 ft. by 35 ft. 

AUTHORITY: Transport and Harbours Department, Georgetown. 


GEORGETOWN: 06.49 N. 58.10 W. 


PORT LIMITS: Seaward by an arc of a circle with radius one 
nautical mile, with the Georgetown lighthouse as centre. 
DOCUMENTS: 
Certificate of Registry. 
Crew Lists. 
2 Provisions and Stores Lists. 
4 Passenger Lists. 


GUYANA 


Customs Documents : 

2 Reports of Ships Stores (Form C1). 

2 Lists of Crew Personal Effects (Form C2). 

1 List of Unmanifested Cargo (Form C3). 

Health Documents for Crew (1 copy for each crew member). 

2 Cargo Manifests. 

Bills of Lading (number in accordance with the agreement between 

Shipper and Carrier). 

PILOTAGE: Vessels apply for Pilots through local Agents or 
direct to Chief Pilot, Georgetown, through “Demerara Radio, 8 
Romeo Bravo”, 12 hours in advance of ETA at pilot station when 
vessel is proceeding in to Georgetown Harbour. Pilot boarding 
ground is in North-western quadrant of circle with radius 5 cables 
and centre the Outer Georgetown Light. Normal international day 
or night signals for “Il require a Pilot” are used. All pilot cutters are 
painted black (hull) and white (superstructure) with the word “Pilot” 
appr white on black ground. Cutters are approximately 50 ft. 
in length. 
ANCHORAGE: There are 5 with a least depth of approximately 
20 ft. MLW named A to D from North to South. Vessels are safely 
anchored at any of the above anchorages 14 to 2 cables from George- 
town yee line. Bottom is soft mud and provides good holding 
ground. 
RESTRICTIONS: No entry restrictions except those on draft 
imposed by the bar at estuaries. 
MAX. SIZE: Draft 21 ft. 6 in. 
HEALTH: Pilot may grant pratique if vessel has just arrived froma 
British port, and if vessel has not been to a Central or South Ameri- 
can Spanish-speaking port or French-speaking port (West Indian 
or otherwise) or any of the ports of New Orleans, Mobile or Tampa 
within 4 weeks of its arrival at the pilot station. If a vessel is suspect” 
or “infected'' Master should advise Harbour Authority by special 
message through Demerara Radio or Georgetown Lighthouse and 
await advice of Port Health Officers; meanwhile, if in the vicinity of 
Georgetown, vessel may anchor at the specified quarantine anchor- 
age near the Outer Georgetown Beacon as entry into the limits of 
the port without the authority of the Ministry of Health is prohibited 
if the vessel is suspect or infected. 
RADIO: Name of radio station “Demerara Radio”, call sign “8RB”, 
always standing by on 2182 kc/s., will give latest weather report or 
RDF bearings on request. Georgetown Lighthouse operates VHF 
on Channel 16, HF 2738 and SSB 8281-21 kHz. 
Tues At present, vessels dock stem on to the tide without aid 
of tugs. 
BERTHING: There are 14 main wharves all privately owned, 
situated along the river frontage at Georgetown and varying in length 
from 210 ft. to 730 ft. Depths alongside range from 16 to 20 ft. at low 
water springs, but as the bottom is soft mud vessels may safely lie 
aground alongside. Ships work cargo with their own appliances, 
BULK HANDLING FACILITIES: The sugar berth is 416 ft. in 
length with least depth alongside of 18 ft. MLWS and can accom- 
modate vessels up to 530 ft. in length. Loading rate is 500 tons per 
hour using two shoots. Vessels should not be more than 63 ft. beam. 
STEVEDORES: Ship's Agent normally arranges for gangs in 
accordance with cargo plans or Master's cable advice. Gangs are 
unionised. Stevedores work around the clock every day of the week 
though they are paid overtime between hours of 1600 and 1900 
and they earn time-and-a-half or double time on public holidays 
according to which one of the twelve public holidays they work. 
MEDICAL: No special advance notice of required medical attention 
is necessary, and hospital facilities are always available. All crew 
members need to have valid smallpox vaccinations certificates on 
entry. 
TANKERS: There are no residue discharge facilities at this 
port. There are five tanker berths in the Georgetown area. 

Rome Terminal (Shell) - depth alongside 15 ft. 

Ramsburg Terminal (Esso)- depth alongside 16 ft. 

Timehri Terminal — depth alongside 16 ft. 
DENSITY: Average density in port is 1015, though during the 
rainy season (March-May; October-December) density of water 
may be as low as 1000 at low water in the harbour. 
FRESH WATER: Fresh water is available, and is delivered along- 
side. The ship is required to pay for labour, overtime, etc., involved 
in the delivery. 
FUEL: In case of emergency, providing advance notice is given by 
Master, vessels may be partially bunkered at any of Shell, Texaco 
or Esso installations. Vessels may be required to go alongside 2 
hours before high water and leave not later than 1 hour after high 
water at the above-mentioned installations. Grades of fuel available 
are “Bunker C” and diesel fuel. 
FIRE PRECAUTIONS: There are no stated precautions other 
than regulations against pumping out residual heavy oil (e.g. “Bunker 
C"). Ships having cargoes of ammunition, high explosives, dyna- 
mite, etc., are required by Harbour Regulations to anchor North of 
pl otal Lighthouse prior to proceeding alongside wharf to 
unload. 
DEVELOPMENTS: Proposals are in hand for the dredging of the 
Demerara Bar and the Georgetown Harbour to permit entry of ships 
up to 27 ft. at high water. 
GANGWAY/DECK WATCHMEN: Services of watchmen are 
necessary and can be obtained through a watchman's pool by ships’ 
Agent. 
OPENING/CLOSING HATCHES: Normally carried out by ship’s 
crew. 
CUSTOMS ALLOWANCES: Each crew member is permitted 
up to 200 cigarettes aboard held out of bond, but is only allowed to 
take ashore 40 at any time. Only on a final discharge would a member 
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of crew be permitted a tobacco allowance of $ pound. Each crew 
member is allowed to keep out of Bond, 1 (one) bottle of wine or 
spirits, but is prohibited from taking any of it ashore. Each member 
of crew is allowed tax-free only one-sixth gallon wine and one-sixth 
gallon spirits when he js finally discharged. 

IDENTIFICATION CARDS: Not required. 

REPAIRS: Every type of deck or engine repair is undertaken at 
Sprostons dry dock. Above waterline and engine-room repairs of 
any type are undertaken on vessels exceeding the above-mentioned 
dimensions while vessel is anchored in the stream. 

DRY DOCKS: Sprostons Dry dock: A graving dock 210 ft. x 37 ft. 
9. in at entrance situated South of Sprostons No. 2 Wharf, which is 
privately owned and operated on normal commercial lines. 198 ft. 
length of dry dock is on blocks. Breadth: top 46 ft. 4 in., bottom 40 ft. 
9 in., depth on sill at HWOST 92 ft. 

Government Dry dock: Situated at Mazaruni approx. 40 miles up- 
river at junction of Essequibo and Mazaruni rivers is a graving dock 
and has extreme dimensions of approx. 160 ft. 35 ft. 
REPATRIATION: Can be arranged. 

AIRPORT: Timehri International Airport is situated approx. 30 
miles South of Georgetown with highway connection and is served 
by many intercontinental airlines. 

TIME: 3 hours 45 minutes behind GMT. No alterations made to 
clocks during the year. 

HOLIDAYS: New Year (January 1st); *Eid-ul-Ahza; *Phagwah; 
Republic Day (Feb. 23rd); Good Friday (April 12th); Easter Monday 
(April 15th); Labour Day (May 1st); *Youman Naubi; Common- 
wealth Day (First Monday in August); *Deepavali; Christmas Day 
(December 25th); Boxing Day (December 26th). *Religious holidays 
are variable. 

POLICE/AMBULANCE/FIRE: Tel. 3211, Emergency 999; Ambu- 
lance 2411, Emergency 999; There are Police/Ambulance/Fire Sta- 
tions on the waterfront. 

TELEPHONES: Only connected to naval vessels. 
SHORE LEAVE: Allowed. 

AUTHORITY: Transport and Harbours Department, 
Street, Georgetown. Tel. 66131. 


Main 


LINDEN: 06.00 N. 58.17 W 


DOCUMENTS: See “Georgetown”. 
PILOTAGE: Pilots are stationed at Georgetown. ETA to be given 
12 hours in advance to pilot station. Pilotage compulsory. Pilot 
boards from black cutter 5 cables North-west of the Outer George- 
town Light. 

From Georgetown to Linden, Pilot not compulsory, but advisable 
to use Sprostons Pilot. 
RESTRICTIONS: Governed by depth of water at Demerara River 
Bar. Entrance normally at high-water. 
ANCHORAGE: Vessels proceeding to Linden in ballast and 
drawing less than 15 ft. may anchor at southern limit of Georgetown 
in depth of 20 ft. MLWS. 
MAX. SIZE: Draft 21 ft. 6 in. 
HEALTH: Pratique given at Georgetown when Pilot boards. If 
vessel is suspect or infected, Master to advise Harbour Authority by 
radio before arrival. 
RADIO: Demerara Radio call sign 8RB operating on 2182 kc/s. 
Georgetown Lighthouse operates VHF on Channel 16 and HF on 
2738 kc/s., 24 hours a day. Also SSB 8281-2 kHz. 
TUGS: Not available. 
BULK HANDLING FACILITIES: Bulk loading of bauxite is carried 
out 65 miles up the Demerara River at Linden. Vessels are loaded 
at a rate of 400 tons per hour, and the berth can accommodate vessels 
up to 570 ft. in length. 
MEDICAL: Hospital at Georgetown, 59 miles distant. All crew 
members need valid smallpox vaccination certificates. 
DENSITY: 1000, fresh water. 
FRESH WATER: Can be supplied. 
FUEL: Can be supplied. 
OPENING/CLOSING HATCHES: By ship's crew. 
CUSTOMS ALLOWANCES: Up to 200 cigarettes and one bottle 
wine or spirits per man. Only 40 cigarettes may be taken ashore at 
any time. 
CONSULS/REPAIRS: At Georgetown. 
AUTHORITY: Transport and Harbours Department, Georgetown. 


NEW AMSTERDAM (Everton, Berbice): 06.14 N. 
57.31 W. 


DOCUMENTS: See “Georgetown.” 

PILOTAGE: Pilots are stationed at Georgetown. ETA to be given 
24 hours in advance to pilot station. Pilotage compulsory. Pilot 
boards from black cutter 5 cables North-west of the Outer George- 
town Light. Pilots may also board ships bound for New Amsterdam 
within 5 cables Westward of Berbice Light. This beacon marks the 
seaward end of the channel and is to be passed on the port hand 
when entering. 

RESTRICTIONS: The Berbice Bar is composed of fairly hard mud. 
Vessels may cross the Berbice Bar on even keel loaded to 3 ft. less 
than the Demerara Bar predictions. 

MAX. SIZE: Controlled by Bar draft predictions. 

HEALTH: Pratique given at Georgetown when Pilot boards. If 
vessel is suspect or infected, Master to advise Harbour Authority by 
radio before arrival. 
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RADIO: Demerara Radio call sign 8RB operating on 2182 kc/s, 
Georgetown Lighthouse operates VHF on Channel 16 and HF on 
2738 kc/s, 24 hours a day. Also SSB 8281-2 kHz. 

TUGS: Not available. 

MEDICAL: Hospital at Georgetown. All crew members need valid 
smallpox vaccination certificates. 

DENSITY : 1000, freshwater. 

FRESH WATER: Can be supplied. 

FUEL: Can be supplied. 

DEVELOPMENTS: Proposals in hand for dredging Berbice Bar, 
OPENING/CLOSING HATCHES: By ship's crew. 
CUSTOMS ALLOWANCES: Up to 200 cigarettes and one bottle 
wine or spirits per man. Only 40 cigarettes may be taken ashore at 
any time. 

CONSULS/REPAIRS: At Georgetown. 

AUTHORITY: Transport and Harbours Department, Georgetown, 


Haiti 


CAP HAITIEN: 19.46 N. 72.12 W. 


GENERAL: For all general information refer to Port-au-Prince”, 
APPROACHES: The current is about 3 knots in the entrance to 
the port when the river is in flood. 

ANCHORAGE: Vessels which are unable to moor alongside 
because of deeper draft are anchored off the wharf. 

BERTHING: The wharf at Cap Haitien was constructed by the 
Compania Industrial Maritima. The construction is in reinforced 
concrete. It extends for a length of*900 ft. in an Easterly direction 
and comprises three sections. The most important section is 600 ft. 
long and has berths for deep sea vessels on the South side in 
depths of 20 ft. The Western section, nearest the shore, is 300 ft, 
long with variable depths of 7 to 9 ft. alongside, with berths for 
motor vessels of small tonnage and sailing ships. The central 
section accommodates the customs offices. Two metal warehouses 
border the East and West ends of the wharf. Between the warehouses 
is one fixed crane of 30 tons capacity. 

FRESH WATER: Fresh water is available at Cap Haitien. 

FUEL: Not available. 


MIRAGOANE: 18.25 N. 73.04 W. 


GENERAL: For all general information refer to Port-au-Prince”. 
BERTHING: The facilities at Miragoane are one small jetty for 
loading and discharging general cargo with a depth alongside of 
18 ft. maximum. 

There is a wharf for loading bauxite, belonging to the Reynolds 
Company, with a depth alongside of 34 ft. Total annual export about 
350,000 tons. 


PORT-AU-PRINCE: 18.33 N. 72.21 W. 


APPROACHES: The port of Port-au-Prince is situated at the 
extreme South-east of the bay. It can be approached from the North 
and from the South by two channels. 

One may approach from the North-east by the Saint-Marc channel 

or from the West by the Gonave channel, between Trou-Forban 
Point and the village of Ca-lra. The bay extends between Trou- 
Forban Point in the North and the village of Ca-Ira about 20 miles to 
the South. The position of Ca-lra is 18° 32’ N. 72° 39’ W. From Ca-lra 
the South coast of the bay extends about 2 miles North-east and 
about 12 miles East to Pointe Lamentin. 
PILOTAGE: Pilotage is compulsory for all movements of ships 
in the port. The Pilot boards to the West of the fairway buoy and is 
accompanied by port officials, i.e. Port Doctor and Representatives 
of Immigration, Police and Customs. These officials insist on using 
the accommodation ladder to board the vessel. Masters must 
arrange with their respective Agents the time which they will requirea 
Pilot to leave the port. If they are ready to depart before the hour 
arranged they may call the Pilot by three blasts of the ship's whistle. 
ANCHORAGE: Vessels must anchor to the West of the large red 
buoy number 29 or at the quarantine buoy, situated about 4-mile 
N.N.W. of buoy number 29. A bottom of sand over coral is to be 
found all over this region in depths of 10 to 18 fathoms. 

Vessels may anchor or depart at any hour of the day or night. 

In order to facilitate the rapid movement of vessels, these are 

normally anchored in order of arrival. 
WEATHER: The bay of Port-au-Prince is nearly always calm 
except at certain times of the year; for example, during the months 
from May to November, occasional strong winds may interrup! 
normal loading and discharging movements. 

A light breeze from the East or North-east blows after dawn, but 
in the afternoon a breeze three times stronger blows in the opposite 
direction. 

The height of tide is only 14 ft. Currents in the port are almost 
negligible, except that, when mooring or unmooring a vessel, one 
should pay attention to a Northerly current of about 4 of a knot. 
RADIO: All deep-sea vessels which enter the territorial waters of 
Haiti are obliged to advise the Port Radio Station. 

The radio station is situated at the Bureau de Port. It is in operation 
24 hours a day. 


Visual light signalling may also be carried outas farasitis possible 
his. 

tee following apparatus is used at the radio station: 

{, VHF Channels 11, 12, 13, 14 and 16, power 50 watts, range 40 

iles. 
2. Medium frequency ‘“Pearce-Simpson" amplitude moderation, 
frequencies 2,182 kc/s., 2,738 kc s., power 85 watts, range about 
miles. 

In eadition to the VHF Channels, the Pilots may use radio-tele- 

hone on the following frequencies: 

9,182 ke/S., 2,638 ke S., 2,738 kc/s., 2,770 ke/s., and 2,806 kc/s. 

All messages addressed to the Port Authorities and messages 
concerning pilotage must be handled at this radio station. 

Masters are particularly required to give the radio station, as soon 
as they arrive, the following information: ; 

Vessel's draft and net tonnage, amount of cargo for discharge, 
number of gangs required. 

The telephone number of the radio station is 23235. 
TUGS: The port has at present one small tug. At all times two 
wooden mooring launches, each 32 ft. long, are available for Pilot's 


se. Fara 
BERTHING: A finger pier is under construction for cruising liners. 
The commercial quay is a construction of reinforced concrete 
supported by wooden piles, encased in concrete, with traverse 
wooden fendering. 4 
The quay is orientated in an East-West direction andis constructed 
in three sections. ; 
Quay No. 1 - South side - length 453 ft. with depth alongside of 
12-17 ft. 
Quay No. 2 - central sections -length 540 ft. with depth alongside 
17-23 ft 


Quay No. 3- Seaward section - length 640 ft. with depth alongside 
23-28 ft 


There is an angular portion of 100 ft. between Quays No. 1 and 2 
which may not be used for mooring, but which the bow of the ship 
may overhang. Vessels must be secured by at least two mooring 
cables at the bow and at the stern. 

The Port Authorities require for vessels manoeuvring in the port 
a minimum of 2 ft. of water under the keel. This regulation may be 
modified by special authorisation of the Chef de Port. 

In addition to the public pier, there are five jetties belonging to 
private companies used for handling products in bulk. These jetties 
belong to the following companies: 

A. La Hasco, sugar refinery established at Port-au-Prince. 

B. La Minoterie, flour mill situated at Laffiteau. 

C. Le Ciment d'Haiti SA, cement factory situated at Fonds 

Mombin. 

D. Jean Ackmed, fuel installation situated at Simonette. 

The above jetties are established on the North side of the bay. 

E. Installations of Shell Company and Tropigas on the South 
side of the bay, equipped with their own mooring buoys for 
tankers. 

CARGO HANDLING: For vessels loading and discharging at the 
public pier, cargo is transported on railway trucks of 25 tons maxi- 
mum capacity. 

One quay is equipped for container ships. One quay is equipped 

to handle roll-on/roll-off traffic. 
STEVEDORES: Loading and discharging of ships is carried out 
by gangs of private workers who are engaged by the ship’s Agents 
under the supervision of a chief stevedore. The working gangs use 
the ship's own equipment for loading and discharge. 

Handling rates are normally about 15 tons per hour for general 
cargo, or about 25 tons per hour for heavy articles, such as drums, 
planks, bundles of steel rods, etc. 

Normal working hours in the port are 0700 to 1200 and 1300 to 1600. 
Overtime is payable for work required before 0700 and after 1600 
hours, and also for work required during Saturday afternoon, 
Sundays and holidays. 

FRESH WATER: Drinking water is available in the port; however, 
the ship must provide its own connections. Rate of loading varies 
from 4 to 10 tons per hour. 

pies There is no service for coal bunkers. Fuel oil may be supplied 

y barge. 

REPAIRS: There are no proper facilities for ship's repairs al- 
though minor repairs may be effected by small private workshops 
ashore. There is a small dry dock at Bizoton about 1 mile from the 
port, with a capacity of about 1,000 tons and able to receive vessels 
Up to 175 ft. in length. This yard is managed by the Haitian Army 
Coast Guard. 

PecAl: There are adequate medical facilities, pharmacies and 

Ospitals. 

AIRPORT: An international airport for jet planes connects Haiti 
with New York via Kingston, Montego Bay or San Juan. A local air 
Service connects Port-au-Prince with principal towns ofthe Republic. 
FIRE-FIGHTING EQUIPMENT: The Port Authority does not own 
any equipment for fire-fighting or assisting vessels in need. However, 
there is a town fire service organised by the Army. 

HOLIDAYS: Legal Holidays: 

Independence Day (1st and 2nd January); Labour Day (1st May); 
Flag Day (18th May); Ascension Day; Assumption (15th August); 
All Saints (1st November); Commemoration Day (13th November); 

'scovery of Haiti (5th December). 

Authorised Holidays : 

Lundi-Gras (half-day); Mardi-Gras; Good Thursday; Good Friday; 
Pan-American Day (14th April); President's Day (22nd June); 
Dessaline’s Aniversary (17th October); United Nations Day (24th 
October); Fete des Morts (2nd November). 


ee 


HONDURAS 


SERVICES: Fresh provisions are obtainable locally. 

There are no facilities for refuse collection, but nevertheless it is 
forbidden to throw refuse, cinders or any other polluting material 
overboard. 

Launches used for the transport of tourists are available at Port- 
au-Prince and these are operated by private companies. The Port 
Authority does not take an active part in the traffic of tourist passen- 
gers. Those which disembark on the wharf from cargo vessels or 
cruising liners must make their way on foot to the taxi station to take 
part in excursion tours. However, the majority of tourists coming 
on passenger liners anchored in the roads disembark by launches 
belonging to the Department of Tourism. They disembark at the 
Quai Colomb, which is under the authority of the Department of 
Tourism. 

AUTHORITY: Administration Portuaire de Port-au-Prince, Boite 
Postale 616, Port-au-Prince. Tel.: 2-0225. 


Honduras 


AMAPALA: 13.18 N. 87.39 W. 


DOCUMENTS: 

Maritime Declaration of Health. 

Crew List, 3 legalised and 7 copies. 

Provisions List, 3 legalised and 7 copies. 

Passengers Disembarking List, 3 legalised and 7 copies. 

Passengers in Transit List, 3 legalised and 7 copies. 

Voyage Memorandum, 6 copies. 

Cargo Manifest, 2 legalised and 14 copies. 

Cargo Tally Books, 15 copies. 

Mail List, 4 copies. 

Documents are legalised at loading port by Honduran Consul or 
consul of friendly nation. If no consul, then by the Port Captain. Two 
copies of Cargo Manifest, Freight List, Bills of Lading, and Stowage 
Plan should be airmailed to Agent in advance. 

If documents legalised by the Port Captain, one copy of each 
manifest should be sent by airmail to “Secretaria Economia y 
Hacienda Tegucigalpa’, and ‘Custom House, Amapala”. 

Shipmaster's report: Papers required for entering as follows: 

10 Spanish Crew Lists with I.D. Nos. 

10 Passenger Lists. 

10 Store Lists. 

3 Memorandum of Voyage. 
1 Maritime Declaration of Health. 
5 Mail Reports (only if carrying mail). 

1.D. books asked for and checked with crew list. Bond not sealed. 
Shop not sealed. 

PILOTAGE: Pilot available, to be ordered by Agent in advance. 
ANCHORAGE: Open anchorage area in depths up to 32 ft. 
RESTRICTIONS: Vessels enter and leave at high water only, 
max. recommended draft 28 ft. 

MAX. SIZE: Vessels up to 10,000 grt have entered, with 30 ft. draft 
HEALTH: Vessels are cleared by Health Inspector on arrival. 
International Health regulations apply. 

RADIO: Contact via “Tropical Radio’. 

TUGS: None available. 

STEVEDORES: Arranged by Agent. Working hours 0700-1200 and 
1300-0700. 

MEDICAL: No hospital facilities. Only minor cases can be dealt 
with locally. 

FRESH WATER: Not available. 

FUEL: Not available. 

IDENTIFICATION CARDS: Not required. 

CONSULS: San Salvador, Nicaragua, and Peru represented loc- 
ally. 

REPAIRS: Not possible. 

TIME: GMT minus 6 hours, no alterations during year. 

SHORE LEAVE: Allowed, no restrictions. 

SHIPMASTER’'S REPORT: 

(1) 1 found that the safest approach is through the passage bet- 
ween Isla Conchaguita and Isla Jeanguera. It is also the best place 
to anchor and wait for a Pilot. 

(2) The Charts covering this port do not appear accurate, and no 
further approach towards Amapala should be made without the 
guidance of a Pilot or a boat. 

(3) There are no buoys, and the light on Isla Caracolita is extin- 
guished. 

(4) The passage from anchorage towards Amapala along the 
West Coast of Isla Del Tigre is very narrow and water depth recorded 
by ship’s soundings gave only 24 ft. in places, with a maximum of 
30 ft. There is room only to swing the ship on her axis. 

(5) Pilot is available, or otherwise there is a boat guiding vessel 
into Amapala. 

(6) Cargo operations are performed at anchorage about 3 cables 
from Amapala. Cargo is discharged into barges. Stevedores are not 
very professional and cargo damage may be expected. Many steve- 
dores work in bare feet and thus accidents on board may be expected. 
AUTHORITY: Port Commanaer. 


AGENT: Servicios Portuarios S.A. de C.V. Cables “Seposa Am- 
pala.” 
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PUERTO CORTES: 15.50 N. 87.55 W. 


DOCUMENTS: 

Health Declaration. 2 copies. 

Zarpe or Clearance Permit from the Last Port. 

General Cargo Manifest (in ballast if that is the case) of all the 

cargo to be discharged in Puerto Cortés, and 14 copies. 

Crew List and 10 copies. 

Passengers in transit, or no passenger declaration and 10 copies. 

Deratisation Certificate, only in first call. 

Stores List and 8 copies. 

Mail Sacks declaration (negative or positive). 

Bills of.Ladings (if some cargo is coming) 3 complete sets. 

Hatch list and 5 copies. 

All the original documents must be signed and stamped by the 
Honduran Consul at the port before calling Honduras and should be 
made in Spanish. 

If no consul of Honduras available, documents to be legalised by 
consul of a friendly nation or by the Chamber of Commerce, stating 
the facts. 

PILOTAGE: Compulsory for vessels over 300 grt. ETA to the 
Agent, 72, 48 and 24 hours ahead of arrival required. Pilot on VHF 
Channels 16 and 6. 

ANCHORAGES: Once the ship enters the bay, /f no berth space has 
been notified to the Master, she should anchor at a distance beyond 
$ mile from the nearest pier, and wait for the boarding of the official 
party to be granted free pratique. 

ENTRY RESTRICTIONS: Vessels may enter the port day or 
night but not visited by Port Authorities between 2000 hours to 0600 
hours, only in special cases. 

preg ge Dry cargo vessels up to 30 ft. draft. Tankers up to 43 
t. draft. 

HEALTH: Pratique granted after Port Authorities (including doc- 
tor) board vessel between 0600-2000 hours. Pratique granted if no 
contagious illnesses aboard, otherwise quarantine restrictions im- 
posed. No automatic free pratique when arriving from another port 
of Honduras. 

RADIO: Lantana Radio WOE. New Orleans Radio WNU. Limén R. 
TIM. Balboa Radio NBA, Miami Radio WAX. Messages routed via 
Tropical Radio. 

Port Authority operates a VHF station HQSU, monitoring on 2738 
kHz, but by appointment can reply in any other position. Telegrams 
to be routed via Tropical Radio. Lanatana WOE. New Orleans WNU. 
Limon TIM. Balbao BNA, Miami WAX. 

Ship's radio not to be used in port except for communication with 
the port authority. Vessel is fined if thereis a violation. Alsosee VHF. 
VHF: Puerto Cortes Radio: Call sign “Cortes Radio”. Channel 
16 VHF. 

7 Hours: Weekdays 0600-2200; Saturdays 0800-1200 and Sundays 

il. 

BERTHING: The Agent to supply information as to berth, and time 
of docking. Pilot will board the vessel and berth it, assisted by a 
launch to hold ropes. Departure should be effected when the des- 
patch documents are on board and operations finished. 

Pier No. 1 (Texaco pier), for tankers or ships loading diesel or lub- 
oil; depth 45 ft. 

Pier No. 2 (Banana Pier) length is 810 ft. 

Pier No. 3 630 ft. 

Pier No. 4 1,020 ft. 

STEVEDORES: Vessels must give accurate ETA at least 24 hours 
in advance to enable Agents order necessary gangs. Gangs ordered 
0700 and 2100 working 12 hours (day time) and 9 hours (night time) 
excluding the meal hours (0600-0700; 1200-1300; 1700-1800 and 2300- 
2330). No work on Holy Friday, May 1st (Labour Day), Other holidays 
work is possible with double payment. 

MEDICAL: No advance notice necessary for medical attention, 
except in very urgent cases. At San Pedro Sula (35 miles by road) you 
can obtain very good medical service but several medical clinics are 
serving this Port. No inoculations required but Master should pos- 
sess International Health Cards for each member of crew. 
TANKERS: Discharge at Texaco Oil Refinery, cable address 
“Reftexa.” 

DENSITY : 1028/1030. 

FRESH WATER: Water available at wharf face at 100 ft. intervals. 
Rate, approx. 8-10 tph. 

FUEL: All grades available. 24 hours notice is required for good 
service. 

GANGWAY/DECK WATCHMEN: Shore watchmen not usually 
required and this service left to discretion of the Master. 
OPENING/CLOSING HATCHES: On liners normally by crew 
with assistance stevedores, otherwise according Charter Party. 
CERTIFICATES: On first call, Registered Tonnage Certificate; 
thereafter not required unless gross/net tonnage be changed. 
CUSTOMS ALLOWANCE: No restrictions, free use on board. 
Customs officials check no sales shore without special permit. 
IDENTIFICATION CARDS: New port regulations includes 
identification card must be shown to gate watchman when crew- 
members come back aboard. 

CONSULS: None in the port. American Consulate at Tegucigalpa, 
200 miles by road. 

REPAIRS: Local marine repair companies can undertake limited 
repairs of general nature; pre-advice recommended. 
REPATRIATION: All facilities available for effecting crew change 
and repatriation by sea or air. 

AIRPORT: International Airport Ramon Villeda Morales served 
by regular airlines. 35 miles by road. 

TIME: GMT less 6 hours, no changes during year. 
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HOLIDAYS: January 1st; April 14th; May 1st; Thursday, Friday ang 
Saturday in Easter week; August 15th; September 15th; October 
3rd, 12th and 21st; and December 25th. Cargo work can be arranged 
on those days, except on Good Friday, and May 1st (Labour Day), 

TELEPHONES: Not customary except in United Fruit Co. pier 
(Tela Railroad Company, concessionary of banana pier) where 
telephones connected on board. Overseas calls may be arranged by 


Agent. 
SHORE LEAVE: Permitted without restrictions. 


AGENTS: Agencia Guzman & Co. S.de R.L. Cable address “Guzco 
Puerto Cortés”. 

Ship Agents, Forwarding Agents, Lloyd's Agents at Honduras, 
Puerto Cortés, Honduras Central América. 


TELA: 15.47 N. 87.30 W. 


DOCUMENTS: 
1 original Health Certificate. 
ii 16 copies Manifest. 
iy Pettey hCargoBook: 
» Store List. 
» Crew List. 
Passenger List. 
» Baggage. 
* » Voyage Memorandum. 
All documents must be in Spanish; Cargo Book should be in 
alphabetical order. 
PILOTAGE: No Pilot available, but there is a small boat that 
assists docking by handling mooring lines from vessel to wharf. 48 
hours advance notice of ETA required. 
ANCHORAGES: One mile out from wharf, 100 ft. or more; no 
boundaries. 
MAX. SIZE: Maximum permissible length 485 ft., breadth no 
restrictions, draft 30 ft. 
HEALTH: Agents arrange pratique; in case there is a suspicion of 
disease or fever aboard, the vessel will be placed in quarantine fora 
minimum of 5 days. 
RADIO: WAX Miami Fla., WNU New Orleans and TIM Puerto 
Limon via Tropical Radio. 
TUG: No tug available. 
BERTHING: Time for berthing is from 0600 to 2000. 
General Cargo Berth: East side of pier, starboard side alongside. 
Banana Berth; West side of pier, port or starboard side alongside, 
depending on which side elevator space is required. 4 elevators 
available, type camel back. Rate per elevator 3,500 boxes per hour. 
STEVEDORES: ETA advice should be given 48 hours prior to 
arrival in order to arrange gangs. Labour rates are subject to sur- 
charge of 25%, 50%, 75% and 100% to cover overtime, depending 
on hour or day worked. 
Gangs: For bananas: 180 men, 3 gangs. General cargo: No 
restrictions. 
MEDICAL: Hospital facilities available, also inoculation, vaccina- 
tion and certificates. 
TANKERS: Discharging lines only, crude 12 in., diesel 6 in., spray 
ae in. Berth available for one tanker, maximum permitted draft 
t. 
DENSITY: Average density in port is 1029. 
FRESH WATER: Delivered by hoses at rate of 100 gallons per 
minute, 
FUEL: Available, rate 250 t.p.h. 
FIRE PRECAUTIONS: Extinguishers and water hoses available. 
GANGWAY/DECK WATCHMEN: Watchmen can be obtained 
at day time rates plus 25%, 50°%, 75% and 100% to cover overtime, 
depending on the hour or day worked. 
OPENING/CLOSING HATCHES: Work done by stevedores. 
CERTIFICATES: Health and deratisation certificates needed. 
CUSTOMS ALLOWANCES: 1 carton cigarettes and 1 bottle wine 
or spirits for each man. 
CARGO GEAR: Must have current valid certificate. 
IDENTIFICATION CARDS: Cards needed. 
CONSULS: None. 
REPAIRS: Only minor repairs. 
REPATRIATION: Repatriation can be made on request by Master. 
AIRPORT: Distance from wharf to airport is about 1 kilometre 
served by regular airlines; 4 flights per day which connect with 
Panamerican every day. 
TIME: GMT minus 6 hours. 
HOLIDAYS: January 1st, work impossible; April 3rd, work pos- 
sible; April 4th, work impossible; April 5th, work possible; April 
14th, work possible; May 1st, work impossible; September 15th, 
work impossible; October 3rd, work possible October 12th, work 
possible; October 21st, work possible; December 25th, work impos- 
sible. 
POLICE/AMBULANCE/FiRE: Contact telephone operator. 
TELEPHONES: No facilities for placing telephones on board. 
GENERAL: Ships must have Honduran flag on board. 
SHORE LEAVE: Crew members allowed ashore, providing they 
do not have any diseases. 
REGULATIONS: Since the pier owned by private enterpris®, 
their ships have priority over all others. 
DELAYS: Delays can be expected any time there are two ships 
docked. 
AUTHORITY: Port Comandant, Tela Viejo, Atlantida, Honduras, 
C.A. 
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Hong Kong 


HONG KONG: 22.18 N. 114.10 E. (See Plan) 


PORT LIMITS (approximately): Western Entrance - the N.S. line 
petween S.E. extremity of Tsing Yi Rock and the flashing light at 
§.W. corner of Green Island. Eastern Entrance — the N.E./S.W. line 
between the on-shore FL.W and the FL.R lights either side of the 
Lei Yue Mun Pass. 

DOCUMENTS: f 

Marine Department (arrival) 

Marine Department Shipping Report (Form MO. 144). 

Certificate of Registry. 

Passenger ship: Safety Certificate. 

Passenger or cargo ship: Load Line Certificate. 

Cargo ship: Radio Certificate. 

Cargo ship: Safety Equipment Certificate. 

Cargo ship: Safety Construction Certificate. 

Ship's Articles of Agreement with the crew (if the ship is British, 
or is a foreign ship belonging to a nation not represented by a 
consul in Hong Kong). 

Derating Certificate or Derating Exemption Certificate. 

One copy of the ship's Passenger List (if specifically requested). 

Clearance Certificate from the Last Port. 

One copy of the Import Cargo Manifest (is specifically requested). 
Three copies of the Dangerous Goods Manifest (if applicable). 
Note: All the above documents/forms must be submitted to the Port 
Control Division of the Marine Department within 24 hours of a 
ship's arrival with the exception of the Dangerous Goods Manifest 
which should be submitted at least 48 hours prior to the vessel's 

arrival. 
Marine Department (departure) 

Application for Port Clearance (Form MO. 7). 

Three copies of the ship's export Dangerous Goods Manifest (if 

specifically requested). 

One copy of the ship's Export Cargo Manifest (if specifically 
requested), 

Port Health Officer (arrival only) 

Maritime Declaration of Health. 

One copy of the ship's Passenger List. 

One copy of the Crew List. 

Derating Certificate or Derating Exemption Certificate (which- 
ever is applicable). 

International Vaccination Certificate against smallpox for each 
passenger and crew member on board. 

Note: The above documents/forms must be produced for the in- 
spection of the Port Health Officer on boarding at the quarantine 
anchorage. 

Department of Commerce and Industry (arrival and departure) 

Two copies of the ship's Import/Export Cargo Manifest. 

Two copies of Import/Export statement in respect of dutiable 
goods (Forms C. and |. 309 and C. and |. 309A). 

Two copies of the declaration in respect of dutiable stores required 
during a vessel's stay in port (Form C. and I. 303). 

Immigration Officer (arrival) 

2 Transit-Passenger Lists. 

2 Landing-Passenger Lists. 

3 Crew Lists. 

Note: The above forms must be produced for the inspection of the 
Immigration Officer on boarding after the ship has been ‘cleared’ by 
the Port Health Officer. 

(departure) 

2 Lists Passengers boarding. 

2 Lists Transit Passengers. 

2 Crew Lists. 

Post Office (arrival only) 

One copy of the Ship's Mail Manifest. 
Hong Kong Police 

One copy of The List of Arms and Ammunition on board (Nil 

return required) to be handed in at the Entry and Clearance Office 
with Marine Department papers. 
APPROACHES: A. (Dry-cargo vessels): The approaches are 
reasonably free from hazards and are well marked by day or night. 
Vessels working at buoys with drafts up to 29 ft. are requested 
to enter port via the Western Entrance. Other vessels with drafts up 
to 36 ft. by Lei Yue Mun entrance. 

B. (Tankers): The tankers which berth at the Esso Company in- 
Stallation at Tsing Yi, and at the Mobil installation, also at Tsing Yi 
enter the harbour, but with the exception of the approaches to the 

$so Terminal which was specially dredged for the purposes of 
accommodating vessels at 42 ft. draft, there is no limitation on depth 
Save that at the individual berth. 

C. Buoyage. The system of buoyage used in Hong Kong harbour 
conforms to the uniform system of maritime buoyage adopted by the 
lighthouse authorities in Britain. The main stream of flood tide 
within the harbour limits is from East to West and buoyage is laid 
accordingly. Several terrestrial navigational beacons within the 
Waters of Hong Kong are also painted to conform with the uniform 
system of maritime buoyage. 

ILOTAGE: Although pilotage is not compulsory in the port, 
Pilots licensed by the Pilotage Board are available to board ships at 
either entrance on request. The Hong Kong Pilotage Association, 
Provide pilotage services. Pilots generally board in-bound ships 
Using the Eastern entrance in the vicinity of the Lei Yue Mun turning 
buoy (latitude 2° 16.4’ North, longitude 114° 16.3’ East) and disembark 
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at the same point from outward-bound ships. At the Western en- 
trance, pilots embark and disembark to the West of Green Island. Itis 
a contravention of regulation 3(1) of the Merchant Shipping (Control 
of Ports) Regulations, for any vessel to pick up or discharge a 
Pilot within a distance of 7-5 cables from the centre of either the Lei 
bis Mun Pass or Sulphur Channel. Maximum speed inside harbour, 
8 knots. 

ANCHORAGES: Examination anchorages (quarantine and im- 
migration) for clearance inwards are situated within the harbour 
limits to cover the entry of shipping from East and West. The principal 
dangerous goods anchorages are situated at the Western end of the 
harbour and at Pun Shan Sek (tankers), whilst there are others at 
Junk Bay, Tsuen Wan and Rocky Harbour. 

An anchorage for the discharge of logs has been designated. 
This was necessary because logs, which were being discharged and 
stored within harbour limits were endangering small craft, waterside 
installations and navigation. 

The Western examination anchorage works 24 hours a day whereas 
the Eastern examination anchorage works from 0700-1900 hours. 

See also ‘‘Shipmaster's Report”. 

MAX. SIZE: Largest vessels calling regularly have been, dry-cargo: 
container vessels, length 965 ft., with drafts up to 40 ft.; tankers 
length 776 ft., draft 42 ft. Maximum size governed by draft of vessel. 
No limit as to length and beam. Draft in harbour: “A” class buoys 
25 ft. to 44 ft. “B" Class buoys 18 ft. to 27 ft. 

PRATIQUE: The following conditions must be fulfilled before 
radio pratique can be granted: The ship must not have called at an 
infected port within 14 days prior to arrival at Hong Kong. There must 
be not more than 24 passengers on board at the time of arrival, 
provided that a vessel carrying more than 24 passengers may, at the 
discretion of the Chief Port Health Officer, be granted radio pratique 
if there is a ship's doctor on board. 

The Master must furnish the following information to the Port 
Health Office not more than 20 hours and not less than eight hours 
before his expected time of arrival at Hong Kong: 

1. ports of call during the 14 days prior to arrival; 

2. number of passengers on board; 

3. a statement that all persons on board are healthy and in posses- 
sion of valid international certificates of vaccination against 
smallpox; 

4. a statement indicating whether any case of infectious disease 
has occurred on board during the voyage; 

5. whether any person on board is sick; 

6. the date of issue of the derating or derating exemption certifi- 
cates. 

Note 1: Shipping companies or agents must send their applications 
for radio pratique in writing and, if granted, will be responsible for 
notifying the master concerned. 

Note 2: Maritime declarations of health and passenger and crew lists 
must be collected by the shipping companies or agents and forward- 
ed to the Port Health Office within 24 hours of the ship's arrival. 
Note 3: Ships granted radio pratique will be required to display the 
following signal on arrival in the quarantine anchorage: Day: Inter- 
national code flag TO". Night: Three white lights in a vertical line 
six feet apart. 

Note 4: The Master of the ship concerned will be held responsible 
for the accuracy of the statements contained in his cablegram re- 
questing radio pratique. 

Port Health. The hours of duty of port health officers in the exam- 
ination anchorages are similar to those of the Immigration Depart- 
ment. The Port Health launch exhibits the international code flag 
"“Q" by day and a red light over a white light at night. The appropriate 
quarantine signal should be flown by a vessel until the Port Health 
Officer has completed his inspection. 

IMMIGRATION: Immigration formalities take place at the Eastern 
or Western examination anchorages after clearance by the Port 
Health authorities. Immigration launches are on duty 24 hours a day 
in the Western anchorage and from 0630 to 1800 in the Eastern 
anchorage throughout the year. 

RADIO: Cable Agent via Radio Hong Kong call sign “VPS”. 

Signal Stations. Four signal stations operated by the Marine 
Department are situated in the Eastern and Western approaches to, 
or within, the harbour limits as follows: 

Eastern approaches: Waglan Island, (latitude 22° 11’ North, long- 
itude 114° 18.1’ East). Western approaches: Green Island (latitude 
22° 17.1’ North, longitude 114° 06.5’ East). 

Marine Department Port Communications Centre, Lat. 22° 17.4’ 
North, Long. 114° 11.8’ East. North Point Signal Station, Lat. 22° 17.7’ 
North, Long. 114° 11.8’ East. 

These stations are manned 24 hours a day throughout the year and 
contact can be made by means of international code flags or by 
signal lamp. In addition, the Marine Department Headquarters Signal 
Station can be contacted by VHF radio-telephone on Hague Plan 
Channel 12. Communication between the stations is provided by 
radio, land-line telephone and a teleprinter circuit. 

It is mandatory for the Master of every ship arriving within signal- 
ling distance of any of the above signal stations to hoist the national 
colours and (if one shall exist) the house flag and the signal letters 
of the ship, and to identify the vessel to the signal station by visual 
signals if requested. On recognition of a ship in the approaches to 
Hong Kong, the name is immediately relayed to the Port Control 
Office of the Marine Department, and the ship's owners or agents 
can be notified on request. 

Wireless Telegraphy: Radio communication apparatus on board a 
merchant vessel is not permitted to be used while the vessel is 
within Hong Kong territorial waters except in the following circum- 
stances: 
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When a vessel is proceeding through Hong Kong territorial waters 
such apparatus may be used to communicate on minimum power 
with the nearest coast station or, if communication with the nearest 
coast station is impracticable and the safe navigation of the vessel 
so requires, with a more distant coast station or another vessel; 

For the purpose of summoning assistance on an occasion of 
danger to the life of any person or to the vessel; 

For the purpose of carrying out experimental tests for which per- 
mission in writing must first be obtained. 

Broadcasting arrangements—Typhoon Warnings: After the hoist- 
ing of local storm signal No. 8 or above, Radio Hong Kong and Com- 
mercial Radio will extend their hours of operation and simultaneously 
broadcast typhoon warnings in English and Chinese at two minutes 
to the hour and half past the hour precisely, throughout the day and 
night. Warnings in English will be broadcast by an announcer at 
each station; warnings in Chinese will be broadcast by a Chinese 
announcer from the Radio Hong Kong booth at the Royal Observa- 
tory. On certain occasions these arrangements will come into force 
should local storm signal No. 3 remain hoisted at the time when the 
radio stations normally close. The foregoing arrangements continue 
until the signal drops below No. 8 once again. 

Frequencies: Radio Hong Kong (English Service) 545 kHz., 91 
kHz.; (Chinese Service) 640 kHz., 94 kHz. Commercial Radio (English 
Service) 1530 kHz., 196 kHz.; (Chinese Service No. 1) 1050 kHz.; 
1170 kHz. 

VHF: Control Station, Hong Kong Port Radio call sign ‘Mardep” 
Channel 12. 24 hours listening watch. Range up to 35 miles. 

Maritime VHF Radio-telephone Service (Hague Plan): This ser- 
vice operates in Hong Kong on two international channels, Nos. 16 
and 26. Channel 16 (156.8 mc/s) is the simplex distress and calling 
frequency on which contact is made between shore and ship before 
changing over to the public correspondence channel, No. 26. The 
latter is a duplex channel and Hong Kong transmits on 161.9 mc/s 
and receives from ships on 157.3 mc/s. 

Local connection to the service is via the Hong Kong Telephone 
Company and is made in the same way as for overseas radio- 
telephone calls by dialling ‘100". The local operator should then be 
informed that a telephone call is required on “the Maritime VHF 
Hague Plan Service". The operator will ask for details of the call, 
such as the name of the ship and the person required, and will then 
connect the call via Cable & Wireless. Calls can also be sent from 
ship to shore. The range is about 50 miles and the service is available 
at all times of the day and night. 

Harbour phones: Cable & Wireless Ltd., on behalf of the Hong 
Kong Telephone Company, will install and maintain VHF radio- 
telephones on ships at buoys in the harbour for the duration of a 
ship's stay in port. Calls may be made between any two ships so 
equipped, and between a ship and any telephone number on the 
Hong Kong or Kowloon exchanges. 

TUGS: Available for berthing and unberthing. Advance booking 
is required. See Table B on p. 273. 

WHARVES: China Merchants S.N. Co. Limited - berths suitable 
for coastal shipping: 


West Point Berth No. (1) E. Length 320 ft. Depth 35 ft. 
” ” (2) Ww. ” 320 ” ” 35 ” 
Blackheads Point ,, ay es A lg! WT) Teale ner 
" ” (2) W. ” 450 ” ” 30 ” 
H. K. and Kowloon Wharf Co. 
Ocean Terminal Length 1,250 ft. Depth 35 ft 
Pier No. (3) S! ” 600 ,, " 32 ” 
” ” ” N. ” 600 ” ” 34 ” 
” ” (4) Ss. ” 700 ” ” 32 ” 
” ” ” ” 700 ” ” 33 ” 
” ” (5) Ss ” 800 ” ” 34 ” 
” ” ” N. ” 800 ” ” 36 ” 
North Point Wharves 
No. (1) E. Length 700 ft. Depth 30 ft. 
” (2) Ww. ” 530 ” ” 30 ” 
Kwai Chung Container Terminal 
Three berths Length 1,000 ft. Depth 40 ft. 


Whampoa Terminal Ltd. Length 600 ft. Depth 30 ft. 

BERTHING: Berthing of dry-cargo vessels alongside wharf can 
be performed any time during day and night. Berthing at tanker 
wharf not permissible after sunset. Ships carrying explosives must 
on, permission from the Marine Department before berthing is 
alloted. 

When berthing at Kowloon Wharf signals will be exhibited on the 

signal station on top of the Kowloon Star Ferry pier. Code flag Y 
by day and one green light over red light at night indicates anchor and 
await instructions. Crossed bamboo poles on which are displaced 
code flags N and B, when sited at the end of a pier denotes that the 
vessel is required to berth stern to the praya wall. 
Boatmen. Labour to handle ships’ mooring lines when berthing and 
unberthing at any of the wharves in Hong Kong waters is supplied 
by the owners of the wharf concerned, the cost being included in the 
berthing fee. For berthing at a Marine Department mooring buoy it 
is usual for the ship's agent to arrange for boatmen to handle the 
ship's slip wire and anchor cable, unless the ship's crew undertake 
this task. The services of boatmen are generally obtained through 
the Hong Kong Pilotage Association. For night berthing two boats 
are normally required—one to handle the wire and cable and the 
other to provide a lighted marker for the mooring buoy. 

Mooring Buoys. See “Max. size." All ships are required to secure 
to Marine Department mooring buoys by their chain cable. The 
maximum length of a ship permitted to berth at an A" class moor- 
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ing is 600 ft., the swing circle encompassing each buoy having q 
radius of 700 ft. The maximum length of a ship permitted to berth at 
a‘'B" class mooring is 450 ft., the radius of swing circle around such 
buoys being 550 ft. It is therefore within the limits of safety for a 
vessel, when secured to a Marine Department mooring, to slack out 
to “one shackle on the windlass" and still clear ships berthed a 
adjacent buoys, except in exceptional circumstances. As all Marine 
Department moorings are of the one-legged type, it is permissible, 
should circumstances make it necessary, for a ship, when attempt. 
ing to secure to a mooring, to drop an anchor at not less than 5 
feet from the buoy without fouling the mooring chain. It should be 
noted, however, that moorings sited within the man-of-war anchor. 
age and the Hongkong and Whampoa Dock Company's private 
mooring H.W.D. No. 1 in Hung Hom Bay are either of the two or 
three-legged type, and it is therefore not permissible to use an an. 
chor when berthing. 

44 A" class mooring buoys and 29 “‘B" class mooring buoys for 
ocean going vessels. Additionally two “B" class mooring buoys 
available at Yam O Bay, Lantan Island, for vessels with cargoes of logs, 
STEVEDORES: The following table shows the average handling 
rates per gang hour: 


Load tons Discharge 
Cargo Place per gang tons per 
hour gang hour 
General Wharf 12 15 
General Stream 10 12 
Bale or bag Wharf 20 25 
Bale or bag Stream 15 20 


Stevedores work 24 hours per day except Mid-Autumn Festival and 
Chinese New Year Holidays. 

TANKERS: Any leaking of oil to water will be subjected to heavy 
fines. If not gas-freed, not allowed through harbour. Maximum draft 
for berthing 42 ft. See Table A on p. 273. 

DENSITY: 1017. 

FRESH WATER: Available but the supply is sometimes limited, 
depending on the storage levels in Hong Kong's reservoirs. The 
supply to ships is made at commercial wharves and from water 
boats. See Table C on p. 273. 

FUEL: Excellent facilities exist for bunkering vessels with fuel oil and 
coal. Fuel oil can be obtained either at the wharves adjacent to the oil 
installation, or from harbour oilers owned and operated by the oil 
companies. Fuel oil from these vessels can be pumped on board 
without impeding cargo operations. Adequate stocks of good quality 
bunker coal suitable for coal-fired marine boilers are maintained in 
the port. Fuel oil available with viscosity up to 1,000 sec. Redwood, 
24 hours notice for supply is required. Also gas oil and marine 
diesel available. See Table D on p. 274. 

FIRE PRECAUTIONS: The Fire Services Department operates 
fire floats. One of these, the ‘Alexander Grantham" is one of the 
largest and most powerful in the world, being equipped with mach- 
inery capable of pumping 10,500 gallons a minute at a pressure of 
90 Ib. per square inch through a battery of monitors. This vessel is 
equipped to deal with any type of fire on any size vessel, and is 
designed to operate both in the port and at sea. 

a pig ey WATCHMEN: Not compulsory but recom- 
mended. 

OPENING/CLOSING HATCHES: Usually performed by ship's 
crew. 

CERTIFICATES: Following certificates to be presented to the 
Marine Office before clearance could be granted: 

Ship's Register and/or Tonnage Certificate. 

Load Line Certificate. 

Radio Certificate. 

Safety Construction Certificate. 

Safety Equipment Certificate. 

Derating Certificate or Derat Exempt Certificate. 

Last Port Clearance. 

CUSTOMS ALLOWANCES: In-Port Duty-Free Consumption: 
The issue of stores will be based on the scheduled stay in port or 
seven days, whichever is the shorter period, and calculated as fol- 
tows: Tobacco: 30 cigarettes or five cigars or two ounces of pipe 
tobacco per person per day. Liquor: Quarter pint of Spirit or one 
pint of table wine or three quarts of beer or stout per person per day. 
In addition, for officers and saloon passengers, a quarter pint in all 
of port, sherry, liqueur. 

Duty-free allowances for disembarking passengers: Passengers 
from ports other than Macao disembarking in Hong Kong may be 
exempted duty on one quart of wine or spirit, and one half pound of 
tobacco, or 200 cigarettes, or 50 cigars. For members of any vessel 
and passengers in direct transit through the Colony the duty-free 
allowance is 20 cigarettes or two ounces of pipe tobacco per person 
on disembarkation. 

Dutiable goods allowed in possession of passengers and crews: 
No passenger in or crew member of any ship or aircraft, while such 
ship or aircraft is in Hong Kong, without the permission of the Direc- 
tor of Commerce and Industry, shall have in his possession, custody 
or control on board such ship or aircraft any dutiable liquor or to- 
bacco in excess of the quantities stated hereunder: 

Officers and saloon passengers: (i) liquors—spirits one opened 
quart bottle, or table wine one quart, or beer or stout four quarts and 
in addition port or sherry or liqueur one pint; (ii) tobacco one-half 
pound, or 50 cigars, or 200 cigarettes; 

Crew members and deck passengers: tobacco one-half pound, of 
200 cigarettes. 

Provided that quantities in excess of the above amounts which are 
the property of any officer, crew member or passenger and are stored 

continued on p. 274 
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= Length Depth alongside “Capacity Delivery Hose 
Company Location of berth (Chart Datum) Grade of oil (water tons) rate connection 
()) Shell Co. (H.K.) Ltd. Kwun Tong 670’ 34’ Boiler fuel 4,500 350 8” 
Marine diesel fuel 1,600 220 8” 
Tai Kok Tsui 180° — 10 Boiler fuel 610 40 6’ 
Marine diesel fuel 220 48 6” 
North Point 140 — 10’ Gas oil 1,740 27 ai 
Ap Lei Chau 900’ 60° Boiler fuel 143,000 484 10” 
Marine diesel 18,000 487 10” 
Gas oil 25,600 500 8” 
(i) Caltex Oil Hong Tsuen Wan 710° 29° Boiler fuel 29,000 400 8"-10" 
Kong Ltd. ail Gas oil 18,000 200 6*-8" 
ji) Mobil Oil Hong Tsing Yi Any length — 40’ Boiler fuel 39,000 500 10” 
Kong Ltd. Mobil diesel 26,000 300 8" 
Kerosine 17,000 300 8" 
(iy) HK. Oil Co. Tsuen Wan 292’ — 32’ Boiler fuel 21,740 150 12” 
(Gulf Products) Marine diesel fuel 1,223 150 8” 
Tsing Yi 300’ — 42’ Boiler fuel 37,000 300 10” 
Marine diesel fuel 15,000 300 8" 
\y) Esso Standard Oil © Nga Ying Chau —_820’ — 40 Boiler fuel, Marine 219,000 500 up to 10° 
(H.K.) Ltd. diesel and white oil 
North Point 150’ —10' White oil 80 12 4” 
(i) Peninsular Petroleum Tsing Yi 650’ 45/ Kerosine, Marine diesel 58,000 300 10” 


Co. 


(i) One tug is normally required for ships berthing and unberthing. A shore telephone is available at the berth. Shore electrical supply is 
not available. Fresh water available from shore and by lighter. Berthing facilities available only for small coasters, ferries and harbour 
craft. 

(ii) One tug is normally required for ships berthing and unberthing. A shore telephone is available at the berth. Shore electrical supply is 
not available. Fresh water available by lighter only. ; 

(ii) Two tugs are normally required for berthing and unberthing. A shore telephone is available at the berth. Shore electrical supply is not 
available. Fresh water available by lighter only. , 

(iv) One tug is normally required for ships berthing and unberthing. A shore telephone is available at the berth. Shore electrical supply is 
not available. Fresh water available by lighter only. : 

(vy) One tug is normally required for ships berthing and unberthing. A shore telephone is available. Shore electricity supply is not 
available. Fresh water available by lighter only. 


Table B. TUGS. 


Company Vessel Power Bollard Pull Propulsion Company Vessel Power Bollard Pull Propulsion 
Hongkong Kwai 3,400 BHP Over 40 Diesel/Twin Shek O 1,000 BHP 10 tons Steam/Single 
Towage & Chung tons Screw/Kort Screw/F.P. 
Salvage Rudders Tsing Yi 440 BHP 5 tons Diesel/Single 
Company, Heung 3,000 BHP 40tons Diesel/Twin Screw/F.P. 
Ltd Kong Screw/Kort Tolo 410 BHP 2tons Diesel/Single 
Rudders Screw/F.P. 
Kau Lung 2,100 BHP 39 tons Diesel/Single Tathong 270tons 2tons Diesel/Single 
Screw/Kort Screw/F.P. 
Rudder The Far East Howa 3,200 BHP 45 tons Diesel/Twin 
Peng Chau 2,200 BHP 30tons Diesel/Twin Towage Co. Screw/Kort 
Screw/Kort Ltd. Rudders 
Rudders Kowa 3,200 BHP 45 tons Diesel/Twin 
Laimun 1,860 BHP 30 tons Diesel/Twin Screw/Kort 
Screw/Kort Rudders 
Rudders Far East 2,000 BHP 25 tons Diesel/Twin 
Waglan 1,700 BHP 1 25tons Diesel/Twin No. 1 Screw/Kort 
Screw/Kort Rudders 
Rudders 
Po Toi 1,700 BHP 25 tons Diesel/Twin 
Screw/Kort 
Rudders An sas : 
Hung Hom 1,600 BHP 25 tons Diesel/Single Company Vessel Type B.H.P. 
Screw/Kort - Notes 
Rudder H.K. & Kowloon Snipe motor tug 140 All the tugs listed 
Lamma 1,150 BHP 18 tons Diesel/Single Wharf & Gannet 144 here are suitable 
Screw/Kort Godown Heron 205 for towing lighters 
Rudder Co Ltd Penguin motor tug 240 in the harbour. 
TaiTam  1,050BHP 13 tons Diesel/Single Cormorant motortug 205 
Screw/F.P. Kowloon 450 
Table C. WATER BOATS. 
Company Vessel Capacity Delivery 
Leung Tai Kee Taikee No. 1 150 long tons 180 tons/hr. 
Waterboat Co. Ltd. Taikee No. 2 120 long tons 180 tons/hr. 
Taikee No. 3 320 long tons 180 tons/hr. 
Taikee No. 5 250 long tons 180 tons/hr. 
Union Waterboat Tai Yat No. 1 270 tons 150 tons/hr. 
Co. Ltd. Tai Yee No, 2 290 tons 150 tons/hr. 
Tai Sam No. 3 300 tons 150 tons/hr. 
New No. 4 340 tons 170 tons/hr. 
Tai Ng No. 5 295 tons 150 tons/hr. 


Pier services to ocean terminal 


1,500 tons/day 


and Kowloon wharf No. 5 


0 
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Table D. PORT OILERS. 


Capacity-product Delivery rate per 
Company Vessel Grade of oil long tons hour in water tons 
Shell Co. (H.K.) Ltd. M.V. Fung Wong Shan Boiler fuel or Marine diesel 280 270 
M.V. Lung Shan White oil 350 270 
Fu Yung Shan Boiler fuel or Marine diesel 750 450 
Shih Tou Shan Boiler fuel or Marine diesel or 750 450 
white oil 

Shell Wor Fung White oil 260 80 
Shell Shun Fung Boiler fuel or Marine diesel 1,500 900 

Caltex Oil Hong Caltex 54 Boiler fuel or Marine diesel 400 120 ; 
Kong Ltd. Caltex Tsuen Wan HK. 2 Boiler fuel or Marine diesel 800 280 
Caltex 111 Gas Oil 80 60 
Caltex 133 Gas Oil 250 100 
Mobil Oil Hong M.V. Mobil Meishan Boiler fuel or Marine diesel 920 300 
Kong Ltd. M.V. Mobil Mei Ping Light oil 100 30 
M.V. Mobil Mei An Light oil 100 30 
~HLK. Oil Co. | Barge 101 Boiler fuel 750 350 
Barge 102 Marine diesel/Boiler fuel 500 150 
Barge 103 Gas oil 1,000 150 
Esso Standard Oil M.V. Esso Tsuen Wan II White oil 270 d 46 
(H.K.) Ltd. M.V. Esso Tsing Yi Boiler fuel or Marine diesel 1,600 500 

1,600 


M.V. Esso Hok Un 


Boiler fuel or Marine diesel 


500 


in the place provided for the safe custody of stores under the provi- 
sion of Regulation 7 of the Dutiable Commodities Regulations, 1963 
and are shown on the record required by the same Regulation and 
are included in the Import and Export Statement and in any applica- 
tion for ship's stores shall be permitted and shall not be liable for 
forfeiture. 
CARGO GEAR: Normal routine gear, wire and rope slings, nets, 
grabs, boardtrays and floating cranes up to 100 tons available. 
Vessel's cargo gear must be used for working cargo at all along- 
side berths. 
IDENTIFICATION CARDS: No identification card is required 
for crew or passengers going ashore except when vessel has 
exceeded a limit of stay of 14 days, after this period all crew mem- 
bers must deliver to the Immigration Office through the agents a 
signed copy of the Immigration Disembarkation Card. 
CONSULS: The following countries maintain consular offices in 
Hong Kong: 


Argentina Great Britain Norway 
Australia Greece Pakistan 
Austria Guatemala Panama 
Belgium Honduras Peru 

Bolivia India Philippines 
Brazil Indonesia Portugal 
Burma Irish Republic Singpaore 
Canada Israel South Africa 
Colombia Italy Spain 

Costa Rica Japan Sweden 
Cuba Khmer Republic Switzerland 
Denmark Korea Thailand 
Dominican Republic | Lebanon United Arab Republic 
Ecuador Mexico U.S.A. 

El Salvador Netherlands Uruguay 
Finland New Zealand Venezuela 
France Nicaragua Vietnam 
Germany 


REPAIRS: In addition to ship and engine maintenance and repair 
work, the dockyards have facilities for many miscellaneous services 
such as are provided by modern dockyards. These include physical 
tests on materials such as anchors and cables, for which test 
certificates can be supplied, chemical analysis, drawing office 
requirements, chemical cleaning of engines and boilers, shot and 
sand blasting, zinc spraying to name but a few. 

DRY DOCKS: 

Hong Kong United Drydocks Ltd. (Taikoo Yard) : Dry dock at Quarry 
Bay; length 787 ft. minimum, width 88 ft. 6 in. Floating dock for vessels 
up to 25,000 tons. 

Hong Kong United Dockyards Ltd. (Kowloon Yard): Ten dry docks 
of which the largest is length 700 ft., minimum width 88 ft. 

sland Navigation Corporation - have a 100,000 ton capacity floating 

dock at the South-West side of Tsing Yi Island. 
REPATRIATION: All formalities connected with engagement and 
discharge on board British ships, and on foreign ships whose flag 
is not represented by a consular officer resident in Hong Kong, are 
required by law to be conducted at the Mercantile Marine Office. 
Hong Kong continues to be one of the main recruitment centres of 
Asian seamen and a Seamen's Registry Office, which is an adjunct 
to the Mercantile Marine Office, maintains records of all Hong Kong 
seamen. The Seamen's Recruiting Office, controls the recruitment, 
selection and supply of Chinese seamen to ships requiring them, 
and is situated at the Rumsey Street Reclamation, adjacent to the 
Marine Department. 

Seamen's Travel Documents. The Hong Kong Government Sea- 
man's Discharge Book is issued by the Marine Department and is a 
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record of employment. The Hong Kong Government Seaman's 
Identity Book is issued by the Immigration Department and enables 
the holder to return to Hong Kong without a visa during the validity 
of the book (initially three years, with three-year renewals), and also 
within 12 months after the expiry of the validity of the book. 

A Seaman's Certificate of Nationality and Identity is issued at the 
Immigration Department only to seamen of British nationality, 
whereas the Seaman's Discharge Book and the Seaman's Identity 
Book may also be issued to alien seamen. It is the equivalent ofa 
British passport and no visa is required for return to Hong Kong. 

All crew members signing-off for repatriation must first obtain 
permission from the Director of Immigration. All crew arriving to 
join vessel must produce a guarantee letter through the agents 
responsibility for all maintenances and other eventual expenses. 
AIRPORT: Regular International flights. Airstrip capable of any 
size of jet planes. Transportation from port to airport terminal about 
40 minutes bus drive. 

TELEPHONES: Are available at all alongside berths for connection 
on board ship. 

TIME: Standard time kept in the Colony is 8 hours in advance of 
GMT. Summer Time, which is one hour in advance of Standard Time, 
is kept from 3.30 a.m. on the first Sunday after 15th April to 3.30 a.m. 
on the first Sunday after 15th October, each year. 

HOLIDAYS: Public holidays in Hong Kong occur mainly on festi- 
vals whose date is governed by the lunar calendar. 

Every Sunday; First week-day in January; Chinese New Year's Day; 
Second day of Chinese New Year; Third day of Chinese New Year; 
General holiday in lieu of that for the Ching Ming Festival; Good 
Friday; Day following Good Friday (Ching Ming Festival); Easter 
Monday; Birthday of Her Majesty the Queen; Tuen Ng Festival; 
First week-day in July; First Monday in August; Last Monday in Aug- 
ust, which shall be Liberation Day; Day following Chinese Mid- 
Autumn Festival Day; Day following Chung Yeung Festival; Christ- 
mas Day; First week-day after Christmas Day. 
POLICE/AMBULANCE/FIRE: When the services of the fire 
brigade, immigration, port health or police are required, appropriate 
signals should be made in accordance with the list of “Hong Kong 
Port Signals". The Marine Division of the Police is responsible 
for internal port security. Its fleet of launches maintain constant 
patrols in Hong Kong's territorial waters. 

GENERAL: No waste to be disposed into harbour. Chain required 
for mooring to buoy. Unnecessary use of ship's sirens prohibited. 
SERVICES: Services available including tank cleaning, painting, 
washing, compass adjusting, calibration of direction finder, radar 
repairs, 24 hours service laundry, supply of stores and provisions, 
motor-boats service between ship and shore. 

SHORE LEAVE: Crew members are usually allowed ashore. 
CLASSIFICATION SOCIETIES: The following Classification 
Societies with British technical committees are represented by their 
own exclusive officers in Hong Kong: Lloyds Register of Shipping, 
P. & O. Building, Hong Kong; The American Bureau of Shipping 
1209, New Sincere Building, Hong Kong; Bureau Veritas, 2107, 
International Building, Hong Kong; Det Norske Veritas (Oslo), 
China Emporium Building, Hong Kong; Germanischer Lloyd, c/o 
Jebsen & Co., Prince's Building, Upper Ground Floor, Hong Kong. 
WEATHER: ist June to 31st October usually considered as ty- 
phoon season. No operation of cargo when typhoon signal No. 3 oF 
upward is hoisted. Also see “Radio”. 

DEVELOPMENTS: A new container complex to be built, expected 
completion 1976. The complex will consist of three berths, each 
with a length of 950 ft. and depth of 40 ft. 

SHIPMASTER'S REPORT: Information concerning approach 
to and mooring at the port of Hong Kong: 
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Is approaching Hong Kong should keep in mind that they 
waned ivan Territory if they are farther South than 22° 09° N. 
Approaching Hong Kong through Lema Channel, it is hardly possible 
anid penetrating this border, because the coast is heavily infested 
with fishing vessels. — : é 

Red China has a signal station on Tan Kan Shan Island. This 
signal station complains about every penetration of their territory 
py signal lamp, therefore, most of the ships calling at Hong Kong 
reguiarly prefer to enter through Eastern entrance even though 
there is no clearance available between 1900 and 0600 (at Eastern 
quarantine anchorage) and the additional disadvantage of crossing 
the congested Hong Kong inner harbour to anchor at Western 
quarantine station. The requirement of the Hong Kong Harbour 
Board, to approach through Lama Channel, is just a recommenda- 
tion to cut down on the traffic in the inner harbour. j 

When approaching, vessels might be called by VHF or light from 
Wang Lan Island. Replies can be made on VHF Channel 12. Pilots 
maintain a 24-hour service at both entrances. They can be called 
on VHF Channel 11. 

AUTHORITY: Director of Marine, Marine Dept., 102 Connaught 
Road, Central. 


Iceland 


ISAFJORD: 66.05 N. 23.06 W. 


DOCUMENTS: As for “Reykjavik”. 

PILOTAGE: TFZ Isafjord Radio 2182 kc. To call Pilot use morse 
lamps or whistle “'G." 

ANCHORAGE: In Fjord, depth of 6 fathoms. 

MAX. SIZE: Dry cargo vessels up to 4,000 gross tons. Tankers up 
to 30 ft. draft. 

HEALTH: Inform Agent. 

RADIO: TFZ 2182 kc/s. 

TUGS: Not required. 

MEDICAL: Inform Agent one hour in advance. Hospital available. 
FRESH WATER: Always available through hose-pipes. 

FUEL: All grades available advance notice required is two hours. 
GANGWAY/DECK WATCHMEN: Necessary. Carried out by 
crew. 

OPENING/CLOSING HATCHES: Performed by crew. 
CERTIFICATES: All relevant certificates required. 

CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes each crew 
member, 600 for Master; Wine/spirit: 2 bottles for each crew member, 
6 bottles for Master. 

IDENTIFICATION CARDS: Not required. 

CONSULS: British, German, Norwegian, Swedish, Danish. 
REPAIRS: All types of repairs possible. 

DRY DOCKS: One small dry dock available. 

REPATRIATION: No facilities exist. 

AIRPORT: Distance from port two miles, regular flights. 

TIME: GMT. No change. 

HOLIDAYS: Work carried out every day. 
POLICE/AMBULANCE/FIRE: Police, Ambulance, Fire, tel. 3258. 
TELEPHONES: None available. 

SERVICES: Compass adjusting, radar, echomaster, specialists. 
SHORE LEAVE: Allowed. 

AUTHORITY: Captain of the Port. Tel. 3404. 


KEFLAVIK-NJAROVIK: 64.00 N. 22.33 W. 


DOCUMENTS: As for “Reykjavik”. 

PILOTAGE: Pilotage is compulsory for vessels over 100 tons net. 
Pilot is available for all vessels 24 hours per day and is reached via 
Reykjavik Radio. Pilot boards vessel 1 mile outside Vatnsnes, 
ANCHORAGE: Outside the harbour in depths of 27 metres with 
good holding ground. 

TUGS: Use of tug is not necessary. 

BERTHING: Port has concrete pier which will be extended for a 
length of 110 metres, and a wooden quay 45 metres in length. Depth 
of water in harbour and alongside wharves is 20 to 45 ft. Entrance is 
easy for access. 

STEVEDORES: Working hours: 8 hours per day 0800 to 1700 hours, 
FRESH WATER: Available through hose connection on the quay. 
FUEL: Available. 

REPAIRS : Two shipyards available. 

AIRPORT: Keflavik International Airport is only 4 km. away. 
TIME: GMT. No change. 

POLICE/AMBULANCE/FIRE: All tel. 2222. 

TELEPHONES: None available on board. 

SHORE LEAVE: Allowed. 

AUTHORITY: Harbour Master, Landshdfn Keflavik-Njarévik 
Keflavik, Iceland. 


NESKAUPSTADUR, Nordfjordur: 65.09 N. 13.41 W. 


DOCUMENTS: 
Crew List. 
assenger List. 
ustoms Documents. 
Tovision List. 
anifests and Ship's Papers. 


ICELAND 


PILOTAGE: No Pilots. Road clear, keep in middle of fjord. 

ANCHORAGES: Depending wind. With N. or N.W. winds anchor 

towards S. coast and well in the fjord. When N.E. off town towards 

N. coast, but keep clear of smal! boat moorings. 

MAX. SIZE: Length/breadth no restriction. Main quay is 70 metres 

long and it is built right out to the steep bank at the coast. Depth 

close to jetty 7 metres but increases quickly. 

HEALTH: Free pratique automatic from Customs Officer. Radio 

for doctor if illness on board. 

RADIO: Neskaupstadur Radio 2182 kc/s. (TFM) 24 hour watch. VHF, 

Channels 16 and 26. Range approximately 40 miles. 

TUGS: No tugs but large motor-boats are normally obtainable if 

necessary. 

BERTHING: No specific requirements unless over 7 metres draft, 

when fendering required. 

STEVEDORES: If possible 24 hours ETA. Preferably before 1600 

hours for commencing next morning. Load or discharge rates 

according to goods. 

MEDICAL: Always send advance notice of required medical 

attention. Hospital available, also 3 doctors and dentist. 

TANKERS: Diameters of lines 4 and 6 inches. Oil companies BP 

ac Shell have their own small quays. The third company Esso uses 
jetty. 

DENSITY: Normal. 

FRESH WATER: Shore line on jetty. No barge. 

FUEL: Diesel oil only. 

DEVELOPMENTS: No expected draft increases. New berths are 

under construction but will take unforeseen time. 

GANGWAY/DECK WATCHMEN: Available but not compulsory. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 

CERTIFICATES: Ship's Register. 

CUSTOMS ALLOWANCE: 200 cigarettes a week while in Iceland. 

Only one allowance of spirit, i.e. on arrival, 1 to 3 bottles according 

to occupation. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Denmark tel. 199 or 330. France tel. 14 and 19. 

REPAIRS: Limited repairs to engines, hull and deck. Good repairs 

to radars, sounders, tiller pilots, etc. 

DRY DOCKS: None. 1 slipway 450 tons. 

REPATRIATION: Winter flights twice a week or more. Summer 

every day. 

AIRPORT: Distance 3 km. 

TIME: GMT, no alterations. 

HOLIDAYS: Last Thursday April; 17th June; 1st May; 25th and 

26th Dec.; New Year, etc. If work is carried out 31st Dec., 24th Dec., 

Saturday before Easter and Whitsun double pay is claimed. 

POLICE/AMBULANCE/FIRE: Telephone office at shore end jetty. 

TELEPHONES: No arrangement to place telephones on board. 

SERVICES: No tank-cleaning equipment. No discharge of tank- 

washings. Compass adjusting available. 

SHORE LEAVE: Allowed. 

DELAYS: None except if berth not available. 


AGENT: Gudmundur H. Sigfusson, Thiljuvellir 6, Cable address 
“Sigfus". Tel. 14 and 19. No Telex. Aviation, Shipping and Trawler 
Agent. 


PATREKSFJORDUR: 65.35 N. 23.59 W. 


DOCUMENTS :8 Crew Lists, Passenger Lists, Custom documents, 
Health Documents, Manifests, Bills of Lading, Ship's Papers. 
PILOTAGE: Pilotage not compulsory, but if needed then contact 
Radio Patreksfjérdur on 2182 M.F. 

ANCHORAGE: Anchorage is sheltered by the peninsula. 

MAX. SIZE: See “Berthing”. 

RADIO: Radio Patreksfjérdur on 2182 MF. 

TUGS: Available. 

BERTHING: The entrance has a depth of 4 m. 7 to 4 m. 9 (15-5 to 
16 ft.) at LLWST. The harbour has a depth of 6 m. 4 (21 ft.) at LW, 
and 10 m. 0 (33 ft.) at HW. 320 metres of quayage with depths from 
5 m. 5 to 5 m. 8 (18 to 19 ft.) alongside. The harbour can be entered 
by day and night. 

STEVEDORES: Working hours 0800 to 1900 hours. 

MEDICAL: Hospital available, contact through radio. 

FRESH WATER: Available. No notice required. 

FUEL: Available. No advance notice required. 

REPAIRS: Machine-shop. General repairs can be effected. Diver 
obtainable. 

AIRPORT: About 26 km. distance from harbour. Regular service, 
by airlines. 

TIME: GMT. No change. 

SHORE LEAVE: Allowed. 

AUTHORITY: Patrekshéfn, Patreksfiroi. 


REYKJAVIK: 64.09 N. 21.50 W. 


DOCUMENTS: 
For the Immigration Office 
1 Crew List. 
1 Passenger List. 
For Customs Authority 
Master's Report on vessel's arrival from abroad. 
Master's Certificate with Manifests of all goods. 
Master's Certificate with Manifests of goods to each port of 
discharge. 
Health Declaration. 
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List of Provisions and other Stores in ship. 

Ordinary procedure at least 5 copies of each manifest (3 for 

customs). 
PILOTAGE: Pilotage compulsory. Telegraphic address: Harbour 
Master, Harbour Office, Reykjavik. Desirable advance notice of ETA 
24 hours and again notice 3 hours before expected time of arrival. 
VHF working Channel 12 at pilot station and pilot boats. All day 
round watch. 

Pilot boat: Grey hull with red and white deckhouse. International 
signals used if necessary. Pilot boat leaves harbour on request and 
meets vessel up to 1 naut. mile off Grdétta (East of buoy 6): Most 
frequent boarding place is buoy 7 Kollafjérdur. 

ANCHORAGE: Good anchorage at Kollafjérdur in 30 to 35 metres 
water 14 miles North of Engey lighthouse. Anchorage prohibited in 
neighbourhood of harbour entrance. 

RESTRICTIONS: All day service. Draft in old harbour restricted 
at MLWST to 18 ft. In Sundah6fn to 26 ft. No other restriction. 
MAX. SIZE: Longest straight quay 244 m. (800 ft.). Breadth un- 
restricted. Depth 26 ft. at MLWST (29 ft. at MLWNT). At present 
three installations for oil carriers to discharge through submerged 
pipelines. Moorings for ab. 20,000 dw. ships and draft restriction to 
21 ft. in the approach to one of these installations. 

HEALTH: Pratique obtained through customs authorities. In case 
of suspected disease notify port office or Agent in advance. 
RADIO: Reykjavik Radio TFA. 

RADAR/VHF: No harbour radar. Pilot office can be contacted by 
VHF Channel 16. Working Channels 12 and 14. 

TUGS: Tugs meet vessels on roadstead. Ship’s lines used. 
BERTHING: Bigger vessels preferably handled at high water. 
STEVEDORES: Stevedoring must be arranged in advance pre- 
ferably by Agent. 

MEDICAL: Medical attention available without notice. For hospital 
stay or surgical operation advance notice desirable, either through 
Agent or port office. 

TANKERS: Pipe-lines diameter for discharging is 8 in. 
DENSITY: Salinity varies from 336% to 35:0% giving sea water 
density about 1027 in average. 

FRESH WATER: Water delivered from taps at quay at rate of 20-30 
tons/hour, on the roadstead delivered by tug with 50 m® water-tank. 
FUEL: Grade of fuel oil 200-400 pr. second. Supplied by oilpipe or 
by barge. If supplied by barge then one days notice required. 

FIRE PRECAUTIONS: Ordinary precautions for handling of 
dangerous goods applied. 

DEVELOPMENTS: In a new harbour area - Sundahéfn — quay 
construction, dredging and reclamation just finished. Length of quay 
380 m. and about 50 acre storage area under development. Discus- 
sion is taking place on new oil landing facilities to accommodate up 
to 70,000 t. tankers. 

GANGWAY/DECK WATCHMEN: Ship's gangway to be used. 
Watchmen services from ashore not necessary but can be arranged 
if asked for. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 
CERTIFICATES: 

1. Certificate of Nationality. 

2. International Tonnage Certificate. 

3. Certificate of Seaworthiness. 

4. Cargo Ship Safety Construction Certificate. 

5. Cargo Ship Safety Equipment Certificate. 

6. Cargo Ship Safety Radiotelegraphy Certificate or Cargo Ship 

Safety Radiotelephony Certificate. 

7. International Load Line Certificate. 

Passenger ships must have certificates no. 1, 2, 3, 7 and in addition 
Passenger Ship Safety Certificate. 

CUSTOMS ALLOWANCES: 200 cigarettes or equivalent. 0.75 litre 
beverage, 24 bottles beer. 

IDENTIFICATION CARDS: Identification card must be carried. 
CONSULS: 


U.S.A. Embassy Tel. 24083 
Belgium Consul General » 20000 
Brazil Consul » 11500 
Chile Consul i» 23597 
Denmark Embassy » 13747 
Finland Consul General » 24280 
France Embassy » 17621 
Greece Consul » 19621 
Holland Consul General » =©12085 
Israel Consul General » =11043 
Italy Consul General inl 055 
Japan Consul » 17700 
Canada Consul General » 38100 
Mexico Consul » 18995 
Norway Embassy » 13065 
Poland Commercial Attache ,, 18759 
Portugal Consul » 11610 
U.S.S.R. Embassy oy 15156 
Spain Vice-consul » 13057 
Great Britain Embassy » 15884 
Switzerland Consul » 24209 
Sweden Embassy » 13216 
Czechoslovakia Commercial Attache ,, 19823 
Turkey Consul General » 16666 
W. Germany Embassy » 19535 
Uruguay Consul 12720 


REPAIRS: All kinds of ship repair possible. 
DRY DOCKS: Only slipways available up to 2,000 metric tons weight. 
Dimensions: Length 85 metres, breadth 13-6 metres. 
REPATRIATION: Can be arranged. 
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AIRPORTS: Reykjavik Airport within 10 min. drive. Mostly for loca 

routes. Keflavik Airport 50 km. distance. Served regularly by airlines 

both to Europe and America. 

oe Icelandic summertime used all year round and is same & 
MT. 

HOLIDAYS: January 1 (New Year's Day); Maundy Thursday: 

Good Friday; Easter Monday; May 1; Ascension Day; Whit Monday: 

June 17 (National day); First Monday in August (Bank Holiday): 

Christmas Day and Second Christmas Day. On Christmas Eve ang 

New Year's Eve work stops at noon. Dock work goes on on Ban} 

Holiday and by Labour Union permission work may be carried oy 

on Saturday against overtime payment and exceptionally at nigh 

until 10 o'clock. 

POLICE/AMBULANCE/FIRE: Police 11166; Ambulance 11199; 

Fire 11100. 

TELEPHONES: Telephone connection can be arranged at som: 

berths in the old harbour and in Sundahéfn telephone connections 

will be at the quay. 

GENERAL: Engines may not be run while ship is berthed. 

SERVICES: Compass adjusting carried out by private firm as wel 

as tank cleaning. 

SHORE LEAVE: Crew members are allowed ashore. 

DELAYS: Normally no delay is to be expected beyond that caused 

by normal customs clearance. 

AUTHORITY: Reykjavik Port Authority, Harbour Building, PO Bo; 

382, Reykjavik, Iceland. Tel. 12951-12952, 18061-18062. 


SIGULUFJORD: 66.10 N. 18.50 W. 


DOCUMENTS: As for “Reykjavik”. 

PILOTAGE: Compulsory. Pilot meets vessel about 200 metres 
from harbour entrance. 

ANCHORAGE: East of harbour in depths according to draft 25 m, 
to 30 m. good holding ground. Gales from North set heavy sea, vessels 
then seek anchorage in small bay S.W. of Siglunes. 

RADIO: Siglufjordur Radio TFX. 

TUGS: None available. 

BERTHING: There are several piers and wharves inside the N, 
mee three quays used by larger vessels have depths up to 23 ft. at 


Quays: Hafnagardur, on the South side of North Mole, has a 
length of about 125 metres, with a depth of 6 m. 5 (21:3 ft.) alongside, 
Léndunarbryggja has a length of 100 metres, with a depth of 7m, 
(23-0 ft.) alongside. Baejarbryggjan (Town Quay) has a length of 
about 100 metres with a depth of 6 m. (19-7 ft.) alongside. 
STEVEDORES: Available. Working hours 0700 to 1200 hours and 
1300 to 1700 hours; overtime can be arranged. 

MEDICAL: All facilities available. 

FRESH WATER: Available. 

FUEL: Available in general grades only. 

GANGWAY/DECK WATCHMEN: Necessary. 

SAE taupiat tie. om HATCHES: Stevedores normally perform 
this work. 

CARGO GEAR: Ship's own used (no cranes). 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Denmark Tel. 71232 Norway Tel. 71160 
Finland ,, 71569 Sweden ,, 71421 


REPAIRS: For moderate size vessels can be obtained. Diver 
available. 

TIME: GMT. No change. 

POLICE/AMBULANCE/FIRE: All tel. 71170. 

SHORE LEAVE: Allowed. 

AUTHORITY: Captain of the Port. Tel. 71237, 71126. 


SKAGASTROND: 65.50 N. 20.20 W. 


DOCUMENTS: As for Reykjavik. 

PILOTAGE: Pilots are available. When approaching port, order 
Pilot through Agent if required. 

MAX. SIZE: Draft maximum 19 ft. 

MEDICAL: Doctor available but located in Blanduos 20 km. away. 
FRESH WATER: Available from June 15th to October 15th but 
other months uncertain. 

FUEL: Available. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by 
stevedores. 

REPAIRS: Small repairs available. 

AIRPORT: Nearest 100 km. away at Sauoarkrokur. 

TIME: GMT. No change. ‘ 
POLICE/AMBULANCE/FIRE: Telephone in village police station 
20 km. away. 

TELEPHONES: None available. 

SHORE LEAVE: Allowed. 

AUTHORITY: Captain of the Port. 


VESTMANNAEYJAR: 63.30 N. 20.15 W. 


DOCUMENTS: 
Health Certificate. 
Crew List. 
Passenger List. 
Manifest. 

Ship's Register. 
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pILOTAGE: Ship to advise over Vestmannaeyjar Radio ETA. Pilot 
always available but one hour's advance ETA is required. Pilot is 
taken on board at one of the two anchorages. 

ANCHORAGE: There are two anchorages with depths from 28:0 m. 
to 51-0 m., good holding ground: ‘ 

{, About $ mile East of entrance to harbour in depth of 51-0 m.; 
this anchorage is exposed to the prevailing winds (from E. and S.E.). 
On North side of this anchorage is an overhead power cable and 
submarine electrical cable and submarine water-pipe. 

9, About $ mile North of harbour and on North side of peninsula 
in depths of 28:0 m. to 34-0 m.; this anchorage is exposed to winds 
between W. and N. Rae 
RESTRICTIONS: No restrictions except for largest vessels. They 
must enter at high tide. 

MAX. SIZE: 5,000 brt. 

RADIO: Vestmannaeyjar Radio. VHF available. 

TUGS: Normally join in-coming vessels at anchorage. The use of 
tug is optional. ; 

STEVEDORES: Available. Ordered by Agent. 

MEDICAL: Not necessary to receive advance notice. Hospital 
facilities exist. 

TANKERS: Discharge lines, 7 in. 

FRESH WATER: Shore installations on every berth. 

FUEL: All grades available. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Stevedores. 

CUSTOMS ALLOWANCES: For each crew member; 
cigarettes or 20 cigars or 100 grm. tobacco, anj 1 bottle spirits. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Denmark, Germany, Great Britain, Norway, Sweden. 
To be called through Vestmannaeyjar Radio. 

REPAIRS: All repairs possible. 

AIRPORT: Local airport. Daily connection to Reykjavik. 

TIME: Local time GMT. 

HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Labour Day (1 May); Ascension Day; Whit Monday; National 
Festival Day (17 June); Prayer Day; Christmas Day (25 December), 
No work on New Year's Day, Good Friday, Easter Sunday, Whit 
Sunday, 17 June, Christmas Day. 

POLICE/AMBULANCE/FIRE: All tel. 2121. 

SERVICES: Compass adjusting, etc. 

SHORE LEAVE: Allowed. 

AUTHORITY : Harbour Master. 
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COURTESY FLAG: Correct flag to be flown by foreign ships 
visiting Indian ports is Indian Merchant Navy Ensign (a red flag with 
alength of one and one half times the width and with National Flag 
of India superimposed in top quarter next to staff) and not Indian 
National flag. 


SHIP'S OFFICER'S REPORT: Apart from the various forms 
and Crew Lists, etc., the Customs Boarding Officer also requires a 
List of Private Property in the possession of the Master, officers and 
crew on Form No. IV in duplicate and the local Agents need two 
more copies of the same for clearing the vessel inward. This pro- 
cedure is followed when a vessel arrives from abroad or even when 
she is arriving from an Indian Port. It is common in both the cases. 


ALLEPPEY : 09.29 N. 76.23 E. 


PORT LIMITS: On the North by a line drawn from the North 
boundary pillar (white masonry structure) to 7 fathoms of water. 
On the South by a line drawn from the South boundary pillar, South- 
west to 5 fathoms of water and thereon West to 7 fathoms of water. 
On the West by a line running North to South joining the Northern 
and Southern boundary lines. On the East by the beach road from 
the North boundary pillar to a stone on the beach road 220 ft. East 
of South boundary pillar. 
DOCUMENTS: 
(2) For Port Office: 
Last port clearance (original for verification and return). Ships' 
Registry (original for verification and return). Load Line Certificate 
(for perusal and return). Safety Radio Telegraphy Certificate (for 
perusal and return). Safety Equipment Certificate (for perusal and 
ute ae List (one). Crew List (one). Deck Cargo Certifi- 
ate (one). 
(b) For Customs: 
Application for entry inwards, Last Port clearance. Port Office Entry 
Certificate. Arrival report. Particulars required by customs in 
approved form. Favour Parcel Certificate. Gift Parcel Certificate. 
Health Report. Opium Certificate. Arms and Ammunition Certifi- 
cate. Import manifest. Passengers list. Storelist, crew list, and 
oun property declaration. Ships’ currency declaration. ILH 
eipt. 
PILOTAGE: None. Open roadstead port. 
ANCHORAGES: Approach to port free from navigational dangers. 
wan orage provides good holding ground. 
AX. SIZE: Being open roadstead, vessels of any size can anchor 
according to draft. 
HEALTH : Port Health Officer may be contacted by telegram 
addressed CYCLONE ALLEPPEY for issue of pratique certificate. 
focedure to be followed in Indian Port Health Rules. 
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RADIO: Morse system of signalling by light and signalling by 
International Code flags alone are available. Steamers code can be 
used as call sign. 

TUGS: 2 tugs owned by Port Department render services per 
requisitions from Agents. Tugs usually approach vessels after 
anchoring. 

BERTHING: No Berths. 

MEDICAL: Government hospitals available. 

DENSITY: 1025. 

FRESH WATER: Only available in very small quantities. 

FUEL: None available. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: By stevedores. 
IDENTIFICATION CARDS: Necessary only when crew land 
ashore. 

CONSULS: Nil. 

REPAIRS/DRY DOCKS: None. 

REPATRIATION: Crew changes are effected subject undertaking 
by Owners through Agents. 

AIRPORT: Cochin, 62 km North of Alleppey. 

TIME: GMT plus 53 hours. 

HOLIDAYS: For work on approved closed port holidays and 
national holidays labourers have to be paid extra in addition to 
wages. 

POLICE/AMBULANCE/FIRE: Emergency (Fire and Police) 100 
Alleppey Exchange. 

SHORE LEAVE: Crew allowed to land. Foreigners required obtain 
prior permission of Police authority through Agents. 
AUTHORITY: Senior Port Conservator, Port and Shipping Office, 
Alleppey. 

Telephone: 2213 Alleppey. 

Telegram: Code Cyclone, Alleppey. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, c/o, 
Khemka & Co., Bakaria Bazar, Alleppey (Kerala). Cables: ‘‘Baxico” 
Alleppey. Tel. 3327. 


BEDI BUNDER 22.31 N. 70.02 E. 


DOCUMENTS: 
1 Maritime Declaration of Health. 
1 Last Port Clearance. 
6 Crew Lists. 
6 Passengers’ Lists. 
4 Stores List. 
4 Private Property List of crew and officers. 
4 Certificates of Currency, Arms and Ammunition and Deck 
Cargo. 
1 Same Bottom cargo list. 
1 Hazardous Cargo List with categories. 
PILOTAGE: Vessels anchor at roads as pilotage not compulsory; 
however, if requested in advance by Master to PORTAL BEDI, ship 
may be piloted from Pirotan Lighthouse to Rozi Anchorage about 7 
miles from port by local Pilot Guide. Pilot boards vessel off Pirotan 
Island Light (Lat. 22° 36’ North, Long. 69° 57’ East). 
ANCHORAGE: Lighterage port. Steamers anchor at Rozi anchor- 
age about 7 miles from port, where good anchorage up to 7 fathoms 
at low water. 
HEALTH: Pratique granted on delivering Maritime Declaration of 
Health to Customs officer on boarding. Vessels having touched 
yellow fever area prior to arrival granted free pratique by Mosquito 
Party to be deputed from Kandla, which can only be arranged by 
prior notice failing which vessel has to proceed either Kandla or 
Bombay for Free Pratique. 
RADIO: Call sign VUKS. working hours: 
OOBDE. 4,5) 20%;, 74130.0045; 1730 hours to 1930 hours 
PSSOb ei: 5,8 1590.03; 2180) 14 576-45) 280.0 »,; 
Frequency 600 metres or 500 kilocycles, working at 429 metres and 
calling at 500 metres. 
TUGS: Port tug available for use at anchorage. 
BERTHING: No berths. 
STEVEDORES: Agents and stevedores require advance ETA of 
24 hours for preparing labour gangs. Daily loading is 400/500 tons 
for bagged cargo. 
MEDICAL: 24 hours notice required for medical service. Govern- 
ment hospital at Jamnagar where vaccination/fever injection services 
available. 
DENSITY: 1025. 
FRESH WATER: Supplies by barge capacity 80 tons. Possible 
supply about 80 tons every alternate tide subject adequate supply 
of water in port area. 
FUEL: None. 
DEVELOPMENTS: Scheme to create additional facilities, road 
connection, transit godowns, electrification and water supply and 
cranes, etc., near mouth of Creek; this newly developed area will 
be connected by good all-weather road with city of Jamnagar. 
GANGWAY/DECK WATCHMEN: The services of watchmen are 
recommended. 
OPENING/CLOSING HATCHES: By ship's Crew. 
CERTIFICATES: 
Ship's Register. 
Load Line Certificate. 
Safety Radio Certificate. 
Safety Equipment Certificate 
Derat. Exemption Certificate. 
Gear Certificate. 
CONSULS: None. 
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REPAIRS: No facilities for repairs to ships. 

DRY DOCKS: None. 

AIRPORT: Jamnagar - 7 miles from city. Daily flight Jamnagar- 
Bombay. 

TIME: GMT plus 5$ hours. 

HOLIDAYS: Non-working days and work not permitted even on 
payment of overtime charges: Indian Republic Day; Bakri-ld; Holi; 
Muharram; Gokulastami; Dasehra; Diwali; Ramzan-ld. 
POLICE/AMBULANCE/FIRE: District Superintendent of Police 
495 and 333; Ambulance/Casualty Department 89; Fire 99. 
GENERAL: Tidal port and barges loaded and sent out to ship 
during tide time only, Loading of barges carried out manually. 
SHORE LEAVE: Crew members allowed ashore in emergency or 
for medical treatment. Necessary police permits take 48 hours. 
REGULATIONS: No launch services available for crew. Only 5 
ships allowed to work at time at anchorage. Further arrivals wait 
turn. 

DELAYS: Delay expected for loading and discharging in monsoon 
due to limited number of barges available. 

AUTHORITY : Port Officer. 


AGENT: J. M. Baxi & Co., Steamship Agents Stevedores, Tank 
Mansion, Near 1st Rly. Fatak, Bedibunder Road, Jamnagar. Tele- 
graphic address “Baxico"’ Jamnagar. Tel. Office 1311 and 650, 
Residence 1312. 


BELEKERI: 14.43 N. 74.15 E. (See Plan) 


PORT LIMITS: Worth. A line drawn due West from Kawada Guda 
peak into the sea up to 7 fathoms of water starting from a point 
50 yards above high-water-mark of the shore. 

East. Seashore of Belekeri Bay 50 yards above high-water-mark 
from North Boundary Mark to rocky promontory in Lat. 14° 40’ N. 
including the Belekeri creek and all branches thereof, as far as 
navigable and the shores and banks within 50 yards of high-water- 
mark spring tides including Islands. All patta lands and other private 
sites excluded, 

South. A line drawn due west from a point 50 yards above high- 
water-mark of rocky promontory in Lat. 14° 40’ N. into the sea up to 
7 fathoms of water. 

West. A line joining the two 7 fathoms points in the sea. 
DOCUMENTS: 

8 Crew Lists. 

2 Manifests of Stores. 

2 Private Property Declarations. 

2 Currency Lists. 

1 Maritime Declaration of Health. 

3 Passenger Lists. 

4 Import Manifests. 

Last Port Clearance. 

PILOTAGE: Not necessary. Vessels anchor in stream and in open 
sea. Ships can be manoeuvred under guidance of Port Officer. 
ANCHORAGE: The anchorage for shallow draft steamers in open 
roadstead is with Kukra Island bearing 080° (T) distance about 
1:5 miles in depth of 27 to 29 ft. Anchorage for deep drafted vessels 
is with Kukra Island bearing 080° (T) distance about 2:5 miles in 
depth 34 to 37 feet. 

HEALTH: Medical Officer, Ankola acts as Port Health Officer. Free 
pratique to incoming vessels granted by radio. All vessels calling 
from foreign destination must send radio message addressed 
“Medical Officer, Ankola”’, at least 48 hours before entering, giving 
last port of call, number of crew, health conditions, ETA and request- 
ing pratique; same message must be repeated to Agents also, on 
which pratique granted on shore. Anchoring time is pratique time. 
For vessels from Indian ports pratique not required. Vessels which 
have taken on board passengers or crew from yellow fever areas 
within 30 days of departure from such ports will be under quarantine. 
Free pratique will not be granted until Mosquito Search Party, from 
nearest major port (i.e. Cochin, Goa or Bombay) has inspected, 
disinfected and certified that ship fit for granting pratique. Master 
to inform Agent well in advance if arriving from yellow fever area to 
enable arrange Mosquito Search Party for quick pratique. 

RADIO: Recommended to give ETA or pratique messages via Goa 
or Bombay Radio. 

BERTHING: No berths. 

STEVEDORES: ETA required at least 48 hours prior arrival order 
Agents advise shippers and stevedores. 

MEDICAL: No hospital but good medical aid given at Karwar, 20 
miles distant. In case of inoculations and vaccination at least two 
days advance notice to be given for vaccines to be brought from 
Hubli or Belgaum distant 100 and 150 miles respectively. 
DENSITY: 1025. 

FRESH WATER: Can be supplied from Karwar by water barge. 
FUEL: None. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Generally done by ship's crew. 
CERTIFICATES: 

Ship's Register. 

Load Line Cert. 

Safety Radio Cert. 

Safety Equipment Cert. 

Derating Cert. 

Vaccination and Inoculation Certificates. 

CUSTOMS ALLOWANCES: 200 cigarettes allowed per crew 
member. Wine and/or Spirit: 1 bottle of light spirit and one bottle of 
hard spirit per crew member. 

CARGO GEAR: Valid International cargo gear certificate not more 
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than 12 months old. Validity shall cover whole period of loading an 
discharging. 

IDENTIFICATION CARDS: Not required. 
CONSULS/REPAIRS/DRY DOCKS: None. 
REPATRIATION: Arranged from Goa or Bombay. 
AIRPORT: Nearest airports Goa or Belgaumi Bombay. 

TIME: GMT plus 5} hours. 

HOLIDAYS: Observed as declared by Port Authorities. Nop. 
working days when work not permitted even on payment of overtime 
Republic Day (26th Jan.) and Gandhi Jayanti (2nd October). 
POLICE: Tel. 49. 

SHORE LEAVE: Permission may be obtained (Chinese personng 
not allowed to land on shore). 

AUTHORITY: Port Officer, Karwar. 


AGENT: J. M. Baxi & Co., Steamship Agents and Stevedores 
Grand Hotel Annexe, Baithkol, Karwar (N. Kanara). Tel. Addres; 
“Baxico” Karwar. Telephone No. 54 and 225. 


BHAVNAGAR: 21.47 N. 72.08 E. 


DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Last Port Certific te. 

Manifest on prescribed form (3 copies). 

Declaration of private and personal property. 

Crew List. 

Customs circulation copy issued by Boarding Officer of last India 

Port of call. 

Place and date of deratisation certificate. 

PILOTAGE: Pilotage should be arranged in advance through ship’ 
local Agent who may be contacted via the port radio, call-sigy 
VUJ-9. An ETA should be sent at least 48 hours in advance in order 
to arrange Pilot. Pilotage is compulsory. Pilot boat does not hay 
VHF, but may be contacted by light or flag signals. Pilot station|s 
4:5 miles N.N.E. of Piram Island Lighthouse and pilot boat will only 
be on station when the vessel is scheduled to arrive. Vessels should 
arrive at pilot station about two hours prior to time of high-water 
and are advised not to anchor awaiting a Pilot but to make a reciprocal 
course until arrival of the pilot boat. 

ANCHORAGE: Vessels up to 31 ft. draft are advised at anchorage 
Eastward of perigee light vessel. Maximum limit of draft for vessels 
working at anchorage is 32 ft. at present. If, however, at future date 
it becomes necessary to find suitable anchorages for vessels mor 
than 32 ft., this area is likely to be farther Eastward (about 3 to 4 miles) 
from present anchorage area and this is likely to raise fresh problem 
of operation of lighters due to increase in distance involved. At 
present the issue has not arisen as the maximum limit of draft o! 
32 ft. is fixed for vessels at anchorage. All vessels at anchorage ar 
loaded and discharged by means of lighters. 

MAX. SIZE: Up to 500 ft. length, and up to 65 ft. breadth may berth 
alongside. 

Permissible draft for a particular tide is arrived at by subtracting 
13 ft. from predicted height of high-water for that particular tide. 
HEALTH: Healthy ships are granted pratique by the Pilot. Inter 
national health regulations are applicable to vessels arriving from 
yellow-fever areas. 

RADIO: Bhavnagar Port Radio, call sign VUJ-9 should be used for 

routing ETA messages, and is also used by Agents in cables t0 

shipping. 

TUGS: Tug assistance is available for berthing and unberthing 

vessels in inner harbour. Position where tugs join the vessel is 

dependent upon prevailing weather conditions. Usually ship's 

lines are used in connections to tug. 

re ee : Berthings are as pertides and according to permissible 
rafts. 

STEVEDORES: The stevedoring gangs are arranged directly by 

Agents through approved stevedores. 

MEDICAL: Medical facilities can be arranged by Master through 

Agent. Hospital facilities available in city of Bhavnagar which is 13 

km. from port. 

TANKERS: No facility for oil tankers. 

DENSITY: 1025. 

FRESH WATER: Fresh water supplied alongside jetty as well as 

at anchorage. 

FUEL: Oil bunkering available in limited quantity. : 

FIRE PRECAUTIONS: Alongside jetty fire-fighting facilities 

available. At anchorage fire-fighting facility is provided by the tug. 

Usual fire precautions applicable. 

DEVELOPMENTS: Intensified dredging operations are propose? 
to be undertaken for increase in drafts of the steamers berthing. 
GANGWAY/DECK WATCHMAN: Gangway and deck watchma! 
are recommended. 

OPENING/CLOSING HATCHES: As arranged between the 
Master and stevedores. 

SHIP’S CERTIFICATES: Registration; Safety equipment 
Safety Radio and Telegraphy; International Load Line. f 
CUSTOMS ALLOWANCES: As per Customs regulations 
force from time to time at Indian Ports. ¥ 
CARGO GEAR: Ships should possess valid Cargo Gear Certifr 
cate. 

CREW IDENTIFICATION CARD: Valid international passpo" 
or identification card necessary. 


CONSULS: No consulates at port. Nearest consulates are at 
BePAIRS:: No repair facilities exist for the ship except repairs of 
minor nature which could be undertaken by private repair firms. 
pRY DOCKS: Small dry dock available for repairs of vessel of up 
to 200 ft. length. ; 

REPATRIATION: Possible. : 

AIRPORT: Bhavnagar city is served by an airport situated about 
7km. from the Port. Regular flights to Bombay are available daily. 
TIME: GMT plus 5$ hours. Be 
HOLIDAYS: Holidays in all 8 ina year declared by Port Authorities 
on which working of the ship can be attended at the option of the 
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POLICE/AMBULANCE/FIRE: Police force and ambulance and 
fre facility available from Bhavnagar city. Limited fire-fighting facility 
available at port. a s ; sini 

TELEPHONES: No facility is available for providing telephones on 
poard the ships. : 
GENERAL: Port equipped with three berths having six cranes with 
3-ton capacity. Cranes available for loading or discharging ship's 


0. 
SHORE LEAVE: Citizens of communist China and Pakistan not 
allowed ashore, All other nationals are allowed to go to Bhavnagar 
city which is 13 km. from port for which shore passes are issued by 
Customs Dept. 

REGULATIONS: Photography in port prohibited. No crew 
member allowed to take liquor ashore. 

DELAYS: Delays in berthing depend upon number of ships working 
on berth and awaiting if any. At anchorage generally not more than 
two ships are worked at a time. 

AUTHORITY: Port Officer, Bahvnagar. Tel. 3558. Tel. address 
“Portal” Bhavnagar. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, Jivan 
Mansions, Lati Bazar, Bhavnagar (Saurashtra). Cables. ‘'Baxico” 
Bhavnagar. Tel. 49643592. A.O. 38225464. 


BOMBAY: 18.56 N. 72.49 E. (See Plan) 


PORT LIMITS: Vessel is considered to have “arrived” when Pilotis 
embarked and/or when vessel is required to anchor outside pilotage 
area awaiting a suitable tide, as in the case of large tankers. 
DOCUMENTS: See "Calcutta". 
PILOTAGE: Motor pilot vessel “Venu” stationed 18° 51’ N. 72° 494’ 
E, White, buff-coloured funnel, ‘Pilot'’’ painted black capitals, 
exhibiting International Signals by day/night. Call sign “ATDZ". 
Minimum advance notice 24 hours to Agents and Harbour Master 
through Bombay Radio (VWB) and 12 hours to pilot vessel on WT. 
Pilot vessel contacted VHF channels 12, 14 and 16. In case pilot 
vessel not on station, vessels advised anchor at pilot station, draft 
permitting, and wait instructions. 
ANCHORAGES: More than 60 anchorage berths radius 1,000 ft. 
with depths from 38 ft. to 14 ft.; of these two 38 ft.; 30 between 30 ft. 
and 35 ft.; 22 between 20 and 30 ft.; remainder below 20 ft. All 
anchorages safe. 
RESTRICTIONS: According to state of tide and draft. 
MAX. SIZE: For Butcher Island Marine Oil Terminal: Normally 
maximum length 700 ft. However, tankers 800 ft. length can be berthed 
provided adjacent berth occupied by medium-size tanker. Draft 
restrictions as follows: (depth of water at low tide.) 


No.1 Bl 37 ft.-09 in. 
No.2 Bl 36 ft.—06 in. } Subject variation. 
No.3 BI 38 ft.-05 in. 


Pir Pau Oil Berth: Maximum length 525 ft. Depth at low tide 28 ft. 
a variation). Buoy fixed for berthing 560 ft. tankers. 
s 


Max, length Max. width Max. draft 
(subject to tide) 
Indira 666 ft. 95 ft. 34 ft. 
Victoria 460 ft. by day and 77 ft. 23 ft. 
i 400 ft. by night 
Prince's 500 ft 61 ft. 3 in. 22 ft. 


PRATIQUE: The Master of every vessel calling Bombay from a 
foreign port must send the following particulars by cable to 
Quarantine Bombay" twenty-four hours prior to arrival and request 
for radio pratique: 
AAA ports of loading BBB last port of call CCC date of departure 
DDD ETA discharging port EEE vessel's maritime Declaration of 
Health is negative and total number of crew on board all healthy 
FFF vessel has not called at any port in East Africa between 
northernmost point of Eritrea and southernmost point of Tangan- 
yika including Zanzibar or any other yellow fever infected area 
within last 30 days GGG no unusual mortality of rats on board 
HHH no monkeys Ill no persons embarked at Aden or Djibouti. 
lf the vessel is coming from a yellow fever area, then the Port 
on Officer boards the vessel for inspection before granting free 
ue. 
RADIO; Bombay Coastal Station, call sign VWB. 
Avi Information regarding weather will be broadcast at 0630 and 1030 
Scal time on 2000 metres. 
| ADAR/VHF: No port radar service. Shipmaster contacts pilot 
Yessel by ship's radio or VHF on international frequencies. Channels 
9. 12 and 14 also available on VHF. 
ial S: Tugs join vessel when close dock entrance and assist 
BE ocking. Ship's and tug's lines used. 
: RTHING: /ndira Dock: 21 berths, able to handle cargo vessels 
e to 20,000 dwt. Average length of berth 150 m. Most berths are 
Guipped with one 6-ton crane and four 3-ton cranes. 
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Victoria Dock: 15 berths, able to handle vessels up to 5,000 dwt. 
Average length of berth 110 m. Most berths are equipped with 1-75 
ton and 1-5 ton cranes. 

Princes Dock: Length 1,560 m. of which 1,200 m. is available for 
handling cargo. There are 8 berths able to handle vessels up to 
5,000 dwt. 

Ballard Pier: Length 244 m., width 110 m., when converted will 
handle passenger vessels up to 30,000 g.r.t. and cargo vessels up to 
22,000 dwt. 

The extension at Ballard Pier will be the new passenger terminal 
- -“ receive passenger vessels up to 30,000 g.r.t. at any stage of 
the tide. 

CRANES: Quay side: Electric and Hydraulic cranes available at 
Indina, Prince's and Victoria Docks. 

Mobile Cranes: 56 mobile cranes with capacities up to 43 tons 
available. 

Heavy lift: Elelctric crane of 60 tons and steam crane of 20 ton 
capacity. 

Floating cranes: Two available, 60 ton and 125 ton capacity. 

STEVEDORES: Supplied by Dock Labour Board. Port Trust 
supplies shore labour for handling cargo including stacking in sheds. 
MEDICAL: Hospital facilities available. Notice in sufficient time, 
depending on seriousness of case, to arrange for transport, hos- 
pitalisation, etc. 
TANKERS: Reducing pipe connections available at jetty. Dirty 
ballast tank available at Marine Oil Terminal. Three berths at Butcher 
Island and one berth at Pir Pau exclusive to tankers. For draft details 
see ‘‘Max. size". 

Pira Pau can handle tankers up to 16,000 dwt and the Marine Oil 
Terminal at Butcher Island can handle tankers up to 54,000 dwt. at 
two berths and 36,000 dwt. at the other berth. 

DENSITY : The Port of Bombay is essentially a salt water port and 
major fluctuations in the density occur on account of tide. Density 
varies mostly in monsoon period June to September. 

FRESH WATER: Available all berths. By water-boat in stream, by 
water-mains in docks. 

FUEL: Arranged by oil companies through Agents. Facilities at 
berths in docks and Butcher Island berths. No bunker facilities for 
vessels at anchor. 

FIRE PRECAUTIONS: All regulations of Petroleum Rules (chapter 
1/50 of BPT Port Rules). Port maintains fire stations, 24 hours per 
day, both at docks and at Butcher Island Oil Terminal. Special pre- 
cautions taken for tankers at Marine Oil Terminal at Butcher Island. 
DEVELOPMENTS: Satellite port in Nhava/Shewa area proposed 
also new harbour near Sassoon dock for trawlers drawing 5:5 metres. 
GANGWAY/DECK WATCHMEN: No deck watchman supplied. 
BPT gangways generally available all berths except Butcher Island 
and Pir Pau. 

CERTIFICATES: 

International Safety Equipment Certificate. 

International Safety Radio Telegraphy Certificate. 

International Safety Radio Telephony Certificate. 

International Exemption Certificate (Deratisation). 

International Load Line Certificate. 

CARGO GEAR: Compliance BPT Port Rules and Docks By-laws 
essential. Hydraulic Quay Cranes, Electric and Heavy Lift Cranes, 
Floating, Mobile and Crawler Cranes all available. 
IDENTIFICATION CARDS: Necessary for 
authorities. 

REPAIRS: All repairs possible. 

DRY DOCKS: Two: ‘‘Merewether” 525 ft. long 65 ft. 6 in. wide. 
“Hughes” 1,000 ft. long 100 ft. wide. 

REPATRIATION: Can be arranged, also crew changes. 
AIRPORT: International Airport Santacruz, 15 miles from Bombay 
Harbour. 

TIME: Indian standard time ahead of GMT by5 hours and 30 minutes. 
No alterations to clocks are made any time. 

HOLIDAYS: Holidays for the docks, when cargo handling is 
closed) are fixed every year. Republic Day (January); Bakri-ld 
(February); Holi (2nd day) (March); Muharram (March); Maharashtra 
Day (May Day); Buddha Jayanti (follows May Day); Independence 
Day (August); Ganesh Chaturthi (September); Mahatma Gandhi 
Jayanti (October) ; Dasara (October); Diwali (November); Ramzan-ld 
(December); Christmas Day. 

POLICE/AMBULANCE/FIRE: Police100; Ambulance 102; Fire 101. 
TELEPHONES: Arrangements for placing a telephone on board 
ship exist at all transit sheds in Docks. 

SERVICES: Tank cleaning equipment is not available. Dirty ballast 
accepted in tank at jetty at Marine Oil Terminal. 

REGULATIONS: Stringent Port Rules and Docks By-laws detailed 
in “Bombay Port Rules”. 

AUTHORITY: The Chairman, Bombay Port Trust, Bombay 1, tel. 
268011, Telex 0112345; telegraphic address ‘'Portrust Bombay”. 


AGENT: J. M. Baxi & Co., 16 Bank St., Bombay 1. Tel. Office 258381; 
253871; Cables ‘“Baxico Bombay”. 


Police/Customs 


CALCUTTA: 22.32 N. 88.22 E. 


DOCUMENTS: 
Ship's Register. 
Load Line Certificate. 
Safety Radio Certificate. 
Safety Equipment Certificate. 
Deratisation Certificate. 
Port Clearance from Last Port. 
Indian Coast Light Dues Receipt (if any). 
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4 copies of Crew List. 

4 copies of Passenger List. 

1 copy of Through Cargo Manifest. 

4 copies of Stores List. 

1 copy of Cargo Manifest with B/Lading for the same. 

4 copies of Opium and Dangerous Drugs Certificate. 

Cargo Plan. 

Cargo on Deck declaration. 

4 copies of Certificate of Foreign Currency. 

4 copies of Certificate of Arms and Ammunition. 

Letter to Assistant Collector of Customs regarding Local Agency, 

Letter to Assistant Collector of Customs regarding duty on ships 
stores. 

Application to the Inspector of Police. 

3 copies of Arrival Report. 

4 copies of Watches and Clock List possessed by each member 
of the crew. 


PILOTAGE: Telegraphic address of pilot station: VWST “Pilots 
Sandshead". Radio message should be sent 48 hours prior arrival 
giving (a) ETA Eastern Channel Lt. Vs.; (b) from...to... (either 
Haldia, Budge Budge, or Calcutta); (c) deepest fresh water draft; 
(d) length overall; (e) g.r.t.; (f) whether VHF is or is not on board. 

Pilot boards vessel Sandheads from pilot vessel fitted with W/T, 
DF, radar, echo sounder and other navigational equipment, maintains 
continuous watch on 500 kc/s. (600 metres) and receives ETA 
messages of incoming vessels. 

As an aid to navigation, navigable channel in river is marked with 
lights and channel buoys. There is a lighthouse at Saugor and 
downstream from this point, 3 attended Light Vessels are stationed 
at the Western Channel and 2 unattended Light Vessels at Gabtola 
and Lower Long Sand at Sandheads. Navigable channel leading to 
port from sea is about 126 miles long. 14 bars are in different reaches 
of river, 11 of these are upstream of Diamond Harbour and remaining 
3 in estuary below Diamond Harbour. Since these bars are subject 
to fluctuations and there are sharp bends in river, the navigation of 
ships between port and Sea requires services of trained Pilots 
employed by Port Commissioners. River Pilots take charge of vessels 
at Sandheads, navigate to Garden Reach and then make over to 
harbour Pilots who manoeuvre vessels to riverside jetties, moorings 
or dock berths. Movement of ships inside docks guided by Berthing 
Masters. 

ANCHORAGES: Anchorage in River Hooghly at Saugor Roads, 
Haldia, Kalpi, Diamond Harbour, Royapur, Ulubaria and Garden 
Reach of which Royapur, Ulubaria and Garden Reach utilised only 
by ships on passage to and from the port in emergency. Depths of 
anchorages vary on day to day basis according to River Draft Forecast 
but on average 30 ft. deep. 

RESTRICTIONS: Navigation on River Hooghly is carried out only 
with Pilot on board and according to tide. Speed of vessel important 
factor and must be declared to Pilot on board, preferably telegraphed 
48 hours in advance to Pilot vessel. 

MAX. SIZE: Maximum LOA 530 ft. with beam of 70 ft. for Nataji 
Subhas Docks and 515 ft. LOA with beam of 66 ft. 6 in. for Kidder- 
pore Docks. Maximum LOA of tankers for tanker terminal at Budge 
Budge is 600 ft. No restriction of beam for vessels berthed in 
Budge Budge only, as no lock entrance. Deepest draft alongside 
dock berths in Nataji Subhas and Kidderpore Docks 30 ft. At Budge 
Budge deepest draft at any berth also 30 ft. Berthing of vessels, 
depends on prevailing draft of day published in Draft Forecast for 


month. 

PRATIQUE: Procedure for obtaining pratique: To obtain Radio 
Pratique incoming vessels communicate by wireless to Port Health 
Officer, Calcutta, Cable address: ‘Quarantine Calcutta”: 


(a) No sickness or death from sickness on board within last 15 


ays. 

(b) No sand, earth, pig, poultry, crew or passenger taken aboard 
from E. Coast of Africa between Port Sudan and Durban, both 
ports included. 

(c) Ship not touched within last 30 days any port in E. Africa 
between Northernmost point of Eritrea and Southernmost 
point of Tanganyika, including Island of Zanzibar or any other 
yellow fever infected area. 

(d) No abnormal mortality of rats or mice on board. 

(e) No monkey on board. 

(Item (a) to be sent in code under usual standard quarantine mes- 
sages required by ships; rest in plain language through local wireless 
station.) 

In case of any suspected disease or fever on board, local agents 
may be contacted by cable who arrange for doctor to be sent or for 
removal of a patient if necessary. Vessels calling at another port in 
same country are exempted from obtaining pratique. 

RADIO: Calcutta Radio, call sign VWC. R/T. and VHF. 

Information regarding weather distributed at 1030 and 0630 hours 
local time on 2000 metres. 

TUGS: Tugs used for vessels after passing lock entrances at Nataji 
Subhas and Kidderpore Docks. Tugs used for deep draft vessels 
to turn (if tide strong). Vessels own lines. 

BERTHING: Vessels brought in for berthing according to tide. 
Movements from one berth to another inside dock not dependent on 
tide, but according to convenience of port. Vessels berthed at 
riverside jetties or river moorings required to have starboard anchor 
unshackled in order that stbd chain could be tied to buoy. Vessels 
at river jetties and river moorings if left during Bore Tide are to 
comply with following: 

Half an hour before low water: 


(a) Gangway to be hoisted up. 
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(b) Pipelines disconnected and triced up (for vessels at Bud, 
Budge Jetty). 

(c) Heave tight on forward chains to keep vessel about 6 ft, o 
pontoon. Make sure weight is on bore springs and not » 
chains aft. 

(d) Tighten all buoy ropes. 

(e) When bores expected, all vessels in stream shall have steap 
on main engines, windlasses and winches and a sufficie 
number of officers and crew on board to tend vessel in cas, 
of emergency. 

After bore made, and vessel stopped ranging, slack forward chain, 
to old mark. Bore springs could be had through Agents from loc 
suppliers. 

Budge Budge (oil terminal) on banks of River Hooghly has rive 
jetties, hence above instructions also apply to vessels berthed; 
Budge Budge Jetties. 

BULK HANDLING FACILITIES: There is one semi-mechanic; 
berth in Nataji Subhas Docks for handling iron-ore suitable {y 
vessels up to 18,000 dwt. and up to 24 ft. 6 in. draft. See “Haldia”, 
BRIDGES: Two bridges, one collapsible, one swing, situated insid 
Kidderpore Dock are open for navigation to suit convenience of pox 
STEVEDORES: 48 hours notice of arrival at pilot station require 
by Agent. 

MEDICAL: Masters in need of medical services required cab 
agents. Hospital facilities. Ships leaving for foreign port or ming 
Indian port (where no Port Health Officer) required to ensure office, 
and crew have valid health certificates (for cholera, smallpox an 
yellow fever if proceeding to a yellow fever area). 

TANKERS: Not permitted discharge residue into dock (at C ber 


Nataji Subhas Dock). 
S.G. A.P.|. of local types of oil 
0:91 and 0:94 0-9430 varying to 0-9550. 
Tanker terminal at Budge Budge 15 miles from Calcutta Port. Eigh 
jetties. 


BB Jetty No. 1 for accommodating vessels of OAL 610 ft. 
” No, 2 ” ” ” 510 ” 

" No, 3 " " »  230,, 

” No. a ” ” ” 555 ” 

” No. 5 ” ” ” 610 ” 

” No, 6 ” ” ” 476 ” 

” No. 7 ” ” ” 595 ” 

No. 8 ‘ 705 ,, 


” . ” ’ ” 
Deepest draft alongside jetty berths 30 ft., but vessels brought y 
according to prevailing draft as per forecast. 

DENSITY: Average density in port is about 1000. 

FRESH WATER: Fresh water on application from Masters ¢ 
agents and preferable if at least 48 hours notice given. Supple 
through barges and direct from quayline. 

FUEL: Redwood 600/700 sec. supplied at Calcutta and require? 
least week's notice for supplying vessels lying inside dock. Fuel als 
supplied at Budge Budge terminal, three days notice to suppliers an 
Port Authorities. 

FIRE PRECAUTIONS: Usual non-smoking precautions an 
Master, Owners, Charterers or their Agents of vessels carryin 
import cargo or intending to load export cargo of hazardous ¢ 
inflammable nature, furnish 6 copies of list of cargo involved t 
Traffic Manager in prescribed form, at least ten days before vesse 
intend to land or ship cargo. Traffic Manager on receipt of lis 
categorise items enumerated in list and landing delivery and storay 
of such cargo be done strictly in accordance with instructions. 
DEVELOPMENTS: Refer to “Haldia”. 

GANGWAY/DECK WATCHMEN: Necessary and recommende 
by Agents at rate of three watchmen per shift of 8 hours. 
OPENING/CLOSING HATCHES: Normally undertaken by steve 
dores, unless specifically mentioned that same will be attended! 
by crew. 

CUSTOMS ALLOWANCES: { Ib. tobacco and 200 cigarette! 
Wine and/or Spirit: One bottle of wine or spirit per head for cot 
sumption on board. 

CONTRABAND: Regulations provide that a vessel shall be liab’ 
to confiscation which is or has been in Indian Customs’ water 
where constructed, adapted, altered or fitted in any manner forth 
purpose of concealing goods. 

The act also provides fora fine in lieu of confiscation which cov! 
in theory be up to the value of the vessel. 

Indian Customs Authorities regard vessels as subject to th 
regulations if they have any alterations to the normal structure 
the vessel or its fittings which is not of operational value, e.g. holt 
cut in panelling (over bulkheads) which are frequently found cor 
cealed from view behind cabin furniture such as settees, bunls 
desks, wardrobes, etc. Customs invariably impose fines for sue 
cavities even though empty of about Rs. 5,000/- for one or two cavitl# 
and increasing if more cavities are found. Fines would be substé® 
tially higher if cavities in fact contained contraband. 

To minimise fines it is essential that Shipowners should instr 
their Masters to organise periodic anti-smuggling searches of® 
accommodation-and other places in the vessel by ship's officers wi’ 
a view to locating any cavities or contraband and such searches, &* 
results thereof, should be logged. Furthermore, the Custom 
Authorities invariably obtain a statement from the occupant of tt 
cabin whether instructions had been issued by the Owners or Mast 
for each officer crew member to search his own cabin for cavities® 
hiding places or other unusual or irregular tampering with th 
normal structure of the cabin and to report to the Master any sue 
cavities, hiding-places or such other unusual tampering found! 
any time whilst serving on the vessel. 

If no such instructions have been issued, the Customs gener! 


regard the Owners/Master as failing to take proper anti-smuggling 

recautions and the risk of increased Customs fines arises. 

itis suggested that appropriate instructions should accordingly be 
issued without delay by all Masters to their officers and crews and 
that each officer or crew member should acknowledge receipt in 
writing of such instructions. It is also emphasised that such instruc- 
tions should also be notified to any officer or crew members who 
joins the vessel after first issue of the instructions to the existing 


and crew. 
onaeo GEAR: Proof of cargo gear tested by a competent authority 


ired. A 
IDENTIFICATION CARDS: Not necessary if holding seamen's 
books or passport. 


LS: 
ean 44-3611 Liberia 46-1164 
Australia 22-1554 Nepal 45-2024 
Belgium 44-3886 Netherlands 23-4442 
Brazil 45-2120 Norway 22-4094 
Bolivia 23-5615 Nicaragua 44-1329 
Burma 22-7071 Pakistan 44-5208 
Denmark 23-4069 Peru 23-2331 
Dominican Panama 47-6765 
Republic 55-5067 Spain 23-5539 
UAR 45-4168 Sweden 23-2243 
and 45-2507 Switzerland 44-8039 
El Salvador 55-7392 Thailand 46-0837 
Finland 22-4602 Turkey 34-2770 
France 23-2958 UK 44-5171 
Czechoslovakia 46-4542 USSR 44-2006 
Greece 23-5615 Venezuela 23-5615 
Haiti 34-2673 Poland 44-7144 
Italy 45-1411 Yugoslavia 44-6881 
Japan 44-5455 Philippines 22-0514 


REPAIRS: All types of deck and engine repairs undertaken. 

DRY DOCKS: Fftve dry docks owned by Port Commissioners 
available. Three in Kidderpore Docks and two in Nataji Subhas 
Docks, dimensions as follows: 

Dry Dock (Kidderpore) (1) 547 ft.x69 ft.x25 ft. (2) 497 ft.x69 
ft. < 27 ft. (3) 350 ft. x 60 ft. x 23 ft. (max. length of vessel 500 ft.). 

Dry Dock (Nataji Subhas) (1) 581 ft. x80 ft. x 32 ft. (2) 596 ft. x80 
ft. 22 ft. (max. length of vessel 550 ft.). 

Nataji Subhas Dry Docks arranged in tandem and used as one 
dock. Power supply, compressed air and fresh and unfiltered water 
supply, hydraulic capstans for propeller work and cranage service 
including heavy-lift available all dry docks. Each dock provided with 
automatic telephones for use on board ships. 

REPATRIATION: Facilities exist for effecting crew changes and 
arranging any necessary repatriation. 

AIRPORT: 12 miles; served by regular international airlines with 
minimum one flight per day. 

TIME. GMT plus 54 hours. 

HOLIDAYS: Closed Holidays (when no work is permissible): 
Independence Day, Republic Day, Gandhi's Birthday, Vijaya Dashami 
and Kali Puja. 

Holidays when double wages payable: Saraswathi Puja, Netaji's 
Birthday; Idul Fitr, Dholjatra, Muharram, Bengali New Year, May 
Day, Fateh Duaz Dahan, Durgapuja, Guru Nanak’s Birthday, Id and 
Christmas Day. 

POLICE/AMBULANCE/FIRE: Police (port) tel. 45-1701 and ask 
Port Police or dial 100; Ambulance dial 102 or 45-4163; Fire dial 101 
or 45-1701 and ask Fire Fighting Service. 
TELEPHONES: No arrangements for installing telephones on 
board, but use of telephones from Port Commissioner's/Super- 
intendent's Office on each dock. 
GENERAL: /mportant: Masters of vessels in port should ensure 
that vessel's engines must not be immobilised without prior per- 
mission of the Harbour Master. 
SERVICES: Tank-cleaning equipment with minimum notice of at 
least 7 days. Discharge of tank-washings not permitted while vessels 
lying in dock. Compass and radar technicians available. 
SHORE LEAVE: Seamen permitted to go ashore after cleared by 
Immigration Officer boarding vessel on arrival. In case of Chinese, 
Special permission to be obtained from Immigration Authorities, 
: through vessel's agents. 
REGULATIONS: Booklet “Dock and Jetty Handbook” supplied 
free by Port Commissioners to incoming vessels. 
DELAYS: Delays occur during monsoon. 
AUTHORITY : Commissioners for the port of Calcutta. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, 6. 
lyons Range, Calcutta-700 001. Cables “Baxico” Calcutta. Tel. 
_ (Office) 223264, 296533, Tel. (Residence) 466082. 


CALICUT: 11.15 N. 75.46 E. 


DOCUMENTS: 
Register. 
Articles of agreement in the case of foreign-going vessels staying 
in port for more than 48 hours. 
Nominal list of crew and passengers and the A & B Certificates. 


Bill of Health in the case of a vessel arriving from an infected port. 
Clearance from last port. 


at and Light dues receipts. 
essel's manifest and any other document, which may be neces- 


sary, 
PILOTAGE: No pilotage available. 
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INDIA 


ANCHORAGE: With Lighthouse bearing 074° in 5 to 54 fathoms. 
Mud — good holding ground. Small coasting steamers anchor close 
to lighted anchorage buoy. 
HEALTH: In the case of all infected vessels Health Officer proceeds 
aboard, and in the case of all other vessels Health Officer may 
proceed on board and examine vessel. Master shall give every 
facility for examination of passengers, crew, personal effects, cargo, 
provisions, water-supply and any part of vessel Health Officer 
considers necessary to examine. Health Officer may require written 
declaration from medical officer (if any) of vessel or from Master 
(or from both) stating whether any death or sickness from an un- 
known or suspicious cause or any case of any disease occurred on 
board either during voyage or before departure, and whether any 
unusual mortality has been observed among rats on vessel. If Health 
Officer satisfied that such deaths or cases of sickness as may have 
occurred were not due any of diseases specified he shall permit 
vessel proceed to usual place of anchorage or berth in harbour and 
to discharge passengers and cargo without further restriction. 
Inspection by Health Officer not between sunset and sunrise except 
in unusual circumstances. 
RADIO: Messages through Cochin Radio or Mangalore Radio. 
SIGNALLING: The signal station is situated close North of the 
lighthouse. The station is manned 24 hours a day. 

VHF is likely to be installed 1974. 
TUGS: Two motor tugs for towing lighters. 
BERTHING: No berths. 
STEVEDORES: Arranged through Agents and stevedore con- 
tractors. 
MEDICAL: General Hospital and Medical College Hospital situated 
about 1 mile and 5 miles away respectively. 
DENSITY: Sea water — 1025. 
FRESH WATER: Available, water barge capacity 200 tons. 12 
hours notice required. 
FUEL: Available. Small quantity of 30 tons can be provided, 48 hours 
notice required. 
DEVELOPMENTS: Dredging commenced at Beypore and ex- 
pected to be completed within a year or two and then ships of 18 ft. 
draft can be berthed alongside. 
CERTIFICATES: 

Registry. 

Radio Telegraphy. 

Safety Equipment. 

Load Line Certificate. 

Certificates of Competency of Captain and other officers. 
IDENTIFICATION CARDS: Necessary. 
CONSULS: Nil. 
REPAIRS: Minor etre possible. 
DRY DOCKS: Small slipway at Beypore. 
AIRPORT: Construction of airport at Calicut is under considera- 
tion by the Government. 
TIME: GMT plus 53 hours. 
HOLIDAYS: Holidays declared by the State Government are 
holidays for the port. Cargo work can be arranged on holidays. 
FIRE/AMBULANCE/POLICE: Police 100; Ambulance 100; Fire 
100. 
GENERAL: Ship-to-shore signalling is normally by morse light. 
SHORE LEAVE: Permitted. 
AUTHORITY: Port Officer PB No. 42, Calicut 1. Tel. Office 3524; 
Office (Personal) 4604; Residence 3725. 


AGENT: J. M. Baxi & Co., 8/184 Beach Road, Calicut 1. Tel. Office 
6368. Telegraphic Address ‘“Baxico Calicut". 


COCHIN: 09.58 N. 76.15 E. 


DOCUMENTS: 

7 Crew Lists. 

7 Passenger Lists. 

1 Last Port Clearance. 

4 Store Lists, including List of arms and ammunition. 

5 Passengers’ and Crew Personal Effects Declarations. 

4 Cargo Manifests. 

3 Cargo Certificates. 

3 Deck Cargo Certificates. 

3 Opium Certificates. 

3 Currency Declarations. 
PILOTAGE: Berthing arrangements, booking of Pilot, etc., nor- 
mally done by Agent. Advisable send ETA messages at least 48 
hours in advance to Agent. Amendments to ETA messages must be 
sent at least twelve hours in advance. ETA messages may also be 
sentto Harbour Master, Cochin Port Trust. Messages should contain 
time and date of arrival at outer roads in IST and also draft fore and 
aft (in fresh water). On arrival, information must be sent to Signal 
Station by aldis and sharp watch maintained for further instructions. 

No pilot vessel on station in outer roads. A pilot boat with red 
hull and white superstructure exhibiting the normal international 
pilot signal comes out to outer roads for embarking and disembarking 
Pilots. No special light or sound signal need be made for Pilots. All 
ships awaiting Pilot in outer roads must have engines ready at all 
times to enter harbour (unless instructed otherwise). Masters should 
ensure that a good pilot ladder with two manropes is lowered about 
2 ft. above water for embarking pilots. Also while embarking pilot, 
lifebuoy must be kept handy and a good lee given. Pilots must be 
escorted from and to the bridge, to the embarkation deck. Also see 
“Restrictions”. 
ANCHORAGE: Cochin roads is open anchorage with good holding 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


ground of oily mud. Masters are required to anchor vessels in 
Westerly area from North to South of fairway buoy within radius 
of $ mile. Deep-drafted vessels may anchor in a Westerly direction 
from fairway buoy within a distance of $ to 1 mile. To facilitate entry 
and departure of deep-drafted ships, Masters not to anchor in line 
with direction of main channel, Westward of fairway buoy. 
RESTRICTIONS: Unless otherwise specifically instructed, vessels 
not to enter main channel at any time without Pilot on board. Pilotage 
compulsory for all vessels over 100 tons gross. No night entry for 
crude oil tankers. 

MAX. SIZE: Maximum size of general cargo ships presently handled 
is 700 ft. length OA with maximum draft 30 ft. sa/t water. Such ships 
taken in only during slack ebb. Tidal Conditions: In Cochin Port ebb 
and flood run 2 to 2} hours before, to 2 to 2 hours after high and 
low water times. During monsoons, freshets ave encountered and 
there may not be any flood for several days. 

PRATIQUE: Ifa vessel requires radio pratique the Masteris to send 
a message to the Port Health Authorities, Cochin (telegraphic 
address “Quarantine Cochin") which should contain all items of 
information set out in the Standard Quarantine message of the 
International Code of Signals. In addition to the above, he should 
send the following information in plain language: 

1. My Maritime Declaration of Health has negative answers to 
health questions or my Maritime Declaration of Health has 
positive answers to health questions (indicated by details) 
as the case may be. 

2. Called at or not called at any port in Ethiopia, Somalia, Kenya 
and Tanzaniaand any port from Northernmost point of Senegal 
to Southernmost point of Angola in West Coast of Africa within 
thirty days. 

3. Have or have not monkeys on board. 

4. Have or have not taken any person embarking at Aden or 
Djibouti. 

The message to be sent not more than 12 hours and not less than 4 
hours outfrom port. Masters must send the complete message without 
omitting any item, and should request specifically for radio pratique. 

Ships arriving from yellow fever area within last 30 days, pratique 
is granted by the Port Health Officer only after inspection, Pilot 
officer boarding is authorised to grant free pratique on satisfactory 
completion of Maritime Declaration of Health by the Master of 
healthy ships only. 

Port Health Officer usually inspects crew before vessel sails. 
RADIO: Cochin Radio, VWN, operating 24 hours daily. VHF 
Station at Harbour Master's Office, contact Channel 16. 

TUGS: Presently 3 tugs; 2 of 1,000 h.p. and one of 1,400 h.p. Nor- 
mally, tugs join off Vypeen and tug's wire used as necessary. 
BERTHING: If particular ship required arrive at certain time, Agent 
informed in advance. 

CARGO HANDLING: Modern systems of cargo handling such as 
pre-slinging and palletisation are commonly used. Thenumbers of fork 
lift trucks, mobile cranes and tractor trailers have been augmented 
for the purpose. International containers are also handled at the 
conventional berths using ship's own gear for export of shrimps and 
import of machinery. 

There are 8 general cargo wharf berths, 2 coal berths, one boat- 
train pier jetty, 2 tanker berths, 2 low wharves and one open berth. 
The open berth (555 ft. 6in.)is being extended to 808 ft. and tiie work 
is nearing completion. It is proposed in the fifth plan (1974-79) to 
convert the open berth into a container berth in a flexible way. It is 
also proposed to have a mechanised fertiliser berth for bulk handling 
fertilisers, sulphur, rock phosphate, etc. Cargo is also handled at 
the 12 stream moorings. At present, containers also handled at the 
general cargo wharf berths using ship's derricks. No facility exists 
for roll-on/roll-off traffic. Liquid chemicals can be handled at the 
wharf berths. 

STEVEDORES: Booking of gangs undertaken by Agent on receipt 
of ETA message. 

MEDICAL: Medical attention easily available in Cochin. If medical 
attention required immediately on arrival, Agent to be informed when 
sending ETA. Valid inoculation and vaccination certificates against 
cholera, yellow fever and smallpox are essential. 

TANKERS: Only two tanker berths at Cochin at present. Maximum 
permissible draft 30 ft. sa/t water. 

Length limited to 700 ft. OA at North tanker berth and 560 ft. OA 
at South tanker berth. 

Deep draft tankers berth only on ebb tide and during daylight 
hours. Ballasted or loaded tankers can sail ainy time. 

DENSITY: Varies from 1000 to 1020 depending on tidal and weather 
conditions. 

FRESH WATER: Available from alongside jetties and from barges 
at moorings. Advance notice to be given Agent regarding amount 
of water required. Cost Rs. 3.50 per 1,000 litres for supply through 
water barges and Rs. 3/- per 1,000 litres for supply at docks, quay 
and jetties. 

FUEL: All grades fuel oils normally available. Essential give advance 
notice to Agent to make necessary arrangements. 

FIRE PRECAUTIONS: Fire wire to be fast and ready on quarter 
facing channel. 

DEVELOPMENTS: The revised Fourth Five-Year Plan (1969-70 to 
1973-74) for port development includes the construction of an inshore 
oil dock for tankers of 80,000 dwt. and one fertiliser berth, both 
having a draft of 40 ft. While preliminary steps have been taken on 
the former, the latter scheme has been postponed to the Fifth Plan. 
The extension of the existing Open Berth Quay 9 from 505’ 6” 
to 808 ft. has almost been completed. The Plan also aims at the 
procurement of three new dredgers, one high-power tug, various 
cargo-handling equipments, etc., besides the improvement of the 
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port's infra-structural facilities. A Fisheries Harbour Complex , 
being developed near the port to provide modern landing facilitigg 
for fish catches by deep-sea trawlers. 

The Fifth Five-Year Plan for port development (1974-75 to 1978-9 
aims at the completion of all the spill-over schemes of the Fourk 
Five-Year Plan, viz., inshore oil dock, procurement of dredge 
cargo-handling equipment and improvement of infra-structur 
facilities. Among the most important new schemes of the Fifth Play, 
mention may be made of the provision for the purchase of a gra 
dredger, reclamation in the channels, construction of anew mediup, 
sized dry dock, a fertiliser berth, etc. During the Fifth Plan, containg, 
handling facilities will be provided at the extended Quay 9 berth, 
GANGWAY/DECK WATCHMEN: Watchmen available at nom, 
nepeen. Recommended employ watchmen at gangway, on deck an 
in holds. 

OPENING/CLOSING HATCHES: Opening hatches normaly 
done by stevedores. Topping derricks and removing locking arrange 
ments on hatches must be done by ship’s personnel. 

CARGO GEAR: All cargo gear must have valid test certificates an 
all other factory act requirements must be complied with. 
IDENTIFICATION CARDS: Issued by Port Authorities. 
CONSULS: Danish, Norwegian, Italian, French and consular agen 
of Switzerland. 

REPAIRS: Minor repair facilities available. 

DRY DOCKS: Port dry dock can handle ships of up to 217 ft. 
length OA. However, not normally available for foreign craft. 
REPATRIATION: Facilities for changing crew and repatriatioy 
available and can be arranged. 

AIRPORT: Airport about 2 miles from harbour area. Cochin airpor 
handles internal flights only. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Closed holidays: Republic Day (26th January); Inde. 
pendence Day (15th August); Gandhi Jayanti (2nd October); 1st Ma 
and 25th December. 
FIRE/AMBULANCE/POLICE: 6555 Willingdon Island Fire Station 
6005 Willingdon Island Police. 

TELEPHONES: Arrangements can be made for telephone cop. 
nections on board ships on wharf berths only. 

GENERAL: Floating crane 120 tons, fire float. 

SHORE LEAVE: All nationalities except Chinese, Pakistanis ani 
Portuguese allowed ashore. 

AUTHORITY: Cochin Port Trust, Willingdon Island, Coch 
3, India. Tel. 6271. Harbour Master's Office 24201. Telex 203. 


AGENT: J. M. Baxi & Co., M/S Matheson Bosanquet & Co.'s Bld: 

Plot No. 17, 5th Cross Road, Willingdon Island, PB No. 561, Cochini 

EGR 6073, Residence 25717. Telegraphic address “‘Baxic 
ochin". 


CUDDALORE: 11.43 N. 79.46 E. 


DOCUMENTS: 

8 Crew Lists. 

8 Passengers Lists. 

3 Forms of Import Manifest of Stores. 

3 Lists of articles in slop chest. 

3 Private Property declaration of Crew. 

3 Manifests. 

3 Bills of Lading. 
PILOTAGE: No pilotage. Open roadstead port. 
ANCHORAGE: Vessels anchor in 5 to 7 fathoms with Cuddalot 
Lighthouse bearing 295° to 315°, which is most convenient anchorag 
for communicating with shore at all seasons of year, Nature ¢ 
bottom, sand. 
RESTRICTIONS: No restrictions regarding entry of vessels durin 
day or night. 
MAX. SIZE: Any size of vessel handled. 
HEALTH: On arrival, Master to signal Port Health Officer statin 
all crew well and requesting free pratique. In event of any crew mem 
ber suffering from suspected infectious disease, Master to advis! 
Agents sufficiently in advance to enable Port Health Officer to boat 
vessel on arrival. No free pratique necessary whenever vessels c® 
from another Indian port. 
RADIO: No radio station. Cables routed through Madras Rad! 
(call sign VWM). 
TUGS: None. 
BERTHING: No berths. 
STEVEDORES: ETA advice required 72 hours in advance * 
enable stevedores to make adequate arrangements for handliti 
cargo. Average rate of discharging bagged fertiliser 750 tons, a™ 
for loading iron ore 2,000 tons per day, expected to increase to 3,00 
tons per day in 1974. 
MEDICAL: No advance notice required unless vessel arrives W! 
crew member requiring immediate medical attention. Seamen can® 
treated at Municipal Dispensary at Old Town near port and also 
Government headquarters hospital in charge of District Medic 
Officer at New Town about 6°5 kilometres from port. 
brat Density of water 1024. State of tide does not affe 

ensity. 
FRESH WATER: Boat with 16} tons capacity which goes alongsi@ 
steamer and this quantity of water supplied. If one steamer * 
anchorage boat makes two trips a day and about 33 tons of walt 
supplied. 
FUEL: None. 
GANGWAY/DECK WATCHMEN: Services of watchmen reco” 
mended in interest of ship to avoid pilferage. 3 watchmen night &* 
day per shift of 8 hours. 


OPENING CLOSING HATCHES: By stevedores. 
CERTIFICATES ‘ 

Ship's Register. 

Load Line Certificate. — 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Deratisation Certificate. 

Last Port Bill of Health Authority. 

Last Port Clearance. . ; 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes permitted 
for each crew member to be held out of bond. Wine/Spirit, one open 
quart bottle per crew member permitted to be held out of bond. ] 
CARGO GEAR: Register of cargo gear and machinery to be main- 
tained up to date and to be attested by competent authority. 
IDENTIFICATION CARDS: Needed. 

CONSULS: None. 

REPAIRS: Minor repair facilities available. — 

REPATRIATION: Facilities exist for effecting crew changes and 
arranging necessary repatriations, t 

AIRPORT: Nearest airport at Madras, distant 118 miles. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Cargo work arranged on all holidays except Republic 
day, Gandhi's Birthday, Pongal Karinal, Masimagam, Pennayar 
Festival, Independence Day and Deepavali, on payment of overtime. 
POLICE-AMBULANCE/FIRE: Tel. Police 24; Fire and Ambu- 

nce 99. 

GENERAL: Private launches arranged for purposes of crew going 
ashore. Such launches ply between 0600 and 1700. Laundry, provi- 
sions, etc., can be arranged. 

SERVICES: Cleaning of hatches after discharging cargo available. 
SHORE LEAVE: Crew members permitted to go ashore within 
municipal limits. 

DELAYS: No delay of anchoring of vessels, Cargo work carried out 
during day. No night work. 

AUTHORITY: Port Officer, Cuddalore. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, 49 Clive 
Street, Cuddalore O.T., Cuddalore 3. Cables ‘“‘Baxico, Cuddalore”. 
Tel. 369. 


HALDIA: 22.00 N. 88.05 E. 


Subsidiary port of Calcutta, situated on West bank of Hooghly River 
and 56 miles downstream of Calcutta. 

DOCUMENTS, PRATIQUE: All general information; refer to 
“Calcutta”. 

MAX. SIZE: Possible for vessels with 40 ft. draft for about 70 days in 
year as dredging and other corrective works progress in estuary. 
Expected by 1974, vessels with 40ft. draft to use Haldia almost through 
year, with 42 ft. for 209 days and drawing 44 ft. for about 70 days in 
year. 

BERTHING: Project in its first phase is expected to be completed by 
1973, envisages following. 

1. An Oil Jetty — to provide berthing accommodation for super- 
tankers with LOA of approximately 875 ft. and draft up to 42 ft. 

2. A Finger Jetty - equipped with grab-bridge cranes capable of 
transferring salt, rock phosphate and other bulk cargo from ship to 
barge, or vice versa at an average rate 5,000 tons per day. 

3. A Coal Berth - capable of loading bulk carriers of the 60,000 
dwt. class at rate 3,000 tons/hour. 

4. An ore berth — rate of loading 6,000 tons per hour and with 
provision for increasing to 8,000 tons per hour. Accommodation for 
carriers up to 80,000 dwt. 

5. A Fertiliser Berth - for handling rock phosphate and sulphur 
phos ships up to 50,000 dwt. class at a rate of 6,000-8,000 tons 
per day. 

6. Two general Cargo Berths - each with a quay of 720 ft. and 
120 ft. wide and back-up area of 18 acres. Both will have adequate 
cranage, latest in cargo handling machinery and direct rail-road 
facilities. One berth will have a modern 100,000 sq. ft. transit shed 
and a 30-ton payload Portainer Crane for handling containers. 

7. Container Marshalling Yard - area 180,000 sq. ft. served by two 
rail-mounted Transtainer Cranes of 30-ton payload, capable of 
storing 1,500 containers at a time. 

AUTHORITY : Calcutta Port Commissioners. 


AGENT: See “Calcutta”. 


HONAVAR: 14.16 N. 74.27 E. 


DOCUMENTS: 

Crew Lists. 

Passenger Lists. 

Customs Documents. 

Health Documents. 

Manifests. 

Bills of Lading. 

Ship's Papers. 
PILOTAGE: Open roadstead port. No system of pilotage. Pilot is 
preitt available, on requisition by Master or Agent. 
MAGHORAGE: Distance off 3 miles, depth of 5-5 fathoms. 
hay SIZE: No restrictions on length and breadth. Generally up 
HEATH draft vessels can anchor within 2 to 3 miles from entrance. 

LTH: Port Health Officer grants pratique as and when neces- 

RRS on requisition. 

ADIO: Wireless station at Karwar. 
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ne No berthing facilities. Ships anchor on open road- 
stead. 

MEDICAL: Proper hospital facilities available only at Karwar about 
60 miles North. At least 24 hours advance notice ETA to be com- 
municated to agents. 

DENSITY: Varies 1020/1025. 

FRESH WATER: Very small quantities available. No arrangements 
for delivery to ships. 

FUEL: None. 

OPENING/CLOSING HATCHES: By crew. 

CERTIFICATES: All ship's papers such as Certificate of Registry, 
WT Certificate, Safety Equipment Load Line, etc., to be on board for 
verification. 

CARGO GEAR: Cargo gear Test Certificates, etc., to be produced. 
IDENTIFICATION CARDS: Needed, if going ashore. 
CONSULS: Nil., 

REPAIRS: Nearest workshops undertaking major repairs available 
at Mormugao., Minor repairs may be carried out at Karwar. 

DRY DOCKS: None. 

REPATRIATION: Facilities available. 

AIRPORT: Belgaum, about 178 miles. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Charter Party Holidays observed. Cargo work can be 
arranged on holidays. Dates of holidays vary from year to year. 
POLICE/AMBULANCE/FIRE: Police 48; Ambulance 32; Fire 
Kumta 20. 

SHORE LEAVE: Crew members are allowed ashore. 

DELAYS: Generally no delays are expected. 

AUTHORITY : Port Officer, Honavar (North Kanara), Tel. 43. 


AGENT: J. M. Baxi & Co., donavar, North Kanara. Cables “Baxico 
Honavar". 


JAKHAU: 23.15 N. 68.37 E. 


LOCATION: In Gulf of Kutch, on Godia Creek about 5 miles inside 
Aratian Sea. Port is about 7 miles West of Jakhau. Small sub-port 
exporting salt utilised by foreign-going and coastal traffic. Vessels 
calling Jakhau anchor in open roadstead about 6 miles off shore. 
Mlahest tidal range 14 ft. Current parallel to coast running about 
4 knots. 

AUTHORITY: Assistant Conservator Jakhau-Kutch. 


AGENT: J. M. Baxi & Co., Kandla (Kutch). Cables ‘‘Baxico Kandla” 
(Kutch). 


KAKINADA: 16.56 N. 82.15 E. 


DOCUMENTS: (a) To be supplied by Master on arrival: 
Ship's Register. 
Safety Equipment Certificate. 
Safety Radiography Certificate. 
International Load Line Certificate. 
Bill of Health, if coming from a foreign port direct. 
Deratisation Certificate. 
Last Port Clearance. 
ILH Dues Receipt, if coming from an Indian Port. 
Crew List: 6 copies to Agents, 2 copies to Emigration Dept., 
2 copies to Customs. 
Customs Circulating Copy, if coming from another Indian Port. 
Import Manifest of Stores (Store List). 
Private Property Statement of crew and officers. 
(b) Master to sign following certificates, in prescribed forms, pre- 
sented by Agents, on arrival: 
Port Entry. 
Port Clearance. 
Customs Entry. 
Customs Clearance. 
Departure. 
Health. 
PILOTAGE: No pilotage, being roadstead port. Vessel to choose 
anchorage subject to draft, taking own soundings with guidance of 
chart. 
ANCHORAGE: Normally vessels anchor at 298° about 2:8 miles 
from Vakalpudi Lighthouse where 6 fathoms depth can be obtained. 
Safe and quick work possible at this point. Deeper draft vessels 
have to choose their anchorage. 
MAX. SIZE: No restriction. Vessels any size can anchor. 
HEALTH: Whether vessel coming from foreign port or portin same 
country, pratique is automatic, unless vessel is in quarantine. 
Master has to send message to Agents “All Well’ by wireless or 
any other means. If vessel is in quarantine, Master to send advance 
cable to Agents to arrange health inspection, vaccination, etc., and 
then pratique. 
RADIO: Radio stations are Visakhapatnam and Madras. 
VHF: VHF radio station at shore near post office. International 
frequency. Channels 16 and 12 communication from ship/shore and 
vice versa. If ship requires communication on Channel 12 it should 
be advised in advance to prepare machine accordingly. 
Communication timings: 
0745/0815 hours 1045/1115 hours 1445/1515 hours 
1745/1815 hours 1945/2015 hours 
TUGS: No tugs. 
STEVEDORES: Gangs engaged by party doing stevedoring work. 
In case of liners, Agents attend. In case of chartered vessels, 
consignees/shippers attend. Master to give ETA with no. of hatches 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


to be worked on arrival. Revised ETA to be sent whenever there is 
change. 

MEDICAL: Government hospital available with specialists. Private 
nursing homes also available with efficient physicians and surgeons. 
Agents arrange medical aid on advance intimation. Being roadstead 
port, launches have to be arranged, hence advance intimation of 6 
hours necessary through signal station while in port. 

DENSITY: Fresh water ranging from 1000 to 1025 at 60° C. 
FRESH WATER: No equipment or facilities for supply of fresh 
water. 

FUEL: No fuel suppliers. When essential small quantities of 10/15 
tons can be arranged from Visakhapatnam, duty paid. 
DEVELOPMENTS: Development programmes include: Dredging 
approach channel, canal protection, transport facilities, port equip- 
ment, navigational aids, water supply to the shins, power supply at 
loading/discharging points and stacking yards at shore, mechanisa- 
tion of barges, transit sheds, etc. 

GANGWAY/DECK WATCHMEN: Arranged by stevedores. 
OPENING/CLOSING HATCHES: By ship's crew only. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per head 
per week. Wine and Spirits: 16 oz. per head per week for those who 
are eligible for supply by ship. 

IDENTIFICATION CARDS: Required. 

CONSULS: None. 

REPAIRS: No facilities. Only minor repairs to winches, welding 
work, casting and repairing spare parts. 

REPATRIATION: Can be arranged. 

AIRPORT: Visakhapatnam 105 miles, Madras 350 miles. 

TIME: GMT plus 54 hours = IST. 

HOLIDAYS: Charter Party holidays are observed. Work is done 
day and night. Port and Customs also work on holidays and out of 
office hours on payment of overtime. No work even on overtime 
payment on following days: Bhogi, Pongal, Kanumu. Optional 
holiday to labour on Chollangi Amavasya, in January. 
POLICE/AMBULANCE/FIRE: Police 100 and 12; Fire 99, 105; 
Ambulance 99. 

SHORE LEAVE: Shore permits given by Port Registration Officer 
(Immigration). 

AUTHORITY: State Port Officer, Andhra Pradesh, PB No. 11 
Kakinadar. Tel. 1 (Office), 24 (Residence), Telegram ‘Spoka”. 


AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores, 
No. 43-1-20, Main Road, Near Bridge (North), Kakinada-1 (AP). 
Cables ‘‘Baxico, Kakinada’’. Tel. 785. 


KANDLA: 23.00 N. 70.12 E. 


DOCUMENTS: To be submitted by Masters on arrival: 
Customs: Crew List (3 copies). 
Crew Private Property List - this should indicate all items 
they possess (3 copies). 
Ship's Stores List (3 copies), 
All valid documents of ship in English for verification of 
customs boarding officer. 


Port: Maritime declaration in duplicate. 
Health: Valid crew health cards and Deratisation Certificate. 
Agents: Stowage Plan, Cargo Manifest and Bills of Lading. 


PILOTAGE: Pilot station situated 22° 493” N.; 70° 07” E. Loaded 
vessels can cross bar only during high water. Vessel to report at 
pilot station 2+ hours before high water. Masters to keep Agents 
closely advised of ETA and anchoring time. 12 hours advance notice 
to be given by Agents for Pilot. No pilot ship or telegraphic address 
for pilot station (Outer Tuna buoy). Vessels can contact Kandla 
Tower through VHF Channel 16. Pilot station 16 miles away from 
port. During all weathers vessels have to anchor at above position 
and await Pilot. 

Shipmaster's Report: On calling at Kandla, the Pilot advised that 
anchorage outside a two-mile range from the Outer Tuna buoy and 
the Pilot having to board there, increases the pilotage dues by 100 
per cent. 

ANCHORAGE: Vessels can anchor 1 mile South-west of above 
anchoring position. Inside harbour, anchorages allotted by Port 
Authorities, and Pilots anchor vessels at suitable positions. 
RESTRICTIONS: Being a tidal port, entering and leaving of load- 
ing vessels depends on tide, and loaded vessels can cross bar at 
entrance of channel only during high water. 

During hours of darkness max. length for tankers is 575 ft. 

Ships having speed of less than 9 knots through the water will 
not be moved in and out of the port of Kandla during hours of dark- 
ness. 

Berthing and unberthing of ships at the moorings will be restricted 
to daylight only. Daily draft forecast for crossing Kandla Bar publi- 
shed at intervals by the Kandla Port Trust. 

MAX. SIZE: Max. overall length 740 ft. No breadth restrictions. 

For oil tankers max. permissible overall length is 620 ft. 

Draft according to water on the bar varies between 28 and 31 ft. 

Shipmaster's Report: Max. draft, chart datum (= 13 ft.)+ rise of 


tide. 
PRATIQUE: The Masters of all ships arriving at Kandla are 
required to send the Port Health Officer, Kandla (cable address 
“Sandgrodh") a wireless message embodying all applicable terms 
of information set out in the Standard Quarantine message of the 
International Code of Signals. In addition to the International Code 
message, Masters are also required to give the following information 
in plain language: 

(a) Whether there is any abnormal mortality of rats or mice. 

(b) Whether there is any monkey on board. 
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(c) Whether touched or embarked at Aden or Djibouti any person, 

(d) Names of all ports touched en-route within preceeding thir 

days, with dates of departure. 

(e) Request for radio pratique. 

Upon anchoring Pilot Station, cable again Sandgrodh stating tiny 
anchored and requesting radio pratique. 

In cases where the vessels have touched any yellow fever arg 
within preceeding 30 days itis necessary for Master, for good ord 
sake, to certify that all officers and crew/passengers on boar 
possess valid yellow-fever certificates. 

The Pilot Officer boarding is authorised to grant free pratique 9 
completion of the Maritime Declaration of Health signed by th 
Master in cases where vessels have failed to obtain radio pratiqy 
for any reason. If the Maritime Declaration is not in order, the Pilg 
refers the Master to the Port Health Officer who then boards th 
vessel and grants free pratique after his inspection of the vessel, 
RADIO: Within a range of 35 hours off Kandla, vessels can contag 
Kandla Radio on call sign VWK. Before 35 hours off, Kandla can 
contacted through Bombay Radio only. 

TUGS: Port tugs join ships inside harbour off berth. Ship's wire 
used. 

BERTHING: The cargo jetty provides five alongside-berths wit) 
total quayage of 3,825 ft. which can accommodate ships drawing y 
to 30 ft. loaded draft. The cargo jetty is served with 21 electric leye 
luffing cranes, 16 of 3 tonnes, 4 of 6 tonnes and 1 of 10 tonne 
capacity for handling cargo from ships. 

Three mooring berths are available near the cargo jetty. In addition, 
there are separate moorings for (a) ships loading salt, (b) specia 
mooring, (c) deep draft mooring for ships up to 37 ft. draft. 

The Bunder basin has two wharves, each with transit shed. The 

South wharf is served with four quay electric level-luffing cranes o 
3 to 10 tons capacity for handling cargo from lighters. The Wes 
wharf is provided with a 60 tons capacity electric gantry crane. 
STEVEDORES: Minimum 24 hours notice required for arranging 
stevedoring labour and gangs. Bulk fertiliser and grain average 1,00) 
tons and 1,500 tons respectively. General cargo 250 tons per hook 
subject congestion prevailing in sheds, wharves, warehouses an( 
clearance, and on number of vessels working at particular period, 
MEDICAL: Private Doctors’ services available for vessels at berth, 
For vessels at Pilot Station or inner anchorages minimum advance 
notice of 12 hours and 6 hours respectively required. Very limite 
facilities of private practitioners. No hospital facilities. Inoculation 
and vaccination carried out by Port Health Officer (a Government 
body) — minimum 48 hours notice is required. 
TANKERS: Tankers with maximum over-all length of 620 ft., 28,00 
tons displacement and 30 ft. draft permitted to berth. Three mai 
pipe-lines connected to tanks situated about 10 kilometres from 
berth, two generally used for white oils and one for black oil. White 
oil pipe-lines diameter 12 in. and black-oil pipe-line diameter of 14 in, 
In addition, one 8 in. diameter pipe-line for soyabean oil, one 3 in, 
diameter pipe-line for acetone and one 4 in. diameter pipe-line fo 
formaldehyde. No facility for residue discharge. Mainly naphth 
exported, API 68-6. Second Oil jetty under construction. 

Shipmaster's Report: Tankers will sometimes be brought in to the 
port even though a berth may not be available at that time. Suc 
vessel will then be moored to a mooring buoy close to the jetty 
awaiting her berth at the tanker pier. Mooring to this buoy is effecteé 
by use of the vessel's starboard anchor chain, so that the ancho 
has to be disconnected from the chain before entering. 

In securing alongside the oil-pier, tankers are required to utilise 
one insurance wire fore and aft as supplied from shore. In addition 
vessel is required to use all her available ropes and wires owing (0 
strong currents - 4 head-ropes, 2 breast-ropes, 2 springs. 
DENSITY: Varies from 1020-1030. 

FRESH WATER: Can be supplied through shore pipe connectio 
and barges. 

Shipmaster's Report: Water is very scarce and should be orderet 
at least three days prior arrival. 
FUEL: Furnace oil (heavy oil) and light diesel oil can be supplied. 
Usually 12 hours advance notice required for bunkering. In event? 
oil tanker discharging at berth, bunker supply can only be com 
menced 18 hours after completion of discharge by tanker. Quantities 
up to 500 tons supplied by tank trucks, above 500 supplied throug? 
pipe-lines if berth vacant. However, any quantity can be supplieé 
by tank trucks. 
FIRE PRECAUTIONS: At the R.C.C. pier, where tankers art 
berthed to discharge, and alongside the Western face, is statione? 
a barge with two fully-manned trailer pumps. The barge is under the 
charge of Fire Brigade officers, and has adequate fire-fighting 
equipment aboard. A third trailer pump with ancilliary equipment! 
available at the fire station close to the oil jetty. A fire-float tug 
fully equipped including fire-foam, is available at short notice 
The oil berth does not have Monitor Towers, and all tankers shoul! 
have their own fire-fighting equipment in constant readiness 
Flexible discharge hoses should be carefully checked before com 
mencement of discharge and subsequently periodically examine? 
to ensure that hoses have not been strained due to the vessels 
rise and fall. 
DEVELOPMENTS: Berths and bar continuously under dredging 
and drafts will increase in future. 
GANGWAY/DECK WATCHMEN: All ships engage two watc! 
men round the clock at gangway. To look after mooring lines, ! 
mooring men (4 each at fore and aft) are engaged round the clock 
OPENING/CLOSING HATCHES: Unless specified in relativ? 
Charter Party to contrary, ship's crew to accomplish this work. 
SHIP CERTIFICATES: 

Registration. 


———_ 
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fety Equipment. 
Stiety Radio and Telegraphy. 
international Load Line. 
CUSTOMS ALLOWANCES: 200 cigarettes per week per person. 
Wine and/or Spirit: Two pegs of spirit per person per day or 4 pints 


Oe hipmaster's Report: Very strict Customs supervision, particularly 


to declaration of foreign currency. ; 
es GEAR: Ships should possess valid Cargo Gear Certifi- 


a eNTIFICATION CARDS: Required. See “Shore Leave". 
ULS: Nil. rar 
Coes: Minor repairs carried out. Chipping and painting work 
also carried out. { 
DRY DOCKS: A floating dry dock to accommodate small craft 
up to 70 m. (230 ft.) in length, 10-7 m. (35 ft.) beam and 3-1 m. (10 ft.) 
draft of maximum weight 500 m./tons for repairs, available. ; 
REPATRIATION: Though adequate facilities not available, this 
can be done in case of necessity. 
AIRPORT: Situated about 15 kilometres from port. Daily plane 
service to Bombay. 


E: GMT plus 5} hours. 
TOLIDAYS: Holidays for each year declared by Port Authorities, 


are Republic Day, Idul's Zuha, Muharram, Holi (2nd day), Ramnavami, 
Good Friday, May Day, Indpendence Day, Janmashtami, Mahatma 
Gandh’s Birthday, Dussehra, Diwali (New Year Day), Iduil Fitr & 
Bhaiduj, Guru Nanak’s Birthday, and Christmas. 

TELEPHONES: Available on board, only for oil tankers. 
GENERAL: Port equipped with 21 electric level luffing shore cranes 
of 3to 10 ton capacity used for discharging all ships alongside cargo 
jetty. For discharging tankers with bulk grain port's vacuvators used. 

Kandla port is a prohibited area where entry and exit are restricted 
to those persons having bona fide work only. Masters are requested 
to exercise a strict check at the gangway in order to ensure that only 
those persons with bona fide business to transact are allowed 
aboard. In the event that any unauthorised person is found to be 
aboard the vessel, the matter should be reported to port officials 
and the police on duty. 

Masters are requested to advise their crew in advance of arrival 
at Kandla that photography within the port area is strictly prohibited, 
and itis suggested that all cameras should be left in the safe custody 
of the Master in order that crew members may not violate this 
regulation inadvertently and become involved in legal proceedings. 
SERVICES: Tank cleaning by shore labourers. Tank washings and 
residue not allowed to be discharged in port area. 

SHORE LEAVE: Citizens of Communist China and Pakistan not 
allowed ashore. All other nations are allowed to go up to Gandhid- 
ham situated 16 miles away from port for which shore passes issued 
by Immigration Authorities. 

REGULATIONS: Photography in port area prohibited. No crew 
members allowed to take with them liquor of any kind ashore and 
not permitted to drink liquor outside port limit. 

DELAYS: Delays in berthing depend on number of ships working 
in berths and awaiting berth (if any). Loading and discharging depend 
on prevailing conditions/congestions in jetties/wharfs and ware- 
houses and clearance/arrival of cargo. Delays in bunkering depend 
on number of ships receiving bunkers by tank trucks and availability 
of oil berth. 

AUTHORITY : Kandla Port Trust. 


AGENTS: J. M. Baxi & Co. Ltd., 13/14 New Clearing Agents Quar- 
ters, New Kandla, Kutch. Tel. 7086, 7007, 7059, 2290. Telegraphic 
address “Baxico Kandla”. 


KARWAR: 14.48 N. 74.06 E. (See Plan) 


Heald LIMITS: North. A line drawn from Dayamada Point to Parker 
‘ock. 

East. Seashore of Karwar bay from Dayamada point to Badchidar 
point 50 yards above high-water-mark including Baithkiol Cove, 
Kalinady and all branches thereof as far as navigable and the shores 
and banks within 50 yards of high-water-mark spring tides including 
all islands and thence to Mogera Guda Island (including Mogera 
Guda Island). All patta lands and other private sites excluded. 

South west. A line drawn from Mogera Guda Island through 
Gudsav Suny, Westernmost point of Mandal Island to Parker Rock. 
DOCUMENTS: 

8 Crew Lists. 

2 Manifests of Stores. 

2 Private Property Declarations. 

2 Currency Lists. 

1 Maritime Declaration of Health. 

3 Passenger Lists (if any). 

4 Import Manifests. 

1 Last Port Clearance. 

PILOTAGE: The approach from Northward is between Oyster 
ock Lighthouse and two front and rear leading lights on Simshi- 
igs and Kurmagad Islands, respectively, in positions lat. 14°5011” 
i Ong. 74°05'43” E. and lat. 14°50’33” N. long. 74°05’59” E. Vessels 
pag from Southward may enter between Oyster Rock Light 
. Karwar Head. Currents in bay are negligible. Ocean-going 
ee are piloted by Departmental Port Officer who is a licensed 

ARG No pilotage charges at present. 
Pon tO RAGE: Anchorage for shallow draft steamers is with the 
Rock ignal Station, bearing 120° (T), distance 1 to 2 miles, or Oyster 
ck Lighthouse, bearing 278° (T), distance 2:5 miles in about 24 
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to 28 ft. of water. Anchorage for deep drafted ships is with the signal 
station, bearing 099° (T), distance 3 to 34 miles in depths of 38 to 42 ft. 
RESTRICTIONS: No entry restrictions. Karwar Bay may be entered 
on either side of Sunghiri Island, according to draft and anchorage 
taken as required. A vessel can enter Karwar either by day or night 
after having made lighthouse on Devghad Island. 

MAX. SIZE: Any size of vessel can be worked as loading and 
unloading operation done in open sea. Depth at Outer Roads over 
7 fathoms increasing accordance distance from land. 

HEALTH: District Civil Surgeon acts as Port Health Officer. Free 
pratique to incoming vessels from foreign ports granted by radio. 
All vessels calling from foreign destination must give radio message 
addressed “Civil Surgeon Karwar” at least 48 hours prior entering 
port giving last port of call, number of crew, health conditions, 
approximate time of arrival and requesting pratique, same message 
must be repeated to Agents who obtain pratique on shore. Anchor- 
ing time is pratique time. For vessels calling from an Indian port, 
pratique not required. 

Vessels which have taken on board passengers or crew from 
yellow fever areas, within 30 days of departure from such ports will 
be under quarantine. Free pratique will not be granted until such time 
as a mosquito search party, from nearest major port (e.g. Cochin, 
Goa or Bombay) has inspected, disinfected and certified that ship 
is fit for granting pratique. 

Necessary for Owners or Masters to inform Agents well in advance 
in case of vessel arriving from yellow fever area to enable arrange 
mosquito search party and quick pratique. 

RADIO: ETA and pratique messages should be sent via Goa or 
Bombay Radio as Karwar Radio has been shut down. 

TUGS: No tugs necessary as vessels work in stream. 
BERTHING: No berth, vessels work in open sea. Baithkol Cove is 
safe berthing place for lighters. Alongside wharves 10 to 12 smaller 
vessels can obtain safe berth with depth of 6 to 8 ft. 
STEVEDORES: 48 hours notice ETA required order enable agents 
advise shippers and stevedores to keep cargo and labourers ready. 
Main commodity export of ore. Mechanised barge loading operations 
in port. Ore loading rate up to 4,000 tons per day. General cargo 
1,000/1,300 tons per day. 

MEDICAL: Good hospital facilities exist. 2 hospitals about 14 miles 
from port. In case of inoculations and vaccination at least two days 
advance notice to be given enabling bring vaccine from nearby town 
(Hubli or Belgaum) distance 100 and 150 miles respectively. 
TANKERS: No facilities for tankers. 

DENSITY: 1025. 

FRESH WATER: Dumb Water Barge for supply to steamers 
anchored in open Roadstead. 

FUEL: No bunkering facilities for ocean-going vessels. Diesel and 
petrol storage depots within port for supply to small vessels. 
DEVELOPMENTS: Proposed to develop port of Karwar into all- 
weather intermediate port, with 2 berths and one mechanical berth, 
an approach channel and turning basin. Intended arrangements 
include ability accommodate up to 60,000 ton deadweight ore carriers, 
loading up to 8 million tons ore and 14 million tons other cargo per 
year. Also intended develop fishing harbour with facilities accom- 
modate large-scale deep-sea fishing industry for 1 million tons fish 
per year. 

Provision of Channel Marks: 

1 Fairway buoy. 

10 channel marking buoys. 

Provision of a mooring boat with equipment for maintenance of 

buoys. 

Experimental dredging. 

Dredging approach channel and turning basin. 

Land acquisition for future expansion. 

Diversion of present main road alongside port wharf. 

Improvement of Binga/Karwar Road. 

Provision of two berths and one mechanical berth for ocean-going 

steamers. 
OPENING/CLOSING HATCHES: Generally carried out by ship's 
crew. 
CERTIFICATES: 

Ship's Register. 

Cargo Gear Certificates. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Derating Certificate. 

Vaccination and Inoculation Certificates. 

CUSTOMS ALLOWANCES: 200 cigarettes and 1 bottle spirits. 
CARGO GEAR: Before commencement of loading Master to 
present shippers or their Agents valid international cargo gear 
certificate, which shall not be more than 12 months old. Validity of 
said certificate to cover whole period for loading and discharging. 
Fourth five-year plan includes proposals for mechanical front-end 
loaders, tipping trucks, mobile cranes and forklift trucks. 

A 10 ton mobile crane is available. 

CONSULS: None. 

REPAIRS: Moderate-sized workshop in town able carry out minor 
deck and engine repairs. 

REPATRIATION: Shipping Master arranges crew changes and 
necessary repatriation. Crew signing off repatriated via Goa or 
Bombay. 

AIRPORT: No airport, or rail connections. Nearest airports Goa or 
Belgaum, 60 and 150 miles distant respectively. 2 flights per day to 
Bombay from Goa. 

TIME: GMT plus 53 hours. Permanent. 

HOLIDAYS: Charter party holidays declared and published every 
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year by Honorary Secretary of the Karnatak Chamber of Commerce 
and Industry, Jaya Chamaraj Nagar, Hubli-20. 

Non-working days when work not permitted even on payment of 
overtime: Republic Day (26th January) and Gandhi Jayanti (2nd 
October). 

POLICE/AMBULANCE/FIRE: Circle Police Inspector 116; City 
Police Station 33; District Superintendent of Police 7; Reserve Police 
Headquarters 18; Ambulance 19. 

GENERAL: Port functions normally from 16th September to 15th 
May. Port closed from 16th May to 15th September due South-west 
monsoon. 

SHORE LEAVE: Crew members are allowed ashore provided not 
of Chinese nationality. 

AUTHORITY: Office of the Port Officer, Karwar. (N. Kanara dis- 
trict). Tel. 42. 


AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores, 
Grand Hotel Annexe, Baithkol, Karwar (N. Kanara). Telegraphic 
address ‘‘Baxico", Karwar. Tel. 54 and 225. 


MADRAS: 13.06 N. 80.18 E. 


PORT LIMITS: The seaward boundaries of the Port: 

To the North: A line “NP” running from a point in position ‘‘N” 
lat. 13° 7.2’ N. long. 80° 17.95’ E. to a position “P" in lat. 13° 12’ N. 
long. 80° 25’ E. 

To the South: A line SQ" running from a point in position S" 
lat. 13° 4.1’ N. long. 80° 17.25’ E. to a position “Q” in lat. 13° 2’ N. 
long 80° 25’ E. 

To the East: A line “PQ” connecting the Eastern extremities of the 
above described North and South boundaries, that is from point 
“P" in lat 13° 12’ N. long 80° 25’ E. to point "Q”’ lat 13° 2’ N. long 


0 E. 
DOCUMENTS: 

3 Private Property Lists. 

3 Stores Lists (Bonded Stores). 

3 Crew Lists. 

1 Last Port Clearance. 

1 Valid Derat Exemption Certificate. 

1 Bill of Health (only if vessel has touched yellow fever areas). 

3 Slop Chest Declarations. 

3 Currency Declaration. 

Passenger List (if applicable). 
Ship's Papers 

Ship’s Register. 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Ship's articles (if vessel is Indian or Commonwealth flag). 

Ship's papers to be handed over to Agent's Representative for final 
entry of vessel in Customs House. Same returned to Master. 
PILOTAGE: Pilotage compulsory, both inward and outward, also 
for purpose of shifting inside harbour. Master required to advise ETA 
at least 48 hours before arrival, when local Agents contact Harbour 
Authorities for arranging berthing. If any berthing delay vessel has 
to anchor at Outer Anchorage - anchoring point below 10 fathoms 
line from breakwater light. Vessels requiring Pilot fly ““G"’ flag by 
day and one white light exhibited on a conspicuous point on ship 
by night. 

ANCHORAGE: Good anchorage found with breakwater light 
bearing between 240° and 300° - distance 1 to 3 miles. 
RESTRICTIONS: No restrictions of entry. Both day and night 
navigation. In “Jawahar docks" restriction of movement (sailing/ 
shifting) during night time from 2200 hours to 0600 hours. 

MAX. SIZE: Max. length South Quay Ill is 519 ft. Max. length 
Jawahar Dock is 750 ft. and breadth 105 ft. Max. length of 850 ft. for 
oil tankers using the “Bharathi Dock” is in force for the outer oil 
dock jetty during the fair weather season from January to October. 
During the period from October to January in the North-east mon- 
soon period maximum size of vessel is restricted to 750 ft. with 
suitable draft restrictions. 

Draft in the enclosed harbour varies from 26 ft. to 35 ft. Draft at 
the outer oil berth during fair weather season is 42 ft. 

Details may be obtained from the Deputy Port Conservator, 
Madras Port Trust, Madras - 600001. 

Outer Harbour: Vessels up to 42 ft. draft. 

HEALTH: All vessels arriving from foreign ports have to apply for 
pratique through their radio — not earlier than twelve hours and not 
later than four hours before arrival. Pratique message to be 
addressed “Quarantine Madras” and worded as required by Port 
Authorities on receipt of which Port Health Officer cables ship 
granting pratique. In case of any infectious disease on board, Port 
Health Officer boards vessel and after due inspection grants pratique. 

Telegram should take the following form: Name of vessel. ETA, 
in hours and date. No abnormal mortality of rats. No monkeys on 
board. Ship has not touched at any port on East coast of Africa, 
Southernmost Tanzania or any yellow-fever infected area for last 
30 days. Request radio pratique. 

Port health require to sight derat and vaccination certificates 

when vessel due to leave before issuing clearance for Pilot and 
Customs who then issue port clearance. 
RADIO: Coast Station Madras Radio, call sign VWM. Information 
regarding weather distributed twice daily. VHF communication 
available on Channel 16. Pilot station on Channels 10, 12 and 14, 
open round the clock to transmit and receive berthing and other 
operational messages. 

Radar is likely to be installed at the signal station. 
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RADAR/VHF: VHF communication available, see “Radio”, 
TUGS: Join vessel just inside breakwater. Vessels use own ling 
pele tugs’ lines used/supplied. Tugs’ lines are also used if requires 
y Pilot. 
BERTHING: Vessels berth at all times except in “Jawahar Docks’ 
where there is no night navigation between 2200 hours to 0600 hour, 
There are in all 18 general cargo/bulk cargo berths and3 MoOOrings 
Drafts of these berths/moorings vary from 26 ft. to 35 ft. 
There is an exclusive oil berth in the Outer Harbour with a draj 
of 42 ft. capable of being deepened up to 49 ft. 
An iron ore berth with modern mechanical loading facilities i 
under construction and is expected to be completed by early 1975, 
The Outer Harbour has the potential for accommodating 3 mox 
berths one of which can be converted into a container berth. 
Outer harbour present draft is 42 ft. and it is likely to be increase 
to 49 ft. at a later stage. 
BRIDGES: There are two bridges for pedestrian traffic only. Ong 
swing bridge at the entrance of Jawahar Dock and another Bascu} 
bridge at the entrance of boat basin. 
ee A copy of Manifest for stevedores’ on boay 
required. 
MEDICAL: Advance notice for medical aid useful if vessg 
anchored/anchoring outside and not coming alongside, as it takes 
time to arrange for launch, etc. Medical assistance arranged eas) 
if vessel alongside. Various hospitals and private nursing home 
with modern equipment available. All crew members to be in pos. 
session of valid health cards in respect of inoculations/vaccination; 
against smallpox, cholera, etc. Facilities for renewal available. 
TANKERS: There is an oil berth with 42 ft. draft at the Oute 
Harbour with five unloading/loading arms, 3 for unloading crud 
and 2 for handling refined products at a rated capacity of 1,500 tonnes 
per hour per arm. There are two moorings with 30 ft. draft in the 
inner harbour for non-dangerous petroleum products. 
Manifold is equipped with 300 mm. Quick fixing cam lock coupling, 
Facilities for debailasting the oil tanker are provided. 
BULK HANDLING FACILITIES: There are four berths, three 
in the Jawahar Dock and one in South Quay, which can hand: 
iron-ore semi-mechanical means. Loading capacity 3,000 tons/day 
at South Quay III and 12,000 tons/day at Jawahar Dock East. 
RATE OF DISCHARGE/LOADING: Grains, by hooks/derricks: 
Bulk: 300 tons per day per hook. 
Bagged: 300 tons per day per hook. 
By Vacs: 250 tons per Vac. per day. 
Fertiliser. By hooks/derricks. 
Bulk: 200 tons per day per hook. 
Bagged: 300 tons per day per hook. 
General Cargo: 150 tons per hook per day. 
Liquid Cargo: About 150 tons per hour, 
ple igh Four 13-tonne cranes in use, two similar will be available 
shortly. 
DENSITY: Varies from 1019 to 1025 according to season. No 
variation due to state of tide. 
FRESH WATER: Available and can be supplied to vessels eithe! 
through shore connections or by water barges. During Summe 
months due to scarcity of water, full requirements of vessel may no! 
be possible. 
FUEL: Bunkers available, but supply dependent on stock position 
At least 43 hours advance notice required. Suppliers should receive 
nomination from their Head Office. Companies supplying bunkers 


are: 

The Indian Oil Corporation Limited. 

Caltex (India) Limited. 

Esso Standard Eastern Inc. 

Burmah-Shell Oil Storage and Distributing Company of India Ltd 
Usual rate of bunkering is about 40 to 80 tons per hour. Grades 0 
fuel available: 

Fuel oil, 700 Secs. Redwood No. 1 at 100° F. 

L.D.O., 70 Secs. Redwood No. 1 at 100° F. 

Gas oil, 30/30 Secs. Redwood No. 1 at 100° F. 
GANGWAY/DECK WATCHMEN: Services of watchmen ar 
compulsory and they can be engaged from Dock Labour Board. 
OPENING/CLOSING OF HATCHES: Work of opening/closing 
of hatches usually depends on what Charter Party says and als? 
type of hatches of vessel. Liner Term Vessels: - ‘McGregor Type"- 
These types of hatches are opened/closed by the crew; but, / 
Owners/Master desires, rigging gangs may be hired for this work @ 
Owner's expense. Ordinary - Beams & Hatch Boards or Pontoor 
Type —- Opening/closing of this type of hatches is done by stevedores. 
CUSTOMS ALLOWANCES: Tobacco. 200 cigarettes and + o% 
tobacco per week can be held by each crew member. Wine/Spirt 
One open bottle of spirit or wine per week can be held by each cre# 
member. 

CARGO GEAR: Vessel should be in possession of valid carg? 
gear certificate issued by competent authority. Port Dock Safel) 
Inspector may inspect cargo gear before or during loading/dis: 
charging in spite of vessel being in possession of a valid certificate 
IDENTIFICATION CARDS: All crew members should be "" 
possession of their respective CDC's/Z. Cards/Passports. 
CONSULS: 


U.S.A. Tel. 83041 Japan Tel. 88677 
Australia ,, 811393 Netherlands i 86411 
Britain ty 86311 France » 444203 

and 811376 Belgium » 645495 
Denmark _,, 22088 U.S.S.R. is 73077 
Germany __,, 82125 Ceylon é 85316 


REPAIRS: All types of deck/engine repairs possible. Experience? 
and established marine workshops available. 
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KS: None. 
ORY ORIATION : All facilities for effecting crew changes and 
arranging repatriation exist. 
AIRPORT: The Madras Airport (Meenambakkam) about 15 miles 
from harbour and served by regular airlines. 
TIME: GMT plus 5} hours. _ 
HOLIDAYS: Declared by authorities are observed, but work 
completely closed on: Pongul, Republic Day, May Day, Independence 
Day, Mahatma Gandhi's Birthday and Deepavii. ' 
POLICE/AMBULANCE/FIRE: Police 100; Ambulance 101; Fire 
TELEPHONES: Can be placed on board, but only on vessels at 
certain berths. All berths on West Quay, i.e. WQ1, WQ 2, Centre 
Berth, WQ 3 and WQ 4, North Quay berth and berths on Jawahar 
docks (West) only, i.e. JD 1, JD 3 and JD 5. 
SERVICES: All special services available. 
SHORE LEAVE: Crew members allowed ashore after securing 
shore passes issued by port security officer. However, they must 
restrict themselves to city limits. - 
PORT REGULATIONS: Normal Port Regulations. er 
DELAYS: When there is heavy arrival of bulk grain and fertiliser, 
vessels may expect a delay of about a week or so. General cargo 
vessels may expect a delay of about 2/3 days during congestion. 
AUTHORITY: Madras Port Trust. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, 2/21, 
North Beach Road, POB. No. 2008, Madras-600 001. Cables “Baxico” 
Madras. Tel. (Office) 20010, 200016-19, 29433. Tel. (after hours). 
444212, 27234, 811557, 661110, 669266, 665559, 801078. 


MANDVI: 22.49 N. 69.21 E. 


DOCUMENTS: Arrival: Arrival Report with ship's details, Voyage 
Memorandum, Crew Lists, Stores Lists. 

Departure: Departure Report with Ship's details, Export General 
Manifest, Certificate of Cargo Tonnage Loaded. 
PILOTAGE: None. All vessels anchor in stream. 
RESTRICTIONS: Vessels anchor in open roadstead in 3-5 
fathoms, 2-24 miles from shore. Vessels of 9 ft. draft can reach 
wharves at high water and vessels drawing 12 ft. can reach Albert 
Edward breakwater. Vessels having 60-70 tons cargo only can enter 
port during high tide. Highest tidal range 14 ft., average range 10 ft. 
Current 2 knots during fair season. 
HEALTH: Government Medical Officer attends as health officer. 
RADIO: No radio. All messages delivered through Kandla. 
TUGS: Services optional. 3 tugs and 1 launch. Charges basis time 
and BHP. 
STEVEDORING: Arranged by Agent with Port Authority. 
MEDICAL: 24 hours notice required of any medical requirements. 
FIRE PRECAUTIONS: Smoking strictly prohibited in port area. 
WATCHMEN: Arranged through Agents. 
HATCHES: Opened and closed by crew. 
CERTIFICATES: Non-carriage of dangerous cargo, Cargo Gear 
Certificates, Statement that no passengers carried. 
CUSTOMS ALLOWANCES: No restrictions for crew of coastal 
vessels. Stocks of tobacco, wine and spirits to be declared to 
Customs. Wines and spirits prohibited in Gujarat States but Master 
permitted daily quota by Customs Authorities. 
REPATRIATION: No facilities. 
TIME: GMT plus 54 hours. 
HOLIDAYS: Usually possible to arrange work on holidays. 
POLICE/AMBULANCE/FIRE: Police 8; Ambulance 32; Fire 10. 
GENERAL: Gulf of Kutch Ports, viz. Mandvi, Mundra, Jakhau and 
Koteswar administered by Director of Ports, Gujarat States, 
Ahmedabad. Mandvi located on southern coast Gulf of Kutch at 
mouth of river Bukmavati, seasonable, tidal and intermediate ports. 
SHORE LEAVE: Crew of coastal vessels only allowed ashore 
Subject prior permission from Captain of the Port. 
DELAYS: Delays to be expected in supply of cargo at times of 
lowest water. 
AUTHORITY ; Deputy Engineer & Port Officer, Mandvi-Kutch. 


AGENT: J. M. Baxi & Co., Mandvi (Kutch). Cables “Baxico" Kandla. 


MANGALORE: 12.55 N. 74.52 E. 


PORT LIMITS: 

North: A line drawn due West from the Northern boundary pillar 
on the seashore about 740 yards from Sultan's Battery to 
9 fathoms of water. 

South: The line drawn due West from the Southern boundary 
pillar to the seashore, about 1,000 yards below the marine 
yard to 9 fathoms of water. 

West: ave 9 faiem line between its intersections with the lines 
above defin imits. 

DOCUMENTS: ed as the Northern and Southern limits 

Crew Lists (6 copies). 

rew's declarations for Customs (4 copies). 
Store Lists (4 copies). 
urrency declaration (2 copies). 
paren ney inclusive of Deck Cargo and bottom cargo (3 
ies). 
Bill of Lading (1 copy). 
Ships particulars inclusive of service stand (2 copies). 


INDIA 


Declaration of opium, dangerous drugs, gold, arms, ammunitions 
and explosives, monkeys on board, last and next port of call (2 
copies). 

Arrival report and Port and Light dues receipts (2 copies). 
PILOTAGE: No pilotage. Open anchorage port. When shifting to 
povornery safe anchorage, free pilotage assistance rendered by Port 

cer. 

ANCHORAGES: Vessels anchor in depths of 44 to 6 fathoms with 
Mangalore Lighthouse (12° 50-8’ N., 74° 50:3’ E.) bearing between 
250° and 270° (T). 

HEALTH: Vessel arriving from foreign country sends radio mes- 
sage in code or otherwise to respective Agents who contact Port 
Health Officer accordingly. If vessel from yellow fever area Master 
should give prior notice to Agent to arrange for Mosquito Party 
from Cochin to come to Mangalore and board ship on arrival. If 
suspected or infected, vessel should anchor not less than half a 
mile from all other vessels and notify Port Authorities of situation 
either by radio or through signal station. 

RADIO: Call sign VWL on 500 kc/s and 438 kc/s working frequency. 
STEVEDORES: Stevedores available. Average loading/discharg- 
ing rates per day: 

(a) Iron ore 400 tons per hook (weather permitting). 

(6) Fertiliser or wheat bags 200 tons per hook (weather permitting). 

(c) General cargo bagged 200 tons per hook (weather permitting). 
TUGS: One Port Trust tug and three private tugs capable of towing 
over 600 tons each are available. 

MEDICAL: 24 hours notice necessary to arrange for a doctor on 
board. Government Hospital and Nursing Homes available. 
DENSITY: Density of 1022/3 throughout year except in September 
(immediately after Monsoon at beginning of shipping season) when 
density about 1016. 

FRESH WATER: Supplied by water barge at rate of 125 tons 
per trip with 48 hours prior notice. Cost of supply inclusive of all 
charges except crew overtime on holidays. Minimum order 35 tons. 
FUEL: Small quantities not exceeding 40 tons of diesel oil can be 
supplied by oil barge. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: As per terms and conditions 
of Charter-Party. 

CERTIFICATES: 

Ship's Registry. 

Deratisation Certificate. 

Articles of Agreement. 

Dock Safety Register (cargo gear). 

Radio Telegraphy Certificate. 

Load Line Certificate. 

Port Clearance from last port. 

Bill of Health. 

Safety Equipment Certificate. 

CUSTOMS ALLOWANCES: Tobacco. 200 cigarettes per week. 
Wine and spirits, 1 open bottle of spirits per week. 

CARGO GEAR: Derricks and boat devices to be hoisted in when 
not required to prevent contact with masts and sailyards of lighers 
alongside. Advisable that lifeboats be lowered only on non-working 
side. 

IDENTIFICATION CARDS: Passport or identification cards to 
ie carried by crew plus letter of permission from Master for shore 
eave. 

CONSULS: None. 

REPAIRS: Minor repairs to engines and gear carried out by auto- 
workshops. 

DRY DOCKS: None. 

pall re hed. Can be arranged by ship's agents or at shipping 
office. 

AIRPORT: Airport situated 12 miles away. Daily flights to Bombay. 
Monday, Wednesday, Saturday to Bangalore. Services by Indian 
Airlines Corporation. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Observed as declared by Port Authorities. Work can 
be arranged on all holidays except principal Muslim festival days. 
POLICE/AMBULANCE/FIRE: Port Police Station 5196. Fire 
service on lighter wharf only (no fire-floats available), tel. 3333. 
TELEPHONE: No arrangement for placing telephone on board. 
GENERAL: Port open only in fair season from 15th September to 
15th May. However, ships may call at port and work between 15th 
May and 15th September (weather permitting) with prior permission 
of Port Officer. 

SHORE LEAVE: Permitted, except for Pakistan and Communist- 
Chinese crew. 

DELAYS: Adverse bar conditions necessitate stopping work for 
bad weather. 

AUTHORITY: Mangalore Port Trust Board. Tel. 5040. 


AGENT: J. M. Baxi and Company, Steamship Agents and Steve- 
dores, P.O. Box No. 49, Bunder, Mangalore 1. (S. Kanara). Telegrams 
“Baxico", Mangalore. Tel. 3933. 


MORMUGAO: 15.25 N. 73.47 E. (See Plan) 


PORT LIMITS: Roughly up to 10 fathom line running North and 
South from Cabo to Grand Island. Vessel is considered “arrived 
vessel’ when she comes under direction of Signal Station. 
DOCUMENTS: 

10 Crew Lists. 

10 Passenger Lists. 

3 Copies of Manifest. 
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1 Last Port Clearance. 

1 Bill of Lading in case of imports. 

3 Stores Lists. 

3 Personal Property Lists. 

1 Letter of Authority to Agents addressed to Asst. Collector of 
Customs (prepared on arrival). 

1 Arrival Report to Immigration Officer. 

1 Customs Declaration. 

1 Inward Clearance Certificate. 

1 List of Particulars. 

1 Deck Cargo Certificate. 

1 Arrival Report. 

Last seven items to be signed by Master in port after arrival. 
Ship's papers: Documents placed at disposal of port: 

Ship's Registry. 

Deratisation, Classification. 

Safety Equipment. 

Load Line. 

Radio Telegraphy. 

Indian Light Dues. 

PILOTAGE: Compulsory. ETA required at least 24 hours before 
arrival to order pilot. Call pilot by international code signals on arrival 
at signal station or contact by VHF Channel 16. 

Pilot boat is white launch showing pilot flag. In fair weather Pilots 
board West of fairway buoys. In bad weather, Pilots guide vessel 
from launch until boarding possible. Pilot launch leaves from inner 
harbour with Pilot and is not stationed at any particular position. 
International regulations for pilots’ ladders applicable. Vessels 
awaiting Pilot may anchor 2 miles West of fairway buoy 6. 
RESTRICTIONS: Pilotage only during daylight hours. Draft 
restricted. Deep-laden vessels await high tiae. Maximum draft 
permissible 28 ft. to 30 ft. Draft particulars for incoming ships berth 
No. 3, 4, 5 and 6 - 27 ft., 28 ft., 28 ft. and 28 ft. Maximum draft outgoing 
ships: berth No. 3, 4, 5, 6 and Anchor Buoys 1 and 2: 27 ft., 28 ft., 
28 ft., 28 ft., 28 ft. and 28 ft. respectively. Masters of outgoing vessels 
wishing to load beyond allocated drafts required to obtain per- 
mission 24 hours before sailing/shifting and must sail at fixed time. 
MAX. SIZE: Length 650 ft., also see “Entry Restrictions’. Vessels 
loading West of breakwater in fair weather: no restrictions on size 
or draft. Tankers maximum length 650 ft. Also see “Developments”. 
HEALTH: International Regulations apply. Pratique automatic when 
calling from another Indian port. Pratique granted by Pilot Officer 
who boards vessel on arrival. Telegraphic pratique can also be 
obtained from Port Health Officer cable address “Quarantine 
Mormugao”. 

Master should send quarantine message not less than four and 
not more than twelve hours prior arrival indicating: 

(1) Name of ship. 

(2) Expected date and time of arrival. 

(3) My Maritime Declaration of Health has negative answers to 
all six Health Questions or ZT or My Maritime Declaration of 
Health has a positive answer to question (indicated by comple- 
ments) or ZU (indicated by complements 1-6). 

(4) List of ports of call with dates of departure during last 30 days. 

(5) Have or have not monkey on board. 

(6) Have or have not any person on board embarking at Aden or 
Djibouti. 

Request radio pratique. 
RADIO: Goa Radio, call sign VWG. Operating continuously on 
500 kHz, 417 kHz, and 2182 kHz. Communication range 500 miles. 

VHF radio telephone station at signal station headland, call sign 
Goa Port, calling Channel 16, working Channel 12. 

Ships desiring to contact port on VHF should establish contact 
by means of (a) light signals, (b) hoisting "Z" flag, (c) blowing Z" 
on whistle or siren. 

Port VHF station attracts attention of desired ship by hoisting 
“Z" flag with call letters of ship or by light signalling. 

VHF service restricted for port operation, ship's emergencies and 
movements. All messages to be addressed to Harbour Master. 
Third party communication not allowed. 

TUGS: Tugs usually used inside breakwater. Normally push, but 
when towing, use ship's line. 

BERTHING: Deep loaded incoming vessels berthed two hours 
before high water. Vessels also use anchor and quarter line to 
mooring buoy to keep off berth. 

BULK HANDLING FACILITIES: One berth equipped for mecha- 
nical handling of iron ore. Loading rate about 750 tons per hour. 
At present vessels of 30,000 dwt. and draft of 28 ft. can be accom- 
modated. 

The current development project includes provision of iron-ore 
berth capable of handling vessels of up to 60,000 dwt. initially, and 
100,000 dwt. ultimately with ore-loading plant capacity-8,000 tons per 
hour. 

STEVEDORES: Original ETA of 48 hours and a definite ETA of 
24 hours required and Master should indicate stowage and gangs 
required before arrival, also how derrick booms must be arranged so 
as to enable stevedores to arrange same on arrival. 

MEDICAL: No hospital facilities for any serious sickness but 
facilities available for first aid, which should be informed 24 hours 
in advance. Port Ambulance can be obtained during daytime only. 
TANKERS: Discharge line 14 in. No loading facility. Berths No. 
4and 5, white oil, and berth No. 6 for black oil. Permissible draft 28 ft. 
DENSITY: Salt water 1025 - slightly fresh during monsoon season. 
FRESH WATER: Available alongside berths also from 180 tons 
capacity barge. Pumped by hose at 20 tons per hour at berth, and 
30 tons per hour from barge. Sometimes restricted to 50 tons maxi- 
mum if supply is limited. 
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FUEL: 
Grades Viscosities 
High speed diesel oil Less than 45 Redwood 
Light diesel oil 41 aa 
Furnace oil (also known as 
light fuel oil) of 623 i 


48 hours advance notice required. 

FIRE PRECAUTIONS: During discharge of oil tanker, great cay 
taken that no naked lights are visible nearby. Movements of up, 
authorised persons at point of discharge strictly restricted. Ship, 
alongside or up to a distance of 100 ft. advised not to emit smo 
through funnel. Round the clock standby duty carried out by Fin 
Service, around tanker, till completion of cargo. 
DEVELOPMENTS: Under the port development scheme thy 
following points are included: 

Dredging harbour to 45 ft. with an alongside depth of 48 ft. at ney 
berths to be provided. 

Construction of new ore-handling complex for up to 100,000 dw 
vessels. 

Construction of new oil berth. 
GANGWAY/DECK WATCHMEN: Necessary to have watchma 
in case of loading general cargo to protect goods. In case of loading 
iron ore no watchman required. 
OPENING/CLOSING HATCHES: Usually by crew, unless cop. 
trary to Charter Party. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per croy 
member per week. Wine and/or Spirit: 4/5ths of bottle per week fo 
each member of European crew. 2/5ths of bottle per week for each 
member of Asian crew. 
CARGO GEAR: Certificates to be valid. 
IDENTIFICATION CARDS: Not essential but according ty 
Immigration Rule Police landing pass issued to each crew membe 
going on shore. 
REPAIRS: No major repairs. Minor repairs only and no underwate 
welding facilities. 
DRY DOCKS: None. 
REPATRIATION: Facilities exist for changing and repatriatin; 
crew. 
AIRPORT: Approx. 7 kms. from harbour. One local flight daily ts 
Bombay. No international flights from Goa and all outgoing foreig: 
passengers have to be repatriated via Bombay. 
TIME: GMT plus 5$ hours, 
HOLIDAYS: Republic Day; Mahashivratri; Holi; Gudi Pady 
Muharam; Good Friday; Independence Day; Ganesh Chaturthi 
Mahatma Gandhi's Birthday; Dussehra; Feast of St. Francis Xaviour, 
Idu'l Fitr; Goa Liberation Day and Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 234 through Postal & 
change; Ambulance (Health Centre) 215 through Postal Exchange; 
Fire 105 through Port Exchange. 
EEbae cope niae No arrangements for installation of telephones on 
board. 
SHORE LEAVE: Crew members allowed to go on shore with Police 
landing pass. 
AUTHORITY: Mormugao Port Trust. 
AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores 
Collaco Building, 2nd Floor, PO Box No. 93, Vasco Da Gama 
Goa. Tel. 327. Telex 223. Cables “Baxico Vasco da Gama”. 


MUNDRA: 22.54 N. 69.42 E. 


LOCATION: In Gulf of Kutch near Navimal Lighthouse, abou 
2 miles inside Bocha Creek. Port is about 6 miles west of Mund 
town, Salt exporting port open for deep sea and coastal traffic 
Vessels calling Mundra anchor in open roadstead 2 miles from shore. 
Vessels of 8 ft. draft can berth alongside jetty. Highest tidal rang? 
17 ft. Current parallel to coastline running about 3 knots. 

AUTHORITY: Assistant Conservator, Mundra-Kutch. 


AGENT: J. M. Baxi & Co., Kandla (Kutch). Cables “Baxico Kandla’ 
(Kutch). 


NAGAPATTINAM: 10.45 N. 79.50 E. 


DOCUMENTS: To be completed by Masters of vessels on arrival 

8 Crew Lists. 

8 Passenger Lists. 

3 Form of Import Manifests of Stores. 

3 Lists of articles in slop chest. 

3 Private Property. Declaration of the Crew. 

3 Manifests. 

3 Bills of Lading. 
To be handed to Agents: 

Ship's Register. 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Last Port Bill of Health. 

Last Port Clearance. 
PILOTAGE: No pilot station, being open roadstead port. Vessels 
not piloted to anchorage. 
ANCHORAGE: Vessels anchor according draft and prevailing 
weather conditions. In fine weather, good anchorage in depths dt 
33 to 6 fathoms with lighthouse bearing 281° to 255°. Holding ground 
sand and mud, good. Agents, in consultation with Port Authorities 
signal Master on arrival of vessel, anchorage position for guidanc® 
MAX. SIZE: No restrictions. Vessels choose anchorage according 
to draft. 


=> = oo 


ee 


HEALTH: On arrival Master to signal local signal station, addressed 
Port Health Officer stating vessel arrived and no sick person on 
board. Agents then obtain free pratique from Port Health Authorities. 
in event any person having chicken-pox or smallpox on board, advis- 
able that Master informs Agents sufficiently in advance to enable 
them make necessary arrangements for Port Health Officer to board 
vessel on arrival and obtain free pratique after Port Health Officer is 
satisfied that isolation arrangement on board adequate. — 

RADIO: Madras Radio or Colombo Radio. No radio station locally. 
TUGS: None. 

BERTHING: Open roadstead port. No berths. 

STEVEDORES: Port usually handles fertiliser imported on Govern- 
ment of India account and rate of discharge per day about 750 to 
4,200 tons. Advisable that ETA of vessel is passed to Agents at 
jeast two days in advance to enable them to advise receivers to 
arrange necessary gangs. _ f : : 
MEDICAL: No advance notice required unless sickness of serious 
nature when Medical Officer boards vessel on arrival. In case of 
sickness to officers or crew, Medical Officer boards vessel or if in 
condition to go ashore, necessary arrangements made to take sick 
crew to Doctor. District Headquarter’s Hospital with all medical 
facilities available. Special wards available for sick members of 
crew. Vaccination, inoculation against yellow fever, cholera, plague, 
etc., can be arranged. 

DENSITY: 1025. 

FRESH WATER: Available in limited quantities and dependent 
upon port getting continuous supply from municipality. Two tanks 
of 14 tons capacity placed in lighter are sent alongside vessel 
and a petrol-driven pump is used to pump up water from tanks into 
vessel. 

FUEL: Not available. 

GANGWAY/DECK WATCHMEN: In the interest of vessel, 
two gangway and deck watchmen day time and at night to be employ- 
ed to avoid pilferage. 

OPENING/CLOSING HATCHES: Opening and closing of 
hatches on arrival of vessel before commencement of discharge and 
on completion carried out by stevedores. Time used for opening and 
closing of hatches not counted. 

CUSTOMS ALLOWANCES: Tobacco, One carton per week per 
crew member. Wine and Spirit, Whisky or brandy one quart each 
member for a week. No restriction for beer as the issue is based on 
weather, etc. This rule relaxed if necessary. 

IDENTIFICATION CARDS: Needed. 

CONSULS: None. 

REPAIRS: Minor repairs in engine room and on deck can be 
effected. Chipping and painting can also be arranged. 

DRY DOCKS: None. 

REPATRIATION: Facilities available for affecting crew changes 
and arrangements can be made for repatriation. 

AIRPORT: Nearest airport Madras, served by regular airlines. 
TIME: GMT plus 5} hours. 

HOLIDAYS: Observed as declared by Authorities. Vessels work on 
Charter Party and Government holidays but time not counted. No 
closed holidays but overtime charged for any work done on Govern- 
ment holidays and on Sundays. 

POLICE/AMBULANCE/FIRE: Police 267; Ambulance 299; Fire 
299, 

GENERAL: No regular launch service between ship and shore. 
Agents hire out private launch and obtain permission from port 
office to ply launch between ship and shore, to facilitate officers and 
crew to go ashore and for Doctor, Agent and Port Health Officer. 
Port Authorities do not permit plying of launch after 1800 hours. 
Three trips arranged for launch to go to vessel and back from 0600 
to 1800 hours every day weather permitting. 

SeRVICRS: Hatch cleaning after discharge of cargo can be carried 
out. 

SHORE LEAVE: Officers and members of crew allowed to go ashore 
and necessary passes obtained by Agents. 

DELAYS: Usually no delay in anchoring vessels and generally all 
formalities including survey carried out on vessel's arrival. If vessel 
arrives between 0600 and 1400 hours, she commences discharge 
same day. 

AUTHORITY: Port Officer. 


AGENTS: J. M. Baxi & Company, Steamship Agents and Steve- 
dores, First Line Beach, Nagapattinam. Telegram “Baxico", Naga- 
pattinam. Tel. 445 (Office). 


NAVLAKHI: 22.57 N. 70.27 E. 


DOCUMENTS: Arrival: 
Last Port Clearance. 
Bill of Health/Maritime Declaration of Health. 
Customs Arrival Report. 
Port Arrival Report. 
Agent's Arrival Report. 
List of Same Bottom Cargo. 
Crew List (6 copies). 
Import General Manifest. 
Lighthouse Dues Receipt (in case the last port of call being 
ae 
fore Lis rivate Property List (8 copi h). 
Misc. Declaration, sid Seine 
aly hg 
ort Clearance 
Bil of onan (handed over by Customs). 
Port Departure Report. 


INDIA 


Agent's Departure Report. 

Income Tax Clearance Certificate (in case of export cargo). 
PILOTAGE: Not compulsory. If required an experienced local guide 
provided by Port Authorities. In such cases Pilot meets vessel at 
Tuna Buoy pilot station about 194 miles from port. 
ANCHORAGE: Open roadstead port. Vessels work in stream. Two 
vessels can be brought to inner anchorage and work conveniently. 
In case a third vessel arrives, it has to anchor at Buoy No. 5 until 
one of the vessels sails from inner anchorage. During non-monsoon 
times vessels can be moored at Buoy (Navlakhi) No. 5. 
RESTRICTIONS: Night navigation risky. Generally vessels’ move- 
ments during daytime high water period. Vessels should arrive Tuna 
buoy 3 hours before high water in daytime. 

HEALTH: No Port Health Officer available. Customary for Port 
Health Officer Kandla to board vessel at Tuna buoy and grant free 
pratique (in case vessel within 30 days called any other restricted 
ports). Otherwise Customs Officer grants free pratique after vessel's 
arrival in port limits. 

RADIO: Radio messages intended for this port should be addressed 
either through Kandla or Bombay Radio Stations. 

TUGS: No tugs - anchorage port. 

STEVEDORES: At least 24 hours notice to arrange gangs. Rate 
of loading and discharging for grain and fertiliser about 900 tons a 
day if one ship working; in case two vessels working simultaneously, 
average of about 600 tons can be maintained in fair weather days. 
MEDICAL: No facilities available. Small dispensary under control 
of Medical Practitioner who undertakes emergency cases. Good 
medical facilities available at Morvi which is 30 miles away, or Rajkot 
about 60 miles. Generally doctor called from Morvi to attend vessels. 
DENSITY : 1025. 

FRESH WATER: Supplied only in small quantities. One barge 
(port owned) with carrying capacity of about 35 tons a trip. Due very 
low pressure pipe lines, minimum 20 hours to fill barge. 

FUEL: None available. 

DEVELOPMENTS: No specific programme so far announced. 
GANGWAY/DECK WATCHMEN: Necessary to appoint watch- 
men on board to avoid possible thefts. 

OPENING/CLOSING HATCHES: Depends upon terms of 
working. Local stevedores generally attend to this operation but 
charge to vessel (Owners) in case these operations are vessel's 
account. 

CERTIFICATES: 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Ship's Register. 

Derating Certificate. 

IDENTIFICATION CARDS: Customs examine and issue pass to 
land. But if crew go to suburbs (beyond Morvi which J) miles away), 
identity cards should be carried. 

CONSULS: None. 

REPAIRS: Workshop for repairs to port equipment and urgent 
repairs of minor nature can be carried out. 

DRY DOCKS: None. 

REPATRIATION: Crew being repatriated from this port would be 
sent to Kandla (after Customs examination) where facilities are 
available. 

AIRPORT: Navlakhi not connected by air. In case of emergency, 
Kandla or Rajkot nearest airports. 

TIME: GMT plus 54 hours. 

HOLIDAYS: The port holidays are taken as Charter Party Holidays. 
Except for some restricted holidays, work will be carried on payment 
of overtime. 

POLICE/AMBULANCE/FIRE: Checkpost Police Station without 
telephone. 

TELEPHONES: Few important offices are connected with tele- 
phones, and no telephone service can be provided on board vessel. 
SHORE LEAVE: The crew members are allowed ashore. See 
“Identification Cards”. 

AUTHORITY: Asst. Port Officer, Navlakhi, Public Works Depart- 
ment, Government of Gujarat. 


AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores, 
Opp. Railway Station, Navlakhi Port. Telegrams “Baxico" Navlakhi. 
Tel. 32 (Office and Residential). 


NEW MANGALORE (Panambur) (See Plan) 


Situated at Panambur. Nine kilometres North of Mangalore. 
The port is expected to be opened by the end of 1974. 

Facilities will consist of three alongside berths, one for general 
cargo, one for iron and manganese ore exports and one for import 
of raw materials required by the Mangalore chemical and fertiliser 
actory. 

A shallow draft berth for the export of finished fertilisers will be 
provided. The port will also have a mooring berth for general cargo 
and an oil jetty for handling naphtha and petroleum products. 

In the second stage of development the harbour will be expanded 
to cater for 60,000-ton dw. bulk carriers of 12:20 metres draft. An 
additional alongside mechanised berth able to handle 4,000 tonnes 
of iron ore per hour is expected to be provided. 

The port has been created by carving out of the mainland a 260-acre 
lagoon 10:1 metres deep. The lagoon is connected to the sea by an 
approach channel, 3,200 metres long protected by two breakwaters 
each 340 metres long, constructed one on either side of the channel. 

The oil jetty has been located in the South-west portion of the 
lagoon very near to the approach channel. The dredged depth at the 
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oil jetty site during the first phase of construction will be R.L.-9:75 m. 
During high tide, the depth will be R.L.-10-65 m. affording berthing 
facilities for 30,000-ton dw. tankers. 

When opened ships of 30 ft. draft will be able to berth alongside 
the 3 new berths. Pilotage will be compulsory. Masters are to anchor 
in the vicinity of the fairway buoy (yet to be laid). Maximum tide range 
5 ft. No locks or gates. No cranes available at present. Ship's gear 
to be used. Fresh water available at berths and in the stream. Bunkers 
not available except very small quantity of LDO or HSD from private 
trade. Minor repair facility available. 

Vessels are advised to anchor in a depth of 10 metres (33 ft.) in 
a position with Surathkal lighthouse, flashing 10 seconds, bearing 
011° (T) distance from lighthouse 4:3 miles. Entry into the channel 
with Pilot is made with 2 transit towers. 


OKHA: 22.27 N. 69.05 E. 


DOCUMENTS: Five copies each of Import Manifest, Crew List. 
Passenger List, Ship’s Stores Manifest, Crew Property List. 
PILOTAGE: Compulsory. Pilot Station Lat. 22° 30.5’ N.; Long 69°. 
04.36’ E.; 1:35 miles North-west of Samiani Light Tower. 
ANCHORAGE: Roadstead anchorage near Pilot Station. 
MAX. SIZE: 525 ft. OA length during North-east monsoon and 
540 ft. OA length during South-west monsoon with comparable 
breadth. Max. draft 26 ft. 
PRATIQUE: The Master should cable the Port Health Officer 
(Quarantine Okha”) in International Health Code, requesting free 
pratique. Ifradio pratiqueis not effected, then Masters should present 
Maritime Declaration to the Customs Boarding Officer who is 
authorised to grant free pratique. If the vessel is arriving from yellow- 
fever area, the mosquito control team is arranged from Kandla, 
where the cable address of the Port Health Officer is “Sangrodh 
Kandla". 
RADIO: Port Department Wireless station call sign VUK 9 can be 
contacted from 0930 to 1130, 1330 to 1530 and 1730 to 1930 IST for 
transmitting any messages; advisable transmit message to local 
Agents as they maintain account with port. 
TUGS: Port-owned tugs join vessel while entering port channel 
and/or vacating it at time of berthing and/or unberthing. 
BERTHING: Only daylight hours. Vessels should be ready in all 
respects to move to berth 14 hours before high water at Pilot Station. 
Sayaji Pier - East side 26/25 ft. draft; West side 20 ft. draft. 
Dry cargo berth — 23 ft. draft. 
BRIDGES: None. 
STEVEDORES: Firm ETA including requirements order avoid 
delay. (a) Exports : Mainly cement, bauxite and chemicals and general 
merchandise, rate 100/125 tons per shift per hook. (b) /mports: 
Mineral oils average rate about 200 to 300 tons per hour according 
to ships pumping capacity; general cargo same rate as export. 
MEDICAL: Port Health Officer always available. Well-equipped 
hospital at Mithapur under Tata Chemicals at a distance of about 
7 miles from port. Medical aid available throughout day and night. 
TANKERS: All dry cargo vessels regulations apply for tankers, 
particularly size, etc. One berth, draft 26 ft. No slop facilities. 
DENSITY: 1025. 
FRESH WATER: Limited. Port supplying water by barge and shore 
pipe-line. In normal cases 25 tons water supplied per day. In cases 
of emergency 40 tons water can be supplied per day. 
FUEL: Available but arrangement should be made through oil 
companies head offices at Bombay. 
FIRE PRECAUTIONS: Port Department maintains a small fire 
station. 
DEVELOPMENTS: In addition to existing concrete jetty a new 
concrete jetty has been constructed, presently accepting vesels up 
to 350 ft. length, 23 ft. draft. 
GANGWAY/DECK WATCHMAN: Vessei to provide own gang- 
way watchmen. Shore-watchman available for employment on shift 
basis (8 hour shifts). 
OPENING/CLOSING HATCHES: To be attended to by ship's 
crew if not contracted with stevedores which may cost extra. 
CERTIFICATES: Ship's Register, Load Line Certificate, Safety 
Equipment, Safety Gear, Radio. 
CUSTOMS ALLOWANCES: At Customs Preventive Squad's 
discretion. 
CARGO GEAR: Normal gear supplied by stevedores for hire. 
IDENTIFICATION CARDS: Necessary. 
CONSULS: None. 
REPAIRS: Only minor repairs. 
DRY DOCKS/CONSULS: None. 
REPATRIATION: Necessary formalities to be completed at 
District Headquarters situated at Jamnagar, a distance of about 
110 miles: such as Police, Health, (whereas Customs formality can 
be completed locally). 
AIRPORT: Nearest airport Jamnagar about 110 miles connected 
with Okha by rail and road. Only local service to Bombay daily 
operated; 
TIME: GMT plus 54 hours. 
HOLIDAYS: As declared by Port Authorities, cargo work can be 
arranged by paying usual scheduled overtime but labour's observed 
holidays (about five to six days in a year) completely closed. 
TELEPHONES: Only for tankers by respective oil installations. 
GENERAL: Port governed by Gujarat State and all rules and regu- 
lations laid down by them in addition to Central Government rules 
applicable to this port. Port connected with hinterland by rail, motor 
transport, 300 miles by sea from Bombay, two tides in 24 hours, mean 
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high water spring rise about 11-5 ft. and mean low water neap rise 
9-5 ft.; current in neap tide is 2 to 3} knots. Wind force/directio, 
during April/September South-west 3/5 and in October/March North, 
west to North-east from 2/4. 

SERVICE: Tank cleaning by manual labour. 

SHORE LEAVE: Crew allowed ashore after vessel cleared by 
immigration officer who boards vessel on arrival. 

DELAYS: Delay only encountered if berth or moorings are occupieg 
AUTHORITY: Port Officer, Okha, Public Works Departmen 
Government of Gujarat; and Superintendent of Customs, Okhs 
(Baroda Collectorate). 


AGENT: J. M. Baxi and Company, Shipping Agents and Steve. 
dores, Okha (Saurashtra). Cable address “Baxico", Okha. Te 
(Office) 82 (Residence) 22. 


PARADIP: 20.14 N. 86.42 E. 


DOCUMENTS: 

“No opium" Certificate. 

Deck Cargo Certificate. 

Arrival and departure reports. 

Anchorage Certificate. 

Six copies of Crew Lists. 

Required certificates to be produced for signature of Master by 
Agents on arrival. 

PILOTAGE:Pilotage during day time only. Last pilotage 1630 hours, 
Give ETA to Agents at least 24 hours in advance. Agents book pila 
and arrange for inward pilotage after arrival. Vessel can ancho 
depending on draft four cables from Fairway Buoy, positioned 
Lat. 20° 14.51’ N. and Long. 86° 42.19’ E. After vessel anchored, Pilg 
boards during day time with help of pilot launch. For safety, Masters 
to arrive with maximum ballast on board for entering. 
ANCHORAGE: See ‘Pilotage’’. Anchorage particulars given 
chart published as ‘‘Paradip Anchorage”. 

RESTRICTIONS: Vessels not berthed/sailed during night-time 
after 1630 hours. Vessels to have maximum ballast for entering. 
MAX. SIZE: LOA 700 ft. and maximum draft 37 ft. 

Subject to weather conditions larger vessels may be berthed 
A vessel of 772 ft. has been berthed, also vessels with 39 ft. draft. 
HEALTH: Send usual quarantine message to “Quarantine Paradip. 
port" 24 hours before arrival for radio pratique. Pilot gives free 
pratique on boarding vessel subject no sick person on board, | 
case of suspected disease or fever on board, Port Medical Office 
visits ship at anchorage/berth and cases of contagious disease, 
isolated and sent to nursing home. 

RADIO: VHF radio installed at signal station in the Harbour Office 
Calling Channel 16. Working Channel 9. 

Working Hours: every even hour for 10 minutes from 0600 hours 
to 2200 hours and when ships are making or leaving the port. 

Vessels are requested to establish contact with the control station 
when within VHF range (approx. 40 to 60 miles) and before entering 
moving in or sailing from the port. 

When within VHF range, ships are requested to give the following 
information: 

(1) Name of ship 

(2) Ports of departure, call and destination 

(3) ETA 

(4) Vessels gross tonnage, length, breadth, draft and speed 

(5) Number of cases of dangerous contagious diseases on boart 

(6) Type and quantity of cargo 

(7) Name of Agents and requirements. 

TUGS: Tugs join vessel just inside approach channel. Ship's lines 
only used. 

BERTHING: One iron ore berth and one mooring berth for chrome 
ore and other cargoes. 

BULK HANDLING FACILITIES: One iron ore berth wiiti mechs 
nical loading plants of capacity 2,500 tons per hour. Suitable fo 
vessels up to 40,000 dwt. with max. draft up to 38 ft. 

Work in hand widening turning circle and further dredging ‘0 
accommodate vessels up to 60,000 dwt. with draft of 39 ft. 
STEVEDORES: On account of mechanical loading, stevedores no 
required. If required, one week's notice. 

MEDICAL: After arrival Doctor can board vessel to attend to any 
urgent case. No hospital facilities. Sick crew sent to Cuttack 
Bhubaneshwar about 90/100 miles from Paradip. 

DENSITY: Varies from 1018 to 1024 with average of 1021. 
FRESH WATER: Water supplied both at iron ore berth and als¢ 
at moorings but not at roads. There is only one barge with told 
capacity of 50 tons and another barge of 150 tons is still unde 
construction. Water supplied at an average of 100 tons per day. 
FUEL: HSD and furnace oil can only be procured from Cuttack 0° 
duty paid oils only. Arrangements will have to be made well in advance 
and the port will only provide the oil barge for taking the supplies 
from the tankers into the barge for subsequent supply on board. 
FIRE PRECAUTIONS: No special precautions. 
DEVELOPMENTS: Turning basin enlarged to 520 m. 
GANGWAY/DECK WATCHMEN: Necessary. 
OPENING/CLOSING HATCHES: Undertaken by crew only. 
CERTIFICATES: 

Ship's Register. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Last Port of Clearance. 

Deratisation Certificate. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per hea? 


per week. Wine and/or Spirit: One bottle of 24 ounces per head 
BeRGO GEAR: Valid cargo gear certificate required. 


IDENTIFICATION CARD: Authorities issue landing pass. 


CONSULS: Nil. 


: None. 
RE MOCKS: Nil. Only a slipway under construction. 


TION: Repatriation of foreign personnel is strictly 
eed ua Paradip has not been declared a port of embarkation 
and disembarkation. Only emergency cases provided sufficient 
time is given, special permission can be obtained from the Home 
Secretary of local Government from Bhubaneshwar and other 
immigration authorities. ; 

AIRPORT: Nearest airport Bhubaneshwar 102 miles. Only local 
flights available to Calcutta and Visakhapatnam. Flight timings to 
Visakhapatnam 1100 hours and Calcutta at 1500 hours daily. 

TIME: Local time GMT plus 5} hours. 
HOLIDAYS: Charter Party holidays. Normally work carried out on 


POLice AMBULANCE/FIRE: Police 27; Ambulance 41. No fire 
ice station. 

TELEPHONE: No facilities for telephones on board. ; 

GENERAL: Masters to arrive with maximum ballast during monsoon 

period. ' 

SERVICES: None available. — 

SHORE LEAVE: Port Immigration issue shore passes to all 

foreign nationals excepting Chinese and Pakistanis and with shore 

passes crew allowed ashore, , 

DELAYS: Since only one berth available ore loaders get berth on 

“First Come First Served" basis. 

AUTHORITY: Chairman, Paradip Port Trust. Tel. Office 246-A, 

Residence Auto-51. 

AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, No. 17, 

Market Buildings, Paradip Port, (Dist. Cuttack-Orissa). Cables 

“Baxico" Paradip. Tel. (Office) 252, Residence 63. 


PONDICHERRY : 11.56 N. 79.50 E. 


DOCUMENTS: 

Ship's Register. 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Last Port Bill of Health. 

Last Port Clearance. 

Store List with Private Property Declaration in Triplicate. 

Crew List (8 copies). 

Light Dues Receipt. 

Manifest (import or Export). 

Bill of Lading. 
PILOTAGE: Not necessary as open roadstead anchorage. 
ANCHORAGES: Proper anchorage in line with New Pier. Two 
chimneys in line (276°) will provide good transit in day time and at 
night green/red light in transit with red pier light can be taken. 
MAX. SIZE: Anchorage is 7 fathoms within one mile from New 
Pier. Above 7 fathoms outside one mile. 
HEALTH: Free pratique obtained on arrival and Master expected 
to address message to Port Health Officer, advising that all are well 
on board. Free pratique automatic for vessels calling from any 
Indian ports. 
RADIO: Cables routed through Madras Radio (call sign VWM). 
Me Tug kept ready at New Pier. Joins vessel 1 mile from New 

ler. 
BERTHING: No berths. 
STEVEDORES: 24 hours notice prior to arrival. Rate of discharge 
of bagged cargo 1,000 to 1,500 tons per day. 
MEDICAL: No advance notice necessary. General Hospital and 
Jipmer Hospital available. 
TANKERS: Transfer operations are carried out at anchorage 14 
miles off shore. 
DENSITY: 1025. 
FRESH WATER: Not available. 
FUEL: Not available. 
DEVELOPMENT: Proposals finalised for construction of new 
lighthouse near New Pier. 
GANGWAY/DECK WATCHMEN: Services not compulsory, but 
recommended to avoid pilferage. 3 watchmen day/night. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes permitted 
for each crew member to be held out of bond. Wine and/or Spirit, 
ofbent quart bottle per crew member permitted to be held out 

nd. 


IDENTIFICATION CARDS: Not needed if furnished with Crew 


CONSULS: Only French Consulate General. Tel. 58. 

REPAIRS: Deck and Engine repairs not attended. Special arrange- 

ments can be made from Madras. Minor repairs carried out privately. 

DRY DOCKS: None. 

REPATRIATION: Facilities exist for effecting crew changes and 

Alneng necessary repatriation. 

AIRPORT: Nearest airport is Meenambakam Airport, Madras, 

istant 100 miles. 

noe: GMT plus 54 hours. 

HOLIDAYS: Observed as declared by Authorities but cargo work 

ares on all holidays on payment of overtime, except on Republic 
Y, Gandhi's Birthday, May Day, Independence Day, and Deepavali. 
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POLICE/AMBULANCE/FIRE: Police 64; Fire 99; Ambulance 
arranged through hospital doctor on duty, tel. 198. 
TELEPHONES: No facilities to place on board. 

GENERAL: For purposes of crew going ashore, launches arranged 
between 6 a.m. and 6 p.m. weather permitting, hired from private 
parties. Laundry facilities, supply of fresh vegetables and provisions 
arranged. 

SERVICES: None. 

SHORE LEAVE: Crew members permitted ashore but have to 
remain within town limit. 

DELAYS: Delays occur only under unavoidable circumstances 
such as Surf Declaration, Cyclone, etc. Vessels arriving at night, 
commence discharge operations next morning. 

AUTHORITY: Port Officer, Pondicherry. 


AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores, 
52 Beach Road, Pondicherry —- 1. Telegraphic Address: “Baxico” 
Pondicherry. Tel. 841. 


PORBANDAR: 21.38 N. 69.36 E. 
DOCUMENTS: 


Crew Lists (6 copies). 

Passenger Lists (6 copies). 

Customs Documents to be prepared by Agents and signed by 
Master (4 copies). 

Arms and Ammunition Certificate 4 copies duly signed by Master. 

Health Documents: all yellow fever, cholera and smallpox books 
should be valid on arrival as well as on departure, if they are not 
valid on departure Port Health Officer should visit ship and give 
required injection to persons for completing health books 
before obtaining Bill of Health. 

Same Bottom Cargo List (4 copies). 

Port Clearance: Port Clearance of last port to be submitted to 
Boarding Officer of Customs. 

Private Property List (6 copies duly signed by Master). 

Store List (4 copies duly prepared by ship's officer). 

Currency Declaration (4 copies). 

Bills of Lading: Bills of Lading for export cargo generally to be 
prepared and signed by Agents. 


PILOTAGE: Not necessary as anchorage is in stream in open sea. 
ANCHORAGE: Anchor in stream about 14 miles off shore. 6 
fathoms at low water, with good holding ground. 


Outer anchorage is with Rajah's Old Palace, about 14 miles South- 


eastward of lighthouse, bearing 85° and lighthouse bearing 26°, 44 to 
5 fathoms sand and rock (or further out as required). 

MAX. SIZE: Any size vessel. 

HEALTH: If arriving from yellow fever area within 30 days a grant of 
free pratique is necessary. Mosquito Party to be deputed from 
Kandla, which can only be arranged by prior intimation failing which 
vessel would have to proceed to either Kandla or Bombay for free 
pratique. 

RADIO: Via Bombay Radio. 

TUGS: Not necessary as vessel anchors without Pilot in stream. 
BERTHING: No berths. 

STEVEDORES: 24 hrs. notice of ETA to Agents order arrange 
gangs. 


Rate of loading and discharging: Three ships work simultaneously. 


During one ship’s stay average rate about 800/900 tons per day, 
during two ships’ stay average rate about 600/700 tons, during three 
ships’ stay average rate about 500/550 tons. 

MEDICAL: Hospital facilities available. 

TANKERS: No facility for discharging oil. 

FRESH WATER: As the water barge is not in commission it is 
not possible to supply fresh water at this port. 

FUEL: Nil. 

DEVELOPMENTS: Work started to convert port into all-weather 
port. Breakwater wall under construction, expected completed 5-6 
years. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Charter Party terms. 
CERTIFICATES: (a) Load Line Certificate. (b) Safety Equipment. 
Certificate. (c) Safety Radio Certificate, all certificates must be valid 
before departure of vessel. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes permitted 
for use of each crew from bonded stores of ship. Wine and/or 
Spirit: Customs Officer remains on board from arrival till departure 
and issues required quantity of wine and spirit from bonded stores. 
CARGO GEAR: Tested cargo gear should be used for loading and 
discharging operations. 

IDENTIFICATION CARDS: Necessary. 
CONSULS/REPAIRS/DRY DOCKS: None. 
REPATRIATION: Can be arranged. 

AIRPORT: 3 miles from town, daily flight to Bombay. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Observed as declared by Government of Gujarat and 
can be worked on payment of overtime charges, but work on Indian 
Republic Day, Holi (2nd Day), Ramnavami, Muhurram, Gokulash- 
thami, Dussera, Diwali (New Year) and Ramzan-ld not possible. 
POLICE/AMBULANCE/FIRE: Police Station 114; Ambulance/ 
Fire Brigade 101. 

SHORE LEAVE: Police, Port and Customs permission required 
before landing. 

AUTHORITY: Port Officer, Porbandar, Public Works Department, 
Government of Gujarat. 
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AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores, 
Sisodia Mansion, Gopnath Plot, Porbandar (Saurashtra). Cables 
“‘Baxico", Porbandar. Tel. Office 733. Residence 817. 


PORT REDI: 15.44 N. 73.39 E. 


DOCUMENTS: Arrival: 

Maritime Declaration of Health Form (in duplicate). 

Port Clearance from last port of call. 

Ship's Stores List (in triplicate). 

Crew Private Property List (in triplicate), containing full details of 
every article such as: cameras, radios/transistors, record 
players, records, watches, all types of currency, other valuable 
articles, souvenirs, spirits, etc. 

Crew Lists (6 copies). 

Ship’s Currency List (in triplicate). 

Arms and Ammunition Declaration. 

Passenger List - if any. 

Through Cargo Manifests. 

Departure: 

Medical Inspection or Examination Certificate (Bill of Health). 

Port Clearance. 

Consumed stores list in duplicate (a list of stores consumed during 
the stay of the vessel at port). 

PILOTAGE: Compulsory. Port Officer acts as Pilot. Cable via 
Bombay Radio to Port Officer, Redi, Cable Address: Port Officer 
Venguria, ETA of vessel 48 hours prior arrival (cable should reach 
Port Officer before 24 hours prior arrival), Anchor off Rairi 
Point - West of Rairi Point - about 1 to 14 miles where Port Officer 
boards ship to pilot to proper loading anchorage. Pilotage restricted 
to daylight hours only. Shifting without Pilot not permitted. 

On arrival keep gangway or complete pilot ladder with manropes 
and step-down, ready for Pilot. 

No fixed anchorage marked at pilot station; however, vessel should 

not proceed beyond one mile from Rairi Point (for safety of vessel). 
Keep engine ready till Pilot boards. If vessel arrives during night 
hours be ready for shifting next morning. 
ANCHORAGE: Anchorage Rairi Point or Redi Point (Lat 15° 44’ N. 
Long. 73° 39’ E.) is a flat rocky projection, Western extremity of which 
is 50 ft. (15m2) high. Foul ground and shoal water extend about 
three-quarters of a mile South-south-westward and about half a mile 
Westward of this point; at Southern side of foul area is Rairi (Redi) 
Rock which is 36 ft. (11m) high and steep. Vessel should not proceed 
into depths of less than 6 fathoms or within one mile Westward in 
vicinity of this point without Pilot. 

Loading anchorages are on both sides of Rairi Point (known as 

Jetty One anchorage and Jetty Two anchorage). 
MAX. SIZE: No restrictions on size. This is a minor port exporting 
only iron ore, and vessels up to 34 ft. draft load at safe anchorage. 
HEALTH: On arrival, Customs Authorities board and grant free 
pratique to ships arriving under normal conditions and on com- 
pletion of Maritime Declaration of Health Form. Medical Officer, 
Candy Dispensary, Vengurla, acts as Port Health Officer (Quarantine 
Officer) for this port, and boards vessel at his convenience before 
sailing to conduct Medical Examination and grants Medical Examina- 
tion Certificate (Bill of Health) on day of sailing. Certificate to be 
collected from Vengurla Office. No facilities for radio pratique. 

If coming from yellow fever or jigger infected regions within 30 days 
Port Health Officer grants pratique after boarding vessel with mos- 
quito party deputed from Bombay at Owners’ cost. Mosquito Party 
can only be arranged on advance information failing which vessel 
would have to proceed either Bombay and/or Mormugao for free 
pratique. Master and/or Owners to give Agents prior notice to avoid 
delay in arranging pratique. Vessels transitting through above in- 
fected areas for bunkers or water only do not require mosquito party 
for obtaining pratique. 

Advisable inform Agents prior to arrival of last port of call, crew, 
and nationality, and if arriving from yellow fever and/or jigger infected 
regions, whether called only for bunkers or water, or purpose of call 
and vessel's health condition, 

RADIO: Bombay Radio. 

BERTHING: No berths. Open roadstead port. 

LOADING: Port only exporting iron ore in bulk and suppliers. The 
Minerals & Metals Trading Corporation of India Ltd., make own 
arrangements to load cargo on FOBT terms. Rate between 3,000 to 
4,500 tons per day per vessel if three vessels are working and 
4,000 to 6,000 tons per day if one vessel is working. This rate is 
being achieved due to increase fleet and improvement of shore 
loading facilities. 

MEDICAL: Preliminary medical aid available at Port Redi/Shiroda. 
Well-equipped hospitals situated at Savaniwadi and Vengurla about 
25 and 45 miles away respectively by road. Cholera inoculations and 
smallpox vaccination done through Port Health Officer and if required 
this information may be passed on to agents for arranging with Port 
Health Officer. 

DENSITY: Average 1025. 

FRESH WATER/FUEL: None. 

GANGWAY/DECK WATCHMAN: Not necessary. 
OPENING/CLOSING HATCHES: As per Charter Party. However, 
opening done by stevedores to save their time and commence load- 
ing earliest during free time. 

CERTIFICATES: All certificates, particularly Cargo-gear Certifi- 
cate to be in order and valid. 

CUSTOMS ALLOWANCES: 200 cigarettes per week of 7 day per 
crew. Wine and/or Spirit, one bottle each per crew of spirit or beer 
as required. 
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IDENTIFICATION CARDS: Necessary. 

CONSULS: None. 

REPAIRS/DRY DOCKS: None. 

REPATRIATION: Facilities for crew changes. 4 days advang 
notice required with full particulars of crew. 

AIRPORT: Belgaum and/or Vascodagama 90 miles distant. 
TIME: Indian Standard Time GMT plus 5+ hours. 

HOLIDAYS: Cargo work can be arranged on overtime on a 
holidays except 26th January, Republic Day; 2nd October, Mahatn, 
Gandhi Birthday; 15th August, Independence Day. On these holidays 
work not permitted even on overtime. 

GENERAL: Regular Post and Telegraph Office about 24 miles frop 
jetty. 

Vessels on arrival and at departure thoroughly examined by 
Customs, and Masters therefore requested to ensure that crew pr. 
vate property list is correctly presented to Customs Authorities an 
its accuracy maintained throughout stay of vessel. 

Ship's wireless station not to be used for despatching cable 
during the vessel's stay. 

Discharge of bilge water and/or dirty waste oil or cargo prohibited 

Fresh vegetables, etc., supplied in limited quantity from 90 miles 

distance. 
SHORE LEAVE: Crew of Chinese and Pakistani nationality no 
allowed land on shore. Other crew permitted land only after obtaining 
requisite permission from Police Authorities from Ratnagiri, distan 
about 160 miles and thereafter from Customs Authorities. On arriva, 
crew list and guarantee duly signed by Master, are furnished ty 
Police Authorities at port and telegram sent to Ratnagiri requesting 
landing permission from District Superintendent of Police. 

Obtaining landing permission takes 3 days; and therefore, Master 
requested not to allow crew members to land on shore unless writtey 
landing permission sent on board. Crew members not allowed 
beyond Port Redi limits, without permission obtained from Polig 
Authorities, Ratnagiri. 

REGULATIONS: Port Officer conducts Final Draft Survey o 
completion of loading in consultation with Master. Masters 
refusal to allow shifting creates complications. Master should no 
shift vessel without Pilot on board or permission from Port Officer 
this does not apply in case of emergency. 

DELAYS: Only three vessels (i.e. one at each jetty) can work ats 
time on a first come first served basis. Overlapping vessels have ti 
wait turn. Waiting time about 4/5 days. 

AUTHORITY : Port Officer, Vengurla, Dist.- Ratnagiri, Maharashin 
State. 


AGENT: J. M. Baxi & Company, Steamship Agents and Stevedores 
Port Redi, PO Redi, District: Ratnagiri. Cable ‘Baxico", Red 
(Ratnagiri). Tel. 22. 


TUTICORIN: 08.48 N. 78.10 E. 


DOCUMENTS: Required on arrival: 

4 Manifests. 

2 Bills of Lading. 

5 Crew Lists. 

5 Passenger Lists. 

4 Crew Personal Property Declaration. 

4 Crew Currency Declaration. 

4 Import Manifest of Store List. 

2 Health Report Form. 

PILOTAGE: No pilot service. 

ANCHORAGE: Anchorage in roadstead with Pandyan Tivu Light 
house, bearing between 260° and 292°, distant 2 to 2} miles, in depths 
27 to 33 ft. (m2 to 10ml); holding ground good, mainly sand, mud ant 
shingle. 

In North-east monsoon, vessels should have a good length? 
cable and second anchor always ready, as sea breeze blows on ree 
Eastward of Pandian Tivu. In South-west monsoon, middle May tt 
middle August, wind though violent, is invariably off shore, West! 
South-west, and water fairly smooth. 

HEALTH: Free pratique granted to vessels carrying food grains ® 
fertilisers on Government of India a/c. Master required wireless Por 
Health Officer, Tuticorin, requesting grant of free pratique. 0° 
receipt of message Port Health Officer grants pratique and messagt 
passed by radio to steamer. This applicable only in cases whet 
steamers have no infection, epidemic or disease. Otherwise Por 
Health Officer boards vessel on arrival and grants pratique afte 
inspection. 

RADIO: When vessels within 24 hours distance Tuticorin Rad 
could be used and call sign VWT. Otherwise according to roult 
followed, steamers use Madras or Bombay Radio. 

VHF service available between ship and shore. 

TUGS: Tugs available but if services required special arrangement 
have to be made. Ships usually anchor in open roads and enter a® 
sail without tug assistance. 

BERTHING: No berths. 

STEVEDORES: Agents require 48 hours notice of ETA 
arranging gangs, and receivers for lighters. General cargo, averag 
rate load or discharge about 1,000/1,200 tons per weather working da) 
MEDICAL: For coctor's visit on board early advice helps to arrang 
for tug or launch to take doctor from shore. In cases of emergene 
medical attention can be arranged but there may be some dela) 
Hospital facilities available. Personnel should have valid inoculati® 
and vaccination certificates. If certificates expired arrangement 
made for re-vaccination/re-inoculation and renewal of certificates: 
TANKERS: No facilities. : 
FRESH WATER: Available. Barge-capacity 100 tons. Delivery” 


nits of 100 tons only. During summer, usually shortage of water. 
in other seasons water available but as only one barge, delivery of 
water arranged by turn depending upon number of steamers in 


ort. 


: ne. 
tue LOPMENTS: New harbour under construction which will 
include 4 berths with ancillary facilities. ; 
GANGWAY/DECK WATCHMEN: Engaging watchmen always 
done at the discretion of Masters. In case required could be engaged. 
OPENING/CLOSING OF HATCHES: By ship's crew. If done by 
stevedores charged extra. 
CERTIFICATES: 

Ship's Register. — t 

Safety Construction Certificate. 

Load Line Certificate. — 

Safety Equipment Certificate. _ 

Safety Radio & Telegraphy Certificate. 

Deratisation Certificate. — 

Cargo-gear Stability Certificate. ‘ : 
IDENTIFICATION CARDS: Identification cards or seamen's 
passbook required to be presented to Police and immigration 
authorities while coming on shore. 

CONSULS: None. ' 

REPAIRS: No maritime workshops. Only minor repairs. 

DRY DOCKS: None. 

REPATRIATION: Could be arranged via Madras. 

AIRPORT: Nearest airport is Madurai, distant 100 miles, which 
could connect Madras. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Observed as declared by authorities but boatmen do 
not work on following holidays as these are days of obligation and 
festivals: New Year's Day, Republic Day, Maundy Thursday, Good 
Friday, Tamil New Year Day, May Day, Ascension Day, Corpus 
Christi, Our Lady of Snows Feast, Assumption Day and Christmas. 
POLICE/AMBULANCE/FIRE: As steamers are in open roads 
about 5/6 miles from shore all emergency to be passed to Port 
Authorities through signal station and to respective Agents. 
SHORE LEAVE: Crew allowed shore leave but movements limited 
to municipal limits. Must obtain shore permits from police. 
REGULATIONS: Usual regulations. All crew members coming 
into shore and returning to ship must report to Customs and Port 
Police on every trip. 

AUTHORITY: Port Conservator, Tuticorin Port Authority. 


AGENT: J. M. Baxi & Co., Steamship Agents & Stevedores, LIC 
Building, Beach Line, Tuticorin - 1. Cables “Baxico" Tuticorin. 
Tel. (Office) 4037. Tel. (Residence) 1087. 


VERAVAL: 20.54 N. 70.22 E. 


DOCUMENTS: 

Last Port Clearance. 

Ship's Stores Manifest (3 copies). 

Crew List (5 copies). 

Private Property List of Crew (3 copies). 

Same Bottom Cargo (3 copies). 

Ship and Crew Currency List (3 copies). 

eet Light Dues Receipt (if vessel arriving from Indian 

port). 

Maritime Declaration of Health. 

Customs Arrival Report. 

Customs Declaration for arms ammunition, etc. 

Port Arrival Report. 
PILOTAGE: Not required. Vessels anchor midstream. 
ANCHORAGES: Veraval light exhibited on coast near Political 
Residency (occ. 15 sec. 110 ft.). Known as New Lighthouse. Break- 
water near harbour under 3 fathoms (5m5). No perceptible tide 
Streams in roadstead. During night/neap tide with low water ships 
suffer cargo feeding for about five hours, four to five days in month. 

Anchorage depth 48 to 60 ft. opposite Phiriya Temple. Good 
anchorage obtained with Veraval Lighthouse Bearing 317°, break- 
water end, True Bearing 336:5°, Bhiria Beacon 27°. 
RESTRICTIONS: None, day or night anchorage possible. 
MAX. SIZE: No restriction. 
HEALTH: Vessels having called yellow fever area and taken on 
board Passengers or crew (other than bunkers or water) granted free 
pratique by mosquito party deputed from Kandla Port which only 
arranged by prior notice failing which vessel would have to proceed 
either Kandla or Bombay for free pratique. Vessels other than above 
granted pratique by Boarding Officer of Customs upon presenting 

aritime Declaration of Health. Radio pratique not available. 
RADIO: Messages via Bombay Radio. No VHF. 
TUGS: Not required. 
BERTHING: No berths. 
STEVEDORING: Particulars of ETA and labour gangs required 
well in advance. Average loading/discharging: 

Loading bagged cargo oilcake, etc. 225/250 Ts. per hook per day 

Loading GN oil in drums 150/175 Ts. per hook per day 

Gocnaraing fertiliser (bagged) 150/200 Ts. per hook per day 
MEDION. cargo loading/discharging 150/200 Ts. per hook per day 
1 CAL: Qualified doctors and hospital facilities. 
FREURERS : No tanker berths. 

DEE ATER: me guarantee of supply as this is a scarcity area. 

: vailable. 

GANGWAY/DECK WATCHMEN: Notnecessary unless required. 

an be arranged through agents. 


INDIA 


OPENING/CLOSING HATCHES: Carried out by stevedores. 
Ships’ derricks worked by crew. 
CERTIFICATES: 

Safety Equipment Certificate. 

Load Line Certificate. 

Safety Radio-Telegraphy Certificate. 

Deratisation Certificate. 

Ship's Registration Certificate. 
CONSULS/REPAIRS: None. 
REPATRIATION: Can be arranged. 
AIRPORT: Nearest airport Keshod, 30 miles from Veraval, but 
motor transport not easily available and advance arrangements have 
to be made. 
TIME: Local Time GMT plus 5} hours. 
HOLIDAYS: On which work not allowed for loading/discharging: 
Indian Republic Day, Holi (Second Day), Ramnavami. Mohurram 
(Ashura or 10th day), Gokulashtami, Dussera, Diwali (New Year's 
Day), Ramzan-ld (Id-ul-Fitr). 
POLICE/AMBULANCE/FIRE: Police 3; Ambulance 5; Fire 5. 
heap het No arrangements for placing telephones on board 
the ship. 
GENERAL: Closed for traffic between 15th May to 15th September 
every year due to monsoon season. 
SHORE LEAVE: Crews permitted ashore with permission from 
Customs and Port Authorities. While coming ashore and returning 
to ship crew should pass through Customs. 
DELAYS: Three ships can work and fourth vessel arriving waits 
turn. Therefore some delays possible. 
AUTHORITY: Port Officer, Veraval, Public Works Department, 
Government of Gujarat. 


AGENT: J. M. Baxi & Co., Steamship Agents and Stevedores, 
Veraval (Saurashtra), India. Tel. 11 and 254 (24 hours). Telegraphic 
address: “Baxico”’ Veraval. 


VISAKHAPATNAM: 17.41 N. 83.20 E. 


PORT LIMITS: Ten fathoms line of soundings may be taken as the 
seaward boundary of the port within which a vessel is considered to 
be an “arrived vessel”. 
DOCUMENTS: 

12 copies of Crew List. 

3 copies of Store List. 
3 copies of Private Property List. 
3 copies of Currency Declaration. 
3 copies of watch lists, giving details of make and value, etc. 

The vessel must possess following valid certificates: 

Ship's Register. 

Load Line Certificate. 

Safety Equipment Certificate. 

Safety Construction Certificate. 

Safety Radio Telegraphy Certificate. 

Cargo Gear Test Certificate. 

Deratisation Certificate. 

Last Port Clearance. 

Pilot on boarding vessel before bringing her in gives a copy of Mari- 
time Declaration form which should be filled in and signed by Master. 
PILOTAGE: Vessels generally anchor at roadstead where Pilots 
board. Signal station contacts all vessels arriving and advises all 
information about Pilot's arrival, etc. A minimum notice of 48 hours 
of vessel's ETA required. Pilot ladder to be rigged on the Starboard 
side. 

ANCHORAGE: Anchorage position to be marked with Dolphin's 
Nose Lighthouse bearing 270° (T) at a distance of 14 miles. 
RESTRICTIONS: Round-the-clock pilotage, subject to following 
restrictions: 

Ore carriers of 640 ft. overall length can enter the port between 
0600 and 1800 hours. Ore carriers of 640 ft. length, 100 ft. beam, and 
33 ft. 6 in. draft can sail on high water on a minimum rising tide of 
3 ft. 6 in. 

Vessels of 630 ft. overall length, 33 ft. draft and 100 ft. beam can 
enter the port between 0600 and 1800 hours on high water on a 
minimum rising tide of 3 ft. Such vessels can sail from the port at 
high water on a minimum rising tide of 3 ft. 

Vessels of 575 ft. overall length or less and draft 30 ft. or less can 
enter and sail from the port at all hours. 

MAX. SIZE: Maximum permissible length 640 ft. overall. Maximum 
permissible breadth 100 ft. Maximum permissible draft 33 ft. 6 in. 
PRATIQUE: A separate radio free pratique message adressed 
“Quarantine Visakhapatnam" must be transmitted by all vessels 
arriving from foreign port not less than 4 hours and not more than 
12 hours prior ETA. On information furnished therein Port Health 
Officer grants free pratique. Pilot boarding ship for taking her in has 
superseding power to cancel radio free pratique already granted. 
However, based on information contained in maritime declaration 
Pilot also grants free pratique. In case of doubt or in case of inspec- 
tion if necessary quarantine officer boards ship for granting clearance. 
No necessity for any vessel to obtain free pratique when she 
arrives directly from any Indian port. 

RADIO: Radio station call sign VWV. Working round clock. Range 
about 600 miles during daytime and 1,000 miles during night. Better 
to use Madras Radio station for all communications in respect of 
vessels arriving from Madras side. Vessels coming from Calcutta 
side, use Calcutta Radio. Generally Visakhapatnam Radio station 
used for vessels anchored at roadstead. VHF Channel 16. 

TUGS: For ships entering the port, the tugs wait in the lee of the 
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breakwater. Ship's lines and/or tug's lines are used, depending upon 
the mode of making fast. 

SPECIALISED CARGO HANDLING FACILITIES: WOB-1 and 
WOB-2 Berths - for the export of iron ore through a mechanical 
ore-handling plant capable of loading at the rate of 3,200 tph. 

Fertiliser Berth — for the import of fertiliser, raw materials, viz. 
sulphur and rock phosphate, by grab unloading. 

OR-1 and OR-2 Berths — for the import and export of P.O.L. 

Q-1 and Q-2 Berths — for the export of manganese ore and other 
ores by semi-mechanical means. 

BERTHING: No specific requirements of arrival times for berthing. 
STEVEDORES: Agents must give proper notice of vessel's arrival 
to the stevedores not less than 48 hours to make necessary arrange- 
ments for working vessel and also to order sufficient gangs, etc. 
MEDICAL: All crew and officers must possess individual inter- 
national vaccination certificates against smallpox and cholera before 
leaving this port for any foreign port. Smallpox vaccination and cholera 
inoculation facilities available within 24 hours notice. Well-equipped 
hospital facilities available round the clock. 

TANKERS: Two berths OR! and OR|II for discharging and loading 
oil A/c Caltex Oil Refining (India) Ltd., maximum permissible draft 
at these berths 33 ft. 

DENSITY: Fluctuates from day to day between 1020 and 1023. 
FRESH WATER: Normal quantities available and delivery made by 
Port Trust both from shore and barges. 

FUEL: Esso, Indian Oil Corporation and Caltex, Bombay, to be con- 
tacted for particulars of stocks, etc., as local offices controlled by 
them. 

DEVELOPMENTS: 

Outer Harbour Project : 

1 The Outer Harbour will have a set of breakwaters to form a 
protected basin. The Southern part of the basin will permit entry 
and berthing of 100,000 dwt ships fully loaded, initially. This would 
ultimately be developed to take 200,000 dwt vessels or even more. 
The Northern part of the basin will be suitable for use as a large 
fishing harbour. 

2 It will have a finger-type berth for iron-ore loading, designed 
to handle 200,000 dwt vessels ultimately, providing facility for berthing 
of two vessels on either side of the jetty at the same time. There 
will also be room for three additional general cargo/container berths 
for 60,000 dwt ships which could be brought into commission in 
future by reclaiming the area between the fishing harbour basin and 
outer harbour basins. 

3 The ore loaded at the outer harbour berth will be conveyed 
through a conveyor system and necessary steps will be taken to 
eliminate the dust nuisance to the utmost extent. 

4 The outer harbour project has been designed to load 100,000 
dwt vessels at 8,000 tonnes per hour initially. This can be increased 
to 12,000 tonnes per hour and 16,000 tonnes per hour to load 150,000 
and 200,000 dwt vessels respectively when such a demand builds up. 
A stockpile capacity of 30 days supply on the basis of the levels of 
shipment will be provided. The receiving system including the two 
existing dumpers and additional railways and shunting locos can 
handle about 10 million tonnes of iron ore per year from the mines. 
With a third dumper, the capacity could be increased to 15 million 
tonnes. 

5 Provision will be made to the installation of a screening and/or 
calibrating plant and pallet plant, in future. 

6 The project includes navigation aids, harbour craft, as well as 
other ancillary facilities required for operation of the outer harbour. 

The Outer Harbour Project is likely to be completed by May, 1974. 

The Outer Harbour will be the deepest harbour in the country 
with a draft of 62 ft. (18°6 m.). 

Break-waters under construction : 

In connection with the Visakhapatnam Outer Harbour Project, the 

three breakwaters under construction are in the following positions: 


(i) South Breakwater: 


Western end 17° 40’ 40” N. 
83° 18’ 01” E. 
Eastern end 17° 40’ 57” N. 
83° 18’ 48” E. 


(2) East Breakwater: 


Southern end 17° 41° 13" N. 
83° 18’ 30” E. 
Northern end 17° 41’ 42” N. 
83° 18’ 36” E. 
(3) North Breakwater: 
Northern end 17° 41’ 57” N. 
83° 18’ 28” E. 
Southern end 17° 41’ 44”. N. 
83° 18’ 31” E. 


Spoil ground: A new spoil ground has been established in the 
following position: 


Latitude Longitude 
17° 39’ 35” N. 83° 19’ 19” E. 
17° 40° 01° N. 83° 19’ 40” E. 
17° 40’ 40” N. 83° 20’ 37” E. 
17° 38’ 59” N. 83° 19’ 45” E. 
17° 39’ 26" N. 83° 20° 04” E. 
17° 40’ 06" N 83° 21° 01" E. 


GANGWAY/DECK WATCHMEN: Necessary according to 
demands of local labour unions. 

OPENING/CLOSING HATCHES: Stevedores. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per head 
per week. Wine and/or Spirit: Asian Crew 2/5 units per 3 days. 
Non-Asian crew 4/5 units per 3 days. Bottle of liquor equals unit. 
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CARGO GEAR: Valid cargo gear test certificate must be on boarg 

or all vessels using ships’ gear for loading or discharging. 

Hee ghadtalt ded CARDS: Not needed if have valid seaman 
ooks. 

CONSULS: None. 

REPAIRS: All types of deck and engine repairs possible. 

DRY DOCKS: Two. One owned by Hindustan Shipyard Limiteg 

800 ft. 125 ft.x 26-5 ft. (maximum length of vessel 780 ft.). Secon 

owned by Port Trust — 450 ft.x 60 ft.x 18-5 ft. (maximum length oj 

vessel 400 ft.). 

REPATRIATION: Facilities exist to foreign countries via Madras 

Calcutta or Bombay. About 3 days delay to obtain travel permit. 

AIRPORT: Distant 6} miles. Regular daily flights to Calcutta an 

Hyderabad by Indian Airlines Corporation. 

TIME: Indian Standard Time is local time, and no alterations mad: 

to clocks during the year. GMT plus 54 hours. 

HOLIDAYS: Observed as declared by authorities but port's closes 

holidays are: Pongal, Kanumu, Mukkanumu, Republic Day, Kothe. 

Amavasya, Independence Day, Gandhi's Birthday, Vijayadasam 

and Nagulachaviti, when work not possible even on payment of 

overtime. 

POLICE/AMBULANCE/FIRE: Police Station 2140; Fire Station 

2271, Extension 39; Ambulance 2271 (Port Dispensary). 

CERT ER SER No arrangements exist for placing telephone op 
oard. 

SERVICES: Tank cleaning facilities available at Caltex berths. 

SHORE LEAVE: Crew members allowed ashore after receiving 

immigration permits. 

GENERAL: Priority: Vessels arriving at this port for berthing a 

various berths on priority if they so desire can register their priority 

at ‘‘Roads"’ and move to other ports. But the vessel should be back 

within Visakhapatnam Port limits when the berth (for which registra. 

tion was made) falls vacant. If the vessel is not ready at Roads, 

the vessel would lose its priority and take its turn along with other 

waiting vessels including vessels which have registered with the 

port for the priority berthing. 

DELAYS: Normal delays such as waiting for Pilot, waiting for tugs, 

etc., since this port can handle only one movement at a time. Other 

delays such as no power to shore cranes, bad weather, shed con- 

gestion, etc., expected. 

AUTHORITY: Viskhapatnam Port Trust. 


AGENT: J. M. Baxi & Company, Shipping Agents and Stevedores, 
Harbour Approach Road, Visakhapatnam — 1. Telegraphic address 
“Baxico"”, Visakhapatnam. Tel. 3919 (Office), 3898 (Residence). 
Telex 049-232. 


Indonesia 


AMBON: 03.41 S. 128.10 E. 


DOCUMENTS: 

14 Passenger Lists. 

7 Crew Lists. 

2 Customs Documents. 

2 Health Documents. 

7 Cargo Manifests. 

7 Bills of Lading. 

5 Ship's Papers. 

Sailing Permit. 
PILOTAGE: No pilot station. Apply for pilot boat by calling Ambon 
Coast Station (Ambon Radio) or fly “G" Flag. Pilot boat located a 
Ambon Bay. Entrance in all seasons and weathers. All parts 0 
Ambon bay suitable for anchorage to await Pilot. 
ANCHORAGE: Areas of anchorage can take all sizes of vessel. 
RESTRICTIONS: Open 24 hours. Tides do not affect entry. Bul 
when entering at night ship must anchor and await orders. 
MAX. SIZE: Joos Soedarso Pier: length 187 metres, breadth % 
metres, draft 12 metres. Wainitu Pier: length 100 metres, breadth 
20 metres, draft 8 metres. 
HEALTH: Port Health officer boards vessel together with Pilot. 
RADIO: Ambon Coast Radio, call sign PKE. Operating 24 hours. 
Frequencies 500-470 kc/s., 8472 and 8799 kc/s. VHF all channels used. 
TUGS: Normally tugs do not join vessel but when necessary to usé 
tugs call PT Dock Waijame". 
STEVEDORES: Agent arranges. Three stevedore companies: 
PT. “Gotong Rojong", PT. ‘Mastra” and PN. “Varuna Tit 
Prakarsa”. 
MEDICAL: Hospital facilities available. No advance notice required. 
TANKERS: Berth at Wainitu Pier. Type of pipe, 6 in. and 8 in. 
Discharging capacity, 125 tons per hour. 
FRESH WATER: Available only at Joos Soedarso Pier. Loade? 
by pipe-line with 25 tons/hour capacity. 
FUEL: Only diesel and marine fuel. 
DEVELOPMENTS: Plans for future developments dependent 0” 
Government expenditure. 
GANGWAY/DECK WATCHMEN: Deck watchmen needed, pat 
ticularly for tankers. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCES: Cannot be held out of bond. _ 
IDENTIFICATION CARDS: Needed by Immigration (landing 
permit). 
CONSULS: No consuls available locally. ; 
REPAIRS: Deck and engine repairs available. Floating dock, lifting 
capacity for 2,000 dwt. 


REPATRIATION: Possible. Dealt with by Immigration through 
Oe PORT: Distance from airport about 7 miles. Regular airline 
‘Garuda Indonesian Airways" (GIA). Four flights per week from 
Ambon to Djakarta. 

TIME: Local time GMT plus 10 hours. , 

HOLIDAYS: Port open for 24 hours even in holidays. 

POLICE, AMBULANCE FIRE: Police and Port Health at Port. But 
when necessary to use fire brigade call by connecting to “Burgo- 
TELEPHONES: Can place telephones on board. 

SHORE LEAVE: All crew members allowed ashore with permis- 


f Immigration. 
STHORITY : Ambon Port Administration, tel. 2457, Ambon, 


indonesia. 


ARDJUNA: 05.54 S. 107.57 E. (See Plan) 


LOCATION: Ardjuna Marine Terminal is about 18} miles offshore 
from the nearest point on the coast of Java. ' / 

The Export SBM is North 72 degrees East 59 nautical miles from 

rta. 

OTM exact position of the Export Single Buoy Mooring system is 
latitude 5° 53 19” South and longitude 107° 45’ 18” East. 
DOCUMENTS: The Harbour Master submits a Harbour Report 
Form for the Master to complete. The Agent prepares the ship's 
documents check list form to check the validity of each document. 
These documents are: Certificate of Registry, Ship's Construction 
Certificate, Load Line Certificate, Life Safety Equipment Certificate, 
Safety Radio/Telephone/Telegraph Certificate, Exemption Certifi- 
cate, Cargo Gears Certificate and Derating Certificate. This list is 
then delivered to the Harbour Master with the following documents 
attached: Last Port Clearance, Crew List approved by the Immigra- 
tion Officer and light dues receipt if arriving from another Indonesian 
port. The Harbour Master issues a port clearance at departure pro- 
vided clearance is also granted by the other governmental authori- 
ties. A Panamanian port clearance for Panamanian flag vessels is 
not required at Ardjuna. 

The Immigration Officer requires 2 copies of the Crew List and 
will check the Ship's Article and the passports of the crew. When 
these documents are found to be in order, and arrival clearance 
will be marked on the Crew List. 

\f arriving from another Indonesian port the agent will sign a 
guarantee if the vessel cannot prove that light dues have been paid. 

Prior to the vessel's departure the Immigration Official requires 
2 copies of the Crew List to be marked for departure immigration 
clearance. The Master is given a signed copy by the Immigration 
Official of the Crew List for departure. 

Crude Oil loading documents such as Bills of Lading, Quality 
Certificate, Quantity Certificate, Dry Certificate/Ullage Report, 
Time Loading Report, Certificate of Origin, Cargo Manifest and 
Master's Receipt for Documents/Samples are prepared at Ardjuna 
Marine Terminal. When the tanker has been loaded, the documents 
shall be completed and final clearance formalities will be carried 
out aboard the vessel, either at the Export SBM or in the anchorage 
area, as circumstances dictate. 

Customs will issue the 5-B form which is for departure clearance 
of the vessel. 

The Master should be prepared to issue 6 copies of the Crew 
List which will be distributed as follows: 


Immigration Harbour Master Total 
On Arrival 2 1 3 
On departure 2 1 3 
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PILOTAGE: Tankers to be moored, anchored or manoeuvred at 
Ardjuna Terminal will be boarded by the mooring master in the close 
vicinity of the recommended anchorage area. 

The Mooring Master will advise the ship’s Master on approaches 
to the berth, mooring, unmooring, and all operations within the 
anchorage or mooring area. All such manoeuvring of ships shall 
be done only in accordance with the advice of the Mooring Master, 
Subject to the understanding that in all cases and circumstances 
the Master of the ship being manoeuvred shall remain solely 
responsible on behalf of his vessel's owners for the safety and 
Proper manoeuvring of his vessel. The ship's Master, or one of his 
designated and qualified deck officers, must be on the navigating 
bridge at all times while the vessel is being manoeuvred. Ships are 
requested to have a pilot ladder safely and securely rigged for 
immediate use, and long enough to reach the mooring launch. 
A combination of pilot ladder and ship's accommodation ladder, so 
arranged that personnel can first use pilot ladder until part way up 
the vessel's side, and then transfer to the accommodation ladder is 
fecommended, especially on very large ships. A light line should be 
fear to take aboard the Mooring Master's equipment. There should 
Me adequate lighting at night. Vessels will provide a lee for the 

Soring Master both when boarding and leaving. During the vessel's 
Stay at the Export SBM, emergency towing wires shall at all times be 
bolle Over the ship's stern. These wires shall be secured on the 
inca inboard to enable the vessel to be towed away should the 
a arise. They must be tended throughout to keep the eye of the 
ANCHe more than two feet above the water. 
ae HORAGE: If requested to anchor, the recommended anchor- 
dasun is 2 miles North of the Export SBM in position latitude 

17” South and longitude 107° 45’ 18” East. 


INDONESIA 


Under no circumstances should the export tanker enter the 
restricted area around the structures without a Mooring Master 
aboard. 

The attention of Masters is drawn to the existence of underwater 
pipelines in the restricted area. 

NAVIGATION AIDS: Navigational aids are located on the 
following facilities and structures: 

The Export Single Buoy Mooring system: A white light flashing 
every second is mounted on the rotating deck of the SBM. Approach 
information can be obtained by radio. See the section on communi- 
cations. 

Storage barge: The storage barge is equipped with anchor lights 
and automatic fog signal apparatus. The SBM to which it is secured 
is fitted with a light flashing every 10 seconds, which is visible 
for 5 miles. 

Flow station: A crude oil production flow station, which is situated 
one mile South of Arco Ardjuna, is recognised by two flares which 
are visible for a distance of 20 miles or more. Adverse weather 
conditions will affect the visibility of the flares accordingly. 

In addition to the above specified navigational aids, the flow 

station and storage barge will brightly illuminate the area about 
them at night through the use of lights for normal working purposes. 
MAX. SIZE: Depth of water, approximately 132 ft. below mean 
sea level. 
RADIO: It is most important that incoming tankers advise Ardjuna 
Terminal 72 hours before estimated time of arrival using Golf Time 
Zone via: Cable “Ardjak Jakarta". Telex 011-4379, Jakarta. 

The following information should be included in the message: 

(1) Name of tanker and radio call sign. 

(2) Cargo requirements. 

(3) De-ballast time. 

(4) Maximum loading rate. 

(5) If there is any sickness aboard. 

(6) Tanker draft, ETA. 

(7) Last port of call. 

(8) Confirm vessel has clean bill of health. 

(9) If cholera inoculation or smallpox vaccination required. 
(10) Distance in feet from the bow to tanker’s loading manifold. 

Confirm ETA 24 hours and 48 hours before arrival. (Note: Jakarta, 
Indonesia, is in the Golf Time Zone which is GMT plus 7 hours 
throughout the year.) 

Radio: VHF/FM radio telephone (1st choice). 

Masters are recommended to use this system when they come 
within radio range of Ardjuna Marine Terminal, particularly when 
approaching the port. If poor visibility should exist and the tanker's 
approach may not be observed from the storage barge, VHF com- 
munications may be the means of avoiding delay in berthing. During 
berthing the ship's radio will be under the sole control of the Master, 
and the storage barge radio will be under the sole control of the 
Marine Superintendent or his assistant. 

|f requested to anchor, Masters are reminded that it is their respon- 
sibility to maintain a continuous listening watch on VHF Channel 
16 and frequency 157.700 mHz if their ship is provided with this 
equipment. 

Ardjuna Marine Terminal is equipped with two VHF/FM radio 
telephone sets with output power of 25 watts and continuous watch 
is maintained on Channel number 16 (156.800 mHz) and frequency 
157.700 mHz radio call sign 6 ZLA. Tankers approaching the Ardjuna 
Marine Terminal should make initial contact on Channel number 16 
and will switch to frequency 157.725 mHz upon request by Terminal. 
Frequency 157.725 mHz, radio call sign 8GJ212, will be reserved by 
the oil tanker and Terminal for inter-ship communications in mooring 
and while loading. This frequency will not be used for general pur- 
poses unless clearance is obtained from the Terminal. This is 
required because of safety. 

High frequency single sideband radio telephone (2nd choice). 

A voice message from incoming tankers may be relayed by 
HF/SSB. Atlantic Richfield Indonesia Inc., located in Djakarta, 
Indonesia is inter-connected to the Ardjuna Marine Terminal via 
local communications system and maintains a continuous watch 
on HF frequency 7320 kHz (upper sideband, A3J mode, 100 watts, 
vertical whip antenna, call sign: 8GWJ9). 

Pertamina Coastal Radio Station - HF/SSB 

In the event incoming tankers are not able to contact Ardjuna on 
the foregoing VHF/FM frequencies, or by HF/SSB, Pertamina main- 
tains a coastal radio station located in Djakarta which may be con- 
tacted on HF/SSB, frequencies 6515.4 kHz, 6518.6 kHz, 4434.9 kHz 
and 4361.6 kHz. The radio cali sign is PKI 2. Masters should request 
the Pertamina Coastal Radio Station to relay the necessary informa- 
tion to Atlantic Richfield Indonesia Inc., Djakarta by telephone 
numbers 74635, 73204, 73207, 75697 and 75069. 

Procedure for appointing agent: 

Owner should cable ‘'Pertaminaship Djakarta’’. 

The cable should appoint Pertamina as Agent to attend the tanker 
at Ardjuna and should be sent 2-4 weeks prior to vessel's arrival. 
PRATIQUE: In accordance with practice in Indonesian ports, 
quarantine, immigration, pilot and call sign flags must be displayed 
by all vessels approaching Ardjuna. These signals shall be displayed 
continuously until clearance is granted. The signals are as follows: 
Sunrise to sunset: quarantine flag ‘Q". Sunset to sunrise: signal 
lights (red over white). 

The “N" flag should be flown until the Immigration Officer boards 
the ship. The “G" flag (request for Pilot) should be flown until the 
Mooring Master boards. The vessel should also fly its call sign. 
As soon as the Mooring Master boards, the “G" flag should be re- 
placed by the “H" flag which signifies that the Pilot is aboard. 
The tanker may fly the “P” flag if it is going to sail within 24 hours. 


295 


ee ee 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Indonesian Immigration, Customs and Harbour Master officials 
will board the vessel after it is all secured to grant clearance. 

Each tanker entering the port of Ardjuna must have requested 
and been granted Flag Dispensation prior to its arrival. At the same 
time, application is made for Provisional Pratique through the 
Directorate of Quarantine and, if granted, a cable advice is sent to 
the harbour authorities. Port Health Clearance is issued prior to the 
tanker's arrival and is also valid for departure clearance. If Provisio- 
nal Pratique is not granted a Port Health Officer will be provided, 
All of the foregoing is arranged through and by the Agent. 

Each crew member should be in possession of an International 
Vaccination Card. 

After the tanker is all secured, the Customs Officer will board 
vhe tanker to seal the stores. If arriving from a foreign port, the Agent 
will prepare the General Cargo Declaration form stating the cargo 
onboard the tanker and attaching appropriate shipping documents. 
If the tanker is arriving from an Indonesian port, the 5-8 form issued 
at the last Indonesian port will be retained by Customs and the 
arrival clearance at Ardjuna is granted. 

MOORING: The following mooring Launches will be available for 
running lines as required, also for transporting Government Officials, 
Agents and other authorised personnel to and from the export tanker. 


Name and description Length Rated HP 
(1) Arco Ardjuna III 40ft 260 
(2) Arco Ardjuna IV 40ft 260 


LOADING: Ardjuna crude oil of approximately 37-0 degrees API 
at 60°F. is available at the storage barge. 

After a vessel has berthed and pratique has been granted, a 
Terminal official will board to discuss loading arrangements. Before 
any crude is loaded all ship's scuppers on main decks must be 
plugged and cemented oil tight. Approved mechanical means of 
closing scuppers may be accepted. The vessel's cargo tanks are 
inspected by Ardjuna officials and, if suitable for loading crude oil 
a signed notation to this effect will be made on the ullage certificate. 

A loading rate of approximately 35,000 barrels per hour can be 
accomplished. 

It is absolutely essential that extremely careful supervision be 
exercised by officers of vessels while loading operations are in 
progress. 

A responsible ship's officer is required to be on duty continuously 
at a point near to the tanks being loaded. He will be assisted by an 
adequate number of ship's personnel in these operations. 

It is the responsibility of the vessel to ensure that all mooring 
lines are properly tended. Ardjuna personnel will constantly check 
a vessel's moorings and at any time may direct the lines to be heaved 
tighter or slackened off under the supervision of a responsible 
ship's officer, as circumstances warrant. 

Raising, lowering, connecting, tending and disconnecting of oil 
loading hoses as well as other labours and duties on shipboard 
connected with loading of cargo or maintaining mooring lines in a 
correct manner will be performed by the ship’s crew directed by a 
responsible officer as required by the Mooring Master. Loading of 
export tankers is through two 12 in. |.D. hoses with no. 150 ASA. 
flange rating. The weight of each hose is approximately 5 tons. 
All ships using Ardjuna Marine Terminal must be able to connect 
their manifold to the 12 in. hoses. Masters are reminded it is the 
ship's responsibility to provide such reducers as may be required 
to make the connection. 

The Mooring Master will report unsatisfactory conditions to the 
Company Marine Superintendent who may, in turn, reject the ship 
until corrections are fully made. All costs accruing therefore will be 
for the ship's account. 

The service of the Mooring Master are provided upon the express 
understanding and conditions that when any Mooring Master 
provided goes on board a vessel for the purpose of assisting such 
vessel, he becomes for such purpose the servant of the owners 
of the vessel and the Company shall not be liable for any danger, 
or injury, resulting from any advice, or assistance, or actions given, 
or made, by such mooring master while on, or in the vicinity, of the 
assisted vessel. 

The Company Marine Superintendent, or his designated alternate, 
shall be the sole authority to decide when the port is closed due 
to unsuitable weather conditions preventing normal working 
operations. 

Various combinations of wind, sea, and tidal conditions, also the 
size, length, ballasted trim, and handling qualities of a vessel can 
affect the decision to berth a vessel at Ardjuna. All of these factors 
have to be evaluated before a final berthing decision is made. 

Delays to vessels using Ardjuna Marine Terminal due to the port 
being closed because of bad weather conditions shall not be com- 
puted as used laytime when compiling vessel's turn around time. 

Request for the Terminal to stop the flow of oil cargo at a pre- 
determined tonnage must be in writing. The request must include 
the statement by the ship's Master that the Company will not be held 
responsible for any error and that in case of vessel being overloaded 
the excess cargo cannot be pumped back to the storage barge. 
Ship's Master will also be held responsible for any oil spills caused 
by this request. 

Typical Ardjuna crude specifications : 
36-0 


Gravity at 60°F. — 38:0 API 
Reid vapor pressure 6-0 = 120 PSIG 
Sulphur, wt. % 0-060 — 0-100 wt. % 
Kinematic viscosity at 100°F. 1-20 — 4:00 CS 
Pour point, °F. 90+ 

Carbon residue 0-50 — 1:45 wt.% 
BS &W 0-10 Vol. % 

Flash (TCC), °F. Below room temperature 
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TUGS: One tug to assist berthing and unberthing. A mooring laung 
will be available to pass line to the storage tanker on berthing, 
BERTH DESCRIPTION: The Ardjuna Marine Terminal Office 
are located on board a 137,673 dwt. storage barge of Liberian regis, 
designated Arco Ardjuna. Overall length of the storage barge , 
467 ft. 104 inches. 

The exact location of Arco Ardjuna SBM is in latitude 5° 54’ » 
South and longitude 107° 44’ 22” East. ; 

Total crude oil cargo capacity of the storage barge is 1,022 
gross barrels. Loading of crude oil will be through four A.O. Sm 
positive displacement meters, each having maximum capacity 
12,500 barrels per hour. A loading rate of approximately 35,000 barre, 
per hour can be accomplished. 

Two strings of floating hose 755 ft. in length and 16 in. insig 
diameter extend from the export SBM for the purpose of load; 
the export tanker, however, for the convenience of handling, they 
hose strings terminate into tanker rail hoses of 12 in. inside diamety 
All vessels not having 12 in. hose connections must provide the 
own reducers. 

EQUIPMENT: A ship may be rejected if, upon inspection, it is ny 
properly equipped, or if it is not suitably manned, or if it has dip 
ballast, or tanks unsuitable for the cargo. 

A vessel is suitably manned if it has a full complement of qualifie 
officers and a crew all of whom are in a sober condition, competes 
and willing to carry out their duties and orders. 

A ship must be equipped with a good working propulsion uy 
as passed by the appropriate survey society. Inoperative ship: 
or partially inoperative ships, will be rejected. Should it becom 
inoperative while at the Export SBM it will be removed at the vessel 
expense. 

No repairs are to be made while mooring or unmooring, or at th 
Export SBM without the express permission of the Marine Superi: 
tendent or his alternate. 

The export tanker must lift the export hoses from the water} 
means of its own derricks and using its own crew. ; 

A vessel must have both bower anchors in good working cond. 
tion and in such sizes and amounts as to meet either “Lloyd's » 
“A.B.S." standards although they may be, in fact, classified by othe 
societies. It is strongly recommended that anchors have propy 
anchor buoys attached to each anchor. 

All vessels must carry suitable stoppers for all Manila or syntheti 
lines for mooring use. 

Vessels to have suitable winches or capstans in good workin 
order and able to heave on the 12 in. braid lines from the Expo 
SBM. Such winches must have sufficient power to heave the shit 
to the position required by the Terminal Mooring Master. Powe 
supply to deck machinery must be maintained throughout the perio: 
ship is secured to the SBM. Failure to comply with this requiremer 
may result in cessation of loading and delay so caused will be fv 
ship's account. 

To assist in vessel's turn around, tankers should have all neces 
sary booms and cargo gear rigged and ready before ship is boardel 
by Mooring Master. 

Vessels which may consider the lifting capacity of their geartt 
be marginal should strengthen their gear accordingly. A commo 
way to do so is to rig a second topping lift on the boom. 
BALLAST: No facilities are available for disposal of dirty ballast 
It is the responsibility of the Ship's Master to see that no oil of ay) 
kind is pumped or spilled overboard from his ship. 

As soon as practical after arrival, all tankers will be inspected 
an Ardjuna Marine Terminal official for dirty ballast. During dis 
charge of ballast similar inspections will continue. 

If evidence of oil appears at any of these inspections, the ship w 
be rejected and will not be accepted again until satisfactory evident 
is produced that such ballast was disposed of in a proper manne! 
If, during inspection, or during progress of loading, it is reveale 
that ship's tanks are not tight, or that oil is leaking from the ship 
the ship may be rejected or refused further loading. 

A tanker must have sufficient ballast for safe handling having dui 
regard to existing weather and sea conditions. Through a carell 
watch of the weather and sea conditions, frequent exchange © 
information between ship and Terminal, and by a knowledge of tht 
behaviour of his own ship, a ship's Master may come to the Termine 
with a minimum ballast and thus lessen any possibility of infringe 
ment of sea pollution regulations. 

In addition to the lights usually displayed, vessels in the mooring: 
discharging ballast or loading cargo during darkness will brilliant! 
illuminate the sea around the ship, so that any pollution will b 
noticeable. 

Tankers equipped with a separate system of ballast tanks will & 
allowed to discharge ballast, and load oil simultaneously, providitt 
approval is first obtained from the company Marine Superinte™ 
dent. 

Most responsible ship owners have adopted a system of tat 
cleaning using circulatory methods of transfer of tank washing 
on shipboard and treating these washings with chemicals. Th 
result is that no oil is discharged into the sea and the oil separate’ 
is collected in a slop tank. With the written permission of lifting co™ 
panies, the Terminal will load on top of such slops. This system" 
highly recommended to avoid pollution of the Java Sea. 

Masters are warned that inspection of ballast is strict. 

If, at any time an overflow of crude oil occurs, loading will 
suspended immediately, and not be resumed until the oil is cleane 
up and removed from the decks of the vessel, and/or from the s¥” 
face of the sea, and any damage is repaired and no further dang® 
exists. It is stressed that during loading operations, the Ardju™ 
Cargo Supervisor will immediately slow down the loading rate 


receipt of a request for same from the ship's deck officer - in charge 
ot eeiagee of oil must be reported immediately to the Ardjuna 
Marine Superintendent, or his alternate, and, subsequently, a de- 
tailed report, in writing, submitted by the master of the vessel 
concerned giving all relevant details, 

ifthe ship's tanks are found to be leaking, it will not be accepted 
for loading unless satisfactory evidence of repair certified by Lloyd's 
of A.B.S. surveyors, or other recognised surveyors is submitted. | 

Any tanker rejected because of dirty ballast or sea pollution will 
automatically nullify his notice of readiness and will lose any priority 
of position for loading. Tankers with dirty ballast will be rejected and 
will have to tender a new notice of readiness upon second arrival. 

Owners and Masters are responsible to observe international 
convention laws and Indonesian Government regulations concerning 
pollution of the sea, having particular regard for this area of the 

ea. 
a neo of pollution include oily water from bilges, crude 
residual from previous voyages, or any other matter that may result 
in pollution of the sea. Any fines imposed shall be for ship's account. 
FRESH WATER: No fresh water is available. 
FUEL: No bunkers are availalbe. 
MEDICAL: No clinic is available. 
CONSULS: There are no consulates available at Ardjuna Terminal. 
However, there are many embassies and consulates represented in 
Djakarta about 59 miles South-west of the Terminal. 
CUSTOMS ALLOWANCES: Cigarettes, cigars, tobacco, 
matches, spirits, wines, beers, perfume, arms, ammunition and 
possibly other items have to be locked up under Customs’ seal from 
time of arrival of ship in port until time of leaving territorial waters. 
Each person is allowed to bring in 200 cigarettes or the equivalent 
in grams of tobacco or cigars. } 

Special allowances are made for the Master under special circum- 
stances. 

REPATRIATION: No crew changes. If emergency conditions 
prevail, for humanitarian reasons exceptions to the foregoing may 
be permitted. All expenses incurred will be for ship's account. 
TIME: Ardjuna time is GMT plus 7 hours throughout the year. 
SHORE LEAVE: Not allowed. 

FIRE-FIGHTING EQUIPMENT: Fire-fighting equipment such as 
salt water hoses, fire hoses, on a reel and fire extinguishers will be 
available on the storage barge. 

REGULATIONS: The ship's Master is responsible to ensure that 
no communications by radio is allowed within the terminal area. 
Unauthorised radio communications will be cause for cessation of 
all operations, except clearing of the berth, and vessel's Notice of 
Readiness will be immediately nullified. No repairs are to be made 
while berthing or unberthing, or alongside the storage barge. The 
indonesian Flag must be flown throughout the vessel's stay in port 

The laws of Indonesia govern this Terminal and all personnel are 
urged to abide by them. 

Only authorised personnel or visitors are permitted on the storage 
barge and/or export tanker. 

GENERAL: The crude oil testing laboratory is equipped to perform 
the following tests: API gravity, BS&W and pour point. Any addi- 
tional tests that may be required will be performed in Djakarta. 

For convenience, mail for personnel on incoming tankers may be 
sent to the Djakarta office of the Company for transmittal to the 
tanker when it arrives at Ardjuna Marine Terminal. Except on an 
emergency basis, spare parts or other material will not be accepted 
for delivery to incoming tankers. 

AUTHORITY: P. M. Pertamina, Djalan Perwira Nos. 2-6, Djakarta, 
Indonesia. P. N. Pertamina, the Indonesian State Oil Company, 
handles all agency matters for tankers 

TERMINAL OPERATOR: Atlantic Richfield Indonesia, Inc., 47 
Djalan Sriwidjaja Raya, PO Box 63/DKT, Djakarta, Indonesia. 


BALIKPAPAN: 01.13 S. 117.00 E. 


DOCUMENTS: Upon arrival vessels have to produce the following 
Certificates and Documents, which will remain in the Harbour- 
master's custody until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Loading Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

10 Crew Lists and Passenger's Lists. 

Ship's Articles. 

2 Stores Lists. 
PILOTAGE: Compulsory pilotage. Application for Pilots can be 
re via Radio Station or the Signal Station on Tokong Hill 
essels arriving by night should anchor off the outer buoy and 
Piet call sign to the Signal Station. Pilot boards in position 
in 30” S. 116° 54’ 30” E. Vessels leaving should order a Pilot at 
hours prior to departure and when leaving between 0600-1200 
F mac should be made befare 2000 the preceding day. If vessel's 


ra t exceeds 70 dm. same should be mentioned in the pilot's cable 
&pplication. 
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APPROACH: The surrounding land is in general low with few 
conspicuous hill rows as background. Only the high spit on which 
Balikpapan is built can be used as a landmark with the regular 
cone-shaped hill Tokong. 

RESTRICTIONS: Mooring and unmooring is restricted to daylight 
hours only. 

MAX. SIZE: Tankers: Shell normally permit maximum LOA of 
750 ft. Drafts are restricted by the bar where the depth below chart 
datum is 25 ft. 3 in. Minimum keel clearance required is 1 ft. 3 in. 
Sailing drafts depending on rise of tide up to a maximum of 33 ft. 
salt water. 

HEALTH: Vessels arriving from abroad have to apply well in 
advance from the Department of Health (Quarantine Section) for 
provisional free pratique, as said pratique has to be cabled to the 
port concerned. The provisional free pratique is only valid for the 
port concerned, the next port of call must be a First Class Port as 
no further provisional free pratique will be issued, unless the 
vessel sails directly abroad. 

TUGS: One small tug is available. 

BERTHING: Dry-cargo jetty 1: berth length: 240 metres with depths 
alongside 75 dm at LWS. Combination dry cargo and oil: berth 
length: 300 metres depth 75 dm at LWS 

TANKERS: Jetties 3, 4, 5, 6, 7, and 8 are oil berths. When alongside 
vessels should keep two wires ready over the water-side that vessels 
can be towed away in case of emergency. 

STEVEDORES: Working hours: 0700-2000 Monday-Friday. 
07.00-15.00 Saturdays. 0700-1500 overtime if required. 

FRESH WATER: Available in limited quantity. 

FUEL: Available at the berth 200 tons/hour. Coal not available. 
PORT SECURITY: Maintained by members of the Indonesian 
Armed Services, usually, Police, Navy or Marine and Army. Crew- 
members should be in possession of a shore-pass issued by the 
Port Authority, accompanied by an identification card when leaving 
or entering the guarded gates of the Port Area. Shore passes can 
be obtained via the Agencies. 

CUSTOMS: It is strictly prohibited to take undeclared foreign 
currency ashore. Crew members are not allowed to take more than 
Rp. 50.- (fifty Rupiahs only) ashore. It is recommended that Masters 
consult the Agents with the local prevailing Customs with regard to 
currency, cigarettes, spirits, etc., to prevent unnecessary difficulties 
and eventually fines. 

AUTHORITY: Department of Sea Communications. 


BANJUWANGI: 08.13 S. 114.23 E. 


OLD PORT NOW PRACTICALLY CLOSED (SEE NEXT ENTRY). 


DOCUMENTS: Customs and Harbour Master requires: 

Crew List. 

Passenger List. 

Customs Documents. 

Health Certificate. 

Port Clearance. 

Harbour Report. 

Derat. Certificate. 

Radio Certificate. 

Certificate of Registry. 
PILOTAGE: Not necessary because anchorage open. 
ANCHORAGE: Position: Lat. 8° 12’ 8” S. Long. 114° 23’ 16” E. 
Depth 25-30 metres. 
MAX. SIZE: No restrictions, vessels must be anchored outside 
harbour. 
HEALTH: All vessels boarded by Harbour Quarantine on arrival. 
RADIO: Name: Department of Sea Communication. Call Sign: 
8 AD 5 with freq. 8110 kc/s. Shore radio station only used for district 
contact (used by Department of Sea Communication). 
TUGS: Two tug boats belong to P.N. Djakarta Lloyd Banjuwangi 
Branch. 
BERTHING: Distance 500 to 750 metres from lighthouse. Anchor- 
age berths only. 
STEVEDORES: 6 gangs available. P.N. Djakarta Lloyd Banjuwangi 
Branch. One gang consists of 13 labourers, 1 mandor, 1 tallyman, 
2 winch drivers, 1 commander. 
MEDICAL: Arranged by Department of Health. 
FRESH WATER: Available; delivery by barge. 200 tons p/day. 
After work hours 50% extra. At night 100% extra. On Sundays and 
holidays 200% extra. 
FUEL: None available. 
GANGWAY/DECK WATCHMEN: None available from shore. 
OPENING/CLOSING HATCHES: Arranged by stevedores. 
CUSTOMS ALLOWANCES: 50 cigarettes each crew member. 
Packs or tins of tobacco must be open before going ashore. Wine 
reors spirits: Enough for own use, if more required must pay import 

uties. 
CARGO GEAR: Ship's gear used. Cargo loading on board by 
lighters. 
IDENTIFICATION CARDS: Required. 
CONSULS: No local representation. 
REPAIRS: No facilities. 
REPATRIATION: Not possible. 
TIME: GMT plus 7 hours. 
HOLIDAYS: On Sundays and holidays no work available, but if 
necessary, work can be arranged. No work when raining. 
POLICE/FIRE/AMBULANCE: Police and ambulance available. No 
fire brigade. 
TELEPHONES: No facilities for placing telephones on board. 
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SHORE LEAVE: Allowed. 

DELAYS: Possible. During loading if it rains. 

AUTHORITY: Penguasa Pelabuhan, Djalan Pelabuhan Banju- 
wangi. Tel. Bwi. 201. 


AGENT: P. N. Djakarta Lloyd. Djl. Pelabuhan 32, P.O.B. 7. Port 
Banjuwangi. 


BANYUWANGI (Port Meneng): 08.07 S. 114.23 E. 


DOCUMENTS: Customs and Harbour Master require: 

Crew List. 

Custom Documents. 

Health Certificate. 

Port Clearance. 

Harbour Report. 

Deratisation Certificate. 

Radio Certificate. 

Certificate of Registry. 
PILOTAGE: Compulsory pilotage for vessels over 5,000 gross tons. 
Pilots must be ordered by respective Agent at least 48 hours in 
advance of the time their service is required. 
MAX. SIZE: Draft alongside quay maximum 40 ft. Present quay 
permits maximum LOA of 500 ft. Bar 200 metres east of quay, depth 
below chart datum is 24 ft. 
RESTRICTION: Mooring and unmooring is restricted to daylight 
hours only. 
HEALTH: All vessels boarded by Harbour Quarantine on arrival. 
RADIO: Name: Department of Sea Communication. Call sign: 
8 AD 5 with freq. 8110 kc/s. Shore radio station only used for district 
contact (used by Department of Sea Communication). 
TUGS: Two small tugboats are available. Both of 80 h.p., owned 
by P. N. Djakarta Lloyd. 
BERTHING: Present berth length 50 m., to be lengthened to 
150 m. in 1974. Depth alongside 43 ft. 
STEVEDORES: 6 gangs available. P. N. Djakarta Lloyd Banyu- 
wangi Branch. One gang consists of 1 foreman, 2 winch drivers, 
1 pilot and 13 labourers. 
MEDICAL: Arranged by Department of Health. 
FRESH WATER: Available. Handled by Harbour Board, with a 
loading capacity of about 300 tons per day. 
FUEL: Not available. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Normally by stevedores. 
CUSTOMS ALLOWANCE: 50 cigarettes each crew member. 
Packs or tins of tobacco must be open before going ashore. Wines 
and/or spirits enough for own use. If more required must pay import 
duties. 
CARGO GEAR: Ship's gear used. 
IDENTIFICATION CARD: Required. 
CONSULS: No local representation. 
REPAIRS: No facilities. 
REPATRIATION: Not possible. 
TIME: GMT plus 7 hours. 
HOLIDAYS: On Sunday and holidays no workers available, but if 
necessary work can be arranged, except Independence Day (17th 
August) and 1st Sjawal (Idhul Firti/Moslem Holiday). 
POLICE/FIRE/AMBULANCE: Police and ambulance available. 
No fire brigade. 
TELEPHONES: No facilities for placing telephones on board. 
SHORE LEAVE: Allowed, shore pass required. 
DELAYS: Possible. During loading if it rains. 
AUTHORITY: Kepala Pelabuhan. Jalan Pelabuhan Banyuwangi, 
Tel. 201, 682. 


AGENT: P.N. Djakarta Lloyd Banyuwangi Branch. Tel. 363, 386, 432. 
Post Box 7 Banyuwangi. 


BELAWAN: 03.48 N. 98.43 E. 


DOCUMENTS: Upon arrival ships have to fill in the following 
Forms: 

Harbour Report obtainable from the boarding Pilot, or from the 

Harbour-master. 

Pilot's Certificate. 
Upon arrival vessels have to produce the following Certificates and 
Documents, which will remain in the Harbourmaster's custody 
until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger’s Lists. 

Ship's Articles. 

Other certificates and documents as required. 

2 Stores Lists. 
RESTRICTIONS: Bar is excessively silting and continuous 
dredging is necessary to keep the shallowest part at 8 metres at 
LWS. Narrowest part of channel is 50 metres wide. 
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Outer roads about 600 metres square marked by light buoy, 
pilot light vessel. This roadstead is approx. 600 m. wide, the CEN; 
of which is the range-line of the swept channel. This channel 
provided with buoys and beacons. 

PILOTAGE: Compulsory pilotage for vessels over 500 M3 ros 
consisting of sea and harbour (docking) pilotage; working houy 
0600-1700 W.I.T. Pilots must be ordered by the respective Agen 
at least six hours in advance of the time their service is require 
Vessels will not be taken alongside wharf unless the vessel can}, 
berthed before 16.00. Incoming sea pilot embarking at anchora, 
when berth has been alloted. Harbour pilot boarding on passj,, 
harbourlimits. Outward harbour and sea pilot will board vessel alon. 
side wharf, while harbour-pilots will disembark at harbour lim 
and sea pilot at the anchorage in outer roads. 

TUGS: Two tug-boats, Laut Timor and Asta, both of 650 ho, 
owned and operated by P.N. Tunda Bara (State owned), assist ; 
mooring and unmooring, towing of lighters, supply steam, etc, Thy 
“Brahmayuda" of 350 h.p. is owned and operated by the Harboy 
Board and used in cases of emergency only. 

RADIO: Coastal Radio Station: Call sign PKT; Class 4; 
Frequency 8714, A2, Frequency 8754.4. 

BERTHING: Ocean Quay: Depth alongside 8.0 to 8.50 metre 
Old Belawan: Depth alongside 6.0 metres. 

Mooring buoys: There are two sets of moorings laid in the rive 
i.e. in Old Belawan, but mooring is subject to the following cong, 
tions: approval of Harbourmaster who views each case separate) 
from the point vessel's draft and the tide in the river. 

If granted, the following ropes must be used both fore and aj 
2 good manilla ropes, 1 strong steel wire with shackle complet: 
1 slip wire. 

STEVEDORES: Working hours: Monday-Thursday 0800-120) 
1300-1600. Friday 0800-1100, 1300-1600. Saturday 0800-1200, 1300-15) 
Overtime to be applied with authorities concerned is usually granted 
on working-days during meal-hours, from 1600-2000 and occasional 
till 2200 hours; on Sundays and holidays, except Independence Day 
1st Ramadhan, Christmas and 1st January. 

FRESH WATER: Handled by the Harbour Board. Artesian wells 
all along the Ocean quay with a loading capacity of about 10 ton 
per hour. The water is regularly laboratory checked and declare) 
drinkable but boiling before use remains recommended. 

FUEL: Coal not available. Oil, at 5 points on the quay alongsid 
go down 18 and 19 for Stanvac diesel and marine fuel oil, applice. 
tions for which must be made 2 weeks in advance. Pumping cape 
city about 60 tons per hour. 

REPAIRS: Slipways available for small craft only. Machine-shops 
available for minor repairs. Radio repairs available, viz. the Pos 
Telegraph and Telephone Office. Electronic repairs not available, 
PORT SECURITY: Maintained by members of the Indonesia 
Armed Services, usually, police, Navy or Marine and Army. Crew 
members should be in possession of a shore pass issued by the 
Port Authority, accompanied by an identification card when leaving 
or entering the guarded gates of the Port Area. Shore passes can bs 
obtained via the Agencies. 

CUSTOMS: It is strictly prohibited take undeclared foreign cur 
rency ashore. Crew members are not allowed to take more tha 
Rp. 50.- (fifty Rupiahs only) ashore. It is recommended that Masters 
consult the Agents with the local prevailing Customs Regulations 
with regard to currency, cigarettes, spirits, etc., to prevent unneces- 
sary difficulties and eventually fines. 
AUTHORITY: Departmeen Perjubungan, 
Perhubungan Laut. 


AGENT: P. N. Djakarta Lloyd, Medan Branch Office, Djl. Keseniat 
No. 4, Port Medan/Belawan. 


Direktorat Djendr 


BIMA: 08.25 S. 118.42 E. 


DOCUMENTS: 
6 Crew Lists. 
6 Vaccination Lists. 
6 Stores Lists. 
6 Passenger Lists. 
PILOTAGE: None available. 
ANCHORAGE: 300 metres off the quay in depths of 16 metres. 
RESTRICTIONS: None, vessel may enter harbour day or night. 
MAX. SIZE: Not limited at anchorage. 
phd Coastal Radio Station, cable address Pelni Bima by Pos! 
ice. 
TUGS: No tug-boat available. 
BERTHING: Entering and sailing allowed after dark. No berthing 
facilities except for very small ships. 
STEVEDORES: Ordered by Agent. No work allowed on Muslit 
holidays, New Year and 17th August. 
MEDICAL: One government hospital available. 
FRESH WATER: None available. 
FUEL: None available. 
GANGWAY/DECK WATCHMEN: None available, police and 
Customs officers posted on board. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
AIRPORT: Flights from Bima to Sumbawa, Ampenan, Bali. 8Y 
AOA Zamrud (Dakota) every Sunday, Tuesday, Thursday and 
Saturday. Aviation Corporation. 
TIME: GMT pius 8 hours. 
HOLIDAYS: Muslim holidays, New Year, 17th August. 
TELEPHONES: No phone connections between ship and short 
available. 


ORE LEAVE: Crew members are allowed to go ashore and 
arranged by Agents. : : 
ELAYS: One motor-boat, four lighters each of 15 tons and one 
4 of 25 tons. Loading general cargo live buffaloes and fodder. 
po heavy cargo max. 7 tons each lift can be handled through lighters, 


AGENT: Pelni Bima. Nusatenggara Barat Indonesia. Cable address: 
Peini Bima. Tel. Office No. 46. Residence: No. 7. 


BITUNG: 01.26 N. 125.12 E. 


PORT LIMITS: The area between limits: 

425° 10 E. 125° 13.5’ E. 

of’ 25° N, 125° 10’ E. to coastline of Lembeh Isalnd. 

ot” 27’ N. 125° 13.5’ E. to coastline of Sulawesi. 

Coastline of Lembeh Island between lat. 01° 25’ N. 125° 13.5’ E. 

Coastline of Sulawesi between 125° 10’ E. and lat. 01° 27’ N. 

DOCUMENTS: 

4 Crew Lists. ‘ 

4 Lists Passengers in Transit. 

4 Lists Passengers Disembarking. 

3 Cargo Lists. 

3 Provisions Lists. 

{ List of Articles new and Customs-barred in possession each 
crew member - cameras, binoculars, radios, cigarettes, tobacco, 
etc. 

Ship's Register. 

international Vaccination Certificate for Crew and Passengers. 
(Especially for International Travellers). 

Health Book/Maritime Declaration of Health. 

Derating Exemption Certificate. 

PILOTAGE: Contact Coastal Radio Station Bitung (call sign PKM), 

telegram address: Port Administration Bitung; advance notice of 

ETA 24 hours. Pilot boat: motor launch, light grey. Requiring a 

Pilot: flag, sound and Morse Signal: “G" anchorage for vessel 

awaiting a Pilot: the area between: 01° 26.3’ N., 125° 10’ E.; 01° 25’ N. 

125° 10.8’ E. and 01° 24.1’ N., 125° 07.1’ E.; 01° 24.1’ N., 125° 09.9’ E. 

ANCHORAGE: The area between coast of Lembeh Island and 

coast of Sulawesi: 01° 27’ N., 125° 12.3’ E.; 01° 26.2’ N. ,125° 13.5’ E. and 

01° 26.3 N., 125° 10’ E.; 01° 25 N., 125° 10.8 E. Depths: 42 ft. to 114 ft. 

RESTRICTIONS: No restrictions night entry. 

MAX. SIZE: Draft alongside pier, maximum 32 ft. 

HEALTH: Vessels coming direct from other countries or coming 

from infected port: ‘‘Q" flag to be flown. Pratique procedure and 

action necessary to obtain pratique according to the Int. Sanitary 

Regulations. 

RADIO: Bitung Radio/PKM for vessels to route ETA cables to 

Agents, receivers, etc. 

TUGS: None available. 

BERTHING: Depth alongside pier 18 to 34 ft. dependent location. 

STEVEDORES: Arranged by handling Agent. 

MEDICAL: Masters to advise by radio prior arrival if medical 

—- requiréd aboard. Vaccination/fever certificates required, 
copies. 

TANKERS: One oil jetty for domestic tankers. 

DENSITY: About 1030. 

FRESH WATER: Available from hose connections on the pier, 

at a rate of 100 tons per hour, or by barge. 

FUEL: Not all grades fuel available. Diesel and marine lubricants 

can be supplied. 48 hours notice required. 

DEVELOPMENTS: Extension of pier to total length of 1,821 ft. 

to be completed 1975/1976. 

REPAIRS: Some deck and minor engine repairs are possible at 

wer. dockyard. Radar and electronic repair available, but not for 
ig repairs, 

GANGWAY/DECK WATCHMEN: Not needed. 

OPENING/CLOSING HATCHES: Normally by crew/stevedores, 

otherwise according charter party. 

SHIP CERTIFICATES: Registered Tonnage Certificate and all 

certificates normally required to be on board. 

CUSTOMS ALLOWANCE: 100 cigarettes or 20 cigars or 100 gram. 

tobacco each crew member; 1 bottle wine or spirits for each crew 

member, 

popecors: Commodity to be worth US$25 per person or US$100 

mily. 

CARGO GEAR: Loading and discharging by ship's own derricks, 
hore cranes capacity 15 and 35 tons. 

IDENTIFICATION CARDS: Shore pass issued by the Immigra- 

tion Office for crew members at Agent's request. 

CONSULS: Philippines only. 

REPATRIATION: Facilities available. 

AIRPORT: About 50 km. from port of Bitung. Regular airlines: 
“Garuda” seven flights a week, ‘‘Mandala” two flights a week and 
amrud” three flights a week. 

Lf Local time GMT plus 8 hours, permanent. 

HOLIDAYS: New Year's Day; Idul Adha; 1st Muharam; Ascension 
De Birthday of Prophet Mohammad; Good Friday; Proclamation 
ay (August 17); Ascension Day of Prophet Mohammad; Idul Fitri 
Bs Christmas Day. 

SRUICE AMBULANCE /FIRE: Police 107; Ambulance 24; Fire 111. 

ORE LEAVE: Crew members are allowed ashore with a shore 

oo issued by the Immigration Office. 

aUTHORITY : Port Administrator, Port Administration Bitung, 
itung. Tel. Bitung 60. 


INDONESIA 


CINTA TERMINAL: 5.30 S. 106.14 E. (See Plan) 


DOCUMENTS: The following documents are required for immedi- 
ate inspection by the Terminal Officials: 

Maritime International Declaration of Health. 

Valid Deratisation or Exemption Certificate. 

6 copies of Crew Lists. 

Passenger List, if any. 

Smallpox Vaccination Certificates for all crew members or 

passengers within three years. 

Certificates of Inoculation against any communicable diseases. 

Valid Passports and/or Seaman's Certificates for all crew members 

or passengers. 

Notice of Readiness. 

Indonesian Consular Clearance. 

1 Crew Declaration of Personal Belongings. 

1 Ship's Stores Inventory. 

6 copies of Cargo Manifest for Cinta Terminal loading. 

1 Copy of Cargo Manifest for Transit Cargo with a Summary. 

1 Copy of Passenger Manifest. 

Clearance from the last port of call will be required by the Govern- 
ment Authorities. Crew Lists and Crew Declaration of Personal 
Belongings must be on the approved Indonesian documents. 
Vessels are advised on their initial visit to the port to obtain sufficient 
forms for future visits. 

In the normal course of events, Cinta Terminal acts as tanker agent 
and prepares all crude oil documents. No charges are made for these 
services. A tanker will be considered clear to depart Cinta Terminal 
when the crude oil loading documents and his outward clearance 
certificate have been delivered to the Master of the vessel. 
EQUIPMENT: A vessel must have both bower anchors and ground 
tackle in good working condition and in such sizes and amounts as 
to meet either “Lloyds” or “A.B.S.” standards, although they may 
be in fact classified by other societies. It is strongly recommended 
that anchors have proper anchor buoys attached to each anchor. 

All vessels must carry suitable stoppers for all Manila or synthetic 
lines for mooring use. 

Vessels to have suitable winches or capstans in good operating 
condition on the forecastle deck. Constant tension-type winches 
may not be used except when they can be solidly locked and the 
constant tension feature not used. 

PILOTAGE: Pilotage is compulsory within the Terminal limits. 
Vessels to be moored at Cinta Terminal will be boarded by Cinta 
Terminal Mooring Master in the anchorage area. The Mooring Master 
will advise the ship's Master on approaches to the SBM, mooring, 
unmooring, connection and disconnecting hoses, and all other 
operations within the Terminal area. Vessels are requested to have a 
pilot's ladder, safely and securely rigged, ready for immediate use 
and long enough to meet the Mooring Master's launch. Vessels 
will provide a lee for the Mooring Master, both when boarding and 
leaving: Also alight line should be ready to take aboard the Mooring 
Master's portable radio. 

ANCHORAGE: Position centre is 5° 29’ 10” S., 106° 15’ 30” E. 
which represents the centre of a circle with a radius of approximately 
one mile which must be used by vessels required to wait at anchor. 
Anchoring within the Terminal Area is prohibited. Mooring Masters 
will board arriving tankers in the anchorage area. 

The hold area is South of the SBM with water depth of 18 to 
20 fathoms. Holding ground is fairly good. Area is large enough 
for sufficient manoeuvring and swinging room for several vessels. 

If a tanker is not scheduled to berth on arrival (e.g. another vessel 
is already in the berth, or the Terminal is closed on account of 
adverse weather, etc.), Master will be advised by radio and requested 
to anchor. 

RESTRICTIONS: Weather permitting, Cinta Terminal will operate 
on 24 hours per day, 7 days per week. Tankers will be berthed during 
daylight hours only and unmoored on 24 hours basis provided the 
berth is not occupied and/or storage is not critical. 

MAX. SIZE: Minimum size tanker acceptable: The minimum sized 
tanker acceptable at the Terminal will be not less than 20,000 dwt. 

Maximum size tanker acceptable: The maximum sized tanker 
acceptable at the Terminal calling for a full cargo will be 55,000 dwt. 
Larger tankers may be accepted subject to weather conditions at 
the time of loading without recourse to ILAPCO for any delays. 
NAVIGATION AIDS: The SBN is fitted with a five nautical mile 
white flashing light; flashing at a rate of 60 flashes per minute. 
The SBM is located approximately latitude 5° 27’ 39” S. and longitude 
106° 14’ 44” E. and bears 318° True, approximately 51 nautical miles 
from the Port of Jakarta. 

The SBM is also equipped with a foghorn having a 2 second on 
and 18 second off sequence. 

A large 602 ft. long barge Cinta Natomas is used for storage of 
crude oil and for accommodation and headquarters of Cinta Terminal 
personnel. It lies permanently anchored to an SBM 5° 26’ 40” S. 
and 106° 14’ 42” E. on a line bearing approximately N. 88° W. and 
5,800 ft. from the location of the SBM. The barge shows lights and 
shapes as prescribed in the International Regulations for preventing 
collisions at sea for vessels engaged in underwater operation, see 
Rules 4 (c) and 11 (b) (c) (d). The barge is also equipped with a 
foghorn with 5 seconds on and 55 seconds off sequences forward 
and 5 seconds on and 55 seconds off abaft, 10 seconds apart. 

Four permanently fixed oil producing structures are located in 
the Terminal area: 

Cinta platform “A” rises approximately 65 ft. above water and is 
located approximately 7,100 ft. from the barge at 5° 26’ 23” S. by 
106° 15’ 50” E. 

Cinta platform “‘B" is an identical structure to platform “A” and 
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is located at 5° 27’ 01” S. and 106° 15’ 22” E. and 4,500 ft. from the 
barge. 

Cinta platform “A” and “B" have heliports. 

Cinta platform “C" rises approximately 54 ft. from mimimum low 
water and is connected by a 110 ft. long bridge to Cinta platform 
“B" on the East side. 

Kitty platform “A” is located about 33,000 ft. from the barge at 
5° 30’ 57” S. and 106° 11’ 59-5” E. This platform rises approximately 
54 ft. from minimum low water. 

RADIO: 

Cable address: ‘‘\iapco Jakarta”. 

Telex : 4221. 

Operating Schedules and frequencies: Direct communication by 
radio telephony between Cinta Terminal (call sign: 6ZFT) and in- 
coming vessels will be by: amplitude modulation (A3, A3H and 
A3J) operation in the 2-4-8 and 12 mHz bands and by International 
Marine VHF Channel 16. (156°80 mHz). 

CintaTerminal (call sign: 6ZFT) particulars are as follows: operated 
by: Independent Indonesian American Petroleum Company 
(IIAPCO). Position: Lat. 5° 26’ 40” S. Long. 106° 14’ 42” E. Hours of 
operation: 24. 


Frequencies Class Power Mode 
2182 kHz A3, A3H, A3Jd 150 W AM 
2398 kHz A3, A3H, A3d 150 W AM 
2638 kHz A3, A3H, A3J 150 W AM 
2738 kHz A3, A3H, A3J 150 W AM 
4078-0 kHz A3, A3H, A3d 150 W AM 
4456-0 kHz A3, A3H, A3d 150 W AM 
8281-2 kHz A3, A3H, A3J 150 W AM 
8223-6 kHz A3, A3H, A3Jd 150 W AM 
12421-0 kHz A3, A3H, A3Jd 150 W AM 
International Marine VHF Channels: 
6 — 156:30 mHz Simplex 
12 — 15660 mHz Simplex 
13 — 156-65 mHz Simplex 
14 — 156°70 mHz Simplex 
16 — 156-80 mHz Simplex 


20 — 157:00 mHz Receive 161-60 mHz Duplex 
26 — 157-30 mHz Receive 161-90 mHz Duplex 


28 — 157-40 mHz Receive 162:00 mHz Duplex 


Notes: 6ZFT keeps continuous watch on 2182, 4456 and 8281-2 kHz. 
6ZFT keeps continuous watch on VHF Channel 16. 

All communications between ships and Cinta Terminal (6ZFT) 
will be way of this station except should a vessel be unable to 
contact 6ZFT, she should send messages through: Singapore 
Radio/9VG or Pertamina Radio/PKI-2 

Initial Communications : \t is most important that ships establish 
communications with the Cinta Terminal (6ZFT) not less than 
72 hours prior to arrival at the Terminal, giving estimated time of 
arrival. Further ETA information should be sent when the vessel is 
48 hours, 24 hours, 12 hours and 4 hours distance or any time a 
change of one hour in original ETA occurs. These messages should 
specifically state whether ETA is given in GMT (Z) or local time (K). 

Cinta Terminal time is GMT plus 7 hours throughout the year. 

The 72 hours signal should include the following: 

. Name of vessel and radio call sign. 

. ETA and date. 

Cargo requirements. 

. Deballast time. 

Maximum loading rate. 

Vessels draft on arrival. 

If there is any sickness aboard or clean bill of health. 

. Last port of call. 

. Any hull, bulkhead, valve or pipeline leaks on vessel which 
could affect loading or cause pollution. 
10. Distance in feet from bow to vessel's loading manifold. 

On receipt of the first signal from a vessel Cinta Terminal (6ZFT) 
will transmit a message to her giving preliminary requirements and 
details as to Terminal. Masters are urged to comply with this in all 
details in order to facilitate vessel turn-around and Government 
formalities. 

Communications within 4 hours of terminal: Once ships are within 
the 4 hours distance of Cinta Terminal (6ZFT) communication, valid 
radio-telephone communications on International Marine VHF may 
be established on Channel 16 (156:80 mHz). This channel is moni- 
tored continuously. 

Once contact has been made on Channel 16 further conversation 
will be conducted on a mutually compatible channel. 

The 4 hours signal should confirm information on the time she 
will require to discharge ballast after arrival. Precise time of arrival 
should be given when the ship is 4hours distance from the Terminal. 

Communication in Terminal: The Mooring Master will be in direct 
control of all ship communications while in the Terminal Area. Any 
unauthorised communications will be cause for cessation of all 
operations excepting clearing the berth, and the vessel's Notice of 
Readiness will be nullified immediately. 

PRATIQUE: In accordance with international practice, quarantine 
signals must be displayed by all vessels approaching Cinta Terminal 
area. These signals shall be displayed continuously until pratique 
is granted. By day the flag of Indonesia should be flown throughout 
the vessel's stay in port. The boarding officials will attend the 
incoming vessel from the Cinta Terminal launch. 

NOTICE OF READINESS: After arrival in the anchorage area 
and when the tanker is in every respect ready to load, the Master 
may tender his Notice of Readiness. Notice of Readiness will not be 
accepted during periods when the Terminal is closed. The Terminal 
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CONMAPWN= 


is ‘‘closed"’ when the weather is such that it is too rough for inco 
tankers to berth. The decision regarding the opening and closing; 
the Terminal will rest with the Terminal Superintendent. Ten, 
by vessels to load crude oil cargo will be normally accepted ay 
berth assigned to vessels in chronological order of arrival PrOVide 
such vessels have current nomination for cargo valid at the time, 
tender, carry clean ballast (if any), and have cargo tanks in fit cong 
tion to receive cargo. Also they must be in all respects pro 
equipped and ready to moor. Should berthing be delayed on accoy 
of bad weather, vessels will keep their position in line. 

TUGS: Tugs and/or launches may assist in berthing vessels. They 
are under the direct supervision and control of the Mooring Masi 
BERTH DESCRIPTION: The Terminal and Production Adm, 
strative Offices are located on board the 143,000 dwt crude sto 
barge Cinta Natomas permanently moored approximately 5,800; 
on a line bearing North 88° W. from the SBM. The nearest port ws 
facilities is Jakarta approximately 51 nautical miles South-east, 

The single point mooring buoy berth (SBM) is 11 metres in dg 
meter, and designed to handle tankers in the 55,000 dwt. class,» 
larger, during reasonable weather. The buoy is equipped with dy 
12-inch floating hose with ASA 150 pound flanged connection 
Both strings must be taken aboard. Loading rates will be fro 
13,000 to 40,000 barrel per hour range. The SBM is also provided wi 
two permanently attached 12-inch circumference synthetic fit, 
floating mooring lines. These lines should be held under tension} 
the vessel at all times. ; 
MOORING: Tankers are requested to have ready on the forecas 
head the following: 

(a) Messenger lines on the forecastle head for bringing 2 Moorin, 

lines aboard from the SBM (minimum 6-in. circumference), 

(6) Mooring winches on forecastle head for handling two 12 

ota gape synthetic fibre floating mooring lines from th 

(c) Adequate chafing gear to prevent damage to mooring lines 

(d) Derrick rigged and ready to pick up from launch, mooriy 

shackles, nylon stops and hose connection gear on the py 
side midships. 

On the near approach to the buoy a launch will attach a ship| 
line to one of the Terminal’s floating mooring lines. This will & 
hove aboard and secured to the towing brackets, if the ship is » 
fitted, or otherwise secured by a ship’s mooring wire and nylon sty 
previously passed aboard. The same operation will be repeated wit 
the second mooring line. 

The Mooring Master may require the vessel to unmoor at any tin 

he deems it necessary for the safety of the vessel or mooring buy 
or both, or infringement of the Terminal regulations. 
HOSES: The Mooring Master along with a ship's officer will direc 
the ship's crew in the raising, lowering, connecting and disconnect 
ing the oil loading hoses as well as all other labour pertaining to th 
loading of crude. The Terminal will not provide any labour for wor 
done aboard the vessel. 

Vessels must be adequately equipped with boom, blocks, tackle, wit 
runners and sundry equipment on the port side to hoist the floatiny 
hoses from the sea to the loading position. (5 tons minimum hols 
size required.) Vessel’s loading manifolds should be prepared fv 
two 12-in. ASA 150-lb. flanged hose connections prior to vessel: 
arrival at Terminal. Where no crossover valves exist on loadin 
manifolds it is recommended that loops between loading lines onth 
starboard side of these manifolds be fitted. 8-in. hose connection 
to be removed; also, if necessary, “Y'’ pieces removed so tht 
maximum flow through the 12-in. cargo hoses will not be reducet 
To assist in vessel's turnaround, tankers should have all necessa 
booms and cargo gear rigged and ready before ship is boarded }) 
Mooring Master. 

Vessels which may consider the lifting capacity of their gear! 
be marginal should strengthen their gear accordingly. A comme 
way to do so is to rig a second topping lift on the boom. 
LOADING: Before the loading begins, the Master wil ensure the 
all Terminal and Port Regulations pertaining to the readiness ¢ 
the vessel have been complied with; that the vessel is manned an 
in all respects ready to receive crude, and that all precaution 
required by the circumstances have been taken. 

All communications relative to the loading of the vessel shall t 
routed through the Mooring Master who will remain in contact wi? 
storage barge Cinta Natomas constantly via portable VHF Units 
In case of temporary breakdown of the portable VHF circuit, conta’ 
may be continued on International Marine Channels if the vessel 
so fitted. 

Should communications with the Cinta Natomas fail, loadin 
ceases. An emergency cessation of loading may be effected by! 
continuous sounding of the ship's whistle. 

The maximum loading rate will be 40,000 barrels per hour. (5,3 
long tons per hour). Loading will commence with one pump; whe 
the vessel advises that the cargo is flowing into the tanks, the loadi"t 
rate will be increased until the desired rate has been reached. 

Vessels shall not close down against the incoming oil flor 
Vessels will be held liable for damages resulting from failure “ 
observe this precaution. 

The vessel must give 30 minutes notice to the Cinta Natom® 
before starting to “top-off", and shall advise if a decrease in loadi"t 
rate is desired. 

The vessel must give 15 minutes’ notice to the Cinta Natom® 
prior to the completion of loading, at which time the Cinta Natom® 
may reduce to one pump. 

On completion of loading, all pumps will be stopped loading hos® 
disconnected, and blind flanges with gaskets installed on the loadi"t 
hose before lowering over the side. There should be no leakagt 
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i cargo tank openings and pressure vacuum relief valves must be 
x sed immediately after ullages and samples have been taken. 
on documentation will be completed as soon as possible after 
joading is completed. fa ; 

if during loading it is revealed that oil is leaking from the tanker, 
9 as to constitute a safety or pollution hazard, loading shall cease 
ad the tanker may have to leave the Terminal limits at the sole 
fiscretion of the Mooring Master. Completion of loading will only 
be undertaken if repairs have been carried out to the tanker to the 
satisfaction of the Mooring Master. A tanker so rejected shall not 
later be accepted on a subsequent visit for loading until satisfactory 
aidence of repair is submitted duly certified by ABS, Lloyds or 
other recognised surveyors, , PF 
Notice must be given by the vessel to the Mooring Master 30 minutes 
before vessel completes deballasting. The Mooring Master will 
advisethe Cinta Terminal. =~ 
BALLAST: It is the responsibility of the ship's Master to see that 
no oll (crude, bunkers, diesel or bilge) or dirty ballast is pumped or 
spilled overboard from his ship while in the area. Drip pans should 
be used, especially when disconnecting hoses, in order to prevent 
spillage overboard. ; 

Before loading commences all overside scuppers shall be made 
oiltight. At Cinta Terminal there are no slop tanks or facilities for 
receiving dirty ballast. Tankers must arrive with clean ballast. In 
the event a tanker does have dirty ballast it will not be allowed to be 
pumped overboard. : . 

A vessel must have sufficient ballast for safe handling, having due 
regard to existing weather and sea conditions. Through careful 
watch of the weather and sea conditions, frequent exchange of 
information between ship and Terminal, and by a knowledge of the 
behaviour of his own vessel, the ship's Master may come to the 
Terminal with a minimum of ballast and thus lessen any possibility 
of infringement of sea pollution regulations. 

Vessels equipped with a separate system of ballast tanks will be 
allowed to discharge ballast and load oil simultaneously, provided 
approval is first obtained from the Company Mooring Master and 
provided Government Petroleum Inspector agrees to do so. 

Discharging ballast at night: When any vessel is discharging ballast 
in darkness, the sea around the area of discharge will be adequately 
lighted, so that any pollution will be readily noticeable. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPAIRS: No repairs are to be made while berthing or unberthing, 
orin the berth. All engines to be on 30 minutes standby and steam 
on deck at all times. 

MEDICAL: At Cinta Terminal, medical and dental services are not 
available. In emergencies requiring hospitalisation, the patient will 
have to be flown by helicopter to Djakarta. All expenses will be 
charged to the ship owner. 

CUSTOMS ALLOWANCES: Cigarettes, cigars, tobacco, 
matches, spirits, wines, beer, perfume, arms, ammunition and 
possibly other items will be locked up under customs’ seal from time 
of arrival of ship at the Terminal until the time of leaving territorial 
waters. 

Each person is allowed 20 cigarettes per day of stay or 3 grams of 
tobacco or cigars in lieu thereof. Each man is allowed one litre of 
beer or half litre of wine per day. Special allowances are made for 
the Master under special circumstances. 

Indonesian Customs and Immigration Officials will board the 
vessel as soon as possible after arrival to give inward clearance and 
ers service. Indonesian Government Regulations are strictly 
enforced. 

Contraband : The attention of Masters is called to the strict enforce- 
ment of Indonesian Regulations against smuggling. Illegal posses- 
sion or landing of such items as narcotics, liquor, cigarettes, ammu- 
nition, sheath knives and similar weapons or other articles of 
contraband is subject to severe penalty and may result in prolonged 
delay of the vessel concerned. 

All precautions must be taken to prevent the violation of contra- 
band laws. 

Masters are requested to inform the ship's officers and crew of 
the foregoing regulations pertaining to contraband, shore liberty, 
etc, and to be assured that all personnel completely understand. 
IDENTIFICATION CARDS: Visitors must obtain a Special Pass 
from Indonesian Government Officials located in the Terminal and 
from the Company's Mooring Masters. It is recommended that 
visitors be restricted to a minimum due to hazards involved. 

TIME: Indonesian local time is GMT plus 7 hours. 

SHORE LEAVE: Shore liberty will not be granted except in cases 

7 mec Pisa Crew members cannot pay off or leave vessel 
erminal. 

GENERAL: Safety rules and regulations are strictly enforced. The 

safety requirements are based upon the provisions of the Code of 

Safe Practices currently accepted by the Oil and Tanker Industries. 
fovisions, spare parts or stores of any sort shall not be loaded 

Pee bo discharged into any craft while the tanker is in or near the 


When a Mooring Master and his launch crew are assigned to a 
Ship on business, it is expected that the ship will supply them with 
Meals at the same time and in the same manner as comparable with 
Personnel of the ship. No special meals or special foods will be 
required. The Terminal will keep this item to a basic minimum. The 
Ship should also provide shelter and smoking facilities in the same 
manner as meals. All communications between Terminal personnel 
assigned to a ship and ship's personnel should be through the 

°oring Master. 

THORITY: Independent Indonesian American Petroleum 


INDONESIA 


Company, PO Box 2759, Djakarta, Indonesia. Cables: IIAPCO 
Djakarta. 


DJAKARTA (Tandjong Priok) : 06.10 S. 106.50 E. 
(See Plan) 


DOCUMENTS: Upon arrival vessels have to produce the following 
Certificates and Documents, which will remain in the Harbour- 
master's custody until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Vaccination Certificates. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger’s Lists. 

Ship's Articles. 

Other certificates and documents as required. 

Ship's arrival and departure: Two days before arrival of vessel, the 
ship’s Agent has to inform the Port Administration, by completing 
appropriate forms. Copies of completed forms must also be sub- 
mitted to the Harbour Master, Port Health Service, Immigration, 
Customs and Security for preparations of services. The Pilot may 
berth the vessel on request of the ship's Agent only after obtaining 
clearance from the Port Administrator, Harbour Master, Port Health 
Service and Immigration (foreign vessels only). 

Before departure, port clearance is issued by the Harbour Master, 
after clearance has been obtained from Customs, the Port Health 
Service, and Immigration. 

Ship's Certificate: The Ship's Certificate should be delivered to 
the Harbour Master through the Agent. This certificate will be 
returned to the Ship's Master prior to the ship's departure. 

Ship's Manifest and Bill of Lading: The copy of the ship's manifest 
should be delivered to the Port Administrator through the Agent. 
IMMIGRATION: Vessels arriving from abroad with passengers 
must hoist the N Flag. Masters have to supply the boarding Immigra- 
tion Officer with Passenger’s List of: (a) disembarking. (b) tran- 
shipping. (c) through passengers. 

No persons are allowed on board until the vessel has been exami- 
ned and the N Flag taken down. Passengers must be in possession 
of a valid visa: visitor's, entry or a transit visa. Those not having a 
visa may at the discretion of the Immigration Officer, obtain a land- 
ing permit. Members of the crew including the Master must appear 
in the Articles, in order to get shore permits. 

PILOTAGE: Compulsory. Pilots will board the vessel at the Outer 
Anchorage, from 0800-1800. 

The ship’s owner/agent has to inform the Port Administration 
(the Pilotage Division) of the ship's arrival 24 hours in advance. 

Walkie-talkie radio with a frequency of M.27 is used for commu- 
nication between the pilot boats and the pilot station. 
ANCHORAGE: Anchorage for vessels waiting for the pilot is 
outside the breakwater. 

RESTRICTIONS: Maximum draft is approximately 10 metres. 
MAX. SIZE: 


Harbour Length Draft 
(m.) (m.) 
ist 150 7 
2nd 170 8 
3rd 170 10 
Oil 170 10 
Coaster 60 4 


HEALTH: 

Quarantine : A vesselis in quarantine and must hoist the quarantine 

flag (Q, QL, QQ), when it is a vessel: 

. that comes directly from abroad (Q flag), 

. that comes from an infected Indonesian Port (Q flag), 

. that takes passengers or cargo over from vessels mentioned in 
items (1) and (2) (Q flag), 

. whose captain has declared that a quarantinable disease exists 
or is suspected on board (QL/QQ), 

5. which the Port Medical Officer has declared infected or sus- 

pected with a quarantinable disease (QL/QQ). 

The concerned vessel is free from quarantine measures when free 
pratique has been obtained. The free pratique becomes invalid 
when a vessel is in quarantine as stated above or a quarantinable 
disease occurs during the validity of free pratique. 

The Port of Tanjung Priok is a 1st class Quarantine Port. 

At the request of the ship's owner/agent, the Department of 
Health will provide “provisional pratique", for vessels calling directly 
from abroad to any Indonesian port which is not classified as a 
quarantine port, provided that health conditions on board comply 
with the required health conditions. This “provisional pratique” 
however does not relieve the vessel from quarantine measures, and 
it is not to be construed as “free pratique”. 

Accordingly vessels enjoying ‘provisional pratique” are still 
required to hoist the quarantine flag. 

Vaccination/Immunization: Vaccination and Immunization against 
smallpox and cholera can be carried out by the Port Health Service. 
BOARDING AREA: Harbour Pilots, Quarantine Officer and Im- 
migration will board the vessel at the Outer roads. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


RADIO: Coastal Radio Station Call sign PKI Class A1, A2, A3; 
call sign PKZ Class A3. 


VHF: 
Harbour Master Channel 16 
Pilot Channel 12-14 
Tugboat Operations Channel 12 
Port Operations Channel 14 
Public Service Channel 16 


TUGS: Tugs are operated by the State-owned P.N. Tunda Bara, 
Cable address: “Coaltug”, which also handle the mooring facilities. 
Vessels over 80 metres in length have to use at least one tug. Ten 
tugs available from 135 h.p. to 1,500 h.p. Two tugs are equipped for 


fire fighting. 
BERTHING: 
Wharves Length Depth 
(m.) (m.) 
Coaster Harbour 663 3-4 
1st Inner Harbour 1,855 5-8 
2nd Inner Harbour 1,900 ) 
for coal 150 7-9 
for fertilizer 150 
for mineral oil 25 
3rd Inner Harbour 1,080 8-10-5 
Mineral Oil Harbour 
Oil Jetty (3 at 25) 75 9-10 
Bogasari (wheat) 140 9-10 
Wooden 100 5-7 
Buoys Number Capacity 
(tons) 
West buoys 6 15,000 
East buoys 10 5,000 
1st Inner Harbour buoys 7 6,000 
3rd Inner Harbour buoys 4 15,000 
Nusantara buoys 2 5,000 
Dredging Yard buoys 1 


2,000 
SPECIALISED CARGO-HANDLING FACILITIES: There are 
two transporters with grippers available at the coal wharf. 
CRANES: Mobile cranes: 


No. Capacity 
(tons) 
4 5 
5 20 
1 35 
14 3-20 
Shore cranes/Portal cranes: 
12 3 
Floating cranes: 
1 15 
1 60 
1 25 
1 200 


STEVEDORES: 
Working hours: The usual working hours at the harbour are: 
Monday-Thursday 0800-1200 hours 
1300-1600 hours 


Friday 0800-1100 hours 
1330-1600 hours 
Saturday 0800-1200 hours 


1300-1400 hours 

Overtime is allowed on request. 

Shipmaster's Report; Cargo work continuous, seven days a week. 
No work for two days at the end of Ramadan. 

MEDICAL: First Aid at the scene of accident. Medical treatment or 
advice available on request to the Port Health Service. Hospitalisation 
available in general and private hospital in Jakarta. 

FRESH WATER: Available by pipe-line or barge, rate 50/60 t.p.h. 
Barge capacity 60-350 tons. 

FUEL: Available by pipe-line or barge, supplier is Pertamina. 
REPAIRS: Dry-docking and repairs are carried out by the State- 
owned P.N. Dok. 

Electronic Repair Shop: Repair of electronic navigational aids and 
radio can be carried out by experts. 

Repair and Testing of Navigational Instruments: Carried out by 
experts of the Hidral (Hydrography of the Indonesian Navy) and 
those of the P.N. Pelni workshop. Compass can be adjusted by an 
expert of the above-mentioned Hidral. Testing and issuing of certi- 
ficates for navigational lamps by the Pelni workshop. 

DRY DOCKS: Three floating docks, max. capacity 17,500 tons, 
and seven slipways, max. capacity 3,275 tons. 

GANGWAY/DECK WATCHMEN: Available if required. 
CUSTOMS ALLOWANCES: Tobacco: Each crew member is 
allowed to carry 200 cigarettes or 50 cigars or 100 grams of tobacco 
ashore without paying import duty. Alcohol: There is no allowance 
for alcoholic drinks. Other commodities: Maximum value of US $100. 
Each crew member is allowed to bring personal goods in use up to 
maximum value of US $100. 

REPATRIATION: A valid document is needed. A re-entry permit 
from the country concerned is sufficient, if there is no passport 
available. 

AIRPORT: Kemayoran International Airport is approximately 
8 km from Tanjung Priok, and Halim International Airport is approxi- 
mately 25 km. Kemayoran Airport phone: 47031. 

TIME: The Port of Tanjung Priok is located in the zone of Western 
Indonesian Time, which is based on the time at the meridian of 
105° East Longitude. 
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POLICE/AMBULANCE/FIRE: Fire 291399; Security 291691 /2914 
Ambulance 291045/290097. 

CREW IDENTIFICATION CARD: Crew members having 
passport are required to carry a Seamen Identification Card (S|, 
PORT SECURITY: Maintained by members of the Indonesi, 
Armed Services, usually police, Navy or Marine and Army, Cj 
members should be in possession of a shore pass issued by th 
Port Authority, accompanied by an identification card when leavin 
or entering the guarded gates of the Port Area. Shore Passes cy 
be obtained via the Agencies. 

AUTHORITY: Port Administrator, Jalan Raya Pelabuhan No; 
Tanjung Priok Tel. 291233. 


AGENT: Head Office: P.N. Djakarta Lloyd, Djl. Hadji Agus Salp 
28, Djakarta. 

P.N. Djakarta Lloyd, Tandjung Priok Branch Office, Djl. Ambon 
Port Tandjung Priok. 


DUMAI: 01.41 N. 101.27 E. (See Plan) 


DOCUMENTS: 

Maritime International Declaration of Health. 

Valid Deratisation or Deratisation Exemption Certificate. 

12 Crew Lists. 

12 Passenger Lists (if passengers carried). 

Smallpox Vaccination Certificates for all crew members ay 

passengers. 

Certificates of inoculation against any communicable diseases 

Valid Passports and/or Seamen's Certificates for all crew membe 

and passengers. 

Quarantine Certificates if expired, can be renewed. 

Harbour report/last port clearance. 

Load Line, Ship's Registry, Safety Radio, Construction ay 

Equipment Certificates. 

For Customs: 1 Crew List, 4 copies Personal Effects List, 4 copiy 

Stores List. 
APPROACHES: The Dumai Port installations can be reached} 
deep draft vessels by proceeding from Malacca Strait into Bengka: 
and following a buoyed channel on a Southerly course for a distang 
of 22 miles to the junction of the Rupat Strait. Vessels must make: 
turn of approximately 180 degrees to enter the Rupat Strait ax 
thence Westerly for a distance of 33 miles to Dumai. The Bengkal; 
and Rupat Strait fairways have been wire-dragged clear to a dept 
of 24 metres and 18:3 m. LWS respectively. 
PILOTAGE: Harbour pilotage is performed by Government Piloy 
The Harbour Pilot will board a vessel at anchorage for berthing¢ 
immediately on arrival at Buoy No. 18 when berth is available, 

Sea piloting for the Rupat and Bengkalis Straits is a future pr 
ject of the Department of Sea Communication. 

According to the Dumai Port Authority's memo dated May, 191 
effective on 1st June, 1972, all vessels proceeding to Dumai shout 
hoist the International code flag H or PT when passing buoy No! 
as “requesting for Pilot’ and call CPI's Radio Telephone (VH 
on Channel 12. You will be informed whether or not Pilots a 
available, if not you may then proceed directly to Dumai Harbor 
anchorage area. 

The practice of berthing and unberthing vessels utilising CP 

mooring masters has been discontinued. 
ANCHORAGE: The Dumai general anchorage area is North av 
West of oil wharves. Minimum depth of water in this area 43 
35 ft. shoal spot to East of general anchorage should be noticet 
Holding ground in anchorages considered good, bottom clay. Am 
large with sufficient manoeuvring and swinging room for sevelt 
vessels of size to be accommodated at oil wharves. 

If vessels are not met by the Pilot's launch on arrival, or not instru 
ted by the Dumai Port Control Radio to berth on arrival, it is sugges 
ted that they proceed to the recommended anchorage area. 
MAX. SIZE: Length 1,263 ft., draft 57 ft. 

ETA ADVICES: 
1. Proceeding direct from ports other than Palembang and 0 
stopping at Singapore en route: 

(a) pane 96 hour ETA to “Calpaking Dumai” (include operation 

ata). 

(b) If any time this estimated arrival time changes by 2 hours, set 
an amended ETA message immediately. 

(c) 24 hours before arrival, confirm or amend the ETA messay 
regardless of any change from the last advice. 

2. Proceeding from Singapore: 

(a) Prior to arrival at Singapore, radio 96 hour ETA Dumai inclu# 
words ‘From Singapore" to “Calpaking Dumai'’ predicted ® 
estimated time of stay at Singapore. 

(6) At Singapore, when departure time from Singapore is know 
confirm or amend the ETA to “Calpaking Dumai"' through yo 
Singapore ship's Agent. 

(c) Immediately upon departure from Singapore, and when able" 
use the vessel's radio legally, again confirm or amend the ET 
to “Calpaking Dumai”. 

3. Proceeding from Palembang: 

(a) When departing Dumai on voyages to Palembang and retu” 
give the Dumai Agent a verbal estimate of arrival back® 
Dumai in each instance. - 

(b) Whether or not (a) is applicable, when time of departure fro® 
Palembang is known, cable an ETA message to “Calpakil 
Dumai" through your Palembang Agent. 

(c) Immediately on departing Palembang, and when able to 
the vessel's radio legally, confirm or amend this ETA to “Calp* 
king Dumai”. 


TRICTIONS: All vessels inbound to Dumai from the time 

preast Raleigh Bank light buoy until anchoraged off Dumai Terminal 

st display the following recognition signals. 
* day: The International Code Flag hoist “CAL" flown from a 
sale hoist from the signal yard. Burt ta 
7 night: A red light 6 fi. above a white light both visible all around 
ne horizon at a distance of not less than 2 miles. : 
, Vessels should be prepared to answer identification queries from 
indonesian naval patrol crafts. The foregoing is subject to change. 
For some years, the Rupat-Bengkalis Strait area has been designa- 
ed arestricted Maritime Zone by decree of the Government of Indo- 
nesia. A partial exemption from the requirement to secure spacial 
indonesian Consular Clearance before entering this zone has been 
ranted by the Indonesian Navy to tank-vessels proceeding to Dumai 
a any port in the world except Singapore. Vessels require only 
normal clearances from their last port to obtain entry at Dumai. 
Vessels diverted at sea need only normal clearance from last port 
and the diversion cable. : 
RADIO: There is a Government coastal station at Dumai. Any 
message for Dumai Terminal should be sent through this radio 
station which operates as follows: 

Name: Dumai Radio. 

Call Letters: “PKP”. 


Time (GMT) Transmits Listens on 
0000-0030 448 kc/s. 500 kc/s. 
0400-0500 » ke/s. 500 kc/s. 
0800-0900 seko/set 500 kc/s. 
1200-1300 » ke/s. 500 ke/s. 
1300-1400 8726/AL kc/s. 8726 kc/s. 
0030-0130 » /AL ke/s. TreKC) Ss 
0230-0330 13101 kc/s. 13101 kc/s. 
0630-0730 17184 kc/s. 17184 kc/s. 
0130-0200 2182 kc/s. 3195 kc/s. 


if contact cannot be made with Dumai Radio, then you should 
immediately contact Singapore Radio, Call Sign 9VG and forward 
your ETA message to ““Amoseas Singapore RS-21349", 

A C.P.I.-operated VHF station is maintained 24 hours a day, and 
is available for information concerning vessel's port activities. 
Channel 12 is utilised, Frequencies: 156°6. 

Channel 16 is also utilised. Frequencies: 156°8. 

HEALTH: In accordance with international practice, quarantine 
signals must be displayed by all vessels approaching Dumai. These 
signals shall be displayed continuously until pratique is granted. 
These signals are: Sunrise to Sunset, Quarantine flag ‘‘Q"’. Sunset 
to Sunrise, Signal lights (red over white). 

Quarantine Officer and Immigration Officer will come on board 
to prepare the clearance at anchorage, except when the vessel 
comes alongside on arrival by issuing berthing permit only (not 
free pratique). 

TUGS: Mooring and unmooring assistance is provided by two 3,000 
hp. diesel electric tugs which are stationed in the immediate vicinity 
ofthe wharves. While rendering assistance the tug-boats are under 
orders of the Pilot on duty. 

BERTHING: Incoming ships are assigned in accordance with time 
of arrival, product to be loaded, size of vessels, and loaded draft. 

Every effort will be made to berth vessels immediately upon arrival, 
and to this end Master should maintain radio contact with radio 
telephone (VHF) Channels 12 and 16. 

At Dumai there are 6 wharves. One wharf is a Government-owned 
and operated cargo Wharf which can also handle discharge of 
petroleum products. Another wharf is Pertamina, owned and 
operated for the sole use of its refinery. The other 4 wharves are 
C.P.|. owned and operated and referred to at as Oil Wharf No. 1, 
Oil Wharf No, 2, Oil Wharf No. 3, and Oil Wharf No. 4 (present 
My phat These C.P.I. wharves are utilised for loading of crude 
oil only. 

(a) Oil Wharf No. 1, located in approx. position 01° 41’ 14” N. 
101° 28° 07” E. Design capacity 150,000 dwt. Length between 
outer dolphins 1,210 ft. Least depth at face of wharf 57 ft. 
(MLWS). In terms of vessel's size and design this would be an 
LOA of approx. 1,008 ft., and a draft of 57 ft. Orientation of the 
wharf parallels the current flow. 

(6) Oil Wharf No. 2, located in approx. position 01° 41’ 14” N. 
101° 27’ 52” E. Design capacity 150,000 dwt. Length between 
outer dolphins 1,465 ft. 8 in. Least depth at face of wharf 
58 ft.(MLWS). In terms of vessel's size and design this would 
be an LOA of approx. 1,263 ft., and a draft of 55 ft. Orientation 

; of the wharf parallels the current flow. 

(©) Oil Wharf No. 3, located in approx. position 01° 41’ 14” N. 
101° 27’ 42” E. Design capacity 84,000 dwt. Length between 

' outer dolphins 1,170 ft. Under favourable weather conditions 
capable of receiving vessels of 100,000 dwt. Least depth at 
wharf face 57 ft. (MLWS). In terms of vessel's size and design 
this would be an LOA of approx. 940 ft. and a draft of 54 ft. 
Orientation of the wharf parallels the current flow at 095-275 
rue, 

(2) Oil Wharf No. 4, the present T-2 wharf, located between the 
Cargo Wharf and Oil Wharf No. 3. Wharf used mostly for 
handling domestic tankers. Basic design is for 16,500 dwt. 
but capable of receiving 28,000 dwt. In terms of vessel's size 
and design this would be an LOA of approx. 625 ft. and a draft 
of approx. 34 ft. Least depth of water at face is 36 ft. (MLWS). 
Overall length between mooring dolphins is 680 ft, Orientation 
of the wharf parallels the current flow. Being re-constructed. 

(e) Government Cargo Wharf located in approx. position 01° 41’ 
14° N. 101° 27’ 04” E. Design capacity 16,500 dwt. but able to 
handle 23,000 dwt. Length between outer dolphins 750 ft. 
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Least depth at wharf face 34 ft. (MLWS). Orientation of the 
wharf parallels the current flow. Only mobile cranes with a 
maximum lifting capacity of five (5) tons are available. As no 
heavy lift floating crane or stationery crane is available, heavy 
lifts must be handled by ship's gear. 

(f) Pertamina Refinery Wharf, located in approx. position 01° 41’ 
12” N. 101° 28’ 16” E. Design capacities, Outer Berth 100,000 
dwt., Inner Berth 10,000 dwt. 

BALLAST: There are no shore facilities at Dumai for disposal of 
dirty ballast water. Vessels should arrive with sufficient clean ballast 
water to enable safe manoeuvring under prevailing weather con- 
ditions. All ballast water must be pumped overboard after arrival at 
berth, and prior to loading, unless “load on top" procedures apply. 
If, after arriving alongside, a vessel is found to have oily ballast water 
on board, such vessel will be sent to sea to accomplish the necessary 
tank cleaning. A new Notice of Readiness to load must then be 
tendered. 

Minimum draft schedules recommended for various tonnage 

tankers are as follows: 


Dwt Minimum draft 
(deadweight tons) foreward — aft 
(a) 12,000-22,000 12 ft. - 20 ft. 
(b) 22,000-32,000 16 ft. — 24 ft. 
(c) 32,000-45,000 18 ft. — 26 ft. 
(d) 45,000-60,000 19 ft. — 27 ft. 
(e) 60,000 and over 22 ft. — 28 ft. 


CARGO: There are two types of cargo in Dumai at C.P.1. Terminal. 
1. Sumatra Light Crude with API Gravity = 35° approximate 
Pour Point +100 F° Solid Point +95°F. 
2. Duri Crude with API Gravity = 22-0° approximate Pour Point 
+40°F Solid Point +35°F. 
LOADING: The Master or his representative is required to hand 
to sits within normal business hours a written Notice of Readiness 
to load. 


Size of | Number of Size of Capacity 
Wharf arms arms flanges b.p.h. 
Oil Wharf No. 1 12” 4 12” 60,000 
Oil Wharf No, 2 16-12” 3 12” 90,000 
Oil Wharf No. 3 AQ 4 12” 60,000 
Oil Wharf No. 4 10” 2 hoses 10” 18,000 


Oil Wharves 1, 2 and 3 use U.S. standard flanges, faced and 
drilled. These wharves have chicksan loading arms while Oil Wharf 
No. 4 operates with hoses swung on board by the wharves’ derricks. 

Wharf crews and launch crews are on duty to handle loading 
arms and/or oil hoses and mooring lines on the wharf. Mooring lines 
on the vessel will not be handled by C.P.1. personnel. Rat-guards must 
be fitted on all mooring lines. 

The required reducers to fit vessel’s manifold must be connected 
and disconnected by ship's personnel. 

Upon completion of loading, the vessel will be required to leave 
the berth immediately after disconnecting hoses and await clearance 
at the anchorage. 

Notice must be given by the vessel to the Piermaster one half 
hour before the vessel completes deballasting. 

Loading will commence under gravity or with one pump. When 
the vessel advises that the cargo is flowing into tanks, the loading 
rate will gradually be increased until the desired rate has been 
reached. 

The vessel must give thirty minutes notice to the wharf before 
starting to ‘‘top-off"’, and shall advise if a decrease in loading rate 
is desired. 

The vessel must give fifteen minutes’ notice to the wharf prior 
to completion of loading at which time the Piermaster may reduce 
to one pump. 

Ship's valves shall not be closed against loading pump pressure. 

On completion of loading, loading arms and/or cargo hoses must 
be drained and disconnected immediately. 

All cargo tank openings and pressure vacuum relief valves must 
be closed immediately after ullages and samples have been taken. 
FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: The port health doctor has only limited facilities for 
medical treatment. If the services of more complete and/or special- 
ised medical assistance are needed or emergency cases arise on 
board tankers calling at Dumai, the port health doctor might refer 
such cases to CPI hospital facilities. However, Masters of all vessels 
bound for Dumai are requested, if possible, to call at Singapore for 
medical assistance. 

REPAIRS: No repairs shall be carried out to the main propulsion 
machinery and/or essential auxiliaries while alongside. The vessels’ 
main propulsion machinery shall be in readiness for instantaneous 
use on short notice. No repair facilities ashore. 

CUSTOMS: Ships’ bonded stores will be sealed by the Indonesian 
Customs officials on arrival and will remain sealed until the vessels 
leave Indonesian waters. 

WATCHMEN: Strongly suggest that all Masters of tankers calling 
at Dumai maintain a close security watch while at anchor as well as 
when alongside the wharves. It is further recommended that on 
board the tankers unoccupied rooms should be securely locked and 
port holes closed before being vacated. 

TIME: GMT plus 7 hours all year round. 

REPATRIATION: Due to stringent Indonesia Government regula- 
tions, normally no passengers and/or crew members from any vessel 
are allowed to disembark for repatriation purposes. 

SHORE LEAVE: Shore liberty may normally be granted to ship's 
officers and crew after clearance of the vessel by harbour authorities, 
except between 2300 hours and 0600 hours. Recreational facilities 
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are not available for seagoing personnel at present and few facilities 
exist in the village of Dumai. Personnel proceeding on shore liberty 
should be provided with ship’s pass and advised that the CPI 
compound is out of bounds with the exception of the road from the 
wharves to the village road. 

PROVISIONS: No facilities for supplying provisions, nor for 
handling ship's laundry. 

CONSULS: At Dumaithe Indonesian Government Port Authorities 
are located in the Government Building situated close to the Govern- 
ment Cargo Wharf. 

There are no Consuls or other foreign Government Representa- 
tives located at Dumai, or in the immediate vicinity. 
TELEPHONE: As soon as the vessel is berthed a ship-shore 
telephone connection will be provided. 

Ships berthed at No. 1 oil wharf tel. 351; No. 2: 352; No. 3: 353; 
and No. 4: 354. 

The loading master will provide a list of important numbers in 
Dumai. 

WEATHER: Tides and Currents: The tide rise is approximately 
8 ft. in the springs and approximately 5 ft. at neaps. 

Max. tide currents: Flooding Easterly at 3 knots. Ebbing Westerly 
at 2 knots. 

The general direction of the current is parallel to the faces of the 
wharves. There is no slack current period in the Rupat Strait during 
spring tides and only a very brief period of slack current during neap 
tides. The current reverses its direction almost immediately. Vessels 
will always be berthed stemming the current flow. 

Winds: The North-east monsoon is never very steady but is most 
constant in January when from 20 to 40 per cent of winds are North 
easterly. In November and December North westerly winds are the 
most frequent. In February the most frequent winds are North east. 
The South west monsoon begins in late May or early June. From 
June to September winds in the straits are mainly South easterly 
but not steady. At this season squalls known as ‘Sumatra’'s” 
occur off the coast; they are most frequent between 2200 and 0200 
hours. 

Rain: The rainfall is heavy with yearly average from 80 to 100 inches. 
The wettest months are October to December or January. There 
are two comparatively dry seasons, February to March and June to 
August. The most intense rainfalls are in the afternoon but these 
heavy downpours are often short in duration. The duration of the 
rain is more evenly spread over 24 hours during the North East 
monsoon than during the rest of the year when rain most likely 
occurs in the evening and night. 

Temperature : The average temperature is alittle below 80 degrees. 
The range in an average year is only 30 deg., between 65 deg. and 
95 deg. The daily range is from 15 deg. to 20 deg. The humidity is 
high (70 to 90 per cent). 

GENERAL: While alongside, vessels must have the eye of towing 
(fire) wires lowered to the water's edge from offshore bow and 
quarter for emergency use. The eye of the wire should be painted 
white. 

AUTHORITY : Caltex Pacific Indonesia (C.P.I.). 


AGENTS: C.P.l|. will act as ship's Agents for vessels loading at 
C.P.1. facilities Dumai except for certain interinsular vessels. As 
mail service to and from Sumatra is relatively slow and subject to 
some frequent delays, ample time should be allowed in dispatching 
mail to vessel calling at ports in this area. The mail and cable addres- 
ses for C.P.I. are as follows: 

Mail: P.T. Caltex Pacific Indonesia (for Dumai), Kebon Sirih 52, 
Djakarta, Indonesia (via mail). 

Cable: Calpaking Dumai (via Radio Station “PKP"). 

Another Agent is Pertamina, a State enterprise, who usually 
handles matters pertaining to Pertamina owned or chartered tankers. 


KIDJANG: 00.53 N. 104.37 E. 


Haya a Upon arrival ships have to fill in the following 
orms: 

Harbour Report obtainable from the boarding Pilot, or from the 

Harbourmaster. 

Pilot's Certificate. 
Upon arrival vessels have to produce the following Certificates and 
Documents, which will remain in the Harbourmaster’s custody 
until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger's Lists. 

Ship's Articles. 

Stores List. 
RESTRICTIONS: Vessels with destination Kidjang should call 
at Tg. Pinang first for a Pilot or at Tg. Tilli at about 00° 48’ 12” North 
and 104° 35’ 30° East, slightly South of Tg. Pinang Roads. Fairway 
East of Tg. Tilli 5.6 metres and Kelong Strait 7.4 metres at LWS. 
PILOTAGE: Compulsory pilotage. Pilot stations are in Tg. Pinang 
Roads or off Tg. Tilli. Vessels should arrive at Tg. Pinang preferably 
between 0600 and 1200. Application should be made 48 hours prior 
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to ship's arrival via radio station addressed to the Agency, mentig, 
ing ship's ETA pilot station and draft. 

MAX. SIZE: Vessel: Length maximum 160 metres and draft max, 
mum 32 ft. 

RADIO: Coastal Radio Station: Refer to Tg. Uban Radio, Cable, 
for Tg. Pinang can be sent via Tg. Uban Radio call sign PKI, 
HEALTH: A 3rd Class port and can only be called at after Obteaininy 
a free pratique at one of the 1st Class Ports. 

Vessels arriving from abroad have to fly the "Q"' Flag (Yellow Flay 
until boarded and released by the Quarantine Officer. Masters ha, 
to fill in the Quarantine Form and signed by him and the Ship; 
Surgeon, if any, and produce the following: 

Health Book or Bill of Health. 

Deratisation (Exemption) Certificate. 

Valid International Vaccination Certificates of Crewmembe 

and Passengers. 

Crew and Passenger's Lists showing the validity dates of abo, 

Certificates. 
During the time that the ‘Q" Flag is flying no one is allowed to boa: 
or leave the vessel except with the permission of the boardin 
Quarantine Officer. 
TUGS: Tug assistance not available. 
BERTHING: Vessels are moored alongside 2 jetties on dolphin 
with 4 good manilla fore and 4 ft. At springtide a Hercules wire) 
available. Shifting only during slack tide. 
STEVEDORES: Working hours: Loading to be effected wi 
customary quick dispatch on clear working days, whereby Sunday 
Holidays, governmental, local holidays and Saturdays betwee 
noon and midnight and Mondays between 0000 and 0800 are alway 
excepted. 

Overtime. At Master's request, work on Sunday, holidays, gover 
mental, local holidays and Saturday between noon and midnigh 
and Mondays between 0000 and 0800 can usually be arranged. 

Working capacity: Loading capacity by conveyor belt, 200-% 
tons/hour. 

FRESH WATER: Not available. 

FUEL: Not available. 

SHORELEAVE: Crew members are not allowed to leave Kidjan; 
and have to report back aboard at 2300 hours. Identification cari 
must be carried along. It is prohibited to lower the boats with thy 
purpose of visiting the other islands, fishing, etc. 

CUSTOMS: It is strictly prohibited to take undeclared foreiy 
currency ashore. Crew members are not allowed to take more the 
Rp. 50.- (fifty Rupiahs only) ashore. It is recommended that Maste 
consult the Agents about the local prevailing Customs Regulation 
with regard to currency, cigarettes, spirits, etc., to prevent ur 
necessary difficulties and eventually fines. 

AUTHORITY: Dept. of Sea Communications. 


LABUANTRING BAY: 08.44 S. 116.04 E. 
AMPENAN: 08.34 S. 116.04 E. 


DOCUMENTS: 

Health Certificate. 

1 Vaccinations List (Smallpox and Yellow Fever, Cholera/Typhus) 

9 Crew Lists. 

7 Passenger Lists (landing/transit). 

4 Lists of Personal Effects. 

7 Ship's Store Lists. 

2 Cargo Manifests (discharge/transit). 

4 Dangerous Cargo Lists. 

1 Stowage Plan; all to be signed by Ship's Master and/or Chie 

Officer. 

PILOTAGE: Normally not provided. When Pilot required, vess 
must request via Agent or via Ampenan Radio at least 24 hou! 
before arrival. Pilot service will then be given by Harbour Masté 
from Ampenan to Labuantring Bay. 
ANCHORAGE: Overseas vessels not familiar enter Labuantrit 
Bay, normally calling Ampenan awaiting particular informati’ 
and/or Pilot to enter Labuantring Bay (outer buoy). Good holdin 
ground in about 16 metres. Vessels with a draft of more than 6 met 
must keep clear from channel to inner harbour. Navigating in chante 
without Pilot may cause difficulties; channel equipped with buoys 
depth approx. 7 metres. 
APPROACHES: When approaching Ampenan, harbour is marit 
by light tower. Excellent holding ground in about 16 metres. 
RESTRICTIONS: Vessel may enter Ampenan and Labuantritt 
Bay (outer buoy) day and night. Vessel not visited by port authoriti@ 
between 1800 hours to 0700 hours (local time), exceptional cas® 
allowed. Vessels are not allowed enter into inner harbour (Labué® 
tring Bay) after sunset. 
BERTHING: Length of quay at Labuantring Bay approx. 40 metrt 
Vessels with a length of less than 100 metres and a draft of less th® 
6 metres may berth safely. Berthing at Ampenan (anchorage) for® 
sizes of vessel. J 
WEATHER: November till April rainy season. Quite heavy wit 
and rain can affect cargo work. 
HEALTH: Pratique granted by port doctor after boarding vess® 
Vessels from an infected port have to hoist “Q" flag. If any suspe 
ted disease or fever on board, necessary inform Agent by cable® 
via radio station. Treatment of crew members for illnesses © 
than quarantinable diseases arranged by Government's practition®* 
through ship's Agent. 
TUGS: One tugboat of 125 h.p. Two motor launches only, for cal’ 
handling purposes. 
RADIO: Ampenan Radio. Call sign PKD 9. Freq. 500 ke/s. and # 


sis, Qtu: 0000z-0100, 0500z-0600: except Friday and Saturday: 
»02-0100z, 0900z-1000z. Sunday arid noliday closed. 
MEDICAL: Cable or radio before arrival if medical assistance 
cessary on entry. Government's hospital facilities available. Some 
wecialised surgery is not. Smallpox vaccination and Yellow Fever 
rtificates inspected on arrival. 
| TANKERS: Berthing at Ampenan. 
- gRESH WATER: Not available. 
FUEL: Not available. 
SHIP'S CERTIFICATES: Registered Tonnage Certificate, Load 
Line Certificate, Safety Radio Certificate, Safety Equipment Certifi- 
cate, Light dues Receipt, Deratisation Certificate, Clearance from 
previous port, all to be shown on arrival. ; 
|DENTIFICATION CARDS: All crew's passports must be certifi- 
cated by Immigration Officer on arrival, whereafter to be used as 
shore passes. ’ ; , , 
WATCHMEN: Usually employed during loading and discharging 
rations. 
CARGO GEAR: Wire and rope-slings, nets and net-slings, lighters 
aii supplied by stevedores except rain-tents. No shore cranes avail- 
able. Loading and discharging usings ship's derricks. 
STEVEDORES: Ordered by Agent. To enable Agent ordering 
necessary gangs, vessel must give accurate ETA at least 24 hours 
in advance. Working on Sunday and holidays allowed by agreement 
in exceptional cases. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores; ship's crew may if required by vessel to do so. 
CUSTOMS ALLOWANCES: No restrictions. Custom's Officer 
supervises opening and resealing of bond. 
CONSULS: None available locally. 
AIRPORT: Served by regular airlines to Bali and Java. 
TIME: GMT plus 8 hours. 
HOLIDAYS: ist January; Independence Day (17th August); 
Christian, Islamic and Balinese holidays as appointed by the 
{ndonesian Government. 
GENERAL: Vessels should not use ship's radio station. Harbour 
Police and Customs’ guards on board during ship's stay in harbour. 
SHORE LEAVE: Crew allowed ashore; passports required whilst 
ashore. 
DELAYS: Normally minimal. 
AGENTS: P.N. ‘Pelajaran Nasional Indonesia” (PELNI), 192 
Dialan Pabean, Ampenan, Nusa Tenggara Barat, Indonesia. Tel. 
Ampenan 94-101-160. Cable: Pelni Ampenan. 


MACASSAR: 5.05 S., 119.24 E. 


DOCUMENTS: 
Certificate of Registry. 
Crew List. 
Log Book. 
Certificate of Seaworthiness. 
Certificate of Plimsoll Mark. 
Radio Certificate. 
Health Certificate. 
Equipment Certificate. 
Shipping documents as follows: 
Manifest of Cargo. 
Bills of Loading. 
Charter Party (if necessary). 
PILOTAGE: Compulsory for all vessels, who have to use Port 
Administration's tug-boat. To order Pilot contact Makassar Radio, 
call sign PKF. Besides, Agent contacts the Harbour Master 
(Inspektur Keselamatan Pelajaran). Pilot boards vessel at anchorage, 
about 1 mile off shore. Exact area where vessel waits for Pilot or 
anchorage is between Lae-Lae Island and Samalona Isalnd. Depth 
of anchorage is 3 fathoms. 
RESTRICTIONS: Every ship needs commission from Dit. Dken. 
Perhubungan Laut (General Directorate of Sea Communication) to 
enter Makassar Harbour. When ship has no permission, Agent 
must apply to Port Authority and give details of ship, i.e. name of 
vessel, nationality, name of shipping enterprise, ETA, ETD, last 
port of call, next port of call, loading or discharging and aim of entry. 
No entry after 1800 hours. 
MAX. SIZE: No limit on length or breadth. The port consists of 
‘wo bases; (1) Soekarno Base 1,360 metres long. (2) Hatta Base, 
580 metres long. Draft at Soekarno Base 8.0 metres. Draft at Hatta 
Base 9.0 metres. Besides these bases there is a special pier for 
oll carriers outside main port area not far from Soekarno base. 
WALTH: Every vessel must have a certificate of health on board. 
ree vessel enters a member of Port Health Authority boards. If 
pane any disease on board the vessel must go to quarantine area. 
ma pial Macassar Radio with call sign PKF. 
UGS: One tug Anggada VI. Used for vessels of 5,000 dwt. or over, 
TF four tugs of smaller size. 
EVEDORES: Stevedoring by shipping enterprise or shipping 
snterprise agent. Capacity for discharging about 20 tons every 
arg hour. No heavy cranes. 
PROICAL: Doctor and clinic available. 
; ra WATER: Ground-pipe with 10 ton/hour capacity. Barge 
u Machinery pump 25 ton/hour capacity. 
DEVE] Fuel capacity in a day 400 tons. 
Wathen MENTS: In near future, Macassar to have bonded 
SANGWAY/DECK WATCHMEN: There are no special deck 
c men services but can be arranged through Agent. 
NING/CLOSING HATCHES: Work carried out by stevedores. 
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CUSTOMS ALLOWANCES: Tobacco - only sufficient for per- 

sonal use. Wine and/or spirits — none permitted out of bond. 

CARGO GEAR: Local regulations comply with Bureau of Classifi- 

cation with which vessel registered. 

IDENTIFICATION CARDS: Identification cards needed by 

Immigration Office. 

CONSULS: None available locally. 

REPAIRS: Minor deck or engine repairs possible. 

AIRPORT: Macassar Airport, called ‘‘Mandai Airport". Distance 

from town about 23 km. Services (1) Macassar — Kendari and (2) 

Djakarta —- Surabaja - Macassar — Manado three times a week. 

TIME: Middle Indonesian Time. GMT plus 8 hours. 

HOLIDAYS: Every Sunday; New Year (1st January); Idul Adha 

(27th February); 1st Muharam 1389 H. (19th March); Isa Almasih 

(15th May); Maulud Muhammad (29th May); Sancta Maria (15th 

August); Proclamation Day (17th August); Mikradj Muhammad 

(9th October); Idul Firit (41th and 12th December); Christmas Day 

(25th December). Work can be arranged at overtime rate. 

POLICE/FIRE/AMBULANCE: Police, Fire 4306; Ambulance 7227. 

breil nce No arrangements exist for placing telephones on 
oard. 

SHORE LEAVE: Crew members are allowed ashore. 

DELAYS: Caused by rain; no mechanical equipment for cargo 

handling. 

AUTHORITY: Departemen Perhubungan, Direktorat Djenderal 

Perhubungan Laut, Port Administrator Macassar. Address: 

Pangkalan Soekarno Macassar. Tel. 6988, 6966. 


AGENT: P. N. Djakarta Lloyd, Djl. Pankalan Bung Karno, Port 
Makassar. 


MUNTOK: 02.04 S. 105.10 E. 


DOCUMENTS: 

Register Book. 

Load-line Certificate. 

Deratization Certificate. 

Harbour Report. 

Radio Certificate. 

Nationality Certificate. 

Safety Equipment Certificate. 

Port of Call List. 

Last Port Clearance. 

Light dues Payment. 

Health Book. 

6 copies Crew List. 

3 copies Store List. 

6 copies Passenger List (if any). 

Navy Book. 

Next Port Manifest from every port. 

Vaccination Certificate. 

All loading Custom paper from every port. 
PILOTAGE: Not available. 
ANCHORAGE: Safe anchorage in 10 m. 
RESTRICTIONS: None. 
MAX. SIZE: 2 m. draft at quays length 100 m., breadth 30 m. 
RADIO: Not available. 
TUGS: 7 tugboats avaiable for communication between shore and 
ships, with capacity 340 h.p. each. 
BERTHING: Anchorage 165° Tg. Kalian, 2 miles from shore. Only 
small vessels draft 7 ft. alongside quays. 
STEVEDORES: Ordered by Agent. 
MEDICAL: Facilities available. 
TANKERS: None. 
FRESH WATER/FUEL: None. 
CUSTOMS ALLOWANCES: 200 cigarettes per man; 1 bottle per 
man. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS/REPAIRS/DRYDOCKS: None. 
AIRPORT: None. 
HOLIDAYS: On Moslem holidays, no cargo work. 
SHORE LEAVE: After permit by Chief of Police. 
REGULATIONS: Customs, Harbour Master, Police Maritime, 
visit ship on arrival. 
DELAYS: Delays due shortage lighter space. 


AGENT: P. N. Djakarta Lloyd, Muntok Branch. Port Muntok. 


PALEMBANG: 02.59 S. 104.45 E. 


DOCUMENTS: Upon arrival ships have to fill in the following 
Forms: 

Harbour Report obtainable from the boarding Pilot, or from the 

Harbourmaster. 

Pilot's Certificate. 
Upon arrival vessels have to produce the following Certificates and 
Documents, which will remain in the Harbourmaster's custody 
until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 
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Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

10 copies Crew List. 

6 copies Passenger List. 

2 copies Ship's Articles. 

2 copies Store List. 

Maritime declaration to be completed by Master upon arrival, 

obtainable from boarding Quarantine officer, or via Agency. 

PILOTAGE: Compulsory, consisting of Outer (River) and Harbour 
Pilot. Applications should be cabled to pilot vessel via Palembang 
Radio Station. Pilot vessel located at station position 02° 11’ 08” S. 
104° 57.03” E. 

Vessels arriving in afternoon and unwilling to navigate the river 
in darkness should not hoist the pilot signal. The signal station is 
at the aforementioned pilot vessel, which answers the pilot signal 
as follows: 

By night: 

A flare-up light slightly over the railing, or waving with a white light 
means: Pilot will soon board the vessel. One red light vertical over 
a white light means: No pilot available, vessel allowed to proceed 
until Pilot is met. 

By day: 

1. The international flag signal KYS from the International Code 
of Signal meaning: Pilot unable to attend due to motor defect or 
heavy seas. The Pilot can be picked up by ship's motor-boat. 

2. The flag signal KKO meaning: No pilot available, vessel allowed 
to proceed until Pilot is met. 

Use of Harbour Pilot in Palembang is compulsory. 
ANCHORAGE: Musi Bar: anchorage position 2° 08’ 30” S. 104° 
58’ 30” E., in depth of 9 fathoms, used for topping up ocean tankers 
from river craft. 

RESTRICTIONS: Palembang is 54 miles upstream. The main 
entrance is the river arm between Tg. Tjarat and Tg. Gedeh. 
Depths from sea to Palembang: 

Outer Bar 45 DM at mean level 
For incoming vessels Channel East of Pajung 42DM,,__,, 5, 
for outgoing vessels Channel West of Pajung 45DM,, ,, F 
Channel South of the light-buoy 48DM,, ,, + 
South of Pajung 


Bar of Kupang 50 DM 4h Wn 
Bar downstream of Kampung-Peradjen 
(9 miles from Palembang) 50° DM 22°, 4 


Bar downstream of S. Lais (opposite Kundur) 50DM,, __,, + 

Incoming ships have priority in passing the Outer Bar from 2 hours 
to 1 hour prior to HW. From 2 hours to 45 minutes prior to HW, 
outgoing ships have to wait between Tangjung Gedeh and Tandjung 
Tjarat. 

Channel East of Pajung for incoming ships. 

Channel West of Pajung for outgoing ships. 

RADIO: Call sign PKC. 

Time operating (GMT). Frequency 500/448 Ke. ; 0000/0100, 0400/0500, 
0800/0900, 1200/1300. Frequency 8706 Kc.: A.! 0100/0200, 0500/0600, 
0800/1000, 1300/1400. Frequency 8799, 2 Kc.: A.II1 0200/0230, 0600/0630, 
1000/1030. 

VHF Channel 16, 20, 22, 26 and 28. Time operating (local time) 
0700/1330, 1500/1730, 1900/2100, 

VHF —- Direct Pilot Master Channel 12 and 14. Time operating 
(local time): 0800/1600. 

HEALTH: Vessels arriving from abroad have to apply well in ad- 
vance from the Department of Health (Quarantine Section) for a 
provisional free pratique, as said pratique has to be cabled to the 
port. The provisional free pratique is only valid for this port, the 
next port of call must be a First Class Port as no further provisional 
free pratique will be issued, unless the vessel sails directly abroad. 
TUGS: One tug-boat, capacity 350 h.p., owned by P. N. Djakarta 
Lloyd, Palembang. 

BERTHING: Anchorage in the vicinity of the quay, see chart for 
prohibited anchorage. 

Harbour board quay: Berth length 350 m., depth alongside 6 m., 
depth front/middle 6/8 m. 

Pusri wharf (fertiliser plant) Left Bank: Berth length 150 m., depth 
alongside 7 m. Operated by P. T. Pupuk Sriwidjaja, Palembang. 

Coal Wharf — Kertapati quay (Right Bank): Berth length 250 m., 
depth alongside 6 m. Situated 2:7 miles upstream from Harbour 
board quay. 

TANKERS: Pladju Terminal (Right Bank): Downstream of Harbour 
Board quay operated by P. N. Pertamina Unit II (Pladju) (ex-Shell). 

Sungai Gerong Terminal (Right Bank): Downstream of Harbour 
Board quay, operated by P. N. Pertamina Unit Il Sungei Gerong 
(ex-Stanvac). 

STEVEDORES:P.N. Djakarta Lloyd Terminal Department, Palem- 
bang. Working hours: Monday/Friday, 0800-1200 and 1300-1600. 
Saturday, 0800-1300. Overtime, Monday/Friday, 1600-1800. Saturday, 
1300-1800. Gangs capacity: average 10 tons per hour. 

FRESH WATER: Obtainable at berth. 

FUEL: Obtainable at P. N. Pertamina Unit || Pladju provided payment 
is arranged in advance through their Head Office in Djakarta. 
REPAIRS: No facilities. 

PORT SECURITY: Maintained by members of the Indonesian 
Armed Services, usually, police, Navy or Marine and Army. Crew 
members should be in possession of a shore pass issued by the 
Port Authority, accompanied by an identification card when leaving 
or entering the guarded gates of the Port Area. Shore passes can 
be obtained via the Agencies. 
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CUSTOMS: For all vessels coming direct from Singapore a 
Hong Kong all crew cabins will be checked through on arrival, 
CUSTOMS/NAVY REG.: Upon vessels arrival/departure, boa, 
ing team will come on board consisting of: 

2 Navy Officers. 

2 Customs Officers. 

2 Health Officers (in case vessels coming from infected ports, 

abroad). 

2 Immigration Officers (in case vessels coming from abroad Onky 

3 Clerks from Agents. ; 
Nobody allowed on board until this team declares the vessel clearg 


AGENT: P. N. Djakarta Lloyd, Palembang Branch Office, Dials 
Pasar No, 158, 16 llir, Palembang. 


PANARUKAN:: 07.42 S. 113.56 E. 


DOCUMENTS: 

Port Clearance. 

5 B/Model/Customs Clearances. 

Customs papers. 

Store List. 

Crew List. 

Passenger List. 

Light Dues Certificate. 

Seaman's Book and Health Certificate. 

Ship's Registry. 

Load Line Certificate. 

Safety Radio Certificate. 

Deratting Certificate. 

Certificate of Nationality. 

Tonnage Certificate. 

Suez Canal Certificate. 

Dispensation for Deck and Engineer Officers. 
PILOTAGE: Nil. 
ANCHORAGE: With bearings: Patjaron Hill, 275°; white light, 12% 
red light, 187°. This anchorage leaves ship 300 metres from 20 metx 
line and over 500 metres from 7} metres patch. 
RESTRICTIONS: No restrictions, vessel may enter and leave poi 
at any time. 
MAX. SIZE: In anchorage position draft permissible up to 15 metre: 
HEALTH: Pratique will be arranged by Sourabaya Agent an 
especially if the ship is just coming from a country suspected ¢ 
special disease or fever, otherwise pratique is automatic and: 
quarantine doctor from Sourabaya boards. When vessel comin; 
from domestic port, pratique is not necessary. 
RADIO: (a) Coastal station: Call sign, PKD 2; medium way 
500 kc/s.; WF, 474 kc/s.; working hours GMT, 0000-0100, 0400-050) 
(b) Fixed station: Call sign, 8 AD 3; short wave, 8 Mc/s.; working 
hours GMT, 0160-0400, 0500-0600. 
TUGS: Tugs join vessel at anchorage position. Vessel can use tug! 
lines and the Agent will arrange. Usual charge for use of tug's lines 
BERTHING: There are no berths alongside quays. 
STEVEDORES: 24 hours before ETA advice needed to arrang 
gangs. 
MEDICAL: Hospital facilities available, vaccination/fever Certit 
cates for crew can be issued by authority. 
FRESH WATER: No facilities. 
FUEL: No facilities. 
GANGWAY/DECK WATCHMEN: Available, consist of secur 
team of P.N. Djakarta Lloyd Panarukan Branch. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCES: No restriction as long as gooti 
remain on board ship. 
CARGO GEAR: All gear supplied by stevedores except rain tent. 
IDENTIFICATION CARDS: Needed if crew going ashore. 
CONSULS: No local representation. 
REPAIRS: No facilities. 
TIME: GMT plus 7 hours. 
HOLIDAYS: Sundays; ist January; 17th February; 9th March 
7th May; 18th May; 15th August; 17th August; 28th September 
30th November; 1st December; 25th December. Work cannot ® 
arranged on 30th November and 17th August but on other holiday‘ 
cargo work can be arranged. 
SHORE LEAVE: Can be arranged. 


AGENT: P.N. Djakarta Lloyd, Tjabang Panarukan, Port Panaruka’ 
Java, Indonesia. Tel. Panarukan 8-10-15; after office hours, Sit 
bondo 29-47-159. Telegraphic address: Djakarta Lloyd, Panaruka". 


PANDJANG (Teluk Betung): 05.27 S. 105.19 E. 


DOCUMENTS: Upon arrival ships have to fill in the followi 
Forms: 

Harbour Report obtainable from the boarding Pilot, or from th 

Harbourmaster. 

Pilot's Certificate. 
Upon arrival vessels have to produce the following Certificates a 
Documents, which will remain in the Harbourmaster's custody un! 
cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 


Safety Certificate (passenger ships). — 
Safety Equipment Certificate (cargo ships). 
Safety Radio and Radiotelephony Certificate (cargo ships). 
Certificate of Approval (ship's radio station). 
Health Book or Bill of Health. 
Last Port Clearance. 
Subscription of Light and Harbour Dues and wharfage if any. 
Crew Lists and Passenger's Lists. 
Ship's Articles. 
Ships Stores Lists. ; ; ; 
PILOTAGE: Pilots are in Government Service. Pilot signals accor- 
ding the International Code of Signals. Pilots can be ordered direct 
by cable to the Harbourmaster or via the ship's Agents. : 
“Harbour pilots available (2) from 0800 to 1400 daily, and till 1700 
pon request. Rules are that incoming vessels are served first. _ 
HEALTH: A 3rd Class port and can only be called at after obtain- 
ing a free pratique at one of the 1st Class Ports. 
Vessels arriving from abroad have to fly the "Q”' Flag (Yellow flag) 
yntil boarded and released by the Quarantine Officer. . 
Masters have to fill in the Quarantine Form and signed by him and 
the ship's surgeon, if any, and produce the following: 
“Health Book or Bill of Health. 
Deratisation (Exemption) Certificate. 
Valid International Vaccination Certificates of Crew members and 
Passengers. M5 
Crew and Passenger's Lists showing the validity dates of above 
Certificates. ; 

During the time that the “Q" Flag is flying no one is allowed to 
board or leave the vessel except with the permission of the boarding 
Quarantine Officer. ‘ 

RADIO: Coastal Radio Sation, Pandjang Radio, call sign PKC 4, 
operating 24-hr. Radio telegraphy service. 

VHF radio service operating on Channels 9 and/or 16, from Mon- 
day to Thursday, 0800 hours to 1330 hours, local time. Friday, 0800 
to 1100 hours local time. Saturday, 0800 to 1200 hours local time. 
TUGS: There are two tug-boats. One owned by PT. Trikore Lloyd 
and the other owned by PN. KA. Both can be hired. 

BERTHING: Quay on the South side with a length of 160 metres 
anda minimum depth of 7:90 metres LW alongside. 

Quay on the East side with a length of 110 metres, and a minimum 
depth of 6 metres LW alongside. This quay is used by PN. KA ves- 
sels that serve the Pandjang to Merak route as ferry-boat service. 

Quay on the West side with a length of 75 metres, and a minimum 
depth of 4-50 metres LW alongside. 

Nagah Berlian Quay on the East side with a length of 20 metres, 
and a minimum depth of 3 metres LW. 

Ocean vessels can be berthed at 3 buoys in the Inner Harbour. 
LIGHTERAGE: 3 lighters of 100 tons capacity owned by the P.N. 
DKA can be hired. 

STEVEDORES: 1800-1200 (1300 on Saturdays), 1300-1600. Over- 
time possible after granted by the Authorities concerned. 

Gang's capacity average 20 ton/hour. 

FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: There is a port doctor. 

CUSTOMS: It is strictly prohibited to take undeclared foreign 
currency ashore. Crew members are not allowed to take more than 
Rp.50.- (fifty Rupiahs only) ashore. It is recommended that Masters 
consult the Agent about the local prevailing Custems Regulations 
with regard to currency, cigarettes, spirits, etc., to prevent unneces- 
sary difficulties and eventually fines. 


AGENT: P. N. Djakarta Lloyd, Pandjang Branch Office, Djl. Jos 
Sudarso Pelabuhan, Port Pandjang. 


PANGKALAN SUSU: 4.07 N. 98.13 E. 


PILOTAGE: Pilot obtainable. 

TUGS: Two tugs available, each of 400 h.p. 

ANCHORAGE: Suitable anchorage for vessels up to 40,000 dwt. 

at outer bar. 

BERTHING: Alongside wharf max. draft 5 metres, overall length 
% metres. Depth at low water spring 3 metres. 

TANKERS: Pertamina/Japanese Terminal: A single buoy mooring 

Situated 17 km. offshore in 15 metres depth of water. Mooring desig- 
ned for vessels up to 150,000 tons. Loading rate 3,000 tons per hour. 


PANGKALBALAM: 02.06 S. 106.08 E. 


DOCUMENTS: 
Register Book. 
Load Line Certificate. 
Deratisation Certificate. 
Harbour Report. 
Radio Certificate. 
Nationality Certificate. 


afety equipment Certificate. 
Port of Call List. 
Last Port Clearance. 
Light dues payment. 
Health Book, 
6 copies Crew List. 
Copies Store List. 
Opies Passenger List (if any). 
‘avy Book, 
Next Port Manifest from every port. 
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All loading Custom paper from every port. 

Vaccination Certificate. 
PILOTAGE: Not available. 
ANCHORAGE: Safe anchorage at green buoy, 10 m. 
RESTRICTION: No night entry. No anchoring at Eliot (red buoy). 
MAX. SIZE: Length 140 m., breadth 30 m. Only steamers drafted 
8 ft. allowed to discharge 
alongside the quays. 
RADIO: Port radio station. Working times 08.00-1300 except Sun- 
day. Call sign PKC 7. 
TUGS: 1 tugboat available owned by PN Djakarta Lloyd for com- 
munication between shore and ships. Capacity 120 h.p. 
BERTHING: Near green buoy, and as near as possible to shore. 
Sounding 10 m. Only small vessels 8 ft. draft alongside quays. 
STEVEDORES: Ordered by Agent. 
MEDICAL: Facilities available. 
FRESH WATER: Not available. 
FUEL: Not available. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle per man. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: None. 
REPAIRS/DRY DOCKS/REPATRIATION: None. 
REPATRIATION: Not available. 
AIRPORT: Airport service by regular airlines 6 times per week. 
HOLIDAYS: On Moslem holidays, no cargo work. 
Pret py sie ia Police 386SM; Ambulance 444 Otm; 
Fire 39 LB. 
SHORE LEAVE: After permission by Chief of Immigration. 
REGULATION: Every ship on arrival must be passed by; Customs, 
Harbour Master, Police Maritime, Health ‘service and Chief 
Immigration. 
DELAYS: Due shortage of lighter space. 


AGENT: PN. Djakarta Lloyd, Pangkalpinang Branch. 


PULAU SAMBU: 01.09 N. 103.54 E. 


DOCUMENTS: Upon arrival ships have to fill in the following 
forms: 

Harbour Report (obtainable from the Boarding Pilot). 

Pilot Certificate. 

Also required from the Masters are: 

Six copies of Crew List. 

One copy Stores List. 

One copy Personal Effects List. 

PILOTAGE: Pilots are in Government Service. Pilot signals accor- 
ding the International Code of Signals. Pilots can be ordered direct 
by cable to the Harbourmaster or via the ship's Agent. Pilot boards 
in position 1° 10’ 38” N., 103° 52’ 12” E. 

RADIO: Vessels calling at Pulau Sambu for bunkers should com- 
municate with PKC 2 Pladju Radio or Tunasix Singapore, or direct 
with Sambu Radio PKJ 51 (A3 Radio Telephone) and VHF Channel 
19. 

HEALTH: Vessels arriving from abroad have to fly the “Q" Flag 
(yellow flag) until boarded and released by the Quarantine Officer. 
Masters have to fill in the Quarantine Form and signed by him and 
the ship’s surgeon, if any, and produce the following: 

Health Book or Bill of Health. 

Deratisation (Exemption) Certificate. 

Valid International Vaccination Certificates of Crew members and 

Passengers. 
Crew and Passenger's Lists showing the validity dates of above 
Certificates. 
During the time that the “Q” Flag is flying no one is allowed to board 
or leave the vessel except with the permission of the boarding 
Quarantine Officer. 
TUGS: Available. 
BERTHING: Pulau Sambu has an excellent location 8 miles South 
of Singapore and approximately 3 miles from the International 
waterway. It has two deep water jetties with a maximum depth of 
36 ft., a maximum length of 440 ft., and the length of the navigable 
channel is 1,500 ft. 
FUEL: Ideally, itis necessary to advise suppliers of bunkers required 
at least fifteen days before the ETA of the vessel. The authorities at 
Pulau Sambu also require the vessel to contact them twenty four 
hours prior to their ETA. 

Bunkers available: Fuel Oil, 1000 seconds, and MDO. 
CUSTOMS: Masters have to declare all local currency on board. 
It is strictly prohibited to take local currency ashore. No limitation 
for foreign currency. 

Master should consult the Agent about prevailing Customs regu- 
lations with regard to currency, cigarettes, spirits, etc., to prevent 
unnecessary difficulties and fines. 

AUTHORITY : Department of Sea Communications. 


SABANG: 05.50 N. 95.20 E. 


DOCUMENTS: Upon arrival vessels have to produce the follow- 
ing Certificates and Documents, which will remain in the Harbour- 
master’s custody until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger's Lists. 

Ship's Articles. 

Stores List. 

PILOTAGE: Approach: 

Vessel should steer on the light of Klah Islet and keep at least one 
mile offshore, especially of Udjung Masam owing to an inward drift, 
until the bay is well open. When entering the bay, the light-buoy 
South of Udjung Lho Me should be kept on port side. 

The Signal Station at Peunimpun reports day and night the arrival 
of ships, by night an unofficial white light, showing all around is 
shown, visible at a distance of 12 miles. Signals by day with flags 
according the International Code of Signals and by night by signal 
lamp. 

HEALTH: Vessels arriving from abroad direct have to apply well in 
advance from the Department of Health (Quarantine Section) for a 
provisional free pratique, as said pratique has to be cabled to the 
Port. The provisional free pratique is only valid for this Port, the next 
port of call must be a First Class Port as no further provisional free 
pratique will be issued, unless the vessel sails directly abroad. 
TUGS: A small tug available for mooring assistance, subject 
advance notice. 

BERTHING: The usual anchorage in the inner roads is the North 
side of the bay, vessels can approach shore until in 32 and 29 metres 
depth. There is good holding ground. During S.W. or S.S.W. squalls 
in the West monsoon vessels have to be kept free from the quays by 
means of the mooring buoys moored off the berths. 

Western coal wharf, usable berth length 140 m. with depths 
alongside of 7 metres at LWS. 

ri coal wharf; usable berth length 150 m. depths 6-8 metres 
at LWS. 

Commercial wharf, usable berth length 100 m. depths 7:5 metres 
at LWS (length: 220). 

At the head of the oil jetty there is a depth of 10 m. at LWS. 
FRESH WATER: The water position here is excellent with pipes to 
all berths with an average loading speed of 25 tons/hour per hose. 
FUEL: Available from Pertamina. 

REPAIRS: Minor repairs can be carried out at the West end of the 
Coal Wharf at the repair shop and electrical power station. 
CUSTOMS: It is recommended that Masters consult the Agents 
about the local prevailing Customs Regulations with regard to 
currency, cigarettes, spirits, etc., to prevent unnecessary difficulties 
and eventually fines. 

AUTHORITY: Department of Sea Communications. 


SEMARANG: 07.01 S. 110.27 E. 


DOCUMENTS: 

Crew Lists. 

Passenger Lists (if any passengers to be disembarked). 

Customs Documents. 

Health Clearance from last port of call. 

Harbour Report forms supplied by Harbour Master. 
PILOTAGE: Ships with deadweight of more than 900 tons and 
with draft of more than 3:5 metres must anchor in roads. To enter the 
Harbour, Pilot required. Pilot can be applied for by raising ‘‘G" flag 
while ship is anchoring/arriving. 
ANCHORAGE: Anchorage 3 nautical miles from coast, where 
depth 9 metres. For smaller ships safe anchorages 1,900 metres from 
pier, where depth 5-7 metres. 
HEALTH: Vessels arriving must hoist ‘Q" flag. Work can only 
begin after inspection of security team boarding vessel upon arrival 
during working hours. 
RADIO: Name, Semarang Radio. Call sign, PKR. 
TUGS: Normally tugs join vessel in roads. 
BERTHING: Ships anchoring in roads can anchor any time of day. 
For berthing alongside quays ships with a draft maximum 3-6 metres 
require Pilot. Entering port guided by a pilot vessel. 
STEVEDORES: Necessary to inform Agent exact time of arrival. 
Labour gangs to be arranged one day before. Also details of cargo 
to be discharged needed to arrange stevedoring materials, especially 
for ships anchoring in roads. 
MEDICAL: Medical assistance can be given upon ship's arrival. 
First aid can be given by harbour doctor in harbour area. Serious 
cases taken to hospitals in town. Four hospitals available. Port 
Health Officer can issue vaccination/fever Certificates if required. 
FRESH WATER: Can be supplied by 100 ton barge once every 2 
days. Suggest take on water in Djakarta or Sourabaja. 
GANGWAY/DECK WATCHMEN: No gangway/deck watchmen 
needed. 
OPENING/CLOSING HATCHES: Opening and closing hatches 
done by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes or equivalent in 
tobacco permitted for each crew member to hold out of bond. 
Wine and/or spirits, maximum value of U.S. $10. 
IDENTIFICATION CARDS: Needed. 
CONSULS: No local representation. 
REPAIRS: Minor repairs only. Small dock only for repairing vessels 
no longer than 36 metres. 
REPATRIATION: Repatriation of crew members arranged by 
Agents by contacting Immigration Officer for permits concerned. 
AIRPORT: 5 mins. drive from harbour. Domestic flights only. 
TIME: GMT plus 8 hours 
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HOLIDAYS: New Year. (ist January); Independence Day (th 
August); Id el Fitr; Christmas Day (25th December). 


POLICE/AMBULANCE: Semarang 245 or 726. D 
TELEPHONES: No facilities for placing telephones on board, 
SHORE LEAVE: Crew members allowed ashore. be 


DELAYS: Normally the speed of loading of bulk cargo is 20-25 ton, P 
one gang/hours. Delays by bad weather during December, Janus, 
and February, where it is impossible to come out of the inner ports 
ships anchoring on the roads. 

AUTHORITY: Administrator Pelabuhan Semarang, Djl. Tamby 
sari No. 8, tel. Sm. 245-726. 


AGENT: P. N. Djakarta Lloyd, Djl. Mpu Tantular No. 23, py 
Semarang. 


- 


SORONG (Kasim Terminal): 01.18 S. 131.01 E. (See 
Plan, 


SHIPMASTER'S REPORT: 


LOCATION: The terminal is located on the Island of Jef. 
DOCUMENTS: 
Certificate of Register. 
Load Line Certificate. 
Safety Equipment. 
Safety Construction Certificate. | 
Radio Certificate. ‘ 
Derating Certificate. | 
6 Crew Lists. 
6 Vaccination Lists. 
2 Crew Declaration. 
2 Stores Lists. 
PILOTAGE: Compulsory, Pilot boards in-bound vessels in positic 
00° 53’ S. 131° 10’ E. Vessels berth and unberth at any stage of th | 
tide during the day. 
Accommodation ladder not required; pilot ladder is sufficies 
Also see “Anchorage”. 
ANCHORAGES: Recommended anchorage area is 44 miles We: 
of Sorong in position 00° 53’ S. 131° 10’ E. Under no circumstance 
should the vessel enter the restricted area around the structy: 
without the Mooring Master abroad. 
Any vessel arriving in the anchorage area after 1400 hours low 
time will wait in the anchorage area until first light the next morniy 
to transit the Sele Strait to the terminal. 
On arrival at anchorage contact ‘Sorong Control" on VHF Char 
nel 16. 
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RESTRICTIONS: 
Controlling Mean Velocity Nature 
depth tidal of of 
(MLW) range current bottom 
Entrance: 40 ft. Approx. 5 ft. Max. 5 kt. Sand, mud 
Channel: 40 ft. FP vi Sand, rock, cor 
Anchorage : 120 ft. ‘a 5 Rock, sand 
Berth: 80 ft. 1 4 Sand, rock, core 


MAX. SIZE: The channel is swept to a depth of 46:2 ft. Vesse’ 
max. draft is 40 ft. Also see ‘‘Berthing”. 
PRATIQUE: Available night and day Customs and Immigratio 
board on arrival. 
RADIO: Advice for arrival; 72 hours prior to arrival at Sorong vess¢s 
should advise the Company of their estimated time of arrival } 
cable sent via 'Pertaminas Coastal Radio’’ Station at Djakarta 
Government Radio Station at Sorong. They should also confi 
or amend them when they are 48 hours and again 24 hours, dista" 
from Sorong. 
Cable address: Pertamina, Unit 5, Sorong. 
Cable address: Pertaminas — Djakarta. 
Name of the station: Djakarta Radio. Call signal: PKI-2. 
Frequency Class Power Nature Service (GMT) 
452 kc/s. Al 1 kW CR 0000-0200—0400-0600 
0800-1000—1 200-1400 
1kW CR 0200-0300—0400-0500 
0700-0800—1030-1200 
1400-1500—1800-2000 
2200-2300— 
0100-0200—0500-0600 
0900-1030—1 200-1300 
1500-1600—1 700-1800 
2000-2100—2300-2400 
Sorong Radio Station: Call Signal: PKY-41 


8,626 ke/s. Al 


12,980 ke/s.A1  1kW CR 


6518°6 ke/s. SSB H 24 
6518-6 ke/s. SSB H 24 
8755 ke/s. AM 0000-0100 
8730 ke/s. AM 0200-0300 


The following information should be included in the cable: 

(1) Name of vessel and radio call signal. 

(2) ETA in GMT and date (local time GMT plus 9 hours). 

(3) Cargo requirements. 

(4) Deballasting time. 

(5) Maximum loading rate. 

(6) If there is any sickness on board or clean bill of health. 

(7) Flange dimension of vessel's manifold connection. 
TUGS: Available, 1,400 hp. - not necessary and not usually used 
BERTHING: Berthing is restricted to daylight hours until light 
buoys arrive. It is not usual to undock with a strong stern tide 
running. i. 

Kasim terminal is owned by Petromer Trend. Maximum size ® 


 _ 


ssel at the berth is, length 1,000 ft., beam 150 ft., and draft 65 ft. 
Depth of water 80 ft. (LW). 

The conventional Buoy Mooring System consists of four buoys 

th two buoys forward and two buoys aft. The buoys are not equip- 
er with lights. For berthing three ropes necessary on each buoy. 
Ship's crew connect and disconnect cargo hoses. 

The Kasim Marine Terminal Office is located ashore adjacent to 
ye export tanker mooring. A storage barge (60,000 tons) equipped 
with Daniel meters is used to load the export tanker. Two sub- 
marine hoses Of 12 in. dia. 150 Ib. ASA flanges are used to load the 
;xport tanker. All vessels not having 12 in. hose connections must 
provide their own reducers. — 

There are no facilities for dirty ballast. Booster pumps are used. 
MEDICAL: Doctor available. 
FRESH WATER: Not available. 
FUEL: Not available. 
REPAIRS : Can be undertaken at Sorong but not at Kasim Terminal. 
cuSTOMS ALLOWANCES: 200 cigarettes and 1 bottle of spirits. 
REPATRIATION: Not possible. 
TIME: GMT plus 9 hours. 
SHORE LEAVE: No shore leave. 
GENERAL: Before sailing it is necessary that Sorong Harbour 
Master is aboard. No stores or clinic available. 

During daylight hours Indonesian flag must be flown. 


AGENT: Two to four weeks before arrival, vessels must appoint 
as general agent Pertaminaship, Djakarta 3234 Yos-Sudarso, PO 
Box 327, Tanjung, Priok, Djakarta, Indonesia. 

Telex DKT 2885, Answerback: Pertamina. Tel. 290 312 ext. 217. 


SOURABAJA (Tandjong Perak) : 07.12 S. 112.44 E. 


DOCUMENTS: Upon arrival vessels have to produce the follow- 
ing Certificates and Documents, which will remain in the Harbour- 
master's custody until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

International Load Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger's List. 

Ship's Articles. 

2 Stores Lists. 

PILOTAGE: Pilots are in Government service. Pilot signals accord- 
ing to International Code of Signals. Pilots have to be ordered 
through Agent or can be obtained through Harbour Master. 

Compulsory Pilotage, consisting of sea and harbour pilotage. 

Western Channel: The sea Pilot will board the vessel at the en- 
trance of the Western Channel from pilot launch stationed at Karang 
Djamuang position 06° 55’ 40” S. 112° 43’ 40” E. Application for Pilots 
can be cabled via above radio station and must be received at least 
24 hours prior to the ship's arrival at the boarding area, by the Har- 
bour Master of Tg. Perak. Upon arrival at the pilot station by day, 
ships should hoist the International Code Flag ‘‘G"’ and the Ship's 
International Call Sign. The following local signals regarding 
Pilots should be observed if shown by the Pilot vessel: 

(a) By night: a flare-up light (white) or waving a white light above 
the railing means: pilot will soon board your vessel. 

(6) By day: the First Substitute over the Code Flag ‘‘S" means: 
no Pilot available, vessel allowed to proceed until she meets the 
Pilot. By night: a red light over a white light. 

(c) By day: 2 black cones one vertical over the other points down- 
wards or by night: 2 green lights one over the other means: no pilots 
are available for ships of less than 10,000 m® gross. If this signal is 
made by the Pilot, vessels do not have to show the pilot signals. 

(9) By day: the International Signal GFM or by night: a green light 
over a white light means: Pilot will board your vessel by row-boat as 
0 motor-boat is available. 

Eastern Channel: No pilot vessels. Pilots will board the vessel at 
the entrance by means of a pilot barge dispatched from Tg. Perak 
pilot station at the Harbour Master's office. 

Sea Pilot will take the vessel up to the Inner Roads, where the 

arbour Pilot takes over. 

RESTRICTIONS: There are two entrances: Western and Eastern 
els. 

Western Channel: used for deep-drawing vessels with least depths 
mid-channel of 72 dm. at LWS. Distance to Tg. Perak about 23 miles. 
Pry Channel: \east bar depths through this channel is 34 dm. 
J S. Distance to Tg. Perak is about 24 miles. Least depths of 
ansens Channel is 39 dm. at LWS. 
tio Oarding Area: Harbour Pilots, Quarantine Officer and Immigra- 
iMMIGI board the vessel at the Inner Roads (anchorage). 

Vessel RATION: (Department of Defence and National Security). 
ms AL arriving from abroad with passengers must hoist the ''N” 
Gee to supply the boarding Immigration Officer with 
passengers: ist of: (a) disembarking. (6) transhipping. (c) through 
om Persons are allowed on board until the vessel has been exam- 

andthe"'N" Fiag taken down. Passengers must be in possession 
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of a valid visa: visitor's, entry or a transit visa. Those not having a 
visa may at the discretion of the Immigration Officer, obtain a land- 
ing permit. Members of the crew including the Master must appear in 
the Articles, in order to get shore permits. 

RADIO: Coastal Radio Station call sign PKD. Classes: A1 Fre- 
quency 430, 550, 8730, A2 Frequency 430, 500, A3 Frequency 8754, 
4. 

Pilot station Karang Djamuang is also reachable through radio 
call sign PKW: frequency 500 kHz. This station can also be contacted 
by VHF Channels 12, 16. 

TUGS: For poor steering vessels and those with deep drafts, tugs 
assistance is indispensable from light buoy no. 5 till light buoy no. 4 
is passed. 

Tug-boat assistance is handled by Port Administrator's tugs, 
consisting of 3 tugs, 2 of 800 h.p. each and 1 of 1,000 h.p. 
BERTHING: Anchorage opposite Djamrud Utara, where ships can 
load and discharge by lighters. 
Quays: Djembatan Djamrud Utara Depths at LWS 5 


metres offshore 42dm. 
Djembatan Djamrud Barat +b 46 dm. 
Djembatan Djamrud Selatan Ea 63 dm. 
Djembatan Perak e 62 dm. 
Djembatan Dok Utara 4 62 dm. 
Djembatan Dok Selatan °C 62 dm. 
Djembatan Mirah . 18 dm. 
Djembatan Intan 7 32 dm. 
Djembatan Berlian Timur i 62 dm. 
Djembatan Berlian Utara Ww 46 dm. 
Djembatan Berlian Barat 7 65 dm. 
Djembatan Nilam i 63 dm. 


Total berth length of above berths is 5459 metres. 

Tanker Terminal: 

Government Petroleum Pier Depth alongside at LWS is 90 dm. 
Semampir East " 120 dm. 
Semampir West FA 100 dm. 
Coal Wharf: Situated at the Southern end of Tambatan Nilam, 
equipped with 1 transporter and 2 bunker barges with steam operated 
grippers, owned by P.N. Tunda Bara. 

STEVEDORES: Working hours: Monday-Thursday 0700-1200; 
1300-1500 hrs. Friday 0700-1100; 1300-1500 hrs. Saturday 0700-1200 
hrs. Overtime: Monday-Friday 1500-1700 hrs. Sundays, holidays 0700- 
1200; 1300-1500 hrs. Night work allowed after permission from the 
Port Authority. 

Speed for gang per hour: 15 tons for general cargo. 

FRESH WATER: Supply is handled by the Harbour Board to the 
berths and by 2 water barges. Present capacity about 400 tons per 
day for the whole harbour. Priority is for Passengers vessels and 
application required 48 hours prior to ship's arrival. 

FUEL: Fuel can be obtained via pipelines to all berths, capacity up 
to 300 tons/hour, coal see coal wharf. 

REPAIRS: Dry-docking and all sorts of repairs are carried out by 
the State-owned P.N. Dock. There are floating docks, capable of 
lifting 15,500, 3,500 and 4,000 tons. There are several slipways for 
coasters. 

Electronic Repair Shop: All sorts of electronic repairs such as 
radar, echo-sounder, etc., can be repaired by private contractors. 
PORT SECURITY: Maintained by members of the Indonesian 
Armed Services, usually, police, Navy or Marine and Army. Crew 
members should be in possession of a shore pass issued by the Port 
Authority, accompanied by an identification card when leaving or 
entering the guarded gates of the Port Area. Shore passes can be 
obtained via the Agencies. 

CUSTOMS: It is strictly prohibited to take undeclared foreign 
currency ashore. Crew members are not allowed to take more than 
Rp.50.- (fifty Rupiahs only) ashore. It is recommended that Masters 
consult the Agents about the local prevailing Customs Regulations 
with regard to currency, cigarettes, spirits, etc., to prevent unneces- 
sary difficulties and eventually fines. 

AUTHORITY: Port Administration, P.O. Box 103, Tandjong Perak. 
AGENT: P. N. Djakarta Ltoyd, Sourabaja Branch Office, Djl. Pahla- 
wan 26-28, Port Sourabaja. 


TANDJUNG UBAN: 01.03 N. 104.13 E. 


P.T. Stanvac Indonesia Oil Terminal. 
DOCUMENTS: 

11 Crew Lists. 

Harbour Report (form to be supplied by the Agent). 

Maritime Declaration. 

Vaccination List. 

2 Stores Lists. 

2 Bonded Stores Lists. 

2 Personal Effects Lists. 
PILOTAGE: Agent requests Pilot upon arrival of vessel. 72 hours 
advance notice of ETA required. Pilot boards vessel in harbour area. 
ANCHORAGES: }-3 mile opposite oil jetties. 
MAX. SIZE: 


Dockno.2 no.4 #no.5 
Length 800 ft. 650 ft. 650 ft. 
Breadth any any any 
Draft 34 ft. 33 ft. 32 ft. 


HEALTH: Health Officer will board vessel after berthing. No pratique 
granted, even for vessel after calling at another portin same country. 
RADIO: Tandjung Uban Radio - call sign PKJ. 

TUGS: No tugs available. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


BERTHING: Agent arranges berthing vessel. Dimension of oil 
hoses used: 6 in. and 8 in. Very limited slop facilities, depending 
on available ullage. 

MEDICAL: Very limited facilities. Only a clinic with experienced 
wound dresser available. Valid smallpox and cholera certificates for 
crew members required. 

DENSITY : 10254. 

FRESH WATER: Available ex-pipe-line — 5 tons/hour. 

FUEL: Medium fuel oil, viscosity Redwood |, 600-900 seconds; 
heavy fuel oil, viscosity SSF, 30-40. Prior approval from PT Stanvac 
Indonesia, Djakarta, required for obtaining bunker fuels. 
GANGWAY/DECK WATCHMEN: Port authority provides one 
safety guard during vessel's stay in port. 

CUSTOMS ALLOWANCES: Reasonable quantity allowed to be 
used during vessel's stay in port. 

IDENTIFICATION CARDS: Possession of a valid Seaman's 
Book sufficient. 

REPATRIATION: No facilities available. 

AIRPORT: Distance to airport, 60 miles. Served by Garuda Indo- 
nesian Airline 3 times a week (Mondays, Thursdays and Saturdays) 
to Djakarta only. 

TIME: GMT plus 7 hours. 

POLICE/AMBULANCE/FIRE: Police, tel. 55; Clinic, 37 and 58; 
Fire, 44 and 13. 

TELEPHONES: Agents place telephone on board at no cost. 
AUTHORITY : Penguasa Pelabuhan (Port Authority), tel. 53 (office) 
57 (home). 


TARAKAN: 03.20 N. 117.45 E. 


DOCUMENTS: See "Djakarta’’. 

PILOTAGE: Compulsory pilotage consisting of sea and harbour 
pilots. Ships requiring pilot service should notify the harbour- 
master at least 24 hours before arriving at outer buoy. Tide: semi 
diurnal. 

Pilots do not normally work at night. The approach buoys and 
leading lights are frequently extinguished and vessels arriving at 
night are recommended to anchor at No. 1. Buoy at await a pilot in 
daylight. 

HEALTH: Vessels arriving from abroad direct in one of the 2nd 
Class Ports have to apply well in advance from the Department of 
Health (Quarantine Section) for a provisional free pratique, as said 
pratique has to be cabled to the port concerned. The provisional free 
pratique is only valid for the port concerned, the next port of call 
must be a First Class Port as no further provisional free pratique will 
be issued, unless the vessel sails directly abroad from the 2nd Class 
Port concerned. 

RADIO: Call sign: PKO Class A1. This station also has VHF 
Maritime Bands working on the same hours as the Short Wave 
Transmissions. 

TUGS: Nil. 

BERTHING: The anchorage will hold many ships but very little 
cargo is worked from the anchorage as most vessels calling are 
timber ships waiting to load. The very occasional ocean cargo ship 
usually unloads on to a barge but very occasionally goes alongside 
the Commercial Jetty. 

The Commercial Jetty has a least depth of 4 metres and a length 
of about 150 metres. There is a crane capable of lifting 2 tons on 
the inside berth. This jetty is very old and delapidated and normally 
handles only small craft of local inter-island character. 
STEVEDORES: Working hours: 7 hours on normal working days. 
Overtime can be arranged. 

TANKERS: The Pertamina jetty has a least depth of 8 metres and 
is about 180 metres in length. This pier is solely for the export of 
petroleum products in small tankers. 

Off the Pertamina pier is a six-buoy sea berth to which tankers of 
35,000 tons deadweight are secured to load oil for export. The loading 
rate is about 1,000 tons per hour, through two 10 in. hoses. The 
berth requires a tanker with a derrick capable of lifting 3 tons. 
GENERAL: Port doctor available. 

Carrying a camera ashore or even on deck of a ship for photogra- 
phy is strictly prohibited. 

There is asmall hospital. No stores, water, or fuel oil are available. 

There are no repair facilities at all. Pertamina operates a small 
hospital and a clinic. There is air communication to other parts of 
Indonesia through Balikpapan. 
PORT SECURITY: Maintained by members of the Indonesian 
Armed Services, usually, police, Navy or Marine and Army. Crew 
members should bein possession of a shore pass issued by the Port 
Authority, accompanied by an identification card when leaving or 
entering the guarded gates of the Port Area. Shore passes can be 
obtained via the Agencies. 


AGENT: P. N. Djakarta Lloyd, Tarakan Branch Office, Djl. Djendral 
Sudirman 1/16, Port Tarakan. 


TEGAL, Java: 06.55 S. 109.10 E. 


DOCUMENTS: Upon arrival, vessels have to produce the following 
Certificates and Documents, which will remain in the Harbour 
Master's custody until cleared: 

Nationality (Registry) Certificates. 

Seaworthiness Certificate. 

Tonnage Certificate. 

Deratisation (Exemption) Certificate. 

International Loadline. 

Safety Equipment Certificate. 
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Safety Constructions Certificate. 

Safety Radio-telegraphy Certificate. 

Vaccination List. 

5 Crew Lists. 

2 Stores Lists. 

2 Crew Baggage's Declaration. 

Last Port Clearance. 

Health Book. 

Custom Clearance and Custom Documents. 

Cargo Manifest and Bills of Lading. 

When vessels arrive direct from foreign port, Customs a 
Harbour Police officials board for search. 
PILOTAGE: None. 
ANCHORAGES: Tegal roads. Safe anchorages: Lat. 06° 49’ 
Long. 109° 08’ 07” E. Lighthouse 210°. Distance 2-5 miles off, 
RESTRICTIONS: No restriction night entry, but work is done ny 
day (after 1800 hours). 
MAX. SIZE: Length and breadth no restriction. If draft above 9: 
will be 2:5 or 3 miles off shore (anchorage on roads). : 
HEALTH: Maritime Declaration of Health needed from Maste, 
vessels coming direct from abroad. If vessel comes from oty 
Indonesian ports, automatic free pratique. 
RADIO: Coast-to-coast (radio station.) Call sign Tegal Radio (fiy 
station) 8.AC.2. Wavelength 5316 kc/s., 8080 kc/s. VHF: None, 
TUGS: Only used for towing lighters to vessels on the roads, 
BERTHING: None. Anchorage only. 
STEVEDORES: ‘rdered by Agent. If possible before arrival; 
vessel, some information mainly concerned with requirements; 
the Shipmaster advises Agents to arrange gangs and available spa 
for Tegal cargo. 
MEDICAL: Normally medical attention for crew to be arranged) 
Agent at order of Master. 
FRESH WATER: Nil. 
FUEL: Nil. 
GANGWAY/DECK WATCHMEN: Services of watchmen: 
necessary to be ordered by Master. 
OPENING/CLOSING HATCHES: Is carried out by crew. 
sometimes by stevedores. 
CUSTOMS ALLOWANCES: Tobacco, wine and/or spirits 
allowed to be taken ashore. 
IDENTIFICATION CARDS: Necessary. 
CONSULS: None available locally. 
REPAIRS: None. 
REPATRIATION: Agents arrange necessary repatriation of cre 
TIME: Indonesian Western Time = GMT plus 7 hours. 
HOLIDAYS: Only Moslem holidays: Id el Fitr. For 2 days no cary 
work can be arranged. 
POLICE/AMBULANCE/FIRE: Accident, Police, tel. 10; First Ai 
be Ambulance (Texin Hospital), tel. 387; Fire Departments (Texir 
tel. 17. 
TELEPHONES: No facilities for placing telephones on board, 
SHORE LEAVE: Crew members allowed ashore from 0800 up t 
2100 hours every day. Not allowed to spend night on shore. 
REGULATIONS: Crew members not allowed to bring camer 
foreign money, on shore leave. 
AUTHORITY: Sjahbander, Dj!. Martadinata 4. Tegal. 


AGENT: P.N. Djakarta Lloyd Tegal Branch Office. Office address 
Djl. Laksamana R.E. Martadinata No. 5, Tegal, Indonesia. Tee 
graphic address: ‘‘Djakartalloyd Tegal". Telephone Office: Brane 
Director: Tegal 86. Terminal Manager: Utara 850. Shipping Manage 
Tegal 539. 


TELUK BAJUR: 02.10 N. 117.25 E. 


DOCUMENTS: See “Djakarta”’. 

PILOTAGE: Compulsory harbour pilotage. Ships have to wait tt 
Pilot inside the roads limits, anchoring as near the breakwater ® 
possible. Pilot is available each day from 0600-1800. 

HEALTH: Vessels arriving from abroad direct have to apply well’ 
advance from the Department of Health (Quarantine Section) for! 
provisional free pratique, as said pratique has to be cabled to tlt 
port. The provisional free pratique is only valid for the port and th 
next port of call must be a First Class Port as no further provisiow 
free pratique will be issued, unless the vessel sails directly abroa 
TUGS: One tug-boat (SAMP 8) of 250 h.p. is stationed at Tel! 
Bajur, the use of which is compulsory for incoming and outgoi% 
oceari-going ships. 

BERTHING: A dynamite jetty amidst the breakwater inside the he’ 
bour (repairs in progress) No. VII, intended for vessels carryil 
explosive loads, such as petrol in bulk, etc. Only quay no. |! i 
suitable for ocean-going vessels. Godown No. II-B was destroy® 
and hasn't been rebuilt yet. Total length of quay no. II is 326 ™ 
with a minimum depth of 78 dm. LWS. Alongside the Harbourmé® 
ter's office, forming a right-angle with quay No. Il is quay No. Ill w® 
a length of 96 m. and a minimum of 89 dm LWS. Ships can also bet® 
alongside the coal jetty on the NE side of the harbour, which has! 
length of 30 m. and a minimum depth of 66 dm LWS. ' 
STEVEDORES: Working hours: 0800-1100/1200; 1300-1600/17# 
(in normal times 1800). Overtime till 2100. 

Gang's capacity: average 13 ton/hour. 

FRESH WATER: Available at wharf, officially at a rate of 8 m’ p* 
hour, unlimited quantity during the wet season (September-Ap" 
During the dry season with a maximum of 150 m® and a capacity 

4-6 m® per hour. Water should be boiled or chemically treated > 
fore consumption. 
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FUEL: Coal not available. Fuel not available. 

REPAIRS: Dry dock available for ships up to 150 tons. Machine- 
workshops for minor repairs available. 

MEDICAL: Teluk Bajur has harbour clinic for emergency cases. 


Is at Padang. 
A PHORITY : Department of Sea Communications. 


TJILITJAP: 07.41 S. 109.05 E. 


DOCUMENTS: Upon arrival vessels have to produce the follow- 
ing Certificates and Documents, which will remain in the Harbour- 
master's custody until cleared: 

Nationality (Registry) Certificate. 

Seaworthiness Certificate. 

Measurement (Tonnage) Certificate. 

Deratisation (Exemption) Certificate. 

international Load Line Certificate. 

Safety Certificate (passenger ships). 

Safety Equipment Certificate (cargo ships). 

Safety Radio and Radiotelephony Certificate (cargo ships). 

Certificate of Approval (ship's radio station). 

Health Book or Bill of Health. 

Last Port Clearance. 

Subscription of Light and Harbour Dues and wharfage if any. 

Crew Lists and Passenger's Lists. 

Ship's Articles. 

Other certificates and documents as required, 

Ship's Stores List. 

RESTRICTIONS: Least depths at the bar and in the channel are 

70 dm at LWS. 

Current: semi-diurnal. By the influence of the Donan River, es- 
pecially during the rainy season, is the duration of the outgoing 
current longer than that of the ingoing. In the rainy season the out- 
going current can reach 5 knots. 

PILOTAGE: Compulsory. The pilot station is in Tjilitjap. Outbound 

vessels, application for Pilots must be made 2 hours before depar- 

ture, provided that ships sailing before 0800, must apply before 1800 

of the preceding day. Ships arriving by night must hoist the pilot 

signals at daybreak. Pilot signals as in the International Code of 

Signals until the Pilot boards the vessel or till a central signal is made 

at the signal yard of the Coastal Light “Gunung Tjimiring", where 

Tjilitjap will be phoned about approaching ships. The Lighthouse- 

keeper can make the following contra signals: 

(a) The Indonesian Flag at the signal yard meaning the Pilot is 
coming out. 

(6) One black ball over two black cones pointing upwards meaning 
wait for the next message. 

(c) Double cones meaning no Pilot available permission granted to 
enter without. 

(¢) Black ball over a black cone pointing upwards meaning Pilot is 
not coming out, permission to enter without Pilot until you meet 
one. 

Pilotage by night is not available except in very extraordinary cases. 
Ittakes the Pilot one hour from Tjilitjap to sea. If a ship can’t enter 
on the same day 2 black cones pointing upwards will be shown with 
a black ball in between. 
HEALTH: Vessels arriving from abroad direct have to apply well in 
advance from the Department of Health (Quarantine Section) for a 
provisional free pratique, as said pratique has to be cabled to the port 
concerned. The provisional free pratique is only valid for the port 
concerned, the next port of call must be a First Class Port as no 
further provisional free pratique will be issued, unless the vessel 
sails directly abroad. 

TUGS: Not available. 

BERTHING: Outer roads while waiting for the Pilot during the 

West monsoon a safe anchorage in 12 m. water. During the S.E. 

monsoon not a safe anchorage. 

Inner roads, under all circumstances a safe Anchorage in 9 m. 
water in the vicinity of Nusa Kambangan opposite the quays for 
small crafts and East of Tg. Sodong. Vessels over 80 metres length 
have to moor due to limited swinging space, current and winds. 
Berth length: 

Berth | 120 metre depth alongside 70 dm at LWS. 


Berth Il 146, i 
Berth Ill 142-5 ,, f 
Berth IV 130 


TANKERS: Shell Tanker Terminal: Petroleum jetty with dolphins 
where tankers of 85 metres length can berth. 
STEVEDORES: Working hours Monday-Thursday 0730-1200 and 
1300-1530 and Saturday. Overtime Friday 0730-1130 and 1300-1530; 
Sunday-holidays 0730-1200 and 1300-1530; Night shift 1700-2300. 

ang’s capacity: Loading manganese ore average 15 tons/hour; 
loading Scrap iron average 6 tons/hour; loading copra cake average 
10 tons/hour. 
FRESH WATER: Water is supplied through pipelines to the whar- 
ves, Capacity 7 tons/hour. 

EL: Not available. 

PORT SECURITY: Maintained by members of the Indonesian 
Armed Services, usually, police, Navy or Marine and Army. Crew 
members should be in possession of a shore nass issued by the 

ort Authority, accompanied by an identification card when leaving 
or entering the guarded gates of the Port Area. Shore passes can be 
Obtained via the Agencies. 

STOMS: it is strictly prohibited to take undeclared foreign 

currency ashore. Crew members are not allowed to take more than 

?.50.- (fifty Rupiahs only) ashore. It is recommended that Masters 
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consult the Agents about the local prevailing Customs Regulations 
with regard to currency, cigarettes, spirits, etc., to prevent unneces- 
sary difficulties and eventually fines. 

Ship's Inspection Team: Consisting of members of the Port 
Authority. This team will search the vessel, after the ship is cleared 
by the Port Medical Officer. Prior to mentioned search no Cargo 
handling is allowed. This Team will search the Store Rooms and 
Cargo Hatches, and subsequently seals the Bonded Stores and 
Radio Transmitter. Careful attention should be given in making up 
the Store Lists, as any difference found in the items declared and 
discovered during the search may lead to difficulties. 

SHORE LEAVE: Leaving and entering the Custom's Area the crew 
is checked on the basis of the Crew's List and Identification cards 
and searched. 


AGENT: See “Semarang.” 


TJIREBON: 06.41 S. 108.33 E. 


DOCUMENTS: 

Crew List. 

Passenger List. 

Customs Documents. 

Manifest. 

Bills of Lading. 

Ship’s Papers/Certificates. 

Health Documents. 

PILOTAGE: Not compulsory. Applications made through Agent 
or to Port Administrator via coast station Tjirebon radio. 

ANCHORAGE: Boundaries of port area are coast line, meridian 
108° 35’ 30” E. and the parallels of 06° 42’ 15” S. and 06° 43’ 41’ 40” S. 

A light buoy on the position of 06° 42’ 10” S. and 108° 36’ 20” E. is 
placed on the guidance line to the entrance of the harbour. 
RESTRICTIONS: Tjirebon roads only accessible for ships of 8 m. 
max. draft, by taking the Tandkung Sanggarong light buoy at port 
hand. Only ships with 4 m. max. draft can enter Inner Harbour and 
moor alongside wharves. 

All other ships anchor at outer roads. The harbour is open for 
24 hours. For vessels entering the harbour, a signal is given from 
signal station. 

HEALTH: Usual international procedures. 

TUGS: Tug services available. Order through Agents. 

RADIO: Call sign PKZ2. Working freq. 6491:5 kc/s. and 8799-5 kc/s., 
watching freq. 6265-6285 kc/s. and 8204-8249 kc/s. Working time 
0030-0130 and 0600-0700 GMT. 

STEVEDORES: Arranged by Agent. 

MEDICAL: Normal hospital facilities available. Agent will arrange 
for medical attention. Advance notice required. 

TANKERS: Berthing for only 300 dwt. tankers at special oil jetty. 
DENSITY: 1025. 

FRESH WATER: Delivered by water lighter. One delivery 75 tons, 
discharged within 6 hours. For quick delivery 2 days advance notice 
to Agents required. 

FUEL: None available. 

DEVELOPMENTS: Surveys being made for extension and develop- 
ment of port with 10 m. deep basins, container facilities and a 10 m. 
deep channel for accommodation of 10,000 dwt. ships and future 
shipping. 

GANGWAY/DECK WATCHMEN: Recommended. Arrange with 


Agent. 

OPENING/CLOSING HATCHES: Usually done by stevedores. 
Appreciated if done by crew. 

CERTIFICATES: Port clearance last port of call. Certificates as 
required by vessel's country of registry and by SOLAS 1960. 
CUSTOMS ALLOWANCES: 200 cigarettes per person. Wine/ 
spirits: One bottle per person. Bottle opened. 

IDENTIFICATION CARDS: Preferably passports, seamens ID 
cards (issued by maritime authorities; vessel's country). 
CONSULS: At Djakarta, 280 kilometres from Tjirebon. 
REPAIRS: Light repairs only by local dockyard. 

DRY DOCK: Graving dock of 600 dwt. capacity. 
REPATRIATION: Can be arranged by Agents. 

AIRPORT: Kemajoran International Airport 257 km. from Tjirebon. 
Domestic Airport 40 km. from Tjirebon. 

TIME: Local time (Western Indonesia Time) is GMT plus 8 hrs. 
HOLIDAYS: New Year (1st January); Ascension of Christ (15th 
May); Santa Maria (15th August); Independence Day (17th August); 
Maulud, Mir'adj and Idul Firti determined by Moslem calendar and 
differ from year to year by International calendar. For definite dates 
consult Port Administrator. Cargo work on Idul Fitri (2 days) not 
guaranteed due to labour shortage. 
POLICE/AMBULANCE/FIRE: Harbour Police 3897; City Police 
4466; Ambulance 118; Fire brigade 113. 

SHORE LEAVE: Allowed after satisfactory fulfilment of immigra- 
tion requirements and in possession of crew's Harbour Card. 
DELAYS: Bad weather (mostly rain). 

AUTHORITY: Port Administrator. Residence: Djl. Kesambu-52, 
Tjirebon, Phone: 2890, 2087 and 3733. Office: Djl. Pernigaan 4-6, 
Tjirebon. Phone: 4241 and 3688. 


AGENT: P. N. Djakarta Lloyd, Djl. Pasuketan No. 5, PO Box 44, 
Port Tjirebon. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Iran 


ABADAN: 30.20 N. 48.16 E. 


Port of Abadan situated on right bank of the Arvandrud, about 
47 miles up river from Rooka Buoy. 

OPERATORS: National Iranian Oil Co. 
DOCUMENTS/PILOTAGE: See “Khorramshahr”. 
ANCHORAGES: On arrival of pilot boat vessel can anchor with 
no depth restriction. On entering the Arvandrud the following 
are the recognized anchorages: Kasba Anchorage position about 
2 miles above Fao with a maximum depth of 35 ft. in fresh water. 
Bawarda Anchorage position about 2 miles above Abadan with a 
maximum depth of 31 ft. in fresh water. Vessels which are too deep 
to pass out of the river on one tide will be 1equired to anchor at 


Kasba. 

RESTRICTIONS: The port is open for day and night navigation 
with arrivals and sailings being controlled by the tide. Vessels nor- 
mally enter the river at two hours after high water at the bar, and leave 
Abadan, for sea, from six to four hours before high water at the bar. 
MAX. SIZE: Max. draft at jetties 31 ft. fresh. Max. length 600 ft. 
HEALTH: Inward clearance is affected on board after receiving 
free pratique. Also see “Khorramshahr" - Documents". 

RADIO: The National Iranian Oil Company Coastal Radio Station 
call sign EQZ. The station listens for various calls on the normal 
International Marine Calling frequencies. When close to may be 
contacted on 500 kHz transferring to 428 kHz for exchange of traffic. 
Traffic list sent at 5 minutes past odd hours. 

TUGS: Not available. 

BERTHING: While no changes have actually occurred in the pro- 
duction capacity of the Abadan Refinery, the number of jetties on 
the Abadan riverside have been reduced to eight. Nos. 3, 4, 7, 9, 11, 
16, 22 and 26 have been maintained and are used for bunkering 
purposes and dry cargo operations. 

Ships pass day and night so it is necessary that mooring lines be 
kept taut at all times to prevent surging on the jetties thereby break- 
ing lines and causing damage to Company property. 

Bunkering jetties for those vessels coming only for purpose of 
taking bunkers are: 


Jetty No.3 Draft alongside 31 ft. 
Jetty No. 9 Se ‘i 28 ft. 
Jetty No. 22, ij 25 ft. 
Jetty No. 16 - i 25 ft. 


Bunkering jetties for those vessels bringing Oil Company's cargo 
are: 

Jetty No. 74 f Draft alongside between 

Jetty No. 7B 98 ft.-31 ft 

Jetty No. 7C : ; 
MEDICAL: Emergency cases: an ambulance will be dispatched on 
demand by calling telephone number 5555. 

In ordinary cases of sickness or dental treatment: Agents will 
arrange transportation of patients, and advise Masters regarding 
necessary medical attention forms. If patient does not speak English 
he should be accompanied by an interpreter. Only in exceptional 
cases will a medical officer visit a patient on board. 

TANKERS: Deliveries of the refined oil products of Abadan Re- 

finery are effected to ocean-going tankers at Bandar Mahshahr 

since the inauguration of the products terminal of the National 

Iranian Oil Company at that port, therefore such shipments are not 

taking place from Abadan any more. 

DENSITY: Fresh. 

FRESH WATER: Available at all jetties. 

FUEL: Ships’ bunkers are available; however not all types are avail- 

able at all jetties, therefore, ships’ Master should advise by radio the 

exact quantity and kind of bunkers required. Bunkers are delivered 

concurrent with loading unless otherwise requested by Master. Due 

to heavy bunkering commitments it is mandatory that vessels take 

their bunkers when convenient for the terminal, any delay incurred 

HW a vessel taking bunkers after loading is the responsibility of the 
aster. 

GENERAL: All other items, see “Khorramshahr.” 

AUTHORITY: National Iranian Oil Co. Abadan Refinery. 


AGENT: See “Khorramshahr.” 


BANDAR ABBAS: 27.15 N. 56.19 E. 


DOCUMENTS: 
Quarantine Officer 

Crew List (1 copy, also all crew vaccination cards for inspection), 
Customs Officer 

Crew List (2 copies). 

Stores List (2 copies). 
Port Authority 

Crew List (1 copy). 
Agents 

Crew List (2 copies). 
In order to avoid any delay in entering and discharging, the following 
documents must be sent by all loading port Agents to Bandar Abbas. 
Agents as far in advance of vessel's arrival as possible: 

Cargo Manifest (6 copies). 

Freight Manifest (2 copies). 

B/L Copies (2 copies each). 

All cargo shown on Manifest must be landed at the port, and itis 
therefore essential that short-shipments, cancellations, diversions, 
etc. (if any) be reported earliest possible and manifest should be 
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corrected before submission to Port Authorities to avoid payma 
of fines. Stowage plans and hatch lists should also be sent a 
giving ample time to be studied by Cargo Supervisor for unloadiy 
arrangements. 
PILOTAGE: Application for Pilot to be made well in advang 
through Bandar Abbas Port Radio EQI. Agents may also arrang 
Pilotage but should be advised of ETA well in advance. 
ANCHORAGE: Approx. position 27° 04’ N. 56° 04’ E. Depth 3» 
The distance from the outer anchorage at buoy No. 1 to the Doe 
entrance is about 2 miles. 
RESTRICTIONS: Entry or departure day or night. Depth of wat 
alongside jetty, minimum 34 ft. and depth in channel approx. 32 
at LW. Height of tide at HW about 3 metres. 

Width of entrance channel is about 150 metres at surface, ay 
100 metres at seabed. 
MAX. SIZE: Port can accommodate vessels up to 600 ft. leng 
with a maximum draft of 32 ft. 
RADIO: Bandar Abbas Port Radio EQI — 500 kc/s. 

Port telecommunications working from 0600 hrs to 2400 hrs eve, 


day. 

VHF: Channels 13, 16, 18 and 25, HF call-sign EQI available. Aly 
see ‘'Radio”. 

TUGS: Two tugs 550 h.p. each, for harbour services, as well as {y 
towage, in case of necessity. 

BERTHING: Berthing after sunset is not permitted, and if a vess 
arrives after sunset berthing will not take place until the followin 
morning. Unberthing after sunset is permitted subject to overtin 
payments being made to Pilots and tug workers, but this arrangs 
ment is not official and is subject to mutual agreements. 

Quay is 1,050 metres in length, 35 metres width and capable ¢ 
accommodating six vessels each of 175 metres LOA. 

There are two closed sheds, each having a capacity of 7,500 ton; 
one closed shed with a capacity of 15,000 tons and six open she 
having capacity of 100,000 tons. 

Ore handling installation. The ore is loaded by conveyor belt ani 
the average daily loading rate is 1,500 tons per day running from 06% 
hrs. to 2200 hrs. daily. 

Chrome ore loading is carried out at one hatch at a time onj 
and therefore the vessel has to be shifted by the crew in order\y 
load the other hatches. 

Grain discharged at rate of 700 to 800 tons per day. No silos. 
STEVEDORES: Bagged cargo can be discharged at the rate 0 
800/900 tons per day, working five hooks. 

Working hours at the New Port are, 0730 to 1200, 1300 to 18 
and 1900 to 2300, making a total of three shifts, 

The employer or Agent has to pay a gross tax of 13 per cents 
social insurance premium to Workers Social Insurance Organizatio 
for the hands employed in addition to 5 per cent collected from th 
labourers making a total of 18 per cent as WSIO premium, 
CARGO GEAR: All vessels calling at this port must be capable? 
loading/discharging with their own gear, including rope, canvas 
and wire slings as necessary and/or wire or rope nets, etc. 

Equipment available ashore is as follows: 2 mobile cranes wil 
lifting capacity of 18/20 tons; 2 mobile cranes with lifting capaci 
of 7 tons each; 2 mobile cranes with lifting capacity of 5 tons each, 
3 forklifts with capacity of 3 tons; 7 forklifts with capacity of 2 tons 
2 tractors for towing trailers; 8 small trailers; 4 big trailers. 
FREIGHT TAX: Freight tax is payable on any freight earned it 
Iran for any export cargo loaded at any Iranian port. Per article % 
of Tax Law, freight tax is payable at the rate of 5 per cent of gros 
freight, regardless of whether freight is collected in Iran or elsewher 
There is no tax on import cargo freight regardless of where th 
freight is paid. In other words, for cargo discharged in Iranian ports 
even if freight is payable at destination to be collected in Iran, ther 
is no tax applicable. 

MEDICAL: There is a General Hospital with about 100 beds, 4 
number of physicians and dentists are available. Facilities availablt 
for vaccinations and inoculations. 

FRESH WATER: Fresh water is available at all berths ex-pipe-lint 
excepting the chrome ore berth which is at a separate jetty. Vessel 
loading chrome ore must take fresh water (and bunkers) before & 
after loading as there is no connection at the ore loading berth. 
FUEL: Fuel is available at all berths ex-pipe-line excepting t* 
chrome ore berth which is at a separate jetty. Vessels loading 
chrome ore must take fuel (and fresh water) before or after loadin) 
as there is no connection at the ore loading berth. 
CUSTOMS: Customs Officer will seal the store-room. All liqud 
and cigarette stocks will be placed under bond and reasonablt 
ship's requirements should be taken from store before sealing. 
IDENTIFICATION CARDS: According to regulations in for 
seamen should hold shore pass issued by respective Agents at 
signed by the Port Health, Port Police and local town Police Author 
ties. All shore passes should bear a photo of the holder, in order? 
facilitate checking at exit of port area. It is therefore necessary ft 
Officers and crew to have a photo ready on arrival at the port! 
facilitate obtaining shore passes. 

CONSULS: None. 

REPAIRS: Minor repairs available at private workshops. 
WEATHER: With the exception of about two months during th 
winter, the air is generally wet and humid, but with little rainfal 
Temperature seldom falls below 10 degrees centigrade in wintel 
and seldom exceeds 40 degrees centigrade in summer. 
AIRPORT: About 15 km. distance from the port. Jet flights ® 
international destinations on virtually a daily basis. 

TIME: GMT plus 34 hours. 

TELEPHONES: May be placed on board. j 
SERVICES: Survey, repairs, crew changes at sea or launch servi 


to vessels off the port can be arranged by BASCO Limited. Contact 
nt. 
tr mORE LEAVE: Provided Security Dept. approves, crew allowed 


to go ashore by surrendering their seamen's books to port police 


WOTERAL: Hotels. The Gameron is a modern hotel equipped 


ith air-conditioning and having 120 beds. A wooden swimming 
pier has been constructed on the sea-beach opposite the hotel for 
the use of residents. 
"There is another modern hotel, the Shah Abbas, under construc- 
tion, expected ready about 1975. Second-class hotels, about four in 
number are also available. 

provisions. There are no ship chandlers at Bandar Abbas, but 
fresh and canned provisions are available through the ship's Agent. 

Transport, Distance between port and the town of Bandar Abbas 
ig about 10 km. and there are private mini-buses and taxis available. 
Motor-boats are available for attendance upon vessels at anchorage 
and also at the chrome ore berth which is not approachable by land 


ort. 
imady. Subject to time available, can be arranged by ship's 


Agent. f 
AUTHORITY : Port Director. 
AGENT: See “Khorramshahr". 


BANDAR MAHSHAHR: 30.27 N. 49.20 E. 


Refined Products Loading Terminal of the National Iranian Oil 
mpany. 

— Hag: All vessels required fly Iranian flag from foremast 

during daylight hours, while in port. 

DOCUMENTS: 

8 Crew Lists. 

2 Bonded Store Lists. 

International Health Form. 

\f cargo aboard, Manifest certified by Iranian Consulate. 

Clearance from Last Port. 

GENERAL: Khor Musa is deep tidal inlet at head of Gulf. Consists 
of triangular-shaped entrance 35 miles wide and 22 miles long 
followed by achannel, approximately 14 miles long with average width 
about 1,000 ft., ending at Port of Bandar Mahshahr. Khor Musa is 
entered by deep water approach channel 25 miles long and 0°8 miles 
wide, commencing at Khor Musa light float, located in position 
29° 36’ 32” N. 49° 34’ 47” E. At end of approaches channel, near buoy 
no, 12, restricted depths and channel widths extend for distance of 
8 miles, in vicinity of Khor Musa Bar. A deep water channel then 
exists up to commercial port of Bandar Shahpour, and to oil port of 
Bandar Mahshahr, a total distance of 37 miles from end of Bar 
Channel. Refined products delivered to Bandar Mahshahr Terminal 
from National Iranian Oil Company's Refinery at Abadan. 
TERRITORIAL WATERS: The 12 mile limit of Iranian territorial 
waters crosses approaches channel in vicinity of Khor Musa 
Approaches Buoy no. 8, which is approximately 20 miles from Khor 
Musa light float. 

KHOR MUSA APPROACHES: 

Navigational Dangers. Numerous shoals and sand banks in Khor 
Musa with low-lying shore lines and few conspicuous marks. How- 
ever, shipping channels well marked with light beacons and buoys 
and present no navigational difficulties in clear weather. A small unlit 
tide gauge platform located on edge of shoal West of shipping 
channel in 29° 42’ 30” N., 49° 03’ 48” E., approximately 1-75 miles West 
racy Musa Approaches Buoy no. 4, and shown on Admiralty 

art. 

Outer Khor Musa Channel. Approaching vessels should steer for 
Khor Musa light float, in position 29° 26’ 32” N., 49° 34’ 47” E., and 
from there a course should be set along marked channel for buoy 
NO. 12 in position 29° 56’ 03” N., 49° 06’ 47” E., bearing 308° 45’ from 
Khor Musa light float. 

Note: Buoys South of and including buoy no. 12 above are referred 
to as Khor Musa Approaches Buoys. Buoys North of no. 12 above 
are referred to as Inner Khor Musa Buoys. 

PILOTAGE: Compulsory. Service operated by Bandar Shahpour 
Port Authorities up to Bandar Shahpour, and by Oil Company be- 
tween Bandar Shahpour and Bandar Mahshahr. Pilot vessel main- 
tains station approximately 1 mile, 135° from Khor Musa Approaches 
buoy no, 12, Vessels requiring Pilot should approach within 2-5 
cables of pilot vessel. During adverse weather conditions Pilot may 
proceed above bar for shelter; in such cases vessels should not 
attempt to proceed inward without Pilot. Essential that ETA Bandar 
Shahpour is transmitted to Coastal Radio Station EQZ as soon 
48 possible after Pilot has embarked at pilot station. If for any reason 
4 vessel is required to wait at any time at Bandar Shahpour, it will be 
ra through EQZ. Marine Operation Section, Bandar Mahshahr 
ae On receipt of ETA Bandar Shahpour, will arrange for 
prthing Master to board vessel at Bandar Shahpour anchorage and 
ery jetty berth at Bandar Mahshahr. 

ANDAR MAHSHAHR APPROACHES: 

. ational Dangers. Khor Musa Channel well marked with buoys 
nd beacons, but attention is drawn to following: 

pelt) Outer Khor Musa Bar. 29° 59’ N., 49° 04’ E. and inner Khor Musa 

exist 02’ N., 49° 01’ E., where restricted channel widths and depths 

wid ws minimum depth 30 ft. Buoyed channel over bar is 600 ft. 

half of ut declared minimum depth of 30 ft. only applicable to central 

(b) channel. Towards edges of channel, shallower depths exist. 

d Qassar bin Siswan. A rocky shoal, in 30° 12’ N., 48° 58’ E. 

Pproximately 10 miles North of inner Khor Musa bar, marked by 

Uoy no. 9 with minimum depth 6 ft. 
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(c) Khor Wastah to Beacon 18. Near sharp bend to East in channel, 
where tidal streams reach rate of over 4 knots at ebb. 

Khor Musa Bar. Reached approximately 5 miles North-west from 
pilot vessel, and normally does not restrict passage of inward vessels. 

Khor Musa Channel. After leaving bar, channel is followed up 
Khor Musa for about 32 miles to anchorage at Government Bandar 
Shahpour. 

Bandar Shahpour. A\l inward bound ships required to anchor on 
arrival off Bandar Shahpour, where Pilot disembarks and a Govern- 
ment Medical Officer comes on board to grant pratique. For this 
purpose an accommodation ladder should be rigged and ready 
before arrival. 

Bandar Mahshahr Roadstead. Shortly after leaving Bandar Shahpour, 
channel to Bandar Mahshahr entered between two beacons: port 
hand, no. 2, flashing red and starboard hand, no. 1, flashing white. 
Channel well marked by light beacons to entrance of Bandar Mah- 
shahr, at beacon no. 4. All port hand lights flash red and all starboard 
hand lights flash white. Distance from Bandar Shahpour Anchorage 
to Bandar Mahshahr about 7 miles. Before arriving at Bandar 
Mahshahr, the accommodation ladder must be taken in and the ship's 
side cleared for tugs and berthing. 

ANCHORAGE: No anchorages in Bandar Mahshahr or Bandar 
Mahshahr roadstead. Inward bound vessels must anchor on Nor- 
thern side of Khor Musa channel, West of Bandar Shahpour, and 
await arrival of Oi] Company Berthing Master. 

WIND AND TIDE: 

Khor Musa Bar. Classified as Standard Port in Admiralty Tide 
Tables, Volume II. Tidal predictions considerably affected by strong 
winds. Variations up to 3 hours in time, and 3-5 ft. in height have been 
recorded. North-westerly winds tend to lower level and retard pre- 
dicted times of high and low waters; South-easterly winds have 
opposite effect. At Khor Musa bar, Mean Higher High Water has rise 
of 11-6 ft. and Mean Lower High Water has rise of 9:6 ft. above chart 
datum. Rise of tide at bar is also given by automatic tide indicator 
established near inner Khor Musa buoy no. 8. Masters may obtain 
expected depth of water on Khor Musa bar at any time by telephone 
to Marine Operations Office, Mahshahr, 4264. 

Khor Musa. Tidal range increases between bar and Mahshahr. 
Maximum tidal velocities in Khor Musa about 3:5 knots on flood and 
4:5 knots on ebb, at bend near inner Khor Musa beacon no. 18. 

At Ports of Shahpur and Mahshahr. Average time high water is 
1 hour 35 minutes later, and low water 16 minutes later than on Bar. 
Mean High High water has rise of 17-0 ft., and Mean Lower High 
Water rise of 14-6 ft. above Mahshahr chart datum. 

Mahshahr Terminal. North-west prevailing winds blow across 
jetties, from shore. On average, 60% of prevailing winds from North- 
west, 30°% from South-east, and 10% variable. North-west and 
South-east winds frequently reach Force 8, but winds from other 
directions normally do not exceed Force 4. Maximum tidal range 
18-9 ft. At springs, flood tide has velocity of 2 knots and ebb tide 
velocity 3 knots. 

MAX. SIZE: Maximum LOA 780 ft. Maximum permissible draft at 
Khor Musa Bar is 40 ft. Depths in tanker berths vary from 37 ft. at 
berth no. 4 up to 43:5 ft. at berth no. 6. 

HEALTH: Owners should check with Agent respecting any recent 
imposition of anti-epidemic regulations and requirements for addi- 
tional injections for crew members. Medical officer boards at Shahpur 
Anchorage. Subject no infectious diseases reported on board during 
voyage, Medical Officer will grant pratique. 

RADIO: Oil company has coastal radio station at Abadan, call 
sign EQZ. Station handles messages to and from oil ports of Mah- 
shahr, Abadan, Kharg Island and Cyrus Terminal. 

Nomination and Loading Orders: Signalled by lranmash on receipt 
of vessel's first ETA. Vessels should signal tentative ETA Khor 
Musa Bar, 72 hrs. in advance, confirming ETA not less than 48 hrs. 
before arrival Khor Musa pilot vessel station. 

Radio Watches: Continuous watch on 500 kHz to be maintained 

at all times while navigating Khor Musa waterway, and ordinary 
listening watches maintained when at anchor. 
VHF: Mahshahr Terminal equipped with International Maritime 
VHF/FM Radio Telephone Service, using standard international 
frequencies. Masters recommended use this facility when within 
range of Mahshahr Terminal. Channels available on continuous 
watch basis: 

No. 16 Safety and Calling. 

No. 12 Port use, tankers and tugs. 

No. 20 Port use, telephone extension. 

No. 26 Port use, telephone extension. 

Initial contact should be made on Channel 16 and then transfer to 
Channel 12 for port operations, or Channel 20 or 26 for telephone 
extension. 

TUGS: Three tugs at terminal, all of 1,500 b.h.p., all fully equipped 
for fire fighting. Incoming ships are met by tugs in channel about 1 
mile below port limits. Two tugs always used berthing, and one or 
two unberthing, according to state of tide and direction of ship's 
head. Vessels take tug's ropes. 

BERTHING: Vessels arriving on flood tide berthed starboard side 
to jetty, vessels arriving on ebb tide berth port side to jetty. Six bulk 
loading jetties, each fitted with Woodfield loading unit. 10-in. loading 
arms, 6-in. bunker arms. Minimum number mooring ropes or wires 
required is 14, as follows: (Forward) — 4 head ropes, 2 breast ropes, 
1 back spring. (Aft) - 4 stern ropes, 2 breast ropes, 1 back spring. 
For additional security one extra breast line forward and aft should 
be used. Unless breasts of adequate strength are used, there is every 
possibility of vessel when in light condition being blown off jetty 
by North-west wind and damaging loading equipment. 

Maximum loading rates are: 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Liquid propane/butane 1,500 tons per hour 
Aviation gasolines 700 fi i 


White spirits (solvent) 400 % * 
Motor gasolines 2,200 nt i 
Motor gasoline (over 

the rail blending) 400 7 Se 
Naphtha 2,100 ma a 
Turbine fuels 1,600 if i 
Kerosines 1,500 - i 
Gas oils 2,500 . “4 
Marine diesels 700 a “A 
Fuel oils 5,000 


LPG LOADING: Propane and butane gas is loaded at No. 6 jetty 
at a rate of 1,500 tons per hour. Propane and butane cannot be loaded 
simultaneously. 

As 16-in. fixed Chicksan liquid and vapour return arms are used 
for loading, certain ships are limited to one-side berthing only. To 
avoid delay of vessels, it is advisable to have vapour return connec- 
tions on both sides of liquid connection on board. 

Terminal has available a series of ASA Standard reducers and 
adapters. 

Loading temperature of propane is about minus 48° F., and butane 
is about minus 23° F. 

BALLAST: Tankers may discharge ballast ashore at Jetties no. 
1, 2,5 and 6. Ballast received at rate of 2,000 tons per hour. Slops and 
residues at rate of 200 tons per hour. 

MEDICAL: No medical facilities at terminal. Agents may arrange 
medical attention through Oil Company clinic in Abadan. In event 
hospital treatment required, patient would be taken Abadan. 
FRESH WATER: Limited supply potable water available all jetties, 
but supply very limited during months June to October. 

FUEL: Fuel and diesel oi! available each jetty. 10-in. loading arms 
connected to 6-in. flexible hoses. Loading rates, fuel max. 500 
tons/hour, diesel max. 400 tons/hour. 48 hours notice required. 
FIRE PRECAUTIONS: On arrival Shahpour Anchorage Master is 
given six copies of Fire and Safety Regulations. Fire Station and 
Emergency tel. 4111. 

CUSTOMS ALLOWANCES: Reasonable quantity spirits and 
tobacco for consumption in port may be issued prior sealing store 
rooms. Strict supervision imposed by Customs and prohibited items, 
particularly tobacco and cigarettes, should not be taken ashore in 
excess of 50 cigarettes, or cigars, or 1 oz. tobacco. 

CONSULS: Consulates situated in Khorramshahr. 

REPAIRS: No repair facilities at Mahshahr or Shahpour. In emer- 
gency, the Oil Company may be able to undertake minor repairs. 
No main engine repairs whilst alongside loading jetties without 
permission from Terminal Superintendent. 

TIME: GMT plus 3-5 hours. 

TELEPHONES: Available at each jetty. If requested, telephone 
may be placed aboard. 

SHORE LEAVE: Restricted to foreshore area only. Recreation 
centre opposite No. 2 jetty. 

CURRENCY: The unit of currency is the Iranian rial. It is illegal 
to use any other than Iranian currency ashore and heavy fines have 
been imposed for infringement of this regulation. Masters are re- 
quested to bring this matter to the individual notice of their officers 
and crew. Currency denominations are: 

Notes: 5,000, 1,000, 500, 200, 100, 50, 20 rials. 

Coins: 20, 10, 5, 2 and 1 rial. 

AUTHORITY: National Iranian Oil Co. Bandar Mahshahr. 


AGENT: Gulf Agency Co. (Iran) Ltd., Bandar Mahshahr. Cables 
“Confidence”. Iranian Head-office: Gulf Agency Co. (Iran) Ltd., 
POB 110, Khorramshahr, Iran. Tel. 2280, 4755; Cables “Confidence”, 
Khorramshahr. Telex: 4033 (answer back: ‘‘Confidence Kor"). 

Due difficulty reaching Khorramshahr with international telex 
messages, communicate via Tehran office, telex No. 2507 and 2856 
Tehran, (answer back: ‘Confidence’ Tehran), stating ‘For 
Khorramshahr”. 

Ships’ mail and spare parts for vessels calling at Bandar Mahshahr 
to be routed by flights arriving directly to Abadan Airport without 
transshipment at Tehran, and addressed to: Gulf Agency Co. (Iran) 
Ltd., POB 62, Abadan, Iran. 

Cables from vessels should be sent via Khorramshahr Port Radio 
to Confidence”, Khorramshahr, as well as to ‘‘Confidence” Bandar 
Mahshahr. 


BANDAR SHAHPOUR: 30.27 N. 49.05 E. 


DOCUMENTS: 
Quarantine Officer 
Crew List (1 copy, also all crew vaccination cards for inspection). 
Customs officer 
Crew List (2 copies). 
Stores List (2 copies). 
Port Authority 
Crew List (1 copy). 
Agents 
Crew List (2 copies). 
Order avoid any delay in entering and discharging, the following 
documents must be sent by all loading port Agents to Bandar 
Shahpour Agents as far in advance of vessel's arrival as possible: 
Cargo Manifest (6 copies). 
Freight Manifest (2 copies). 
B/L Copies (2 copies). 
All cargo shown on manifest must be landed at the port, and it is 
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therefore essential that short-shipments, cancellations, diversi 
etc. (if any) be reported earliest possible and manifest should 4 
corrected before submission to Port Authorities to avoid pay, 
of fines. Stowage plans and hatch lists should also be sent ah 
giving ample time to be studied by Cargo Supervisor for untoadis. 
arrangements. 

The names of consignees must be inserted on the manifest at thy 
port of origin. This is due to the fact that names have not be. 
inserted as per Iranian Customs authorities requirements. 

In view of the above, owners are kindly requested to make Suy 
that manifests for Bandar Shahpour are properly made out at loadiy, 
port with correct names of consignees. : 
PILOTAGE: Application for Pilot to be made well in advyany 
through Bandar Shahpour Port Radio - EQN ~ 500 kc/s. If Agen 
required to arrange Pilot they should be informed well in advang 

Pilotage operated by Shahpour Authorities up to Shahpoy 
Pilot vessel approximately one mile, 135° from Khor Musa approad, 
es Buoy No. 12. Approach within 2-5 cables of Pilot vessel. Duriy 
adverse weather pilot vessel may proceed above Bar, in such case 
do not attempt proceed inward without Pilot. 
APPROACHES: Shipping channels well marked with lightbeacon 
and buoys and present no navigational difficulties in clear weathe 

Small unlit tide gauge platform located on edge of the shoal We 
of shipping channel in lat. 29° 42’ 30” N., long 49° 03’ 48” E., approy 
mately 1:75 miles West of Khor Musa Approaches Buoy No. 4, ay 
shown on Admiralty Chart. 

Approaching vessels should steer for Khor Musa light float,; 
position lat. 29° 36’ 32” N., long 49° 34’ 47” E., and from there a coury 
should be set along marked channel for Buoy No. 12 in position 
29° 56’ 03” N., long. 49° 06’ 47” E., bearing 308° 45’ from Khor Muy 
light float. 

MAX. SIZE: Vessels of 29 ft. draft may enter port at any tin 
Higher drafts depending on state of tide. Normal rise of tide abo 
11 ft. Entry permitted day or night. 

HEALTH: Medical Officer boards at Shahpour. Subject no inte: 
tious diseases reported on board during voyage, Medical Offic 
will grant pratique. 

RADIO: Bandar Shahpour Port Radio EQN 500 kc/s. 

Continuous watch on 500 kc/s. is to be maintained at all time 
while navigating in Khor Musa Waterway, 

VHF: Channels 13, 16, 18 and 25. Twenty four hours service. 
TUGS: Normally not required, but available if necessary due to by 
weather. 
BERTHING: Berth No. 1 - 31 ft. depth alongside 

Berth No, 2 - 29 ft. depth alongside 

Berth No. 3 - 29 ft. depth alongside 

Berth No. 4 - 33 ft. depth alongside 

Berth No. 5 - 34 ft. depth alongside 

Berth No. 6 — 34 ft. depth alongside. 
BULK HANDLING FACILITIES: Iron Ore Installation, loadin 
capacity about 2,000 tons per day. The loading installation consis: 
of two powerful moving cranes with a capacity of 100 tons per ho 
on each unit, two funnel-shaped containers with a capacity of 30tor 
each and a 600-metre-long conveyor belt with a capacity of 175 tov 
per hour, 

Sulphur: The shiploader travels the length of the vessel and has) 
loading rate of 400 tons per hour. 

All derricks to be swung away from the shore giving the loade 
maximum clearance. Radio aerials, and fore and back stays to} 
removed. 

Due to high temperatures, every precaution must be taken! 
combat risk of fire. 

Grain: All berths are available for grain discharge. Grain is baggt 
in holds and discharged in slings using ship's gear. At only on 
berth is discharge possible by vacuvators. All discharges in! 
railway wagons and/or trucks supplied by receivers. 

All vessels discharging general cargo or grain should be prepatt 
to handle discharge with own gear. 

MEDICAL: 24 hours advance notice of requirements to be sent! 


Agent. 

FRESH WATER: There is water supply on every jetty, and Masté 
are requested to inform their Agents 24 hours in advance of the 
requirements, allowing Agents to pay for the water and take tu! 
for supplying water to the vessel. 

Fresh water can also be arranged at anchorage by barge, # 
Agents will need 48 hours advance notice in order to obtain bary 
Agents will have the barge loaded with water from jetty and delitt 
to anchorage. 

As there is only one barge available, when this is out of cof 
mission, Agents cannot provide water at the anchorage, and vess# 
have to wait until they are docked alongside. 

FUEL: Not available. In case of absolute need can be arranged! 
Bandar Mahshahr but jetty fees extremely high. 

HATCHES: Opening and closing by ship's crew. 

CUSTOMS ALLOWANCES: Reasonable quantity spirits ® 
tobacco for consumption in port may be issued prior sealing st 
rooms. Strict supervision imposed by Customs and _ prohibit 
items, particularly tobacco and cigarettes, should not be taken ash® 
in excess of 50 cigarettes, or cigars, or 1 0z. tobacco. 
IDENTIFICATION CARDS: According to regulations in for 
seamen should hold shore pass issued by respective Agents # 
signed by the Port Health, Port Police and local town Police Auth® 
ties. All shore passes should bear a photo of the holder, in ordet! 
facilitate checking at exit of port area. It is therefore necessary 
officers and crew to have a photo ready on arrival at the port to 
tate obtaining shore passes. 

CONSULS: See “Khorramshahr." 
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REPAIRS: Radio and radar repairs can be arranged from Khorram- 
hr, At B. Shahpour minor technical and mechanical repairs 

pet by private workshops. Repair shop and slip of 1,500 tons 

PepacitY in process of construction. 

AIRPORT: Distant 110 km. Regular flights. 

TIME: GMT plus 34 hours. 

AUTHORITY : Port Director. 

AGENT: See “Khorramshahr.” 


BUSHIRE: 29.00 N. 50.45 E. (See Plan) 


DOCUMENTS: 
Quarantine Officer a> ein ly ' 

Crew List (1 copy, also all crew vaccination cards for inspection). 
Customs Officer 

Crew List (2 copies). 

Stores List (2 copies). 

Port Authority 

Crew List (1 copy). 
Agents ’ 

Crew List (2 copies). _ . ¢ 
Order avoid any delay in entering and discharging, the following 
documents must be sent by all loading port Agents to Bushire 
Agents as far in advance of vessel's arrival as possible: 

Cargo Manifest (6 copies). 

Freight Manifest (2 copies). 

B/L Copies (2 copies each). 

All cargo shown on manifest must be landed at the port, and it is 
therefore essential that short-shipments, cancellations, diversions, 
etc, (if any) be reported earliest possible and manifest should be 
corrected before submission to Port Authorities to avoid payment 
of fines. Stowage plans and hatch lists should also be sent ahead, 
giving ample time to be studied by Cargo Supervisor for unloading 
arrangements. 

PILOTAGE: Compulsory. Application for Pilot to be made well in 
advance through Bushire Port Radio EQM, 500 kc/s. Agents may also 
arrange pilotage but should be advised of ETA well in advance. 
ANCHORAGE: In outer port in (approx.) position 28° 58’ 30” N. 
50° 44’ 50° E. 

RESTRICTIONS: Entry and departure day or night. Depth in outer 
channel 10-5 metres at LW. Depth of inner channel, 30 ft. at LW 
35 ft. at HW. 

The depth alongside the berth is 30 ft. at LW and 37 ft. at HW. 

MAX. SIZE: LOA 600 ft. draft 30 ft. 

RADIO: Bushire Port Radio EQM, 500 kc/s. 

VHF: VHF radio, operating on International VHF Marine Channels 
{3, 16 and 25. MF call sign EQM available at following zone times: 
0500 to 0800 and 1200 to 1500. 

TUGS: Normally not used. In event of bad weather tug will assist 
berthing. Two small and one large tug available. 

BERTHING: Jetty 360 m. long. 

MEDICAL: 24 hours advance notice of medical requirements to be 
passed to Agents. Doctor available for vaccinations and inocula- 
tions, 

FRESH WATER: Available at berths ex-pipeline. 

FUEL: Not available. 

HATCHES: To be opened and closed by shore labour. 
CUSTOMS: Customs Officer will seal the store room. All liquor 
and cigarette stocks will be placed under bond and reasonable 
ship's requirements should be taken from store before sealing. 
CARGO GEAR: Discharge by ship's gear. Heavy-lift crane capacity 
15 tons available. There are also some private cranes available, but 
these cranes are stationed in Bushire for limited periods only. The 
lifting capacity of these cranes varies from 35 to 100 tons. 
IDENTIFICATION CARDS: According to regulations in force 
seamen should hold shore pass issued by respective Agents and 
signed by the Port Health, Port Police and local town Police authori- 
ties. All shore passes should bear a photograph of the holder, in 
order to facilitate checking at exit of port area. It is therefore neces- 
sary for officers and crew to have a photograph ready on arrival at the 
port to facilitate obtaining shore passes. 

CONSULS: None. 

REPAIRS: Minor repairs possible by local workshops. 

AIRPORT: 7 km. from port. Regular flights. 

TIME: GMT plus 34 hours. 

TELEPHONES: May be connected on board. 

SHORE LEAVE: Permitted. 

DELAYS: Occasional delays awaiting berth turn. 

SHIPMASTER'S REPORT: 

; Fresh Water : Available at wharf ex-pipeline but mains pressure is 
insufficient to pump water up to deck level of vessels and is therefore 
only generally available to small craft, e.g. fishing vessels. 

Fresh water is also available ex-road tankers (10 and 20 tons 
Capacity) at an approximate cost of 200 rials per ton. Tankers are not 
€quipped with pumps and a portable pump belonging to the Fire 

figade is used, 

o Lientification cards: Crew members proceeding ashore leave their 
amen's Book or identification card at the wharf check point and 
Collect same on return, 
na Bunker fuels and lubricating oils not available. 
atchmen : Posting of gangway and/or deck watchmen most 


advisable but recommend these should be provided from crew 
Members, 


AUTHORITY: Port Director. 
AGENT: See “Khorramshahr.” 


IRAN 
CYRUS TERMINAL: 29.01 N. 49.28 E. 


Oil loading terminal of the lran Pan American Oil Company. 


LOCATION: Open, unsheltered submarine export mooring, Lat. 
29° 01’ 27” N. Long. 49° 28’ 51” E. Storage vessel (S.S. Pazargad). 
Lat. 29° 01’ 57” N. Long. 49° 29’ 30” E. 

APPROACHES: 

Obstructions. |n addition to submarine export mooring and storage 
vessel Pazargad, various oil wells and production structures located 
Pye 4 vicinity, which constitute hazard to navigation, as 

ollows: 


Lat. Long. 
29° 03’ 07” N. 49° 29’ 57” E. 


Well C-2A and the 
Production Stations 
C-3 


29° 02’ 38-7” N. 49° 27’ 23-1 ” E. 
C-4 29° 00’ 15” N. 49° 32’ 00" E. 
C-5 29° 02’ 52” N. 49° 31’ 34” E. 
C-6 29° 03’ 57” N. 49° 29’ 57” E. 
C-7 29° 03’ 31-2” N. 49° 29’ 05-6" E. 
C-8 29° 03’ 31-2” N. 49° 30’ 48” E. 
Cc-9 29° 02’ 15” N. 49° 29’ 57” E. 
C-10 29° 03’ 33” N. 49° 27’ 22-5” E. 
C-11 29° 04’ 51” N. 49° 26’ 31” E. 
C-12 29° 03’ 33” N. 49° 23’ 56-5” E. 
C-13 29° 02’ 41” N. 49° 25’ 39-5” E. 


Safest and most desirable direction of approach to Cyrus Terminal 
is from South-east. Due to numerous obstructions noted above any 
approach should be made with extreme caution. 

Navigation Aids. All structures located within Cyrus Terminal area 
display interrupted quick flashing white lights andjsound a fog horn. 
The storage tanker “Pazargad" displays, as required, those day and 
night signals as prescribed by articles 4 (b) and 11 (c) of International 
Rules. The six mooring buoys for the Cyrus Terminal are not lighted. 
DOCUMENTS: 

Bill of Health. 

Health Declaration (International Health Form to be filled out by 

Master on arrival). 

Manifest (if with cargo certified by Iranian Consulate. If vessel is in 

ballast, no legalisation dues). 

Clearance (from last port). 

Register. 

5 Crew Lists. 

Passenger Manifest (if any passengers are on board). 

5 Store Lists. 

Bonded Store List. 

PILOTAGE: Vessels will be boarded by Mooring Master of IPAC 
within 2 miles, approximately 180 degrees true from Pazargad. 
Mooring Master will advise Master on approaches to berth, mooring 
and unmooring, connecting and disconnecting submarine hose and 
all other operations within berthing area. All manoeuvring within 
loading berth area shall be done only in accordance with advice of an 
IPAC Mooring Master, subject to understanding that Master shall 
remain solely responsible for safety and proper manoeuvring. 
Master or qualified deck officer must be on bridge at all times while 
ship manoeuvring. 

Vessels requested to have pilot ladder safely and securely rigged, 
ready for immediate use, and long enough to reach Mooring Master's 
launch. If at night, adequate lighting must be rigged overside for 
Mooring Master to approach side of ship and climb ladder safely. 
Adequate searchlights should also be rigged on both wings of bridge 
when mooring at night, to assist in running lines to buoys. 
ANCHORAGE: Area bound by: 28° 59’ 00” N. to 29° 01’ 00” N. 
between meridians 49° 28’ 00” E. to 49° 31’ 00” E. Depth of water 24 
fathoms. 

Masters cautioned not to anchor North of Lat. 29° 01’ 00” and East 
of Long. 49° 31’ 00” as there are numerous flow lines on sea bed 
connecting various structures, storage tanker and submarine 
terminal. During winter months, November through March, severe 
South-easterly storms often encountered with little or no indication 
of impending storm. Vessels at anchor, and loading in submarine 
terminal, must have engines ready with full power for immediate use. 
Masters cautioned to use adequate scope of chain while anchored 
awaiting berth. 

RESTRICTIONS: None. Terminal operates 24 hours per day, 7 
days a week. Ships moored, loaded and unmoored at any hour, 
weather and other circumstances permitting. Terminal will never be 
closed due to religious holidays. 

MAX. SIZE: Ship loaded by means of submarine pipe-line and one 
hose at one loading berth, located in approximately 140 ft. of water. 
Mooring buoys numbered 1, 2, 3, 4, 5 and 6. Starting with no. 1 East 
of mooring and numbered consecutively in clockwise direction. Max. 
capacity 70,000 dwt., max. length 950 ft. 

HEALTH: The rules governing quarantine are the same as found in 
other ports of the world. Owners should check with Agent respecting 
any recent imposition of anti-epidemic regulations and requirements 
for additional injections for crew members. 

RADIO: Advice of Arrival: Incoming tankers must send incoming 
ETA at least 3 days before arrival. The |OE and PC main radio 
station at Abadan will handle IPAC's radio traffic, pre-arrival mes- 
sages, etc., for vessels calling Cyrus Terminal. The station call sign 
is EQZ. Messages for IPAC should be prefixed “Cyrusiran IPAC” 
with copy to Agent. Further ETA messages should be sent when 
vessels 24 and 12 hours distant from Cyrus Terminal and at any 
other time any appreciable change occurs in original ETA or those 
subsequent thereto. The 12 hours ETA should include a positive 
statement regarding ‘ship's readiness to load” on arrival and the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


number of hours that will be required to discharge clean ballast 
after ship is berthed in mooring. 

Radio Watches : While at the anchorage off Cyrus Terminal, vessels 
should maintain normal listening watches on both HF and WT. 
VHF: Cyrus Terminal base (Pazargad) is not equipped with VHF 
radio telephone and does not maintain a radio watch. Vessels 
arriving at Cyrus Terminal may communicate with the Pazargad 
via blinker light. 

TUGS: A charge for each tug movement will be made in accordance 
with rates established by IPAC. When tug/tugs are standing-by 
vessel mooring/unmooring, for use if required, the full fee will be 
charged. IPAC maintains launches to assist in mooring and 
unmooring. 

BERTHING: (Also see ‘Max. Size".) Tankers to have ready: 
(a) Windlass and deck winches fore and aft. (6) Ten good manila 
or synthetic mooring lines, each not less than 120 fathoms in length, 
with efficient stoppers for each line. (c) On port or starboard side 
as directed, opposite ship's manifold, equipment capable of lifting 
submarine hose safely and expeditiously. Weight of lift 5-5 tons. 
(d) One bower anchor ready for immediate use, with minimum of 
120 fathoms of chain. Anchors, chains and anchor windlass must be 
in good condition. (e) Equipped to fit flanges on submarine hoses, 
which are of ASA standards. 

Permanent moorings in the berth consist of six steel cylindrical 
buoys each fitted with a quick release hook to which ship's mooring 
lines attached by mooring launches. The berth is laid out on a two 
heading basis, using ten mooring ropes (two bow, four beam, and 
two quarter and doubled on windward bow and quarter). 
LOADING: Maximum crude oil loading rates for a tanker using one 
12-in. deck hose and 20 p.s.i. at ship's rail is approximately 12,000 
b.p.h. Requested that ships receive oil as fast as it can be delivered, 
with due regard for safety, also that any fittings on manifold such as 
“Y's", strainers, or mud boxes, which tend to restrict flow of crude 
oil into the ships, be removed before arrival at terminal. Preferable 
that connections be provided so that a 12-in. deck hose can be used. 
MEDICAL: Neither medical nor hospital facilities provided by 
IPAC. Private doctors and hospital facilities available at Tehran or 
Abadan. Emergency hospital cases only can be handled on Kharg 
Island, approximately 53 miles from Cyrus Terminal. 

DENSITY: Salinity approximately 20% more than normal sea water. 
TIDE/CURRENT: Tidal range between 6 and 8 ft. Currents gener- 
ally on axis of ship berthed in mooring; however, rotary currents can 
be expected. 

FRESH WATER: No fresh water available. 

FUEL: No bunkers or lubricants available. 

FIRE PRECAUTIONS: A continuous and efficient fire watcn must 
be kept on deck and in engine room. In event of fire breaking out in 
any part of a vessel, however minor it may be, fire alarm must be 
given immediately. This will consist of a succession of long blasts 
on ship's whistle, together with a rapid continuous ringing of ship's 

Il 


bell. 

CUSTOMS ALLOWANCES: Present regulations allow each 
seaman to retain a maximum of 50 cigarettes or 1 oz. of tobacco or 
5 cigars. The balance of all smoking items must be collected and 
carefully listed prior to arrival. This list will be checked by Customs 
before sealing locker. If any discrepancies, vessel is subject to a fine. 
CONSULS: No consulates at Cyrus Terminal; consular or diplo- 
matic representatives for most nations maintain offices in Tehran. 
REPAIRS/STORES: Portis considered an “open roadstead",, and 
under no circumstances may engines be shut down for repairs while 
ships are moored in submarine berth. No facilities for making vessel 
repairs. No spare parts, stores or supplies should be sent to Cyrus 
Terminal for delivery to a ship. 

REPATRIATION: No facilities. 

TIME: GMT plus 3} hours. 

SHORE LEAVE: There is no shore leave permitted due to lack of 
facilities. No visitors permitted on tankers loading. 

INSPECTION SERVICE AND MARINE SURVEYS: 

Petroleum inspection services available at Cyrus Terminal from 
Saybolt. IPAC also inspects cargoes on specific request of off-taker 
companies. 

Classification agencies: Lloyds Register of Shipping (maintain 
office with Surveyor in Khorramshahr). American Bureau of Shipping 
(to be arranged from Bahrain where nearest ABS office available, 
with at least 5 days advance notice. A non-exclusive Surveyor 
available in Tehran). Bureau Veritas(Agents and Surveyor in 
Khorramshahr). Norske Veritas (Agents in Khorramshahr). German 
Lloyd (Agents and Surveyor in Khorramshahr). 

AUTHORITY: Iran Pan American Oil Co. 


AGENT: Gulf Agency Co. (Iran) Ltd., POB 110, Khorramshahr, Iran. 
Tel. 2278, 2280, 4755/58. Cable “Confidence”, Khorramshahr. Telex 
4033 (answer back: “Confidence Kor"). 

Due difficulty reaching Khorramshahr with international telex, 
communicate via Tehran office, telex no. 2507 and 2856 Tehran 
(answer back “Confidence” Tehran), stating “For Khorramshahr”. 

Ships’ mail for vessels calling Cyrus Terminal to be addressed to: 
Gulf Agency Co. (Iran) Ltd., POB 62, Abadan, Iran. 


KHARG ISLAND: 29.14 N. 50.19 E. (See Plan) 


A. DARIUS TERMINAL. Oil-loading terminal of the Iran Pan 

American Oil Company. 

B. KHARG TERMINAL. Oil-loading terminal of the Iranian Oil 

Exploration and Producing Company. Including Sea Island Terminal. 

> = KHEMCO TERMINAL. Loading terminal of Kharg Chemical 
oO. 
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GENERAL: (Items common to all Terminals): There are h 
ballast disposal facilities at Kharg and it is of the utmost impo: 
that all vessels arriving at the anchorage should ensure that all Wale 
ballast and pipe-lines are completely clean. 

FLAG: All vessels required to fly Iranian Ensign on foremast dyj) 
daylight hours in Iranian waters. Iranian territorial waters per 
12 miles seaward from mainland and adjacent islands. Iranian flag 
may be obtained from Agent. 

DOCUMENTS: 

Bill of Health (certified by Iranian Consulate port of origin OF poe 
of call. If no Iranian Consul available, the legalisation fees 
payable at Kharg Island). 

Health Declaration (International Health Form to be filled out) 
Master on arrival). ’ 

Manifest (if with cargo certified by Iranian Consul (see “Bill, 
Health” above). If vessel is in ballast, no legalisation fees dy 

Clearance (from last port). 

Register. 

Crew List. 

Passenger Manifest (if any passengers are on board). 

Store List. 

Bonded Store List. 

APPROACHES: Vessels approaching Kharg from South, shoy 
keep at least 2 miles to East of Island. Vessels approaching Khay 
from North should keep to West of Island, as Khargu Island toy 
North is very low lying and difficult to see at night until dangerous 
close-to. 

Landfall. 3 high gas flare towers, 2 in the South and 1 to the Nog 
of the Island, make a most conspicuous landfall. At night, from, 
distance, the light from these flares tends to obliterate the varioy 
navigation lights. At night the glow from the 3 gas flares is visit) 
from great distance, far beyond the range of any navigation light 
However on occasions, one or more or all of the flares may not} 
burning, making the main navigation lights more readily visible, 

Navigational Dangers. Eastern coast is open and free from na 
gational dangers, except for coral reef, which extends for about}m 
seawards along whole coastline. To South-west of Island, numero 
oil platforms in positions up to 5 miles offshore. 

Kharg South Beacon. 29° 12’ 46” N., 50° 19’ 15” E. At Southern end; 
Island, rotating white light, on steel tower, 295 ft. above MHHW, 
flashes every 12 seconds, visibility 24 miles. Obscured by hig 
ground and oil tanks between 151° and 160° from seaward. Light bex 
partly diverged upwards for aircraft. This is the main navigation lig 
for Kharg area. 

Kharg North Beacon. 20° 15’ 02” N., 50° 18’ 18” E. At Northern 
of Island, white light on steel tower, 261 ft. above MHHW, 2 flashe 
every 6 seconds, visibility 12 miles. Obscured by high ground and¢ 
installations between 330° and 352° from seaward. 

Khargu Beacon, 29° 20’ 20” N., 50° 21’ 18” E. At Northern end: 
Khargu Island, on a steel tower 59 ft. above MHHW, a white lig 
with 10° red sectors towards Ganaveh and Kharg Island to indice 
general directions of submarine pipe-lines, 3 flashes every 8 second 
visibility, 10 miles red sector, 15 miles white sector. Obscurt 
between 011° and 041° from seaward by Kharg Island. Radar refle 
tors fitted to North and East sides of tower top. 

Ganaveh Beacon. 29° 35’ 20” N., 50° 29’ 50” E. On mainland, at sit 
of submarine pipe-lines to Island, 2 miles North-west of Ganav 
village, on steel tower, white light with 10° red sector along gene 
direction of submarine pipe-lines, one flash every 5 seconé 
visibility 10 miles red sector, 15 miles white sector. Light beam pat 
diverged upwards for aircraft. 

South-east Buoy. 29° 12’ 22” N., 50° 20’ 02” E. Red can buoy, wh 
light, one flash every 2 seconds. Near edge of reef, South-s 
Kharg Island. 

North East Buoy. 29° 14’ 54” N., 50° 20’ 18” E. Red conical bus 
white light, one flash every 6 seconds. On Northern boundary! 
port limits. 

Channel Buoy, 29° 16’ 42” N., 50° 20’ 30” E. Red conical buoy, wh 
light, one flash every 3 seconds. In Eastern end of channel betwer 
Kharg and Khargu Island. 

Radio Masts. At South end of Kharg Island a high radio mé 
painted red and white positioned at 29° 12’ 47” N., 50° 19’ 15° 
approximate elevation 510 ft. Fitted with fixed red lights. Anoth 
radio mast, also painted red and white, positioned at 29° 14’ 10°! 
50° 18’ 26” E., approximate elevation 367 ft., fitted with fixed red lig’ 

Dideban Tomb. On highest point of Kharg Island, 29° 14’ 57’) 
50° 18’ 29” E., a small domed building located, elevation 290 ft. 

Mir Muhammad Tomb. On North-eastern part of Kharg Island! 
29° 15’ 10” N., 50° 18’ 46” E., conical shaped tower surmounted! 
small dome, elevation 165 ft. 

Khargu Trees. On Khargu Island, at 29° 18’ 45” N., 50° 20’ 30° E, 
small group of trees, only ones on island, visible from long distance 

Notice Boards. On North, South-east coast and South-west! 
Kharg Island and along coasts of Khargu Island, large white nol 
boards indicating prohibited anchorages surrounding subma'’ 


pipe-lines, 
Port Area. The area within: 
29° 12’ 23” N. 29° 14’ 53” N. 
50° 18’ 36” E. 50° 21’ 17” E. 
29° 12’ 21° N. 29° 14° 53” N. 
50° 21’ 40° E. 50° 20’ 20” E. 


offshore from Kharg Island has been proclaimed a port area. Pé 
area used by vessels manoeuvring to and from oil-loading termi 
The whole of area within port limits declared a Prohibited Anch? 
age, and, a Restricted Manoeuvring Area. Vessels must not ent 
within port limits unless Berthing Master is on Board. 
PILOTAGE: Vessels should proceed to Eastern Anchorage, * 
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jmits (Prohibited Anchorage and Manoeuvring Area) 
side Port ly tH miles East of Terminals, and await arrival of 
oring Master. 
Bet RAGE: The approved Anchorage Area is to East of 
: tern boundary of Port Limits, where holding ground is good. All 
roe on arrival at Kharg must proceed to anchorage area and 


iti tions. : 
await \inted Anchorages. Three Prohibited Anchorages in the Kharg 


Area: or o. ; “Saete o p 

rine Pipe-lines. Anchorage prohibited in vicinity of 
essere! pipe-tines laid between North coast of Kharg Island 
and mainland near Ganaveh. Jip 

(b) Offshore Oil Platforms. Anchorage prohibited to South-west 
of Kharg Island in vicinity of numerous oil wells and drilling platforms 
extending 5 miles or more out to sea. — 

c) Port Area. Area within 14 to 1} miles offshore from East coast 
of Kharg Island generally, has been proclaimed a Port Area. Anchor- 
age within Port Area prohibited. 

Cautions. (a) Unlit mooring buoys at south east of Kharg Island 
(see Darius Terminal). (b) Oil Platforms to South-west of Kharg 
island. (c) Aircraft approach lane South-east of a point mid-way 
between Naval Boat Harbour and Kharg North Buoy, in North-west 

Port Area. 
Prat 1OE and PC main radio station at Abadan will handle 
radio traffic. Call sign EQZ. Vessels bound for Kharg Terminal 
should prefix messages with “Khargiran”, and vessels bound Darius 
terminal should prefix with “Khargiran IPAC", in both cases with 
Agents. 

Pio Watches : While at anchor off Kharg Island, vessels should 
maintain normal listening watches on station EQZ on WT, and Kharg 
Terminal on VHF. Use of the ship's radio station and/or battery- 
charging equipment prohibited during cargo transfer operations. 


Schedule _—_ Listening 


of watch watch Transmitting Receiving 

(GMT) frequencies frequencies frequencies Remarks 

(Hours) kHz kHz kHz ; 

Continuous 500 500 500 Distress: 
Station is equipped 
with international 
Auto-Alarm receiver 
on 500 kHz. 

Continuous 500 428 405-535 Traffic list every 2 
hours from 0105 to 
2305 GMT. 


0400-0700 8356-8374 8471 
0700-0900 =: 12534-12561 130695 


8374-8460 


12561-12689 | * Traffic lists every 2 
1000-1300 12534-12561 13069:5 12561-12689 >hours from 0405 hours 
1400-1700 8356-8374 8471 8374-8460 GMT. 
1700-1830 4178-4187 4294 4187-4231 


* During scheduled watches on HF while station/EQZ is not actually working 
with ships, traffic lists are transmitted automatically and continuously on 
frequencies 4294, 8471 and 13069°5 kHz according their schedules of watch. 


VHF: Kharg Terminal equipped with VHF radio telephone, using 
international frequencies. Continuous watch kept on international 
calling and emergency Channel 16, frequency 156-80 mc/s. Other 
channels, available after contact has been established are: No. 12, 
11 and 10. Masters recommended use this facility when within range, 
particularly when approaching port. In poor visibility, when vessel's 
approach may not be observed from shore, VHF communicatton 
may be the means of avoiding delay in mooring/berthing. 

HEALTH: Tankers calling at Kharg Island and requiring radio 
pratique should cable Agents 48 hrs. prior to arrival advising the 
following details: 

(a) Number of persons on board, including Master and passengers. 

(0) last port of call. 

(c) Ports of call during the voyage. 

(¢) Duration of voyage. 

(e) ad person on board requires vaccination against smallpox or 

cholera. 

(f) If there has been any case of illness of contagious nature. 

!f approved, the Master will be notified and the vessel will be 
allowed to enter port without yellow flag or night quarantine signal. 
MEDICAL: Small hospital with clinic on Kharg operated by National 
Iranian Oil Company for minor medical treatment. More serious cases 
may have to be sent by air to Abadan Hospital. Any medical services 
required should be brought to attention of Medical Officer when he 
boards vessel to grant pratique. 

DENSITY/TIDE/WINDS:: Salinity of sea approximately 20% more 
than normal sea water. Surface temperature of sea ranges from 
63° to 97° F depending on season. The extreme tidal range between 
Tand 8 feet with maximum rate of about 14 knots. Wind directions 
and velocity subject rapid change without warning and precautions 
necessary to avoid difficulties. Heaviest seas and swells while in 
Port are from North-east through South-east. 

L Tidal heights Tidal streams 


AT. = +0-4 ft, Slack water 103 hrs. before HHW 
MLLW = 4. Ebb (full) 73 hrs. before HHW 
Slack water 44 hrs. before HHW 

LL Flood (full) 14 hrs. before HHW 
M HW = +47 ft Slack water 1 hr. after HHW 
HHW = +655 ft Ebb (max.) 33. hrs. after ~HHW 
PA AT, =+82 ft. Slack water 63 hrs. after HHW 
eights in feet above Flood (max.) 94hrs. after HHW 

Chart Datum Times are approximate only 


areal WATER: Not available. 
RES: Commissary supplies, as well as steward's stores, in 


limited quantities | 
adver gaan , can be arranged through Agent with at least 5 days 
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Not allowed to be placed on board while vessel is berthed, can 
be taken at anchor or boat comes alongside immediately after leaving 
jetty. Transfer of bonded stores is permitted, with Customs in 
attendance, while alongside. 

LAUNDRY: No laundry services available. 

IDENTIFICATION CARDS: Each seaman will be issued with a 
pass which will be punched when crossing the jetty limits going 
out and in, and may be used once only. In addition to this pass, 
seamen should carry an Identification Card or Vaccination Certifi- 
cate, bearing the owner's photograph. 

CUSTOMS ALLOWANCES: Present regulations allow each 
seaman to retain maximum 50 cigarettes or 1 ounce of tobacco or 
5 cigars. The balance of all smoking items must be collected and 
carefully listed prior to arrival. This list will be checked by Customs 
before sealing locker. If any discrepancies, vessel subject to fine. 
CONSULS: No consulates at Kharg Island; however, consular or 
diplomatic representatives for most nations maintain offices in 
Tehran, and some in Khorramshahr. 

REPAIRS: Masters of vessels loading or discharging at Darius 
Terminal are advised that this port is considered an “open road- 
stead" and, under no circumstances may engines be shut down for 
repairs while ships are moored in submarine berth. No facilities at 
Darius Terminal for making vessels repairs, and it is emphasised 
that all vessels in submarine moorings must be in condition to clear 
immediately on instructions to do so. No repairs allowed alongside 
the Oil Loading Jetty at Kharg Terminal. Ship's main engines must 
be available at all times while alongside jetty. 

REPATRIATION: The following is part of a letter from Oil Services 
Company of Iran to all shipping agencies Kharg Island. 

“You are well acquainted with the fact that under normal operating 
circumstances only a very limited amount of sleeping accommoda- 
tion is available at the Kharg United Seamen's Services Centre, 
which is the only, repeat, only available premises at Kharg for 
overnight lodgings. At present the United Seamen's Services Centre 
is undergoing modification, and when this is completed there will 
be only eighteen beds available. It is not O.S.C.O. policy to permit 
building of any additional sleeping accommodation. 

“Due to the above limitation it will now be our policy to limit the 
number of people sleeping overnight in the United Seamen's Services 
Centre to eighteen and no other crew members will be accepted 
for overnight accommodation. 

“It will be the responsibility of agencies to co-ordinate crew 
changes so that no overload is imposed on U.S.S. Centre. 

“In order to ensure this, all crews arriving from abroad will have 
to travel via Abadan where ample overnight accommodation is 
available and where they can be retained until required at Kharg. 
Ship's crew leaving their ships should be retained aboard until a 
suitable commercial or charter flight is arranged. 

“Any crew members arriving on Kharg direct from Teheran will 
not be allowed to land at Kharg unless 

1. The vessel they are joining is at Kharg, or will be at Kharg 

before 0100 hrs next day 

2. The agent has a written agreement from the manager of the 

U.S.S. that sleeping accommodation is available. 
“lf neither provisos 1 or 2 are complied with the crew members will 
be oncarried and accommodated in Abadan at the Agent's expense. 

“To summarise: no sleeping accommodation is available at 
U.S.S. Centre unless the Agent obtains written agreement to that 
effect from U.S.S. Centre manager. Agents not having written 
agreement for sleeping accommodation will either have to return 
crew members to their respective ships or arrange commercial or 
charter flights for them to stay in Abadan. 

“These measures will be put into effect on 15th July 1974; this 
will allow all agencies to inform their principals so that they can 
make alternative arrangements for crew changes.” 

AIRPORT: Small airport used by Oil Company aircraft and Iranair 
flights to and from Abadan. Due security arrangements movement 
of crew must be programmed through Agent. 

TIME: GMT plus 34 hours. 


A. DARIUS TERMINAL (Additional requirements and details). 
Terminal Operates 24 hours per day, seven days a week. Ships 
moored, loaded and unmoored at any hour, weather and other 
circumstances permitting. Terminal will never be closed due to 
religious holidays. 
LOCATION: A submarine terminal at South-east corner off Kharg 
Island 29° 12’ 40” N. 50° 20’ 40” E. 
MOORING: Vessel requested to have pilot ladder safely and 
securely rigged, ready for immediate use, and long enough to reach 
Mooring Master's launch. Adequate searchlights should be rigged 
on both wings of bridge, when mooring at night, to assist in running 
lines to buoys. 

Raising, connecting, disconnecting and lowering of submarine 
hoses will be performed by IPAC line handling crew as advised by 
Mooring Master, who will remain on board while ship in moorings. 
A capable winchman to be provided by ship. 

Mooring buoys for Darius Terminal not lighted. Permanent moor- 
ings in berth consist of 5 steel cylindrical buoys each fitted with 
quick release hook, to which ship's mooring lines are attached by 
IPAC's mooring launches. The berth is laid out on the one heading 
basis, using both ship's bower anchors with seven mooring ropes 
(four beam, two quarter, and one stern). Mooring buoys numbered 
1, 2, 3, 4, and 5. Starting with no. 1 East of the mooring and numbers 
running consecutively in a clockwise direction. 

Tankers to have ready: (a) Windlass and both bower anchors, 
each with not less than 120 fathoms of chain. (b) Seven good manila 
or synthetic mooring lines, each not less than 120 fathoms in length, 
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with efficient stoppers for each line. (c) On port side opposite ship's 
manifold, equipment capable of lifting submarine hose safely and 
expeditiously. Weight of lift 5 tons. 

LOADING: Ship loaded by means of submarine pipe-line and two 
hoses at 1 loading berth, located approximately one mile offshore in 
over 65 ft. of water. Crude oil loading hoses lifted on port side. 
Maximum crude oil loading rate for tanker using two 12-in. deck 
hoses and 20 p.s.i. at ship's rail is approximately 5,000 tons per hour. 

Order save ship time as well as to make berth available for others, 

requested that ships receive oil as fast as it can be delivered, with 
due regard for safety. Also requested that any fittings on ship's 
manifold such as "Y's", strainers, or mud boxes, which tend to 
restrict flow of crude oil into ship, be removed before arrival at 
terminal. It is preferable that connections be provided so that a 
12-in. deck hose can be used. Vessels must be equipped to fit 
flanges on submarine hoses, which are of ASA standards. 
FIRE PRECAUTIONS AND SAFETY: Full instructions will be 
given by Mooring Master but, vessel's personnel responsible for 
safety of vessel and must take all necessary precautions, whether 
or not so advised by Mooring Master. 

During time vessel moored in Darius Terminal, a continuous and 
efficient fire watch must be kept on deck and in the engine room. 
in the event of fire breaking out in any part of vessel, however minor 
it may be, fire alarm must be given immediately. This will consist of 
a succession of long blasts on ship's whistle, together with a rapid 
and continuous ringing of ship's bell. 

COMMUNICATION: Ship-to-shore communications, while ships 
in moorings, will be by portable VHF radiotelephone units. Mooring 
Master will advise Masters and Officers regarding emergency whistle 
signals set up for use in event VHF radiotelephone units become 
inoperative. 

EMERGENCY MEDICAL ASSISTANCE: Vessels requiring 
emergency medical assistance should hoist international code flag 
“W"' in daylight, and at night send ‘‘W" (---) on blinker light. To 
attract immediate attention, the same signal ‘‘W" (---) should be 
given on ship's whistle in either day or night hours. The signal 
should be repeated until acknowledged visualiy by either another 
ship in the moorings, or from IPAC launch. As soon as signal is 
received, Terminal officials will advise Agent as soon as possible 
of the emergency medical aid required. 

FUEL: No bunkers available at submarine mooring. Bunkers may 
be loaded at 1.0.E. and P.C. main jetty having obtained nomination 
through Iranian Oil participants in London. Tankers loading crude 
oil at 1.0.E. and P.C. jetties have at all times priority for berth, over 
the vessels lifting bunkers only. Marine lubricants not available, 
except through marketing representatives by arrangement through 
Agent. 

CURRENTS: Generally on the axis of the ship berthed in the 
mooring; however, rotary currents can be expected. 

SHORE LEAVE: For personnel of vessels loading or unloading at 
the Terminal is arranged between Agent and Iranian Security Officer 
aboard vessel. Ship's personnel (other than medical or emergency 
cases) not allowed to disembark or embark at Terminal. All per- 
sonnel going ashore must land at I.P.A.C. Small Boat Harbour. 
Sufficient personnel must be aboard at all times for letting go lines 
and clearing moorings immediately. 


B. KHARG TERMINAL (Additional requirements and details) 
OIL LOADING JETTY: "Tee" head with overall length of 6,038 ft. 
between fender faces. The fender to fender width is 138 ft., for the 
section South of trestle approach, and 124 ft. for North section. Jetty 
face is aligned in direction 172° 35’-352° 35’. Deck level 22-0 ft. above 
chart datum. The jetty, being on eastern side of Island, is sheltered 
from prevailing North-west winds, but exposed to South-east, when 
during winter storms, waves of 8 to 10 ft. often occur. A maximum 
wave height of 15 ft. has been recorded at Southern end of jetty, 
under such conditions. 


Height limits 
Least ship's manifold 
depth Maximum Loading and in feet above 
Berth water capacity bunker armst chart datum 
(in feet) DWT* 
64 200,000 3x 16 in. 11 to 73 
2x 12in. 
2 65 38,000 4x12 in. 11 to 62 
3 66 200,000 3x 16 in. 11 to 73 
2x12 in. 
4 66 65,000 5x 12 in. 11 to 62 
5 70 200,000 3x 16 in. 16 to 78 
2x12 in. 
6 67 85,000 3x 16 in. 11 to 73 
2x12 in. 
7 62 200,000 5x 12 in. 11 to 73 
8 63 45,000 5x12 in. 11 to 62 
9 57 200,000 3x 16 in. 11 to 73 
2x12 in. 
10 58 76,000 5x12 in. 11 to 62 


* Subject to weather, tidal conditions and lengths of vessels at 
adjacent berths. 

+ 12 in. Bunker arms at all berths. All Chiksan arm flanges are 
series 150 API. 

Outer Berths: 9, 7, 1, 3, 5. Inner Berths: 10, 8, 2, 4, 6. Berths Nos. 
7, 8, 9 and 10 located North of trestle approach. 


SEA ISLAND TERMINAL: A two berth Sea Island Loading 
Terminal is in operation on the West side of Kharg Island. 
The structure, 1,800 ft. long, is centred in 29° 13’ 29” N., 50° 17’ 10" E., 
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and is aligned in a direction 154°/334°. It is designed to accomm 
vessels of approximately 150,000/500,000 tons at No. 11 Berth on 
West side, and vessels of approximately 150,000/300,000 tons 
No. 12 Berth on the East side. 

Unless advised to the contrary, all vessels should proceed to th 
anchorage East of the Main Jetty. 

Vessels instructed to load at the Sea Island are required to tig 
accommodation ladder to facilitate the boarding of Customs, H: 
and Port Authorities. Agency work and crew changes must alsoh 
oa ap at the anchorage. There is no shore leave from the Sy 

sland. 

The comparatively exposed position of the Sea Island Mabe, 
additional moorings advisable and vessels should be prepared, 
use their maximum number of mooring lines. Quick-release hog, 
are provided for all mooring lines. 

Minimum size vessel, about 150,000 dwt. 

Loading rates of up to 30,000 t.p.h. to one berth can be achiey 
at the Sea Island. 

Only fuel-oil bunkers are available. 

Vessels may, if considered necessary, be required to retain » 
board sufficient ballast while loading cargo to ensure that the loading 
arms do not exceed their maximum designed elevation. 


Least Height limits 

depth Maximum ship's manifoy 

water capacity Loading and in feet above 

Berth (in feet) dwt bunker arms chart datum 

11 106 500,000 4x24" 22 to 110 ft, 
2x 16” 

12 97 300,000 4x 16” 22 to 93 ft, 
2x12” 


TUGS: Vessel normally berthed with assistance of two tugs whic 
together with Berthing Master, meet vessel at port limits. The tuy 
will come alongside, normally one to the bow and one to the ster 
as far forward and aft as is safe and practical. Tugs’ towing equip 
ment will be used on all occasions. 

BERTHING: Approaching berth, two fibre-rope headlines show 
be lowered to mooring launch, for transfer to jetty. Two stern ling 
are then handled, preferably one at a time, to avoid possible fouliy 
of vessel's propeller. Positioning of vessel's loading manifold) 
relation to Chiksan loading arms on jetty has to be carried out to; 
close tolerance, as directed by Berthing Master, to requirements: 
jetty operator. On inner berths, particularly nos. 2, 4 and 8, vesse 
are berthed head outwards, i.e. stern to trestle. In these case 
vessels are towed stern first by after tug’s hook wire, with forwa: 
tug either alongside or on towing hook, depending on tidal a 
weather conditions. 

Mooring System. Under normal conditions, 12 lines are used! 
moor a vessel as follows: Forward: 3 headlines, 2 breast lines a 
1 spring. Aft.: 3 stern lines, 2 breast lines and 1 spring. 

During winter South-easterly storm period, it is usual to use ov 
each additional headline and breast line, at each end making a tot 
of 16 mooring lines. Breast lines and springs of wire rope # 
acceptable. 

Berthing Limitations. Various combinations of wind, sea and titi 
conditions, also size, length, ballasted trim and handling qualité 
of a vessel and available berth space, can effect decision to berth 
vessel at Kharg. All these factors have to be evaluated before! 
final berthing decision is made. 

Manifold Position. No berthing where manifold of vessel cannot 
positioned, within horizontal limits of Chiksan loading unit arm 
due to adjacent occupied berths. 

Note: On outside berths, very large vessels of light free board’ 
excess of 70 ft., may be required to retain sufficient ballast, to ensv! 
that their manifolds remain within the vertical range of the ‘‘Chikse 
loading arms, until sufficient cargo is loaded. 

LOADING: Both Iranian light and heavy crude oils available até 
jetty berths. Crude oil is delivered to jetty from Tank Farm, situalé 
on central plateau of Island, by gravity flow through four 4° 
diameter pipe-lines. Loading rates of up to 11,500 tons per hour! 
one berth can be achieved at Kharg Terminal. Up to 45,000 tons p* 
hour can be delivered to all 10 berths simultaneously. 

FUEL: Bunkering facilities at each berth. Two grades availabt 
marine fuel oil and marine diesel oil. Bunkers may be loaded up! 
a maximum rate of 1,000 tons per hour, and bunkering will normé 
commence before loading cargo. Only fuel oil available at S 
Island berths. 

FIRE PRECAUTIONS: A copy of the “Fire and Safety Regu 
tions” notice is given to Master of every vessel by Berthing Masi? 
at Anchorage. Five additional copies are passed aboard vessel wht 
it arrives alongside jetty. These extra copies must be posted’ 
conspicuous places throughout the vessel. While a vessel is wit 
Port Area a continuous and efficient Fire Watch shall be maintait# 
on deck and in the engine room. In event of fire, however minor 
may be, the Fire Alarm shall be given immediately as follows: 

On Board Vesse/: Rapid and continuous ringing of ship's bell,® 
gether with a succession of long blasts on the ship's whistle or si® 

On Jetty or elsewhere in Port Area: Rapid and continuous ring 
of the gongs on the jetty. A push-button alarm system is provid 
at each berth. 

SHORE LEAVE: Fully air-conditioned Recreation Centre operalé 
by United Seamen's Services, situated close to shore end of ® 
trestle to the Oil Loading Jetty. Facilities include: cinema, 
exchange, restaurant, dining-room and bar, library and waiting-roe%* 
PX gift shop, 2 billiards and snooker tables, 2 table tennis tabl# 
darts, chess, etc., official money exchange. 

Note: Shore leave restricted to grounds and buildings of Recr# 
tion Centre only. 


KHEMCO TERMINAL: (Additional requirements and details) 
C ERATOR: Kharg Chemical Company, Ltd. (Khemco), The 
0 hlavi Foundation Building 178 Pahlavi Avenue, Tehran, Iran. 
pe ie Address: “Chemkharg” Tehran. Telex: 2402 Khemco Tn. 
cSCATION: Khemco Terminal dolphin jetty is located at the South- 
- st corner of Kharg Island 29° 12’ 45” N. 50° 20° 05" E. 
APPROACHES: Vessels entering Kharg Island road must not 
ql roach or anchor West of long. 50° 21’ 30° East (being approxi- 
pace one mile East of Khemco Terminal), unless a company's 
aster is on board. 
Bet GE Company has own Berthing Masters, who will board 
essels outside the port area and will pilot and berth the vessel 
4 siongside Khemco jetty. Berthing Masters will also carry out the 
i safety officer. 

es with the Berthing Master on board shall display the inter- 

national flag “H" in a prominent position while manoeuvring under 
nis advice. This flag will be in addition to the “Q" flag, being already 

noisted for quarantine purposes. ; 

Vessels are requested to have a clean pilot ladder safely secured 
at the leeside of the ship for the Berthing Master. The pilot ladder 
should be long enough to reach the pilot tug or launch. At night 
adequate lighting for the pilot ladder shall be installed. 

Pilotage, berthing, mooring and sailing of vessels will be carried 
out in accordance with instructions of the Mooring Masters, subject 
to the understanding that in all circumstances the Master of the 
yessel being manoeuvred shall remain solely responsible for the 
safety, proper navigation and manoeuvring of his vessel. The Master 
or a qualified ship's deck officer must be on the bridge at all times 
while the vessel is underway or unmoored. 

NOTICE OF READINESS: Notice of readiness will not be 
accepted at the time of arrival unless the vessel is in all respects 
| ready to load. Arrival time will be considered as the time the berthing 
| Master boards the vessel or the time that the vessel anchors, which- 
aver occurs first. 

RESTRICTIONS: Vessels can be berthed day or night in two 

directions using ship's moorings. Occasionally bow anchor will be 

used during berthing operation. 

MAX. SIZE: Length of pier is 1180 ft. with maximum of 42 ft. water 

alongside at MLLW. 

RADIO: The IOE and PC main radio station at Abadan will handle 

_ Khemco's radio traffic. The station call sign is EQZ. Messages 
for Khemco should be prefixed with “Khargiran Khemco”, with copy 
to Agent. 

kives of Arrival. Itis important that ships establish radio contact 

with Khemco, when three days distance from Kharg Island, and 
maintain this contact until just prior to arrival at the terminal. All 
ships should send a 72 hours ETA message to Khemco, giving the 
best estimate of the ship's arrival time at Kharg anchorage. The first 
_ ETA message should also include a definite statement of the details 
_ of manifold dimensions, cargo requirement, agent and any other 
necessary information. Further ETA messages should be sent to 
__ Khemco when the vessel is 24 hours and 12 hours distant from Kharg 
__ Island and at any other time if any appreciable change occurs in the 
original ETA or those subsequent thereto. The 12 hour ETA should 
include a positive statement regarding ship's readiness to load on 
arrival, and the number of hours required to discharge clean ballast 
after ship has berthed. 
_ TUGS: Two 2,000 h.p. and one 1,000 h.p. diesel tugs are provided 
by the Company. Normally two tugs are used for berthing and one for 
___unberthing, depending on the Berthing Master's discretion. Tugs 
_ moorings are provided by the company and vessels are requested to 
have good heaving lines handy on the deck for picking up the tug 
lines. All tugs are equipped with fire-fighting equipment, including 
a foam system, which can be used when required. 
MOORING: If, in the opinion of the Berthing Master, the vessel is 
not equipped with adequate mooring facilities, lines or gear, he will 
so inform vessel's Master, and in such event shall not be brought 
into berth until such facilities, lines or gear are deemed satisfactory. 

Mooring Launches. Four powerful mooring launches are provided 
by the Company and normally one is used during berthing and un- 
___ berthing operations. 

Mooring Lines. Under normal weather conditions the following 
mooring lines are required: forward: 3 head lines, 2 breast lines, 
' spring; aft.: 3 stern lines, 2 breast lines, 1 spring. 

__ Alllines to be of 120 fathoms, with the exception of the breast 
ene being of shorter length. No wire lines are to be used at Khemco 

y. 

During abnormal conditions, especially during winter periods, 
Some additional four lines are required for extra moorings. 

In most cases it might be necessary to pass all forward lines from 
the bow and all stern lines from the poop. 

Dolphins. The jetty consists of one main and eight smaller dol- 
li Four on either side of the main dolphin are for ships mooring. 

he main dolphin is connected to the shore via a trestle and cause- 
Med Head and stern lines are passed to the dolphins by means of 
aan handling launches and others by heaving lines. All mooring 
Peal are fitted with quick-release hooks. 

Kh RTHING: A. Berthing Masters. Vessels to be berthed at 

&mco jetty will be boarded by a company’s Berthing Master at 
fon gy anchorage and after advising the ship's Master of all port 
st malities, will normally take two tugs (one to the bow and one to the 

ern) alongside while proceeding to the jetty. 
oan Berth Turn. Vessels to load at Khemco jetty will normally be 
can and the berth will be assigned to the vessel in order of 
a - and nomination. In the event the berthing is delayed by 

- er or other reasons, vessels will keep their positions in line. 

Ssels leaving the port area on account of weather or other reasons 
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should keep in contact with the terminal in order that they will be 
available when weather moderates. Khemco reserves the right to 
load vessels out of turn following the return of good weather, to the 
extent that such loading out of turn does not materially delay the 
loading of other vessels in line. For example, in the event that weather 
or other reasons make it necessary for vessels awaiting berth to 
leave the terminal and put to sea, Khemco may load another vessel 
after the port opens, but before the return of the vessels waiting in 
line ahead of it. And further, Khemco reserves the right to decline to 
berth a specific vessel if its condition or facilities are unsafe for 
berthing or loading, but berths other vessels “out of turn". 

C. Gangway. When alongside the jetty, vessels shall provide an 
efficient gangway with a net rigged underneath. During the hours of 
darkness, they shall install adequate safe lighting for the gangway. 
These lights are in additions to those used for the deck illumination. 

D. Sailing. All lines are dropped by means of quick-release hooks, 

fitted on all dolphins and under normal conditions one tug is used 
on the hook at the bow of the vessel in order to clear her off the berth. 
Usually the documents are signed before departure, unless the berth 
is needed for another ship. 
BALLAST: A. Rules and Regulations. Vessels arriving at Kharg 
should maintain a reasonable draft fore and aft for safe manoeuvring 
and berthing. When conditions permit, the Berthing Master will 
advise the Master to commence discharging ballast. Itis the Master's 
responsibility to see that dirty ballast, whatsoever, is not pumped or 
spilled over board. Only clean ballast or bilge water may be dis- 
charged within 50 miles of the coast-line. In the event of contaminated 
ballast or bilge water, the vessel will be required to divert this mater- 
ial to a ship's slop tank. Otherwise, the vessel may be unberthed and 
returned to a point not less than 50 miles from the coast line to dis- 
charge contaminated ballast. 

There are no ballast disposal facilities at Kharg Island. 

Masters are requested to arrive at Kharg with clean tanks, pipe- 
lines, sea suctions, strainers and pumps. Ships will not be accepted 
for loading if evidence of any dirty ballast is observed. 

Any vessel returned to a position at least 50 miles off-shore to dis- 
charge dirty ballast, or for any similar reason, automatically nullifies 
any “Notice of Readiness" already tendered and loses any priority 
held for loading. The vessel will be entered for loading at the time of 
second arrival when a new ‘Notice of Readiness" will be tendered. 

B. Loading and Deballasting Simultaneously. Vessels are per- 
mitted to load cargo and discharge clean ballast at the same time 
provided all safety and other aspects are observed. 

C. Tank Cleaning. Ship-tank cleaning will not be allowed at the 
pier. Ships will be allowed to draw sea water ballast while alongside. 
LOADING: A. Ship's Gear. Although the jetty is equipped with a 
boom to handle loading hoses, ships are requested to rig jetty side 
boom in a proper and safe manner for possible use. Masters will be 
responsible for ensuring that the ships gear or fittings are in good 
working order and will not in any way interfere with or hamper the 
working of the facilities. 

B. Inspection. After the vessel has been berthed and all formalities 
carried out the vessel will be boarded by the loading Master. A joint 
inspection will be made by an authorised ship's officer and the load- 
ing Master after the exchange of information and documents. If the 
ship's tanks, piping or equipment are in such condition that a poten- 
tial hazard exists, the ship will be refused permission to load until 
such hazards are corrected. In any case, the owners or charterers of 
the ship will be notified of any delay or refusal to load because of 
hazardous conditions and any expense due to such delay or refusal 
to load will be borne by owners. 

If the ship does not arrive with tanks and/or piping sufficiently 
cooled to permit loading, the time required to cool down shall not be 
counted as lay time. Any expenses, including LPG furnished by 
company, demurrage, etc., involved with the cool-down period and 
operation shall be borne by the owners or charterers of the vessel. 

Should the vessel arrive at the loading terminal with inert gas in its 
tanks, after purging from a previous cargo of ammonia or other gas 
to prevent contamination of shore lines and facilities, the inert gas 
should be vented if possible before ship is moored. If the ship's 
tanks to be loaded previously contained a product different from 
what is to be loaded, the Master shall verify that the tanks are clean 
and ready to receive Kharg Chemical cargo. 

C. Loading Propane and/or Butane. 1. General Information. No 
loading will begin until the ship is safely moored with fibre mooring 
lines, gangway lowered and secured, the ship grounded and ground 
tested, ship's and shore emergency fire hose pressurised and ready 
for use, fire wire in place, and ship/shore communications tested and 
in good working order. 

All loading personnel will wear fibreglass hard hats, leather- 
palmed gloves, cotton long-sleeved shirts, long cotton trousers, 
cotton socks, and sandals or shoes that do not have spark-generat- 
ing material, such as steel nails, cleats, toe or heel plates. Non- 
sparking tools will be used in making hose and ground connections. 
Silk clothing or headgear will not be permitted due to its affinity for 
collecting static electricity. Ship's grounds will be tested for con- 
tinuity to shore before product or vapours pass through hoses. 

Since the LPG may not contain an odorant, particular care shall be 
taken that the atmosphere does not become explosive. If there is no 
air movement, explosimeter readings will be taken hourly, and if an 
explosive atmosphere exists, loading shall stop until conditions 
change. Prior to loading the main cargo a small quantity of propane 
and/or butane will be loaded or circulated initially for cooling down 
purposes. The amount set aside for cooling down will depend on 
whether the cool down is for the ship's lines or ship’s tanks. Gener- 
ally, the ship's lines will be cooled down before loading each parcel. 

Although a small amount of refrigerated LPG is normally retained 
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in the bottoms of the ship's cargo tank during the trip to Kharg 
Island, the tank vapour space and tank walls are warmer. For a period 
of about an hour while low temperature circulation of the shore lines 
continues, a small amount of propane may be taken by the ship from 
cargo holds and sprayed into ship's tanks. This method cools the 
upper parts of the ship's tanks and vapour spaces. If propane is 
taken from shore lines, this is replaced from shore tankage as the 
circulating pump suction is “floating” on the shore tank outlet line. 

The enclosed spaces around ship cargo tanks and double bulk- 
heads should be frequently monitored by ship's personnel for cargo 
leakage. 

The measures for dealing with any leakage to prevent the tempera- 
ture of the hull structure from falling below a safe level depends 
upon the ship's design. The Master shall have standing orders for 
dealing with any leakage observed on the ship and shall so inform 
the Loading Master. 

2. Loading Master and Jetty Operator. Once the vessel has been 
berthed, berth will be manned at all times by an operator, who will be 
stationed in the immediate vicinity of the berth loading bay. All infor- 
mation and forms will be passed by the Loading Master prior to com- 
mencement of loading. 

3. Alarms. All alarm systems on vessel and communications be- 
tween the jetty and control room shall be checked before loading is 
begun. Masters are requested to make the Loading Master fully 
familiar with the vessel's alarm systems. Otherwise, confusion may 
occur between loading alarms and fire alarms. 

4. Connecting Loading Hoses. The loading and vapour-return 
hoses will be well supported and laid along the pier. Each hose and 
hose valve will be supported by jacks on ship's deck. Hoses will be 
protected by rope mesh. Once the loading hoses are connected they 
will be adjusted during loading operations. The shore and ship per- 
sonnel shall be careful not to kink, stretch or damage hoses. Hoses 
not used will be blanked. Hose flanges will be completely bolted and 
shrouded. 

Size of Hoses: propane 8 in. (with 8 in. ASA 150 flanges); butane 
8 in. (with 8 in. ASA 150 flanges); vapour 6 in. (6 in. ASA flanges). 

5. Air. It is most important that no air is allowed to enter either the 
ship or shore loading lines. All hoses and spools must be purged 
free of air after being connected. 

Provision is made on shore for purging air from LPG and vent 
hoses on completion of hose connection to ship and for purging 
LPG vapour from hoses before disconnecting when loading is 
finished. Provision is made to supply inert gas for this purpose. Pro- 
vision is also made for disposal of remaining liquid in hoses safely 
and effectively from shore connection of hoses before disconnecting 
and gas purging of hoses when loading is finished. Valves and con- 
nections are provided for this purpose on the shore end. All ice must 
be removed from around hose insulating gasket prior to hose dis- 
connection. Cargo hoses shall be blanked and be removed from 
ship. Ground wires will remain connected until ship's gangway is 
removed and ship is ready to depart. 

6. Loading Pressure. Loading pressure should not exceed 50 psi at 
any time. 

7. Ship's Compressor. During loading, the ship may pump vapours 
ashore via the ship's compressor. The Loading Master should be 
advised before the compressor is started or stopped. 

8. Loading Rates. Maximum loading rates for LPG products are as 
follows: 


Propane (two lines) 10,900 barrels per hour 
Butane (two lines) 7,800 ,, dad 
Propane (one line, pumping) 7,000  ,, dad 
Butane (one line gravitating) 3,900 ,, hee 


It is more important that the Loading Master be informed before 
any changes are made by the ship in the vapour compression opera- 
tion. He then will inform the shore loading area. Starting and stopping 
compressors on the ship affect the shore tank pressures and can 
result in damage to tanks and pumps. Ship's valves should under no 
circumstances be partially or completely closed against LPG flow 
without first informing the Loading Master. Pumping rates will 
normally be adjusted from the shore loading area. 

The ship's Master is responsible for his ship at all times. The com- 
pany Loading Master will advise the Master in respect to loading 
pressures and hazards, but will not direct the loading except as may 
be necessary to protect their terminal's facilities or to prevent any 
hazards. Manipulation of ship's valves is the direct responsibility 
of ship's personnel. 

LPG loading will be done on a 24-hours basis; hence the Master of 
the vessel, while alongside the LPG loading pier, will be responsible 
for the provision of adequate explosion proof lights, fittings and 
switches in all parts of the vessel where work is being carried out in 
any way connected with loading of LPG. 

The ship's pipelines/vent system and/or liquification system shall 
be manifolded so that only those pipelines connected to the ship's 
tank being loaded will be open. All other pipelines’ lines shall be 
closed and outlets blinded. 

All doorways, vents, ports, air-conditioner intakes and other open- 
ings into which gaseous vapours could enter shall be closed. 

During loading, there shall be no smoking, no open lights and no 
galley fire on the ship or in the vicinity of the pier. 

Package goods, bunkers, water, freight and ship stores shall not 
be loaded or discharged during loading. Visitors will not be per- 
mitted on the ship during loading. 

Loading of LPG shall be stopped whenever weather or sea con- 
ditions are hazardous to the ship, dolphins, LPG hose and manifold, 
adjacent vessels or personnel. The Senior Terminal Representative 
and authorised Ship's Officer shall jointly judge if such conditions 
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exist. In case of dispute, the Senior Terminal Representative's jug, 

ment shall be followed. 

During severe thunder storms, sand storms and electrical st 
tie vicinity of the ship, loading shall cease until the Storm gy 
sides, 

9. Strainer Boxes. It is important that no ice, pipe scale, ete, 5 
allowed into the vessels’ tanks. The ship should have strain 
placed immediately upstream of the manifold valves. A careful Wats 
must be kept on the pressure to prevent the strainers being blo 
and periodically the strainers should be cleaned by using the builts 
wiper, which should be turned clockwise only. In case of an absoly 
blockage loading will have to be suspended and the strainer Cleany 
if necessary by removal. If one of the vessel's strainers is blockeg 
may be possible to continue on the other hose. 

10. Completion of Loading. A reduction in loading rate bef 
topping of the final tank or tanks may be arranged through the Loy 
ing Master by the ship's officer in charge. When the vessel asks {y, 
slow rate, the loading pump will be shut-down and valves Te-aligng 
for circulation. The vessel should then complete loading at its o% 
controlled rate off the circulation flow. The terminal might ask fy, 
suspension of loading while realigning the circulation pump. Why 
required to stop completely, the Loading Master should be advise 

11. Hose Disconnection. When disconnecting hoses in order; 
change or clean a strainer at the time of completion of loading) 
following points must be remembered: 

(a) Allice must be removed from around the hose insulating gasie 
prior to disconnecting. 

(6) The hoses and hose valves must be secured to the vessel; 
avoid slipping or twisting. This is best done with rope and 
pulleys. 

(c) The hose valves and ship's manifold valves must be shut. 

(d) The vessel's vent valves must be open either to the atmosphe 
or to the vapour return hoses. 

(e) The ship's strainer and all pipes and flanges between the hy 
and manifold valves must be de-iced. 

(f) The hose can then be disconnected, but the ship's manite 

valves, vapour return valves and hose valves must be shut, 

D. Loading of Bulk Sulphur. All rules and regulations conceri: 
LPG loading also apply to sulphur. 

1. Inspection. The joint inspection of the ship and the ship-s hog 
to be loaded with sulphur will be made by the Loading Master # 
authorised ship's officer. If the condition of the ship's holds presen 
a potential hazard to personnel, sea or shore facilities, the shipw 
be refused permission to load until conditions are corrected, Th 
Master shall bear the responsibility for notifying the owners: 
charterers of the ship of any delay or refusal to load because: 
hazardous conditions and any expenses due to such delay or refus 
to load shall be borne by them. The company reserves the right! 
refuse loading and their decision is final. 

If the ship's cargo holds are not clean or are so hot and/or conta 
residue (such as excessive rust, sand-scrap iron, minerals, or mine 
dust) that alone or in combination with sulphur or sulphur dy 
would contaminate sulphur being loaded, oxidise with sulphur,’ 
cause a fire or explosion of the sulphur cargo, permission to |e 
sulphur will be withheld until this condition is corrected. 

2. General Information. Bulk Sulphur is loaded at 500 tons p 
hour via a conveyor. The conveyor extends from the shore stor 
area along the causeway, trestle and finally to the main dolpy 
close to the ship's holds. 

No loading will begin until the ship is safely grounded, moor 
with fibre lines, fire hoses pressurised, ship-to-shore communi 
tions operable and the chute grounded. 

In order to minimise movement of fine sulphur dust, cowl ventit 
tors serving hold into which sulphur is being loaded shall be blanle 
off to prevent circulation of air. Package goods, bunkers, walt 
freight, ship stores shall not be loaded or discharged during or alt 
sulphur loading. 

When sulphur is loaded in a deep hold with general cargo int 
tween deck hold above the sulphur, the ship's Master will be resp 
sible for installing a dust proof wooden bulk head enclosure int 
hatchways from the over deck of the lower hold to the weather dé 
forming a tight enclosure to prevent sulphur dust from entering® 
tween decks during loading. Ceilings shall be tight to prevent s¥ 
phur dust from entering bilges. Any chinking at tank tops or bif 
will be of non-combustible material. 

Masters to maintain sufficient personnel to adjust and mainte 
chute position, gangways and keep mooring lines taut as ship’ 
loaded. 

If sulphur is loaded into a hatch already containing sulphé 
representative samples may be requested by the terminal to del 
mine quality. : 

Since the sulphur loading facility at the pier is fixed the ship® 
be warped and moored so that various ships holds that will rece? 
sulphur can be loaded. 

After each warping the ship will be moored and grounded # 
chute grounded. The hold to be loaded will be checked with an® 
plosimeter to be certain that the hold is notin the explosive rang 
Personnel entering cargo holds for inspection must be equipp 
with life-lines and belts with non-sparking hardware, goggles 
green tinted lenses, and self-contained breathing apparatus with! 
mask covering eyes and nose. The life-lines shall be of suffici® 
length and strength that one line could be used to pull a man out ot 
hatch. For each man working in the hold one man on deck m# 
attend his life-lines. Personnel in the hold must wear gauntlet glov® 
high-top shoes, long cotton socks, a fibre glass hard hat with! 
cotton cap ear flaps covering the head and ears, pants fastened! 
the cuff and long-sleeve shirts buttoned at the neck and wrists. 


Jothing or headgear will not be permitted due to its affinity for col- 
: ting static. Cotton clothing material is preferred. 

a the hatch being loaded with sulphur will be open, All other 

hip hold hatches must be closed. All doorways, vents, ports, air 
. a s, air conditioner intakes and other openings into which 
pert 4 dust could enter should be closed during loading. After 
ae and trimming a hold, the hold hatch cover shall be closed 
and the next hatch to receive sulphur will be opened. The pier sul- 
nur loading tower can be raised and lowered as well as rotated in 
order that the cargo hold being loaded can be evenly trimmed with 
little or no manual trimming. Each time the tower is moved the chute 
shall be grounded. No hand cargo load trimming will be allowed 
while the pier loading sulphur tower is in operation. The tower down- 
spout drop distance will be adjusted to minimise sulphur dusting. 

The loading-tower operator will be advised by authorised ship's 
personnel on the deck by use of agreed hand signals of any hazards 
such as deck cargo, life boats, aerial guy wires, etc., that can do 
damage to loading tower. Personnel will work upwind as much as 
possible to minimise sulphur dust inhalation or sulphur on skin. 
Eye baths and showers are located at the dock and will be ready for 
use if needed. , - 

No loading will be done until all personnel are out of ship's cargo 
holds. The ship's authorised officer shall assign personnel to sweep 
sulphur dust into cargo holds to minimise pollution of the adjacent 
sea water. If shovels or scoops are used the shovels must be of a 
non-sparking material such as monel. Personnel working cargo 
holds or on deck shall not be permitted to wear shoes with steel 
nails, or metal heels or toe plates that could cause sparking. 

Loading of sulphur will be stopped whenever weather or sea con- 
ditions are hazardous to the ship, pier, dolphins, sulphur loading 
tower, pier equipment, adjacent vessels or personnel. 

Sulphur dust, like most poor electrical conductors rapidly acquires 
a static charge under dry atmospheric conditions. To minimise this 
hazard the loading tower is equipped with water spray nozzles to 
humidify the sulphur and reduce dusting. Conveyor hoppers are also 
equipped with sprays. 

During severe weather conditions loading will cease and cargo 
hold hatches shall be closed until the storm or seas subside. 

Sulphur loading will be done on a 24-hour basis. The Master of the 
vessel while alongside the sulphur loading pier will be responsible 
for the provision of adequate explosion proof lights, fittings and 
switches in all parts of the vessel where work is being carried out in 
any way connected with loading. The Master of the vessel will assign 
authorised ship's officers and men as deemed necessary for the safe 
loading of the ship and to adjust mooring lines and keep sulphur 
dusting to a minimum. 

FUEL: Presently no bunker facilities are available at Khemco jetty. 
However, two grades (marine fuel oil and marine diesel oil) are 
available at OE & PC main jetty. This is supplied to vessels having 
made previous arrangements and obtained nomination. 

WEATHER: A. Climate. The climate along the coast of Kharg 
jsland is generally mild. The days in mid-summer are extremely 
warm and humid with the temperature reaching 117° F. (47° C.) and 
a relative humidity ranging from 10% to 98%. The winter months, 
from November to March, are pleasant with a minimum temperature 
of about 39° F. (4° C.). Freezing weather is uncommon. 

B,. Weather Data and Summary. 


Average annual rainfall 8 in. 
Mean maximum temperature 87° F. 
Mean minimum temperature 66° F. 
Extreme maximum temperature 117° F. 
Extreme minimum temperature 39° F, 
Average relative humidity 59% 


C. Winds. Wind directions and velocity are subject to rapid change 
without warning and precautions are necessary to avoid difficulties. 
The heaviest seas and swells are from the North-east through South- 
east. The prevailing wind for most of the year is from the North-west, 
but during the winter period strong South-easterly storms occur with 
very little warning. The Khemco jetty is sheltered from the North- 
west winds, 

D. Tides. The tidal range is between 7 and 8 ft., with a maximum 
rate of about one and a half knots. The tidal streams run approxi- 
mately parallel to the line of the jetty, with occasional cross currents. 

E. Sea Temperatures. The surface temperature of the sea ranges 
from 63° F, to 97° F., depending on the season. 

SAFETY : Masters of vessels are responsible for the safety of their 
vessels including, but not limited to compliance with official pre- 
cautions, and must take all necessary precautions while the vessels 
are alongside the Khemco jetty. While the vessels are alongside the 
jetty, all personnel must comply with all ports’ safety rules and 
regulations, 

GENERAL: (a) Shore Leave. Shore leave at the terminal must be 
arranged between Master and ship's agent. Sufficient personnel 
must be on board at all times for emergencies. 

(6) Visitors. Due to hazards involved, no visitors are allowed while 
the vessel is alongside the Khemco jetty. 

; (c) Light Dues. A charge of half a rial per gross registered ton is 
‘evied on each vessel for light dues by the Iranian Government. This 
hy addition to light dues for Middle East navigation. The company 
bie have No responsibility in respect of any taxes, dues, or other 
: arges levied by the Iranian Government or any of its departments 
T agencies, 

. (@) Painting and Scaling. Painting, chipping, scaling and any 
®pairs on deck or overside is strictly prohibited while vessel is along- 
Side the Khemco jetty. 


(e) Garbage. Dumpi : panes 
port area. g umping of garbage and refuse strictly prohibited in 
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; (f) Beneien No workshops or other facilities for repairs at Kharg 
sland. 

(g) Customs. There are customs and other official offices on the 
Island. Vessel will normally be boarded by a custom director, immi- 
gration officer and director of Ports and Shipping. 

(h) Consulates. No consulates on Kharg Island. Nearest consulates 
or diplomatic representatives are at Khorramshahr. 

(ij) Marine Surveyor. No marine surveyor on the Island, but can be 
available in 48 hours notice through ship's agent. 

(j) Recreation Centre. Use of Seamen's Club will be cleared 
through NIOC and Consortium. If used, transportation to and from 
Club will be provided by the Agent. 

(k) Supplies. No provision of any kind is available at Kharg Island. 
No fresh water is available for delivery to the ships. No laundry ser- 
vices are available at Kharg Island. 

(/) Mail. Regular plane services between Kharg Island and the 
mainland and mail receiving and dispatching can be arranged through 
ship's Agent. 


AGENTS: Gulf Agency Co. (Iran) Ltd., POB 110, Khorramshahr, 
Iran. Tel. 2280, 2278, 4755/58. Cables: “Confidence”, Khoramshahr. 
Telex. 4033 (answerback: ‘Confidence Kor"). 

Due to the difficulty in reaching Khorramshahr with international 
telex messages recommend you to communicate via our Tehran 
office, Telex No. 2507 Tehran, (answerback: ‘‘Confid Tn"), stating in 
your message “For Khorramshahr". 

Recommend that all urgent communications be sent by Cable 
directly to Khorramshahr. 

Ships’ mail and spare-parts for vessels calling at Khemco Terminal 
are to be routed by flights arriving directly to Abadan Airport without 
transhipment at Tehran, and addressed to: Gulf Agency Co. (Iran) 
Ltd., POB 62, Abadan, Iran. 


KHORRAMSHAHR: 30.26 N. 48.10 E. 


Khorramshahr is in Province of Khuzistan. Town is the seat of a 
Governor and a base for Imperial Iranian Navy with an admiral per- 
manently stationed in command. 

Khorramshahr lies at confluence of Karoon and Shatt-el-Arab 
Rivers and is principal commercial port of Iran. Khorramshahr is 
terminus for Imperial Iranian Railway system and regular train ser- 
vice to rest of country is available. Good asphalt road connecting 
Khorramshahr to other major cities in country. 

DOCUMENTS: 

(a) /raqi Quarantine Officer. Vessels arriving Outer Bar (Shatt-el- 
Arab pilot station) will be boarded by Iraqi Quarantine Officer who 
will check all crew vaccination cards. Masters requested notify Fao 
Quarantine Office at least 18 hours prior vessel's arrival Outer Bar 
giving exact arrival time Outer Bar enabling Quarantine personnel 
board vessel immediately. Upon arrival Outer Bar, Master should 
have ready a copy of crew List and crew vaccination certificates for 
presentation to Quarantine Officer. 

(b) Iranian Quarantine Officer. Upon arrival Khorramshahr anchor- 
age and prior berthing, the Iranian Quarantine Officer will board 
vessel. He requires one copy Crew List, and all vaccination cards 
should be available for inspection. 

(c) Customs Officer. Customs officer boards ship at anchorage or 
alongside Khorramshahr jetty (in case of immediate berthing) and 
requires following documents: 

Crew List (2 copies). 

Stores List (2 copies). 

(d) Port Authorities. 

Crew List plus (1 copy). 

Arrival information form of the port Administration will be supplied 
to the Master in duplicate upon arrival, by a port representative. 
This form should be filled and returned to the port Berthing Master. 

(e) Agents. 

Crew List (2 copies, for arranging shore passes). 

Order avoid any delay in entering and discharging, the following 
documents must be sent by all loading port Agents to Khorram- 
shahr Agents as far in advance of vessel's arrival as possible: 

Cargo Manifest (6 copies). 

Freight Manifest (2 copies). 

B/L Copies (2 copies each). 

All cargo shown on manifest must be landed at the port, and it is 

therefore essential that short-shipments, cancellations, diversions 
etc. (if any) be reported earliest possible and manifest should be 
corrected before submission to Port Authorities to avoid payment 
of fines. Stowage plans and Hatch Lists should also be sent ahead, 
giving ample time to be studied by Cargo Supervisor for unloading 
arrangements. 
PILOTAGE: With exception of ships of Government of Iran or 
Iraq and sailing craft, pilotage compulsory for all vessels entering, 
leaving or navigating in the Shatt-el-Arab. Pilotage in river outside 
harbour limits of Khorramshahr conducted by river pilot; within 
limits of Port by Harbour Master. 

Vessels entering Shatt-el-Arab boarded by river pilot from pilot 
vessel situated in proximity of Rooka Buoy (29° 49’ N. and 48° 47’ E.), 
showing a white flash every six seconds and equipped with Radar 
Reflector. 

Vessels bound for Khorramshahr are conducted by river pilot as 
far as Khorramshahr Anchorage, from where a Harbour Master 
(Iranian) will board vessel and berth her as necessary. 

Pilotage, dredging and other navigational dues are collected by 
Basrah Port Authorities and must be settled directly with Iraqi 
Maritime Transport Co. Ltd., Basrah, Iraq. 

N.B. Owners having vessels bound for Khorramshahr or Abadan 


321 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


should contact Iraqi Maritime Transport Co. Ltd., Basrah, cables 

“Bawakhir", Basrah, about arranging of Shatt-el-Arab pilotage. 

Owners should also put Messrs. Iraqi Maritime Transport Co. Ltd. 

in funds by remittance well in time before vessel reaches the Outer 

Bar of Shatt-el-Arab in order to cover port tonnage dues, pilotage 

and dredging dues for sailing from Outer Bar to Abadan or Khor- 

ramshahr and return. 

ANCHORAGES: On arrival off the pilot boat vessel can anchor 

with no depth restriction. On entering the Shatt-el-Arab River the 

following are the recognised anchorages: 

Kasba Anchorage, position about 2 miles above Fao with a maxi- 
mum depth of 35 ft. in fresh water. 

Bawarda Anchorage, position about 2 miles above Abadan witha 
maximum depth of 31 ft. in fresh water. 

Hartha Point, position about 20 miles abov2 Abadan and 15 miles 
below Khorramshahr with a maximum depth of 35 ft. in fresh water. 
Hartha Point is the anchorage to enable vessel's to lighten to 29 ft. 
in fresh water to enable them to cross the Karun Bar. 

Abu Flus, position about 16 miles above Hartha Point and about 
14 miles below Basrah (Khora Anchorage) with a maximum depth of 
29 ft. in fresh water. 

MAX. SIZE: Maximum permissible length for vessels calling Khor- 

ramshahr is 525 ft. Maximum draft for crossing Karun Bar and also 

at Khorramshahr (Failieth) anchorage is 29 ft. fresh water. The depth 
alongside Berth Nos. 1 to 3 is 27 ft., Berth Nos. 4 to 7 is 26 ft., and 

Berth Nos 8 and 9 is 29 ft. 

SPEED RESTRICTIONS: Engine speed must be reduced well in 

advance so that the vessel's speed when passing jetties at Khorram- 

shahr and Abadan will not exceed 34 knots for vessels with more 
than 20 ft. draft, and 5 knots for all other vessels of over 100 gross 
registered tons. 

The same speed restrictions will apply in the Arband Rud when 
passing ships at anchor with barges or other vessels moored along- 
side, tugs with barges or other vessels in tow, and vessels engaged 
in dredging or other salvage work. 

SHIPS' REGISTRATION: 

(1) Conditions of Registration 

(a) This registration scheme to apply at all times whether jetties or 
anchorages are conjested or not. 

(b) Registration for berthing turn at Khorramshahr can only be 

effected provided all Khorramshahr cargo is available and vessel 
in all respects ready to discharge. Availability of cargo must be 
proven by submission of the respective stowage plan if a vessel 
is required to discharge at Abadan and/or Basrah whilst awaiting 
berthing turn. 
(Note: A vessel arriving in the river with a draft exceeding 27 ft. 
may register and reduce her draft to 27 ft. while awaiting turn. 
Should the turn be lost the vessel may re-register turn as at the 
date and time her allotted berth became vacant.) 

(2) Times of Registration 

(a) All Masters of vessels calling at the port of Khorramshahr to 

send ETA messages via Khorramshahr port radio station E.Q.K. 

and to telegraph Port Director Khorramshahr and Agents exact 

time arrived/anchored outer bar pilot station, also via Khorram- 
shahr port radio immediately upon arrival, in GMT, for registration 
of ships, berthing turn. Messages sent in any other way than 

Khorramshahr port wireless will be null and void. 

Failing prompt telegraphic advice of arrival/anchored time as 
aforesaid, the time of the telegraphic message from Master 
giving anchoring time will be considered as arrival, which means 
that, if the arrival telegram is received several hours after actual 
arrival, the registration time will be considered as from the time 
the Khorramshahr port radio has been contacted by the vessel, 
which will be to the disadvantage of the vessel concerned. The 
principals are therefore requested to alert all Masters of the 
above regulation and ensure that the arrival telegram is sent 
soonest possible after arrival at outer bar and via Khorramshahr 
port radio station E.Q.K. 

Vessels proceeding from Abadan to Khorramshar will register 

at the time of unberthing at Abadan (or if at anchorage at the 

time of weighing anchor) plus two hours. 

Vessels having to anchor at Abu Flus when proceeding from 

Basrah to Khorramshahr can register from time of arrival there 

plus one hour. Time of arrival as per log book should be con- 

firmed by telegram as per (2a). Vessels proceeding direct from 

Basrah to Khorramshahr without anchoring at Abu Flus will 

register on arrival at Khorramshahr. If such vessel should pro- 

ceed to Abadan she will register when passing Khorramshahr. 

(3) Method of Registration 

(a) On receipt of each vessel's registration time the Port Officer 
Khorramshahr will determine the date on which her turn is due 
at Khorramshahr. 

(b) To enable the Port Officer to assess the berthing delay Agents 
will indicate in their arrival lists (which are to be submitted to the 
Port Administration daily before 0900) the estimated number of 
days their vessel(s) will occupy the jetty. It is thereby understood 
that the number of days thus declared is not binding upon the 
Agents concerned but merely used as a basis of calculation to 
assess berthing turns. To avoid possible abuse of the registra- 
tion scheme no alteration may be made in the number of days 
declared during the last 48 hours preceding each vessel's arrival. 

(c) Once the berthing turn has been established the vessel con- 
cerned will not lose her turn provided she arrives at Khorram- 
shahr or Abu Flus (depending space available at the anchorage) 
not later than 12 noon on the preceding day. Vessels have the 
option to arrive later if their Agents have been able to ascertain 
that their berthing turn has been delayed but they do so entirely 
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~~ 


(c 


~~ 


at their own risk. In this case any subsequent delay in arriyg, 

even in case of force majeure —- will automatically result in th 

loss of turn, if the vessel is not in all respects available to Oceyp 
her berth immediately it is vacant. : 

(d) If the ship reported back in time the following three contingency 
may arise: 

(a) If the estimate proved to be accurate the vessel will ber 
straight away. 

(b) If the berthing delay is greater than the estimate made > 
registration the vessel will retain its original turn in the que, 
and berth accordingly. 

(c) If the estimate proved pessimistic and the ship's berth by: 
came vacant before its return date the berth will immediate 
be given to the next available vessel in turn of registratig, 
If in such cases the ship indeed returns at 12 noon on the 
date preceding the day on which its turn was originally dy 
as fixed by the Port Authorities, it will take the first place) 
wea queue and obtain the first berth becoming vacant then 
after. 

(4) Loss of Turn 

Any vessel having lost her turn will be required to re-regisi: 

as indicated above unless her delay was due to one or more, 

the following cases of force majeure: 

Bad weather. 

Unavailability of Pilots at the Outer Bar. 

Delay in supply of pilot at Abadan, Basrah or Abu Flus, fp 
which a satisfactory written explanation must be given to th 
Co-ordinator. 

Note: For the purpose of calculating whether a vessel coy 
have arrived in time to occupy her berth at Khorramshabhr, hy 
the Pilot boarded her as scheduled, it is hereby established the 
counted from time Pilot boards it takes a vessel two hours frop 
Abadan, three hours from Basrah, and one hour from Abu Fly 
to arrive at Khorramshahr, 

Delay due to awaiting the next high water during daylight: 
Karun Bar. 

Quarantine regulations: Any vessel placed under quarantiy 
will be permitted to register and be allowed to retain her berthin 
turn if the quarantine has not been lifted when its allocated ber 
becomes vacant. The vessel will then take the first available bert 
after the quarantine has been lifted. The date and time quara 
tine expires must be mentioned in the daily port position list 
publication by the Port Authorities. 

In case of dispute arising over the interpretation of the abow 

rules or of situations not properly covered by them the Secreta 

of KSAA will appoint three arbitrators, preferably not involve 
in the issue, to work out a solution. Any decision thus arrivede 
to be accepted by all parties and to be communicated to th 

Ship's Movement Controller by the Secretary in writing or! 

case of extreme urgency verbally, written confirmation to follor 

A decision once taken cannot be reversed. 

(6) In taking advantage of this permissive system it is clearly unde 
stood that the estimated berthing delay originally established? 
the Port Administration will on no account be binding on ther 

HEALTH: See “Documents”. Inward clearance is effected on boat 

after receiving free pratique. 

RADIO: Khorramshahr Port Radio, call sign EQK, 500 kHz, 1282 mH: 

Khorramshahr Harbour Master can be contacted on VHF Channe! 
13 and 16, 18, and 25. 

Vessels destined for Khorramshahr should send a radio messay 
to the Port Director Khorramshahr and to the ship's Agent 24 hour 
prior arrival at the Arvandrud Pilot Station (Outer Bar). Tims 
should be quoted in GMT. Also see “Ship's Registration”. 
TUGS: The Port Organisation of Khorramshahr owns two tug-boz 
which are used for assisting berthing and unberthing whenev 
necessary. No tug boats which could be used for long-distane 
towage. Employment of tug-boats is not compulsory. 
BERTHING: See “Ship's Registration". Berthing and unberthis 
performed by Iranian Harbour Masters supplied by Iranian Po 
Administration, Khorramshahr. Berthing turn, allocation of bet 
and anchorage space is under the control of Iranian Port Admint 
tration, Khorramshahr. 

The Port consists of 3,199 ft. long jetty constructed with wood 
piles (Berths 1 to 7) plus the new extension covering 1,000 ft., bu 
by steel/concrete piles (Berths 8 and 9) running parallel with rit 
bank. Jetty can receive nine ocean going vessels at a time. 
CARGO HANDLING: (a) Jetty. All cargo handling/operations © 
shore, under control of Khorramshahr Port Administration. Genet 
cargo discharged from ships alongside jetty is received on domes! 
railway wagons and trailers controlled by Port Administration, 
transported to Port Warehouses or open yards, Port Warehous 
Store keepers will later deliver cargo to consignees against clearan’ 
papers issued by Customs. There are no shore cranes and no flo# 
ing cranes available for the purpose of discharging cargo. All calf 
must be discharged by ship's own gear, and vessels calling * 
Khorramshahr should not accept cargo beyond their gear capac* 
to discharge. 

(b) Barges. (i) General Cargo: Vessels carrying less than 500 to® 
cargo are permitted to discharge their cargo into barges, in whit 
case all extra expenses and costs of barging, discharging ex barge 
etc., are to be borne by the carriers and such operation is entirely® 
the risk and responsibility of the respective carrier. 

(ii) Structural lron/Steel: Structural iron/steel is always to be dit 
charged in barges for unloading at Failieh Creek. Barges must & 
arranged by vessel's Agents, who also have to arrange labour f 
discharging the cargo ex barge at Failieh, sorting of the iron, an 
delivery to consignees. Agents should also employ watchmen 
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tecting the cargo while awaiting delivery to consignees, also 
on clerk for supervising sorting and delivery of iron to the respec- 
7 yconsignees. Against these services Agents are presently collect- 
Oy Rials 110 per ton of 1,000 kilos as a landing charge from the con- 
oe This rate has been agreed upon between the Agents and 
= Chamber of Commerce of Khorramshahr. 
the ) Cranes. For use in loading/unloading cargo /n the storage areas, 
re are all usedin the port yard for unloading cargo ex rail wagons 
snd loading on to merchants’ trucks. ve 
~ There is one electric crane permanently installed at Failieh Creek 
th lifting capacity said to be 100/120 tons. This crane can be used 
is discharging cargo from barges at Failieh barge jetty. 

(d) Storage. 19 warehouses (goods sheds), plus an open yard 
between the warehouses used for storing iron goods, as well as 
cargoes which can be stored in the open. d 

(e) Wagons Trailers. For receiving cargo ex-vessels alongside 
ety the Authorities have 160 rail wagons and 77 trailers with average 
£10 tons, but number of wagons/trailers provided to each 
capacity 0 
vessel not sufficient to last 24 hours work at jetty. Although 24-hours 
working alongside jetty is compulsory, due to shortage of wagons 
hardly 12/18 hours work can be accomplished efficiently. A stand-by 
+67 hours in summer and of 9/11 hours in winter is unavoidable. 
. h Delivery of cargo discharged at jetty. Port Authorities considered 
as direct receivers of the cargo discharged, who in turn deliver same 
to ultimate consignees against presentation of the carrier's agents’ 

livery Order. 

Oeotie's responsibility for cargoes discharged in good condition 
cease under tackle; slings are opened by labourers provided on 
wagons alongside each vessel. Broken packages are not permitted 
(by Customs) to be discharged on the wagons, and are therefore 
collected on board. Once daily under full control of ship's officer, 
port supervisor and carrier's supervisor, the broken packages are 
delivered to Port Authorities and an official Process-verbal will be 
drawn by respective warehouse-keeper corresponding to remarks 
noted at the time. This arrangement is to prevent any delay to opera- 
tions of the vessel. 

(9) Overtime Costs. Wages of port staff on board for official hours 
are borne by port Authorities but overtime and food allowance are 
paid by carriers. 

(h) Port Working Hours (Ordinary). Summer 0600 to 1400; 1700 to 
0109. Winter 0700 to 1500; 1700 to 0100. (Overtime) 0100 to 0500. 

24 hour discharging at jetty is compulsory. The only stoppages are 
for lunch ~~ dinner, one hour each. In vi iar hy wir fe ltl 
due to heat, discharging at jetty is stopped from ° F 

(i) Liquid Cargo. Due to non availability of tank barges as well as 
storage area at Bandar Shahpour, vessels carrying liquid cargo are 
bound to call at Khorramshahr, where consignees have their own 
tank-barges and storage tanks. This being the case, the Port Author- 
ities do not divert vessels carrying liquid cargo, to Bandar Shahpour. 

in the port of Khorramshahr, importers of vegetable oil and other 
liquid commodities, have arranged their own storage area outside 
Customs yard, and liquid consignments will be received directly 
ex-vessel into consignees' barges without any expenses to carrier. 
(Discharging performed at anchorage.) 

Vessels carrying part-liquid cargo can discharge their cargo 
while awaiting a berth or alongside jetty, whilst unloading other 
cargo on the pier. 

Further to above, whenever Port Authorities divert any vessel to 
Bandar Shaphour, in the diversion order they indicate ‘Subject no 
liquid cargo on board", as vessels with liquid cargo will have to be 
accepted in the port of Khorramshahr. 

Notice of Readiness for vessels carrying liquid cargo, has to be 
tendered after vessel has anchored at Khorramshahr anchorage 
(within Khorramshahr port limits). If, due to congestion, there is no 
Space at Khorramshahr anchorage, vessels may have to remain at 
Arvandrud pilot station for one or two days before entering the 
river, 

(i) Dangerous Cargo. Dangerous cargoes are divided in two 
categories: 

1. Acid and flammable cargoes. 
2. Explosives such as dynamite, etc. 

Vessels carrying acid and flammable cargoes are accepted 
alongside Khorramshahr berths to unload their general cargo plus 
dangerous cargo, and Port Authorities unload the dangerous cargo 
ina yard at Failieh, which yard is mainly used for storing iron joists, 
but a part is allocated for dangerous cargo. 

Vessels carrying explosives are not allowed to berth at Khorram- 
a Recently the Port Authorities have stopped accepting any 
®ssel with explosive cargo on board into the port of Khorramshahr, 
and those vessels have to proceed directly to Bandar Shahpour 
before calling Khorramshahr for discharging general cargo, if any. 
pe, main port for discharging explosive and special cargoes consig- 

to Iranian Army is Bandar Shahpour, where the Army have an 
wosement with the Port Authorities for one berth out of the six 
poy ree Berth No. 3 is allocated for vessels carrying cargo consigned 

9 Iranian Army, and whenever such vessel arrives at Bandar Shah- 
pore it will be berthed immediately, even if the port is congested; 
fame words, vessels with Army cargo have priority for berthing. 
: IGHT TAX: Freight tax is payable on any freight earned in 
oT for any export cargo loaded at any Iranian port. Per article 90 
fa ax Law, freight tax is payable at the rate of 5 per cent on gross 
Sight, regardless of whether freight is collected in Iran or elsewhere. 
freien 'S no tax on import cargo freight regardless of where the 
on : “ paid. In other words, for cargo discharged in Iranian ports, 
; yable at destination to be collected in Iran, there 
is ig tex eoptieabn: ble at destination to b llected in I th 

EDICAL: Private doctors and hospitals located in the town for 
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medical and dental treatment and hospitalisation. Arrangements for 
patients’ visits to the doctors, dentists and hospital will be made by 
Agents upon request. In case of emergency special medical atten- 
dance on board can also be arranged. X-Rays, radiographies, blood 
and urine tests can also be conducted by equipped hospitals exist- 
ing in Khorramshahr and Abadan. 

DENSITY: Fresh. 

FRESH WATER: Fresh water supply alongside berth available by 
pipelines and at anchorage is delivered by barges, capacity 100 tons. 
FUEL: Bunkers are not available at Khorramshahr Jetty, and cannot 
be supplied by barge. All classes of bunkers are supplied at Abadan 
jetties only. Bunkers could be obtained from Abadan provided 
arrangement for supply has been made beforehand with Iranian 
Oil Participants, London (Iranop London). 

DEVELOPMENT: Intention to extend use of trailers and tractors 
and to eliminate use of railway wagons. 

CUSTOMS ALLOWANCES: After receipt of documents, the 
Customs Officer will seal the store room. All liquor and cigarette 
stocks will be sealed and reasonable ship's requirements while in 
port should be taken from store before sealing. This amount recom- 
mended to be assessed and be ready for removal from the stores 
prior to the vessel's arrival in port. During the stay at the port, and 
upon request and giving prior notice to the Agents’ supervisor on 
board, arrangements may be made to have the Customs officials 
open the stores to issue further quantities of stores for crew con- 
sumption. 

IDENTIFICATION CARDS: According to regulations in force 
seamen should hold shore pass issued by respective Agents and 
signed by the Port Health, Port Police and local town Police Authori- 
ties. All shore passes should bear a photo of the holder, in order to 
facilitate checking at exit of port area. It is therefore necessary for 
officers and crew to have a photograph ready on arrival at the port to 
facilitate obtaining shore passes. 

All officers and crew of ships lying at jetties or anchorage of the 
Port of Khorramshahr to carry their Seamen's Books with them when 
going ashore. At the gate, the Seamen's books will be checked by 
the Police against the shore pass of each crew member, the Sea- 
men's Book will then be kept by the Police and will be returned to the 
holder when returning through the gate. 


CONSULS: 
Denmark Tel. 2203 Norway Tel. 2616 
France », 3656 Sweden 1, 2280 
India » 3056 U.S.A. » 2196 


Netherlands 3628 
REPAIRS: Minor repairs can be carried out to a limited extent by 
private workshops existing at Khorramshahr. However due to lack of 
skilled workers the workshops in question do not undertake any 
responsibility or guarantee for the jobs performed, and charges are 
high. 

For radar, wireless, echo-sounders, etc., as well as refrigerator 
and air condition service there are few engineering groups at Khor- 
ramshahr as well as Abadan, and technicians of these groups will 
attend to the repairs on board both at Khorramshahr and Abadan 
jetties or at anchorage, upon request. 

Ships moored to the jetty are not permitted to disable main 
power-plants for repairs without prior approval of Marine Depart- 
ment. A port tug will be assigned to stand by alongside ship with 
tow line attached during entire period while plant is disabled. 
DRY DOCKS: None. 

SURVEYORS: Lloyd's Register; Det Norsk Veritas; Bureau 
Veritas. Surveyors for ordinary damage to cargo and/or ship as well 
as for on-hire/off-hire survey can be arranged by Agents. 
AIRPORT: Abadan International Airport about ten minutes by car. 
TIME: GMT plus 34 hours. 

TELEPHONES: May be placed on board. 

SHORE LEAVE: According to regulations in force, seamen should 
hold the shore pass issued by the respective Agents and signed by 
the Port Health, Port Police and local town Police Authorities. 
All shore passes should bear a photo of the holder, in order to facili- 
tate the checking at the exit of port area. It is therefore necessary 
for officers and crew to have a photo ready on arrival at the port 
which will facilitate obtaining shore passes. 

DELAYS: The port of Khorramshahr is generally congested, with 
a waiting time of about 2/5 days. Port Administration sometimes 
orders vessels to discharge their Khorramshahr manifested cargo 
in Bandar Shahpour to ease the congestion at Khorramshahr. 
PROVISIONS: Fresh provisions in limited quantity can be 
obtained, but large quantities of provisions sometimes may not be 
possible to arrange due to the fact that the Municipality is controlling 
the market and sometimes may prohibit the supply of the items which 
are in short supply. Due to certain formalities involved in supplying 
provisions to vessels, it is requested that 24-hour notice be given to 
the shipchandler. 

STORES: Local commodities only available. Bonded stores not 
available. 

LAUNDRY: Laundryman can be arranged upon request. 
AUTHORITY: Ports and Shipping Organisation, 
Simorgh No. 24 Tehran, Iran. 

Khorramshahr Port Director. Ministry of Finance - Ports and 
Shipping Organisation Port Administration of Khorramshahr. 


Koutcheh 


AGENTS: Gulf Agency Co. (Iran) Ltd., serving: Khorramshahr, 
Abadan, Bandar Shahpour, Bandar Mahshahr, Ras Bahregan, 
Kharg Island (Kharg, Darius and Cyrus Terminals), Bushire, Lavan 
Island and Bandar Abbas. Freight Booking Office: Tehran. 

Head Office: Khorramshahr: Gulf Agency Co. (Iran) Ltd., POB 110, 
Khorramshahr, Iran. Cables: “Confidence”, Khorramshahr. Tel. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


2280, 2278, 4755/58; after office hours: 2670, 2950, 3193. Telex: 4033 
(answerback “Confidence Kor’’). 

Due to the few available Telex lines to Khorramshahr we recom- 
mend messages from abroad to Khorramshahr to be sent to our 
Tehran office, Telex 2507 and 2856 (answerback: ‘‘Confid Tn"’). 
Thereby, please state: ‘For Khorramshahr". 

Branch Offices: Abadan, Bandar Shahpour, Bandar Mahshahr, 
Kharg Island, Bushire, Lavan Island, Bandar Abbas and Ras 
Bahregan (SIRIP). Cable address to all Gulf Agency Company 
branches: “Confidence”. 


LAVAN ISLAND: 26.47 N. 53.20 E. 


Terminal: Lavan Island Loading Terminal. 26° 47’ 10” N. 53° 20’ 30” E. 
Operators: Lavan Petroleum Co. (“LAPCO"). 

LOCATION: Lavan Island (shown on some charts and pilot 
publications as Sheikh Shuaib) lies on the North side of the Persian 
Gulf about 6 miles from the mainland with Lavan Island Loading 
Terminal in Latitude 26° 47’ 06” North, Longitude 53° 20’ 30” East, 
which is on the South-Eastern end of Lavan Island. 

The island, roughly eliptical in shape, is about 13 miles in length, 
with a maximum width about 2 miles. It is light brown in colour and 
its Eastern and Western extremities are low but thence it rises toa 
number of hummocks having a maximum elevation of 180’ on the 
West part. Crude oil is delivered from Sassan Oil Field to the termi- 
nal by a 22 in. diameter submarine pipe-line which runs seaward 
from the island on a bearing 188° from a position in Latitude 26° 47’ 
32” North, Longitude 53° 20’ 05” East for a distance of 76 miles where 
it joins the Sassan Oil Field. The Company Flow Station and Pump- 
ing Station are located in position Latitude 25° 32’ 16” North, Longi- 
tude 53° 09’ 01” East in the close vicinity of which is a gas flare. 
PORT LIMITS: Limits of port extend approximately one mile 
Westward from East coast of Lavan Island, from Terminal Sea Buoy 
to half a mile Westward from Sassan Submarine Pipe-line Buoy. 

Vesse/s must not enter the Port Limits unless a LAPCO Mooring 
Master is on board. 

DOCUMENTS: 

5 Crew and Passenger Lists. 

4 Stores Lists. 

4 Bonded Stores Lists. 

Clear Bill of Health from last port. 

4 Bills of Lading. 

6 Manifests. 

In Iran, an additional copy of the Bill of Lading is required for all 
exports from the country. This must be signed by the Master and 
forwarded to the Customs Authorities, Lavan Island by the ship's 


agent. 
APPROACHES: Vessels approaching Lavan Island from due 
South will have a clear approach. 

(a) Landfal/. There are five gas flare towers and one ground flare. 
The most conspicuous flare is in position lat. 26° 47’ 34” North, 
long. 53° 20’ 39” East situated in the vicinity of Port Area. This flare 
onshore, when burning, makes a conspicuous landfall for Lavan 
Island, but at night from a distance tends to obliterate the various 
navigational lights. 

The other flares are in position, 

Latitude 26° 47’ 41” North, Longitude 53° 20’ 19” East. 
Latitude 26° 48’ 25” North, Longitude 53° 20’ 03” East. 
(group of 3 flares)”. 

All tanks in the LAPCO Terminal Tank Farm are painted white and 
numbered in black from 1 to 6. Tanks No. 1 and 2 have the word 
LAPCO painted in black on the South side. Tank No. 2 is in position 
lat. 26° 47’ 57” North, long. 53° 20’ 24” East. 

(6) Navigational Dangers. South side of Island is open and free 

from dangers, but care should be exercised approaching from 
seaward as soundings shallow rapidly near coast with depths of 
200 ft. only 4,500 ft. off shore. 
PILOTAGE: Pilotage compulsory for vessels berthing on, or depart- 
ing from Oil Jetty, and when manoeuvring in restricted area. Cargo 
vessels and men-of-war do not require Pilots as they are accommo- 
dated in cargo anchorage. Pilots provided automatically on arrival 
for tankers if berth available. If no berth available due to bad weather 
or other causes, vessels will be instructed accordingly. The normal 
international pilot signals are to be used. 

Channel 16 VHF is to be used to call Radio Room. Pilots will 
normally board vessels one mile S.E. of Oil Loading Jetty. ETA is to 
be signalled 72 hours before arrival and confirmed, correcting ETA, 
if necessary 24 hours before arrival. 

Ships requested to have pilot ladder safely and securely rigged, 
and ready for immediate use, and long enough to reach Mooring 
Master's launch. A combination of pilot ladder and ship's accom- 
modation ladder, so arranged that personnel can first use pilot 
ladder, until part way up the vessel's side, and then transfer to the 
accommodation ladder is recommended, especially on very large 
ships. A light line should be ready to take aboard Mooring Master's 
equipment. There should be adequate lighting at night. Vessels will 
provide a lee for Mooring Master both when boarding and leaving. 
NAVIGATIONAL AIDS: Note: Masters are cautioned to consult 
their latest Notices to Mariners and Light Lists for most recent in- 
formation regarding navigation aids. 

Lavan Island Terminal Beacon. Lat. 26° 48’ 04” North, long. 53° 21’ 
20° East. Located in front of the Main LAPCO Administration Build- 
ing on the South-eastern end of the Island, a rotating white light on a 
steel lattice tower, painted maroon, 201 ft. above MLWIS exhibiting 
three flashes every 12 seconds, with a visibility of 18 miles. 

Pipe-line Lavan Island Rear Beacon, 26° 48’ 04” N., 53° 20’ 12” E. is 
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located to West of Tank Farm on a steel lattice tower. This jj 
displays a fixed red range light over a 10 degree sector beamed, 
seawards and centred along submarine pipe-line coming to Ig 
from Sassan Oilfield. The light is 192 ft. above MLWIS, range» 
miles in clear weather. 

Pipe-line Lavan Island Front Beacon. Lat. 26° 47’ 34” North, long, y 
20’ 08” East and is located in a position 2,800 ft. bearing 176 degre 
from the rear beacon fixed on a steel lattice tower. This light 
plays a fixed red range light over a 10 degree sector beamed to 
ward and centred along submarine pipe-line coming to Lavan Islang 
from the Sassan Oil Field. 

The light is 115 ft. above MLWIS and has a range of 17 miles; 
clear weather. The beacons when in transit from seaward, will, 
dicate that the observer is over the submarine pipe-line and thereto, 
should not anchor in the proximity of this line of bearing. 

Sassan Oil Field Radio Beacon. Located in position 25° 32’ 16", 
53° 09’ East. Station identification signal is LA transmitting » 
397 kc/s sec., primarily meant as an aircraft beacon but can} 
received clearly by ships. 

Terminal Radio Beacon. Located in position lat. 26° 47’ 40” Nom 
long, 53° 23’ 04” East. Station identification signal is LD, transmittis 
310 kc/s (kKHz/sec) from a tower on the above location. This is p, 
eens meant as an aircraft beacon, but can be received clearly 
ships. 

Light Float. This light float is on station with colour and characty 
istics as described. 

Latitude 26° 47’ 00” North, Longitude 53° 23’ 14” East. Locaiy 
approximately 1-1 miles Southward of the Eastern extremity of Lay 
Island. Painted red exhibiting a white group flashing light showin 
two flashes every 10 seconds. 

Oil Loading Dock Lights. The North- west and South-east ends; 
the dock are marked by single fixed red navigation lights placed» 
Mooring Dolphin Nos. 1 and 4, respectively. 

Small Craft Harbour. There is a small craft harbour located» 
position Latitude 26°47’ 33” North, Longitude 53° 23’ 13” East whie 
has no navigational lights displayed. 

Terminal Sea Buoy. Located in position Latitude 26° 46’ 30” Nort 
Longitude 53° 22’ 07” East. White can buoy with lattice tower, radz 
reflecting, characteristic 1 flash every 5 seconds (0:5 seconds» 
4-6 seconds eclipse). 

Sassan Submarine Trunk Pipe-line Buoy. Located in positi¢ 
Latitude 26° 46’ 48” North, Longitude 53° 20’ 00” East. Red can bu 
with lattice tower, radar reflecting characteristic 1 flash red ev 
second (0:4 seconds on 0:6 seconds eclipse). 

Iminoco Radio Tower. \mmediately in front of the main Iminow 
Administration building there is a steel tower painted red, elevatiy 
above MLWIS is 408 ft. Location is Latitude 26° 48’ 15” North, Long 
tude 53° 19’ 10” East. A red light occulting every second is exhibit 
from the top of the tower. 

Decca Navigator Station Tower. A lattice work tower painted: 
red and white bands 336 ft. high above MLWIS is located Eas 
ward of the Terminal in position Latitude 26° 47’ 39” North, Longitué 
53° 22’ 25” East. 

ANCHORAGES: Vessels must not enter port limits (which encloy 
a Prohibited Anchorage Area and Manoeuvring Area). They show 
proceed to vicinity of suggested Anchorage Area East of Oil Loadin 
Dock and East of longitude 53° 22’ 00” E., and in suitable depths? 
water wait for LAPCO Mooring Master. Sea bottom generally ha 
and reported to be poor holding ground. Depth about 26 fathoms. 

Prohibited Anchorages. Anchorage is prohibited in the vicinity’ 
the Sassan and Rostam submarine pipe-lines and for a distance! 
2,000 ft., on both East and West sides of pipelines and parallel’ 
same. The Sassan 22 in. pipe-line runs 188 degrees seawards from 
position lat. 26° 47’ 32” North, long. 53° 20’ 05” East, and the Rostt 
18 in. pipe-line runs 205 degrees seawards froma position Lat.2 
47’ 32” North, long. 53° 19’ 58” East. 

To draw attention to the Prohibited Anchorage Area in the vicit’ 
of the Sassan oilfield to Lavan Island 22” Submarine Pipe-line the 
notice boards have been established. The notice boards are 3 metit 
high and 8 metres long, painted white, with the words “Prohibit 
Anchorage" painted in red in English and Farsi. 

These notice boards are in the following positions: 


Latitude 26° 47’ 33” North 
Longitude 53°19'41” East 
Latitude 26° 47’ 33” North 
Longitude 53° 20'08" East 
Latitude 26° 47’ 20” North 
Longitude 53° 21°18" East 


Terminal Port Area. Area bounded by a line joining positions 

Lat. 26° 47° 31” North, long. 53° 22’ 00” East. 

Lat. 26° 46’ 21” North, long. 53° 22’ 00” East. 

Lat. 26° 47’ 26” North, long. 53° 19’ 22” East. 

Lat. 26° 46’ 49” North, long. 53° 19’ 22” East. 

Anchorage within Port Area prohibited. Port Area used by vess® 
manoeuvring to and from oil loading jetty, and no vessel permit# 
enter Port Area until Company Mooring Master on board. 

Offshore Oil Platform. Anchorage prohibited in area of Sass 
Oilfield, some 76 miles South of Lavan Island Marine Terminal, @ 
to existence of numerous submarine oil pipe-lines connecting * 
wells and production platform. 

RESTRICTIONS: 24-hour service. No restrictions for vessels # 
to 206,000 dwt as regards time of arrival. Tankers in ballast requi® 
to have on board at least 33% of their dwt. in ballast (includ® 
permanent ballast). The state of the tide does not effect entry. 
MAX. SIZE: Berth designed for up to 206,000 dwt. Vessels of lar? 
dimensions must seek prior approval from LAPCO. 

No restrictions applied to size of cargo vessels using ca? 
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anchorage, but then their proximity to the shore will be governed 
0 RANCE: (Arrival): After Mooring Master has_ boarded 
¢ e| at Port Limits, and before vessel allowed proceed, Master will 
vorrequired to sign following forms. (a) Condition of use of Port of 
ome island, (0) Tug Requisition. 

Master will also be provided with copies of Fire and Safety Regula- 

ns and a Safety Inspection Form. After berthing has been com- 
ee Master will be required to complete and sign ‘Mooring 
octet Time Sheet" before Mooring Master disembarks. After pra- 
tique granted, Customs inspection carried out. Master will be re- 

ired to furnish particulars of vessel including bonded stores, 
© o, bunkers, and other information. Five copies of the crew list 
oT stores remaining on board will be required before clearance is 
oraated Customs surveillance is strict. On completion of loading, 
documentation and final clearance formalities will be carried out 
aboard vessel, either alongside jetty, or in Anchorage Area, as 
circumstances dictate. ; 
HEALTH: Owners should check with Agent respecting any recent 
imposition of anti-epidemic regulations and requirements for 
additional injections for crew members. In the case of tankers, doctor 
will board when ship berthed at Loading Dock and for cargo vessels 
ater ship has anchored. Should vessel, in either case, arrive from 
another Iranian port and carry a Clear Bill of Health, doctor will not 
normally board, and pratique automatically granted. 

Signals to be exhibited for vessels entering from foreign port: 
by day: “Q” Flag flown at masthead; by night: red all-round light, 
over white all-round light. If suspected that ship has disease or 
fever on board, ship will report details by VHF Channel 12 to Lavan 

land. 

— are occasional outbreaks of cholera. International Certifi- 
cates of Inoculation/Vaccination are essential. 

See Radio, “Free Pratique”’. 

RADIO: Call “LAPCO Lavan Island" on VHF Channels 16, 12, 
or 7. Tugs keep constant watch on Channel 12 VHF and call at 
intervals on 2182 kc/s. when vessel believed to be approaching, or 
scheduled call at Lavan Island. This applies to Tankers only. 

Khorramshahr Radio Station normally passes on a ship's ETA to 
the Agent resident on Lavan Island, through Abadan. There is a 
radio-telephone link from Abadan to Lavan Island. 

Nomination and Loading Orders. Ship's Masters should signal their 
ETA Lavan Island Loading Terminal 72 hours before arrival, and 
confirm (correcting ETA if necessary) 24 hours before arrival. This 
message should include amount of cargo to be loaded by vessel, 
destination as per charter, hours required to de-ballast, number and 
size of ship's manifold connections, maximum loading rate and 
whether any sickness on board. This message should be addressed 
to LAPCO, Tehran Office, Cable address ““LAPCO, Tehran”, Telex 
address LAPCO, Tehran, No. 2420, and routed through nearest 
coastal radio station handling such messages. 

Radio Station. There is no CW radio station on Lavan Island. 

VHF Radio-Telephone. Lavan Island Loading Terminal equipped 
with International Maritime VHF/FM radio telephone service using 
standard international frequencies. Masters recommended use this 
facility when within range of Lavan Island Loading Terminal, particu- 
larly when approaching port. In poor visibility, when vessel's 
approach may not be observed from shore, VHF communication 
may be means of avoiding delay in berthing. The following VHF 
Channels available on a continuous watch basis: 

No. 16 (156°8 mc/s.) (Safety and Calling Channel). 

No, 12 (156-6 mc/s.) (Port Operations, First Choice, Simplex). 
No. 7 (156-35 me/s.) (Port Operations, Second Choice, Simplex). 
Initial contact should be made on Channel no. 16 and then transfer 

to Channel no. 12 for Port Operations. 

High Frequency Radio. HF frequencies used by LAPCO office at 
Lavan Island for voice communication as follows: High Frequency 
Single Side Band System. 

Channels Frequencies 
4133 kc/s. 

5233 kc/s. 
6840 kc/s. 
7383 kc/s. 
9208 kc/s. 
9153-5 kc/s. 

LAPCO normally stands by on H.F. SSB Channel 5 (9,208 kHz/sec.) 
upper side band from 0600 to 1800 local time, and on Channel 1 
(8,183 kHz/sec.) upper side band from 1800 to 0600 local time. LAPCO 
seemainaine alistening watch on 2,182 kHz/sec., HF.-AM., medium 

ve, 

Marine Frequencies. The tugs presently equipped for voice com- 
munication with Marine Frequencies as follows: 
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1 2182 kc/s. 
2 2570 kce/s. 
3 2628 kc/s. 
4 2738 kc/s. 
5 4133 kc/s. 


Additional frequencies will be added at a later date. 
Fh nied Telephone Frequencies. LAPCO Tugs fitted with VHF radio 
®phones covering all international maritime VHF radio telephone 
Mauencies (156-162 Mc/s.). 
40 Watches. LAPCO Radio Station on Lavan Island keeps a 
“Nour watch, 
aiite Pratique : Tankers nominated to load at Lavan Island will be 
7 wey radio free or provisional pratique based upon the following 
(a "4 information received from the Master. 
'nerary for past 30 days or last port, if outside this limit. 
Number of crew/supernumeries. 
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(c) Number of crew with (1) expired smallpox, (2) expired cholera 

certificates. 

(d) Any person seriously ill or died during past 30 days. 

(e) Any cases of contagious/infectious diseases during past 

30 days. 
(f) Ship's name. Registration country. Master's name. ETA 
Lavan Island. 

All the above items must be transmitted to: “Lapco Tehran Telex 
No. 2420. Attention: Marine Superintendent Lavan”. 

Radio messages should be sent through Bahrain or Khorramshahr 
Radio Stations 24 hours prior to arrival. 

Masters should use item letters and digits to minimise cable length. 
TUGS: 2 diesel powered tugs. Both tugs are twin screw, 3,400 b.h.p. 
Kort Nozzle types with a static bollard pull of 40 long tons. Normally, 
two tugs used to handle a vessel. 

For each tug employed berthing, 3 copies of Towage Certificate 
to be signed by Master and delivered to LAPCO Mooring Master. 
For each tug employed unberthing, 3 copies of Towage Certificate 
to be signed by Master and delivered to LAPCO Mooring Master. 

The LAPCO tugs and mooring launches assist in mooring and 
unmooring vessels. These are under the direct supervision and 
control of the LAPCO Mooring Master. Service and facilities pro- 
vided by the company including the services of the LAPCO Mooring 
Masters, tugs, mooring launches, or berthing equipment, are at the 
vessel's risk. 

Note: On occasions when tugs are employed standing by vessels 

whilst in the berth for use, if required, the full tug charge will be 
charged. 
BERTHING: The Oil Loading Dock is located on the South Coast 
approximately 24 miles from the East end of the Island. The loading 
platform is 2,030 ft. from the shore, located in position lat. 26° 47’ 06” 
North, long. 53° 20’ 30” East. 

Deck level is 32 ft. above sea level Mean Low Water Indian Springs. 
Under normal conditions, 12 lines used to moor a vessel as follows: 
Forward: 3 headlines, 2 breast lines and 1 spring. Aft: 3 stern lines, 
2 breast lines and 1 spring. 

During winter South-easterly storm periods, usual to use one each 
additional headline and breast line at each end, making total of 16 
mooring lines. Breast lines and springs of wire rope acceptable, and 
normally secured to jetty bollards or patent quick-release hooks, 
where fitted. Three-inch circumference messenger lines, 240 ft. in 
length, available each berth for hauling lines from mooring launches 
up vertical face of jetty fendering and along jetty deck, with assis- 
tance of electrically operated capstans sited at intervals along jetty. 

Least 
depth water 


(in ft.) above Maximum 
Berth chartdatum capacity Loading and 
No. MLWISt dwt* bunker armst 
1 69 200,000 4-16 in. 
1-8 in. 
(future 
bunker) 
2 65 65,000 2-16 in. 
LOA 800’ 1-8 in. 


Maximum elevation of manifold 
above chart datum, feet-inches 


Distance from ship side to 
manifold flange, ft. 
10 


76-6 
12 715-9 
14 75-0 
16 74-0 
18 72-9 


* Subject to weather, tidal conditions. 

+ Bunker arm at Berth No. 2 only. All Chiksan Loading Arms are 
fitted with series 150 Flanges. 

t Chart Datum is Mean Low Water Indian Springs and maximum 
range of tide is 7 ft. 

Tankers to have ready: Fore and aft winches ready for use, and 
minimum of 16 good mooring lines, 120 fathoms each, with adequate 
stoppers. 

The Terminal accepts tension wires or ropes, only with proper 
supervision on the brake. Derricks, hose-lifting winches and gear 
must be rigged on port and starboard sides, topped over the mani- 
fold. 

Ship's crews perform al! operations of mooring, connecting hoses, 
and unmooring, on board ships. 

LOADING: If possible, ships should arrive with 16-in. spool adap- 
tors fitted to loading manifold ready for use. 

Sassan Crude Oil of approximately 34-0 degrees API gravity is 
available from the LAPCO 3,000,000 barrel Tank Farm. Delivery of oil 
to the loading dock is by gravity flow, through two 36-in. diameter 
pipe-lines. 

Rostam Crude Oil of approximately 37:0 degrees API gravity is 
available from the IMINOCO 1,500,000 barrel Tank Farm, immediately 
West of the LAPCO tanks. Delivery of oil to the loading dock is by 
gravity flow through two 36-in. diameter pipe-lines. 

After the vessel has berthed, the Mooring Master, who acts as 
a loading master, will discuss arrangements, inspect tanks, sign the 
tanker dry certificate, and finally check cargo figures with ship's 
personnel. Before loading commences, all items on the “LAPCO 
Safety Check List’ will be complied with, and an inspection made by 
the Chief Officer and the Mooring Master. 

Loading rates of up to 50,000 bbls/hr. (6,700 t/hr.) to berth No. 1, 
and 30,000 bbls/hr. (4,000 t/hr.) to berth No. 2 can be achieved at 
Lavan Island. 

Up to 40,000 bbls/hr. (5,300 t/hr.) to Berth No. 1, and 25,000 bblis/hr. 
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(3,300 t/hr.) to Berth No. 2 can be achieved when loading two ships 
simultaneously. 

Do not close valves against crude oil flow. 

Emergency Flow Stop Signal if all communications fail will be a 
continuous sounding of the ship's whistle. 

BALLAST: 

(a) Masters are warned that no dirty ballast, or bilge water should 
be disposed of in sea within 50 miles of coast of Iran. When so 
disposing of ballast all pipe-lines, sea suctions, strainers, and 
pumps that are later to be used to discharge clean ballast, must be 
flushed clean, so that there will be no chance of even a small amount 
of sea pollution when the clean ballast is pumped out. 

(b) As soon as practical after arrival, all vessels’ tanks will be 
inspected for oil in ballast. During discharge of ballast similar 
inspections will continue. 

(c) Should ship's tanks be found leaking it will not be later accep- 
ted for loading, unless satisfactory evidence duly certified by 
“Lloyds” or ABS" Surveyors, or other recognised surveyors of 
repair is submitted. 

(d) Any vessel rejected because of dirty ballast or sea pollution 
will automatically nullify ‘‘Notice of Readiness" and will lose any 
priority of position for loading. On return from sea, Masters should 
tender new Notice of Readiness to LAPCO. If this accepted by 
LAPCO the vessel will be entered for loading as of new time of 
acceptance. Vessels will be rejected for dirty ballast at all times. 

(e) Vessels equipped with separate system of ballast tanks will 
be allowed to discharge ballast and load oil simultaneously, providing 
approval is first obtained from the LAPCO Terminal Superintendent 
and provided NIOC Petroleum Inspector agrees. 

(f) A vessel must have sufficient ballast for safe handling having 
due regard to existing weather and sea conditions. Through a careful 
watch of the weather and sea conditions, frequent exchange of 
information between ship and Terminal, and by a knowledge of the 
behaviour of his own vessel a Ship's Master may come to the Termi- 
nal with a minimum of ballast and thus lessen any possibility of 
infringement of sea pollution regulations. 

DENSITY: The temperature of sea water alongside the Loading 
Dock varies from 71°F. in January to 93°F. in August. The density 
of sea water alongside the Loading Dock is approximately 1,022 
oz./cu. ft. (1:022 grams/c.c.). 

TIDE: The tide is mainly diurnal with a mean range of 3 ft. 0 in., and 
extreme range of 5 ft. 6 in., and an extreme height of 7 ft. 0 in. 
above chart datum, which is MLWIS. 

The tidal stream varies according to the state of the tide, with a 
maximum rate of about 1 knot. 

Tide boards are fitted to the two berthing dolphins adjacent to the 

loading platform. 
WEATHER: In summer time from May to September temperature 
reaching 50°C (122°F) and humidity ranging from 10 per cent to 
100 per cent. The winter (November to March) mild and pleasant 
with minimum temperature approximately 6°C (43°F). The wind for 
most of year from North-west, but sometimes particularly during 
winter strong South-easterly storms likely to occur lasting for several 
days. Oil Loading Pier partly sheltered from North-west winds, but 
exposed to winds from South. 

During winter storms, waves of 8 to 10 ft. often occur. A maximum 
wave height of 15 ft. has been recorded at the Southern end of the 
Island. 

STEVEDORES: For cargo vessels the Agent requires four days 
Notice of Arrival in order to transport labour from Bandar Abbas. 
Agent provides labour for working cargo ‘“'to the rail” and receiver 
provides lighterage and labour thereon. 

MEDICAL: LAPCO maintains small clinic on Lavan for minor 
medical treatment of LAPCO staff. No medical services available 
except in emergency and subject to availability of doctor. 

FRESH WATER: None available. 

FUEL: A topping plant to provide bunkers is presently under 
construction, and should be on stream in 1974. 

CARGO GEAR: Ship's discharging dry cargo to barges in the 
cargo ship anchorage use ship's gear. 

FIRE PRECAUTIONS: Vessel receives full detailed instructions 
from Mooring Master. Vessels must have fire-wires and engines not 
to be immobilised. 

CONSULS: No consular representation on Lavan Island. Nearest 
consulates at Khorramshahr near Abadan. 

REPAIRS: No repairs allowed alongside oil loading jetty. No 
workshop or repair facilities available. Ships’ main engines must be 
available at all times while alongside jetty. 

MARINE SURVEYS: Loyd's Surveyor based at Khorramshahr and 
can usually be called through vessel's Agent at 72 hours notice. 
AIRPORT: No scheduled or regular air flights to Lavan Island. 
All aircraft required for transportation of goods or passengers must 
be made by charter. Airport is used by Oil Company Charter planes 
only and no other passengers are carried except in an emergency 
situation. 

TIME: Iranian Standard Time whichis GMT plus 3 hours 30 minutes. 
POLICE/AMBULANCE/FIRE: There is a Government Gendar- 
merie Station on the Island. There are no telephones established for 
these services. Emergencies will be handled by LAPCO staff in case 
of tankers. 

SHORE LEAVE: Ship's crew not allowed to go ashore. 

CREW CHANGES: Not permitted. 

REGULATIONS (miscellaneous): Painting and scaling. Painting, 
chipping, scaling or spray painting on deck or overside strictly 
prohibited while vessel at any jetty berth. 

FLAG: All vessels are required to fly the Iranian Flag (green upper- 
most) in Iranian territorial waters. 
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Garbage. Dumping overside of garbage and refuse Prohibites, 
Port Area. 

Sanitation. Government Health Regulations require suitable CO¥e 
to be fitted over all lavatory discharge outlets, etc., to Prevent foul, 
of jetty or craft alongside. 

Damage to Port Facilities. If a Master has reason to suppose 
any damage has been caused by his vessel to any Port Facilities, 
must agree, in writing, with LAPCO Mooring Master as to Natures 
extent of such damage, and this must be confirmed by LApy 
Port Captain. 

Rat-guards. All ships berthed alongside must provide Rat-guay 
for Ship's Moorings. 

No Visitors. No visitors allowed on terminal dock, or on bop 
vessels alongside dock, unless by written permission of Termin 
Superintendent. Only persons having authorised work will be gi 
access to port limits, dock or vessels. 

AUTHORITY : LAPCO Administrative Offices, LAPCO has of, 
at the following addresses: Head Office: PO Box 3243, Tehran, |p 
Terminal Office: Lavan Island, Persian Gulf. 


AGENT: Gulf Agency Co., Lavan Island. 

Head Office: Khorramshahr. Gulf Agency Co. (Iran) Ltd., POBy 
Khorramshahr, Iran. Cables “Confidence”, Khorramshahr, }, 
2280, 2278, 4755-58. After office hours 2670, 2950, 3193. Telex @ 
(answer back “Confidence Kor"). 

Due to the few available Telex lines to Khorramshahr, messay 
from abroad to Khorramshahr to be sent to Tehran office, Te 
2507 (answer back “Confid TN") stating: “For Khorramshahr", 

Air-freighted spare parts and ships’ mail should be addres 
Gulf Agency Co. (Iran) Ltd., POB 62, Abadan, Iran, and sent tos 
Abadan International Airport marked “In Transit for M/S... ." 

Air-freight consignments should be routed by flights arrij 
directly to Abadan Airport without trans-shipment at Tehran. Ca 
advise “Confidence”, Abadan, of flight details and airway} 
number. 


RAS BAHREGAN (Nowruz Loading Terminal): 
29.43 N. 50.10 E. 


DOCUMENTS: 

5 Crew and Passenger Lists. 

4 Stores Lists. 

4 Bonded Stores Lists. 

Clear Bill of Health from last port. 

4 Bills of Lading. 

6 Manifests. 

PILOTAGE: Vessels to be moored at Bahregan Terminal will! 
boarded by a Mooring Master of the Company within 2 miles oft 
SBM. The Mooring Master will advise the ship's Master on app 
aches to the berth, mooring and unmooring, connecting and @ 
connecting the floating hose, and in all other operations withint 
berthing area. 

Vessels are requested to have a pilot ladder safely and secur 
rigged, ready for immediate use, and long enough to reach the Mo 
ing Master's launch. If at night, adequate lighting must be rigy 
overside for the Mooring Master to approach the side of thes 
and climb the ladder safely. Adequate searchlights should also! 
rigged when mooring at night. 

The Mooring Master will be in direct charge of the portable Vt 
ship-to-shore radio-telephone communications. 
ANCHORAGE: The SBM is in the open sea with no surt 
obstructions in the vicinity. However, anchorage is prohibited 
the following areas: 

(a) Immediate vicinity of the SBM - within a one to twor 

radius of the SBM. 

(b) One mile on either side of 36-in. submarine pipe-line ff 

SBM to Bahregan Oil Centre. 
RESTRICTIONS: The Bahregan SBM Terminal operates 24 hor 
per day, seven days a week. However, mooring or unmooring is® 
carried out if fair or moderate weather conditions are prevailing 

In the event that berthing is delayed on account of wealtt 
vessels will keep their position in line. Vessels required to leave! 
terminal area on account of weather (terminal closed) should # 
in contact with the terminal via radio in order to be available w 
weather moderates. 

FLAG: All vessels are required to fly the Iranian flag on the {0 
mast during daylight hours. Iranian territorial waters extend 12m 
seaward from the mainland and adjacent islands. 

ADVICE OF ARRIVAL: It is important that ships establish @ 
contact with SIRIP when 3 days distant from Bahregan Term® 
and maintain this contact until just previous to arrival at the Term® 
All ships should send a 72 hour ETA message to SIRIP giving’ 
best estimate of ship's arrival time at the Terminal. 

Further ETA messages should be sent to SIRIP when the ve# 

is 24 hours and 12 hours distant from Bahregan Terminal ané 
any other time any appreciable change occurs in the original 
or those subsequent thereto. The 12-hour ETA should includ 
positive statement regarding ships readiness to load on arrival ® 
the number of hours that will be required to discharge clean b 
after ship is berthed in mooring, as well as details of the flange® 
of the manifold. 
MAX. SIZE: SBM terminal designed for tankers up to 250,000 
COMMUNICATION: Radio contact ship/shore on 2477 kc’s f* 
0530z-0630z and 8230 kc/s from 1130z to 1230z. ETA notices t! 
sent to the Oil Company: cable address “Sirip Khorramshahr ! 
Khorramshahr port radio call sign: “EQK" — 500 ke/s. 
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pio: Bahregan Oil Centre Radio Telephone Station maintains a 
daily watch on the following frequencies at the times stated. 

GMT: 0530-0630 on 2477 kc/s, 1130-1230 on 8230 kc/s. 

jn addition, once a tanker has advised its 72 hours ETA, the 
Bahregan Oil Centre maintains a watch on VHF Channel 11. The 
call sign for Bahregan Oil Centre is "BOC". Contact can be made 
on other frequencies if requested. - : 
Communications during mooring and loading: Portable VHF radio- 
telephone units are brought on board by the Mooring Master. _ 
NOTICE OF READINESS: Tenders to load crude oil cargo will 
normally be accepted and the berth will be assigned to vessels in 
order of arrival, provided vessels have nominations for cargo valid 
at time, carry clean ballast and are in all respects equipped and 

to moor. 
Wiouers to have ready: — ) 
(a) Windlass and deck winches foreward, maindeck and aft. 
(b) Six good nylon or synthetic mooring lines, each not less than 
120 fathoms in length, with efficient stoppers for each line. 
(c) On port side, opposite ship's manifold, equipment capable of 
lifting floating hose safely and expeditiously. Weight lift of 
5-5 tons. 
Ship's crew performs all operations on ship. ewe 
SBM: The single buoy mooring is 135 metres in diameter and 3.65 
metres high at its highest point. It is equipped with the following 
navigational aids: © , FE 

Signal light: White colour, flashing morse code “U" every 15 

seconds. Range 5 miles. 

Fog horn: Morse code “U" every 45 seconds. 

Radar reflector fitted. The whole SBM is painted a bright orange 

colour. 

TUGS: Available and required. 

SINGLE BUOY MOORING: The Monobuoy is situated about 15 
kilometres from the shore in position 29° 43’ 02” N., 50° 09’ 46” E. 
Depth of water in vicinity of buoy mooring is 30 to 31 metres. Buoy 
is served by a 36-in. loading line with a capacity of 700 cubic metres 

er hour. 

MOORING : The optimum approach to the single buoy mooring is 
into the wind and sea. Sometimes, however, this will not be possible 
because of tides at variance with strong wind conditions. Accord- 
ingly, it is incumbent upon the Master to exercise careful judgement 
when approaching the Terminal, particularly during the hours of 
darkness and in poor visibility. It should be noted that the incoming 
tides flow towards the N.W. (approx. 310°) and outgoing tides 
towards the S.E. (approx. 130°). The company Mooring Master will 
give all necessary advice to the ship’s Master. 

Particular attention must be paid to the location of two strings of 
floating loading hose. Normally the position of the floating hoses 
will be controlled by the tidal currents rather than by wind effect. 
During daylight hours the hose string is highly visible by virtue of 
their covering of orange plastic floats. 

When approaching the SBM at night or during poor visibility the 
radar is an excellent means of ascertaining the exact distance to the 
Terminal. The floating hose strings normally stand out very clearly on 
the lower radar range scales. 

Once the optimum approach route has been selected, the tanker 
should proceed towards the SBM at a suitable speed dependent 
upon conditions at that time. At approximately 3,000 ft. from the 
SBM the tanker should have only sufficient way on for steerage. The 
floating hoses should be on the port side, and it is recommended 
that the tanker make the final approach with the SBM on the port bow, 
rather than dead ahead. This permits the Master on the bridge to 
observe the SBM at all times and in the event of any misjudgement 
of the approach speed there is no danger of over-running the Termi- 
nal. (The tanker should adjust her engines such that all way is off 
the vessel between 150-50 ft. from the SBM). 

Ata suitable distance from the SBM the service launch which will 
have maintained station during the approach, will take two lines 
from the ship and secure them to the mooring bitts on the SBM. The 
launch will then bring the two large SBM float ropes to the ship, 
which should have a messenger line ready to raise them. Once these 
float ropes (each of which has a breaking strain in excess of 305 
tons) are secured the ship may, if so desired, recover its own lines 
which are used only to provide a safeguard during pick up of the 
SBM float lines. 

In the event that the floatrope mooring lines provided by the 

Company are not used or not available, the Ship is secured using 
6 lines from the tanker all on port side. 
HOSES: Two flexible floating hoses connect the ship's manifold 
with the Terminal’s cargo manifold, and separate hoses connect 
the underside of the SBM to the submarine pipe-line end manifold 
(PLEM) on the seabed. A submerged peripheral fender extending 
outward from the hull is provided to prevent damage to the floating 
hoses and SBM, should the tanker ride up against it. 

After the vessel is securely moored the service launch will tow 
the end of the floating hoses to a point on the port side of the tanker 
immediately below the tanker's cargo manifolds. The tanker's derrick 
runner should be ready to lift the hoses which will secured by the 
attached chains in such a manner as to allow the ends of the hoses 
to reach the ship’s manifold. The weight of the hose to be lifted is 
approximately 54 tons. 

he hoses are fitted with 16-in. flanges, and the Company will 
Provide reduction pieces to 14 in. or 12 in.; other sizes (as well as 
Gaskets) as required to make connections to ship's manifold. The 
hose connection is normally performed by SIRIP’s loading crew 
Under the supervision of the Mooring Master. However, a ship's 
pes must be present, and must direct the ship's crew as 
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LOADING: The ship's officer responsible for loading should give 
SIRIP’s mooring Master at least half an hour's notice of readiness 
to commence loading. In any event, the ship should advise SIRIP 
during its last radio contact prior to arrival of the estimated time 
required to discharge ballast, so that an approximate time for 
commencement of loading can be established. It is also helpful 
if the ship advises the size and type of flange and also the distance 
of the manifold from the ship's side during radio connection. 

The initial loading rate is normally about 1,500 long tons per hour 
while the recently coupled flanges are inspected for leakage and the 
Mooring Master and ship's officer satisfy themselves that all is in 
order with the SBM and the ship's facilities. As soon as this is done, 
the loading rate is increased to the maximum of 5,500 long tons 
per hour. 

Caution: The incoming oil stream is controlled from the shore 
and it is extremely dangerous to close a ship's valve against the 
pressure, which may damage hose, ship's piping, or shore facilities. 
Vessels will be held liable for damages resulting from failure to 
observe this precaution. 

The ship's officer in charge of loading should advise the Mooring 
Master half an hour before he estimates loading will be completed. 

On advice from the ship a minimum of 4 minutes is required to 
stop the flow of crude oil, however, a reduction in loading rate before 
Cee up the final tanks may be arranged on request to Mooring 

aster. 

During loading or unloading the International Code Flag ‘B” 
shall be displayed from a topmast signal halyard during daylight 
hours. During hours of darkness a red light shall be displayed. This 
light should be of a character such as to be visible at a distance of 
at least 1 mile, and show an unbroken light all round the horizon. 
“Sisidaiel: Bahregan Sar Crude, API from 20 to 32, Temperature 
85°F. 

BALLAST: Thewaters of the Persian Gulf must not be polluted, and 
only clean, oil-free ballast (and/or bilge water) may be discharged. 

As soon as practicable after arrival, all vessel's tanks will be 
inspected for evidence of oil ballast and during discharge of ballast, 
similar inspection will continue. If evidence of oil appears at either 
of these inspections, the ship must leave mooring and proceed at 
once to a point not less than 50 miles from any coast or island and 
there completely discharge all oily or dirty ballast. 

Vessels equipped with a separate system of ballast and cargo 
tanks will be allowed to discharge clean ballast and load oil simul- 
taneously, providing approval is obtained. 

Note: When loading is carried out under rough weather condi- 
tions the tanker should not be allowed to get into a light condition, 
and therefore deballasting should not be completed until a reason- 
able amount of the cargo has been loaded. 

MEDICAL: Depending on the availability of the Company doctor, 
medical assistance can be provided, although there is no hospital 
available. In cases of extreme emergency, SIRIP will arrange trans- 
port to Abadan at the ship’s expense and responsibility. 
DENSITY: Salinity is approximately 20%, more than normal sea 
water. 

BUNKERS: Not available. 

WATER: Not available. 

STORES: Not available. 

SERVICES: No facilities for crew change, etc., or any other vessel's 
requirements, as the terminal is situated off-shore in the Persian 
Gulf and there are no transportation facilities other than Oil Com- 
pany's flights from Abadan which are meant for their own personnel. 
REPAIRS: Masters of vessels loading at Bahregan Terminal are 
advised that this port is considered an ‘‘open roadstead" and under 
no circumstances may engines be shut down for repairs while their 
ships are moored. There are no facilities at Bahregan Terminal for 
making vessel repairs. 

CONSULS: There are no consulates at the Bahregan Terminal; 
however, consular or diplomatic representatives for most nations 
maintain offices in Tehran and some in Khorramshahr. 

SHORE LEAVE: There is no shore leave permitted due to lack of 
facilities. 

TERMINAL OPERATORS: Societe Irano Italiene des Petroles 
(SIRIP). 


AGENTS: See ‘Khorramshahr". (Actual handling is effected by 
Oil Company SIRIP, but Khorramshahr Agents are in a position to 
handle ETA messages, etc., addressed to them via Khorramshahr 
Port Radio EQK, also to communicate messages to and from SIRIP 
Khorramshahr and shipowners. Agents can also pass arrival and 
sailing details to principals, and despatch copies of loading cargo 
documents as required by Owners. Forwarding ship's mail to Bahre- 
gan and despatching official and crew mail received from ship, can 
be arranged by Agents. Such services are not undertaken by the Oil 
Company, and it is advisable to appoint an Agent at Khorramshahr.) 
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BASRAH (Magal and Umm Qasr): 30.31 N. 47.50 E. 


DOCUMENTS: On arrival at pilot station vessel requires following: 
Ship's Register, letter from Owner confirming that vessel has not 
called at Israel port, all Health Certificates of Crew must be valid 
against cholera and smallpox, 2 copies Crew List, 2 copies Provision 
List, 2 copies Manifest, Freight manifest for Baghdad Rail cargo, 
Breakdown list and Stowage Plan, Dangerous cargo and heavy lift 
list (if any). 
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PILOTAGE: Owners having vessels bound for Basrah should con- 
tact Iraqi Maritime Transport Co. Ltd., Basrah, cables ‘Bawakhir 
Basrah” to arrange Shatt-el-Arab Pilotage. Owners should also put 
Iraqi Maritime Transport in funds by remittance well in advance of 
vessel reaching Outer Bar of Shatt-el-Arab in order to cover port 
tonnage dues, pilotage and dredging dues, for sailing from Outer 
Bar to Basrah and return. 

The Pilot Boat is located usually in position 29° 45’ 15” N. 48° 50’ 45” 
E. and on arrival vessel should contact pilot boat immediately for 
instructions. Pilots are available for vessels proceeding to Abadan 
and Khorramshahr (in Iran) and Basrah (Maqal and Umm Qasr). 
Providing Master has given Agent 48 hours notice of vessel's ETA 
Pilot will board immediately providing tide is suitable to allow vessel 
to continue to destination. Master should use call sign YIR on 500 
kc/s for Basrah Radio in order to pass messages to Agent. Vessel 
should listen for messages on 440 kc/s from YIR or use VHF on 
Channels 14 and 12. On boarding the river Pilot will hand Master 
various forms for completion in respect of Light Dues and River 
Pilotage. Master to hoist the Iraqi National Flag. 

The Pilot boat is called A/ Rasheed and on both sides amidships 
the word “Pilot" is painted in white. 

The Navigation of the Shatt-el-Arab River is under the jurisdiction 
of the Iraqi Ports Administration which takes in the approaches to 
Abadan and Khorramshahr in Iran. 

ANCHORAGES: On arrival off the pilot boat vessel can anchor 
with no depth restriction. On entering the Shatt-el-Arab River the 
following are the recognised anchorages: 

Kasba Anchorage, position about 2 miles above Fao with a maxi- 
mum depth of 35 ft. in fresh water. 

Bawarda Anchorage, position about 2 miles below Abadan with a 
maximum depth of 31ft. in fresh water. 

Hartha Point, position about 6 miles above Abadan with a maxi- 
mum depth of 35 ft. in fresh water. Hartha Point is the anchorage 
to enable vessels to lighten to 29 ft. in fresh water to enable them to 
cross the Karun Bar. 

Abu Flus, position about 12 miles above Hartha Point with a 
maximum depth of 29 ft. in fresh water. 

Khora Anchorage, position about 3 miles from Basrah Wharves 
(Magal) with a maximum depth of 29 ft. in fresh water. 

Jubailah Anchorage, position at Basrah Silo about half-mile below 
Basrah Wharves (Maqal) with a maximum depth of 29 ft. in fresh 
water. 

The maximum length between perpendiculars permitted by the Iraqi 
Ports Administration for vessels in the Shatt-el-Arab River is 560 ft. 
RESTRICTIONS: The Iraqi Ports Administration issue a booklet 
on Tide Tables each year and the movements of vessels in and out 
of the Shatt-el-Arab River are restricted to the high water tables for 
vessels using Basrah and Khorramshahr. Movements to and from 
these ports are only permitted in the hours of daylight. The maximum 
draft for a vessel proceeding to Basrah is 29 ft. in fresh water. If 
vessel's draft exceeds this lightening takes place at Umm Qasr. 
Although the draft obtainable alongside the wharves is 31 ft. the 
maximum draft for moving in the river is 29 ft. on account of the 
restriction at the Karun Bar. 

MAX. SIZE: For vessels proceeding to Basrah the maximum length 
between perpendiculars allowed by the Iraqi Ports Administration is 
560 ft. There is no restriction on the breadth. The maximum draft in 
fresh water for vessels to and from Basrah is 29 ft. 

HEALTH: Masters are requested to call the Chief Medical Officer 
at Fao on 500 kc/s. call sign “YIS" requesting free pratique between 
8 and 12 hours before vessel's arrival. All crew vaccination certifi- 
cates should be valid and available for the Medical Officer's arrival 
on board. He will also expect to find a valid Deratisation Certificate 
on board. Anyone boarding the vessel ahead of the Medical Officer 
whilst the “Q" Flag is still hoisted is liable to a fine. Special pre- 
cautions are taken in the case of a vessel arriving direct from an 
epidemic area and even if the crew are holding valid inoculation 
certificates the vessel may be delayed at the pilot station. The Iraq 
Government is very sensitive about the spread of cholera and 
smallpox. 

RADIO: When a vessel is three days away from Basrah, radio 
contact can be established with Basrah Radio, call sign YIR on high 
frequencies 4, 6, 8, 12 and 16 kHz bands. When the vessel is within 
three days of arrival, Basrah Control Radio (YIR) can be used 
(transmitting on 500 kHz and receiving on 461-5 or 440 kHz). 

List of Coast Stations (/raq). Summary of Procedures: 

|. Whilst inside Iraq territorial waters, ships under way will main- 
tain watch on Channel 16 (156:80 mHz) and/or 461-5 kHz to ensure 
immediate reception of instructions issued by the controlling authori- 
ties. 

(a) Khor Al-Amaya Radio maintains listening watch on Channel 16 

(156-80 mHz). 

(b) Pilot Station (Al-Rasheed Radio YIBE) maintains listening 

watch on Channel 16 (156-80 mHz) and 500 kHz. 

(c) Fao Radio (YIS) maintains listening watch on Channel 16 

(156°80 mHz) and 500 kHz. 

(d) Al-Wasiliyah Radio (YIT) maintains listening watch on Chan- 

nel 16 (156-80 mHz) and 461°5 kHz). 
(e) Basrah Control Radio (YIR) maintains listening watch on 
Channel 16 (156-80 mHz) and 500 kHz. 

(f) Umm Qasr Radio (YIU) maintains listening watch on Channel 
16 (156-80 mHz) and 500 kHz. 

Il. Special Instructions: 

(a) Navigational Warnings are transmitted on 500 kHz by Basrah 
Control Radio (YIR). 

(b) North Arabian Gulf Weather Forecast is transmitted by: 
1. Basrah Control Radio on: 
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440 kHz at 0530, 1330 GMT and on request. 6493-25 kHz 
0530 GMT and on request. 8668 kHz at 1330 GMT and q 
request. 

2. Khor Al-Amaya Radio on Channel 16 (156-80 mHz) at 059), 
1330 GMT and on request. 

(c) Traffic Control Signals on Channel 16 (156°80 mHz) and 500 kHy 

by Basrah Control Radio (YIR). 

(d) Traffic Control Signals on Channel 16 (156-80 mHz) and 4615 

by Al-Wasiliyah Radio (YIT). 

(e) Traffic Control Signals on Channel 16 (156-80 mHz) and 5% 

kHz by Fao Radio (YIS). 

(f) Traffic Control Signals on Channel 16 (156-80 mHz) and sy 

kHz by Umm-Qasr Radio (YIU). 

(g) Traffic Control Signals on Channel 16 (156-80 mHz) by Kho 

Al-Amaya Radio. 

Il. Commercial and public correspondence: Call Basrah Radi 
(YIR) on Channel 16 (156:80 mHz), 500 kHz, 4, 6, 8, 12 and 16 mk; 
bands and after initial contact has been established change to one 
the working frequencies as instructed to pass messages. 
Basrah Radio follows the following time-table: 


Answer Traffic 
Hours Listen on on Lists 
H24 500 440 461.5 - 

0400-0600 6265:5-6280:5 6493-25 0505 
0600-0800 16708-16748 16968 0705 
0800-1000 8354—- 8374 8668 0905 
1000-1200 16708-16748 16968 1105 
1200-1400  8554— 8374 8668 1305 
1400-1600 12531-12561 12986-5 1505 
1600-1800 4177-4187 4356°5 1705 


TUGS: River-and sea-going tugs are available. Tug-boat services 
are offered as and when deemed necessary by port Pilot or Harbou 
Master, and are available at all times during day and night. 
BERTHING: See “Restrictions”. All berthing of vessels at Basrah 
is done during daylight hours only and according to suitable tide, 
The Harbour Master joins vessel on her arrival at Khora Anchorag 
which lies about 2 miles from the Maqal Wharves. In the case o 
Umm Qasr the Harbour Master joins vessel on arrival off the wharves, 

Height of pier (quay) at berthing places above mean low water: 

(a) Maqal - Plus 12:5 ft. above zero port datum. Port datum |; 

3-96 ft. above mean zero level at Fao. 

(b) Umm Qasr - 24-65 ft. above lowest water of spring tide whichis 

referred to as Umm Qasr Port datum. 

Difference between high and low water: 

(a) Magqal: A daily variation of 5 ft. between tides and max. of 8ft 

(b) Sa eae: An average of 12 ft. between tides, and maximum 
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Magqal (Ma'gal). Wharves vary in length from 155 to 170 metres, 
depth alongside 8-84 metres. 

Umm Qasr. The wharves are of reinforced concrete with a continu. 
ous frontage of 2,100 ft. with a depth of 33 ft. alongside, and capable 
of accommodating three cargo ships at one time. Each berth is 600f. 
long. The wharves are provided with a total of 8 electric gantry shore 
cranes from 3 tons to 15 tons capacity. 

BRIDGES: There are no bridges across the river from the entrance 
to Basrah Wharves (a distance of about 80 miles). 
STEVEDORING: Information on the numbers of gangs required 
on board on vessel's arrival should be passed to the Agent together 
with vessel's ETA through Basrah Radio. The average rate 0 
discharge of general cargo at Basrah (Magal and Umm Qasr) |s 
6 tons per ganghour per 16 hour day. Contractors will place labour 
on board to discharge or load cargo but at the risk of the vessel as# 
pepe 3d will not accept any responsibility for damage done by 
abour. 

Unloading of vessels basically carried out from vessels to wharves 
by Port cranes or ships derricks. Heavy lifts and some dangerous 
cargoes are discharged overside into barges. Loading from jetty 
is by crane directly into ships. Loading at midstream is by lighters. 

Bulk Cargoes: Discharged by grab direct to the Dock at Umm 
Qasr and by suction to the silo at Basrah. The equipment at Basrah 
is rated at 2,500 L/tons per day discharge and 5,000 L/tons per day 
loading, but under favourable conditions discharge rate may exceed 
3,000 L/tons per day. 

CRANES: There are three floating cranes of a capacity 20 and # 
and 100 tons at Magqal, and one floating crane of a capacity 100 tons 
at Umm Qasr. 

VHF: Port radar service. VHF can be used to call the Iraqi Por 
Administration at Basrah on Channel 16. 

MEDICAL: For a vessel in to Basrah (Maqal and Um Qasr) 0 
advance notice is required, in order to obtain medical attention 
Hospital facilties available at the new port hospital and other locd 
hospitals. 

For arrival at Basrah it is necessary to hold valid cholera and 
smallpox certificates. 

TANKERS: See “Khor-al-Amaya”. 

FRESH WATER: Fresh water is available at the wharves at Maq@ 
and Umm Qasr but where a vessel is moored in midstream and 
requests water there is the additional charge for the hire of the 
water tanker. 

FUEL: Only one grade of fuel oil available from the Basrah Refinery, 
a fuel oil viscosity 200 to 210 Red. No. 1, SG -920. 

Gas and diesel oils also available. 

Fuelling is direct if taken alongside Muftiyah Refinery jetties 
otherwise by barge. No coal bunkers available. 
GANGWAY/DECK WATCHMEN: It is recommended the 
vessels moored or anchored in the river employ Gangway/D 
Watchmen. 


OPENING CLOSING HATCHES: This work is normally done by 
crew, but if the labour on board are asked to do it they should be 
supervised by an Officer. A 
USTOMS ALLOWANCES: (Tobacco) The Ship's Bond is 
io on arrival but prior to the sealing each member of the crew 
; nave 200 cigarettes. The Bond will be opened by the Customs on 
. request of the Master at any time during vessel's stay in Basrah. 
wine and/or Spirit) Each crew member is permitted to have 1 litre 
yt of Bond. On sailing from Basrah the Master is required to wait 
til vessel has cleared the Shatt-el-Arab River before opening the 
gond. This does not apply when vessel calls at Khorramshahr or 
Abadan on the way down river. 
|DENTIFICATION CARDS: All crew members are required to 
carry with them some form of identification when going on shore. 
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LS: 

ici Tel. 3666 Pakistan Tel. 3598 

Denmark » 3205 Sweden ,, 3511 

Norway » 93511 U.S.A. » 4231 

Saudi Arabia » 3219 India » 4824 

United Kingdom ,, 4251 Portugal ,, 4469 

Greece » 3601 U.S.S.R. ,, 5410 

Kuwait 2235 ; f i 
REPAIRS: All types of repairs except major engine repairs can be 
carried out. 


DRY DOCKS: Thereis no dry dock available for cargo vessels. The 
present dry dock called ‘“Ajnadeen” built in Japan in 1965 has a dis- 
placement of about 4,220 and lifting capacity of 4,000 tons and has 
following measurements |x bx d - 105:35 x 29-20 x 10-95 m. 
REPATRIATION: No difficulties in arranging the repatriation of 
crews from Basrah. Emergency visas are easily obtained for joining 
and departing crews. 

AIRPORT: The Basrah Airport formerly an International Airport 
is now used only as a domestic airport and is situated about 2 miles 
from the Maqal Wharves but 50 miles from Umm Qasr. There is a 
daily flight to Baghdad to connect with International flights, also 3 
flights per week to Kuwait to connect with international flights. 
TIME: Iraq time is 3 hours ahead of Greenwich Mean Time and there 
are no alterations made to clocks during the year. 

HOLIDAYS: The official holiday of the week in Iraq is Friday. The 
other holidays are: Three days Id-el-fitr; Four days Id-el-Adha; 
Al Hijaa; Ashura; Birth of the Prophet Mohamad; New Year 1st 
January; Army day 6th January; 8th February; 21st March; 1st May 
Labour day; 14th July; 17th July. 

POLICE/AMBULANCE/FIRE: A call to 7601 or 7606 will connect 
to the department required. 

TELEPHONES: Telephone is placed on board a vessel as soon as 
secured alongside wharf. 

GENERAL: The rain season in Basrah is between November and 
April and during the summer months from May to October the tem- 
perature can be as high as 55°C. It is important that crew members 
keep the backs of their necks covered whilst working on deck during 
the heat of the summer. The use of salt tablets are recommended 
during the heat of the summer. 

SPECIAL SERVICES: There is a laundry service available. 
SHORE LEAVE: There is no restriction on crew members going 
on shore but it is important that they carry a form of identification. 
REGULATIONS: The Port Authority have requested that no photo- 
graphy takes place from the ship whilst passing naval or military 
installations. 

DELAYS: As the port of Basrah is considered very well equipped, 
cargo vessels usually receive a very quick despatch and it is very 
seldom that a vessel experiences waiting time for a berth for dis- 
charging, loading or bunkering. All discharge takes place at the 
wharves and all loading takes place in midstream at mooring buoys. 
Where a vessel can load whilst discharging, this is permitted. 
AUTHORITY: Iraqi Ports Administration, Basrah. 


AGENTS: The business of Shipping Agencies relating to all ships 
calling at Iraqi ports is entrusted solely and exclusively to Iraqi Mari- 
time Transport Co. Ltd. The addresses of Iraqi Maritime Transport 
Co, Ltd, are the following: 

Main office: Iraqi Maritime Transport Co. Ltd., POB 3052, Baghdad/ 
rag. Cable address: “Bawakhir", Baghdad. 

Basrah Branch: Iraqi Maritime Transport Co. Ltd. POB No. 3, 
Basrah/Iraq. Cable address: ‘‘Bawakhir", Basrah. 


FAO: 29.58 N. 48.29 E. 


POCUMENTS: On arrival at pilot station, vessel requires the 
wing: 
Ship's Register. 
eet srom Owner confirming that vessel has not called at Israeli 
ort. 
Health Certificates of Crew must be valid against cholera and 
smallpox. 
2 copies Crew List. 
copies Provision List. 
copies Manifest. 
p angerous Cargo List, if any. 
(LOTAGE: The pilot boat is located in position 29° 46’ 45” N. 
di 48’ 37” E., and on arrival vessel should contact pilot boat imme- 
lately for instruction. VHF Channels 14 and 12. Provided Master has 
aya Agent 48 hours’ notice of vessel's ETA, Pilot will board 
anrediately, The pilot boat is called A/ Rasheed and on both sides 
ANS the word “Pilot” is painted in white. 
CHORAGE: On arrival off the pilot boat vessel can anchor with 
no depth restriction. 
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MAX. SIZE: Tankers — 675 ft. LOA. Vessels may load to a maximum 
draft of 35 ft. (10-67 m.) depending on the tidal conditions at the time, 
otherwise to a draft suitable to cross the bar with safety. 
HEALTH: Masters are requested to call the Port Medical Officer at 
Fao on 500 kc/s, call sign “YIS4", requesting free pratique between 
8 and 12 hours before vessel's arrival. All crew vaccination certifi- 
cates should be valid and available for the medical officer's arrival 
on board. He will also expect to find a valid Deratisation Exemption 
Certificate on board. Anyone boarding the vessel ahead of the 
Medical Officer whilst the ‘Q" Flag is still hoisted is liable to a fine. 
Special precautions are taken in the case of a vessel arriving from 
an epidemic area and even if the crew are holding valid vaccination 
certificates the vessel may be delayed at the pilot station. The 
Republic of Iraq is very sensitive about the spread of cholera and 
smallpox. 
RADIO: Basrah Radio, call sign “YIR" on high frequencies 4, 6, 8, 
12, and 16 bands. Fao Radio, call sign “YIS", traffic control signals 
on Channel 16, and 500 kHz. Also see Khor-al-Amaya. 
MEDICAL: No advance notice is required in order to obtain medical 
attention. Medical units are present at Fao, Um Qasr and Maagal. 
A modern hospital containing all the essential units is found at 
Magqal. Crew in need of special attention or admission may be 
referred to it by the medical units. 
DEVELOPMENTS: Plans to build a deep-sea terminal including 
oil storage facilities and an under-sea pipeline, about 30 miles off 
the Fao port, capable of accommodating giant tankers of up to 
300,000 tons. The work is expected to be completed by 1978. 
TIME: Three hours ahead of GMT. 
AUTHORITY: Iraqi Ports Administration, Basrah. 


AGENT: Iraqi Maritime Transport Co. Cables: Bawakhir Fao. 


KHOR-AL-AMAYA: 29.46.48 N. 48.48.36 E. 


OPERATORS: Basrah Petroleum Company Limited. 
LOCATION: Island Terminal about 17 miles out in the Gulf from 
the mouth of the Shatt-el-Arab River. 

ADMINISTRATION: All waters of the Shatt-el-Arab and of the 
approaches to Khor-al-Amaya are controlled by the Iraqi Ports 
Administration. 

APPROACHES: (a) Lights. One white all-round navigation light 
has been fitted to the top of the radio mast on the centre piled struc- 
ture at a height of 153 ft. above MHWS. Character: flashing every 5 
seconds, visible for 18 miles; candlepower 7,400. 

Red lights are fitted at the four extreme corners of the structure 
which is 1,300 ft. long. Character: fixed red visible 2 miles. 

Additionally there are several aircraft warning lights (red) on vari- 
ous parts of the structure marking the upper extremities of towers 
and other erections including the central radio tower. 

The channel between the entrance to the Shatt-el-Arab and the 
Khor-al-Amaya Sea Island Oil Terminal is marked by buoys and 
the Shatt-el-Arab Light Vessel (refer to relevant notices issued by 
the Iraqi Ports Administration, M.E.N.A.S., and Admiralty Notices 
to Mariners). 

(b) Tides. High water at the Terminal may be expected to occur 
about 20 minutes before high water at the Shatt-el-Arab, Outer Bar. 
This may vary due to local meteorological and spate conditions. 
Tidal streams in the vicinity are rotatory and are not likely to exceed 
2 knots. The maximum streams are generally along the berthing 
faces of the Terminal, but at certain states of the tide, cross sets, at 
right angles to the berthing faces, may be experienced. These are 
unlikely to exceed ? knot. 

DOCUMENTS: 

Crew List (5 copies). 

Store List (2 copies). 

PILOTAGE: Masters of vessels bound for Khor-al-Amaya Terminal 
should contact the pilot vessel which cruises in an area about 2 
miles South-east of the Terminal. They will receive instructions as 
to whether to lie off, anchor or proceed towards the Harbour Master's 
launch. 

(a) All vessels using Khor-al-Amaya buoyed channel are reminded 
that loaded tankers outward bound from Khor-al-Amaya Terminal 
have top priority in navigating the buoyed channel and all other 
vessels are to keep clear in all cases. 

(b) All inward-bound vessels are to contact Khor-al-Amaya 
Harbour Master on VHF Channels 16 and 14 before entering Khor- 
al-Amaya channel for information regarding deeply laden tankers 
using the restricted channel, and for berthing and anchoring 
instructions. 

(c) Pilotage is compulsory for all inward and outward bound 
tankers using the Khor-al-Amaya buoyed channel when the draft of 
the tanker is 15-85 metres (52 ft.) or over. 

(d) Tankers arriving to load at Khor-al-Amaya with draft in excess 
of 15°85 metres (52 ft.) must give their ETA at Shatt-el-Arab Light- 
vessel at least 12 hours in advance by contacting the Pilot Station 
or Khor-al-Amaya Terminal. 

ANCHORAGES: Anchorage areas have been established bounded 
by lines joining the following pesitions: 


(a) Anchorage ‘‘A" 
(i) 29° 32’ 08” N. 48° 58’ 59” E. (iii) 29° 32’ 53” N. 48° 56’ 56” E. 
(iv) 29° 33’ 14” N. 48° 57’ 20” E. 


(ii) 29° 31’ 24” N. 48° 58’ 06” E. 
(b) Anchorage “B" 

(i) 29° 44’ 03” N. 48° 49’ 34” E. (iii) 29° 42’ 08” N. 48° 50’ 18” E. 

(iv) 29° 42’ 21” N. 48° 50’ 45” E. 

(iii) 29° 44’ 06” N. 48° 49’ 31” E. 


(ii) 29° 43’ 52” N. 48° 49’ 12” E. 
(c) Anchorage “C" 

(iv) 29° 43’ 35” N. 48° 48’ 28” E. 
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(i) 29° 45’ 39” N. 48° 48’ 41” E. 
(ii) 29° 44’ 28” N. 48° 47’ 38” E. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


(d) Temporary Lightering Anchorage 

(i) 29° 46’ 00" N. 48° 48’ 28” E. (iii) 29° 45’ 34” N. 48° 46’ 35” E. 

(ii) 29° 45’ 40” N. 48° 48’ 39” E. (iv) 29° 44’ 06” N. 48° 47’ 18” E. 

Note: 

(i) Anchorages “A” and “B" are for deep-draft vessels of 
12:19 metres (40 ft.) and upwards. 

(ii) Anchorage "'C"’ is to be used by tankers (laden or in ballast) 
whose draft does not exceed 12:19 metres (40 ft.). 

(iii) The temporary lightering anchorage is for the exclusive use 
of lighters. No other ships or vessels are to anchor within 
this area. 

MAX. SIZE: 330,000 dwt. loading part cargo. Max. LOA: 1,200 ft. 

Max. draft, 68 ft. 

HEALTH: Quarantine Officer boards after berthing. Vaccination 

Certificates required. 

RADIO: Procedure for contacting Basrah Petroleum Company. 

Vessels are requested to establish contact with Basrah Petroleum 

Company Limited, Basrah, 48 hours prior to arrival, and to re-estah- 

lish contact for 48 hours after departure. Telegraphic Address: 

(Baspetco Basrah), (Baspetco Fao). Position: Lat. 30° 35’ 36” N. Long. 

47° 48’ 32” E. Call sign “HNT" (FC). (a) Transmission 8,582 kHz. (b) 

Reception, tankers call on 8,356-8,374 and work on 8,374-8,457.5 kHz. 

Periods 0400-0430, 0800-0830, 1200-1230, 1600-1630. All times GMT. 

Services: CV. Class of Operation: C.W. Class of Emission: A1,. 

Vessels should indicate their date and time of arrival, quantity of 
cargo required and whether in a state to receive cargo. In the event 
of vessels being unable to establish direct wireless contact with 
Basrah Petroleum Company Radio Station, messages should be 
passed through the Iraqi Ports Administration. 

Procedure for contacting Iraqi Ports Coast Stations 

1. Summary of Procedure. Whilst inside Iraqi territorial waters, 
ships under way will maintain watch on Channel 16 (156-80 mHz) and 
or 461-5 kHz to ensure immediate reception of instructions issued by 
the controlling authorities. 

(a) Khor al-Amaya Radio maintains listening watch on Channel 16 
(156:80 mHz). 

(b) Pilot Station (Al-Rasheed Radio YIBE) maintains listening 
watch on Channel 16 (156-80 mHz) and 500 kHz. 

(c) Fao Radio (YIS) maintains listening watch on Channel 16 (156-80 
mHz) and 500 kHz. 

(d) Al-Wasiliyah Radio (YIT) maintains listening watch on Channel 
16 (156-80 mHz) and 461-5 kHz. 

(e) Basrah Control Radio (YIR) maintains listening watch on Chan- 
nel 16 (156-80 mHz) and 500 kHz. 

(f) Umm-Qasr Radio (YIU) maintains listening watch on Channel 16 
(156-80 mHz) and 500 kHz. 

ll. Special Instructions. 

(a) Navigational warnings are transmitted on 500 kHz by Basrah 
Control Radio (YIR). 

(b) North Arabian Gulf weather forecast is transmitted by: 1. Basrah 
Control Radio on: 440 kHz at 0530, 1330 GMT and on request. 
6493-25 kHz at 0530, GMT and on request. 8668 kHz at 1330, GMT 
and on request. 2. Khor-al-Amaya Radio on Channel 16 (156-80 
mHz) at 0530. 1330 GMT and on request. 

(c) Traffic Control Signals on Channel 16 (156:80 mHz and on 500 
kHz by Basrah Control Radio (YIR). 

(d) Traffic Control Signals on Channel 16 (156-80 mHz) and 461-5 
kHz by Al-Wasiliyah Radio (YIT). 

(e) Traffic Control Signals on Channel 16 (156-80 mHz) and 500 kHz 
by Fao Radio (YIS). 

(f) Traffic Control Signals on Channel 16 (156-80 mHz) and 500 kHz 
by Umm-Qasr Radio (YIU). 

(g) Traffic Control Signals on Channel 16 (156-80 mHz) by Khor- 
al-Amaya Radio. 

Ill. Commercial and Public Correspondence. Call Basrah Radio 
(YIR) on Channel 16 (156-80 mHz), 500 kHz, 4, 6, 8, 12 and 16 mHz 
bands, and after initial contact has been established change to one 
of the working frequencies as instructed to pass messages. 

Frequencies instruction to pass messages time table 1200-1400 
hours listen on 8354-8374 answer on 8668 traffic lists 1305. 

Note. All messages are chargeable except those concerning navi- 
gational aids, distress, pratique and medical advice messages. 
TUGS: I.P.A. tugs of 2,000 b.h.p. are available to assist in berthing 
and unberthing. 

BERTHING: The Terminal consists of a piled structure, in 22 

metres of water, having one tanker berth on one side and two berths 

on the other side with suitable mooring dolphins and platforms 
ahead and astern which are connected by cat-walks. The orientation 
is 320°/140° there are three berths. The maximum loading rate, with 
only one berth in use, is 9,000 tons per hour; with two berths in 
use the maximum loading rate at each is 4,500 tons per hour. Fire- 
fighting towers are provided, also helicopter platform. Loading by 

“Woodfield” flow booms offering 4 x 16 in. and 2 or 4, 12-in. hoses. 

Vessels of the order of 120,000 dwt can be accepted at berths 5 and 

6 and 330,000 dwt. Max. draft 21 metres at berth No. 7. 

The S.G. and A.P.I. and temperature of the crude oil will be sup- 
plied to the Master on radio request. 

Berthing of tankers: MENAS NOTICE No. 114/74. 

No tanker of draft exceeding 17:68 metres (58 feet) shall be 
permitted to berth or unberth at the existing Wharf No. 7 in the 
N.W. Direction. 

No tanker of draft exceeding 17:00 metres (56 feet) shall be 
permitted to berth at Wharf No. 7 and in the S.E. Direction. 

No tanker of draft exceeding 17-68 metres (58 feet) shall be 
permitted to berth at the proposed Wharf No. 8 and in the N.W. 
Direction. 

No tanker of draft exceeding 17:00 metres (56 feet) shall be 
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permitted to berth at the proposed Wharf No. 8 and in the §: 
Direction. 

MEDICAL: An Iraqi Ports Administration Medical Dresser wi 
always be available to attend to quarantine matters, deratisatig 
certificates, etc. A doctor can be made available, through vesse), 
Agent, upon prior request, but necessary to give 24 hours NOticey 
arrange. 

FUEL: Not available ex-wharf. 

CUSTOMS ALLOWANCES: During vessel's stay at Terming 
one carton of cigarettes only allowed to each crew member, 
SAFETY REGULATIONS: Safety regulations and fire fightin, 
procedures will be discussed with the Master on arrival. 
GANGWAYS: Ships must supply their own gangways when al 
side. Accommodation ladders and other ship side ladders are np 
suitable. 

FRESH WATER: Can be supplied by water tankers if requests 
24 hr. in advance at least. 

REPAIRS: Basrah Petroleum Company has no facilities to und», 
take ship repair work of any description. 


AGENCY: All Agency work is carried out by the Iraqi State May 
time Transport Company. Cable address: Bawakhir Basrah, » 
Bawakhir Fao. Masters of tankers should contact the Agent throug 
Basrah Radio Station prior to arrival. Agent's representatives ay 
not housed on the island. Ship's documents for port clearang 
purposes are passed by them to the Agent for action. Stores ay 
provisions will be sent out by the Agent, given sufficient prior notig 
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ASHDOD (Inc. Ashkelon): 31.49 N. 34.39 E. 


DOCUMENTS: 

3 Crew Lists, and Crew Passports or Seamen's Books. 

1 Provisions List. 

1 List of Articles in possession each crew member — camera 
binoculars, radios, cigarettes, tobacco, etc. 

Master to declare firearms and rounds of ammunition. 

4 Passenger Lists. 

Stowage Plan and Manifest to be mailed in advance, preferab) 
Master to cable 72 and 48 hours before arrival holds workable ani 
gangs required also draft foreward and aft on arrival. 

PILOTAGE: ETA through Haifa Radio 4XO addressed to Agent 
least 12 hours before arrival. Pilot station and boat equipped VH 
Channel 14 and 16 contact station for instructions. Pilot boards 
about + mile off port entrance between W. to N.W. from breakwate 
head (green light). 

In bad weather, when boarding impossible, vessel is guided intt 
harbour by VHF or tugboat waiting at entrance, at Master's conseni 

Pilot ladder as per Safety of Life at Sea. Vesse! should head abo 
4 points into weather. Recommended two life lines running along 
ladder, one each side, ropes 24”-3” cir. 

ANCHORAGE: All area open sea, no recommended safe anchor 
age, but vessel should avoid anchorage near fairway and too clos 
to oil installation buoys. 

Masters are advised to keep the decks well lit in view of the stron 
lights ashore which may cause the anchor lights to be seen wit 
difficulty by approaching vessels. 

; Vessels moored to the breakwaters shall have their anchor light 
urning. 

RESTRICTIONS: Pilotage available 24 hours. Enter according 

arrival time or berths available. Vessels at anchorage awaiting bert 

keep watch Channels 14 and 16. 

MAX. SIZE: Draft limitations at Bulk Pier: Summer, 11 metres 

Winter, 105 metres. Draft limitations other piers: 9-8 metres. No 

limits length or breadth. Tankers see below. 

HEALTH: Free pratique is requested via Haifa, address, ‘‘Quara 

tine Haifa”. 

RADIO: Haifa Radio 4XO, also see “Haifa. 

TUGS: 1 of 1,500 h.p., 2 of 1,000 h.p. Each charge included in pilo: 

age charge for normal berthing attendance. Tugs await at porter 

trance and act on Pilot's instructions. Vessel's lines are requeste. 

TANKERS: Terminal situated at Ashkelon where tankers |oat 

crude oil by under water pipe-lines. Size of vessel is unlimited dut 

to the depth of water. The loading rate is about 30,000 tons in 

hours. All services such as supply of bunkers, provisions, watel 

crew changes, must be carried out at Ashdod roadstead wheft 

health and immigration officials board. Vessels not requiring any s& 

vices at Ashdod may call directly at Ashkelon, only paying lig” 

dues and anchorage dues. 

FRESHWATER: Fresh water supplied by taps at 220 tons per how’ 

or by barge. Minimum supply is 30 T. 

FUEL: Supplied by trucks, or supplied by special barges. 24 hours 

advance notice required. 

CONSULS: All Consulates in Tel-Aviv approx. 40 km. Availabl? 

by telephone. 

REPAIRS: No dock, but minor repairs effected. 

GANGWAY/DECK WATCHMEN: Private companies supp! 

pea watchmen, obtainable through Agent. 

PENING/CLOSING HATCHES: Performed by stevedores 
Mechanical hatch covers operated by crew. 

CUSTOMS ALLOWANCES: 200 cigarettes, one open bottle 

spirits per person. 

IDENTITY CARDS: Issued by port police on arrival. 

sw Local standard time is two hours ahead of Greenwich Me@* 
ime. 


: Lod, served oy regular air lines, distance 35 km. 
AIR OAS: Port business is suspended on the following holi- 
Wy 5: Saturdays; The two days of the Jewish New Year (Rosh Hash- 
na); The Day of Atonement (Yom Kippur); The first and the last day 
. the Feast of Tabernacles (Sucot); The first and the last day of 
Passover (Pesah); Pentecost (Shvuot); Independence Day. The 
frst of May is observed by the port workers as Labour Holiday and 
therefore no work is done in the port on that day. . 
POLICE, AMBULANCE FIRE: Police, Ambulance, Fire Services, 
telephone 22222. ! ; 
DEVELOPMENTS: A new container berth and terminal under 
construction, expected to start operation July/August 1974, 
REGULATIONS: | ; 
Stand by for moving vesse/s; The Master or person for the time 
being having charge of a vessel shall ensure that adequate officers 
) and crew are available and that the main propelling machinery of 
the vessel is maintained for moving the vessel at one hour's notice. 
“ Novessel may drop steam, dismantle engine or otherwise interfere 
with the propelling power of the vessel, nor may the vessel be left 
 ynattended by responsible officers and crew unless permission to 
do so is first obtained in writing from the Harbour Master. 
Photographing : Photographing in the Port Areais strictly forbidden 
without a written permit issued by the Security Officer of the Port. 
Swimming: Swimming in Ashdod Harbour is strictly forbidden 
and Masters should instruct their crews accordingly. , 
Use of ship's boats ; The use of ship's boats is forbidden in Ashdod 
Port, Launch service is available for the convenience of ship's 
rsonnel. 
gc ai leave; Shore leave passes are obtainable at the Frontier 
Control Section of the Port Police Station Applications for the passes 
shall be filed with the Boarding Officer, Port Police. 
All breakwaters are out of bounds to crews of merchant vessels. 
AUTHORITY: Israel Ports Authority - Port of Ashdod, POB 16, 
Ashdod. Tel. No. 055-32121. Telex No. 69622, Cables: Ashnam. 


AGENT: M. Dizengoff and Co. Ltd., PO Box 4001, Ashdod, Israel. 
Tel, 21581/7. Telex 03-814, 03-836. 


EILAT (Elath): 29.32 N. 34.57 E. (See Plan) 


DOCUMENTS: 
For Customs: 
Customs Questionnaire, Crew Customs Declaration, Stores List, 
Crew List Passengers List, Foreign Currency List, Narcotics List, 
Arms List, Import Cargo Manifest, Transit Cargo Manifest. 
For Quarantine: 
Maritime Declaration of Health, Valid Vaccination Certificate for 
smallpox all crew and passengers, Deratisation Exemption 
Certificate. 
For Border Control: 
1 Police Questionaire, 2 Crew Lists, 2 Passenger Lists, Seamen 
Books and travelling documents of passengers. 
PILOTAGE: Compulsory, ordered through Agent. When unable to 
contact Agent, pilot can be ordered by contacting Harbour Master 
by Eilat Radio, or by VHF Channel 14. Vessel due to berth awaits 
opposite oil installations located approximately 24 cables S. of the 
main jetty. Vessels requesting Pilot for anchoring stop opposite 
the North end of the main jetty. Tankers waiting Pilot for oil installa- 
tions to stop + mile South of oil installations. Pilot motor launch, 
red hull, grey superstructure amidships stationed at north end of 
main jetty. Pilot ladder complying with all safety regulations and 
properly lighted during dark hours is necessary. Vessels awaiting 
pilot should anchor only in designated area. 
ANCHORAGES: Boundaries of area marked by lines connecting 
following positions: 
(A) 29° 32°51" N. 34° 57’ 19” E. 
(8) 29° 32’ 26” N. 34° 58’ 34” E. 
(C) 29° 31’ 40" N. 34° 58’ 27” E. 
(D) 29° 32° 31” N. 34° 57’ 06” E. 
Average depth 25 fathoms. If arriving at port for first time, do not 
try anchoring anywhere outside anchorage area. 
MAX. SIZE: For berthing alongside main cargo jetty, length 528 
metres, max. draft up to 39 ft. 
Additional cargo jetty length 170 metres, max. draft up to 19 ft. 
North Oil Jetty accommodates tankers up to 125,000 dwt. with 
draft of 56 ft. 
South Oil Jetty can accommodate tankers up to 500,000 dwt. 
Depth of water alongside 94 ft. 
HEALTH: Free pratique may be requested by cable via Haifa or via 
Eilat Radio from Quarantine Authorities. If suspected disease or 
ever on board immediately advise Quarantine Eilat with all details. 
RADIO: Call sign Eilat Radio 4XA. Full details working hours and 
frequencies found in Admiralty List Radio Signals and similar 
publications. Good radio connection with Eilat can be obtained also 
via Haifa Radio, call sign 4XO, operating continuously. 
: Tugs meet vessel off quay. Lines not usually used as tugs 
prey push. When needed, ship's lines used. 1 tug 2,750 h.p., 
Beg 960 h.p., 1 fire-fighting tug 280 h.p. and five tugs 100-180 h.p. 
ERTHING: No difficulty except at times of strong Southerly 
winds when small vessels may have to leave quay and proceed to 
caeorage or sea, due to strong swell. 
RANES; 1 16-ton floating crane; 2 portal cranes, 25 tons capacity 
(combined 40-tons capacity); 2 portal cranes, 8 tons capacity; 
od Cranes 2-60 tons capacity. 
4 EVEDORES: Booked by ship's Agent. All details of cargo 
'stribution and storage to be cabled in advance to Agent. 
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ISRAEL 


MEDICAL: Hospital facilities available. Crew member or passenger 
must have valid international cert. for smallpox. 
DENSITY: 1030. 
FRESH WATER: Available in unlimited quantities and supplied at 
all jetties. No facilities for supplying fresh water at anchorage. 
FUEL: All grades supplied in small quantities by road tanker. 
BULK/CONTAINER CARGOES: Facility for loading potash and 
phosphate in bulk at a rate of 600 tons per hour. Two heavy-lift 
cranes for container handling installed on main cargo jetty, capacity 
25 tons each. 
DEVELOPMENTS: Installing Syncrolift with lifting capacity of 
1,200 tons. Construction of General Cargo quay, length 200 m., 
depth alongside 22 ft. Completion 1974. 
OPENING/CLOSING HATCHES: Normally by stevedores. 
CUSTOMS ALLOWANCES: Every crew member is permitted to 
keep 200 cigarettes or the equivalent amount of other tobacco, out of 
bond. Every crew member is permitted to keep one bottle of spirits 
and one bottle of wine, out of bond. 
IDENTIFICATION CARDS: Every crew member going ashore 
should have a shore leave pass. Shore leave passes will be received 
from the border control officer after the vessel is cleared. 
CONSULS: There are no consulates in Eilat. All consulates are in 
Jerusalem or in Tel-Aviv. 
REPAIRS: All afloat deck and engine repairs can be performed by 
local workshops. 
REPATRIATION: There are all facilities for arranging repatria- 
tions or crew changes. 
AIRPORT: Eilat Airport is used at present for internal traffic only. 
There are 8 flights daily from Eilat to Tel-Aviv except on Saturdays. 
ye Tel-Aviv there is good transportation to Lod International 
irport. 
TIME: Local time is GMT plus 2 hours; no summer time is kept. 
HOLIDAYS: No cargo work is usually performed during official 
holidays or Saturdays. The official holidays are: Passover (2 days 
during April); Independence Day (1 day end April/beginning May); 
First Harvest Day (1 day end May/beginning June); Jewish New Year 
(2 days, September); Day of Atonement (1 day end September); 
Feast of Tabernacles (2 days, October). No cargo work is usually 
performed during 1st of May although it is not an official holiday. 
TELEPHONES: At present there are no facilities to arrange 
telephones on board ships. 
SHORE LEAVE: Crew members are granted shore leave. 
DELAYS: Normally vessels arriving after midnight are berthed only 
at daybreak, before the beginning of the morning shift. 
AUTHORITY: Israel Port Authorities, Eilat Port Management, 
PO Box 37. Phone: 2191-8. Telex: Local only 621. 


AGENT: M. Dizengoff and Co. Ltd., PO Box 11, Eilat. Tel. 2146-7. 
Telex No. 07729. 


HAIFA: 32.49 N. 35.00 E. 


DOCUMENTS: 

3 Crew Lists, and Crew Passports or Seamen's Books. 

1 Provisions List. 

1 List of Articles in possession each crew member — cameras, 

binoculars, radios, cigarettes, tobacco, etc. 

Master to declare firearms and rounds of ammunition. 

4 Passenger Lists. 

Stowage Plan and Manifest to be mailed in advance, preferable 
Master to cable 78 hours before arrival holds workable and gangs 
required, also draft foreward and aft on arrival. 

PILOTAGE: Compulsory for all merchant and foreign naval ves- 
sels. Pilotage service is rendered round the clock. Vessels are 
boarded by Pilot seaward of the main breakwater. 
ANCHORAGE: Vessels shall not anchor within the prohibited 
areas and must keep clear of the fairways of the main harbour and 
Kishon Zone. 

MAX. SIZE: The width of the entrance channel to the main port, 
between the main and lee breakwaters, is 183 m. The depth of the 
entrance is 12 m. The width of the entrance to the Kishon Harbour is 
70 m., with a minimum depth of 8:50 m. Vessels of maximum draft 
35 ft. can be safely accommodated in the main port: in the Kishon 
harbour accommodation is limited to vessels of 24 ft. draft. Depth in 
both harbours are maintained by dredging at regular intervals. 
Tankers: Up to 50 ft. draft at buoy moorings. 

RADIO: Radio-telephone service from ship-to-shore and vice versa 
via Haifa Radio, call sign 4X0. Ships in port may also be connected 
to the Israeli telephone system. 

The port has a signal station equipped with a modern 60 kw R/T 
installation, working on the frequencies 156:60 Mc/s, Channel 12, 
and 156-70 Mc/s, Channel 14. The station is licensed for port opera- 
tion only and is in continuous service. For all other ship-to-shore 
communication contact Haifa Radio, call sign 4XO. 

The Israeli Meteorological Service broadcasts twice daily the 
weather forecast in English for East Mediterranean area over Haifa 
Radio. 

Vessels approaching the coast of Israel shall report their position 
to the Israeli Authorities in accordance with the following procedure: 

(a) Every foreign vessel bound for the ports of Haifa, Ashdod, 
Ashkelon or Gaza, shall send a position report to the Israeli Ministry 
of Transport (IMOT) via Haifa Radio (4X0). Such position report 
should be sent in the form of a free of charge service cable when 
the vessel arrives at a distance of 50 miles from the coast and it 
shall contain vessel's name, position, course, speed and destination. 

(b) In addition to the report, in (a) above and according to the 
ports’ regulations, every vessel (foreign or Israeli) entering the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Israeli territorial waters shall send a position report which shall 
contain vessel's name, position, course, speec and destination and 
which shall be sent at the time the vessel enters territorial waters 
(12 miles) to: 

(1) The nearest Port Operation Services, by means of VHF. 


or 
(2) The IMOT via Haifa Radio (free of charge service cable) in 

cases where VHF communication with the nearest port 
cannot be established. 

HEALTH: Free pratique by radio is granted on request by the 

International Quarantine Message to the Quarantine Station round 

the clock (including holidays) via Haifa Radio, call sign 4XO on 500 

kc/s. 

Medical advice by radio for all ships may be obtained through Haifa 
Radio 4XO free of charge. Call ‘Medico Haifa”. 

There is no special quarantine anchorage. 

Vaccination against smallpox is required from arrivals, except 
those who were resident in a European country, in Canada or in the 
U.S.A. for more than 14 days before disembarkation in Israel, pro- 
vided those countries are free from smallpox. 

TUGS: Vessels obtain tug assistance, if required, for entering or 
leaving the harbour and for shifting. 

BERTHING: Ships moor normally to wharves and jetties, and toa 
lesser extent stern to the main breakwater. 

Main Harbour 

The main harbour is situated on the Southern shore of Haifa Bay 
at lat. 72° 48” N., long. 35° 01” E. It is protected by two breakwaters: 
the main breakwater, 2,210 m. long, in the North, and the lee break- 
water, 745 m. long, in the East. 

The harbour basin covers an area of 1,050,000 m? (about 260 acres). 
The main port's land area amounts to 630,000 m? (about 155 acres). 
Kishon Auxiliary Harbour 

To the East of the main port, around the lower reaches of the 
Kishon rivulet, lies the Kishon Auxiliary Harbour. It consists of an 
outer harbour basin that is protected by two breakwaters of 600 m. 
and 350 metres length respectively, and a main channel of 1,045 m. 
length, of which the first stretch of 700 m., measured from the en- 
trance to the outer harbour basin, has a depth of 8 m. while the sec- 
ond stretch of 345 m. has a depth of 6:50 m. A side channel, 213 m. 
long and 4 m. deep, which branches off the main channel toward the 
East, serves as a fishing dock. Another side channel 350 m. long and 
8 m. deep serves as holding basin of the shipyard. 


Wharves 
Length Depth 
Main Port metres _— metres 
Main Wharf 171 9-4 
400 94 
442 11-0 
270 11:5 
40 11:5 
170 9-0 
48 9-0 
Cargo Jetty 205 9-0 
85 9-0 
Oil Jetty 350 10:7 
330 9-8 
East Lighter Wharf 110 44 
West Lighter Warf 220 3-0 
Kishon Zone 
Cargo Wharf 355 6-5 
285 8:0 
Fishing Dock 213 40 


BULK HANDLING FACILITIES: Coa/: Coal imports are usually 
handled by grabs fixed to shore cranes. 

Grain: Two mobile elevators on main wharf with combined unload- 
ing capacity of 465 tons per hour. 

Chemicals: Chemicals in liquid bulk unloaded and loaded at 
chemical tank farm in Kishon Zone. Terminal jetty suitable for tankers 
up to 20,000 dwt. with draft 22 ft. 6 in. 

Containers — presently containers are discharged and loaded in 
the Western area of the port, having all facilities to handle 20 ft. and 
40 ft. containers. A container terminal is in the process of being 
established in the Eastern part annexed to the Oil Dock Breakwater. 
TANKERS: Up to four oil tankers can be accommodated at one 
time at the Oil Jetty, two on each side (draft 28 ft.-33 ft.). 

In the Roadstead 

There are three submarine oil loading and unloading berths, each 
connected to a submerged pipe-line, two to 12 in. dia. pipe-lines and 
one to a 82 in. dia. pipe-line. 


Situation in Extension Depth 
Berth relation to from under 
No. harb. entrance Diameter shore Direction water 
1 13m. N.E. 12 4,200 307° 52’ 
2 1m. N.E. 12” 4,500° 290° 52’ 
3 4m. N.E. 32” 10,000’ 319° 58’ 


The signal station ashore opposite berth No. 3 has two signal 
masts. Vessels moor with their own two anchors ahead and mooring 
lines to two buoys astern. The Oil Company's mooring master acts 
as a pilot until the vessel is moored and supervises the connecting 
and loading or discharging, remaining aboard until sailing time. 
Throughput Rates 

Vessels load or unload up to 1,000 tons per hour through 10 in./12 
in. pipe-lines on the Oil Jetty and up to 700 tons per hour at the 12 in. 
pipe-line submarine berths. The 32 in. pipe-line berth is destined for 
ene or unloading supertankers at the rate of up to 2,000 tons per 

our. 
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MEDICAL: Hospital facilities available. Agent will board Ves 
with Company doctor if so required by the Master. 

FRESH WATER: Drinking water is plentiful and of satisfa 
quality; no treatment is needed as water is frequently examined 
chlorinated when required. The water is supplied by hydrants fro, 
shore or by water-barge at a delivery rate of 30-50 ton per hoy 
Boiler water not available. 

FUEL: The following grades of oil are available for supply as buy, 
ers: 


Heavy Fuel Oil 1,500 secs. Red. 1 at 100°F. 
Light Fuel Oil 450 secs. Red. 1 at 100°F. 
Marine Diesel Oil Standard Grade 
Gas Oil Standard Grade 


The oil is supplied direct from Oil Dock or from barges. Bunks 

are normally supplied between 0700 and 1515 hours on workin 
days; at any other time by special arrangement. Delivery rate fr, 
Oil Dock is up to 500 tons (3,500 bbls.) per hour and from barges» 
to 150 ton (1,000 bbls.) per hour. 
REPAIRS: Israel Shipyards Ltd. run a modern shipyard, situated) 
the Kishon Zone, capable of building ships of up to 10,000 ton dex 
weight and to handle hull repairs, conversions, engine repairs ay 
repairs of electric equipment. 

The yard operates 2 floating docks with a lifting capacity of 7 
and 1,100 tons respectively. 

Vessels which need no dry docking can be repaired at the ship 
yard's quay, totalling 400 m. length with 7-8 m. depth. Ogen Ltd, ay 
undertake ship repairs. 

STEVEDORES: Enable Agent order gangs, important obtaing 
hours advance accurate ETA from vessel. Failure give precise £7; 
may result in ship losing 12/24 heurs, also cost gang waiting tin 
No work on official holidays. 

Working Hours 

Work is usually carried on in two shifts: the first shift is from 0 
to 1530 hrs., with one hour's break at noon on ordinary working day 
or from 0630 to 1330 with no break at noon, on the eve of Saturday 
and holidays. The second shift is from 1630 to 2330 hrs. on ordine 
working days and from 1430 to 2130 hrs. on the eve of Saturdays a 
holidays. Occasionally, in order to complete work on a ship or} 
special cargoes, a third shift is worked from 2400 to 0600 hrs, » 
ordinary working days and from 2200 to 0400 hrs. on the eves 
Saturdays and holidays. 

GANGWAY/DECK WATCHMEN: Not compulsory. Port gua: 

keeps gangway watch. 

OPENING/CLOSING HATCHES: Performed by Stevedorm 

Mechanical hatch covers operated by crew. 

CUSTOMS ALLOWANCES: 200 cigarettes, and one open bot 

of spirits per person. 

IDENTITY CARDS: Issued by port police on arrival, 

ha Local standard time is two hours ahead of Greenwich Mew 
ime. 

AIRPORT: International air connection from Lod Airport, 105i 

from Haifa. 


CONSULS: 
Austrian Liberian 
Be,gian Norwegian 
Ivory Coast Spanish 
Guatemala Finnish 
Danish Panamanian 
Holland French 
Yugoslavian Swedish 
Greek 


HOLIDAYS: Port business is suspended on the following ho 
days: Saturdays; the two days of the Jewish New Year (Rosh Has? 
ana); the Day of Atonement (Yom Kippur); the first and the last é 
of the Feast of Tabernacles (Sucot); the first and the last day! 
Passover (Pesah); Pentecost (Shvuot); Independence Day. Th 
first of May is observed by the port workers as Labour Holiday @ 
therefore no work is done in the port on that day. 

GENERAL: 

Persons Boarding Vessels 

No person shall be allowed on board any vessel unless he is! 
possession of a boarding pass which must be shown on demané! 
the police officer at the gangway. 

Passes for boarding cargo vessels on business are issued by! 
Port Management; passes for boarding cargo vessels for # 
other purpose and passes for boarding passenger vessels are issu# 
by the Frontier Control Section of the Port Police. 

Swimming 

Swimming in Haifa Harbour is strictly forbidden and Masi 
should instruct their crews accordingly. 
Use of Ship's Boats 

The use of ship's boats is forbidden in Haifa Port. A pub 
motor-launch service is available for the convenience of shi’ 
personnel. The signal to call the motor-launch is as follows: 

ps | day: The international Code of Signals Flag ‘‘N" hoisted att 
yard. 

By night: Repeated flashing light signalling of the Internatio# 
Morse Signal "‘N". 

Photographing 

Photographing in the port area is strictly forbidden withoul! 
written permit issued by the Commander of the Port Guard. 
SHORE LEAVE: Shore leave passes are obtainable at the Front 
Control Section of the Port Police Station. Applications for the p# 
ses shall be filed with the Boarding Officer, Port Police. All she 
leave passes must be surrendered to the Boarding Officer 
departure of the vessel. 


AUTHORITY: Israel Ports Authority, POB 539, Haifa. Cable add- 
ress: Malhof. Tel. 66561, 41161, 


GENT: Messrs. M. Dizengoff and Co Ltd., POB 300, Haifa. Tele- 
rams: Diship, Haifa. Telephone No. 43371. Inland Telex No. 044827. 
Mrernational Telex No., Haifa 044814/044815 (two lines). 


Italy 
ANCONA: 43.37 N. 13.32 E, 


DOCUMENTS: | 

4copies Crew Lists. 

1 copy Provisions List. 

{ copy B/L every set. / 

{ copy General Cargo Manifest. 

3copies Crew Dutiable Articles (slop-goods). 

5 copies Passenger List (in transit or not). 

PILOTAGE: Pilot usually boards vessel range 1-2 miles from 
harbour's entrance (red light) in fine weather conditions. Pilot house 
situated near the ‘red light" — pilot boat of international type. If bad 
weather Pilot boards vessel at harbour’s entrance. Compulsory for 
yessels over 500 grt. , ; : 
ANCHORAGES: In Ancona roads at Master's discretion (Pilot 
available for anchorage). 

RESTRICTIONS: Tankers berthed in daytime only. 

MAX. SIZE: Falconara Oil Terminal: up to 44 ft. draft. 

Ferruzzi Silos: up to 30 ft. draft. 

General Cargo Berths: up to 28 ft. 6 in. draft. 

HEALTH: Sanitary pratique obtainable by radio according Inter- 
national Rules by cabling ““Sanimare Ancona” between 12 to 6 hours 
before arrival. 

RADIO: Ancona Radio “ICA" — frequency 500 kc/s. — working fre- 
quency 489 kc/s. By radio telephone: Ancona Radio PT “IPA", 
kcls 2182. (Service for VHF to be installed within a short period 
of time.) 

TUGS: Usually join vessel at harbour entrance - ship's lines used, 
compulsory for vessels of over 3,500 grt. 

STEVEDORES: ETA usually tendered to Agent 72/48/24 hrs. prior 
arrival in order arrange gangs. 

MEDICAL: Assistance available if required. 

BULK HANDLING FACILITIES: Grain: Silos operated by 
Ferruzzi and ICIC. Discharging rate 2,500 metric tons per 16 hours. 

Silos owned by S.A.1., S.O.A., at dock 21. Draft, 28 ft. 12 vertical 
silos of 1,500 ton grain capacity and 4 inside service cells of 1,000 
tons capacity. Fittings are provided for loading and discharging any 
kind of grain with Vacuvator pumps, each one of about 150 tons 
per hour capacity. 

Ore: Discharging rate 1,200 metric tons each shift of 8 hours. 
TANKERS: Falconara Oil Terminal. Owned by Anonima Petroli 
Italiana S.P.A. 1 hose of 16 in., 1 hose of 12 in., 2 hoses of 14 in., 1 
hose of 8 in. (for bunker), 1 hose of 4 in. (for water), 1 flying hose for 
fresh water about 70 mm., 1 flying hose for bunker of 100 mm. 

Permitted draft up to 42 ft. 

Sea Buoy Berth. Situated 600 metres N.W. of the terminal, for 
discharging crude oil. Seven pipe-lines with the following size: 
| for fresh water (3 in)., 1 for crude oil (300 mm.), 1 for fuel oil (200 
mm.), 1 for gas oil and diesel marine (200 mm)., 1 for gasoline 
(200 mm.), 1 for gasoline (300 mm.). 

Permitted draft is about 44 ft. 

Jetty: A tanker berth is situated at 300 metres from the end of the 
jetty, used for vessels with draft not over 19-20 ft.; one pipe-line of 
200 mm. for gasoline. A further berth at the pier is being constructed 
to take vessels with draft not over 26 ft. 
FRESH WATER: Available from quay. Straight time plus increase 
for overtime and holidays. 
FUEL: All grades available. (Note: marine diesel obtainable not 
distilled but mixed fuel/gas oil.) Delivered by pipe-line or barge. 
SANGWAY/DECK WATCHMEN: Not compulsory but recom- 

ended. 
OPENING/CLOSING HATCHES: Optional crew or stevedores. 
CERTIFICATES ; 

adio Telegraphy. 

Load Line er 

Tonnage, 

Class. 

Registry Safety Equipment. 

Derating, etc. 

Italian Anchorage Dues Bill, if already paid. 

CUSTOMS ALLOWANCES: Tobacco. 50 cigarettes for each man 
during vessel's stay at Ancona - British/U.S.A. flag vessels may 
obtain after a certain period of stay another ration of 50 cigarettes 
on man, Seals cannot be opened. Wines/vermouths/beer no restric- 
Dey Spirits 2 bottle depending on the number of crew. 

CONSUGATION CARDS: Passport or seaman's book required. 


Swedish Consul, tel. 23252 
nepat Consular Attache, tel. 22879 
ote dD Minor enginejelectrical, carpentry repairs can be 
pe DOCKS: One for up to 500 dwt. 
; ATRIATION: From April to October weekly regular lines to 
AIRPQ yugoSlavia/Cyprus/Israel every fourth night. 
Ro RT: Falconara - 14 km. from Ancona. Direct flight to 
me/Milano, connection for international flights. 


ITALY 


TIME: In winter plus 1 hour to GMT. In summer 2 hours to GMT. 
HOLIDAYS: National and local holidays: 1st January, 6th January, 
19th March, 25th April, 1st May, 4th May (local), Easter and day 
after Easter, Ascension Day, Corpus Christi, 2nd June, 29th June, 
15th August, 1st November, 4th November, 8th December, 25th-26th 
December. Work can be arranged if required in time and subject to 
Harbour Master agreement. 

POLICE/AMBULANCE/FIRE: Port Police, tel. 31030; Fire Station, 
Port, tel. 31715; Red Cross, tel. 23332; Yellow Cross, tel. 22680. 
TELEPHONES: No facilities for connecting to vessels. 
GENERAL: All tankers proceeding to Falconara must approach 
Ancona roadstead for Pilot and pratique. 

AUTHORITY: || Comandante, Colonello di Porto, Ancona. 


AUGUSTA (including Priolo and Magnisi): 37.13 N. 
15.14 E. 


LOCATION: The bay is divided into two parts, Port Xifonio the 
old port, only used by small vessels, and Port Megarese. The ports 
are to the East and West of the bay respectively. Oil installations and 
other works are all situated at Port Megarese. 

Priolo is the place-name used to indicate the area of the Monte- 
dison installations (ex-Sincat). 

DOCUMENTS: 

Certificate of Registry. 

Certificate of Freeboard. 

Cargo and Gear Safety Certificates. 

Radio Safety Certificate. 

Safety Construction Certificate. 

Derat. Certificate or Exemption. 

Crew Lists (at least 6 copies). 

Passenger Lists (at least 6 copies). 

Customs Manifest. 

Maritime Declaration of Health. 

Bills of Lading. 

Vaccination Certificates. 

PILOTAGE: Compulsory for vessels over 500 tons. Pilot available 
day and night. Vessels requiring a Pilot should display appropriate 
International Code Signals, should approach and anchor if neces- 
sary about 1 mile from the principal entrance. Pilot boat is black 
with a white band, letter “P"’ is painted in amber on each side of the 
bow. Pilot boards about 1 mile from main entrance. In bad weather 
the launch will wait inside the breakwater by the main entrance. 
Pilot station telegraphic address is Augusta Piloti. ETA should be 
given 12 hours in advance. Vessels with VHF can contact Augusta 
Piloti on Channel 12. 

APPROACHES: Entrance is from the East, between central and 
Northern breakwaters, with leading lights in a line approx. 274°. 
Entrance is about 350 metres in width, with a depth of 35 metres, and 
may be used day or night. 

ANCHORAGE: In the roads the permissible draft is up to 73 ft. 
Inside the breakwater the depth of water is 15 metres. 

MAX. SIZE: Up to 69 ft. draft at Montedison new supertanker 
jetty, capable of receiving vessels up to 280,000 dwt. 

HEALTH: Pratique may be allowed by radio, request to Sanimare 
Augusta between 12 to 6 hours prior arrival, advising vessel's name, 
nationality, last port, number of passengers and crew, and state of 
health on board. If not requested by radio, pratique is given on arri- 
val. Pratique is automatic for vessels coming from an Italian port. 
RADIO: Roma Radio or Augusta Radio. Vessels with VHF may 
contact Augusta Radio on Channel 16 between 0800 and 2200 hours. 
TUGS: Available, join vessel inside breakwater entrance. About 
13 tugs available, varying in h.p. from 750 to 3,000. 

BERTHING: Shel/ Pier: Berth Nos. 1, 2 and 3 at a finger jetty with 
depths of 12, 28 and 12 ft. respectively and used by coasters and 
bunkering barges. 

Punta Cugno (Navy Pier): Berth Nos. 4 and 5 used by Esso bunker 
barges. Berth No. 5-b is at a steel island and used for discharging 
chemical products to the Liquichimica factory. Accepts vessels up 
to 60,000 dwt. which are moored by the stern, using bow anchors. 

Rasiom: Pier No. 1: length of pier about 850 metres. Berth No. 6, 
depth 16 ft., used by small tankers loading LPG, Berth No. 7, depth 
25 ft., vessels moored by the stern. Berth No. 8, depth 37 ft. Pipe-lines 
at berths are of diameter 8 in. for gasoline, 12 in. for gas oil, 10-14 in. 
for fuel oil, 8 in. for bitumen, 6-8 in. for turbofuel, and 6 in. for diesel. 
There is also an 8-in. deballasting pipe-line available at No. 8 Berth. 

Pier No. 2: about 1,250 metres in length, ending in a steel platform, 
having two cranes for hose handling. Large tankers discharge at 
either side of the platform at rates of up to 4,000 tons per hour. 
Berth No. 9, depth 26 ft. Berth No. 10, depth 52 ft. Berth No. 11, depth 
54 ft. Berth No. 12, depth 28 ft. Berth Nos. 10 and 11 are alongside 
the platform, and Berth Nos. 9 and No. 12 are alongside the jetty. 
Pipe-lines are of diameters 18 to 24 in. for crude oil, 16 to 20 in. for 
fuel oil, 14 in. for diesel and gas oils, 10 in. for kerosene, 8 in. for 
gasoline, and 10 in. for naphtha and JP4. There is also a 12-in. 
pipe-line for deballasting and 8-in. lines for lubricating oil. 

Cement: A finger jetty. Berth Nos. 13 and 14 with depths of 24 ft. 
used by small vessels carrying cement in bags or in bulk. Operations 
are through a conveyor-belt system, with a handling rate of about 
300 tons per day. 

Montedison/N.A.T.O. Berth Nos. 15 and 16 in depths of 36 ft. Used 
for discharging crude oil and petroleum products, but being a Navy 
Jetty, berthing is subject to priority being given to Navy requirements. 

Montedison Supertanker Jetty: For vessels up to 280,000 dwt. 
Depths varying from 17 ft. to over 70 ft. Berth Nos. 17 to 24. 
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Montedison New Jetty: Berth Nos. 25 and 26, depths 42 ft. 

Steel island: Berth No. 27, depth 36 ft. for vessels up to 35,000 dwt. 
which are moored by the stern, and secured to four buoys with bow 
anchors down. Berth used for gas oil and chemicals. 

Montedison Concrete Jetty: For vessels up to 15,000 dwt. Both dry 
and liquid chemicals are handled at this jetty. Berth No. 28, depth 
18 ft., and vessels are moored by the stern. Berth used for petroleum 
products and chemicals. Berth Nos. 29 and 31, depth 32 ft., used for 
handling liquid chemicals and dry cargo; bagged cargo at a rate of 
2,000 tons per day, and bulk cargo up to 4,000 tons per day, load or 
discharge. Berth No. 30, depth 33 ft., vessels moored by the stern, 
used for handling petroleum products. Berth No. 32, depth 13 ft. for 
small tankers only. 

New Montedison Jetty (ex-Petrol Chimica): Berth No. 33, depth 
17 ft. Berth Nos. 34 and 35 depth 35 ft. for chemical carriers up to 
10,000 dwt. 

Magnisi: Crude oil berth, rate about 3,500 tons per hour, maximum 
draft 39 ft. 

Vessels may berth at all hours with the exception of Shell and 
Mcntedison Installations, where berthing is permissible only during 
daylight. 

At Berth Nos. 10 and 11 vessels may use wire ropes only if the 
eyes are made of either manila or nylon. 

MEDICAL: Medical and hospital facilities available. Vaccinations 
done a Advance notice preferred for assistance required on 
arrival. 

TANKERS: See “‘Berthing”. 

DENSITY: 1024 to 1026. 

FRESH WATER: Available by barge. 

FUEL: All grades available by pipe-line or barge; suppliers Esso, 
Shell, B.P., Agip, Mory, Mobil, Gulf. Forty-eight hours notice 
required. 

DEVELOPMENTS: Planned to dredge port entrance and principle 
berths to a depth of 22 m. 

A new pier for larger tankers to be constructed at the Shell 
installations. 

A new refinery expected to be operational in 1974 at Melillai Roads. 

Construction of additional berths capable fo accepting vessels up 
to 400,000 dwt. 

Plan to construct facilities for Container Carriers. 
GANGWAY/DECK WATCHMEN: Employment of shore watch- 
men advisable. 

OPENING/CLOSING HATCHES: Normally by ship's crew. 
CUSTOMS ALLOWANCES: 40 cigarettes and one opened 
bottle wine/spirits per man. 

IDENTIFICATION CARDS: Shore passes given by local police. 
CONSULS: 

Liberia tel. 75341. 

Panama ,, 75061 and 75373. 

Norway ,, 75182. 

REPAIRS: No repairs permitted while alongside tanker berths. 
May be done in the anchorage subject permission of port authori- 
ties. 

REPATRIATION: No difficulties. 

AIRPORT: Nearest at Catania, can be reached in 40 minutes by 
car. Daily flights to Rome and Milan for international connections. 
TIME: GMT plus one hour. Summer time, May to September, GMT 
plus 2 hours. 

HOLIDAYS: Tankers not effected. 1st January; 6th January; 
19th March; Easter Monday; 25th April; Ascension Day; Corpus 
Domini; 1st May; 2nd June; 15th August; 4th November; 8th Decem- 
ber; 25th December. 

POLICE/FIRE/AMBULANCE: Police, tel. 75555; Ambulance, 
75000; Fire, 74777. 

TELEPHONES: Situated at all berths. No direct connection to 
vessels. 

SHORE LEAVE: Allowed at all times. 
AUTHORITY: Ufficio Circondoriale Marittimo, 
Tel. 74001. 


Riva Darsena. 


BAGNOLI: 40.48 N. 14.10 E. 


DOCUMENTS: An arrival report is required wherein are indicated 
main particulars of vessels entering. All vessels coming from 
abroad and or from another Italian port must have ready before 
arrival following documents: 

5 Crew Lists. 

5 Passenger Lists. 

Store List in duplicate. 

International Health Declaration. 

Cargo Manifest. 
PILOTAGE: Pilot is available any time of day. Usually boards ves- 
sels three miles out of port. Vessels requesting pilot service to use 
flag, sound and morse signal “G"'. No VHF available. Pilotage is 
compulsory for anchorage. Full pilotage fee is due even if anchored 
without Pilot. On departure 30 minutes will be sufficient notice for 
having Pilot and tugs ready. In case of bad weather (Bagnoli area is 
exposed to South-south-western winds) vessels to shift out of 
piers or change anchorage into Baia roads (sheltered natural bay 
three miles from Bagnoli in direction W.). 
ANCHORAGE: Depths ranging from 11 to 15 metres. Sandy bot- 
tom. 
RESTRICTIONS: Vessels can enter port at any time of day. No 
restriction for night departures. 
MAXIMUM SIZE: Draft 40 ft., largest vessel allowed is 80,000 tons 
dwt. 
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HEALTH: Free pratique can be requested via radio cabling 

Health Officer of Naples. Cable address: Sanimar, Naples. 

RADIO: Naples Radio. 

TUGS: One tug available, if more required they come from Naple; 

Time taken approximately 2 hours. 

BERTHING: One pier length 357 m. Max. depth 41 ft. 3 in. 

poe Ane Available. Rate of discharge 1,500/1,700 tons pe 
our. . 

FRESH WATER: Available from pier. Rate of delivery 20 tons pe 

hour, or by barge. 

FUEL: All types available always delivered by barge, 48 houy 

notice required. 

GANGWAY/DECK WATCHMEN: Recommended. 

OPENING/CLOSING HATCHES: Carried out by crew. 

CUSTOMS ALLOWANCE: Tobacco, 50 cigarettes per crew men, 

ber. Wine/spirit, 1 bottle opened. 

IDENTIFICATION CARDS: Required. 

CONSULS: None. 

REPAIRS: Small repairs undertaken. 

TIME: GMT plus 1 hour winter. GMT plus 2 hours summer, 

HOLIDAYS: See “Naples”. 

POLICE/AMBULANCE/FIRE: Police 602553; Ambulance 5206% 

Fire 330210; Port Office 602564. 

SHORE LEAVE: Allowed. 

AUTHORITY: Ente Autonomo del Porto di Napoli. 


BARI: 41.08 N. 16. 52 E. 


DOCUMENTS: On arrival: 

5 Crew Lists. 

3 Provision Lists. 

3 Lists of Articles in possession each crew member. 

Customs Documents. 

Cargo Manifests. 

Bills of Lading. 

Ship's Papers. 

PILOTAGE: Pilot boards vessels on arrival by motor-boat new 
harbour entry, outer buoy. Pilotage compulsory for vessel over i 
grt inward or outward, shifting vessels from one point to anothy 
in or out of port. 

Pilot call: Letter 'G" of International Code. Pilot attending day ani 
night. For services from 1700 hrs. to sunset, or from sunrise to 08 
hrs. the dues are increased. 

ANCHORAGE: Good anchorage in all weathers, but precaution 
should be taken against winds from North. Rocky bottom cover 
by mud. Bad holding ground. Strong range in the port when be 
weather. Not allowed to anchor in fairway except in case of eme- 
gency. Anchorage usually allowed East side of Nuovo Molo Forane 
at a distance of about 1 mile from shore. 

RESTRICTIONS: Maximum depth at harbour entrance 40 fi. 
width 793 ft. Depth of water at berths from 33 ft. to 40 ft. 

MAX. SIZE: Maximum permissible length 800 ft. for oil carries 
proceeding to oil pier. Max. draft 39 ft. 

HEALTH: Masters can request free pratique by radio applying tt 
“Sanimare-Bari". Free pratique automatic for vessels coming dire’ 
from other italian port, and ''Q"’ flag not to be flown on entering. |' 
event of any suspected disease or fever on board, Master shoul 
inform Sanimare Bari, not permitting anybody to board the vess 
before doctor's inspection. 

RADIO: Radio Roma, call sign “IAR." 

TUGS: Tugs normally join vessel outside harbour entrance. Tor 
age service is carried out by following tug-boats belonging 
“Rimorchiatori Napoletani": Camaldo/i of 674 I.H.P.; Citta di Triest 
of 812 I.H.P.; Mastino of 1,105 |.H.P. Basic tariff is increased by 20, 
when the towage rope is given by tug-boat. 

BERTHING: When specific side alongside berth is required > 
stevedores, Agents radio Master prior arrival and advise Pile 
Otherwise side alongside at Master's option after conferring we 
Pilot. Depth at piers 20/38 ft. dependent location. No shore fende 
alongside quays. 

BULK HANDLING FACILITIES: Grain discharge by two suctit’ 
pipes at rate of 90 to 100 metric tons per hour each. 
STEVEDORES: Important to give ETA in good time. Norm 
working hours: Winter time (weekdays), 0800-1200, 1300-17 
Saturdays, 0800-1300. Summer time (weekdays), 0800-1200, 140% 
1800. Saturdays 0630-1300. 

Overtime: From 0600 to 0800 the tariff to be increased 25%; 12 
to 1300, 50%; 1700 to 2000, 25%; 2000 to 0600, 70%. 

For handling pieces over 1,000 kilos, increase of 50% on the tar’ 
For unhealthy work, increase of 30% on the tariff. 

Sunday. From 0000 to 0800 the tariff to be increased 100%; 0800" 
1200, 50%; 1400 to 1800, 50%; 1200 to 1400, 100%; 1800 to 2400, 100% 
MEDICAL: Not necessary for Agents to receive advance notice! 
required medical attention. Hospital facilities available. 
TANKERS: Not allowed to do any degassing of tanks or any Ki 
of repairs to vessel without Harbour Office permission. 

Cleaning and degassing of tanks not allowed in port. Inspection® 
tankers and gas-free certificate can be obtained. Only clean ballé 
can be discharged in port. 

Diameter of load-discharge pipelines at oil berth are: 

20 in., 16 in. and 12 in. pipe-line for crude oil; 12 in and 18 in. pit 
line for fuel oil; 8 in. pipe-line for gasoil; 8 in. pipe-line for gasoll® 

Crude oil discharged to Stanic refinery from Berths No. 31 
No. 4 (Molo Foraneo) suitable for tankers up to 39 ft. draft. 

Fuel and other refined products discharged at Berth Nos. 31,8 
33 and 34. 


: Salinity 36%. 
DENS ATER: Available at all berths served with hydrants. 
ree drinking water supplied by Ente Acquedotto Pugliese. No 
eS available to carry water in the harbour and in the roads. Tugs 
rhe used for this purpose. ; ; 
EL: Available. 3 days advance notice required. 
WVELOPMENTS: Expected draft increases in the near future for 
. hing tankers up to 80,000 tons. 
GANGWAY DECK Le ca prem Service of watchmen is 
: shift o rs. 

wor WG CLOSING HATCHES: Normally carried out by steve- 
kg Opening or closing of hatches charged for work carried out 
during usual \-orking hours. ] ‘ 
cuSTOMS ALLOWANCES: 50 cigarettes only are given to eac 
ew member out of bond on vessel's arrival. Wine is permitted to be 
veld out of bond but no spirits allowance permitted. 
|DENTIFICATION CARDS: Shore leave pass is compulsory. 


ONSULS: 
Pon Britain Holland 
France Spain 
Belgium Germany 
Portugal Norway 
Liberia Turkey 
Sweden Monaco 
Denmark Ethiopia 
Switzerland Bolivia 
Greece Austria 


REPAIRS: Workshops and shipyards are capable to carry out 
repairs to hull and engines. ; ; 

DRY DOCKS: No dry docks are available at Bari. Nearest dry 
docks are at Taranto. ; 

REPATRIATION: Many facilities for effecting crew changes and 
possibilities for arranging any necessary repatriations. 

AIRPORT: Airport is located about 10 km. North of city. Served by 
regular airlines with flights for all countries daily. 

TIME: Local time one hour ahead of GMT. Alterations to clocks are 
made from spring to beginning of autumn, giving 2 hrs. advance on 


MT. 
AOLIDAYS: New Year's Day (1st January); Epiphany (6th January) 
St. Joseph (19th March); Liberation Day (25th April); Labour Day 
(ist May); Easter Monday; Ascension Day; Corpus Domini; St. 
Nicholas (9th May); St. Nicholas, Patron of the Town (10th May); 
Proclamation Day (2nd June); St. Peter and St. Paul (29th June); 
Assumption B. V. Maria (15th August); All Saints’ Day (1st Novem- 
ber); Victory Day (4th November); Immaculate Conception (8th 
December); Christmas Day (25th December); Boxing Day (26th 
December). 

Cargo work can be arranged on above days, and the stevedoring 
tariff increased as follows: 

From 0000 to 0800, increase 100%; 0800 to 1200, 50%; 1400 to 1800, 
50%; 1200 to 1400, 100%; 1800 to 2400, 100%. 
POLICE;AMBULANCE/FIRE: Police, 214116; 
246552, 341217; Fire, 212518. 
TELEPHONES: No arrangements exist for placing telephone on 
board, 
SHORE LEAVE: Allowed. 
AUTHORITY: Capitaneria di Porto. Tel. 216860, 211726. 


Ambulance, 


BRINDISI: 40.39 N. 17.56 E. 


DOCUMENTS: 

3 Crew Lists. 

3 Lists of Passengers Disembarking. 

3 Lists of Passengers in Transit. 

Manifests of Cargo carried, with specification of port of origin 
and whether for local discharge or in transit. If stowed on deck 
or below deck. 

List of Articles in possession of each crew member, such as 
cameras, binoculars, portable radios, cigarettes, tobacco or any 
kind of cheap-priced goods. 

Other Certificates required to be on board: 

Certificate of Ship's tonnage. 

Load Line Certificate. 

Deratisation Certificate. 

RIT Certificate. 

Safety Certificate. 

Anchorage Dues Receipt (if previously paid). 

PILOTAGE: Vessel approaching port should apply for Pilot by 
hoisting the “G" flag, if by day-time. By night-time, letter “G" will 
have to be signalled by Morse, to port semaphore (Signal Station) 
which is located under shore lighthouse showing white flashes. 

Telegraphic address of Pilot Station is “Piloti Porto, Brindisi”. 

0 ETA required for Pilots as station not equipped with wireless 

apparatus. Characteristics of pilot boat: gross tonnage, 9-4; power, 
85 hp; speed, 8 knots. 
fea where Pilot boards vessel: 

!n good weather: One mile from harbour entrance. 

!n bad weather : (a) If vessel is heading for inner harbour and is of 

small tonnage (up to 3,000 tons) pilot boat will steer in a direct line, 

WS pointing towards vessel, up to entrance to ‘outer’ harbour, 

where Pilot will board vessel. If vessel is of higher tonnage, she will 
have to take a ‘‘crosswise”’ position so as to form a sheltered area 
'or Pilot, about one mile from harbour entrance. (b) If vessel (tanker) 
's bound for outer off-shore terminal (Montedison Installation) for 
discharge of crude-oil, pilot boat will endeavour to approach vessel 
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to communicate impossibility of immediate mooring. Anchorage 
roads, pending possibility for Pilot to board vessel, are 0.8 miles 
East/North/East of ‘‘Punta Penne” (Capo Gallo). 
ANCHORAGES: Besides anchorage point described above, there 
exists safe anchorages in bay for vessels having a draft of 9 m. 
(29 ft. 6 in.) and in external harbour for vessels of less than 3,000 tons 
(gross). 
RESTRICTIONS: Tankers of over 1,500 tons gross may berth 
only from sunrise till sunset. Port berths are inaccessible in un- 
favourable winds. Passenger or cargo vessels no restrictions. 
MAX. SIZE: /nner Harbour; Draft not to exceed 9-4 metres (30 ft. 
10 in). Outside Main Port area; For discharging crude oil at off- 
shore terminal, maximum draft allowed 11-50 m. (37 ft. 8 in.). For 
discharging or loading of other refined products of Montedison In- 
stallations, depth of berths varies from 4 to 9 m. (from 13 ft. 1 in. to 
29 ft. 6 in.). 
HEALTH: Apply to “Sanimare, Brindisi" by radio, 12 hours before 
arrival, and not later than 4 hours before arrival, according to provi- 
sions of Health Regulations, notifying in message state of health of 
crew and port of origin of vessel. Procedure not required if vessel 
entering after calling at another port in same country. 
RADIO: Vessel can communicate ETA messages to Agents 
through Bari Radio (nearest station) or through Rome Radio which 
pein up messages from vessels at sea almost in any part of the 
world. 
TUGS: Tug service is generally effected from Punta Riso-Faro 
Della Pedagne junction, up to inner harbour. It is customary to use 
tugs’ lines for mooring and unmooring of tankers at terminals out- 
side main port area, in view of the peculiarity of mooring operations 
and the area where tugs are to operate (subject to surf, choppy 
seas, winds). Charge for use of tugs’ lines is 20% extra on normal 
towing rates. 
TANKERS: Crude oil discharged at offshore buoy mooring for 
vessels up to 37 ft. 8 in. draft. 

Other tanker berths at Inner Harbour for refined products, suitable 
for tankers up to 28 ft. draft. 
STEVEDORES: Always advisable to notify in ETA messages to 
Agents number of hatches vessel intends working simultaneously 
to arrange gangs. Normal working hours: From 0700 to 1200 and 
1400 to 1700. Overtime: Week-days, 70% increase on normal tariffs. 
Sundays and holidays: Work performed during normal hours, 50% 
increase. On overtime, 100% increase. 
MEDICAL: Hospital facilities available. For any kind of medical 
attendance or hospitalisation, if needed, it will be helpful to have 
port Agents advised by radio in advance. 
FRESH WATER: Almost all mooring points alongside wharves 
are fitted with fresh water distributing hydrants. At off-shore termi- 
nals, supply is effected by tugs. 
FUEL: Types of fuel available: Bunker ‘'C", viscosity Engler at 50° 
(centigrade), 16/20; specific weight, -950/960. Gasoil, viscosity 
Engler at 20° (centigrade), 1.4; specific weight, -830. 48 hours ad- 
vance notice for any supplies required. 
FIRE PRECAUTIONS: Firemen always in attendance during load- 
ing/unloading operations by oil carriers. 
DEVELOPMENTS: Under construction: one pier in outer harbour, 
which is scheduled to be 200 m. in length (219 yards) with a depth of 
12 m. (39 ft. 4 in.). 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: For vessels over 500 tons effecting international 
voyages: 
(a) Passenger vessels: 

Safety Certificate. 

Radio and Radiophone Certificates (latter if included in vessel's 

equipment). 

(6) Freighters: 

Safety Construction Certificate. 

Safety Equipment Certificate. 

Radio and Radiophone Certificates. 
CUSTOMS ALLOWANCES: 50 cigarettes a day for each crew 
member, if vessel's stay in port exceeds 24 hours. No allowance if 
stay is shorter than 24 hours. 4 of a bottle of liqueurs only. 
IDENTIFICATION CARDS: Not particularly needed besides 
regular seaman's books. 
CONSULS: Vice-Consulate of Denmark, Portugal and Holland, all 
having the same telephone number: 21123. Vice-Consulate of 
Spain: telephone: 21039. 
REPAIRS: Only minor deck and engine repairs can be carried out 
locally. 
REPATRIATION: Adequate facilities exist for effecting crew 
changes and repatriations as necessary. 
AIRPORT: Distance from local airport 5 kilometres (3 miles). 
Airport regularly served by Alitalia Airline, ensuring 2 daily flights 
to Rome, and one daily flight to other Italian cities, including, among 
others; Naples, Catania, Palermo, Cagliari, and other destinations 
via Rome. Direct international flights not scheduled from Brindisi. 
TIME: Local time one hour ahead of GMT (generally from early 
June to end September), 2 hours ahead of GMT (Summer time). 
HOLIDAYS: Officially recognised. Both national and religious 
holidays include: Sundays; New Year's Day; Epiphany (6th Jan.); 
St. Joseph's Name Day (19th March); Easter (Easter Monday); 
Anniversary of Liberation (25th April); Labour Day (1st May); As- 
cension, Corpus Domini (oscillating dates); Proclamation of the 
Italian Republic (2nd June); the Saints Peter and Paul Name Day 
(29th June); Assumption (15th August); All Saints’ Day (1st Nov.); 
National Unity (4th Nov.); the Virgin Immaculate Conception (8th 
Dec.); Christmas, Boxing Day. 
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POLICE/AMBULANCE/FIRE: Police, 25555; Ambulance, 21310; 
Fire, 21222. 

TELEPHONES: No current arrangements existing for placing 
telephones on board. 

SHORE LEAVE: Allowed. 

AUTHORITY: Comandante del Porto di Brindisi. Cables: Com- 
pamare Brindisi. Tel. 21022. 


CAGLIARI Sardinia, (including Sarroch): 39.05 N. 
09.01 E. 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 

2 Provisions Manifests. 

2 Manifests of crew personal effects. 

Cargo Manifest. 

Bills of Lading. 

2 Arrival Reports, completed on arrival. 

Maritime Declaration of Health, completed on arrival. 

Ship's Certificates including Italian anchorage dues. 

Vaccination Certificates for sighting. 

PILOTAGE: Compulsory for vessels over 500 tons. Requested by 
ship's Agents. Vessels should wait in the roads for Pilot to board. 
International Code signals used for calling Pilot. Pilot Station 
telephone number: 652929. Pilot boards tankers about 2 miles east of 
oil terminal. 

Sarroch. Compulsory for all tankers. Vessels should wait in roads 
as follows: 

G1 -(for tankers of more than 42 ft. draft) Lat. 35° 05’ N. Long. 

09° 05’ E. 

G2 - (for tankers of less than 42 ft. draft) Lat. 39° 04’ 27” N. Long. 

09° 03’ 15” E. : 

G3 - (for tankers of less than 5000 grt.) Lat. 39° 05’ 48” N. Long. 

09° 02’ 00” E. 

Pilot station tel. no. 929006-929057. VHF Channel 16. 
ANCHORAGE: All of the roads is available for anchorage except 
where prohibited zones indicated on charts. 

MAX. SIZE: Cagliari port. Max. draft 26 ft. Sarroch, SARAS Ter- 
minal, tankers up to 100,000 dwt. Max. draft 57ft. 

HEALTH: Free pratique may be requested by radio to Sanimare 
Cagliari between 12 to 6 hours prior arrival advising vessel's name, 
nationality, last port, number of passengers and crew and state of 
health on board. Pratique is automatic for vessels coming from ports 
in Italy, U.K., France, Belgium, Holland, W. Germany and Greece. 
RADIO: Cagliari Radio operating continuously on 2182 kHz., and on 
156.8 mHz. 

VHF: Cagliari. Harbour Master's Office, Channel 16. 

Sarroch. Harbour Master's Office, Channel 16. Pilot Station, 
Channel 16. Mooring Station, Channel 6. Boat Service Station, 
Channel 8. 

TUGS: Six available, of up to 2,000 h.p. 

Cagliari. Normally join vessels at the port entrance. 

Sarroch. Normally join tankers at anchorage points and assist 
berthing at Saras Jetties Terminal. 

BERTHING: Cag/iari 


Berth No. 1: Length 68 metres; draft 14 ft. 

Berth No. 2: Length 128 metres; draft 24 ft. 

Berth No. 3: Length 227 metres; draft 21 ft. 

Berth No. 4: Length 123-7 metres; draft 18 ft. 03 in. 
Berth No. 5: Length 60-3 metres; draft 18 ft. 03 in. 
Berth No. 6: Length 1168 metres; draft 8 ft. 

Berth No. 7: Length 92:6 metres; draft 16 ft. 6 in. 
Berth No. 8: Length 278-6 metres; draft 23 ft. 
Berth No. 9: Length 325°8 metres; draft 24 ft. 


Berth No. 10: Length 328 metres; draft 26 ft. 06 in. 
Berth No. 11: Length 203-2 metres; draft 26 ft. 06 in. 
Berths Numbers 2, 3, and 4 reserved daily for passenger ships. 

TANKERS: Sarroch Saras Jetties 
P.1: draft 42 ft. 

.2: draft 39 ft. 

: draft 39 ft. 

: draft 36 ft. 

: draft 36 ft. 

: draft 26 ft. 

: draft 35 ft. 

: not yet workable 
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P.10: draft 23 ft. 
Platform Island No. 1 (for crude oil discharging only) draft 57 ft. 
Platform Island No. 2 (for crude oil discharging only) draft 47 ft. 
Loading rates: 
Berths No. 1-4 Crude oil 
Fuel oil 2, 
Gas oil 44 
Gasoline 
Fuel oil 1, 
Gas oil 
Gasoline 
LPG 200 
Berth No. 6. For Bunkering Barges and small tankers up to 3,000 
dwt. Fuel oil, gas oil, kerosine and gasoline at slow pumping rates. 
Berth No. 7 P 200 t.p.h. 
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Fuel oil 1,000 t.p.h. 
Gas oil 800 t.p.h. 

Platform Island for crude oil only at 5,000 t.p.h. 
MEDICAL: All facilities available at Cagliari. 
DENSITY: 1025. 
FRESH WATER: Available by pipe-line at all berths. No 
barges, although bunker barges may be able supply small Quanty 
fresh water in emergency only. 

At times fresh water is in short supply and may not be availaty 

Cost of delivery of fresh water by tug is 3,000 lire per metric ty 
FUEL: All grades available ex-wharf at tanker berths. Barges supy 
vessels at anchor and vessels calling for bunkers only. : 

Vessels calling at Sarroch for bunkers by barge are required, 
keep Agents closely advised of their ETA and bunker requiremeny 
Messages confirming the vessel's ETA should be sent to Agen 
72, 48 and 24 hours before vessel's arrival. Masters should note thy 
customs regulations do not permit the return of bunkers to the ref; 
ery after the barge is loaded, therefore an accurate figure of bunk, 
required must be given in the first ETA message to Agents, 
BALLAST: The discharge of ballast by tankers can be effecy 
at all berths at a pumping rate between 1,000 and 2,500 tp; 
Reception of ballast ashore is into 3 tanks with total capacity, 
20,000 cbm and 6 API separator vessels. 
CUSTOMS ALLOWANCES: 40 cigarettes and one opened bot 
wine/spirits per man, usually allowed for consumption on bog 
while vessel in port. 
IDENTIFICATION CARDS: Shore passes issued by local polig 
CONSULS: 


Belgium Great Britain 
Denmark Netherlands 
France Norway 
Sweden 


REPAIRS: Minor repairs can be handled at Cagliari. Slipway 
vessels up to 400 tons. 
REPATRIATION: No difficulties. 
AIRPORT: Elmas Airport situated 12 km. from Cagliari. 
TIME: GMT plus one hour. Summertime June to Septembe 
GMT plus 2 hours. 
HOLIDAYS: Not applicable to tankers. New Year's Day (1st Ja 
uary); Epiphany (6th January); St. Joseph (19th March); Liberatix 
Day (25th April); Labour Day (1st May); Easter and Day after Easte 
Ascension Day; Corpus Domini; Proclamation Day (2nd duné 
St. Peter & St. Paul (29th June); Assumption B.V.Maria (1% 
August); All Saints’ Day (1st November); Victory Day (4th Noven 
ber); Immaculate Conception (8th December); Christmas De 
(25th December); Boxing Day (26th December). 
POLICE/FIRE/AMBULANCE: Cag/iari; Police 658956; Fire 652% 
Ambulance 656979, 

Sarroch: Police 929063; Fire 652222; Ambulance 929024. 
TELEPHONES: No telephone connection on board. 
SHORE LEAVE: Allowed. 
AUTHORITY: Capitaneria di Porto di Cagliari. Tel. 655733, 653% 
658897. No Telex. Sarroch; tel. 909057. 


AGENT: Enrico Pernis, 5, Piazza Deffenu, PO Box 273, Cables 
“Pernis". Telex: 79036. Tel.: 654754. 


CATANIA (Sicily): 37.29 N. 15.06 E. 


DOCUMENTS: Arrival report requested by Harbour Authorities 
Also see ‘‘Augusta”. 

PILOTAGE: Master cannot communicate with Pilot. Pilot boar 
rfaegll on harbour entry. International Code signals used to @ 

ilot. 

ANCHORAGE: Vessel must remain on roads awaiting Pilot. 
RESTRICTIONS: No restrictions on entry at night, except! 
tankers (either loaded or empty, as per harbour regulation). Te 
tide at Catania is no more than 30 centimetres. Bar at entrance 30% 


6 in. 
MAX. SIZE: No limitation on the length and breadth but only & 
draft of vessel, provided same can be contained within the size? 
piers of Catania Harbour. See “Berthing” below. 
HEALTH: The usual sanitary pratique as per all Italian ports! 
requested. Free pratique obtainable by radio prior arrival sendi 
cable to ‘‘Sanimare Catania”. ; 
RADIO: The quickest way is to address messages to “Romaradie 
better if adding to the telegraphic address the telex number ® 
Agency, so that after very short time from reception at Rom 
the message is in Agents hands. 
os is important that 72 working hours notice of ETA be passed! 
gent. 
TUGS: When Pilots are on board, they can call tugs by sm 
radio-calling station. Very frequently the tug’s Company, when see 
abig ship, join vessel at same time as Pilot. Tugs using ship's lin® 
BERTHING: 
Berth 


Nos. 
1 and 2, Mots Mezzogiorno, Oil berths, length 361 metres, dep” 
30 ft. 6 in. 
6 Molo Crispi, Silo berth, length 154 metres, depth 30 ft. 
7 length 130 metres, depth 29 ft. 
8 ” ” ” 1 ” ” 29 ft. 
9 " ” » 130 4 » 20 to 28 ft. 
10 and 11, Sporgente Centrale, length 307 metres, depth 30 ft. 
12 Molo Centrale, length 120 metres, depth 30 ft. 


43 Sporgente Centrale, length 182 metres, depth 30 ft. 6 in. 


4 " vn, 108, 025 ve | 20 '€ts 
a i oem) Yana 90 ft. 

‘i ae OMAR: eg 1, 22 ft. 
at . aah fh vite "48 to 21 ft. 
~ hae a svi FILM 155 "46 ft. 6 in. 
: 7“ e SNA 2A, "49 ft. 6 in. 


2 " »n 60, » 16 to 20 ft. 
sTEVEDORES : As per actual Port Labour Regulations, in order 
to book gangs, stowage details must reach Agency not later than 
44 o'clock of the day before ship's arrival, except for work to be 
done on Saturdays, Sundays and Mondays when application for 
angs must be made on Friday. 

The official load/discharge rate for general cargo is 50 tons per 
natch per day (8 hours), but real output is higher. Increase for over- 
ime, continuous shifts (0700-1330; 1330-2000; 2000-0230). Night 
work, Sundays, national holidays, etc. : 
MEDICAL: Hospital facilities easily available. No advance notice 
required unless for emergency cases and for cases to be urgently 
yeated during night and holidays. opi 
TANKERS: Two tanker berths are situated in line at Southern 
preakwater, called “Molo Mezzogiorno". There are three pipelines, 
diameters of 8in., 6in., 4 in. No discharge facilities for tank washing. 

Tankers are not allowed to berth or unberth at night. 

SALINITY : Average salinity of water inside the port is the same as 
the average Salinity of Mediterranean. ’ ; 

FRESH WATER: Available at nearly all quays including bunker 
FUEL: Bunkers available and supplied only by pipe connection at 
Bunker pier (Molo Mezzogiorno). Max. rate 400 tons per hour. 
CUSTOMS ALLOWANCES: Tobacco, for foreign ships not in 
coastal service in Italian Ports: 50 cigarettes per each crew member, 
for the first 24 hours of the ship's stay in port. Other cigarettes can 
be obtained for which an application to the Customs House is 
required. Spirits: 2 or 3 bottles per day (provided minimum 20 crew 


pot 

ig 8 Germany Netherlands 
Belgium Greece Portugal 
Denmark Nicaragua Spain 
Finland Norway Sweden 
France 


REPAIRS/DRY DOCK: Small repairs can be carried out at 
Catania. No dry docks available. 

AIRPORT: Very near important airport with regular international 
flights. 

TIME: GMT plus 1 hour. In Summer time GMT plus 2 hours, 
HOLIDAYS: Normally, during all holidays it is possible to work 
with extra payment. 

TELEPHONES: Numbers of emergency services: Police 226741; 
Fire Brigade 225760; Sanitary Office 279194; Harbour Master 225202. 
AUTHORITY: Capitaneira di Porto. 


CIVITAVECCHIA: 42.05 N. 11.47 E. 


DOCUMENTS: On arrival: 

4 Crew Lists. 

4Lists Passengers in Transit. 

4 Lists Passengers Disembarking. 

2 Provisions Lists. 

2 Lists of Crew Articles, including Tobacco, Cigarettes, Spirits, 

Radio, etc. 

Manifest(s) and Bill(s) of Lading n/n covering all cargo on board. 

It is recommended that particular care be exercised in giving the 
exact weight and number of tobacco, cigarettes, spirits, paper for 
cigarettes, cigars, cigarillos, coffee, sugar, salt, pepper, spices, 
cocoa and chocolate, etc., on board, as well as bunker quantities 
and lub, oil, thus avoiding fines in case the Customs guards in 
searching vessel subsequently should find any concealed. 
PILOTAGE: Pilots are advised of vessel's arrival by port authorities 
and by Agents. Therefore accurate advance notice of ETA should be 
addressed by Master to Agents. Pilot usually boards vessel within 
2 miles of port. Pilot station in port area. 
ANCHORAGES: Any vacant place assigned by port authorities, 
taking into account vessel's draft. If portis congested vessels anchor 
at roads. Pilot assistance is recommended. 
RESTRICTIONS: No restrictions are imposed upon entry. With 
the exceptions of particular individual cases to be submitted for 
perusal to harbour authorities, vessels may berth and sail at any 
time, weather permitting. 

AX. SIZE: Maximum permissible draft: 29 ft. 
HEALTH: Clearance is granted by radio; Master to cable Sanimare 
Civitavecchia 24 hours prior to vessel's arrival. Quarantine require- 
ments are those prevailing in all other Italian ports. 
ADIO: Communications to and from vessels are sent and received 
‘om Civitavecchia Radio. 

: Tugs wait for vessel at port entrance. Tug assistance is 

ny although not compulsory. Ship's lines have to be used. 

ERTHING: Shore fenders keep vessel off the quay. Berths: 

= Stor vessels up to 180 m. length, 28 ft. 6 in. draft. 


N ” ” wow 160 m. ” 25 ft. ” 
No. 8 " ” » » 240m ” 29 ft. ” 

% 9 " ” ye 8O0Krn " 23 ft. 6 in ” 
No. 10 " " moo” 220 m. ” 29 ft. ” 
No. 11 », 220 m 29 ft. 


Grain Silo located at berth No.8. 
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SPECIALISED CARGO HANDLING FACILITIES: Berth No. 8: 
grain silo of 35/40,000 tons capacity is available; this berthis equipped 
with two rail-suckers, four movable suckers and one elevator. Ore, 
coal, fertilisers, sulphur, etc. can be handled at quays No. 2/7/9/10 
and 11. Structures for containers not available here, nevertheless 
small traffic might be practicable. Roll-on/roll-off traffic practicable. 
Liquid chemicals practicable. No facilities exist for LPG carriers. 
STEVEDORES: To enable Agent to order gangs itis very important 
to obtain accurate ETA in good time. 

From 0800 hrs. to 1200 hrs. and from 1300 hrs. to 1700 hrs., or from 
0600 hrs. to 1230 hrs., from 1230 hrs. to 1900 hrs. and from 1900 hrs. 
to 0030 hrs. against payment of 32:50% extra. 

Saturday: From 0600 hrs. to 1230 hrs. against payment of 32-50% 
extra; from 1230 hrs. to 1900 hrs. and from 1900 hrs. to 0030 hrs. 
against payment of a further increase of 25%. 

Sunday: Work can be performed at overtime rates plus 50% extra 
from 0600 hrs. to 1230 hrs., from 1230 hrs. to 1900 hrs. and from 
1900 hrs. to 0030 hrs. 

Holidays: Work can be performed at overtime rates plus 150% 
extra from 0600 hrs. to 1230 hrs., from 1230 hrs. to 1900 hrs. and from 
1900 hrs. to 0030 hrs. 

MEDICAL: Not necessary to receive advance note of required 
medical attention. Hospital and clinical surgery available. Master to 
advise in advance of particular inoculations required. 

TANKERS: Maximum draft allowed 28 ft. 6 in. Maximum length 
180 metres. Tankers are not permitted to enter port before sunrise 
and after sunset. Diameter of discharge lines 8-10 in. 

FRESH WATER: Drinking water and water for boilers is supplied 
from pier by hoses. Average pumping rate 8-10 tons/hour. 

FUEL: Bunkering can be effected by means of barges and/or tank- 
lorries at all quays. Grades available: fuel oil and gas oil. 
DEVELOPMENTS: Availability of quay no. 0 dredging to 30 ft., 
length 180 m., equipped with two cranes of max. lifting capacity of 
35 tons each. Extension of outer breakwater and deepening of the 
basin. 

The port is being developed to receive tankers up to 80,000 dwt. 
GANGWAY/DECK WATCHMEN: Watchmen services recom- 
mended. 

OPENING/CLOSING HATCHES: First opening and last closing 
normally carried out by crew. 

CERTIFICATES: Requirements are those prevailing in all other 
Italian ports, e.g. Tonnage Certificate, Safety Equipment, Load 
Line, Deratting Certificate, etc. 

CUSTOMS ALLOWANCES: Tobacco. Quantity permitted to 
each crew member: 50 grams to be smoked within first 48 hours. 
Wine and/or Spirits. One open bottle of spirits. 
IDENTIFICATION CARDS: Required. Passes issued by local 
police. 

CONSULS: There are no Consulates, but only Consular Agencies 
or Honorary Representatives for the following countries: 


France Tel. 23044 Spain _ Tel. 24304 
Sweden ,, 23109 Norway ,, 25207 
Finland ,, 23134 Portugal ,, 23048 


Nearest British Consulate is in Rome. 
REPAIRS: Repairs of limited extent and importance may be carried 
out by 2 local workshops. 
REPATRIATION: Facilities exist to effect crew changes and to 
arrange repatriations. 
AIRPORT: Distance from Airport Leonardo da Vinci (Reme) 
70 kilometres. 
TIME: One hour in advance in relation to GMT. Clock will be 
advanced one hour in summertime, giving 2 hours advance of GMT. 
HOLIDAYS: All Sundays, 1st and 6th January, 19th March, 25th 
and 28th April, 1st May, 2nd and 29th June, 15th August, 1st and 4th 
November, 8th, 25th and 26th December, Easter Monday, Ascension 
Day, Corpus Domini. Holiday work is subject to the authorisation of 
port authorities. 
POLICE/AMBULANCE/FIRE: Police, 23729; Ambulance, 23382; 
Fire, 23333. 
TELEPHONES: Can be connected on board vessels at quays no. 
7 and 10. 
AUTHORITY: Capitaneria di Porto, Tel. numbers: 20250, 23015, 
22338. 


AGENT: Gastaldi & C. S.p.A., c/o Ant. Bellettieri & Co. S.p.A. 
23 Largo Plebiscito - P.O. Box 70 - 0005 3 Civitavecchia. Cables: 
“Dick”. Tel. 23289/23625; A.O. 21125. Telex 62432 “For Dick". 


FIUMICINO: 41.46 N. 12.13 E. 


DOCUMENTS: 

3 copies of Crew List. 

Store Manifest. 

List of Personal Effects. 

Manifest of Cargo. 
PILOTAGE: Vessel should await Pilot about 4 mile off the tanker 
loading platforms which are situated in the following positions: 

Platform R1: Latitude 41° 45’ 06” N. Longitude 12° 09’ 15” E. 

Platform R2: Latitude 41° 44’ 37” N. Longitude 12° 10’ 04” E. 
ANCHORAGE: Vessels waiting to berth should anchor to the 
South of Platform R2, not less than 1 mile from the platform. The 
anchorage is not recommended during strong South or South- 
westerly winds, and in unfavourable weather conditions it is advis- 
able for vessels to remain underway. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


It is forbidden to use anchors in the near vicinity of the tanker 
berths, due to the presence of underwater pipe-lines. When 
approaching the moorings, anchors must be firmly secured in the 


hawse. 
RESTRICTIONS: Pilotage and mooring is not carried out during 
hours of darkness. 
MAX. SIZE: Ships of any length can be moored. 

At R1 platform, water depth 23 metres, max. draft 54 ft. 

At R2 platform, water depth 19:50 metres, max. draft 46 ft. 

From time to time it may be possible to allow greater drafts subject 
to Pilot’s advice. 
HEALTH: Sanitary pratique can be granted by radio cabling 
“Medipro" Rome 36 hours (48 hours in case of arrival a day after 
holiday) before arrival stating: last port, number of crew and good 
health of same, ship's flag - using international code. 
RADIO: Advise Refinery of vessel's ETA 72 hours before arrival 
via Roma Radio. Confirm ETA 24 hours before arrival. 

Vessels arriving for the first time at Fiumicino should also advise 
dimensions of vessel's manifold flange connections. 

During cargo operations, the tanker will communicate by radio- 
telephone with the pumping station and the refinery. 
VHE: No VHF service, but vessel, when moored, can contact agent 
through Refinery radio-telephone. 
TUGS: Not required for mooring. 
MEDICAL: Local doctor and hospitals available in Rome. 
TANKER BERTHS: Two offshore mooring platforms, R1 and 
R2, connected to sea-lines of 20 in., 28 in. and 36 in. diameters. 
Loading rates 600 to 1,200 cubic metres per hour. Rate of discharge 
2,500 to 4,000 cubic metres per hour. 

Raffineria di Roma can accept dirty ballast or tank washings up 
to a maximum of 15,000 tons. 
MOORING: Vessel to have ready on arrival: port derrick rigged for 
hose handling; boat-rope and pilot ladder on the port side; three 
good mooring lines at the bow, each not less than 150 metres length. 

Vessel! is moored by the bow about 30 to 50 metres distant from 
the mooring platform. All ship's ropes are led back and secured on 
board to facilitate unmooring. 
HOSES: Connecting and disconnecting hoses performed by 
refinery personnel, vessel to supply winchman and man the derrick. 
Derrick capacity to be at least 3 tons. Each platform is equipped with 
two floating hoses, about 200 metres long, which drift fully extended 
when berth is not occupied. 
BALLAST: Raffineria di Roma can accept dirty ballast or tank 
washings up to a maximum of 15,000 tons. Recommended advise 
before arrival the quantity of ballast to be discharged. Ballast should 
be reduced to a safe minimum to save time at the mouring berth. 
SALINITY : 25-28 grams per litre. 
FRESH WATER: Supply by barge 100 tons per trip. 
FUEL: Bunkers not available, only luboil in drums can be supplied. 
CUSTOMS ALLOWANCES: 40 cigarettes per day for three days 
for each crew member. 
CONSULS: All Consulates and Embassies in Rome. 
REPAIRS: Small repairs can be effected but no dry dock. 
AIRPORT: International airport ‘Leonardo da Vinci" at Fiumicino 
TIME: GMT plus 1 hour. 
REGULATIONS: Raffineria di Roma will hold vessel responsbile 
for consequences of any pollution caused by oil leaking or dis- 
charged from the ship. Strictest precautions to be observed. 

Engine to be kept ready to leave the berth in the shortest possible 
time. 

Propeller movements are forbidden while vessel in berth, due to 
presence of floating pipe-lines. 
TERMINAL OPERATOR: Raffineria di Roma S.p.A., POB 9075, 
Aurelio 00100, Roma. 
AUTHORITY: |! Comandante del Porto, 00054 Fiumicino. 


GAETA: 41.13 N. 13.35 E. 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 

Provisions Manifest. 

Manifest of Crew Personal Effects. 

Cargo Manifest. 

Arrival Report — completed on arrival. 

Maritime Declaration of Health Certificate - completed on arrival. 

Ship's Certificates, including Italian Authority dues. 

Vaccination Certificates for sighting. 
PILOTAGE: Compulsory for entering road, docking and undock- 
ing. Pilots meet vessels about 2 miles off Punta Stendardo. 
MAX. SIZE: Pontile Petrole —- North side: Max. length 265 metres, 
draft 48 ft. South side: Max. length 190 metres, draft 39 ft. 
HEALTH: Free pratique may be requested by radio to Sanimare 
before arrival advising vessel's name, nationality, last port, number 
of passengers and crew and state of health on board. Pratique is 
automatic for vessels coming from ports in Italy, U.K., France, 
Belgium, Holland, W. Germany and Greece. Otherwise, free pra- 
tique granted by local Health Officer who boards ships on arrival 
together with harbour officers, between 0700 and sunset with pos- 
sible exceptions. In order to facilitate boarding by Officers at an- 
chorage or berth, it is requested that vessels have a convenient 
accommodation ladder/gangway ready. 
RADIO: 72 hours and 24 hours definite notice to Agent through 
Roma Radio. 
TUGS: Tug-boat assistance compulsory for docking and undock- 
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ing; also stand-by tug during loading/discharge, from connections 
disconnection of cargo hose. 

BERTHING: Docking and undocking - normally performed | 
daylight only, but with favourable weather conditions except 
have been and will be granted. Undocking normally until midnigh, 
TANKERS: The oil terminal is situated at Punta Molino ang, 
represented by a finger jetty with 2 berths alongside; North % 
tankers up to 100,000 dwt with a depth 52 ft.; South for 40,000-59% 
dwt, with a depth of 40 ft. and one separate stern berth with 404 
depth available. The latter is generally used for small ships ay 
loading refined products. At the two berths on the jetty disch, 
and loading is performed through up to 4 articulated 8-in. Steel pig 
connections. All berths are equipped for loading or discharge, 
full range of liquid petroleum cargoes, The distance between ty 
connections of the hoses at midship and the stern of the ship my 
not be more than 450 ft. 

The height between sea level and hose connection on the sh. 
is not to exceed 15 metres, otherwise necessity of ballasting durin 
discharge of crude carriers may arise. 

Sea Berth for VLCC's (under construction): The sea berth is» 
approximate position 41° 13’ 27" N., 13° 36’ 27” E. Moored vegse, 
will lie in an 0763° direction. The depth is reported to be 22 metry 
The pipe-line to the shore is 42 in. diameter. Length 3,150 metres, 

The mooring is expected to consist of one buoy with flashing 1 
light marking the position of the manifold, two buoys to the W.S\ 
of the mooring position in a line 0764° to indicate the “berthin 
line’ and seven mooring buoys. 

The berth is expected to be in use at the end of September 19; 
Maximum draft initially, 19 metres. Hourly pumping rate 7/8,000 ton 
BALLAST: Ballast is to be discharged exclusively ashore iny 
tanks of the refinery plant; discharge is performed through 8% 
connections and a 1600 metre long 10 in. pipeline at a rate of 3504 
tons per hour. It is therefore advisable that vessels nominated) 
load products at Gaeta arrive with as little ballast as possible. Heay 
fines are put on Masters if ballast is discharged overboard, 
DRY CARGO FACILITIES: 

Banchina Caboto. 106 metres long quay, with a maximum offic 
draft limitation of 20 ft. Vessels 130 metres length have bey 
accommodated with a draft of 21 ft. 6 in. Cargo operations a 
performed by ships' gear and/or dockers mobile cranes of up} 
30 tons capacity. Ample space for lorries, no railway junction. 

Banchina pier: About 50 metres long pier with one berth each sig 
in about 4:20-4:30 metres (14 ft.-15 ft.) depth. Cargo operation 
performed as above. Cargo handled: frozen commodities (in an 
out), general cargo, newsprint, clay, woodpulp, steel coils, etc. 
MEDICAL: Physician, dentist, eye and other specialists availabe 
Hospital and nursing homes in Formia about 7 km. from Gael 
Inoculation against smallpox, typhoid fever, etc., international cet 
ficates released. Extension of deratisation certificates granted, bé 
no fumigation performed. 

FRESH WATER: Of excellent quality, is supplied from city maine 
all berths. The supply to ships at the jetty cannot be assured duriy 
Summer season, owing to lack of water in city mains. 

FUEL: Supplies of Bunker C and gas-oil, can be arranged exit 
stallation for ships at oil berths. A minimum quantity of 200-250 ton 
is required for fuel and 100 tons for gas-oil. At dry-cargo ber 
bunkers can be supplied by road tankers only. 

REPAIRS: There are 2 machine shops for current requirement 
including welding work. 

CUSTOMS ALLOWANCES: 40 cigarettes and 1 opened bottt 
wine/spirits per man. 

IDENTIFICATION CARDS: Shore passes given by local polit 
TIME: GMT plus 1 hour. Summer-time: May to September, Gili 
plus 2 hours. 

AIRPORT: Nearest Rome, Fiumicino, Leonardo da Vinci Airport 
DEVELOPMENTS: New dry cargo wharf under construction, # 
be suitable for vessel up to 14,000 dwt in about 10 m. depth of wale. 
AUTHORITY: Gaeta Industrie Petroli S.p.A. 


AGENT: Lungomare Caboto, Palazzo Albani 3, 04024 — Gaeta, Ital 
Cable Address: “Italnoli - Gaeta’. Telex: 68050 Italgaet. Tel. 405% 
40915. After Hours: 42918, 40859 and 42431. 


GELA: 37.04 N. 14.15 E. 


DOCUMENTS: 
For Maritime Authority: 

Arrival Report. 

Crew List. 

Passenger List. 

Ship's Certificates, for sighting. 
For Port Health: 

Maritime Declaration of Health (2 copies). 

Vaccination Certificates, for sighting. 
For Customs: 

List.of supplies and engine stores. 

Cargo Manifest enclosing Bills of Lading. 
For Police: 

Passenger List (2 copies). 

Crew List (2 copies). 

Shore Passes for all Passengers and Crew. 
PILOTAGE: Pilots are requested by International Code signas 
(Flag or whistle acoustic signal, two long and one short bl 
Telegraphic address: Piloti del Porto Gela. ETA required at least! 
hours before arrival. No VHF. 

The pilot boat has black hull, white cabin with letter “P” paint 


black on both sides. The pilot boat stationed near port island, 
mt boards about 1 mile off the port. 
eNCHORAGE: Anchorage for vessels waiting Pilot about 1 mile 
a st of the head of the Western breakwater, South of the 10-metre 

" line. Small vessels may anchor to the West or East of the pier 
reese than 0:2 miles from the pier and in such a position as not to 
"struct vessels berthing or leaving from the dock or the pier. 
LIMITATIONS : Entry only between sunrise and sunset. 

MAX. SIZE: Dry Cargo vessels: 180 m. length, 30 ft. 6 in. draft. 
Tankers berthing at the Mole: 250 m. length 31 ft. draft. Sea Line 
Tanker terminal: 250 m. length, 44 ft. draft. Up to about 60,000 dwt. 
HEALTH: No radio pratique. Free pratique can be given on board 
st. 
wADIO: Roma Radio, or Augusta Radio. Messages are forwarded 
quicker through Rome Radio. , 
TUGS: One stationed to West or East of the pier, depending on 
weather and tide. Use of tug lines is optional. ; 
BERTHING: The Anic Pier has berths on both sides in depths 
of 30 to 31 ft. Jetty is 2,800 m. length, and is protected by a break- 
water. Two berths suitable for dry-cargo vessels of up to 10,000 dwt. 
are available at the jetty terminal platform. 

At the Breakwater there are two berths suitable for tankers up to 

about 34,000 dwt., plus four other berths for smaller vessels. See 
“ rs". 
TANKERS: Anic Sea Line Terminal: situated about 1 mile off the 
breakwater, a crude oil discharge berth in depth of 15 metres served 
by 34-in. sea-line terminating in two 12-in. flexible hoses. No slop 
discharge facilities. At the breakwater, Berth Nos. 1 to 6 for loading 
refined products and LPG can accommodate vessels up to 34,000 
tons with maximum draft 31 ft. These berths are also used for dis- 
charging crude oil and naphtha. 

Storage tanks situated up to about 15 m. above sea level. 
STEVEDORES: Should be ordered 12 hours in advance. Ship's 
gear used in dry-cargo operations although 5-ton mobile cranes 
are available. Two shore cranes are available fitted with grabs for 
discharge of bulk sulphur and phosphates. 

MEDICAL: All assistance can be arranged at two hours notice to 
Agents. Hospital and private clinic available. Vaccinations and 
inoculations with relative certificates can be arranged. 

DENSITY: 1024. 

FRESH WATER: Available at all berths. Not available at Sea-Line 
Terminal. 

FUEL: Usuaily available without notice. Bunker oil is only supplied 
at breakwater berths. 

DEVELOPMENTS: Two additional berths at the new pier situated 
to the West of the Anic pier, suitable for vessels of up to about 
731 m. (24 ft.) draft and used for loading ammonia and discharge 
of sulphuric acid. 

OPENING/CLOSING HATCHES: Optional to employ shore 
personnel. 

CUSTOMS ALLOWANCES: As for other Italian Ports. 
IDENTIFICATION CARDS: Required. 

CONSULS: No local representation. 

REPAIRS: Only minor repairs possible. 

AIRPORT: Catania, 104 km. away, eight flights a day to Rome. 
TIME: GMT plus one hour. Summertime: GMT plus 2 hours. 
HOLIDAYS: New Year's Day (ist January); Epiphany (6th Jan- 
vary); St. Joseph (19th March); Liberation Day (25th April); Labour 
Day (1st May); Easter Monday Ascension Day; Corpus Domini; 
Proclamation Day (2nd June); St Peter and St. Paul (29th June); 
Assumption B.V. Maria (15th August); Patron Saint (8th September) 
All Saints’ Day (1st November); Victory Day (4th November); 
Immaculate Conception (8th December); Christmas Day (25th 
December); Boxing Day (26th December). 
POLICE/AMBULANCE/FIRE: Police, tel. 30091; Ambulance, 
37058; Fire, 30222. 

SHORE LEAVE: Allowed. 

AUTHORITY: Ufficia Locale Maritimo, Via More 104. tel. 30390. 


GENOA: 44.24 N. 08.54 E. (See Plan) 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 

Provisions Manifest. 

Manifest of Crew Personal Effects. 

3 Cargo Manifests. 

Arrival Report, completed on arrival. 

Maritime Declaration of Health Certificate, completed on arrival. 
Ship's Certificates including Italian Authority Dues. 
. accination Certificates for sighting. 
(LOTAGE: Pilots advised of vessel arrival by port authority and 
~ latter by vessel's Agent. Therefore accurate ETA recommended. 
ilotage compulsory for vessels over 500 grt. To contact Pilots 
ma pilot boats, VHF Channel 12. Time of working 0800 to 1700. 
Aue board vessel at about 1 mile off port entrance. 

: CHORAGES: In case of port congestion or awaiting Pilot, 
REBT may anchor outside port entrance, East of the fairway. 

Way SiGTIONS: Tankers not usually berthed during night time. 
HEAL SIZE: Tankers: up to 46 ft. draft. Other vessels: 31 to 40 ft. draft. 
Ge, LTH: Free pratique may be requested by radio to Sanimare, 
bee between 12 to 6 hours before arrival, advising vessel's name, 
vom last port, number of passengers and crew and state of 
oan board. Pratique is automatic for vessels coming from 
Gries Italy, U.K., France, Belgium, Holland, W. Germany and 


ITALY 


RADIO: Genoa Radio, call sign ICB. Agent uses same station 
when cabling to vessels. 

TUGS: Tugs join vessel at port entrance. Ship's line used. 
BERTHING: Pilot advises Master which side to berth. Shore fen- 
ders keep vessel off quay. 

Calata Betolo: 1,432 ft. berthing length, 29 ft. permitted draft; 
Ponte Rubattino: 1,863 ft. berthing length, 31 ft. permitted draft; 
Ponte S. Giorgio: 2,050 ft. berthing length, 30 ft. permitted draft; 
Italsider Pier: 1,700 ft. berthing length, 40 ft. permitted draft; Silos 
Granario: 555 ft. berthing length, 30 ft. permitted draft; Silos Granario: 
490 ft. berthing length, 27 ft. permitted draft. 

CRANES: 38 floating cranes with capacities up to 150 tons and 
many electric cranes with capacities up to 45 tons. 

CONTAINER TERMINALS: |. Ponte Ronco (Ronco Pier): Depth 
alongside, Il m. Length of quay along Eastern side of the pier where 
two container ships can operate simultaneously, 400 m. 

Equipment: (a) two “Paceco-Vickers-Reggiane” cranes having a 
maximum lifting capacity of 45 tons and the following main 
characteristics: 

gauge of crane gantry 27 m. (88 ft. 6 in.); 

maximum height of structure above wharf level 31 m. (101 ft. 7 in.); 

total length of travelling bridge 74-85 m. (245 ft. 6 in.); 

maximum seaward outreach 35 m. (114 ft. 8 in.); 

useful travel of spreader with bridge partially drawn back for crane 
working on quayside 28 m. (92 ft.); 

maximum height of spreader above wharf level 20-5 m. (67 ft. 2 in.); 

crane suitable to unload 20 ft., 30 ft., 35 ft., 40 ft. containers using 
telescopic spreader; other cargoes by hook (capacity 45 tons); 
bulk materials by bucket (capacity 15 tons); 

(b) one telescopic straddle carrier for 20 ft., 35 ft., 40 ft. containers; 

(c) three service tracks along the wharf; one side track for railcars 
along the Western side of the pier and one track for service of the 
container shed; 

(d) independent in-and-out six-lane customs check-point, with 
weighing plants, rail and road sidings to the Sampierdarena base 
network and to Lungomare Canepa respectively; 

(e) check-point buildings covering a total surface of 875 sq. m 
(9,418 sq. ft.) and of 9,620 cbm. (339,728 cu. ft.) in volume, divided as 
follows: 

building no. 1 to accommodate Police, Customs guard, Italian 
State Railways, the heating plant and other services; 

building no. 2 to accommodate Port Authority, Customs and com- 
mercial offices which can be enlarged 3,000 additional cbm 
(105,944 cu. ft.); 

(f) one metallic shed with loading platform for both railway cars 
and lorries, for consolidation (groupage) operations, having a 
surface of 1,400 sq. m. (15,070 sq. ft.); 

(g) special pavings which allow piling of containers up to six 

heights. 

The Ronco pier also has the possibility of internal direct commu- 
nications with Sampierdarena docks through the Calata Derna 
(Derna quay), the possibility of direct connection with the harbour 
elevated road through ramps at the end of the pier and the possibility 
of doubling the berthing places along the Western side of the pier 
and of a further Westward enlargement of 20,000 sq. m. (5 acres). 

2. Ponte Libia (Libia Pier): Depth alongside, 11 m. Length of quay 
400 m. along Western side of the pier served by the “Paceco” crane, 
and 150 m. on the Southern side not served by the crane. 

Equipment: (a) one ‘‘Paceco-Vickers-Savigliano” crane having a 
maximum lifting capacity of 40 tons and the following main 
characteristics: 

gauge of crane gantry 27 m. (88 ft. 6 in.); 

maximum height of structures above wharf level 31 m. (101 ft. 7in.); 

total length of travelling bridge 69 m. (226 ft. 4 in.); 

maximum seaward outreach 28:8 m. (94 ft. 3 in.); 

useful travel of spreader with bridge partially drawn back for crane 
working on the quayside 23-3 m. (76 ft. 4 in.); 

maximum height of spreader above wharf level 20-5 m. (67 ft. 2 in.); 

crane suitable to unload containers by 20 ft. 30 ft. 35 ft., 40 ft. 
spreaders; other cargoes by hook (capacity 40 tons); bulk 
materials by bucket (capacity 15 tons); 

(b) stockyards for a total surface of 42,900 sq. m. (10-7 acres); 

(c) shed with loading platform and steel supporting frame 100 m. 
(328 ft.) long, 25 m. (82 ft.) wide and a total surface of 2,500 sq. m. 
(26,910 sq. ft.); 

(d) Six straddle carriers having a lifting capacity of 30 tons and 
possibility of stacking up to three rows of containers. 

(e) 80 flat cars, 7 of which are for 40 footers, 12 tractors, 12 fifth- 
wheel tractors, two 11-5 ton lift-trucks, six 2-ton lift-trucks, and one 
3-ton lift-truck. 

TANKERS: Berths in Genoa Harbour suitable for tankers up to 
750 ft. length, 34 ft. draft. Tankers discharging at Calata Sanita and 
Calata Olii Minerali are berthed stern to quay. 

Multedo Harbour situated West of main harbour has the following 
jetties: 

Multedo Pier - for vessels up to 588 ft. length, 31 ft. draft. 

Pier ‘‘A" —- for vessels up to 580 ft. length, 36 ft. draft. 

Pier “B"” —- for vessels up to 850 ft. length, 43 ft. draft. 

Pier “C" - for vessels up to 850 ft. length, 46 ft. draft. 

Pier “‘D" - Presently accommodating tankers up to 46 ft. draft. 

Discharge Rate: Max. discharge rate for crude products: 


Pier “A” 2,500/3,500 t.p.h. 
Pier “B” 3,500/6,000 t.p.h. 
Pier “C” 6,000/10,000 t.p.h. 
Pier “D" 6,000/10,000 t.p.h. 


Masters may speak direct to Pilots or Harbourmasters at Multedo 
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Oil Berth in order to obtain latest information about berthing, etc., 
by calling on VHF Channel 6. 

Buoy Terminal: A steel tower, set up about 2,800 metres off the 
Genoa Multedo Oil Dock in water 50 metres in depth is provided 
for the discharge of crude oil from supertankers up to 500,000 dwt. 

A 48 in. (120 cm.)submarine pipe-line connects the tower with the 
terminals of all the oil companies operating at the Multedo Oil Dock 

Technical Characteristics: The tower consists of a steel structure 
having the form of a truncated pyramid set into the sea-bed at a 
depth of 50 metres and supporting the following parts above the 
level of the sea: 

A lower platform having quarters for the accommodation of 
personnel or the housing of the various services, the deck being at 
a height of 6:335 metres a.s.|. This platform is protected by a steel 
structure mounted on elastic supports, with wooden fenders topped 
with rubber buffers. The toroidal structure, externally to the rubber 
buffers, is 34-200 metres in diameter. Under the impact of a vessel, 
the ring will shift axially for a distance of 2 metres as a result of the 
system of shock absorbers which support the lower platform. 

An upper platform 10-:335 metres a.s.|. which carries the rotating 
arm for berthing tankers and the connection of the floating discharge 
hoses. The rotating arm reaches a height of 13-882 metres a.s.I. and 
is fitted with: 

(a) a bollard capable of withstanding a horizontal pull of 360 tons; 

(b) two pipes 24 in. in diameter running to a double universal joint 
at sea level for connecting the riser of the submarine line to the 
floating hoses linking tower and tanker; on the rotating part of the 
tower, the two 24 in. pipes are fitted with cut-off valves and may be 
connected one to the other by means of a by-pass with a gate valve; 

(c) a 5-ton service crane; 

(d) a lighted beacon and radar reflector at a height of 23 metres. 

Floating hoses for crude oil discharge: The two 24 in. pipes with 
which the riser connects on the tower are coupled by universal 
joints to two floating hoses of 24 in. diameter, with 16 in. terminals, 
each hose being about 310 metres in length and consisting of 29 
sections of 10-67 metres, of which the last three of 16 in. diameter 
for connecting to the ship's manifold. They are fitted with a blank 
flange, a Camlock rapid-closing joint and a Keystone rapid cut-off 
valve that will ensure perfect tightness and rapid disconnection in 
an emergency. 

The hose connections are exactly 90° left of the bollard with 
respect to the mooring vessel. 

Signal lights and fog horn: The tower is equipped with a regulation 
flashing white light 23 metres a.s.|. and a fog horn. 

The two floating hoses are marked at night by five red lights visible 
at a distance of 2 miles. 

BALLAST: Facilities exist for the collection and clearance of slops 
by means of special barges. 

BULK HANDLING FACILITIES: Coal, ore, steel waste, etc., 
discharged at Italsider Pier, length 518 metres, depth alongside up 
to 13-70 metres. 

STEVEDORES: Working hours: General cargo, 0800-1200 and 
1330-1730; coal, 0700-1300 and 1400-2000; ore grain, 0800-1200 and 
1330-1930; Saturdays, 0800-1300; grain silos, 0700-1200 and 1330-1630, 
0700-1200 on Saturdays. Italsider Pier: 24 hours daily in three shifts. 
MEDICAL: All medical assistance available. Advance notice re- 
quired for urgent cases only. 

DENSITY: Varying from 10253 to 10263. 

FRESH WATER: Available direct from quay at almost all berths. 
Supply by lighter, minimum 20 cu. m. 

FUEL: All grades available. Delivered by barge. 48 hours notice 
desirable. 

DEVELOPMENTS: Construction of new port at Voltri. A floating 
dock with capacity of 300,000 tons under construction. 
GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: First opening and last closing 
normally carried out by crew. 

CUSTOMS ALLOWANCES: Tobacco. Customs allow a maximum 
of 50 cigarettes or 10 cigars, or 50 grams tobacco per person, as long 
as vessel stays in port. All cigarettes, cigars, etc. must be ready on 
arrival in a locker in order to be checked and sealed by Customs 
guards. Wine and/or spirits. Wine allowed any reasonable amounts. 
Spirits allowed one bottle for every two crew members. 

CARGO GEAR: Certificates must be in order, otherwise authorities 
may prevent vessel perform commercial operations, especially if 
using derricks. 

IDENTIFICATION CARDS: Required. Shore passes issued by 


local police. 

CONSULS: 
Argentina Guatemala 
Austria Haiti 
Belgium Honduras 
Bolivia Paraguay 
Brazil Spain 
Chile Turkey 
Colombia U.K. 
Costa Rica Indonesia 
Cuba Iceland 
Denmark Lebanon 
Panama Liberian 
Portugal Madagascar 
Switzerland Mexico 
U.S.A. Monaco 
Cyprus Nicaragua 
Dominican Norway 
El Salvador Netherlands 
Ecuador Peru 
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France Sweden 
Germany Uruguay 
Greece Venezuela 


REPAIRS: All types of repairs available. Preferable have advany 
notice of requirements. 

DRY DOCKS: One floating dry dock, lifting capacity up to 15, 
tons; 7 dry docks (largest dimensions 280 x 40 x 12:50 metres), 
REPATRIATION: All facilities available. 

AIRPORT: Located at about 5 kilometres from town. Served) 
regular lines, international services. ' 
TIME: Local time in relation to GMT one hour ahead. Summer tin, 
further one hour ahead from May to September. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th Januar, 
St. Joseph (19th March); Liberation Day (25th April); Labour 0, 
(ist May); Easter and day after Easter; Ascension Day; Corny 
Domini; Proclamation Day (2nd June); Patron Saint's Day 
dune); St. Peter and St. Paul (29th June); Assumption B.V, 
(15th August); All Saints’ Day (1st November); Victory Day (4 
November); Immaculate Conception (8th December); Christny 
Day (25th December); holiday (26th December). 

Holiday work is available at overtime rates. Generally workers pp 
available on 1st January, 1st May and 25th December. Saturds 
work performed after 1200 hrs. is at overtime rates. 
POLICE/AMBULANCE/FIRE: Police, tel. 55.555, 61.395; Am) 
lance, tel. 469659, 480171; Fire, tel. 22.222, 466666, 62.222. 
TELEPHONES: Telephones can be placed on board at appr 
cost of lire 6.500 for installation, lire 2.250 rent per apparatus forth 
first day, lire 850 for each succeeding day. 
IMPROVEMENTS: Forecasts for new traffic are of such exty 
that the Libia pier will be improved by adding a second spec 
45-ton crane with a seaside outreach of 35 metres (115 ft.) and wa 
an enlargement on a new area of 20,200 sq. m. (5 acres) which 
bring the total surface of the terminal up to 72,100 sq. m. (17°8 acre 

The above new area will be equipped with a bridge crane on) 
with 54:50 m. (178 ft. 8 in.) of gauge and having sufficient heights 
allow stacking up to four rows of containers. This will bring th 
handling capacity of the pier up to 5,566 20 ft. containers, Th 
terminal is connected to the port elevated road and through thy 
linked to the net of the inland bound highways. 

3. Calata Bettolo Terminal: The third container terminal will} 
built on reclaimed land obtained in the waters facing the “Cals 
Bettolo” and along the ‘‘Calata Canzio”. The filling-in works willt 
400 m. (1,312 ft.) long and 220 m. (722 ft.) wide. Its total surface will) 
of about 100,000 sq. m. (24-7 acres). 

Two 45-ton Paceco cranes will operate on the terminal whichw 
be equipped with a warehouse similar to the one existing at Pow 
Libia. An elevated road connection 2 km. (1:3 miles) long will lit 
the new terminal to San Benigno customs check-point. 

Track and railway facilities will run at the centre of the pier accor 
ing to the most advanced trends, in order to avoid any interferens 
with the truck traffic. 

AUTHORITY: Consorzio Autonomo del Porto di Genoa. 


LA SPEZIA: 44.06 N. 09.49E. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

1 Provisions List. 

1 List of Parcels. 

1 Cargo Manifest. 

1 Bill of Lading. 

All Ship's Certificates including Italian Anchorage Dues. 
PILOTAGE: Compulsory. Pilot Station situated on breakwater! 
entrance to Gulf. One hours notice to Pilots required for shifty 
sailing vessel, Pilot boards incoming vessels at Torre Scuola. 
ANCHORAGE: Safe areas available in depths 25 to 34 ft. Ma 
bottom, no tide. Tankers: if waiting berth required to anchor! 
Safety Zone immediately behind the breakwater. If this anchoraf 
Hs a | by two vessels later arrivals must anchor outside tt 

ulf. 

RESTRICTIONS: Western entrance to Gulf is 400 m. wide we 
depth of 42 ft. 6 in. The dredged channel to the port is 42 ft. det 
Eastern entrance is 200 m. wide used by smaller vessels only. 
MAX.'SIZE: Limited only by draft; 33 ft. for the Mercantile Porta 
grain silos. For vessels proceeding to coal berth max. draft 30 ft.4" 
For vessels proceeding to Enel Pier max. draft 35 ft. 

Tankers up to 40 ft. draft accommodated. 

HEALTH: Radio pratique may be requested to Sanimare-Laspe 
before arrival. Pratique is automatic for vessels from Ports in Us 
France, Belgium, Holland, W. Germany, Greece and Italy. 
RADIO: Genoa Radio - ICB or Marina Militare ICS. Radio te 
phone station at Leghorn, transmitting 2591 kHz., receiving 2 
kHz. 

TUGS: Seven tugs available up to 1,500 h.p. For large tankers, {0 
tugs usually used. 

BERTHING: 

Garibaldi Quay: length 510 metres, with three berths for ships® 

to 29 ft. draft. 

Malaspina: length 200 metres, depth alongside 21 ft. 

Paita Dock: length 535 metres, three berths for vessels up to wt 

draft. At Berth No. 7 depth increased to 33 ft. 

Italia Quay: length 368 metres, depth alongside 19 ft. 6 in. 

Dock No. 8: length 80 metres, depth alongside 18 ft. 

ENEL Quay: length 200 metres, depth alongside up to 35 ft. 
TANKERS: Shell Pier, length 177 metres, with four berths up’ 
39 ft. 6 in. depth. 


SPi Buoy Terminal, situated 650 metres from San Bartolomeo 
e, Vessels moor stern towards the shore. A crude oil discharge 
poor in depth of 11:50 metres, suitable for tankers up to 36 ft. draft. 
oe oil berths at ENEL Quay, depth 35 ft. SNAM terminal for 
pow oh situated in Panigaglia Bay. Length 498 m., depth alongside 
ft, Berths for two vessels. ; 

Safety regulations are handed to Master on arrival and must be 
trictly observed. No shore steam or electricity available. At Shell 
pr no goods may be loaded from shore. : 

"Slop discharge facilities available only at the Shell pier. : 
BULK HANDLING FACILITIES: Ferruzzi Grain Silos at Paita 
Dock. Discharge by two mechanical conveyors, capacity 2,000 tons 

r shift. 

wt Garibaldi Quay grain discharged by four vaccuum-operated 
intake pipes, capacity 400 tons per hour. : 

Coal conveyor system at Paita Dock, capacity 450 tons per hour. 
CONTAINER TERMINAL: Situated on the Eastern side of the 
Commercial Port. Owned by Contship of Cadenazzo. Crane for 
discharging and handling containers up to 40 ft. max. draft. 18 ft. 
STEVEDORES: Gangs to be ordered by 0700 for morning shift, 
and by 1300 for afternoon shift every normal day from Monday to 
Friday. For mechanised work the same routine is to be followed. 
Saturdays, morning is considered as overtime work (tariff plus 
750°). On the afternoon of Saturday, time is considered as holidays 
and so are Sundays. Saturdays and Sundays shift to be ordered on 
Friday afternoon within 1530 hours. 

MEDICAL: All facilities available. Vaccinétion/inoculation can 
be arranged. Prior notice should be given if urgent attention 
required on arrival. 

FRESH WATER: Available at most berths, or by barge. 

FUEL: Can be taken concurrent discharge at Shell Pier and S.P.I. 
terminal. Supplied by barge at other berths. 

IDENTIFICATION CARDS: Shore passes issued to crew. 
CONSULS: Following countries represented at Spezia: Denmark, 
France, Finland, Holland, Norway, Portugal, Sweden. 

REPAIRS: Naval and civil repair yards can undertake all types of 
work, 

DRY DOCKS: Available only when not used for naval vessels: 
No. 5, 20965 m. by 27-60 m.; No. 6, 210-20 m. by 23:10 m. Floating 
dock for 80,000 dwt. under construction. 

TIME: GMT plus one hour. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th Janu- 
ary); St. Joseph (19th March); Liberation Day (25th April); Labour 

Day (ist May); Easter and Day after Easter; Ascension Day; Corpus 
Domini; Proclamation Day (2nd June); St. Peter and St. Paul (29th 
June); Assumption B.V. Maria (15th August); All Saints’ Day 
(ist November); Victoria Day (4th November); Immaculate Con- 
ception (8th December); Christmas Day (25th December); Boxing 
Day (26th December). 

SHORE LEAVE: Allowed. 
AUTHORITY: Capitaneria di Porto, La Spezia. 


AGENT: Gastaldi & C. S.p.A., 39-A/4, Via F. Crispi, PO Box 371. 
Cables: “Dick"’. Telex: 27482. Tel.: 32040 and 32041. 


LIVORNO (Leghorn): 43.33 N. 10.20 E. (See Plan) 


DOCUMENTS: Complete set of Manifests and B/Ls relative to 
cargo destined for this port. Complete set of Manifests of all cargo 
in transit. 3 Crew Lists. 3 Passenger Lists. All ship's documents. 
ANCHORAGE: Anywhere between 1-14 miles from breakwater. 
PILOTAGE: Sound signals for calling Pilot, 3 long blasts, or 
international signal '‘G"’. Pilot boards vessels 1 mile from breakwater. 
RESTRICTIONS: No night berthing for tankers; no restrictions 
for tankers on sailing, when empty and up to 15,000 gross tonnage 
according to weather conditions. 
MAX, SIZE: Maximum draft for commercial port 34 ft. 6 in.; for oil 
carriers: 37 ft. 6 in. for tankers up to the length of 215 metres, or 34 ft. 
Sin, for tankers from 215 to 240 metres length. 
HEALTH: To obtain free pratique by radio cable to “Sanimare”, 
pee advising all health particulars at least 12 hours before 
val. 
RADIO: Roma Radio generally used for communications. 
Ltt iy normally join vessel at entrance of the port. Ship's 
used. 
BERTHING: Alto Fondale, depth alongside 34 ft. 6 in. 
Calata Orlando, depth alongside 28 ft. 6 in. 
Calata Carrata, depth alongside 28 ft. 
Calata Pisa, depth alongside 26 ft. 
Calata Depositi Franco, depth 29 ft. 
ewicta Sgarallino, depth 28 ft. 6 in. 
| aULK HANDLING FACILITIES: Grain: discharging rate 1,000 to 
00 metric tons per day. 
we and coal bulk: discharged by shore elevators at Calata Or- 
TAN} discharging rate 1,500 to 2,000 tons per day. 
KERS: Two berths at Darsena Petroli for tankers up to 240 
metres length, draft 39 ft. 6 in. 
" other tanker berths, for vessels up to 30 ft. draft. 
to “rpg berth only in daylight hours, tankers may sail up 
be Slop facilities available. 
with VEDORES : ETA required by Agentin order to arrange matters 
ED evedores at least 48 hours before arrival. 
togeth AL: It is advisable to give details of assistance required 
gether with ETA cable. Hospital facilities available. 


bar, WATER: Available, by pipe-line. On other quays delivery 
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FUEL: All grades available from berth. Advance notice required 

48 hours; supply subject to Owners’ stem. 

+ Anaemia HTP HATCHES: Normally carried out by steve- 
ores, 

CERTIFICATES: All ship's certificates required. 

CUSTOMS ALLOWANCES: Tobacco. 50 cigarettes, or 50 grams 

tobacco per man for the first 24 hours. Wine and/or Spirits. Only in 

consignment of the Master. 

IDENTIFICATION CARDS: Issued by local police authorities. 

CONSULS: 


Denmark Norway 
Finland Netherlands 
France Peru 

West Germany Panama 
Greece Portugal 
Haiti Spain 
Liberia Sweden 
Monaco Switzerland 


REPAIRS: All types of deck and engine repairs are possible. 

DRY DOCKS: Dry docks suitable to accommodate a Liberty type 

sip. A small floating dry dock for vessels up to maximum of 1,500 
ons. 

REPATRIATION: Ali necessary repatriations possible. 

prea Nearest at Pisa, distance about 20 km.; served by 

italia. 

TIME: Local time is one hour ahead of GMT, and summer time 2 

hours ahead. 

HOLIDAYS: 1st January, 6th January, 19th March, Easter Monday, 

25th April, 1st May, 23rd May, 2nd June, 13th June, 29th June, 15th 

August, 1st November, 4th November, 8th December, 25thDecember, 

pes shoe ed On these days work can be arranged with an increase 

of 150%. 

TELEPHONES: Only at some quays is it possible to place tele- 

phones on board. 

rralteghas bf Camera di Comercio Industria e Agricultura, 
ivorno. 


MANFREDONIA: 41.37 N. 15.55 E. 


DOCUMENTS: 

5 Crew Lists. 

3 Provision Lists. 

3 Lists of Crew Possessions. 

Customs Documents. 

Cargo Manifests. 

Bills of Lading. 

Ship's Papers. 
PILOTAGE: Compulsory for vessels over 300 tons. Pilot boards 
1 mile off Mole di Levante. No VHF station. 
ANCHORAGE: Good holding ground in 5 fathoms, 1 mile S.E. from 
Mole di Levante. Sheltered from all winds, except N.E. to S.E. 
RESTRICTIONS: Depth 23 ft. at breakwater entrance, which is 
14 cables wide. Depth 23 ft. alongside Mole di Ponette, for a length 
of 1,500 ft. 
HEALTH: Pratique given at anchorage. 
RADIO: Radio Roma, call sign “IAR”. 
TUGS: Three. Tugs make fast at anchorage and tow vessel into 
harbour (in the case of large vessels). Ships lines used. 
STEVEDORES: 100 men available. 
MEDICAL: There is a small hospital. 
FRESH WATER: Available. 
FUEL OIL: Not available. 
DEVELOPMENTS: Large future development expected. At 
present a new jetty is under construction, extends in a S.E. direction 
for 14 miles to seaward, about $ mile east of Mole di Levante. Depth 
alongside this jetty will be 12 metres. Owing to construction it is 
advisable, when arriving at night, to remain about 3 miles off until 
morning, when a closer approach can be made. 
GANGWAY/DECK WATCHMEN: Available, but unnecessary. 
OPENING/CLOSING HATCHES: By crew. 
CUSTOMS ALLOWANCE: 40 cigarettes per man. 1 bottle spirits. 
IDENTIFICATION CARDS: Shore passes are issued by Police 
on arrival. 
CONSULS: None. 
REPAIRS: Only small repairs. 
REPATRIATION: Can be arranged. 
AIRPORT: Bari and Foggia. 
TIME: GMT plus 1. Alterations to clocks are made from Spring to 
beginning of Autumn, then GMT plus 2 hours. 
POLICE/AMBULANCE/FIRE: All services telephone 113. 
TELEPHONE: Situated at Main Gate, end of Mole di Ponette. 
SHORE LEAVE: No restrictions. 
AUTHORITY: Harbour Master, Manfredonia. 


MESSINA: 38.11 N. 15.34 E. 


DOCUMENTS: If vessel comes from foreign port, whenever 
possible, at least one copy of Crew List and Passenger List to be 
sent some days before her arrival, so that they can be delivered to 
police in advance. Required on arrival: 

3 Crew Lists. 

1 Provisions List. 

3 Lists Passengers in Transit. 

3 Lists Passengers Disembarking. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


1 List of Articles - new and Customs-barred in possession each 
crew member — cameras, binoculars, radios, cigarettes, tobacco, 
new articles, etc. If on inspection articles or quantities not in 
conformity or in excess, Master responsible; articles removed 
and heavy fine imposed. 

Copies of Cargo Manifest also to be prepared on arrival. 

If Anchorage Dues already paid and still in force, the relative 
receipt to be shown to the Harbour Authorities, together with other 
ship's papers and report of arrival to be delivered to them. 
PILOTAGE: Pilot meets vessel at about 1 mile from port's entrance. 
On request he can meet vessel at a greater distance, but additional 
tariff to be paid. Pilotage through Messina Straights is available 
but not compulsory. 

MAX. SIZE: Maximum draft allowed: 33 ft. at passenger quay: Other 
berths 27 ft. 

Max. length 200-300 metres. 

Tankers: Length 100 metres, draft 27 ft. 

ANCHORAGES: Allowed outside harbour; at Paradiso's bay, 
sufficient depths for safe anchorage existing. Advisable to request 
Pilot's assistance for indication of best anchorages. 
RESTRICTIONS: For entering harbour during night time ETA to 
be given in advance. 

HEALTH: Free pratique automatic for vessels coming from other 
Italian ports and quarantine flag not to be flown on entering. From 
other countries usual procedure appiies. 

RADIO: Contact through Rome Radio, Naples Radio, Augusta 
Radio, or Messina Radio. 

TUGS: Not compulsory. Tugs join vessels at about 4 mile from 
entrance of harbour. If tug's lines used increase of 10% on tariff. 
STEVEDORES: Enable Agent order gangs important obtain 
accurate ETA. Latest time to order gangs: normal shift 0730 for 
work in the morning; 1200 for work in afternoon; night shift 1600 
same day — Saturday noon or Sunday at 1200 on Saturday. 

Failure to give ETA results in cost of waiting gangs, charged to 
vessel. 

Tonnage: Per gang in 8 hours: General cargo 50 ton - cereals 
80 ton. 

HOLIDAYS: Work can be arranged, provided timely notice is 
given, in following official holidays, paying the respective increase 
on normal tariff: 

New Year's Day (January 1st); Epiphany (January 6th); March 
19th; Easter Monday; 25th April; 1st May; Ascension Day; June 
2nd; June 3rd; local religious holiday; Corpus Domini; 29th June; 
15th August; 1st November; 4th November; 25th December; 26th 
December. 

MEDICAL: Doctor can attend sick crew members or for vaccina- 
tions. Hospitals available. 

TANKERS: There is an Esso bunkering station only. Small tankers 
from time to time discharge fuel oil, gasoline, etc. 

FRESH WATER: All quays have water pipe-line connections and 
water may be supplied day and night (provided ETA given) directly 
from ashore by hoses; during summer time water may be supplied 
from 0700 to 1100 only. 

GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: May be carried out by the crew 
or stevedores. 

CERTIFICATES: 

Safety Certificate. 

Wireless Safety Certificate. 

Freeboard Certificate. 

Deratisation Certificate. 

Anchorage Duties Voucher. 

Crew List. 

Passenger List. 

Construction Certificate. 

CUSTOMS ALLOWANCES: 50 grms. tobacco for each seaman. 
Spirits: 2? bottle for all crew. 
IDENTIFICATION CARDS: Required. 


CONSULS: 
Argentina Peru 
England Germany 
Norway Panama 
Sweden Denmark 
Colombia Finland 
Holland Guatemala 


REPAIRS: Almost all types of deck and engine repairs can be 
carried out. 

DRY DOCK: Dry dock belonging to Italian Navy. If itis not engaged 
for warships it can be hired. Therefore application must be granted 
by the Marina Militare. Dimensions are as follows: 492 ft. x 52 ft. 7 in. 
(bottom), 81 ft. 6 in. x 24 ft. 8 in. (top). 

Smaller floating dry dock available, but also belongs to Italian Navy. 
One graving dock, length 250 m., breadth 38 m. 
REPATRIATION; No particular facilities existing; but necessary 
repatriation can normally be arranged. 

AIRPORT: Reggio Calabria Airport - distance about 10 km. From 
Messina, Reggio Calabria can be reached in 15 minutes by hydrofoil 
boats, which run every half hour (about). Flights from Reggio Airport 
in winter, one per day; in summer, 2 per day. 

TIME: In relation to GMT local time is an hour ahead. During 
summer, from June to September, clocks are put one hour forward, 
POLICE/AMBULANCE/FIRE: Police, 46830; Ambulance, 45070; 
Fire, 30222. 

TELEPHONES: No arrangements exist. 

SHORE LEAVE: Allowed. 

AUTHORITY: || Comandante Colonello di Porto, Messina. 
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MILAZZO (Sicily): 38.13 N. 15.16 E. 


DOCUMENTS: 
6 Crew Lists. 
6 Passenger Lists. 
Provisions Manifest. 
Manifest of Crew Personal Effects. 
Cargo Manifest. 
Arrival Report - completed on arrival. 
Maritime Declaration of Health Certificate - completed on atin 
Ship's Certificates, including Italian Authority dues. 
Vaccination Certificates for sighting. 
PILOTAGE: Pilot boards 14 miles off the berths. Internatiog 
Code signals used. Pilot can be contacted on VHF channel 12 
ANCHORAGE: There are 6 anchorages for tankers over 3,000 
‘no.1to 600 metres off the harbour green light - Bearing 034 


O91" 


no.2 » _ 920 ” wo” ” ” at ” 

no.3,, 3.870 ” oo” ” ”" “a” =F ” 97" 
no. + ” 3.050 ” ” ” ” ” bias bat ” 101" 
no.5 ” 1.200 ” ” ” ” ” no > ” 038 
no.6 ,, 1,600 ; 


Anchoring prohibited within 1 mile of Refinery Wharves. 
RESTRICTIONS: Large tankers are berthed in daylight hop 
only, medium and small tankers all hours. Unberthing all hours, 
MAX. SIZE: Tankers up to 326,000 dwt. No. 3 jetty for Vice 
up to 400,000 dwt. reported under construction and expected to} 
available during 197 
RADIO: Refinery may be contacted on VHF Channel 12. 
HEALTH: Free pratique may be requested by radio to Sanim 
between 12 to 6 hours before arrival advising vessel's name, natie 
ality, last port, number of passengers and crew, and state of hes 
on board. Pratique is automatic for vessels coming from ports; 
Italy, U.K., France, Belgium, Holland, W. Germany and Greece, 
TUGS: Six tugs available, 22,500 h.p., and 41,000 h.p. Me 
vessel 3? mile off berths. Ship's lines used. 

DRY CARGO FACILITIES: Ludovico Mazzullo Jetty, lengthy 
he Ha depth 22 ft.; Pennello Eolie Jetty, length 65 metres, dep 
t 


23 ft. 
MEDITERRANEAN REFINERY FACILITIES: One whari§ 
metres long and with a depth of 50 ft. allows the simultaneous loads 
or discharging of 2 ships (max. size 100,000 dwt.) and 1 ship of sm 
tonnage. Vessels berth head out. One anchor is used in moor 
but is not obligatory. Lines run to buoys ahead and astern. 
One wharf 650 metres long and with a depth of 85 ft. on Westst 
and 75 ft. on East side allows the simultaneous loading or & 
charging of 2 big ships (up to 326,000 dwt. on West side and uw) 
250,000 on East side) and 1 ship of medium tonnage by the ste 
Vessels berth head out. One anchor is used in mooring, butis® 
obligatory. Lines run to mooring dolphin ahead and astern. 
Crude oil: loading arms 12 in. and 16 in.; fuel oil, ballast and ot 
grades: arms 12 in. 
Ballast line: 120 in. 
Discharging rates up to 14,000 tons per hour using two dischay 
lines at VLCC berth. 
FRESH WATER: Boiler and drinking water supplied from the je 
At anchorage by barge. Max. pumping rate 50 tons per hour. 
FUEL: All grades available subject to prior notice. 
BALLAST: Ballast facilities available. Reception 700/800 tons» 
hour. No restrictions in capacity. 
IDENTIFICATION CARDS: Shore passes given by local pole 
TIME: GMT plus 1 hour. Summer-time: May to September GY 
plus 2 hours. 
CUSTOMS ALLOWANCES: 50 cigarettes are allowed per™ 
per day for the first two days. 
CONSULS: No Consul in Milazzo. The nearest are in Mess? 
for the following countries: Peru, Great Britain, Argentine, Non 
Uruguay, Chile, Denmark, Germany, Australia. 
AIRPORT: The nearest is at Reggio Calabria where there? 
three regular flights per day. Reggio Calabria can be reached by? 
and by hydrofoil in about two hours. Catania airport also neat 
and may be reached by car or train in about two hours. 
TELEPHONE: Connections possible at Refinery Wharves. 
MEDICAL: All facilities available. 
GARBAGE: Boats are available, and compulsory for ves 
24 hours after arrival. 
SHORE LEAVE: Allowed but transit through the refinery area® 
permitted except in emergency. Boats are available for hire ff 
wharves and anchorage to the landing pier in the port of Mila” 
Shore passes given by local police. 
AUTHORITY: Ufficio Circondariale Marittimo. Tel. 92! 
Mediterranea-Raffineria Siciliana Petroli, S.p.A. Tel. 922.101. 


NAPLES: 40.50 N. 14.17 E. (See Plan) 


DOCUMENTS: 
6 Crew Lists. 
6 Passenger Lists. 
Provisions Manifest. 
Manifest of Crew Personal Effects. 
Cargo Manifest. 
Arrival Report - completed on arrival. 
Maritime Declaration of Health Certificate - completed on art® 
Ship's Certificates, including Italian Authority Dues. 
Vaccination Certificates for sighting. 
PILOTAGE: 15 pilots and 3 motor launches. Pilot station® 
322.832 and 312.604. 


t 
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ANCHORAGES: Approximately 70, having depths ranging from 
. 1 IRICTIONS:: 2 port entrances of which the Western is 300 
pote wide, the Eastern is 250 metres wide. 
MAX. SIZE: Tankers up to 45 ft. draft. , 7 : 
ALTH: Free pratique may be requested by radio to Sanimare 
Naples” between 12 to 6 hours before arrival advising vessel's name, 
Fonality, last port, number of passengers and crew, and state of 
po on board. Pratique is automatic for vessels coming from ports 
ate U.K., France, Belgium, Holland, W. Germany and Greece. 
TuGS: 19 tugs available as required to assist berthing. 


BERTHING : 


Berth No. Depth 
Molo Angioino Ponente cd _- 
7 35 ft. 
Molo Angioino Testata 8 35 ft. 
ioino Levante 9 35 ft. 
Molo Angio! 10 35 ft. 
11 32 ft. 
iliero 12 28 ft. 
Coen Fer 13 28 ft. 
14 26 ft. 
Pontile Immacolatella Vecchia mas - ty 
rta di Massa . 
Calata Po 18 27 tt. 
19 27 ft. 
20 27 ft. 6 in. 
Pontile Pisacane Ponente tt a 5 
Pontile Pisacane Testata 23 31 ft. 
Pontile Pisacane Levante r] 5 Ne 
Villa Popolo Ponente 26 24 ft. 
Pontile Silos Ponente 27 32 ft. 
Pontile Silos Levante 27 30 ft. 
Villa Popolo Levante 28 28 ft. 
Molo Carmine Ponente 29 29 ft. 
29 30 ft. 
30 29 ft. 
Molo Martello _ 30 ft. 
Molo Carmine Levante 25 ft. 
Testate Bacini 32 30 ft. 
Cesario Console Ponente 33 26 ft. 
Cesario Console Levante 34 26 ft. 
35 26 ft. 
Calata Marinella . = 
7 t. 
38 os 
Vittorio Emanuele Ponente 39 = 
40 27 ft. 
Vittorio Emanuele Levante 42 30 ft. 
43 29 ft. 
Vittorio Veneto Calata 44 29 ft. 
Flavio Gioia Ponente 45 27 fe 
46 27 ft. 
Flavio Gioia Testata 47 28 ft. 
Flavio Gioia Levante 48 28 ft. 
49 30 ft. 
Calata Granili 50 29 ft. 5 in. 
Bausan Ponente 51 31 ft. 
52 31 ft. 
Bausan Testata 53 31 ft. 
Bausan Levante 54 29 ft. 
55 29 ft. 
Calata Pollena 56 35 ft. 
Calata Vigliena Ponente 57 27 ft. 
Darsena Pellegrino 57 18 ft. 
57 18 ft. 
Calata Vigliena Levante 58 28 ft. 
Vigliena Ponente 59 31 ft. 
ma 60 31 ft. 
Vigliena Testata 61 25 ft. 
Vigliena Pennello 62 25 4 
63 33 ft. 
Vigliena Levante 64 38 ft. 
65 38 ft. 
66 38 ft. 
Calata Progresso 67 25 ft. 
Calata Progresso 68 25 ft. 
Molo Progresso Ponente 69 47 ft. 
ma Curvilinea a 17 ft. depth 
9lo San Vincenzo - at 5 metres 
CRANES: from quay 


damee 17 at 3 tons, 19 at 6 tons, 6 at 15 tons and one at 40 ton 
purating: One of 100 ton (Italian Navy) and one of 60 ton (SEBN). 
LK HANDLING FACILITIES: 
rel Four 6 ton units with hourly payload of 400 tons. 
freals; Five units with hourly payload of 520 tons. 
Pe Ontainers : One 40 ton container bridge crane at Flavio Gioia Pier, 
ne of a lift every two minutes. 
the IKERS : The petroleum port is located at the far East area of 
wad he of Naples and consists of the Vigliena Pier, Calata Progresso 
fogresso Pier. The petroleum port is exclusively used for 
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ITALY 


handling crude oil and petroleum products at its 11 berths, and 
several pipe-lines connect these berths with the Naples Refinery 
of Mobil Oil Italiana, the plant of Mobil Chimica Italiana and the 
bulk plants of Agip, Esso Standard Italiana and IIP (ex-Shell) 
Italiana) which are all located in industrial area of Naples adjoining 
the petroleum port at a distance not exceeding four miles. The 
maximum size of crude tankers, fully loaded, which can be accom- 
modated at Progresso pier is 90,000 dwt. 
FRESH WATER: Water pipelines are connected to all wharves 
and piers in Port. Water barges available. 
FUEL: All grades available. Delivered by barge subject to advance 
notice given. 
REPAIRS: All types of ship repairs can be carried out by the ship- 
yards of Soc. Esercizio Bacini Napoletani and Soc. Cantieri Pelle- 

rino, at Pontile Vigliena. 
DRY DOCKS: Three graving docks with dimensions as follows: 

Length 202 metres width 28-90 metres 

” 11 ” ” 20-50 ” 
» 849 ,, » 45 ” 

In addition two floating docks: 


Length 100 metres width 17 metres lifting capacity 1,400 


tons 
” 233 ” ” 37 ” ” ” 28,000 
tons 
CONSULS: The following countries are represented in Naples: 
Argentina Greece Spain 
Belgium Indonesia Sweden 
Brazil Liberia Switzerland 
Denmark Netherlands Turkey 
Finland Norway U.A.R. 
France Panama U.S.A. 
Germany Portugal Uruguay 


Great Britain 
CUSTOMS ALLOWANCES: 40 cigarettes and 1 opened bottle 
wine/spirits per man. 
IDENTIFICATION CARDS: Shore passes given by local police. 
AIRPORT: Capodichino Airport, situated 8 km. from city. Full 
international services. 
POLICE/FIRE/AMBULANCE: Police tel. 315032; Fire 330210; 
Ambulance 351450. 
TELEPHONES: Telephone system permits the connecting up of 
the ships in all berths with the city network. 
TIME: GMT plus 1 hour. Summer-time: May to September GMT 
plus 2 hours. 
HOLIDAYS: Local and national holidays: New Year's Day (ist 
January); Epiphany (6th January); St. Joseph (19th March); Libera- 
tion Day (25th April); Labour Day (1st May); Easter and day after 
Easter; Ascension Day; Corpus Domini; Proclamation Day (2nd 
June); St. Peter and St. Paul (29th June); Assumption B.V. Maria 
(15th August); Local Saints’ Day (19th September); All Saints’ Day 
(1st November); Victory Day (4th November); Immaculate Concep- 
tion (8th December); Christmas Day (25th December); and 26th 
December. 
DEVELOPMENTS: Over the three-year period 1975-1978 the port 
will be equipped with a container terminal. The facility will include: 
Quay of 650 metres. Depth of water 12-15 metres (Bausan Quay). 
Two anchorages West of Flavio Gioia Quay with a depth of water 
of 12 metres. Container park of 35,000 sq. metres (S. Erasmo). A link 
with the National Railway Network. Two cranes for 20 ft. and 40 ft. 
containers at Bausan Quay East and two cranes for 20 ft. con- 
tainers at Bausan Quay West. A trans-European railway terminal 
operated by International Containers S.A. fitted with a Paceco- 
Vickers transtainer of 35 tons, lateral cranes of 35 tons and 7 tons. 
and fork-lift trucks. 
AUTHORITY: Consorzio Autonomo del Porto di Napoli, and 
Capitaneria del Porto di Napoli. 


OLBIA (Terranova) Sardinia: 40.45 N. 09.31 E. 


DOCUMENTS: 
For Maritime Authority: 

Arrival Report. 

Crew List. 

Passenger List. 

Ship's Certificates, for sighting. 
For Port Health: 

Maritime Declaration of Health (2 copies). 

Vaccination Certificates, for sighting. 
For Customs: 

List of Supplies and Engine Stores. 

Cargo Manifest, enclosing Bills of Lading. 
For Police: 

Passenger List (2 copies). 

Crew List (2 copies). 

Shore Passes for all passengers and crew. 
PILOTAGE: Pilots are requested by International Code Signals 
Telegraphic address, Pilot-Olbia. At least 2 hours notice of arrival 
required. No VHF. Pilots have portable radios with range 10 miles 
operating on 27112 and 27085 kHz. Pilot launch is wooden motor 
boat of 65 h.p., speed 9 knots. Pilot boards 1 mile from Lighthouse 
Isola Bocca. Vessels may anchor temporarily in this location to 
await Pilot. 
ANCHORAGE: In the roads of Golfo Aranci. 
RESTRICTIONS: Between 0530 and 0630; 2230 and 2330, 
kept free for entrance and exit of liners. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Sa%s SIZE: Isola Bianca, max. draft 22 ft. Inner port, max. draft 
20 ft. 

HEALTH: Before arrival vessel to advise Agents if free pratique 
required, indicating state of health on board. 

TUGS: One available, 1,050 h.p. service is optional, tug normally 
meets vessel in vicinity of lsola Bianca. 

STEVEDORES: Agents require ETA 24 hours before arrival in 
order to arrange gangs. 

MEDICAL: Hospital facilities available. Vaccinations and inocula- 
tions can be done, except for yellow fever which must be done in 
Cagliari. 

FRESH WATER: Available in inner port and Isola Bianca. 
FUEL: Available only by barge, subject 2 to 3 days notice. 
DEVELOPINENTS: Planned to dredge entrance to 10 m. depth. 
The channel to the inner port is being dredged to 7 m. 
GANGWAY/DECK WATCHMEN: Service is optional. 
OPENING/CLOSING HATCHES: Work is exclusively done by 
stevedores. 

CUSTOMS ALLOWANCES: For first 48 hours, 50 grammes 
tobacco per person and 20 gm. for each successive day. Not per- 
mitted to take tobacco out of the docks, Reasonable amount wine/ 
spirits allowed for normal consumption on board. 
IDENTIFICATION CARDS: Shore passes required. 
CONSULS: No local representatives. 

AIRPORT: Olbia Airport is Vena Fiorita, 10 km. away. Regular 
services. 

TIME: GMT plus one hour. Summertime GMT plus two hours 
from June to September. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th January) 
St. Joseph (19th March); Liberation Day (25th April); Labour Day 
(1st May); Easter Monday, Ascension Day, Corpus Domini (variable 
date); Proclamation Day (2nd June); St. Peter and St. Paul (29th 
dune); Assumption B. V. Maria (15th August); All Saints' Day 
(1st November); Victory Day (4th November); Immaculate Concep- 
tion (8th December); Christmas Day (25th December); Boxing Day 
(26th December). 

Sundays — tariff plus 50%. Holidays — tariff plus 150%. 
POLICE/AMBULANCE/FIRE: Police, 22081; Ambulance, 22394; 
Fire, 22222. 

SHORE LEAVE: Allowed. 

AUTHORITY: Capitaneria di Porto. 


PALERMO (Sicily) : 38.07 N. 13.20 E. 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 

Provisions Manifest. 

Manifest of Crew Personal Effects. 

Cargo Manifest. 

Arrival Report, completed on arrival. 

Maritime Declaration of Health Certificate, completed on arrival. 

Ship's Certificates including Italian Authority Dues. 

Vaccination Certificates for sighting. 
PILOTAGE: Compulsory for vessels over 499 gross tons. Pilot 
joins vessel 1 mile off port entrance. Pilot can be requested by 
International Code Signals. Pilot station and every Pilot equipped 
with walkie-talkie VHF set. In case of rough weather pilot boat will 
be in the bay and will lead ships through port entrance where pilot 
will be able to board. 
ANCHORAGE: It is advisable to use Pilot for anchoring in Palermo 


Bay. 
RESTRICTIONS: No entry restrictions, but there is a daily mail 
boat service to and from Naples arriving about 0800 hrs. and sailing 
at 1915 hrs. No vessel is allowed to leave or enter the port half an 
hour before arrival or sailing of this vessel. 
MAX. SIZE: Draft maximum is up to 33 ft. 6 in. according to the 
quay. Tankers up to 15 m. draft. 
HEALTH: Free pratique may be requested by radio to “Sanimare", 
Palermo, between 12 to 6 hours before arrival advising vessel's 
name, nationality, last port, number of passengers and crew, and 
state of health on board. Pratique is automatic for vessels coming 
pc ports in Italy, U.K., France, Belgium, Holland, W. Germany and 

reece. 
RADIO: Naples Radio, call sign 1QH, Roma Radio, call sign IAI, 
Cagliari Radio, call sign IDC. 
TUGS: 6 to 8 tugs are available with up to 800 horse power. Tugs 
normally join vessel in the Bay. Ship's lines are used. 
BERTHING: Grain in bu/k. One private silo (22,000 tons) owned by 
Silos Granaria Sicilia, S.p.A. available. Maximum depth 33 ft., length 
326 m.; largest fully loaded grain vessel berthed up to now about 
25,000 dwt., with 33 ft. 6 in. draft. Three berths are also available for 
grain discharged on wagons or trucks. Discharge can be made by 
shore grabs or by vessel's gears. Discharging rate 300 tons per day 
per hatch. Draft normally maximum 32 ft., length 326 metres. 

The quay Puntone has been completed recently with about 12,000 
sq. metres available to discharge containers, general cargo, cars, etc. 

Venti and Puntone. Container berths with max. drafts 28 ft. and 
29 ft. respectively. Berths also used for discharge of general cargo 
and cars. Containers are handled by Portainer crane of 35 ton 
capacity with an outreach of 22 metres, and also by three other 
cranes each of 2 tons capacity. 

S. Lucia. Max. draft 27 ft. and used for discharge of timber, generals, 
iron, steel and grain. 

Piave. Max. draft 33 ft. 6 in. and used for discharge of timber, 
generals, iron, steel and grain. Quay has a private Silo owned by 
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Silos Granaria Sicilia S.p.A., for discharge of bulk grain. A ven 
of 25,000 dwt. has berthed on a draft of 33 ft. 6 in. 

V. Veneto. Max. draft 31 ft., and is the Passenger and Marit 
Station. 

Sammuzzo. Passenger terminal, also used for general Cay 
timber, steel and iron. 

STEVEDORES: Gangs arranged through agent. To be Orden 
before 0800 to start work in the morning, and not later than 110); 
start work at 1300 hrs. 

MEDICAL: Assistance will be given upon request. English-spg 
ing doctors available. 

TANKERS: 

Oil Products and Crude Oil: Agip. Max. length 185 m., draft Ri 
25,000 dwt. Tankers drop anchors and are tied up at 2 buoys aSte 
Discharge rate 200-400 tons per hour. 

Islom, Max. length 260 m., draft 40 ft., 96,000 dwt. Vessels, 
berthed alongside. North breakwater is used for loading and & 
charging fuel oil at discharging rate of 400 tons per hour. 

Esso. Max. draft 15 m., no limitation for length. Vessel drops ang 
and ties up at 2 buoys by stern. Discharging rate 600-700 {q 
per hour. 

DENSITY: 1025. 

FRESH WATER: Available at any quay by hoses or barges} 
hose at 25 tons per hour, by barge 45 tons per hour. 

FUEL: Available. 

GANGWAY/DECK WATCHMEN: Not compulsory; usy 
number of watchmen required depends upon the Master. 
OPENING/CLOSING HATCHES: Crew usually carry out) 
operation. 

CUSTOMS ALLOWANCES: 40 cigarettes and one opened by 
wine/spirits per man. 

IDENTIFICATION CARDS: Shore passes given by local poly 
TIME: GMT plus one hour. Summertime: May to September, Gf 
plus 2 hours. 

CONSULS: Belgium, Holland, France, Germany, Norway, Panay 
Portugal, Spain, U.K., United States. 

REPAIRS: Any type of repairs undertaken. Facilities are provid 
by Cantiari Navali Riuniti, and the shipyard employs over §§ 
workmen, There are four building slips, two of which cant 
vessels of 250 m. length. The slipways are serviced by cranes oj 
to 45 tons capacity, and which allow handling of prefabricated w 
up to 70 tons weight. There is a plate shop capable of machin 
about 80 tons a day, and which is equipped with all the latest machs 
drilling and welding units. The engineering works are also equipy 
with the latest types of machinery enabling total dismantlings 
reassembly of engines. 

DRY DOCKS: Floating dock, length 285 m., breadth 46 m. Suité 
for up to 150,000 dwt. 

Floating dock, length 194 m., breadth 30 m. Suitable for up 
36,000 dwt. 

Graving dock, length 172 m. breadth 28 m. Suitable for up! 
30,000 dwt. 

Also see “Developments”. 

AIRPORT: Distance from Punta Raise Airport is about 20 
Airport served by regular services. 

REPATRIATION: Good facilities exist. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th Janua’ 
St. Joseph (19th March); Liberation Day (25th April); Labour th 
(1st May); Easter Monday; Ascension Day; Corpus Domini; Proo 
mation Day (2nd June); St. Peter and St. Paul (29th June); Assu 
tion B.V. Maria (15th August); All Saints' Day (1st Novembe 
Victory Day (4th November); Immaculate Conception (8th Dect 
ber); Christmas Day (25th December); Holiday (26th December), 

Cargo work can be arranged on the above days. 
POLICE/AMBULANCE/FIRE: Police, 233333; Ambulance, 23!!f 
Fire, 212222. 

TELEPHONES: Available if required, but only for local use. 
SHORE LEAVE: Allowed. 

DEVELOPMENTS: A graving dock suitable for up to 500,0000 
is under construction and expected ready 1974. Length of the® 
dock will be about 384 m. and breadth about 60 m. 
AUTHORITY : Comandante di Porto. 


PIOMBINO: 42.56 N. 10.33 E. 


DOCUMENTS: 

3 copies of Crew List. 

3 copies List of Passengers in Transit or Disembarking. 

1 Customs List, including ship and crew articles (Master is resf* 

sible for any excess, less or more). 

1 copy of Manifest and B/L of Cargo Discharging. 

1 copy of Manifest for Cargo in Transit. 

PORT LIMITS: Within one mile of Breakwater light. 
PILOTAGE: ETA to Agent in local time (GMT plus one he 
Summer-time May to September (GMT plus two hours). | 

Pilots embark E.S.E from breakwater light, distance one mit 
less according to weather conditions Pilotage usually availa 
greater distance on request of ship or Agent. Being an open (@* 
care should be given to provide shelter to Pilot embarking/dis# 
barking facilities, especially in Southerly winds or a swell. 

Pilot ladder according to Convention Safety of Life at Sea,® 
EMPA recommendations. 

Southerly gales may prevent Pilot from embarking or even ff 
approaching the ship; in this case pilot boat may guide limited 
vessels to sheltered water and then embark Pilot (signals by 
or flags UF"). 


—_— eles: — 
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F will be activated in near future. 
Pilot RAGE: Outside the harbour leaving entrance of dredged 
a clear and ample sea room to intense traffic of car ferries to 
¢ 


land of Elba. ' 
and from it compulsory, but available day and night on request of 


sO TIONS: Berthing of ships over 35,000 dwt unadvisable 
OTe snake. Berthing may be restricted by Southerly gales also for 
. aller vessels. No restrictions on sailing but may be necessary to 
‘ssembark Pilot at Portoferraio (Island of Elba). Considerable swell 
ur during gales. 

WAX "Size: ates draft 39 ft., length 260 metres, no breadth 
restriction. Can accommodate vessels up to 50,000 dwt. 
HEALTH: Free pratique automatic for vessels coming from Con- 
sinent, “Q" flag not to be flown on entering. From other countries, 
including Spain and Portugal, usual procedure applies. Not coming 
irom Continent it is possible to request free pratique by radio to 
“Sanimare”, Piombino, between 12 to 6 hours before arrival. 
RADIO: Civitavecchia or Leghorn Radio. ; ; : 
BERTHING: “Acciaierie di Piombino” (ex-ltalsider) pier equipped 
for quick discharging of ore, coal, scrap, etc.—Berth No. 4 depth 
a ft. Berth No. 3 depth 35 ft. 6 in Other commercial berths, max. 
depth 29 ft., equipped with mobile crane 10 tons. One berth (21 ft.) 
with roll-on/roll-off facilities. wt 
STEVEDORES: To enable Agent to order gangs, it is important to 
radio accurate ETA. Latest time to order gangs: shift 0600-1400, 
1700 hrs. day before, shift 2200-0600, 1700 hrs. same day, shift 1400- 
2000, 1100 same day. Failure to give precise ETA may result in ship 
losing 12-24 hours, and the cost of the gang not employed, about 

.000 lire. 
MEDICAL: Doctor and dentist can attend sick crew, For yellow 
fever and smallpox vaccination doctor comes from Leghorn. 
FRESH WATER: Available at any pier, by pipe-line. 
FUEL: Available by barge from Livorno. 
OPENING/CLOSING HATCHES: Normally carried out by crew 
(if stevedores, extra charge). 
CERTIFICATES: 

Certificate of Registry. 

Load Line. 

Safety Equipment. 

Radio Certificate. 

Deratisation Certificate. 
CONSULS: No Consuls. 
REPAIRS: Small repairs only undertaken. 
REPATRIATION: It is possible to arrange repatriation. 
HOLIDAYS: Cargo work can be arranged on all official holidays. 
POLICE/AMBULANCE/FIRE: Police 31111 or 32222; Ambulance 
96022; Fire 33333; Emergency call (all services) 113. 
SHORE LEAVE: Allowed. 
AUTHORITY: Il Comandante, Capitano di Porto. 


PORTO EMPEDOCLE: 37.17 N. 13.32 E. 


BERTHING: Two quays with maximum draft 21 ft., and one pier 
maximum draft about 28 ft. Berths used for loading salt, fertilisers 
and generals, and for discharging bulk phosphate. Salt is discharged 
at rate of about 250 tons per hatch/day using ship’s gear, and about 
1,000 tons per day ex-silos. 


PORTO TORRES (Sassari): 40.51 N. 08.24 E. 


DOCUMENTS: 

4 Crew Lists 

1 Passenger List. 

1 Maritime Health Declaration. 

1 Arrival Report. 

1 Crew Declaration. 
PILOTAGE: International Code Signals are used to call Pilot. 
Pilot station telegraphic address, Corpo Piloti Porto Torres, tel. 
P, Torres 54936. The pilot boats carry international pilot signals. 
The Pilot normally boards about 1 mile from port entrance. On 
+ a vessel can be boarded 3 miles off port entrance. Also see 


RESTRICTIONS: The oil terminal is exposed to winds and swell 

from N.W, to N.E. Heavy N.E. swell may delay berthing of larger 

vessels, Vessels should be ready to leave the berth if necessary due 

‘o adverse weather conditions. 

ANCHORAGE: About 1 mile from the green light on head of 

West Mole in depths of 25 m. 

4 SIZE: Inner port: length 120 m., draft 7 m.; Outer port: length 
m., draft 8 m.; West Mole: length 150 m., draft 8-10 m. 

vo Terminal: Pier A, length no limit, draft 9 m.; Pier B, length 

pet draft 12 m.; Pier C, length no limit, draft 15 m.; Pier E, 

ength no limit, draft 8 m. 

tian mooring: up to 300,000 tons. 

- TH; Pratique is given by the Port Medical Officer who boards 
vessels coming from foreign ports. No Radio pratique at present. 


cmalue not required for vessels arriving from Common Market 
RADIO: Coastal radio station, Porto Torres Radio P.T., call sign 


IN." operating on 2182 kHz. A continuous service. 

aa Pilots work on Channels 12 and 16. Launch service from 

T orage to Oil berths work on Channel 6. 

Ship's j Join vessel about 4 mile from port or from S.I.R. Piers. 
P's lines normally used. Four tugs available. 
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TANKERS: S.B.M. located about 1:7 miles N.N.W. of S.LR. 
Terminal in approx. position 40.52.5 N. 08.21.5 E. Suitable for up to 
300,000 dwt. 

New Port, consisting of the S.I.R. jetty with berths A, B, C and E 
and depths of water varying to allow ship drafts of between 9 and 
15 metres. 

There are two lines of 20 in. and 10 in. diameter for deballasting 
ashore. 

Old Port, the West Mole which forms the seaward limit of the 
(Outer) port has tanker berths in a depth of 7 m. 

BERTHING: Tankers are only permitted to berth between sunrise 
and sunset, but may unberth at any time. 

Dry-cargo vessels may enter at any time. 

There are two ports, viz. New Port and Old Port. The New Port 
is comprised of the S.I.R. jetty, and the Old Portis that area bounded 
by the East and West breakwater moles, within which are the Inner 
and Outer harbours. The Inner harbour is composed of the general 
cargo wharves which have in service electrical cranes up to 9 tons 
capacity, and a heavy lift gantry crane of 30 tons capacity. The Outer 
harbour has oil berths at the West Mole, and general cargo berths 
at the East Mole in depths of up to 8:23 m. 

STEVEDORES: There are two ordering times each day. The first 
at 0800 and the second at 1330. It is possible to order gangs outside 
normal working hours through ship's Agents. 

MEDICAL: All facilities available. Nearest hospital located at 
Sassari, 18 km. away. 

DENSITY: Salt water. 

FRESH WATER: Can be supplied in limited quantities to vessels 
in port and in the roads. All berths are fitted with fresh-water con- 
nections, but supply is unreliable due scarcity. Advance notice is 
required for deliveries by barge or from tugs. 

FUEL: All grades available by pipeline at S.I.R. piers. Elsewhere, 
can be supplied by barge, subject advance notice of 12 hours. 
GANGWAY/DECK WATCHMEN: Authorised shore service 
available. 

OPENING/CLOSING HATCHES: Normally done by crew, can 
be done by stevedores on request. 

CUSTOMS ALLOWANCES: 40 grammes tobacco per man. 
Normal daily consumption wine/spirits allowed. 
IDENTIFICATION CARDS: Not required. 

CONSULS: No local consular representation. 

REPAIRS: Only minor repairs can be effected locally. 
REPATRIATION: can be arranged through Agents. 
AIRPORT: Nearest at Alghero-Fertilia, 34 km. away. Daily flights 
to main Italian cities. 

TIME: GMT plus one hour. Summer-time, clocks advanced 1 hour 
between 24th May and 21st October. 

HOLIDAYS: New Year's Day (1st January); Epiphany (6th January); 
St. Joseph (19th March); Liberation Day (25th April); Labour Day 
(1st May); Patron Saint (22nd May); Easter Day, Ascension Day, 
Corpus Domini (variable date); Proclamation Day (2nd June); St. 
Peter and St. Paul (29th June); Assumption B. V. Maria (15th 
August); All Saints’ Day (1st November); Victory Day (4th Novem- 
ber); Immaculate Conception (8th December); Christmas Day 
25th December); Boxing Day (26th December). 
POLICE/FIRE/AMBULANCE: Police tel. 54888; Fire, 31421; 
Ambulance, 54973. 

SHORE LEAVE: Allowed. Shore passes are issued by |mmigration. 
AUTHORITY: Capitaneria di porto di Porto Torres. Cables: 
Compamare Portotorres. Tel. 54884 and 54396. 


PORTO VESME (Sardinia): 39.12 N. 08.24 E. 


DOCUMENTS: See “Genoa”. 

TUGS: Vessels normally require two tugs. One tug is available from 
Porto Vesme, and the second usually comes from Cagliari at a 
charge of about Lit. 800.000 per trip plus Lit. 40.000 per hour from 
two hours after arrival at Porto Vesme. 

BERTHING: All bauxite cargoes are discharged at Eurallumina 
Quay, including all cargoes discharged for account Comalco. This 
is a private installation, operating with own personnel on a 24-hour 
shift basis. Out-turns may reach 10/15,000 tons per day. Depth of 
water on approach to Eurallumina reported to be 13 metres, and 
permitted draft alongside the quay is 10:97 metres (36 ft.). 

FUEL: Not available. 

FRESH WATER: Available, but in short supply. Preferably vessels 
should arrive with sufficient water on board in order to avoid the 
heavy charges incurred in deliveries by tank-lorries. 


FOLLOWING IS A SHIPMASTER'S REPORT: 


HARBOUR: The harbour is protected by two moles between 
which there is a wharf. A channel marked by buoys leads to the 
entrance. 
DOCUMENTS: On arrival the following documents are required. 

Declaration of Health. 

2 Crew Lists. 

1 Copy of last Port Clearance. 

1 Copy Vaccination List. 

2 Store Lists. 

2 Personal Effects Lists. 

1 Valid Derat Certificate. 

All other ship’s documents. 
RADIO PRATIQUE: Unavailable. 
PILOTAGE: For ships arriving the Pilot boards at 39.14 N. 08.19 E., 
but in severe NE'ly gales the Pilot will board in Palmas Bay, posn. 
39.00 N. 08.30 E. When leaving Port the Pilot leaves the ship abeam 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


of Ghingetta Is., 3 cables off, posn. 39.114 N. 08.22} E. There is no 
Pilot V/L, the Pilot boards from a tug. 

RADIO: Cagliari (IDC). No VHF Service for pilotage. 

TUGS: Two permanent tugs of 1,750 h.p. are operating and other 
tugs are available from Cagliari when necessary, and advising 4 days 
before ship's ETA. 

MOORING BOAT: Available. 

DEPTHS OF WATER: 


In the Channel 14m. 
Eurallumina Quay 12 m. 
Alsar Pier 8:5 m. 
Trade Quay 8-5 m. 


BERTHINGS: Eurallumina Quay (unloading point of bauxite 
vessels). Length 442 metres. Height on surface of water 3-6 metres. 
Large rubber sprung fenders 150 ft. apart are fixed to the quay. 
Double Bollards 150 ft. apart. 

Vessels using this quay usually berth starboard side to using the 
port anchor which is let go well off the berth. 

Bauxite Discharging Rate: 10,000 m. tons/day. Discharging by grab. 
FRESH WATER: Available at the Trade Quay by tank cars. At 
Eurallumina Quay available at 15 cu. metres/hr. (Boiler Water Only). 
No fresh water available at Alsar Pier. 

BUNKERS: Available by barge from Sarroch, about 70 miles from 
Porto Vesme. 

REPAIRS: Limited minor repairs only and giving notice by radio. 
For Radio and Radar available at Cagliari. 

SHIP CHANDLER: Available advising Agent. 

CONSULS: No foreign representation. 

LAUNDRY: Available advising Agent. 

PROVISIONS: Fresh foods available but notice must be given 
immediately on arrival. 

AIRPORT: Cagliari about 90 km. from Port Vesme. International 
schedule flights and domestic flights over the Italy Area. 
MEDICAL: Qualified doctors available ashore and also equipped 
hospitals. In emergency doctor will board ship. 
REPATRIATION: Arrangements must be made with Agent in 
advance by cable or immediately on arrival. 


QUILIANO TERMINAL: 44.17 N. 08.28 E. (See Plan) 


LOCATION: Terminal is located in Vado Ligure Bay in approx. 
lat. 44° 16’ 48” N., long. 08° 27’ 42” E. between Savona Harbour and 
Capo Vado. 

DOCUMENTS: 

2 copies Store List. 

2 copies Curios List. 

8 copies Crew List. 

4 copies Passenger List. 

Clearance, not required. 

1 copy Cargo Manifest. 

Health Declaration. International Health Form to be filled out by 

Master on arrival. 
Consignee Papers: 

Bills of Lading (original and copy). 

Certificate of Origin (original and copy). 

Ullages report at the loading port. 

PILOTAGE: Also see “Mooring”. 

Pilotage is compulsory. Vessels proceeding to the terminal must 
call off Savona Harbour to pick up Pilot. 

Pilot station is located one mile off Savona Harbour breakwater in 
position approx. lat. 44° 19’ 00” N., long. 08° 31’ 24” E, and maintains 
VHF radio-telephone service (Channel 13). 

Vessels are requested to have a proper pilot ladder securely 
rigged and long enough to reach the pilot launch; during night time, 
adequate light must be rigged overboard for the Pilot to approach 
the side of the vessel and safely climb the ladder. 

Vessels above 120,000 dwt. or partially loaded must have the pilot 
ladder rigged in conjunction with the accommodation ladder. 

When the vessel is berthed, the Port Authorities require the 
accommodation ladder on the starboard side. 

ANCHORAGE: For vessels awaiting berth, the anchorage area is 
off Savona Harbour breakwater, or in the area East of berth in 
position approx. lat. 44° 17’ 00” N. long. 08° 28’ 05” E. 

MAX. SIZE: The berth is established for a 70 ft. draft vessel, with 
minimum keel clearance of 15 ft., making the safe manoeuvring depth 
85 ft. (26 m.). 

HEALTH: Master to request free pratique by radio 24 hours prior 
arrival to ‘‘Sanimare Savona”. 

RADIO/VHF: 

Master to Radio ‘‘Sarpom Quiliano” 

AAA Blading quantity in long tons. 

BBB _ Slops, quantity water percentage, tank number. 

CCC ETA Quiliano upon departure last port. 

DDD Any ETA change exceeding 12 hours. 

EEE ETA Quiliano 72-24 hours prior arrival. 

FFF Draft on arrival at berth. 

Ship-to-shore communications 

Ship-to-shore communications, while the ship is berthed will be by 
portable VHF radio units used by Sarpom Marine Terminal Super- 
visor only. The use of the ship's radio station (except VHF set) 
and/or battery charging equipment is prohibited for safety reasons 
during cargo-ballast transfer operations. In event of normal ship-to- 
shore communications failure, an emergency system will be 
operated. 

Free pratique. See “Health”. 
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Radio Message 

Local Agent will transmit the following standard message 4 
inbound vessels: 

Standard Message No. 1 

MaStGre ee Tas eee eee 
Please advise ETA draft other requirements stop please Urge 
inform: 

AAA Have two 16 in. ASA connections ready on standard 
folds all other flanges to be blanked and fully bolted; 
if 16 in. not available advise size manifold connection, 
Have boom hoisted on starboard side able to work 
of main cargo manifolds certified lifting capacity 10 ton, 
Vessel will be moored at a 7 buoys SBB using both; 
anchors with . . . shackles each side stop advise dy 
availability your mooring system stop mooring lines/wi. 
150 fathoms each are required stop our preventer wires, 
be required. 

Accommodation ladder to be ready on starboard sig 
arrival stop have pilot ladder ready on stbd side ing 
nection with the accommodation ladder. 


Sarpom Qu 


BBB 
ccc 


DDD 


EEE During entire stay at berth engine to be always on ready 
and steam on deck to be kept open. 

FFF Have ullages, cargo temperatures and water measured, 
ready before arrival. 

GGG Advise main cargo pumps total water rate capacity; 


failing to answer above details may result in operaly 
delays accountable to vessel. 
Important that a reply to this message be sent soonest after req 
TUGS: All vessels above 150,000 dwt. must have two tugs — 
for any emergency during their stay at the berth. They will tes 
at anchor near the marine terminal on stand-by and with fire-figi 
ready for immediate use. 

Tugs are generally stationed in Savona Harbour. In viey 
required time to reach the Terminal Area (about 20 minutes tin 
good weather conditions) a sufficient notice should be granted, 

The principal characteristics of tugs are: 

Luigi Moli: motor, 300 h.p. - 50 tons bollard pull (Korte nox 
Fire equipment: Equipped with “Sourbel" fire-fighting articu: 
arms. 1 monitor fore mast, 23 m. above sea level; 2 monitors» 
mast, 16 m. above sea level, water/foam range 120/90 m. 

Carmelo Moli: Motor, 1,700 h.p. - 20 tons bollard pull. 1 moe 
fore mast - 12 m. above sea level. 2 monitors main mast - 9 ma 
sea level. Water/foam range 90/70 m. 

Giuseppe Piaggio ; Motor, 1,600 h.p.-17 tons bollard pull. 2 mony 
main mast - 9 m. above sea level. Water/foam range 90/70 m. 

Capo Vado: Motor, 1,250 h.p. - 15 tons bollard pull. 2 mont 
main mast - 9 m. above sea level. Water/foam. 

Ligure: Steam, 1,500 h.p. - 20 tons bollard pull. No monite 
fire hoses only. 

Latimbro: Steam, 710 h.p. -11 tons bollard pull. No monitors-! 
hoses only. 

Tliro: Steam, 709 h.p. - 11 tons bollard pull. No monitors -! 
hoses only. 

Leon Pancaldo : Motor, 808 h.p. - 10 tons bollard pull. No moni: 
fire hoses only. 

Priamar: Motor, 650 h.p. - 9 tons bollard pull. No monitors -! 
hoses only. 

Torretta: Motor, 400 h.p. - 6 tons bollard pull. 

Riviera; Motor, no monitors - fire hoses only. 

MOORING: The vessel will be boarded before mooring operat 
by a Sarpom Marine Terminal Supervisor (S.M.T.S.) who if) 
experienced captain. He will remain on board up to the time! 
harbour Pilot boards the vessel for unmooring operations ant 
will also act as co-ordinator of all ship/shore operations, prov 
local advice to the Master in any emergency that may arise. 

Responsibility for the safe conduct of operations on board 
in berth or in the area of Terminal rests with the Master, as s® 
responsible on behalf of the Owners of the vessel. 

Vessels will be boarded by the harbour Pilot off Savona Hartt 
breakwater or at anchorage. All manoeuvring of ships procee® 
to the Terminal and within the Terminal area will be done in act? 
ance with the harbour Pilot advices. Vessels will proceed sul 
quently to Vado Bay with a course parallel to the coast, abou! 
miles from shore, up to the terminal area. 

A starboard turn will be taken, steering on the “approaching ® 
line", leading to the buoys field. Another range line, crossing? 
above line, marks the position where the starboard anchor she 
be dropped. With the assistance of 4 to 5 tugs the vessel then b# 
into the berth. 

The position of anchors is assumed for vessels of 980 ft. LOA! 
13 shackles in the water. The pilot according to current inform® 
can also do anticlockwise manoeuvring instead of above clock 
in this case the first anchor to be crepe’ will be the port anche 

It is recommended that at least the following number of sh 
in the water should be used according to size of vessel: 

(1) VLCC's above 140,000 dwt. 13 

(2) Vessels 80 to 140,000 dwt. 11 

(3) Vessels 50 to 80,000 dwt. 9 
According to existing local weather conditions the first line 
sent out is generally on buoy N.7 or 6 (port side of vessel): 
sequence of mooring operations will take place as sugges! 
harbour Pilot. ; 

In expected or bad weather conditions, preventer wires W! 
picked up. : 

For vessels in the range of 50,000-90,000 dwt., according to exi® 
and foreseen weather conditions and other factors, only five ># 
instead of seven will be used. 


nt marks forming the range lines show red and white 
tor ~ and by night show fixed and flashing red and 


light as follows: 

green Sng range line : » n 
Rear mark: One green flashing (3 miles), over a fixed red light. 
Front mark: One red flashing (3 miles), over a fixed green light. 

, line 

Anchoring 7a ene green flashing (3 miles), over a fixed red light. 

Oe ent One red flashing (3 miles), over a fixed green light. 
ee Is must be moored to the entire satisfaction of the Pilot and 
pone Marine Terminal Supervisor and must be ready at all times 
our t more lines, to take in preventer wires using messenger 
Oe een aaeiling | the berth as required by S.M.T.S 
ines, or to adjust lines or leave the berth as required by S.M.T.S. 
due to any change in the weather. — . : 

The Master of the vessel shall notify the Pilot of any special con- 
ditions, difficulties or peculiarities, such as defective equipment, 
ines or gear, Which might impose special hazards in connection 
with handling, mooring or discharging the vessel. 

itis required that vessels test steering gear, engine room telegraph, 
whistle and all navigational equipment before any manoeuvre to or 
from the berth. The Pilot will decline to moor vessels if they are not 
equipped with satisfactory mooring equipment, lines, gear, etc. 

The mooring boat has the following characteristics: LOA 12 
metres - beam 4:20 metres - displacement 17 tons. Motor Diesel 
Deutz 150 h.p., can be overpowered up to 200 h.p. ! 

A successful test of the boat power was carried out by towing 
95) metres of two 38 millimeters dia. wires at the same time. 

N.B. Being an open roadstead, vessels must keep engines on 
stand-by during their stay in the moorings. No repairs to main 
engine may be undertaken in berth. Steam must be kept on deck in 
case an adjustment to anchor cables or mooring lines is found 
necessary. 

The ot personnel are responsible for the safety of the vessel 
and must take all necessary precautions, whether or not so advised 
by the Pilot or S.M.T.S., having in mind the hazards of the operations 
because of the product being discharged, weather conditions and 
any other circumstances requiring special care or caution. 

While a vessel is moored, all the vessel's personnel and vessel's 
operations must comply or be in accord with the Safety Rules as per 
form 1-49 Mar-B and others handed to Master on arrival, to ensure 
as far as possible the safety of the ship as well as the properties of 
Terminal. Unsatisfactory conditions will be reported to Sarpom 
Marine Terminal Supervisor who is empowered to reject the ship 
for future calls unless the reported deficiencies have been remedied. 

Note: If in the opinion of the harbour Pilot and/or Sarpom Marine 
Terminal Supervisor the vessel is not equipped with adequate 
mooring facilities, lines or gears he will so inform the ship's Master 
and in such event the ship shall not be brought into the mooring 
until facilities, lines or gear, are deemed satisfactory. 

BERTH: The sea bed at the berth is firm sand overlain by 1 to 2 
metres of mud. 

The berth is a conventional buoy mooring consisting of seven 
Langmar buoys designed for a 125 short ton load. Each buoy is 
equipped with a 40 mm. diameter preventer wire. Vessel is berthed 
with two anchors ahead and seven mooring lines to buoys round the 
stern, Moored vessels have their bow seaward heading South-east, 
155° true. 

As the mooring buoys are at distances from 500 to 650 ft. away 
when the ship is in position, vessels should have ropes of 200 
fathoms ready for running out on each side of the after deck to 
warp ship into position. Where vessels are not so equipped, two 
ropes of 150 fathoms (or of such a length as to have the eye splice 
on board when in position), should be married together and flaked 
out on deck clear of all obstructions and ready for running. 

Vessels not equipped with wire winches should have at least 
15 mooring lines aft with diameter appropriate for the size of the 
vessel and a minimum length of 150 fathoms with lashings ready for 
marrying one rope to another for running out. Combinations of wire 
synthetic lines are acceptable on the basis that two synthetic lines 
replace one wire. Large diameter manila is both slow and cum- 
bersome, 

Speed of running out and warping are often of vital importance 
when berthing, and experience has proved that the smaller diameter 
synthetic ropes of equivalent strength not only improve mooring 
time but often make mooring possible when the larger ropes fail. 
Maximum circumference of such ropes should be 10 in. 

coring wires on ship's winches are favoured at this terminal 

butit is recommended that the wire be not less than 1% in. diameter 

and at least 150 fathoms long, preferably 200 fathoms. Such winches 

must be solidly locked when in moorings; the tension feature is not 

acceptable. It is also recommended that the wire be secured on the 

ne a a manner that it can be slipped without endangering 
el. 


Where nylon tails are used, they should be spliced on the wire 
round a thimble. 
5 When slipping wire has been found necessary, the mooring 
power launch will make every effort to recover and return it to the 
Chain Stoppers must be ready both sides of vessel and aft. 


MSCHARGING : Ships will discharge through two strings of 
dia. 


dia. 
dia. 
dia. 
dia. 
dia. 


String No.1 9 lengths 25 ft. 20 in. 
2 lengths 25 ft. x16 in. 
1 length 30 ft. x16 in. 
String No.2 10 lengths 25 ft. 20 in. 

2 lengths 25 ft. 16 in. 


1 length 30 ft.x 16 in. 
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The weight to be lifted on each string is about 9 tons: they are 
invariably taken up on the starboard side. Both headers are equipped 
with fast uncoupling devices. 

The submarine line connected by manifold to the above strings 
consists of two lines (one 32 in. dia. one 36 in. dia.) of about 3-470 
metres length reaching the shore installations (Sarpom Depot) 
which has, at present, the capacity of 387-500 cubic metres. 

The maximum discharging rate allowed is 11,800 cu. m/hr= 
74,000 bbis/hr with a maximum pressure at ship's rail of 150 p.s.i, = 
10:6 kg/sq. cm. 

Raising, connecting, disconnecting and lowering of the hoses will 
be performed by shore personnel (7 men), who will remain on board 
throughout discharging operations, using a special motor-boat 
chartered by Sarpom. 

The boat is fitted with anti-oil-pollution equipment. Vessel’s crew 
are required to assist shore personnel handling the boom winch 
and to carefully inspect their hose boom equipment before arrival. 

It is recommended that vessels send maximum flow possible with 
due regard to safety, in order to expedite turn-around time, as well 
as to provide ballasting as quickly as possible. 

N.B. The Sarpom Terminal maintains a vigorous tanker dis- 
charging safety programme. S.M.T.S. is authorised to suspend 
discharging operations in the event of any of the safety rules not 
being observed, or if any other danger is believed to exist. Tankers 
are expected to follow all safety regulations generally accepted and 
practised in the marine transport industry (IOTTSG Safety Guide). 

The S.M.T.S. will advise the Cargo Officer or a responsible officer 

in due time when the switching of shore tanks, changes in dis- 
charging rates, etc. are required by the shore installation operations 
and for any emergency stop. 
BALLAST: Vessels provided with segregated ballast will start 
ballasting as soon as possible during discharge operations. All 
vessels that are able to handle cargo and ballast simultaneously 
will be authorised to do so, after S.M.T.S. is satisfied that no sea 
pollution or cargo contamination might occur. 

All efforts must be made to avoid the vessel remaining in com- 
pletely light condition. Should a vessel neither be fitted with segre- 
gated ballast nor be able to simultaneously handle cargo ballast, 
S.M.T.S. in agreement with the Master may ask the vessel to stop 
discharge operations and start ballasting, after having inspected the 
tanks involved. 

Ballast operations after completion of discharge must be reduced 
to the minimum required for safe handling of the vessel out of berth, 
which in fair weather conditions can be propeller submerged and 
vessel trimmed 10 ft. by the stern. Ballast operation can continue at 
reduced speed during unmooring. 

While the vessel is ballasting the S.M.T.S. in agreement with the 

Master will start singling-up by letting go all preventer wires and 
any other additional mooring lines not strictly required for a safe 
mooring. This, of course, taking in due consideration all weather and 
current conditions. 
WEATHER: The bay, although sheltered from the strongest winds 
blowing from the fourth quadrant by high mountains coming down 
close to the coast, is subject to strong wind gusts from this quadrant, 
and the relative wind direction varies considerably in different parts 
of the bay at one time due to irregularities of the coastal heights. 

The bay is open to Southerly winds and seas, and it is from this 
direction that seas and swells caused by strong wind between 
South-east and South-west may interrupt marine operations. Delays 
in this area are mainly due to the impossibility of mooring a vessel 
under certain weather conditions than to withstand elements once 
she is moored. The berth current is part of the general offshore 
current stream and is not wind blown or tidal; its predominant 
direction is toward the South-west and the maximum speed is 
0-8-1 knots; generally currents do not exceed 0-5-0°6 knots. The faster 
currents are likely to occur more frequently during the winter period; 
occasionally they reverse and set North-west with a reduced 
velocity. 

Tide is negligible and fog is rare. 

In general, weather in the bay is seasonal. From May to October 
it is very good. The worst period is from October to December when 
winds and seas from South-west cause the maximum number of 
port closures. 

From December to May the strongest winds are experienced from 
third and fourth quadrants but sea is usually smooth. 

12 and 24 hour weather forecast data is available on request on a 
round-the-clock basis at the Terminal Office. In addition the Office 
is provided with ‘“Murfax" type continuous long-range weather 
recording data, waverider receiver, currentmeter and anemometer. 

Broadcast weather reports for Mar Ligure, North Tirreno and 
Corsica are prepared by Navy Dept. of La Spezia and Air Force 
Weather Bureau. For Mar Ligure, they refer to Capo Mele (West of 
Vado Bay). Radiotelephone information concerning weather is also 
given on 2182 kc/sec. (Genova Radio Station). Weather reports 
transmitted on 1722 kc/sec. at 0135-0735-1335-1935 GMT. 

Weather forecast covering the following 12 hours is transmitted 
at 0135 and 1335 GMT. 

VHF-weather information can be received through Genova Radio 
Station on Channel 25 at same periods as for radiotelephone. 
Special Gale Reports: 

Wireless After 15/18 min. and 45/48 min. every hour on 500/487 
kc/sec. 

VHF On Channels 16 and 25 at same times as above. 

SIP (Telephone) — Genoa Weather Report, prepared by Air Force 
Dept. at Genoa Airport, is based on the Genoa Radio information 
plus local information received by planes or vessels along the coast 
from Capo Mele to La Spezia. The report is inserted on a tape 
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recorder and it is amended according to latest information received. 
This report can be received by telephone by simply dialling 
010-5005 at the following times: 
from 31/5 to 26/9 at 0600-0900-1200 (forecast validity up to 2400 
same day) 
at 1800-2000-2400 (forecast validity up to 0600 following 


day); 
from 27/9 to 30/5 at 0600-0800-1400 (forecast validity up to 2400 

same day) 

at 2000-2400 (forecast validity up to 0600 following day). 
In case of necessity the Air Force Weather Bureau can be called by 
"phone (010-420341 ext. 275) at any time of the day or night, to obtain 
additional information about developments of the existing situation 
and forecasts. 
FRESH WATER: Fresh water is supplied at the berth, with no 
limitation, through a 3 in. flexible hose (international flange) at rate 
of about 60 tons per hour. 
FUEL: Bunkers are supplied by barge which moors portside along- 
side the vessel. Bunker requirement must be radioed to local Agent 
at least 48 hours in advance. For vessels expecting to arrive on 
Saturday or Sunday, the requirement must be forwarded not later 
than Thursday afternoon. 
CUSTOMS: Present regulations allow each seaman to retain in 
his possession a maximum of 40 cigarettes or the equivalent of 
tobacco or cigars, and one open bottle of spirits. The balance of all 
smoking items and spirits must be collected, listed and locked, and 
included in the Stores List. 
MEDICAL: Doctors and hospital facilities are available at Savona. 
CONSULS: Consulates for most nations maintain offices in Genoa 
(about 50 km. from Savona). 
REPAIRS: Repair shops for minor repairs are available. For 
electronic equipment repairs, notice should be sent to the local 
Agent in due time. 
SHORE LEAVE: Launches are sailing from Chevron Pier (located 
about one mile North of berth) and keep regular connection with 
tankers berthed at Sarpom's berth. 

During bad weather the service is performed sailing from Agip 
Pier at Porto Vado. 

Sufficient personnel must be aboard at all times for letting go 
lines so that the vessel can clear the berth whenever required, 
AGENCY: Sarpom does not perform any vessel agency functions. 
Owners of vessels calling at Sarpom Terminal must arrange their 
own ship's Agent. 

AUTHORITY : Cables: ‘Sarpom Quiliano"’. Tel. 887133 (prefix 019). 


RAVENNA: 44.25 N. 12.12 E. 


DOCUMENTS: 
For Maritime Authority: 

Ship Safety Certificates. 

3 Crew Lists. 

3 Passenger Lists. 
For Customs: 

1 Crew List. 

1 Passenger List. 

Cargo Manifest. 

Bills of Lading. 

1 Provisions List. 

1 Customs Declaration of each Crew Member. 
For Maritime Health: 

1 Crew List 

1 Passenger List. 

Derat Certificate or Exemption. 

Maritime Health Declaration. 
For Police: 

1 Crew List. 

1 Passenger List. 
PILOTAGE: Ordered by Agent in advance. Contact by radio 
telephone: Nos. 430453 and 430204 during office hours. Cables to 
Piloti del Porto, Marina di Ravenna. Pilot station and both pilot boats 
equipped with VHF, Channels 16, 9, 6 and 12. Pilot is embarked not 
less than 1 mile from head of breakwater. Vessel awaiting Pilot may 
anchor 1-5 miles from breakwater head. This anchorage is not secure 
in bad weather. Vessels bound for SAROM installation, embark 
Pilot at least 4 mile from the berths. Pilot launches have black hull 
with white band, white superstructure, 10 or 14 m. in length. 
ANCHORAGE: Anchorage prohibited in vicinity of submarine 
pipe-lines and cables. Vessels waiting for a berth may anchor at a 
distance more than 1-5 miles from the outer breakwater head accord- 
ing to their draft and subject to weather conditions. 
RESTRICTIONS: Berthing in daylight. only. The channel to the 
inner port is navigable one way only. Traffic signals are displayed 
to indicate when channel closed to incoming vessels. 
MAX SIZE: /nner Port, draft limited from 17 ft.to 17 ft.6in. depending 
on vessel's beam. 
g San Vitale, max. draft 28 ft. allowed from port entrance to San Vitale 

asin. 

Sarom (Oil Platform), \ength not limited, max. draft 36 ft. 

Sarom (Oil Berth), \ength not limited, max. draft 36 ft. 

SBM Terminal, length not limited, max. draft 44 ft. 
HEALTH: Pratique given by radio, on request to Sanimare Ravenna. 
Pratique is automatic for vesseis coming from ports in Italy, United 
Kingdom, France, Belgium, Netherlands, Germany and Greece. 
RADIO: Messages via Ancona Radio, Venezia Radio, or Trieste 
Radio. Ravenna VHF Radio Station operates on Channels 16, 25, 26, 
and 27. 
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TUGS: Available, join vessel in outer port. Ship's lines are yy 
STEVEDORES: To be ordered before 1030 hours for after 
work, and before 1630 hours for following morning. 
MEDICAL: All facilities available. 

TANKERS: No slop discharge facilities available. Dirty bal 
may not be discharged within 50 miles of the port. 

S.B.M. TERMINAL: 

No. 3 Terminal (Ocean Berth) lies in position Lat. 44° 29’ N,, 
12° 25’ E. It can accommodate vessels of any length but there) 
maximum draft of 44 feet. 

Discharging by 10-in. flexible hoses connected to the Ship's » 
manifold. 

Vessel lies stern to buoy heading Northward, using both anch 
These are backed up with a shore wire on each bow. At the sh 
shore wires are used and there are two breast lines on either y 

If the vessel has to anchor, this should be to the North of the by 
and not less than 3-5 miles from the coast. This gives good hol 
in mud and clay if plenty of cable is used, as there is occasiong 
2:5 to 3:0 knot Southerly current. Vessels should not anchor S», 
of the buoy due to the presence of telegraphic cables and pipe-ji, 
DENSITY: 1024. 

FRESH WATER: Only available ex-wharf at San Vitale ay 
inner port piers. Barge available for deliveries to the Silos Piers, 
tanker terminals. 

FUEL: Available by barge. 

FIRE PRECAUTIONS: Tankers are given copy of port fire regy 
tions on arrival. No repairs or gasfreeing to be carried out with 
permission of Port Authorities. 

DEVELOPMENTS: The buoy berth about 9:5 miles East of Raves 
in a depth of 75 ft. is expected to be operational during 1974, 
GANGWAY/DECK WATCHMEN: Optional, can be employ 
from shore if required. 

OPENING/CLOSING HATCHES: Can be performed by shy 
crew or by stevedores. 

CUSTOMS ALLOWANCES: 50 cigarettes per man for first, 
in port. Wine/spirits, allowance is made for normal daily consuy 
tion on board. 

IDENTIFICATION CARDS: Shore passes given by police, 
CONSULS: 


Norway _ tel. 24.5.47 
Sweden 1» ©22.6.39 
Spain » 24,0.14 


REPAIRS: Minor engine repairs can be effected. Floating dry- 
available for up to 1,000 tons displacement. 
REPATRIATION: Can be arranged. 

AIRPORT: Forli Airport situated 25 km. away, with daily flights 
Rome and Milan. 

TIME: GMT plus one hour. From May to September, GMT p 
2 hours. 

POLICE/FIRE/AMBULANCE: Police, tel. 22.4.66; Ambulan 
22.3.11; Fire, 22.2.22. 

TELEPHONES: Cannot be installed on board. 

SHORE LEAVES: Allowed. Launch service available for vess 
in the roads. 

AUTHORITY: Capitaneria di Porto Ravenna, Via Antico Squet 
tel. 22 100, 24 1 24. 


AGENT: Gastaldi and Co. S.p.A., c/o Marittima Ravennate, 2! 
Carducci, P.O. Box 391, Cables “Dick Ravenna’. Tel. 23505. Ta 
55183. 


SALERNO: 40.40 N. 14.45 E. 


DOCUMENTS: As for all Italian ports, i.e. all ship's docume 
in valid condition and Arrival Reports, to be filled upon arrival ® 
the Port Authority's representative. 
PILOTAGE: Master may communicate with Pilot in the nom 
way. Either by hoisting “G" flag, or by calling him on “ALDIS 
night time. 
ANCHORAGE: Position of anchorage, about 1:8 miles S.W. off 
intermittent red light. Depth of water 12 metres. 
RESTRICTIONS: Vessel cannot enter or sail from the hare 
between 2100 and 0500 hours. 
MAX. SIZE: Vessel allowed to enter port should not exceed" 
metres in length or 23 ft. draft. 
HEALTH: Free pratique not obtainable by radio. Usual formal 
on berthing. 
Niodeee, All cables should be sent via ‘Napoli Radio" call sf 
>| | el 

No VHF Station exists. 
TUGS: Lines must be supplied by the ship. Tugs position is * 
the intermittent light (red). 
BERTHING: Five berths with depths from 19 ft. to 23 ft. 
STEVEDORES: Stevedores are to be informed 24 hours prit'’ 
vessel's arrival. 
MEDICAL: Medical Service should be requested in adval 
Hospital facilities are obtainable. 
DENSITY: Average salinity is 1025 inside port. 
FRESH WATER: Fresh water available at all berths. 
FUEL: Bunkers may be supplied from Naples by truck or barg* 
large quantities are requested supply will be effected by barge! 
Naples. 
DEVELOPMENTS: Presently some works are in progress in 0 
to obtain a further berth with deeper draft. : 
CUSTOMS ALLOWANCES: Only 40 cigarettes on ves 
arrival. This applies to officers and crew. The remaining stock wil? 
sealed in vessel's bonded store. 


CONSULS: No consular representatives exist in Salerno. Nearest 

' 2 AIRS DRY DOCKS: No dry dock exists. Only small work- 
hops attending minor repairs. — 

7 AIRPORT: The nearest airport is at Naples. Distance 70 km. 


. hour ahead of GMT. 
TM AYS: Other than the national festivities, 21st September, 
; Saal holiday, being the Name Day of the town's Patron Saint. 


TELEPHONES : Emergency phone number is: 113. 


_—— 


SAVONA (including Vado Ligure): 44.18 N. 08.29 E. 


; 

; ENTS: 

; oocyn Report for Port Authority. 

anifest. 

nde and Crew Personal Effects Manifest. 

8 Crew Dats, ’ 

ertificates. 

; ra ace: Ordered through Agent. Telegraphic address: Piloti 
Porto di Savona. Pilot launch is black with white band. To call pilot, 

: use flag or light signals according to International Code. For vessels 

' bound for Savona or Vado Ligure, pilot boards about $ to1 mile SE 

of the red light at Savona port entrance. bay “Ont 

ANCHORAGE: Depths of 25 metres. Important limit: it is forbidden 

to anchor North of bearing 270° from red light between 1st October 

and 14th May. It is forbidden to anchor East of bearing 360° from 
the white light between 15th May and 30th September. 

| RESTRICTIONS: Night entrance is considered for each case 
depending on type of mooring and vessel's draft. At Savona berths, 

vessels on maximum draft berth in daylight at high tide. No restric- 
tions on un-berthing. - 

| MAX. SIZE: Savona inner port, max. draft 9 m.; Savona Silos, 
max. draft 10°50 m.; Vado Ligure Roads, depending on berth depth. 

HEALTH: Request free pratique by radio from Sanimare Savona 

rior arrival. 

RADIO: Genova Radio or Roma Radio. VHF at Harbour Master's 
Office (tel. 386656). 

TUGS: Available, join vessel in vicinity of Savona port entrance or 
at Vado Ligure just off the berth. Ship's line usually used. If tug 
line used, tariff plus 20% is charged. 

BERTHING: 

| Savona; Funivie (S. Giuseppe), 32 ft. depth; Savona Silos S.p.A., 
30 ft. depth. 

Vado liquids Fornicoke Pier, 38 ft. depth; Esso berth, 32 ft. depth; 
| Vadoil berth, 39 ft. depth; Shell berth, 31 ft. depth; Chevron berth, 
31 ft. depth. Sarpom buoy berths, see “Quiliano Terminal”. 

/ BULK HANDLING FACILITIES: Grain: discharged at berth 
No, 17, rate 500 tons per hour. 

. Coal: discharged at Funivie, discharging rates ranging between 
7,500 and 16,000 tons per day, depending on suitability of vessel for 
discharging facilities. 

TANKERS: Sarpom Sea-Line Terminal, see ‘‘Quiliano Terminal”. 
At Chevron, Shell and Vadoil berths, tankers are moored stern 
| to quay. 
No slop discharge facilities available. 

ear: Ordered by ship's Agent, no separate ETA re- 

quired. 

MEDICAL: All facilities available. 

DENSITY : 1025. 

FRESH WATER: Obtainable at berths by pipe-line. Barge available 

for quantities in excess of 60 tons. 

FUEL: All grades available by barge. 

FIRE PRECAUTIONS: Watchmen on board tankers or vessels 

handling dangerous cargo. 

| OPENING/CLOSING HATCHES: Can be handled by ship’s 

crew or stevedores, 

CUSTOMS ALLOWANCES: Bond Sealed. Smal! quantity ciga- 
rettes and spirits permitted for consumption while in port. 

pet eA CARDS: Shore passes given by local police. 


Finland Norway 
France Spain 
Netherlands Sweden 


. REPAIRS: All types of repairs possible. 
HOLIDAYS: 1st January; 6th January; 19th March; 25th April; 
Easter Monday; 1st May; 7th May; 28th May; 2nd June; 29th June; 
15th August; 1st November; 4th November; 8th December; 25th 
and 26th December. 
, POLICE/FIRE/AMBULANCE: Police, tel. 28868; Ambulance, 
20104; Fire, 801801-802441. 
TELEPHONES: Can be connected on board. 
SHORE LEAVE: Allowed. 
AUTHORITY : Capitaneria di Porto, tel. Savona 386656. 


TARANTO: 40.29 N. 17.15 E. 


DOCUMENTS: 
6 Crew Lists. 
6 Passenger Lists. 
f Provisions Manifest. 
anifest of Crew Personal Effects. 
: Cargo Manifest. 
rival Report, completed on arrival. 
aritime Declaration of Health Certificate, completed on arrival. 
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ITALY 


Ship's Certificates including Italian Anchorage Dues. 

Vaccination Certificates for sighting. 

PILOTAGE: Piloting in Port of Taranto is compulsory to all vessels 
over 500 grt. Vessels are taken 1 mile off S. Vito Cape Lighthouse. 
Also for shifting from berth to berth Pilot assistance is compulsory. 
RESTRICTIONS: Entry allowed day and night. 

MAX. SIZE: Tankers up to 72 ft. draft may berth at buoy mooring. 

Bulk carriers up to 50 ft. draft may berth at Italsider Pier. 
HEALTH: Free pratique is automatic for vessels coming from 
Italy, France, Great Britain, Ireland, Germany, Belgium, Holland and 
Greece. From other countries it may be obtained via radio, by apply- 
ing to ‘Sanimare Taranto” between 12 and 6 hours before arrival. 

Smallpox vaccinations available. Yellow fever vaccinations could 
be arranged by calling Bari port doctor to Taranto with two days 
notice. 

TUGS: Towage service is not compulsory and is supplied by one 
tug of 1,350 h.p., 2 tugs of 1,000 h.p., and one of 1,035 h.p. belonging 
to Rimorchiatori Napoletani. It is expected that the service will be 
improved in the future with a further tug of 1,920 h.p. 

BERTHING: Outer Harbour: Quays No. 1/2, combined length, 
1,050 ft. (32 m.); maximum draft, 26 ft. 3 in. (8 m.); Quay No. 3, length, 
820 ft. (250 m.); maximum draft, 27 ft. 10 in. (8:50 m.). 

Italsider Pier: Eastern side (for discharge of ore, coal, steel 
scrap): length, 4,456 ft. (444 metres); depth alongside 52 ft. 6 in.; 
max. draft allowed 50 ft. 

Western side (for discharge and loading of finished goods): 
length, 1,566 ft. (477 metres); depth alongside 33 ft 

Safety. During winter time, berths are subjected to heavy swell 
which may force vessels to leave same, as the breakwater effec- 
tively protects only the Eastern side. However, work is now in 
progress to lay new breakwater, which should also render safe the 
Western side. 

Head of the Pier: Width, 448 ft. (136-55 m.); maximum length of 
vessel, 459 ft. (140 m.) or up to 525 ft. (160 m.), subject to vessels 
laying at Western and Eastern sides being berthed at not less 
Hee i ft. (50 m.) from head of pier; depth alongside, 32 ft. 8 in. 

10 m.). 

Cement Pier: Maximum depth is 8:50 m.; suggested maximum 

draft 8:20 m. (26 ft. 10 in.); maximum vessel length acceptable, 120 m.; 
rate of loading (in bulk): up to 280 m./ton per hour; (in bag): up to 
35 m./ton per hour. 
TANKERS: Aviation Gasoline Oil Jetty. Tankers moor with two 
anchors and with stern made fast to four buoys. Connection by stern. 
Vessel lifting up hoses (9 in.) from the jetty (breadth 9 ft., length 
1,476 ft.). Length of pipe-line from 4 to 14 miles. 

Access to vessel by boat. No water or bunkers available. Maximum 
draft 25 ft. Night crossing of Mar Piccolo up to and from jetty is not 
allowed. 

Navy Oil Jetty: Pier, terminating in two quays, which may accom- 
modate two vessels each. Max. draft 33 ft., hoses 300 mm. Night 
movements allowed. 

Petroleum Pier: Exclusively used for handling petroleum products 
at its four berths and is connected by several pipe-lines with Shell 
Italiana Refinery, as well as with the bulk plants belonging to Agip, 
and Industrie Chimiche De Gaeta, which are all located in the 
industrial area of Taranto adjoining to the petroleum port. Access 
to the pier is through a dock 350 m. long and 33 m. wide. The pier 
itself is 560 m. long. 

Berth No. 1 and 2 (aft berths), maximum length of vessel, 175 m. 
(557 ft. 3 in.); maximum draft, 9-50 m. (31 ft. 2 in.). Maximum depth, 
10 m. (32 ft. 9 in.). Bunkers from line, (8 in. hose, 10 in. pipe-line). 
Water, by barge. Loading arms, 2 of 10 in., 3 of 8 in. 

Berth No. 3 and 4 (fore berths), maximum length of vessel, 208 m. 
(682 ft. 5 in.); maximum draft, 10:50 m. (34 ft. 5 in.); maximum depth, 
11-00 m. (36 ft. 1 in.). Bunkers and water, as per berths 1 and 2. Loading 
arms, 6 of 10 in. 

Pier is fitted with one line for each product to be loaded (14 lines) 
and a 20 ft. line for ballast discharge. Any quantity of ballast may be 
received by the pier. Access to the pier for provisions only via boats. 

Shell CBM. Shel! terminal for discharge of crude oil is situated 
in Mar Grande North-east of St. Paul’s Island. Distance 3,000 
metres, and bearing 048° from light at the head of. St. Paul 
Breakwater. Vessels moor at five buoys with port anchor down. 
Buoys are equipped with intermittent red lights and quick-release 
hooks. 

The hoses (two of 12-in.) are signalled by marker floats and have 
to be lifted by vessel with derrick capacity at least 8 tons. The 
terminal is connected with the refinery by a 34-in. pipe-line, 5 kilo- 
metres long. Maximum length acceptable 330 metres, maximum draft 
72 ft., maximum dwt. 200,000 tons. 

Two tugs recommended for berthing with good weather and 
without North-westerly winds. Night mooring and unmooring 
allowed. 

Agip/Anic Terminal: Vessels moor with two anchors and with 
stern made fast to four mooring buoys. 

Maximum draft 26 ft. 3 in. (8 m.). Under rough weather conditions 
vessels may have to leave the terminal, position being exposed. 
No mooring at night allowed, while unmooring is permitted. Supplies, 
bunkers, water, and connections with vessel by barge. 

For methanol, tank inspection is usually carried out in the road, 
before berthing. 

Pozzi Ferrandina SPA Terminal: Three sea lines, the hoses of which 
must be lifted from the sea bottom by ship’s gears. One sea line 
(6 in.) is used to load methanol and one (6 in.) to load soda. Third 
(3 in.) sealine is for water. Port side hose connection. Pipe-line 
length 4 mile. 

Vessels moor with starboard anchor and made fast to three buoys 
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astern and one port. Night movements are not allowed. Maximum 
draft 22 ft. Maximum length 85 m. 

Industrie Chimiche Di Gaeta, G./.D. Terminal: Situated further West 
of Pozzi Terminal, it has three sea lines with hoses of 6 in. and 10in., 
which have to be lifted from sea bottom. 

Vessels moor with port anchor and make fast to three buoys 
astern and one buoy forward starboard. Maximum draft 22 ft. Night 
movements not allowed. 

BRIDGES: One bridge in inner harbour. Opening times: 0020-0420, 
0830, 1510, 2110. Opening on Agent's request to Harbour Master 
(24 hours notice requested for day opening time). Maximum speed 
in the canal, 6 knots. 

STEVEDORES: Available. Normal working hours are from 0700 
to 1500. For work performed in overtime/and/or holiday, the “Tariffs 
to the Workers” are increased as follows: 


Day Shift Increase 
Weekday 1500-2300 hrs. 40% 
2300-0700 hrs. 80% 
Saturday 1100-1500 hrs. 40% 
1500-2300 hrs. 40% 
2300-0700 hrs. 80% 
Sunday 0700-1500 hrs. 50% 
1500-2300 hrs. 80% 
2300-0700 hrs. 100% 


0 

DENSITY : 1029 and 1031. Tides negligible. Maximum variation 1 ft. 
FRESH WATER: Available at all quays from 0700 to 1700 hours. 
also available by barge of up to 190 tons capacity. 
FUEL: Available by barges from Agip; Shell and Sincat. 48 hours 
notice requested, aside from usual stemming. 

Lubricating Oil. Available from Shell, Mobil and Esso. 
FIRE PRECAUTIONS: Performed by fire brigade and compulsory 
to all tankers undergoing repairs/dry docking. It is requested and 
paid for by the shipyard, which afterwards charge same directly to 
the Owners. 
WATCHMEN SERVICE: Available. Hourly cost, lire 450 per 
watchman used (lire 500 on Sunday and holiday). 
OPENING/CLOSING HATCHES: Usually carried out by crew, but 
stevedores also carry out this operation at 1,202 lire per hatch. 
CUSTOMS ALLOWANCES: 40 cigarettes and one opened bottle 
wine/spirits per man. 
IDENTIFICATION CARDS: Required. Shore passes issued by 
local police. 
CONSULS: Spain, France, Panama and Norway. 
REPAIRS: All major repairs undertaken. 
DRY DOCKS: Two floating docks owned by Stabilimenti Navali 
with dimensions as follows: 


Dock No 1 Dock No. 2 
Length at support level 699 ft. 8 in. 808 ft. 4 in. 
Length overall 765 ft. 4 in. 869 ft. 4 in. 
Breadth at support level 121 ft. 3 in. 137 ft. 1 in. 
Depth 29 ft. 8 in. 27 ft. 9 in. 
Lifting capacities 28,000 tons 40,000 tons 


Nes draft acceptable in channel leading to the shipyard is 
33 ft. 

REPATRIATION: Good facilities exist. 

AIRPORT: Located at Grottaglio, 20 minutes by car from the city. 
It is served by four daily connections with Rome, and one to Naples. 
TIME: GMT plus 1 hr. Winter. GMT plus 2 hrs. Summer. 
HOLIDAYS: New Year's Day (ist January); Epiphany Day (6th 
January); Saint Joseph's Day (19th March); Liberation Anniversary 
(25th April); Easter Monday; Ascension Day (19th May); Corpus 
Domini Day (9th June); Labour Day (1st May); Republic Founda- 
tion's Day (2nd June); Saint Peter and Paul’s Day (29th June); 
Assumption Day (15th August); All Saints' Day (1st November); 
National Unity Day (4th November); Immaculate Conception Day 
(8th December); Christmas Day (25th December); Saint Stephen's 
Day (26th December); Town Saint Patron's Day (10th May, at 
Taranto). 

SERVICES: Compass adjusting, etc. available. 

SHORE LEAVE: Allowed. 

AUTHORITY: |i Comandante Colonello di Porto. Ministero della 
Marina Mercantile. 


TORRE ANNUNZIATA: 40.45 N. 14.27 E. 


DOCUMENTS and all General Information — refer to ‘‘Naples”. 
RESTRICTIONS: Mainly a fishing port with few facilities for larger 
vessels. Reported not to be suitable for larger vessels during winter 
months due to frequent high winds and heavy swell within the 
harbour. 

MAX. SIZE: Length 472 ft., draft 30 ft. 


TRIESTE: 45.39 N. 13.45 E. (See Plan) 


PORT LIMITS: From Barcola (4 km. East of Capo Miramare) to 
Zaule, in the Muggia Bay. The roastead is 18/24 metres deep. The 
lay-days begin from 1300, if the Captain declares the “readiness” 
of the ship within 1200, and from 0800 of the following day if the 
declaration of ‘‘readiness"’ has been made within 1700. The declara- 
tion of ‘readiness’ is made when the ship docks at the operative 
pier or when the ship anchors in the roadstead. 
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DOCUMENTS: 
For Customs: 
2 Cargo Manifests. 
1 Stores List. 
1 Provisions List. 
For Port Authorities: 
Arrival Report. 
2 Crew Lists. 
3 Passenger Lists. 
For police: 
1 Crew List. 
1 Passenger List. 
Shore Passes, provided by Agents. 
For Port Health: 
Maritime Declaration of Health. 


PILOTAGE: Is compulsory for vessels over 499 grt. Location 9 
fmt cnt for large tankers is in approximate position 45° 37 N, 
shine ya vessels Pilot boards in approximate position 45° 39’), 
13° 44’ E. 

ANCHORAGE: No pilot required to anchor in roads. 

MAX. SIZE: Tankers up to 52 ft. draft, length 350 metres. 
HEALTH: Free pratique is granted by the local Health Offices 
who board the vessels on arrival together with Port Authorities 
The pratique can also be requested by cable, addressed to "Sap, 
mare - Trieste” and stating the port of origin, the number of crey 
and general health condition on board. 


RADIO: Trieste radio, call sign 1QX, operating continuously, Rady 
Telephony and/or telegraphy can be used. RTF Channels 8, 12, ¢ 
and 500. 

TUGS: Ten tugs available up to 2,500 h.p. Tugs normally joj 
vessel at pilot boarding station. Ship's lines usually used. If tugs 
lines used the tariff is increased by 10%. Tug assistance is compy- 
sory for tankers. 


BERTHING: Maximum draft allowed at berths as follows: 

Punto Franco, Vecchio, ore pier, 28 ft.; Other berths, 21 ft. Punto 
Franco, Nuovo, ore pier, 30 ft. silos, 31 ft. 5in.; general cargo, 31 f, 
Punto Franco, Scalo Legnami, 24 ft. Molo Martello, 30 ft, mat, 
length of ship, 171 m. Italsider, berths, 45 ft. Siot, terminal, 55 
Pontile Aquila, oil pier, 38 ft. Italcementi, berths, 30 ft. Vetrobel 
berth, 30 ft. A.F.A., berth, 21 ft. 

Mole No. 7 (Container Terminal), max. draft 52 ft. 


SPECIALISED CARGO HANDLING FACILITIES: Whee 
storage-bin for cereals and oil-seeds, capacity 30,000 tons, wit 
4 pneumatic unloaders. Auxiliary set, capacity 16,000 tons, wit 
3 pneumatic dockers. 

Coals and minerals plant, Molo VI North, with 7 cranes and! 
bridge cranes. 

Coals and minerals plant, Italsider pier with two 25-ton unloaders 

Unloading, loading, alcohol and other liquid stowage plant 
capacity 5,340 cubic meters. 

Main eat conservation and disinfestation fruits and vegetables 
plant. 

Refrigerant, capacity 3,700 tons. 

Container Terminal: Quay length 650 m., total area 20 ha. or 
rail-mounted 35-ton gantry crane (portainer) and other modern ani 
special installations for unloading/loading, moving and parking 
containers. 

Roll-on/Roll-off: Two ramps. 


STEVEDORES: The working hours for the harbour operations art 
1st turn from 0730 to 1400 hrs. 2nd turn from 1400 to 2030 hrs. 0° 
Sundays and holidays the 2nd turn is limited to ferry boats, containe 
ships, unloading/loading of living animals, and to perishable goo 
operations. Customers can take advantage of a possible 3rd tur 
in the labour days, on Monday to Friday, from 2100-0330 hrs. 
Night work, Sundays and holiday work, the 2nd turn of Saturds 
and the continuation of the turn is considered as overtime work. 


MEDICAL: All facilities available. Preferable order in advance! 

required on holidays. 

TANKERS: No slop discharge facilities; no repairs allowed 

tankers at loading/discharge berths; no trucks or lorries allowed® 

Aquila Oil Pier which can only be approached by motor boats. 
Transalpine Pipeline Terminal. The TAL tanker terminal provides 

the following facilities: Main pier, 1,870 ft. long; Mooring pier No.' 

1,558 ft. long; Mooring pier No. 2, 1,607 ft. long; draft allowed, 52% 
Piping layout - one crude oil line 42 in. diam, for each moor 

pier; one main manifold of 42 in. diam.; one 42 in. line from m® 

manifold to tank farm; two lines for bunkering purposes, 4% 

diam. for fuel oil service, 10 in diam. for diesel oil service; one8® 

line for fresh water service. 

DENSITY: 1025. 

FRESH WATER: Available by pipe-line at all berths, No barg# 

available. 

FUEL: All grades available, loading rate about 250 tons per ho 

48 hours notice required. 

DEVELOPMENTS: New dry dock 350 metres length under 

struction. 

GANGWAY/DECK WATCHMEN: Available but not compuls®? 

OPENING/CLOSING HATCHES: Optional, but stev 

usually perform this operation for convenience. 

CUSTOMS ALLOWANCES: 50 cigarettes for each man and® 

bottle wine/spirits between 5 men. Only one allowance given 

vessel in port. 

IDENTIFICATION CARDS: Shore passes are issued by !0 

police. 


CONSULS: tel. 90891 Holland —_tel. 61690 
Belgium » 37073 Honduras » 95225 
Brazil » 35317 Lebanon » 37370 
Chile », 28960 Sweden » 29182 
gi) Salvador =»: 36556 Turkey 24393 
Germany » 3714 Uruguay » 31664 
Great Britain , 35760 U.S.A. » 30221 
Greece » 28278 Yugoslavia » 24969 


la » 29551 
AcPAIRS: All kinds of hull, deck and engine repairs can be carried 


ut by Arsenale San Marco, Cantieri Alto Adriatico and other yards. 
DRY DOCKS: Four dry docks available, the largest of which is 
96 m. long; 30:0 m. wide, 27:60 m. depth and 8:25 m. sill depth. 
REPATRIATION: No facilities. ; 
AIRPORTS: 30 miles distant. Two flights daily to Venice/Milan 
and Rome for international connections. 
TIME: GMT plus one hour. Summertime: GMT plus 2 hours. 
HOLIDAYS : New Year's Day (1st January); Epiphany (6th January); 
St. Joseph (19th March); Liberation Day; (25th April); Labour Day 
ist May); Good Friday, Easter Monday, Ascension Day, Corpus 
Domini (variable dates); Proclamation Day (2nd dune); St. Peter 
and St. Paul (29th June); Assumption B.V. Maria (15th August); 
All Saints' Day (1st November); St. Giusto (8rd November); Victory 
Day (4th November); Immaculate Conception (8th December); 
Christmas Day (25th December); Boxing Day (26th December); 
Cargo work can be arranged on the above days. 
POLICE/FIRE/AMBULANCE: Police, tel. 113; Fire, 2222; Ambu- 
lance, 68888. 
TELEPHONES: Can be installed on board. 
SHORE LEAVE: Allowed. 
AUTHORITY : Ente Autonomo del Porto di Trieste P.O. Box 569 - 
34100 Trieste. Telex: Management, No. 46257 DG. Eapt. Container 
Terminal, No. 46365 Ct Eapt. 


VENICE: 45.26 N. 12.20 E. 


DOCUMENTS: Minimum number of ship's papers required upon 
arrival: 
By Port Health 

2 copies Passenger List. 

2 copies Crew List. 
By Police 

2 copies Passenger List. 

2 copies Crew List. 
By Ship's Agents 

2 copies Passenger List. 

2 copies Crew List. 

2 copies Cargo Manifest. 
By Customs 

2 copies Cargo Manifest. 

2 copies Provisions and Stores List. 
PILOTAGE: Pilot boards 2 miles from breakwater. Master can con- 
tact Pilot by radiotelephone, VHF Channel 114. 
ANCHORAGE: Anchorage for large tankers will depend upon 
Master's discretion. However there is a good anchorage in position 
45.23.30 N. 12.34.00 E. 
RESTRICTIONS: Advisable to enter during day-time and with 
favourable tide. Vessel up to 29 to 30 ft. draft can enter at high water. 
Vessel of this size can berth alongside with use of a pontoon. 
Tankers; normally restricted to 31 ft. draft. 
HEALTH: Health Officer Boards as soon as vessel is berthed. 
Pratique can be obtained by radio prior arrival. Radio request to 
Sanimare Venice through Trieste Radio. 
TUGS: Tugs are available in plenty and will join vessel at break- 
water and/or off Lido when proceeding to S. Nicolo. Ship's lines 
have to be used. 
BERTHING: Banchina Piave have a total quayage of 2,760 ft. long 
with a depth of water varying from 25 to 26 ft. at low water. 

Banchina Tagliamento have a total quayage of 2,500 ft. long with 
a depth of water varying from 26 to 29 ft. at low water. 
F penny Marmi have a total quayage of 720 ft. long and 26 ft. depth 

fr, 


Banchina Palazzo have a total quayage of 525 ft. long and a depth 
of water of 26 ft, nities , 5 
Banchina Isonzo have a total quayage of 2,360 ft. long with depth 
wong from 24 to 30 ft. at low water. 
estata Silos have a total quayage of 330 ft. long with a depth of 
Water 21 ft. at low water. 
neanchina S. Marte e Magazzini Generali Punto Franco (Free Port) 
' Yé a total quayage of 2,950 ft. long with a depth of water varying 
Tom 21 to 23 ft. at low water. 
Porto Marghera : 
sabe Leggere with a depth of water 27 ft. at low water. 
adice Molo “A" with a depth of water 27 ft. at low water. 
; anchina Veneto with a depth of water varying from 22-25 ft. at 
OW water, 
Sanchina Lombardia with a depth of water 28 ft. at low water. 
STEVEDS Piemonte with a depth of 30 ft. at low water. 
aleares ORES: The Proweditorato al Porto Venice are exclusi- 
they ae to manage all the commercial traffic and to provide by 
slevedenn means the commercial work in the harbour including 
: ores. Vessel should en route ETA cable to Agent at least 
Urs prior vessels arrival to arrange gangs. 


ae Hospital facilities always available. No notice required in 


IVORY COAST 


TANKERS: Tank washings cannot be disposed of inside port. 
Diameter of loading discharge lines 8 to 12 in. 

One berth for tankers at San Leonardo can accommodate vessels 
up to 85,000 dwt. Maximum draft is 43 ft. 3 in. Good discharging and 
no back-pressure. Speedboats up to Venice take about 40 minutes. 

Discharging berths for tankers at Porto Marghera: 

Darsena IROM, length 570 metres, depth 30 ft. Tankers over 31 ft. 
draft require special approval. 

Esso Pier: depth alongside 30 ft. 

Shell Pier: depth alongside 30 ft. 

Agip Pier: depth alongside 23 ft. 

Port entrance of Malamocco, at point of the island of Lido, has been 
reopened where a canal 12 metres deep leads to Port of Marghera. 
This canal allows large tankers to proceed to coastal storage tanks 
without passing through urban centre of Venice. 

BULK HANDLING FACILITIES: Bauxite discharging at Monte- 
catini and Molo Commerciale in Porto Marghera. 

Discharge by crane grabs at rate of 2,000 tons per day at Monte- 
catini, and 1,500 tons per day at Molo Commerciale. Vessels up to 
28 ft. draft can be accommodated. 

SALINITY: Average salinity of water inside port 1020. 

FRESH WATER: Plenty available. 

BUNKERS: All grades available and delivered by barge. 
CUSTOMS ALLOWANCES: The Customs require from the ship 
a complete list in duplicate of Provisions and Stores. It is parti- 
cularly important that the quantities of items such as tobacco, 
cigarettes, spirits, coffee, matches, pepper, salt, spices, cars, choco- 
late, should be given accurately. Customs Officers will supervise 
the issue while ship is in port. Amount of tobacco allowed out of 
Bond: 50 cigarettes per man for all foreign vessels except British 
and U.S.A. flags. 20 cigarettes per day per man on British and 
American flag vessels. 

CONSULS: Following are Consulates maintaining their offices 
at Venice: 


Argentine Germany Panama 
Austria Greece Peru 
Belgium Guatemala Portugal 
Denmark Lebanon Spain 
Finland Liberia Sweden 
France Norway Switzerland 
Great Britain Holland Uruguay 


REPAIRS/DRY DOCKS: There are ample facilities for repairs. 
Following are particulars of Venice dry docks: 


Minore Maggiore Principe 
298:8 ft. 526:3 ft. 820-3 ft. extreme length 
58-4 ft. 79:8 ft. 117-8 ft. breadth of entrance 
1-0 ft. 1-0 ft. 3-1 ft. height of sill above bottom dock 
19-7 ft. 29-6 ft. 36-0 ft. depth on sill at high water. 


OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores. 

AIRPORT: International Airport Marco Polo about 10 km. from 
Porto Marghera. Served by regular airlines. 

TIME: GMT plus 1 hour. Summer Time from June to September. 
HOLIDAYS: The public and port holidays are the following: 
1st January; 6th January; 19th March; 25th April; Monday after 
Easter Day; 1st May; Ascension Day; Corpus Christi Day; 2nd June; 
29th June; 15th August; 1st November; 4th November; 21st Novem- 
ber; 8th December; 25th December; 26th December. 
TELEPHONES: Telephones will be placed aboard the ship. 
AUTHORITY: || Comandante di Porto. 


AGENT: Bassani S.p.A., Venice — Via 22 Marzo, 2414, PO Box 484, 
Tel. 20340 - 22771. Telex 41066. (Subagents of Gastaldi & Co) Cables: 
“Dick Venice”. 


Ivory Coast 


ABIDJAN: 05.18 N. 04.00 E. 


DOCUMENTS: 

7 Crew Lists. 

6 Lists of Previous Ports of Cai. 

2 Lists of Ship's Stores. 

2 Lists of Crew Personal Effects. 

Maritime Declaration of Health. 

6 Passenger Lists. 

PILOTAGE: About one hour before arrival ships equipped with 
VHF shall confirm to the pilot station their correct hour of arrival off 
the roads; then the boarding time for Pilot shall be communicated. 
It is essential that these times are clearly understood both by ship 
and pilot station. 

Ships shall stay in a position so they keep across the swell and the 
wind which both generally come from the South and they shall put 
the pilot ladder at the lee, i.e. Port if steering Eastward, Starboard if 
steering Westward. 

Pilotage is compulsory, except for shifting alongside quays. For 
ships leaving harbour or shifting within harbour limits, request for a 
Pilot should be made at the Harbour Master's Office 3 hours at least 
before sailing or shifting. For a night sailing or shifting, request 
must be made before 1700. 

Warning: when embarking Pilot, keep well clear of sandbank 
extending from entrance to Vridi Canal. 

RESTRICTIONS: Ships may leave or enter Abidjan only between 
certain time limits. These limits are transmitted by Abidjan-Radio: 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


on 500 kc/s on request; on short wave, at the beginning of each 
watch period. 

MAX. SIZE: Maximum draft 32 ft., maximum length 200 metres. 
HEALTH: Request for free pratique is given by the Agent to port 
Health Authority, who will board vessel on arrival. 

RADIO: Captains should radio their ETA and draft to “‘Comport- 
Abidjan". When at anchorage off Vridi canal, they should watch for 
signals from Vridi signal station, which keeps continuous watch, 
and advise them regarding the time the pilot will board their ship. 
Port Captain's office and Vridi signal station keep a permanent 
watch on 156-6 Mc/s and 156°8 Mc/s. Agents may be obtained through 
Abidjan-Radio on 2182 kHz. Abidjan-Radio answers on 1813 kHz. 
VHF : 16 and 12 Channels are used: 16 for security and 12 for general 
traffic. It is strongly advised to use Channel 12. This channel is strict- 
ly reserved for the harbour traffic and ships wishing to talk to each 
other should do so on a ship to ship channel (6 or 8). 

PORT RADAR: Is installed in the Harbour Master's Office. Ves- 
sels can contact port radar by VHF calling Comport Abidjan on 
Channels 16, 12 and 11, or through Abidjan Radio, which keeps 
watch on Channel 16. 

TUGS: Tugs join vessel at the port entrance. Towing lines are 
provided by the tug. 

BERTHING: At the Tanker berth in the Vridi channel, berthing is 
effected at slack water and unberthing is effected at the end of flood 
tide. Mooring at the sea line buoys at Port Bouet is only made at 
certain stages of the tide determined by the Pilot. 
SPECIALISED CARGO HANDLING FACILITIES: 

Cranes: Two sheer-legs for unloading heavy lifts, capacity 150 
and 25 tonnes. 

Two gantry cranes for timber handling, capacity 10 and 20 tonnes. 

Grain: Priority berthing at No. 1 berth where silos and handling 
equipment available. 

Containers: Discharged by vessel's derricks and removed by 
trailers. Proper container handling berths available in near future 
with container park of 30,000 sq. metres. 

Bananas: One specialised berth with accommodation for two 
vessels, max. draft 7 metres. 

Ore: One berth available, max. draft 10 metres. 

Timber: Two berths. One with length of 300 metres and max. draft 
2:50 metres and the other length 380 metres and max. draft of 0:70 
metres. Timber is lowered into the water by gantry cranes and floated 
out to vessels. 

TANKERS: One Private berth in the Vridi Channel, max. draft 
30 ft. Shipmaster's Report: The Sea Line Berth at Port Bouet near 
Abidjan. 

(a) Introduction: Vessel ordered to part discharge 21,000 tons of 
crude. With a maximum draft of 48 ft. 6 in., this was the largest 
vessel to use these facilities; the previous largest being about 
60 kdwt (1973). 

(b) Approach from sea: Coast line is low with few distinguishing 
marks. Outline picked up at about 18 miles range (using Marconi 
Raymark), at about the same time as 100 fathom line was crossed. 
Coast is very steep-to with a pronounced rift in sea bed leading to 
canal entrance in Abidjan. 

(c) Anchorage: Vessel anchored about 2 miles from sea line 
terminal at Port Bouet. The usual anchorage is to West of canal, 
which would permit a more suitable approach to the berth. 

(d) Berth: The sea berth is situated about one mile S.S.E. of Port 
Bouet light. According to chart prepared by terminal authorities 
Société Ivoirienne de Raffinage (SIR), the depths of water in the 
berth are 16 m. aft and 19 m. for'd, at chart datum. Members of the 
diving team and terminal representatives are of the opinion that 
there is greater than 1 m. more water than indicated; this is backed 
up by observed soundings of for'd depth of 21 m., with a rise of 
tide of 0-5 m. 

Moorings consist of four 6 in. shore wires from buoys aft; four 
similar wires for'd, two from buoys, two from the sea bed; both 
anchors are used with about 8 or 9 shackles of cable on each. 

Hoses are made fast on port side, 212 in. leading to a 1 x 24 in. x 
5 km sealine. Back pressure is limited to7 kg cm? (about 100 Ib in.?). 
Berth is aligned to head into the prevailing Southwesterly wind. 
Unfortunately this places the vessel beam on to the current which is 
unpredictable in both magnitude and direction. After nine years’ 
experience at the berth, the diving team are unable to predict for a 
particular time if the current will run at all, or in what direction or at 
what strength. Current velocities of up to 25 knots are normal. If the 
current starts to run at this strength at an early stage of a berthing 
operation itis probable that the operation will have to be abandoned. 

(e) Berthing: Approach to the berth is made on a heading of 145° 
in line with buoys A and B on SIR chart. During much of the approach 
the vessel is within five cables of the shore, but, with one exception, 
the depth of water is adequate. 

When the vessel was between one and two ship's lengths from 
buoy A, in Grid reference position 579.030 393.280 on SIR chart, the 
under keel clearance was 15 ft., for several minutes. There was a 
very low, barely discernible, swell running, but the approach to the 
berth runs with this swell directly abeam, causing the vessel to roll 
an estimated five degrees; the effect of this was to give a minimum 
bilge clearance of 10 ft. 

Berthing operation is routine, with some shore labour assisting 
with wires. No carpenters’ stoppers are provided for wires, but two 
each end can be made fast on to the storage drums of the winches. 

(f) Discharging: Limiting back pressure maintained by two cargo 
pumps running at 1,200 rpm. Discharge rate achieved was 2,237 tons 
hour', which is usual for this berth. 

(g) Bunkering: Bunkers are available in the berth in amounts 
greater than 500 tons. As bunkers are taken via the same sea line 
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as cargo is discharged, the operation is somewhat clumsy and 
consuming: crude in the sea line is displaced by fuel oil; the 
is shifted to bunker connection; bunkers are taken; the hoy. 
re-connected to cargo manifold; the fuel oil in the sea line jg 
placed by crude oil. This sequence of operations took a tota, 
eight hours. If a total discharge was planned, it might be advisa 
to take bunkers in the middle of the discharge, in order to 
the need to use stripping pumps to displace the fuel oil in the, 
line, amounting to some 1,200 tons. 

STEVEDORES: Gangs must be ordered before 1700 on the » 
vious day. 

MEDICAL: All medical services and hospitalisation can | 
arranged without difficulty. Crew members are obliged to have 
certificates against smallpox and yellow fever. 

DENSITY: Varies from 1025 in January to 1000 in November, 
FRESH WATER: Supplied from the quay at the rate of 40 tons) 
hour per hydrant. Can be supplied by barge. 

FUEL: 1500 secs. fuel available from Abidjan Refinery. Adya 
notice required. 

WATCHMEN: Services of shore watchmen are recommenda, 
HATCHES: Normally opened and closed by stevedores, 
CUSTOMS ALLOWANCES: Each man allowed to retain) 
cigarettes and 1 bottle of alcohol. 

rc ale gs eh CARDS: Should be carried by crew gy 
ashore. 

CONSULS: The following countries are represented locally; 


Algeria Japan 
Belgium Korea 
Brazil Lebanon 
Colombia Liberia 
Congo Mauretania 
Denmark Morocco 
Ethiopa Netherlands 
Finland Nigeria 
France Norway 
Gabon Sweden 
Germany South Vietnam 
Ghana Tunisia 
Great Britain U.A.R, 

Italy U.S.A. 
Israel U.S.S.R. 


REPAIRS: All types of repairs can be effected. There is a float 
dock with lifting capacity 2,000 tons. 
REPATRIATION: Can be arranged. 
AIRPORT: Local international airport with connections to; 
parts of the world. 
TIME: GMT. No alterations during the year. 
HOLIDAYS: ist May and 7th December no work can be carrieds 
Other holidays which may be worked at overtime rates are:! 
January, Easter Monday, Whit Monday, Ascension Day, 1st Nov 
ber, Christmas. 
POLICE/FIRE/AMBULANCE: Police, tel. 35.57.57; Fire, tel. 23 
Ambulance, tel. 238/82. 
TELEPHONES: Can be connected on board if requested! 
vessels moored at quays No. 1, 2, 4 and 5. 
SHORE LEAVE: Allowed without restriction. 
DEVELOPMENTS: Additional berths to be constructed at\ 
Jetty. 

A container park of 30,000 square metres to be constructed. 

The access channel to be deepened and widened to allow ves# 
of 37 ft. 6 in. draft to enter. Channel width to be 130 metres. 
AUTHORITY: Direction du Port D'Abidjan, BP 1360 Abid 
tel. 22.22.17. Commandant du Port, BP 1382 A. Telephone 3241! 
Telex 674. Cables Comport Abidjan. 


AGENT: Socopao Cote D'Ivoire, B.P. 1297. Tel. 32 02 11. Té 
745, 755, 413. Telex (Maritime): 562. Cables: “Freight Abidjan”. 


Jamaica 


KINGSTON: 76.52 W. 18.00 N. 


DOCUMENTS: 
For Customs Port Royal 
2 Health Certificates (obtainable from Customs Port Royal). 
2 Crew Lists. 
2 copies Passenger Lists. 
2 Dangerous Cargo Lists. 
1 Ship's Register. 
2 Crew Declaration (obtainable from Customs Port Royal). 
2 Stores List. 
International Certificates of Vaccination for each crew membt 
For Immigration 
2 Crew Lists. 
2 Passenger Lists. 
For Agent 
Bills of Lading covering all cargo on board. 
2 Crew lists. 
2 Stores Lists. 
5 Manifests. 
Ship's Register, Safety Certificate and Load Line Certificate. 
For Quarantine 
1 Derat. Certificate. 
International Certificates of Vaccination for crew members 


: Forty-eight hours advance notice to Agents required. 
muetaes conedl about 2 miles S.E. of Plumb Point Lighthouse. 
ore els required to anchor at Port Royal whilst Customs board to 
pear ratique and seal stores. Contact pilot station VHF Channel 11. 
ee small pilot boats in use at present which come out from 

required. 

Kn NORAGES: Depth of ship channel 35 ft. recommended. Four 
poeo anchorages, namely A, B, C, D - these having to be 
ee wed in advance. Also unlimited anchorage space towards 
Soetern end of harbour. Positions of these four specified anchorages 
aaones A 221° distant from R.C. Cathedral Dome 14-4 cables. 
Anchorage B 180° distant from R.C. Cathedral Dome 11-0 cables. 
Anchorage C 168° distant from R.C. Cathedral Dome 10-7 cables. 
Anchorage D 155° distant from R.C, Cathedral Dome 11:0 cables. 
RESTRICTIONS : Entry - day or night. Rise and fall of tide, average 
range 10 in., occasionally 16 in. Strength of current in harbour 14 
knots in some places. Main direction and average speed of prevailing 
winds E.S.E. 20 m.p.h. Months of maximum rainfall (i) April/May, 
(ii) Sept., Oct. and Nov. Hurricane period June 15-November 15. 
MAX. SIZE: Recommended maximum draft into Port Royal 48 ft. 
for vessels of unlimited size. Main ship channel has recommended 
draft of 35 ft. and is 800 ft. wide. Newport West has recommended 
draft of 32 ft. 6 in. with a turning basin of 1,500 ft. Esso Terminals 
has recommended maximum draft of 34 ft. 6 in. Maximum recom- 
mended draft of 32 ft. 6 in. to proceed Eastwards, from Esso Ter- 
minals, in harbour to anchorage or berths. Newport East has maxi- 
mum recommended draft of 27 ft. 6 in. 
HEALTH: See “Documents”. : 
Pratique Procedure: The Customs Officer who boards vessel will 
indicate to Master when pratique granted, after he has checked all 
documents and placed under bond all excess tobacco and liquor on 
board. In respect of vessels arriving from restricted areas (e.g. Texas, 
U.S.A.) vessel will not be granted pratique at Port Royal but at berth 
after being sprayed (at berth) by Quarantine Officer. A vessel with 
suspected fever or disease on board should inform Agent before 
arrival. The Agent will advise Customs at Port Royal and Quarantine. 
The Quarantine Officer will tell Master whether to proceed to 
Quarantine Anchorage or to berth direct. 

lf a vessel obtains pratique at Kingston, automatic pratique 
granted to proceed to any other port in Jamaica. 
RADIO: Cable agents giving ETA, Draft, Passengers (if any), cash 
required. Call sign “KNRDO 6YI". 
VHF: VHF Channel 16 - Kingston Radio. VHF Channel 11 — Pilotage. 
TUGS: Tugs optional. Tug joins incoming vessel near berth. In 
case of emergency tug joins vessel wherever requested by Master. 
Usually ship's lines used, but if tug's lines used there is no extra 


cost. 

BERTHING: No specific requirements for berthing. If explosives 
on board a special permit is required from Harbourmaster and 
Customs. Extract from Gunpowder and Firearms Law: 

“Twelve hours’ notice shall be given by agent of ship to Harbour 

Master or Principal Officer of Customs, as case may require, of 

intended arrival of a ship with Gunpowder and/or Dangerous 

Explosives on board, and such ship shall not be permitted to come 

alongside a wharf or any ship in Harbour or to break bulk until 

Harbour Master or Chief Officer of Customs, as case may be, is 

satisfied that Gunpowder and/or Dangerous Explosives are of such 

character and are so stowed, or are in opinion of Harbour Master 
or Collector of Customs, in such trifling quantity as not to be an 
element of danger, when proper Officer shall certify - 

(2) that in consideration of character, method of stowage, or 
quantity of such Gunpowder and/or Explosives it is safe for 
such ship to berth and proceed to discharge cargo without 
special precaution, or 

(6) that having regard to considerations aforesaid such ship 
should discharge such Gunpowder and/or Explosives into 
lighters or at place appointed under rules for special landing 
before being allowed to berth or break bulk in connection with 

_ landing or shipping of other cargo.” 

Kingston has a new port development in harbour West of the city. 
There are nine berths (numbers 1-9) operated by two private wharf 
companies. All berths equipped for Ro/Ro traffic. Maximum depth 
of water in channel approaching and alongside berths is 35 ft. 
Recommended draft is 32 ft. 6 in. Bunkering facilities available at 
all new berths. 

STEVEDORES: To enable agent order gangs important to obtain 
accurate ETA from vessels. Time: 12 noon the working day before 
— arrives. Shifts: 0700-1400, 1400-2100 Mondays to Fridays; 

00-1200 Saturdays. Sundays — full overtime. 
hatevedores normally rig and open, but crew open McGregor 
oneal All necessary gear supplied by stevedores except rain 
: $ and special lifts requiring special gears, which vessel must 
pasa Average unloading rate 10/15 tons per gang hour for general 
CARGO HANDLING: Wherry Wharf (a Sufferance Wharf) main- 
nn pier at Newport East for unloading lumber, corn and animal 

ingredients. The wharf is 200 ft. long with a depth of 29 ft. and 
an apron of 200 x 60 ft. 
tor aceon there are no specialised berths on the public wharves 
graing wing bulk cargoes. Although sulphur salt, caustic soda and 
in S have been discharged, consignees make their own discharg- 

9 and storage arrangements. 

Oi — for the flour mill and feed factory are discharged at Shell 
ler and conveyed by the plant's own system into the factories. 
traf S1tog in Newport West are equipped for roll-on/roll-off 
¢and containers. There is a mobile crane stationed on the docks 
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capable of lifting 140 tons max. Liquid chemicals and LPG are 
handled by the oil companies at their private docks. 

MEDICAL: Agents to be advised before arrival of vessel if emer- 
gency medical attention required. Hospital facilities available. If 
inoculation required Master to advise Agents prior arrival of vessel. 
TANKERS: No specific requirements applicable to oil carriers. 
Reducers available to fit 12 in.4 in. load/discharge lines. Slop 
(residue) discharge facilities available taking maximum 500 gallons. 
Five tanker berths. Drafts at these berths vary from 28 ft. to 34 ft. 
(approximately). Gas free certificate required for tankers laying 
alongside Public Wharves in Kingston. 

DENSITY: Average density 1026. No tide. 

FRESH WATER: Fresh water available at berth. Average rate of 
delivery 20 tons per hour. 

FUEL: All grades (viscosities) available. At least two days advance 
notice required. 

FIRE PRECAUTIONS: Fire boat available equipped for fighting 
harbour fires 24 hours per day. Also equipped fire engines situated 
within easy reach of docks available 24 hours a day. 
GANGWAY/DECK WATCHMEN: Services of watchmen are 
recommended. 

OPENING/CLOSING HATCHES: Hatches covered by Pantoon 
and Hatch Boards opened and closed by stevedores. McGregor 
hatches handled by crew. 

CERTIFICATES: 

Safety Certificate. 

Ship's Register. 

Load Line Certificate. 

Test Certificates for derricks and cargo handling gear. 
CUSTOMS ALLOWANCES: Tobacco, 2 oz. tobacco in any form 
(2 0z. pipe tobacco or 40 cigarettes) per day. Wine and/or Spirits, 
6 oz. or $ reputed pint of spirit per day. 1 pint wine allowed Master 
and Officers only or as stated in the Articles under flag they fly. 
CARGO GEAR: The usual certificates covering testing and inspec- 
tion of all gear and equipment as required under Docks Regulation 
1934 of Great Britain or by International Labour Organisation, will be 
acceptable. 

IDENTIFICATION CARDS: No Identification Cards required. 
CONSULS: Consuls not available on Saturdays and Sundays, 
except by special request. 


Kingston 
Consular Offices Tel. No. 
British Information Service 24135, 22711 
Canadian High Commissioner 65726-0 
Trinidad and Tobago High Commissioner 65739, 65730 
Embassies 
American Embassy 26341-0 
Argentine Embassy 77616 
Chinese Embassy 78161 
Dominican Embassy 66676 
French Chancery Embassy 79811 
German Embassy 26551 
Mexican Embassy 66891 
Netherlands Embassy 69026-8 
Panamanian Embassy 70042 
Venezuelan Embassy 65519-0 
Consular Offices 
Argentine Consulate 77616 
Austrian Consulate General 25623 
Belgium and Luxembourg Consulate 0353-259 
Colombian Consulate General 42004 
Costa Rican Consulate General 67285 
Cuban Consulate 84564 
Danish Consulate 36737 
Finnish Consul 23006, 22519 
German Embassy-Consular Section 26551-3 
Greek Consul 23685 
Guatemalan Consul 42966 
Haitian Consulate General 25888 
Hondurian Consul Ad Honorem 67285 
Israeli Consul 26671 
Italian Consul 66981 
Jordanian Consulate 82661 
Lebanon Consulate 76465 
Liberian Consul 27169 
Mexican Consulate 66891 
Nicaraguan Consul 22856 
Norwegian Consul 22151 
Peruvian Consul 76565 
Salvadorian Consul 25780 
Spanish Consul 22856 
Swedish Consulate 36737 
Swiss Consulate General 23347 


REPAIRS: Minor deck and engine repairs possible by two firms. 
Pre-advice of three days recommended. 

DRY DOCKS: No dry dock facilities available. 
REPATRIATION: Facilities available for effecting crew changes. 
AIRPORT: 10 miles from port and is served by regular airlines. 
TIME: Local time is GMT minus 5 hours. 

HOLIDAYS: Days when work is performed only on overtime rate: 
New Year's Day; Ash Wednesday; Easter Monday; National Heroes 
Day (third Monday in October); Boxing Day. Days when ports closed, 
no work performed: Good Friday; National Labour Day (Mary 23rd); 
Independence (first Monday in August); Christmas Day. 
POLICE/AMBULANCE/FIRE: Emergency tel. numbers: Police 
116; Ambulance 110; Fire 110. Commissioner of Police 79858-0. Radio 
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Control Room 81261-2. Fire Brigade 22121. Fire Boat Station 27018. 
TELEPHONES: Arrangements exist for placing telephones on 
board. The Jamaica Telephone Company to be advised by Agents 
2/3 days before vessel arrives. 

GENERAL: Bunkering Facilities: Bunkers are supplied by three 
firms: The Shell Oil Co. (West Indies) Ltd. Texaco Caribbean Inc. 
Esso Standard Oil S.A. 

Ship's Chandlers: Three ship's chandlers available. 

Communications: Regular air services daily to London, New York 
and other European and American cities, and is therefore in excellent 
position to offer emergency facilities to vessels requiring urgent 
spares, crew replacements, etc. Vessels can anchor at Port Royal 
close by airport. 

Customs: Vessels are searched thoroughly by Customs for fire- 
arms and contraband. Masters are held responsible by Customs for 
security of bonded stores, etc. Masters are therefore alerted to check 
security arrangements and to keep watch on bond whilst in port. 
SERVICES: Compass adjusting services available. Although 
routine repairs to radar, radios and other electrical equipment are 
possible, technical services generally limited. 

SHORE LEAVE: Crew members allowed on shore after vessel 
cleared by Immigration. Vessels arriving from some countries 
require special Government approval before shore leave permitted, 
but no restrictions are normally placed on vessels arriving from 
Western European, American or African countries. 
REGULATIONS: Dogs are not permitted to land unless they have 
undergone quarantine or are imported from United Kingdom. 
DELAYS: Normally there are no delays to vessels calling at the port. 
AUTHORITY: The Harbour Master, Kingston. 


AGENT: Sprostons (Jamaica) Limited, Shipping Department, 2nd 
floor, 105 Harbour Street, Kingston, Jamaica. P.O. Box 139, Kingston, 
Jamaica. Tel. 932-5768 & 9. Telex: “2135 Alprojam, Jamaica’’. Cables: 
“Shipspros, Kingston, Jamaica”. 


MONTEGO BAY: 18.30 N. 77.56 W. (See Plan) 


DOCUMENTS, PILOTAGE and all general information: refer to 
“Kingston”. 

ANCHORAGE: There is one anchorage in Montego Bay which 
must be booked through the Harbour Master in Kingston. Depth 5 
to 6 fathoms. 

RESTRICTIONS: Entry - day and night. Rise and fall of tide, 
average range 10 in. No current in harbour. Main direction and speed 
of prevailing wind, N.E., 10 m.p.h. Subject in January-February to 
occasional 2-3 day spells of squalls with driving rain known as 
Northers which makes lying at the anchorage uncomfortable, but 
there is virtually no swell alongside the berths. 

MAX. SIZE: Unlimited water at anchorage. The 1,500-ft.-long 
400-ft.-wide straight channel has a minimum depth of 34 ft. MSL, as 
does the 1,600 ft. diameter turning basin. 

CLEARANCE: Customs, Health, |lmmigration offices are maintained 
at the port. 

BERTHING: 

Montego Freeport is a new port developed with 3 berths operated 
by Montego Wharves Limited, P.O. Box 303, Montego Bay. 

Berth 2 — 600 ft. long, 34 fi. minimum depth alongside, 7:5 ft. above 
water line. 

Berth 3 - 588 ft. long, 25 ft. minimum depth alongside, 6:5 ft. above 
water line. 

Berth 4 — 387 ft. long, 25 ft. minimum depth alongside, 6-5 ft. above 
water line. 

These berths are reached through a 1,500 ft. long straight channel 
400 ft. wide dredged to a minimum depth of 34 ft. There is 23,000 sq. ft. 
warehouse and an 87,000 cu. ft. cold storage facility adjacent to 
berth 2 with a wharf apron of 75 ft. Berths 3 and 4 are designed for 
roll-on/roll-off with 13 acres of bonded storage space adjacent. 
Berth 4 is used principally by cruise ships and is connected to a 
5 acre duty free shopping complex by a 200ft. long tree-lined walkway. 

Montego Freeport Limited intends to build berth 1 in the next few 
years which will be a continuation of berth 2, creating 1,300 ft. of 
continuous berth face with ample space behind for expansion. The 
cold storage is planning on doubling its capacity. 

TANKERS: No specific requirements applicable to oil carriers. 
Reducers available to fit 12 in.-4 in. load/discharge lines. Slop 
(residue) discharge facilities available taking maximum 500 gallons. 
One tanker berth, berth No. 2 minimum depth alongside 34 ft. MSL. 
Gas-free certificate required for tankers laying alongside. 
DENSITY: Average density 1026. No tide. 

FUEL: All grades (viscosities) available. At least four days notice 
required. 

FRESH WATER: Can be supplied from the dock. 30 tons per hour. 
MEDICAL: All facilities at St. James's Hospital. 

SECURITY: Under the jurisdiction of the Montego Bay Police 
and also 24-hour patrols in the port area by private security guards. 
CONSULS: No consular offices in Montego Bay. See “Kingston”. 
STEVEDORES: The Port is open 24 hours of the day. To enable 
Agents to order gangs, it is important to obtain accurate ETA from 
vessels. Time: 12 noon the day before the vessel arrives. Shifts: 
0700-1400 hrs., 1400-2100 hrs. Mondays to Fridays with option to 
extend the first shift to 1700 hrs. at single time; 0700-1200 hrs. 
Saturdays, thereafter at overtime. Details can be obtained from 
Montego Stevedoring Limited, P.O. Box 303, Montego Bay. 

FIRE PRECAUTIONS: Equipped fire engines situated within easy 
reach of docks 24 hours per day. 

IDENTIFICATION CARDS: Recommended for crew. 
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REPAIRS: There are no dry dock facilities, but minor repairs ¢ 
be effected alongside. 

AIRPORT: 5 miles from port. Sangster's International Aitpe 
served by regular airlines. 
POLICE/AMBULANCE/FIRE: Police, tel. 
110; Fire, tel. 110. 

AUTHORITY : Montego Freeport Limited, POB 303, Montego 8, 
Tel. 952-5540. 


119; Ambulance, nm 


OCHO RIOS: 18.25 N. 77.072 W. 


GENERAL: Reynolds Jamaica Mines must act as Agents for, 
vessels using the pier at Ocho Rios. (a) Tel. Ocho Rios 603. (6) 
address is ‘‘Mines'’ Ocho Rios, Jamaica. (c) 72 hour and 24 hoy 
ETA requested. (d) Radio telephone 2738 Kc/s open when Cah 
expected at 0700, 1100, and 1500 local zone time. 

PILOTAGE: Compulsory. Pilot meets vessel 1 mile North-east; 
sea-buoy. On rare occasions when a local pilot is not availa 
expenses and detention must be paid for an outside Pilot. 
FRESH WATER: 50 c. per ton supplied from pipe-lines on the pie 
FUEL: Bunker “C"’ Fuel Oil - daily prevailing rate Kingston Harboy 
Diesel Fuel Oil - per oil company suppliers Kingston. 

TUGS: 45 ft. diesel-powered tug. 

REGULATIONS: (1) If any captain of any vessel or any other per 
shall throw or deposit, or permit to be thrown or deposited (a) » 
rubbish, earth, mud, stone, sand, ballast or other similar matter; 
(6) any oil or mixture containing oil or oil residues, in any chany 
leading into or out of any harbour, or in any place within the lim 
of any harbour other than such place therein as shall be set ape 
for such purpose he shall be, liable to a penalty not exceeding m 
thousand pounds. (2) No siren or steam whistle shall be sounts 
on any vessel in any harbour except for the purpose of making signa 
as laid down in the regulations for preventing collisions at s 
provided that any vessel may sound one warning blast of not my 
than five seconds duration before sailing. Any person commitiy 
a breach of the rules is liable for a penalty not exceeding Twee 
Pounds. 

CARGOES: The Reynolds Jamaica Mines Pier is occupied aby 
twice each week by ore carriers for 8 to 12 hours and about twice: 
month by sugar ships for indefinite periods. 

TOURIST VESSELS: Tourist ships are accepted at Ocho Re 
without Ministry of Finance approval in accordance with very 
instructions of the Collector at St. Ann’s Bay, 19th September {# 
subject to the availability of berth at Reynold's option and: (a) & 
guarantee to be only for Monday through Friday and for the how 
0700 to 1800. (b) Ocho Rios must be the first port of call in Jamas 
of the ship on any particular voyage. (c) Signature of release for 
PASSENGERS: (a) Passengers disembark via shore gangways! 
if requested) direct to wharf situated in fence enclosed compow 
with guarded gate. Where lighterage is required a landing is availa 
at the back of the wharf sufficiently large to be used by a 45 ft. tup 
(6) Entry and clearance by Customs and Immigration are made att 
pier. (c) Taxis are kept outside the gate. (d) Normally the Ocho Re 
Chamber of Commerce set up a table on the wharf for the purpts 
of providing jnformation and distributing literature on local must 
groups to spend some time playing on the wharf for the benefit’ 
the passengers. 

AGENCY: (a) Normally Reynolds Jamaica Mines acts as sub-age 
in Jamaica for vessels calling at Ocho Rios and bills for disbum 
ments are directed to the Island agent for payment. (b) In cases whe 
Reynolds Jamaica Mines acts as sole agent for a vessel, a sum! 
money adequate to cover vessel's disbursements is requested fi 
the owner or charterer to be deposited to Reynolds Jamaica Mite 
account in advance. 


PORT ESQUIVEL: 17.53 N. 77.08 W. 


DOCUMENTS: 

6 Crew Lists. 

6 Passenger Lists. 
Customs Documents: 

4 Stores Lists. 

Crew's Manifest or Declaration outside of Personal Effects. 

4 Load Line Certificates. 

4 Small Parcels Lists. 

4 Customs Clearance from last port of call. 
Health Documents: 

International Certificate of Vaccination of all crew members. 

Maritime Declaration of Health. 

Crew's Declaration of Health. 

6 Manifests. 

4 Bills of Lading 
Ship's Documents: 

3 Stowage Plan of Cargo. 

2 Deadweight Survey (Bulk carriers only). 

Charter Party and any other specific documents of instruct 

relating to the loading or discharging of cargo. . 

PILOTAGE: Pilotage compulsory. Compulsory pilotage limit® 
miles to seaward of line drawn from Polink Point to Bare Bus? 
to Portland Cay to Portland Point. Cable advice 48 and 24 how 
ahead of vessels ETA at pilot station must be sent to vessel $ af 
at Kingston, Jamaica. 

One pilot boat Si/ver Spray, launch equipped with ship-to-s® 
radio communication: (a) One Marconi VHF — FM 30-watt 
multi-channel set.(b) One Marlin HF - AM 75 output multi-channé! 


t manned 24 hours per day. Contact with Port or 
pe si be made on three international channels — 16, 2 and 6. 
i CHORAGES : A. Seaward to East of pilot station, depth in 
ANC of 36 ft. B. Leeward of Pigeon Island - depth 36 ft. min. 
eceastward of entrance of main channel - depth 36 ft. min. 
RESTRICTIONS: Restriction of permissible draft to maximum of 


on SIZE: Maximum permissible length 650 ft. and draft 35 ft. 
HEALTH: Pratique procedure requires presentation of under- 
ationed health documents: (a) International Certificate of Vac- 
me tion of all crew members. (b) Maritime Declaration of Health. 
r) Crew's Declaration of Health. In event any suspected communic- 
pa disease or fever on board, Master required to advise Agents 
vance. 
RADIO: “KNRDO 6Y1". \ : : 
TUGS: Pilot boat will be on standby during berthing operations of 
all vessels to assist in placing ship's lines on to pier. / 
BERTHING: Facilities for two berths ~ Eastern side and Western side 
ofpier. Alumina bulk loading facilities on Western berth. Bulk alumina 
essels given priority on Western berth and it is used otherwise for 
yesselS handling general cargo, loading or discharging fuel oil, caus- 
tic liquor, etc. Length of pier, East side, 550 ft. West side, 600 ft. 
Also work in progress on additional berth, 250 ft. long, South- 
wastern shoreline, with maximum permissible draft of 17 ft. for this 


nly. 
SPECIALISED CARGO HANDLING FACILITIES: Eastern and 
western berths equipped to handle receival of bulk cargoes, e.g. 
grain, fertilisers, sulphur, etc., by using shore crane with grabs, 
yessel discharging by grabs or conveyor system. Bulk liquid chemi- 
cals handled as shown under “Tankers”. Additional berth on South- 
western shoreline now being used to handle containerised cargo 
and can be utilised for handling of roll-on/roll-off traffic. 
STEVEDORES: Cable advice to Agents in Kingston, Jamaica, 48 
and 24 hours ahead of vessel's ETA at pilot station for arrangements 
to provide stevedore and dock labour. 
MEDICAL: Agents to be advised 48 hours ahead of vessel's ETA 
pilot station of medical attention required, details of inoculations, 
yaccination/fever certificates, etc. Free ambulance service provided. 
Nearest hospital approximately 15 miles. 
TANKERS: Both sides of pier equipped to handle receival and 
delivery of Bunker C oil, caustic liquor, sulphuric acid and molasses. 
Diameters of the load/discharge lines are: 
Bunker C Oil 10 in. 
Caustic liquor 10s 
Sulphuric acid 4s 
Molasses 12 is 
Water 4 
Maximum permissible draft 35 ft. 
DENSITY: 1025 subject to slight variation during heavy rainfall. 
FRESH WATER: Maximum of 300 L. tons available. Delivery made 
from storage tank at a rate of 40 to 50 L/T per hour. 
FUEL: Bunker C fuel oil is available from dock. Application to be 
made to Esso (W.1.) Ltd. through ship’s Agent for supply of bunkers. 
Pumping rate approx. 130 L/T per hour. Specification - Group 0 or 
group 1 - Viscosity SSF at 122° F; 160-180 Flash P — M °F 200 plus. 
Arrangements to supply other grades of fuel oil can be made on 
request of local Agents to Esso. 
FIRE PRECAUTIONS: Strategically located fire hydrants through- 
out port and on pier. No special precautions apart from “No 
smoking" rule. 
GANGWAY/DECK WATCHMEN: Service of watchman optional 
but not necessary. During time vessel is in port there is Customs 
guard on pier and strict security measures are carried out by port 
Security Force on personnel entering or leaving port compound 
which is surrounded by a chain-link security fence. 
OPENING/CLOSING HATCHES: For bulk alumina vessels, 
opening and closing of hatches is done by crew members. For 
general cargo vessels, opening and closing of hatches may be done 
by crew members or on request to Agents, by stevedores. 
SHIP CERTIFICATES: 
Load Line Certificate, 
Registration Certificate. 
CUSTOMS ALLOWANCES: Tobacco: Each crew member 
including ship's officers, normally allowed by local customs authority 
2 02, of tobacco or 2 pk. of 20 or 25 cigarettes per day released from 
bond, Wine and/or Spirit: No limitations to use of wine on board. 
°r Spirits each crew member is allowed a part bottle per man. 
CARGO GEAR: Local Agents provide necessary cargo gear. These 
ue tested every six months in accordance with Factory Law and 
oencates issued for respective maximum lifting capacities. 
ENTIFICATION CARDS: Not necessary as the Passport will 
Serve this purpose. 
CONSULS: No consuls are available. Consular offices are located 
Repaeen approximately 30 miles away. 
Hy AIRS: Limited repairs may be undertaken. 
pe DOCKS: None. 
NPATRIATION : Upon request, local Agents arrange crew 
Al ges and any necessary repatriation. 


me ONT: Palisadoes International Airport approximately 40 


me: GMT minus 5. 
ae AYS: New Year's Day (1 January); Ash Wednesday (in 
a with calendar); Good Friday (in accordance with 
Ndar); Easter Monday (in accordance with calendar); Labour Day 
Hereer hi Independence Day (first Monday in August); National 
ating Do tnd Monday in October); Christmas Day (25 December); 
9 Day (26 December). These holidays are sometimes subjected 
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to change in accordance with Government Proclamations but work 
on vessels loading bulk alumina is usually carried out on these 
holidays. For general cargo vessels, work is optional on Public 
Holidays and only carried out on Master's request or in accordance 
with terms of Charter Party. 
POLICE/AMBULANCE/FIRE: Old Harbour Constabulary tel. 
983-2255; Old Harbour Fire Brigade tel. 983-2235. An ambulance 
service is available for any crew member requiring medical attention. 
Several qualified doctors within a 12-mile radius of port. There is 
also a fire station. 
TELEPHONES: Facilities do not exist for placing of telephones on 
board ship other than Magneto telephones. International telephone 
services available and scale of rates is as per schedule listed in 
Jamaica Telephone Company's Directory 
GENERAL: Port normal working days Mondays-Fridays 0730 
to 1630. Overtime in excess of 8 hours per day or 40 hours per 
week, Monday-Friday at time and a half normal rate; Saturday 
between midnight and midnight time and a half normal rate, double 
time for hours worked on Sundays and two and one half times for 
hours worked on public holidays, between midnight and midnight. 
Rail facilities exist on Western side of the pier. Ship chandlering or 
any other requirements may be acquired through local Agents. 
SERVICES: Special services are limited. Arrangements can be 
made through vessel's agents for the port or local contractors to 
undertake these jobs. 
SHORE LEAVE: Crew members usually granted shore leave by 
Immigration Authority for period vessel remains in port. Immigration 
Authority can, however, withdraw permission of shore leave to any 
individual crew member who, in their opinion, may be a security risk. 
REGULATIONS: No unusual regulations. 
DELAYS: The normal delays in berthing, loading or discharging or 
bunkering can be expected where the two berths are occupied. 
AUTHORITY : (a) Alcan Jamaica Limited, Port Esquivel, PO Box 2, 
Old Harbour, Jamaica, West Indies. Tel. OH 289. 

(b) The Port Authority, 51 Duke Street, Kingston, Jamaica, West 
Indies. Tel. 24212. 


AGENT: See ‘‘Kingston." 


PORT KAISER: 17.52 N. 77.37 W. 


DOCUMENTS: 

6 Crew Lists. 

4 Stores Lists. 

Declaration of Crew Personal Effects. 

Customs Clearance from Last Port. 

Maritime Declaration of Health. 

Vaccination Certificates for all crew members. 

Cargo Documents. 
PILOTAGE: Compulsory. Pilot boards about 1 mile seaward of the 
jetty. International code Pilot signals used. 
ANCHORAGE: Recommended 13 to 2 miles off end of finger pier 
from South to South-west. 
MAX. SIZE: Tankers up to 40 ft. draft. 
HEALTH: Pratique granted by customs officers who board on 
arrival, after Master has completed Maritime Declaration of Health, 
and Crew's Declaration of Health. All crew members require valid 
vaccination Certificates. In event of suspected disease or fever on 
board, Agent should be advised full particulars by radio before 
arrival. 
RADIO: “KNRDO 6Y1." 
TUGS: None available. 
BERTHING: Tanker berth at the end of a finger pier. Pier head is 
adequately fendered and a holding off buoy is utilised if necessary 
because of swell. Vessels berth portside to the jetty. Both anchors 
used. 

Finger pier is 610 ft. long. The berth is being dredged to 50 ft. 
depth. 
TANKERS: Fuel and gas oil discharged, 8 in. hoses. No slop faci- 
lities. 
DENSITY: 1025. 
FRESH WATER: Not available. 
FUEL: Not available. 
CUSTOMS ALLOWANCES: 25 cigarettes and part bottle spirits 
per day per man. 
CONSULS: Nearest at Kingston. 
TIME: GMT minus 5 hours. No changes. 
SHORE LEAVE: Allowed. 
AUTHORITY: Port Authority, Kingston. 


PORT RHOADES, Discovery Bay: 18.29 N. 77.25 W. 


DOCUMENTS: 
5 Crew Lists. 
2 Stores Lists. 
1 Customs Clearance from last port. 
2 Declaration of Crew Personal Effects. 
1 Maritime Declaration of Health (available on arrival). 
Vaccination Certificates for all crew members. 
1 Copy of each cargo document. 
PILOTAGE: Compulsory. ETA’s should be cabled to ‘“Kaisbaux 
Discovery Bay”, 48, 24, and 12 hours before arrival. 
Pilot will board vessel on arrival 2 miles outside channel, if berth is 
available 
ANCHORAGES: No designated anchorage. If berth is occupied, 
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vepaoie will remain within a 3-mile area of the channel until berth is 
available. 
RESTRICTIONS: Entry may be at any time of day or night through- 
out the year. 
MAX: SIZE: Maximum permissible length, 660 ft. 

Maximum permissible breadth, 90 ft. 

Maximum permissible draft, 37 ft. 
PRATIQUE: Pratique inspection and clearance given on berthing. 
Notify ‘‘Kaisbaux, Discovery Bay" as soon as possible before 
arrival full details of any suspected disease or fever on board. 

There is no radio pratique. 

RADIO: Route all ETA's and cables via Kingston Radio or nearest 
radio station, 

TUGS: None available. Pilot launch will assist in taking ship's 
lines during docking if required. 

BERTHING: One finger pier, adequate fenders, used by bauxite 
ships and tankers alike. 

Ships loading bauxite must dock with the top of the hatch covering 
of the first hold to be loaded not more than 35 ft. above sea level. 

Bauxite loading rate 4,000 tons per hour. 

All loading hatches to be opened for inspection if weather permits. 

Gangway to be rigged ready for lowering immediately on berthing. 

STEVEDORES: All arrangements are made by Kaiser Bauxite 
Company for unloading/loading any general cargo. 
MEDICAL: Medical facilities and hospital availalbe in the vicinity. 
TANKERS: Two fuel lines, hose 8 in. (pipe-line 12 in.) diameter. 
Back pressure 150 Ib. One gas oil line, hose 8 in. (pipe-lines 6 in.) 
diameter. Back pressure 150 Ib. 

Tankers use same berth as bauxite vessels. It may be necessary 
at times for tankers to wait on bauxite vessels loading, or arriving, 
and tankers may have to vacate the berth before completion of dis- 
charging to make way for bauxite vessels which have absolute 
priority. 

DENSITY: 1025 

FRESH WATER: Not available. 

FUEL: Not available. 

FIRE PRECUTIONS: Usual non-smoking precautions with respect 
to tankers. Portable fire extinguisher available on pier. 
GANWAY/DECK WATCHMEN: To be provided by vessel. 
OPENING/CLOSING HATCHES: To be done by ship's crew. 
CERTIFICATES REQUIRED: 

Load Line Certificate. 

Registration Certificate. 

Derating Exemption Certificate. 

CUSTOMS ALLOWANCES: Tobacco: Each crew member, 
including officers, normal allowance 2 oz. tobacco or 2 pks. of 20 
cigarettes per day released froin bond. Wine: No limitation on use 
of wine on board. Spirits: Officers only are allowed part bottle. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Nearest Consuls are in Kingston, 80 miles distant. 
DRY DOCKS: No facilities in Jamaica for other than the smaller 
types of vessel (e.g. tug). 3 

REPATRIATION: Can be arranged through ship's Agent. 
AIRPORT: Montego Bay, 40 miles away; Kingston, 90 miles away. 

Both are international airports, with several scheduled flights per 

day to U.S.A. and Europe. 

TIME: GMT minus 5 hours. 

TELEPHONES: No arrangement for ship-board connections. 
AUTHORITY: Kaiser Bauxite Company, Discovery Bay, Jamaica. 
Cables: ‘'Kaisbaux.” Tel. 973-221-4. 


SALT RIVER: 17.50 N. 77.10 W. 


DOCUMENTS: Health Certificate. Crew List. Manifest. Bills of 
Lading and other ship's papers for cargo shipped, prepared by 
Wisco Wharves Limited, a subsidiary of The West Indies Sugar 
Company Limited. 

PILOTAGE: Latest 24 hours prior arrival off pilot station. Cable 
“Monymusk Lioneltown" giving name of vessel, ETA, date of arrival. 
Pilotage — optional, Barebush Cay; Compulsory, Pigeon Island; nilot 
boat at Salt River. 

ANCHORAGE: 17° 49.58’ North; 77° 8.40’ West. 
RESTRICTIONS: No restrictions. 

MAX. SIZE: Draft 30 ft. 

HEALTH: Customs grant pratique. 

RADIO: Cable agents via Kingston Radio/6YI. 

TUGS: Not applicable. 

BERTHING: No berthing facilities. 

STEVEDORES: 48 hours prior arrival of vessel. Commodity bulk 
sugar. Loading rate approximately 1,800 tons per day. 

MEDICAL: No advance notice required. 

FRESH WATER: Can be arranged if given sufficient notice. 
FUEL: None available at port but can be arranged. 
GANGWAY/DECK WATCHMEN: Customs guards. 
OPENING/CLOSING HATCHES: Normally done by crew. 

SHIP CERTIFICATES: Registered tonnage certificate on first 
call. Master's and Chief Engineer's certificates of Competency, also 
Loading Line Certificate. 

CUSTOMS ALLOWANCES: Tobacco, determined by Customs. 
Wine and/or Spirit, determined by Customs. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Not possible. 

REPATRIATION: Can be arranged. 

AIRPORT: Palisadoes International approximately 50 miles away 
and served by regular airlines. 

TIME: GMT minus 5 hours. 
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HOLIDAYS: New Year's Day; Ash Wednesday; Good Friday 
Easter Monday; Labour Day (23rd May); National Heroes p,. 
Independence Day; Christmas Day (25th December); Boxing 
Work can be arranged on all public holidays except Good Friday ay 
Christmas Day. 

POLICE/AMBULANCE/FIRE: Police Vere 233; Ambulance Vp, 
337; No port fire brigade. 

TELEPHONES: Radio communication ship to wharf can o 
arranged. 

SHORE LEAVE: Crew members are allowed ashore. 
DELAYS: Delays can be expected. 

AUTHORITY: The West Indies Sugar Co. Ltd. 


AGENT: The West Indies Sugar Company Limited, 5 Trevennig 
Park Road, PO Box 174, Kingston 5, Jamaica, W.l|. Tel. 
Telex 13. Cable address: Head Office: “Wisco Kingstonja”, Hos, 
Office: ‘Monymusk Lioneltown". 


SAVANNA LA MAR: 18.12 N. 78.09 W. 


DOCUMENTS: Declaration of Health Certificate forms obtainay, 

from Supercargo. 4 copies Crew List, Stores List. Manifest, Bills; 

Lading and other ship's papers for cargo shipped prepared by Su 

Piepnae Limited, a subsidiary of The West Indies Sugar Comps 
imited. : 

PILOTAGE: Latest 24 hours prior arrival off pilot station. Ca 

“Wicaroo Frome" giving name of vessel, ETA, date of arrival, cap 

required. Diesel powered 88 hp launch painted black hull, red dea 

white wheelhouse. District - Compulsory and Optional. 

ANCHORAGE: 18° 11.27’ North; 78° 8.20’ West. 

ENTRY RESTRICTIONS: No night entry or sailing. 

MAX. SIZE: Draft 19 ft. 

HEALTH: Maritime Declaration of Health prepared by Master a 

lodged with Customs. MOH is notified of any suspected illness » 

action taken. Pratique automatic. 

RADIO: Cable Agents via Kingston Radio 6YI. 

TUGS: Not applicable. 

STEVEDORES: No particular ETA advice required. Commod) 

bulk sugar. Average loading rate 1,500 tons per day. ; 

MEDICAL: No advance notice required. Hospital facilities availat: 

Smallpox vaccination by MOH and certificate issued. 

FRESH WATER: No facilities. 

FUEL: No port facilities, but can be arranged. 

GANGWAY/DECK WATCHMEN: Customs guards. 

OPENING/CLOSING HATCHES: Normally done by crew. 

SHIP CERTIFICATES: Registered tonnage certificate on fi 

call. Master's and Chief Engineer's Certificates of Competency, ay 

Loading Line Certificate. 

CUSTOMS ALLOWANCES: Tobacco, determined by Custom 

Wine and/or Spirit, determined by customs. 

CARGO GEAR: No additional requirements. In use, grabs operat 

by ship's winches. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Not possible. 

REPATRIATION: Can be arranged. 

AIRPORT: Montego Bay International approximately 32 miles av 

and served by regular airlines. 

TIME: GMT minus 5 hours. 

HOLIDAYS: See "Kingston". 

POLICE/AMBULANCE/FIRE: Police Savanna la Mar 621; Am» 

lance 533; Fire 666 and 540. 

TELEPHONES: Radio communication ship to wharf can be arraty 

during day only. 

SHORE LEAVE: Crew members are allowed ashore. 

DELAYS: Delays can be expected. 

AUTHORITY: The West Indies Sugar Co, Ltd. 


AGENT: The West Indies Sugar Company Limited, 5 Trevenne 
Park Road, PO Box 174, Kingston 5, Jamaica, W.1|. Tel. 6594 
Telex 13. Cable address: Head Office: “Wisco Kingstonja”. How 
Office: ‘‘Wicaroo Frome". 


Japan 


GENERAL: Radio Pratique: At ports where Radio Pratiqué’ 
possible, vessels must be in possession of the Japanese Sanit 
Inspection Certificate to obtain Radio Pratique and night time em 
The certificate is only obtainable in Japan and is valid for one y#* 

Pollution: Effective 16th January, 1975, the Marine Pollut® 
Prevention Law requires any tanker of 150 tons gross and abe 
which is loaded with an oil cargo to have materials for oil rem 
either on board, or aboard escort boats, or at a depot base. De 
bases are understood to have been established, and in this con® 
tion Owners, Timecharterers, or Masters are strongly recommen 
to contact their Agents at least ten days prior to vessels’ am 
Japan. 


AIOI: 34.46 N. 134.28 E. 


DOCUMENTS: 
Ship's Register. 
Last Port Clearance. 
3 Crew Lists, including Passport Nos. 
3 Passenger Lists. 
1 Store List. 


1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, cam- 
era, wrist watch, radio, firearms/swords, etc., (only at first port 
of call in Japan). 

Ship's Agents will prepare: Inward/Outward Declaration. 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
mn ship's Agents should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea Pilotage should preferably be arranged 
nrough Agent by cable via Nagasaki Radio giving 72 hours notice. 
cant correction of ETA outside business hours should be cabled 
ve to pilot station. Inland Sea Pilot Association covers all inland 
- orts. Pilotage not compulsory but recommended in view of 
poe. number of islands causing navigational hazards. Pilots ob- 
vined from one of three pilot stations dependent upon vessels last 
saa of departure and at Master's discretion. Pilotage available 
fhroughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea Pilots also act as 
Harbour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot stations. 4 

{, Wadamisaki, at entrance to Kobe (vessels transitting Kii 

Straits). Position 34.38N.; 135.11E. Telegraphic address: “Anjin 


sokisaki 3 miles South of Sekisaki lighthouse. (Vessels trans- 
itting Bungo Channel.) Position 33.13 N.; 131.54 E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard to 
safety, to Sekisaki pilot station. : ay 

3, Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 
93.56.24 N.; 1831.03.12 E. 

Ajoi Dock Master not licensed to pilot vessels from outer harbour 
and boards at anchorage. 
ANCHORAGES: Inside Aioi Bay. Maximum 18 ft. draft. 

A, True bearing 250° from Kabeshima post, distance 350 m. 

B, True bearing 217° from Kabeshima post, distance 730 m. 

C. True bearing 313° from Kasamatsu Iwa bench mark, distance 


620 m. 
RESTRICTIONS: Vessels may anchor any time day or night. 
Draft to be adjusted to enter dry dock per dockyard recommenda- 
tion as follows: 
Name of Dock 
No. 1&2 Dry dock 


Trim Recommendation 
Vessel's Loe (mm.) plus.500'mm, 


No. 3 Dry dock Vessel’s LOA (mm.) 


plus 500 mm. 
MAX. SIZE: Max. size of ships to be accommodated as follows: 


Dock LOA LBP Breadth Draft DWT (L/T) 

No,idock 238m. 230 m. 33 m. 5:5 m. 73,000 
780'9” 754’7” 108’3” 18’ 

No.2dock 1561 m. 145 m. 19:5 m. 5:5 m. 14,000 
5121” 475'8” 63/11” 18’ 

No.3dock 341 m. 328 m. 54 m. 6:0 m. 300,000 
11189" = 10761” 1771" 198” 


HEALTH: Pratique to be obtained at another Port prior arrival 
Aioi. 

At first port of call in Japan, vessel must obtain free pratique. 
Quarantine officers will attend vessel only from daylight to sunset 
and Captain to show all Vaccination Cards. Derating Exemption 
Certificate. In case vessel arrives from cholera-infected area within 
10 days, Captain must advise crew and passengers health condition 
to respective Quarantine Office through ship’s Agents prior to arri- 
val and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agents 
through Choshi Radio or Nagasaki Radio which cover all ports in 
Japan. If specifically West-bound vessel to Choshi and North- 
bound to Nagasaki Radio respectively. 
TUGS: Normally join vessel at anchorage inside Aioi Bay. Tug’s 
lines always used without charge. 
TANKERS: Must be fully gas-freed before arrival. No facilities for 
‘ank cleaning or gas freeing. 
DENSITY: Average 1025/1026 Winter, and 1018/1020 Summer. 
eeoeA TAR: Available from jetty/dock. Cost Y120 per ton 

X.). 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice, 
CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore, but no Spirits. 
CONSULS: None. 
REPAIRS: Dockyard port. All repairs available. Specialist tech- 
er obtainable from Kobe/Osaka area. 
Tne ORT: Osaka (Itanii). 
Pou GMT plus 9 hours. Permanent. 
ICE/AMBULANCE/FIRE: Police 07912 or Aioi 2-0740; Ambu- 
oa Fire 119 or Aioi 2-7128. 

ELEPHONES: Placed aboard at IHI shipyard. 


SERVICES: No special services at Aioi, but available from Kobe/ 
— LEAVE: Local Immigration Offices issue shore pass 


longer Only 3 days, but 3 days extension possible if ship stays 


AUTHORITY: Kamigori Doboku (Public Works) Office. 


tGENTS: Shikama Kaiun K.K., Minatomachi, Shikama-Ku, Himeji. 
“™Meji (0792) 35-0912. Telegraphic, Shikamakaiun Himeji. 


JAPAN 


AKITA: 39.45 N. 140.03 E.- 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

5 Crew Lists including Passport Nos. 

5 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist watch, radio, firearms/swords (only at first port 
of call in Japan). 

Ship's Agents will prepare Inward/Outward Declaration 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. Ships 
agents should be provided with necessary information about details 
of cargoes in advance. 

PILOTAGE: Not compulsory but recommended, available day- 
light only. Boards off Akita one mile 280° from Akita lighthouse or 
off Funakawa one mile 140° from breakwater end light if required. 2 
Ae board if ship's gross tonnage exceeds 18,000. Cost 180% of 
pilotage. 

ANCHORAGE: Off Akita, 2 miles 280° from Akita Lighthouse. 
Depth exceeds 20 metres. Bottom - soft clay with mud. No buoys. 
RESTRICTIONS: Pilot available daylight only. 

MAX. SIZE: Max. draft available 9-6 metres in fairway. Size at 
berths, see ‘Berthing”. Minimum depth at extreme low water - In 
fairway - 10:0 m. At Anchorage — 20:0 m. 

HEALTH: Officer stationed at Funakawa. Quarantine anchorage 
39° 51’ N. 139° 53’ E. When impossible to inspect at Funakawa, i.e. 
during bad weather, attends off Akita. 

RADIO: Niigata Radio when ship coming from South. Sapporo 
Radio when ship coming from East/North. Choshi Radio if long 
distance. 

VHF: VHF Channel 16-156-8 megacycles. VHF Channel 12-121-5 
megacycles. Operated by Regional Maritime Safety Headquarters — 
Harbour Master. 

TUGS: Two tugs available 800 h.p. and 2000 h.p. owned by local 
government, 4 small tugs 150-180 h.p. privately owned. 


BERTHING: 
Wharf Length Depth  Berthing 
capacity 

Nakajima No.1 160m. 9:0 m. 10000 G/T. Phosphate, Grain, logs 
Nakajima No.2 185 m. 10:0 m. 15000 G/T. Logs, zinc concentrate 
North Pier 227m. 7:5m. 5000 G/T. Coal, logs. 
South Pier 227m. 55m. 3000 G/T. Ore, logs. 

(a) New berth. 1,400 m. long, 10 m. deep, for one 30,000 dw or two 
15,000 dw near port entrance. 

(b) One private, one public berth, each for 30,000 dw at other side 
of present berth. 
STEVEDORES: Working time 0830-1630 every day. 

Phosphate rock in bulk: 200-270 tons per hour by shore crane, 50- 
70 tons per hour by ship's gear. 

Grain in bulk: 150-170 tons per hour by shore crane, 40-60 tons per 
hour by ship's gear. 

Logs/lumbers: 200,000 BM per gang per day (Nanyozai), 86,000- 
100,000 per gang per day (Beizai). 

Potash in bulk: 150-180 tons per hour by shore crane, 50-60 tons 
per hour by ship's gear. 

Fertiliser in bag: 250-300 tons per day per gang. 

Zinc concentrate in bulk: 140-160 tons per hour by shore crane. 
40-60 tons per hour by Ship's gear. 
MEDICAL: Hospital and treatment available. 
DENSITY : 1020-1021. Tidal range 20/30 cm. 
FRESH WATER: Available at every wharf. Rate 30 tons per hour. 
FUEL: Domestic bunkers available. If bonded bunkers required, 
brought from Niigata, Hakodate. 
GANGWAY/DECK WATCHMEN: Not compulsory, but avail- 
able if required. 
OPENING/CLOSING HATCHES: Stevedores open and close 
hatches. Cost per hour depending on cargo. If any time lost by 
ship's crew doing this work, stevedores charge ship for waiting. 
Recommend request stevedores for this work unless crew can 
complete before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector, 
ship's registered gross and nett tonnages. Valid Cargo Gear 
Certificates sometimes required by stevedores when cargo gear 
maintenance seems poor. 
CUSTOMS ALLOWANCES: Only 50 cigarettes to take ashore. 
No spirits. 
CONSULS: No Consuls, but two notary public offices. 
REPAIRS: Minor repairs only. 
REPATRIATION: Possible. 
AIRPORT: Flights to Tokyo 2 or 3 times per day. 12 kilometres 
from port. 
TIME: GMT plus 9 hours. No alterations during year. 
HOLIDAYS: Local holidays January 2nd, 3rd; July 13th (p.m.) 14th, 
Bist Dec. 31st. Other Sundays/holidays/non-working days see 
"To yo"" 
POLICE/AMBULANCE/FIRE: Contact through Agents. 
GENERAL: Harbour Protection —- Breakwaters, South and North. 
Weather Conditions past two years 


Discharging 


Spring Summer Autumn Winter 
Temp. on average 8:6°C) set 72C 130°C —0-5°C 
Rainfall on average 122 mm. 171:3 mm. 120-5 mm. 133-5 mm. 
Wind force and direction 40 3:3 41 5-2 

E.S.E. EIS: E:S!E: N.W. 


Warehouse/Silo — 31 Warehouses/silos, area 28,450m? including 
fumigating warehouse/silos. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Stock Yards - 7 yards 82,520 m* for coal, ore, etc. 100,000 m?* for lum- 
ber/timber. 
Services-Provisions - Available. 

Surveyor - from Funakawa/Niigata. 

SHORE LEAVE: Local Immigration Offices issue shore pass 
valid for only 3 days, but 3 days extension if ship stays longer. 
AUTHORITY: Akita-Kencho, Akita City. 


AGENT: Sub-Agents of Dodwell & Co. Tokyo, Akita Kairiku Unso 
Co. Ltd. 5-9 Nishi 2-chome, Tsuchizaki-Minato, Akita-shi, Akita-ken. 
Tsuchizaki P.O. Box 8. Tel. Akita (0188) 45-0185/9. Telegraphic: 
“Akita Kairiku Akita’. 


Hold Cleaning - Available. 


AMAGASAKI: 34.42 N. 135.24 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agents should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Usual for Pilot to embark at Kobe (Wada Point); 
however, if Master does not require a Pilot between Wada Point 
and Amagasaki, Pilot embarks off Amagasaki. 

Cables: “Hanshinpilot Osaka” and ‘‘Hanshinpilot Kobe". One 
day's notice ETA required. Telephone through VHF. 3 Pilot boats at 
Osaka and 6 boats at Kobe with wireless communication with 
Pilot Station. Pilot boards Kobe, Wada Point (Kobe quarantine 
anchorage). Amagasaki, 25-3 miles off Amagasaki. In case bad 
weather unable to take Pilot. Safe pilot ladder required. Vessel 
waits for Pilot at anchorage as above. 

ANCHORAGE: No quarantine anchorage; quarantine inspection 
only available at Kobe (Wada Point). Safe anchorage (approx.) 
position 34° 39’ 30” N., 135° 20’ 18” E. Draft 12:80 metres. 


MAX. SIZE: 
Kobe Steel Works Kobe Steel Works 
(Ohgimachi Wharf) (Ohama Wharf) 
200-0 m. 176-81 m. 
No limitation No limitation 


Maximum LOA 
Maximum breadth 


Maximum draft 11:70 m. 10-40 m. 
Public Wharf 
Maximum LOA 180-21 m. 


Maximum breadth No limitation 
Maximum draft 9-60 m. 

Daikyo Oil Jetty. Maximum LOA 200 metres, beam no restrictions, 
max. draft 10‘6 metres. 
HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Exemp- 
tion Certificate. In case vessel arrives from cholera-infected area 
within 10 days, Captain must advise crew and passengers health 
condition to respective quarantine Office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 
TUGS: Tug usually joins vessel at anchorage off Amagasaki. Tug's 
line used for operation free of charge. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
TANKERS: Daikyo Oil Jetty suitable for up to 33,000 dwt. Discharge 
rate 1,000 tons per hour through one 14 in. pipe. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 
MEDICAL: No advance notice required unless urgent. 


DENSITY: 
Ohgimachi Wharf Ohama Wharf Public Wharf 

Winter 1023-5-1025-0 1020-1025 1025-1119 
Summer 1022-0-1025:0 1013-1025 1017-1025 
FRESH WATER: Available at any time. 

Kobe Stee! Works Wharfs Public Wharf 
Methods Shore line Shore line 
Sunday, Holiday Daytime 40% up 40% up 

Before midnight 50% up 50% up 

After midnight 100% up 50% up 


Daikyo Oil Jetty. Only available by barge from Kobe. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

Bunkering at Oil Jetty prohibited. 
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GANGWAY/DECK WATCHMEN: Not specially required Unley 
passengers or valuable cargo on board. 

Compulsory for tankers working cargo at oil jetty. 
OPENING/CLOSING HATCHES: Stevedores carry out open, 
and closing hatches. Cost per hour per gang depending on type, 
cargoes. It any time lost by ship's crew doing this work, stevedg 
charge ship for waiting. Recommend request stevedores for thy 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspec 
ship's registered gross and nett tonnages. Valid Cargo Gear Cy, 
ficates sometimes required by stevedores when cargo gear's ma, 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to ty, 

ashore but no spirits. 

CONSULS: No consulate in Amagasaki area. 

REPAIRS: No dockyard. Minor repairs can be carried out ony 

sel alongside wharf. 

REPATRIATION: Possible. 

AIRPORT: International airport Osaka, 15 miles from Amagasx 

TIME: GMT plus 9. No alterations made to clocks during year, 

ripe ha Kobe Steel (Ore/Coal) Nil. Public Wharf (Scr 
th July. 

Taek Pett ay ce Police 110; Ambulance 119; F 


TELEPHONE: No telephone installation service on board. 
SERVICES: Compass adjustment can be carried out at anchoray 
SHORE LEAVE: Local Immigration Officers issue shore py 
are for only 3 days, but 3 days extensions possible if ship sta 
onger. 

AUTHORITY: Port Administration Office. 


AGENTS: Dodwell Tramp Agencies, Osaka. (see “Osaka”,) 


ANAN (Tachibana): 33.52 N. 134.40 E. 


DOCUMENTS: and all general information, refer to ‘Shimotsu’ 
PILOTAGE: Not compulsory. Pilot can be arranged through Age 
if required. 

MAX. SIZE: Max. draft 10-50 metres, limited by channel depth, 
PRATIQUE: Closed port. If arriving directly from abroad, vesy 
should proceed to Shimotsu for health clearance. Immigratx 
authorities attend from Komatsushima if required. 

TUGS: One tug of 2,000 h.p. available. 

BERTHING: Nippon Denko Wharf, 12 metres depth alongsit 
Unloading capacity 500 tons per hour. 

FRESH WATER: Available from shore hydrants only. 

FUEL: By barge from Hanshin area only. 

AUTHORITY: Port and Harbour Department. 


AOMORI: 40.52 N. 140.45 E. 


DOCUMENTS: and all general information, refer to “Hachinohe 
TUGS: Two tugs available, up to 500 h.p. 
BERTHING: No, 2 Wharf depth 9:0 metres 
” 5 " 
” 8-5 ” 
Tsutsumi Wharf edad it yar 
FUEL: Can be supplied by barge from nearest stock port. 
FRESH WATER: Available ex-wharf. 
AUTHORITY: Port Administration Office. 


AGENTS: Abeki Shokai, c/o Azuma Ryokan, 2-13, 2-chom 
Tsutsumi-cho. Cables: ‘Abe Aomori’. Tel. (01772) 4-5481. 


ATSUMI: 34.40 N. 137.04 E. 


DOCUMENTS, and all general information: refer to ‘'Yokkaich 
PILOTAGE: Not compulsory but Atsumi Berthing Master ™ 
board vessel at Yokkaichi Quarantine Anchorage. 
RESTRICTIONS: Dolphin Pier: 70,000 dwt, LOA 240 mettt 
Max. draft 10.00 metres. 4 
SBM: 20,000 dwt, Max. draft 16 
metres. 

CLEARANCE: Quarantine: Quarantine Office opened at Atsum 
Immigration: |\mmigration Officials attending from Gamagori. 
TUGS: Minimum two tugs required for mooring/unmooring due’ 
strong current. 4 
BERTHING: Dolphin Pier: Lat 34° 38’ 36” N. Lat 137° 04° 4: 

2.5 km from installation. 

SBM: Lat 34° 39’ 47” N. Long 137° 03’ 56” E. 2 km from installat® 
FRESH WATER: At Dolphin Pier ex pipeline (boiler water 0”! 
At SBM by barge. 

FUEL: Bunkering permissible only at anchorage by barge. 
DENSITY: 1025 at both berths. 


AGENT: See “Yokkaichi”. 


CHIBA (including Yahata): 35.36 N. 140.07 E. 


DOCUMENTS: 
Ship’s Register. Last Port Clearance. 3 Crew Lists including Past 
port Nos. 3 Passenger Lists. 1 Stores List. ; 
1 Declaration of Crew's Baggage, i.e. tobacco, wine/spi® 
camera, wrist-watch, radio, firearms/swords, etc., (only at 
port of call in Japan). 
Ship's Agents will prepare Inward/Outward Declaration, 1 Caf 
Manifest and Cargo Manifest in transit using specific forms. 


¢ ship's Agent should be provided with necessary information 
pote details of cargoes in advance. 
PILOTAGE: See “Tokyo”. 

NCHORAGES: Quarantine anchorage on Northern part of Tokyo 
5 Chart No. 1061. published by Maritime Safety Agency. 
RESTRICTIONS: Following signals exhibited at Chiba Lt. and 


Chiba Signal Station. 


By Night Remark 
Chiba ve ‘W. flash Over 500 GT outwards 
Route 2 secs. _— STOP. 
ster ~R, flash Over 500 GT 
2 secs, entering — STOP. 
R. and W. Over 10,000 GT entering or 
flash 3 secs. outwards — STOP. 
ts or Entering or outwards 
6 secs. — STOP. 
hihara OG. Over 500 GT outwards 
a 8 OG. — STOP. — 
: OR. Over 500 GT 
OR. entering — STOP. 
oe, Over 10,000 GT entering or 
OR outwards — STOP. 
OG. 
oG. Entering or outwards 
OR. — STOP. 
OR. 


MAX. SIZE: Keiyo Sea Berth can take 200,000 dwt vessel. 

Chiba Harbour Route Depth of Water—14.0 m. Width 250.0 m. 
Length 7,200 m. 

Ichihara route. Depth—12 m. Width 250 m. Length 2,350 m. 
Anegasaki route. Depth—16 m. Width 350 m. Length 1,450 m. 
HEALTH: Radio pratique available, requested through Agent. 
Quarantine Officers will attend vessel only from daylight to sunset 
and Captain to show all Vaccination cards, derating Exemption 
Certificate. In case vessel arrives from cholera infected area 
within 10 days, Captain must advise crew and passengers’ health 
condition to respective Quarantine office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

RADAR/VHF: No radar service. VHF call sign “Chiba Port Radio” 
Channel No. 12 156-6 mc/s (Simplex), Channel 14 156-7 (Simplex), 
Channel 16 156°8 (Simplex), Channel 20 161:6 (Duplex)' Channel 22 
161-7 (Duplex). 

TUGS: Tugs join vessel at entrance of each waterway. Tug’s line 
used, 

BERTHING: Contact Agent for berthing arrangements on entry. 
No specific requirements. Pilot boarding time will be notified by 
ship's Agent mainly by radio. 


Metres 
Depth 


Name of Pier 


Chiba District 

Public Pier 

Chuo Pier 1 
Desu Pier 

Private Piers 

Products Loading Pier A. 
Products Loading Pier B. 
Front Dolphin, No. 2 
Limestone Pier 

Front Pier, No. 1 

Front Dolphin 

Front Pier, No. 2 

Limestone Pier 

Scrap Pier 

Soga Scrap Pier 

Soga Products Loading Pier 
Soga Limestone Pier 
Samukawa Pier 

Samukawa Pier 

Samukawa Pier 

Samukawa Pier 

Chiba Thermal Power Pier 
Mobil Oil Dolphin 
Kawasaki wharf 

Nihon Silo Pier 

Chiba Kyodo Silo Pier 
Higashi Nihon Seito Pier 
Keiyo Lumber Pier 
Mitsubishi Lumber Pier 
Toyo Seiyu Pier 
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Ichihara District 
Public Piers 
Ichihara Wharf 76 


JAPAN 


Private Piers 

Showa Electrification Dolphin 
Showa Electrification Wharf 
Showa Electrification Wharf 
Showa Denko Pier 

Fuji Electric Dolphin 
Fujisatusi Pier 

Yoneda Product Pier 

Nippon Cement Pier 

Goi Steam Power Pier 

Goi Steam Power Loading place 
Front Dolphin 
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Manufacture Wharf 1 
Imodoko Terminal 1 
Chisso Petroleum Loading place 1 
Asahi Glass Pier 1 
Ube Kosan Dolphin 11-0 
Kyodo Pier 10 
Denka Pier 6-0 
Wharf No 1 15-5 
Wharf No, 2 16-0 
Wharf No. 3 16-0 
Wharf for Products 16:0 
Fuji Electric Dolphin 9-5 
Fuji Sogyo Dolphin 9-0 
Maruzen Wharf 5:0-14.0 
Idemitsu Pier 16:0 
Sumitomo Chemical 10-0 
Nihon Rinsan Pier 10-5 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agents to arrange stevedores. 
Vessel must constantly keep her Agents advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at 
additional cost. Overtime surcharges 1700-1900 hours (50% addition- 
al of basic stevedorage) 2100-0500 hours next morning (130% addi- 
tional) Sundays/holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Ten tanker berths and max. permitted draft 20 metres. 
200,000 dwt. at Keiyo Sea Berth. 

FRESH WATER: Available by barge. 

FUEL: All grades available. 

GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Carried out by stevedores. 
SHIP CERTIFICATES: See “Tokyo”. 

CUSTOMS ALLOWANCES: Tobacco - 200 cigarettes. Wine 
and/or spirits - one bottle. 

CONSULS: None. 

REPAIRS: All major repairs possible. 

DRY DOCK: Mitsui Ship Building Yard 500,000 dwt and 300,000 
dwt dry docks. 

REPATRIATION: Possible. 

AIRPORT: About 70 km. to Tokyo Airport. 

TIME: Japan Standard Time (135° E) = GMT plus 9. Permanent. 
HOLIDAYS: New Year's Day (January 1st); Attaining the Age of 
Maturity Day (January 15th); State Foundation Day (February 11th); 
Vernal Equinox Day (March 21st); Birthday of Emperor (April 29th); 
Constitution (May 3rd); Children's Day (May 5th); Respect Day for 
the aged (September 15th); Autumnal Equinox Day (September 
24th); Gymnastic Day (October 10th); Civilisation Day (November 
3rd); Labour Thanksgiving Day (November 23rd). Cargo work can be 
arranged at 50 - 100% extra on basic costs. 
POLICE/AMBULANCE/FIRE: Police tel. 110, Fire and Ambu- 
lance 119. 

TELEPHONE: Facilities for placing telephones on board only at 
Chuo Pier. 

SHORE LEAVE: Local Immigration offices issue shore pass valid 
for only 3 days, but 3 days extensions possible if ship stays longer. 
AUTHORITY: Chiba Port Control Office, Chuoke Chiba Japan. 
Tel. Chiba (42)-6201-4, 


AGENT: Sub-Agent of Dodwell & Co. Tokyo. Chiba Kaiun Sangyo 
Co. Ltd., 1-20, 3-Chome, Suehiro, Chiba. Cable Chibamarine, Chiba. 
Tel. Chiba (0472) 61-3361. 


ETAJIMA: 34.11 N. 132.29 E. (See Plan) 


OPERATORS: Ataka Sekyo Kichi. 
LOCATION: Name of berth, Ataka Sekija. Position, Lat. 34° 11” 
30” N., Long. 132° 29’ 00” E. 
DOCUMENTS: 

Certificate of Registry. 

Safety Equipment Certificate. 

Derating Exemption. 

Clearance from Last Port. 

10 Crew Lists. 

2 Crew Customs Declaration (Japanese Form). 

4 Stores Lists. 

5 Slop Chest Lists. 

1 Quarantine Declaration. 
PILOTAGE: Compulsory. Pilot boards in Bungo Channel 3 miles 
South Seki Saki Lighthouse. Pilot station (33.13 N. 131.54 E.) equipped 
with light signal — no VHF. Pilot remains on board during pratique 
operations — also see “Tankers”. 
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ANCHORAGE: See “Restrictions”. 
RESTRICTIONS: Controlling depths ‘MLW) are as follows: 
entrance 20 m.; channel 17 m.; anchorage 17 m.; berth 15 m.; The 
mean tidal range is 3 metres. Nature of bottom is mud. Velocity of 
current: entrance 1 knot; channel 14 knots; anchorage 4 knot; 
berth $ knot. Vessels may berth at any stage of the tide during the day. 
MAX. SIZE: 80,000 dwt. Length 260 m. Draft 14 m.-15°5 m. according 
to tidal conditions. Beam 40 m. 
PRATIQUE: Available during daytime only in Kure or Ilwakuna 
quarantine anchorage. Quarantine officers inspect galley, pantry and 
food stores. Pilot ladder used for boarding. 
RADIO: Shimonoseki —- Kobe. 
TUGS: Two available and advised for berthing and unberthing. 
One forward and one aft. 3,000 h.p. 
MEDICAL: Doctor available. 
TANKERS: Pilot berths/unberths vessel. 

It is dangerous to navigate at night. 
Moorings: Forward 3 headlines Aft 3 sternlines 

2 breast lines 2 breast lines 
2 spring lines 2 spring lines 

Connections: 212 in. connected and disconnected by shore gang 
booms not necessary. Max. pressure required by shore is 7 kg/cm’, 
Pumping rate: 5,000 k/| per hour expected. 
Pipeline; Length 131:6 m.; 2x 24 in. 
Gangway : Pilot ladder used as not sufficient room for gangway. 
Pollution; Berth is closed by floating pollution retain. Dimension 
320 x 56 m. 
Ballast: During ballast operations shore personnel remain on board 
to check for dirty ballast and a motor-boat watches for same purpose. 
There are no slop tanks or facilities for dirty ballast ashore. 
Storage capacity : crude oil, 22,000 k/I x4 tanks; heavy oil, 22,000 k/I x2 
tanks; refined oil, 22,000 k/I x2 tanks. 
DENSITY : Summer 1020, Winter 1025 average. 
FRESH WATER: Available, any quantity, by water barge from 
Kure, 4 days notice required. 
FUEL: Available. 
FIRE PRECAUTION: Standard regulations. 
REPAIRS: Facilities available —- shore steam and electricity avail- 
able. 
DRY DOCKS: Available, lifting capacity 500,000 tons. 
STORES: Laundry and provisions available. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 open bottle of 
spirits and some beer. 

Customs officers inspect crew cabins. 


FUKUYAMA: 34.29 N. 133.21 E. 


Located on central northern coast of Setonaikai (Inland Sea) and 
on border of Hiroshima Prefecture and Okayama Prefecture. 
DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agents should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea Pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots ob- 
tained from one of three pilot-stations dependent upon vessels last 
port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note; No 
VHF communication available with Inland Sea pilot-stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38’ N. 135° 11° E. Telegraphic address ‘‘Anjin 
Kobe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki"’. In event bad weather, recommended 
vessels proceed shelter as near as possible having due regard to 
safety, to Sekisaki pilot-station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 
33° 56’ 14” N. 131° 03’ 12” E. 

APPROACHES: Approach channel: length: (from quarantine 
anchorage to “‘A" berth) 7,000 metres; depth: 16 metres below low 
water; width: 350 metres. 

Branch channel: (leading to NKK loading berths) depth: 11 metres 
below low water; width: 200-300 metres. 

ANCHORAGES: Quarantine anchorage position: 34° 22-5’ N. and 
133° 26:3’ E., an area of 750 metres radius. 
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MAX. SIZE: 
NKK's Private Berths. 
Length 
and Max. 
depth vessels 
in acceptable Cargoes 
Berth meters in dwt Unloaders handled 
Raw Materials Berth 
AP 300 150,000 4 gantry cranes Iron ore and 
17 each with 1,500 coal 
tons per hour 
see 280 100,000 discharging 
16 capacity 
be 90,000 
At 180 20,000 2 level-luffing Coal and othe 
11 cranes each with raw materials 
300 tons per hour except iron 
discharging ore 
capacity 
Mooring — 25,000 Ship's gear Pig iron and 
buoy 11 scrap 
Scrap 180 35,000 2 level-luffing Pig iron and 
berth 13 cranes each with scrap 
20 tons lifting 
capacity 
Export Berths 
Berth1 234 30,000 2 level-luffing Steel coil 
11 cranes each with and plate 
30 tons lifting 
capacity 
Berth2 230 35,000 1 level-luffing Steel coil 
13 crane with 30 and plate 
tons lifting 
capacity and 1 
gantry crane 
with 20 tons 
lifting capacity 
Pipe 200 35,090 1 level-luffing Steel pipe 
berth 13 crane with 20 
tons lifting 
capacity 


HEALTH: At first port of call in Japan, vessel must obtain fre 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination Cards. Derating 
Exemption Certificate. In case vessel arrives from cholera-infecte 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship 
Agent prior to arrival and close all soil pipes before entering por 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. li 
specifically West bound vessel to Choshi and North bound te 
Nagasaki Radio respectively. 

TUGS: “Nikko Maru" and ‘‘Kofuku Maru" (both 3,000 h.p.) are 
available in the Fukuyama Harbour. Additional tugs are available 
from other Inland Sea terminals. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve 
dores cannot commence loading/unloading at time notified by the 
agents, the orderers must pay for waiting time. If cargo gears no 
rigged on berthing, stevedores will do same for ship's crew at add- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional 0 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Summer 1016-1022. Winter 1025. The density no 
much affected by tide, which is maximum 3-84 metres. 

FRESH WATER: Available at any berth. Supply capacity 50 tons 
per hour. However, for a vessel moored to a buoy or at anchoragé 
water barge comes from Onomichi. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ist 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. Bunkering barge comes usually from Mizushima (@ 
miles East of Fukuyama) or from Kobe (97 miles East of Fukuyama). 
Therefore, an advance order is required. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. d 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspect! 
ship's registered gross and nett tonnages. Valid Cargo Gea! 
Certificates sometimes required by stevedores when cargo gear’ 
maintenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to tal? 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Only minor repairs. 

DRY DOCK: None. Available at Innoshima or Mukaijima. 
REPATRIATION: Possible. : 
AIRPORT: Okayama airport 70 kilometres from Fukuyama which 
takes about 2 hours by car. 2 flights daily. 


ME: GMT plus 9. No alterations made to clocks during year. 
POLICE AMBULANCE | FIRE: Report to Guardmen's office loca- 
ted at West Gate of Nippon Kokan. ; 

TELEPHONES: No arrangements for placing telephone on board. 
private telephones connecting with offices in the compound of the 
Fuku ama Works are placed at each of the raw material berths. 

oy vessels alongside export berths, private telephone available 
at foremen's office located on berth. : 
GENERAL: Fukuyamais a local and new port, developed along with 
the expansion of Nippon Kokan, Fukuyama Steel Works. 

Ship repairs (except small ones) for machinery, radio, radar, etc., 
are all arranged by firms located in Tokyo, Osaka and Kobe. 
SERVICES: Hold cleaning. Labour comes from Mizushima. ‘ 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Portland Harbour Dept. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Nissan Ship- 
ping Co. Ltd., NKK Kaiji Bldg., 1, Kokan-machi, Fukuyama. Tel. 
Fukuyama (0849) 41-0535, 3210. Telegraphic Address ‘“‘Sunsenpaku 
Fukuyama”. 


FUSHIKI: 36.49 N. 137.03 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

6 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. ‘ ee 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 

camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). : 

Ship's agents will prepare Inward/Outward Declaration, 2 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Pilot available any time during daylight. Not compul- 
sory. No telegraphic address of pilot station, therefore, direct advice 
to local Agent always required. Pilot meets vessels 209 degrees 2 
miles off leading light, thence takes vessel to Quarantine Anchorage 
ground. Due to many fish-nets on both sides of fairway if requiring 
to come into Quarantine Anchorage without taking Pilot, necessary 
to advise Agent in advance. In case of bad weather and need to 
await outside port, recommend cruising in Toyama Bay until sea 
abates. Bay area too deep to anchor and also danger of fish-nets. 
When approaching position for Pilot, give exact ETA to Agent by 
using Niigataradio and/or VHF to Fushiki Harbour Master. Small 
wooden pilot boat painted yellow. No particular light or sound sig- 
nals required. 

ANCHORAGE: Safe at all seasons with depth from 8 to 11 metres. 
Sand and clay bottom. Room at anchorage for at least six vessels over 
5,000 gross tons. 

RESTRICTIONS: Pilot not available during darkness. No restric- 
tions on tide, because small tide in all seasons. If draft over port 
limitation, vessel enters port after making adjustment by lightening 
in Outer Harbour. 

MAX. SIZE: Length 180 metres, draft 31 ft. in Summer and 30 ft. in 
Winter. However, depth of port not always definite, being a river 
port, and dredging operations always carried out to keep depth all 
year round. Tidal range is maximum 0-45 metres. 

PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio, vessel will be required to submit the following documents 
to Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique. 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 
if a vessel has on board any case, or any suspected case, of 
infectious disease within 15 days of arrival. 

If crew or passengers on board do not possess valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 

ertificate, 

RADIO: (also see “Pilotage"’.) Recommended Captain communi- 
cates with Agent through Choshi Radio or Nagasaki Radio which 
Cover all ports in Japan. If specifically West bound vessel to Choshi 
and North bound to Nagasaki Radio respectively. 

TUGS: Tugs normally join vessel at port entrance, but sometimes 
in Outer Harbour for large vessels. Narita-Maru (2,060 h.p.) and 
Nihonkai-Maru (1,800 h.p.) provide lines, free of charge and Raicho- 
Maru (760 h.p.) uses ship's line. Used only when pilot on board. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agents mainly by radio. 

Left No. 1 Wharf depth 9-5 metres 

Left No, 2 Wharf awd kSrenie 

Left No. 3 Wharf ey ees 

Right No.1 Wharf depth 7-5 metres 

Right No, 2 Wharf 75 

Right No. 3 Wharf 
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STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores, 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agents, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Average density between 1015 and 1019 in all seasons. 
FRESH WATER: Available, from left wharf No. 1 and 2, average 
45 tons per hour. In other berths, to be supplied by barge, average 
50 tons per hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
Naueed from the nearest bunker ports at maximum 7 days prior 
notice. 

DEVELOPMENTS: Right No. 4 wharf reconstructed, now 175 
metres long, 10 meters deep, also Right No. 5 wharf, 130 metres long, 
7 metres deep. Left No. 1 pier under reconstruction, when completed 
will be 185 metres length, 10 metres depth. Left No. 2 pier to be re- 
constructed and completed to same size as Left No. 1. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certi- 
ficates sometimes required by stevedores when cargo gear’'s main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

DRY DOCKS: No dry docks. Nearest available in Toyama. 
REPATRIATION: Possible. 

AIRPORT: Toyama Airport about 35 kilometres distance. Two 
regular services a day. ANA only. 

TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: ist May and New Years Day. 
POLICE/AMBULANCE/FIRE: Police, Fushiki Police Station, 
Takaoka (0766) 44-1500; Ambulance, Fushiki Fire Station, Takaoka 
(0766) 44-1122; or 119; Fire, Fushiki Fire Station, Takaoka (0766) 
44-1122. 

TELEPHONES: No facilities for placing telephones on board. 
SERVICES: Hold cleaning available. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Dept. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Toyko. Fushiki Kairiku 
Unso K.K, 6-6, Fushiki-Minatomachi, Takaoka-shi. Tel. Takaoka 
(0766) 44-1300. Telegraphic address “Fushikikairiku Fushiki". 


HACHINOHE (Hachinoe): 40.32 N. 141.33 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's agents should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Pilot not compulsory, but arrangeable at Master's 
request. Pilot always arranged by Agent if Master requires, and 
vessel required radio Agent ETA 24 hours before arrival. Pilot boat 
has no facility to communicate with ship, but flies pilot flag “H". 
Pilot boards at Quarantine Anchorage (lat. 40° 32’ N. long. 141° 32’ E.). 
ANCHORAGE: Open sea anchorage. Depth of water: 10-15 metres. 
RESTRICTIONS: Pilot arrangeable only in daytime for entry. 
MAX. SIZE: Draft: 9:00 m. (29 ft 8 in.). LOA: 160 metres (524 ft. 10 in.) 
Breadth: no restriction. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards. Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers’ 
health condition to respective Quarantine Office through ship's 
Agents prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUG: Tug joins vessel inside breakwater. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship’s Agent mainly by radio. 
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Shirogane Wharf depth 9-0 metres 

Mitsubishi joo. 103 

Hachitaro No. 1 Se” 110 OAn r¢5 

LPG handled at Shell (private) wharf, naphtha at Industrial Port 
No. 2 wharf, and chemicals at Nitto Chemical wharf. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130%, additional; 
Sundays/holidays 60% additional. 
MEDICAL: No advance notice required unless urgent. 
DENSITY: 1025. 
FRESH WATER: Available from wharf and barge. 20 tons/hour 
from barge (capacity: 60 tons). 30 tons/hour from wharf. Over-time 
service: plus 30% for 1700-2200 and Sunday/holiday. Plus 50% for 
2200-0500. 
FUEL: No bonded fuel oil, but domestic diesel oil. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship’s crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear's main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: None. 
REPAIR: Minor repairs such as welding, piping and lathing. 
REPATRIATION: Possible. 
AIRPORT: One flight per day by All Nippon Airlines (ANA). 
Distance: about half an hour by car from wharf to airport at Hachino- 
he City. Service area: Hachinohe/ Tokyo. (2-5 hours required). 
TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: 1st May, 21st August. 
POLICE/AMBULANCE/FIRE: Police 43-4141 (Heaqduarters); 
33-0237 (Water Police Station); Ambulance 119; Fire 119. 
TELEPHONE: No facilities for placing telephones on board. 
GENERAL: 1. Discharging ex-gearless vessel not available at 
anchorage because of no facilities. 2. In case vessel is moored to 
buoy, vessel required to prepare anchor chain (port or starboard 
anchor chain) prior to ship's arrival. 
SERVICE: Surveyor: Tally. Hold cleaning. Radar service by Nippon 
Radar Service Co. Notary public. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Abeki Shokai, 
c/o Marufuku Ryokan, Same-machi, Hachinoho. Tel. Hachinohe 
(0178) 33-0218. Telegraphic address “Abe Hachinohe". 


HAKATA: 33.37 N. 130.23 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Not compulsory, but necessary unless Master well 
acquainted with locality. Pilot embarks at quarantine anchorage; 
position 33° 38’ N. 130° 19’ 30” E. Request for Pilot made through 
ship's Agent, Master reporting ship's ETA by radio giving accurate 
time of arrival at least 24 hours prior arrival, also any subsequent 
are No VHF. In the event of rough sea, harbour tug-boat will be 
used. 

ANCHORAGE: No anchorage in port. 

RESTRICTIONS: No restrictions if vessel in free pratique and 
draft less than 10 metres. No tide. 

MAX. SIZE: No restrictions of length, breadth. Draft 10-7 metres. 
PRATIQUE: See “Moji". 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. 
If specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

a spa normally join vessel when approaching wharf. Ship's lines 
used. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
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Centre Pier 


No. 2 depth 7:5 metres 
No.3 i ED nti 
No. 4 ai 90 =~, 
No.5 Heh 10092 1;; 
No. 6 10:0"! *) 
No. 9, 10, 11 5 POG 145 
Suzaki Pier 

No. 1 eS ” 
No. 2 oe a1 Ona ay 
No. 3 ap OTA Fsaen 3 
No. 4 FAMN1Or! o 5, 
No. 5,6 ii EMO F, 
No. 7-10 5:5 


oO. " " 
STEVEDORES: At least 24 hours prior notice excluding Sunday, 
and holidays required in order for Agent to arrange stevedore 
Vessel must constantly keep her Agent advised of ETA. If steys 
dores cannot commence loading/unloading at time notified by th 
Agent, the orderers must pay for waiting time. If cargo gears ny 
rigged on berthing, stevedores will do same for ship's crew, Ove. 
time surcharges 1700-2100 hours 60% additional of basic stey. 
dorage; 2100-0500 hours next morning 130% additional; Sundays 
holidays 100% additional. 
MEDICAL: No advance notice required unless urgent. 
DENSITY: About 1024. 
FRESH WATER: No water barge available. Hydrants: at Centra 
and Suzaki Pier. Rate of delivery: 26/30 tons per hr. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, |s 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 day; 
prior notice. 
FIRE PRECAUTIONS: Modern chemical fire service boat “Hin 
Maru" (30 tons). 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on typeo 
cargoes. If any time lost by ship's crew doing this work, stevedore 
charge ship for waiting. Recommend request stevedores for thy 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certif. 
cates sometimes required by stevedores when cargo gears main. 
tenance appears to be poor. 
CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: American Consul, Fukuoka, tel. 092-75--9331. 
REPAIRS: Local workshop (fishing-boat repairs) available only fo 
small repairs, so Agent for ocean-going vessel in Hakate 
arranges repairs from Moji or Tobata. 
REPATRIATION: Possible. 
AIRPORT: Fukuoka airport: Distance: about 20 minutes frop 
Hakata port by car. JAL Domestic regular airline for Tokyo ané 
Osaka. ANA Domestic regular airline for Tokyo, Osaka. Also 
CATHAY and JAL airlines for Taipei, Hong Kong 4 times a week 
KOREAN and JAL airlines for Soeul and Pusan daily except Sunday 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police/Ambulance tel. 110; Fire 118 
TELEPHONES: May be placed on board if 48 hours notice given 
SHORE LEAVE: Local I!mmigration Offices issue shore pass valt 
for only 3 days, but 3 days extension possible if ship stays longer 
DEVELOPMENTS: (Hakozaki wharves): Reclaiming land 0 
4,300,000 m? for the construction of Hakozaki and Kashii sea-fror’ 
industrial area commenced at the end of 1969 and one berth fo 
45,000 dwt class vessel (—12:0 m.), one berth for 15,000 dwt (—10 
m.) and seven berths for 5,000 dwt (—7:5 m.) will be completed ant 
ready to use around April 1975 with lumber pool of 530,000 m* whic’ 
already completed. 
AUTHORITY: Port Harbour Bureau. 


AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo. Holme Ringe 
& Co. Ltd., Fukuoka Branch, c/o Mitsubishi Warehouse Co. Lit 
9, Okihama-che, Fukuoka. Telegraphic address “Ringer Fukuoka’ 
Tel. 092-271 1292. 


HAKODATE: 41.47 N. 140.46 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits 
camera, wrist-watch, radio, firearms/swords, etc. (only at firs! 
port of call in Japan). 

Ship's agents will prepare Inward/Outward Declaration, 1 Carg? 
Manifest and Cargo Manifest in transit using specific forms. Ther® 
fore ship's Agent should be provided with necessary informatio? 
about details of cargoes in advance. : 
PILOTAGE: Not compulsory, but in practice is necessary. Pilot 
available 24 hours a day and vessels able enter and leave port da! 
and night. Pilots board about 14 miles S.W. of Breakwater Lt. Ho 
Pilot-boat is small boat carrying flag “H". — 

The limit of Hakodate piloting district is the sea area surrounded 
by a line drawn from Obana Misaki to Kattoshi Misaki and the coast 
ine. 

ANCHORAGES: Quarantine anchorage outside Breakwater ané 


 _—— 


should be taken not to foul fishing nets. Good anchorage inside 
water at East side of section 3 - depth 11 to 13 metres. 
RESTRICTIONS: Quarantine and Customs business between 
9300 and 1700 hours only. 
MAX. SIZE: Tankers up to 72,000 dwt. at S.B.M. 
(a) Buoy No. 1 Buoy 6,000 tons g.t. 

No. 


2 ” 8,000 ” 
No.3&No.4 ,, 10,000 ,, r 
(b) Pier & Wharf Depth Length Capacity 
Central Pier (South side) 8m 133 m. 6,000 g.t (1) 
(North side) 9m 171 m. 8,000 ,, (1) 


PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio, vessel will be required to submit the following documents 
to Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. ' j ! 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 

lf a vessel has on board any case, or any suspected case of 
infectious disease, within 15 days of arrival. 

lf crew or passengers on board do not possess Valid Smallpox 
Vaccination Certificates. 

if a vessel does not possess a valid Derat or Derat Exemption 
Certificate. ; j A 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Two tug-boats available for big ships: m.s. “Hakodate 
Maru" 107 g.t. 800 h.p. (Hakodate Municipal); m.s. ‘‘Soryu Maru” 
150 g.t. 1,100 h.p. (Kyodo-Office) Ferry Boat Co. Tug-boat waits 
and joins vessel near the appointed berth. Tug line generally used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's agents mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 

Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional. 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
SINGLE-BUOY MOORING: Asia Oil Company, sea berth suitable 
for up to 72,000 dwt. at Imodco Buoy. 

Position : 41° 48’ 08” N. 140° 40’ 57” E. 
Soundings: At site 15-5 metres. In approaches to site, more than 
155 metres. The approach to terminal is free from obstructions. 

There is one 20-in. crude line running 2,000 metres from shore to 
the buoy, and about 500 metres from shore line to the storage tanks. 
Mooring: There is no night mooring. Unmooring is carried out 
from 0600 till 2400 hours, and may be done by the Master of the ship 
without a Pilot. 

A mooring/unmooring gang is provided for by Agent. Two 
launches and one tug are in attendance at the mooring. One launch 
will keep the hose clear while the other handles the lines. The tug is 
standing by and only pushes against bow or near the stern to keep 
the head of the vessel in position whilst mooring. 

Atleast six good mooring lines are required, preferably each line 
to its own bollard. The lines are run single to the buoy. The posi- 
tion of the ship's bow from the buoy is about 40 metres, when the 
distance from the buoy to ship's manifold is about 360 ft. 

When mooring, it is requested that the propeller is completely 
stopped or otherwise turned astern. 

Both bow anchors are to be hove well up in the hawse pipe and 
properly secured before reaching the buoy. Anchors are never to 
be used while on the buoy. They may foul the buoy's mooring cables 
and pipe-line on the bottom if released. 

Floating Hose: There is one set of 12-in. floating hose for the 
discharge of crude only. The floating hose is about 600 ft. long from 
the buoy's manifold. The last two lengths are floating in doughnut- 
shaped plastic floats. The end is marked with an unlit marker buoy. 

The hose connections are always made to the port manifold and 
are lifted with ship's gear. The hose when full of cargo and equip- 
ee, Welghs over one and a half tons. Information is required of 
} e distance from ship's bow to ship's manifold, and the distance 
fom ship's side to ship's manifold prior to arrival. 
botandard flanges are used on the hose. OD 19 in. diameter of 

eycircle 17 in. with 12 bolt-holes size { in. 
ischarging: The discharging should be arranged in such a way 
a, be able to take sufficient ballast into ship's tanks, when about 
alf way during discharge; to be able to get the ship's head down to 
Hsady the vessel from veering too widely, and run over the hose 
tn buoy, in case of unfavourable conditions. 

Fgh hi allowed backpressure by shore is about 10 kg/cm?. 
" ing the discharge the main engine must not be immobilised as it 

% be used to keep the vessel clear of the buoy. 
ro at Men: While on the buoy, the vessel will be required to 
who wip eePing quarters for four men, this includes the foreman 
rand will remain on board throughout the entire operation. It is 
ry ested that the discharge officer be provided with meals. The 

&r men are supplied with food from shore. 


JAPAN 


DENSITY: Average 1025. 

FRESH WATER: Available at piers ex-hydrants and by barge at 

anchorage. Supplier, Hakodate Municipal Office. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 

Bay, and Kanmon Port. At all other ports bunkers will be lightered 

from the nearest bunker stock ports at maximum 7 days prior notice. 
Fuel supplies for Hakodate are generally lightered from Tokyo Bay 

area and delays can be caused by weather conditions. 

GANGWAY/DECK WATCHMEN: Not specially required unless 

passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 

and closing hatches. Cost per hour per gang depending on type of 

cargoes. If any time lost by ship's crew doing this work, stevedores 

charge ship for waiting. Recommend request stevedores for this 

work unless crew can complete it before berthing. 

CERTIFICATES: Ship's register to show Customs inspector 

ship's registered gross and nett tonnages. Valid Cargo Gear 

Certificates sometimes required by stevedores when cargo gears 

maintenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 

ashore but no spirits. 

CONSULS: None. 

REPAIRS: Hakodate Dockyard Co., undertakes hull and engine 

repairs. 

DRY DOCKS: No.1. Capacity 15,000 g.t., length 180 m., breadth 

22:45 m. depth 6 m. No. 2. Capacity 9,000 g.t., length 140 m., breadth 

8 m., depth 6 m. 

AIRPORT: Distant 20 min. by car. 

TIME: GMT plus 9. No alterations made to clocks during year. 

HPT tence ct aes ip yoo Police 110; Ambulance 119; Fire 

19. 

TELEPHONES: Arrangeable on board. 

SHORE LEAVE: Local Immigration officers issue shore pass valid 

for only 3 days, but 3 days extension possible if ship stays longer. 

AUTHORITY: Port Administration Office. 


AGENT: Sub-agents of Dodwell & Co., Tokyo. Narasaki Sangyo 
Co., Ltd. c/o Hakodate Kaiun K.K. 21-15, Suehiro-cho Hakodate-shi, 
Hokkaido (040). Cable address: “Narasaki Hakodate”. Domestic 
Telex: 992551 Kaiun J. Tel. Hakodate (0138) 22-1237. 


HIMEJI (including Hirohata, Shikama, Mega and 
Aboshi): 34.47 N. 134.41 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: See “Kobe”. Vessels take Inland sea Pilot off Wada, 
Hesaki or Sekisaki; or from ports of Inland sea. No exact pilot 
station and no checking point at port of Himeji (Nega, Shikama, 
Hirohata and Aboshi) but Agents arrange pilot when vessel 
approaches upon receiving cable giving 24 hours advance notice. 
Pilot boarding positions as follows: Mega 34° 44’ N. 134° 42’ 15” E. 
Shikama 34° 45’ N. 134° 39’ E. Hirohata 34° 44’ N. 134° 37’ E. Aboshi 
34° 44’ N. 134° 34’ 10” E. 

No strict location of anchorage for vessel awaiting a Pilot in Him- 
eji area, but should be as close as possible to port according to draft 
and communication. 

ANCHORAGE: No strict boundary areas for anchorages. Anchor 
as close as possible to the port according to draft. 
RESTRICTIONS: At ports of Mega, Shikama and Aboshi, no 
pilot boarding between sunset to sunrise. Hirohata pilot will board 
from sunrise to 2200 hours for vessels less than 10,000 dwt for entry, 
and less than 15,000 for departure, for piers No. 4, 5, 6, 7, 9 and 10 but 
other berths only from sunrise to sunset. 

MAX. SIZE: Draft restrictions as follows: 

Mega 11:80 m. Shikama 8-80 m. Hirohata 13-0 m. for central pier, 
7:50 m. for Kamota pier (Pier No. 1-7), 9:45 m. for Tsuruta pier (Pier 
No. 10-14). Aboshi 9-0 m. 

Sea buoy mooring, max. draft 20 m. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards. Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Tug(s) normally join vessel when approaching, or at 
anchorage. Always use tug’s lines without charges. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Wharf Max Max. 

Berth length LOA Draft 
Shikama 
Public pier No, 2 130 m 75 m. 
Public pier No. 3 170 m 10:0 m. 
Public pier No. 4 170 m 10-0 m. 
Public pier No. 5 170 m 10-0 m. 
Satetsu pier 200 m 160 m. 9:0 m. 
Buoy No. 1 160 m 130 m. 9-0 m. 
Buoy No. 2 220 m 160 m. 9:0 m. 
Mega 
Idemitsu Oil Jetty 12:0 m. 
Aboshi 
Buoy No. 1 160 m. 9-0 m. 
Buoy No. 2 180 m. 9:0 m. 
Hirohata 
Yumesaki Wharf (Pier No. 1-2) 280 m. 7-5 m. 
Kamoda Wharf (Pier No. 3-7) 722 m. 7-5 m. 
Central Wharf (Pier No. 9) 315 m. 265 m. 13-0 m. 
Tsuruta Wharf (Pier No. 10-12) 503 m. 9-45 m. 
Shioiri Wharf (Pier No. 13-14) 320 m. 9:45 m. 
Oil Berth 140 m. 7:5 m. 
Buoys 9-5 m. 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage, 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Idemitsu Kosan Kaisha Ltd., Himeji oil jetty where one 
berth only and max. 11:8 metres draft allowed. Shore discharging 
facilities two 12 in. diameter hose connections which connect to 
18 in. diameter line for tank hoses. Acceptable max. 5 kg/cm* on 
hose gauge, discharge rate abt. 2,000 I/t per hour. 

Note: Idemitsu Kosan Kaisha Ltd., Himeji, require following in- 
formation prior arrival for smooth berthing and connecting hoses: 
Height from sea to deck; Length from vessel's side to underneath 
of hose connections; Height from deck to connection of line; Dia- 
meter of connection. 

DENSITY: Average density between 1025 and 1026 in Winter 
season and 1018 and 1020 in Summer season. 

FRESH WATER: Idemitsu Oil Jetty, Shikama public pier and 
Hirohata pier able to supply fresh water from shore, but No Water 
Barge available at Port of Himeji therefore not able to supply fresh 
water at Satetsu pier (Shikama), Shikama buoy, Aboshi buoy or 
outside anchorage. 

Average rate of 


Port delivery 

Mega 20-30 m/t per hour 
Shikama 15-20 m/t per hour 
Hirohata 15-20 m/t per hour 


FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passenger or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship’s crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear's main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CARGO GEAR: See ‘Certificates but no special requirements. 
CONSULS: No consuls at Himeji, Shikama or Hirohata. 
REPAIRS: Most minor deck and engine repairs available at port of 
Himeji; in case special technician required, should be called from 
Kobe. 

DRY DOCKS: No dry dock available at port of Himeji, Nearest 
dry dock Ishikawajima-Harima Heavy Industries Co, Ltd., Aioi, who 
have following dry docks. Also see Aioi. 


LOA LBP Breadth Depth Capacity 
Dock No. 1 238 m. 230 m. 33 m. 5:5 m. 73,000 dwt (LT) 
(780’9") (754’7") — (108’3") (18) 
Dock No.2 156-1 m. 145 m. 195m. 45m. 14,000 dwt(LT) 
(512'1") (475'8") (6311) (14’9") 
Dock No. 3 341 m. 328 m. 54 m. 6 m. 300,000 dwt (LT) 
(1,1189")  (1,0761")  (1771") (198) 


REPATRIATION: Possible. 

AIRPORT: About 60 km. to Irami airport. Regular services. 
TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: At Aboshi, no work on 1st and 3rd Sunday. At 
Shikama, shore crane, no work on 1st and 3rd Sunday but gangs 
available for discharging and loading. 
POLICE/AMBULANCE/FIRE: Police (Shikama) tel. 35-1441; 
Ambulance (Shikama) 119 or 35-0119; Fire (Shikama) 119 or 35-0119. 
TELEPHONE: No facilities for placing telephones on board. 
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GENERAL: No quarantine available at port of Himeji, therefoy 
pratique to be obtained at other ports. 

SERVICES: Tally, laundry, daily provisions by ship chandjy 
available locally. All other service from Kobe or Osaka. 
SHORE LEAVE: Local Immigration Offices issue shore pass 
for only 3 days, but 3 days extension possible if ship stays longe, 
AUTHORITY: See “Amagasaki”. . 


AGENTS: Sub-agents of Dodwell & Co., Tokyo. Shikama Kaiy 
K.K., Minatomachi, Shikania-Ku, Himeji. Tel. Himeji (0792) 35-091) 
Telegraphic address ‘Shikamakaiun Himeji". 


HIROSHIMA: 34.20 N. 132.25 E. 


DOCUMENTS: See “Yokohama”. 

PILOTAGE: Inland Sea pilotage should preferably be arrange 
through Agent by cable via Nagasaki Radio giving 72 hours notics 
Urgent correction of ETA outside business hours should be cable, 
direct to pilot-station. Inland Sea Pilot Association covers all Inlang 
Sea ports. Pilotage not compulsory but recommended in view ¢ 
great number of islands causing navigational hazards. Pilots ob. 
tained from one of three pilot stations dependent upon vessel's |ay 
port of departure and at Master's discretion. Pilotage availaby 
throughout 24 hours and 72 hours advance notice preferred, thers. 
after advising any alterations. Most Inland Sea Pilots also act » 
harbour Pilots up to berth or anchorage at destination. Note; \ 
VHF communication available with Inland Sea pilot-stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kj 
~ pede Position 34° 38’ N. 135° 11’ E. Telegraphic address “Anjp 

obe”. . 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels trans. 
itting Bungo channel). Position 33° 13’ N. 131° 54’ E. Telegraph: 
address ‘‘Anjin Saganoseki". In event bad weather, recommende 
vessels proceed for shelter as near as possible having due regay 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Positio: 
33° 56’ 24” N. 131° 03’ 12” E. 


ANCHORAGES: 
From Ujina 
Anch- lighthouse 
orage Location Radius m. Conditions Note 
N. 34.20'59.5" 56° 2,510 Draft - below 6 m. 
“A”  E. 132.29'17° 180 Length — below 120 m. 
Necessary P & S Anchor 
Draft - below 7 m. 
“BY” —N. 34.20'57” 52° 2,200 Length — below 120 m. 
E. 132.29'02.5" 180 Same as “A” 
Draft - below 8 m. 
“C" ON. 34.2045" 67° 2,467 Length - below 150 m. 
E. 132.29'24” 180 Same as “A" 
Draft — below 10 m. 
“D" ON. 34.20'35.5" 53° 1,070 Length - below 150 m. Load & unload 
E. 132.2828” 180 Same as “A” Logs. 
Draft - below 12 m. 
“E" oN. 34.20'22.5" 73° 910 Length - below 150 m. Load & unlost 
E. 132.28'29” 200 Same as “A” Logs. 
Draft - below 12 m. 
“FY ~—N. 34.20/09" 100° 890 Length - below 150 m. Load & unloat 
E. 132,.28'29” 200 Same as “A" Logs. 
Draft - below 12 m. 
"“G" N. 34.1957” 1164° 1,190 Length - below 150 m. Load & unlost 
E. 132.28'36” 200 Same as “A" Logs. 
Draft - below 12 m. 
“H" ON. 34.19'45” 125}° 1,150 Length - below 150 m. Load & unlos 
E. 132.2844” 200 Same as “A" Logs. 
i N. 34.19'47" 158° 900 
E. 132.2808” 300 
"J" oN. 34.19'28" 162° 1,500 
E. 132.28'18” 300 
“K" ON. 34.1917" 122° 3,280 Ship 
E. 132,29'43” 700 repairs. 
“LYN. 34.1858" 132° 3,430 Ship 
E. 132.29'34” 300 repairs 
“M" —N. 34.20'14" 230° 3,550 Ship 
E. 132.25'35” 300 repairs. 
“N" —N. 34.19'56" 262° 3,820 Ship 
E. 132.2526” 300 repairs. 


Ujina Lighthouse is at South of Ujina-islet 34° 20’ 14” N.: 132°7 


RESTRICTIONS: Depth of approach to berth about 10 m. 
MAX. SIZE: Wharf (Hiroshima Prefecture Public Berth) No.' 
length 166 m., draft 9-7 m, (10,000 g/t vessel). No. 2, length 166 m. 
Gaibo-Ganpeki (wharf for ocean-going vessel) length 337 ™ 
depth alongside about 10 m., maximum draft acceptable 9-70 m. 
PRATIQUE: See "Kobe". 
TUGS: Join vessel at quarantine anchorages. Tug's lines us 
TIDES: Maximum (Spring Tide) 3:9 m. Minimum (Neaps) 0°57 ™ 
Rate of current at flood tide generally ¢ knot to North-east; 4 K"® 
at ebb tide to South-west. South area of Togeshima and Kannons#! 
$ knot at flood to South-south-east, and $ knot at ebb tide to Nort 
north-west. 
FRESH WATER: By water barge (capacity: 330 m/t available) 
Additional charges made for overtime i.e. after 5 p.m., and Sunda! 
holidays, and Saturday afternoon. 
CONSULS: No consul in Hiroshima. Nearest Osaka or Kobe. M& 
ine note of protest can be attested by local notary public. 
REPAIRS: All types of deck, electrical and engine repairs. _ 
DRY DOCKS: Largest dry dock Taibi dry dock, Mitsubis® 
Hiroshima Works, L 154 m. B 22:00 m. 10,300 g/t. Kanawa dry docka® 
Ujina dry dock available for 3,500 g/t and 1,500 g/t respectively. 
AIRPORT: Hiroshima airport. Only domestic airlines every 
to Osaka and Tokyo. 


police) AMBULANCE/FIRE: Police (for emergency) 110; 
Ambulance 119; Fire 119. : 

LEPHONE: No arrangements for placing telephones on board. 
ERVICES: Any navigational apparatus can be serviced on re- 
yest, Cargo holds cleaning services can also be carried out, but 

tank-cleaning and other services are to be arranged from Kobe. 
REGULATIONS: Many seaweed and oyster beds near anchora- 
es, therefore oil pollution precautions strictly observed. } 
{UTHORITY : Hiroshima-Kencho, 10-52 Motomachi, Hiroshima 
City. 

AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo, Naigai Unyu 
Co. Ltd., 36-23, 2-chome, Ujina Kaigan, Hiroshima. Tel. Hiroshima 
(0622) 51-2421. Telegraphic address “Naigai Hiroshima”. 


HITACHI: 36.30 N. 140.37 E. 


DOCUMENTS: and all general information, refer to “Onahama”. 
PILOTAGE: Not compulsory. Pilot boards in approximate position 
4° 28 39” N. 140° 38’ 40” E. 

MAX. SIZE: Draft, 8:50 metres limited by channel depth. . 
PRATIQUE: If arriving from abroad, vessel should obtain pratique 
at Onahama. ; 

TUGS: One tug of 180 h.p. available. 


BERTHING: 
Hitachi Pier (A) depth 7:5 metres 
Hitachi Pier (B) (ete his bel 
10,000 tons Wharf Nil he bil adlb 
10,000 tons Wharf ee tees 


AUTHORITY : Port Administration Office. 


AGENTS: Abeki Shokai, c/o Sukaya Ryokan, Kuji-cho, Hitachi-shi. 
Cables “Abe Hitachi Kujihama”. Tel. Hitachikujihama 2008. 


HOSOSHIMA: 32.25 N. 131.41 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Telegraphic address of pilot station ‘Pilot Hoso- 
shima". 48 and 24 hours advance notice of ETA required, and any 
change in ETA. Pilot boards at Hososhima Quarantine anchorage 
location, Hososhima lighthouse N.E. one mile off, position 32° 25’ 
50” N. 131° 41’ 53” E. 

ANCHORAGE: Refer Japanese chart No. 1223 (Ozue-wan and 
Hososhima-Ko). 

RESTRICTIONS: Strictly no entry after sunset. 

MAX. SIZE: Max. permissible LOA 170 m. and draft 31 ft. 6 in. 
HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers’ 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Join vessel in position 32° 26-5’ N. 131° 39-5’ E. Tug's lines 
to be used. 

BERTHING: 

Industrial Port 

Wharf No, 1 

Wharf No, 2 

Wharf No. 3 

Wharf No. 4 

Wharf No. 5 

Hyuga Refinery's Wharf 
Sugar Plant Wharf (Dolphin) 
ommercial Port 

Wharf No. 1 rE 

Wharf No, 2 " 75 ” 

STEVEDORES: At least 24 hours prior notice excluding Sundays 

Nd holidays required in order for Agent to arrange stevedores. 

nig Must constantly keep her Agent advised of ETA. If steve- 

f€s cannot commence loading/unloading at time notified by the 
et the orderers must pay for waiting time. If cargo gears not 
Peete On berthing, stevedores will do same for ship's crew at addi- 
a cost. Overtime surcharges 1700-1900 hours 50%, additional of 
ro Stevedorage; 2100-0500 hours next morning 130% additional; 
MEDIO idays 60°, additional. 
DENS L: No advance notice required unless urgent. 
. ITY: Average 1025 in Winter, 1020 in Summer, subject to 
father and tide current. 

SH WATER: Available from dock, 20/30 tons per hour. 


depth 10:0 metres 


JAPAN 


FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest stock ports at maximum 7 days prior 
notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and net tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear’s main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: No local representatives. 

REPAIRS: None. 

REPATRIATION: Possible. 

AIRPORT: Nearest, Miyazaki airport about 2 hours drive from 
Hososhima. JAL and ANA lines. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Fire 
119. Public telephone booth available near by the berth. 
TELEPHONES: No facilities for placing telephones on board. 
SHORE LEAVE: Local Immigration Officers issue shore pass 
Miles for only 3 days, but 3 days extension possible if ship stays 
onger. 

AUTHORITY: Port Administration Office. 


AGENTS: Sub-Agents of Dodwell & Co, Ltd., Tokyo. Hakko Unyu 
Co. Ltd., No. 731, Kaigan-dori, Hososhima Hyuga-shi, Miyazaki-ken 
(883). Cable Address: “Ringer Hyuga"’. Domestic Telex: 776677 
Hakko Hyuga. Tel.: Hyuga (09825)2-2185. 


IHO: 34.45 N. 134.46 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship’s Agents will prepare Inward/Outward Declaration, 1 Cargo 

Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agents should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to Pilot station. Inland Sea Pilot Association covers all In- 
land Sea ports. Pilotage not compulsory but recommended in view 
of great number of islands causing navigational hazards. Pilots 
obtained from one of three pilot stations dependent upon vessel's 
last port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea Pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘‘Anjin 
Kobee". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels trans- 
itting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki’’. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
33° 56’ 14” N. 131° 03’ 12” E. 

ANCHORAGE: Closed Port. Agent will arrange Anchorage posi- 
tion for discharging, with Authorities, but usual position Iho signal 
station, bearing 215° distant 3,000 m. (signal stn. 34° 44’ 58” N. 134° 
46’ 12” E.). 

HEALTH: Pratique must be obtained at another Port before calling 
Iho. 

At first port of call in Japan, vessel must obtain free pratique. 
Quarantine Officers will attend vessel only from daylight to sunset 
and Captain to show all Vaccination Cards, Derating Exemption 
Certificate. In case vessel arrives from cholera-infected area within 
10 days, Captain must advise crew and passengers’ health condition 
to respective quarantine Office through ship's agent prior to arrival 
and close all soil pipes before entering port. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Not required. Discharging at Outer Anchorage. 
TANKERS: Port is operated for oil discharging only. Discharge is 
into barges through 6 in. hoses at either side of vessel. 
DENSITY: Average density is between 1025 and 1026 in Winter 
season and between 1018 and 1020 in Summer season. 

FRESH WATER: Not available. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
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Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest stock ports at maximum 7 days prior 
notice. 

REPAIRS: Not available. 

DRY DOCK: Nearest dockyard at Aioi. 

AIRPORT: Nearest airport at Osaka. 

TIME: GMT plus 9 hours, no alterations. 
POLICE/AMBULANCE/FIRE: Police tel. 07944/2-3377; Ambu- 
lance, 119 or 2-2101; Fire 119 or 2-2101. 

SERVICES: None. Nearest services available at Kobe/Osaka area. 


AGENTS: Sub-agents of Dodwell & Co. Tokyo. Shikama Kaiun 
K.K., Minatomachi, Shikama-Ku, Himeji. Tel. Himiji (0792) 35-0912. 
Telegraphic “Shikamakaiun Himeji." 


IMABARI (Imahuru): 34.04 N. 133.00 E. (incl. Mate- 
gata). 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, cam- 
era, wrist-watch, radio, firearms/swords, etc. (only at first port 
of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all In- 
land Sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots ob- 
tained from one of three pilot stations dependent upon vessels last 
port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea Pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38’ N. 135° 11’ E. Telegraphic address “Anjin 
Kobe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel), Position 33° 13’ N. 131° 54’ E. Telegraphic 
address ‘‘Anjin Saganoseki’’. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 

33° 56’ 24” N. 131° 03’ 12”E. 
ANCHORAGE: Anchorage outside breakwater, sufficient water, 
but on account fast current deemed not safe anchorage. Anchorage 
inside breakwater generally shallow, and sea area narrow for large 
vessels. To discharge/load on!y Temposan wharf available for 
vessels alongside berth where holding ground is good and depth of 
water is 7-50 metres. 

Vessels drawing over 7 metres: vessel can enter Mategata (open 
road) deemed to be most fitted place for vessels entry to discharge/ 
load. Port of Mategata faces Aki-Nada and located near West en- 
trance of Kurushima channel; 132 degrees 55 minutes East, 36 de- 
grees 06 minutes North, where holding ground good and depth of 
water 12-20 metres is kept. 

RESTRICTIONS: No entry after dark. 

MAX. SIZE: Temposan Wharf length 110 metres, breadth no limit 
draft 7 metres. Mategata (open road) length no limit, breadth no 
limit, draft 10 metres. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers’ 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Temposan wharf: join vessel at sea anchorage, using tug's 
line without charge. Mategata (Open road): no tug required in nor- 
mal conditions. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. Also see ‘Max. Size”. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Temposan wharf 1015. Mategata 1015. 


366 


FRESH WATER: Fresh water not available but usually brought 
barge from Onomichi (about 4 hrs. run to Imabari/Mategata), Rats 
of delivery 80 tons to 200 tons per hour dependent on barge. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, ls. 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers Will b 
lightered from the nearest bunker stock ports at maximum 7 day 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required Unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out Opening 
and closing hatches. If any time lost by ship's crew doing this w 
stevedores charge ship for waiting. Recommend request Stevedorg 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspecty 
ship's registered gross and net tonnages. Valid Cargo Gear Certs, 
cates sometimes required by stevedores when cargo gear's majp. 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to taly 
ashore but no spirits. 

CONSULS: See ‘Kobe”. 

REPAIRS: Only minor repairs. 

DRY DOCKS: Not available at this port, the nearest ones ay 
Kawasaki Heavy Industries Ltd., Sakaide; Hitachi Shipbuilding , 
Engineering Co. Ltd., Innoshima; and Mukaishima; dimensions ¢ 
these docks as follows: 

Kawasaki Heavy Industries Ltd., Sakaide. Dock No. 2 for 5000 
dwt vessel. 450 m.x 72 m.x 12:3 m. It is notin action yet for ships 
repair. Only used presently for shipbuilding and after services, 

Hitachi Shipbuilding & Engineering Co. Ltd., Innoshima Dod 
Dock No. 1 for 20,000 dwt vessel. 175 m. x 25-62 m. x 9:10 m, Dock No} 
for 130,000 dwt vessel. 282:50 m.x 47 m.x 11:33 m 

Hitachi Shipbuilding & Engineering Co. Ltd., Mukaishima Dox. 
yard, Dock No. 1 for 3,000 dwt vessel. 86-18 m. 13-60 m. x 680_, 
Dock No. 2 for 8,500 dwt vessel. 125 m.x 18 m.x 7:40 m. Dock No! 
for 25,000 dwt vessel. 175 m.x 29 m.x9 m. 

REPATRIATION: Possible. 

AIRPORT: No airport. Nearest airports are Matsuyama and Takap. 

atsu where are All Nippon Airways. 

TIME: GMT plus 9. No alterations made to clocks during year, 

acer bo ly tie agp ie Police tel. 110; Ambulance 11% 
ire . 

TELEPHONES: No facilities for placing telephones on board, 

GENERAL: Mategata is a closed port. To conform with regulations 

vessel obtains permission from Shikoku Maritime Bureau to ente. 

Customs request vessels calling Mategata to obtain permissie 
to enter at preceding port of call by paying charge at same rate¢ 
neg? dues prior to arrival of vessel. Application undertaken by 

gent. 

No quarantine available. Nearest station Matsuyama. No immigr 
tion. Officer comes from Niihama. 

SERVICES: None. 

SHORE LEAVE: Local Immigration Offices issue shore pass vali 
for only 3 days, but 3 days extension possible if ship stays longe 
AUTHORITY: Port Administration Office. 


AGENT: See ‘‘Matsuyama”. 


INNOSHIMA: 34.17 N. 133.11 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Baggage i.e. tobacco, wine/spiritt 
camera, wrist watch, radio, firearms/swords etc. (only at fit 
port of call in Japan). 

Ship's agents will prepare Inward/Outward Declaration, 1 Carg 
Manifest and Cargo Manifest in Transit using specific forms. Thee 
fore ship's Agent should be provided with necessary informati®’ 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arrange 
through Agent by cable via Nagasaki Radio giving 72 hours notice 
Urgent correction of ETA outside business hours should be cable 
direct to pilot station. Inland Sea Pilot Association covers all Inlatt 
Sea ports. Pilotage not compulsory but recommended in view ® 
great number of islands causing navigational hazards. Pilots 
tained from one of three pilot stations dependent upon vessel's | 
port of departure and at Master's discretion. Pilotage availa 
throughout 24 hours and 72 hours advance notice preferred, the 
after advising any alterations. Most Inland Sea Pilots also act® 
harbour Pilots up to berth or anchorage at destination. Note: Nt 
VHF communication with Inland Sea pilot stations. mA 

Wadamisaki, at entrance to Kobe (vessels transitting Kili Stra 
Position 34° 38’ N., 135° 11’ E. Telegraphic address “Anjin Kobe 

Sekisaki, 3 miles South of Sekisaki lighthouse (vessels trans* 
ting Bungo channel). Position 33° 13’ N., 131° 54’ E. Telegrap™ 
address ‘‘Anjin Saganoseki"’. In event bad weather, recommen 
vessels proceed for shelter as near as possible having due rege 
to safety, to Sekisaki pilot station. 

Kanmon Pilot boards at Mutsure (33° 58’ 15” N., 130° 53’ 43” E.) 
passing Shimonoseki Strait to Hesaki where Pilot will be changed! 
Inland Sea Pilot. n 

Hesaki, at East side of Kanmon (Shimonoseki) Straits. Posit® 
33° 56’ 24” N., 131° 03’ 12” E. 


NCHORAGE: No. 1. 14 metres deep, 1.4 miles off Hyakkan Island 
. No, 2. 9 metres deep, 1.5 miles off Hyakkan Island 290°. 
RESTRICTIONS: In general, mooring/unmooring and/or dry- 
docking in-and-out carried out in daytime only. 


E: 
MAX. SIZ Length Breadth — Draft 
(1) For mooring only 320m. x 50m. x 7m. 
Max. draft for entering port: 9 m. 
(3) Max. draft for mooring: 5-7 m. according to quay. : 
Current is North-east at high tide, and South-west at low tide at 
'§ knots. 

rates? In event vessel proceeding Innoshima direct from 
foreign port, vessel to receive pratique at Quarantine anchorage Kobe 
or Saganoseki (33.15° N; 131.52 E.) or Mutsure (33° 59’ N, 130° 53’ E.). 

At first port of call in Japan, vessel must obtain free pratique. 
Quarantine Officers will attend vessel only from daylight to sunset 
and Captain to show all Vaccination cards, derating Exemption 
Certificate. In case vessel arrives from cholera-infected area within 
{0 days, Captain must advise crew and passengers’ health condition 
to respective Quarantine office through ship's Agent prior to arrival 
and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi, and North bound to Naga- 
saki Radio respectively. } 
TUGS: Ship taken into port by Dock Master who joins ship at 
anchorage with tug-boat. Usually, tug's lines used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
TANKERS: Tank cleaning station operated by Setonaijai Tank 
Cleaning Company, can receive slops up to rate of 250 tons per hour. 
MEDICAL: No advance notice required unless urgent. Hospital 
facilities available. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
rior notice, 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: None. 
REPAIRS: All facilities for major repairs. 
DRY DOCKS: 
Hitachi Zosen: 


Length Width Depth Capacity 
(m.) (m.) (m.) (dwt) 
Dock No. 1 175 25-60 9:10 21,000 
» No.2 282-50 47:00 11-30 130,000 


» No.3 260-00 57:00 11:10 100,000 
AIRPORT: Hiroshima Airport or Okayama Airport (domestic only) 
About 2 hours by car from both airports. 

TIME: GMT plus 9 hours. Permanent. 

TELEPHONES: Telephone is available: Shipyard installs one 
telephone in accommodation and another one in engine room. 
SHORE LEAVE: Local immigration offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
SERVICES: The following services are available: Tank cleaning, 
Discharge of tank washings, Compass adjustment, Ship's chandler. 
AUTHORITY: Mihara Doboku (Public Works) Office. 


AGENT: Sub-agent of Dodwell & Co., Tokyo. Hamaoka Shoten, 
207, Habu-cho, Innoshima. Cables: ‘‘Hamaoka Innoshima”. Tel. 
Innoshima (08452) 2-1340, 


ISHINOMAKI: 38.23 N. 141.16 E. 


DOCUMENTS: and all general information, refer to “Ofunato”. 

RESTRICTIONS: Channel depth 9 metres LW. 

TUGS: Available from Shiogama. 

BERTHING: 
Minami Hama Wharf depth 10-0 metres 
Hiyori Wharf 9-0 
Nakajima Wharf wen l0Dentn 
Shiomi Wharf 45 
Hiyori Wharf ie 
Minami Hama Wharf 7 
Jyujyo Wharf 
Tekkosha Wharf 5 rs 

FRESH WATER: Available ex-wharf. 

FUEL: To be barged from Yokohama. 

AUTHORITY : Port Administration Office. 


AGENTS : Abeki Shokai, c/o Fukushimaya Ryokan, 12-4, 
“chome Chuo. Cables: ‘Abe Ishinomaki."” Tel. (02252) 2-1121. 


ODDS 
oOanan 


IWAKUNI, Hiroshima Bay: 34.10 N. 132.11 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 
assenger Lists. 

1 Store List. 

! Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
Camera, wrist-watch, radio, firearms/swords, etc. (only at first 
Port of call in Japan). 


JAPAN 


Ship's Agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea Pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilotstation. Cable address “Ansin Moji". Inland Sea Pilot 
Association covers all Inland Sea ports. Pilotage not compulsory 
but recommended in view of great number of islands causing navi- 
gational hazards. Pilots obtained from one of three pilot stations 
dependent upon vessels last port of departure and at Master's dis- 
cretion. Pilotage available throughout 24 hours and 72 hours advance 
notice preferred, thereafter advising any alterations. Most Inland Sea 
Pilots also act as harbour Pilots up to berth or anchorage at destina- 
tion. Note; No VHF communication available with Inland Sea pilot 
stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Soar Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘‘Anjin 

obe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address ‘‘Anjin Saganoseki)). In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 
33° 56’ 24” N. 131° 03’ 12” E. 

ANCHORAGES: Two anchorages, one for ‘Quarantine’ and 
repairing, etc., other for discharging logs. 

(a) Quarantine 34° 10’ 28” N., 132° 16’ 43” E. minimum depth 27 m. 
(b) Discharging area 34° 11’ 12” N., 132° 14’ 21” E. minimum depth 
10m. 

Nature of bottom mud. Minimum bottom width no limit. 

HEALTH: At first port of call in Japan vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Tugs normally join vessel at Quarantine area. Tug's lines 
to be used free of charge. Two tugs available of 3,800 h.p. 
BERTHING: No berthing from sunset to sunrise. At least 2:0 
hours notice arrival necessary to reach berth, in event of direct 
arrival from foreign country. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Maximum about 150,000 dwt; slop discharge pipelines. 
Koa Oil Co. Ltd., Marifu refinery. 


Max. G/T Max. safe Type and dia- 

draft meter hoses 
Koa Oil Crude Pier 90,000 17-00 m. 12°x3 
North No. 3 Pier 9,000 10:00 m. 8"x1 
Kenei No. 3 Pier 28,000 9:00 m. 10” x2 


Kenei No. 3 pier used by Messrs. Union Sekiyu Kogyo K.K. jointly. 
DENSITY: 1020. 
FRESH WATER: Alongside Koa Oil Pier, possible to take fresh 
water ex. shore. 
Berth Capacity 

Koa Oil Crude Pier 5 tons/hour 

Kenei No. 3 pier 3 tons/hour 

Sanyo Pupl Pier 5 tons/hour 
FUEL: Available ex-wharf, but not ex-barge. All grades of bonded 
bunkers are stocked in Tokyo Bay, Ise Bay, Osaka Bay and Kanmon 
Port. At all other ports bunkers will be lightered from the nearest 
bunker stock ports at maximum 7 days prior notice. 
DEVELOPMENTS: New berth named ‘“Muronoki Pier'’ under 
construction. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CARGO GEAR: See ''Certificates"’ but no special requirements. 
CONSULS: No consul but marine note of protest can be attended 
by local notary public. 
REPAIRS: None. For heavy repairs from Hiroshima. 
REPATRIATION: Possible. 
AIRPORT: Hiroshima airport 45 kilometres (Abt. 2 hours). 
For Osaka (TOA Aijrline) 0900, 1415, 1725, 2000 
For Tokyo 0750, 1100, 1355, 1510, 1755, 1905 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110 (just dial); Ambulance 
119 (just dial); Fire 119 (just dial). 
TELEPHONES: No arrangements available except Koa Oil. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 
AGENTS: Sub-agents of Dodwell & Co. Tokyo. Naigai Unyu Co. 
Ltd., 35-7, 4-chome, Shinko-cho Iwakuni. Tel. lwakuni (0827) 
21-7115/6. Telegraphic address “‘Naigai lwakuni”’. 
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KAGOSHIMA: 31.35 N. 130.33 E. 


DESCRIPTION: Port situated in Kagoshima Bay, the southern 
part of Kyushu and consists of 3 sections as follows: 

Main Harbour: divided into Inner Harbour sheltered by break- 
waters which can accommodate up to 3,000 tonners, and Outer 
Harbour, (open roads) where large size vessels lie at anchor. 

New Harbour: adjacent to Main Harbour on the South. This sec- 
tion also sheltered by breakwaters and a 10,000 tonner can be 
accommodated. 

South Harbour: located about 6 kilometres away from main har- 
bour on South and used for small coasters. 

DOCUMENTS: 
Customs: When vessel arrives direct from foreign port, customs 
officials board for search. Following documents to be submitted: 

Crew List. 

Passenger List. 

Manifest of crew personal effects (must be signed by individual 

crew member). 

Store List. 

Arms and Ammunition List. 

Narcotics List. 

List of ports of Call on current voyage. 

Discharging Cargo Manifest. 

Thrvugh cargo Manifest. 

Declaration inward/outward. 

Following will be checked on board: Ship's Registry; Last Port 
Clearance. 

When vessel comes from Japanese port, Customs officials will 
not attend on board, except special case. Master or Agents to attend 
Custom House for entry formalities with following documents: 

Discharging Cargo Manifest. 

Through Cargo Manifest. 

Declaration inward/outward. 

Ship's Registry. 

Last Port Clearance. 

Documents entrusted with the Master by Customs at previous 

port. 
On vessel's departure, a clearance is issued by Customs, after 
confirming payment of tonnage dues. 
PILOTAGE: Not compulsory, but necessary unless Master well 
acquainted with locality. Pilot embarks at quarantine anchorage, 
(see “Health"’). Request for pilot made through Agent. Master report 
by radio accurate ETA at least 24 hours prior to arrival. 
ANCHORAGE: Ample good holding anchorage available in Outer 
Harbour. Depth: Over 9m. 
RESTRICTIONS: Berthing/unberthing during day only. 


Wharf Location Length Depth 
7-9 m. wharf Main harbour 110 m. 7-9 m. 


7:5 m. wharf 1a 220 m. 7:5 m. 
North New harbour 125 m. 7-5 m. 
North + 160 m. 5:5 m. 
South t 165 m. 9:0 m. 
South Ba 260 m. 7-5 m. 


PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique. 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected case of 
infectious disease, within 15 days of arrival. 

If crew or passengers on board do not possess Valid Smallpox 
Vaccination Certificate. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 

Quarantine: 

(a) Quarantine station: Sea area within radius of 1,000 metres from 
centre, position 31° 33’ 25” N. 130° 35’ 33” E. 

(b) Quarantine service rendered from sunrise to one hour before 
sunset. 

(c) “Q" flag should be hoisted until free pratique granted. 

(d) When vessel arrives from plague-infected or suspected area 
within 10 days after she left such place, 24-hour special quarantine 
required. 

All sanitary scuppers must be closed and garbage not thrown over- 
board after reaching 60 miles off Japanese coast. 

RADIO: Recommended Captain contacts Agent through Choshi 
radio or Nagasaki Radio which covers all ports in Japan. If West 
bound vessel to Choshi, and North bound to Nagasaki radio res- 
pectively. 

TUGS: “Wakashio Maru" twin diesel vessel, 1000 h.p. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by Agent mainly by radio. 

New Port (Kagoshima-Shinko). Sheltered harbour with main en- 
trance 150 m. wide between S. breakwater (350 m.) and N. breakwater 
(150 m.). Sheltered anchorage in depth of 5-5- 9-0 m. No mooring 
buoy. Berthage outside breakwater in depth of 9-0 m. and inside 
breakwater in depth of 5-5-9:0 m. 

ye South pier. (in foreign trade zone, for outbound vessels 
only): 


368 


165 m. long with 9:0 m. alongside, will take one vessel of aboy 
10,000 grt. 

260 m. long with 7-5 m. alongside, two vessels less than 5,000 9, 

120 m. long with 4:5 m. alongside, two vessels less than 500 gr 
North pier (for inbound vessels): 

125 m. long with 75 m. alongside will take one vessel of abo, 

3,000 grt. 

160 m. long with 5-5 m. alongside two vessels less than 1,009 ot 

60 m. long with 4:0 m. alongside one vessel less than 500 gr. 

160 m. long with 5-5 m. alongside two vessels less than 1,000 oy 

Taniyama Harbour : South pier has been constructed, located aboy 
10 kilometres from main harbour on South and used for large 
coasters. 

Berthing: Sheltered harbour with main entrance 200 m. wig 
between S. breakwater (780 m.) and N. breakwater (650 m.). Shelters: 
anchorage in depth of 5:5-13 m. No mooring buoy. Berthage insiq 
breakwater in depth of 5:5-12'5 m. South pier (in foreign trade zon, 
for outbound vessels only). 


Depth 
Pier Length alongside 
S-1 250 m. 12 m. one vessel of 50,000 g/t 
S-2 260 m. 75m. two vessels less than 10,000 gi 
S-3 270 m. 55m. two vessels less than 1,000 git 


North pier: now under construction. 
STEVEDORES: Maximum 10 gangs available. Working hous 
One labour shift. Normal working hour: 0800 to 1700 hrs. Overtin 
work possible until about 2000 hrs. by applying to Customs » 
following fees: 1700-2200, 0500-0830 also Sundays and holiday 
2200-0500. All night work is impractable. No work can be arrangy 
for on 31st December and during New Year holidays (1st to % 
January). 
MEDICAL: Hattanmaru Hospital; Fukusaki Hospital; Nagata De. 
tal Plant. No advance notice required unless urgent. 
TANKERS: No tanker berths at Kagoshima, but Central Termin: 
Station (C.T.S.) in Kagoshima Bay. See “'Kiire”. 
FRESH WATER: One 150-ton water barge available. Hydrants¢ 
wharves in main harbour. Rate of delivery: 50 tons/hour from barg: 
15-20 tons/hour from hydrants. 
FUEL: None available. Lightered from another port. Ample notice 
so that necessary lighterage can be arranged. 
GANGWAY/DECK WATCHMEN: Not specifically required uw. 
less passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores open/close hate. 
es. Cost per hour depending on type of cargo. If any time lost) 
ship's crew doing this work, stevedores charge ship for waiting 
Recommend request stevedores for this work unless crew w 
complete before berthing. 
CERTIFICATES: Ship's register to show Customs Inspeciv 
registered gross and nett tonnages. Valia Cargo gear Certificals 
sometimes required by stevedores when cargo gear's maintenant 
appears poor. 
CUSTOMS ALLOWANCES: Only 50 cigarettes to take ashe 
but no spirits. 
REPAIRS: Only minor repairs - Kikukawa Iron Works and Kage 
shima Dockyard Co. 
REPATRIATION: Possible. Also see “Regulations”. 
AIRPORT: Kdgoshima Airport. Short distance from town. 
TIME: GMT plus 9 hours. No alterations to clocks during year. 
HOLIDAYS: See “Tokyo” (Also see ‘'Stevedores"). 
SERVICES: Cargo Survey. Provisions and Stores. Fumigation- 
Toyo Fumigation attend from Moji on request. 
WIND/TIDE: North-westerly wind prevails in winter season ati 
Easterly wind in summer. Wet seasons in April and July. Avera 
tidal range 2:74 metres. In the outer harbour, flood tide sets to Not 
and ebb to South. Maximum speed of current 2 knots. Current? 
inner harbour is less than 0:25 knots. 
SHORE LEAVE: Local Immigration Offices issue shore pass va" 
for only 3 days, but 3 day extension possible if vessel stays long? 
Also see “Regulations”. 
REGULATIONS: Immigration officials board vessel on arrival® 
examine passports, discharge-books and/or other equivalent travt 
documents and provide 72-hour landing passes for crew membe! 
and passengers. One copy each of crew list and passenger !é 
required by them. Providing ship's Agent with a crew list beforeha™ 
will be a great help in expediting immigration business on vess#! 
arrival. When vessel stays in port more then 72 hours, the landit 
passes may be extended 72 hours on application. In the event thé 
crew members, without entry visas, are to be landed for repatriat® 
or transfer, Immigration will not permit their landing unless passa# 
by either sea or air, ensuring the prompt departure from Jap! 
(within 72 hours) of these men has been booked, or unless vessels" 
which they are to be transferred, arrive in Japan within 5 days. 
AUTHORITY : Kagoshima Kencho. 


AGENTS: Sub-agents of Dodwell & Co. Tokyo. Kyoshingumi Ct 
Ltd., Zisaki, Zyonan-cho, Kagoshima. Tel. Kagoshima (0992) 26-112 
Telegraphic - ‘Kyoshingumico Kagoshima”. Telex 7825-12. 


KAKOGAWA: 34.42 N. 134.50 E. 


Port is for sole use of the Kobe Steel Co. Ltd. Declared open port® 
of 1st May 1970, but vessels should first call off Kobe to obtain fre 
pratique, Customs clearance and Pilot. 


DOCUMENTS: 
Ship's Register. 
Last Port Clearance. 
3 Crew Lists including Passport Nos. 


3 Passenger Lists. 

1 Stores List. . , , be 

{ Declarasion of Crew's Baggage, i.e. tobacco, wine/spirits, 

camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

shi's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms, There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. : : 
PILOTAGE: Pilot will board off Kobe when calling for free pratique 
and Customs clearance. Pilot will be arranged by Agent subject 
advance request and usual ETA advices, 
HEALTH: Vessel! must call off Kobe for free pratique. At first port 
call in Japan, vessel must obtain free pratique. Quarantine Officers 
will attend vessel only from daylight to sunset and Captain to show 
all Vaccination cards, derating Exemption Certificate. In case vessel 
arives from cholera-infected area within 10 days, Captain must 
advise crew and passengers’ health condition to respective Quaran- 
tine office through ship's Agent prior to arrival and close all soil 
pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 
RESTRICTIONS: Mooring/unmooring conducted daylight hours 


only. 
BERTHING : 
Length Depth 
Pier E-1 200 m. 15 m. 
Pier E-2 200 m. 14m. 
Pier E-3 300 m. 14:5 m. 
Pier E-4 400 m. 17 m. 


3unloaders are presently available. 2 have capacity of discharging 
{,500 tons per hour and the third 700 tons. 

Depth at low water is 17 metres in the fairway which is 400 metres 

wide. 

MEDICAL: Treatment has to be arranged from Kobe. 

FRESH WATER: Available from quay. Rate 50-80 tons per hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay, and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this work 
unless crew can complete it before berthing. 

CERTIFICATES: Ship's Register to show Customs inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear 
Certificates sometimes required by stevedores when cargo gear’s 
maintenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

REPAIRS: Arranged from Kobe. 

REPATRIATION: Possible, through Kobe. 

TIME: GMT plus 9. No alterations made to clocks during year. 
SHORE LEAVE: Local Immigration offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
SHIPMASTER'S REPORT: 

When the vessel anchors off Kobe in the roads, “Kobe Harbour 
Control" will call on VHF Channel 16 and ask for anchoring time 
and position from Kobe headlight. 

The maximum draft at Higashi Harima is 15:5 meters. 

Vessels always berth port side alongside. The gangway should 
be lowered as soon as possible to let the officials aboard. 

The vessel loaded 112,000 metric tons in 60 hours, previously the 
Same amount had been loaded a little quicker. 

Bilge water, oil or garbage should never be thrown overboard 
because owners have to pay compensation to the Fishermen's Union, 

Berthing takes place two hours before high water. 

AUTHORITY : Kakogawa Doboku (Public Works) Office. 


AGENT: See “Kobe”. 


KAMAISHI: 39.16 N. 141.55 E. 


DOCUMENTS: 

Ship's Register. Last Port Clearance. 3 Crew Lists including Pass- 

Port Nos. 3 Passenger Lists. 1 Store List. 

' Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 

camera, wrist-watch, radio, firearms/swords, etc. (only at first 
5 Port of call in Japan). 

IP's Agent will prepare Inward/Outward Declaration, 1 Cargo 
fonest and Cargo Manifest in transit using specific forms. There- 
a ship's Agent should be provided with necessary information 

Out details of cargoes in advance. 

y OTAGE: Pilot not compulsory, but arrangeable at Master's 

Guest, Pilot arranged by Agent and vessel required to radio Agent 
aa 4 hours before ship's arrival. Pilot boat has no facility to 
fa meee nor particular light or sound signals, but flies pilot 

sae - Pilot boards at 39° 16’ N. 141° 59’ E. 1 mile off Osaki 
ANCHYS alternative area in event bad weather. 

Depth ORAGE: Up to four 30,000 dw tonners can safely anchor. 
tai of water: 31-43 metres at Quarantine anchorage. 20-27 metres 
ischarging anchorage. 


JAPAN 


RESTRICTIONS: Vessel free in and out anytime, but no Pilot 
available after dark for entry. 

MAX. SIZE: Draft 12 metres and LOA, 200 metres (656 ft.) Breadth 
no restriction. Vessels with draft exceeding 9 metres required to 
berth on high water. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Tugs (2) join vessel at anchorage and tugs’ lines used free 
of charge. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. Max. depth alongside, 
13 metres. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for agents to arrange stevedores. 
Vessel must constantly keep Agent advised of ETA. If stevedores 
cannot commence loading/unloading at time notified by the Agent, 
the orderers must pay for waiting time. If cargo gears not rigged on 
berthing, stevedores will do same for ship's crew. Overtime sur- 
charges 1700-1900 hours 50% additional of basic stevedorage; 
2100-0500 hours next morning 130% additional; Sundays/holidays 
60% additional. 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Winter 1026-1027. Summer 1023-1024. 

FRESH WATER: Available from wharf by hose. Rate of delivery: 
about 10-15 tons per hour. No water barge, butin case vessel requires 
water at anchorage, tugboat arrangeable for that purpose. 

FUEL: Domestic diesel oil. No bonded fuel oil. All grades of bonded 
bunkers are stocked in Tokyo Bay, Ise Bay, Osaka Bay and Kanmon 
Port. At all other ports bunkers will be lightered from the nearest 
bunker stock ports at maximum 7 days prior notice. 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost depending on type of cargoes. If any time 
lost by ship's crew doing this work, stevedores charge ship for wait- 
ing. Recommend request stevedores for this work unless crew can 
complete it before berthing. 

CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs such as welding, piping, lathing works 
etc. only. 

DRY DOCKS: None. 

REPATRIATION: Possible. 

AIRPORT: Hanamaki, distant 100 km. (2 hours by car). One flight 
between Hanamaki/Tokyo on Tuesday/Thursday/Saturday and two 
flights on Sunday/Monday/Friday by All Nippon Airline (ANA). 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 2-4536 (Headquarter) and 
2-3828 (Water Police Station); Ambulance 119; Fire 119. 
TELEPHONES: No facilities for placing telephones on board. 
SERVICES: Surveyor, Tally, Hold cleaning, Tank cleaning. 
GENERAL: Discharging ex-gearless vessel not possible at anchor- 


age. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Dept. 


AGENTS: Sub-agents of Dodwell & Co. Ltd. Tokyo. Abeki Shokai, 
210-go, 1-ban, 1-chome, Hama-cho Kamaishi. Tel. Kamaishi (01932) 
2-4583/4. Telegraphic address - ‘‘Abe Kamaishi.” 


KANDA: 33.47 N. 131.00 E. 


RESTRICTIONS: Main channel length 11,080 metres, width 200 
metres, depth 9 metres. 

Tidal range 3-2 to 3:3 metres. 
BERTHING: Main berths dredged to 9 metres alongside. Berths 
mostly used for importing lumber. 


KANMON-KO (Kanmon Harbour). 


According to Japanese Harbour Area Regulations, Moji, Shimono- 
seki, Kokura, Tobata, Wakamatsu and Yawata are respective sec- 
tions included in one port namely Kanmon Harbour. The expression 
of the port as “Kanmon" has been used in charter parties, where 
these six ports are considered to be one port. Vessel's movements 
within these ports is treated as shifting berth in the same port. 
Therefore, if vessel calls at more than two ports within this area, 
such calls are covered by one payment of tonnage dues. However, 
at Tobata, Wakamatsu and Yawata, port dues are levied in addition 
to tonnage dues. 

Entry/departure procedures to Customs, Immigration and/or 
Harbour Master should be effected at each port, as those officials 
stationed individually at each port. 
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KANOKAWA: 34.11.15 N. 132.26.10 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots ob- 
tained from one of three pilot stations dependent upon vessels last 
port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea Pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note: No 
VHF Communication available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits). Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘Anjin 
Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel.) Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Moji”. In event bad weather, recommended vessels 
proceed for shelter as near as possible having due regard to safety, 
to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
33° 56’ 24” N. 131° 03’ 12” E. 

Inland Sea Pilots also attend Harbour Pilotage but if specifically 
required Harbour Pilot boards at Port entrance South side of 
Ohkurokamishima, Position 34° 10’ N. 132° 26’ E. 
ANCHORAGES: Good holding ground. Entrance channel and 
Harbour Channels. Depths 18 m. minimum. Bottom mud and sand. 
Difference between quoted datum and chart datum about two metres 
(to be added). Harbour anchorage about 2 miles South of ‘‘T” head 
berth where vessel remains if waiting berth. 

MAX. SIZE: Length 260 m., beam 30 m., draft 12-5 m., deadweight 
60,000. See ‘‘Tankers”. 

HEALTH: Closed port. Vessel must call at another port (Suchas, 
Matsuyama, Iwakuni) for Customs and Health clearance before 
entering Kanokawa. At first port of call in Japan, vessel must obtain 
free pratique. Quarantine Officers will attend vessel only from day- 
light to sunset and Captain to show all vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers’ 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 

N.B. Vessels destined to Kanokawa have called at Kure Quarantine 
Anchorage for free pratique and customs’ clearance before pro- 
ceeding to Kanokawa. The above practice is not only a loss of time 
(50 miles deviation) but dangerous for vessels to transit in a con- 
gested traffic area. In view of the above, the practice was amended 
and vessels from now on must call at Matsuyama or Iwakuni instead 
of Kure for Customs and Quarantine clearance. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Arranged from Kure. Normally join at Kanokawa Port 
entrance. Usually tug's lines used without extra charge. 
TANKERS: “T" head jetty with 4 buoys. Depth alongside 13 
metres. Two hoses with 12 in. connections, max. 8 kgs/sq. cm. 
Grades handled: molasses, crude and fuel oil. 

A new berth is expected to be opened in 1974, the particulars are 

as follows. 
Berth: Mitsubishi Corp. Kanokawa oil pier No. 3, being extension 
of the old berth Nos. 1 and 2. Depth alongside, 15-4 m. Nature of 
bottom, sand with shell. Average density, 1020 (Summer), 1025 
(Winter). Max. size, length 300 m., beam 40 m., draft 14:0 m. dwt. 
about 80,000 L.T. 

Type and size of manifold: 212 in. and Chikusan arm. 
DENSITY : 1023-1025 alongside berth. Rise of tide: Springs 3-4 m. 
Neaps 2°6 m. 

FRESH WATER: Available at berth, ex-pipeline. Average de- 
livery rate — 20 ton/hour. 

CONSULS: None. 

REPAIRS: See "Kure". 

AIRPORT: Kure. 

TIME: GMT plus 9 hours. Permanent. 

pnt hone date dl Police 2005; Ambulance 2711; 

ire 2711. 

La mre te No arrangements available for placing telephones 
on board. 
AUTHORITY: Ohgaki Doboku (Public Works) Office. 


AGENTS: See “Kure.” 
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KASHIMA: 35.54 N. 140.42 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirj 
camera, wrist-watch, radio, firearms/swords, etc. (only at fir 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 C 
Manifest and Cargo Manifest in transit using specific forms. Ther. 
fore ship's Agent should be provided with necessary informatio, 
about details of cargoes in advance. 

PILOTAGE: Pilot called through Agent. Pilot boards about 2 mile 
posh. east from the end of breakwater, in position 35° 57’ 5” N. 14 
ANCHORAGE: No suitable anchorage at present Quarantij 
Anchorage located at section between 183° and 279° from the unde. 
mentioned centre within a circle of radius of 1,300 metres centr. 
ing the position of 35° 57’ 19” and 140° 42’ 30” E., where depth 
water, 18 metres. 

RESTRICTIONS: Pilot does not board vessel after dark. Dept 
of water in fairway said to be 16 metres, but not officially confirma 
therefore Oil Companies presently restricting ship's draft to 10% 
metres. (35 ft. 7 in.). 

MAX. SIZE: Bulk carriers have entered with draft up to 44 ft. 
HEALTH: At first port of call in Japan, vessel must obtain fre 
pratique. Quarantine Officers will attend vessel only from daylight\) 
sunset and Captain to show all Vaccination Cards, Derating & 
emption Certificate. In case vessel arrives from cholera-infecte 
area within 10 days, Captain must advise crew and passenger 
health condition to respective Quarantine Office through ship; 
Agent prior to arrival and close all soil pipes before entering pot 
RADIO: Recommended Captain communicates with Agent throug 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. | 
specifically West bound vessel to Choshi and North bound to Nage 
saki Radio respectively. 

TUGS: Usually joins vessel at anchorage where Pilot boards 
ship's lines used. 

BERTHING: No specific requirements. Pilot boarding time will & 
notified by ship's Agent mainly by radio. 

Sumitomo Metal depth 16-0 metres 

” ” ” 12:0 ” 

Kashima Denkai + IOUT 

Kashima Sekiyu 5 Sad bp. ilies 
MEDICAL: No advance notice required unless urgent. 
TANKERS: Requirements prior to arrival: Manifold: positios 
number and external and internal diameters. Reducer: type (ASA 
JIS etc.) and external and internal diameters, Bolt: diameter ani 
number, also diameter of pitch circle. Pumping capacity. Ship! 
draft and ETA, to be received by 0900 hrs. every morning continuet 
three days prior to day of arrival. Water requirement (because? 
necessity of pumping-up tank for preparation). 

There are two dolphins for vessels of 100,000-ton class and 70, 
ton class. Draft restricted to 10-80 metres (35 ft. 7 in.). 
DENSITY: 1025. 

FRESH WATER: 50 metric tons per hour from shore pipe, #, 
additional for service between 0600-0800 hrs. 1700-2200 hrs, an 
during rainy and rough weather, also on Sundays and holida 
100% additional for service between 2200-0600 hrs. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, |i 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will ® 
lightered from the nearest bunker stock ports at maximum 7 dajs 
prior notice. 

FIRE PRECAUTIONS: No special precautions, but water curte’ 
made alongside dolphin in case, and there is an extinguisher-bo 
(15 gross tons, and airfoam system). 

DEVELOPMENT: Port under construction. When completed, to# 
length of wharf will be about 17 kilometres for about thirty big indus 
ries such as iron and steel works, oil refinery and chemical worls 
foodstuff and feedstuff industries, etc. 

GANGWAY/DECK WATCHMEN: Not specially required unles 
passengers or valuable cargo on board. 

CERTIFICATES: Ship's register to show Customs Inspect 
ship's registered gross and nett tonnages. Valid Cargo Gear Certi* 
cates sometimes required by stevedores when cargo gear's mar 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to ts! 
ashore but no spirits. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Arranged from Tokyo/Yokohama. 

AIRPORT: Presently under construction, about 60 kilometres av® 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police tel. 110; Ambulance/fit 
tel. 119. 

TELEPHONES: Not available for placing on board. ; 
SERVICES: No equipment nor facilities, but compass adjust 
and others arrangeable from Yokohama. 

SHORE LEAVE: Local Immigration Offices issue shore pass 
for only 3 days, but 3 days extension possible if ship stays longe 
AUTHORITY: Kashima Port Development Office. 


AGENTS: Sub-agents of Dodwell & Co. Ltd. Tokyo. Keiyo Sh? 
ping Agency Ltd., Kashima Office, c/o Kashima Minato 
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KK , Aza Shinwake, Kizaki, Kamisu-Machi, Kashima-gun, 
vyaki Pref. Tel. Kashima (02999) 2-1331, Telegraphic - "Keiyo- 
shipkasima Itakoibaraki”’. 


KAWASAKI: 35.32 N. 139.42 E. 


also refer to Yokohama. 


poRT LIMITS: Consists of sea and rivers below the most down- 
stream bridges bordered by the coastline, the line drawn between 
ministrative areas of Tokyo and Yokohama and the point 

14g’ 30’, 2950 metres from the Hane-da light buoy, the line drawn 233° 
from the above-mentioned point, the line drawn 151° 30’ from the end 
point of Sakai Channel which divides Yokohama City administrative 
section from Kawasaki City. (The river of Tama is not included.) 
DOCUMENTS: Quarantine Station 

Quarantine Declaration. 

Crew List. 

Passenger List. 

Fumigation Certificate. 

Cargo Manifest. 
Immigration Office 

Declaration Inward Outward of Vessel. 

Crew List. 

Passenger List. 

Application for shore pass. 
Custom House. 

Declaration Inward Outward of Vessel. 

Crew List. 

List of Ship's Stores. 

Cargo Manifest. 

Passenger List. 

List of Crew's Baggages or List of Personal Effects. 

List of Tobacco. 

Through Cargo Manifest. 
PILOTAGE: See “Yokohama”. 
RESTRICTIONS: Tsurumi passage 11:70 m. (high water); Kawa- 
saki passage 12 m. (high water). At night except in an emergency, 
vessels over 500 g.t. shall not enter port between hours of sunset and 
sunrise unless permission previously obtained from Captain of the 
port. Vessels over 500 g.t. may enter without prior notice in order 
avert sea disaster or other unavoidable circumstance. 
Note: No vessel of more than 1,000 g.t. permitted enter through 
Kawasaki Passage from 0630 to 0900. No vessel of more than 1,000 
g.t. ae depart through Tsurumi Passage from 0630 to 0900 hrs. 
MAX. SIZE: 


Passage G.R.T. LOA Draft Remark 
Kawasaki — up to 12 m. high water 
245 m. 
up to 50,000 — 11:7 m. * 
Tsurumi — up to 11:7 m. hs 
225 m 
over 50,000 up to 11 m. i 
260 m 
Tonen Ukishima 
Sea Berth 16:2 m. Fs 
Keihin Kawasaki 
Sea Berth 20 m. Pe 
Tonen Ohgishima 
Sea Berth 20:5 m. i" 


PRATIQUE: See “Yokohama”. 

RADIO: See “Yokohama”. 

VHF: VHF radio telephone station under joint control of Tokyo, 
Kawasaki, Yokohama and Chiba Port and Harbour Bureau. Call 
Sign. “Kawasaki Port Radio.” This station covers all Tokyo Bay 
with radius 50 kilometres from location of transmitting antenna 
(Yokohama). Station keeps in touch with ships crossing in vicinity of 
Nojimasaki Point and is able to communicate with a ship that is a 
fairly long distance South of Jyogashima Island. 

Channels, Class, Frequencies. 


Frequencies Frequencies 
; Channel Class used by ship used by coast 
Calling 16 F3 156-80 Mc/s. 156-80 Mc/s. 
Working 12 F3 15660 Mc/s. 156-60 Mc/s. 
14 F3 156-70 Mc/s. 156-70 Mc/s. 

20 F3 sending sending 
157-00 Mc/s. 161-60 Mc/s. 

receiving ‘receiving 
161-60 Mc/s. 157-00 Mc/s. 

22 F3 sending sending 
157-10 Mc/s. 161-70 Mc/s. 

receiving receiving 
161-70 Mc/s. 157-10 Mc/s. 


Port Official in charge of Marine Operation Section, Port and Harbour 
“tg City of Yokohama or Kawasaki or Tokyo Metropolis or 
iba Prefecture will give ships necessary instruction relating to 
ng Operations Services. No charge for communication in regard 

r ort Operations Services. 
aly Normally join vessel at anchoring position. Ship's lines 
SERTHING : Vessels of more than 1,000 grt having explosive 
; “pa dangerous cargo on board desiring to enter First Section 
KA awasaki, and Fourth Section, Yokohama Quarter, shall report 
: wg time of arrival off Tsurumi Passage in advance to Captain 
po ede When intending shift berths within First Section of Kawasaki 
ett ourth Section, Yokohama or to depart, the estimated time of 
Ng under way shall also be reported in advance to Captain of 


JAPAN 


port. Report shall be made by noon of day before estimated date of 
entry or getting under way. 
Municipal Piers Depth 
7:3 m. 


9:0 m. 
10:0 m. 
10:0 m. 
10:0 m. 
10-0 m. 
10:0 m. 
Besides above-listed piers, harbour has private piers with 70 berths 
capable of mooring vessels of up to 250,000 dwt. 

Private Berths 
Tsurumi Steam Power Station Wharf 


NOahwn— 


depth 9-1 metres 


Idemitsu Oil Company Wharf GhOnS'6 itty 
Mitsubishi Oil Company Wharf Fel ot 5 
Showa Oil Company Wharf i S85.%, 
Kyodo Oil Company Wharf we 2t0iOve 4 
Toa Oil Company Wharf Pat EY (cee 
Nissho Wharf spidei2-1ding; 
Mitsubishi Corp. Wharf paeit2Oiw %; 
Nippon Oil & Gas Wharf (LPG) pd 2Oo14, 
Bridgestone LG Co. Wharf yeeTOD rig 
General Oil Co. Wharf fete Qéeg; 
Toa Fuel Industry Wharf jeete' Oley 
Nippon Kokan Company Wharf (Ohgishima) ROS12i62 OF 
Keihin Sea Berth Kawasaki }OP24:03, 18; 
Nichimo Oil Co. 1 en AD 1 hey 


Toyo Futo ‘7 OO vei s 
STEVEDORES: Ordering of labour gangs is by 1600 hours of 
previous day. 

MEDICAL: Contact Agent to arrange medical attention. Agent 
must present Arrival Notice to Quarantine Station in advance of 
vessels arrival. Hospital facilities available. 
TANKERS: 13 tanker berths (over 10,000 g.t.). 

Berth Maximum draft 


Keihin-Kawasaki Sea Berth 20-5 m. 
Tonen Ukishima Sea Berth 16:2 m. 
General Oil 12 m. 
Nippon Petroleum Gas 12 m. 
Mitsubishi Oil 11:70 m. 
Nissho 12 m. 
Bridgestone Liquid Gas 10-50 m. 
Idemitsu Kosan 9-50 m. 
Kyodo Oil 12 m. 
Mitsubishi Shoji 12 m. 
Toanenryo Kogyo 12 m. 
Toa Oil 11:50 m. 


Tonen Ohgishima Sea Berth 
TIDAL CURRENT: The littoral current running Westward along 
reclaimed industrial area of city is very slow and has rate of about 
0:3 metres around the head of municipal wharf when tide is on the 


ebb. 
FRESH WATER: Supplied at piers. Water supplied by water 
barge, overtime, Sundays and legal holidays. 


Number of Capacity 
Hydrants (ton) 
Item Available at per hour 
Pier Nissin Seifun K.K. 1 25 
Hitachi Zosen K.K. ty 140 
Toyo Wharf Co. Ltd. 9 180 
Nippon Kokan K.K. Ogimachi 11 330 
Nippon Kokan K.K. Ogijima 2 20 
Bridgestone Gas Co. Ltd. 2 40 
Nippon Kokan K.K. Oshima 9 270 
Mitsui Wharf Co. Ltd. 9 180 
Idemitsu Kosan Co. Ltd. 1 30 
Municipal Berth 37 1,850 
General Oil Co. Ltd. 1 40 
Nippon Oil Gas Co. Ltd. 1 50 
Loading 
Capacity 
Barge (ton) Remarks 
Water Tamagawa Maru 130 Operated by 
Barge Washin Maru 168 Water Bureau 
Geiyo Maru No. 2 200 of Kawasaki } 
Hoei Maru No. 12 285 City 


FUEL: All grades available. 
DEVELOPMENTS: Plans for commercial wharf at Ohgishima. 
Ohgishima East Island will be reclaimed and wharf constructed with 
20 berths for 15,000-ton vessels for international trade and eleven 
berths for 5,000-ton vessels for domestic trade. 
GANGWAY/DECK WATCHMEN: Watchmen not necessary and 
not recommended. 

OPENING/CLOSING HATCHES: Normally carried out by | 
stevedores. 

CERTIFICATES: See “Yokohama”. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes. Wines/ 

spirits, 6 bottles. 

IDENTITY CARDS: Needed to get shore-pass. 

CONSULS: See “Yokohama.” 

REPAIRS: All repairs possible. 

DRY DOCKS: Hitachi Dockyard. 


Dock 

Number Length Breadth Depth Capacity 
No. 1 164m 22m 6m 7,000 gt. 
No, 2 220m 30m 10m 25,000 ¢.t. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


AIRPORT: Distance from airport (Tokyo International Airport) 
5 miles. Airport served by regular airlines. 

TIME: Akashi standard time 135° GMT plus 9 hours. Permanent. 
HOLIDAYS: National holidays, Sundays. National holidays Jan- 
uary 1, 2, 3, 15; February 11; March 21; April 29; May 3, 5; September 
15, 23; October 10; November 3, 23; December 28, 29, 30, 31. Cargo 
work cannot be arranged on following days: December 31st; January 
1st, 2nd, 3rd. 

POLICE/FIRE/ AMBULANCE: Police Kawasaki 26 —- 9161; Ambu- 
lance Kawasaki 28 — 0963; Fire Kawasaki 28 — 5521. 
TELEPHONES: Connection to ship. Charge for use. 
SERVICES: Tank-cleaning. Compass adjusting. 

SHORE LEAVE: Crew members allowed ashore. 

DELAYS: Awaiting favourable tide. Delay of Quarantine inspec- 
tion. 

SHIPMASTER'S REPORT: The Tonen Ohgishima Sea Berth: 

1. Suggest Mikimoto Lighthouse used for end of passage as from 
there inwards to Uraga Channel (58 miles) heavy concentrations of 
traffic frequently experienced. 

2. Entry to Uraga channel for VLCCs permitted only during day- 
light (i.e. sunrise to sunset). 

3. Pilot boards in vicinity Uraga No. 1 buoy from one of the two 
tugs which escort the vessel to Yokohama. 

4. Deep draft signal to be displayed including the red flashing 
light and Code “First Substitute over Flag ‘B'" (refer Maritime 
Traffic Safety Law). 

5. ETAs (No. 1 Buoy Uraga) should be updated as promptly as 
possible. Considerable importance attached to the vessel's arrival 
time by Yokohama Port Authorities. 

6. Vessel must anchor at Yokohama Quarantine Anchorage where 
Port Health boards (pilot hoist used). 

7. Berthing/Unberthing Ohgishima Sea - berth during daylight 
only (sunrise to sunset). 

8. Berthing pilots (2) embark at Quarantine Anchorage, six tugs 
all using nylon tow ropes with eye on bitts. Always port side along- 
side. Refer mooring diagram for details. No additional mooring ropes 
available on loan or hire from berth. Shore gangway, Chiksan arms 
4x16 in. connections. 

9. A spill boom completely surrounds the vessel on the berth. 
A comprehensive book (in English) of the Terminal Regulations 
placed on board on arrival. Tonen Company require a tape recording 
concerning oil pollution to be broadcast throughout the vessel's 
p/a system before cargo discharge commences. 

10. Ullaging is witnessed by Oil Co. representative. Samples taken 
from all tanks necessitating the opening of tank hatches. All tanks 
dipped after discharging completed. 

11. The loading of stores, provisions, etc. (either by crane or 
derrick) is not permitted on this berth. No restrictions on items 
being carried on board via the gangway, e.g. laundry. Necessary to 
anchor after discharging/ballasting to take on stores. 

12. During severe weather conditions tug assistance was re- 
quested to stand by the vessel on the berth. Tugs cannot approach 
unless the spill boom is removed and this will only be removed if 
cargo discharge ceases and Chiksan arms disconnected. 

13. A shore liberty boat was arranged through Agent. This service 
is to Yokohama, approx. one hour journey. A boat service to nearby 
Kawasaki is not permitted due to Customs difficulties. All boat 
services suspended when weather deteriorates.Shore passes issued 
by Immigration Authorities on board and must be collected in before 
vessel leaves berth. 

AUTHORITY: Port & Harbour Bureau of Kawasaki Municipality, 


AGENTS: See “Yokohama”. 


KIIRE: 31.23 N. 130.32 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

5 Crew Lists including Passport Nos. 

5 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: No particular regulations for navigating in Kagoshima 
Bay. Suggest enter Bay on course close to Osumi Peninsula. Three 
Light Beacons South of oil piers for Ship's approaching and 
manoeuvring. Bay pilots not provided but mooring master provided 
for assistance to Master for berthing without charge. No VHF 
available for ship-shore communication. 

ANCHORAGES: Anchorage area ranges in depth from 30 to 60 
metres. Holding ground in these areas only fair; recommended 
vessels lie to long scope of chain. Locally tide rise approximately 3 
metres in springs and 1:5 metres neaps. Maximum tide currents 
Northerly 0:32 knot, Southerly 0:47 knot. Ample anchorage and 
manoeuvring area North-east of terminal. 

RESTRICTIONS: Night entry and departure permitted subject to 
weatter conditions. However, Harbour Master will not permit vessels 
loadeawith oil cargoes to berth between sunset and sunrise. 
MAX. SIZE: Max. draft at Nos. 1 and 2 berths - 18 m. acceptable 
30,000-110,000 dwt vessels. Max. draft at No. 3 berth — 28 m. accept- 
able 30,010-450,000 dwt vessels. 
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Max. depth at No. 4 berth 34 m. suitable for up to 700,000 dwt, 
PRATIQUE: See “Kagoshima”. 

RADIO: Recommended Captain communicates with Agent throy 
Choshi Radio or Nagasaki Radio which cover all ports in Japan, 5 
specifically West bound vessel to Choshi and North bound to Nage 
saki Radio respectively. 

TUGS: Mooring and unmooring assistance provided by two 4 
h.p. CPP tugs and two 3,000 h.p. VSP tugs regularly stationed, 
BERTHING: No specific requirements. Pilot boarding time Will by 
notified by ship's Agent mainly by radio. 

MEDICAL: Advance notice required if arriving at weekend, 
TANKERS: Central Terminal Station (C.T.S.) No. 2 berth used fy 
loading only. Loading capacity 10,000 ki/h. Depth at berth 18» 
Loading arms ASA, 12 in. 5 series. Combination use with unloading 
dirty ballast. Maximum pressure 15 kg/cm’. 

No. 3 berth used for loading and unloading. Unloading Capaciy 
20,000 KI/H. Loading capacity 10,000 ki/h. Depth at berth 235 
Loading arms ASA, 16 in. 6 series. Combination use with unloading 
dirty ballast. Maximum pressure 15 Kg/cm*. 

DENSITY: 1025. 

FRESH WATER: Water obtainable at berth on oil piers at rateg 
40 tons per hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, |y 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will}; 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

FIRE PRECAUTIONS: Very strict Safety Regulations. 

Disregard of regulations will result in stopping all loading » 
unloading operations and the vessel being ordered off berth fy 
appropriate action to be taken. 

CERTIFICATES: Ship's Register to show Customs Inspecty 
ship's registered gross and nett tonnages. Valid Cargo Gear Certit. 
cates sometimes required by stevedores when cargo gear's maj. 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to tay 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Available Moji, Sasebo & Nagasaki. 

DRY DOCKS: None. 

REPATRIATION: Possible. 

AIRPORT: Distance from airport about two hours by car. ANA 
and Towa airlines serve daily. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police station tel. 110; Fire brigat 
station is located at terminal and Ambulance available at thy 
station. 

TELEPHONE: Telephone placed on board at Terminal free ¢ 
charge for inter-office communication. 

SERVICES: All services available. 

SHORE LEAVE: Local Immigration Offices issue shore pass val 
for only 3 days, but 3 days extensions possible if ship stays longe 
AUTHORITY: Nippon Oil Staging Terminal Co., Ltd. 


AGENT: Sub-agents of Dodwell & Co. Ltd. Tokyo. Tokyo Tank 
Marine Service Co. Ltd. 2856-5, Uenohama, Nakamyo, Kiire, Ibusuli 
Kagoshima 891-02, Japan. Tel. Kiire (09934) 5-1131. Cables “Toksen- 
marine”. Telex 7867-22. 


KIKUMA: 34.02 N. 132.50 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits 
camera, wrist-watch, radio, firearms/swords, etc. (only at fis 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Carg 
Manifest and Cargo Manifest in transit using specific forms. Ther 
fore ship's Agent should be provided with necessary informatio’ 
about details of cargoes in advance. 

PILOTAGE: Inland Sea Pilotage should preferably be arrange 
through Agent by cable via Nagasaki Radio giving 72 hours notict 
Urgent correction of ETA outside business hours should b& 
cabled direct to pilot station. Inland Sea Pilot Association coves 
all Inland Sea ports. Pilotage not compulsory but recommended" 
view of great number of islands causing navigational hazards 
Pilots obtained from one of three pilot-stations dependent up 
vessels last port of departure and at Master's discretion. Pilotagt 
available throughout 24 hours and 72 hours advance notice preferret 
thereafter advising any alterations. Most Inland Sea Pilots also @& 
as harbour Pilots up to berth or anchorage at destination. Note: Ne 
VHF communication available with Inland Sea pilot-stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting * 
eau Position 34° 38’ N. 135° 11’ E. Telegraphic address “Ani? 

obe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tra 
sitting Bungo Channel). Position 33° 13’ E. 131° 54’ E. Telegrapnit 
address ‘‘Anjin Saganoseki". In event bad weather, recommen 
vessels proceed for shelter as near as possible having due reg 
to safety, to Sekisaki pilot-station. 

3. Mesaki, at East side of Kanmon (Shimonoseki) Straits. Pos 
tion 33° 56’ 24” N., 131° 03’ 12” E. 

ANCHORAGE: Lat. 34° 03’ N. Long. 132° 51’ E. Depth of watet 
15-30 metres. Anchorage located about 350 metres off beach. H 
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round good and Port faces lyo-Nada and located Bungo chan- 
ei. Current at berth and off shore very strong. During winter months 
. ong North-westerly wind prevails. 

RESTRICTIONS: Mooring and unmooring daytime only and to 
pe carried out on flood tide. 

MAX. SIZE: See “Tankers”. , : 
PRATIQUE: Closed port. Vessels should obtain pratique at 
Matsuyama. If Kikuma is first port of call in Japan, customs formali- 
ties will be carried out by Imabari Branch Customs Kikuma Port 
; ffice. 

tO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
gaki Radio respectively. ‘ ! 
TUGS: Join vessel at sea anchorage, always using tugs line with- 
out charge. Two to four tugs are required for berthing, depending on 
size of vessel. Three tugs are normally used for unberthing. ; 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio, 

MEDICAL: No advance notice required unless urgent. ; 
TANKERS: Taiyo Oil Co. Terminal. Two tanker berths available in 
approximate position 34° 03° N. 132° 51’ E. 

{, 50,000 dwt berth. Tankers moor to four buoys, two forward, two 
sit, also using starboard anchor. Depth of water 49 ft. Maximum 
dratt allowed 43 ft. salt water. 

9, 100,000 dwt berth. Tankers moor to five buoys, two forward, 
three aft, also using starboard anchor. Depth of water 59 ft. Maxi- 
mum draft allowed 51 ft. salt water. 

DENSITY: Anchorage 1015. Berth 1015. 

FRESH WATER: Fresh water not available but usually brought by 
parge from Onomichi (about 4 hrs. run to Kikuma). Rate of delivery 
4) tons to 200 tons per hour dependent on barge. 

FUEL: Can only be supplied by barge from Hanshin and Kanmon 
area, provided five days notice is given. All grades of bonded bunk- 
ers are stocked in Tokyo Bay, Ise Bay, Osaka Bay and Kanmon Port. 
At all other ports bunkers will be lightered from nearest bunker 
stock ports at maximum 7 days prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: No consuls. The nearest Consulates in Kobe. 
REPAIRS: Only minor repairs. 

REPATRIATION: Possible. Nearest Immigration office situated 
at Matsuyama. 

AIRPORT: Nearest Matsuyama and Takamatsu. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Fire 
119. 

TELEPHONES: No facilities for placing telephones on board. 
GENERAL: As this port is a closed port, the undermentioned 
procedures required: In conformity with regulations vessel required 
to obtain special permission to enter from Shikoku Maritime 
Bureau. 

Customs request vessel call at Kikuma to obtain special permis- 
sion for entering at preceding port, by paying the charge at the 
same rate of tonnage dues prior to arrival; the above procedures 
will be taken by Agent. 

No quarantine available, the nearest quarantine station is located 
at Matsuyama. 

No Immigration office at this port (coming from Matsuyama). 

SERVICES: See ‘'Kobe”. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
or only 3 days, but 3 days extension possible if ship stays longer. 
DEVELOPMENTS: A Taiyo Oil Co. Ltd. dolphin sea berth is under 
construction, to be suitable for up to 70,000 dwt. and will replace 
the existing 50,000 dwt. berth. Completion expected 1974. 


AGENT: See Matsuyama”. 
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KIMITSU (Kisarazu): 35.23 N. 139.55 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

4 Crew Lists including Passport Nos. 

4 Passenger Lists. 

1 Store List. 

! Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 

camera, wrist-watch, radio, firearms/swords, etc. (only at first 

_ Port of call in Japan). 
Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
anifest and Cargo Manifest in transit using specific forms. There- 
%@ ship's Agent should be provided with necessary information 
Sout details of cargoes in advance. 

ILOTAGE: Not compulsory but necessary. Application to be 
Made to Yokohama Pilot Office through Agent. Pilot boards at 
'Sarazu Port Quarantine Anchorage; available only daytime. If 
\essel requires Pilot at Kannon Saki through to Kimitsu (Kisarazu 
ort) 24 hours previous notice required. In this case. Pilot boards 
# Kannon Saki position only during day and weather permitting. 
onditionally, pratique to be obtained at Kisarazu Port in day-time. 
th okosuka Pilot. For vessel taking Pilot at entrance of Tokyo Bay 
‘ough Kimitsu (Kisarazu Port), apply to Yokosuka Pilot Office 
wnnosuka Licensed Pilot Association, tel. Yokosuka (068)-61-6181) 

°se Pilot boards at position Uraga Channel No. 1 light buoy 

non Saki Lighthouse 150 degrees 3:5 miles). 


JAPAN 


Yokosuka Pilot service available 24 hours day and night. Applica- 
tion required 24 hours prior to arrival, and notify any change one and 
half hours before arrival (Pilot leaves Yokosuka one and half hours 
before vessel's arrival). 

ANCHORAGE: Refer to Japanese Chart No. 1062 (middle part of 
Tokyo Bay). Kisarazu Quarantine Anchorage boundary: 

Point A 35° 24’ 6” N. 139° 49’ 30” E. 

Point B, 85° direction from A, 3,500 metres. 

Point C, 355° direction from B, 1,500 metres. 

Point D, 265° direction from C, 3,500 metres. 

Position usually used: 35° 24-5’ N. 139° 50-5’ E. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers. 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: 2 Tug-boats belonging to Kimitsu Tug Boat Station: “Kimit- 
su Maru” 2,400 h.p. “Kiyomi Maru" 2,300 h.p. 11 Tug Boats listed 
belonging to Yokohama Tug Boat Station: ‘‘Asama Maru” 3,450 h.p. 
“Fuji Maru" 2,350 h.p. “Akagi Maru" 2,300 h.p. “Katsura Maru” 
2,300 h.p. “Haruna Maru" 2,200 h.p. ‘Hakone Maru"’ 2,070 h.p. “'Hitach 
Maru” 2,300 h.p. “Kongo Maru" 1,800 h.p. “Sugita Maru" 1,440 h.p. 
“Honmoko Maru” 1,440 h.p. “Sanyo Maru" 900 h.p. Tug boats lines 
used free of charge. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

Discharging Wharf, iron ore, coal: 

No. 22 Maximum draft 16 metres. Length of wharf 304 metres. 

No, 21 Maximum draft 16 metres. Length of wharf 350 metres. Un- 
loaders at No. 22 and No. 21 3 units each capacity 1,500 tons per 
hour. 1 unit, capacity 1800 tons per hour. 

Loading Wharf, Steel Products: 

No. 7 Maximum safe draft 11 metres. Length of Wharf 240 metres. 
Loaders: 1 unit 30 tons 1 unit 20 tons. 

No. 8 Length of Wharf 260 metres. Loaders: 2 units each capacity 
30 tons. 

(Nippon Steel Corporation Kimitsu Works). One berth for dis- 
charging iron ore and coal capable for larger type vessels. One Berth 
for discharging lime stone planned, suitable for 10,000 dwt. Three 
Berths (No. 9, No. 10 and No. 11) for 30,000 dwt. Length of wharf 
280 metres; maximum safe draft 11 metres. Two Berths loading spiral 
pipe. Length of wharf each 240 metres. Maximum safe draft 11 metres. 
Capable for 30,000 dwt. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Only coastal tankers. 

DENSITY: 1020. 

FRESH WATER: Available from shore line. Rate of delivery 40-50 
per hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry our opening 
and closing hatches. If any time lost by ship's crew doing this work, 
stevedores charge ship for waiting. Recommend request stevedores 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear's main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

REPATRIATION: Possible. 

AIRPORT: Haneda, Tokyo. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Kisarazu Police Station tel. 0478- 
22-2151; Kisarazu Fire Brigade and Fire Station tel. 0478-22-2281. 
TELEPHONES: No telephone installation direct to vessels along- 
side wharf. 

hes age None. Special services are called from Yokohama and 
Toyko. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 


AGENT: Sub-agents of Dodwell & Co. Ltd. Tokyo. Chiba Xaiun 
Sangyo Co. Ltd., Kimitsu Office, c/o Kaiun Centre Kimitsu Works 
of Nippon Steel Corporation, No. 1, Kimitsu, Kimitsu-shi, Chioa-ken. 
Tel. Kimitsu (04785) 2-0800. Telegraphic ‘‘Chibamarine Kisarazu”’. 
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KINUURA: 34.50 N. 136.56 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship’s Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using speciflc forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: When Pilot required, cable Agent at least one day 
before arrival with ETA. Pilot station located 34° 40’ N. 136° 58’ E. 
If ETA changes cable ‘Handakoun Handa Aichi" who pass mes- 
sages to Pilot. Vessels anchor to await Pilot at above position. No 
VHF communication available. Pilot boats have no communication 
system. 

ANCHORAGE: Kinuura anchorage located 34° 49’ N. 136° 57’ E. 
Depth of anchorage: Outside high tide bank about 38-39 ft., inside 
high tide bank about 32-33 ft. 

RESTRICTIONS: Entry restricted only by draft; no other restric- 
tions. 

MAX. SIZE: Depth at Chubu Nihon Grain Centre, 12 metres. At 
other berths, 10 metres. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: No tug required when vessels enter anchorage, only along- 
side wharves. 

Pilot Boats — “Yahagi Maru" 1,600 h.p., '‘Shiomi Maru" 1,300 h.p. 

Tugs standby near wharves. 

BERTHING: No specific requirements. Pilot boarding time will be 

notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 

and holidays required in order fer agent to arrange stevedores. 

Vessel must constantly keep her Agent advised of ETA. If steve- 

dores cannot commence loading/unloading at time notified by the 

Agent, the orderers must pay for waiting time. If cargo gears not 

rigged on berthing, stevedores will do same for ship's crew at addi- 

tional cost. Overtime surcharges 1700-1900 hours 50% additional of 

basic stevedorage; 2100-0500 hours next morning 130% additional; 

Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 

DENSITY: About 1023-1027. 

FRESH WATER: Available, but only one water barge - capacity 

50 tons. When vessels alongside Public Wharves, water can be taken 

from shore. Delivery rate: 50 tons per hour but if more than 50 tons 

reqd. barge returns to shore to load, therefore 1 trip takes about 3 

hours. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 

Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 

lightered from the nearest bunker stock ports at maximum 7 days 

prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 

passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 

and closing hatches. Cost per hour per gang depending on type of 

cargoes. If any time lost by ship's crew doing this work, stevedores 

charge ship for waiting. Recommend request stevedores for this 

work unless crew can complete it before berthing. 

CERTIFICATES: Ship's Register to show Customs Inspector 

ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 

cates sometimes required by stevedores when cargo gear's main- 

tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 

ashore but no spirits. 

CONSULS: None. 

REPAIRS: None. 

AIRPORT: None. 

TIME: GMT plus 9. No alterations made to clocks during year. 

HOLIDAYS: 20th July. 

POLICE/AMBULANCE/FIRE: Police 110; Ambulance/Fire 109. 

TELEPHONES: No telephones available to place on board. 

SERVICES: None. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 

for only 3 days, but 3 days extension possible if ship stays longer. 

AUTHORITY : Kinuvra Port Office. 

AGENT: Dodwell & Co., c/o Sowa Shipping Co. Ltd., 32/87 Nunoike- 

cho, Higashi-ku, Nagoya-shi, Aichi-ken. Cables: ‘“Sowaship 

po iri Tel. Nagoya (052) 935-9561/6. Domestic Telex: 444-3656 
owa J. 
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KIN WAN (Okinawa): 26.22 N. 127.58 E. (See Plan) 


Kin Wan Port Services Company, Heianza Island. 
DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport numbers. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of crew baggage, i.e. tobacco, wines/spirits, ca 
wrist-watch, radio, fire arms/swords, etc. (only at first port of 
in Japan). 

Ship's Agent will prepare inward/outward Declaration, 1 Cay 
Manifest, Cargo Manifest in Transit using specific forms. Therels 
ship's agents should be provided with necessary information abe, 
details of cargoes in advance. 

APPROACHES: For those vessels which may not be provi 
with a large-scale chart the following suggestions are given a) 
guide to approaching the pilot station: 

Vessels should make for the position 26° 26’ N., 128° 04’ E. (off 
East coast of Okinawa) and from there should steer due We 
passing No. 1 Buoy (fl. 4 sec., Ra. Refl.) abeam to port, dist: 
about 14 miles, The Berthing Master will board VLCC's (150,000 
plus) or any vessel which is a stranger to the port, when they » 
abeam of the buoy, but if circumstances should prevent this» 
vessel should continue on the Westerly course for a mile past 
buoy and then alter course to 233 (T). About 3; miles on this nm 
course brings the essel approximately to the inner pilot station, 
26° 24’ N., 127° 58’ E. 

For the purpose of Traffic Separation and Control, the appros 
to Kin Wan Port is divided by a centre line joining the followix 
positions: 

1. 26° 26’ 00” N., 128° 02’ 00” E. 

2. 26° 25’ 20” N., 128° 00’ 00” E. 

3. 26° 23’ 30” N., 127° 58’ 00” E. 

Vessels entering or leaving the port should keep to their o 
starboard side of this line. 

PILOTAGE: Also see “Approaches”. 

Berthing Masters will normally board from a tug having a blueh 
and cream upperworks, with a tall lattice mast bearing a numy 
(1, 2,3 or 4). Since the tugs have a fairly high freeboard, pilot ladde 
should be rigged with the bottom step about 6 ft. (2 metres) aby 
the water-level, otherwise the lower steps may be crushed» 
damaged. Vessels with a freeboard exceeding 30 ft. are requesy 
to rig the pilot ladder in conjunction with an accommodation lads 
in the approved manner. 

Masters of calling vessels are reminded of their obligation: 
comply with statutory rules and are requested to comply wi 
International recommendations concerning pilot ladders. If & 
ladder is not safe, the Berthing Master may refuse to board and the 
cause unnecessary delay to the ship. 

ANCHORAGES: For the purpose of traffic separation and contw 
the approach to Kin Wan is divided by a centre line joining th 
following positions: 

(1) 26° 26’ 00” N., 128° 02’ 00” E. 

(2) 26° 25’ 20” N., 128° 00’ 00” E. 

(3) 26° 23’ 30” N., 127° 58’ 00” E. 

Vessels entering or leaving the port should keep to their o 
starboard side of this line. 

Recommended anchorages: 

For mammoths in order of arrival: 

M1: Lat. 26° 24’ 09" N. Long, 127° 57’ 41” E. 

M2: Lat. 26° 24° 49" N. Long. 127° 58’ 15” E. 

M3: Lat. 26° 25’ 29” N. Long. 127° 58’ 40” E. 

M4: Lat. 26° 26’ 08" N. Long. 127° 59’ 05” E. 

(Subject Japanese Coastguard M.S.A. approval is obtained > 
Agent.) 
For vessels 50,000 dwt-150,000 dwt. 

S1: Lat. 26° 23’ 38” N. Long. 127° 57’ 29” E. 

S2: Lat. 26° 23°14” N. Long. 127° 57’ 14” E. 

S3: Lat. 26° 22’ 50” N. Long. 127° 56’ 59” E. 

Products anchorage: The area bounded by a line joining the follor 
ing positions: 

(1) 26° 22’00" N. 127° 56’ 29” E. 

(2) 26° 22'13" N. 127° 56’ 33” E. 

(3) 26° 22’ 00” N. 127° 57’ 19” E. 

(4) 26° 21°51” N. 127° 57’ 05” E. 

The holding ground is good in anchorages, but depths in the fit 
groups between 22 and 25 fathoms; it is therefore recomment# 
that at least one shackle of chain be walked back on the windla# 
before letting go the anchor. 

Depths in the product anchorage vary between 10 and 14 fathom 

Prohibited Anchorage: Owing to the existence of underwét 
pipe-lines, telephone cables and obstructions, anchoring is pro® 
bited anywhere South-east of a line joining the following 
positions: 

(1) 26° 22’ 31” N., 127° 58’ 08” E. (i.e. the North-east dolphin of 

Sea Island) 

(2) 26° 21’ 37” N., 127° 56’ 44” E, (i.e, the North-east dolphin? 

No. 3 berth on the Products Pier) 

For berthing, Masters of vessels are requested to have the propel 
submerged and vessel in a reasonable trim for ship-handling 
poses (not exceeding 3:5 m.). 

RESTRICTIONS: Berthing and sailing operations take place # 
hours a day with the exception that vessels do not berth on Nos 
and 5 between sunset and sunrise. However, the island of Okina# 
recently reverted to Japanese control and it is possible that mor 
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nts after sunset may be restricted in the future, especially if the 
- cipated increase in traffic takes place. 
oohere are no specific restrictions on draft, but in order to ensure 
fe handling characteristics it is recommended that vessels arriving 
pallast arrange that the propeller is fully submerged, with a stern 
a not exceeding about 10 ft. Vessels which do not meet this 
mguirement may be delayed in berthing until additional ballast has 
in. 
wax. SIZE: Five berths are available for calling tankers. No. 1 
perth can accommodate vessels up to 500,000 dwt., and No. 2 berth 
up to 150,000 dwt. These two berths are situated at the off- 


I 
on platform. Berths No. 3, No. 4, No. 5 are situated at the product 


Iso see “Berthing”. 
dock. Als Least depth 


of water 
Berth No. Max. dwt. below datum Remarks 
Sea Berth 1 500,000 102 ft. 
“eg 150,000 90 ft. 
prod. Pier 3 60,000 50 ft. Max. dist. stern to 
at 20,000 36 ft. manifold 320 ft. 
5 10,000 30 ft. 


in addition to the above tanker berths a dry-cargo berth is also 

wvailable. This berth is 110 metres in length and has a least depth of 
mit, below Okinawa Datum. 
HEALTH: At first port of call in Japan, vessel may obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset, and Captain to show all vaccination cards and Derating 
Fxemption Certificate. In case vessel arrives from cholera-infected 
rone within 10 days, Captain must advise crew and passengers' 
nealth condition to Quarantine Officer through ship's Agent prior to 
arival, and close all soil pipes before entering port. 

No person other than port health and customs officer is allowed 
to board or disembark from a vessel until clearance has been 
obtained from Government Authorities. 

Radio pratique is available to vessels in possession of valid 

certificates issued by the Japanese Government. For radio pratique 
procedures Owners are advised to consult with their Agents for 
details, 
RADIO: When en route to the Kin Wan Port at Okinawa a vessel's 
TA must be communicated to his Agent, 72, 48 and 24 hours prior 
to arrival. If VHF is not available arrival information can also be 
passed to your Agent by “Ship Telephone Service". Naha: 098854- 
5155. 

\tis important that ETAs are confirmed 12 hours before expected 
arivals and amendments communicated when known. 

VHF station “Kin Wan Tug" located on Heianza Island keeps a 

%# hour listening watch on Channel 16 (156-800 mc/s) and Channel 13 
(156-650 mc/s). Tel. 098967-8131 is also manned 24 hours per day. 
RADAR: The port is not equipped with radar. Poor visibility may 
occur in heavy rain, but fog is rare. Coastlines and buoys within the 
bay give good echo returns on ships’ radar. All tugs are fitted with 
radar, and on occasions vessels have been guided into the port by 
them in heavy rainstorms, the tug keeping close alongside within 
sight of the bridge, and communicating by VHF. 
TUGS: Four tugboats are stationed at the Terminal. The Berthing 
Master in consultation with the Master will decide the number of 
lugs required for each berthing operation and as stand-by tugs 
during the vessel's stay in port. 

Vessels are berthed with the assistance of up to four tugs accord- 
ng tothe vessel's size and weather conditions. Such tugs will either 
secure alongside, ““American style", or will secure forward or aft 
oy their towing hooks. Tugs’ lines are always used. The tugs are of 
2400h.p. and have twin C.P. propellers with independent Kort-nozzle 
tudders, and are manned by highly skilled crews. It should be noted 
that the port charges for vessels are a fixed amount based on 
deadweight tonnage, and this charge is not affected by the number 
of tugs used or not used. Masters may thus follow the Berthing 
Waster's recommendations regarding tug requirements without 
having to consider what may well be dangerous economies. 
READINESS: A vessel is “arrived” for notice of readiness pur- 
poses, when the Berthing Master boards or, if vessel proceeds to 
‘ichorage without a Berthing Master, when she drops her anchor. 
BERTHING: In normal circumstances no lines are run out until the 
‘#ssel is alongside the berth and in position. Tugs will hold her there 
whilst the mooring takes place, springs usually being .run first, 
‘lowed by breastlines, then head- and stern-lines. On the larger 
berths all lines except springs are lowered to the water and taken 
‘othe dolphins by line-handling boats, where they are secured to 
duick-release hooks, Nothing is required in the way of pennants, 
me shackles, Springs are passed direct to the dolphins by heav- 

-lines. 

Owing to the depth of water, anchors are not normally used when 
ans at the sea-berth. However, the outboard anchor should in 
| cases be ready for emergency use. 

Weather permitting, vessels secure starboard side alongside at 
oan Berth. At Nos. 4 and 5 vessels can only berth starboard side 
pte pier, owing to the construction of the berths. Therefore if wind 
ten itions do not permit of berthing in this way, the berthing will be 
a - until the wind is suitable. At the sea-berth, mammoth 
theth Snormally berth port side to the pier, but this is only to reduce 
i fad taken for the operation, and they can be berthed starboard 
a 9 if conditions require it. Smaller vessels are berthed either 

J according to requirements and conditions. 

© Marine Office is equipped with a Weather Facsimile Recorder, 
tain asters can obtain the latest information regarding possible 
‘hor brnditions by contacting the Harbour Master on VHF Channel 
¥ calling 214 on the internal telephone system from the berths. 
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When typhoons are imminent all cargo operations cease and vessels 
are required to vacate the berths and are recommended to proceed 
to sea. 

Berth No. 1 

Owners: Okinawa Terminal Company Ltd. 

Position : 26° 22’ 25” N., 127° 58’ 01” E. 

Depth: 30 m. (MLWS). 

Max. Size: 385 m. LOA, 55 m. beam, 28 m. draft. 500,000 dwt. 

Services: Fuel oil (bunkers), loading rate 2,800 kI/h, chicksan used. 
No fresh water. 

Loading Rates: Bunkers/HFO 3,000 ki/h, product 2,000 kI/h. All 
other products 4,000 kI/h. Max. pressure 250 p.s.i. 

Berth No. 2 

Owners: Okinawa Terminal Company Ltd. 

Position : 26° 22’ 25” N., 127° 58’ 01” E. 

Depth : 30 m. (MLWS). 

Max. Size: 315 m. LOA, 45 m. beam, 20 m. draft. 

Services; See Berth No. 1. 

Loading Rates: See Berth No. 1. 

Berth No. 3 

Owners: Okinawa Sekiyu Seisei K.K. 

Position : 26° 21’ 34” N., 127° 56’ 40” E. 

Depth: 15:5 m. (MLWS). 

Max. Size: 240 m. LOA, 35 m. beam, 13:5 m. draft. 

Services: Fuel oil (bunkers) available, 70 kl’ .. 6 in. hoses used. 
No fresh water. 

Loading Rates: Aviation, JP4 and Naphtha, 500 kI/h x 2 low sulphur 
FO 1,000 kl/hx3. Fuel oil and diesel 1,000 kl/h. Max. pressure 15 
kg/cm*. 

Vessels normally berth starboard side to. 

Berth No. 4 

Owners ; Okinawa Sekiyu Seisei K.K. 

Position : 26° 21’ 29” N., 127° 56’ 48” E. 

Depth: 11-5 m. (MLWS). 

Max. Size: 175 m. LOA, 22 m. beam, 10 m. draft limiting condition 
90 m. stern to manifold. 

Services: Fuel oil available, rate 70 kl/h. Chiksan used. No fresh 
water. 

Loading Rates: Aviation, JP4, JP1, kerosene 500 kI/hx2. Low 
sulphur F.O. 600 kI/h. diesel 1,000 kI/h, fuel oil tA" 1,000 kI/h. Maxi- 
mum pressure 15 kg/cm?. 

Vessels berth starboard side to. 

Berth No. 5 

Owners: Okinawa Sekiyu Seisei K.K. 

Position : 26° 21’ 28” N., 127° 56’ 58” E. 

Depth: 10 m. (MLWS). 

Max. Size: 110 m. LOA, 17 m. beam, 8-5 m. draft limiting condition 
10,000 dwt. 

Services; Fuel oil, 6 in. hose, 70 kl/h diesel, 6 in hose, 700 kl/h. 

Loading Rates : JP4, JP1, kerosene, diesel and fuel oil ‘‘A"’ 700 klI/h. 
Max. pressure 20 kg/cm® sulphur, 120 kI/h, max. pressure 15 kg/cm? 
low sulphur fuel, 600 kI/h max. pressure 20 kg/cm? LPG 200 kl/h 
max. pressure 27 kg/cm?. 

Vessels berth port to. 

LOADING: Loading lines at the berths are as follows: (Note: Hoses 
are listed from N.E. to S.W.) 


Berth Dia. 
No.  (in.) To handle Type 

1 12 Bunker/HFO Chiksan arm with Q/C 
16 Products ”" ” 
16 Crude/HFO ” ” 
16 Crude/ballast ” ” 
16 Crude/ballast ” ” 
16 Crude " ” 
16 Ballast ” ” 

2 12 Bunker/HFO " ” 
16 Product " ” 
16 Crude/HFO (i ” 
16 Crude/ballast ” ” 
16 Crude/ballast ” ” 
16 Crude ” 

3 4 Bunkers (DO, FO) Flexible hose 
10 Ballast Mechanical arm 
10 Naphtha/JP4/kero. " " 
10 Naphtha/JP4/kero. ” ” 
12 Ballast/LSFO ” ” 
12 Low sulphur fuel " " 


12 Low sulphur fuel 


6 Bunkers (DO, FO) Flexible hose. 


4 10 Ballast Mechanical arm 
10 JP4, Jet A1, kero., naph. F iv 
10 JP4, Jet Al, kero., naph. ns 1 
10 Automotive or marine 4 H 
diesel 


10 Low Sulphur (FO) 


Bunkers (DO, FO) Flexible hose 
5 Auto/marine diesel, kero. ‘A ” 
LPG vapour return ” " 


Liquid sulphur Mechanical arm 
Bunkers (FO, DO) Flexible hose 
During cargo transfer or ballast operation all vessels shall show 
signal flag ‘‘B” during the day, and a red light during the night. 
Transfer operation shall not be started, or if started shall be 
discontinued by either the duty officer of the vessel or the Terminal 
supervisor, when any of the following conditions come to his 
attention: 


6 
6 
4 
6 LPG/propane/butane 
6 
6 
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(a) During severe electrical storms. 

(6) If a fire occurs on the pier or on the vessel. 

(c) Ifthere is not sufficient competent personnel aboard the vessel 

or on the pier to safely handle cargo operation in progress. 

(d) Should any condition develop which represents a hazard to 

the vessel or Terminal installation. 
MEDICAL: Agents should be given advance notice of medical or 
dental attention required. Clinic and hospital facilities are available, 
and in emergencies helicopter evacuation is possible. There is also 
a Company ambulance on Heianza Island, for emergencies only. 
Telephone 319. If no answer, or at night, telephone 300. Or contact 
C.C.D. (Central Control Desk) on VHF Channel 16 or telephone 211. 
DENSITY: The bay is open to the sea, and normal density is 1025, 
FRESH WATER: Not available. 
FUEL: Heavy fuel is available at Nos. 1 and 2 Berths. All grades of 
bunkers are available at Nos. 3, 4 and 5. 
CONSULS: At present the only Consulates on Okinawa are those 
of U.S.A. and Taiwan, but it is expected that Consular Officers for 
Norway and Greece will be established. 
REPAIRS: Only minor repair facilities are available in Kin Wan, 
for such small components as can be sent ashore, e.g. repairing 
of valves or piping, re-winding of electric motors. 
DRY DOCKS: None. 
GANGWAYS, WATCHMEN: Shore gangways are fitted at Nos. 
1, 2 and 3, and are supplied free of charge. Ship's gangways must 
be provided at Nos. 4 and 5. Watchmen are not required since access 
to the berths is controlled by the Company's security guards at the 
installation gates. 
REPATRIATION: Crew changes and/or repatriation can be 
arranged by the Agent. 
AIRPORT: Kin Wan Port is about two hours by car from Naha 
airport (depending on traffic conditions) from where there are 
frequent services by several major airlines to all parts of the world 
via Tokyo, Honolulu, Taipeh or Hong Kong. 
TIME: Local time is nine hours ahead of GMT, unchanged through- 
out the year. 
HOLIDAYS: Local holidays do not normally affect operations in 
the port. Bank Holidays are now basically the same as those in 
other Japanese ports. 
POLICE/AMBULANCE/FIRE: Ambulance 319 or 300 after hours 
or 211 (C.C.D.) or VHF 16; Fire 319 or 300 after hours or 211 (C.C.D.) 
or VHF 16; Police inform C.C.D. by VHF Ch. 16 or tel. 211, or 
Harbour Master tel. 214. 
TELEPHONES: Telephones are not placed on board, but for 
urgent ship's business arrangements can be made for calls to be 
placed through the Company switchboard. 
SERVICES: Tank-cleahing alorgside is prohibited, but facilities 
for discharge of tank washings are available. See ‘Pollution 
Control”. 
SHORE LEAVE: For reason of safety the Terminal and the Off- 
Shore Platform are restricted areas. However, ship's personnel and 
visitors to ships are permitted to disembark and embark via the 
dolphins, which are also the personnel landing areas. Loitering at 
the loading platform will not be permitted. 

Unauthorized or apparently intoxicated or disorderly persons shall 
be prohibited from entering the pier and the Terminal. 

Shore passes will be issued by the Agent. These passes must be 
surrendered to the Agent prior to the ship's departure, unless the 
vessel is bound for another port in Japan when they can, after 
stamping, be used in the second port. The pass is sufficient, and 
no other means of identification need be carried when ashore. 
POLLUTION CONTROL: Gas-freeing is not allowed on tankships 
alongside the pier. 

To minimise the chances of pollution a// ballast, whether clean or 
dirty, must be discharged ashore, except that which is contained in 
independent ‘‘permanent” ballast tanks. Also all ballast loaded into 
cargo tanks must be taken from ashore, and not from the bay. The 
shore ballast tank has a capacity of 550,000 barrels and is connected 
to all tanker berths. 

Caution: The sea berth is surrounded by a new type of sink/float 
oil fence to contain any oil that may be spilled on the sea. This fence 
is moored in place by 36 anchors and ropes. Vessels are therefore 
warned against approaching this fence or using any anchors in the 
vicinity of the sea berth. Nor should they throw overboard any old 
wires, ropes or other rubbish which may foul or damage the fence 
or its moorings. 

The Terminal will, in case of an oil spill, take such steps as may be 
deemed necessary to fight the pollution before it spreads. If the spill 
is due to faulty equipment or materials on the vessel or to negligency 
on the part of ship's personnel, the Terminal shall be indemnified 
i any expenses incurred in connection with the preventive action 

aken. 

No ballast is to be taken from the Bay unless required for the ship's 

clean permanent ballast system. Ballast for cargo tanks will be 
supplied by the terminal. 
FIRE PRECAUTIONS: Smoking and use of naked lights is strictly 
prohibited on board vessels alongside the berths, except in those 
enclosed spaces aboard ship specifically designated by the Master 
as "Smoking Areas”. 

Fire wires of steel must be hanging over the side of the offside 
bow and quarter whilst alongside to enable tugs to connect readily 
in an emergency situation. The towing eyes should be maintained 
at water level. 

Boiler tubes must not be blown whilst vessel is alongside and 
every precaution must be taken to prevent sparks and soot particles 
escaping from the funnel. 

Mooring of boats or craft with mechanical propulsion alongside a 
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vessel loading/discharging crude oil or in the process of ballass 
is not allowed, unless special permission has been given by; 
Terminal. 

In case of a fire aboard a vessel alongside the pier the follow 
sequence of procedure should be adhered to: 

(a) ‘Kin Wan Tug" to be informed immediately. 

(6) All cargo operations to cease forthwith. 

(c) MOVs and gate valves on loading arms, nitrogen and bay 

limit valves to be closed as soon as possible. 

(d) Dock personnel to stand-by for disconnecting loading a 
unberthing or fire-fighting in accordance with instruct, 
issued by the Berthing Master or “Kin Wan Tug". 

During an emergency situation on board a vessel alongside, 
Berthing Master will be in charge of organising the preliminary§ 
fighting assisted by “Kin Wan Tug”. He is to make use 9, 
available means at his disposal, such as tugboats, launches, » 
sonnel. Terminal equipment and other facilities to assist the ve 
and protest lives and Terminal installations. Should the Berth 
Master be unavailable or unable to communicate, “Kin Wan Ty 
will direct the preliminary fire-fighting. 

Kin Bay area comes under the jurisdiction of the 11th Distre, 
the Japanese Coastguard and lies in Kin Nakagusuku Port.) 
telephone number of the Captain of the Port-Coastguard offg 
11th District is 098892-4874. 

AUTHORITY: Maritime Safety Agency, 11th Maritime Distri¢ 


AGENTS: Connell Bros. Co. Ltd., GPO Box 57, Naha, Okiny 
Tel. 098868-4145. Cables: Seabsea, Okinawa. Telex: Seaty 
OKI 49. 


KOBE: 34.41 N. 135.10 E. (See Plan) 


DOCUMENTS: 
Quaran- /Immigra- 
Documents tine tion Customs Agu 

Crew Lists (a) 1 1 1 Ql 

Passenger Lists 

Disembarking passen- 1 2 1 2l 
gers (passengers leav- 

ving the vessel at 

Kobe) 

Through passengers 1 2 1 2b 
(passengers disem- 

barking at ports bey- 

ond Kobe) 

Overland passengers 1 2 1 2¢ 
(R/T leaving the ves- 
sel at Kobe and rejoin- 
ing the vessel in 
other ports in Japan) 

Discharging Cargo 

Manifests 

Through Cargo Mani- _ - 

fests 

Maritime Declaration of 1 = _ - 

Health (International 
Form) (f) Plus Derat- 
isation Certificate 

Application for permis- = 

sion to land upon arri- 
val in Japan (f) 

List of Ports of Call — 1 1 - 

List of ship's stores — _ 

List of Personnal effects = — 

(duly signed by each 
person) 

Narcotics List = = 1 - 

List of Arms and Am- 

munition 

Declaration inward/out- —_ 

ward of vessel, to be 
signed by the Master 
Ship's Certificate of — _ 1 * 
Nationality 
Berthing List - - — 18 
Address List of landing = — - ' 
passengers (separate 
list for round trip 
passengers) 

Free pratique from pre- 1 -- — a 

vious port 

Port Clearance (pre- — - 1 = 

vious port) 

(a) The following particulars should be mentioned in the Crew 
1, Number, 2. Name, 3. Rank, 4. Age, 5. Nationality, 6. Numbé 
Seaman's Book. : 

(b) Customs Form C.2039 Official forms to be supplied by Kod 
HK 


1 set — 2sets(b) i 


1set(b) 18 


(c) Customs Form C.2060 Official forms to be supplied by Kott! 
HK. 

(7) Customs Form C.2000 Official forms to be supplied by Kod 
HK 


(e) Of which 1 copy to be airmailed from previous port. 

(f) Form supplied by the Authorities. 

(g) For first port of call in Japan only, to be completed on Cust? 
Form C.2050 (Declaration of Crew's Baggage) which for 
supplied by Kobe or HK. 


: The Hanshin Pilot Association, Umetate-chisaki, 
ocr ikuta-ku, Kobe. Tel. 39-5032. Telegraphic address: 
daok ship arrives daylight, application should be made not later 
Wher 900 of previous day. When application made on same day as 
po arrives, ETA should be advised at least two hours earlier. 
war used between pilot office and pilot boat. Frequency: 153-49 
M ‘Output: Key station 50 W.; Mobile Station 5-10 W. As neither 
sot office not pilot boat equipped with International VHF appara- 
no arriving ship can exchange direct communication with them. 
"ae pilot boats available. Gross tonnage 15 tons, speed 15 knots. 
maximum 20 knots). Ship requiring Pilot makes request to signal 
station by flying International flat ““G" in day-time, or sending by 
on at night. Pilot taken at quarantine anchorage at Wada-misaki 
Doint. Pilot boats usually located at pier in front of pilot's office. 
Special point fixed for Pilot to board in bad weather, The ship 
awaits a pilot either at or near quarantine anchorage at Wada- 
misaki Point or outside breakwater. ; 

When moored to a mooring buoy, chain cable should be used. 
Chain shackles must be ready. Pilot boards vessel for mooring if 
snip arrives before 2230 hours and for unmooring any time except 
following berths: 


Mooring Unmooring 


Kobe Seiko Pier (Steel Mill) before sunset Up to 2000 hours 
Toyo Menka Pier (Silo Berth) " is No restriction 
Showa Sangyo Pier (Silo Berth) " " 4 " 
Mitsubishi Shoji Pier (Tan- - | Hf S 

ker Berth) 
Shell Buoy (Tanker Berth) Before sunset 


but subject to as a rule but 


tide being possibly up to 
available. 2200 hrs. de- 
pending on 
weather, con- 


gestion etc. 
MKS Buoy (Tanker berth) * Je i. 
Nissho Buoy (Tanker berth) . 


ANCHORAGES: Quarantine anchorage: Latitude 34° 38’ N; 34° 
38.6’ N. Longitude 135° 10’ E; 135° 11’ E. 


Section of Number of 
Port Anchorages Depth of Water 
3rd 8 berths 12 m.-15 m. 
4th 4 berths 11 m.-15 m. 
5th 28 berths 11 m.-15 m. 
6th 6 berths 13 m.-15 m. 


All vessels requiring anchorage for awaiting berth, repairs, bunker- 
ing etc, must obtain anchoring position from Harbour Master ex- 
cept following cases: 1. Vessels coming from foreign ports and 
anchoring at Quarantine Anchorage for inspection. 2. Vessels stay- 
ing in Quarantine Anchorage not longer than 24 hours after obtain- 
ing pratique. 

RESTRICTIONS: Quarantine. When ship arrives outside break- 
water after sunset, it is inspected for quarantine purposes next day. 

Entry at night. When ship arrives outside breakwater after 2130 it 
\s not permitted to enter. 

Hazardous cargo. Depending on kind and quantity of hazardous 
cargo carried, ship is ordered to berth alongside a pier, at a buoy or 
outside breakwaters, 

Tide. 3 sea berths in the 3rd section can be used only when tide 
funning towards the West. 

Draft. Each berth limited for draft. 

MAX. SIZE: (Dry Cargoes) 


Permis- 
sible Safe Cargo 
Berth LOA Draft Handled Remarks 
Buoy 12(Public) 210m.  10.3m. Any cargo 
Pier 7-B (Public) 192m. 99m. Grain Vessel with 
Government car- 
go has priority 
Woient to use this berth. 
bishi D Buoy 190m. 103m. Grain/ This buoy can 
(Private) Scrap/ be used only 
general when there is no 
t : repair vessel, 
omen Silo Berth 208m. 11.3m. Grain 
(Private) 
Showa Sangyo Silo 200m. 11.3m. Grain 
xoorth (Private) 
obe Seiko Pier-3 300m. 11.0 m. Coal/ 
(Private) iron ore 
(Tankers) 

d.w.t. Overall Depth of Mooring -Pipeline - 
of Berth —(approx.) length water discharging rate 
a Bunkers 70,000 250m. —s« 15 m. To 4 buoys. Two 

rs A only. (48'03’) 16-in. submarine 
Slop dis- pipes - deck hose 


charge facilities, 10 in. and 12 in. 


Capacity 2,000 kl/h. 
(mooring possible 
when tide runs 
towards West) 


JAPAN 


d.w.t. Overall Death of Mooring - Pipeline - 
Name of Berth approx.) length water discharging rate 
MKS. Bunkers 55,000 235m. 135m. To 3 buoys. One 
ex-barge only. (breadth 12-in. submarine 
33 m). pipe. 7 joints (10 
in.) Capacity 1,000 
kI/h (mooring pos- 
sible when tide 
runs towards 
West) 
Nissho. Bunk 45,000 230m. 11.5m. To 2 buoys. One 
ers _ex-barge 12-in. pipe. Capac- 
city 600 kI/h. 
(mooring possible 
when tide runs to- 
wards West) 
Mitsubishi 50,000 240m. 12m. Alongside _ Pier. 
Shoji (for L.P.G. 1,000 ton/h. (re- 
tankers). Bun- gardless of tide) 
kers_ available 14 in. pipe. Deck 
ex-wharf; —ex- hose 26 in. 
barge at anchor- 
age. No slop 
discharge faci- 
lities. 


PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected case of 
infectious disease, within 15 days of arrival. 

if crew or passengers on board do not possess Valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 
RADIO: Recommend Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West-bound vessel to Choshi, and North-bound to 
Nagasaki Radios respectively. 
Kobe-Radio details. 

Security and 
Port message 


Port message Public message 


Call sign JGD Kobe Port Radio JCK 
Name of Coast Station 
Station or Kobe Port Radio Kobe Radio 
Special Service 
Station 
5th Regional Kobe Municipal- Kobe Central 
Station Owner Maritime Safety ity (its Port & Telegraph 
Headquarters Harbour Bureau) Office 
444 kc/s. International 134-9 kc. 143 ke. 
500 kc/s. HF 
500 ke/s. Channels 16, 12, 416-5 kc. 487-5kc 
11, 18, 20. 
Frequency 512 kc/s. 24-hour service. 500 kc. 512 kc. 


425 kc. 

International 

VHF Channels 

12, 16 
TUGS: Meet vessel at entrance of fairway but if Master/Pilot so 
requests, service commences from anchorage. Tug's lines used 
without extra charge. 
BERTHING: Chains must be used in mooring to a buoy. Ship must 
not drop anchor near a buoy when it is moored to one. Ship brought 
head in alongside pier except in special cases. Some berths impos- 
sible to reach after sunset. Example: dolphin berths. This is why 
ships need to arrive outside breakwater before sunset. 
Berths Alongside and Mooring Dolphins for Large Vessels (public) 

E = East side, W = West side, S = South side. 


Fixed depth of 
Name Length Water 

Shinko Pier 1 W. 349m. 9.1 m. 
Ss: 102 m. 9.1 m. 
E; 251 m. 9.1 m. 

Shinko Pier 2 W. 351 m. 9.1 m. + 
Ss. 102 m. 9.1 m. 
|= 351 m. 9.1 m. 

Shinko Pier 3 W. 343 m. 9.1m. 9 
Ss. 102 m. 9.1 m. 
= 354 m. 10-10.9 m. 

Shinko Pier 4 W. 576m. 10.0-12.0 m 
E 644 m. 10.0-12.0 m 

Shinko Pier 5 W. 457m. 10.0-12.0 m oa 
= 444 m. 10.0 m 

Shinko Pier 6 W. 445m. 10.0 m 
a FE 441 m. 10.0 m 

Shinko Pier 7 A. 200 m. 10.0 m wil 
B. 200 m. 10.0 m 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Fixed depth of 


Name Length Water 
Shinko Pier 8 W. 400m. 10.0 m. 
BE 400 m. 10.0-12.0 m. 
Maya Pier 1 W. 588m. 10.0-12.0 m. 
E 400 m. 10.0-12.0 m. 
Maya Pier 2 W. 400m. 10.0-12.0 m. 
Ss. 192 m. 12.0 m. 
E. 400 m. 10.0-12.0 m. 
Maya Pier 3 W. 400m. 10.0-12.0 m. 
Ss. 192 m. 12.0 m. 
E. 400 m. 10.0-12.0 m. 
Maya Pier 4 W. 400m. 10.0-12.0 m. 
s: 192 m. 12.0 m. 
E. 580 m. 10.0-12.0 m. 
Naka Pier W. 637m. 5.5-9.0 m. 
E. 215 m. 9.0 m. 
Hyogo Pier 1 E. 632 m. 7.2m, 
Ss. 127 m. 7.2-9.0 m. 
W. 436m. 7.2-9.0 m. 
Hyogo Pier 2 ES 436 m. 7.2-9.0 m. 
Ss, 127 m. 9.0 m. 
W. 436 m. | 7.2-9.0 m. 5 
Hyogo Pier 3 W. 250m. 7.5 m. 
Ss. 170 m. 9.0 m. 
(South (W.) 135 m. 6.3 m. 
Nada Whart{ (Sou (E.) 510m. 45m, 
Port Island C 1-6 1,750 m. 12.0 m. 
L1-3 600 m. 10.0 m. 
Mooring Dolphins 1,800 m.  10.0-12.0 m. 


Mooring Buoys 
The whole sea surface within the Port limits is divided into 6 
sections. 


No. Buoy 
of Numbers or 
Section Owner of Buoys Buoys designations 
No.1 Kobe City Government 4 Nos. 31, 34 
Kobe City Government 12 Nos, 1-12 
No.2 Kobe Shipyard & Engine Works, 2 C,D, 
Mitsubishi Heavy-Industries, 
Ltd. 
Kawasaki Dockyard Co. Ltd. 2 A,B 
No.3 Shell Sekiyu Kaisha Ltd. 3 Shell Buoy 
Nissho Company Ltd. 2 Nissho Buoy 
Maruzen Kanematsu and Esso Cos, 3 MKS Buoy 
No.5 Kobe City Government 2 Nos. 21, 22 
2 Nos. 31, 34 


BULK HANDLING FACILITIES: Hanshin Silo Company Berth, 
12:50 metres depth alongside available for vessels up to 50,000 tons 
dwt. Discharge effected by two pneumatic unloaders with capacity 
400 tons per hour per unit. 

Kobe Silo Berth, length 752 ft., depth alongside 41 ft. Two mobile 
discharging units each with capacity of 500 tons per hour. 

Kohan Silo Berth, length 214 metres, depth alongside 12:5 metres, 
equipped with two discharging units which can be used for grain, 
sugar, or general cargo, also one pneumatic unloader, with capacity 
1,500 tons per hour/per unit. 

In the current development programme a total of seven container 
berths are to be provided at Kobe. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep Agent advised ETA. If stevedores 
cannot commence loading/unloading at time notified by Agent, the 
orderers must pay for waiting time. If cargo gears not rigged on 
berthing, stevedores will do same for ship's crew. Overtime sur- 
charges 1700-1900 hours 50% additional of basic stevedorage; 
2100-0500 hours next morning 130% additional; Sundays/holidays 
60%, additional. 

MEDICAL: Agent required give information when patient to be 
hospitalised or needs medical attention. All medical facilities in 
port (Kobe City) can be used. When report made by means of VHF 
or wireless, necessary arrangements are made at once for urgent 
treatment of patient. 

TANKERS: See ‘Max. Size”. 

The Port Island receives bunker oil from tankers into the terminal 
and delivers Intermediate 15 and MDO by pipe-line to vessels moored 
at Kobe Port Island. KPS bunker facilities include a dolphin berth 
capable of handling discharging tankers up to 385 metres (1,263 ft.) 
in length at 13 metres (42:6 ft.) maximum draft. This berth is equipped 
with loading arms and utilises a boom completely surrounding the 
discharging tanker to prevent the spread of any oil spill. 

Storage facilities consist of three tanks of 36,000 kl (226 mb) for 
Intermediate 15 and two tanks of 5,000 ki (31 mb) for MDO. 

Pumping facilities consist of three pumps of 700 k!/hour (4,400 
b.p.h.) capacity for Intermediate 15 ana two pumps of 200 ki/hour 
(1,258 b.p.h.) capacity for MDO. 

Special features include an automatic control system from a 
central control board, remote valve operation, remote tank gauges, 
communication equipment at each bunkering berth, flow meters for 
all deliveries, a chemical fire engine, a crane and a lorry for recovery 
of waste oil. 

The terminal is open between 0900 and 1700 hours and availability 
at other times involves overtime. 
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TIDE: Mean height of tide 1-030 metres. Some of tanker bert 
West part of port affected by tide. Currents less than one, 
inside harbour. 
DENSITY: Winter: 1023-1026. Summer: 1018-1022. 
FRESH WATER: Supplied from the quays at rates of 40 to 59, 
per hour. Four water barges available, largest with capacity 
cubic metres, can supply vessels at rates up to 300 tons per hy 
FUEL: All grades of bonded bunkers are stocked in Tokyo 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers Wil 
lightered from the nearest bunker stock ports at maximum 74 
prior notice. See also ‘Max. Size - Tankers". 
FIRE PRECAUTIONS: LPG tankers instructed by Maritime $y 
Headquarters to strictly observe safety rules. Example: check 
what is carried by those who go aboard; banning ship's stores» 
loaded on to ship which is working. 
DEVELOPMENTS: Port /s/and: Expected to be complete in 
when nine container berths (depth 12 metres, length 2,600 me 
and 21 liner berths (depth 12 metres, length 4,200 metres) wij 
available. 

Rokko Island; Further development planned providing a fus 
31 berths. Expected to be completed in 1975. 
WATCHMEN: Not specially required unless passengers or» 
able cargo aboard. 
OPENING/CLOSING HATCHES: By Stevedores. Charges. 
assistance. 
CERTIFICATES: Ship's Register to show Customs Insp 
ship's registered gross and nett tonnage. Valid Cargo Gear Cem 
cates sometimes required by stevedores when cargo gear m 
tenance appears to be poor. 
CUSTOMS ALLOWANCES: Tobacco (per passenger or» 
member). Temporary shore-leave up to 50 cigarettes (duty fy 
Disembarkation up to 200 cigarettes (duty free). Maximum allows 
(only in case of disembarkation) up to 800 cigarettes duty) 


_ (however, 600 cigarettes — taxable). 


Wines and/or Spirits: Crew member: When the ship at see) 
more than one month, up to 6 bottles (one bottle — duty free);s 
than one month up to 6 bottles (no duty free). Passengers: Whe 
passenger travels for less than a fortnight up to 12 bottles ¢ 
bottle - duty free); more than a fortnight up to 12 bottles (ups 
bottles — duty free). 

CONSULS: The following countries are represented by Cong 
at Kobe: 


Argentina Ethiopia Norway 
Austria France Panama 
Brazil Finland Pakistan 
Britain Germany Philippilnes 
Belgium Greece Portuga 
Central Africa India Sweden 
Chile Indonesia Spain 
China Korea Thailand 
Costa Rica Malta Turkey 
Denmark Mexico Uruguay 
El Salvador Netherlands U.S.A 
Ecuador 
REPAIRS: All repairs possible. 
DRY DOCKS: 
Overall 
Owner Name length Width Depth Remar 
m. m. m. 
Mitsubishi Heavy Dock No.4 253:25 41:2 130 To belt 
Industry Ltd. thened | 
45 m. 
Kawasaki Heavy DockNo.1 1600 22-0 8:83 The lat 
Industry Ltd. Dock No. 2 94:0 154 148 ship doct 
Dock No.3 1728 260 13:0 215 mx 
Dock No.4 2150 33:5 11:0 m.x68m 


(Number of docks in Kobe) 

Kobe Dockyard Engine Works Co. Ltd. 3 floating docks 

Ishihara Shipyard Co. Ltd. 1 st dock 

Arata Dockyard & Engine Works Co, Ltd.1 Ws 7 

Shikase Dockyard Ltd. 1 ” " 

Mitsubishi Heavy Industries Ltd. 3 floating docks 
1 dry dock 
2 floating docks 
2 dry docks 
AIRPORT: Osaka International Airport. Distance from Al® 
about 1:5 hours by car. 

Domestic : Following regular airlines, Japan Air Lines, All Nip* 
Air Lines, Nihon Kokunai Koku, Toa Koku. 

International; For Far East: Japan Air Lines 31 flights per a"* 
Thai International Air Lines 10 flights per a week, Cathay Pa 
Air Lines 8 flights per a week, China Air Lines 11 flights per a"® 
Korean Air Lines 12 flights per a week, North-West Air Lin# 
flights per a week, Air Vietnam 2 flights per a week. 

For Europe: Lufthansa 1 flight per a week, BOAC 3 flights # 
week, Air France 2 flights per a week. 

For United States: Japan Air Lines 12 flights per week, Pan # 
erican 3 flights per week. 
TIME: Japan Standard Time set at the 135th degree of East |" 
tude GMT plus 9 hours. No alteration to clocks throughout !* 
HOLIDAYS: On two Sundays of each month, no cargo work 
ged. In special cases, daytime cargo handling operation possid#! 
Sundays and holidays. 
POLICE/AMBULANCE/FIRE: Police 110 Water Police Si 
tel. 33-2351, 33-2354, Ikuta Police Station 33-0044, Fukial 
Station 23-4441, Hyogo Police Station 55-0051. 

Ambulance: 119 |kuta Fire Department 39-4994. 


Kawasaki Heavy Industries Ltd. 


+e: 119 Water Fire Department 33-9951, Ikuta Fire Department 
93 1904 Fukala Fire Department 29-0401, Hyogo Fire Department 


PHONES: Installation charge on board vessel lying alongside 
. installation on board vessel which is lying at buoy or anchorage. 
BENERAL: When typhoon approaching, Port Captain requires 
nigs to proceed outside breakwater. 

SHORE LEAVE: Crew members free to go ashore. 

SFLAYS: 1, Weather condition (where strong wind prevents ships 
atering port). 2. Tide (berths in West part of port). 3. Berths where 
: ships permitted berth alongside at night. 4. Where a quarantine 
oficer or Pilot being awaited. 5. Shortage of gangs, weather. 
AUTHORITY : Port Management Body: City Government of Kobe, 


Tel, 331-8181. 

AGENT: Dodwell Tramp Agencies, PO Box 557 Kobe Port, Kobe 
Meiji Seimei Building 3-7, Isogami-dori 8-chome Fukiai-ku, Kobe 
Tel, (078) 39-8031. Telegraphic “Dodwell Kobe". International Telex 


KB-8826. 


KOKURA:: 33.54 N. 130.53 E. (See ‘“‘Kanmon-Ko"’) 


Kokura situated between Moji and Tobata. On the Eastis contiguous 
to Moji port, on the West to Tobata port and on the North it opens to 
the Kanmon Straits. 

DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

{ Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea Pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots ob- 
tained from one of three pilot-stations dependent upon vessels last 
port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea Pilots also act as har- 
pour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot-stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘‘Anjin 
Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels tran- 
sitting Bungo Channel). Position 33° 13’ N, 131° 54’ E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot-station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
88° 56’ 24° N. 131° 03’ 12” E. 

ANCHORAGE: Anchorage not in use as the area is being dredged 
for the purpose of navigation fairway. 

RESTRICTIONS: Vessel enters port only within one hour before 
and after slack tide in day-time. No night departure. 

MAX. SIZE: 18,000 tons gross, 10 metres draft. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
émption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers health 
condition to respective Quarantine Office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
Specifically West bound vessel to Choshi and North bound to Naga- 
Saki Radio respectively. 


S: See “Moji”. 
BERTHING: 
Permissible 
draft and 
length 
Name of berth Length Depth overall Capacity 
" . m. m. m. 
Urasaki 
Kawajiri Whart 190 10.0 10.0 20,000 
Sinatsu 
est Wharf , ; 
maw. 366 8-4 8-4 10,000 
No, 3 OA 180 10 10 20,000 
4 OA 180 10 10 20,000 
Fer 5 OA 180 10 10 30,000 
de 270 5-5 55 5,000 
0.6 OA 200 10 10 20,000 
Kane 7 OA 200 10 10 20,000 
anematsu 
Oil Pier 


OA 170 65 65 DW 18,000 
STEVEDORES: At least 24 hours prior notice excluding Sundays 


JAPAN 


and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
tigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 

(a) Maximum 6 gangs are available. 
Stevedores, regular employees 116, 
Longshoremen 459. 

(b) Lighters: Kokura Marine Transportation Co., lighters 25, 
tonnage 8,900 tons. 

(c) Shore crane: 


temporary labourers 109, 


No. Capacity Location Owners 
2 10 tons Sunatsu wharf Sumitomo Metal 
1 6 tons a Kokura Marine 
3 12tons outreach Sumitomo Metal Sumitomo Metal 
18 m. Wharf 
3 35 tons Hiagari Wharves Shin Nihon 
Nos. 6 and 7 Steel Corp. 


(d) Floating crane: arrangeable from Moji. 

(e) Average performance of loading/discharging: 

Discharging: Iron ore 40/50 tons per hr./gang/hatch (by ship's 
gears). 200 tons per hr./gang/hatch (by shore crane). Coal 40/50 tons 
per hr./gang/hatch (by ship's gears). 100/150 tons per hr./gang/ 
hatch (by shore cranes). Scrap steel, pressed 20 tons per hr./gang/ 
hatch (by ship's gears). Ordinary 10 tons per hr./gang/hatch (by 
ship's gears). Bulky 5 tons per hr./gang/hatch (by ship’s gears). 
Loading: Steel under 20 ft. long 25-30 tons per hr./gang/hatch, over 
20 ft. long 15-20 tons per hr./gang/hatch. 

(f) 2 shifts: 0800 to 1700 hrs. and 1700 to 0700 hrs. Normal working 
hours: 0800 to 1700 hrs. Refer to Moji for further information. 
TANKERS: Also see ‘‘Berthing”. At Kanematsu-Goshi Oil Refi- 
nery 1x8 in. and 110 in. diameter shore pipe-line. No slop facilities 
available. 

DENSITY: 1025. 

FRESH WATER: From hydrants at Sunatsu and Sumitomo Metal 
wharves, the rate of delivery per hour: 30 tons per hydrant. Also 
delivered by barge. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to Show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: See “Moji”. 

REPAIRS: See ‘Moji”. 

AIRPORT: All Nippon Airways, Kitakyushu, about 30 minutes by 
taxi from Kokura station to airport. Japan Air Lines, Fukuoka, and 
Cathay Pacific Air Lines, Fukuoka, about 1 and half hours by train 
and taxi from Kokura station to airport. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 56-7171; Ambulance 119; 
Fire 92-4831. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Kita Kyushu Port Authority. 


AGENT: Sub-agents of Dodwell & Co. Ltd., Holme Ringer & Co. 
Ltd., PO Box 72, 9-9, Mirato-medii, Moji-Ku, Kitakyushu. Tel. Mojji 
(093) 331311. Telegraphic “Ringer Moji’’. 


KOMATSUSHIMA: 34.00 N. 134.36 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Not compulsory. No authorised licensed Pilot avail- 
able but non-licensed Pilot available when required. 
ANCHORAGES: Situated at Western corner of Komatsushima 
bay and port protected by three breakwaters, North, East and South 
pel 396,700 sq. metres. Depths of water at anchorages as 
ollows: 

(a) Inside breakwater 8/10 metres, (6) Outside breakwater 9/10 

metres, (c) Wharf 9-50 metres. 
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RESTRICTIONS: Vessel must get permission and instructions 
where to anchor from Port Captain before arrival. Wharf and Inner 
harbour: entering and sailing usually only during day-time regard- 
less tide and current. Outer harbour: Entry and sailing anytime. 
MAX. SIZE: Anchorage inside breakwater: length no limit, breadth 
no limit, draft 8-60 metres. 

Anchorage outside breakwater: length no limit, breadth no limit, 
draft 8-60 metres. 

Wharf. (Suitable 10,000 dwt). length 170 metres, breadth no limit, 
depth 9 metres. 
HEALTH: Pratique to be obtained at Shimotsu prior arrival Komat- 
sushima. At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers health 
condition to respective Quarantine Office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 
TUGS: Wharf and inner harbour: join vessel at sea anchorage, 
always using tug's line without charge. Outer harbour: no tug 
required in normal conditions. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 
MEDICAL: No advance notice required unless urgent. 
DENSITY: 1015. 
FRESH WATER: Alongside berth: Can be supplied by shore line 
with capacity of 25 tons per hour. 
Anchorage: Can be supplied by 50-ton barge with capacity of 50 
tons per hours (but as strong winds prevail during winter months no 
water supplied at anchorage outside breakwater). 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock at maximum 7 days prior 
notice. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear’s main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: None. Nearest consulates in Osaka. 
REPAIRS: Only minor repairs. 
DRY DOCKS: No dry dock. Nearest at Hitachi Shipbuilding & 
Engineering Co. Ltd., Chikko works, Osaka; Kawasaki Heavy Indus- 
tries Ltd., Kobe and Mitsubishi Heavy-Industries Reorganised Ltd., 
Kobe Shipyard & Engine Works. 
AIRPORT: No airport. Nearest airport Tokushima where All 
Nippon Airways, 9 flights to Osaka, 2 to Tokyo, and 1 each to 
Kagoshima and Sochi. 
TIME: GMT plus 9. No alterations made to clocks during year. 
Ce at aan | Police tel. 110; Ambulance 119; 

ire 119. 

TELEPHONES: No facilities for placing telephones on board. 
SERVICES: None. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 


AGENT: See “Niihama”’. 


KUDAMATSU: 34.00 N. 131.52 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Iniand Sea Pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
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direct to pilot station. Inland Sea Pilot Association covers all Ing 
Sea ports. Pilotage not compulsory but recommended in yj 
great number of islands causing navigational hazards. Pilots, 
tained from one of three pilot-stations dependent upon vessels 
port of departure and at Master's discretion. Pilotage ayvaj 
throughout 24 hours and 72 hours advance notice preferred, 
after advising any alterations. Most Inland Sea pilots also att 
harbour pilots up to berth or anchorage at destination. Noje,, 
VHF communication available with Inland Sea pilot-stations, 

1. Wadamisaki, at entrance to Kobe (vessels transitting | 
papal Position 34° 38’ N. 135° 11’ E. Telegraphic address “hy 

obe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels » 
sitting Bungo Channel). Position 33° 13’ N. 131°5 4’ E. Telegray 
address “Anjin Saganoseki'’. In event bad weather, recommen 
vessels proceed for shelter as near as possible having due ey 
to safety, to Sekisaki pilot-station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Posy 
33° 56’ 24” N. 131° 03’ 12” E. 

ANCHORAGE: Kudamatsu loading anchorage lat. 33° 59’ 4) 
long 131° 51’ 20° E. 

RESTRICTIONS: No restriction for entry into and/or depay 
from anchorage during night and day time. But berthing/unber 
effected during daytime only. 

MAX. SIZE: No restriction on length, breadth, and draft for, 
vessel entering port, but maximum draft for Nippon Oil Refix 
Wharf 13 metres, and for Toyo Kohan Wharf 11 metres. 
HEALTH: Radio Agent for free pratique not less than 12 hours» 
not more than 36 hours before arrival, advising full details of yey 
and health condition on board. When free pratique is granted, 
radio vessel will be required to submit the following document 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique; 

A vessel that has been in contact with an infected area oray 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or suspected case, of infectip 
disease within 15 days of arrival. 

If crew or passengers on board do not possess valid Smal 
Vaccination Certificate. 

If a vessel does not possess a valid Derat or Derat Exempt 
Certificate. 

RADIO: Recommended Captain communicates with Agent throy 
Choshi Radio or Nagasaki Radio which cover all ports in Japa. 
specifically West bound vessel to Choshi and North bound to Na 
saki Radio respectively. 

TUGS: Tugs normally join vessel proceeding to Nippon Oil Ret 
ery Wharf at lat. 33° 58’ 20” N., long 131° 53’ 30” E., and proceeding 
Toyo Kohan Wharf at lat. 33° 59’ 40” N., long. 131° 51’ 20” E. Tw 
line used and charges for lines use is included in tug-boat opera 
charge. 

BERTHING: No specific requirements. Pilot boarding time wil! 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sunt 
and holidays required in order for Agent to arrange stevedor 
Vessel must constantly keep her Agent advised of ETA. If ste 
dores cannot commence loading/unloading at time notified by? 
Agent, the orderers must pay for waiting time. If cargo gears? 
rigged on berthing, stevedores will do same for ship's crew at at 
tional cost. Overtime surcharges 1700-1900 hours 50%, additioné! 
basic stevedorage; 2100-0500 hours next morning 130% additiow 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: At Nippon Oil Refinery 12 in. diameter floating ¢ 
charging pipe line is connected to vessel. Maximum permitted at 
13 metres. Toyo Kohan Wharf, maximum draft 11 metres. 
DENSITY: 1025. 

FRESH WATER: At anchorage, section || Kudamatsu; 
barges available from Tokuama. Rate of delivery 50 tons per he 
At Nippon Oil Refinery and Toyo Kohan Wharf, hydrants are ait 
able. Rate of delivery 20 tons per hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay,’ 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers wil! 
lightered from the nearest bunker stock ports at maximum 7@ 
prior notice. Also see ‘‘Moji, Fuel’. 

GANGWAY/DECK WATCHMEN: Not specially required unl# 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out ope" 
and closing hatches. Cost per hour per gang depending on type! 
cargoes. If any time lost by ship's crew doing this work, steved0® 
charge ship for waiting. Recommend request stevedores for® 
work unless crew can complete if before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspet 
ship's registered gross and nett tonnages. Valid Cargo Gear 
cates sometimes required by stevedores when cargo gears m® 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to ™ 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: All types possible. 

DRY DOCKS: Kasado Dockyard Co. Ltd. 


Dry dock Length Breadth Depth Docking capacity (9 
No. 1 152-10 metres 22-71 8-90 10,884 
No. 2 107:71 metres 16°46 7-48 3,600 
No. 3 220-00 metres 37-00 11:00 34,497 


— 


ATION: Possible. 
REP SORT: Ube and Hiroshima airports: distance about 2 hours by 


gin, and from Ube to Tokyo one flight per day and from Hiroshima 
jour flights per day. ; : 
1ME; GMT plus 9. No alterations made to clocks during year. 

LM LICE AMBULANCE/FIRE: Police 41-0615, emergency 110; 
bulance 41-2840, emergency 119; Fire 41-2840, emergency 119. 
PLEPHONES : No arrangements exist for placing telephones on 
bowRE LEAVE: Local Immigration Offices issue shore pass valid 
jor only 3 days, but 3 days extension possible if ship stays longer. 

AUTHORITY : Port and Harbour Dept. 


GENT: Sub-agents of Dodwell & Co. Ltd., Sankyu Unyo Kiko 
KK., 1379-14 Aza Yamzakiya, Kudamatsu-shi. Tel. Kudamatsu (0833) 
43-0390. Telegraphic Address “Sankyuunyu Kudamatsu”. 


KURE: 394.15 N. 132.32 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

{ Store List. ; ; ; 

{ Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). : 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to Pilot Station. Inland Sea Pilot Association covers all 
inland Sea ports. Pilotage not compulsory but recommended in 
view of great number of islands causing navigational hazards. Pilots 
obtained from one of three pilot-stations dependent upon vessels 
ast port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot-stations. 

1, Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘‘Anjin 
Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels transit- 
ting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki"'. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot-station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Posi- 
tion 33° 56’ 24” N., 131° 03’ 12” E. 


ANCHORAGES: Minimum Minimum Density of Nature of 
Depth bottom water bottom 
width 
Entrance Channel 20 m. No limit Summer Av. 
1020 
Harbour Channel(s) 20 m. No limit Winter Av. Mud and 
1025 sand 


Depths refer to M.W.L. Difference between datum quoted and chart 
hp abt. 2 m. (to be added) Rise of tide: Springs 3-4 m. Neaps 
8 m, 


Also Mooring buoys and Harbour Anchorage. (See ‘‘Berthing”). 
HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards, Derating Ex- 
emption Certificate. In case vessel arrives from Cholera infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
ADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
Specifically West bound vessel to Choshi and North bound to Naga- 
Saki Radio respectively. 
, vs: Tugs normally join vessel at quarantine anchorage area. 
art S lines free of charge. 
ERTHING : Pilots do not agree to berth or unberth outside period 
ys Sunrise to sunset. For berthing, at least 1-5 hours advance arri- 
ty necessary to reach berth before sunset. Mooring buoys: three 
an available in harbour for vessels less than 15,000 dwt. Harbour 

chorage: Three anchorages with good ground (mud) and suitable 
up to 80,000 dwt. LOA 300 m. 

'ssin Steel Works Ore berth 

No, 2 Berth 
i of approaches 17 - 18 m. 
co of Berth 190 m. 

pth of alongside berth 13 m. 
— draft acceptable 12 m. 

wale length acceptable 224 m. 
N 'mum width acceptable 31-8 m. 

9.3 Berth 
Suitable 150,000 dwt. 
to Of approaches 19 — 20 m. 
3 ‘gth of Berth 275 m. 

*oth of alongside berth 18 m. 


JAPAN 


Maximum draft acceptable 18 m. 

Maximum length acceptable 295 m. 

Maximum width acceptable 45 m. (abt.) 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: No facilities. 

FRESH WATER: For domestic and boiler, 330 k/tons per barge 
(one barge available from Kure City office), delivering rate about 
100 k/tons per hour (50% additional for overtime, Sundays/holidays 
and Saturday afternoon also additional to basic rate for outside 
harbour limit). 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear's main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: No consul available, but marine note of protest can be 
attested by the local notary public. 

REPAIRS: All types of deck and engine repairs are possible. 
DRY DOCKS: (lhi-Kure). Dimensions of No. 4 Dry Dock (length 
338-3 m., width 43 m., depth 17 m.) — 160,000 dwt. No. 3 dry dock, for up 
to 800,000 dwt. (length 510 m., width 80 m., depth 13:5 m.). 
REPATRIATION: Possible. 

AIRPORT: Hiroshima airport, distance approximately 35 km. — 40 
km. and about 60-90 minutes by car. Only domestic regular airlines 
available. 4 flights to Osaka and 6 to Tokyo, daily. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police (for emergency) 110; Ambu- 
lance 119; Fire 119. 

TELEPHONES: No arrangements available for placing telephones 
aboard. 

GENERAL: Kure is a local port which makes it difficult to arrange 
all requirements. At least three days notice helpful. 

SERVICES: All navigational apparatus can be served as required. 
Cargo holds cleaning service can also be carried out, but tank- 
cleaning equipment and services to be arranged from Kobe area, 
otherwise through IHI Kure Shipyards. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY : Port and Harbour Dept. 


AGENT: Sub-agents of Dodwell & Co, Tokyo. Naigai Unyu Co. Ltd., 
7-1, 1-chome, Naka-dori, Kure. Tel. Kure 0823 21-5181/5. Telegraphic 
“Naigai Kure’’. Telex: 662340. 


KUSHIRO: 42.58 N. 144.21 E. 


DOCUMENTS: Ship's Register. Last Port Clearance. 3 Crew Lists 
including Passport Nos. 3 Passenger Lists. 1 Store List. 1 Decla- 
ration of Crew's Baggage, i.e. tobacco, wine/spirits, camera, 
wrist-watch, radio, firearms/swords, etc. (only at first port of call 
in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 

Manifest and Cargo Manifest in transit using specific forms. There- 

fore ship’s Agent should be provided with necessary information 

about details of cargoes in advance. 

PILOTAGE: No telegraphic address. Previous advance notice, 

minimum 8 hours advance notice ETA and any alterations. Contact 

pilot boat through Harbour office/tug boats with wireless telephones. 

Pilot boat has no radio telephone. Pilot boat waits at Quarantine 

anchorage (1,000 metres off and 280 degrees from North Breakwater 

white Light), and entrance of Breakwater during winter period (Dec- 
ember-March). 

ANCHORAGE: Bottom sand and mud. Minimum depth 9 metres in 

passage and 7-5 metres in anchorage. Depth over 293 ft. 162,075 sq. 

metres, Section 2; Depth over 244 ft. 690,000 sq. metres, Section 2 and 

3; Depth under 244 ft. 393,600 sq. metres, Section 3. Tidal range, 

average high-tide plus 1-533 metres, average low-tide plus 0-154 

metres, average tidal difference plus 0-953 metres. 

RESTRICTIONS: Vessel allowed enter and sail day and night. 

Pilot assistance officially not compulsory but in practice necessary, 

and pilot service available for 24 hours subject8 hours advance notice. 

MAX. SIZE: Pilot agrees take in 25,000 dwt vessels (LOA about 

185 metres). However, depth maximum 9:5 metres. 

HEALTH: At first port of call in Japan, vessel must obtain free 

pratique. Quarantine Officers will attend vessel only from daylight to 

sunset and Captain to show all Vaccination Cards, Derating Ex- 
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emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days. Captain must advise crew and passengers health 
condition to respective Quarantine Office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to Naga- 
saki Radio respectively. 

TUGS: Usually join vessel at entrance of breakwater and ship's 
line to be used. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. All berths limited by depth 
in entrance channel, 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ships’ crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: North Pier -3 berths for 20,000 dwt x 2 and 18,000 dwt x 
1. Hose-diameters 10” 1, 8” 3, 6”x 3. South New Pier - 1 berth for 
3,000 dwt. Hose-diameters 10’ 1. 

DENSITY: Average 1025 inner breakwater high-tide, and average 
1022 low-tide. 

FRESH WATER: Direct supply from the wharves at 30 tons per 
hour. Barge supply and capacity 3 hours round per barge. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

DEVELOPMENT: Total of 21 berths including 4 for up to 40,000 
dwt. Industrial raw materials carriers will be built and port break- 
water will be lengthened by 3,940 metres. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship’s crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship’s Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. US Consul located in Sapporo city. 
REPAIRS: Ordinary deck, engine and electrical repairs arrange- 
able by the local factory. 

DRY DOCKS: None; nearest located in Hakodate and Muroran 


ports. 

REPATRIATION: Possible. 

AIRPORT: Kushiro air port about 40 minutes taxi or direct connec- 

tion bus from port area. Flight service daily, 2 flights for Tokyo and 1 

flight for Sapporo. 

TIME: GMT plus 9. No alterations made to clocks during year. 

HOLIDAYS: 1st May. ; 

POLICE/AMBULANCE/FIRE: Police HQ 23-7111 or emergency 

110; Hospitals Kushiro Grand Hospital 41-6121, Kushiro Red-Cross 

Hospital 22-7171; Fire HQ 22-2156 or emergency 119. 

TELEPHONES: No systems for arranging on board. 

GENERAL: All port facilities services except wharfage applicable. 

Winter period additional charges 30%-50% while 1st December and 

31st March (all Hokkaido ports same). 

SERVICES: Arrangeable from Muroran. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 

for only 3 days, but 3 days extension possible if ship stays longer. 

ah gh ghee Kushiro-Shiyakusho, 7-5, Kurogane-cho, Kushiro 
ity. 

AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo. Narasaki Sang- 

yo Co, Ltd., c/o Mitsuwa Transport Co. Ltd., Attn. Shipping Agency 

Dept., Minami Hama-cho, Kushiro. Tel. Kushiro (0154) 22-3030, 

22-0903. Telegraphic ‘‘Narasaki Kushiro”. 


MAIZURU: 35.27 N. 135.19 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1.Cargo 
Manifest and Cargo Manifest in transit using specific forms. 
Therefore ship's agents should be provided with necessary informa- 
tion about details of cargoes in advance. 

PILOTAGE: Pilot boats “Koun Maru No. 2” 130 h.p. “Koun Maru 
No. 1" 60 h.p. Channel between Kanagasaki and Bakuchi Cape. 
Pilot station lat. 35° 32’ 00” N., long. 135° 18’ 30” E. Anchorage position 
for vessel waiting Pilot, lat. 35° 32’ 00” N. long. 135° 18’ 30” E. Pilot 
day-time only. 
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ANCHORAGE: Section 2, Depth 9 m. Section 3, 17 m. 
RESTRICTIONS: Entry during day only. Channel depth 4 
metres. 

MAX. SIZE: Length 182 m., draft 10 metres. 

HEALTH: At first port of call in Japan, vessel must obtains 
pratique. Quarantine officers will attend vessel only from day.jy 
to sunset and Captain to show all Vaccination Cards, D 
Exemption Certificate. In case vessel arrives from cholera-infes 
area within 10 days, Captain must advise crew and passen 
health condition to respective Quarantine Office through Shi 
Agent prior to arrival and close all soil pipes before entering po, 
RADIO: Recommended Captain communicates with Agent thr. 
Choshi Radio or Nagasaki Radio which cover all ports in Japa 
specifically West bound vessel to Choshi and North boung 
Nagasaki Radio respectively. 

TUGS: Position: No. 2 Q-anchorage (35° 29:2’ N.; 135° 205; 
Both ship's and tug's lines used. Five tugs available, 11,0005, 
2800 h.p., 1300 h.p. and 1100 h.p. Hy 
BERTHING: No specific requirements. Pilot boarding time wi, 
notified by ship’s Agent mainly by radio. 


Permissible 

Berth Length Depth draft Capatiy 

(m.) (m.) (m.) (g.r.t) 

No.2 pier No.1 110 73 66 3,00 

No. 2 120 73 66 5,00 

No.3 185 9:0 8:2 10,00 

No. 4 105 3,000 

No. 4 pier 180 10:0 91 15,00) 
Kita Buoy 8-0 72 
Ohgimi Buoy 12:0 11-0 
Katsura Buoy 12:0 11:0 
Nagahama Buoy 8-0 72 
Taira 8 Buoy 8-0 72 
Taira 14 Buoy 10:0 9-2 


STEVEDORES: At least 24 hours prior notice excluding Suni 
and holidays required in order for Agent to arrange stevedoy 
Vessel must constantly keep her Agent advised of ETA. If steveds 
cannot commence loading/unloading at time notified by the Age 
the orderers must pay for waiting time. If cargo gears not rigged: 
berthing, stevedores will do same for ship's crew at additional ox 
Overtime surcharges 1700-1900 hours (50% additional of ba 
stevedorage; 2100-0500 hours next morning 130% additional; Sy 
days/holidays 60% additional. 
MEDICAL: No advance notice required unless urgent. 
DENSITY: 1025. 
FRESH WATER: Available from wharf, and delivered by barge 
In rough, snow, rainy weather 50% extra. Overtime 1600-23009 
extra; 2300-0500 100% extra, 0500-0800 50% extra. Holidays # 
extra. Distance addition. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers wil) 
lightered from the nearest bunker stock ports at maximum 7 & 
prior notice. 
GANGWAY/DECK WATCHMEN: Not specially required unit 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out open 
and closing hatches. Cost per hour per gang depending on type! 
cargoes. If any time lost by ship's crew doing this work, stevedor 
charge ship for waiting. Recommend request stevedores for # 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspect 
ship's registered gross and nett tonnages. Valid Cargo Gear Cet) 
cates sometimes required by stevedores when cargo gears’ mé 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to & 
ashore but no spirits. 
CONSULS: None. 
REPAIRS: Possible. 
DRY DOCKS: 246 m. x 33-5 m.x 12:5 m. Two others. 
REPATRIATION: Possible. 
AIRPORT: None. 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 07736-5-0810; Ambulat 
07736-5-2174; Fire 07736-5-2174. 
TELEPHONES: Not possible to place telephones on board. 
SERVICES: None. ' 
SHORE LEAVE: Local Immigration Offices issue shore pass ¥® 
for only 3 days, but 3 days extension possible if ship stays longé 
AUTHORITY: Port and Harbour Dept. 


AGENTS: Sub-agents of Dodwell & Co. Ltd. Tokyo. lino Kee 
Kaisha Ltd., No. 2 Pier, Maizuru Port, 5, 18-banchi, Koaza Shima? 
Oaza Shoin, Maizuru. Tel. Maizuru (07736) 5-2112/7. Telegra” 
“lino Maizuru”™. 


MATSUYAMA: 33.52 N. 132.42 E. 


DOCUMENTS: 
Ship's Register. 
Last Port Clearance. 
3 Crew Lists including Passport Nos. 
3 Passenger Lists. 
1 Store List. ; 
1 Declaration of Crew's Baggage, i.e. tobacco, wine/spi® 
camera, wrist-watch, radio, firearms/swords, etc. (only at 
port of call in Japan). 
Ship's Agent will prepare Inward/Outward Declaration, 1 Caf 
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jest and Cargo Manifest in transit using specific forms. 
Therefore ship's Agent should be provided with necessary informa- 

n about details of cargoes in advance. 
pILOTAGE: Inland Sea Pilotage should preferably be arranged 
pl ugh Agent by cable via Nagasaki Radio giving 72 hours notice. 
ae correction of ETA outside business hours should be cabled 
eet to pilot station. Inland Sea Pilot Association covers all Inland 
on ports. Pilotage not compulsory but recommended in view of 
reat number of islands causing navigational hazards. Pilots 
obtained from one of three pilot-stations dependent upon vessels 
st port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
ster advising any alterations. Most Inland Sea Pilots also act as 
napour pilots up to berth or anchorage at destination. Note: No 
yHF communication available with Inland Sea pilot-stations. 

{, Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits) Position 34° 38 N., 135° 11’ E. Telegraphic address ‘“Anjin 
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Mem sakisak, 3 miles South of Sekisaki lighthouse (vessels tran- 
siting Bungo Channel). Position 33° 13’ N., 131° 54’ E. Telegraphic 
address “Anjin Saganoseki"’. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot-station. 

3, Hosaki, at East side of Kanmon (Shimonoseki) Straits. Position 
ay 56’ 24” N., 131° 03’ 12” E. 

ANCHORAGE: The port faces lyo-Nada and located near Bungo 
Straits. Entrance open to lyo-Nada towards West, but port protected 
by West breakwater and small island off Northern part of approaches 
where holding ground good. During winter months strong North- 
westerly wind prevails causing heavy swell at anchorage. Depth of 
water 17-25 metres. 

RESTRICTIONS: Oj! tanker berth. Vessel drawing less than 12 
metres can moor and unmoor at half-flood during day-time but 
yessels drawing 12 metres or more advised to await high water. 

Dry cargo vessels berth. Dry cargo is logs and cargo working 
carried out at anchorage of Horie, Umaiso and Yura Bay. 

Horie Bay. Vessels no longer than 160 metres can berth. Vs. enter 
day-time only regardless of tide and current. 

Umaiso Bay. As Horie Bay. 

Yura Bay. Vessels no longer than 110 metres berth. Day-time entry 
only regardless of tide and current. 

MAX. SIZE: Maruzen Oil Co. Ltd., Matsuyama refinery, Genyu 
Sambashi. Length of vessel, no limit; breadth, no limit; draft, 12 metres. 

Horie and Umaiso Bay. Length of vessel 160 metres; breadth no 
imit; draft 15 metres. 

Yura Bay. Length 110 metres; breadth no limit; draft 10 metres. 
HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers’ 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. 
lf specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: For tankers: join vessel at Quarantine anchorage, using 
Tug’s lines without charge. For dry cargo vessel, no tug required 
for berthing and unberthing in normal conditions. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If stevedores 
cannot commence loading/unloading at time notified by the Agent, 
‘he orderers must pay for waiting time. If cargo gears not rigged on 
derthing, stevedores will do same for ship's crew at additional cost. 
Overtime surcharges 1700-1900 hours 50% additional of basic steve- 
dorage; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 

TANKERS: No advance notice of dia. of load/discharge lines 
required. See ‘Max. Size”. 

DENSITY: Anchorage 1015. Berth 1015. 

FRESH WATER: Maruzen Oil Co. Ltd., Matsuyama refinery, Genyu 
fanbashi Can be supplied by shore line with capacity 25 tons per 

Anchorage: Can be supplied by 30 ton barge with capacity 30 tons 

per hour, Strong winds prevail during winter months, when no water 
can be supplied. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
red Osaka Bay and Kanmon Port. At all other ports bunkers will be 
ightered from the nearest bunker stock ports at maximum 7 days 
pos notice. Also see “Moji, Fuel"’. 

ANGWAY/DECK WATCHMEN: Not specially required unless 
Openers or valuable cargo on board. 

@ SNING/CLOSING HATCHES: Stevedores carry out opening 
slevedene hatches. If any time lost by ship's crew doing this work, 
ty ne ores charge ship for waiting. Recommend request stevedores 
CERT work unless crew can complete it before berthing. 

ship’ IFICATES: Ship's Register to show Customs Inspector 
pes registered gross and nett tonnages. Valid Cargo Gear Certifi- 
es Sometimes required by stevedores when cargo gears’ main- 
cust appears to be poor. 

ah MS ALLOWANCE: Only allowed 50 cigarettes to take 

ore but no spirits. 
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CONSULS: Consulates in Kobe. 

REPAIRS: Only minor repairs. 

DRY DOCKS: None. Nearest at Kawasaki Heavy Industries Ltd., 
Sakaide; Hitachi Shipbuilding & Engineering Co. Ltd., Innoshima 
and Mukaishima, dimensions of those docks as follows: 

Kawasaki Heavy Industries Ltd., Saxaide. Dock No. 2 for 500,000 dwt 
vessel 450 m.x 72 m.x 12:3 m. Only used presently for shipbuilding 
and after services. 

Hitachi Shipbuilding & Engineering Co. Ltd., Innoshima Dockyard. 
Dock No. 1 for 20,000 dwt vessel 175 m.x 25 m.x 25-62 m.x 9:10 m. 
Dock No. 3 for 130,000 dwt vessel 282:50 m. x 47 m. x 11:33 m. 

Hitachi Shipbuilding & Engineering Co. Ltd., Mukaishima Dockyard. 
Dock No. 1 for 3,000 dwt vessel 86:18 m. x 13:60 m. x 6:80 m. Dock No. 2 
for 8,500 dwt vessel 125 m. x 18 m. x 7-40 m. Dock No. 3 for 25,000 dwt 
vessel 175 m.x 29 m.x9 m. 

REPATRIATION: Possible. 

AIRPORT: Domestic airport situated South of harbour. All Nippon 
Airways flights to Osaka and Tokyo. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Fire 
119. 

TELEPHONES: No facilities for placing telephones on board. 
SERVICES: Only at Kobe. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days. 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Sumitomo 
Warehouse Co. Ltd., c/o Taisei Kaiun K.K. 1594 Sobiraki-cho, 
Niihama Tel. Niihama (0897) 37-1101. Telegraphic “Sumitosoko 
Niihama”. 


MIIKE: 33.00 N. 130.23 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: 24 hours notice required. Vessel entering dock will 
receive necessary assistance from dock master for berthing, and for 
departing. Sea pilot from Kuchinotsu to Miike will be arranged if 
required, Request for Pilot should be given a.m. previous day, through 
Agent or direct to Pilot Miike Harbour, c/o Miike Port Management 
Co. Harbour Pilot boards two miles off the Light House. 
ANCHORAGES : Lat. 33° 0’ 08” N. Long. 130° 23’ 50” E. Harbour limit 
within circle of 2,700 metres radius centreing on lighthouse at West 
end of Northern breakwater. Roadstead affords safe anchorage, mud 
and sand. 

RESTRICTIONS: Vessel shall dock or depart on high water. Ebb 
stream begins about half an hour before high water and runs to 
South for 6 hours. Maximum current 3 knots at entrance of channel. 
Flood stream begins at about low water time and runs to North for 
6 hours maximum 3 knots at lighthouse. Channel 1800 metres long, 
137 metres broad from jetty to jetty, 45:7 metres width at bottom. 
MAX. SIZE: No limitation for breadth and length, but maximum 
drafts are as follows: 30 ft. 6 in. up to 20,000 dwt; 28 ft. 10 in. up to 
25,000 dwt; 25 ft. 7 in. up to 30,000 dwt. 

HEALTH: Officials board at anchorage. At first port of callin Japan, 
vessel must obtain free pratique. Quarantine Officers will attend 
vessel only from daylight to sunset and Captain to show all Vaccina- 
tion Cards, Derating Exemption Certificate. In case vessel arrives 
from cholera-infected area within 10 days, Captain must advise crew 
and passengers health condition to respective Quarantine Office 
through ship's Agent prior to arrival and close all soil pipes before 
entering port. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: 6 available: “Suwa maru" 131 g/t t,100 h.p. ‘Minato maru” 
131 g/t1,100 h.p. "Miike maru” 146 g/t 570 h.p. “Suehiro maru” 25 g/t 
166 h.p. ‘‘Wakashio maru” 19 g/t 120 h.p. ‘Asahi maru"’ 5 g/t 60 h.p. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 


North Quay depth 10:7 metres 
Dock Pier a BD ss 
Dock Quay of BGs 
Quay No. 5 Siied od Cbiditaties 
New Quay No. 5 tie plltdicralnt 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 
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MEDICAL: No advance notice required unless urgent. 
DENSITY : 1025. 
FRESH WATER: Available at wharf only. Delivery 20-25 tons per 


hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered cross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears’ main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: Consuls at Moji. 

REPAIRS: Minor repairs only. 

DRY DOCKS: See “Moji". 

REPATRIATION: Possible. 

AIRPORT: See “Moji”. 

TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAY: 15th August. 

POLICE/AMBULANCE/FIRE: Tel. 110 and 119. 

TELEPHONES: Available at stevedores' office at the wharf. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 


AGENTS: Sub-agent of Dodwell & Co. Ltd., Tokyo. Kanbayashi 
Shaten, 3-74, Mikawa-Cho, Omuta. Tel. Omuta (09445) 3-61000. 
Telegraphic “Ringer Omuta”. 


MISUMI: 32.38 N. 130.27 E. (See Plan) 


DOCUMENTS: and all general information, refer to “Miike”. 
PILOTAGE: Not compulsory. Pilot boards at quarantine anchorage 
if required. 

ANCHORAGE: North of port entrance. Quarantine anchorage 
where officials board to clear vessel. 

RESTRICTIONS: Minimum depth 20 metres in channel. 

TUGS: Three tugs available, largest 300 h.p. 


BERTHING: 
Pier No.1 depth 9-0 metres 
Pier No. 2 z BD 4 
Pier No. 3 +g BD saci 
Buoy No. 1 faite sania 
Buoy No. 2 ip 9-0 


FRESH WATER: Available from shore hydrants at the piers. 
AUTHORITY : Misumi Port Office. 


AGENT: Holme Ringer & Co. Ltd., c/o Misumi Kaian KK, 3-1159 
Oaza Misumiura. Cables: ‘Ringer Misumi.” Tel. (096452) 3130. 


MIYAKO: 39.39 N. 141.58 E. 


DOCUMENTS: 
For Quarantine 

1 Statement by Ship's Master. 

1 Crew List. 

1 Passenger List (if any). 

Yellow cards for all, 

1 Derating Certificate. 
For Immigration 

1 Declaration of Inward Vessel. 

Passport of Seamen's Book of all. 

1 Crew List. 

1 Application for shore pass. 
For Customs 

1 Last Port Clearance. 

1 Declaration of Inward Vessel. 

1 Crew List. 

1 List of Crew's Baggage. 

1 List of Ship's Store. 

2 Cargo Manifest (Discharging). 

1 Cargo Manifest (Through). 

1 Certificate of Ship's Registry. 
For Port Management Office 

1 Declaration of Inward Vessel. 
For Maritime Safety Base 

1 Declaration of Inward Vessel. 

1 Crew List. 

1 Cargo Manifest (Discharging). 

1 Cargo Manifest (Through). 

Above documents to be prepared by Master before arrival. 

Master to telegraph ETA and crew's health condition directly to 
Quarantine Miyako before arrival. 
PILOTAGE: Pilot not compulsory but arrangeable at Master's 
request. Pilot boards about 1,200 metres from Miyako breakwater 
light 130 degrees. Master must radio vessel's Agent of ETA 24 hours 
in advance, becaue neither telegraphic address of pilot station nor 
VHF available. In bad weather, wait instructions from Agent. 
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ANCHORAGE: Quarantine anchorage located at 39° 37’ ¢ 
141° 59’ 35” E. outside breakwater and care should be taken ny 
foul fishing nets. 
RESTRICTIONS: Night entry and departure permitted subjey 
weather conditions. 
MAX. SIZE: Draft 9 metres and LOA 175 m., breadth no restrictip 
New pier “Fujiwara-futo” now under construction, draft 12 mg 
and LOA 240 m., breadth no restrictions. 
PRATIQUE: Radio Agent for free pratique not less than 12 hy 
and not more than 36 hours before arrival, advising full detaij. 
vessel and health condition on board. When free pratique is gray 
by radio, vessel will be required to submit the following docums 
to Quarantine officers on arrival: 

Maritime declaration of Health. 

Crew List. 

Passenger List. 
The following vessels will not be able to get radio pratique: A vey 
that has been in contact with an infected area or a suspeg 
infectious disease, within 15 days of arrival. If crew or Passeng 
on board do not possess valid Smallpox Vaccination Certifica 
If a vessel! does not possess a valid Derat or Derat Exempy 
Certificate. 
RADIO: Recommended Master communicates with Agent throy 
Choshi radio or Nagasaki radio which cover all ports in Jap 
West-bound vessel via Choshi radio and North-bound via Nagay 
radio. 
TUGS: Normally join vessel on passage from anchorage. Ty 
line used. Yokohama Maru 1,800 h.p. If Pilot requires 2 tugs, ones 
available from Kamaishi. 
BERTHING: No specific requirements. Pilot boarding time wil| 
notified by ship's Agent mainly by radio. 


No. of 
Berth Max. LOA Max. draft wharf Max. dw 
m. m. 

Desaki wharf 214 73 2 3,00 
3 i 175 9-0 1 10,000 

Lumber port buoy 8:0 1 
Fujiwara wharf 260 15 2 5,000 
240 12:0 1 40,000 


STEVEDORES: At least 24 hours prior notice excluding Suns 
and holidays required in order for Agent to arrange stevedon 
Vessel must constantly keep her Agent advised of ETA. If sty 
dores cannot commence loading/unloading at time notified byt 
Agent, the orderers must pay for waiting time. If cargo gears 
rigged on berthing, stevedores will do same for ship's crew; 
additional cost. Overtime surcharges 1700-1900 hours 50% addition 
of basic stevedorage; 2100-0500 hours next morning 130% addition 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: No facilities. 

DENSITY: Average 1019. , 

FRESH WATER: Available from wharf about 50 tons per ha 
but no water barge. In case vessel urgently requires water 
anchorage, tug-boat arrangeable for this purpose. 

FUEL: Domestic diesel oil. No bonded fuel oil. All grades of bon# 
bunkers are stocked in Tokyo Bay, Ise Bay, Osaka Bay and Kann 
Port. At all other ports bunkers will be lightered from the neat 
bunker stock ports at maximum 7 days prior notice. 
DEVELOPMENT: New berth named “Fujiwara Pier" une 
construction. 

GANGWAY/DECK WATCHMEN: Not especially required unt 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out open 
and closing hatches. Cost per hour per gang depends on type! 
cargoes. If any time lost by ship’s crew doing this work, steveddt 
charge ship for waiting. Recommended request stevedores fort 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register, Valid Cargo Gear Certificet 
sometimes required by stevedores when cargo gear maintenalé 
appears to be poor. 

CUSTOMS ALLOWANCE: 60 cigarettes to take ashore bul! 
spirits. 

CONSULS: None. 

REPAIRS: Minor deck and engine repairs available. 

DRY DOCKS: None. 

REPATRIATION: Possible. 

AIRPORT: Hanamaki Airport distant about 150 km. from Mij@ 
(2:5 hours by car). One flight between Hanamaki/Tokyo Monde 
Thursday/Friday and Saturday and two flights Tuesday/Wednes# 
and Sunday by Toa Domestic Air Lines (TDA). 

TIME: GMT plus 9 hours. No alterations made to clocks during y# 
POLICE/AMBULANCE/FIRE: Police 2-5011 (Headquarters) ® 
2-6037 (Water Police Station); Ambulance 119; Fire 119. 
TELEPHONES: No facilities for placing telephones on board. 
SERVICES: Surveyor, Tally, Hold cleaning, Tank cleaning, 
GENERAL: Discharging ex-gearless vessel at wharf unavaila 
because no shore crane for discharge. . 
SHORE LEAVE: Local Immigration Office issues shore pass oe 
for only 3 days; 3 days extension possible if ship stays longé 
If vessel advises longer stay in port on arrival, Immigration can iss 
shore pass for 9 days. 

AUTHORITY: Miyako Port Management Office, 4-8 Rinko-<® 
Miyako-shi, lwate-pref., Japan. Tel. (01936) 2-1471. 


AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo. Abeki Shot 
210-go, 1-1, Hamacho, Kamaishi. 
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yiZUSHIMA : 34.31 N. 133.444 E. 


CUMENTS : 

ip's Register. 

a Port Clearance. 

3 Crew Lists including Passport Nos. 
3 Passenger Lists. 


es List. ‘ Pr 
1 reclaration of Crew's Baggage, i.e. tobacco, wine/spirits, 


camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). : 
Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. 
Therefore ship's Agent should be provided with necessary informa- 
tion about details of cargoes in advance. 


PILOTAGE: (a) Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in view of 
reat number of islands causing navigational hazards. Pilots obtained 

om one of three pilot stations dependent upon vessels last port of 
departure and at Master's discretion. Pilotage available throughout 
94 hours and 72 hours advance notice preferred, thereafter advising 
any alterations. Most Inland Sea pilots also act as harbour pilots up 
to berth or anchorage at destination. Note: No VHF communication 
available with Inland Sea pilot stations. 

{, Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits). Position 34° 38° N. 135° 11’ E. Telegraphic address ‘Anjin 

be”. 

« Sekisaki, 3 miles South of Sekisaki lighthouse (vessels tran- 
sitting Bungo channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki"'. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot-station. 

3, Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
93° 56’ 24" N. 181° 03’ 12 ” E. 

(b) Vessels over 50,000 dwt or of draft of more than 12:5 metres 
are unable to pass through Kurushima Strait and required to transit 
Wadamisaki. 

There are very narrow and crooked channels, such as the Kuru- 
shima Strait, maximum tidal current amounting to 10 knots; the Bisan 
Strait maximum tidal current amounting to 4 knots, and the Akashi 
Strait, maximum tidal current amounting to 6 knots. 

(c) Harbour pilot: Pilots of the Inland Sea Pilots Associations are 

also employed for this pilotage if required, and Pilot boards at 
Mizushima quarantine anchorage (34° 26’ 30” N. 133° 34’ 30” E. 
approximate centre position of quarantine area). However, if an 
Inland Sea pilot is employed at the above-mentioned pilot stations, 
the same Pilot acts for harbour pilotage. 
ANCHORAGES: Anchorages available for small size vessels only, 
and not for large vessels. In case of large vessels waiting for berth- 
ing, these vessels shall wait at Quarantine anchorage, at around 
Nabeshima, at nearby Sakatewan or off Kobe. 

Around 'Q" Anchorage Depth 15-18 metres 

Around Nabeshima » 32-40 metres (temporarily 

suspended.) 

Nearby Sakatewan » 932-41 metres 

ff Kobe » 43-47 metres 


RESTRICTIONS: (a) Entering and departing from port shall be in 
accordance with instructions to be given by Signal Station. 

(0) No restriction imposed upon entering or leaving port during 
night time, nevertheless such movements are next to impossible in 
consideration of the nature of the structures of the port. In addition 
Pilots refuse to board during night-time. 

(c) Super-sized vessels, unable enter except at high tide. 


fr should be consulted in advance for draft exceeding 14-80 
metres, 


BERTHING: Max. size: 
Max. Max. safe 
Max. Dwt LOA draft 
Coal, Iron Ore and Scrap 
Pee Seitetsu 
erth = 215 metr 
35,000 ee 


Discharging 
Facilities 


Discharge rate per 
hour/gang or unit 


at high tide Ship's gear only 

12:0 m. 

Band C berths = 300 metres 
,000 150m.x2 90m. 


Scrap 20 tons 
Pig iron 30 tons 


Crane 6 tons x2 Scrap 30 tons 


Ship's gear Pig iron 40 tons 
(8) Kawasaki Stee! 
C Berth ‘ee! Corp , Mizushima Works 
$5,000 445m. 1.0m. —-28 Ths. Crane x2 
I 22 Tns. Crane x1 
uahashi-gawa Berth 
00 250 m. 11.0 m. 30 Tns. Crane x 2 
pterth = 400 m. 
1000 Nolimit 11-0 m. Ship's gear Scrap 15 tons 
Shore crane Pig iron 25 tons 
16 tons x1 
17 tons x1 
Eberth = 976 m. 
0 m.~656 
a ag Nolimit 1480m. — Unloader 
me m. 1,500 tonsx3 Coal 30,000 tons 
" Nolimit 14:80 m. = Iron ore 40,000 
at high tide tons 


JAPAN 
Max. Max. safe Discharging Discharge rate per 
Max, dwt LOA draft facilities hour/gang or unit 
Grain 


(A) Nishi Nihon Grain Centre Mizushima Works 
Nishinihon Wharf (Dolphin) 
230 m. 


60,000 12:0 m. Pneumatic 400 tons per unit 
unloader x2 
(B) Nishi-Futo 
(i) 1 berth 
25,000 180 m. 10:0 m. Ship's gear Wheat 80 tons 
Soybean 70 tons 
(i} 2 berth 
15,000 130 m. 9-0 m. Ship's gear Wheat 80 tons 
Soybean70 tons 
(C) Seto Futo Co. Ltd. 
Seto Futo 
55,000 Nolimit 140m. Pneumatic 400 tons per unit 
unloader x1 
Level luffing 500 tons per unit 
crane x2 
Silo capacity 
21,000 tons 
Oil 


(A) Mitsubishi Oil Co. Ltd., Mizushima Refinery 
(i) 5 Pier (Dolphin) 


40,000 (g/t) Nolimit 12:3 Crude oil 12 in.x2 5,000 tons 
Fuel oil 12in.x2 1,000 tons 
Diesel oil6in.x1 800 tons 
(li) 6 Pier (Dolphin) at high tide 15 m. (170,000 dwt) 
70,000 (g/t) No limit 15 m. Crude oil12in.x3 7,000 tons 
Fuel oil 8 in. x1 400 tons 
(B) Nippon Mining Co. Ltd., Mizushima Refinery 
(I) 1 Pier (Dolphin) 
40,000 (g/t) Nolimit 125m. Crude oil 12in.x2 5,000 tons 
Fuel oil 12in.x2 1,000 tons 
Diesel oil 6 in.x1 800 tons 
(1)) 2 Pier (Dolphin) at high tide 15 m. (170,000 dwt) 
70,000 (g/t) No limit 15 m. Crude oil12in.x4 7,000 tons 
(C) Asahi Kasei K.K. Mizushima Works 
C-8 Pier (Dolphin) 
10,000 (g/t) Nolimit 83m. Chemical 100/200 tons 
(vapour line 
4in. x1) 
(cargo line 
6 in. 1) 


PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days fo arrival. 

If a vessel has on board any case, or any suspected case, of 
infectious disease within 15 days of arrival. 

If crew or passengers on board do not possess valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 


RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. 
If specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Tugs normally join the vessel at the Quarantine anchorage 
area. Usually tug’s lines used free of charge. 

TANKERS: See “‘Berthing”. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-2100 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Entrance channel Summer av. 1020, Winter av. 1023. 
Harbour channel Summer av. 1019, Winter av. 1025. 

FRESH WATER: Available at berth, ex-pipe-line. Average delivery 
rate 20 k/t/hour. Water barges available, sent from Onomichi. 
Delivery rate approximately 50 k/tons per hour. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ise Bay, Osaka Bay, and Kanmon Port. At all other ports bunkers will 
be lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. All grades available by pipeline at Refinery berths. 
FIRE PRECAUTIONS: (a) Whenever necessary to repair vessel, 
the rule of ‘Strictly and Completely No Fire” is to be observed. 
(b) To keep sufficiently powered tugboat alongside vessel at all 
times when engine is under repair. (c) A written pledge to be sub- 
mitted to Oil Company, promising to take full responsibility and to 
pay full indemnity by ship’s Owners (in case of repairing vessel) if 
any accident has occurred by fault of the vessel. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship’s crew doing this work, stevedores 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: No consul available, but marine note of protest can be 
attested by the local notary public. 
REPAIRS: All types of deck and engine repairs possible by Mitsui 
Shipbuilding and Engineering Co. Ltd., Tamano Works. Minor 
repairs possible by Nojima Senpaku Co. Ltd., Mizushima Works, 
Sonkyo Nainenki Seisakusho Co. 
DRY DOCKS: No dry docks at Mizushima, but Mitsui Shipbuilding 
and Engineering Co. Ltd. Tamano Dock is the nearest from Mizu- 
shima, distance ap proximately 20 miles and navigation about 2 hours. 
Mitsui Shipbuilding and Engineering Co. Ltd., Tamano Dock 

(a) Dimensions of largest dry dock No. 3 D. Dock (length 672 ft. x 
width 103 ft. 3 in. x depth 32 ft). (6) Number of small docks: 2. 
AIRPORT: Okayama airport is the nearest from Mizushima, 
distance approximately 40 km. and takes about 40 minutes by car. 
Only domestic regular airlines available. 3 flights to Tokyo, daily. 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Fire 
119. 
TELEPHONES: No telephone installation service on board. 
SHORE LEAVE: Local Immigration offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
SERVICES: All navigational apparatus can be served, as requested, 
but technicians are to be sent from Kobe. 
REGULATIONS: Quarantine anchorage is outside harbour limits 
therefore (i) no persons allowed ashore from this anchorage, (ii) No 
supplies permitted to vessels and, (iii) No Agency services available. 
AUTHORITY : Okayama-Kencho, 81-1, Uchisange, Okayama City. 


AGENT: Sub-agent of Dodwell & Co., Tokyo. Naigai Unyu Co. Ltd., 
2, 1-chome, Kaigan-Dori Mizushima, Kurashiki-Shi. Cables Naigai 
Kurashikimizushima. Tel. Kurashiki (0864) 44-5211. 


MOJI (Kitakyushu): 33.54 N. 130.58 E. 
(See Kanmon-Ko) 


DOCUMENTS: When shiparrives direct from foreign port, customs 
officials will board vessel for search. Following documents to be 
submitted: 

Crew List. 

Passenger List. 

Store List. 

Manifest of crew personal effects (must be signed by individual 

crew member). 

Arms and ammunition list. 

Narcotics List. 

List of ports of call on current voyage. 

Discharging Cargo Manifest. 

Through Cargo Manifest. 

Declaration inward/outward (Form No. C2000). 

The following will be checked on board: 

Ship's Registry. 

Last Port Clearance. 

When ship comes from Japanese port, Customs Officials will not 
attend on board, except special case. Master or Agent to attend 
Custom House for entry formalities with following documents: 

Discharging Cargo Manifest. 

Through Cargo Manifest. 

Declaration inward/outward. 

Ship's Registry. 

Last Port Clearance. 

Documents entrusted with the Master by Customs at previous port. 
On ship's departure, clearance issued by Customs, after confirming 
payed of tonnage dues. 

ILOTAGE: (1) Harbour pilotage compulsory for entry and depart- 
ure, but not when vessel passing through Straits. Pilots embark 
East-bound vessels at Mutsure Quarantine Anchorage position half 
mile East Mutsure L.H. 33° 58’ 15” N. 130° 53’ 43” E. and West-bound 
vessels at Hesaki Quarantine Anchorage position 125 degrees, 
1,500 metres from Hesaki L.H. 33° 56’ 24” N. 131° 03’ 12” E. Two Pilots 
embark vessels exceeding 30,000 gross tons for entry and departure 
charging double pilotage. 

(2) Sea pilotage: Vessels approaching from East can obtain Pilots 
by radio request made at least 24 hours in advance. Pilot embarks 
at position 3 miles South from Sekisaki L.H. 33° 13’ 00” N. 131° 54’ 00” E. 

(3) Pilots should be kept closely advised of vessel's accurate ETA 
at pilot station. If any change in vessel's movements, Master re- 
quested to immediately communicate by radio or VHF to pilot offices 
directly or through Agent reporting revised ETA. Cable addresses 
of pilot offices are: Harbour pilot “Kanmonpilot Moji”, Inland Sea 
Pilot “Anjin Moji". 

(4) VHF: Vessels keep in direct contact with port authorities with 
regard to arrival, berthing instructions and Pilot's requirements 
through VHF as follows: 

(a) Call sign: Kitakyushu Port Radio (or Shimonoseki Port radio). 

(6) Location of Radio facilities: Transmitting and receiving station 

located at the top of Mt. Hinoyama, Shimonoseki. 

(c) Type of wave: Channel: Simplex 16 (calling, responding); 

Simplex 12 (communicating); Simplex 14 (communicating); 
Duplex 20 (communicating). Output 50 W. 
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(d) Operating hours: 0000-2400 hrs. 

(e) Communicating range: within a radius of 50 miles fromy 
Hinoyama Station. 

(f) Communicating language: Japanese/English. 


ANCHORAGE: 
Depth Capacity (g/t) 
Tanoura 9-1 m. 20,000 tons x 2 

(No. 2 anchorage: 83 degrees from Mojisaki light buoy, 1,770» 

(No. 3 anchorage: 80 degrees from Mojisaki light buoy, 2,30), 
WIND, TIDE: Easterly winds prevail in warm seasons, N 
westerly winds prevail in winter season. Dense fog frequently », 
vails in spring and autumn. 

Tidal range 3:07 metres. Current near entrance of port m 

Westward at flood and Eastward at ebb. Speed of current in vic 
of narrowest section of Straits sometimes reaches 7-8 knots, 
stream of port, it is about 3-5 knots. 
RESTRICTIONS: (a) Berthing: During day-time only. Swift iy 
current prevails at buoy berths necessitating strong moorings, » 
in accordance with harbour rules, ships moor with anchor cha 
to buoy. Requisite chain preparations should be completed bely 
ship leaving pilot station. Occasionally large vessels drawing dm 
draft made to await high water and/or suitable current to be 
alongside wharves. 

(6) Departure: with adequate notice, no restrictions from ancy 
age and/or buoys. Night departure from wharves generally pp 
ticable, except when Pilot disagrees to ship-out; this will dep» 
upon conditions of weather, tide, etc. 

(c) Tug assistance may be required at Pilot's discretion for |i, 
vessel mooring to and/or unmooring from buoy, depending up 
efficiency of engine and conditions of weather, tidal current, etc, 

(d) Maximum draft to enter and passing through Kanmon Ste 
limited to 10 metres. 

MAX. SIZE: (Also see ‘‘Tankers"’). 


Permissible 
draft and 
length 
Name of berth Length Depth overal/ Capacity 
m. m. m. g.t 
Moji Wharf (public) 
No. 1 (No. 1-2) 450 87 85 15,000 
2 8-1 8-0 15,000 
3 (No. 3-7) 877 93 93 15,000 
4 9:3 9:3 15,000 
5 91 90 15,000 1 x crane for 
graln cargo 
6 93 9:3 15,000 
7 91 90 15,000 
8 (No. 8-9) 390 9-2 12,000 
9 9-2 12,000 
10 220 | 9-0 9,000 
11 195 9-0 90 
(180) 
12 (No. 12-13) 345 86 85 15,000 2 x pneumatk 
suckers 
13 9-4 93 15,000 2 x pneumatk 
suckers 
Moji Buoy 
No. 1 10-1 9-6 15,000 
2 10-1 96 15,000 
3 94 9:3 15,000 
4 96 9-0 15,000 
5 os ome ei 
6 (160) 13-0 10:0 15,000 
7 (160) 13-0 10-0 15,000 
8 97 9-0 15,000 
Only usable 
9 95 93 10,000 } when tidal 
10 9-5 93 10,000 } currentis 
under 5 kn 
Tanoura Wharf 
No. : bd ed @! Banana centre 
; va 9 rte Container berth 
5 170-4 79 10,000 
6 1703 79 10,000 
7 181-1 9-0 9-0 10,000 
8 185 9-0 90 10,000 
Tanoura Anchorage 
No. 2 and 3 91 91 20,000 
Tanoura Buoy No. 1 91 91 
Tanoura Oil Berth (dolphin) 
(Mitsui Bussan and 
M-lida Wharf) 91 9-1 33,000 


Tachinoura Wharf (public). Approximately 7 berths with depth’ 
water between 10 and 12 m. now under construction and are expec 
to be ready for use towards end of 1974. 
PRATIQUE: Radio Agent for free pratique not less than 12 how 
and not more than 36 hours before arrival, advising full details® 
vessel and health conditions on board. When free pratique is gran® 
by radio vessel will be required to submit the following documents? 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or as# 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected case 
infectious disease, within 15 days of arrival. 

If crew or passengers on board do not possess Valid Smallp® 
Vaccination Certificates. 
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if a vessel does not possess a valid Derat or Derat Exemption 
Certifouarantine Station at Western entrance: Half mile East from 
yisure lighthouse 33° 58’ 15” N., 130° 53° 43° E. 

(0) Quarantine station at Eastern entrance: 125 degrees, 1,500 
atres from Hesaki lighthouse 33° 56’ 24” N., 131° 30’ 12” E. 
. ) Quarantine inspection not allowed inside port except when 
Life or other special reasons prevent quarantine boat from 
a roaching ship at anchorage. ; Pw i 
“ "Q" flag should be hoisted until ship is in free pratique. 
e) Vessels exceeding 20,000 gross tonnage may undergo quaran- 
on application when they berth inside port. _ 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. 
i specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. pas A 
TUGS: Normally join vessel at adequate position in judgment of 
pilot and tug for mooring. In operation, tug’s line to be used for 
mooring and unmooring without any charge. ‘ ‘ ; 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. ; 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Average 
loading/discharging: 


Bulk cargo: Coal 50 tons per hr./gang/hatch (dis.) 
Iron ore 45-50 ,, f, OaPray Poe ended 
Grain 50 ” ” / ” | ” (dis.) 
Baled cargo: Cement 50. ae ee] Fh 8 Goad!) 
Fertilisers 40. ij, ne Keep Feoad.) 
Grain 30-60 i, PPE PH eT) 
General AOI OY Se ft MRA) 
Steel cargo: Under 20 ft. 
long! BBBICH P60, ruyo sory eapugtiad) 
Over 20 ft. 15-20 ,, Pepe ji atead) 
Scrap steel: Pressed 200 5 ee EO EAs) 
Ordinary 10 ,, w tow fw (dis.) 
Bulky and 
awkward 5 iy » [ou tow (dis. 
Lumber/logs: Lumber 15-20 ,, ey fate OPO CaS.) 
Logs 30, ag a (dis.) 


2 shifts: 0800 to 1700 hrs. and 1800 to 0500 hrs. Normal working 
hours 0800 to 1700 hrs. Overtime work is possible by applying to 
Customs. No work can be arranged on 31st December and during 
New Year holidays (1st to 3rd Jan.). No work on 1st and 3rd Sunday 
of each month. 

MEDICAL: No advance notice required unless urgent. 

TANKERS: No slop discharge facilities. Mobil Oil berth situated 
at Okubo, near Tanoura. At vicinity of berth, the current runs towards 
West nearly all the time. Maximum rate of current 3 knots. Vessels 
berthed during period that tide sets to West, in day-time only. 
Mooring berth consists of one oil pier (length 80 m. width 5 m.) and 
two dolphins. Two 10-in pipes connected to vessel; discharge 
efficiency 1,500 tons per hour. 

Maximum size of vessel which can be accommodated at this berth 
's 33,000 tons dw on 9-1 metres draft. 

FRESH WATER: Good fresh water supplied from water barges to 
vessels lying at buoys and/or anchorage; from hydrants to those 
alongside wharves. The rate of delivery per hour is 20-40 tons from 
hydrant and 50 tons from barge. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
\se Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will 
belightered from the nearest bunker stock ports at maximum 7 days 
Prior notice, 

Bonded bunker oil is supplied by oil barges. The rate of delivery: 
8-100 tons per hour. 


J Required 
Suppliers Delivery agents Installation notice 
days 
Shell Sekiyu K.K, Uyeno Unyu Shimonoseki 1 
Esso Oil Co. General Bussan Mutsure 1 
ih Sakai 4 

Mobil Oil Co. Nisshin Tanker Kokura/Moji 1 
¢ ; Oita 2-3 
altex Oil Co, Shimazu Kaiun Shimonoseki 1 
Pn cud Kudamatsu 2 

itsubishi Shoji Nisshin Tanker Mutsure 1 

Kaisha Asahi Tanker Iwakuni 3 
CI Tsurumi Yuso Kanokawa 3 
lth & Co, Asahi Tanker Matsuyama 3 
Ni Chikko Kogyo Mizushima 3 
'ssho Co, Nisshin Tanker Mutsure 1 
Mitsui Tsurumi Yuso Matsuyama 3 
Hin 6° Chikko Kogyo _— Oita 2-3 
em Mining Co. Nippon Tanker Mizushima 3 
ee & Co, Nagai Kaiun Tokuyama 2 

kan? Shoji Asahi Tanker 

aisha 
arubeni-lida Co, 
ete Nagai Kaiun Kokura 1 
sho Co, Asahi Tanker Tokuyama 2 


SANGWAY/DECK WATCHMEN: Not specially required unless 
®ngers or valuable cargo on board. 
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OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship’s crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 

CONSULS: Honorary British Consulate concurrent with Honorary 
Swedish Consulate. 

REPAIRS: Mitsubishi Heavy Industries, Ltd. Shimonoseki; Sasebo 
Heavy Industries Co., Ltd. Moji; Kitakyushu Iron Works, Tobata. 
DRY DOCKS: Refer “Shimonoseki". 

REPATRIATION: Possible. 

AIRPORT: Distance to Kitakyushu airport: 30 minutes by taxi and 
to Fukuoka airport; 2 hours by train and taxi. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police station (tel. 110) and Fire/ 
Ambulance (tel. 119). 

TELEPHONE: Telephone placed on board. 

SERVICES: All services available including hold cleaning and 
grain fitting. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days; but 3 days extension possible if ship stays longer. 
Immigration Officials board vessel on her arrival in port to examine 
passports, discharge books and/or other equivalent travel docu- 
ments and provide 72-hour landing passes for crew members and 
passengers. One copy each of crew list and passenger list are 
required by them. Providing ship's Agent with a crew list beforehand 
will be a great help in expediting immigration business on ship's 
arrival. When ship stays in port more than 72 hours, the landing 
passes may be extended every 72 hours on application. In the event 
that crew members, without entry visas, are to be landed for repatria- 
tion or transfer, Immigration will not permit their landing unless 
passage, by either sea or air, ensuring the prompt departure from 
Japan (within 72 hours) of these men have been booked, or unless 
the ships to which they are to be transferred, arrive in Japan within 
5 days. 

AUTHORITY : Kita-Kyushu Port Authority. 


AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo. Holme Ringer & 
Co. Ltd., PO Box 72, 9-9, Minato-merchi, Moji-Ku, Kitakyushu. 
Tel. Moji (093) 331-1311. Telegraphic “Ringer Moji’. 


MURORAN: 42.20 N. 140.58 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare 2 Inward/Outward Declarations, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Arranged by Agent subject receipt of ETA advice at 
least 24 hours prior arrival. Pilot boards vessel about one mile outside 
breakwater. 

ANCHORAGE: Outside harbour limits: Subject notice having been 
given to Authorities prior arrival. Inside harbour limits: Permitted in 
any part. 

MAX. SIZE: Ore carriers, length 300 metres, draft 16 metres. Oil 
tankers, draft 10-8 metres. Channel depth 40 ft. Depth at Refinery 
berth 35-5 ft. 

PRATIQUE: See “Hakodate.” 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. 
If specifically West bound vessel to Choshi, and North bound to 
Nagasaki Radio respectively. 

TUGS: Six tugs, up to 2,000 h.p. Usually meet vessel near Inner 
Harbour breakwater. 10% additional charge if tug's lines used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

Nippon Petroleum Wharf depth 11:0 metres 


Motowanishi Wharf i OS Pers 
Nippon Steel Wharves a O-Qirrey 
Nippon Steel (iron ore) + SISO Me, 
Nittsu Pier a 9-045, 
Centre Pier + 90 
West Pier a 90 ~~, 
Nikko Pier 8-0 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


MEDICAL: No advance notice required unless urgent. Hospital 
facilities available. 
TANKERS: See “Max. Size’. N.P.R.C. Muroran Refinery. Dis- 
charge berth. About 25%, of deadweight required in ballast. 
DENSITY/TIDE: Denisity 1025. Rise and fall of tide about 4 ft. 
FRESH WATER: Delivery at piers: Average rate about 40 tons/ 
hour. Delivery by barge: Rate about 60 tons/hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ilse Bay, Osaka Bay, and Kanmon Port. At all other ports bunkers 
will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
assengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this work 
unless crew can complete it before berthing. 


CERTIFICATES: Ship's Register to show Customs inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Only minor repairs available, but Hakodate dockyard 
able undertake all grades repairs. 

AIRPORT: Domestic flights only from Chitose Airport - 100 km. 
from Muroran. 

TIME: GMT plus 9 hours. Permanent. 

POLICE/FIRE: Po'ice Muroran 2-5191; Fire Muroran 2-2111. 
TELEPHONES: May only be connected on board at No. 2-2 West 
Pier. 

SHORE LEAVE: Local Immigration offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Bureau. 


AGENT: Sub-agents of Dodwell & Co., Tokyo. Narasaki Sangyo 
Co. Ltd. 3-3-2, Kaigan-Cho, Muroran. Tel. Muroran (0143) 2-1171. 
Telegraphic “Narasaki Muroran”. 


NAGASAKI: 32.45 N. 129.52 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be piovided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Not compulsory, but necessary unless Master well 
acquainted with locality. Pilot embarks in vicinity of loshima light- 
house, lat. 32° 43’ 20” N., 129° 46’ 43” E. Pilot available any time, subject 
to adequate notice (no VHF system). All communication with Pilot 
through Agent. Pilot boat carries International signals. ‘‘G" flag in 
day-time and ‘‘Morse” signals at night to call Pilot. In event bad 
weather Pilot boards at anchorage off Megami. 

ANCHORAGE: Megami anchorage located in Harbour Division 
No. 3 (within line between Kagenoo lighthouse and West end of 
Shirogashima) 60 ft. depth and capacity of 3 vessels of 20,000 dwt. 
Safe anchorage. 

RESTRICTIONS: Berthing: During day-time only, except for 
emergency purposes. Entering into anchorage at Megami is generally 
permitted during day-time only except with Harbour Master's permit. 
Departure: No restriction from buoy or wharf with adequate notice, 
but no night departure from Oil Terminal. 

MAX. SIZE: Max. permissible length 1,200 ft., breadth 120 ft., 
draft 15-0 metres. 

PRATIQUE: See “Moji.” 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. 
If specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Tugs normally join vessel at anchorage for swinging and/or 
at berth for assisting vessel. Tugs arrangeable at outer harbour at 
vessel's special request. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unioading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 
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MEDICAL: No advance notice required unless urgent. 
TANKERS: 

Diameter of 
Oil installation discharge line 


Max. permitted dry 
Nippon Oil (Kogakura) 10 in. 


15 metres 


Hayashikane Oil (Doinokubi) 8 in. 10-15 metres 
Mobil Oil (Kibachi) 8 in. 11 metres 
Idemitsu (Kibachi) 8 in. 11 metres 
General Sekiyu (Ohtao) Bin 15 metres 


A slop discharge station operated by Nishi Nippon Tanker Sen 
located at lo-Jima with facilities for tankers up to 500,000 @ 
mooring to three 20-ton bollards. Receiving capacity 1,500 cy 
metres per hour. The tank cleaning facilities can accept ten vegy 
of 200,000 dwt. per month. 

DENSITY: 1.025. 

FRESH WATER: Capacity of water barges: 150 tons, 60 tons» 
34 tons. 3 barges in total. Rate of delivery: 100 tons per hour, 
FUEL: Available ex-barge only. All grades of bonded bunkers» 
stocked in Nagasaki. One day notice sufficient. 

FIRE PRECAUTIONS: No specific precautions. 
DEVELOPMENTS: A tanker berth suitable for up to 200,000 4 
expected to be in operation 1975. 

GANGWAY/DECK WATCHMEN: Not specially required une 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out open 
and closing hatches. If any time lost by ship's crew doing this we 
stevedores charge ship for waiting. Recommend request stevedo 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspeq 
ship's registered gross and nett tonnages. Valid Cargo Gear Ceri 
cates sometimes required by stevedores when cargo gear ma 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to @ 
ashore, but no spirits. 

CONSULS: 

French Consul Agency, tel. 23-1221 

Portuguese Honorary Consul Agency, tel. 26-2311 
REPAIRS: All types of repair can be carried out. 

DRY DOCKS: 


Length Width Depth Capacity (g.t) 
No.2 350 m. 56 m. 14m. 150,000 tons 
No.3 276m. 41 m. 9:3 m. 57,500 tons 
No.4 118-8 m. 19-1 m. 6-9 m. 4,000 tons 


REPATRIATION: Possible. 

AIRPORT: Distance 54 km. (centre of town to Omura airpor 
Time 1-5 hrs. by car. All Nippon Airway have regular daily sen¢ 
with 8 flights (Omura/Osaka/Tokyo) and vice versa. 

TIME: GMT plus 9. No alterations made to clocks during year. 

POLICE/AMBULANCE/FIRE: Police 22-2141; Ambulance 
22-3211 (Fire station). 

TELEPHONE: Shore telephone can be installed on board ves 
at Dejima wharf. Vessels at Mitsubishi Yards can communicate’ 
shipyards’ switchboard with town. 

SHORE LEAVE: Local Immigration Offices issue shore pass 
for only 3 days, but 3 days extension possible if ship stays longer 
AUTHORITY : Nagasaki-Kencho, 2-13, Edo-machi, Nagasaki ( 


AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo, Nagast 
Warehouse Co. Ltd., 2-13, Dejima-Machi, PO Box 6, Nagas# 
Tel. Nagasaki (0958) 24-1261. Telegraphic “Ringer Nagasaki". 


NAGOYA: 35.05N. 136.53 E. 


Situated at northern head of Ise Bay. Harbour protected by bree 
water 8,250 meters in length stretching from Chita peninsul! 
bank of Kiso River at opposite side of harbour. 
DOCUMENTS: (a) Quarantine (only when arriving from a fore 
port); 1 Maritime Declaration of Health, 1 Crew List, 1 Cargo Manifés 
1 List of Passengers (if any on board), Log Book and Registry sho 
be readily available. (6) Customs: 1 Declaration Inward/Outwe 
with ports of Call, 1 Ship's Registry, 1 Last Port Clearance, 1 St 
List including arms and narcotics, 2 Manifests of Cargo for # 
charge (prepared by Agents), 1 Manifest of Through Cargo, 1 C# 
List, 1 List of Passengers, 1 List of Crew's Baggage (only neces 
if crew-members have to land personal effects ashore). (c) Immig* 
tion: 1 Crew List, 1 Notification of Arrival, 1 Application for Shot 
passes, 1 List of Passengers, 1 Notification of Departure (to? 
returned through Agents after sailing). (¢) Harbour Master: 1 
List, 1 Declaration Inward/Outward with ports of Call. (e) Pé 
Authority: 1 Declaration Inward/Outward with ports of Call. 
PILOTAGE: Request Pilot and other services to JHY (Nag® 
Port Radio Station) at least 10 hours prior arrival on frequé® 
500 kc/s. JHY keeps watch also on 480 kc/s. Pilot station near Ne 
and No. 2 channel buoys at entrance of harbour channel. When ¥* 
over 15 m/sec. pilot boards inside High tide Breakwater. When * 
rough, Pilot taken on board east side of Kinjo Signal Station. P® 
not compulsory but desired. Pilot boat white painted with 
and red funnel and letters “Pilot” on hull. 

ANCHORAGE: The port boundary indicated by line connect 
Oono Lighthouse (34° 55’ 49” N., 136° 49’ 28” E.), Ise Bay Light Bet 
(34° 56’ 05” N., 136° 47’ 44” E.), southwest corner of Nagoya Hf 
tide Breakwater (35° 00’ 54” N., 136° 47’ 04” E.) and the base pone 
northwest of the same Breakwater (35° 1’ 54” N., 136° 46° 09 
Quarantine Anchorage, located outside High tide Breakwater off 
safe anchorage for vessels awaiting Pilot or quarantine § 
Depth this anchorage area ranges from 10 to 20 metres. Se@ 
silty clay. 


MAX. SIZE: Tankers: 34,000 dwt. Other vessels: 160,000 dwt. Draft: 
MIATIQUE: Radio Agent for free pratique not less than 12 hours 
not more than 36 hours before arrival, advising full details of 
and health conditions on board. When free pratique is granted 
sel will be required to submit the following documents to 
Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 


Passenger List. ! ; 
The following vessels will not be able to get radio pratique: 


A vessel that has been in contact with an infected area or a sus- 
ted infected area within 15 days of arrival. 

i a vessel has on board any case, or any suspected case, of 
infectious disease within 15 days of arrival. 

\f crew or passengers on board do not possess valid Smallpox 
Vaccination Certificates. . 

ita vessel does not possess a valid Derat or Derat Exemption 
Certificate. 


plo: 
pe (Nagoya Port Radio Station). Service area: 100 miles. Frequency: 


590 k/es. (also 480 kc/s.). Working frequency: 486 kc/s. e 
international VHF (Nagoya Port Radio). Service area: 36 miles. 
Frequency: Simplex working frequency Channel 12. Duplex working 
frequency Channel 16. i 

To be given prior arrival: Name; Capacity; draught and length; 
Port of departure; Last port; Time arrival outer port; Time passing 
Kamishima Signal Station; Grade of cargo; Grade of dangerous 
cargo (if any); Health of crew. 

TUGS: Usually join at point where vessel directs course toward 
allocated berth. Tug’s lines normally used without charge. 
MEDICAL: Hospitals conveniently located near port. 

BULK HANDLING FACILITIES: Kinjo Container Terminal has 
two berths with a depth of water 10-5 metres, overall berth length]Jof 
470 metres. Coal pier can accommodate ships up to 10,000 tons. 
Depth of water 9 metres. 

Nippon Steel Corp., has one berth for handling of iron ore with 
350-metre long wharf and a depth of water 14 metres, two berths for 
ore and/or coal with a 500-metre long wharf and a depth of 13 metres, 
one berth for scrap iron with 140-metre wharf and a depth of water 
13 metres. 

Grain handling facilities include Wharf No, 8, 173 metres long and 
10 metres deep. Tohama Wharf 135 metres long and 10 metres deep. 
Nisshin Wharf 150 metres long and 12 metres deep. Tokai Silo Wharf 
19 metres long and 14 metres deep. Toyo Grain Wharf 170 metres 
long and 13 metres deep. Chita Futo Wharf 160 metres long and 
12 metres deep. 

TANKERS: Seven oil tanker berths for up to 34,000 dwt tankers. 

Draft 10 metres. 

DENSITY : 1020. 

WATER: Water supplied direct from pier. 

FUEL: All grades fuel available. Notice 2 days in advance desired. 

Delivered by barge only. 

DEVELOPMENTS: Main Channel 14 metres deep and 300 metres 

wide will be enlarged to 17-5 metres deep and 350 metres wide. 

Secondary Channel 10 metres deep and 400 metres wide will be 

dredged to 12 metres deep and 300 metres wide. 

we area 9 metres deep at present will be deepened to 
metres, 

Kinjo Pier Development: 19 berths with 10 metres and 3 berths 
with 12 metres will be constructed. 

West-4 Section Container Terminal with projected four berths 
will be put into service with initial two berths in 1973. 

CONSULS: The following countries are represented in Nagoya: 

ah France, Great Britain, Korea, Mexico, Portugal, Sweden, 
ailand, 

SANGWAY/DECK WATCHMAN: Not compulsory but recom- 
ended, 

OPENING/CLOSING HATCHES: Normally carried out by crew. 

When stevedores do this work charges are made. 

pn ALLOWANCES: 200 cigarettes and 1 bottle spirits 
week, 

CREW IDENTIFICATION CARDS: Required. 

REPAIRS: All types repairs possible. Repairs by Ishikawajima- 

Harima Heavy Industries Co. Ltd., Nagoya Shipyard. 

ORYDOCKS: 1 Drydock. Ishikawajima-Harima Heavy Industries 

Co. Ltd., Nagoya Shipyard. Length 150 metres, width 20 metres, 

Seth 6:81 metres, capacity 10,500 g.r.t. 

AIRPORT: Nagoya Airport, 20 kilometers from Port. (Three JAL 

(pea Air Lines) flights weekly for Hong Kong.) 

ME: JST (Japan Standard Time), 9 hours ahead of GMT. 
HOLIDAYS: National Holidays - New Year's Day (Jan. 1st), 
D ults Day (Jan. 15th), Foundation Day (Feb. 11th), Vernal Equinox 
tH (Mar. 2ist), Emperor's Birthday (Apr. 29th), Constitution Day 
(Sat 3rd), Children's Day (May 5th), Respect for The Aged Day 
Bee 15th), Autumnal Equinox Day (Sept. 23rd), Health Promotion 

4y (Oct. 10th), Culture Day (Nov. 3rd), Labour Thanksgiving Day 
23rd). Cargo handling not arranged on December 3ist, 
PoLie, Ist, 2nd and 3rd, and July 20th (Maritime Day). 

119 CE/AMBULANCE/FIRE: Police 110, Ambulance 119, Fire 


TELEPHONES ; Telephone can be arranged on board ships 
4 ed at most wharves. For application call 652-7581. Telegram 
PO 2, Time 117, Weather 177. 

RT AUTHORITY: Nagoya Port Authority, Address: 7, 6- 


chome, Minatohonmachi, Minato-ku, Nagoya. Phone: 661-4111. 


JAPAN 


AGENT: Sub-agent of Dodwell & Co., Goya Kaiun Kaisha Ltd. 
344, Irifune 2-chome Minato-ku, Nagoya-shi Aichi-ken. Cable 
Address: “Shipgosah Nagoya”. Domestic Telex: 446-3113 
SPGOYO J. Telephone No.: (052) 651-5171. 


NAHA, Okinawa: 26.12 N. 127.40 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport numbers. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of crew baggage, i.e. tobacco, wines/spirits, camera, 

wrist-watch, radio, fire arms/swords, etc. (Only at first port of call 

in Japan.) 

Ship's Agent will prepare Inward/outward Declaration, 1 Cargo 
Manifest, Cargo Manifest in transit using specific forms. Therefore 
Ship's Agent should be provided with necessary information about 
details of cargoes in advance. 

PILOTAGE: Pilot services compulsory. Pilot boards in position 
26° 13’ 49” N. 127° 38’ 20” E. International Pilot signals used. 
RESTRICTIONS: Vessels entering Naha Port are controlled by 
the limiting depth in the entrance channel of 9-6 metres. 

MAX. SIZE: Length and beam not limited. Maximum draft 9 metres. 
HEALTH: At first port of call in Japan, vessel may obtain free pra- 
tique. Quarantine Officers will attend vessel only from daylight to 
sunset and Captain to show all Vaccination Cards and Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
zone within 10 days, Captain must advise crew and passengers’ 
health condition to Quarantine Officer through Ship's Agent, prior 
to arrival and close all soil pipes before entering port. 

RADIO: Recommended communicate with Agent through Choshi 
Radio or Nagasaki Radio, which cover all ports in Japan. If specifi- 
cally West-bound vessel to Choshi, and North-bound to Nagasaki 
Radio, respectively. 

TUGS: Two U.S. Army tugs of 1,530 h.p. and 1,200 h.p. One harbour 
tug of 750 h.p. available. 


BERTHING: 
Berth Length Depth 
North Side 
A 33-5 m. 45m. 
B 1525 m. 45m. 
D 121:5m. 45m. (Tanker & barge bunkering) 
F 198-0 m. 7:5 m. (Gen. cargo/black oil) 
G 1930 m. 85m. (Gen. cargo/black oil) 
| 685m. 90m. 
South Side 
No. 1 1750 m. 95m. 
No. 2 1525 m. 95m. 
No. 3 1525 m. 95m. 
No. 4 1525 m. 90m. 
No. 5 1525 m. 95m. 
No. 6 1525m. 95m. 
No. 7 183-0 m. 9:5 m. 
No. 8 61:0 m. 
No.9 152°5 m. 
No. 10 1525 m. 44m. 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
MEDICAL: All medical and hospital facilities available. 
TANKERS: Two berths for tankers at North side of commercial 
port. 

Berth F—7-5 metres depth alongside 

Berth G—8-5 metres depth alongside 
FRESH WATER: Available at the berths at a rate of 20 tons per 
hour. 
FUEL: Fuel oi! no. 5 and diesel oil are available ex-wharf at a rate of 
2,000 bbls. per hour. 
OPENING/CLOSING HATCHES: Stevedores will carry out this 
work. Cost per gang according to type of cargo. Recommend steve- 
dores for this work unless crew can complete it before berthing. 
CUSTOMS ALLOWANCES: Each man allowed take 50 cigarettes 
ashore, but no spirits. 
REPAIRS: Facilities available for minor repairs. One 100 ton float- 
ing crane owned by U.S. Army. 
TIME: GMT plus 9 hours all year round. 
SHORE LEAVE: Local immigration office issues shore pass valid 
for three days, but extension possible if ship stays longer. 
AUTHORITY: Naha Trade & Commerce Bureau, 1 Miebashi-cho, 
1 chome, Naha City, Okinawa. Tel. 33-1121 or 2121. 


AGENT: Sub-agent for Dodwell & Co., Connell Bros. Company, 
Ltd., PO Box 57, Naha, Okinawa. Cable address ‘‘Seabsea Naha”. 
Telex J 79822. Telephone (0988) 57-0391-95. 


NAOETSU: 37.11 N. 138.14 E. 


DOCUMENTS: 
1 Inward Declaration of Vessel. 
1 Cargo Manifest. 
1 Through Cargo Manifest. 
1 List of Provisions and Stores. 
1 List of Tobacco and Personal Effects. 
7 Crew Lists (preferably airmailed in advance). 
2 Passenger Lists. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


PILOTAGE: Pilot embarks at quarantine anchorage to take vessel 
directly to berth during day-time. All transmitting and receiving 
through Niigata Radio Station (call sign JCF, Type of Wave: 438454) 
or Choshi Radio Station and/or Nagasaki Radio Station. Cable Agent 
one weeks notice of ETA and accurate ETA 24 hours before arrival, 
thereafter advising any change in arrival time. No pilot boat. Pilot 
uses tug-boat. 

ANCHORAGE: Half-circle drawn at a point of 37° 11’ 31” N., 
138° 13’ 59” E. (lighthouse) with radius 1,600 metres. Quarantine 
anchorage: circle 700 metres radius drawn from point 1,600 metres 
off lighthouse at 335 degrees. 

RESTRICTIONS: Berthing and unberthing day-time only. 

MAX. SIZE: LOA 160 m. draft 9:50 m. in summer, and 9-00 m. in 
winter. 

HEALTH: Pratique obtainable during day-time. Detailed informa- 
tion to be promptly given to Quarantine Authorities. Instruction from 
Authorities given by return. 

RADIO: Niigata Radio Station: JCF. Nagasaki Radio Station: JOS. 
Choshi Radio Station: JCS. 

VHF: Channel 16. 

TUG: Normally joins vessel at entrance of port. Ship's lines used. 
BERTHING: 

West Wharf, depth alongside 10-0 metres. 

Centre Pier ” - 7-5 to 10-0 metres. 

South Pier i % 5-0 to 6:0 metres. 
STEVEDORES: ETA, draft and hatch cargo quantities to be 
advised before arrival. Main bulk commodities: unloader crane (1) 
150 tons per hour; tower cranes (3) 120-130 tons per hour and 
equipment. 

MEDICAL: No notice required except in emergency, and attendance 
on Sundays/holidays. 

DENSITY : 1023-1025, 

FRESH WATER: Available from shore. 30 tons per hour. 

FUEL: Can be brought in coastal barge from Kanmon; 10 days 
advance notice. 

GANGWAY/DECK WATCHMEN: No professional watchmen 
available. 

OPENING/CLOSING HATCHES: Longshoremen if shipowner 
guarantees payment of operation charges. 

CUSTOMS ALLOWANCES: Tobacco: Each crew member 
allowed to retain for his private use 200 cigarettes, 50 cigars, 250 
grams of tobacco, etc. Wine/and/or Spirit: 1 bottle of liquor, to last 
one week. 

IDENTIFICATION CARD: 
required. 

CONSULS: Nil. 

REPAIRS: Minor repairs only. 
REPATRIATION: Necessary documents to be submitted to 
Immigration and Customs Authorities in Naoetsu. 

AIRPORT: Niigata. 24 hours by train. One flight per day to Tokyo. 
TIME: GMT plus 9 hours. Permanent. 

HOLIDAY: No work 31st December and 1st, 2nd and 3rd January. 
Subject to gang's on other holidays. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance/Fire 119. 
TELEPHONE: No facilities for placing telephones on board. 
GENERAL: During winter and bad weather, hire of nylon rope 
(100 mm.) desirable in order to avoid hull damage. Rope owned by 
Naoetsu Agency Association. Charge made for use. 

SERVICE: Technicians for repair and/or adjustment of radar or 
wireless despatched from Niigata or Tokyo. Hold and/or tank 
cleaning operations by shorehands available, however gangs are 
from Niigata. 

SHORE LEAVE: Crews allowed ashore within limit of Joetsu 
City. ' 

DELAYS: Due to port congestion. 

AUTHORITY : Port Administration Office. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Niligata Rinko 
Kairiku Unso K.K. Niigata, Jigyo Bldg. 4-40, 2-Chome, Minato-cho, 
Joetsu. Tel. Naoetsu (02554) 2-0417, 2-4207. Telegraphic “Rinko 
Naoetsu”. Telex 3252-468 Naoetsu Kaiun Unso. 


Passport and/or seaman book 


NAOSHIMA: 34.28 N. 133.58 E. 


RESTRICTIONS: Mitsubishi Naoshima Pier (Private) depth of 
approaches 14-20 m., length of berth 160 m., depth of alongside 
berth 9-5 m., maximum draft acceptable 9-5 m., maximum length 
acceptable 200 m., maximum width acceptable about 45 m. 

For other details see “UNO”. 


AGENTS: See “UNO”. 


NIIGATA: 37.54 N. 139.04 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 
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PILOTAGE: Pilot embarks at quarantine anchorage to take yey 
directly to berth during day-time. All transmitting and rece 
normally effected through Niigata Radio Station (call sign; y» 
Wave: 438454), or Choshi Radio Station and/or Nagasaki Ry 
Station. Radio ETA one weeks notice and accurate ETA at ly 
24 hrs. before arrival. Notify any changes to ETA. 
ANCHORAGE: Anchorage is a rectangle located North-wey 
lighthouse at West breakwater in a distance of 1,600 metres cove, 
an area of about 160,000 square metres. North 37° 57’ 375 
139° 04’ 00". Depth: 18-24 metres. Bottom: fine sand. 

Safe Anchoring: Warning and instructions have been given, 
Niigata Harbour Master to secure safety of vessels anchoring, 
Niigata Port especially in winter season, when the port is gr» 
affected by N.W. gale. 

1. Vessels anchoring outside the breakwater within the Har 
limit must maintain their positions Westside of N.W.N. line dia 
from Niigata Lighthouse (Fl. r. sec. 13 m. 12 m.) and must avoids 
vicinity of the mouth of the Shinano River or Showa Oil Co,'s& 
berth (which is connected with shore facilities by submerged pip. 

2. Vessels anchoring outside the breakwater must maintain 
positions at sea area at depth of water being 25 m. or more. Buts 
rule does not apply to vessels waiting for quarantine inspec) 
and/or Pilot. Vessels under 10,000 gross tons should also key 
sufficient distance from shore. 

3. Vessels over 10,000 gross tons with dangerous objects o, 
anchoring outside the breakwater must advise of their position, 
the Harbour Master by radio. 

4. Vessels anchoring outside the breakwater, operator must ly 
watch same as during navigation, unless they are equipped » 
radio (according to the governing law, vessel staying outside bry 
water is treated as navigating vessel even if she is within the harty 
limit). 

5. Vessels waiting at anchorage must keep watching wea) 
forecast. In case bad weather is reported, the necessary actip 
should be taken; namely, enforcement of officers on duty, confirm 
tion of ship's position, preparation for engine, making more anchy 
sheltering, etc. 

6. In case a vessel shelters from N.W. wind in winter, it iss 
gested that such vessel proceed to Sado Island and anchor; 
Morotsu Port, Akadomari Port, Sado Island South Coast or Se 
Channel. 

7. When approaching to the entrance of the port, a vessel is fea 
to be drawn too close to the East Breakwater or the shallows existi 
East of the port entrance by force of N.W. gale, N.E. current and ry 
flow. Therefore, vessel must enter from N.W.N. of Niigata Lig 
house, approaching from Quarantine Anchorage and change cow; 
as West Breakwater Lighthouse and Niigata Port Light Beacons 
seen in a line. It is dangerous for vessel to anchor at any areas f& 
of Shinano River. 

8. Prior to arrival, Japanese Charts No. 1155A, 122 and 11%) 

substitutes should be provided on board. Charts 1181, 1198 may! 
also needed. 
RESTRICTIONS: Berthing and unberthing day-time only, E& 
and/or departure at time authorised by Port Authority. Shine 
fairway from port entrance to Rinko wharves, depth 11 m. to 12m 
MAX. SIZE: 


Description LOA Breadth Draft 
Bulk Carrier 230 m. 32 m. 11-0 m. 
Oil Carrier 230 m. 32 m. 10:8 m. 


At tanker sealine, draft over 20 metres. Tidal range about He 
Speed of river flow 40 cm./sec. No influence on manoeuvring vest 
PRATIQUE: Radio Agent for free pratique not less than 12 hor 
and not more than 36 hours before arrival, advising full details! 
vessel and health conditions on board. When free pratique is gra” 
by radio vessel will be required to submit the following documents! 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or as 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected casé’ 
infectious disease within 15 days of arrival. 

lf crew or passengers on board do not possess valid Small 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemp’? 
Certificate. 

RADIO: Recommended Captain communicates with Agent throw 
Choshi Radio or Nagasaki Radio which cover all ports in Jat 
West bound vessel to Choshi, and North bound to Nagasaki 
respectively. (Also see ‘‘Pilotage”.) 

TUGS: Tugs normally join vessel at position of fairway. Tow" 
operations are done by ship's lines. 

BERTHING: No specific requirements. Pilot boarding time wil? 
notified by ship's Agent mainly by radio. 

Higashi: West Pier, depth alongside 12 metres. 
STEVEDORES: At least 24 hours prior notice excluding Sunde 
and holidays required in order for Agent to arrange steved 
Vessel must constantly keep her Agent advised of ETA. If ste 
dores cannot commence loading/unloading at time notified by Age 
the orderers must pay for waiting time. If cargo gears not rigged 
berthing, stevedores will do same for ship's crew at additi 
cost. Overtime surcharges 1700-1900 hours 50% additional of bee 
stevedorage; 2100-0500 hours next morning 130% additional; S# 
days/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 


: Slop (residues): No discharge facilities. 
TANKER S10? LOA (wharf) 


, Acceptable draft 
iption 
Des Dolphin 88:30 m. 10°50 m. 
Rinko “c" (Showa) 243-50 m. 10-80 m. 
Rinko “E" Dolphin (Showa) 165-00 m. 9-80 m. 
21-80 m. 


, uoy (Showa) 
Se gITY wb recite in Rinko wharves approx. 1006. Average in 
Municipal wharves approx. 1005. ° 
FRESH WATER: Available from all wharves. Cannot be supplied 
at anchorage during the winter season. 

FUEL: Seven days notice usually required. All grades of bonded 
punkers are stocked in Tokyo Bay, Ise Bay, Osaka Bay and Kanmon 
Port, At all other ports bunkers will be lightered from the nearest 
bunker stock ports at maximum 7 days prior notice. (Also see 
“Regulations”’.) 
oLVELOPMENTS: The reclamation of land for Niigata East Port 
will be completed in 1975. One public berth is ready for about 15,000 
dwt class vessel. One shore crane with about 570 M/T discharging 
capacity for ore in bulk per hour. ‘ : 
GANGWAY/DECK WATCHMEN: Not specially required unless 
assengers or valuable cargo on board. I 
OPENING/'CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost depending on type of cargoes. If any 
time lost by ship's crew doing this work, stevedores charge ship for 
waiting. Recommend request stevedores for this work unless crew 
can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore, but no spirits. 
CONSULS: None. 
DRY DOCKS: No facilities for ocean going vessel. 
REPATRIATION: Possible. 
AIRPORT: 5 kilometres. Round service Japan Domestic Air Line, 
TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAY: 22nd August. 
POLICE/AMBULANCE/FIRE: Water Police Station 44-2269; 
Ambulance Station 119; Fire Station 119; Main Police Station 110. 
TELEPHONES: No facilities for telephones on board available. 
SERVICES: Hold cleaning by longshoremen available. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
REGULATIONS: Oil carriers can receive bunker by oil barge and/or 
shore line except when discharging cargo. 
AUTHORITY: Port and Harbour Bureau. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Niigata Rinko 
Kairiku Unso K.K., 11-20, 2-Chome, Rinko-cho, Niigata. Tel. Niigata 
(0252) 74-5181. Domestic Telex 3122-310, Telegraphic ‘‘Rinko Kairiku 
Niigata”. 


NIHAMA: 33.58 N. 133.16 E. 


DOCUMENTS: No. of copies 
For Quarantine 

*1. Statement by Ship's Master 1 

*2. Crew List 1 

* 3. Passenger List (if any) 1 


*4. Yellow Cards for All 
"5. Derating Certificate 


For Immigration 
1. Declaration of Inward Vessel 1 
*2. Passport or Seamen's Book for All 
3. Crew List 
4. Application for Shore Pass. 1 


For Customs 

. Declaration of Inward Vessel 1 

* 2. Crew List 1 

* 3. List of Tobacco 1 

"4. List of Crew's Baggages 1 

"5. List of Ship's Stores 1 
1 
1 
1 


-_ 


7 8. Cargo Manifest (Discharging) 
e 1. Cargo Manifest (Through) 
8. Certificate of Ship's Registry 
For Harbour Master 


1. Declaration of Inward Vessel 1 

2. Crew List. 1 
For Harbour Office 

1. Declaration of Inward Vessel 1 


1. Master to telegraph ETA and Crew's Health Condition directly 
to Quarantine Niihima before arrival. 

of To be prepared by Master before arrival. Others to be made up 
q Agent with assistance of Master on arrival. 

. LOTAGE: Iniand Sea Pilotage should preferably be arranged 
fough Agent by cable via Nagasaki Radio giving 72 hours notice. 
‘gent correction of ETA outside business hours should be cabled 
rect to Pilot Station. Inland Sea Pilot Association covers all Inland 
#4 ports. Pilotage not compulsory but recommended in view of 

pte Number of islands causing navigational hazards. Pilots 

tens from one of three pilot stations dependent upon vessels 
ohh of departure and at Master's discretion. Pilotage available 

a eeanout 24 hours and 72 hours advance notice preferred, there- 
arb advising any alterations. Most Inland Sea Pilots also act as 

Our Pilots up to berth or anchorage at destination. Note: No 
communication available with Inland Sea pilot stations. 


JAPAN 


1. Wadamisaki, at entrance to Kobe (vessels transitting Kii Straits) 
Position 34° 38’ N., 135° 11’ E. Telegraphic address “‘Anjin Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels transit- 
ting Bungo Channel). Position 33° 13’ N., 131° 54’ E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 
33° 56’ 24” N., 131° 03’ 12” E. 

ANCHORAGES: Approved anchorage area just inside harbour 
limit. A circle drawn at a point 33° 59’ 18” N., 133° 16’ 31” E. with 
radius of 430 m. where holding ground good and depth of water 
12-15 m. No buoy moorings. Harbour protected by breakwater. 
TIDE: (Springs) Max. 263 cm; min.: —9 cm. (Neaps) max. 182 cm; 
min.: 136 cm. 

RESTRICTIONS: Pilot does not take vessel in during darkness. 
Vessel has to wait if depth during low water 8-50 m. is insufficient to 
pass channel. 

MAX. SIZE: Pier No. 4 (Sumitomo Chemical Co. Ltd., Kikumoto 
Wharf). Length of vessel 160 m. Breadth (range of cranes, reaching 
12 m. from the pier), draft, 9-50 m. 

Berth B (Anchorage. Stern moored to Sumitomo Chemical Co, 
Ltd., Niihama Works). Length of vessel, 170 m. Breadth, no restric- 
tion. Draft, 9 m. 

HEALTH: Quarantine Inspectors go aboard during day. Master to 
keep waste until Quarantine inspected in event of any suspected 
disease or fever on board after entered Japan. 

RADIO: Choshi Radio, Nagasaki Radio. 

TUG: Joins vessel at Quarantine anchorage or Section II, always 
using tug's lines without charge. ‘Niihama Maru” 700 h.p. If more 
powerful tugs required, can be obtained from Matsuyama or 
Mizushima. 

BERTHING: Harbour Pilot operates during day. 


Berth Length Depth 
Berth No. 1 80 m. 75 m. 
Berth No. 2 130 m. 9:50 m 
Berth No. 3 Dolphin 65m 
Berth No. 4 120 m. 9:80 m 
Berth A anchorage 80m 
Berth B anchorage 90m 
Berth C anchorage 90m 
Berth D anchorage 80m 


Remarks: Berth No. 1: Owned by Sumitomo Chemical Co. Ltd., 
Miihama Works and used for loading fertiliser, nitric acid, ammonium 
nitrate by ship's gear. 

Berth No. 2: Owned by Sumitomo Metal Mining Co. Ltd., equipped 
with two 5 ton luffing cranes with maximum reach 22 m. and maximum 
height 20 m.; used for discharging of Nickel Ore, copper concen- 
trates, Nickel copper concentrates and maize and also by ship's gear. 

Berth No. 3: Owned by Sumitomo Chemical Co. Ltd., Oh-e Works 
and used for loading and discharging of clean oil only. 

Berth No. 4: Owned by Sumitomo Chemical Co. Ltd., Kikumoto 
Works and used for discharging of Bauxite, anthracite, salt, fluorspar 
and loading of alumina. Three 5 ton level mobile cranes, maximum 
reach 22 m. and maximum height 20 m. 

Berth A: Public berth for general purposes, no buoy, just anchor- 
age. However, vessel anchoring at this berth sometimes ordered by 
port authority to shift order vessel approaching or leaving berth no. 4 
may pass. 

Berth B: Owned by Sumitomo Chemical Co. Ltd., Niihama Works 
and used for loading of fertiliser and discharge of phosphate and 
muriate of potash. Possible to use for general purposes with per- 
mission by Sumitomo Chemical Co. Ltd., Niihama Works through 
Agent. Vessel moors stern to wharf with two anchors about 4 
shackles each. 

Berths C and D: as above. 

Average Rate of Discharge 

Phosphate 70-90 tons by ship’s gear 

Potash 40-60 tons by ship's gear 

Copper Conc. 70-90 tons by ship's gear and 130-150 by cranes 
Nickel Copper Conc. 70-90tons by ship's gear and 130-150 by cranes 


Nickel Ore 40-70 tons by ship's gear and 40-70 by cranes 
Bauxite 140-160 tons by cranes 

Anthracite 60 tons by ship’s gear and 80-100 by cranes 
Salt 120-140 tons by cranes 

Lumbers 13,000-15,000 BFM 


Average Rate of Loading 

Fertiliser in bags 30-65 tons per hour by ship’s gear 

Alumina 100 tons per hour by two pneumatic loaders 
MEDICAL: Hospitals and medical facilities available week-days 
only. 

TANKERS: No facilities for oil carriers. 

DENSITY: Entrance 1023 (rate of tide, 1 knot); channel 1022; 
anchorage 1021. 

FUEL: Available but not in bond. Bunkers in bond available from 
main ports or oil stations in tranship. 2 days notice. 

FRESH WATER: By barge which needs about one hour to supply 
after being alongside vessel. 4 trips daily available. By shore line, 
rate 10 tons per hour. 

DEVELOPMENTS: Sumitomo Chemical Co. Ltd., Kikumoto 
Works, intend to make another Bauxite berth available for large size 
vessel (suitable for vessels up to 50,000 dwt). 

Sumitomo Metal Mining Co. Ltd., Niihama reclaiming land adjacent 
to Western harbour limit of port of Niihama to construct additional 
refinery for producing copper with a berth for 25,000 ton vessel to 
discharge copper concentrate. Final date of completion unknown. 
GANGWAY/DECK WATCHMEN: Not necessary. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


OPENING/CLOSING HATCHES: Stevedores. 

CUSTOMS ALLOWANCES: Only 50 cigarettes to take ashore, 
No spirits. 

CARGO GEAR: Valid Cargo Gear Certificate sometimes required 
by stevedores when cargo gear maintenance appears to be poor. 
CONSULS: None. Nearest in Kobe. 

REPAIRS: Minor repairs only. Main engine piston overhauling 
possible. 

DRY DOCKS: None. For nearest see “Matsuyama”. 
REPATRIATION: Arranged by Agent. 

AIRPORT: None. Nearest at Matsuyama and Takamatsu. All 
Nippon Airways - 11 flights per day to Osaka and one to Tokyo. 
TIME: GMT plus 9 hours. Permanent. 

HOLIDAYS: National Holidays: New Year's Day, January 1st; 
Adult's Day, January 15th; Foundation Day, February 15th; Vernal 
Equinox Day, March 20th; Emperor's Birthday, April 29th; Constitu- 
tion Memorial Day, May 3rd; Children's Day, May 5th; Respect-for- 
age Day, September 15th; Autumnal Equinox Day, September 23rd; 
Physical Culture Day, October 10th; Culture Day, November 3rd; 
Labour Thanksgiving Day, November 23rd. 

Local Holidays: New Year's Day (Lunar Calendar), January 30th; 
May Day, May 1st; Memorial Day of the Sea, July 20th; Bon Festival 
(Lunar Calendar), August 8th; Autumnal Festival, October 17th-18th. 

Vessels may enter/leave except January 1st, and cargo work can 
be done as usual at overtime rates on above national/local holidays 
except for Niihama December 31, January 1, 2, 3, and October 17, 18. 

Vessels may enter/leave port at overtime rates and cargo work will 
be done up to 1700 hours (day-time) against surcharges. 

No cargo will be handled: Niihama December 31, January 1, 2, 3, 
and October 17, 18. No ship's movement (as well as cargo handling) 
can be done on January 1st. 

POLICE/AMBULANCE/FIRE: Police 110; Ambulance/Fire 119. 
TELEPHONES: No facilities for placing telephones on board. 
GENERAL: Quarantine: Hiroshima Quarantine Office, Niihama 
Detached Office, Nishibara-cho, Niihama, tel. Niihama 2-3966. 

Customs: Kobe Customs, Niihama Branch Customs, Nishibara- 
cho, Niihama, tel. Niihama 2-3405. 

Immigration: Niihama Port Station, Takamatsu 
Office, Nishibara-cho, Niihama, tel. Niihama 2-2672. 

Maritime Bureau : Sanbashi-dori, Niihama, tel. Niihama 2-2855. 

Maritime Safety Agency: Nishibara-cho, Niihama, tel. Niihama 
2-3879. 

Emergency Procedure : No Harbour Master radio available, therefore 
cable Agent. Telephone sub-agent since one person will be in 
attendance even during night, who in turn will contact person in 
charge. 

Salvage: No salvage tug stationed, nearest from Kure. 

SHORE LEAVE: Crew allowed ashore with pass. 
AUTHORITY: Port and Harbour Bureau. 


AGENT: Sub-agents of Dodwell & Co. Ltd., Tokyo. Sumitomo 
Warehouse Co. Ltd., c/o Taisei Kaiun K.K., 1594, Sobiraki-cho, 
Niihama. Tel. Niihama (0897) 37-1101. Telegraphic “Sumitomosoko 
Niihama". Telex 584-4432. 


Immigration 


NISHIHARA (Buckner Bay), Okinawa: 26.14 N. 127.50 E. 


LOCATION: The Esso Standard (Okinawa) Ltd. refinery is located 
in Nishihara village on the East coast of Okinawa, towards the 
Southern end of Nakagusuku Bay (Buckner Bay). Also see ‘Max. 
Size". There is also a Shell Terminal-SBM about 1 mile North of the 
Esso SALM. 

DOCUMENTS: 

Ship's Register. 

6 Crew Lists. 

List of Valid Smallpox/Cholera Certificates. 

Cargo Manifest. 

Bill of Lading. 

1 Stores List. 

1 Personal Effects List. 

Health Declaration. 

Each crew member will be issued with an Official Pass, which must 

be returned prior vessel sailing. 
PILOTAGE: Normally vessels will be expected to enter Nakagusuku 
Bay through entrance marked Tatsu Kuchi, and pick up Berthing 
Master inside bay—South of Tsukendima. Inside bay Berthing Master 
requests that vessel keeps South of buoy marking Chikunigaa Shoal. 
No vessels should enter bay without first establishing communica- 
tions with “Esso Control''—or without berthing instructions by W/T 
from Agent. Berthing may be carried out at any time or day or night— 
depending on weather conditions. 

A safe convenient pilot ladder is to be provided for the Berthing 
Master. Berthing Master stays aboard vessel throughout discharge. 
MAX. SIZE: For crude vessels a single point mooring (SALM— 
Single Anchor Leg Type Mooring), capable of handling vessels from 
90,000 dwt. to 250,000 dwt. is established in approximate position 
lat. 26° 14’ N. long 127° 49.7’ E. about 24 miles offshore. 

Products are shipped from a pier connected to the shore—the 
pier has two berths, one for vessels up to 65,000 dwt. and one for 
small vessels up to 3,500 dwt. 

PRATIQUE: Port Officials will board vessel after berthing. 
RADIO: Crude vessels discharging at Nishihara should report 
ETA Fairway Buoy, 72, 48, 24, 12 hours prior arrival. Berthing instruc- 
tions and time of Pilot boarding will be relayed by W/T. “Esso 
Control" use 5 watt VHF on frequency 154-25 Mz. 
Weather reports essential—particularly during typhoon season. 
Naha Radio - JCX medium wave 500 kHz. Traffic lists broadcast 
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at odd hours GMT. Short wave 6470 kHz, 
even hours GMT. 

ANCHORAGE: Navigation and anchorage in the waters Nears 
Esso product pier and crude berth will in so far as possible 
restricted to those ships directed into these waters by station “Egy 
Control". In the interest of safety, ships will not enter the restr) 
area unless so directed by “Esso Control". The restricted are 
within the following boundaries: : 

Beginning at a point described as 26° 13’ 33.88" N. lat. and tp 
47 30.24” E. long. (N. 25,074.89, E. 29,145.48); thence running S.§ 
00’ 00” E. a distance of 200 metres to an angle point described, 
lat. 26° 13’ 30.62” N., long. 127° 47’ 36.48” E. (24,974.89, N. 29,318.69 
thence running S. 35° 40’ 45” E. a distance of 1,170 metres to an 
point described as 26° 12’ 59.69” N. lat., 127° 48° 00°.98" E, | 
(N. 24,024.88, E. 30,000.82); thence running N. 45° E. a distance, 
3,350 metres to a point on the circumference of a circle descrit. 
as 26° 14’ 20” N. lat., 127° 49’ 30” E. long.; thence running to the rip 
a distance of 3,710 metres along said circumference, which, 
described by a radius of 1,060 metres with its centre located; 
26° 13’ 56.18" N. lat. 127° 50’ 00.00" E. long. (N. 25,771, E. 33,300) to) 
point on the circumference described as 26° 13’ 30” N. lat. ip 
50’ 22” E. long. thence running S. 48° W. a distance of 1,780 met, 
to the Naka Sone buoy located at 26° 12’ 54.2” N. lat., 127° 49’ 375 
long. thence running S. 53° W. a distance of 1,940 metres tos 
Wara reef located at 26° 12’ 17.7” N. Lat., 127° 48’ 45.0" E. long., then 
running W. 18° N. a distance of 2,810 metres to a buoy located; 
26° 12’ 44” N. lat., 127° 47’ 07" E. long., thence running N. 17° W, 
distance of 710 metres to a point at 26° 12’ 46.42” N. lat., 127 ¢ 
56.61” E. long., (23, 616.16, N. 29,880.55 E.). 

TUGS: Two tug boats and a launch are available for assistance; 
mooring or departing. The Berthing Master in consultation witht) 
Master will decide the number of tugs required for the berthin 
operation and for standby during the time at berth. 

CRUDE BERTH: Single buoy mooring with vessel secured byt» 
heavy polypropylene lines from buoy. Lines connected to cha 
through Bow Mooring Pipe and secured inboard. Chains secuy 
direct to Brega Pin or by double polypropylene lines to bollards, pr 
and starboard side of forecastle head. There is 85 ft. of water at buy 
position. Vessels may remain in berth in winds of up to 50 m.ph,_ 

Floating hoses, two by 24 in. to two by 20 in. connected to two 
16 in. is connected on vessel's port side. There is a 42-in. line {rer 
buoy to shore. The maximum pumping rate is 75,000 barrels per how 
PRODUCT PIER: A 290° orientation of the pier allows tankers 
approach the berth in a ballasted condition in either of two oppost 
directions. Vessels of 5 mdwt. size and above will be handled: 
Berth No. 1 and smaller vessels at Berth No. 2. 

The water depth at the pier is approximately 47 ft. The extrem 
tidal variation is + 7-9 ft. to —1-0 ft. and maximum storm tide will a 
approximately 3 ft. The maximum current is less than 1 knot. 

Berth No.1 is equipped with 1-16 in. loading arm for clean produ 
and 2-16 in. loading arms for dark products. Each of these all-mei 
hydraulically controlled loading arms is fitted with a remote 
operated coupling device to connect to a nominal 10 in. ASA, Dil 
or BS flanged connection without bolting. 

Berth No. 2 is equipped with 1-6 in. loading arm for dark produck 
These arms are part metal, part hose and are fitted with flanges! 
be bolted to a nominal 6 in. ASA, DIN or BS flanged connection. 

Bunker fuel is available at both berths through metres and 4% 
hose connections. 

Each berth is provided with a gangway. 

Vessels will deballast through the loading arms into a %4& 
ballast water line leading to refinery tankage. Under no circum 
asa should a vessel discharge any ballast water directly to tt 

ay. 

Fire protection at the pier consists of a foam concentrate tank a 
proportioning pump, a fire water pump and distribution syste 
fixed combination water-foam monitors and air-foam play-pipes. 
TIME: GMT plus nine hours. 

SHORE LEAVE: Shore leave is permitted—launch service may® 
arranged but is at vessel's expense. 
AUTHORITY: Nansei Sekiyo Limited, Nishihara Refinery, Okinant 


traffic lists broadcag, 


OFUNATO: 39.03 N. 141.44 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. b 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirs 
camera, wrist-watch, radio, firearms/swords, etc. (only at firstp® 
of call in Japan). 
Ship's Agent will prepare Inward/Outward Declaration, 1 Cay 
Manifest and Cargo Manifest in transit using specific forms. Thet 
fore ship's Agent should be provided with necessary informati® 
about details of cargoes in advance. 
PILOTAGE: Not compulsory. Pilot boards about two miles ff" 
entrance of Ofunato bay, at 38° 59’ N. and 141° 48’ E., where 
35 metres (but not after dark). Master must radio vessel's Agent 
ETA 24 hours in advance, because neither telegraphic address © 
pilot station nor VHF available. 
ANCHORAGE: Not suitable in stormy weather. Depth of water® 
anchorage 30 to 40 metres. Quarantine anchorage located betwe 
radius 500 metres of 38° 59’ N. 141° 48’ E. 
RESTRICTIONS: Depth of water at entrance of passage 14 meti# 
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ker's draft restricted to 13 metres (42 ft. 6 in.), and draft of log 
d coke carriers restricted to 8 metres (26 ft. 2 in). Depth of water 
* side wharf 9 metres (29 ft. 5 in.) at mean level. 
one SIZE: (a) Tankers: 35,000 g/t. (b) Log and Coke carriers: 
Mi yg Length (a) 250 metres (968 ft.) (b) 200 metres (774 ft. 4 in.); 
8 sh (a and 6) No limitation; draft (a) 13 metres (42 ft. 6 in.); (6) 
bread 6 tt. 2 in). Tide range: 1-1-4 metres (3 ft. 3 in.—4 ft. 7 in.). 
SP ALTH: At first port of call in Japan, vessel must obtain free 
4 tique. Quarantine Officers will attend vessel only from day-light 
ssunsetand Captain to show all Vaccination Cards, Derating Exemp- 
rS Certificate. In case vessel arrives from cholera-infected area 
saala 10 days, Captain must advise crew and passengers’ health 
wndition to respective Quarantine Office through ship's Agent prior 
o arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 
TUGS: One tug 250 h.p., but assistance from three or four others 
available, and they usually join vessel about 400 metres in front of 
jetty and discharging wharf. Ship's lines used if necessary. __ 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. : t 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 
MEDICAL: No advance notice required unless urgent. 
TANKERS: No special requirements at present. Only one berth, 
and maximum draft 13 metres (42 ft. 6 in.). 
DENSITY: Average density 1020. 
FRESH WATER: Available from shore installation. Supply 10-15 
tons per hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunkers 
will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. 
GANGWAY DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 
OPENING'CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this 
work, stevedores charge ship for waiting. Recommend request 
stevedores for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 
CONSULS: None. 
REPAIRS: Minor deck and engine repairs available. 
DRY DOCKS: None. 
REPATRIATION: Possible. 
AIRPORT: Hanamaki Airport about 17 km. from Ofunato. All 
Nippon Air Lines; two flights between Hanamaki/Tokyo every day. 
TIME: GMT plus 9. No alterations made to clocks during year. 
TELEPHONES: No facilities for placing telephones on board. 
GENERAL: Discharging ex-gearless vessel at wharf unavailable, 
because no shore crane for discharge. 
SERVICES: Surveyor: NKKK and Kentei Shin Nihonsha. Hold and 
tank cleaning. Provisions/Laundry/Water. Bunker: Domestic diesel 
oil available, 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days; 3 days extension possible if ship stays longer. 
AUTHORITY : Ofunato Port Office. 


AGENT: Sub-agents of Dodwell & Co., Tokyo, Abeki Shokai, 
¢/0 Fujisawaya Shoken, 10-12 Suzaki, Ofunato. Tel. Ofunato (019222) 
753. Telegraphic “Abe Ofunato”. 


OITA: 33.15 N. 131.35 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

| Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, camera. 

wrist-watch, radio, firearms/swords, etc. (only at first port of 

Shi call in Japan), 
Fmd Agent will prepare Inward/Outward Declaration, 1 Cargo 
mph and Cargo Manifest in transit using specific forms. There- 
Re, ship s Agent should be provided with necessary information 
Pita details of cargoes in advance. 
- TAGE: if arranged at Sekisaki Pilot Station 33° 13’ N. 131° 54’ E. 
Oi mrtg Quarantine Station, usually use pilot boat; but Kyushu 
fen Ltd., Dolphin and Sumiyoshi Public Wharf, pilot boards by 

8 Doat. At least one days notice for Pilot, as he comes from Moji. 
Co CHORAGES: Waiting for berth or arrival at night: Kyushu Oil 

'Utd., Dolphin 33° 17’ 14 ” N. 131° 42’ 00” E. Symiyoshi Public Wharf 


JAPAN 


33° 15’ 43” N. 131° 35’ 52 ” E. If anchorages full, Agent arranges with 
Harbour Master, and notifies Master. 

RESTRICTIONS: No berthing at night. 

MAX. SIZE: Kyushu Oil Co. Ltd., Dolphin alongside capacity: 
Max. d/w 200,000 tons. Length and breadth - no restrictions, dw 
220,000 tons have entered. Draft 20-10 metres. 

Sumiyoshi Public Wharf: Anchorage breadth 260 metres; jetty 
length 184 metres; 185-92 metre length ship has berthed. Draft 9 
metres. Vessels have berthed at high water with 9:3 metres draft. 
Ore Carriers up to 20 m. draft. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from day-light 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Tug's lines used. 5 tugs available, up to 4,000 h.p. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

STEVEDORES: At last 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew at addi- 
tional cost. Overtime surcharges 1700-1900 hours 50% additional of 
basic stevedorage; 2100-0500 hours next morning 130% additional; 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Kyushu Oil Co. Ltd. (Dolphin). For discharging: type, 
Chikusan Arm; pieces, 4 pieces and bunker line 1 piece (ASA 6 in.); 
joint type, ASA; size 12 in.; discharging maximum, 10,000 k/I per 
one hour. 

Refinery has reducers as follows: ASA 16 in. 4 pieces, 14 in. 
2 pieces; JIS 14 in. 2 pieces; ASA 10 in. 4 pieces, 8 in. 4 pieces; 
JIS 10 in. 2 pieces, 8 in. 2 pieces. 

Following information required 3 days before arrival: Manifolds, 
type, size, number and distance between, also pump capacity. 
DENSITY : 1024/1025. 

FRESH WATER: Kyushu Oil Co. Ltd., Dolphin: Capacity: 30-50 
tons per hour, by hose. 

Sumiyoshi Public wharf: Capacity 30 tons per hour, by hose. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ilse Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will 
be lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. Also see ‘‘Moji — Fuel”. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship’s crew doing this work, 
stevedores charge ship for waiting. Recommend request stevedores 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear 
Certificates sometimes required by stevedores when cargo gear 
maintenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 

CONSULS: None. 

REPAIRS: Dockyard service-engineer available. 

DRY DOCKS: None. 

REPATRIATION: Possible. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police tel. 110; Ambulance and 
Fire 119. 

TELEPHONES: No telephones can be placed on board. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Bureau. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. Holme Ringer 
& Co., Ltd. Oita Tekko Bldg. 6th Floor 1-11 3-chome Matsubara-cho, 
Oita-shi Ojita-ken. Cable Address: Ringer Oita. Tel. Oita (0975) 
58-8266/7. 


OMISHIMA (Ohmishima) 
133.00 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship’s Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agent should be provided with necessary information 
about details of cargoes in advance. 


Inokuchi Port: 34.16 N. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots 
obtained from one of three pilot stations dependent upon vessels 
last port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea pilots also act as 
harbour Pilots up to berth or anchorage at destination. Note: No 
VHF communication available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transmitting Kii 
Straits), Position 34° 38’ N. 135° 11’ E. Telegraphic address “Anjin 
Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels tran- 
sitting Bungo channel). Position 33° 13’ N. 131° 54 E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
33° 56’ 24” N. 131° 03’ 12” E. 

ANCHORAGE: Omishima Island located at centre of the Inland 
Sea and lies between Ehime and Hiroshima prefectures. Eastern part 
of island, Inokuchi surrounded by deep water where holding ground 
good. Oil company located at Inokuchi. No strong winds. 
RESTRICTIONS: No restriction on entry; however mooring and 
unmooring to be carried out during day-time, regardless of tide and 
current. 

MAX. SIZE: Maruzen pier, length of vessel 200 metres, breadth 
no limit, draft 9-40 metres. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantin2 Officers will attend vessel only from day-light 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

Lire : Join vessel at sea anchorage, always using tug’s line without 
charge. 

TANKERS: No advance information of loading/discharge lines 
required. No loading facility. Only one berth available for discharge. 
See ‘Max. Size". 

DENSITY: Anchorage 1025. Berth 1025. 

FRESH WATER: Not available but usually brought by barge from 
Onomichi (abour 3 hrs. run to Omishima). Rate of delivery 80 tons to 
200 tons per hour which depends on barge. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ilse Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will 
be lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 

CONSULS: No consuls. Nearest Consulates are in Kobe. 
REPAIRS: Minor repairs only. 

REPATRIATION: Possible. 

AIRPORT: Nearest at Matsuyama and Takamatsu. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Fire 119. 
TELEPHONES: Not available. 

GENERAL: Closed port. To conform with regulations vessel obtains 
special permission from Shikoku Maritime Bureau to enter. 

Customs request vessels calling Omishima to obtain permission 
to enter at preceding port of call by paying charge at same rate of 
tonnage dues prior to arrival. This procedure undertaken by Agent. 
No quarantine station, nearest at Matsuyama. Immigration officer 
comes from Niihama. 

SHORE LEAVE: Immigration Offices issue shore pass valid for 
only 3 days, but 3 days extension possible if ship stays longer. 


AGENT: See “Matsuyama”. 


ONAHAMA (Iwaki City): 36.56 N. 140.55 E. 


The port is protected by breakwater, 8,200 ft. long and is open to 
the South. 
DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Baggage, i.e. tobacco wine/spirits, camera, 
wrist-watch, radio, firearms/swords, etc. (only at first port of 
call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
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fore ship's Agent should be provided with necessary informa 
about details of cargoes in advance. 

PILOTAGE: No means of communication with Pilots and y 
should arrange pilotage by advising Agent of ETA. Vessels await 
Pilot should anchor in position 36° 55’ N. 140° 54’ E. Pilot-boat cay, 
flag “H". 

ANCHORAGE: Just outside No. 1 West breakwater. Depi 
water 14-22 metres. ! 
RESTRICTION: Restriction only by ship's draft. Depths Of wa 
alongside wharves 9 and 10 metres at low tide, and rise of tig, 
about 1-40 metres highest. 

MAX. SIZE: (Also see “Berthing”). 


Length of Wharf Depth of Water 


No.2 350 metres 9 m. for 165 m. and 
10 m. for 185 m. 
No.3 350 metres 10 metres 
350 metres 10 metres 


Each wharf used for 2 vessels, and view depths, Pilot regua 
restrict draft within 32 ft. 2 in. 

HEALTH: At first port of call in Japan, vessel must obtain) 
pratique. Quarantine Officers will attend vessel only from day 
to sunset and Captain to show all Vaccination cards, Dera 
Exemption Certificate. In case vessel arrives from cholera-infeg 
area within 10 days, Captain must advise crew and Passenge 
health condition to respective Quarantine office through shy 
Agent prior to arrival and close all soil pipes before entering pon, 
RADIO: Recommended Captain communicates with Agent thr 
Choshi Radio or Nagasaki Radio which covers all ports in Japa, 
specifically West bound vessel to Choshi and North bound; 
Nagasaki Radio respectively. 

TUGS: Normally join vessel on passage from anchorage. Vessy 
lines used. 


“Bandai Maru" 800 h.p. 
“No. 2. Shukutsu Maru” 675 h.p. 
“Katori Maru” 675 h.p. 
“Iwaki Maru” 300 h.p. 
“Abukuma Maru” 1,300 h.p.x 2 


BERTHING: (Also see “Developments"’). No specific requiremen 
Pilot boarding time will be notified by ship's Agent mainly by rag 


Num 
Wharf Name Length Depth Size be 
m. m. dwt 
No. 1 10,000 ton berth 123 9 10,000 { 
5,000 ton berth 240 75 5,000 2 
Coal berth 130 75 5,000 1 
1,000 ton berth 200 5 1,000 2 
No. 2 10,000 ton berth 165 9 10,000 { 
15,000 ton berth 185 10 15,000 1 
3,000 ton dangerous dolphin 7 3,000 1 
cargo pier 
500 ton dangerous’ dolphin 7 500 { 
cargo pier 
700 ton berth 219 45 700 3 
No. 3 15,000 ton berth 700 10 15,000 4 
700 ton berth 184 45 700 2 
No. 4 15,000 ton berth 400 10 15,000 2 
3,000 ton berth 250 6 3,000 2 
700 ton berth 90 45 700 { 


STEVEDORES: At least 24 hours prior notice excluding Sunda) 
and holidays required in order for Agent to arrange stevedor 
Vessel must constantly keep her Agent advised of ETA. If ster 
dores cannot commence loading/unloading at time notified by & 
Agent, the orderers must pay for waiting time. If cargo gears ™ 
rigged on berthing, stevedores will do same for ship's crew at ade 
tional cost. Overtime surcharges 1700-1900 hours 50%, additional’ 
basic stevedorage; 2100-0500 hours next morning 130% addition 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: No facilities for ocean-going tankers. 

DENSITY : 1025. 

FRESH WATER: Available from shore lines, at about 30 tons 
hour. Additional 30% for overtime service; 1700-0800 hrs., Saturd# 
afternoon, Sunday and holiday. 

FUEL: All grades of bonded bunkers are stocked in Tokyo 8% 
Ise Bay, Osaka Bay, and Kanmon Port. At all other ports buniet 
will be lightered from the nearest bunker stock ports at maxim 
7 days prior notice. 

DEVELOPMENTS: Wharves No. 5 and 6 constructed in 1 
Length of wharf: 500 metres. Depth of water alongside: 12 metit 
GANWAY/DECK WATCHMEN: Not specially required unle# 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out open 
and closing hatches. If any time lost by ship's crew doing th! 
work, stevedores charge ship for waiting. Recommend requé 
stevedores for this work unless crew can complete it before berthi"t 
CERTIFICATES: Ship's Register to show Customs inspec? 
ship's registered gross and nett tonnage. Valid Cargo Gear Cert 
cates sometimes required by stevedores when cargo gear ma 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

DRY DOCKS: None. 

AIRPORTS: None. e 

TIME: GMT plus 9. No alterations made to clocks during yea 


— 


poLICEAMBULANCE/FIRE: Iwaki (02465); Police 3-3141; 
Ambulance and Fire, 119. _ 

LEPHONES: No facilities for connecting on board. 
JUTHORITY : Onahama Port Administration and Harbour Con- 
ction Office, Fukushima Prefecture. Tatsumicho 38, Onahama, 


twaki Fukushima Prefecture, Japan. Iwaki (02465) 2-4121. 


GENT: Sub-agent of Dodwell & Co., Tokyo. Abeki Shokai, c/o 
Saeato Ryokan, 14, Onahama, Iwaki. Cables ‘Abe Iwaki". Tel. Iwaki 


(ogd6s) 2-3712. 


ONOMICHI-ITOZAKI (incl. Mihara, Matsunaga): 
94,20 N. 133.16 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. ; ; ee 

{ Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 

camera, wrist-watch, radio, firearms/swords, etc. (only at first 

port of call in Japan). p 
Ship's Agent will prepare Inward/Outward Declarations, 1 Cargo 
Manifest in transit using specific forms. Therefore ship's Agent 
should be provided with necessary information about details of 
cargoes in advance. f 
PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea Ports. Pilotage not compulsory but recommended in view of 
great number ofislands causing navigational hazards. Pilots obtained 
from one of three pilot stations dependent upon vessels last port of 
departure and at Master's discretion. Pilotage available throughout 
94 hours and 72 hours advance notice preferred, thereafter advising 
any alterations. Most Inland Sea pilots also act as harbour pilots up 
to berth or anchorage at destination. Note: No VHF communication 
available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii 
Straits). Position 34° 38’ N. 135° 11’ E. Telegraphic address ‘*Anjin 
Kobe", 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels transit- 
ting Bungo channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3, Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
83° 56’ 24” N. 131° 03’ 12” E. 

Inland Sea Pilot also berths vessels at anchorage berth (if Matsu- 
naga Bay - logs), or pier in Itozaki district (Mihara section). 
ANCHORAGES: Draft limitations: ltozaki-Mihara 7-5 m. Matsunaga 
bay 85 m. Tidal range: Maximum (+) 3:91 m. Minimum (—) 0:09 m. 
Capacity for 3 20,000 ton vessels. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
Specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 


Permissible Shore 
Name of draft and crane and 
Berth Length Depth length overall Capacity pipe-line 
Municipal 
Wharf 135m. 75m. 7m.x130m. 15,000 Nil 
Anchorage 8-5 m. 75m. 3 ~ 20,000 Nil 


75m, 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
+ holidays required in order for Agent to arrange stevedores. 
— must constantly keep her Agent advised of ETA. If steve- 
Pe cannot commence loading/unloading at time notified by the 
saan, the orderers must pay for waiting time. If cargo gears not 
ond On berthing, stevedores will do same for ship's crew. Over- 
ime surcharges 1700-1900 hours 50% additional of basic stevedor- 
wei 2100-0500 hours next morning 130% additional; Sundays/ 
pl 60% additional. 
TAWIGAL: No advance notice required unless urgent. 
PRES tS No facilities. 
hd IH WATER: Available. Method of delivery (1) Barge. (2) Pier. 
OPtnne charge for overtime work and in event of bad weather. 
pa ING/ CLOSING HATCHES: Stevedores carry out opening 
eats Osing hatches. If any time lost by ship's crew doing this 
de s nlevedores charge ship for waiting. Recommend request 
vedores for this work unless crew can complete it before berthing. 
bre IFICATES: Ship's Register to show Customs Inspector 
nhs registered gross and nett tonnages. Valid Cargo Gear 
aa Cates sometimes required by stevedores when cargo gear 
ntenance appears to be poor. 
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CUSTOMS ALLOWANCE: Only allowed 40 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPATRIATION: Possible. 

AIRPORT: Nearest, Tokyo International Airport. 

TIME: GMT plus nine hours. Pernianent. 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance/Fire 119. 
TELEPHONES: No arrangements for placing telephones on board. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extensions possible if ship stays longer. 
AUTHORITY: Port and Harbour Dept. 


AGENT: See “Kure”. 


OSAKA: 34.41 N. 135.28 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest in transit using specific forms. Therefore ship's Agent 
should be provided with necessary information about details of 
cargoes in advance. 

PILOTAGE: 24 hours notice required. Telegraphic address: 
“Hanshinpilot Osaka’. VHF contact on Channels 12, 16, 19, 20. 
Agents operate Channel 26. Three 15-ton pilot boats with radio 
equipment to pilot office. Pilot boards anywhere within harbour 
limits. In event bad weather Pilot boards just inside breakwater when 
acknowledgement obtainable from Master. If awaiting Pilot, anchor 
inside harbour limits as near as possible to breakwater. 
ANCHORAGES: Sections Nos. 7 and 8. Section 7 is quarantine 
anchorage. Section 8 for other vessels. Harbour Master allocates 
anchorage position prior vessel's arrival which radioed to Master by 
Agent. Max. draft about 42 ft. 

RESTRICTIONS: Vessels only permitted enter from sunrise to 
2000 hrs. However, order avoid danger, some wharves (oil wharf, 
Nakayama wharf and various shipyards where there is not enough 
space to conduct berthing operation), accept vessel only until 
sunset. Maximum depth 39 ft. 4 in., wharf no. 49. 

Depth restrictions at other berths depend upon berth allocated. 

But less than 39 ft. 4 in. 
MAX. SIZE: Maximum permissible length, 750 ft., draft 34 ft. 6 in. 
PRATIQUE: Vessel requiring free pratique requested cable directly 
to ‘Quarantine Station”, Osaka informing ETA, date of departure 
from last port, name of last port, number of crew and health condition. 
At first port of call in Japan, vessel must obtain free pratique. 
Quarantine Officers will attend vessel only from day-light to sunset 
and Captain to show all Vaccination Cards, Derating Exemption 
Certificate. In case vessel arrives from cholera-infected area within 
10 days Captain must advise crew and passengers health condition 
to respective Quarantine Office through ship's Agent prior to arrival 
and close all soil pipes before entering port. 

Radio Pratique is available only for a vessel which possess Valid 
Sanitary Inspection Certificate issued by the Japanese Government. 
RADIO: Osaka Port Radio, 24-hour VHF service on Channels 16, 
12, 19 and 20. Osaka Harbour Radar has 24-hour navigation aid and 
weather information service. Contact by VHF Channels 16, 14 and 22. 
TUGS: Tugs join vessel just before harbour entrance. Tug's lines 
used, no extra charge. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by VHF or radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60%, additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: No slop discharge facilities. 

Wharf No. 49, Sakurajima Oil Wharf, depth 39 ft. 4 in. 

Wharf No. 47, lmemachi Nishi Wharf, depth 33 ft. 6 in. 
DENSITY: Outside anchorage: 1023-1025. Near breakwater: 
1020-1022. Average density inside breakwater 1020. Wharves near 
estuaries (Aji river, Shirinashi river, Kizu river and etc.): 1016-1020. 
FRESH WATER: Methods of delivery: by barges or pipe-line. 
Rate of delivery: 200 ton barges - 4; 160 ton barges —- 1; 60 ton 
barges - 1; Total - 6. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunkers 
will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. 

DEVELOPMENTS: 6 container berths (2 already completed); 18 
foreign trade berths (Liners and Tramps); 52 home-trade berths; 
completion of new berths by 1975. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
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and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 

CARGO GEAR: See "Certificates", but no special requirements. 
CONSULS: The following consulates available in Osaka: 

Great Britain Denmark Mexico 

Spain Korea 
REPAIRS: All grades repairs possible. 

DRY DOCKS: Mitsui Shipbuilding & Engineering Co. Ltd., Fuji- 
nagata Works, Ne. 1 dock size 446 ft. 2 in. x 55 ft. 2 in., depth 17 ft. 
No. 2 dock size 541 ft. 2 in. x 66 ft. 2 in., depth 23 ft. 5 in. 

Hitachi Shipbuilding & Engineering Co. Ltd., No. 1 dock size 
653 ft. 5 in. x 88 ft., depth 34 ft. 3in. No. 2 dock size 547 ft. 6 in. x 75 ft. 
3 in., depth 28 ft. 3 in. 

Namura Shipyard Co. Ltd., No. 1 dock size 590 ft. 3 in. x 90 ft. 1 in., 
depth 29 ft. 4 in. No. 2 dock size 478 ft. 7 in. x 72 ft. 1 in., depth 29 ft. 1 in. 

Sanoyasu Dockyard Co. Ltd., No. 1 dock size 508 ft. 3in. x 71 ft. 1in., 
depth 24 ft. 2in. No. 2 dock size 367 ft. 3 in. < 55 ft. 6in., depth 22 ft. 8 in. 
AIRPORT: One hour required from Osaka Port to Osaka Inter- 
national Airport by car (about 25 km. distance). Regular airlines: 

Overseas Lines, Japan Airlines, Cathay Pacific Airlines, China 
Airlines, Thai International Airlines, North West Airlines, Pan 
American Airlines, BOAC, Korean Airlines, Air Vietnam, Luft 
Hansa Airlines, Scandinavian Airlines. 

Domestic Lines, Japan Airlines, All Nippon Airways, Toa Airways. 
TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: Public 20 July; Sakurajima Nil; Silo Wharf 20 July; 
Nakayama Steel Nil. 

POLICE/AMBULANCE/FIRE: Police tel. 110; Ambulance tel. 119; 
Fire tel. 119. 

SERVICES: All services available. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Bureau. 


AGENT: Dodwell Tramp Agencies, CPO Box 455, Osaka Kagatu- 
Seni Kaikan, 39, 5-chome, Kawara-machi, Higashi-Ku, Osaka. Tel. 
(06) 203-5151. Telegraphic ‘‘Dodship Osaka". Telex, OS 3250. 


OTARU: 43.12 N. 141.01 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Pilot district fixed by Ministry of Transport. Limit of 
Otaru piloting district is sea area surrounded by line drawn from 
Kayashiba-misaki to Horaiso-misaki and coast line. Licensed pilots 
stationed in office from 0900 to 1700 hrs. When Pilot observes pilot 
signal or is requested by any other means he comes out to ship at 
once. Boarding place about one mile from North B.W. Lt. H. 70 
degrees. Pilot boat painted white and carries International Code 
flag ‘‘H'"' at forecastle deck. ‘Otaru Pilot’ registered cable address 
for Otaru Pilot Association. 

ANCHORAGE: Depth of water inside breakwater is 3-6 to 17-0 
metres (average 9:4 metres) and nearly everywhere, except some 
Southern parts, good anchorage. Sea area, outside breakwater, also 
good holding for anchors, but be careful not to foul fishing nets. 
Around quarantine anchorage is best anchorage of ship staying 
outside breakwater. 

RESTRICTIONS: Quarantine and Customs business between 
0800 hrs. and 1700 hrs. Pilot: Vessel allowed to enter and leave day 
and night. Pilot assistance officially not compulsory but in practice 
necessary, and Pilots available 24 hours. 

MAX. SIZE: Buoys: Four mooring buoys available for large vessels. 

Pier and wharves: Three piers, two wharves, and one coal pier. 

Also No. 4 pier now under construction. 
Mooring Buoys 
Buoy Nos. 3 4 5 6 


Position from North B.W. Lt. 3071/3 298° 279 3/1 218’ 
1,065m. 752m. 494m. 650m. 

Buoyance (ton) 8 12 15 15 

Available capacity (g/t) 10,000 10,000 10,000 12,000 


Cargo handled: grain, soyabeans, timber, fertiliser, foodstuffs. 
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Piers and Quays 


Depth of 
Length water Capacity Main Usage 
(metres) (metres) (g/t) 
Pier No.1: 
Berth No. 1-2 339 87-100 10,000x1 General Cary, 
6,000 x 1 
3 127 7-5-9:0 3,000x1 Ore 
4-5 293 8-1-9-4 6,000x2 Grain 
Pier No. 2: 
Berth No. 7-8 293 8-7-9:8 6,000x2 Banana ange 
9 126 7-9-8:5 3,000 x 1 GC 
10-11 293 8-0-9:5 6,000x2 GC and Qraip 
Pier No. 3: 
Berth No. 13-14 343 8:3-10-0 8,000x1 GC, grain ay 
10,000x1 Lumber 
15 127 8-3-10-0 3,000 1 GC, grain ay 
16-17 361 83-100 10,0002 Lumber 
Wharf A: 
Berth No. 6 128 5-3-7:3 1,000x1 GC 
18 129 5-2-5-7 1,000x1 GC 
Sakai-machi Quay 
Berth No. 1-2-3 352 6:2-7:3 2,000x3 GC 
Umaya-machi Quay 
Berth No. 1-2-3 392 6-6-7'5 3,000x2 Oil, cement, 


PRATIQUE: See Hakodate. 

RADIO: Recommended Captain communicates with Agent throw 
Choshi Radio or Nagasaki Radio which cover all ports in Japan, 
specifically West bound vessel to Choshi and North bound; 
Nagasaki Radio respectively. 

TUGS: Two tugs available for large vessels. Tugs M/S “Saly 
Maru" 147 g/t 1,000 h.p. M/S “Tatwiea Maru” 38 g/t 180 h.p, By 
belong to city's Harbour Bureau. 

Position: Tug boat waits and joins vessel near appointed be: 
according to Agents’ request. Tug's line in general use. 
BERTHING: No specific requirements. Pilot boarding time will) 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundy 
and holidays required in order for Agent to arrange stevedorm 
Vessel must constantly keep her Agent advised of ETA. If stes 
dores cannot commence loading/unloading at time notified by 
Agent, the orderers must pay for waiting time. If cargo gears » 
rigged on berthing, stevedores will do same for ship's crew at aéé 
tional cost. Overtime surcharges 1700-1900 hours 50% additional 
basic stevedorage; 2100-0500 hours next morning 130% addition 
Sundays/holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Available berthing for small vessels only, 1,000 gita# 
usual berthing 300-500 g/t. Japanese tankers only. Draft: maxing 
permitted 7:2 m. Discharging: about 100 k/t per 1 hr. 
DENSITY: Average 1025. 

FRESH WATER: Good drinking-water at all piers and whana 
Two water barges (both 150 tons) available when off shore in harbor 
International code flag YJ" used as “Il want fresh water”. 

Remarks: Charges for water supply outside office hours (1700-0 
increased by 50% of basic. Very bad weather add 50%. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Be 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunie 
will be lightered from the nearest bunker stock ports at maxime 
7 days prior notice. 
FIRE PRECAUTIONS: No smoking at tanker berth, Umaya Mae 
Ganpeki No. 1 and No. 3 berth. 
GANGWAY/DECK WATCHMEN: Not specially required unles 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out openit 
and closing hatches. Cost per hour per gang depending on type? 
cargoes. If any time lost by ship's crew doing this work, stevedow 
charge ship for waiting. Recommend request stevedores for t¥ 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspect! 
ship's registered gross and nett tonnages. Valid Cargo G# 
Certificates sometimes required by stevedores when cargo gt 
maintenance appears to be poor. 
CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to ta 
ashore, but no spirits. 
CONSULS: 

American Consulate, Sapporo in Sapporo city only. Tel. 01222 

5121. 
U.S.S.R. Consulate, Sapporo in Sapporo city only. Tel. 0122-% 
3171. 

Korean Consulate, Sapporo in Sapporo city only. Tel. 0122-62-08 
REPAIRS: All type of deck and engine repair are possible. 
DRY DOCKS: None. 

REPATRIATION: Possible. 

AIRPORT: Distance from airport to Agent's office at Otaru abo 
80 km. Service bus air station in Sapporo to airport by each air 
Charge: Y200.- Flights: JAL (from Chitose airport to Haneda airpo* 
19 times per day. ANA (from Chitose airport to Haneda airpot 
15 times per day. Kokunai Koku twice per day. 

TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: Stevedores do not work on 1st May. 
POLICE/AMBULANCE/FIRE: Tel. Police 110; Ambulance a 
Fire 119. 

TELEPHONES: Arrangeable on board. 

SHORE LEAVE: Local Immigration Offices issue shore pass va# 
for only 3 days, but 3 days extension possible if ship stays longe 
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AUTHORITY: Port and Harbour Bureau. 


: Sub-agents of Dodwell & Co., Tokyo, Narasaki Sangyo 
AGENT: SO {-chomte, lronai-cho, Otaru. Tel. Otaru (0134) 3-3281. 
Ge graphic “Narasaki Otaru”. 


OWASE: 34.04 N. 136.15 E. 


CUMENTS: 
ee Register. 
Last Port Clearance. 
3 Crew Lists including Passport Nos. 
3 Passenger Lists. 


1 Store List. : , - a} 
{ Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 


camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). ’ 
Ship's Agent will prepare 2 Inward/outward Declarations, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. : 
PILOTAGE: Ocean-going vessels calling at Owase have cargo 
destined to Toho Oil, Owase Refinery only. There is no local pilot 
association in this port and the Oil Refinery’s Dock Master boards 
ail vessels as a Pilot. Pilot boarding time is passed to ship by ship's 
Agents after consulting with pilot (Dock Master) and he boards 
yessel 1 mile East of Toto Island. PARRY 
ANCHORAGE: Quarantine Anchorage position is 34° 4’ 13” North 
136° 16° 43" East. Depth Water 60-80 m. Radius 500 m. However, it 
is not advisable for vessels to stay there for along time as there are 
many fishing boats nearby. ¢ 
RESTRICTIONS: According to Agreement between Fishery 
Association and Oil Refinery, ship's movement is prohibited at 
night. 
MAX. SIZE: Depth water alongside pier is 17:00 m. ship's maximum 
permissible draft is 16-20 m. at high tide. LOA limited to 300 m. 
No restrictions as to breadth. 
HEALTH: At first port of call in Japan vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination cards, Derating Ex- 
emption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi, and North bound to Naga- 
saki Radio respectively. 
TUGS: Tugs usually join vessel at Harbour Limit (near Sabaru 
Island) and tug's line is used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
MEDICAL: No advance notice required unless urgent. Hospital 
facilities available. 
TANKERS: One berth available - see ‘‘Max. Size". 
FRESH WATER: Fresh water can be supplied to the vessel from 
pipe at Quay. Supply Capacity 30 tons per hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 
DEVELOPMENT: Toho Oil have plan to construct New Dolphin 
Berth, 150 m. offshore where depth of water 21.00 m. 
CERTIFICATES: Ship's Register to show Customs inspector 
Ship's registered gross and nett tonnages. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS/REPAIRS/AIRPORT: None. 
TIME: GMT plus 9 hours. Permanent. 
TELEPHONES: Emergency numbers, Owase Police Office (05972); 
20004; Owase Fire Station (05972) 2-2020; Owase Hospital (05972) 
22118. No facilities for placing telephones on board. 
SHORE LEAVE: Local Immigration offices issue shore pass valid 
for only 3 days, but extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Dept. 
AGENT: Sub-agents of Dodwell & Co., Tokyo. Uyeno Unyu 
Shoiai, clo Showa Yokkaichi Sekiyu Bldg., Building No. 40, 1, 


Shiohama-cho, Yokkaichi. Cables “Uyenoshell Yokkaichi;" Tel. 
(0593) 45-2971. 


SAKAI: 34.34 N. 135.27 E. (See Plan) 


DOCUMENTS: 
Ship's Register. 
: Last Port Clearance. 
Crew Lists including Passport Nos. 
assenger Lists. 
1 Store List 
1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, camera, 
eee radio, fire arms/swords, etc. (if first port of call in 
n). 
vans Agent will prepare inwards/outward Declaration, 1 Cargo 
deca in transit using specific form. Therefore ship's Agent 
Ps ui be Provided with necessary information about details of 
r90es in advance. 


ILOTAGE: Cable address “'Hanshinpilot Osaka’’. 24 hours notice 
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required. VHF (Osaka Port Radio, Channel 16, JBD Osaka Radio, 
Channels 25, 26 and 27. 3 boats capacity 15 tons, 147 h.p. Pilot boards 
anywhere within harbour area, but preferably at quarantine anchorage 
- sector No. 7. Bad weather: unable to take pilot. Boarding measures: 
safe pilot ladder. Anchorage for vessel waiting pilot: as Pilot board- 
ing area. 

Inland sea Pilot cable address: ‘‘Anjin Kobe” can also be used for 
following wharves: Kansai Oil Co. Ltd., Sakai Wharf; Koa Oil Co. 
Ltd., Sakai Wharf. 

ANCHORAGE: Quarantine inspection carried out at quarantine 
anchorage Sect. no. 7 where maximum draft 12:5 m. Vessels with 
draft over 12-5 m. have to obtain free pratique at other ports. 
RESTRICTIONS: (a) Arrival notice for ships over 500 tons gross 
must be given to Harbour Master 48 hrs. prior to arrival. 

(b) Entrance passage draft limitation: 11:20 m. 

MAX. SIZE: 


Name of Wharf (Jetty) Max. draft Max. LOA 
m. m. 
Nippon Steel Wharf 3-A/3-B 14:0 255 
i * » 2-H 10-2 181 
Osaka Gas Wharf 14-0 255 
Mitsui Taotsu Wharf 16-0 230 
Ube Kosan Wharf (Export) 9-0 130 
ij a » (Import) 10: 174 
Public Wharf 3 &6 9-0 160 
Sr “~ 1,2, 4,5 only for vessel less than 500 tons 
Osaka Seiyosho Wharf 9-0 144 
Kansai Oil Jetty 15:8 263 
Maruzen Oil Jetty 15-8 263 
Koa Oil Jetty 15:8 263 
General Oil Jetty 16-0 290 
Marubeni Oil Jetty 12:5 320 
Osaka Gas Semboku Jetty 11:0 230 


PRATIQUE: See “Osaka.” 

Radio Pratique is available only for vessels which possess Valid 
Sanitary Inspection Certificate issued by the Japanese Government. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Join vessel at anchorage under instruction or attending 
Pilot. Tug lines used, cost in tug hire. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for agents to arrange stevedores. 
Vessel must constantly keep her agents advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
agents, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60%, additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: See “Max. Size”. 

DENSITY: Osaka Gas Wharf and Nippon Steel Corporation 
Wharves 1020 to 1025. 

All other wharves, 1010 to 1025. 

FRESH WATER: Minami Hakuchi anchorage by barges. All other 
wharves by shore line. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stocks ports at maximum 7 days 
prior notice. Also see ‘‘Moji-Fuel”’. 

GANGWAY/DECK WATCHMEN: Recommended and com- 
pulsory for tankers working cargo. 

OPENING/CLOSING HATCHES: Stevedores open and close 
hatches with terms subject to charter party. 

CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCE: Each man allowed 200 cigarettes to 
take ashore but no spirits. 

CARGO GEAR: See ‘‘Certificates”’ but no special requirements. 
CONSULS: None. 

REPAIRS: See “Osaka”. 

DRY DOCK: Hitachi Shipbuilding & Engineering Co. Ltd., Sakai 
Shipyard, Dock No. 2, length 455 m., width 63 m., depth 11 m. 
capacity 400,000 dwt. 

REPATRIATION: Possible. 

AIRPORT: International Airport Osaka, 45 km. distant. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: See “Osaka”. 

TELEPHONES: Available except Nippon Stee! Wharf and Public 
Wharf. 

SHORE LEAVE: Local Immigration Officers issue shore-leave 
pass valid for 3 days, but a 9-day pass is obtainable in case where a 
vessel stays in port for longer period. 

AUTHORITY: Port Administration Office. 


AGENTS: Dodwell Tramp Agencies, CPO Box 455, Osaka Kagaku 
Seni Kaikan, 39, 5-Chome, Kawara-machi, Higashi-ku. Osaka. Tel. 
(06) 203 5151, Telegraphic ‘‘Dodship Osaka’. International Telex 
Os 3250. 
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SAKAIDE: 34.19 N. 133.51 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc (only at first 
port of call in Japan). 

Ship's agents will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all Inland 
Sea ports. Pilotage not compulsory but recommended in vew of 
great number of islands causing navigational hazards. Pilots 
obtained from one of three pilot-stations dependent upon vessels 
last port of departure and at Master's discretion. Pilotage available 
throughout 24 hours and 72 hours advance notice preferred, there- 
after advising any alterations. Most Inland Sea pilots also act as 
harbour Pilots up to berth or anchorage at destination. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii Straits) 
Position 34° 38’ N.; 135° 11’ E. Telegraphic address “Anjin Kobe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse (vessels tran- 
sitting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegraphic 
address “Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard to 
safety, to Sekisaki pilot-station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 
33° 56’ 24” N. 131° 03’ 12” E. 

ANCHORAGE: Port located on North coast at East part of Shikoku 
island in Inland Sea. 

Boundaries and Areas. Area bounded by line joined with three 
points, East corner of Sosha river mouth, Mamako-Hana of Semi 
Jima and Tako-Saki of Shotsuji-Yama. 

Depth of water inside harbour limit: 11 metres, outside harbour 
limit: 13 metres. 

RESTRICTIONS: Vessels entering and/or leaving during day- 
time only at wharves; but done day and night at sea anchorage pro- 
vided favourable weather conditions prevail. 

MAX. SIZE: East section of Centre pier, length 160 metres, breadth 
no limit, depth 9 metres. 

West section of Centre pier, length 110 metres, breadth no limit, 
depth 7:50 metres. 

Mitsubishi Chemical Industries wharf, length 250 metres, breadth 
no limit, depth 12: metres. 

Anchorage inside breakwater, length no limit, breadth no limit, 
depth 7-9 metres. 

Anchorage outside breakwater, length no limit, breadth no limit, 
depth 10 metres. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all Vaccination Cards, Derating 
Exemption Certificate. In case vessel arrives from Cholera infected 
area within 10 days, Captain must advise crew and passengers health 
condition prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

VHF: Shipmaster's Report: There is a VHF radio station at Sakaide 
in position 34° 21’ 00” N. 133° 51’ 00° E. Watch is kept from 0600 to 
2000 each day, using Channel 16. The radio station will indicate 
where to anchor if there is a delay in berthing. 

TUGS: Wharves. Join vessel at sea anchorage, using tug’s line 
without charge. Sea anchorage. No tug required in normal conditions. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's agents mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for agents to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unluading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: There is an oil tanker berth for the Asia Kyoseki 
refinery at No. 2 pier. Depth 13 metres. 

DENSITY: Inside harbour limit 1025. Outside harbour limit 1025. 
FRESH WATER: Sea anchorage. No water barge available but 
usually brought from Onomichi (about 4 hours run to Sakaide). 
Rate of delivery 80 tons to 200 tons per hour dependant on barge. 

Centre pier: Can be supplied by shore line with capacity 25 tons 
per hour. 

Mitsubishi Chemical Industries wharf: Can be supplied by shore 

line with capacity 60 tons per hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo, Ise Bay, 
Osaka and Kanmon Port. At all other ports bunkers will be lightered 
from the nearest bunker stock ports at maximum 7 days prior notice. 
FIRE PRECAUTIONS: No specific precaution. 
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DEVELOPMENTS: There is a Sea-Berth under construction 
GANGWAY/DECK WATCHMEN: Not specially required Unie 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out ope. 
and closing hatches. Cost per hour per gang depending on type, 
cargoes. If any time lost by ship's crew doing this work, steveg 
charge ship for waiting. Recommend request stevedores for 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Ins 
ship's registered gross and nett tonnages. Valid Cargo Gear Cen 
cate sometimes required by stevedores when cargo gear main. 
ance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to i 
ashore, but no spirits. 

CARGO GEAR: See "Certificates", but no special requiremeny 
CONSULS: None. See “Kobe”. 

REPAIRS: Only minor repairs. 

DRY DOCKS: Kawasaki Heavy Industries Ltd., Sakaide, whic), 
suitable to dry dock. Dock No. 2 for 500,000 dwt vessel. 450 m. x), 
x 12:3 m. Not yet in action for ship repairs. Only used at present) 
ship building and after services. 

REPATRIATION: Possible. 

AIRPORT: No airport. Nearest Takamatsu, All Nippon Airwy 
11 flights to Osaka and 1 to Tokyo. 

TIME: GMT plus 9. No alterations made to clocks during year, 
HOLIDAYS: National Holidays - see “Niihama"’. Local Holiday 
New Year's Day (Lunar Calendar) January 30th; May Day May jp 
Memorial Day of the Sea July 20th; Bon Festival August 8th. 

No ship's movement can be effected on January ist. No 
handling on December 31st, January 1st, 2nd and 3rd, August® 
and October 15th. 

POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; Firety 
Sakaide Maritime Safety Base, 6-2858. 

TELEPHONES: No facilities for placing telephones on board, 
GENERAL: Mitsubishi Chemical Industries Co. Ltd., Sakaig 
Works. As wharf of above works located outer harbour limit; 
Sakaide port, the undermentioned procedures required: In cm 
formity with regulations, vessel required to get special permissiy 
for entering into closed port, which will be given from Shiki 
Maritime Bureau. 

Customs request vessel calls Mitsubishi Chemicals wharf} 
obtain special permission for entering. If tonnage dues paid pw 
arrival, this procedure will be attended to by Agent. 

Waiting anchorage: Avoid Bisan Seto Boundary according) 
special water zone navigation order. Imperative to exclude wae 
surfaces with established Fishery Privilege. 

Vessels waiting to berth at centre pier are lightened at anchor. 
SHORE LEAVE: Local Immigration Offices issue shore pass vai 
for only 3 days, but 3 days extension possible if ship stays longer, 
AUTHORITY: Port Administration Office. 


AGENTS: Sub agents of Dodwell & Co., Tokyo. Sumitomo Wat 
house Co. Ltd., c/o Taisei Kaiun K.K., 1594, Sobiraki-Cho, Niiham 
Tel. Niihama (0897) 37-1101. Telegraphic -‘‘Sumitomosoko Niiham: 


SAKATA: 38.57 N. 139.48 E. 


Located at mouth of Mogami River. Strong wind blows from Jape 
Sea November to March. 

In winter season, wave height between 3 to 5 metres, length 10! 
80 metres and period 7 to 10 seconds. Current South to North aloy 
coastline at 0-15 m. sec. 

TIDAL RANGE: 


Higher high water +40 cm. 
Spring tide high water +28 cm. 
Neap tide high water +24 cm. 
Mean sea level +20 cm. 
Neap tide low water +16 cm. 
Spring tide low water +12 cm. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Stores List. N 

1 Declaration of Crew's Baggage, i.e. tobacco Wine/spins 

camera, wrist-watch, radio, firearms/swords, etc., (only at fit 
port of call in Japan). 

Ship's agent will prepare Inward/Outward Declaration, 1 Caf 
Manifest and Cargo Manifest in transit using specific forms. Thet 
fore ship's Agent should be provided with necessary informat® 
about details of cargoes in advance. 
PILOTAGE: Not compulsory but required. Order Pilot throu? 
Agent. Pilot boards about 600 metres off port entrance. In ® 
weather, wait instructions from Agent. 
ANCHORAGE: All sea area available for anchorage. No prohibitt 
anchorage areas. Pilot station and quarantine anchorage posit’ 
38° 56.5’ N., 139° 48.0’ E. 
RESTRICTIONS: Ship movements in daytime only. 
MAX. SIZE: Restricted by depth alongside West Pier, 10 metré 
HEALTH: At first port of call in Japan, vessel must obtain f* 
pratique. Quarantine Officers will attend vessel only from daylig® 
to sunset and Captain to show all Vaccination cards, Deratit 
Exemption Certificate. In case vessel arrives from cholera-in 
area within 10 days, Captain must advise crew and passengers h 
condition to respective Quarantine office through ship's Agent 
to arrival and close all soil pipes before entering port. 
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pio: Niigata. Call sign JCF. Recommended Captain com- 
RA cates with Agent through Choshi Radio or Nagasaki Radio 
a) covers all ports in Japan. If specifically West bound vessel to 
Sheet and North bound to Nagasaki Radio respectively. 
TUGS: One of 800 h.p. 


certs - Depth Length No. Berths 

East Pier 7-5 metres 260 metres 2 
Nishi Pier 10 metres 185 metres 

West Pier 10 metres 185 metres 1 
Ohama Pier 45 metres 260 metres 3 
Ohama Pier 9 metres 330 metres 2 
Sodeoka Pier 7-5 metres 390 metres 3 
Buoy (Logs only) 11 metres 230 metres 1 


sTEVEDORES: Working hours: 0800 to 1700. 
phosphate rock in bulk handled at a rate of 200 to 250 tons per 
hour by shore crane. gm 
Logs, 1,400 cubic metres per day are handled by ship's gear. 
Rice, 900 to 1,000 tons per day loaded by ship's gear. 
Manganese ore in bulk, 150 tons per hour by shore crane, 120 per 
nour by truck crane, 60 tons per hour by ship's gear. 
MEDICAL: No advance notice required unless urgent. Medical 
fgcilities available at Sakata City Hospital. 
TANKERS: Draft not to exceed 8:5 metres. 
FRESH WATER: Available only from wharf at a rate of 25 tons per 


FUEL: Bunkers lightered from Hakodate provided at least 7 days’ 
ice given. 

tANGWAY/DECK WATCHMEN: Not specially required, unless 

passengers OF valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 

and closing hatches. Cost per hour per gang depending on type of 

cargoes. If any time lost by ship's crew doing this work, stevedores 

charge ship for waiting. Recommend request stevedores for this 

work unless crew can complete it before berthing. 

CERTIFICATES: Ship's Register to show Customs inspector 

ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 

cates sometimes required by stevedores when cargo gear main- 

tenance appears to be poor. 

CUSTOMS ALLOWANCES: 200 cigarettes and three bottles of 

spirits per man. 

CONSULS: Korean Consulate Tel. 0222-21-2751. Consul: Mr Cho 

Kian, 

REPAIRS: Minor repairs only. 

REPATRIATION: Crew replacement conducted basis “landing 

for transfer to another vessel.” 

AIRPORT: Yamagata Airport, situated 105 km. from Sakata. Two 

flights per day. 

TIME: GMT plus 9 hours. No alterations. 

HOLIDAYS: Public offices closed on Sundays and National holi- 

days. Cargo work every day except 1st, 2nd and 3rd January. 

POLICE/AMBULANCE/FIRE: Police(urgent |); (usiatj 2-6611; 

Ambulance (urgent) 119; Fire (urgent) 119; (usual) 2-3214. 

TELEPHONES: No facilities for placing on board. 

SERVICES: Compass adjustment. 

SHORE LEAVE: Local Immigration offices issue shore pass valid 

for only 3 days, but 3 day extensions possible if ship stays longer. 

AUTHORITY: Sakata Port Management Body. 5-15, 2-chome, 

Funaba-cho, Sakata. Tel. 3-5444. 


AGENT: Sub-Agent of Dodwell & Co., Tokyo. Sakata Kairiku Unso 
KK., 6-19, 2-Chome, Funaba-Cho, Tel. (02342) 2-1801. Cables: 
“Sakatakairiku"’. 


SASEBO: 33.10 N. 129.43 E. 


DOCUMENTS: See “General - Customs and Immigration". 
PILOTAGE: Compulsory. Vessel should keep Pilot closely advised 
through Agent, of ETA pilot station at least 24 hours prior arrival 
and any subsequent change. Pilot boards vessel one mile North- 
west Kogosaki lighthouse. (33° 06’ N. 129° 38’ E.). In bad weather, 
Pilot will board at 33° 05’ 48” N. 129° 40’ 24” E. 
Telegraphic address of Port Captain “JNK” 500 kc/s (Sasebo 
Maritime Safety Office). 
ANCHORAGE: Ample good holding ground in inner harbour, but 
'$controlled by U.S. Navy and only following anchorage available for 
commercial vessels: No. 3 Section, Depth 10 m.-37 m. Capacity (g/t) 
2,000 tons and over < 20. 
RESTRICTIONS: Entry and departure from sunset to sunrise only 
alowed under extenuating circumstances subject to Port Captain's 
Special permission. (MSTS chartered vessels excepted). No par- 
yee restrictions upon draft or tide conditions. Berthing during 
4y only. Controlling depth of water - in the passage 23-54 m., at 
anchorage 10-37 m. 
WEATHER: South-westerly winds prevail in summer, while 
eterly blows frequently in other seasons. Maximum wind velocity 
weorded 26-1 m/sec. In early spring dense fog prevails, but renders 
‘Wigation impossible only for 7 days or so. 
‘ dal range 2:6 metres. Current rate maximum 1-5 knots in vicinity 
dir arbour entrance at rising tide. At ebb tide, it flows in opposite 
rection and is faster than during flood, but not so strong as to 
inder navigation, 
mak, SIZE: “See Berthing”. No particular limitation for entering 
will b or berthing however, acceptable length, draft and breadth 
@ decided case by case in accordance with conditions of each 

in Consulting with pilots, U.S. Navy and Port Captain. No tanker 
Stallations outside port. 


JAPAN 


PRATIQUE: See ‘*Moji'’. Quarantine station: 33° 05’ 30” N., 129° 42’ 
00” E.) 14 mile East of Kogosaki lighthouse. Quarantine service from 
sunrise to one hour before sunset. “Q" flag should be hoisted untli 
free pratique granted. When vessel arrives from plague and cholera 
infected or suspected area within 10 days (plague) and 5 days 
(cholera). 24-hour special quarantine required. All sanitary scuppers 
must be closed and garbage not thrown overboard after vessel 
reaches 60 miles off Japanese coast. Vessel chartered by MSTS or 
USN (GAA, T/C, CVC, V/C) shall be cleared by U.S. Navy Quaran- 
tine and service available after sunset also. 

RADIO: See “Yokohama”. 

TUGS: Normally join vessel about 4-1 hour prior berthing and tug's 
lines used. Charge for use of lines included in tug hire. 
BERTHING: 


Wharf Length Depth Capacity Cargo Remarks 
m. (g/t) 
lorizaki 80:5 20,000 x 1 Oil Under U.S. Navy's 
control 

Motofune No. 1 79:5 32’ 20,000 x 1 = = + a 
Motofune No. 2 79:5 32 20,000 x 1 aH ae a or 
Akasaki No. 1&2 298-0 40 20,000 x 2 7: y nse x 
Akasaki No. 3 219-0 40 20,000 x 1 i ” ft a. 
Yokose 88-0 45 20,000 x1 oF ib ir a 
India Berth No. 1 254-4 31 20,000 x 1 For repairs 

ag 1 No, 2-3 363-5 31 20,000x2 Repairs 

" » No. 4-6 575°5 31 20,000x3 Repairs and general cargo 

Ps » No. 7-8 363-5 31’ 20,000x2 General cargo 


oF » No.9 151- 31° 20,000 x 1 
No. 1-5: Exclusive use of SSK (Shipyard) 
No. 6-9: Under control of the U.S. Navy. No. 6 and 7 berths can be used for 
commercial vessels, subject to the U.S. Navy's permission. 
Maehata GaiboNo.1 185-0 33’ 20,0001 Grain and general cargo 


General cargo 


Ekiura Wharf 150-0 16° 1,000x2 General cargo 
Hizukushi Wharf 103-0 15’ 500 x 2 Ff " 
Maehata Wharf 143-0 15° 500 x3 - i 
Machata Gaibo No.2 190.0 36’ 25,0001 Grain and general cargo 
No. of Buoy Depth Capacity (g/t) 
10 Over 10,000 
23 9-23 m. 5,000 to 10,000 
7 Under 5,000 


These buoys also controlled by U.S. Navy and their use for commer- 
cial purposes subject to U.S. Navy's permission, except following 
buoy which is free for commercial vessels: 


Depth Capacity (g/t) 
No.9 27 ft. 5,000 x 1 
STEVEDORES: Maximum 10 gangs available. 
Classification Regular employees Temporary labourers 
Stevedores 100 


Longshoremen/Warehousemen 100 200 

2 shifts: 0800-1700 and 1800-0700 hrs. Normal working hours: 0800- 
1700 hrs. Overtime work possible by applying to Customs. No work 
can be arranged during New Year holidays (1st to 3rd Jan.), 31 Dec. 
and 1 May. 
TANKERS: Diameter of lines: 8 in. No slop (Residue) discharge 
facilities. Number of tanker berth as follows: 


Number Length Depth Remarks 

Akasaki No. 1, 2,3. 517m. 40’ under U.S. Navy's control 
Motofune No. 1&2. 159 m. 32’ under U.S. Navy's control 
lorizaki 805m. 32’ under U.S. Navy's control 
Yokose 88 m. 45’ under U.S. Navy's control 


DENSITY : 1025. 

FRESH WATER: Available by barge one each of 200 and 100 tons. 
Rate of delivery 30-60 tons per hr/barge. Water from hydrant at India 
Berth Nos. 6, 7, 8 & 9. Rate of delivery 25 tons per hr/hydrant. 
FUEL: No stock of bonded oil, but lightered from other ports. 
Adequate notice required order avoid delay. Rate of delivery from 
barges 100/200 tons per hour. 


Suppliers Installation Notice required 
days 
Shell Sekiyu K.K. Nagasaki 3 
Shimonoseki 4 
Esso Oil Co. Shimonoseki 4 
Sakai 6 
Mobil Oil Co. Kokura/Moji 4 
Oita Ls 
Caltex Oil Co. Shimonoseki 4 
Kudamatsu 5 
Mitsubishi Shoji Kaisha Shimonoseki 4 
Kanokawa 5 
C. Itoh & Co. Matsuyama 5 
Mizushima 5 
Nissho-lwai Co. Shimonoseki 4 
Matsuyama 5 
Mitsui Bussan Kaisha. Oita & 
Kanematsu-Gosho Co. Kokura 4 
Tokuyama 5 
Idemitsu Kosan Kaisha. 
Marubeni-lida Co. Tokuyama 5 


Sumitomo Shoji Kaisha. 
DEVELOPMENTS: Berth under construction and expected com- 
plete 1975. 

Wharf Length Depth Capacity 
Uragashira 260 m. 24 ft.  5,000x2 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this work, 
stevedores charge ship for waiting. Recommend request stevedores 

for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


cates sometimes required by stevedores when cargo gear mainten- 
ance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CARGO GEAR: Shore cranes: 


No. Capacity Location Owners 

1 250 tons India Berth No. 5 S.S.K. 

2 15 tons A » No3&4 + 

1 15 tons S » No.7&8 U.S. Navy 

2 10 tons Ww » No1&4 S.S.K. 

1 1 tons Hizukushi Wharf Nishi Kyushu 
Whse. Co. 

1 4 tons Maehata Wharf Sasebo City 


Floating cranes: 


No. Capacity Owners 


3 30 tons U.S. Navy) Their use for commercial 

1 150 tons U.S. Navy } purposes is subject to U.S. 
Navy's permission. 

1 15 tons S.S.K. 

1 12 tons 


IDENTIFICATION CARDS: See “General — Immigration". 
CONSULS: None 

REPAIRS: All deck and engine repairs possible. 

DRY DOCKS: Sasebo Heavy Industries Co. Ltd. No. 3 dry dock: 
Length 370-0 m. Width 70:0 m. Depth 15:0 m. Max. ship (dwt) 300,000. 
Another 5 dry docks available. 

AIRPORT: Itazuke Airport, Fukuoka, about 120 kilometres (about 
220 min. by taxi). Served by regular airlines. Omura Airport, Nagasaki, 
about 50 kilometres (about 70 min. by taxi). 7 flights daily. (All Nippon 
Airways). 

TIME: GMT plus 9 hours. No alterations to clocks throughout year. 
POLICE/AMBULANCE/FIRE: Police Station: Sasebo 3-7161 (if 
emergency: 110). Ambulance Sasebo 3-5121 (Sasebo Fire Station). 
Fire Sasebo 119 (Sasebo Fire Station). 

TELEPHONES: No facilities exist for placing telephones on board. 
GENERAL: Customs: When vessel arrives direct from foreign port, 
Customs officials board for search. Following documents to be sub- 
mitted. Crew List, Passenger List, Store List, Manifest of crew per- 
sonal effects (must be signed by individual crew member). Arms and 
ammunition List, Narcotics List, List of Port of call on current 
voyage, Discharging cargo Manifest, Through cargo manifest, 
Declaration inward/outward (Form No. C2000). Following will be 
checked on board. Ship's Registry, Last port clearance. 

When vessel comes from Japanese port, Customs officials will 
not attend on board, except special case. Master or agents to attend 
at Customs House for entry formalities with following documents. 
Discharging cargo Manifest, Through cargo Manifest, Declaration 
inward/outward, Ship's Registry, Last Port Clearance, documents 
entrusted with the Master by Customs at previous port. 

On vessel's departure, clearance issued by Customs after con- 
firming payment of tonnage dues. 

Immigration: \mmigration officials board vessel on arrival to 
examine passports, discharge books and/or other equivalent travel 
documents and provide a 72-hour landing pass for crew members 
and passengers. Two copies each of crew list and passenger list are 
required by them. Providing vessel's Agent with these documents 
beforehand will help in expediting immigration business on arrival. 
When vessel in port more than 72 hours, landing passes will be 
extended every 72 hours on application. 

In event that crew members, without entry visas, to be landed for 
repatriation or transfer, Immigration will not permit their landing 
unless passage, by either sea or air, ensuring prompt departure from 
Japan (within 72 hours) of these men has been booked, or unless 
vessels to which they are to be transferred, arrive in Japan within 
5 days. Services are rendered from 0900 hours to 1700 hours. 
MEDICAL: Hospital: U.S. Station Hospital (for U.S. military per- 
sonnel only). Sasebo Dojinkai Hospital. Bussaka Dental Hospital. 
Tanaka Dental Hospital. 

SERVICES: Hold cleaning. Compass adjusting. Fumigation. 
AUTHORITY: Sasebo Harbour Administration, 3-1, Yorozu-cho, 
Sasebo City. 


AGENTS: Sub-agents of Dodwell & Co., Tokyo. Nishikyushu Ware- 
house Co. Ltd., Tategami-cho, Sasebo. Tel. Sasebo (09562) 4-6161. 
Telegraphic “Ringer Sasebo". 


SHIMIZU: 35.01 N. 138.30 E. 


DOCUMENTS: Quarantine (only when arriving from a foreign port): 
1 Maritime Declaration of Health. 
1 Crew List. 
1 Cargo Manifest. 
1 List of Passengers (if any on board). 
Log Book and Registry should be readily available. 
Customs: 
1 Declaration Inward/Outward with Ports of Call. 
1 Ship's Registry 
1 Last Port Clearance. 
1 Store List including arms and narcotics. 
2 Manifests of Cargo for discharge (prepared by Agents). 
1 Manifest of Through Cargo. 
1 Crew List. 
1 List of Passengers. 
1 List of Crew's Baggage (only necessary if crew-members have 
to land personal effects ashore). 
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Immigration : 

2 Crew Lists. 

1 Application for Shore-passes. 

2 Lists of Passengers. 

Notification of Departure, (to be returned through Agents a& 

sailing). 
Harbour Master : 

1 Declaration Inward/Outward with Ports of Call. 
Port Authority : 

1 Declaration Inward/Outward with Ports of Call. 
PILOTAGE: Pilot boats: black hulls and white house with H fy 
at bow. G flag: when requiring a Pilot. Pilot Station: 35° 01 Hy) 
138° 31’ 30” E. (to be altered at a later date to the point 80 degrs 
2600 metres distant from Masaki Lighthouse 35° 01’ 02” N., 138°» 
06” E. Night Pilotage: charge - 50% extra applicable from one hy 
before sunset to one hour after sunrise. 

ANCHORAGES: See Section 3 on Chart of Shimizu. 

MAX. SIZE: See "Developments" Dry-cargo max. draft 11 mety 
Length and breadth no restriction. Tankers, up to 16.50 m. draft, 
HEALTH: Free pratique automatic calling at another Japany 
port. Radio Pratique available. 

RADIO: Cable Agent giving ETA, draft and any other informatin 
via Shimizu Radio. Call sign: JGQ. Transmitting frequency 500, 
486 kc/s. Receiving frequency 500, 480 kc/s. Area within 200 km, 
VHF: Call sign: Shimizu Port Radio. Channels 16, 12, 14 Simpy 
20 Duplex. Power 50 w. Area 50 km. 

TUGS: Normally join in-coming vessels near pilot station, Tugs 
lines usually used no extra charge. Up to 2,000 h.p. available, 
BERTHING: 


Berth Length Depth 
Hinode Wharf 820 metres 7-3-10°6 metres 
Fujimi Wharf 360 metres 9.5 metres 
Fujimi Wharf 515 metres 9-11 metres 
Okitsu Wharf 899 metres 5-5-11 metres 
Railway Wharf 266 metres 7:3 metres 
Japan Light Metal Wharf 276 metres 9 metres 
Orido Buoys No. 1/3 Max. size 20,000 tons 11 metres 


SPECIALISED CARGO HANDLING FACILITIES: 

Container Berth: Okitsu Wharf No. 00, 11,200 metres, 11:5 met 
35-ton gantry crane. 

Grain Berth: Fujimi Wharf No. 00, depth 11-0 metres, two suche 

Hounen Wharf, 255 metres, 11-0 metres, three suckers. 

Wood Chip Berth: Sodeshi Pier No. 00, depth 12-0 metres, te 
unloaders. 

Fujimi Wharf No. 3/4, depth 9-0 metres, four unloaders. 
Bauxite Berth: Nippon Light Metal Wharf, depth 11-0 metres, te 

unloaders. 

TANKERS: Honen Oil Refinery Company Wharf 180 metres lox 
with 11 metres depth alongside at low water. 

Toa Petroleum Refinery Company operate a buoy mooring suita 
for tankers up to 100,000 dwt. in depth of 15 metres at low water. 
DEVELOPMENTS: Sodeshi Wharf construction to be complet 
end 1975. 

STEVEDORES: Enable Agents order gangs important obi 
accurate ETA in good time. Latest time to order gangs 160! 
previous day. Gang shifts: Normal and deferred shift 0830 every 0 
Night shift 1700 every day except last Sunday in month. Any requét 
for attendance preceding 0830 non-acceptable. 

MEDICAL: Masters to advise by radio prior arrival if medical atte 
dance required. 

DENSITY : 1023-1024. 

FRESH WATER: Most berths supply by shore installations, othe 
wise barge. Minimum quantity of oil 20 tons. 

FUEL: All grades of oil delivered by barge only. 

FIRE PRECAUTIONS: Harbour fire-fighting corps with a fit 
fighting boat. 

GANGWAY/DECK WATCHMEN: Available for gangway, hv 
checking hawsers, bridge, telephone, etc. 
OPENING/CLOSING HATCHES: On liners normally by ste# 
dores with assistance of crews, otherwise according Charter Part 
CERTIFICATES: Ship Registry, Radio and Safety equipme™ 
Certificate, Derating Exemption Certificate, etc. 

CUSTOMS ALLOWANCES: Tobacco: 50 packets permitted 
each crew per day. Wine 6 bottles per crew member. 
IDENTIFICATION CARDS: Passport or Seaman's Book. 
CONSULS: None. 

REPAIRS: Most repairs and overhauls possible. 

DRY DOCKS: NKK Shimizu yard (largest dock 210 246 metre) 
AIRPORT: 180 km. distant from Haneda International Airport. 
TIME: GMT plus nine hours. Permanent. 

HOLIDAYS: No work on from December 31 to January 3 #® 
Shimizu Port Festival Day (Aug. 5). 
POLICE/AMBULANCE/FIRE: Police 110; Ambulance 119; f® 
119; Water Police (52) 0200. 

TELEPHONE: Available on board. 

SHORE LEAVE: Normally allowed. 

AUTHORITY : Shimizu Port Administration Office, 2-9, Hinide-c™ 
Shimizu City, Shizouka Pref., Japan. Tel. (53)2201. 


AGENT: Shimizu Shipping K.K. Kashiwa Building, 3, 4-chom™ 
Minato-cho. Cables: “Shiship Shimizu." Tel. (0543) 53-3301. 


sHIMONOSEKI (including Mutsure) : 33.57 N. 130.58 E. 
(See Kanmon-Ko). (See Plan) 


CUMENTS: 
a SO Register. 
Last Port Clearance. 
3 Crew Lists including Passport Nos. 
3 Passenger Lists. 


1 Store List. , . . mt 
{ Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 


camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). : 
Ship's agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's agents should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: See ‘Moji”. ; ‘ 
ANCHORAGE: Nishiyama anchorage located off Hikoshima 
island, on Western end of Honshu Island. Max. draft 9-5 m. capacity 
<2, 
iy rertl anchorage: undermentioned area is open port. The sea 
area surrounded by: ; 

(a) Line connecting Daibahana on Takenoko Island and top of 
Wagora Island. 

(b) Line connecting top of Wagora Island and Udonohama on 
Mutsure Island, 

(c) Coastline between Udonohama and Unoishibana on Mutsure 
Island. 

(@) Line connecting Unoishibana and Anse-no-Shiri in Shimono- 
seki. 

(e) Line connecting Anse-no-Shiri and point at 370 metres from 
Daibahana on the line connecting Daibahana and top of 
Wagora Island. 

(f) Line long. 130° 54’ E. 

Anchorage includes a part of quarantine anchorage and Mutsure 
oll berth; depth 10-25 metres. 
RESTRICTIONS: See “Moji". 


MAX. SIZE: 

Wharf Length Depth Capacity (g/t) 

Western wharf (Nos, 3-4) 340 m. ‘5 m. 15,000 x 1 

Daiichi Pier (Nos. 9-10) 330 m. 8-5 m. 24,000 x 1 
(Nos. 12) 330 m. 8:0 m 13,000 x 1 

Daini Pier (Nos. 15-16) 340 m. 8-5 m. 15,000 x 1 
(Nos. 17) 210 m. 9-1 m. 25,000 x 1 


For tank installations, see '‘Tankers”’. 

PRATIQUE: See “Moji."’ 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

VHF: See “Yawata’’. 

TUGS: See "Moji". 

BERTHING: No specific requirements. Pilot boarding time wil! be 
notified by ship's Agent mainly by radio. 

BRIDGES: No bridges at present, but construction begun on sus- 
pension bridge, across Kanmon Strait. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for agents to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
figged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours 50% additional of basic stevedor- 
age; 2100-0500 hours next morning 130% additional; Sundays/ 
holidays 60% additional. 

MEDICAL: No advance notice required unless urgent. 

TANKERS: Shell oil berth situated at Hikoshima, on South- 
western end of Honshu, facing Moji across Kanmon Strait. In 
Vicinity of berth, flood tide sets to East, ebb tide to West, current 
about 5-6 knots, Mooring berth consists of 4 buoys, approximately 
140 metres offshore, space between buoys being approx. 270 metres. 

Maximum dimensions of vessel which can be safely accom- 
modated are gross tonnage 18,000 tons, length OA 170 metres, 
breadth unlimited, draft 9 metres. 

Vessels only berthed or unberthed when tide sets to West during 
taytime only. In approaching berth, as vessel comes against tide, 
ull engine power and tug assistance required. One 10 in. pipe con- 
nected to vessel; discharge efficiency per hour 500-600 kl. 

aiyo Gyosho Installation located about 610 metres South of 
utsure lighthouse. At this berth, West-going current stronger than 
aengoing and ship taken to berth only on Westerly current, with 
ps towards South. Most suitable berthing time is 2-3 hours after 
eauencement of West-going current. Maximum dimension of 
S00 which can be accommodated at this berth is gross tonnage 
tein dead weight 60,000 tons, length OA 270 metres, draft 

One 8 in pipe is connected to vessel. Speed of discharge is an 
average 1,000 kl per hour. 

Fi NSITY : 1025, 

RESH WATER: Good fresh water supplied either from water 
= ral from hydrants alongside wharves. Rate of delivery from 
FUEL: ‘arge 50 tons per hour and from hydrants 40-50 tons. 

: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
ino taha Bay and Kanmon Port. At all other ports bunkers will be 
prion rom the nearest bunker stock ports at maximum 7 days 

‘Notice. Also see “Moji, Fuel”. 
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DEVELOPMENTS: At present, No. 18 wharf, mostly reclaimed 
land, used for ferry boat service linking Shimonoseki to Pusan, 
which opened service June 1970. After completion of reclamation, 
further three berths (Nos. 19, 20 & 21) will be equipped for larger 
vessels, where maximum draft planned 10 metres. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. Cost per hour per gang depending on type of 
cargoes. If any time lost by ship's crew doing this work, stevedores 
charge ship for waiting. Recommend request stevedores for this 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear mainten- 
ance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 

CARGO GEAR: See “Certificates”, but no special requirements. 
CONSULS: Korean Consul, tel. (66) 5341. 

REPAIRS: All types of repairs possible. 

DRY DOCKS: Mitsubishi Heavy Industries Ltd. 4 dockyards (Nos. 
3 & 4 for smaller vessels). 

Hayashikane Shipbuilding K.K. 3 dockyards (Max. 1,100 gt). 

Towa Shipbuilding K.K. 1 dockyard (Max. 1,000 gt). 

Mitsubishi Heavy Industries Ltd. 

Dimensions of dock 


Length Breadth Draft 

metres metres metres 
No. 1 Dock 164-13 25:0 7:04 
No. 2 Dock 150-10 20-0 6-88 

Max. size of vessel for docking 

Length Breadth Draft 

metres metres metres 
No. 1 Dock 160-00 22-50 5:50 
No. 2 Dock 143-00 19-30 5-00 


REPATRIATION: Possible. 

AIRPORT: Approx. 80 km. to Fukuoka airport; about 14 hours by 
train. Approx. 18 km. to Kitakyushu airport; 40 minutes by taxi. 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police station 110; Ambulance/ 
Fire station 119. 

TELEPHONE: Possible to place telephone on board. 
SERVICES: All services available. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Bureau. 


AGENTS: Subagents of Dodwell & Co. Ltd., Tokyo. Holme Ringer 
& Co. Ltd., PO Box 72, 9-9, Minato-machin, Moji-ku, Kitakyushu. 
Tel. Moji (093) 331-1311/8. Telegraphic “Ringer Moji”. 


SHIMOTSU (including Kainan): 34.06 N. 135.08 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including Passport Nos. 

3 Passenger Lists. 

1 Store List, 

1 Declaration of Crew's Baggage. i.e. tobacco wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's agents should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: Pilot request to be given to pilot station through Agent. 
Advance notice of ETA: 72 hours and 24 hours before arrival. No 
VHF available. Pilot usually attends by tug boat. No special pilot 
boat. Pilot boards 34° 07’ 25” N. and 13°5 06’ 45” E. No alternative 
area in event of bad weather. Location of anchorage for awaiting 
pilot — 34° 07’ 25” N. and 135° 06’ 45” E., as pilot station. 
ANCHORAGES: Quarantine anchorage, 20 metres depth. 
RESTRICTIONS: Entry day-time only. 

Yura Bay: Vessels no longer than 110 metres berth. Day-time 
entrance only regardless of tide and current. 
MAX. SIZE: 


Length Draft 
Tonen O-1 (Shimotsu) No limit 20:00 m. 
Tonen E-1 (Shimotsu) No limit 14-50 m. 
Maruzen Buoy Berth (Shimotsu) 179 m. 10-50 m. 
Maruzen Jetty 5 (Shimotsu) 230 m. 11-60 m. 
Fuji Kosan Jetty 9 (Kainan) 245 m. 11:80 m. 


Yura Bay: Length 110 metres; breadth no limit; draft 10 metres. 
PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio vessel will be required to submit the following documents 
to Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 
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If a vessel has on board any case, or any suspected case, of 
infectious disease within 15 days of arrival. 

If crew or passengers on board do not possess valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 
RADIO: Recommended Captain communicates with agents through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound to Choshi and North bound to Nagasaki 
Radio respectively. 
TUGS: Tugs join at Quarantine anchorage, tug lines used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's agents mainly by radio. 
MEDICAL: No advance notice required unless urgent. 
TANKERS: 


Diameter of Slop Max. 

shore pipes facilities Draft 
Tonen O-1 Jetty -Shimotsu  16"x3,12x2 None 20.00 m. 
Tonen E-1 Jetty -Shimotsu 12”x2 A 14-50 m. 
Maruzen No. 5 Jetty- Shimotsu 14”x2 ‘ 11-60 m. 
Maruzen Buoy Berth - Shimotsu 10° 1, 6"x1 ¥ 9:50 m. 
Fuji Kosan Jetty9 - Kainan 12”x 1, 20’ 1, F 11-80 m. 


12” 1 (fuel) 
DENSITY: Average density 1012. 
FRESH WATER: Available at every berth by shore lines, rate 
about 25 metric tons per hour. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. Some grades available in Shimotsu/Kainan subject to 
enquiry. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered g:oss and nett tonnages. Valid Cargo Gear Certi- 
ficates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 
ashore, but no spirits. 
IDENTIFICATION CARDS: Not required. 
CONSULS: None. 
REPAIRS: Only minor deck and engine repairs. 
DRY DOCKS: 

Yura Dockyard: Mitsui Shipping & Engineering Co. Ltd. have 
constructed a 350,000 dwt new dockyard in Yura, 50 nautical miles 
South of Kobe 33° 57’ 30” N. 135° 07’ 00” E. Vessels calling at Yura 
port are requested to note the following information: 

Tonnage dues should be paid at Wakayama since Yura is closed 
port. 

Dock Master boards at position 280 degrees 2,000 metres from 
Arijima lighthouse for entering Yura and Pilot is not required. 

Vessel is requested to wait at Wakayama Anchorage if dry dock 
or wet basin is not available. 

Vessel is requested to call at Shimotsu for free pratique if 
necessary. 

REPATRIATION: Possible. 

AIRPORT: Osaka International Airport. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police 110 and Ambulance/Fire 119 
(in case of emergency). 

TELEPHONES: No facilities for placing telephones on board. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port Administration Office. 


AGENTS: Sub agents of Dodwell & Co. Ltd., Tokyo. Shimamoto 
Kaiun K.K., 5-7 Chikko, Wakayama. Tel. Wakayama (0734) 22-5111 
Kainan (07348) 2-5463. Telegraphic “Shimamoto Wakayama” 
“Shimamoto Kainan.” 


SHIOGAMA: 38.20 N. 141.03 E. 
Tohoku Oil Co. Refinery Terminal, Sendai. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists including passport numbers. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Personal Effects. 

Agent should be provided with necessary information to prepare 
Inward/Outward Declarations and Cargo Manifests. 

PILOTAGE: Pilot boarding area in vicinity of position 38° 18’ N. 
141° 11’ E. International Code signals used. 

ANCHORAGE: Vessels waiting quarantine clearance or Pilot, 
anchor in vicinity of pilot boarding position given above. 
RESTRICTIONS: Depth in approach channel, 12 metres at low 
water, with some shallow spots of 11-40 metres depth. Tidal range 
1-10 to 1:30 metres. 

MAX. SIZE: No restriction of vessel's length and beam. Draft 
controlled by depth in approach channel. Up to 50,000 dwt. tankers. 
HEALTH: At first port of call in Japan vessel must obtain free 
pratique. Quarantine Officers attend only from daylight to sunset. 
Master required to produce all vaccination cards and Derat. Exemp- 
tion Certificate. 

If vessel arriving from cholera-infected area within ten days, 
Master must report crew and passengers’ health condition to respec- 
tive Quarantine office through Agent prior to arrival, and close all 
soil pipes before entering port. 
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RADIO: Choshi Radio or Nagasaki Radio. 

TANKER BERTH: Dolphin berth situated in 14 metres depty 

water. Length between dolphins, 125 metres. ’ 
Vessel discharges through two 16 in. shore lines each Capably 

receiving 4,000 t.p.h. 

FRESH WATER: Supplied by shore line at 50 tons per hour, 

FUEL: Nearest bunker stock port Tokyo Bay. Lightered Subjec, 

7 days’ prior notice. Local supply may be possible. 

TIME: GMT plus 9 hours. No alterations during the year. 

AUTHORITY: Port Administration Office. 


AGENT: Abeki Shokai, c/o Sendaiwan Marine Service Co, 
7-16, Teizan-dori 1-chome, Shiogama-shi Miyagi-ken. Tel.: Shy 
gama (02236) 4-2301. Cables ABE Shiogama. 


TANABE: 33.44 N. 135.21 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spin 
camera, wrist-watch, radio, firearms/swords, etc. (only at jy 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 
Manifest and Cargo Manifest in transit using specific forms. The 
fore ship's Agent should be provided with necessary informaty 
about details of cargoes in advance. 

PILOTAGE: Not compulsory, but if required Agent to be advig 
72 hours prior arrival. No pilotage sunset to sunrise. Anchors 
waiting for Pilot 33° 42’ N.; 135° 19’ E. Pilot station 2,200 met, 
315 degrees from Banshono-hana lighthouse. Depth, 38 metres, 
ANCHORAGE: Waiting anchorage, 1,900 metres 40 degrees fm 
Banshono-hana lighthouse. Depth, 19 metres. Bottom, sand » 


mud. 

RESTRICTIONS: Maximum draft, 9:5 metres (31 ft.), high ti& 
Usual draft, under 8-5 metres (28 ft.). 

HEALTH: At first port of call in Japan, vessel must obtain fe 
pratique. Quarantine officers will attend vessel only from daylig 
to sunset and Captain to show all vaccination cards, Deratiy 
Exemption Certificate. In case vessel arrives from cholera-infecs: 
area within 10 days, Captain must advise crew and passengers hee 
condition to respective Quarantine Office through ship's Age 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent throw 
Choshi Radio or Nagasaki Radio which cover all ports in Japan! 
specifically West bound vessel to Choshi and North bounds 
Nagasaki Radio respectively. 

TUGS: If required, ordered from Wakayama subject three da 
advance notice. Tug's line used, no extra charge. 

BERTHING: Two buoy-berths, depth 10 metres and 7:5 metres. 
STEVEDORES: At least 24 hours prior notice excluding Sunda 
and holidays required in order for Agent to arrange stevedors 
Vessel must constantly keep her Agent advised of ETA. If stew 
dores cannot commence loading/unloading at time notified by 
Agent, the orderers must pay for waiting time. If cargo gears 1 
rigged on berthing, stevedores will do same for ship's crew. Ov 
time surcharges 1700-1900 hours (50% additional of basic steveds 
age), 2100-0500 hours next morning (130% additional), Sundays 
holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 
DENSITY: About 1.03. 

TIDE: Tidal range. Maximum plus 2:13 metres. Minimum min 
0:21 metres. 

FRESH WATER: Available by water-barge, capacity 30 tos 
Day-time delivery only to buoy berths. 48 hours notice requit 
FUEL: All grades of bonded bunkers are stocked in Tokyo Ba 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunket 
will be lightered from the nearest bunker stock ports at maximu 
7 days prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unlei 
passengers or valuable cargo aboard. ; 
OPENING/CLOSING HATCHES: Stevedores carry out open" 
and closing hatches. Cost per hour per gang depending on type? 
cargoes. If any time lost by ship's crew doing this work, stevedoit! 
charge ship for waiting. Recommend request stevedores for th 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspect? 
ship's registered gross and nett tonnages. Valid Cargo Gear Cert 
cates sometimes required by stevedores when cargo gear's ms” 
tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to tt 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

AIRPORT: Shirahama Airport about 25 km. distant. Domes® 
flights only, daily to Tokyo, Osaka, and Nagoya. 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Tanabe police office, tel. 0 
1226; Ambulance, Chu-o Hospital, tel. 0739-22-8383; Fire departme® 
tel. 0739-22-0931. 

SERVICES: None available locally but obtainable from Osaké. 
SHORE LEAVE: Local Immigration Offices issue shore pass va" 
for only 3 days, but 3 days extension possible if ship stays !0 
AUTHORITY: Port Administration Office. 


— 


ENTS: Sub-Agents of Dodwell & Co. Ltd., Tokyo. Shimamoto 
ok K.K., 193 Kamiyashiki, Tanabe-shi. Tel. Tanabe (0739) 24-2424. 


Telegraphic, Shimamoto Tanabe. Telex 5562-103. 


TOBATA 33.55 N. 130.51 E. 
(See Kanmon-Ko). 


OCUMENTS: 
Oship's Register. 
Last Port Clearance. 
4 Crew Lists including Passport Nos. 
3 Passenger Lists. 


e List. 
Veeeration of Crew's Baggage, i.e. tobacco, wine/spirits, 


camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). ’ 

ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 

Manifest and Cargo Manifest in transit using spedific forms. There- 

fore ship's Agent should be provided with necessary information 

spout details of cargoes in advance. 

PILOTAGE: See “Yawata”. 

ANCHORAGES: No. 5 section, Wakamatsu. Depth: 9-11 m. 

Capacity (g/t) 15,000 x 2. Quarantine anchorages also used when 

ary. 

WIND TIDE: South-easterly winds prevail in the warm seasons and 

North-westerly winds in the winter season. The maximum velocity 

recorded in the past being 18 m./sec. The tidal range is 2-145 metres. 

The current at the channel leading to new port runs Southward at 

the flood and Northward at the ebb. The maximum speed of the 

current is about 3 knots. There is no current in the dock. 

RESTRICTIONS: Te 

(a) Vessels exceeding 20,000 tons gross may berth only within one 
hour before and/or after slack tide. Vessel’s under 20,000 tons 
gross may berth regardless of current, if it does not exceed 
5 knots. ' 

(d) Night entry: Vessels under 10,000 gross tons may berth at Nos. 
1, 2,3 and 8 wharves until 2200 hrs. in summer season and 2100 
hrs. in winter season, subject to Harbour Master's permission 
and Pilot's agreement. 

(c) Night departure: Vessels under 20,000 gross tons allowed to 
sail from Nos. 1, 2, 3, 8 wharves and Nos. "A", “B", “C" buoys 
until 2200 hrs., regardless of current, provided they are moored 
with bow outward. 

(¢) Least depth in channel, 14-0 m. 


MAX. SIZE: 
(a) Wharf Length LOA Depth 
(m.) (m.) (m.) 
1 200 180 11:0 
2 200 180 12:0 
3 250 220 13-0 
4 17.0 
8 316 250 12:0 
9 280 170 10-0 
Uchiura 
No. 5 221 175 8-5 
Shoko 
wharf 165 150 85 
(6) Buoy Ship's LOA Depth 
(m.) (m.) 
A 180 12:5 
B 200 12:5 
180 12:5 


Cc 
PRATIQUE: See "Moji.” 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
Specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 
TUGS: Two tugs join vessel at entrance of harbour (in front of 
harbour signal station). Vessels exceeding 20,000 tons gross require 
§tugs. One of them will join vessel at Mutsure leading into main 
harbour and 2 join vessel at entrance of port (in front of harbour 
Signal station). 
BERTHING: No specific requirements. Pilot boarding time will be 
fotified by ship's Agent mainly by radio. See “Max. Size". 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
i On berthing, stevedores will do same for ship's crew. Over- 
(me surcharges 1700-1900 hours (50% additional of basic stevedor- 
fae); 2100-0500 hours next morning (130% additional), Sundays/ 
menays (60% additional). 
EDICAL: Kinjyo Hospital, Yawata; Shimada Surgical Hospital, 
DENts No advance notice required unless urgent. 
; SITY: Average density in the port is about 1019-1021 in 
ummer season, 1025-1026 in winter season. 
c SH WATER: Available in connecting lines from shore side at 
ee Nos. 1, 2, 3, 8, 9. No. of hydrant 5 4555. At buoys: from 
. 9@s, arranged from Wakamatsu. Rate of delivery: 55-70 tons per 
“ex-hydrant, 60 tons per hr. barge. Overtime (0500-0800) (1700-2200), 
pi 3 Add.; (2200-0500), 100% add.; bad weather, 50% add.; Sundays 
ie Olidays, 50% add.; minimum quantity at Tobata, 30 tons; mini- 
FUE guantity at Mutsure, 50 tons. 
: Available ex-barge. All grades of bonded bunkers are 
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stocked in Tokyo Bay, Ilse Bay, Osaka Bay and Kanmon Port. At all 
other ports bunkers will be lightered from the nearest bunker stock 
ports at maximum 7 days prior notice. 

FIRE PRECAUTIONS: No tanker berth. Each tugboat equipped 
with fire extinguishing system for attending emergencies on request. 
DEVELOPMENTS: No. 4 wharf completed. Depth of water about 
17 metres, but also 2nd plan for 19 metres. Berthing capacity, over 
150,000 dwt. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo aboard. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this 
work, stevedores charge ship for waiting. Recommend request 
stevedores for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship’s registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear's main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: See “Yawata”. 

REPAIRS: All types of deck and engine repairs possible afloat. 
DRY DOCK: No dry dock. 

REPATRIATION: Possible. 

AIRPORT: See ‘‘Yawata". 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Tobata police office, tel. 093-87- 
4321; Wakamatsu Water Police, Tobata Branch, tel. 093-87-1561; 
Ambulance/Fire: Tobata fire department, tel. 093-87-2621. 
TELEPHONES: See “Yawata”. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY : Kitakyushuko Kanti-Kumiai, Nishikaigan-Dori, Moji- 
ku, Kitakyushu City. 


AGENTS: Sub-agents of Dodwell & Co. Tokyo. Holme Ringer & 
Co. Ltd., c/o Tobata Works of Yawata Iron and Steel Co. Ltd., 
Motomiya-cho, Tobata-ku, Kitakyushu. Tel. Tobata (093) 87-1561 
(ext. 5528). Telegraphic, Ringer Yawata. 


TOKUYAMA: 33.59 N. 131.45 E. 


Port situated in Yamaguchi Prefecture on Western part of mainland, 
facing Seto Inland Sea. Surrounded by Oshima peninsula on the 
East, by Otsu-Shima and Uma-Shima (islands) on the South-west, 
and by the land on the North. Forms a grand bay with deep water 
suitable for shelter. Sen-Shima and Kurokami-Shima (islands) lying 
in harbour, divide it into Tokuyama section and Tonda section. 
DOCUMENTS: 

(a) Customs. When vesselarrives direct from foreign port, Customs 
officials will board her for search. The following documents are to be 
submitted: 

Crew List. 

Passenger List. 

Store List. 

Manifest of Crew Personal Effects (must be signed by individual 

crew member). 

Arms and Ammunition List. 

Narcotics List. 

List of Ports of Call on current voyage. 

Discharging Cargo Manifest. 

Through Cargo Manifest. 

Declaration Inward/Outward (form No. 02000). 

The following will be checked on board: Ship's Registry, Last Port 
Clearance. When vessel comes from Japanese port, Customs 
Officials will not attend on board, except special case. Master or 
Agent are to attend at Custom House for entry formalities with the 
following documents: 

Discharging Cargo Manifest. 

Through Cargo Manifest. 

Declaration Inward/Outward. 

Ship's Registry. 

Last Port Clearance. 

Documents entrusted with Master by Customs at previous port. 
On vessels’ departure a clearance is issued by Customs, after con- 
firming payment of tonnage dues. Ship's Agent will prepare Inward/ 
Outward Declaration, 1 Cargo Manifest and Cargo Manifest in transit 
using specific forms. Therefore ship's Agent should be provided 
with necessary information about details of cargoes in advance. 

(b) Immigration. |\mmigration officials attend from Tokuyama. They 
board vessel on arrival to examine passports, discharge books and/or 
other equivalent travel documents, and provide 72-hour landing 
passes for crew members and passengers. One copy each of Crew 
List and Passenger List are required by them. Providing ship's 
Agent with a Crew List beforehand will be a great help in expediting 
immigration business on vessel's arrival. When vessel stays in port 
more than 72 hours, the landing passes will be extended every 72 
hours on application. In event that crew members, without entry 
visas, are to be landed for repatriation or transfer, Immigration will 
not permit their landing unless passage, by either sea or air, ensuring 
the prompt departure from Japan (within 72 hours) of these men has 
been booked, or unless vessels to which they are to be transferred, 
arrive in Japan within 5 days. 

PILOTAGE: 

Inland Sea Pilot (Sekisaki/ Tokuyama) : Not compulsory. Agent gives 
24 hrs. notice to Pilot Association, Moji, and advice if ETA changed. 
(Master to cable “Anjin Moji” in case ETA changed and believes 
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that his advice, if relayed by Agent, will not reach in good time; for 
example, at night before date of arrival at Sekisaki). Location: 3 miles 
South of Sekisaki lighthouse (33° 13’ N., 131° 54’ E.). Pilot boards on 
vessel's arrival at pilot station day and night. No alternative area in 
event of bad weather. No VHF. 

Harbour Pilot (Tokuyama Harbour or Tokuyama-wan) : Not compul- 
sory. Pilot boards in Tokuyama-wan at quarantine anchorage, or 
other anchorage to pilot to berth. Master who has not taken Pilot at 
Sekisaki should enter harbour without Pilot (no pilot station at 
entrance). Master to inquire position for anchoring from Agent 
prior arrival. Agent will advise Master in consideration of vessel's 
size, draft or nos. of other vessels, especially supertankers, in port. 
ANCHORAGE: Quarantine anchorage, 34° 01’ N. 131° 46’ E., depth 
water 36 ft. Deeper water of more than 60 ft. about 2 miles S.W. of 
quarantine anchorage where quarantine board supertankers. If 
harbour congested, vessels, especially supertankers, anchor outer 
harbour. In this case quarantine go to outer harbour if advised by 
Master or Agent. In emergency or unable contact Agent, vessel can 
talk with Harbour Master by VHF, Channel 16, calling ‘‘Tokuyama 
Hoan". No restriction for entry into and/or departure from the 
anchorages after nightfall. 

MAX. SIZE: Biggest recorded vessel to enter, 215,000 tons dwt, 
64 ft. draft. 

HEALTH: Radio Agent for free pratique not less than 12 hours and 
not more than 36 hours before arrival, advising full details of vessel 
and health conditions on board. When free pratique is granted by 
radio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected case of 
infectious disease, within 15 days of arrival. 

If crew or passengers on board do not possess Valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Join inside harbour. For supertankers outer harbour if 
requested. Tugs’ lines used. Eight tugs available, up to 4000, h.p. 
BERTHING: Also see “Tankers"’. No specific requirements. Pilot 
boarding time will be notified by ship’s Agent mainly by radio. 


(a) Wharf Length Depth Capacity Cargo 
(m.) (m.) (g/t) 
Tokuyama Soda Salt pier 117 10-5 15,000 x Salt 
Tokuyama Soda 
Cement pier 162 10 2,500x1 Cement 
Toyo Soda Fertiliser pier 160 9-5 10,000x1 Fertiliser 
Toyo Soda Salt pier 110 10 15,000x1 Salt 
Toyo Soda Salt pier 60 8 4,000x1 Salt 
Toyo Soda Cement pier 125 10 10,000x 1 Cement 
Nisshin Seiko pier 66 5 1,000x1 Steel 
Public Chikko wharf 200 6 3,500x1 General 
Public Harumi wharf 140 75 7,000x1 General 
(6) Buoy Depth Capacity Cargo 
(m.) (g/t) 
Sea berth 20-0 100,000 Oil 
Nippon Seiro berth 12 20,000 rf 


(Refer to Oil Terminals) 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ships crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic steve- 
dorage), 2100-0500 hours next morning (130% additional), Sundays/ 
holidays (60% additional). 
Loading/Unloading facilities 
(a) Gangs: Maximum 20 gangs are available. 


Classification Regular employees Temporary labourers 
Stevedores 160 180 
Longshoremen 80 


60 
Tokuyama Kairiku Unso Kabushiki Kaisha; Kamigumi & Co. Ltd.; 
a Koun Co., Ltd.; Sankyu Transportation & Engineering 
o., Ltd. 

(b) Lighters: No lighter is available, but semi-motor schooners are 
arrangeable in case of need. 

(c) Shore crane: None. 

(d) Floating crane: No. 1. Capacity, 100 tons. Owners, Maruike Kaiun 
(from Kudamatsu). 

(e) Average performance of loading/unloading: Loading: Cement in 
bags, 55-65 tons per hr./gang; Soda ash in bags, 40-50 tons per 
hr./gang; Fertilisers in bags, 55-65 tons per hr./gang. Discharg- 
ing: Salt in bulk, 65-75 tons per hr./gang. 

Working hours: One labour shift. Normal working hours: 0800 to 

1700 hours. Overtime is possible by applying to Customs. No work 

can be arranged for during New Year holidays (1st to 3rd January). 

MEDICAL: No advance notice required unless urgent. Hospital: 

Asanoumi Hospital, Asami Hospital, Ono Dental Plant. 
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TANKERS: No slop facilities. 
(a) Idemitsu Oil installation. 
Mooring 
Berth capacity 

(g/t) 
50,000 « 1 Crude oil 5 oy 
Fuel oil 4 
Diesel oil 4) 
Crude oil 50% 
Fuel oil 4) 
Naphtha 
Crude oil 20% 
Fuel oil 4 
Diesel oil 15 
Kerosene 
Naphtha 1,04 
Sea berth: is located in Tokuyama Bay at the position of 33° 595), 
131° 46-1’ E., consisting of seven mooring buoys. 130,000 tons 
weight tanker can be accommodated at this berth, being mooreg, 
buoys fore and aft. Four powerful tug boats and two line boats » 
engaged in berthing/unberthing. The depth of water is 20 metry 
The 30-in. or 36-in. submarine oil-pipe is connected to vesy 
discharge efficiency of crude oil per houris 10,000 tons. Vessel shoy 
have derricks of more than 10 tons capacity. 

(6) Nippon Seiro Refinery: The mooring berth consists of ong, 
pier and two mooring buoys, to which vessel is moored fore andy 
keeping about 15 metres off the pier. The depth of water is 12 met, 
The maximum size of vessel which can be accommodated is 2 
gross tonnage. A 10-in. floating oil-pipe, which joins with the shy 
pipe-line at the end of the oil pier, is connected to vessel; dischay 
efficiency per hour is 600 tons. 

Nippon Geon Wharf (25 ft.) (for LPG). 

DENSITY: Salt. 1025. 

FRESH WATER: Water barges available, one each of 450 toy 
350 tons and 160 tons. Hydrants at Idemitsu Central pier, Toyo $y 
wharf. The rate of delivery: 50 tons per hour from barge, 20 tw 
per hour from hydrant. 

FUEL: Ex-barge. Delivery rate 80-100 tons/hour. All grades; 
bonded bunkers are stocked in Tokyo Bay, Ise Bay, Osaka Baya 
Kanmon Port. At all other ports bunkers will be lightered from 
nearest bunker stock ports at maximum 7 days prior notice. Bunle 
ing alongside Refinery berths not permitted. 
GANGWAY/DECK WATCHMEN: Not specially required unl 
passengers or valuable cargo aboard. 

OPENING/CLOSING HATCHES: Stevedores carry out openiy 
and closing hatches. If any time lost by ship's crew doing th 
work, stevedores charge ship for waiting. Recommend requ 
stevedores for this work unless crew can complete it before berthi 
CERTIFICATES: Ship's register to show Customs Inspec 
ship's registered gross and nett tonnages. Valid Cargo Gear Cert 
cates sometimes required by stevedores when cargo gear's mat 
tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to tu 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

DRY DOCKS: Kasado Dockyard in Kudamatsu-wan, entran 
3 miles East of Tokuyama-wan entrance. Largest dry dock for 50, 
tonners and 4 other dry docks/building docks. 

AIRPORT: Hiroshima (about 2:5 hours by taxi/train), Ube (2 how 
by taxi/train) (two flights a day). 

TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police, tel. 110; Ambulance a 
Fire, tel. 119. 

TELEPHONES: No facilities for placing on board. 
SERVICES: From Moji, Kobe or Osaka. 

SHORE LEAVE: Local Immigration Offices issue shore pass va! 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY: Port and Harbour Bureau. 


AGENT: Sub-agents of Dodwell & Co., Ltd., Tokyo. Holme Ringe 
& Co., Ltd., c/o Sankyu Transportation & Engineering Co, Lit 
Shunan Branch, 12-7 Chikko-cho, Tokuyama-shi, Yamaguchi-te 
Cable address: “Ringer Tokuyama’’. Domestic Telex: 
Sankyu J. Tel.: Tokuyama (0834) 22-0039. 


Discharge e; 
Length Depth per pl 
(m.) (m.) 
Ohura No. 3 Jetty 250 13 


Ohura No. 5 Jetty 300 13 70,000 1 


Centre Pier 220 12 35,000 x 1 


TOKYO: 35.43 N. 139.45 E. (See Plan) 


DOCUMENTS: 

3 copies Inward/Outward Declaration - (Form C.2000). 

1 copy Berth Application (normally prepared by Agent). 

1 Cargo Manifest (Form C.2030). 

1 List Ship's Stores (Form C.2060). 

1 Parcel List. 

1 Passenger Manifest (Form C.2070). 

1 Crew Manifest (Form C.2080). 
1 Statement by Master (Form C.2020). 
1 Declaration for Payment Tonnage Dues. 
1 Maritime Declaration of Health. 

1 Application for Shore Passes. 
PILOTAGE: 12 hours advance notice of ETA required. Pilot bo# 
named Musashi, Takao, Tsukuba and Asuka. No light or s' 
signals, use ship's radio in case necessity arises. Address: T0K* 
Pilot Union, 3-26-82 Kaigan, Minato-ku, Tokyo (at the Southern # 
of the Shibaura Wharf). Tel. (453) 1691. 

Pilot boards vessel outside harbour. Vessel awaits Pilot arou™ 
“Quarantine Anchorage”. 


—— 


viring a Pilot for the Uraga Channel should radio 

Vesset®. "Aniin Yokosuka advising ship's details and arriving 
(equ E No { Uraga Channel light buoy. Uraga channel Pilot embarks 
bed ic » miles S.S.E. of Kannonsaki lighthouse, and will disembark 
ey val at destination port limits. Applications for Uraga channel 
pe arighould reach pilot office 24 hours before vessels arrival at 
on Uraga channel light buoy. 

ADVANCE APPLICATIONS: Passenger ships and large vessels 

mooring facilities must submit applications for use of facilities 
page managers (the Port and Harbour Bureau of Tokyo Metro- 
pt a Government) through shipping firms or Agents 24 hours 
before entry into port so that they may have berths designated. _ 

When they want to use anchorage facilities, they must submit 

plications for use of anchorage areas to Tokyo-Yokohama Port 
Director (the Port and Harbour Section of the Tokyo Maritime Safety 
Agency) to have anchorage sites designated. Small vessels of less 
than 300 gross tons do not need to submit anchorage application. 

When ships of over 500 gross tons want to enter port at night 
(from sunset to sunrise), must submit applications in advance to 
port director and receive permission. Copy of written permission 
given to captain of ship when ship has entered port. 

A ship carrying explosives or any other dangerous cargo must 
submit two copies of application in advance for permission to use 
port to Port Director. Such ships required to stay outside port in 
No. 3 Area. However, they will be allowed to enter port when port 
director considers it allowable. 

RESTRICTIONS: No. 1 fairway is long and r arrow (5,400 metres x 
300 metres) and carries considerable traffic. Vessels under 500 tons 
not permitted use fairway when vessel over 5,000 tons is in transit. 
Depth in channel 90 m. ; ‘ 
DEPARTURE PROCEDURE: Ship over 300 tons departing must 
hoist signal in daytime and two white lamps at night and make two 
prolonged blasts of whistles or siren 30 minutes before starts to 
move and then act according to signals given by signal station on 
Shibaura Quay. Departure notice must be submitted to Maritime 
Safety Agency and port managers (Operations Section of Port and 
Harbour Bureau). Foreign ships must submit required documents 
in addition to above notice to Tokyo Custom House, Immigration 
Control Office and Tokyo Medical Inspection Station to receive 
permission from these quarters. 

ANCHORAGES: See “Advance Applications”. 

Quarantine anchorage on starboard hand of No. 1 fairway. 

Sector A triangular sea area formed by line passing through point 
180° and 400 metres from light buoy No. 16 and point 105° and 240 
metres from same light buoy. Accommodates one 1,000-ton class 
ship or two ships of 500-ton class or smaller. 

Sector B circular area with radius 120 metres from point 295° and 
380 metres from tide signal post of No. 3 Daiba. Accommodates one 
1,000-ton class ship. 

Sector C (263,330 square metres) is a space between Harumi 
Wharf and Toyosu Wharf. Accommodates five 2,000 ton class ves- 
sels, 

Sector D (141,350 square metres) sea area enclosed by line drawn 

from point 217° and 400 metres from North-western tip of Tsukis- 
hima Fishery Base through No. 8 mooring buoy. No, 15 buoy and 
Southern tip of Tsukishima Fishery Base. Accommodates five 
vessels smaller than 1,000 tons, but two if vessels larger than 700 
tons, 
MAX. SIZE: (Draft). Tanker, 9:5 m. or less; bulk carrier, 9-3 m. or 
less; general cargo, 9:3 m. or less. (Quay and Pier capacity). Passen- 
ger vessels up to 20,000 gross tons or cargo vessels up to 15,000 dead 
weight tons, 

(Tide). Vessels of said size will not be affected by tide. Largest 

vessels to enter: tanker, 29,060 dwt.; bulk carrier, 19,947 dwt.; general 
cargo vessel, 19,599 dwt. 
PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health condition on board. When free pratique is granted 
byradio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 
lfavessel has on board any case, or suspected case, of infectious 
disease within 15 days of arrival. 

crew Or passengers on board do not possess valid Smallpox 
Vaccination Certificate. 
uit, reson! does not possess a valid Derat or Derat Exemption 
Cr 

Medical inspection of plants: When a reportis received in advance 

a a ship by telegraph or other means of communication, Tokyo 
saline of the Yokohama Plant Disease Prevention Station must be 

fied by telephone or verbally in request for an on-the-spot in- 
Spection of plant in question. 
édical inspection of animals: When a report is received from a 
Pin advance by telegraph or other means of communication, the 
Stare Branch or the Haneda Branch of Animal Disease Prevention 
Z he must be notified by telephone or verbally in request for an 

;‘Ne-spot inspection of the animals. 
bi : Vessels entering are watched at all times at Torigasaki, the 

4 ance gate to Tokyo Bay, and record of passing the point is taken. 
VAR ee ship passes point, this is immediately communicated by 
oe telephone to head office of Toyo Signal Communications 

Pany. From here news communicated on normal telephone or 


shi 


JAPAN 


on exclusive direct call telephone to interested parties. (Also see 
“VHF".) 

Recommended Captain communicates with Agents through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Chosi and North bound to Naga- 
saki Radio respectively. 


VHF: 
A. Transmitting antenna: Located 39°26’ N. 139°39’ E. 
B. Type: Single communication — Yagi type. 
Plural communication - corner re- 
flector type. 
C. Direction: Southern part of entrance to Tokyo 


Bay and Port of Tokyo. 
D. Frequency class: F3 


E. Frequency: Single communication — 
156-6 mc/s., CH 12 
156-7 mc/s., CH 14 
156°8 mc/s., CH 16 

(for calling, answering and safety) 
Plural communication — 

161-6 mc/s., CH 20 
161-7 mc/s., CH 22 

F. Antenna power: 50 W. 

G. Call sign: Tokyo Port Radio. 

H. Range: Approx. 1,000 km (straight range) 


South-east side - About 20 nautical 
miles South of Mojimazaki 
South-west side - about 5 nautical 
miles North of Oshima Island. 
North side - Tokyo Port and Chiba 
Port. 
|. Operating time: All times. 
Ship telephone: Uses VHF and is a service between navigating 
or anchored ships and subscriber telephones on land, and between 
ships connected via base station on land. Communicating sphere 
approximately 50 to 100 kilometres from base station. Base stations 
located so as to allow communication with any ship sailing along 
Japanese coasts. 

Charges for device: Y1,000 for one telephone set and actual cost 
for use by ship. 

Service charges: (in case Japan Telegraph and Telephone Public 
Corporation installed the unit) Y22,000 a month for long term, Y1,100 
a day for short term. 

Call charges: Within specified call area for ship telephone in 
general - Y90 up to 3 minutes and additional Y30 per minute after the 
3 minutes. 

TUGS: The port has two tug companies: (i) Toko Service Co., Ltd., 
3-25-8, Kaigan, Minato-ku, Tokyo. Tel. (452) 4781. (ii) Shibaura 
Tsusen Co., Ltd., 3-1-3, Kaigan, Minato-ku, Tokyo. Tel. (451) 3871. 
Upon notification to either, tugs will be waiting in neighbourhood of 
scheduled berth. Ship's lines to be used. 

BERTHING: Any vessel entering port required to: 

(1) Submit one each of ‘Declarations Inward/Outward of Vessels" 
to TMG and TMSA. See “Documents”. (2) Submit “Application for 
Berth" to TMG. See “Documents”. (3) Submit “Application for 
Designation of Anchoring Site’ to TMSA (Form No. 13) regarding 
anchoring area. Berthing will be in order of arrival, passenger and 
special cargo vessels excepted. 


Name of Length Depth No. of 
Wharf (m.) (m.) Berths 

Shinagawa 1,143 10-0 6 
Shinagawa 476 8-0 3 
Shibaura 910 75 6 
Hinode 564 67 6 
Takeshiba 103 6-7 1 
Takeshiba 206 6-7 2 
Harumi Dolphin-3 9-0 1 

(24. m.) 
Harumi 132 9-5 1 
Harumi 132 10:0 1 
Harumi 797 9-0 5 
Harumi 190 10:0 1 
Harumi 456 10-0 2 
Toyosu 140 73 1 
Toyosu 210 8:5 1 
Toyosu 200 75 1 
Toyosu Dolphin-7 10-0 1 

(250 m.) 
No. 10 1,500 75 11 
{ 2,300 12:0 8 (four 
: completed) 

Oi No.1 675 12-0 

740 10-0 4 

600 12:0 2 
riage 1,800 10-0 9 (four 

: completed) 


There are many private wharves and other smaller public wharves 
in use and under construction. 

BULK HANDLING FACILITIES: Containers handled at two 
berths at Shinagawa Wharf equipped with gantry cranes lifting 
capacity 30 tons and 37-5 tons. 

At the present time four container berths have been completed at 
Oi Wharf. On completion another four container berths will be 
available. 

There are also two container berths under construction at Land 
Lot No. 13. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


STEVEDORES: Advance advices should be made 24 hours at 
latest before vessel's arrival order arrange necessary gangs. 
Discharge rates (approx.): 
(a) tron, steel and scrap, using crane or magnet, about 1,000 tons/ 


ay. 

(b) Coal, crane and bucket, 1500/2,000 tons/day. 

(c) Ores, grabs and bulldozers, 1,000 tons/day. 

(d) Timber, 1,000 tons/day. 

(e) Grain, crane with bucket or suction, 1,000 tons/day. 
MEDICAL: Hospitals, clinics and all specified facilities. Advance 
notice not necessary. 

TANKERS: No slop discharge facilities, (but see “Services"’). 
One tanker berth only, max. permitted draft 9-5 metres. 

FRESH WATER: Water supply from hydrant by Tokyo Metropolis, 
and waterboat by private management. 

(a) Water supply on wharves 


Application Bureau of Port and Harbour 
Offices in charge of each 
wharf. 


Work of water supply Tokyo Port Service Association. 
(6) Water supply by water boat 
Extra charge Overtime from 1700 to 2300 50% 


from 2300 to -700 100% 


Special district 50% 
Festal day 50% 
In the case of less than 15 tons per time, it will be considered 15 


tons supply. 
FUEL: All grades available. 24 hours notice required. 
FIRE PRECAUTIONS: (Tankers). 

1. Must enter port at dead slow speed preceeded by patrol boat of 
TMSA, one tug boat each side of vessel and followed by fire patrol 
boat. 

2. Engine to be kept ready for immediate use in case of emergency. 

3. Tow lines to be placed over bow and stern with eyes close to 
water surface. 

Note: No vessels allowed alongside a tanker during loading or 
discharging. 

DEVELOPMENTS: Port and Harbour programme for Tokyo, 
completion date target 1975. 

1. Major reclamation and development of land. 

2. Expansion of anchorage for discharging timber. Timber yards 
to be expanded. 

3. No. 10 sector to be equipped to meet increasing internal trade. 

4. Specialised wharves for iron, steel, timber and containers will 
be constructed. . 

5. No. 15 and Keihin No. 6 sections constructed to handie danger- 
Ous cargoes, mainly petroleum products. 

6. Basin facilities and canals to be improved. 

7. Dredging work in progress on 2nd fairway. When completed this 
fairway will be 300 m. wide and about 9 m. deep to be increased to 
10 m. at a later date. A third fairway is also programmed. 
GANGWAY/DECK WATCHMEN: Necessary only in the case of 
valuable cargo. 

OPENING/CLOSING HATCHES: Normally by crew. 

CUSTOMS ALLOWANCES: (Tobacco) 200 cigarettes a week. 

(Wine and/or spirits) 760 cc's per crew member per week. 

IDENTIFICATION CARDS: Not required. 

M9 ted No consulates. But most countries have embassies in 
okyo. 

REPAIRS: All grades of repairs available. 

DRY DOCKS: Largest dry dock: length 180 m.; width 24 m.; 

depth, 7:27 m. Capable of accommodating vessel of 16,750 gross 

tons. 

Also one other dry dock for ocean-going vessels. 
REPATRIATION: All facilities. Crew accommodation: 

(1) Tokyo Seamen's Club, 1-4-9 Kaigan, Minato-ku, Tokyo, Tel. 
(433) 5688. 

(2) Tokyo Shibaura Seamen's Home, 1-11-8, Shibaura, Minato-ku, 
Tokyo. Tel. (451) 3249. 

(3) Kaiko-ryo, c/o Tokyo Central Wholesale Market, 5-2-1, Tsukiji, 
Chuo-ku, Tokyo. Tel. (541) 0934. 

AIRPORT: Distance to Tokyo International Airport, approx, 18 km. 
TIME: GMT plus 9 hours. Permanent. 

HOLIDAYS: National Holidays: New Year Holidays (Dec. 31st- 
Jan. 3rd); New Year's Day (Jan 1st.); Adult Day (Jan. 15th.) ; Founda- 
tion Day (Feb. 11th.); Vernal Equinox Day (around Mar. 21st.); 
Emperor's Birthday (Apr. 29th.); Constitution Commemoration Day 
(May 3rd.); Children's Day (May 5th.); Respect-for-Age Day (Sept. 
15th.); Autumnal Equinox Day (around Sept. 23rd.); Tokyo Festival 
(Oct. 1st.); Physical Education Day (Oct. 10th.); Culture Day (Nov. 
3rd.); Labour Thanksgiving Day (Nov. 23rd.). 

No cargo work on 1st or 3rd Sundays of each month, and no work 
from 31st December to 3rd January inclusive. Cargo work can be 
arranged on all other days including National Holidays. 
POLICE/AMBULANCE/FIRE: Tokyo Water Police, 1-11-12, 
Kaigan, Minato-ku, Tokyo. Tel. (433) 2411. Call Fire Stations for 
ambulances. Tokyo Water Fire Station, 5-1-23, Kachidoki, Chuo-ku, 
Tokyo. Tel. (531) 3121-3. 

TELEPHONES: (also see "VHF"’) 

Installed on ships moored at piers or jetties to allow telephone 
communications between ships and subscriber telephones on land 
and between ships. 

SERVICES: Two tank cleaning companies available with barges of 
capacity 100 tons for disposal of residues. All other usual services 
available. 

SHORE LEAVE: Crew members allowed ashore upon ship Mas- 
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ter's request to Tokyo Immigration Office if have valid Passport 
seaman's pocket ledgers. In case a crew member has a cr; 2 
record or has been expelled from Japan, he will not be alloy 
ashore. 
PORT REGULATIONS: Maintenance of order in Port of Toy 
under the responsibility of TMSA in accordance Port Regy 
Law. In case of an occurrence of disaster, TMSA and the Tw 
Water Fire Station will take charge of refuge, rescue and fire fig, 
ing. 

DELAYS: Congestion in the port. Bad weather. 
AUTHORITY: Bureau of Port and Harbour, Tokyo Metro 
Government, 5, Marunouchi 3, Chiyoda-ku, Tokyo. Tel. (212) 514 


AGENTS: Dodwell Tramp Agencies, CPO Box 297, Togin Builda, 
4-2, 1-chome, Marunouchi, Chiyoda-ku, Tokyo, Tel. (03) 211. 
Telegraphic: Dodwell Tokyo. International Telex: TK 2274, TK 


TOYAMA: 36.46 N. 137.13 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

6 Crew Lists, including Passport Nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spia 
camera, wrist-v atch, radio, firearms/swords, etc. (only at§ 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cy» 
Manifest and Cargo Manifest in transit using specific forms. The 
fore ship's Agent should be provided with necessary informa 
about details of cargoes in advance. 

PILOTAGE: Not compulsory. No telegraphic address for 9 
station. but Pilot arranged through Agent whom keep advised ff 
which may be sent through Niigata Radio. Pilot boards one mile, 
East breakwater from small tug. In event bad weather recomm 
remain outside port until weather clears. Pilot available day-time 
ANCHORAGE: The harbour at the Jintsu river mouth is aly 
calm. Covers about 125 acres, with depths of from 164 to 33 ft. 9 
mud and sand. Room at anchorage for at least four vessels 
5,000 a tons. Anchoring position for ocean tankers is 36° 4 
137° 14’ E. 

MAX. SIZE: Length 170 metres. Draft 9-5 metres (Summer) ¢ 
9-10 metres (Winter). Tidal range max. 0-45 metres. Also ; 
“Tankers”. 

PRATIQUE: See ‘“Fushiki.” 

RADIO (Also see “Pilotage’’): Recommended Captain comm 
cates with Agent through Choshi Radio or Nagasaki Radio wh 
cover all ports in Japan. If specifically West bound vessel to Cho: 
and North bound to Nagasaki Radio respectively. 

TUGS: Usually join vessel at port entrance but can join outs 
harbour for large vessels. Used only when pilot aboard. 

“Narita Maru” — 2,060 h.p. uses own lines free of charge. 

“Nihonkai Maru" - 1,800 h.p. uses own lines free of charge. 

“Raicho Maru" —- uses ship's lines. 

BERTHING: No specific requirements. Pilot boarding time wil 
notified by ship's Agent mainly by radio. 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Maximum size: 80,000 gross and 150,000 deadwe 
Max. Length overall 300 metres, and Safety Draft 19 metres for 
Berth of Nihonkai Sekiyu K.K., Toyama. Two lines, diameters 1 
Reducing pieces supplied as necessary. Discharging of Arab cn 
and Sumatra crude. Average discharge rates: Under 50,000 dw 
2,000 tons/hour; above 50,000 dwt - 2,500 tons/hour. 
DENSITY: 1015-1019 min./max. 

FRESH WATER: Available ex-wharf at Nos. 1, 2, 3, 4 and 5 whar 
average 40 tons/hour. Other berthing positions supplied by bé 
which ordered from Fushiki and is fllled up at Toyama. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers wil 
lightered from the nearest bunker stock ports at maximum 74 
prior notice. 

FIRE PRECAUTIONS: Nihonkai Oil Co., Toyama, issue S# 
Regulations to Master on arrival tanker sea-berth. 
GANGWAY/DECK WATCHMEN: Not specially required un! 
passengers or valuable cargo aboard. 

OPENING/CLOSING HATCHES: Stevedores carry out oper 
and ciosing hatches. Cost per hour per gang depending on type 
cargoes. If any time lost by ship's crew doing this work, steved0 
charge ship for waiting. Recommend request stevedores for! 
work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspée 
ship’s registered gross and nett tonnages. Valid Cargo 
Certificates sometimes required by stevedores when cargo 9# 
maintenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to " 
ashore but no spirits. 

CONSULS: Nil. 

REPAIRS: Minor repairs only. 

DRY DOCKS: Nihonkai Juko Co. Ltd., Toyama. No. 1 dock, #& 
for construction. No. 2 dock, ship-building capacity: length, | 
metres; width, 15 metres; depth, 1-8 metres. Size of dock: leng 
112 metres; width, 14-6 metres. depth, 4 metres. Maximum build 
capacity, 4,000 gross tons. No. 3 dock, ship-building capac 
length, 150 metres; width, 20-8 metres; depth, 5 metres. Size of 
length, 168-2 metres; width, 21:88 metres; depth, 9-2 metres. Maxi™ 
building capacity, 10,750 gross tons. 


aiRPORT: Toyama airport, distance about 10 kilometres. Two daily 
flights lus 9 hours. Permanent. 
TIME: OW WBULANCE FIRE: Police, Toyama North Police 
poll Toyama (0764) 37-7171; Ambulance, Toyama Iwase Fire 
, Toyama (0764) 37-7141 or 119; Fire, Toyama Fire Station, 
: 37-7141. 

Toa (ONES: No facilities for placing on board. i 

reORE LEAVE: Local Immigration Offices issue shore pass valid 
5 nly 3 days, but 3 days extension possible if ship stays longer. 

UTHORITY : Toyama-Kencho, 1-7, Shinsomagatiwa, Toyama 


smeite: Sub-agents of Dodwell & Co. Tokyo. Fushiki Kairiku 


0 K.K., c/o Toyama Kowan Unso K.K., 100 Higashi-lwase-cho, 
Toyama-shi Telegraphic, Fushiki-kairiku Fushiki. Tel. (0764) 38-1100. 
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TOYAMA SHINKO: 36-47 N. 137 10 E. 


DOCUMENTS: 
Ship's Register. 
Last Port Clearance. 
6 Crew Lists including Passport Nos. 
3 Passenger Lists. 


1 Store List. . . a 
‘Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, camera, 


wrist-watch, radio, firearms/swords, etc. (only at first port of 
call in Japan). ; 

Ship's Agents will prepare Inward/Outward Declaration, 2 Cargo 
Manifest and 1 Cargo Manifest in transit using specific forms. 
Therefore ship's Agent should be provided with necessary informa- 
tion about details of cargoes in advance. 

PILOTAGE: Pilot available any time during daylight. Not com- 
pulsory. No telegraphic address of pilot station, therefore, direct 
advice to local Agent always required. Pilot meets vessels 209 
degrees 2 miles off leading light of Fushiki Port, thence takes vessel 
to Fushiki Quarantine Anchorage ground, due to many fish-nets on 
both sides of fairway. No Quarantine Anchorage ground established 
presently at Toyama-Shinko, therefore, every vessel obtains Free 
pratique at Fushiki. If requiring to come into Quarantine Anchorage 
without taking Pilot, necessary to advise Agent in advance. In case 
of bad weather and need to await outside port, recommend cruising 
in Toyama Bay until sea abates. Bay area too deep to anchor and also 
danger of fish-nets. When approaching position for Pilot, give exact 
ETA to Agent by using Niigata Radio and/or VHF to Fushiki Harbour 
Master. Small wooden pilot-boat painted yellow. No particular light 
or sound signals required. Even if the vessel already obtained free 
pratique in other port, need to approach the aforesaid position for 
Pilot, because of no pilot position located in Toyama-Shinko. 
ANCHORAGE: No anchorage at Toyama-Shinko, therefore, if 
vessel required to await for berth or some other reason, use 
Fushiki Outer Anchorage ground where safe at all seasons with 
depth from 8 to 11 metres. Sand and clay bottom. Room at anchorage 
for at least six vessels over 5,000 gross tons, 

RESTRICTIONS: Pilot not available during darkness. No restric- 
tions on tide, because small tide in all seasons. If draft over port 
limitation, vessel enters port after making adjustment by lightening 
in Outer Harbour in Fushiki. 

MAX. SIZE: Length 200 metres, draft 34 feet. Tidal range is maxi- 
mum 0°45 metres. 

PRATIQUE: See ‘Fushiki." 

RADIO: (also see “'Pilotage"’). Recommend Captain communicates 
with Agent through Choshi Radio or Nagasaki Radio which cover 
all ports in Japan. If specifically West bound vessel to Choshi and 
North bound to Nagasaki Radio respectively. 
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TUGS: Tugs normally join vessel at port entrance, but sometimes 
in Fushiki Outer Harbour for larger vessels. Marita-Maru (2,060 h.p.) 
a and Nihonkai-Maru (1,800 h.p.) provide lines, free of charge and 
: Raicho-Maru (760 h.p.) uses ship's line. In case public tug, i.e. 


eer and Raicho-Maru used, always require Pilot on 
oard, 
BERTHING: No specific requirements. Pilot boarding time will be 
fotified by ship's Agent mainly by radio. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must contantly keep her Agent advised of ETA. If stevedores 
cannot commence loading/unloading at time notified by the Agent 
the Orderers must pay for waiting time. If cargo gears not rigged on 
berthing, stevedores will do same for ship's crew. Overtime sur- 
pol sa 1700-1900 hours 50°, additional of basic stevedorage; 
: ) hours next morning 130% additional; Sundays/holidays 
80°, additional, 
DERGAL: No advance notice required unless urgent. 
FRES ITY: Average density between 1015 and 1019 in all seasons. 
tee H WATER: Available, from wharves No. 1, 2,3 & 4, average 10 
‘eae ar ae In other berths, to be supplied by barge, average 50 
ur. 
FUEL: Aji grades of bonded bunkers are stocked in Tokyo Bay, Ise 
ra Bay and Kanmon Port. At all other ports bunkers will be 
bay from the nearest bunker ports at maximum 7 days prior 
DEVELOPMENTS : (a) Planning to make one berth for 80,000 tons 
dampen 280 metres long, 14 metres deep. However, the berth 
ote Y constructed, and necessary to dredge to make deeper than 
ent depths of 10:5 metres, together with making channel from 
metres to 300 metres wide with 14 metres deep. (b) Planning to 
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make 3 berths for 15,000 tons dwt., and 2 berths for 5,000 tons dwt. 

GANGWAY/DECK WATCHMEN: Not specially required unless 

passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 

and closing hatches. Cost per hour per gang depending on 

type of cargoes. If any time lost by ship's crew doing this work, 

stevedores charge ship for waiting. Recommend request stevedores 

for this work unless crew can complete it before berthing. 

CERTIFICATES: Ship's register to show Customs Inspector 

ship's registered gross and net tonnages. Valid Cargo Gear Certi- 

ficates sometimes required by stevedores when cargo gear's main- 

tenance appears to be poor. 

CUSTOMS ALLOWANCE: Only allowed 50 cigarettes to take 

ashore, but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

DRY DOCKS: No dry docks. Nearest available in Toyama. 

REPATRIATION: Possible. 

AIRPORT: Toyama Airport about 25 kilometres distance. Two 

regular services a day. ANA only. 

TIME: GMT plus 9. No alterations made to clocks during year. 

HOLIDAYS: ist May and New Year's day, most probably from 31st 

Dec. to 3rd Jan. 

POLICE/AMBULANCE/FIRE: Police, Shinminato Police Station, 

Shinminato (07668) 2-3141; Ambulance, Shinminato Fire Station, 

Shinminato (07668) 2-3175; Fire, Shinminato Fire Station, Shinminato 

(07668) 2-3175. 

TELEPHONES: No facilities for placing telephones on board. 

SERVICES: Hold cleaning available. 

SHORE LEAVE: Local Immigration Officers issue shore pass valid 

for only 3 days, but 3 days extension possible if ship stays longer. 

Attending from Fushiki Immigration Office, Fushiki, due to no office 

in Toyama-Shinko. 

na Saal Toyama-Kencho, 1-7 Shinsomagatiwa, Toyama 
ity. 

AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo, Fushiki Kairiku 

Unso Co. Ltd., 6-6 Fushiki-Minatomachi, Takaoka-Shi, Toyama-ken, 

and/or Toyama-Shinko Branch; 3-go ganpeki haigo-chi, Toyama- 

Shinko, Kataguchi, Shinminato-shi, Toyama-ken. Tel. Head Office 

in Fushiki; Takaoka (0766) 44-1300/9 and Toyama-Shinko Branch; 

Shinminato (07668) 4-3330. Telegraphic address: Fushikikairiku 

Fushiki, only to Fushiki Head Office. 


TSUKUMI: 33.05 N. 131.52 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including Passport nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Not compulsory, but recommended unless Master 
well acquainted with locality. Pilot embarks vessel at anchorage, 
position 33” 05’ 30” N. 131° 54’ 00” E. Request for Pilot made through 
Agent; Master to report ETA 24 hours prior arrival. 
ANCHORAGE: Good holding anchorage available; depth of water 
about 25 m. Loading and/or unloading of cargo usually effected 
alongside wharves and in event of loading/unloading at anchorage, 
when rough weather prevails, difficulty sometimes experienced on 
account of swell from open sea. Therefore suggested that vessel 
anchor as close to shore as possible consistent with safety. 
RESTRICTIONS: 

(a) Berthing: Night entry or berthing after nightfall, though not 
impractical (depending on weather) is not recommended unless 
special arrangements (stevedores, etc.) necessitate vessel's 
immediate berthing. 

(b) Departure: Night departure allowed, weather permitting, and 
subject Pilot's agreement. 

MAX. SIZE: 


Wharf Length Depth Capacity (g/t) 
Noshima Pier 168 m. 16.0 m. 60,000 
Prefectual W. (Noshima W.) 164 m. 9-0 m. 10,000 x 1 
Onoda Cement No. 1 W. 82 m. 8-0 m. 3,500 x 1 
Onoda Cement No. 2 W. 185 m. 8-0 m. 10,000 x 1 
Nittetsu Pier 155 m. 10-5 m. 18,000 « 1 
Todaka Pier 120 m. 9-0 m. 15,000 « 1 


HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from day-light 
to sunset and Captain to show all vaccination cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers health 
condition to respective Quarantine Office through ship's Agent prior 
to arrival and close all soil pipes before entering port. 

Quarantine Office was closed on 1st October 1972 therefore 
vessels are required to obtain free pratique at Mutsure/Hesaki, 
Oita, Saganoseki or Saiki. 

RADIO: Recommended Captain communicates with Agents through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: One tugboat named ‘“‘Bungo" 1,600 h.p., 150 g/t. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agents mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores, 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic stevedor- 
age), 2100-0500 hours next morning (130% additional), Sundays/ 
holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 
DENSITY: Average density about 1024. 

FRESH WATER: Available. On prefectual wharf and Onoda No. 2 
wharf, on Nittetsu Pier, and by barge on anchorage. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

FIRE PRECAUTIONS: By Marine Security Guards. 
DEVELOPMENTS: Newprefectural wharf. Now under construction, 
Length, 200 m.; depth, 15 m.; capacity 20,000 g/t x 1, 3,000 g/t 1. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo aboard. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this work, 
stevedores charge ship for waiting. Recommend request stevedores 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear 
Certificates sometimes required by stevedores when cargo gear's 
maintenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: Nil. 

REPAIRS: Local workshop available only for minor repairs. 
REPATRIATION: Possible. 

AIRPORT: Oita airport; one hour from Tsukumi by train. Regular 
airlines: ANA, JDA, TAW. 

TIME: GMT plus 9 hours. No alterations to clocks during year. 
HOLIDAYS: 14th-16th August. 

POLICE/AMBULANCE/FIRE: Police, 110; Ambulance/Fire, 119. 
TELEPHONES: No facilities for placing telephones on board. 
SERVICES: No special services available, but if required will be 
arranged by Agent who calls from another port. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extensions possible if ship stays longer. 
AUTHORITY: Usuki Doboku (Public Works) Office. 


AGENT: Sub-agents of Dodwell & Co. Tokyo. Azuma Shipping 
Co. Ltd., 344-53, Shimoaoe, Tsukumi. Tel. Tsukumi (09728) 2-2144. 
Telegraphic, Ringer Tsukumi. Telex 7755-77. 


TSURUGA: 35.40 N. 136.03 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including Passport nos. 

3 Passenger Lists. 

1 Stores List. 

1 Declaration of Crew's Baggage, i.e. tobacco wine/spirits, camera, 

wrist-watch, radio, firearms/swords, etc. (only at first port of call 

in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: Daylight hours only. Pilot arranged through Agent. 
Await Pilot at quarantine anchorage (see ‘“‘Anchorages"’). 
ANCHORAGES: Quarantine anchorage is best area for anchoring 
to avoid heavy weather (being protected from the North by moun- 
tains). Position 35° 40’ 08” N.; 136° 02’ 55” E. 
HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all vaccination cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers 
health condition to respective Quarantine Office through ship's 
Agent prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which covers all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 
TUGS: Join ship inside breakwater and use tug's line. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. Depths alongside up to 
12:0 metres. 

New wharf depth 10 metres. 

Kanegasaki Wharf, depth 9-5 metres. 

Railway Wharf, depth 8-5 metres. 

Horai Wharf, depth 7-3 metres. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays’ required in order for Agent to arrange stevedores. 
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Vessel must constantly keep her Agent advised of ETA. |f 

dores cannot commence loading/unloading at time notifieg by 

Agent, the orderers must pay for waiting time. If cargo geen ; 

rigged on berthing, stevedores will do same for ship's crew, | 

time surcharges 1700-1900 hours (50% additional of basic st 

age), 2100-0500 hours next morning (130% additional), Sunda 

holidays (60%, additional). 

MEDICAL: No advance notice required unless urgent. 

TANKERS: No facilities for big tankers. 

DENSITY: Average density through year 1023. 

FRESH WATER: Available from wharf, and by barge. 

FUEL: All grades of bonded bunkers are stocked in Tokyo & 

Ise Bay, Osaka Bay, and Kanmon Port. At all other ports 5 

will be lightered from the nearest bunker stock ports at main, 

7 days prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required un, 

passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out ope, 

and closing hatches. If any time lost by ship's crew doing this m 

stevedores charge ship for waiting. Recommend request stevedy, 

for this work unless crew can complete it before berthing. 

CERTIFICATES: Ship's Register to show Customs Inspeq 

ship's registered gross and nett tonnages. Valid Cargo Gear Cey 

cates sometimes required by stevedores when cargo gear's m 

tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes toy 

ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

AIRPORT: Distant one hour by train. Two flights daily to Toky 

TIME: GMT plus 9 hours. Permanent. 

BEOARET lick tomatoe Police, 2-4000; Ambulance; 
ire, 119. 

TELEPHONES: Not available for placing on board. 

SHORE LEAVE: Local Immigration offices issue shore pass 

for only 3 days, but 3 days extension possible if ship stays longe 

SERVICES: Hold cleaning. 

AUTHORITY: Tsuruga Port Office. 


AGENT: Sub-agents of Dodwell & Co., Tokyo. Tsuruga Kai 
K.K., 2-10, Sakura-cho, Tsuruga. Tel. (07702) 2-3111. Cah 
“Kairiku". Telex 5176-693. 


UBE: 33.56 N. 131.15 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport numbers. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spr 
camera, wrist-watch, radio firearms/swords, etc. (only até 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Ce 
Manifest and Cargo Manifest in transit using specific forms. Tt 
fore ship’s Agents should be provided with necessary inform 
about details of cargoes in advance. 

PILOTAGE: Not compulsory but recommended unless Mé 
well acquainted with area. No harbour Pilot stationed at Ube! 
Inland Sea pilot will attend. 

Inland Sea pilotage should preferably be arranged through Ag 
by cable via Nagasaki Radio giving 72 hours notice. Urgent com 
tion of ETA outside business hours should be cabled dire¢ 
pilot station. Inland sea Pilot Association covers all inland sea pv 
Pilotage not compulsory but recommended in view of great num 
of islands causing navigational hazards. Pilots obtained from om 
three pilot stations dependent upon vessel's last port of depat 
and at Master's discretion. Pilotage available throughout 24 he 
and 72 hours advance notice preferred, thereafter advising! 
alterations. Most Inland Sea Pilots also act as harbour Pilots ¥ 
berth or anchorage at destination. Note: No VHF communité 
available with inland sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting! 
pre Position 34° 38’ N. 135° 11’ E. Telegraphic address “# 

obe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels 
sitting Bungo Channel). Position 33° 13’ N. 131° 54’ E. Telegri? 
address “Anjin Saganoseki". In event bad weather, recomme 
vessels proceed for shelter as near as possible having due rege" 
safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Pos* 
33° 56’ 24” N. 131° 03’ 12” E. 

ANCHORAGE: Sea bottom is mud. 


Depth 
4-7-5 m. 7:5-10 m. 
Sheltered 73,000 233,100 sq. m. 
Unsheltered 12,175,500 680,000 
RESTRICTIONS: 


(a) Outer harbour: No restriction. 

(b) Inner harbour: Berthing/unberthing is practicable only de 
daytime. 

(c) Deep draft vessels may berth at high water only. 
MAX. SIZE: See “Berthing” and “Tankers”. i 
HEALTH: At first port of call in Japan, vessel must obtain? 
pratique. Quarantine officers will attend vessel only from day ' 
sunset and Captain to show all Vaccination Cards, Deratin 
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Certificate. In case vessel arrives from cholera infected 
ong thin 10 days, Captain must advise crew and passengers 
— wcondition to respective Quarantine Office through ship's 
neath rior to arrival and close all soil pipes before entering port. 
Ageito. Recommended Captain communicates with Agents through 
anor Radio or Nagasaki Radio which cover all ports in Japan. If 
cmeifically West-bound vessel to Choshi and North-bound to Naga- 
i tively. 
sa Fat Naruto. Mara” 2,800 h.p. stationed at Ube. Other tugs 
bee ble from Moji or Tokuyama. Tug's lines used at no extra charge. 
veRTHING: No specific requirements, Pilot boarding time will be 
- fied by ship's Agents mainly by radio. 
- Wharf Length Depth 


Ube Cement wharf 247 m. 9m. 
Ube Kosan Chisso wharf 188 9 
Ube Kosan Urea wharf 223 9 
Ube Kosan No. 2 pier 131 9 
Central Glass wharf 162 10 


imestone : 
regi pereert Okinoyama Limestone Wharf (Ube Kosen No. 5 


Wharf), Length of wharf 165m. Maximum safe draft 11-00 m. Maximum 
dw tonnage 30,000 tons. Fairway 300 m. wide, 2:25 m. long, 8:80 m. 
deep, with shallow spot 8-40 m. at low water. Accessible max. draft 
10-50 m. Facilities Loaders x 2; 1,500 tons per unit/hour. Entry and 
Departure Berthing/unberthing is practicable only during daytime. 
Deep draft vessel may unberth at high tide only. : 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agents advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agents, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours (50 % additional of basic stevedor- 
age), 2100-0500 hours next morning (130% additional), Sundays/ 
holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 

TANKERS: Seibu Sekiyu Co. Refinery. 

(a) Geographical Location: 33° 49’ 48” North. 131° 13’ East. 163 
degrees. 11,400 metres from Motoyama Misaki. ; 

(b) Entry Permission: Sea berth located outside harbour limit of 
Ube port and treated as a closed port. Vessels therefore required to 
obtain special permission for entry from Customs at any open port 
prior to arrival. 

(c) Restrictions: Max. 200,000 dwt. Max. safe draft 19 metres. 

(¢) Diameter/No. of shore pipes: Float-sink hose: 16 inx 2 lines 
connecting to manifold; sub-marine hose: 20 inx2 lines; sub- 
marine pipe-line: 48 in. 1 line. 

(e) Discharging Rate: 10,000 k.! per hour. 

DENSITY : 1025. 

FRESH WATER: (a) Water barges available from Moji and supply 
about 50 tons per hour. (b) Water from wharf supply at Central Glass 
Ube Cement and Ube Chisso wharves. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, Ise 
Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will be 
lightered from the nearest bunker stock ports at maximum 7 days 
prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship’s crew doing this 
work, stevedores charge ship for waiting. Recommend request 
stevedores for this work unless crew can complete it before berth- 


ing, 

CERTIFICATES: Ship's register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: None. 

REPAIRS: Sasebo Heavy Industries Co., Ltd., Moji; Kitakyushu 
ron Works, Tobata; Ube Dockyard Co., Ltd. 

DRY DOCKS: None. 

AIRPORT: 30 mins. by road. 

TIME: GMT plus 9 hours. Permanent. 

POLICE/AMBULANCE/FIRE: Police 110; Ambulance/Fire 119. 
SHORE LEAVE: Local immigration Offices issue shore pass valid 
or only 3 days, but 3 days extensions possible if ship stays longer. 
SERVICES: All services available. 

CRrHORITY: Yamaguchi-Kencho 1-1, Takimachi Yamaguchi 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. 

Ni oer: Uyeno Unyo Shokai, Yamaguchi Branch Office, Oaza 
oa Onada City, Yamaguchi Pref. Cable address: Uyenoshell 
Domestic Telex: 6845-42, Tel. Ube (08368) 8-1171. 
ry Cargo Vessels: Holme Ringe & Co. Ltd., P.O. Box 72, 9-9 

wnlato-machi, Moji-ku, Kitakyushu-shi, Fukuoka-ken. Cable address: 


ae Moji", Domestic Telex: 7134-03 Ringer Kik. Tel. Moji (093) 


UNO: 34.29 N. 133.57 E. 
DOCUMENTS: 
Ship's Register. 
; ~ Port Clearance. 
Tew Lists, including Passport nos. 
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3 Passenger Lists. 
1 Store List. 
1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 
Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all inland 
sea ports. Pilotage not compulsory but recommended in view of 
great number ofislands causing navigational hazards. Pilots obtained 
from one of three pilot stations dependent upon vessels last port of 
departure and at Master's discretion. Pilotage available throughout 
24 hours and 72 hours advance notice preferred, thereafter advising 
any alterations. Most Inland Sea Pilots also act as harbour Pilots up 
to berth or anchorage at destination. Note: No VHF communication 
available with Inland Sea pilot stations. 
1. Wadamisaki, at entrance to Kobe (vessels transitting Kii Straits). 
Position 34° 38’ N.; 135° 11’ E. Telegraphic address “‘Anjin Kobe”. 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel.) Position 33° 13’ N.; 131° 54’ E. Telegraphic 
address ‘‘Anjin Saganoseki". In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard to 
safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimonoseki) Straits. Position 

33° 56’ 24” N.; 131° 03’ 12” E. 
ANCHORAGE: 
Position from 


Harbour anchorage Bottom Depth Tobisu Beacon 
No. 1 anchorage Sand and/ 18:0 m. 320°-800 m. 
No. 2 ti or Sand/Shell 14:0 m. 300°-750 m. 
No.3 7 21-0 m. 40°-1,200 m. 
No. 4 a 18:0 m. 150°-500 m. 
No.5 y 29-0 m. 23°-850 m. 
No. 6 = 18-0 m. 25°-1,300 m. 
Mitsui 

No. 1 anchorage Same No. 1 328°-700 m. 

anchorage 
No. 2 n 7 293°-600 m. 
No. 3 . “i 252°-600 m. 


MAX. SIZE: 

No. 1 Pier: 150 m. from South end, draft limit 8-5 m.; 120 m. from 
above to North end, draft limit 7-5 m. 

No. 3 Pier: Depth of approaches, 15-20 m.; length of berth, 150 m.; 
depth alongside berth, 13 m.; maximum draft acceptable, 10 m.; 
maximum length acceptable, 150 m.; maximum width acceptable, 
20 m. 

Mitsui Kindoku (H/BI), Private Pier: Depth of approaches, 16-20 m.; 
length of berth, 176 m., dwt. 30,000 tons; maximum draft acceptable, 
12 m.; maximum length acceptable, 176 m. 

HEALTH: At first port of call in Japan, vessel must obtain free 
pratique. Quarantine Officers will attend vessel only from daylight 
to sunset and Captain to show all vaccination cards, Derating 
Exemption Certificate. In case vessel arrives from cholera-infected 
area within 10 days, Captain must advise crew and passengers health 
condition to respective Quarantine Office through ship's Agent 
prior to arrival and close all soil pipes before entering port. 
RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

TUGS: Tugs join vessel at out-harbour area. Tug's lines used. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 

STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic stevedor- 
age), 2100-0500 hours next morning (130% additional), Sundays/ 
holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 
TANKERS: None. 

DENSITY: Winter 22:7; summer 23-98. 

FRESH WATER: Available at pier (40 tons per hour) ex-shore 
pipe. Available by water barge, 50 tons capacity from Okayama. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunkers 
will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this 
work, stevedores charge ship for waiting. Recommend request 
stevedores for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gear’s main- 
tenance appears to be poor. 
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CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 

CONSULS: No consuls available, but marine note of protest can 
be attested by local notary public at Okayama. 

REPAIRS: All types of deck and engine repairs possible. 

DRY DOCKS: 


Dry dock Length Width Depth Dwt. tons 
No.1 545 ft. 6 in. 76 ft. 1 in. 26 ft. 9 in. 20,500 
No. 2 560 ft. 74 ft. 1 in. 26 ft. 9 in. 19,000 
No.3 670 ft. 103 ft. 3 in. 32 ft. 46,000 


Tamano: Mitsui floating dock, max. size 150,000 dwt. 
REPATRIATION: Possible. 
AIRPORT: Okayama airport 25 km. Only domestic airlines; 3 flights 
to Osaka, via Tokyo, daily. 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Police (for emergency), 110; Ambu- 
lance, 119; Fire, 119. 
TELEPHONES: No arrangements for placing telephones on board. 
GENERAL: 3 days notice of special requirements essential. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days, but 3 days extension possible if ship stays longer. 
AUTHORITY : Tamano Port Administration Office. 


AGENTS: Sub-agent of Dodwell & Co. Ltd., Tokyo. Naigai Unyu 
Co. Ltd., 3rd Floor Shokokaikan Bldg., Chikko Kaigan-dori, Tamano- 
shi. Tel. Tamano (0863) 2-5241. Telegraphic, ‘‘Naigai Tamano”. 


WAKAMATSU: 33.54 N. 130.48 E. 


(See “Kanmon-Ko"). 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship’s Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship’s Agent should be provided with necessary information 
about details of cargoes in advance. 

PILOTAGE: Inland Sea pilotage should preferably be arranged 
through Agent by cable via Nagasaki Radio giving 72 hours notice. 
Urgent correction of ETA outside business hours should be cabled 
direct to pilot station. Inland Sea Pilot Association covers all inland 
sea ports. Pilotage not compulsory but recommended in view of 
great number of islands causing navigational hazards. Pilots obtained 
from one of three pilot stations dependent upon vessels last port of 
departure and at Master's discretion. Pilotage available throughout 
24 hours and 72 hours advance notice preferred, thereafter advising 
any alterations. Most Inland Sea Pilots also act as harbour Pilots up 
to berth or anchorage at destination. Note: No VHF communication 
available with Inland Sea pilot stations. 

1. Wadamisaki, at entrance to Kobe (vessels transitting Kii Straits). 
Position 34° 38’ N.; 135° 11’ E. Telegraphic address “‘Anjin Kobe". 

2. Sekisaki, 3 miles South of Sekisaki lighthouse. (Vessels tran- 
sitting Bungo Channel). Position 33° 13’ N.; 131° 54’ E. Telegraphic 
address “Anjin Saganoseki"”’. In event bad weather, recommended 
vessels proceed for shelter as near as possible having due regard 
to safety, to Sekisaki pilot station. 

3. Hesaki, at East side of Kanmon (Shimoneseki) Straits. Position 
33° 56’ 24” N.; 131° 03’ 12” E. 

ANCHORAGES: No. 5 section, Wakamatsu. Depth 9-11 m. 
Capacity (g/t), 15,000 x 2. Also quarantine anchorage. 
RESTRICTIONS: Easterly winds prevail in warm season, dense 
fog prevails sometimes in spring and winter, but generally clears in 
a few hours in the morning. Tidal range about 14 metres and current 
in leading channel about 14-24 knots, but no current in port. Due to 
narrow channel leading to main harbour and shallow water at 
entrance of channel, length and draft of vessels are generally limited 
as follows: 

Buoy: Ship's length overall, 165 metres; draft, 8-5 metres; gross 
tons, 11,000 tons. 

Fairway leading into main harbour about 200 metres wide and 
2 miles long, running parallel to a breakwater and reclaimed land. 
In this channel, as in main harbour and fairway, vessels observe 
only one-way traffic and on an outgoing signal from the shore, wait 
outside for outgoing vessel until channel is cleared. Vessels with 
draft of more than 7 inetres can enter/depart only at high tide. Entry 
permitted only from sunrise and vessel to be berthed before sunset. 
Night departure prohibited. 


MAX. SIZE: 
Buoy Ship's LOA Draft Capacity 
m. m. 
“3! 165 85 11,000 x 1 
ME 165 8-4 11,000 1 
“Ee 160 8-1 10,000 x 1 
“N” 147 67 7,000 x 1 
“O" 147 73 5,000 x 1 
bal hy 165 8-5 10,000 x 1 


PRATIQUE: See ‘‘Moji"’. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 
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TUGS: Two tugs join vessel under Wakato bridge at COtne 
fairway leading to main harbour. 

BERTHING: No specific requirements. Pilot boarding time wp 
notified by ship's Agent mainly by radio. 

BRIDGES: Wakato bridge. Height of mast limited to 3g me 
for passing under bridge. 

STEVEDORES: At least 24 hours prior notice excluding Surg 
and holidays required in order for Agent to arrange Stevedy 
Vessel must constantly keep her Agent advised of ETA. | 
dores cannot commence loading/unloading at time notified 
Agent, the orderers must pay for waiting time. If cargo geay, 
rigged on berthing, stevedores will do same for ship's crew, ¢ 
time surcharges 1700-1900 hours (50% additional of basic st 
age), 2100-0500 hours next morning (130% additional), Sung 
holidays (60% additional). 

MEDICAL: No advance notice required unless urgent. 
TANKERS: No tanker berths. 

DENSITY: Average density in port about 1019-1021 in sy» 
season; 1025/1026 in winter season. 

FRESH WATER: Available. Rate of delivery: 50-60 tons py 
ex-barge. Minimum quantity at buoy, 10 tons; minimum quan 
No. 5 sec., 30 tons. : 
FUEL: All grades of bonded bunkers are stocked in Tokyo} 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports by, 
will be lightered from the nearest bunker stock ports at mayp 
7 days prior notice. 

FIRE PRECAUTIONS: No tanker berth. Each tugboat is equip 
with fire extinguisher system for attending emergency cay 
request. 

DEVELOPMENTS: Land reclamation N.E. Wakamatsu for; 
charge wharves (coal/iron ore). Depth to be 12 metres. 
GANGWAY/DECK WATCHMEN: Not specially required ys 
passengers or valuable cargo on board. 
OPENING/CLOSING HATCHES: Stevedores carry out op 
and closing hatches. If any time lost by ship's crew doing thise 
stevedores charge ship for waiting. Recommend request stevet 
for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Insp 
ship's registered gross and nett tonnages. Valid Cargo § 
Certificates sometimes required by stevedores when cargo @ 
maintenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to; 
ashore but no spirits. 

CONSULS: See “Yawata”. 

REPAIRS: All grades deck and engine repairs afloat. 

DRY DOCKS: None. 

AIRPORT: See “Yawata”. 

TIME: GMT plus 9 hours. Permanent. 
POLICE/AMBULANCE/FIRE: Wakamatsu Water Police 
093-76-2731 ; Wakamatsu Police Office, tel. 093-97-2731 ; Ambulz 
Fire: Wakamatsu Fire department, tel. 093-76-4031 ; Defenceres 
department, tel. 093-76-4353). 

SHORE LEAVE: Local Immigration Offices issue shore pass 
for only 3 days, but 3 days extension possible if ship stays long 
AUTHORITY : Kitakyushuko Kanti-Kumiai, Nishikaigan-dori,t 
ku, Kitakyushu City. 


AGENT: See “Yawata". 


WAKAYAMA: 34.14 N. 135.10 E. 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/st 
camera, wrist-watch, radio, firearms/swords, etc. (only a! 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 C 
Manifest and Cargo Manifest in transit using specific forms, 
fore ship's Agent should be provided with necessary inform 
about details of cargoes in advance. 

PILOTAGE: Wakayama-Shimotsu licensed Pilots. ETA ait 
to Agent. Pilot boards 1,500-2,500 metres off Wakayama break 
Chart Nos. 1150 and 1143 (Japanese Maritime Safety Board) 
pilot boat. Pilot boards from tug. 

ANCHORAGE: For waiting Pilot and/or berth. (Nature of bo® 
sand mixed with mud.) 1,500 metres 220 degrees from Red © 
house; 1,500 metres 270 degrees from White lighthouse; 1,500 ™ 
235 degrees from Red lighthouse; depth about 11 metres. 
RESTRICTIONS: Pilot available day-time only. Channel 
14:0 metres. ! 
MAX. SIZE: (Wakayama Log Carrier): Section No. 1, LOA’ 
metres, g/t 11,000 tons, draft 8-2 metres; South Section, LOA 
metres, g/t 15,000 tons, draft 9:0 metres. (Sumitomo Metal 
LOA 250 metres, g/t 80,000 tons, draft 14-0 metres. 
PRATIQUE: Radio Agent for free pratique not less than 12% 
and not more than 36 hours before arrival, advising full deta 
vessel and health condition on board. When free pratique is 9 
by radio vessel will be required to submit the following docume® 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 


\lowing vessels will not be able to get radio pratique: 

el that has been in contact with an infected area or a sus- 
ted area within 15 days of arrival. 

s on board any case, or suspected case, of infectious 


The fo! 
A vess' 
hen Ts 
ifavessel ha y 
ithin 15 days of arrival. 
ee a passengers on board do not possess valid Smallpox 
vaccination Certificate. ' 
| does not possess a valid Derat or Derat Exemption 


if a vesse 
ca tiO: Recommended Captain communicates with Agent through 
er Radio or Nagasaki Radio which cover all ports in Japan. If 


specifically West bound vessel to Choshi and North bound to 

Nagasaki Radio respectively. 

TUGS: Tug assistance normally commences from outer harbour. 

Tug lines used and charge included in towage. Three tugs available, 
h.p. 

we ePHING: No specific requirements. Pilot boarding time will be 

notified by ship's Agent mainly by radio. : ; 

STEVEDORES: At least 24 hours prior notice excluding Sundays 

and holidays required in order for Agent to arrange stevedores. 

Vessel must constantly keep her Agent advised of ETA. If steve- 

dores cannot commence loading/unloading at time notified by the 

Agent, the orderers must pay for waiting time. If cargo gears not 

rigged on berthing, stevedores will do same for ship's crew. Over- 

time surcharges 1700-1900 hours (50% additional of basic stevedor- 

age), 2100-0500 hours next morning (130% additional), Sundays/ 

holidays (60% additional). ; 

MEDICAL: No advance notice required unless urgent. 

TANKERS: No tanker berth. 

DENSITY : 1025-1030. 

FRESH WATER: Available, Water boat, capacity 60 tons. 

FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 

\se Bay, Osaka Bay and Kanmon Port. At all other ports bunkers will 

be lightered from the nearest bunker stock ports at maximum 7 days 

rior notice. 

GANGWAY/DECK WATCHMEN: Not specially required unless 

passengers or valuable cargo on board. 

OPENING/CLOSING HATCHES: Stevedores carry out opening 

and closing hatches. Cost per hour per gang depending on type of 

cargoes. If any time lost by ship's crew doing this work, stevedores 

charge ship for waiting. Recommend request stevedores for this 

work unless crew can complete it before berthing. 

CERTIFICATES: Ship's Register to show Customs Inspector 

ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 

cates sometimes required by stevedores when cargo gears main- 

tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 

ashore but no spirits. 

CONSULS: None. 

REPAIRS: Minor repairs only. Wakayama-Sakai Co., tel. 0734-55- 

4147, 

DRY DOCK: One small dock, Wakayama Zosen K.K. 

REPATRIATION: Possible. 

AIRPORT: Itami, Osaka, about 3 hours by car. 

TIME: GMT plus 9. No alterations made to clocks during year. 

POLICE/AMBULANCE/FIRE: Police, 110; Ambulance/Fire, 119. 

SHORE LEAVE: Local Immigration Offices issue shore pass valid 

for only 3 days, but 3 days extension possible if ship stays longer. 

a Wakayama-kencho, 1-1, Komatsubara-dori, Waka- 

yama City. 


AGENTS: Sub-Agents of Dodwell & Co. Ltd., Tokyo. 

Wakayama North Port (Sumitomo Steel Mills), Sumikin Kaiun Co. 
Lid, c/o Sumitomo Kinzoku K.K., 1850, Minato, Wakayama. Tel. 
Wakayama (0734) 55-5151. Telegraphic, ‘Shipsumikin Wakayama”. 

Wakayama South Port (Lumber/log discharge), Shimamoto Kaiun 
KK, 5-7, Chikko, Wakayama. Tel. Wakayama (0734) 22-3600. 
Telegraphic, “Shimamoto Wakayama”. 


YAWATA: 33.52 N, 130.49 E. 


(See "Kanmon-Ko"). 


DOCUMENTS: 
Ship's Register. 
Last Port Clearance. 
3 Crew Lists, including passport nos. 
3 Passenger Lists. 
1 Store List. 
' Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
Shi Port of call in Japan). 
aie Agent will prepare Inward/Outward Declaration, 1 Cargo 
ren “a and Cargo Manifest in transit using specific forms. There- 
ab Ship's Agent should be provided with necessary information 
Out details of cargoes in advance. 
re “Ad rd Harbour pilotage : Compulsory for entry and departure, 
end when passing through straits. Pilots embark East-bound 
nie at Mutsure quarantine anchorage (see ‘‘Moji"’), West-bound 
embark at Hesaki quarantine anchorage (see “Moji"). Two Pilots 
- ons exceeding 20,000 gross tons, charging 180% pilotage. 
reatent otage: Vessel approaching from East obtain Pilot by radio 
uth f made at least 24 hours in advance. Pilot embarks 3 miles 
Pilots ere Sekisaki lighthouse; 33° 13’ N.; 131° 54’ E. 
aay sh ould be kept closely advised of accurate ETA pilot station. 
direct o anges, Masters requested radio immediately to pilot offices 
‘through Agent reporting revised ETA. Cable addresses of 
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pilot offices: Harbour Pilot, ‘‘Kanmonpilot Moji". Inland Sea Pilot, 
“Anjin Moji”. Require 24 hours notice of ETA, but can attend with 
2-3 hours notice in emergency cases. 

ANCHORAGES: No anchorage at Yawata, but quarantine anchor- 
age used in essential cases. See “Quarantine”. 
RESTRICTIONS: 

(a) Because of narrow channel leading to Yawata and shallow 
water at entrance of channel, length and draft of vessel limited, 
except for berthing at Nishi-Yawata wharf, where 20,000 gross 
tonnage with 200 metres length overall and 8-3 metres draft 
may be accommodated. Limits: 


Wharf Buoy 
Length (overall) 166 m. 155 m. 
Draft 85m 8-5 m. 


Gross tonnage 10,000 tons 10,000 tons 

Vessel slightly exceeding above may be berthed at the Pilot's 

discretion, subject weather conditions and efficiency of engine, 

steering, etc. 

Fairway leading into main harbour about 200 metres wide and 

2 miles long, running parallel to breakwater and reclaimed land. 

In this channel, as in main harbour and fairway to Yawata, 

vessels observe one-way traffic and, on a ‘“‘not-clear” signal 

from shore, wait outside for outgoing vessels to clear channel. 

Vessels with draft of more than 7 metres can enter/depart only 

at high tide. 

(c) Entry permitted only from sunrise and vessels to be berthed 
before sunset. Night departure prohibited. 

(d) Wakato Suspension bridge crosses channel between Tobata 

and Wakamatsu. Height of bridge from water line at fairway 

42.675 metres at spring high tide; height of mast of vessels 

passing under bridge limited to 38 metres. 

(e) Easterly winds prevail in warm season. North-westerly winds 
in winter. Dense fog sometimes in spring and winter, but 
generally clear in morning. Tidal range about 1:2 metres. Tidal 
current in channel about 14 to 24 knots, but no current in port. 

(f) Port privately owned and controlled by Nippon Steel Corp. 


MAX. SIZE: 


(b 


~~ 


— 


(a) Wharf Length Depth 
No. m. m. 
15 150 9:0 
16 150 9-0 
17 150 9-0 
18 179 90 
19 185 9-0 
20 185 9-0 
Nishi-Yawata 320 9:0 
Makiyama 160 8-5 
(a) Buoy No. Depth 
m. 
4 berth (F-G buoys) 9-0 
5 = » J 9-0 
6 ,, (H-I ee 9-0 
7 ,, (tl buoy-anchor) 9-0 
10 uc " ) 9-0 
12°}, (G ” ) 9-0 
14 ” (H ” ) 9:0 
16 , ( ” ) 9-0 
PRATIQUE: See “Moji"’. 
QUARANTINE: 


(a) Quarantine station at Western entrance: Half-mile East of 
Mutsure lighthouse 33° 58’ 15” N., 130° 53’ 43” E. 

(6) Quarantine station at Eastern entrance: 125 degrees, 1,500 
metres from Hesaki lighthouse 33° 56’ 24” N., 131° 30’ 12” E. 

(c) Quarantine inspection not allowed inside port except when 
weather or other special reasons prevent quarantine boat from 
approaching ship at anchorage. 

(d) Quarantine service is rendered from sunrise to one hour before 
sunset. 

(e) “Q" flag should be hoisted until ship in free pratique. 

(f) Vessels exceeding 20,000 gross tonnage may undergo quaran- 
tine on application when they berth inside port. 

(g) When ship arrives from plague-infected or suspected area 
within 10 days after she left such place, 24 hours special 
quarantine required. All sanitary scuppers must be closed and 
garbage must not be thrown overboard after ship reaches 60 
miles off Japanese coast. 

RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 

VHF: Vessel can keep in direct contact with port authorities in 
regard to arrival, berthing instruction, etc. through VHF, details as 
follows: 

Kitakyushu (Moji) Shimonoseki 

(a) Call sign: “Kitakyushu port radio” “Shimonoseki port radio”. 

(b) Location of radio facilities: The transmitting and receiving 
station located at top of Mt. Hinoyama, Shimonoseki, for the 
above both radio. 

(c) Type of wave: 


Channel: Simplex 16 (Calling, 16 (Calling, 
responding) responding) 
‘ic 12 (Communication) 12 (Communication) 
” 14 ( ” ) 14( ” 
Duplex 20( iv ) 20( ” ) 
Outport: 50 W. 50 W. 


(d) Operating hours: 0600-2000. 
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(e) Communicating range: Within a radius of 50 miles from the 
station. 
(f) Communicating language: English and Japanese. 
TUGS: Two tugs join vessel at corner of fairway leading into main 
harbour. Ship's lines used when vessel berths. 
BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 
BRIDGE: See “Restrictions”. 
STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by the 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship’s crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic stevedor- 
age), 2100-0500 hours next morning (130% additional), Sundays/ 
holidays (60% additional). 
MEDICAL: No advance notice required unless urgent. 
TANKERS: No tanker berth. 
DENSITY: Average density in port about 1020-1022 in Summer 
season, 1024-1025 in Winter season. 
FRESH WATER: At buoys: Water barges available from Waka- 
matsu, rate of delivery about 50 tons per hour. At wharves: (Nos. 
16, 17, 18, 19, 20 and Nishi-Yawata wharf.) From hydrants: 25-40 
tons per hour. For supply at Nishi-Yawata wharf, one day prior 
notice required. Overtime charge: (0500-0800) (1700-2200), 50° 
add.; (2200-0500), 100% add.; bad weather 50% add.; Sundays and 
holidays, 50% add. Minimum quantity at Yawata, 10 tons. Minimum 
quantity at Mutsure anchorage, 50 tons. 
FUEL: All grades of bonded bunkers are stocked in Tokyo Bay, 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports bunkers 
will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. 
FIRE PRECAUTIONS: No tanker berth. Each tugboat is equipped 
with fire extinguisher system for attending emergency cases. 
DEVELOPMENTS: All the present discharging berths (wharves) 
for coal, ore (including Nishi-Yawata scrap wharf) converted to load- 
ing berths. 
GANGWAY/DECK WATCHMEN: Not specially required unless 
passengers or valuable cargo aboard. 
OPENING/CLOSING HATCHES: Stevedores carry out opening 
and closing hatches. If any time lost by ship's crew doing this 
work, stevedores charge ship for waiting. Recommend request 
stevedores for this work unless crew can complete it before berthing. 
CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedore’s when cargo gears main- 
tenance appears to be poor. 
CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 
CONSULS: British Consul, who is also acting Swedish Consul, is 
stationed with Holme Ringer, Moji (tel. 093-33-1311). American 
Consul stationed at Fukuoka (tel. 092-75-9331). Korean Consul 
stationed at Fukuoka (tel. 092-77-0461). 
REPAIRS: All types of deck and engine repairs possible. 
DRY DOCKS: No dry dock available. 
REPATRIATION: Possible. 
AIRPORT: Fukuoka airport; approx. 70 kilometres. 
(a) International line: 
JAL, for Pusan (Tuesday and Thursday); 
for Taipei-Hongkong (Monday and Thursday). 
CPA, for Taipei-Hong Kong (Wednesday and Saturday). 
KAL, for Pusan-Seoul (Mon., Tues., Wed., Fri., and Sat.). 
(b) Domestic line: 
JAL and ANA, regular service. 
Kitakyushu airport; approx. 20 kilometres. Flights often suspended 
by heavy rain and fog. 
(c) Domestic line: 
ANA, regular service. 
TIME: GMT plus 9. No alterations made to clocks during year. 
POLICE/AMBULANCE/FIRE: Yawata Police Station, tel. 093-67—- 
6631; Wakamatsu Water Police, Yawata Port branch, tel. 093-67-0611 ; 
Ambulance/Fire, Yawata Fire Department, tel. 093-67-4831. 
TELEPHONES: Nippon Senpaku Tsushin K.K. available at Moji 
(tel. 093-33-1089). In case of Mutsure anchorage, extra boat charge 
and personnei expenses will be incurred. Due to insufficient number 
of telephones require adequate advance notice for installation. 
Suitable ship's electrical voltage; DC-22/28 v. AC-100 v. 110 v. 120 v. 
(to keep at least within 10 v.). 
GENERAL: Whenever vessel takes bunkers in port, advisable to 
close deck scuppers’ holes before pumping in order to avoid over- 
flow oil into sea. 
SERVICES: Tank cleaning, sand blasting (Fuji Co., Tobata), 
chemical cleaning (Fuji Co., Tobata). Hold cleaning (Tsuyama Kosan 
K.K., Yawata; Fuji Co., Tobata). Compass adjusting (Kajiwara Koki, 
Shimonoseki). DF calibration (Nippon Radio Co., Tobata). Life-raft 
servicing and inspection (Kikutani Sengu, Shimonoseki; Marinair 
International, Kobe; International Marine, Kobe; Marine Inter- 
national; Yokohama and Tokyo); this service requires name of maker 
in advance. Radio and radar repairs available, but requires name of 
makers/type of the machine in advance. Laundry (Sunrise Cleaning, 
Tobata; Moji Dry Cleaning, Moji). Watchmen service available. 
Charts: only Japanese charts available locally; BA and HO charts 
can be obtained from Kobe and Yokohama respectively, with ade- 
quate notice. Grain fitting (Ushio Co., Moji; Fuji Sobi, Moji); this 
work is usually carried out at Moji (public port). Fumigation (Toyo 
Fumigation Co., Moji), this work is not permitted at Yawata but at 
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Moji. Floating crane, capacity 200 tons (Kondo Kaiji, W 
Nichibei Kosan). Diver (Nippon Salvage Co., Moji; Tsuyama 
Wakamatsu). Salvage service (Nippon Salvage, Moji) Pain 
service (Fuji Co.). 

SHORE LEAVE: Local Immigration Offices issue shore pags 
for only 3 days, but 3 days extension possible if ship stays | 7 
AUTHORITY : Kitakyushuko Kauti-Kumiai, Nishikaigan-doy} ‘ 
ku, Kitakyushu City. , 


AGENTS: Sub-Agents of Dodwell & Co., Tokyo. Holme Rj 
Co. Ltd., c/o Yawata Works of Yawata Iron and Steel Co, 
Edamitsu, Yawata-ku, Kitakyushu. Tel. Yawata (093) 67-0611, ext 
Telegraphic, Ringer Yawata. 


YOKKAICHI: 34.57 N. 136.38 E. 


DOCUMENTS: See “Yokohama”. 
PILOTAGE: Not compulsory; Pilot available at 34° 56’ iy 
136° 40’ 40° E. Vessels requiring Pilot cable Agent at least,, 
ahead advising exact ETA pilot station. Wireless station for» 
municating with entering ships and for other port business, 
signal JCZ. Radio wave in use is A1.A2 500 kc/s. and A1,A2 486) 
output A1 50 w. and A2 110 w. Zone of communication about jg, 
Yokkaichi signal station also equipped for assigning berty 
entering ships and for other port business. VHF communics 
available, call signal Yokkaichi Port Radio, Channel 16. Wo 
Channel 14, hours 0600 to 2000 any day. 
ANCHORAGE: Vessels anchor 34° 56’ 15” N., 136° 40’ 40° Es 
authorities board and grant free pratique; maximum depth 13, 
RESTRICTIONS: Entry restricted by vessel's draft and pray 
Maximum draft inside port 12 m. Quarantine authority attend 
usually from dawn to sundown on any day. Berthing day-timey 
Unberthing any time except tankers day-time only. 
MAX. SIZE: Maximum permissible draft inside port 12 ma 
Installations outside main port: Shoseki No. 1 sea berth (im 
depth 62 ft. Shoseki No. 2 sea berth (outer), depth 69 ft. Daikyo, 
berth, depth 72 ft. No limitation on length. 
HEALTH: Request for radio pratique to be addressed to ageniy 
less than 12 hours before arrival. 
TIDE: Tidal current of Ise bay runs Northward along East si 
Mie Pref. and turns round at mouth of Kiso River and runs South: 
for Chita peninsula. 
Tidal level: High tide Tidal level (average) +-7-74 ft. 
Mean tide + 4-30 ft. 
Low tide +0-00 ft. 
TUGS: Normally stand-by to assist vessel inside breakwa 
entrance to fairway; tug’s lines used. 
BERTHING: Depths alongside: 


Berth No. Depth 
1 8 metres 
2-3 8-5 metres 
4-5 8-5 metres 
8 10 metres 
9 10 metres 
11 10 metres 
13 11 metres 
14 10 metres 


15 10 metres 
SPECIALISED CARGO HANDLING FACILITIES: Bulk Cap 
No special berth for this. No. 2 wharf has a cereal silo whic 
store 30,000 tons of imported grain. Two pneumatic unloaders! 
unloading capacity of 300 tons per hour, per machine, at them 
ern berth ofthe pier to connect the silo with conveyors. 
Containers: One container berth, depth 36 ft. with a con® 
crane of 37-5 tons capacity. 
Liquid Chemicals/LPG Carriers: Private berth. 
TANKERS: Showa Oil Pier SD" - 11:5 metres depth 
a » w» “SE -11-4 metres depth 
Saikyo Oil Pier “Shiohama" - 12 metres depth 
a »  » “Umaokoshi" - 12 metres depth 
Mooring Buoy No 1 - 12 metres depth 
Mooring Buoy No 2-10 metres depth 
Diameter of discharge lines: 
Sea berth No 1: 14-5 ins. (two lines) 


Sea berth No 2: 14-5 ins. 7 
Daikyo Sea Berth: 18 ins. iy 
Daikyo “Shiohama": 12 ins. t 
Daikyo “Umaokoshi" 10 ins. a 
Showa Oil Pier SE" 10 ins. " 


DENSITY: Average 1025. 

FRESH WATER: Available, rate of delivery 50 tons per hou! 
shore pipes at Government wharves; 100 tons from barge; © 
22.00 hours additional cost 50%; after 22.00 hours addition®! 


100%. 7 
FUEL: Most domestic and bonded oil available, ex-barge. Mit 
5 days notice required. 

CONSULS: None. 

REPAIRS: Minor repairs only. 

AIRPORT: No airport. 

POLICE/AMBULANCE/FIRE: Police, tel. 110; Ambulanet 
tel. 119. 

TELEPHONES: Telephone can be arranged from shore cot 
tion at Government wharves. No connections at tanker berths. 
GENERAL: Lightening: Not allowed, except a cargo of 
chemicals. 


ERVICES: Technicians for vessel's instruments can be arranged 
from other ports. = 
EGULATIONS: Under adverse weather conditions: : 
Hy a typhoon is reported approaching, and upon advice from 
° finery representative, loading or unloading operation will be 
suspended and vessel will leave berth to a designated area for 
refuoy a violent thunderstorm, cargo work will be stopped upon 
. eceiving order from refinery, and vent-line valves securely closed. 
During stormy weather, with gusty winds condition, Master shall 
. follow weather reports closely and shall endeavour to prevent any 
accidents by taking all possible precautions, such as reinforcing 
mooring ropes and arranging adequate emergency personnel to 
stand-by forany emergency, a 
Liability for Accidents : If accident is judged by Maritime Safety Office 
and Port Captain to be ship's fault, either through negligence of these 
Safety Regulations or otherwise, Master shall immediately cease 
operations, if necessary, and simultaneously follow in good faith 
the instructions of refinery and Port Captain, and take all necessary 
actions. Master shall inspect and verify cause of accident in the 
presence of refinery representative and ship's Agent, and shall be 
held responsible for reporting the accident, in writing, to the parties 
concerned. Until this is completed and full agreement reached with 
refinery representatives, the vessel shall not leave the jetty, unless 
otherwise requested. For actual confirmation of the accident, and 
damage liability, Public Surveyor (Messrs. Japan Marine Inspections 
Co, Ltd.) is fully entitled to inspect the accident. 
AUTHORITY : Yokkaichi Port Authority. 


AGENTS: Sub-agents of Dodwell & Co. Ltd., Tokyo. 

Dry Cargo Vessels ; Yokkaichi Warehouse Co. Ltd., 6, Chitose-cho, 
Yokkaichi Mie-ken, Cable address: “Soko Yokkaichi". Domestic 
Telex: 4948-179 Yonso J. Tel. Yokkaichi (0593) 53-5211. 

Tankers; Uyeno Unyu Shokai Yokkaichi Office c/o Showa 
Yokkaichi Sekiyu K.K. 1, Shiohama-cho, Yokkaichi-shi Mie-ken, 
Cable Address “Uyenoshell Yokkaichi". Domestic Telex 494-8276. 
Tel. Yokkaichi (0593) 45-2271/8. 


YOKOHAMA (incl. Negishi and Tsurumi): 35.27 N. 
139.38 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

Last Port Clearance. 

3 Crew Lists, including passport nos. 

3 Passenger Lists. 

1 Store List. 

1 Declaration of Crew's Baggage, i.e. tobacco, wine/spirits, 
camera, wrist-watch, radio, firearms/swords, etc. (only at first 
port of call in Japan). 

Ship's Agent will prepare Inward/Outward Declaration, 1 Cargo 
Manifest and Cargo Manifest in transit using specific forms. There- 
fore ship's Agent should be provided with necessary information 
about details of cargoes in advance. 
PILOTAGE: As Yokohama/Kawasaki a busy port, all movements - 
entering, leaving port and shifting within port —- regulated by Harbour 
Authorities, and Agent has to make application for movement one 
day before, also tugboat(s) arranged through Agent. If any change 
necessary to arrangement already made, two hours notice sufficient 
to make rearrangement with Pilot. If Pilot required at area off Ashika 
Shima Lt. Bn. in Tokyo Bay for passing Uraga Strait, 24 hours prior 
notice required for dispatching Pilot. (In rough sea Pilot cannot be 
obtained in that area.) No station pilot boat; Pilots use small launches 
and often make use of tugboat when it is employed at same time, 
for embarking and disembarking especially when sea rough. In either 
case, launch or tugboat with Pilot on board displays “H” flag or 
lights prescribed in International Regulations. Pilot for Yokohama/ 
Kawasaki port picked-up off Yokohama fairway entrance buoys No. 1 
and No. 2, but in case ship has to wait for berth, usually does not 
take Pilot and proceeds to anchorage shown on chart as ‘Quarantine 
prchorage” Or as near as safety permits, and anchors. In this case 
; ilot boards at anchorage. If anchor or picks-up Pilot inside harbour 
od pilotage cheaper because assessed on two stages; “From Bay 
9 Sea” and “From Sea to Berth", but Master requested to anchor 
outside fairway. Vessel to provide properly approved pilot ladder. 
Uraga Channel : 
Vessels requiring a Pilot for the Uraga Channel should radio 
pa shee to Anjin Yokosuka, advising ship's details and arriving 
ten No. 1 Uraga Channel light buoy. Uraga Channel Pilot embarks 
“ ‘pepe S.S.E. of Kannonsaki lighthouse, and will disembark on 
ton at destination port limits. Applications for Uraga Channel 
u should reach pilot office 24 hours before vessels arrival at No. 1 

‘aga Channel light buoy. 

é mowmendations: To be followed by tankers of 100,000 dwt. tons 
nedate when they navigate through the Uraga Channel with cargo 


ean hours and three hours, respectively, before such a vessel 
the follona pass the Uraga Channel No.1 light buoy, it should report 
atter t wing items to the Yokohama Maritime Safety Division. Also, 
Station e three-hours-in-advance report, it should keep its radio 
tounge This, however, is not required if the vessel is south 


(2) Name of vessel. 


JAPAN 


(6) Signal letters, dwt. tonnage, type and quantity of cargo, name 
of port intended to enter (not required in a three-hours-in- 
advance report). 

(c) Availability of international VHF transmitter-receiver equip- 
ment aboard. 

(d) Time at which the vessel expects to pass the Uraga Channel 
No. 1 light buoy. 

2. Refrain from sailing through the Channel when visibility is poor 

(less than about one nautical mile). 

3. Avoid sailing through the Channel at night unless it is essential 
to do so. 

Follow any instruction that may be issued from the Director of the 
Yokohama Maritime Safety Division as to the time for sailing through 
the Channel. 

4. Maintain look-out at stem. 

5. Between the neighbourhood of the Uraga Channel No. 2 light 
buoy and that of the Uraga Channel No. 5 light buoy, avoid overtaking 
other vessels (weighing about 500 gross tons or more) unless it is 
essential to do so. 


ANCHORAGES: 12-26 m. in quarantine anchorage, and 26-34 m. 
in other areas. For details refer to chart published by Hydrographic 
Division of Japan MSA. 

RESTRICTIONS: Entry or departure or movement inside port not 
allowed from sunset to sunrise, but ships less than 15,000 g/t without 
dangerous cargo can be given special permission to enter, leave port 
and move inside the port (only in Yokohama). In Kawasaki, which is 
very narrow and long, no special permission given. Depths of 
shallows in Yokohama, Tsurumi and Kawasaki fairways 11-6, 11-2 and 
12:0 metres, and Pilot Association make these the maximum drafts 
accessible to the berths inside the respective fairways. Ship with 
max. draft of 11-6 metres, when entering Yokohama through Yoko- 
hama fairway, has to wait for tide. 


MAX. SIZE: Maximum permissible size of tankers for proceeding 
to installations in Yokohama: 


Name of Berth Max. g/t Max. LOA Max. safe draft 
Keihin Yokohama No limit No limit 23:00 m. 
(sea berth) 
Shell Oil No limit 175 m. 10:50 m. 
General Sekiyu No limit 180 m. 9-30 m. 
Mobil Oil No limit 210 m. 9-30 m. 
Asia Oil No. 5 50,000 270 m. 12:00 m. 
Nisseki Yokohama No limit 250 m. 12-00 m. 
Nisseki Negishi A No limit No limit 16:50 m. 
Nisseki Negishi B 70,000 No limit 12:50 m. 
New Shell No limit 265 m. 11:70 m. 


PRATIQUE: Radio Agent for free pratique not less than 12 hours 
and not more than 36 hours before arrival, advising full details of 
vessel and health conditions on board. When free pratique is granted 
by radio vessel will be required to submit the following documents to 
Quarantine Officer on arrival: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

The following vessels will not be able to get radio pratique: 

A vessel that has been in contact with an infected area or a sus- 
pected infected area within 15 days of arrival. 

If a vessel has on board any case, or any suspected case of 
infectious disease, within 15 days of arrival. 

If crew or passengers on board do not possess Valid Smallpox 
Vaccination Certificates. 

If a vessel does not possess a valid Derat or Derat Exemption 
Certificate. 


RADIO: Recommended Captain communicates with Agent through 
Choshi Radio or Nagasaki Radio which cover all ports in Japan. If 
specifically West bound vessel to Choshi and North bound to 
Nagasaki Radio respectively. 


TUGS: under control of Pilot, compulsory in Yokohama/Kawasaki 
for foreign ships, and normally join ships in fairway between outer 
breakwater and Lt. Hos. and Entrance Lt. Buoys. If ship is at anchor 
in quarantine area or near to it, tug(s) joins ship at anchor. Usually 
two tugs used for mooring and/or unmooring, but depends largely 
upon special conditions of berth and weather conditions. Tug’s 
lines used and charge included in towage. 

BERTHING: No specific requirements. Pilot boarding time will be 
notified by ship's Agent mainly by radio. 


Mooring Buoys: 
Mooring No. of 
District capacity berths Buoys 
(g.t.) 
1st District 1,000 2 A,B,.G,,D 
1,500 2 H1, H2 
2,000 1 H3 
7,000 2 Nos. 12-13 
12,000 1 No. 11 
15,000 r Nos. 1-10 
2nd District 12,000 1 Nos. 20, 21 
15,000 2 Nos, 22-25 
30,000 1 D6 
3rd District 12,000 2 Nos. 36-38 
15,000 2 Nos. 32, 42, 43, 44 
20,000 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Private Piers 


Mooring Number of NE 
Pies and Wharves Length Depth capacity berths Kind of Cargo 
(m.) (m.) (g/t) 
Shell Sekiyu Co. Main Jetty 106 10-0 20,000 1 Mineral oil 
Ogishima Pier 87 12:0 80,000 1 Crude petroleum 
General Sekiyu Co. Ltd. Pier 9-0 15,000 1 Refined oil 
Mobil Sekiyu Co. Main Pier 103 9-0 15,000 1 Mineral oil 
Nippon Petroleum Refining Co. Ltd. Pier 10 9-0 15,000 1 uk 
Tokyo Gas Co. Tsurumi Wharf 225 55 1,000 1 Coal 
Suehiro Wharf 140 6-0 3,000 1 a“ 
Tokyo Shibaura Electric Co. Ltd. Pier 30 5-0 3,000 1 Electrical machine 
IHI Co. Ltd. Tsurumi Wharf 36 6-0 1,500 1 Machinery 
Nippon Kokan Co. Ltd. Tsurumi Iron Works, Wharf 130 9-0 7,000 1 Iron materials 
Nippon Futo Warehouse Co. Ltd. Pier 6-0 1,500 1 Chemical 
Asahi Glass Co. Ltd. Tsurumi Pier 104 55 1,000 1 Glass 
Naigai Yuso Co. Ltd. Tsurumi Pier 40 5-0 1,000 1 Theriac 
Daikoku Warehouse Co. Ltd. Pier 87 6-0 1,000 1 Steel 
Maruzen Sekiyu Co. Ltd. Pier 20 55 1,000 1 Theriac 
Nitto Kagaku Ltd. Yokohama Pier No. 1-4 35 x4 5:0 1,000 4 Crude petroleum 
Tokyo Electric Power Co. Ltd. ve 
Yokohama Power Plant Pier No. 1 84 9-0 10,000 1 Heavy oil 
No. 2 49 9-0 3,000 1 - 
Daito Tsusho Yokohama Pier 81 60 3,000 1 J 
Ensuiko Co. Ltd. Yokohama Pier 100 95 15,000 1 Sugar 
Asia Sekiyu Wharf No. 3 100 7-0 2,000 1 Crude petroleum 
No. 4 28 5-0 1,500 1 fi 
No.5 60 12:0 40,000 1 
No.6 140 6-0 2,000 1 + 
Kobe Seikojo Co Ltd. Yokohama Pier 5:0 1,000 1 Steel materials 
Osaka Cement Co. Ltd. Pier 96 7-0 1,000 1 Cement 
Mitsubishi Cement Co. Ltd. Pier 122 6-0 3,000 1 b 
Ajinomoto Co. Ltd. Pier 113 9-0 10,000 1 Grain 
Showa sangyo Co. Yokohama Pier 9-0 10,000 1 + 
Nippon Petroleum Refining Co. Ltd. 
Yokohama Refinery Pier A 30 12:0 90,000 1 Mineral oil 
B 15 70 2,000 1 : 
Cc 18 9-0 18,000 1 re 
je 18 9-0 2,000 1 Fe 
D 14 7-0 3,000 1 2» 
E-F 20 6-0 1,500 2 + 
Showa Denko Co. Ltd. Yokohama Work Pier 235 9-0 10,000 1 Ore 
Sangyo shinko Co. Yokohama Pier 70 6-0 1,000 1 Scrap 
Nisshin Warehouse Co. Ltd. Pier 244 9-0 13,000 1 Grain 
Government Silo Pier 130 9-0 18,000 1 p 
Nippon Seifun Co. Ltd. Pier 13:2 9-0 20,000 1 r? 
Asahi Kigyo Pier 12 6-0 3,000 1 Cement 
Nippon Submarine Cable Co. Pier 35 6-9 2,000 1 i 
Nissan Motor Co. Ltd. Honmoku Wharf No. 1, 2 180 x2 100 18,000 2 Car 
No.3 150 45 3,000 1 < 
Mitsui & Co. Ltd. Honmoku Wharf 207 11:0 21,000 1 Grain 
Nippon Express Co. Ltd. Honmoku Wharf 207 11-0 14,000 1 Steel 
Kokusai Futo Co. Ltd. Pier 348 17:5 150,000 1 Bulk, corn 
Sumitomo Metal Industry Co. Ltd. Yokohama Pier 189 75 1,600 2 Steel materials 
Nippon Petroleum Refining Co. Ltd. 
Negishi Refinery Pier A 420 17-0 150,000 2 Crude petroleum 
B 104 13-0 50,000 1 Heavy oil 
C2-4 99x3 70 3,000 6 Refined oil 
Di-4 90x 4 45 500 8 td 
H1-3 105 x3 70 3,500 6 i 
Lubricating Oil Shipping Pier 90 5:0 700 2 Lubricating oil 
L.P.G. Shipping Pier 20 45 500 1 L.P.G. 
Sulfur Shipping Pier 30 6-0 1,000 1 Sulfur 
Asphalt Shipping Pier 6-2 1,500 1 Asphalt 
Tokyo Bay Concrete Co. Ltd. Pier 12:5 5:0 1,000 1 Cement 
River Steel Co. Ltd Pier 20 5:0 1,000 1 Steel materials 
Ube Kosan Co. Ltd. Yokohama Pier 43-2 75 3,000 1 Cement 
Suisan Kosha Pier 45 6-0 700 1 Fishery products 
Electric Power Development Co. Ltd. 
lsogo Coal Wharf 140 75 8,000 1 Coal 
Tokyo Gas Co. Ltd. Negishi Pier 100 12:5 50,000 1 Heavy oil, L.P.G. 
Nisshin Oil Mills Ltd. lsogo Pier 10-8 50,000 1 Soyabean 
A 5 5:0 500 1 Heavy oil 
Yokohama Maritime Safety Office Pier 85 10-0 1,800 1 
S.S. “KDD Maru” Pier Lb 4,500 1 
35 


The others 


Tables continued opposite 


STEVEDORES: At least 24 hours prior notice excluding Sundays 
and holidays required in order for Agent to arrange stevedores. 
Vessel must constantly keep her Agent advised of ETA. If steve- 
dores cannot commence loading/unloading at time notified by 
Agent, the orderers must pay for waiting time. If cargo gears not 
rigged on berthing, stevedores will do same for ship's crew. Over- 
time surcharges 1700-1900 hours (50% additional of basic stevedor- 
age), 2100-0500 hours next morning (130% additional). Sundays/ 
holidays (60% additional). 

VHF: Call sign Yokohama Port Radio. (See details under 
“‘Kawasaki/VHF"’.) 

MEDICAL: No advance notice required unless urgent. 
TANKERS: Masters of tankers seldom requested to fit reducing 
pieces before arrival for connection of shore lines since oil installa- 
tion have own appliances. Two slop disposal facilities, one in district 
No. 5 in Yokohama which is private enterprise and can dispose of 
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dense residues, and one in District No. 1 in Kawasaki which is? 
by Kawasaki city and can dispose of diluted slop or oily ba 
(Also see ‘Max. Size"’.) 

DENSITY: Average approx. 1023. 

FRESH WATER: Can be taken either at wharf ex-pipe or at™ 
or anchorage by barge: 


Place Rate of delivery 

South Pier 70 tons per hour 

Government Silo 70 tons per hour 

Nippon Petroleum 70 tons per hour 

Refinery, Negishi 

Buoy or anchorage 100 tons per hour 

(subject to ship's 
condition) 


FUEL: All grades of bonded bunkers are stocked in Tokyo # 
Ise Bay, Osaka Bay and Kanmon Port. At all other ports 


JAPAN 


public Piers aad 
Piers Length Depth 

(m.) (m.) 

Yamashita Pier 1,860 

Osambashi Pier 966 10:0-12:0 

Shinko Pier 1,783 7:2-10-2 

Takashima Pier 888 7-3-10-0 

Yamanouchi Pier 402 8-0 

Detamachi Pier 520 75 

Mizuho Pier 1,259 9-0-10-0 

Honmoku Pier 5,435 

Honmoku Container Terminal 1,100 12 


will be lightered from the nearest bunker stock ports at maximum 
7 days prior notice. ‘ ‘ 
FIRE PRECAUTIONS: Oil installations in Yokohama/Kawasaki 
generally do not allow bunker barge to come alongside ships moored 
heir berth. 

CERTIFICATES: Ship's Register to show Customs Inspector 
ship's registered gross and nett tonnages. Valid Cargo Gear Certifi- 
cates sometimes required by stevedores when cargo gears main- 
tenance appears to be poor. 

CUSTOMS ALLOWANCES: Only allowed 50 cigarettes to take 
ashore but no spirits. 


CONSULS: 

American Consulate-General tel. 681-0841 /2 
Her Britannic Majesty's Consulate », 201-1540/2 
Consulate of France » 201-1840 
Consulate-General of Argentine Republic » 7410-4194 
Consulate-General of the Republic of China _,,_641-3641/5 
Consulate of Brazil » 641-0097 
Consulate-General of the Republic of Panama ,, 641-8549 
Consulate-General of Peru » 641-0022 
Consulate of the Republic of Korea », 201-4531 
Honorary Consulate of Paraguay » 401-6343 
Honorary Consulate of the Netherlands » 651-1661/9 
Honorary-Consulate-General of El Salvador » 211-1371 
Royal Swedish Honorary Consulate » 201-4171 
Royal Thai Honorary Consulate » 641-1361 
Royal Norwegian Honorary Consulate »» 641-7361 

», 691-6583 
Royal Greek Honorary Consulate-General » 681-1713 


REPAIRS: Any kind of repairs can be effected at this port. 

DRY DOCKS: The largest dry dock, owned by Ishikawajima- 
Harima Heavy Industries Ltd. (and another 6 smaller dry docks owned 
by Mitsubishi Heavy Industries Ltd., Nippon Kokan K.K.). Max. 
length, 1,161 ft 5 in.; breadth at entrance, 183 ft. 8 in.; height of sill 
above bottom dock, 5 ft. 3 in.; depth on sill at high water, ordinary 
Spring tides, 20 ft. 3 in. 

REPATRIATION: Possible. 

AIRPORT: Haneda International Airport 25 km. and served by 
many regular airlines. 

TIME: GMT plus 9. No alterations made to clocks during year. 
HOLIDAYS: Only observed at Public terminals. 
FOLICE/AMBULANCE/FIRE: Police, 110; Ambulance, 119; 

ire, h 
TELEPHONES: Telephones can be placed on board. 
pe ad Almost all requirements by ships could be met, if time 

its. 
SHORE LEAVE: Local Immigration Offices issue shore pass valid 
for only 3 days; but 3 days extension possible if ship stays longer. 
DEVELOPMENTS: 

Honmoku Pier construction plan: A 26-berth pier of 5,200 m. with 
a Water depth of 10 m. for ships of 15,000 tons and a three-berth 
Container pier 750 m. long and with a water depth of 12 m. for 

000-ton ships has been completed. Under construction are a 
one-berth container pier 350 m. long and a one-berth dangerous 
Cargo pier 230 m. long. These will have a water depth of 12 m. and 
My mended for vessels of 30,000 tons. 

Pe is Pier construction plan: A 1,826,000 sq. m. land reclamation 

oath being carried out in front of Daikoku-cho in order to build 

of 151 erth pier, 2,200 m. long with a water depth of 10 m. for vessels 

ca 000 tons and a two-berth container pier 600 m. long with a 
rod depth of 12 m. for ships of 30,000 tons. 

4 inko Pier remodelling plan: Stage |. Existing pier space of 

Sta Sq. m. to be extended to 419,000 sq. m. 

a Il, Existing berths Nos. 9 to 12 to be converted to a berth 
olat wt Ong with a water depth of 4-5 m. and an 800 m.-long four-berth 

sn 4 water depth of 10 m. 

oa MW. Road and rail links and bridges to be improved. 
tyboat Pier construction plan: This pierhasan area of37,500sq.m 


~ —e 


Mooring Number of 
capacity berths Remarks 
(g/t) 
20,000 1 
15,000 9 
10,000 6 Alternative mooring 
45,000 ton class one berth 
25,000 ton class two berths 
10,000 ton class one berth 
20,000 1 Berth No. 7is used by U.S. Army 
15,000 1 
10,000 6 
4,000 2 
3,000 1 
15,000 2 
6,000 2 
3,000 2 
6,000 3 
5,000 4 
15,000 5 This pier is used by U.S. Army 
8,000 2 
2,000 1 
15,000 26 
25,000 2 Container Berth 
35,000 2 


and is designed for handling medium and long-distance ferries. The 
plan calls for a 600 sq. m. passenger terminal building, a 17,500 sq. m. 
parking lot for 340 lorries, two berths for 8,000-ton ships and one 
berth for a 1,000-ton ship. 

AUTHORITY: Port and Harbour Bureau, Yokohama. 


AGENTS: Dodwell Tramp Agencies, PO Box 271, Yokohama Port, 
5th Floor, Minato Bldg., 33, 3-chome, Honcho, Naka-ku, Yokohama. 
Tel. (045) 201-6991. Telegraphic, Dodwell Yokohama. International 
Telex. YH 7721. 


YOKOSUKA (including Uraga): 35.17 N. 139.40 E. 


DOCUMENTS: 
Customs: 

Port Call Notification. 

Cargo List. 

List of Crews dutiable possessions. 

Passenger List. 

Crew List. 

Ship’s Nationality Certificate. 

Port Departure permission paper. 
Immigration: 

Crew List. 

Port Call Notification. 

Passport or Crew Pocket Book. 
Quarantine: 

Declaration of Health. 

Crew List. 

Passenger List. 
Plant Protection Station: 

Plant Importation Inspection Application. 
Maritime Safety Agency : 

Port Call Notification. 

Application for Loading, Transfer and Unloading of Explosives 

and Combustibles. 

Application for Transport of Explosives and Combustibles. 
Port Authority : 

Port Call Notification. 
PILOTAGE: Pilot station in U.S. Naval Base, Yokosuka. In applying 
for Pilot at time of entry and departure, pilot station should be 
contacted 20 hours in advance of beginning of pilotage through 
Agent. 6 Pilots available. Pilot boat has telephone. (No. 3-1994). 
ANCHORAGES: At4th District of Yokosuka Port. Depths 10-30 m. 
RESTRICTIONS: The 1st, 2nd and 3rd District of Yokosuka Port 
under compulsory pilotage districts. No restrictions on time of entry. 
No tidal restrictions. 
MAX. SIZE: At buoys: length 200 metres, draft 11-7 metres. At 
wharves: length 180 metres, draft 9:6 metres. 
HEALTH: Quarantine Station to be informed in advance name of 
last port, ship's name, tonnage, number of crew, number of pas- 
sengers, ship's nationality etc. In event any suspected disease, Agent 
should be advised. When isolation of ship needed, it will be 
transferred to Nagahama Quarantine Station in Yokohama. 
RADIO: No local radio station. (See “ Yokohama”.) 
TUGS: Can be arranged through Agent. Tugs normally join vessel 
in 3rd District when vessel enters Nagaura, and in 7th District when 
it enters Kurihama. Tug's lines to be used. Charge for tug's lines 
included in charge for tug. 
BERTHING: Agent submits application for berth to Port Authority 
(Nagaura and Kurihama port offices). 

Nagoura Pier No.1, depth 9 metres 


” RNG: aoe Oe 
” hea NOLS. Uf. RGN. § 
Kurihama Wharf § 75 


Six buoy berths in depths of 9-5 to 13 metres. 
STEVEDORES: Agent will arrange stevedores by request latest 
1500 hours of previous day to ship's arrival. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


MEDICAL: Agent can arrange doctor who understands foreign 
languages. 

TANKERS: No berthing facility for commercial tankers. Only U.S. 
Naval Base, Yokosuka, has berthing facilities. 

FRESH WATER: Available by barge or ex wharf. Additional 
charge for work and in case of bad weather. 

FUEL: Available ex-lighter, 

DEVELOPMENTS: Plan to build new berths, expected complete 
1973. 15,000 dw x 2, 5,000 dw x 1, 2,000 dw x 2. 

GANGWAY/DECK WATCHMEN: Agent arranges watchmen. 
OPENING/CLOSING HATCHES: Stevedores carryoutthis work. 
CUSTOMS ALLOWANCES: Tobacco: 2 packets per day. Spirits: 
1 bottle when more than one month voyage; 2 bottles when more 
than 6 months voyage. 

CONSULS: None. 

REPAIRS: Dcckyards available for all repairs. 

DRY DOCKS: 1 - 475 194 ft.; 1 - 352 152 ft. 5 large-size slips; 
1 rigging wharf. 

REPATRIATION: No facilities exist. If necessity occurs, Yoko- 
hama Immigration Office will attend. 

AIRPORT: 40 km. to Tokyo International Airport. 

TIME: GMT plus nine hours. No alterations during year. 
HOLIDAYS: Day-time cargo work on Saturday afternoon and 
Sunday, National holidays, and Dec. 31; Jan. 1,2 and 3 no cargo work. 
POLICE/AMBULANCE/FIRE: Police, 110; Ambulance/Fire, 119. 
TELEPHONES: Agent arranges on board upon request. 
GENERAL: Port situated in city confines and main part is for use 
of U.S. Naval Forces. 

SHORE LEAVE: Crew allowed ashore. 

AUTHORITY: Yokosuka City, No. 11, Ogawa-cho, Yokosuka. 
Tel. 22-4000. No telex. 


AGENT: Sub-agent of Dodwell & Co., Tokyo. Sagami Unyu 
Kabushiki Kaisha, Taura Minato-Machi, Yokosuka, Cables: Sagami 
Yokosuka Taura. Tel. Yokosuka (0468) 61-3111. Telex 3852-5280. 


Jordan 


AQABA: 29.31 N. 35.01 E. 


DOCUMENTS: 

1 copy Freighted Manifest, stating all details. 

6 copies Unfreighted Manifest. 

2 copies of Unfreighted Manifest not showing shippers nor con- 

signees but weights and measurements. 

1 set of non-negotiable Bills of Lading. 
All Manifests should bear the following clause: ‘This is to certify 
that the above vessel has not called and is also not scheduled to 
call at any Israeli ports nor is owned by any Israeli Company, also it 
is not included in the Black List.” All the above documents are to be 
airmailed to the Agent's Head Office in Amman and not Aqaba. 
Documents required by the authorities for free pratique: 

7 copies Crew List. 

7 copies Passenger List. 

1 copy Stores List. 

1 copy Crew Declaration List. 

1 copy Vaccination List. 
The following forms to be filled: 

2 copies of Maritime Declaration Form. 

1 Customs Declaration Form. 

2 copies Vessel's Specification Form. 

1 copy Pilotage Form. 
The following documents to be produced for checking: 

(a) Log Book. 

(b) Ship's Registry Certificate. 

(c) Derating Certificate. 
PILOTAGE: Compulsory pilotage in that area of Aqaba Bay North 
of an imaginary line 270 degrees from Al-Breij point. Ships in harbour 
requiring a Pilot should by day hoist ‘G" flag below a ball or shape, 
one hour before ship is ready to move; and “B" flag by night with a 
red over white. The sound signal is four long blasts. Advance notice 
of the ship's requirement of pilot service should be given to the 
Agent who will advise the Harbour Master or his representative. It 
should be noted that vessels may proceed to sea from the anchorage 
without taking a Pilot, but for ships leaving the berths alongside, 
eaaae is compulsory, and the signals described above should be 
made. 
ANCHORAGE: About } mile from shore in depths of 15 to 30 
fathoms. Ships awaiting discharge can easily anchor in deep water 
anchorage which can accommodate 25 ships or more. 
MAX. SIZE: Up to 20,000 deadweight. Max. draft 32 ft. Phosphate 
loading berth: up to 50 ft. draft. 
TUGS: The tugs available at Aqaba are only for towing barges 
and handling ship's line during berthing but no salvage tugs are 
available. 
RADIO: Aqaba Radio. Station call sign JYO. Watchkeeping hours 
GMT 0500 to 1700. Station has transmitting frequencies CW and R/T 
for: A. 2182 kc/s; B. 2612°5 kc/s; C. 4326-5 kc/s; D. 6479 kc/s; E. 8723 
kc/s. Station can receive on all M/F and H/F frequencies. Station 
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listens: 2182 kc/s A3 continuous, 500 kc/s H plus 10 to H, 62% 
6,300 A1 H to H plus 10. Station answers on 6479 kc/s or 2189), A 
HEALTH: A ship arriving from sea should, in addition to the (6 
flag for Pilot, hoist its signal letters and “Q" flag to requests 
pratique if itis healthy. Ifthere are passengers to land, "I" flag A 
be hoisted. The port doctor boards the vessel together with a» 0 
resentative of the Port Dept., Customs Dept., Passport Dept, 
Police. If the vessel has to anchor first, boarding the vessel, 
place at anchorage. If the vessel berths alongside, then the 
mentioned representatives board the vessel. Health Certificats, 
crew and passengers are required. 

BERTHING: 

General Cargo Berth: Three medium-size ships or two large 
can berth alongside. The depth is 10 metres (32 ft.) at low tide, 
Phosphate Loading Berth: The berth is 210 m. long and 32 ft. dey 
is situated South of the General Cargo Berth and is especially; 
to load phosphate. The berth is designed to accommodate Ship, 
up to 20,000 dwt. In addition, pipes have been laid to supply pp 
leum to a nearby tank farm for the occasional import of some 
roleum products. There are two main berthing dolphins with aly 
ing tower in between, and mooring dolphins at each end. Thely 
ing tower is connected with a conveyor belt feeding the tower} 
two silos with a 20,000-ton capacity each. There is a short rep 
table boom and telescopic trunk which can be travelled forwag. 
to a distance of 9 metres from the berthing face to plumb the c» 
of the hold of a ship. The loading capacity is 500 tons per hour} 
guaranteed loading rate by the Phosphate Company is 2,00» 
per weather working day of 24 hours. Vessels should arrive a 
berth with as large an amount of water ballast as possible, bo 
facilitate berthing (as there is no tug) and to reduce the heights 
water-line to hatch coaming. This height should not exceed %j 
Bulk Export Berth “B"': |s 180 metres long with 15,5 metres (504 
depth of water at low water spring tides and is designed for berh 
and loading 100,000 dwt bulk carriers. The travelling ship-loade 
a capacity of 1,500 tons of phosphate per hour and provision ism 
in the design for the installation in the future of a second sin 
shiploader to give a total loading capacity of 3,000 tons per ty 
Phosphate for loading into ship is weighed on a continuous) 
cording belt weigher (accuracy +0.5% between 25% and 150 
rated capacity) and is loaded through a telescopic pivoting 
chute. Clearance above high water level is 18 metres. 
Lighters Wharf: The Lighters wharf has a length of 215 m. a 
width of 10 m. and a depth of about 9 ft. About 10 lighters car, 
discharged alongside. 

STEVEDORES: Stevedoring Company's working hours areh 
0800-1600. Work has to start at 0700 and end at 1600; therefore, th 
are 2 compulsory overtime hours in the morning, from 0600 tot 
and one hour in the afternoon, i.e. from 1600 to 1700, 

Ships Working Hours: Ships can work round the clock, depe 
ing on Captains’ option and the number of ships available ing 
Opening hatch of a ship is allowed up to 2200 hours and subje 
Port Authority agreement. Friday is the official weekly holé 
however, work is carried on, on the ships. 

TANKERS: Berth in daylight hours only. 

MEDICAL: The Health Section of Aqaba Port Department » 
all medical services required and responds to any urgent ca 
radio before arrival. A government hospital is available and is sé 
factorily staffed by doctors. A doctor may be called on board at 
time day or night, to attend to sick crew or passengers by array 
ment with the Agent. 

FRESH WATER: Can be supplied to ships berthed alongside 
FUEL: Bunkering is inadvisable. In case of necessity, fuel oll 
be transported from the refinery in Zerka by tank lorries with a caf 
ity of 12 tons each. A 3 day's notice must be given in order to are} 
transport. 

GANGWAY/DECK WATCHMEN: Customs provide 4 g# 
who has to be given full board and lodging. Ships are also sup 
by local watchmen through Agents. 

HOLIDAYS: Arbor Day (January 15th); Arab Summit Confer 
Day (January 17th); *Thil-Hijja 10, Eid El Adha (January i# 
Arab League Day (March 22nd); *Moharram 1, Islamic New lt 
(March 3rd); Independence Day (National Day (May 25th); *f 
EI Awal 12, Prophet's Birthday (April 13th); H.M.'s Accession te! 
Throne (August 11th); Birthday of Crown Prince Hassan (Septe# 
5th); *Rajab 27, Al-M'raj Al Sharif (May 24th); Birthday of H.M! 
King (November 14th); Arab Renaissance Day (November 2 
*Shawal 1, Eid El Fitr (November 26th). 

* Dates fluctuate due months being lunar months. 
CONSULS: No consul or vice-consul available at Aqaba! 
Consular Offices in Amman, the Capital. 

TIME: GMT plus two hours. 

REPAIRS: A shipyard has been established to build fishing # 
and trawlers, barges, tugboats and undertake minor repairs. 
ing can also be carried out. 

DRY DOCKS: No dry docks are available at Aqaba. 
AIRPORT: From Aqaba Air communication: Alia (The Re 
Jordanian Airlines (Fokker) to Amman twice weekly. Distan¢ 
Amman International Airport, 355 kms. 

GENERAL: Masters are warned that during the winter me 
strong Southerly gales can develop within two hours follo 
swell. In such case it may be necessary to unberth the vessel, 
should be noted that there is no tug available for this op 
Vessels in the anchorage in such weather conditions shou 
hesitate to weigh anchor if there is a possibility of dragging. * 
proceed out of the bay until the weather moderates. 
AUTHORITY: Aqaba Port Department, Ministry of Trans 
Ports, Railways and Airports in Amman. 
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T: Head Office: Amin Kawar & Sons, POB 222, Phone 22324 
) Telex: 1212. Amman — Jordan. Cables: Orenco Amman. 
(lines ane: Amin Kawar & Sons, POB 22. Phone: 83. Telex: 0220 


f.- _ Jordan. (All correspondence to be addressed to Head 
ofce at Amman). 


Kenya 
MOMBASA: 04.04. S. 39.40 E. (See Plan) 


NTS: 
DOC UM Certificates: forms obtainable from Pilot. 

6Crew Lists. — 

10 Passenger Lists. 

Dangerous Cargo Lists. 

Ship's Register. sett 1 , 
pILOTAGE: ETA through ships’ Agents, 48 hours’ notice. VHF 
Channel 12 (Mombasa Radio VHF Ch. 16) Pilot boat 72 ft. ex- 
Admiralty launch, white. No signals for Pilot - call on VHF 12 (Mom- 
pasa Pilots) or by signal lamp to lighthouse. Pilot boat position one 
mile outside turning buoy on Ras Serani leads (301°) except for deep- 
joad tankers (over 35 ft.) when pilot boat position one mile from 
turning buoy on Mackenzie leads (327°). No special bad weather 
regulations. Pilot ladder 6 ft. from water - must have manropes - 

at night. 
INCHORAGES : No safe outer anchorage. 
RESTRICTIONS: No tidal restrictions. Entry for dangerous cargo 
restricted to daylight. Entry for tankers over 650 ft. restricted to day- 


ight. 

WAX. SIZE: Length 820 ft. Draft 40 ft. 

HEALTH: Radio Port Health Officer, Mombasa, giving last port of 
departure, ETA Mombasa, condition of crew, any sickness on 
board, passengers. Must have Q Flag until doctor visits vessel or 
until Pilot passes information to lower flag. 

RADIO: Mombasa Radio Coast Station M/F, H/F, W/T & R/T and 
VHF R/T Services: 

Station 5ZF (W/T) 500-524 kc/s.; traffic list 0100, 0500, 0900, 1300, 
1700, 2100; Continuous watch; listening freqs. 500 kc/s. 

Station 5ZF2 (W/T) 8710.4 kc/s.; traffic list 2018; schedules 2018- 
2030, OBS only 0000-0030, 0600-0630, 1200-1230, 1800-1830; listening 
freq. 8354-8374 kc/s. 

Station 5ZF3(W/T) 13065 kc/s. ; traffic list 0448, 0830, 1518; schedules 
0448-0530, 0830-0900, 1518-1545; listening freq. 12531-12561 kc/s. 

Station 52F4 (W/T) 17175.2 kc/s.; traffic list 1248; 1248-1315; 
listening freq. 16708-16748 kc/s. 

Station (R/T) 2595, 2181 kc/s.; traffic list 0603, 1203; schedules 
0600-0630, 1200-1230; continuous listening watch outside Skeds 
2182 ke/s.; listening freq. 2182 kc/s. 

Station (R/T) 4409.4 ke/s.; trafficl ist 0533, 1303; schedules 0530- 
0600, 1300-1330; listening freq. 4104.4 kc/s. 

(R/T) 8805.6 kc/s.; traffic list 0633, 1233; schedules 0630-0700 1230- 
a listening watch on 8255.6 kc/s 0330-1530 listening freq. 8255.6 
c/s. 

Mombasa Radio also provides continuous R/T service on VHF for 
the benefit of ships in and around Mombasa within radius of 30 miles. 
Channel 16 for calling and Channels 26 and 27 for working. All 
times in GMT. 

TUGS: Tugs join vessel inside harbour between Ferry and Kilindini 
reef. Tug lines no additional charge. 

BERTHING: All berths fendered. Nos. 89 and 10 and Shimanzi Oil 
Terminal berths, no berthing on ebb tide, with range of 6 ft. or more. 
Kipevu Oil Terminal berthing on first of ebb with tankers over 650 ft. 
CARGO HANDLING: No. 9 berth has been arranged for bulk 
export of soda ash. No berths for roll-on/roll-off traffic but a site is 
being considered. No container berth is available, but certain facili- 
ties at berths No. 16 and 17 which are at present under construction 
will be available for containerised cargo probably in 1973/4. 

Mbaraki cement berth for bulk export of cement clinker and auto- 
mated loading of cement in bags is now in operation. 

Shimanzi oil terminal now handles all imports of bulk vegetable oil 
as well as all other oil products except crude oil. 
ae cargoes are at present handled by grabs, railway wagons, and 
STEVEDORES: ETA preferably 48 hours in advance in order to 
arrange gangs. Advisable notify Harbour Master ETA and also give 
quantity of cargo to be loaded and/or discharged and other matters 
of importance. 

REDICAL: In emergencies necessary to receive advance notice. 

vey facilities available. Inoculations required — smallpox (com- 
Pulsory), yellow fever (endemic zones in Africa and South America), 
srclera (all ships from Asia). 

ANKERS: Discharge and load white oils at Shimanzi. Discharge 
= load Heavy oils at Kipevu. 

Desens Oil Terminal: T-head jetty with 200 ft. long berthing head. 

"ip alongside 32 ft. LWOST. Bunkers and fresh water available. 
Pm ei facilities for up to 6,000 tons. ‘ 

Yonher il Terminal: T-head jetty with 225 ft. long berthing head. 
depth i Up to 65,000 dwt. berth at dolphins alongside jetty head; 

ENSITY, saps" ft. LWOST. Max. Length 820 ft. Max. draft 40 ft. 
FRESH WATER: Available at all berths in stream ex-tug at 


heuren Mastore discretion or barge of 140 tons capacity. 30 tons/ 
FUEL: ; 
EL: (1) Main Quay Berths: Marine fuel oil, viscosity 1500 secs. 


M ‘ 
'n@ diesel fuel. Gas oil cannot be delivered by pipeline at these 


KENYA 


berths but delivery can be made up to only 10 tons by bulk lorries at 
extra delivery cost. Minimum 48 hours’ notice required. Quantities 
of 10 to 30 tons can be made by rail tank wagon if 48 hours advance 
notice given. Thin fuel oil viscosity below 1500 seconds can be 
delivered at all berths through Fisher blender. Only one Fisher blen- 
der available and can deliver fuel tc only one vessel at a time. 

(2) Shimanzi Oil Terminal: All grades, i.e. fuel oil, marine diesel, 
gas oil and thin fuel oil (through Fisher blender). 

(3) Cased Oil Jetty : Only marine diesel and gas oil can be delivered 
at this jetty. 

(4) Kipevu Oil Terminal: Only fuel oil of viscosity between 1500 
secs. and 3500 secs available. Fuel oil viscosity below 1500 not 
available. At least three days clear notice required by EA Oil Refiner- 
ies for arranging bunker delivery. Not possible to deliver any marine 
diesel or gas oil either ex pipeline or rail tank-wagons/bulk lorries 
at this berth. 

DEVELOPMENTS: Two new deep-water berths Nos. 16 and 17 
te — under construction and are due for completion by the end 
of 1974. 

GANGWAY/DECK WATCHMEN: Watchmen available for gang- 
way and deck and recommended. 

OPENING/CLOSING HATCHES: Normally done by stevedores 
except Macgregor type hatches. 

CERTIFICATES: Normal port requirements for safety cargo 
equipment. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes for each 
crew member for eight days. Wine and/or Spirit, eight small bottles 
of beer for each crew member for 4 days. 

CARGO GEAR: All cargo gear supplied by Stevedores. 
IDENTIFICATION CARDS: Not required. 

CONSULS: The following countries are represented in Mombasa; 
Germany, British High Commission, India, Belgium, Denmark, 
France, Italy, Norway, Sweden, Netherlands, Greece. 

REPAIRS: Normal Running repairs. 

DRY DOCKS: Vessels up to 2,000 tons, length 320 ft., beam 50 ft. 
REPATRIATION: Possible. Facilities available. 

AIRPORT: About 7 miles from port. Served by regular airlines. 
Mombasa/Nairobi 4 flights a day. Mombasa/Dar-es-Salaam 4 flights 
a day. From Nairobi regular lines all over world. 

TIME: GMT plus 3 hours. 

HOLIDAYS: Weekdays: 3 shifts - 0700-1500 hours. 1500-2300 and 
2300/0600 hours. Saturday: 2 shifts — 0700-1230 and 1230-1800 hours. 
Sundays: 1 shift - 0700-1500 hours. New Year's Day; Good Friday; 
Easter Monday; Labour Day (1st May); Madaraka Day (ist June); 
First Monday in August; Kenyatta Day (20th October); Independence 
Day (12th December); Christmas Day; Boxing Day (26th December). 

Also for persons belonging to Islamic Faith: Idd ul Azha and Idd 
ul Fitr. 1st May (Labour Day) and Christmas Day are normally only 
holidays on which part closed except for necessary pilotage of ships 
in and out and for dealing with mails, passengers and their baggage, 
livestock and perishables. On other public holidays restricted 
working at Mombasa may be carried out at overtime rates. Overtime 
rates also apply on Saturdays after 1500 hours and on Sundays, and 
to third shift between 2300-0600 hours. 
POLICE/AMBULANCE/FIRE: In Port Area—Police 567 444; 
Ambulance 333; Fire 333. 

TELEPHONES: Telephones supplied on board. Charges include 
cost of local calls. Telephone essential per port regulations. 
SERVICES: All solvents for tank cleaning available. Repairs to 
Gyro compass, radar and most other electronic aids to navigation. 
Compass adjusting by arrangement with port. 

SHORE LEAVE: All crew members allowed ashore and to travel 
except those from Socialist countries who must stay on Mombasa 
island. This does not include Tanga and Dar-es-Salaam. 

PORT REGULATIONS: White tankers and vessels carrying explo- 
sives enter port daylight only. No vessels carrying explosives or 
dangerous cargo allowed to berth at Main Quay. 

DELAYS: Normally one or two days for loading and discharging 
and for bunkering. Usually no waiting days. 

SHIP’S OFFICER'S REPORT: The Boarding Customs require 
crew declarations on their special form duly signed by each indi- 
vidual member of crew. The excess private property, or the items 
not required during the ship's stay in port, are to be collected and 
placed in alocker or room and sealed by the Customs. This seal has 
to be kept intact even in the case of the vessel sailing from Tanzania 
to Kenya or vice versa. On arrival at the next port, the previous 
Custom's seal is replaced by the local authorities. No new crew 
declaration is needed if once filed at first port. However, it is recom- 
mended that an extra copy of the crew declaration is kept on board 
as a record in case it is requested by the local authorities. 
AUTHORITY: East African Harbours, P.O.B. 95009, Mombasa. 
Cables: ‘“‘Harbours Mombasa." Tel. 21211. 


AGENT: East African Commercial and Shipping Company, Kilindini 
Road, PO Box 95103. Tel. 26251/2. Telex 21151. Cables ‘Kenship, 
Mombasa”. 


Khmer Republic (Cambodia) 


KOMPONGSOM 10.38 N. 103.29 E. 


PORT LIMITS: The seaward boundaries are fixed by the buoys 
“KS" to the South and ‘‘A" to the East (for cargo ships) and 2 miles 
N.W. of Rocher Carré (for tankers). 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


DOCUMENTS: 

Entry form to be completed on arrival. 

23 Manifests of Cargo for Discharge. 

2 Manifests of Cargo in Transit. 

10 Crew Lists. 

7 Passenger Lists. 

7 Lists of Provisions. 

7 Lists of Crew Personal Effects. 

7 Lists of Arms and Ammunition. 

7 Lists of Drugs and Narcotics. 

Ship's Register. 

Passenger Safety Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Safety Construction Certificate. 

Load Line Certificate. 

Derat Exempiion Certificate. 

PILOTAGE: Contact “Pilot Kompongsom" giving ETA 24 hours 
before arrival. Pilotage is compulsory for all vessels of more than 
150 nrt. Pilot launch is a white motor boat carrying international 
pilot signals. Cargo Vessels: Pilot boards at buoy KS. Tankers: 
Pilot boards 2 miles N.W. of Rocher Carré. Pilot station equipped 
with VHF simplex channel only, Channel 16. 

ANCHORAGE: Southern Anchorage: Centred on buoy KS at the 
entrance of the deep-water channel in depths of 10 to 12 metres. 

Northern Anchorage: to the West of buoy A, in depths of 10 to 11 
metres. 

Tanker Anchorage: two miles N.W. of Rocher Carré in depths of 
15 to 18 metres. 

RESTRICTIONS: Entrance prohibited to Portuguese and South 
African vessels. Berthing daylight only, and unberthing day and 
night but delays may occur in bad weather during S.W. monsoon. 
MAX. SIZE: Cargo vessels: draft 7-60 metres plus height of tide. 
Limited by entrance channel. Tankers: length 220 metres, and draft 
11-50 metres. 

HEALTH: Authorities board all vessels on arrival at the quay or in 
the outer harbour. Quarantine flag to be flown by all vessels even if 
coming from a Cambodian port. In case of suspected disease on 
board, contact “Sante Kompongsom" by radio before arrival. 
RADIO: Kompongsom Radio; call sign XUK, operating 24 hours 
daily, medium wave: receiving on 500 kHz, transmitting on 500 and 
458 kHz. short wave: receiving on 8364 and 4185 kHz. transmitting on 
8480, 8680, and 4342 kHz. 

TUGS: Available to assist berthing and unberthing. Join vessel in 
immediate vicinity of the berth. Vessel’s lines used. Three tugs 
available, largest 1,500 h.p. 

BERTHING: Commercial Dock: West side, 2 berths for vessels up 
to ay metres draft. East side, 2 berths for vessels up to 7-50 metres 
draft. 

New basin, for vessels up to 6-50 metres draft. 

Tarrkers: Oil Refinery Terminal situated at Pointe du Depart. 
Two sea-line buoy berths in depths of 13 metres. No slop disposal 
facilities. Hoses are lifted and connected by ship's crew. 
STEVEDORES: Working times from 0700-1130 a.m.; from 0200- 
Pe p.m.; from 0700-1000 at night, according to authorisation of 

ilitary. 

MEDICAL: Advance notice required of serious cases to arrange 
transportation to Phnom Penh. Local doctors and hospital available 
for non-surgical cases. Crew require cholera and yellow fever 
certificates. 

DENSITY : 1022 in February; 1012 in July. 

FRESH WATER: Available at Commercial Dock at rate of 10 cu. 
metres per hour. Very small quantities may be supplied by tug. 
FUEL: Only available supply by tanker-lorries in case of emergency. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
DEVELOPMENTS: New wharves being built and access channels 
deepened. 

OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: Each crew member allowed one car- 
ton cigarettes and one bottle alcohol for five days. Master not 
included in this restriction. 

IDENTIFICATION CARDS: Seamans passports or seamans 
books are taken by immigration in exchange for a shore pass to be 
surrendered when vessel departs. 

CONSULS: France, tel. 2742. All other consuls at Phnom Penh. 
REPAIRS: Small repairs can be undertaken on board. 
REPATRIATION: Can be arranged. 

AIRPORT: Ream Airport, 18 km. from Kompongsom, domestic 
flights only. Pochentong Airport at Phnom Penh 226 km. from 
Kompongsom, with full international services. 

TIME: GMT plus 7 hours all the year round. 

HOLIDAYS: Work can usually be arranged on all days except at 
Cambodian New Year, 13th 14th and 15th April, and for two days near 
the end of September which is the Buddhist Festival of the Dead. 
POLICE/AMBULANCE/FIRE: National Police tel. 2630; Police Aid 
17; Fire 18; Ambulance 19. 

SHORE LEAVE: Allowed. Permission of Immigration Dept. is 
required to travel outside of Kompongsom port area. 

Curfew : |n force from 2200-0600. 

AUTHORITY: Direction du Port Autonome de Kompongsom. 
Tel. 2410. Cables: “Porsom”. 
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Korea (North) 


CHUNGJIN 41.43 N. 129. 42 E. 


DOCUMENTS: 

8 Crew Lists. 

2 Vaccination Certificates. 

2 Lists showing currency, gold and valuables in possessiq, 
crew members. 

The following information should be radioed to 
before arrival: 

Number and nationality of crew. 

Name of last port 

Ports called at during last month 
PILOTAGE: On reaching North Korean waters, vessels Teqy 
to give a position report every 3 hours to KCSA Chungjin, Pilg, 
Port Authorities board in position 41.30 N. 130.05 E. where vey 
should await Pilot. Water depth too deep to permit anchoring, 
ANCHORAGE: No possibility of anchoring outside harbour/iy 
CLEARANCE: On arrival in port, the radar, echo sounder,» 
and emergency transmitters and all optical equipment is se 
An inspection team board the vessel to verify currency and valus 
declarations. Seamen's Books required to be stamped with lan 
pass. 
BERTHING: Berth No. 1 max. draft 24 ft. Berths 2 and 3 max¢ 
27 ft. Berth No. 4 and 5 max. draft 28 ft. 
CARGO GEAR: Vessels loaded and unloaded by ship's » 
At berths 4 and 5 there is a conveyor belt facility for coal load 
SHORE LEAVE: Seamen not allowed to visit other vessels, ory 
the harbour area. 

Unauthorised money changing forbidden, and it is prohibity 
take away Korean currency. 

No bathing in harbour area. 


Port authos 


NAMPO (Chinnampo): 38.43 N. 125.25 E. (See Pla 
Shipmaster’s Report No. 1 


DOCUMENTS: 

8 Crew Lists. 

2 Vaccination Lists. 

2 Lists showing currency, gold and valuables in possessie 
crew. Bonded stores must be declared but not sealed. 
ARRIVAL ADVICE: The following information should 

radioed to KNSA Nampo before arrival: 
(1) ETA Nampo station, lat. 38° 37’ 30” N., long. 124° 49’ 30 
(2) Nationality. 
(3) Gross Registered Tonnage. 
(4) Net Registered Tonnage. 
(5) Deadweight. 
(6) Length overall. 
(7) Height of Freeboard. 
(8) Speed. 
(9) Last Port of Call. 

(10) Colour of ship's hull. 

(11) Number of crew and passengers. 

(12) Hatch Loading/Discharging cargo Plan. 

(13) Draft. 

(14) Ship's position together with ETA 24 hours before a 
within area connected positions 37° 00’ N. 124° 30’ E., 38° @ 
123° 35’ E., and 39° 50’ N., 124° 07’ E. Also vessel shouldat 
position and time passing above connected lines. 

PILOTAGE/ANCHORAGE: Pilot and Port Authorities (Qu 
tine Officer and Immigration Officers) board at position 38° 37% 
124° 49’ 30” E. where vessels should anchor awaiting Pilot. 

Night pilotage prohibited, according to port regulations. 
CLEARANCE: After embarkation of Port Authorities at Ne 
Station the Radar, Echo sounder, VHF, DF, Radio Room am 
optical equipment is sealed. On arrival in Port, Customs 
board the vessel and together with Immigration Officers searc!! 
whole ship. 

Seamen's books required to be stamped with landing pass? 
seamen’s books are taken ashore by Immigration Authoritie® 
formalities. 

BERTHING: Coal berth can accommodate vessels up to # 
dwt. There are two conveyor belts for coal loading but one onlj’ 
work at a time. Conveyor belts are not movable, the vessel M® 
shift. Vessels loaded and unloaded mostly in the roads by * 
gear. There are three other berths but have no information. 
RADIO: Nampo Radio. Call sign HML. 

FRESH WATER: Only available by barge. 

TIME: GMT plus 9 hours. 

SHORE LEAVE: Seamen allowed to go ashore by boat or bus® 
Seamen are not allowed to leave harbour area. In order to visit 
vessels in port, application should be made to Immigration Aut 


ties. 
GENERAL: Currency: It is prohibited to take Korean current!’ 
of the country. 

Bathing: Prohibited. 

Fishing: Prohibited. 

Provisions: Limited quantities available at the Seamen's Civ 
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Shipmaster's Report No. 2 


n covering Nampo, North Korea, previously known as 


a. See in connection with this B.A. Chart 1257 and 1656, 
innampo- 


Pilot Ill. Pie 
en aaa general information was produced by the navigating 


sel in 1974. 
oficets OI ONAL INFORMATION: Pilot boarding point now 
NAN tN. 124° 49” 5” E. Wreck at 37° 38’ 2” N., 124° 48’ 2” E., 3 masts 
e water at all states of tide. Radar echo good at 6 miles. Buoy— 
sbove tition a7” 37’ 4” N., 124° 51 4” E., moved to 37° 37° 2” N., 124° 


T €. ee : 

i flash every 23 sec. Visible for 8 miles 
nt oy at s7 37’ 4” N., 124° 53’ 6” E., flashes 18 sec. 
tise Shimai To flashes 18 sec. 

Light San extinguished 

Light Chiri i babel 

i To extinguis 

Wet ea TN, 125° 18’ 1” E., (Bachishin) flashes 30 sec. 

tight at Nanryoki extinguished : : 

vantal ae S ANCHORAGES, INSPECTION AND CLEAR 
A : G 

PLOT Aine pilot boarding point is at the same time the outer limit 

of Nampo Harbour and the clearing inwards point. To await pilot 

od further instructions before proceeding into Nampo, vessels 

must wait here. Information can be obtained via coastal radio Nampo 

(details in Nautical Wireless Service Standing instructions), VHF is 

ilable. 

Werne anchorage atthe pilotage waiting pointis good, and the bottom 

isa thin layer of grey mud with clay underneath it. With wind from 

the $.W., there is a slight swell. Depth of water between 25 m. and 

96 m., vessels should anchor with a chain length of at least 100 m. 

on the capstan and calculate adequate room for swinging, since 

there is a very strong en sig at all nee of the wind and weather, 

ynning up to 4 kn. according to our observations. 

“The alot comes on board with clearance authorities. As pilot 

cutter (also no VHF) a normal tug is used, which in Winter is also 

used as an ice-breaker. The tug does not display a pilot's flag, only 

the national flag. On the engine skylight the protective shield of an 

anti-aircraft gun is mounted. The hull of the tug is black, super- 

structure white with large Korean characters on the front of the 

bridge. Pilotage only available during daylight hours. 

At the clearance inwards point (pilotage boarding point) all 
binoculars, including bridge binoculars, and photographic equipment 
is gathered together and sealed for the total time in port. It is only 
released after the pilot leaves the vessel on departure from the port. 
Likewise all echo-sounding, radar, direction finding equipment is 
sealed. The use of such pe tne nado and photography in 
North Korean ports is completely forbidden. 

From the clearance inwards point the journey to the anchorage 
in front of the town is usually at full speed for most of the way. 
The anchorage is selected by the pilot. The pilot gives a good 
impression and from our observations knows his job well. However, 
one can only expect very rudimentary English from him. The same 
applies to the clearance authorities who have only a very few words 
of English, Clearance proceeds slowly but is carried out very 
correctly. 

GENERAL INFORMATION: When at anchor in front of the town, 
further official authorities come on board. These check the whole 
ship, and go through the deck and engine room areas accompanied 
by onechosen member of the crew. Whilstthe shipis being examined, 
all other crew members must remain in their cabins. The crew 
member accompanying the authorities must have his seaman's 
book with him as identification. When the authorities leave the ship 
finally they take the log away, and bring it back after a few days. 
Going ashore is permitted, but normally only in the port area. There 
'$ 4 seaman's hostel there. Travel further inland is possible, but 
only by giving 24 hours prior notice to Immigration via the ship's 
Agent. Also from time to time it is possible for crew members to 
fly out, but this must be arranged via the state ship's agent. Visits to 
other ships is also possible, but only by giving 24 hours prior notice 
‘o lmmigration. Radios and cassette recorders may not be taken on 
land or even on deck. Their use is only permitted within the ship 
and cabins. Fresh water and fresh food are available. In the roads 
wateris delivered by water boats. Removal of rubbish is also possible 
by due notice through the Agent, and is even possible at the anchor- 
age. Boat manoeuvring can likewise take place, but it must be 
eported, and may only take place in the vicinity of one's own ship. 

Yh tdi inwards, the following documents are required: 

sts. 

‘list of items in possession of crew divided into gold, valuables, 

money, signature. 

1 vaccination list. 

maritime declaration of health. 

} Passenger list, even if none on board. 

Narcotics list. 

a of tobacco and personal goods. 
she ® authorities bring alist of provisions with them and fill it out 
ue ee on board. Stores, such as alcohol and cigarettes 
tot wet authorities place greatest score by cleanliness of 
fretcia gerators, food stores, kitchens, pantries, hospital and 

'st-aid station. 
edene: it may be stated that the ship's broker and agent speak 
pombe €rstand good English, but from the authorities normally one 

sear no knowledge of Western languages. 

Port roads offer anchorages for at least 15 sea-going vessels 


KOREA 


and enough room for swinging. However, in each case at least 
170 m. chain should be allowed so that the vessel lies securely. The 
tidal current, in accordance with our observations, runs at a good 
4 kn. The anchorage bottom is good and comprises grey mud. The 
depths of water shown in the charts are, in accordance with our 
observations, roughly correct. 

To the West of the port on the town shore there is a large shipyard 
with a mobile gantry crane over a slipway under construction. The 
slipway is about 150 m. long. Normally, the crane is at night directly 
on the bank (high water mark) is illuminated and thus constitutes a 
good bearing, particularly at night, since otherwise no long-range 
port lights are available. 

The position of the crane is about 34°, 43’ 2” N., 125° 24’ 1” E. This 
area where the shipyard is located is designated as “Iron works" 
in chart 1656 map of Chinnampo Ko. The waterside there no longer 
has an inlet, but has been straightened out, and building work is 
still in progress. See plan section of “Guide”. 

Likewise building works are in progress along the whole shore 
line between the shipyard and Nampo Ki. The shore line is also 
straightened here, and to all appearances has been developed as 
anchorage and repair yard for the Korean Navy. The 2 red/black 
buoys to the South of the iron works in the chart are no longer there. 
In this area there is only a small fixed buoy for guard boats and 
fishing craft. 

In the middle of Shienshin island there is a 9-storey white hotel, 
which is a good landmark by day. 

The tidal pole in front of Nampo Ki is no longer available. On the 
Southern end of Nampo Ki is a bunker with a small house on top. 
The lower part of the house is pink and the upper part white. The 
west pier of Hibatsu To has 5 mobile port cranes, with lifting capacity 
up to 5 tons. At the Southern end of the pier are 2 new large ware- 
houses. A floating crane is available, American type, and with a 
capacity of a good 160 tons. On the Western pier is likewise a small 
warehouse and 2 mobile port cranes (up to 5 tons). At the Southern 
end of the Western pier, are two berths for deep sea freighters with a 
good 9 m. water depth N.W. alongside. At the Southern part of the 
Western pier there is a good 8 m. of water along a length of some 
210 m. At berth | (West pier, Southern berth), vessels up to 32 feet 
draught can go alongside in normal water conditions. The depth of 
water in the inner part of the port could not be exactly determined, 
but judging by the vessels there must be about 5 m. 

The old coal pier has a berth with at least 10 m. depth of water. 
East of this pier is also a further coal pier, equipped also with 
conveyor belts and about 10 m. depth of water alongside. 

For berthing and unberthing there are one large and three small 
tugs available. The large tug acts as pilot craft and for the authorities 
to visit for clearance. It has been previously described. 

From our observations, in the inner roads loading and unloading 
rarely takes place. There are only a few lighters available. As the 
port is overloaded, a long waiting time must always be allowed for 
(at least 14 days). 

Medical care for crew members here is somewhat difficult, since 
one tries with all means to avoid having to have the crew member 
transferred beyond the confines of the pori. In this connection, the 
doctor comes only once on board and a decision is taken as to 
whether or not a visit to hospital is necessary. For such a hospital 
visit one has further to go through the Agent to the authorities to 
obtain permission to go beyond the port area. 

Below are some soundings of the roads. The vessel's draught = 
8:35 m. Times in GMT. Wind in degrees and knots. First bearing is 
Nampo Ki, second bearing is the pierlight, fixed red, in front of the 
east pier: 

Measured depth, 
taking into consideration 


Weather Bearing Time vessel's draught 
m. 

15° 8 kn. 344°, 38° 2330 21-15 
100° 8 kn. 355°, 42° 0130 19-93 
360° 5 kn. 355°, 39° 0715 15-97 
340° 5 kn. 343°, 37° 0900 18:41 
070° 9 kn. 340-5°, 38-5° 2330 21:15 
060° 5 kn. 343°, 39-5° 0100 21-46 
Circulating 

5 kn. 324°, 41° 0430 16-88 
270° 13 kn. 339°, 37° 0000 21-46 
300° 20 kn. 357°, 40°5° 0300 19-93 
290° 10 kn. 345°, 40° 0840 18-43 
Circulating 

5 kn. 360°, 45° 0640 16:58 


The pier structures have shuttering walls at the bottom, and the 
upper part is composed of equal-shaped stone blocks. At the moor- 
ing points fenders are composed of car tyres strung together on 
wires. The pier itself is in a satisfactory condition. Rail connection 
is available, and lorries may run along it. Water connections are also 
available. As the two cranes on pier berth No.| have very large beams, 
they are often positioned between two hatches and then work the 
two hatches alternatively. 

Loading and unloading is made difficult since it is not possible 
to obtain precise information as to the number of gangs, the time 
they will turn up for work, whether they will work with their own 
equipment or with cranes or with the mobile cranes available. It 
continually happens that suddenly port workers will appear or 
disappear, although shortly beforehand the Agent will inform to 
the contrary. 

Telephone connections with Europe are possible. Connections 
can be obtained at the Seaman's Club in the port after 1600 hours. 
On average it takes an hour to get through. It is advisable always to 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


try to get aline to Moscow, and then ask for the required connection 
oneself in English from the Moscow operator. This noticeably 
hastens the connection. Comprehension is at times very bad, 
calculation of charges is dreadful, and one must be prepared to 
pay three or four times the price as would appertain for a similar 
call in Europe. 

The local currency is the Won. 1 US dollar = approx. 2:15 Won. 
In the Seaman's Club all customary Western currencies can be 
changed into Wons. 

Loading rigging can be positioned from the ship. If for example 
this has to be done at night, it must be discussed in advance with 
the Agent as to whether this has to be done by the ship or the port 
personnel. If the rigging is done by the port personnel, it must be 
checked carefully. 

Clearance outwards occurs in the harbour roads and not at the 
pier. It takes a good 3 to 4 hours. Here also, all crew members must 
bein their cabias for checking purposes, andif the authorities require 
it, personnel must be available to guide them around the ship. On 
leaving the port, yet anotherlist must be presented of currency which 
each crew member has spent in Korea. 

They are only interested in foreign currency which has been 
exchanged for wons in the Seaman's Club, since wons may not be 
exported. 

On the journey out from the port, the pilot is accompanied by an 
assistant and a member of the coastguard. The latter, shortly after 
coming on board, removes all seals from apparatus sealed when 
coming into port. The pilot leaves the vessel at a position 38° 35’ 5” N. 
and 124° 55’ 5” E. 

Herewith some soundings, taking into consideration draught of 
vessel. First bearing — pier light East side Hibatsu To - fixed red. 
Second bearing chimney at 38° 44’ 1” N. and 125° 25’ 9” E. (shown on 
the chart as Chy.) 


GMT Weather Bearing Line sounding 
m. 
0030 Calm 338° 21-78 
1022 mb 43° 
0130 Calm 338° 
1022 42° 24-79 
0430 Changeable 335-5° 21-03 
1022 40° 
0530 250° 14 kn. 
1022 312° 
38° 24-18 


Korea (Republic of South) 


GENERAL: 

Foreign flags : Ministry of Transportation issued following instruc- 
tions regarding entry and exit of foreign flag vessels in South Korea 
waters, 

Item 1: Director, local Marine Bureau shal! not grant permission 
on entry of foreign flag vessels under ownership of North Korea, 
North Vietnam and Red China. 

Item 2: Director, local Marine Bureau shall not grant permission 
on entry of foreign flag vessel bound for North Korea or falling short 
of 90 days of departure from ports of North Korea. 

Item 3: No restriction shall be applied on entry of foreign flag 
vessels unless same appertained to above clauses in accordance 
with internationally accepted practices. 


DAIPORI (Daepo): 38.10 N. 128.36 E. 


Vessels bound for Daipori to load iron ore must first call at Mukho 
for quarantine and customs clearance. 

Pilotage from Mukho to Daipori, distance of 50 miles, is not com- 
pulsory, but recommended. 


INCHON: 37.29 N. 126.38 E. 


DOCUMENTS: 

4 copies Report of Entrance. 

4 Copies Crew List. 

4 copies Cargo Manifest. 

Stores List. 

Crew Personal Effects List. 

Currency List. 

Passenger List. 

Ammunition List. 

Narcotics List. 

Vessels with hazardous cargo must complete application to carry 
hazardous cargo and an application for anchorage of hazardous 
cargo vessel. 

CERTIFICATES: 

Derat. Certificate or exemption. 

Inoculation and Vaccination Certificates for all crew members. 
PILOTAGE: There are two pilot stations for entering Inchon: 

Ando - At the Ando Light some 38 miles off Inchon, position 36° 
58’ N. and 126° 10’ E. located in entrance to channel approaching 
Inchon from the Yellow Sea. 48 hours advance notice to Agent 
required for vessels requesting to meet Pilot at Ando. Customary 
boarding point for deep-draft vessels. 

Palmido — Pilotage from Palmido to Inchon or Inchon to Palmido is 
compulsory. This pilot station is at Palmido Island and Light, some 
8 miles off Inchon, position 37° 21’ N. and 126° 31’ E. 
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ANCHORAGE: Anchorage A. Commercial anchorages a 
for nine vessels. The position of each anchorage is as follows: 


Number Position Draft A 

A-1 37° 29’ 56” N. 126° 36’ 05” E. 42 ft : rs 
A-2 37 29 32 N.126 36 02 E. 31,, 

A-3 37 29 15 N.126 35 44 E. 39 ,, 

A-4 37 28 56 N.126 35 25 E. 33 ,, 

A-5 37 28 33 N.126 35 20 E. 29,, 

A-6 37 28 11 N.126 36 08 E. 42,, 

A-T 37 27 57 N.126 35 30 E. 28 1 (Coaster ony 
A-8 37 27 48 N.126 35 04 E. 42,, 

A-0 37 27 23 N.126 35 40 E. 26 1» (Coaster ony 


Only two anchorages, as specified below, are allocated for veg 
carrying logs to be discharged rafting in stream: 
A-2E 37° 29’ 28” N. 126° 36’ 08” E. 28 ft. 
A-3E 37 29 07 N.126 36 02 E. 32 ft. 
A sudden congestion of log vessels could cause undue dela 
waiting berth. 

Anchorage B. Available for twelve vessels, This anchorage is» 
mostly for military cargoes, partly used as quarantine anchoy 
and/or for commercial and Army vessels awaiting berth. 


Number Position Draft 
B-1 37 27 22 N.126 34 59 E. 35 ft. 
B-2 37 26 54 N.126 34 45 E. 39, 
B-3 37 26 24 N.126 34 35 E. 37,, 
B+4 37 25 55 N.126 34 24 E. 37, 
B-5 37 25 27 N.126 34 13 E. 37, 
B-6 37 24 58 N.126 33 58 E. 40,, 
B-7 37 28 00 N.126 35 25 E. 34,, 
B-8 37 26 30 N.126 35 11 E. 35,, 
B-9 37 26 01 N.126 35 02 E. 36 ,, 
B-10 37 25 32 N.126 34 51 E. 40,, 
B-11 37 25 08 N.126 34 36 E. 42,, 
B-12 37 24 28 N.126 33 50 E. 44 


7 ” 
_Anchorage C. Available for eight vessels. This anchorage isy 
either for quarantine, vessels waiting berth, or for vessels (mile 
discharging/loading dangerous cargoes. 


Number Position Draft 
Cc+1 37° 24’ 29” N. 126° 34’ 26” E. 26 ft. 
C-2 37 24 07 N.126 34 17 E. 30,, 
Cc-3 37 23 07 N.126 34 08 E. 35,, 
c-4 37 21 21 N.126 33 55 E. 42,, 
C-5 37 24 37 N.126 34 52 E. 42,, 
C-6 37 24 10 N.126 24 45 E. 30,, 
C-7 37 23 47 N.126 34 36 E 42,, 


C-8 37 23 25 N.126 24 21 E. 42), 
RADIO: Address of Radio Station and call sign, Inchon fe 


(HLC). 
RESTRICTIONS: A peculiarity of Inchon port is the widet 
range, i.e. max. 30 ft. difference between the low and high tt 
Because of the extreme tidal range in Inchon Harbour and thes 
tidal currents which result, the importance of maintaining ¢ 
surveillance of the vessel's mooring lines is emphasised. In thi 
gard, the ship's officers and crew must be diligent in the perform 
of their duties. All vessels to discharge or load commercial cay 
should invariably obtain prior permission for berthing/anche 
from the Inchon District Marine Bureau at least 24 hours bé 
arrival, then proceed to a nominated anchorage in the stream 
direction of a compulsory Pilot. 
HEALTH: The Quarantine Anchorage is located outside the! 
bour limit, at anchorages No. B-4, B-5, B-6, B-10, B-11, B-t 
C-1 to C-8, the position and depth of which are noted abot 
vessel which sailed from an “Affected Zone” and not passt 
days thereafter is compelled to receive 24 hours quarantine be 
entering the discharging anchorage. Quarantine is available? 
for the period from sunrise to sunset. 
TUGS: Tankers berthing at Kyung In Energy Co. Terminal nom 
require three tugs for berthing and two for unberthing. All tugs® 
ated by Korean Navy. 
BERTHING: The port consists of the “Outer Harbour" and"? 
Harbour" which are separated by two islands called Wolmido! 
Sowolmido, which are connected by a bank. The Outer Hatt 
comprising downstream of the Han River, is used as Stream An@ 
ages for commercial ocean steamers. ; 
A new tidal basin constructed in the area of the present 
harbour. The dock will include entire area of the present ® 
Harbour which would provide a total 1,400,000 square metres o!# 
area; 3,820 metres of berthing pier including 1,160 metres ofl? 
tainer Pier and max. 12 metres or 39 ft.) depth. This new do 
directly connected with the terminal of the Seoul-Inchon Hig 
After completion the new dock would accommodate a total of # 
tons of vessels alongside the piers simultaneously, as follows: 
50,000 tonners 1 ship 


20,000 8 3 ships 

10,000 ie 6 ships 
8,000 a 8 ships 
5,000 an 1 ship 


TANKERS: Kyung /n Energy Co. Terminal 

Designed for 50,000 dwt. over 50 ft. depth at LW. The marine te®™ 
is situated at 37° 30’ 12” North 126° 36’ 19” East. The face of tht! 
phin fendering system is on a bearing of approximately 347 def 
true. 

The vessel will be berthed alongside the main and seco 
berthing dolphins with the vessel's hull against the fenders," 
are an integral part of the dolphins. Allthe dolphins are equip! i. 
electric capstans and quick-release mooring hooks. A 


nd fog horn is located on the Southern Exterior Mooring 
ee (Exterior Mooring Dolphin No. 1). A navigation light is also 
ad on Exterior Mooring Dolphin No. 2 on the North side of the 
wee al facilities. When a vessel of the 50,000 dwt. class is moored 
+ terminal, the bow and stern lines will perform the function of 
woe ast lines. Therefore, the spring lines must be led out through 
be peer on board which will provide sufficient leads ahead and 
bet = to restrict the movement of the vessel along the face of the 
weiphins. In this regard, due consideration must be given to the 
f the tide. 
rise and yn ay There are three Continental-Emsco" loading arms 
loading Arm : 

tyated on the loading platform. The one to the extreme North and 
. middle one of the three are for the discharge of crude oil. Both 
Ps fitted with 16-in. swivel connections having 150 pound flanges. 
The loading arm to the extreme South is for the loading of naphtha 
and is fitted with a 12-in. 150 pound flange. The loading arms are 
designed for a working pressure of 100 psi. 

During the connecting and disconnecting of the loading arms to 
the vessel, the loading arms will be manipulated and positioned by 
shore personnel. During the period of time when the loading arms 
are connected to the vessel's manifold, they will be in the “float” 
position and will be self-adjusting. 

General Information : oh 

Under no circumstances should any member of the ship's crew 
activate or operate the controls for the loading arms. Authorised 
shore personnel will perform this function. = 

The “Continental-Emsco" loading arms will tolerate only a mini- 
mum amount of transverse movement by the vessel in either direc- 
tion, In other words, the movement of the vessel along the face of the 
dolphins is restricted. For this reason, itis mandatory that the vessel 
be kept in position, and that the mooring lines be properly tended. 
itis the responsibility of the vessel to maintain sufficient deck crew 
on duty to properly tend the mooring lines, and to ensure that the 
yessel maintains proper position relative to the loading arms. 
Discharging Crude Oil: 

The distance from the loading platform to the tanks is approxi- 
mately 2:2 kilometres (1-4 miles). A 30-in. block valve is situated near 
the location where the trestle joins the island causeway. Block 
valves are also installed in the pipe-line system near the inlet to each 
of the crude oil storage tanks. 

There are three crude oil storage tanks on Yul Do Island. Each has 
acapacity of 200,000 barrels. The tanks are 48 ft. in height with an 
overflow at 46 ft. There are no check valves in the crude oil pipe-line 
system. Thus, the vessel must take precautions against back-filling 
due to head pressure on the system. 

lt may be necessary to discontinue the discharge of crude oil 
when changing from one tank to another ashore. The vessel will be 
& adequate notice for the stoppage of the ship's cargo pumps. 

allast : 

ltis unlawful to discharge dirty or oily ballast water into the waters 
of Inchon Harbour. Severe penalties may be invoked against the ves- 
sel by the Republic of Korea in the event of pollution of harbour 
waters, 

The centre loading arm provides a dual function. It is used for dis- 
charging ballast from the vessel as well as for the discharge of crude. 
The ballast flows through a 12-in. pipe-line to the ballast storage tank 
on Yul Do Island. This tank has a capacity of 30,000 barrels, and is 
situated about 1-1 kilometres (0°68 miles) from the loading platform. 
loading Naphtha: 

Naphthais stored in two mainland storage tanks each of which has 
acapacity of 125,000 barrels. Three pumps provide the flow for ship- 
ping naphtha. Each pump has a capacity of 1,600 gpm (2285 BHP). 
The pumps are on independent circuits. Thus, the loading rate of 
the naphtha can be governed by the number of pumps used. 

_ The pipe-line from the pumps to the loading platform is 18 in. and 
\s reduced to 12 in. on the loading platform. A block valve is located 
in the 18-in. pipe-line near the point where the island causeway 
joins the trestle, Another block valve is provided in the 12-in. pipe-line 
on the loading platform. 

F The pumps which are used for shipping naphtha can be stopped 
phen Marine Terminal Loading Platform, but they must be started 
fom the mainland. Under normal conditions the vessel's deck officer 
hs watch should give the terminal personnel 10 minutes notice prior 
° requesting that the loading rate be reduced, and the same notifi- 
cation prior to the completion of loading. As previously stated, the 
car be stopped from the loading platform in case of an 
we approximate distance from the mainland naphtha storage 

nks to the loading platform is 5-4 kilometres (3°35 miles). 

Regulations : 

1. Sufficient number of crew members are to be on duty at all 
times to properly tend the mooring lines and ensure that the 
position of the vessel is maintained alongside of the dolphins. 

» Except in the case of an emergency, the deck officer on duty 

Shall give the terminal personnel at least 10 minutes notice 

yee changing the loading rate of the naphtha, and at least 

minutes notice prior to the completion of loading cargo. 

Inder no circumstances is the vessel's main propulsion en- 
0 to be disabled, or are any repairs to be undertaken while 
© vessel is moored to the marine terminal. 


nr 


bal 
ce 


ve © vessel's fire-fighting equipment is to be kept ready for 
nate use. A sufficient number of hoses shall be led out 
& ward and aft to provide full deck coverage. 


Alahte must be provided by the vessel to illuminate the water 
‘ at, the vicinity of the bow, stern and off-shore side. 
d Oking will be permitted in such /nterior spaces as may be 
®signated by the vessel's Master. However, smoking will not 
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be permitted on any open deck areas. 

7. The loading of ship's stores and supplies will not be permit- 
ted during the time ballast is being discharged, or naphtha is 
being received by the vessel. 

8. Ullage hole screens are to be used at all times while bulk oil 
transfer operations are in prcgress. 

9. Galley ranges, unless electric, are not to be used while the 
vessel is loading naphtha. 

10. Except for the period of time actually required for passengers 
to embark or disembark from a launch, no boats, launches or 
vessels will be permitted to moor alongside a vessel which is 
berthed at the marine terminal. 

11. Safety practices which are common to marine terminals on a 
world-wide basis will apply. 

Honam Buoys: Lat. 37° 29’ 00” and Long. 126° 36’ 03”, draft acceptable 
30 ft., at east side of A-3 anchorage. This berth is the private facility 
of the Honam Oil Refinery Co. (joint company with CALTEX) for 
discharge of their own petroleum products. Consisting of 4 mooring 
Buoys and sub-marine pipe lines. 

Union Oil Terminal, 42 ft. depth alongside. Berthing/unberthing in 
daytime slackwater only. 
MEDICAL: Launch is provided in emergency call to evacuate sick 
men. Modernised hospital is available. Provincial and Christian 
hospital. 
STEVEDORES: There are 12 stevedoring companies with: 

162 wooden barges (16,200 tons) — total capacity 34,200 tons. 

60 steel barges (18,000 tons) — total capacity 34,200 tons. 
DENSITY: Varies between 1022 and 1024. 
FRESH WATER: Can be supplied by lighter, maximum quantity 
250 tons in 10 hours. Earliest advance notice essential. 
FUEL: Available by barge only. 
CUSTOMS ALLOWANCES: One carton cigarettes or 1 Ib. of 
tobacco, and one bottle wine or spirits allowed, each man. 
IDENTIFICATION CARDS: Crew required to carry valid identifi- 
cation cards at all times. 
REPATRIATION: No facilities for crew changes or repatriation. 
GANGWAY/DECK WATCHMEN: Ship security guard is re- 
quired. Stream charge 30% additional. 
pb eh hot HATCHES: Normally carried out by steve- 

ores. 
CONSULS: None. 
REPAIRS: Deck and engine repairs possible. Floating cranes up to 
60 tons capacity. 
AIRPORT: 20 miles from port. Regular flights to Japan. 
POLICE/FIRE/AMBULANCE: Police Officer (2) 0568; Fire Depot 
(2) 119; Medical Centre (2) 2535. 
TELEPHONES: Portable communication facility is available. 
TIME: Korean Standard Time. 9 hours ahead of GMT. No alterations 
during year. 
HOLIDAYS: 1st January, 1st March, 5th April, 6th June, 17th July, 
15th August, 3rd October, 9th October, 24th October, 25th December. 
GENERAL: Tide condition is critical, swift currents (high tide: 9 to 
10 m.) special attention is required. 
ACCOMMODATION LADDER: Essential for Port Officials on 
entry. Also for tanker berth no access allowed through plant. Rig 
on port side. 
SHORE LEAVE: Launch service required, also local curfew ashore 
2400 to 0400, on launches and craft 1900 to 0600. 
DELAYS: Can be caused by bad weather. 


SHIPMASTER’'S REPORT 

Approaches: Inchon, the port for Seoul, the capital of South 
Korea, is situated in Latitude 37° 28’ 20” N., Longitude 126° 37’ 09” E., 
and is approached from the South through the Yellow Sea. From 
Kyoknyolbi Do (Clifford Is.) LH. a course should be set to pass 1 
mile North of An Do. LH., in the vicinity of which the pilot boat will 
be waiting. Pilotage is not compulsory from this point but is recom- 
mended and the pilot should be ordered at least 48 hours before 
arrival through the Agent, in Inchon. 

From An Do vessels proceed via the Dong Soodo (East channel) 
which is very winding and narrow in places. All lighthouses on this 
part of the Korean coast appear to show lights of very low power, 
the range of visibility appears to be about one quarter of that shown 
on charts and in the Adm. Light List. 

Pilotage is about 38 miles to the Inchon anchorage for deep-sea 
vessels, about three hours steaming. The Pilot was good even in 
thick fog, and all pilots seem to speak reasonable English. The 
pilot launch is fitted with VHF. 

The anchorage is extensive, with room for about 30 ocean-going 
vessels, holding ground is good and no trouble was experienced in 
currents of 5 knots, although even stronger currents are experienced 
at Spring tides. 

The port: Can be divided into three sections according to location 
and function; the inner dock, outer harbour and Northern shoreline. 

The Inner Harbour basin is presently operated for the accommoda- 
tion of cargo ships up to 50,000 dwt. The outer harbour, of new 
construction, is largely for coastal and fishing vessels of less than 
500 tons, and is located just outside and to the Southwest of the 
inner basin. 

The Northern shoreline, North of the closed basin has unloading 
facilities at many private plants. These are lighter berths. 

With the completion, in May 1974, of the new lock system and 
second tidal basin, the berthing facilities in the port have changed 
the cargo handling capacity from 1,420,000 tons to 6,270,000 tons 
per year by providing 3,820 metres length of quay and container 
berths. 

Within the inner harbour is the first tidal basin (the older lock 
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system dating from 1923). This basin is accessible through the new 
lock system. 
Lock Particulars: 


For 50,000 dwt. vessels For 10,000 dwt. vessels 


Lock chamber 1 base 1 base 

Total length 381 m. 288-25 m 

Usable length to 

Inner gate 280 m 183 m. 

Outer gate 310 m 208 m. 

Width 36 m. 22:5 m. 

Height 18:5 m. from sill 18-5 m. from sill 
Height 19-0 m. from bottom 19-0 m. from bottom 
Number of gates 3 sets 3 sets 

Length of gates 38 m. 24-5 m 

Width of gates 8.3 m. 64m 

Height of gate 18:5 m. 18:5 m 

Weight per gate 1,050 tons 590 tons 

Time required for 

opening-closing 5 min. 3 min. 


The Inner Harbour has berths for 27 vessels as summarised below: 


Pier Length  Berthing capacity Cargo type 
m. dwt. 

Pier No. 1 454 4,500 (3) vessels Dry cargo 

PierNo.2 1,425 2,000 (4) 5 Dry and bulk cargo 
20,000 (1) vessel is ities 12 GAROG 

8,000 (5) vessels, 4» 5 on 

Pier No.3 1,250 8,000(4)  ,, Steel products 
10,000(2),, ” ” 
20,000 (1) vessel Heavy cargo 

PierNo.4 1,160 10,000 (1) vessel Dry cargo and containers 
20,000 (1) ” ” ” ” ” 
30,000(1) ,, " ” ” ” 
40,000 (1) ” ” ” ” ” 
50,000 (1) ” ” ” , ” 

Pier No. 7 786  50,000(2) vessels Bulk grain 


Equipment in use (August 1974): Tug boats, 2 of 2,000 h.p.; 3 of 
3,600 h.p.; Floating cranes, 1 of 75 tons capacity; 1 of 30 tons capacity; 
Container crane, 1 of 30 tons capacity. Bulk Grain: Pier 7 elevator 
with conveyor facilities; capacity 800 tph. 

Additional equipment planned: Tug boats, 4 of 7,000 h.p. Floating 
cranes, 1 of 100 tons capacity; 1 of 70 tons capacity. Container 
cranes, 4 of 35 tons capacity. 

Further expansion is planned for the Northern side of the inner 
harbour. When completed there will be an additional 800 metres of 
quay at Pier 6 and 780 metres at Pier 8. This will add a total of 10 new 
berths for vessels from 5,000 ton 50,000 dwt. 

The Port of Inchon is administrated, managed and operated by 
the Government, represented by the Inchon District Marine Bureau 
(JIDMB) in the Ministry of Transportation. 

Decisions on administration and operation of the port, particularly 
to daily activities, are made by the Director, District Marine Bureau 
of the above-Ministry. 

Port activities, such as cargo in transit sheds, or in storage and 
port facilities of Government property, are in the custody of the 
Association of Port Management. This Association is formed from 
members of the various port users associations and was formed in 
1972, under the control of the Minister in charge of Port Operations. 

Port service companies and Stevedoring companies are still 
privately owned. 

Repatriation and relief of crewmembers was made without any 
apparent difficulty. Flights to and from the U.K. being routed through 
Tokyo. 


PORT AUTHORITY: Inchon Marine Bureau MOT. 57 Sun Rin 
Dong Inchon, (2) 285, (w) 0044-47. 


KUNSAN (including Changhang): 35.55 N. 126.45 E. 


The Port of Kunsan is situated on the Southern mouth of the Kum- 
River which flows into the Yellow Sea, and North Changhang. 
DOCUMENTS: 

6 copies Report (Ent/Departure). 

6 copies Crew List. 

6 copies Passenger List. 

2 copies Crew Personal Effects List. 

3 copies Passenger Luggage List. 

2 copies Store List. 

9 copies Manifest (dis./loading) only. 

NOTICES: Ali vessels bound for Korean ports should give an 
EFA to the local Agents 27 hours prior arrival. This is essential to 
enable the Agents to notify the Port Authorities and arrange 
Pilot if necessary. 

RESTRICTIONS: Vessels should enter during dayight hours 
only. Many small Korean fishing and cargo boats in this area dis- 
play dim navigation lights or none at all at night. Pilot is not compul- 
sory but all vessels calling at this port recommended employ a 
Pilot in view of the hazardous channel and tidal difficulties. Controll- 
ing depth 8 ft. at Bar. Keel clearance of 2 ft. required. 

PILOTAGE: The pilot station is situated at the Southern side of 
Piun Do (Hiyo To) Island the correct position of which is at 35° 56’ 
N. and 126° 27’ E. 

The boarding point near Piun Do is about 14 miles from Kunsan. 
Pilot to be ordered at least 24 hours in advance. Pilots cannot board 
in rough weather. Due to constantly changing bottom conditions, 
vessel should not attempt to enter without Pilot. 

ANCHORAGE: Outer anchorage about 54 miles west of Kunsan 
for vessels drawing up to 28 ft. 
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Inner anchorage off Kunsan suitable for vessels of 21 ft, 
RADIO: Kunsan Radio, call sign HLN operating on 500 and 4, 
MAX. SIZE: Draft 18 ft. to 27 ft. dependent on height Of tide 
TUGS : 5 tugs with respective capacity of 300 h.p. (1) 150 hip. (2) 
80 h.p. (2) are available. One floating crane with capacity of a, 
owned and managed by the Korea Dredging Corp. is available 
BERTHING: The port is controlled by Kunsan District Me 
Bureau and all vessels come under jurisdiction of Kunsan 
House. The anchorages in stream inner harbour can accom 
one or two vessels less than 1,000 gross tons, and outer anc 
(Yubudo Anchorage) accommodates one ocean going vesse| 
ing about 28 ft. There are 5 pontoon piers (3 for Kunsan and} 
Changhang) each of which can accommodate an ocean-going im 
with maximum draft of 27 ft. 

STEVEDORES: Thereis one stevedoring company with 14 Woy 
barges, 3 steel barges and 3 tug boats. Discharging Capack 
average records per day of 24 hours: coal 1,500 tons; grain; 
wheat 1,600 tons; fertilizer 1,300-1,400 tons; cement 1,000-1,10) 
lauan log 500,000 B/F. Daytime only. 

MEDICAL: Crew members should be in possession of health » 
ficate showing vaccinations for smallpox and typhoid. In case 
certificate has expired, the person(s) will be vaccinated/inocys 
by a quarantine doctor. 

CURFEW: In Korea the curfew is still effective from 2400 toy 
every day. 

TIME: Korean Standard Time, GMT plus 9 hours. 
HOLIDAYS: Public Holidays - New Year (January 1-3); Indy 
dence Movement Day (March 1); Labour Day (March 10); Arbor) 
(April 5); Memorial Day (June 6); Constitution Day (July 17); Lit 
tion Day (August 15); Nation's Foundation Day (October 3); Nat 
Alphabet Day (October 9); United Nations Day (October 24); Ch: 
mas Day (December 25). (Can be worked if requested.) 

Local Holidays. Work cannot be carried out on Lunar New Ye 
Day and the Moon Festival, about 15th August. 

SHORE LEAVE: Crew shore passes will be issued by Port|p 
gration Office. 
AUTHORITY: Kunsan Maritime Bureau. 


MASAN: 35.11 N. 128.33 E. 


DOCUMENTS: 

6 copies Report (Ent/Departure). 

6 copies Crew List. 

6 copies Passenger List. 

2 copies Crew Personal Effects List. 

2 copies Store List. 

9 copies Manifest (dis./loading only). 
PILOTAGE: Not compulsory, but inadvisable to enter witt 
Pilot. Pilots available at Pusan, to be ordered by Agent ats 
24 hours in advance. Pilot station at Kaduk Do, A berthing/unbert 
pilot available at Masan. 
NOTICES: All vessels bound for Korean ports should give ET 
the local Agents 27 hours prior arrival. This is essential to enable! 
Agents to notify the Port Authorities and arrange a Pilot if nev 
sary. 
MAX. SIZE: The maximum draft admissible for entrance is 2 
TUGS: 2 tug boats of 1,000 h.p. and 350 h.p. owned and manage 
Masan District Marine Bureau available. 
ANCHORAGE: Mooring capacity at anchorages: A-1, A-2 
Depth 30 ft.; A-4, A-5, A-6 Depth 24 ft.; A-7, A-8 Depth2 
Quarantine Station A Depth 36 ft. 
BERTHING: Pier No. 1 provides 2 berths for ocean-going vest 
and pier No. 2 only for vessels less than 800 gross tons duet? 
sufficient water. Wharf capacity: Pier berth No. 1 and 2, length’ 
ft. depth 24 ft. Pier berth No. 3 and 4 length 660 ft. depth 26 ft. D® 
ence between high water and low water at spring only 9 ft. Pier 
berth length 180 ft., depth less than 12 ft. Warehouse belong 
Masan Marine Bureau, capacity 10,000 cubic ft. located No. 1 p# 
front of the ship alongside. 

STEVEDORES: Korea Express Co., 8 barges (1,000 tons), |! 
(145 h.p.); Hyopshin Stev. Co., 6 barges (1,000 tons), 1 tug 180% 
Discharging capacity - average records per day (24 hours). 

Coal in bulk 1,000 tons 

Cement in bags 1,000 tons 

Grain & Wheat in bulk 1,000 tons 

Fertiliser in bags 1,000 tons 

Steel Scrap in bulk 750 tons 
MEDICAL: Crew members should be in possession of h#® 
certificate showing vaccinations for smallpox and typhoid. Ii! 
health certificate has expired, the person(s) will be vaccin# 
inoculated by a quarantine doctor. 
CURFEW: In Korea the curfew is still effective from 2400 to? 
every day. 
TIME: Korean Standard Time GMT plus 9 hours. 
HOLIDAYS: Public Holidays: 
New Year (January 1-3); Independence Movement Day (Marc 
Labour Day (March 10); Arbor Day (April 5); Memorial Day (June! 
Constitution Day (July 17); Liberation Day (August 15); Ne 
Foundation Day (October 3); National Alphabet Day (Octob® 
United Nations’ Day (October 24); Christmas Day (Decembe! 
SHORE LEAVE: Crew shore passes will be issued by Port !* 
gration Office. Extension of shore passes should be made ev@! 
hours. 
AUTHORITY: This port is controlled by Masan District M# 
Bureau, under jurisdiction of Masan Custom House. 


MOKPO: 34.37 N. 126.23 E. 


MENTS: 
ppc Report (Ent./Departure). 


jes Crew List. 

+ copies Passenger List. ; 

9 copies Crew Personal Effects List. 

3 copies Passenger Luggage List. 

2 copies Stores List. . 

9 copies Manifest (Dis./Loading only). fon por 
PILOTAGE: Pilots stationed at Kasado Island, 34° 27’ N. 125° 02’ E. 
9) miles from Mokpo. Twenty-four hours notice to Agent required 
to arrange Pilot. Although not compulsory, vessels strongly recom- 
mended not to enter without Pilot. : 

NOTICES: All vessels bound for Korean ports should give an ETA 
to the local Agents 27 hours prior to arrival. This is essential to 
enable the Agents to notify the Port Authorities and arrange a Pilot 

sary. 

i ISTRICTIONS: Mokpo is located at the South-western end of 
the Korean peninsula. The portis at the mouth of the Yungsan River 
which flows through the Yungsan peninsula. Kasako Island pro- 
tects this port from heavy winds and swell. The Yungsan River 
rovides 5 anchorages where 5 vessels of Liberty type can berth ata 
time. The port is 30 miles from the pilot station off Ksasdo Island, in 
position 34° 27’ 20° N. and 125° 02’ 05” E. 

Tide Information: maximum tide level at high water 4-5 metres; 
minimum tide level at high water 2:8 metres; average tide level at 
high water 3:5; Maximum tide level at low water 0°5 metres; Minimum 
tide level at low water 1-3 metres; Average tide level at low water 

7 metres. 

ANCHORAGE: Five anchorages in depths from 11 metres to 20 
metres. Anchorage Nos. 2, 3, and 4 are better than No. 1 and 5 for 
discharging cargo because No. 1 is sometimes very dangerous due 
to strong tidal currents. 

TUGS: Three tugs available, up to 150 h.p. 

RADIO: Mokpo Radio. Call sign HLM operating on 500 and 484 kc/s. 
BERTHING: Sam Hak Do Pier, length 168 metres and width 18 
metres, where only one 8,000 ton ocean-going vessel can operate 
in 13 metres depth. 

STEVEDORES :There are 3 stevedores companies with 28 wooden 
barges (1,680 tons), 7 steel barges (1,200) tons and 3 tug-boats. 
MEDICAL: Crew members should be in possession of Health 
Certificate showing vaccinations for smallpox and typhoid. In case 
the Health Certificate has expired, the person(s) will be vaccinated/ 
inoculated by a quarantine doctor. 

FRESH WATER: Available at rate of 150 tons per day. Twenty-four 
hours notice required. 

CURFEW: In Korea, the curfew is still effective from 2400 to 0400 
every day. 

TIME: Korean Standard Time, GMT plus 9 hours. 

HOLIDAYS: Public Holidays: New Year (January 1st-3rd); Inde- 
pendence Movement Day (March 1st); Labour Day (March 10th); 
Arbor Day (April 5th); Memorial Day (June 6th); Constitution Day 
(July 17th); Liberation Day (August 15th); Nation's Foundation Day 
(October 3rd); National Alphabet Day (October 9th); United Nations 
Day (October 24th); Christmas (December 25th). Work can be arran- 
ged on all above holidays. Local Holidays: No work can be done on 
Lunar New Year or on the Moon Festival about August 15th. 
SHORE LEAVE: Crew shore passes will be issued by Port Immig- 
va Office. Extension of shore passes should be made every 72 
ours, 

AUTHORITY: Mokpo District Marine Bureau. 


MUKHO: 37.33 N. 129.27 E. 


DOCUMENTS: 
6 copies Report (ent/departure). 
6 copies Crew List. 
6 copies Passenger List. 
2 copies Crew Personal Effects List. 
rena Luggage Lists. 
2 copies tore List. 
9 copies Manifest (dis./loading only). 
PILOTAGE: Compulsory. Pilotage area from quarantine station to 
inside boundary line of harbour limits. 
RESTRICTIONS: Vessels bound for this port should anchor at 
the out-harbour awaiting for Quarantine Inspectors, and are re- 
Sed to radio the Harbour Master (6MF2/500 kc/s) the following, 
ree of charge, at least 12 hours prior to the ship's arrival at the 
Quarantine Station, viz.: 1. Name and nationality of vessel; 2. Exact 
A at out-harbour (Quarantine or Pilot Station); 3. Maximum draft 
on arrival; 4, Description and quantity of cargo and the number of 
Passengers, and so on. 
ANCHORAGE: in Outer Harbour with max. draft 40 ft., 20,000 to 
pores G/tonners, possible anchor near Quarantine Station, however, 
. "90 work not possible due to no cargo gear and bad weather 
xcept under special circumstances. 
BERT : Two tugs available of 320 h.p. and 650 h.p. 
ik HING : Central Pier depth 18 ft. 05 in.; Coal Pier Conveyor A 
at fas Conveyor B depth 21 ft. 09 in.; Stream berth depth, 
depth 31 ft'as eenayoog Pier depth 26 ft. 10 in; Ssangyong Pier 
Senerally speaking, the loading berth at Coal Pier, Central Pier and 
elon one Pier, is determined by ship's arrival order. However 
Snake Often given to local vessels carrying domestic coal when 
po Sti coal transportation is urgently required which could 
© @ rather prolonged wait. Therefore, all vessels bound for this 
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port for coal/graphite/cement are recommended to contact Agents 
well in advance to ascertain the port conditions. 
STEVEDORES: One stevedoring company: Korea Express Com- 
pany Limited. 
MEDICAL: Crew members should be in possession of health cer- 
tificate showing vaccination for smallpox and typhoid. In case health 
certificate has expired, the person(s) will be vaccinated/ inoculated 
by a quarantine doctor. 
FUEL: Nearest supply point is Ulsan, 140 miles away. 
CURFEW: In Korea the curfew is still effective from 2400 to 0400 
every day. 
TIME: Korean Standard Time - GMT plus 9 hours. 
HOLIDAYS: Public holidays: 
New Year (January 1-3); Independence Movement Day (March 1); 
Labour Day (March 10); Arbor Day (April 5); Memorial Day (June 6); 
Constitution Day (July 17); Liberation Day (August 15); Naton's 
Foundation Day (October 3); National Alphabet Day (October 9) 
United Nations Day (October 24); Christmas Day (December 25) 
Work can be done. 

Local Holidays: No work can be done on Lunar New Year's Day 
and on the Moon Festival about August 15th. 
SHORE LEAVE: Crew shore passes will be issued by Port Immi- 
pratian Office. Extension of shore passes should be made every 72 

ours. 
AUTHORITY: District Marine Bureau. 


POHANG: 36.02 N. 129.23 E. 


DOCUMENTS: See “Pusan”. 
PILOTAGE: Compulsory, two licensed pilots available. 
ANCHORAGE: In roadstead, open to N.W. in depth 36-40 ft. Good 
holding ground for cargo operations. 
TUGS: Two tugs available of 250 h.p. 
BERTHING: New pier for discharging iron ore cargoes. One berth 
for bulk carriers up to 50,000 dwt. and one berth for smaller vessels 
up to 5,000 dwt. Total length of pier 2,340 metres. Operated by Pohang 
Composite Iron and Steel Works. 
FRESH WATER: Small amounts up to 50 tons, may be barged 
from Ulsan, 56 miles away. 
SHIPMASTERS REPORT: Pilot: Usually boards the vessel after 
anchoring in position 36.03 N., 129.26 E. 
Anchorage Position for Quarantine Clearance : Same as for Pilot. 
Berthing: Entry and departure are only remissable during daylight 
hours, vessels are not allowed to berth at night. 
Fresh Water : Available at all times ex wharfwithout limit on quantity 


taken. 
AUTHORITY: Pohang District Marine Bureau. 


PUSAN: 35.07 N. 129.02 E. 


DOCUMENTS: 

9 Cargo Manifests. 

3 Transit Cargo Manifests. 

8 Crew Lists. 

8 Passenger Lists. 

4 Passenger Baggage Lists. 

4 Mail Lists (forms supplied by Agent). 

5 Parcels Lists (forms supplied by Agent). 

2 Arms-Narcotics Lists. 

2 Tobacco Lists. 

2 Currency Lists. 

4 Stores Lists. 

4 Crew Personal Effects Lists. 

Immigration: All Seamen's Books examined and shore passes 
made out. These passes to be carried at all times when ashore. 
Strict curfew from 0000 hours to 0400 hours. 

CERTIFICATES: 

Derat. Certificate or Exemption. 

Inoculation and Vaccination Certificates for all crew members. 
PILOTAGE: Professional pilot service is available at Pusan and 
contact can be made by telephone No. 6-1346 or 6-1743. Necessary 
for arriving vessel to notify Pilots of arrival 24 hours in advance. 
VHF unavailable. Formal address is: 73 2-Ka, Choong-Gu Taigyo-Ro, 
Pusan, Korea. Blast signal from vessel used to call Pilots. Pilot 
station position 35° 05’ 5” N. 129° 05’ E. 

Pilotage is compulsory and available day and night. Pilot boards 
off the entrance to the outer harbour. Pilot boat is white launch with 
pilot signals. Tugs cannot be employed unless Pilot is on board. 
PRATIQUE: Pratique granted to vessels anchored in a circular 
quarantine anchorage located in outer harbour. Quarantine inspec- 
tion can be arranged by day or night if sufficient advance notice 
given although regular hours are sunrise to sunset. Valid smallpox 
and cholera certificates required. Innoculations against typhoid and 
typhus may be required depending on prevalent conditions. 
ANCHORAGES: 


Designation Depth Capacity 
S-anchorage 8-9 m. 6 vessels of 300-2,000 t. 
E-anchorage 11-12 m. 6 vessels of 8,000-12,000 t. 
N-anchorage 7-10 m. 18 vessels of 500-6,000 t. 


RESTRICTIONS: Vessel having called at Communist ports with- 
in six months of contemplated entry of Pusan needs to obtain per- 
mission of authorities. 

MAX. SIZE: No restrictions on length or breadth of a vessel. Draft 
should be less than 10 m. when vessel is alongside a pier, or 12 m. 
when anchored at an anchorage. 
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RADIO: Pusan Harbour Radio Station: call sign, HLP. Frequency, 
500, 434 kc/s. operation round the clock. 

Cable Harbour Master 12 hours in advance, advising ETA, last 
port and maximum draft. If name of Agent is included, the Harbour 
Office will inform Agents. 

VHF is now available. Calling Channel 16. Working Channel 14. 
Call sign ‘Harbour Control”. Range about 12 miles. 

A radar has been sited at the Harbour Office to help vessels 
approaching in poor visibility. 

TUGS: Tugs join an arriving vessel at immediate interior to break- 
water, Pusan Harbour. Ship's own lines are used. 
BERTHING: Normally in daylight only. 


Length Beam Draft 
Pier No. 1 407 m. 115 m. 28 ft. 
Pier No. 2 407 m 116 m. 28 ft. 
Quay way No. 2 645 m. — 27 ft. 
Pier Nc. 4 556 m. 145 m. 29 ft. 


STEVEDORES: On basis using full gangs per day, the capacity is: 
1,000 L/tons on general cargo; 1,200 L/tons on grains; 1,500 L/tons 
on anthracite or coal. 
TANKERS: A T-head oil pier extends about 700 ft. on the S.E. side 
of the north harbour. Least depth at pier head is 32 ft. Used by tankers 
servicing Korea Oil Corporation. 
DEVELOPMENTS: Dredging of the approach channel to piers to 
about 36 ft. Dredging northern section of harbour to 29 ft. 
MEDICAL: Service is available at short notice. 
FRESH WATER: Available. Rate of water supply, 80 L/tons per 
hour. Supplied at pier, or by barge. 
FUEL: Availability on Bunker “A", Bunker “C", LRFO, LO and 
diesel oil. 
FIRE PRECAUTIONS: Port has separate anchorage for tankers. 
Port requests for compliance with regulation not to contaminate 
waters with inflammable substances, e.g. petroleum products. 
Tankers are prohibited to clean tanks in port. 
GANGWAY/DECK WATCHMEN: This service is available. 
OPENING/CLOSING HATCHES: Usually carried out by steve- 
dores. 
CUSTOMS ALLOWANCES: One carton cigarettes or 1 Ib. of 
tobacco, and one bottle wine or spirits allowed, each man. 
IDENTIFICATION CARDS: Crew required to carry valid identifi- 
cation cards at all times. 
CONSULS: 

Consul, Republic of China (Formosa) Tel. 4-0276 


Consul, Japan » 22-0135 
REPAIRS: All repairs can be effected. 
DRY DOCKS: 
Name of facility Capacity Location 
Korea Ship Building 
Eng. Corp. No.1 5,000 Pusan 
Korea Ship Building 
Eng. Corp. No. 2 10,000 Pusan 
Korea Ship Building 
Eng. Corp. No.3 100,000 Pusan 
Dae Sun Ship 
Building Corp. 4000 Pusan 


REPATRIATION: No facilities. 
AIRPORT: Airport is at Suyeng about 12 km. from Pusan. Japan- 
bound plane takes off once a day. 
TIME: Korean Standard Time. 9 hours ahead of GMT. No alterations 
during year. 
HOLIDAYS: 1st-3rd January; ist March; 10th March; Sth April; 
6th June; 17th July; 15th August; 3rd October; 9th October; 24th 
October; 25th December. 
On above holidays vessels can be discharged and loaded with 
permission to work granted by the Customs Authority on request. 
Local holidays when no work may be performed are: New Year's 
Day in Lunar Calendar, and the Moon Festival (15th August) in 
Lunar Calendar. 
POLICE/AMBULANCE/FIRE: Police, 22-0863/2497; Ambulance, 
Pusan Quarantine Station, 6-1371, 4-5736. 
TELEPHONES: “Port Telephone Service” operates for purpose of 
serving communication on board-shore. 
SERVICES: Adjustment of compass, available. 
SHORE LEAVE: Allowed. 
DELAYS: Port congestion is experienced occasionally. 
AUTHORITY: Pusan District Marine Bureau. Tel. 4-0041/0043 or 
6-0357. 


ULSAN: 35.27 N. 129.23 E. 
Korea Oil Corp. Single Buoy Moorings. 


DOCUMENTS: 
3 copies of Manifested Parcels on Board. 
3 copies of the Store List. 
3 copies of List of Narcotics on Board. 
3 copies of List of Arms and Ammunition on Board. 
3 copies of List of Vessel’s Foreign Currency. 
3 copies of List of Crew's Foreign Currency. 
3 copies of List of Vessel’s Tobacco, Cigarettes, Spirits, etc. 
13 copies of the Crew List. 
3 copies of List of Crew's Personal Effects, Tobacco, Cigarettes, 
Spirits, etc. 
Crew's Vaccination Certificates. 
Deratisation Exemption Certificates. 
Clearance from Last Port. 
10 copies of List of Landing Passengers, if any. 
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10 copies of List of Passengers in Transit, if any. 

3 copies of List of Passengers’ Baggage. \ 
PILOTAGE: The seaward approaches to the Imodco Te 
mooring site are free of underwater obstructions and existin 
marks and navigation aids are adequate. Depth of water not less 
65 ft. in approaches. The Imodco Terminal can be approached 
the summit of Pongdae San bearing 333° true. When in position 
following navigation fix will obtain at the mooring site: ‘ 

Pongdae San (summit) bearing 333° true distance 2,915 yd, 


Pongjin Hang Light » 053° true & 4,770 yd, 
(end of breakwater) 
Chuck To (centre cut) ». 255° true a 3,800 yd, 


—————  e 


A good radar echo will be obtained from the tanks ashog 
approximately 20 miles, the Imodco buoys at a distance of 8 mix 
and the small buoys, marking the floating hose heading offs 
Imodco buoy, at 1:5 miles. 

Lights ashore, lights on the Imodco buoys and on the small dup 
appear to be unreliable. 

After clearing Customs a harbour Pilot will board the Vessel) 
direct it to the buoy and conduct the mooring operations if requir 
There is no night mooring. However, unmooring is carried Out dura 
darkness as well as in daylight. 

ANCHORAGE: Anchor the vessel about 1 mile South-east of 
buoy, if the weather permits. In this location it is less difficult; 
find vessel, when in fog. Do not anchor less than 1 mile from by 
and under no circumstances can the anchors ever be used» 
approaching the buoy terminal, chain cables and pipe-lines » 
located at this site and anchoring is strictly prohibited. 
HEALTH: Entry prediction to be supplied to quarantine authority 
by vessel's Agent 24 hours before arrival. Master required to co: 
plete Health Declaration when officer boards on arrival. Free Pratign 
is automatic when coming from another Korean port. 

RADIO: There is no marine radio telephone at Ulsan to comm» 
cate with on radio telephone frequency. A small transreceivery 
shore can communicate with attendant launch. 

BERTH DESCRIPTION: Two berths at single buoy moorings. 
No. 1 Imodco Buoy 

Position: Latitude 35° 27’ 15” North, longitude 129° 23’ 30” East 

Description : A 12:5 metres red and white vertically striped buo, 

Lights: On buoy; alternate flashing red and white every 12 seconé 
visibility 5 miles or more. Duration of each flash 4 seconds. 

On hose; there are 3 red flashing marker lights equally space 
along 675 ft. hose, visible for 2 miles. 

All of the above lights are activated by photoelectric cells. 

Radar Reflector: On buoy’s mast. 

Foghorn: A two-second blast, period 20 seconds, range one mk 
Must be turned on at the buoy. 

Soundings : Eleven fathoms in buoy area. 

No. 2 Imodco Buoy 

Position: Latitude 35° 26’ 44” North, longitude 129° 23’ 20-5” Ex 

Description: A 12-5 metres red coloured buoy. 

Lights: On buoy; has a range of at least 5 miles, on hose; asi 
No. 1 Imodco buoy. 

A paphiens A battery powered foghorn with a range in excess? 
mile. 
ORY CARGO BERTHS: 

Commercial harbour mainly serves export of chemicals, fertilis# 
and by-products of the refineries. The harbour lies about 4 miles’ 
peer the sea and there are four berths available with depths up? 
of station situated in position 35° 27’ 26” N., 8 

Entrance at night is not permitted. Only one tug is available. Wee 
is available. No VHF, Maximum tide in harbour is one foot. 
BERTHING: Two launches are in attendance during mooring # 
unmooring operations. One launch will keep the hoses clear a 
the other handles the mooring rope. Both bow anchors are to! 
hove well up in the hawse pipes and properly secured before reat 
ing the buoy. Anchors are never to be used while on the buoy, tht 
can foul buoy cables and pipe-line on the bottom if released. 

No. 1 Buoy. The vessel will be moored with 4 to 5 ropes off the ber 
No rope used from the well decks. One rope will be run single tot 
buoy to heave the vessel in proper position, all other lines will® 
used double by sending one end out through the port or starbow 
bow chock and hove back through the opposite side of the be 
chock, sufficient slack is brought on board so that a complete set? 
turns can be securely placed on the bollard. A good messeng 
rope about 3¢ in. to 4 in. circumference, at least 400 ft. in leng® 
will be required to heave the lines around the mooring arm on 
mooring and back on the vessel. The first line used single will 
doubled up last. 

No. 2 Buoy. The vessel will be moored with two nylon lines, 250% 

in length, floating off the buoy. Two of the ship's mooring ropes 
be run to the buoy to heave the vessel in proper position. At abo 
40 yd. distance from the buoy a good messenger rope will be® 
quired to pick up the floating ropes one by one. When the float 
ropes are made fast on board, one of the two ship's ropes sent® 
the buoy will be doubled up. 
HOSES: No. 1 Buoy. There are two sets of 12 in. hoses and one# 
of 8 in. hose. The two 12 in. hoses are for crude oil and the 8 in. ho* 
for gas oil, The hoses are 675 ft. in length from the buoy manift 
and are floating in plastic doughnut shaped floats. The hose ¢%* 
nections are always made to the port manifold, and are lifted oneé 
a time to the ship's manifold. Each hose, when full of cargo a 
equipment, is over 14 tons in weight. 

No. 2 Buoy. There are two strings of 16 in. hoses, each 945 ft” 
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The final 70 ft. of hose is reduced to 12 in. to permit lifting 
' the tankers lifting gear. The hose connections are made to the 
by oard manifold of the vessel. 

SUNKERS AND WATER: Available by barge only. 
BU LLASTING: After the vessel has been somewhat more than 
je discharged, the vessel should be ballasted to a safe margin, to 
: not less than 12 to 13 ft. forward. This will avoid the vessel 
ie widely on the buoy with strong winds and assist in avoiding 
reotect with the buoy and hoses. Vessel will moor about 120 ft. 
iSTOMS ALLOWANCES: One carton cigarettes or 1 Ib. of 
tobacco, and one bottle wine or spirits allowed, each man. ‘ 
IDENTIFICATION CARDS: Crew required to carry valid identifi- 
cation cards at all times. “IN { 
REPATRIATION: Nearest facilities for crew change or repatria- 
at Pusan. 
Me: Korean Standard Time, 9 hours ahead of GMT. No alterations 
ing year. 
HOLIDAYS: 1st January; 1st March; 5th April; 6th June; 17th July; 
45th August; 3rd October; 9th October; 24th October; 25th December. 
SHORE LEAVE: Allowed up to midnight. 
GENERAL: Vessels arriving at Ulsan should radio to Agent at 
pysan four days in advance information on size of vessel's manifold 
connections, as the adapters, if required, will have to be made by the 
Korea Oil Corp. This applies mainly to vessels arriving at Ulsan for 
the first time or in case there has been any alteration to the manifold 
since the last arrival. 

While on the buoy the vessel will be required to provide sleeping 
quarters and linen for about eight to ten men; this includes the 
discharging Master and his apprentice. The standby men include 
jaunch-men and riggers; these men connect and disconnect hoses 
and are mainly kept on board for emergency. 

The discharging Master will remain with the vessel during its 
entire operation on the buoy. Under certain conditions, should it 
become necessary, they may ask the vessel for meals; however, 
food for standby men is generally furnished from ashore. 

The ship's engines must remain ready for immediate use. 
AUTHORITY: Korea Oil Corporation, Ulsan. 


YOSU: 34.51 N. 127.47 E. (See Plan) 


(a) HONAM OIL REFINERY SINGLE BUOY MOORING. 
(b) HONAM OIL REFINERY PRODUCT WHARF TERMINAL. 
(c) DRY-CARGO PORT. 


DOCUMENTS: 

Last Port Clearance. 

Register. 

12 copies of Crew List. 

12 copies of Passenger Manifest. 

3 copies of Store List. 

3 copies of Bonded Store List. 

3copies of Arms and Ammunition List. 

3 copies of Livestock List. 

1 copy of Vaccination List showing dates of last smallpox and 

yellow fever vaccination, etc. 
PILOTAGE: The approach to Yosu Gulf from the South is open and 
clear of dangers until vessel approaches ‘‘Tae Do" near which the 
pilot station is located. The depths of water vary from 40 metres off 
“Cah-To" to 20-5 metres in the vicinity of Tae Do. 

From Tae Do the channel narrows and changes direction to the 
West North-west towards the town of Yosu. Off the South-west 
extremity of Namhae, where the channel is about 1:25 miles wide, 
course is altered to North by West into Yosu Gulf. The land on each 
side is mountainous and rises to an average height of 450 metres. 
The highest peak in the area is Mangun San, situated in the Northern 
part of Namhae and rises to an elevation of 785 metres. 

In approximate latitude 34° 47’ N. are located 5 buoys and 1 light- 
house beacon to mark the narrowest part of the Channel. The buoys 
are numbered 1 to 5 with black buoys having even numbers. 
Vessels course is mid-way between the buoys. About 3 mile from 
the Imodco Buoy a 13 metres patch is marked by a buoy. 

There are numerous fishing nets at the approach and in the Gulf 
of Yosu, marked by wooden poles. Vessels should keep a sharp 
look out for these nets. Any damage sustained would result in a 
Se fine to the vessel. 

Notage is compulsory. 
NAVIGATIONAL AIDS: 
A. Lighthouse and Beacon 
1, Nakpo Gak. L.H, Fl. ev. 3 sec. 
Lat.N. 34° 51.4’ 
Long. E. 127° 46.5’ Sector of light 122°-340° 

2. Sang Tan L.H. Gp. FI. (2) ev. 6 sec. 

34° 51.2’ 
127° 48.5’ Sector of light 346°-204° 

Fl. ev. 6 sec. 

34° 47.7’ 
127° 49.1’ All round 

Fl. ev. 3 sec. 

34° 44.8’ 
127° 50.4’ Sector of light 328°-175° 


3. Samki L. Beacon 


4. Pyongsan L.H. 


5. Kumsan L.H. Gp. Fl. (2) 6 sec. 

34° 42.4’ 
2 127° 59.0’ Sector of light 312°-086° 
. Paekso L.H, Fl. ev. 3 sec. 

34° 37.7’ 


127° 59.8’ All round 
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7. Daeto L.H. (Not fixed) 
34° 40.4’ 
127° 57.0’ 
B. Lighted Buoy 
4, 


Light Buoy out-port (Black) Qk. Fl. 
34° 41.5’ 


127° 53.2’ 
2. Lt. Buoy No. 1 (Black) Qk. Fl. 
34° 47.0’ 


127° 48.8" 
3. Lt. Buoy No. 3 (Black) FI. (G) ev. 3 sec. 
34° 47.4’ 


127° 48.7" 
4. Lt. Buoy No. 2 (Red) Gp. FI. (2) (R) ev. 6 sec. 
34° 47.4’ 


127° 48.9’ 
5. Lt. Buoy No. 4 (Red) FI. (R) ev. 6 sec. 
34° 48.2’ 


127° 48.8" 
6. Lt. Buoy No. 5 (Black) FI. (G) ev. 3 sec. 
34° 48.0’ 
127° 48.6’ 
7. Lt. Buoy Qk. Fi. 
34° 50.3’ 
127° 47.9 
8. Kangtan Lt. Buoy (Red) Gp. FI. (3) ev. 6 sec. 
34° 51.5’ 


127° 47.5’ 
9, Imodco Buoy Terminal. Fl. ev. 10 sec. 
34° 51’ 6.72” 
127° 47’ 29.43” 


(a) HONAM OIL REFINERY SINGLE BUOY MOORING. 


RESTRICTIONS: Channel depth minimum 63 ft. The channel area 
to Yosu has been hydrographic surveyed and wire dragged North of 
latitude 34° 35’ 30”. A channel about 24 miles wide and 15 miles long 
has been wire dragged South of latitude 34° 35’ 30”. The Western 
extremity of this channel is located about 3} miles East of Chock-To 
Island. Daylight berthing only at the buoy terminal. 
READINESS: Honam Oil will make every effort to discharge 
vessels upon arrival, or as promptly as berth is available. 

Notice of Readiness will be tendered and accepted as the time of 
the vessel is in all respects ready to discharge. 
MAX. SIZE: The Terminal is designed and constructed to provide 
a safe mooring for tankers of up to 100,000 dwt. under the following 
environmental conditions: 


Wind velocity 50 knots 
Water depth (LLW) 112 ft. 
Average wave and swell height 6-0 ft. 
Tidal rise 16-4 ft. 
Current 3:0 knots 


Although designed for 100,000 dwt. tankers to the above stated 
conditions, larger tankers can be accommodated as follows: 


Ship size (dwt.) Max. wind conditions 
100,000 50 knots 
130,000 47 knots 
150,000 44 knots 
175,000 41 knots 
200,000 37 knots 
250,000 33 knots 


300,000 29 knots 
ANCHORAGE: Depth 14 fathoms. It is prohibited to anchor within 
1 mile of buoy mooring. 
HEALTH: Entry prediction to be supplied to quarantine authorities 
by vessel's Agent 24 hours before arrival. Master required to com- 
plete Health Declaration when officer boards on arrival. Free pratique 
is automatic when coming from another Korean port. 
RADIO: Pusan Radio. There is at Yosu a non-commercial radio 
station with call signal 6 MY operating and listening on 500 kc/s. 
Manned by two operators with 24 hours service. The station is 
located at the Yosu Marine Bureau for the benefit of the port authori- 
ties, including the Pilot. The range of the station is about 100 nautical 
miles, and it is recommended that Masters communicate with this 
station giving their ETA at the pilot station. The communication 
from tanker to shore when moored at the Imodco buoy is by VHF 
transreceiver and is handled by refinery personnel on board. Mes- 
sages should therefore be relayed to the refinery representatives. 
TUGS: Two tugs available each of 1,000 h.p. 
BERTHING: The approach to the buoy is made with minimum 
headway on the tanker and the first synthetic line to the buoy is 
supplied by the vessel, and by using this line the vessel is brought 
approximately 150 ft. from the buoy, when two 15-in. synthetic lines 
from the buoy are brought up to the ship and made fast. During the 
discharge operations engines must be ready on a moment's notice 
and sufficient officers on duty to man the bridge and the engine-room. 
In order to avoid riding up on the buoy and the cargo hoses stern 
movements with the engine may be required. On turbine vessels 
where the chief engineer is unable to completely stop his engines, 
the r.p.m. must be kept at a minimum. Vessels which are not able to 
conform with these regulations should advise Honam Oil repre- 
sentative in writing. 

Honam Oil maintain a boat to bring the cargo hoses alongside 
and crew for connecting of same. The tanker’s crew is, however, 
responsible for adjusting the boom and the gear necessary for this 
operation. The same procedure takes place upon completion of 
cargo. 

The vessel is required to have two 12 in. ASA type flanges to her 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


manifolds, rig starboard derrick in double before arrival at the buoy 
and a standby derrick operator and responsible ship's officer at her 
manifolds upon finishing the mooring: 

A team will board the vessel from working boat with hose con- 
nection gear and the floating cargo hoses will be lifted by vessel's 
derrick. 

BALLAST: There are no facilities for reception of dirty ballast. 
It is the ship Master's responsibility to see that no oil or oily ballast 
is spilled or pumped overboard from his ship. Drip-pans must be 
used at all times and all scuppers must be plugged. The waters in 
or adjacent to the terminal must not be polluted and only oil-free 
bilgewater may be discharged at the terminal. If, during inspection 
or during progress of discharging, it is revealed that the vessel's 
tanks are not oil-tight, she will be refused further discharging, if so 
determined by the refinery representative. 

SAFETY : Sufficient officers and crew personnel must always be on 
board to attend to the vessel and to cargo. Power must be available 
at all times on deck winches and windlass while the vessel is in the 
moorings. The presence of unauthorised craft alongside is extremely 
hazardous, and Masters are requested to require all unauthorised 
craft to clear the vessel's side prior to commencement of cargo dis- 
charging. Master should shut down all cargo operations during 
severe electrical storms and under any circumstances which imperil 
the cargo operation. 

DISCHARGING: SBM Terminal receiving facilities have a working 
pressure of 225 p.s.i. and a 7:1 safety factor, but on discharging 
pumping pressure will commence at 6 kg/cm? and then pressure 
should be raised up to 15 kg/cm? at ship's manifold. 

FUEL: Marine fuels, such as bunker fuel, marine diesel and light 
residual fuel oil are available. 

Deliveries are made by barges from Bunkering Agent of Honamoil. 
The Master should cable in advance his requirements to the Agent. 

While bunkering barge is alongside the crude tanker, it is required 
that ship's Master shall check mooring lines, fenders or engines of 
bunkering barge. 

MEDICAL: There are medical facilities in Yosu town. Inoculations 
and vaccinations can be arranged by the quarantine doctor. 
SHORE LEAVE: Shore leave for ship's personnel is arranged 
through ship's Agent and local authorities. Nearest town is Yosu 
which is about 45 minutes journey by boat, which is arranged by 
ship’s Agent. 

REPAIRS: Minor facilities only available. 

FRESH WATER: Not available. 

SUPPLIES/LAUNDRY: Vegetables, fresh fruit, dry goods, etc., 
can be arranged through ship's Agent in conjunction with ship 
chandler at Yosu, subject to 48 hours’ notice of requirements. 
AUTHORITY: Yosu Office, Honam Oil Refinery Co. Ltd., Yosu 
Refinery, PO Box 7, Yosu Chollanamdo Korea. 

Seoul Office, Honam Oil Refinery Co. Ltd., IPO Box 2467, Seoul, 
Korea. Cable address: “Honamoil Seoul”. 


(b) HONAM OIL REFINERY - PRODUCT WHARF TERMINAL 
SAM IL PORT YOSU 

BERTHS: The 4 products berths located in approximate position 
34° 51’ 38” North, 127° 44’ East, in East-West direction and is designed 
to accommodate 4 tankers simultaneously viz. No. 1 and No. 4 berths 
for about 5,000 dwt. tankers, No. 2 for 3,000 dwt. and No. 3 for 20,000 
ton tankers respectively. The Honam Oi! Product wharf is designed 
to moor and unmoor tankers on a 24-hour basis, depending on the 
condition prevailing at the time and the Master's judgement. The 
wharf is well and sufficiently illuminated for night work. A signal 
mast with yard-arm is under operation and situated on the end of 
the East mooring dolphin with the following signals to indicate ebb 
and flood tide, viz. 


2 white lights indicate Ebb tide 

1 white ball indicates Ebb tide 

2 red lights indicate Flood tide 
1 red ball indicates Flood tide 
No light or no ball indicates Slack water 


International code flags 1-2-3-4 indicate what berth the tankers 
will occupy. 

These signals are meant to assist vessels Master and or Pilots in 
determining what approach should be made to the various berths. 
However Honam Oil Refinery Co. Ltd. cannot assume any responsi- 
bilities or liabilities from negligence and fault of their employees or 
contractors in displaying wrong signals from the yard-arm. Masters 
and/or Pilots should in addition consult their tide tables and use 
their judgement. 

Minimum mooring line requirements: 

Forward: 3 head lines Aft: 3 stern lines 
1 spring line 1 spring line 
1 breast line 1 breast line 

In strong wind 1 more head and stern line. 

The direction of the tidal stream in the vicinity of the products 
wharfis nearly rectilinear and parallel to the berths, the flood running 
in a 172° direction and the ebb in an 084° direction. The maximum 
velocity is 24 knots. The duration of the ebb stream is about 6} hrs., 
and the flood stream 54 hrs. 

CONNECTING HOSES: It is the policy of the Honam Oil Refinery 
Co. Ltd. that the ship's crew shall be responsible for the connecting 
and disconnecting of the cargo hoses of the ships manifold. The 
wharf crew will operate the cargo hose winches. 

LOADING: The refinery can furnish loading at 5,000 barrels an 
hour or more. The Chief Officer should, however, state the loading 
rate he requires which should be maximum consistent with safety 
at all times. A qualified deck officer should, however, be on deck 
during the entire loading operation. The international code flag "B"” 
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shall be displayed from the signal yard-arm during daylight houy 
A red light shown during hours of darkness. 
Lines loading and deballasting for each berth are as follows: 


No. 3 Berth (East) No. 4 Berth 

in. in. 
Kero. 8 Kero. 6 
JP-4 8 JP-4 6 
Naph. 8 Naph. 6 
Pre-gas 8 Pre-gas 6 
Solvent 8 Solvent 6 
LRFO' 8 LRFO 6 
Diesel 4 Diesel 4 
BFO 4 BFO 4 
Reg-gas 8 Reg-gas 6 
BFO 8 BFO 6 
Ballast 8 Ballast 6 
BFO 8 BFO 6 
Diesel 8 Diesel 6 
BFO 8 LPG 6 
No. 1 Berth (East) No. 2 Berth 

in. in, 
BFO 8 BFO 6 
Solvent 6 Solvent 6 
BFO 8 BFO 6 
LRFO 8 LRFO- 6 
Diesel 4 Diesel 4 
Ballast 8 Ballast 6 
BFO 4 BFO 4 
Reg-gas 8 Reg-gas 8 
Kero. 4 Kero. 4 
Diesel 8 Diesel 6 
Naph. 8 Naph. 6 
Kero. 8 Kero. 6 
JP-4 8 JP-4 6 
Pre-gas 8 Pre-gas 6 


FRESH WATER: Every berth has fresh water supply line. Vessek 
requiring fresh water will request required amount of water to wha! 
Hey After completion of supply, ships have to sign to the fom 
issued. 

REPAIRS: There are no repair facilities and also repairs are no 
allowed on the product wharf. In the event of emergency cases 
Honam Oil will assist in carrying out repairs under the supervisio 
of refinery's safety personnel to expedite from the wharf and: 
quick turn around. 


(c) DRY CARGO PORT: 


PRATIQUE: A quarantine anchorage has been designated withir 
an area bounded by a circle having a radius of 750 yards centredz 
approximate lat. 34° 45’ 12” N. long. 127° 46’ 15” E. 
RESTRICTIONS: Least depth in channel to Pier No. 3 is 24# 
near the North Harbour entrance. 

The South Harbour entrance has a depth exceeding 40 ft. gradual 
decreasing towards the head of the harbour. 
MAX. SIZE: Alongside Pier No. 3. Max. draft 26 ft. At anchor drat 
up to 33 ft. 
ANCHORAGE: Vessels can anchor as convenient in the North 
Harbour or in depths of 44-9 fathoms, mud bottom, in the sé 
southward of the breakwater, linking the mainland with Odong Do. 
TUGS: Three tugs available, up to 655 h.p. 
BERTHING: 

South Harbour: used by fishing and coastal vessels only. 

North Harbour: Pier No. 2 depth alongside 21 ft. 

Pier No. 3 depth alongside 27 ft. 
MEDICAL: There are Medical facilities in Yosu Town. Inocule 
tion and vaccination can be arranged with quarantine docto 
Deratisation Certificates can be arranged. Vessels requiring eme 
gency medical assistance should contact agent immediately. 
DENSITY : 1025. 
FRESH WATER: No fresh water is available for delivery to ships 
FUEL: Bunkers available by barge subject to advance notice bein 
given. 
da ys There are no repair facilities in Yosu, except for smal 
jobs. 
CUSTOMS ALLOWANCES: One carton cigarettes or 1 |b. 0 
tobacco, and one bottle wine or spirits allowed, each man. 
IDENTIFICATION CARDS: Crew required to carry valid identif 
cation cards at all times. 
REPATRIATION: Crew changes or repatriation can be arranget 
TIME: Korean Standard Time, 9 hours ahead of GMT. No alterations 
during year. 
HOLIDAYS: 1st January, 1st March, 5th April, 6th June, 17th Jul) 
15th August, 3rd October, 9th October, 24th October, 25th Decembe!. 
SHORE LEAVE: Shore leave for ship's personnel is arranged }) 
ship's Agent and the local authorities. The nearest town is Yoss 
40 min. boat ride from the terminal, which should be arranged 4 
the Agent. Caution: Sufficient personnel must be on board at a 
times for letting go lines and clear the buoy immediately. 
AUTHORITY: Honam Oil Refinery Co. Ltd., Yosu Refinery, PO 
Box 7, Yosu Chollanamdo, Korea. 


Kuwait 


KHOR-el-MUFATTA : 28.39.17 N. 48.23.26 E. 


CUMENTS: The only document required for this port is copy of 


Manifest. 
i OTAGE: No pilotage available. j 
ORAGE: Vessels anchor to seaward side of black and 
hite conical shaped buoy which is situated 2 miles to the East of the 
a Mufatta is some 55 miles by sea from the port of Kuwait. The 
prorthey lights marked on the charts at the entrance to the Khor have 
iscontinued. 
ban TH: Before arrival vessels required pass following items to 
Agent (about three or four days prior to ETA). Name of vessel, 
Nationality, ETA, Last port of call, tonnage, quarantinable disease 
on board (if any) infectious disease (if any), sick persons, death, 
and any requirements. ; 

ETA should be notified again 24 hours before arrival. i 
RADIO: No separate radio service for this port and all communica- 
fon to Agent to be made through Kuwait Radio 9 KK. 

TUGS: None. ‘ 
BERTHING: Ship discharged in open roadstead. 
STEVEDORES: Sent from Kuwait. At least 48 hours notice re- 


MEDICAL: Facilities available only at Kuwait. 

DENSITY: Salt water. ‘ 

FRESH WATER: Not available. ; 

BUNKERS, LUBOIL ETC: Can be arranged at Mina Abdulla. 
Mina-al-Ahmadi. ; ; 

FIRE PRECAUTIONS: No equipment for fire-fighting. 
WATCHMEN: Can be arranged through Agent. 

CERTIFICATES: All usual documents such as Ship's Manifest, 
gill of Health, Crew List, Clearance from last port, Store List, Bonded 
Store List, etc. ene : 
CUSTOMS ALLOWANCE: (Tobacco) No restrictions. (Wine 
andor Spirits) Alcoholic beverage strictly prohibited to be held out 
of bond. Master allowed keep limited quantity in cabin. 

CARGO GEAR: Ship's gear used for discharging. 
IDENTIFICATION CARDS: Not needed. 

REPAIRS: None. 

REPATRIATION: Can be arranged via Kuwait. 

Seamen arriving Kuwait Airport to join vessels at Partitioned Zone 
ports can obtain transit visa at airport, if Agents arrange to submit 
necessary guarantee to Immigration Authorities confirming that 
they are in transit and joining vessels calling at Kuwait and/or 
Partitioned Zone. In order to meet the crew at airport and arrange 
transit visa, cables confirming their arrivals and flight numbers are 
tobe sent to Agents to reach them at least 24 hours before arrival of 
crew. 

Marine Superintendent of Owners, or Owners' representatives and 
businessmen visiting Kuwait must have valid visas. Such visas can 
be obtained from Kuwait Government's diplomatic missions abroad. 
AIRPORT: Kuwait Airport served by regular airlines. 

TIME: GMT plus 3 hours. 

HOLIDAYS: New Year's Day; Eid al Fitr; Accession to the Throne; 
Eid al Haj; 1st Muharram; Prophet's Birthday; Rajab. 

TELEPHONE: Cannot be arranged on board. 

PROVISIONS: Foodstuffs, beverages, tobaccos, etc., available 
from ships chandlers in Kuwait in limited kinds and quantities. 
Prices more expensive than town of Kuwait due to long transporta- 
tion. Ships Agent should be advised by cable well in advance. 
SPECIAL SERVICES: Swedish Welfare for Seamen, Lloyds 
Surveyor, Butterworth tank cleaning machines and equipment, and 
under-water cleaning. 

SHORE LEAVE: Not limited. 


AGENT: See “Shuwaikh.” 


MINA ABDULLA: 


LOCATION: Mina Abdulla bounded on South by parallel of 
latitude 28° 55’ N. on the East by longitude 48° 18’ E. and on North by 
aline joining following points: 


(1) 29° 01’ 45” N. 48° 09’ 25” E. 
(2) 29° 01’ 45” N. 48° 10’ 06" E. 
(3) 29° 02’ N. 48° 10’ 18” E. 


FL (4) 29° 02’ N. 48° 18’ 00” E. 
AG: Every merchant ship when entering or leaving port between 
raed and sunset shall fly her national flag and national flag of 
ot and, when entering port, shall fly her signal letters. Ail 
a required to fly Kuwait flag on foremast during day-light 
po Flags may be obtained from Agent. 
in ROACHES: Two oil-loading berths supplied by three pipe- 
pred are situated here. A number of large tanks define tank farm 
pe A refinery stands to South-west of tank farm. The flare is 
“ Spicuous. Other conspicuous objects in area are the radio tower, 
pod Minaret and the four leading beacons for two berths. These 
me or night berthing by three white lights on each beacon in the 
pe of triangles, the beacon lights for Berth No. 1 are occulting 
"y 5 seconds, the lights of No. 2 Berth are fixed. 
Ply 4 vessel is ready to enter at the same time as another vessel 
she y to leave the port, the outgoing vessel shall have priority over 
National nd vessel, subject always to the provisions of the Inter- 
ten wal Regulations for Preventing Collisions at Sea and to the 
*quirements of safe navigation. 


KUWAIT 


DOCUMENTS: Before leaving Kuwait the Master shall be respon- 
sible for obtaining a Port Clearance Certificate. The documents 
necessary for vessels to enter and leave Mina Abdulla are: 

Enter 

Ship's Manifest. 

Bill of Health. 

Crew List. 

Clearance from Last Port. 

Light Dues Certificate. 

Clear 

Register. 

Load Line Certificate. 

Radio Certificate. 

Safety Certificate. 

Last Port Clearance. 

Masters and Agents of vessels shall, when called upon by a Customs 
Officer or Marine Officer, produce any documents relative to the 
landing or shipment of their vessel's cargo in the port. The Master 
or his representative is required to hand to the Company a written 
Notice of Readiness to load. 

Discharging certificates of oil cargo loaded from Kuwait and 
Partitioned Zone ports are to be sent to vessels’ local Agents 
immediately duly attested by the Customs Authorities and Arab 
Consulate covering full quantity as per Bill of Lading. 

If a vessel, which has not submitted the certificate for the previous 
voyage, calls for the second time, she will be allowed to load and sail 
only after paying a cash deposit of KD 2,000. 

In order to avoid delay in berthing, loading and outward clearance 

for vessels, all owners must give instructions to Agents at dis- 
charging ports to forward relevant cargo discharge certificates to 
Agents at loading ports without delay. 
PILOTAGE: Mooring Master i:ormally meets vessels within one- 
and-a-half-miles of terminal sea berths and will act as Pilot and as 
Company's Representative and remain on board during vessel's stay 
in port. Vessels requested to have pilot ladder of an approved 
pattern, safely and securely rigged, ready for immediate use, and long 
enough to reach Mooring Master's launch. When it is necessary for 
a vessel to anchor before being berthed she should do so in the 
recommended anchorage area. Two 45 ft. tugs painted blue with 
white superstructure assist berthing by running mooring lines to 
stern buoys. The pilot boat has a blue hull and white superstructure 
and is radar equipped. The name “Independent” is on each bow 
and stern. 

Vessels with a Mooring Master on board shall display International 
Code Flag ‘‘H" in a prominent position whilst manoeuvring under his 
advice, and shall, if so instructed by Mooring Master, display a flag 
indicating berth to which vessel is proceeding. 

ANCHORAGES: Vessels requiring anchor for any reason in port 
limits should do so within area enclosed between positions: 


29° 02’ N. 48° 14:3’ E. 
29° 02’ N. 48° 15-1’ E. 
29° 01-2’ N. 48° 15-1’ E. 
29° 01-2’ N. 48° 14-1’ E. 


or within reasonable proximity to the East if congestion arises in 
anchorage area. 

All vessels and craft within the port shall be navigated with care 
and caution at a speed and in a manner which shall not endanger 
the safety of other vessels or craft. In particular, special care and 
caution is to be observed in passing vessels or craft of the following 
category: weight-lifting or deeply-laden craft, vessels which are 
mooring or moored at terminal buoys, vessels or craft in tow and 
vessels or craft engaged on diving, dredging, grabbing, pile-driving 
or construction work, survey operations or the removal of obstruc- 
tions. 

All vessels within the port shall anchor, or moor and unmoor, 
when and where required by the Marine Officer, and shall be moved 
from place to place as required and by such means or appliances as 
may be ordered by the Marine Officer. 

Vessels or craft shall not anchor near any submarine lines within 
the port limits, unless engaged on work which, in the opinion of 
the Marine Officer, necessitates their doing so. 

MAX. SIZE: Vessels of unlimited length can be accommodated. 
Approximately 90,000 dwt. tankers fully loaded up to a maximum 
draft of 46 ft. on arrival, calling for bunkers only, can be accom- 
modated. Vessels in the 200,000 dwt. class can be accommodated 
arriving in ballast condition for loading part cargoes up to amaximum 
sailing draft of 51 ft. or for normal bunkering requirements when 
remaining in ballast. 

HEALTH: Quarantine regulations administered by Kuwait Govern- 
ment'’s Quarantine Medical Officer. Pratique granted at anchorage 
or berth. 

Vessels calling at Mina Abdulla are requested to send following 
information to ‘Health Minahmadi Port”: 

(1) Name of vessel 

(2) Last port of call 

(3) Health condition of crew 

(4) Validity of Smallpox and Cholera Certificates 

(5) Request for Free Pratique 

No craft, other than one having on board the Mooring Master or 
Port Health Officer, may approach any vessel entering the port and 
no other person may board any such vessel until free pratique has 
been granted. 

Adequate covers shall be placed over all overside discharges. 

Masters shall be responsible for ensuring that no unhealthy or 
offensive matter is deposited from their vessels on port premises. 
Any such matter so deposited that is, or becomes offensive, or, in 
the opinion of the Port Health Officer, injurious to health, may be 
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removed, confiscated or destroyed and the place of deposit cleaned 
or disinfected on the direction of the Marine Officer at the expense 
of the Master responsible. 

Any vessel, having on board offensive goods, or goods which, in 
the opinion of the Port Health Officer, are injurious to health, may 
be ordered to leave the port by the Marine Officer. 

No ashes, refuse or other objectionable matter shall be thrown 
overboard from any vessel either on to any premises or into any 
waters of the port. 

TIDE: The maximum tidal range is 10 ft. 6 in. and velocity of tide is 
from $ to 2 knots. 

DENSITY: Water density is 1025 oz. 

MOORING: Mooring Masters may decline to moor any vessel if in 
his opinion it is not equipped with satisfactory mooring facilities, 
lines and gear, etc. 

Vessels shall provide such tackle as may be required for loading 
or discharging cargo. 

Vessels berthed at sea terminals shall provide not less than six 
good quality mooring ropes and/or wire hawsers aft, each not less 
than 120 fathoms in length. An eye shall be spliced in ends of ropes 
to secure lines to pelican hooks on buoys. Two insurance wires are 
provided in each berth. Ships must have both anchors ready for 
immediate use each with minimum of chain as follows: 

Below 10,000 dwt, 8 shackles. Between: dwt. 10,000-20,000, 9 
shackles; 20,000-30,000, 10 shackles. Above: dwt. 30,000, 11 shackles; 
40,000, 12 shackles. Above 60,000, 13 shackles; and above 80,000, 
16 shackles. The term shackles is to be interpreted as a length of 
15 fathoms. Masters shall be responsible for seeing that a strict 
watch is kept on their vessel's moorings to prevent ranging. 
BALLAST: As soon as practicable after arrival, all vessel's tanks 
will be inspected for evidence of oil in ballast. During discharge of 
ballast, similar irspections will continue. If evidence of oil appears 
at any of these inspections, the ship must return at once to a point 
not less than 100 miles from the coastline and there completely 
discharge all oily or dirty ballast. 

Masters will be required to sign a declaration certifying that any 

water ballast intended for discharge from vessel is clean and free 
from oil. Arrangements are being made by the Company for dirty 
ballast disposal facilities to be supplied in the future, if and when 
required, by vessels in this port. 
POLLUTION: Cases of discharging dirty ballast or oil spillages will 
be investigated and vessels are liable to fines and/or detention. 
Vessels shall not discharge into the water of the port any part of the 
content of their cargo, slop, or ballast tanks or bilges which is liable 
to pollute these waters. Masters shall ensure that pipe-line and 
equipment are clean before using them for discharging anything into 
the water of the port. Scuppers shall be plugged effectively and no 
leakage or spillage of petroleum on board shall be allowed to leak 
or be swept overboard. 

The State of Kuwait has stringent laws in force concerning the 
pollution of the sea by oil. The following are two amended para- 
graphs of this law: 

Paragraph 1, Art. 4. ‘A person responsible for any pollution as 
described in Articles 1 and 2 shall be punished by a fine of not less 
than one thousand and five hundred and not more than six thousand 
Dinars. In the event of his committing a similar crime within a period 
of one year from the date of his conviction, such a person shall be 
punished by a fine of not less than three thousand and not more 
than six thousand Kuwaiti Dinars, and in the event of his committing 
yet another crime within a year from this last conviction he shall be 
punished by a fine of six thousand Kuwaiti Dinars.” 

Paragraph 3, Art. 6. “The person responsible for pollution may 
suspend the detention order against the ship on payment, as a cash 
guarantee, of six thousand Kuwaiti Dinars to the official entrusted 
with the execution of such order.” 


BERTHING: Master shall, before berthing, advise Marine Officer of 
any special damage or disability to the vessel. No. 1 Berth lat 29° 
01’ 16” N. Long. 48° 11’ 52” E. approximately, situated about 2 miles 
offshore in 43 ft. water LWOST over sand and coral with fair holding 
ground. A spar-buoy painted yellow with black bands marks end of 
submerged steel pipe-lines. A common bunker line to the berths, 
off-branches approximately 1,000 ft. South of Berth No. 1 and runs 
in to meet the direct line from shore to this berth. Ends of attached 
loading hoses marked by can-buoys on either side of the Spar. Four 
mooring buoys in Berth No. 1 and five in Berth No. 2 painted red and 
silver located in an arc, 1-2 cables approximately E.S.E. through 
South of S.S.W. from spar-buoys for vessel's stern moorings. 
Ship's anchors only are used forward No. 2 Berth (situated approxi- 
mately half a cable South and nine cables East of Berth No. 1); 
Lat. 29° 01’ 0” N. Long. 48° 12’ 51” E. approximately. Depth of water in 
Berth No. 2 is 56 ft. LWOST over mud and clay which is excellent 
holding ground. 


LOADING: Terminal has facilities to load at maximum rate of 1,500 
tons per hour in Berth No. 1 and 2,800 tons per hour in Berth No. 2, 
but this loading rate can be achieved only when vessel is furnished 
with appropriate equipment. 

Caution: The incoming oil stream is pumped from shore and it is 
extremely dangerous to close a ship's valve against the incoming 
oil stream. Such a procedure creates an excessive pressure, which 
may damage submarine lines, ship's pipe-lines or the terminal 
facilities. Vessels will be held liable for damages resulting from failure 
to observe this precaution. 

Raising, connecting, disconnecting and lowering of submarine 
hoses will be performed by shore crew as advised by Mooring Master 
who will remain on board while ship is mooring, loading or dis- 
charging and unmooring. Vessels will provide winch drivers and 
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remove such manifold blanking flanges and fit reducing Pieces 
required. ' 

Deck hose connections from submarine lines as follows: 

Cargo: 10 in. ID, working pressure 150 PSI, fitted with 1503 
steel flanges. Bunker flanges 8 in. ID, working pressure 150 Fy 
fitted with 1504+ ASA steel flanges. 

Loading and discharging of petroleum vessels shall not be ung 
taken without permission of Marine Officer. 

auton and discharging of petroleum vessels shall not COmmey 
until: 

(1) Master or Chief Officer has certified to Marine Officer tha, 
necessary valves are open and that vessel is in proper COnditio, 
receive or dischage cargo. 

(2) Master or Chief Officer has certified to Marine Officer tha, 
ship's sea valves are closed or blankflanged except those reqyi 
for water circulation purposes, and that these regulations are be 
and will be observed. 

(3) Ship's tanks have been inspected by an authorised inspec 
and passed as suitable for loading. 

Throughout period of loading and discharging operations, folly 
ing conditions shall be observed: 

(1) A responsible ship's officer shall be on watch on board, 
point near tanks which are receiving oil during process of loadiy 
The company's staff have received instructions to stop loads 
immediately whenever this rule is disregarded. 

(2) A capable member of ship's crew shall be stationed by shy 
tank valves which are receiving oil during loading. 

(3) All pipe-lines and hoses shall, while rigged for loading, 
discharging petroleum, be directly and continuously earthed » 
kept constantly under supervision. 

(4) No petroleum shall be allowed to escape or overflow. 

(5) The following signals will be observed, as well as the rg 
communications, between ship and shore: 


Signal Flag Light Signal 

by Day Starting by Night 

1 Red Flag Slow Speed 1 Red Light 

2 Red Flags Full Speed 2 Red Lights 
Stopping 

1 Red Flag Slow Speed 1 Red Light 

All Flags Down Stop No Lights 


(6) When normal ship-to-shore communication fails, the em 
gency signal to stop the oil flow will be a continuous blast ont 
ship's whistle until the oil ceases to flow. Steam or air should nem 
be shut off from whistle during loading. When practical, mew 
should be provided for blowing the whistle from the after section: 
the cat walk. Whenever an Emergency Whistle Signal is used,’ 
loading operations in the berths will be shut down until nom 
communication is restored. For this reason it is requested that shp 
in the area refrain from using ship's whistle for other than essen 
purposes. 

Load Lines: Masters are warned that their load lines are subject 
scrutiny by the port officer from Mina-al-Ahmadi on completion 
loading or bunkering. It is in their own interest therefore, to obser 
the regulations, as vessels are liable to be delayed and have to pun 
ashore or be fined if overloaded, and Port Clearance withheld, 
RADIO: Master shall inform Marine Aminoil at least 72, 48 and? 
hours notice of time of arrival via Kuwait Government Coastal Raf 
Station, call sign “9KK". 

MEDICAL: Patients will in normal course of events be treated? 
Quarantine Medical Officer on board. Neither medical nor hospi 
facilities are provided by the Company. However, in cases of em® 
Val? those requiring urgent hospitalisation may be taken by vess#! 
gent. 
FUEL: Fuel oil bunkers can be loaded in either berth at a maxing 
rate of 500 tons/hour, thus raising the maximum loading rate of elt 
berth by 500 tons per hour for fuel oil cargoes only. 
FRESH WATER: Cannot be supplied at Mina Abdulla. In caset 
utmost need Agent may hire a barge with a capacity of 100 tons? 
fresh water from Kuwait, and send to Mina Abdulla. 
CUSTOMS: Import of firearms and ammunition is forbid 
Under Kuwait Law No. 46, itis an offence to sell or trade liquor wit? 
the State of Kuwait. Any person convicted for selling, purchasi 
giving away, accepting or acquiring in any manner, liquor or® 
intoxicating drinks for the purpose of trading and marketing shall? 
punished by a maximum 3 years imprisonment and a maximum 
of KD 300 or by only one of the two aforesaid penalties. Alcoht 
beverage is strictly prohibited to be held out of bond. Master allow 
to keep limited quantity in his cabin. 
CONSULS: See “Shuwaikh". The American Consulate is situ## 
just outside Kuwait town, some 30 miles from the terminal. 
REPAIRS: No facilities. 
REPATRIATION: Seamen arriving Kuwait Airport to join ves 
at Kuwait ports can obtain transit visa at airport, if Agents ara”? 
to submit necessary guarantee to Immigration Authorities con 
ing that they are in transit and joining vessels calling at Ku 
In order to meet the crew at airport and arrange transit visa, 
confirming their arrivals and flight numbers are to be sent to Age 
to reach them at least 24 hours before arrival of crew. Marine Su 
intendent of Owners, or Owners Representatives and business™ 
visiting Kuwait must have valid visas. Such visas can be ob 
from Kuwait Government's diplomatic missions abroad. 
AIRPORT: Kuwait. 
TIME: GMT plus 3 hours. B. 
PROVISIONS: Aminoil does not provide any chandling facilil# 
Masters of vessels calling at Mina Abdulla must arrange for su 
through ship's Agent. Foodstuffs, beverages, tobaccos, ett» 
available from ship chandlers in Kuwait in limited kinds and q 


 * 


< Prices a little more expensive than in Kuwait due to long 
yransportation. Ship's Agent should be advised by cable well in 


wr FICATES: See Documents”. There is no organisation for 
‘aq with Deratisation Certificate at Mina Abdulla. Agents are 
nsible for presentation of oil-discharging certificate to Cus- 
s authorities as guaranteed by them. All cargo discharge 
wmificates duly attested by the Arab Consulate are to be sent to 
irectly. 
MORE LEAVE: At present, crews not allowed ashore at Mina 
Abdulla, and this rule will be strictly adhered to. 
REGULATIONS: Main engines shall always be kept ready for 
mmediate use. Steam pressure shall be maintained at minimum 
necessary to operate auxiliaries and to manoeuvre in case of need. 
Deck steam is to be maintained at all times. 
Engine repairs which may prevent working of main engines may 
only be undertaken with written permission of Marine Officer. 
Master shall at all times retain on board sufficient crew to work 


es shall have both anchors ready for immediate use on arrival 
and departure. ‘ ; 

Vessels berthed at sea terminals shall not carry out engine trials 
without permission of Marine Officer. ; 

Vessels berthing during hours of darkness must if available 
provide a portable light of an approved gas-tight pattern capable of 
peing placed on either quarter of vessel to illuminate vessel's moor- 
ing ropes sufficiently for mooring boat. 

Vessels shall provide an efficient accommodation ladder and boat 
rope for port authorities and, during hours of darkness, shall install 
adequate approved lighting for same. Failure to comply with this 
may lead to inward clearance being delayed by authorities, thus 
incurring delays to vessel. 

No swimming in vicinity of vessels or from vessels in berth is 

lowed. 

AUTHORITY: American Independent Oil Company, Kuwait 
Office: Post Box No. 69, Kuwait, Arabian Gulf. Telegrams: Aminoil 
Kuwait. Tel. Kuwait 84201. 


AGENTS: See “Shuwaikh”. 


MINA-AL-AHMADI 


OPERATORS: Kuwait Oil Company Ltd. 
LOCATION: Port of Mina-al-Ahmadi is openroadstead situated on 
Western shore of Arabian Gulf. 
PORT LIMITS: From the shore at lat. 29° 02’ 50” N. Eastward to 
long. 48° 09’ 42” E. Thence in a S.E. direction to position lat. 29° 02’ 
45° N. long. 48° 09’ 47” E. then in an easterly direction towards long. 
48 11° 30° E. and the Northerly limit 29° 10’ 00” N. from the shore 
to 48° 11’ 30" E. 
FLAG: National flag of Kuwait is to be flown at foremast head during 
vessel's stay in port. 
NAVIGATIONAL AIDS: 
Current hydrographic information may be obtained by radio from the 
“Middle East Navigation Aids Service, Bahrain". 
lights and Fog Signals 
A fog signal on the extreme South end of South Pier with character- 
istics of one 3-second blast every minute. Approx. position Lat. 
29° 04’ 05" N. Long. 48° 10’ 00” E. 
A fog signal situated on the North Pier with a characteristic of 2-5- 
second blast, 3-second silence, 2:5-second blast, 3-second silence, 
%5-second blast, 46-5-second silence, Approximate position 29° 07’ 
24° N. 48° 09’ 00" E. 
A fog signal situated on the Sea Island with a characteristic of 
2x3 second blasts every 90 seconds. Approximate position 29° 06’ 
48° N. 48° 17’ 29” E. 
DOCUMENTS: 
me ae clearance inwards, following documents required by 
gents: 
(i) Ship's Register. 
(li) Safety Equipment Certificate. 
(ili) Safety Radio Certificate. 
(iv) Load Line Certificate. 
(v) Last Port Clearance. 
(vi) Two copies of Crew List showing names, nationalities and 
| Passport/seamen's book numbers. 
‘ems (i) to (v) are returned to Master together with Port Clearance 
valid 24 hours Only) prior to sailing. 
Customs boarding officers require following: 
() One Copy of Crew List. 
0g Books covering period from last visit. 
— Customs Declaration Form (supplied by boarding 
er). 
() List of Ports visited with arrival and departure dates since last 
( Visit (form also supplied by boarding officer.) 
¢) ae a Ballast Form (form also supplied by boarding 
er), 
* dhmigration Officials require the following: 
) Passport or Seamen's Book - the latter is preferable for 
ing. 
ee of Guarantee from Agents (iv above). 
WO copies of Crew Lists. 
¥ Departure Procedure. KOC Documents Section are now 
Ng an Early Departure Procedure to cut down delays in 


(c) 


perat 
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documentation. Masters may opt to use this scheme, full details of 
which can be obtained from KOTC. 

5. Discharge Certificates: Discharging certificates of oil cargo 
loaded from Kuwait and neutral zone ports are to be sent to vessels’ 
local Agent immediately, duly attested by Customs authorities and 
Arab Consulate covering full quantity as per Bill of Lading. 

If a vessel, which has not submitted the certificate for the previous 
voyage, calls for the second time, she will be allowed to load and sail 
only after paying a cash deposit of KD 2,000. 

In order to avoid delay in berthing, loading and outward clearance 
for vessels, all owners must give instructions to Agent at discharging 
ports to forward relevant cargo discharge certificates to Agent at 
loading ports without delay. 


PILOTAGE: Vessels should arrive with sufficient clean ballast for 
safe manoeuvring under prevailing weather conditions. Under certain 
conditions the Pilot, after consulting the Harbour Master, may 
require additional ballast to be run in before berthing. 

All berthing, unberthing and manoeuvring of vessels within the 
port limits, restricted area and prohibited anchorage must be done 
under the supervision of a KOC Pilot. 

It is the duty of the Master to inform the Pilot of any special con- 
ditions, difficulties, or peculiarities whatsoever pertaining to his 
vessel which might impose hazards in connections with the handling, 
mooring, unmooring, loading or discharging of the vessel. 


ANCHORAGES: The suggested anchorages in the port of Mina- 
al- Ahmadi have been laid out to facilitate shipping in general. These 
anchorage areas are outside of the port limits and clear of the pro- 
hibited anchorage and restricted areas. Depths in the anchorages 
range from 10 to 15 fathoms, the seabed is of sand and soft coral with 
mud patches and affords good holding ground. 

Incoming vessels are assigned berths by the Harbour Master in 
accordance with time of arrival, type of cargo required, size of vessel 
and loaded draft. Endeavour is made to berth vessels on arrival and 
Masters will be advised prior to arrival of the pier at which they will 
berth. If a berth is not available, vessels will be requested to anchor 
in one of the three anchorages as follows: 

1. To the North-east of the Sea Island and outside of the restricted 
area. 

2. To the East of the North Pier, outside of the port limits and to the 
North of the prohibited anchorage. 

3. Tothe East of the South Pier, outside of the portlimits and between 
the Southern limit of the prohibited anchorage and the Northern 
port limit of Shuaiba Port. 

To the East of the port limits exists a prohibited anchorage and a 
restricted area which embraces the Sea Island and submarine-feeder 


pipe-lines. 
Positions of these areas are: 

29° 05’ 00” N. 29° 05’ 00" N. 

Prohibited anchorage be ne a 5 4 ~ Me pe cs 

48° 11’ 30” E. 48° 15’ 00” E. 

29° 05’ 00” N. 29° 05’ 00” N. 

; 48° 15°00" E. to 48° 20’ 00’ E. 
Restricted area 99° 09’ 00” N. 29° 09’ 00" N. 

48° 15’ 00” E. 48° 20’ 00” E. 


HEALTH: 

Vessels calling at Mina-al-Ahmadi are requested to radio the 
following information to ‘Health Minahmadi Port": 

(1) Name of vessel 

(2) Last port of call 

(3) Health condition of crew 

(4) Validity of Smallpox and Cholera Certificates 

(5) Request for Free Pratique 

Free pratique will be considered at the discretion of the Quarantine 
Officer, and vessels must hoist the yellow flag unless they are 
informed by Agent or Harbour Control that free pratique has been 
granted. 


Regulations. 

(i) All vessels must exhibit quarantine signals until quarantine 
formalities are completed or free pratique granted. By day, 
International Code Flag “Q"; by night, red light over white 
light. No person other than the Pilot is allowed to board any 
vessel either alongside pier or at anchorage until pratique 
has been granted. 

(ii) Valid smallpox Vaccination Certificates for all crew members 
and passengers are required. Valid Cholera Certificates will 
be required from travellers coming from infected areas with 
the exception of children under one year. 

(iii) Ratguards must be fitted to all moorings - this is being 
rigidly enforced. 

(iv) Maritime Declaration of Health Form (supplied by boarding 
quarantine officer) to be completed. 

(v) One copy of Crew List containing dates of vaccination and 
inoculation is required. 

(vi) International Certificates of Vaccination and Inoculation to 
be available for inspection if required. 

(vii) Details of air-conditioning available in vessel (form supplied 
by boarding officer). 

(viii) A valid Deratisation Certificate must be produced. Facilities 
are available locally for renewal. 


RADIO: 

1. Station: All radio communications to the Company should be 
quoted in Greenwich Mean Time and should be routed through 
Kuwait Coast Station 9KK, details of which are given below: 
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412G Al Kuwait (9KK) 29° 10’ 09" N. 47° 45’ 42” E. 


Frequency Hours 
(9KK) 430,* 450, 500 A1,A2 2kW. 0300-2100 
(9KK2) 4,287 1 0:75 kW. On request 
(9KK3) 6,370 Al 0-75 kW. On request 
(9KK4) 8,525 Al 0-75 kW. 0300-2100 
(9KK5) 12,895 Al 0-75 kW. 0300-2100 
2,182, 2,200, 2,750 A3 0-1 kW. 0300-2100 


* On request. 


Procedure: Transmits traffic lists on 450 kc/s. each even hour; 
8,525 and 12,895 kc/s. each odd hour plus 35, listens for 30 mins. 
thereafter: 2,750 kc/s. each odd hour plus 05. 

2. ETA: 96 hours before arrival Masters should transmit to Kuoco 
through Al Kuwait Radio (9KK) the following information required 
by Kuwait Oil Company. 

1. ETA. 

2. Cargo ana Bunkers required. 

3. Notice of any repairs which may immobilise vessel. 

4. Any special requirements regarding cargo documents. 

5. Max. loading rate and ballast discharge time, special loading 

instructions if any. 

The ETA should be confirmed 24 hours before arrival. The Master 
should also provide Agent with following information prior to arrival: 

ETA 


. Last port of call. 

. Any sickness on board. 

. Number of crew members unprotected against smallpox. 
. Number of crew to see doctor or dentist. 

. All requirements - provisions, supplies, lubricating oils, 
repairs, stores, machinery for landing, crew repatriation, etc. 
3. Radio Beacon: A low power radio beacon call sign “9KU" fre- 
quency 312°6 kc/s. is situated at Lat. 29° 04’ 13-4” N. Long. 48° 08’ 27-5” 
E. Code transmissions are repeated every 20 minutes commencing 
on the hour throughout the 24 hours as follows: 9KU repeated 3 times 
for a period of 20 seconds followed by a dash for 20 seconds alter- 

natively for a whole period of two minutes. 

VHF: A short range VHF radio telephone Port Control system is in 
Operation and continuous watch is maintained on International 
Channel 16. Port Working Channels are: 


OnPwna 


Channel Function 
11 General Port Working 
12 Pilot and Tugs North/South Pier/Sea Island 
13 Sea Island Loading 
14 Pilot and Tugs North/South Pier/Sea Island 
26 Public Correspondence 
27 


Vessels bound for Mina-al-Ahmadi should contact Port Control 
calling “Mina South Pier signal" on Channel 16 a few hours before 
arrival. 

N.B. As Channel 16 is reserved for Calling, Safety and Emergency, 
vessels should refrain from using this channel unnecessarily. 


NOTICE OF READINESS:(a) Vesse/s Berthing Direct from Sea: 
The vessel will be advised by VHF or signal lamp. “Berthing on 
arrival" and the ‘‘Notice of readiness time” will be taken as the time 
the Pilot boards the vessel. 

(b) Vessels Anchoring and Awaiting Berth: When a berth is not 
available, or in the absence of any communication from the shore 
the time of NOR is taken as the time the vessel anchors in the roads. 
Time of anchoring, together with position relative to South Pier 
Control, should be advised to the Harbour Master by VHF or through 
9KK as soon as possible. All vessels at anchor are required to be 
ready to berth on receipt of one hour's notice from the shore; this 
notice will be given by VHF or lamp and vessels should ensure an 
efficient watch is maintained to receive this notice. 

(c) Cancellation of NOR: \f after receiving one hour's notice avessel 
is not ready to berth when Pilot boards, at the expiry of that notice 
the original NOR will be cancelled and the Pilot withdrawn. The new 
NOR will be the time the vessel indicates to the shore that she has 
rectified the defect that originally prevented her from berthing. As 
vessels are normally berthed in strict order to NOR time a vessel 
could lose considerable time through not being ready, and Masters 
should ensure that delays of this nature do not occur. 

TUGS: KOC maintain six diesel tugs for port use. Four of 1,500 h.p. 
with a bollard pull of 24 tons, and two of 2,500 h.p. with a bollard pull 
of 30 tons. Four tugs normally maintained on duty at all times. Hire 
charges for the services of Pilots, tugs and rope launches are 
covered by comprehensive port charges. Under normal operating 
conditions, no tug or other craft will come alongside the vessel 
before the Pilot boards; ship's personnel must not signal for tugs 
or other boats to come alongside. 

MOORINGS: Whenat berth, vessels must be moored to entire satis- 
faction of Pilot. Vessels must be ready at all times to put out extra 
moorings as requested by pier personnel or dictated by weather 
changes. 

Mina-al-Ahmadi is subject to sudden fierce squalls; winds of 
70 knots have been recorded, therefore vessel's mooring lines must 
be checked frequently to prevent excessive movement of vessel in 
berth. Experience has shown that wholly synthetic moorings have 
too much elasticity and allow vessel to range or drift away from the 
berth during periods of adverse weather. Whilst these moorings are 
acceptable as head/stern ropes, it is felt that the ideal breast moor- 
ings should be of wire or a wire rope combination with the end being 
sent ashore fitted with a synthetic pennant or tail. This type of 
mooring provides the necessary elasticity while still being able to 
hold the vessel in position. All vessels moored with automatic 
tension winches must set the manual brakes on these winches. 
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BERTHING: Vessels can berth any time of the day and nip 
Berths are allocated depending on shipping position and gj 
vessel and the berthing position is advised by VHF. All vessels ny 
establish contact with Signal Station or Sea Island Contro| 
anchoring to ascertain position indicating the NOR time. Vv 
should remain at one hour notice for berthing at all times » 
maintain an efficient watch on VHF. 

There are two piers, 6 buoy moorings (seaberths) and a Sea| 
South Pier. The South Pieris connected to the shore by an ap 
trestle, this trestle leaves the shore in position 29° 04’ North, 48° qw: 
and runs seaward in an 071° 26’ direction for a distance of 4,20) 
(1,280 m.). The “T" head is formed by the oil pier running Northway 

in a 341° 26’ direction for 2,805 ft. (655 m.) and the general 

pier running southwards in a 174° 26’ direction for 1,076 ft. (3285 
The pier is a steel piled structure with a wooden deck, 264 ft. 
LWOST. The South Pier has 6 oil-loading berths, plus 2 
which can be used for general cargo or L.P.G. loading; detajs, 
these berths are as follows: 


Limiting Depths and Berth Lengths 


Berth Depth at LWOST ~==Nominal length 
1 48 ft. 660 ft. 
2 arena 675 ,, 
3 ate”; 705,, 
4 HF 765 ,, 
5 414 ,, 765 ,, 
6 433 ,, 705 ,, 
9 44, 615 ,, 
10 49, 1,050 ,, 


All berths except Nos. 1 and 10 are equipped with 10 in, ca 
lines and 8 in. bunker lines. No. 1 and 10 berths are equipped) 
loading LPG each comprising a 16 in. loading line and a 10 in. vape 
return line and a 6 in. circulating line. No. 9 is only equipped) 
bunkers and dry cargo. 

North Pier. The North Pier is situated 3-5 nautical miles North; 
the South Pier and connected to the shore by an approach tres 
which runs seaward from 29° 07’ 04” N. 48° 08’ 10” E. in a direction: 
071° for a distance of 4,754 ft. (1,449 m.); the head is formed bys 
oil pier which runs Northward in a direction of 341° for a distance, 
2,304 ft. (702 m.). The pier is a steel piled structure with a woo 
deck, 20 ft. above LWOST. The North Pier has 4 oil-loading bet 
details of which are: 


Limiting Depths and Berth Lengths 


Berth Depth at LWOST Nominal length 
11 59 ft. 1,008 ft. 
12 58. 1,296 ,, 
15 1 ba 792 ,, 
16 5 A 740 ,, 


Berths 11 and 12 each have 4x 12 in. cargo hoses, 1 x 12 in. Chits 
arm for naphtha loading and 2 8in. bunker huses. Berths 15 ant! 
each have a Chiksan loading unit consisting of 412 in. cargoam 
and 2x8 in. bunker arms. To facilitate the connecting of hosest 
Berths 11 and 12, North Pier vessels are requested to retain suffice 
ballast so that their manifold height above zero ft. tide does 
exceed 60 ft. 

Sea Island Terminal. The loading platform of this new termina: 
located in position 29° 06’ 48” N. 48° 17’ 29” E., approximately’ 
miles East of the North and South Piers. This terminal is ast 
piled structure in 94 ft. of water (L.WOST). It consists primar! 
a central loading platform with control tower, six mooring andf 
breasting dolphins, all interconnected by catwalks. The termit 
which lies in 330°-150° direction, is some 1,620 ft. in length. ? 
height above datum of the loading platform is 44 ft. 

Control Room on this terminal is about 90 ft. above water leit 

Two vessels can berth at the same time but loading is poss? 
one at a time, and the crude oil is fed by a 48” and heavy fue! 
bunkers by a 20” submarine pipe lines from shore. Navigatio® 
lighted buoys lettered A, B and C have been installed to mart® 
run of these pipelines. Other than heavy fuel oil no other bunit 
available. Light fuel, marine diesel are not available at the Sea|s# 
Terminal. Therefore vessels berthing at Sea Island requiring !¥ 
fuel oil and marine diesel should inform Sea Island Control p* 
berthing to avoid any possibility of delays. Sea Island berths # 
fitted with 4x 16” cargo lines and 212° bunker lines. 

Sea Berths: These berths are no longer in use and the buoys® 
moorings have been withdrawn. 

Manifold Loading Connection Sizes. North Pier cargo flanges® 
12 in. and bunker flanges 8 in. standard 1504+ASA. South Pier ce? 
flanges are 10 in. and bunker flanges 8 in. standard 1504+ASA.9 
Island Terminal cargo flanges are 16 in. and bunker flanges !2! 
standard 1504+ASA. 

Reducers. All vessels using the port of Mina-al-Ahmadi, sh 
be equipped with reducing spools to fit these loading connecti® 
These fittings should be in place prior to berthing to help ex 
the vessel's turn-around time. 

Slops. A 6in. slop-line is available on all berths on North and So 
Piers for reception of slops. For first 3 hours use of this facil 
free, for each additional hour or part thereof, a charge is madé. 
ception of slops is necessarily slow and a vessel may be con 
ably delayed in having to pump slops ashore. Vessels are th 
expected to arrive with clean ballast and Masters are asked to 
that all tanks and lines have been thoroughly washed unless “# 
on top" techniques are being operated. 
CRUDE/PRODUCT LOADING RATES: The following be 
shows the crude products available at each berth and the 
loading rates: 


_ 


Nominal Maximum 
C Available at berths tons perhr. potential 

il Sea Island 20 and 21 15,000 

de Oil 11, 12, 15 and 16 7,200 12,000 

ude Oil 2,4and5 3,800 7,000 

Crude Oil 3 and 6 3,200 5,000 

Crude Oil 1112, 15 and 16 Sn00 = 

| Oil ' ’ an , 
ev at Oil 4,5and6 ae 
| Oil 3 X 

pw real Oil 1, 2,9 and 10 500 
nt Fuel Oil 11, 12, 15 and 16 600 
Light Fuel Oil 3, 4,5 and 6 1,100 
ight Fuel Oil 1, 2,9 and 10 500 
Admiralty F 3, 4, 5 and 6 1,200 
Diesel Oil 11, 12, 15 and 16 250 
Diesel Oil 1, 2,3, 4,5 and 6 500 
Diesel Oil 9 and 10 250 
Gas Oil 1,3, 4,5 and 6 1,500 
KLD 1,2 and 4, 11 & 12 1,400 
PPO 1 and 300 
KNG 1,2and 4,11 & 12 1,400 
Bulk LPG 1 and 10 1,000 


Note: All blended cargoes containing crude oil as one of the 
components can be loaded at any berth. I 
FUEL: Heavy, light and diesel fuel can be supplied on all berths 
axcept the Sea Island, where only heavy fuel is available. Approx. 


Specifications: 


API Viscosity Sulphur content 
Heavy Fuel 15-2-15°8 2,900-3,400 4-0 or less 
Light Fuel 19-0-20:0 600 3-5 or less 
Diesel Fuel 35:5-36°5 36 1:5 or less 


LUBRICATING OILS: The stock of marine products of BP, Shell 
and Gulf Oil are maintained at Mina-al-Ahmadi and requests indi- 
cating the quantities are to be made in advance. All drums are to be 
handled during deballasting or before loading. Vessels will not be 
allowed to load more than 9 drums after loading unless under special 
circumstances and depending on shipping congestion. No bulk 
luboil delivery service available in Kuwait. 

DRY CARGOES: Dry cargo vessels will either discharge into 
lighters in the anchorage or alongside South Pier at berths No. 9 
or No. 10, subject availability of berths. 

Cargo Cranes. Portal cranes of 5 tons capacity on berths 9 and 10, 
alsoa stiff-leg derrick with a lift of 54 tons on berth No. 10A. However, 
vessels are expected to have their own cargo equipment ready for 
use in case this gear is required. 

Explosives. Cargo vessels carrying explosives are not allowed 
alongside piers. 

Barges. Company barges available for usein discharging dangerous 
cargoes or other cargo in the anchorage. 

Stevedores. Agents will arrange stevedores to work cargo whilst 
KOC will provide launch, barge and shore labour. 

MEDICAL: Patients will normally be treated at State Quarantine 
Clinic, where doctors are on duty between 0800-1200 hours and 1500- 
2000 hours daily. In emergencies doctors are available any time. 
Patients requiring hospital treatment will be transported by Agents 
to either KOC hospital in Ahmadi or to State hospital in Kuwait. 
Dental treatment can be arranged by Agents. 

FRESH WATER: Fresh water is not normally available except in 
emergency cases but in the summer it will be difficult to obtain. 
However, vessels must send in their requirements well in advance 
to ascertain possibility of supply from Shuwaikh anchorage. This 
will be subject to draft restrictions, deviation, delay depending on 
availability of suitable barges and previous port commitments to 
other shipping and additional port charges. 

DEEP WATER DEPARTURE CHANNEL: A comprehensive 
survey was carried out to determine the route of the departure 
channel for the larger and deep draft vessels leaving the port of 
Mina-al-Ahmadi in a loaded condition. This channel is some 28 miles 
in length; it extends from the Sea Island Terminal to Madaira Reef 
and is marked by 21 light buoys and 2 light beacons, one established 
on Taylor Rock and the other on Madaira Reef. In addition to the 
above aids, Madaira Reef Light Vessel has been re-positioned further 
‘othe East and renamed Ahmadi to act as a fairway mark. Water 
depth in the departure channel is from 91 ft. to 100 ft. and above. 
Two shallow patches, one is about 9 miles from Sea Island with a 
minimum 91 ft. and the second is 14 miles from Sea Island with 
Pi. minimum water. Vessels which by reason of their draft are con- 
ned to this deep water channel and consequently hampered in 
‘heir freedom to manoeuvre, will exhibit the following signals: 

(i) By day. A black cylinder 4 ft. long by 2 ft. in diameter exhibited 

_. Where it can best be seen. 

(ii 8y night. Four red lights vertically disposed spaced 3 ft. apart 
with an all round visibility of 4 miles exhibited where they can 
best be seen. 

The exhibition of these signals in no way absolves any vessel from 
Int ng all appropriate action to avoid collision as required by the 
he Rules and Regulations for Preventing Collisions at Sea, 
uk 4 deep draft vessel is in doubt that an approaching vessel is 
tut nd her sufficient room to manoeuvre she should indicate 
isan by giving at least five short and rapid blasts on her 
eaeisels having less draft should when able to do so give way to 
Senne exhibiting and sounding these signals and indicate this 

st 1on by giving one short blast followed immediately by one long 
Mother the whistle. Normal sound signals for vessels in sight of 

€r should then follow. 
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Anchoring and fishing are forbidden within the deep water 
departure channel. 

The departure channel is marked by the following buoys and 
beacons: 


Port 
Star- 
board/ Vis. 
Number/ Position middle (0-85) 
letter dune N/lat. E/long. Character ground (miles) 
uoy 
1 200/3L 28°57°33" 48°46'18" QK.FL.W Ss 6-2 
2 » 28° 56°23" 48° 4604" —s IQFILR P 40 
3 é 28° 57°23" 48° 4152”, FL.W.10 Ss 74 
4 iy 28°56'41” 48°41'12” FL.R.10 P 46 
5 ai 28° 58’ 23" 48°39'00" FL.W.5 Ss 72 
6 " 28° 57’ 38” 48°37'49" FL.R.5 P 44 
7 rh 29° 00'54” 48°32'59" FL.W.10 S 7-4 
8 a 29°00'09" 48°32'31” FL.R.10 P 46 
9 is 29° 00'38" 48°31'07" FL.W.5 Ss 72 
10 a 29°00'27" 48°31'53” IQFI.R P 40 
11 " 29°01'20" 48°28'52” FL.W.10 Ss 74 
12 ii 29° 00'22”  48°31'27” FL.R.5 P 44 
13 - 29° 02'18" 48°25'34" FL.W.5 Ss 72 
14 » 29° 00°13" = 48° 30'51” Gp. F.L.(3) PP 43 
. 10 
15 6 29°05'27" 48°21°25" QK.FL.W Ss 6-2 
16 a 29°01'40" 48°26'38" IQFI.R P 40 
18 yy 29°01'46" 48°25°44” FL.R.5 P 4-4 
20 a 29°01'53” 48°24'50" Gp.FL.(3) P 43 
10 
22 = 29° 03°18" 48° 22'53" FL.R.5 P 44 
24 % 29°05'05" 48°20'26" FL.R.15 P 4-75 
26 - 29°05'50" 48°19°15” IQFI.R. P 40 
A ti 29° 05'38" 48°11'30" QK.FL.R MG 36 
B x6 29°05'59" 48° 1315" QK.FL.W st 62 
Cc a 29°06'21" 48°15°00" QK.FL.R. * 3-6 
be jal Beacon 29°01'20" 48°34'33” IQFI.W — 7:3 
oc 
eeeae Beacon 28°56'03" 48°46'22” FL.R.5. — 11-2 
ee 
Ahmadi Light 28°56'00" 48°53'00" FL.12Sec.40Ft. 11-0 


vessel 
CUSTOMS: Customs officials will board vessels to inspect log 
books to ascertain violation of Israeli Boycott Rules and seal the 
liquor bond during stay in berth. An accurate list of alcoholic drinks 
in Bonded Store only is to be presented to the officials sealing the 
bond and the seal is not to be broken until vessel leaves the port. 

(i) Personal effects mainly required for personal use and not for 
re-sale or purpose of commercial gain are allowed free of 
duty. However, all other goods are subject toa4% ad valorem 
duty (CIF value). Suppliers invoices and Certificate of Origin 
are required for clearance. 

(ii) Importation and the sale of alcoholic beverages is strictly 
prohibited. 

(iii) All goods for landing from tankers must be declared to board- 
ing Customs Officer and necessary documentation completed. 

(iv) Israeli goods, goods made by companies having interest or 
branches in Israel, Israeli vessels and vessels trading with 
Israel are boycotted and not allowed entry into Kuwait. 

IMMIGRATION: 

(i) Nationals of all friendly countries normally allowed to land. 
Israelis forbidden entry into Kuwait. 

(ii) Transit visas should be obtained from Kuwait Embassies and 
Consulates abroad. However, in emergencies entry visas can 
be arranged at airport. 

(iii) Transit passengers having valid connecting airline ticket to 
next port are allowed to land without visas up to 24 hours, 
extendable to 48 hours if required. 

(iv) Seamen of all friendly countries normally allowed to land in 
transit to join vessels, without visas but on Agents guarantee. 
Advance information regarding names, nationalities, age, sex, 
etc. is required by Agents in order to facilitate reception and 
immigration clearance. N.B. Thursdays and Fridays are 
Company holidays. 

(v) Seamen allowed to land for hospitalisation, repatriation, 
transfer, etc., on a written undertaking that all expenses are 
met by Agents on behalf of Owners. 

(vi) Passports must be valid for Kuwait for citizens of all countries. 
Stateless persons are required to have a visa before arrival 
in Kuwait. 

CONSULS: Most friendly countries maintain Embassies or Con- 
sulates in Kuwait Town. 

TIME: Kuwait State bases local time on the 45th meridian (GMT 
plus 3 hours). This time is in force the whole year. 

SERVICES: To avoid delay ail vessels advised to cable Agent of 
all their requirements in advance, giving full details: 

Repairs 

(a) Ship Repair. All running repairs are undertaken through local 
contractors. 

(6) Radar/Radio and Electronic Equipment. Maintenance service of 
this equipment is available through KOTC whose engineers/ 
technicians are available for service on request. 

Supplies. Supply of chemicals, paints, spare parts and provisions 

are available through local Agents. 

Laundry. Laundry service is available on advance notice. 

Oil Inspection. E. W. Saybolt & Co. maintain an independent 

inspection service. 
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Seamen Centre. This service is now centred only on South Pier, 
open to visiting seamen from 0700-2200 hours daily. Film exchange 
facilities are available at the South Pier. 

Classification Societies. Lloyds Register of Shipping has a Resident 
Surveyor in Kuwait and maintains an office with Kuwait Maritime & 
Mercantile Co., who attend marine and non-marine work. Other 
societies have non-exclusive surveyors and their services can be 
obtained through KOTC. 

Divers. Divers services are available, including underwater hull 
cleaning service, through KOTC. 

SHORE LEAVE: Ship's personnel and passengers not permitted 
ashore for any purpose whatsoever until pratique granted. All shore 
leave is contingent upon compliance with quarantine regulations and, 
under limited conditions and hours, shore leave may be granted. 
Masters should consult Agents to obtain the necessary passes. 
REGULATIONS: 

(a) Local laws. The laws of Kuwait are in force at the port of Mina- 
al-Ahmadi. Masters and crew members are advised for their own 
protection to abide by them. Comprehensive regulations governing 
the use of the port are promulgated in Law No. 21 of 1961. Masters of 
visiting vessels should acquaint themselves with this law. 

(6) Pollution. The State of Kuwait has stringent laws in force 
concerning the pollution of the sea by oil. The following are two 
amended paragraphs of this law: 

Paragraph 1, Art. 4. “A person responsible for any pollution as 
described in Articles 1 and 2 shall be punished by a fine of not less 
than one thousand and five hundred and not more than six thousand 
Dinars. In the event of his committing a similar crime within a period 
of one year from the date of his conviction, such a person shall be 
punished by a fine of not less than three thousand and not more 
than six thousand Kuwaiti Dinars, and in the event of his committing 
yet another crime within a year from this last conviction he shall be 
punished by a fine of six thousand Kuwaiti Dinars”. 

Paragraph 3, Art. 6. ‘‘The person responsible for pollution may 
suspend the detention order against the ship on payment, as a cash 
guarantee, of six thousand Kuwaiti Dinars to the official entrusted 
with the execution of such order.” 

(c) Certificates. All vessels must comply with International Safety 
Regulations and ensure that ship's certificates, i.e. Safety Radio, 
Safety Equipment and Load Line are valid. Facilities are available for 
renewal or extension providing proper notice is given. At least 48 
hours should be allowed exc/uding Thursday, Fridays or other local 
holidays. 

(d) Load Line Regulations are strictly enforced, vessels overloaded 
will not be allowed to sail and subject to lengthy delay awaiting 
suitable facilities for pumping ashore. No facilities for pumping 
cargo ashore from Sea Island are available. 

(e) A Cargo Discharge Certificate for cargo loaded from Kuwait 
each voyage is to be presented to the Customs and Ports in Kuwait 
through the agents within 4 months from sailing and these certifi- 
cates are to be signed and stamped by local Customs officials and 
authenticated by an Arab Embassy or Consulate in the country of 
discharge. 

PORT TAX: New tax introduced by the State of Kuwait at the rate 
of 45.25 fils (KD. 0.4525) calculated on ship's grt, and outward 
clearance is subject to payment of their dues before departure. 

Declaration of grt. and nrt. details essential to avoid overcharge. 

Early Departure Procedure: 

EDP Cargo Documentation System is offered to all ships. Those 
vessels not accepting this system of documentation are unberthed 
to anchorage to await documentation and therefore subject to delay 
in sailing until documents are ready and delivered on board by 
launch. Weather conditions may prolong such delays on occasions. 


AGENT: For all tankers loading/discharging or sundry errands on 
a sole agency basis. Address: Kuwait Oil Tanker S.A.K. (Agency 
Branch), P.O. Box Fahaheel No. 7055, Kuwait. Telex: 4201, 4202. A/B 
MINATANK KWT. Tel. 911753/5; 911758/9; 911811. Cables: ‘‘Minatank 
Kuwait.” 

KOTC Agency is also connected with direct short range telephone 
VHF system and continuous watch is maintained on Channel 16. 
Working channels are and can be reached by calling “Minatank". 
Channel 16, calling only. Channel 26, Agency working. Channel 27, 
Agency working. 


MINA SAUD: 28.45 N. 48.24E (See Plan) 


LOCATION: Mina Saud located just South of Ras Az Zaur approxi- 
mately 24 miles 244° from Madaira Light Vessel. Terminal connected 
to field and production centre at Wafra, 31 miles to NW, by 16-in, 
and 10-in. oil pipe-lines, and 8-in. gas line. 

The most conspicuous object at the terminal is the refinery flare, 
in position 28° 44’ 13” N. 48° 23’ 19” E. Other objects conspicuous to 
the navigator are: Northern Radio Mast, Lat. 28° 44° 32” N. Long. 
48° 23’ 38” E. surmounted by a fixed red light at night; Az Zaur 
Beacon 28° 44’ 28” N. 48° 23’ 40” E. a 30 ft. high frame exhibiting flash 
every 5 seconds. 

OPERATORS: Mina Saud Marine Terminal operated by Getty 
Oil Company (hereinafter referred to as the Company) seven days a 
week. Weather and other circumstances permitting, ships will be 
loaded, moored and unmoored at all hours of the day. Company 
representatives available at all times to discuss with Master any 
problems affecting vessel turnaround. 

FLAG: All vessels required to fly Kuwait flag at foremast during 
daylight hours. Flags may be obtained from Agents. 
APPROACHES: Vessels on passage direct to Mina Saud up 
Gulf should pass about one mile South of Madaira Reef light-vessel, 
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thence make good a course of 242° to an anchorage off Mina Say 
9 fathoms. 
DOCUMENTS: 

Ship's Manifest. 

Bill of Health. 

Crew List. 

Clearance from Last Port. 

Passengers Manifest, if any. 

Store List. 

Bonded Store List. 

Agents are responsible for presentation of oil discharging Cer 
cate to Customs authorities as guaranteed by them. All car 
charge certificates duly attested by Arab Consulate to be Sent tos 
Agents directly. 

Cargo documentation carried out by Terminal. Masters will Ore 

assist Terminal Staff by prompt provision of ship's tank ullages, 
completion of loading. 
PILOTAGE: Vessels boarded by Mooring Master either On, 
proach or at anchorage. Mooring Masters are Licensed Mas: 
Foreign Going. They act in an advisory capacity to Master and ty 
expert knowledge of local conditions. 

Mooring Master will pilot the vessel into the berth, supervises 
mooring and unmooring, and advise Master with respeq, 
connecting and disconnecting submarine hose. A ship's @ 
officer must be on the bridge at all times while ship is manoeuy 
and deck officer must direct ship's crew in all hose handling. Dy 
loading operations Mooring Master will act as Company's reprey 
tative. 

ANCHORAGE: Centre of anchorage area recommended } 
position 090° from Flare 4-3 miles, which has good holding gro 
with mud and sand bottom. 

Prohibited anchorage area defined as follows: beginning, 
Pn flare 060° 3.5’ thence 180° 1.75’ thence 270° 3.0’ to refie 

are. 

WEATHER: In summer months of June, July and August ligt) 
moderate Northerly and North-westerly winds are general rule 
Mina Saud. Occasional strong N.W. winds of force 5/6 Beas 
scale. Strength and duration governed by strength of S.W. mons» 
blowing outside Gulf. 

During autumn and early winter months fine weather is geneg 
experienced associated with moderate N.E. monsoon preva 
outside Gulf. Occasional ‘Shamals’ (N.W. winds) occur. 

In late winter period and spring, strong S.E. winds with moder: 
heavy seas frequently experienced at Mina Saud. These are du 
approach of low pressure systems from Atlantic and Mediterran 
Sea spreading Eastwards across Levant and Iraq. 

TIDES: Tide cycle is combination of diurnal and semi-diurnalté 
giving a higher High, Lower High, Higher Low and Lower Low wat 
during a 24 hour period. 

Range of tide is average 9 feet at Springs and 5 feet at Neaps 

Commencement of ebb stream (direction 190°) after Higher Hy 
water may be taken as 1 hour and 20 minutes before predicted tim 
Higher High water at Mina-al-Ahmadi published in Admiralty Ts 
Tables. Chart datum and zero of Predictions at Mina Al Ahmadi 
been transferred to Mina Saud Tide Gauge datum. 

Main direction of flood and ebb streams 010° and 190° is extrem 
variable between Lower High Water and Higher Low Water pers 
Average direction during this period about 045°. 

Tides subject to meteorological conditions and may be affectet’ 
height by plus or minus 2 feet. Times of High and Low water maj! 
considerably affected. 

The Mooring Masters have access to information from the Mat 
Meterological Station at Mina Saud. 

MAX. SIZE: See “Berthing”. 
HEALTH: Vessels calling at Mina Saud requested send follow 
information to “Health Shuaiba Port": 

(1) Name of vessel 

(2) Last port of call 

(3) Health condition of crew 

(4) Validity of Smallpox and Cholera Certificates. 

(5) Request for Free Pratique. 

Free pratique will be considered at the discretion of the Qua® 
tine Officer and vessel must hoist the yellow flag unless inform 
by Agent or Harbour Control that free pratique has been granit 
RADIO: W/T messages routed via Kuwait Radio, call sign 9KKF 
500 kHz. Kuwait Radio transmits traffic lists on 450 kHz at 25 minv® 
past every even hour and on 8525 kHz and 12895 kHz at 35 minv# 
past every odd hour. 

Radio-telephone service also maintained by Mina Saud Ra 
from 0400 to 2000 GMT on following frequencies: 

Listening watch on 2182 kHz, working frequency 2582 kHz. Aé 
tional voice communications Channels 2192, 2638 and 2738 kHz. 

VHF Service maintained by Mina Saud Marine. Listening? 
Channel 16 (156:8 mHz) working channels 10, 13, 14 and 22. Opera 
hours: 0730 to 1130 and 1300 to 1630 local time. , 

Masters are requested to advise ETA 72 hours before a™ 
Mina Saud, and to confirm this when 24 hours distant from the 

It will assist if the following information is passed to Getty® 
Mina Saud before vessel's arrival at ETA Mina Saud: 

Bunker fuel and cargo requirements in long tons or U.S. bart 

at 60° F. 

Confirmation that only clean ballast is to be discharged. 

Details of any cases or suspected cases of infectious diseases® 

board during the last four weeks. 

ETA should be confirmed 24 hours before arrival. 

When berthed at Mina Saud contact with the shore is maintal® 
by VHF R/T portable units supplied by the Company. Both 
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mains operated sets are provided to meet all emergencies. 


: None. 
TGS NESS: Notice of Readiness will be accepted by Company 
ithin terms of Charter Party or Contract when known, otherwise 
wing ordinary business hours, which shall be between 0700 and 
local time except on Fridays and Public Holidays. 
ime to commence six hours after time of acceptance or upon 
mmencement of loading, whichever occurs first, except that when 
ba of Readiness received before 1600 local time the six hours 
val be continuous, but if received after 1600 then such six hours 
. daylight hours, daylight hours for such purpose being be- 
shal oe and 1800 local time 

he giving Notice of Readiness, vessel delayed in getting into 
perth orin loading, such delay shall not count as used laytime unless 
delay shall be due to default of Company. On completion of loading, 
laytime shall cease upon disconnecting cargo hoses. 

Should Company Mooring Master be handed a Notice of Readi- 
ness out of business hours and before commencement of loading 
ne will note it as “Received” at that time, for acceptance by the Com- 
pany at earliest recommencement of business hours, or at time of 
commencement of loading, whichever shall be first. . 

{Notice of Readiness given after latest accepted nominated lifting 
date, laytime shall not commence before commencement of loading. 
BALLAST: Vessels must have enough clean ballast to permit safe 
manoeuvring under any conditions. No shore tanks for disposal of 

last. 

ane Master will advise when ballast discharge may com- 
mence. Inspection of ship's tanks for suitability to receive cargo 
carried out by Mooring Master or by qualified petroleum inspectors 
{ required. 

GEAR: For handling 12 in. and 10 in. strings of hoses ship's derrick 
should have a minimum safe working load of at least 5 tons. Out- 
reach overside should be at least 5 ft. 

Two lengths of 3in. or 3.5in. circumference good quality manilla 
rope each of 50 fathoms in length should be available for use as guys 
to lead forward and aft for north and south flexible hoses. 

Reducers should be available for connection of hoses to ship's 
manifold and to ship's bunker line connection. 

Company provides snub lines of manilla and wire rope for hanging 
off hoses. 

in the event that ship's derrick gear is inadequate for loads re- 

quired, a work barge can be made available. Charge for this barge, 
including positioning and personnel, is equivalent of 150 U.S. Dol- 
lars per hour (approx.). 
BERTHING: There are two loading berths with conventional sealine 
mooring which are connected by a common 20 in. submarine line 
for cargo and a separate 12 in. submarine line for bunker fuel. 
Each berth has one 12 in. and 10 in. cargo hose, and 8 in. hose for 
bunkers, 

The outer berth, 073°-2:6 miles from refinery flare, is equipped to 
take vessels of up to 120,000 tons dwt or larger if part loaded and has 
aminimum depth of 55 ft. at the lowest low water. Maximum draft 
allowed is 52 ft. at LLW. 

The inner berths, 073°-2-0 miles from refinery flare, has a minimum 
depth of 44 ft. at lowest low water and can accommodate vessels up 
to 800 ft. in length. Maximum draft allowed is 41 ft. at LLW. 

Oil cannot be pumped from ship to shore under existing arrange- 
ments. 

MOORING: (a) Port is an open roadstead and ships must be pre- 
pared to use main engines, unmoor and leave at any time. 

(6) Mooring and unmooring carried out during day or night, as 
required. Except mooring at Berth 1, during daylight only. 
geeeale moored to ebb tide stream at both inner and outer 
erths. 

(0) At outer berth latest resilient type mooring method is employed. 

Resilience in mooring achieved by weight of clump anchor and 
catenary of chain cable. A quick release hook of 65 tons capacity 
connects ship's ropes to the buoy. 

(¢) Both port and starboard anchors should be lowered clear of 
hawse pipes and ready for instant letting-go from brakes. 

Ps myenn established to mark starboard and port anchor drop- 

INg positions, 

(f) Six good quality natural or synthetic ropes should be flaked 
feady for running from the stern. After anchoring, as vessel pro- 
ceeds astern in Berth, quarter lines are run by Company launch and 
Secured to quick release hooks on quarter buoys. 5 in. circumfer- 
*nce steel wire rope are run to ship from mooring buoys. 

) When securely moored in correct position for handling hoses, 
®ach anchor should have about 8 shackles out and it is advisable 
that tankers using these submarine berths be provided with not less 
than ten 15- fathom lengths of cable on each anchor. 

(h) Masters requested ensure that power to deck machinery and 
eng seamen to operate it are immediately available at all times 

erth. 
LOADING: Submarine line marked by permanent buoy at each 
berth, and marker buoys fitted to all hoses. 

Recovery of flexible hoses is by fleeting by ship’s tackle making 
use of beckets fitted to recovery chain. 

_ Ship's Stop" is invariable rule except in an emergency. Ship must 
ae reasonable stand-by time to Mooring Master, 15 to 20 minutes, 
9 alert Terminal staff on shore for closing gauges. 

Oading rate at present averages 1,500 tons per hour. Maximum 
ME tons per hour. 
fom ICAL: Medical attention to ship's crew members available 
landj Ompany Medical Officer. Agent must invariably arrange for 

'ng permit for any crew member visiting doctor on shore. When 

ical Officer required to attend on board, an additional fee is 
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charged. X-ray facilities available on shore. Cost of drugs and 
medicines supplied by the Company is also charged to vessel 
concerned. 

FRESH WATER: Not available but in emergency can be arranged 
from Kuwait. 

FUEL: Bunker fuel type ‘C" at loading berths through 12 in. sub- 
marine line with single 8 in. flexible hose, at berth 1, and 10 in. hose 
at Berth 2. 

FIRE PRECAUTIONS: Masters are responsible for enforcing 
“No Smoking" regulations for their vessels and Mooring Master will 
stop loading if he considers them to be inadequate or if they are not 
being obeyed. Smoking in Company craft in the berths is forbidden. 
CUSTOMS: Alcoholic beverages strictly prohibited to be held out 
of bond. Master allowed to keep limited quantity in his cabin. 

Liquor must not be supplied to subjects of Saudi Arabia nor to any 
unauthorised persons. 

It is important to remind owners and Masters that all goods, either 
landed or embarked, must be cleared by Agent through local Kuwait 
Government Customs. 

Import of firearms and ammunition forbidden. 

CONSULS: See “Kuwait.” 

REPAIRS: No regular repair facilities avaiiable. However, a fully 
qualified diver is available from Terminal. Underwater cutting gear 
and welding equipment available. 

Services of diver who operates this equipment available at rates to 
be arranged for the job and agreed by Superintendent of Marine and 
Terminal Operations, Mina Saud. 

Repairs to main engines must not be carried out in the berth with- 
out permission of Superintendent of Marine and Terminal Opera- 
tions. Normally vessels requiring to immobilise engines will be 
anchored well clear of other ships. 

REPATRIATION: Crew changes normally effected through 
Kuwait. 

Seamen arriving at Kuwait Airport to join vessels at Partitioned 
Zone ports can obtain transit visa at the airport, if Agents arrange to 
submit the necessary guarantee to the immigration authorities 
confirming that they are in transit and joining vessels calling at 
Partitioned Zone. In order to meet the crew at airport and arrange 
transit visa, cables confirming their arrivals and flight numbers are 
to be sent to Agents to reach them at least 24 hours before the arrival 
of the crew. 

Marine Superintendent of Owners, or Owner's representatives and 
businessmen visiting Kuwait must have valid visas. Such visas can 
be obtained from Kuwait Government's diplomatic missions abroad. 
TIME: GMT plus 3 hours. Permanent. 

STORES: Provisions and stores are available from Kuwait. Re- 
quirements should be arranged with Agents through Kuwait Radio 
prior to arrival at Mina Saud. 

SHORE LEAVE: Not permitted. 

AUTHORITY: Getty Oil Company, Saudi Arabian Division, Mina 
Saud, via Dhahran, Saudi Arabia. 

Kuwait Office, PO Box 187, Kuwait, Arabian Gulf. Cable Address: 
“Gettymar - Kuwait". 


AGENTS: See “Shuwaikh.” 
Communication is by road by personal visit of agency staff. Dis- 
tance about 50 miles. 


SHUAIBA: 29.02 N. 48.08 E. 


All vessels should hoist the Kuwait flag. 
PORT LIMITS: Shuaiba port limits defined as follows: 

North: This separates port of Shuaiba and Mina-al-Ahmadi and 
is defined by the point of intersection of the coast line with lat. 
29° 02’ 50” N. in an Easterly direction until it intersects long. 48° 09’ 
42” E. Thence in a South-easterly direction to the intersection of 
lat. 29° 02’ 45” N. and long. 48° 09’ 47” E. Thence in an Easterly direction 
along lat. 29° 02’ 45” N. seawards to long. 48° 15’ 07” E. 

East: Long. 48° 15’ 07” E. 

West: Coast line. 

South: This separates port of Shuaiba and Mina-al-Abdullah 

and is defined by the point of intersection of the coast line with 
lat. 29° 01’ 45” N. Extends due East till long. 48° 09’ 59” E. and runs on 
45° direction to lat. 29° 02’ 00” N. then due East on that line until 
long. 48° 15’ 07” E. 
DOCUMENTS: 10 copies of Cargo Manifest (3 copies duly signed 
by Agent at loading port) and one copy each of hatch list and stow- 
age plan. Also 2 copies of Crew List to be presented to Customs 
Office. 

N.B. A copy of complete set of Inward Manifests and a copy of 
the Stowage Plan covering cargo for discharge at Shuaiba has to 
be passed to Authorities by Agents at least 24 hours before vessels 
expected time of arrival, otherwise berthing likely to be delayed. 
PILOTAGE: Pilotage compulsory and request for Pilot should be 
made to Port Signals Station, or to look-out Signal Station when 
in use. 

ANCHORAGE: Lat. 29° 02’ 02” N., long. 48° 12’ 15” E. Depth is 
18-5 metres with good holding ground. 

MAX. SIZE: See ‘‘Berthing”. 

HEALTH: Vessels calling at Shuaiba are requested to send the 
following information to ‘Health Shuaiba Port". 

(1) Name of vessel 

(2) Last port of call 

(3) Health condition of crew 

(4) Validity of Smalipox and Cholera Certificates 

(5) Request for Free Pratique 

Free pratique will be considered at the discretion of the Quarantine 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Officer, and vessels must hoist the yellow flag unless they are 
informed by harbour control that free pratique has been granted. 
RADIO: Give ETA wellin advance and confirm ETA 24 hours before 
arrival through Kuwait Coast Station 9KK. A shore station at Shuaiba 
has been established and operates on following frequencies: 
156:80 mc/s. PS: Channel 16, int'l and safety channel. 156-65 mc/s. 
PS: Channel 13, port and operations channel. 156-45 mc/s. PS: 
Channel 9, berthing operations channel. 
TUGS: Three tugs available, each of 2,100 h.p. 
BERTHING: Vessel has to give arrival time and fore and aft draft 
to Harbour Master. Normal official hours for berthing and departure 
on Saturdays through Wednesdays, count from 0700 to 1600, on 
Thursdays from 0700 to 1200. 

The port consists of 3 main parts as follows: 

Small Craft and Barge Harbour : Situated at the South-west direction 
from the Main Quay; consists of 3 berths accommodating vessels 
of less than 4 metres draft: 


(i) Berth No. 1 length 100 m. 
(ii) Berth No. 2 » 200m. 
(iii) Berth No. 3 se HTS Mm: 


Main Cargo Quay Mole: Allows berthing of ships on both sides. 
The Eastern side consists of two berths Nos. 4 and 5 having a total 
length of 350 metres. The Western side consists of three berths: 
Nos. 1, 2 and 3 having a total length of 500 metres. 


Berth No. 1 Maximum allowable draft 9-1 m. 
Berth No. 2 = + F 10:3 m. 
Berth No. 3 do i ~~ 10:3 m. 
Berths No. 4 and 5 : ne n 6-7 m. 


Usage of berths 4 and 5is restricted to good weather conditions only. 

Harbour Control Offices (Harbour Master's building) and signal 
station are situated at the beginning of the main quay. Meteorclogical 
Centre, Passport and Immigration Office, Customs Office and 
Health Office are also at the beginning of the main quay. 

Oil Pier: Situated in deep water due East from the main quay. 
Oil Pier is connected with the main quay by a causeway carrying 
pipes of 1,000 metres length. At present it consists of an Eastern- 
side berth (No. 1) with a length of 300 metres allowing tankers of 
maximum 13-7 metres draft and a Western-side (No. 2) berth with 
length of 270 metres allowing tankers of maximum 12°8 metres draft. 

At a distance of 40 metres from the Northern end is a newly 
constructed dolphin to facilitate berthing of bigger tankers without 
any difficulty. Work is in progress for an extension of the oil pier 
from the southern side with two more berths and an additional 
dolphin south of them. 

Oil loading connections are at the middle of each berth and 
comprise of: 3x16 in., 2x12 in. and 1x8 in. lines. The bunker line 
is 8 in. and fresh water line 4 in. 

SHORE FACILITIES: Main cargo quay mole: Berths 1, 2 and 3 

are equipped with 5 travelling electric cranes of 3 and 5 tons capacity. 

Services of 10 ton mobile cranes are also available on the main quay. 

All berths are fitted with bunker lines for fuel and fresh water. 
Allocation of Berths : 


Berth No. Allocation 
1 Discharging 
2 Loading 
3 Optional - Discharge/Load 
4 Optional - Discharge/Load 
5 Optional - Discharge/Load 


The allocation of an optional berth is at the solediscrection of the 
Harbour Master and Traffic Manager. 

A vessel arriving at the port to load may berth at No. 1 and similarly 

a vessel wishing to discharge may berth at No. 2, but it must be 
clearly understood that any vessel so doing is only berthed at that 
berth on sufferance and will be required to vacate the berth if a 
vessel arrives which has a claim to it. 
STEVEDORES: Stevedores aboard ship will be provided by ship's 
Agent. Labourers in barges and ashore will be provided by port of 
Shuaiba but under ship's responsibility for breakage, pilferage, etc. 
Vessels will be required to maintain a minimum daily tonnage 
dependent on the type of cargo they are carrying. Ships failing to 
achieve the average daily rate laid down will be liable for a penalty 
charge, for every day or part thereof, they remain on the quay over 
the prescribed period. 

Minimum Daily Rates. Cement, 1,700 tons; fertiliser, 1,700 tons; 
charcoal, 800 tons; general cargo, 400 tons. 

Shore cranes are available for ships to enable them to achieve 
these rates and ships Agents, importers and exporters are expected 
to make use of them. 

No cranes over 20 tons lifting capacity available. Regarding landing 
of heavy lifts on quay, permission has to be obtained from the Port 
Authorities each time in advance. On the quay pieces up to 300 tons 
have been discharged. 

MEDICAL: Advance notice required if medical attendance needed 
on board. 

DENSITY: 1025. 

FRESH WATER: All berths fitted with fresh water connections. 
No water barge available. Vessels can obtain water according to 
requirement. 

FUEL: The Kuwait National Petroleum Co. KSC, Kuwait, supply 
marine fuel and diesel oil at cargo wharf and oil jetty at Shuaiba. 
Specifications as under: 


FO 1500 MDO 
Ash % wt. max. 0,5 0, 01 
Pour point degs. C (degs. F.) max. 10 (50) 2 (35) 
Specific Gravity 60/60 degs. F. max. 0-99 - 
Sulphur % wt. max. 3-7 1:8 
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Bunker nomination is to be arranged through Kuwait N 
Petroleum Co. (U.K.) Ltd., 25 St. James Street, London gy 3 
cables: “Kunpetco”, London S.W.1. Telex: 261998. At least 3% e 
notice required. 

Facilities on main quay mole for bunker fuel, gas oil and May Al 
diesel oil in berths 1 through 5. No barges. 
DEVELOPMENTS: The port of Shuaiba, mainly intended Te 
exports, will be extended by adding another finger jetty abj, C 
accommodate 3 more ocean-going vessels. This is a 5-year plan. 

Construction works are in progress for the extension of thee: 


Oil Pier at the Port of Shuaiba. » 
The existing Oil Pier will be extended Southwards along its, D 
of direction of 153°/333° for a total distance of 446 metres. C 


The extension will consist of a piled trestle of 108 metres in| 
which will incorporate a mooring dolphin, a piled berthing st 
of 282 metres in length providing one berth on its seaward side» 
one berth on its landward side and a piled trestle and MOO 
dolphin at the southern end of 56 metres in length. 

These works will be in progress throughout 1974 until comple 
in 1975. I 
GANGWAY/DECK WATCHMEN: Not necessary in port are, 
OPENING/CLOSING HATCHES: Opening and closing of hate 
normally carried out by stevedores on liners, and by ship's crey, 
charter vessels. 

CERTIFICATES: All usual documents such as: 

Ship's Manifest. 

Bill of Health. : 

Crew List. 

Clearance from Last Port. 

Passenger Manifest, if any. 

Store List. 

Bonded Store List. 

Safety Radio Certificate. 

Bill of Measurements, etc. 

CUSTOMS ALLOWANCES: Tobacco. No restrictions. W» 
and/or spirit. Alcoholic beverage strictly prohibited to be held, 
of bond. Master allowed to keep limited quantity in his cabin. 
CARGO GEAR: Ship's gears and shore cranes used for dischay 
ing; slings and pallets can be hired from the port. Shore cram 
capacity 3-5 tons. 

IDENTIFICATION CARDS: Passport or seamen's book necy 
sary. 

CONSULS: See “Shuwaikh"’. 

REPAIRS: Small repairs can be arranged if sufficient notice: 
given, 

DRY DOCK: No dry dock available. 

REPATRIATION: Can be arranged. Entry visa regulations hw 
been enforced in Kuwait, and the following is roughly the proceda 
in respect of crew changes: 

1. Seamen arriving at Kuwait Airport to join vessels at Kuwaita 
Partitioned Zone ports can obtain transit visa at Airport, if Ages 
arrange to submit necessary guarantee to Immigration authoritx 
confirming that they are in transit and joining vessels calling atKuw 
and/or Partitioned Zone. Order meet crew at airport and array 
transit visa, cables confirming their arrivals and flight numbers# 
to be sent toAgents to reach them at least 24 hours before arrival? 
crew. 

2. Marine superintendent of owners, or owners’ representatives 
businessmen visiting Kuwait must have valid visas. Such visas cant 
obtained from Kuwait Government's diplomatic missions abros 
TIME: GMT plus 3 hours. 

HOLIDAYS: New Year's Day, Eid Al Fitr, Accession to the Throw 

Eid Al Haj, 1st Muharram, Prophet's Birthday, Rajab. Dates # 

subject to alteration. 

TELEPHONES: Telephone sockets fitted on North side of Me 

foam, Mole for convenience of vessels requiring a telephone # 
oard. 

SPECIAL SERVICES: Swedish Welfare for Seamen; Lloyfi 

surveyor; Butterworth Tank Cleaning Machines and Equipment; # 

also underwater cleaning, compass adjusting, d/f calibration #® 

adjusting services are available through the Port Authority. 

SHORE LEAVE: Permitted. 

PORT REGULATIONS: Masters are required to observe * 

following regulations: 

Fire fighting appliances to be kept in readiness for immediate u# 

Pumping or discharging in any way into the sea oil fuel tan 
bilges, dirty ballasts, etc., is prohibited. 

Disposal of garbage over the side of the ship into the harbour? 
prohibited. 

The presence of a Pilot on board a vessel shall not relieve 
Master of his reponsibility regarding the safety of the vessel. 
harbour authority shall have the right to claim against a vessel 
any damage caused by that vessel to berths, shore installatio® 
tugs, buoys, etc. 

The Harbour Master or his deputy may order a vessel to leave tt 
berth at short notice in the case of emergency, bad weather, ett 
Vessels carrying explosives or dangerous cargoes must d 

quantities and categories or same when they report their ETA. 

Crew members are prohibited from swimming within the harbe 

Lowering into the water of ship's life-boats, launches or lif 
is prohibited without the written approval of the Harbour Mastet® 
his deputy. 

Mooring of ships’ life-boats, launches or life-rafts on navigatio™ 
marks and buoys is prohibited. 

Due regard shall be given to the safety of divers when they # 
working within the harbour area. Engines should be stopped 
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ching their working area at a circle of 150 metres. The launch 

ding divers displays the International flag letter “ABLE” during 
diving operations. 

GENT: For dry cargo vessels only: International Shipping Agency 

ited, POB Safat No. 20637, KIC Building, Safat Square, Kuwait. 

Lis 07, 269 08, 228 41. Telex: 2208 (answer back “Isaship KWT”"). 


Cables: “Shipagent, Kuwait”. 


sHUWAIKH (Kuwait Harbour): 29.21 N. 47.55 E. 
pocuMENTS: 


Coole of Crew List and passengers, with their nationalities. 

i copy of Store List. ; 

i copy of Crew Personal Property List. 

Deck Log Book (if vessel calling first time, then all the log books 

which are available on board). 

t copy of Customs form (which will be given by Customs). 

igration : 

Te of Crew List with their nationality. , ; 
d copies of Passenger List (if passengers on board), with their 
nationality. 

Ail seamen's books or Passports. 

A certificate signed by the Master, stating that there are no 

stowaways on board. 

warantine : 

* copy of Crew List. 

{ Copy of Vaccination List. 

All Vaccination Books, 

{set Quarantine Forms (which will be given by Quarantine Officer). 
Port Clearance : 

Ship's Registry. 

Load Line. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

Last Port Clearance. 

Port Surveyor : 

Valid Liferaft Certificate (with annual renewal and survey). 

Cargo Dept.: The listed documents below, should be handed to the 

cargo Department, at least 48 hours before the ship's arrival. 

§copies of the Cargo Manifest, three copies duly signed by the 

Agent at loading Port. 

t copy of the Cargo Stowage Plan. 

{ copy of Cargo List, in detail. 

2copies of Dangerous Cargo List. 

PILOTAGE: Pilotage service available and request for Pilot should 

be made to Port Signals Station, or to look-out Signal Station when 

inuse. Ships proceeding through the dredged channel to Shuwaikh 
are boarded by the Pilot in the anchorage. 

ANCHORAGE: Vessels anchor without Pilot in position 29° 25.6’ 

N., 47° 59.4’ E. 

MAX. SIZE: Max. draft at berths nos. 1 to 8, 31 ft. 6 in. (32 ft. at 

Spring tides), and 27 ft. at dolphins. These drafts allow 2 ft. of water 

under the keel. Tidal range is about 2:8 metres (9 ft.). Berthing draft 

dependent upon tidal conditions at time of arrival, and vessels 
exceeding 27 ft. have to wait for tide. 

HEALTH: Vessels calling at Kuwait Harbour must send the follow- 

ing information to “Health”, Shuwaikh Port: 

(1) Name of vessel 

(2) Last port of call 

(3) Health condition crew members 

(4) Validity of Smallpox and Cholera Certificates 

(5) Request for Free Pratique 

Free pratique will be granted at the discretion of the Quarantine 
Uificer, and vessels must hoist the yellow flag unless they are 
informed by Agent or Harbour Control that free pratique is granted. 
RADIO: Kuwait Radio call sign 9KK. ETA messages and draft 
(fore and aft) should be sent via Kuwait Radio simultaneously to 
Harbour Master Port of Kuwait, and to Agent, at least 24 hours prior 
arrival. The cables should be received by the port at least 12 hours 
prior to arrival. Should the vessel fail to give this notice, the port will 
only decide on her turn of berth the following morning. Thus an un- 
necessary delay of 24 hours might occur. 

Vessels arriving at Kuwait Anchorage must not use radio tele- 
phone or VHF for calling other vessels and/or any other destination. 
The equipment should be used only for calling Kuwait Port Control. 
lis also forbidden to use radio equipment when vessel is alongside. 

All ships calling at Shuwaikh port must notify the Harbour Master 

Y VHF as soon as they enter the Kuwait territorial waters. 
-ommunications must be made via Kuwait Coast Station (9KK), 

= 'S now situated at a new combined lookout signal station at 

ozs (lat. 29° 23.40’ N., long. 47° 59.78’ E.), which operates a 

' basis. 

All ships arriving should establish contact with the signal station 
as Soon as possible, either by VHF or visual signals. The service, 
Pperating on Channel 16 for calling, and on Channel 12 for working; 
ont to messages relating to the movements and safety of 

An, You may call Coastal Station through Kuwait Radio (RT 2182). 
the Ships arriving or leaving Shuwaikh port may only anchor in 

Specified outer anchorage, the centre of the area is lat. 29° 25.6’ N., 

ong, 47° 59.4’ E. 

teri ters are advised that it is forbidden to anchor in Kuwait 

thouid waters, other than in cases of emergency when they 

Stop heades the signal station/Kuwait Radio of the reason for 


Whilst at anchor, a proper watch must be maintained all the time 
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and no unauthorised craft should be allowed alongside. The signal 

station will report to the Coast Guard all craft seen approaching or 

going alongside vessels in the anchorage. 

REGISTRATION PROCEDURE (To register turn for berth before 

proceeding to another port). 

1, Prior to arrival Master to telegraph Harbour Master, Kuwait, stating 
his wish to register, stating draft fore and aft, ETA, and that all 
Kuwait cargo is clear to discharge. 

2. If Master does not request confirmation of registration, the signal 
station and the port takes it for granted that vessel awaits her turn 
staying in the anchorage, and will usually not confirm the regis- 
tration for turn. 

3. On arrival Kuwait anchorage Master to contact signal station by 
VHF or visual signals requesting confirmation of registration. 

4. The vessel should not leave until such confirmation is received. 
Confirmation will only be given by the signal station, which 
accepts registrations during 24 hours. 

5. Upon receipt of confirmation the vessel can leave at once. Agents 
will cable via Kuwait Radio the return date given by port, that is 
the time the vessel should be back in Kuwait. 

6. A stowage plan must be shown to the port within 24 hours after 
registration. 

TUGS: Join vessel entering dredged channel. Tug's lines used. 

The use of tugs by ships manoeuvring within Shuwaikh port limits 

under direction of Harbour Master or Pilots. Number of tugs used for 

each movement: (a) Two tugs for ships exceeding 400 ft. in length. 

(b) One tug for ships between 250 ft. and 400 ft. in length. 

Five tugs available, two of 750 h.p., one of 1,000 h.p. and two of 
1,140 h.p. Use of tugs is compulsory. 

BERTHING: Eight deep-water berths available, plus two dolphin 

berths (also see Developments"). The Grain Silo is at berth no. 2, 

capacity about 150 tons per hour, berth nos. 1 to 7 are general cargo 

berths, and no. 8 is the passenger berth. 

Berth turn is decided at a port meeting, held in the morning on all 
port-working days. With the exception of the dolphin berths, berthing 
takes place any hour, day or night. 

1. Notification of vessels arrival. According to port regulations a 
questionnaire issued by the Harbour Master, duly filled in and 
signed by the Captain of the vessel, is to be submitted to the port 
prior to berthing. In many cases vessels arrive and obtain berth 
immediately and thus there is no possibility of presenting the 
questionnaire to Authorities in time. In order avoid berthing 
delays Masters should cable following information to the Harbour 
Master directly, 48 hours before arrival: 

(a) ETA. 

(b) Total cargo for discharging Kuwait. 

(c) Distribution quantity each hatch. 

(d) Declaration hazardous, inflammable and explosives cargo, 

and guns and ammunition. 

(e) Declaration all vessels winches in good working condition and 

cargo clear for discharging at Kuwait. 

(f) Draft fore and aft. 

We quote below specimen cable covering the above: 

“Vessel XXX ETA Kuwait 21/8 0600 local quantity discharging 1,400 

tons general hatch one 300 hatch two 300 hatch three 250 hatch four 

300 hatch five 250 no hazardous, inflammable explosives guns ammu- 

nition stop All winches derricks good working condition draft fore 

24 ft. Aft 27 ft.”. 

The above cable sent to the Harbour Master will facilitate berthing 
vessel ontime. ETA to be reconfirmed before 24 hours, if any change. 
2. Vessels with a cargo of up to 400 measurement tons will be given 

priority alongside pier. 

3. Vessels carrying up to 500 tons weight will be given priority to 
discharge at the buoys providing heavy lifts do not exceed 20 tons, 
or vessel does not carry reefer cargo. 

4. A vessel that intends to stay in the anchorage in Kuwait until her 
turn will be allowed to shift over-stowed cargo while waiting. 

5. Liners carrying cement in bags will still be considered as liner 
ships. Thus they will not be taken out to wait their turn at the 
cement berth. 

STEVEDORES: Aboard ship will be provided by the Agent. 

Labourers in barges and ashore will be provided by the Port of 

Kuwait but under ship's responsibility as for breakage, pilferage, etc. 

Small number of mobile cranes with lifting capacity up to 90 tons. 

However mobile cranes can only be used in port area for discharging 

barges alongside. Cranes are too small to be used for discharging 

from liner vessels and therefore, pieces over 6 tons to be discharged 
by vessels own gear. One floating crane of 100 tons capacity 
available. 

Other cranes available are as follows: 

Berth No. 1 One 6-ton, three 3-ton 
Berth Nos. 2 to 5 Four 6-ton, twelve 3-ton 
Berth Nos. 6 and 7 Two 6-ton, seven 3-ton 
Berth No. 8 One 6-ton, three 3-ton 


Working hours : Summer 0600-1300, 1500-2230; Winter 0700-2130. 


DISCHARGE RATES: Allowing for stoppages, non-working 
periods, etc. and, considering 4 or 5 gangs employed, the average 
discharging rates are as follows: 
Tanker cargo (fuel oil) 300 tons/hour, 7,200 tons per day. 
Bulk cargoes (grain) 150 tons/hour. 
General cargo 300-400 tons per day. 
Cement 1,750-2,000 tons per day. 
Bag cargoes 800-1 ,000 at a 
Steel (bundles) 600-750 ee i Ge 
Timber (soft wood) 500 tons per day. 
” (Teak wood) 400 ” ” ” 
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MEDICAL: Masters to radio prior arrival if medical attendance 
required on board. 

DENSITY: Salt water. 

FRESH WATER: Berths Nos. 1-7 have fresh water connections 
and water can be supplied by pipe-line. 

Berth No. 8, dolphins and anchorage — fresh water to be supplied 
by water barge. Capacity of barges 100 and 200 tons, 48 hours notice 
required. 

FUEL: No coal bunkers are available. 

In addition to the full facilities afforded at Mina-al-Ahmadi and 
Shuwaiba, light bunker fuel oil specific gravity 0.9339 - viscosity 
570 sec. (300 tons/hr.), and marine diesel oil, specific gravity 0:8448 
(200 tons/hr.), can be supplied alongside the deep water berths 
Nos. 1 to 7, while vessels are discharging, and provided nomination 
for supply has been made to K.N.P.C. London Office, B.P. Trading 
Ltd., or Gulf Eastern Co., London. 

Gas oil, specific gravity 6-83, (25 tons/hr.) will be available on the 
No. 6 and No. 7 berths. 

Small quantities of gas oil may be supplied by tanker truck to the 
berths and oubrication oils are available. 

FIRE PRECAUTIONS: Kuwait Fire Brigade is responsible for all 
fire fighting in port areas and a new fire station is being built at 
Shuwaikh to cover the new port area and port storage areas. There is 
also a fire station situated in Kuwait Small Boat Harbour area. A salt 
water main for the fighting services is laid-on at the new deep water 
berths at Shuwaikh. The Kuwait fire service also maintain two 90 ft. 
fire fighting tenders each of which is capable of pumping 5,000 
gallons of water per minute from four nozzles. In addition they can 
pump 900 gallons of foam per minute. These modern fire-fighting 
units are equipped with radio, radio telephone, radar and echo 
sounding. 

DEVELOPMENTS: The Western extension of the port is under 
construction and berths Nos. 12 and 13 are almost completed - 
have now been used for berthing vessels carrying cargo for dis- 
charging direct into receiver's trucks (e.g. livestock, bananas, steel, 
etc.). 

A further ten berths are to be constructed, with depths alongside 
up to 33 ft. These will be dry cargo, refrigerated cargo and container 
cargo berths. 

GANGWAY/DECK WATCHMEN: Available, but not necessary 
in port area. 

OPENING/CLOSING HATCHES: Opening and closing of 
hatches is normally carried out by the stevedores on liners, and by 
ship's crew on charter vessels. 

CUSTOMS ALLOWANCES: Tobacco: No restrictions. Wine 
and/or spirit allowance: Alcoholic beverage is strictly prohibited to 
meen out of bond. Master allowed to keep limited quantity in his 
cabin. 

CERTIFICATES: A survey of life rafts may be carried out unless 
vessel's safety certificates indicate that life rafts were surveyed less 
than 12 months previously. 

CARGO GEAR: Ship's gear and cranes used for discharging. 
Slings can be hired from the port. 

IDENTIFICATION CARDS: Passport or seaman's book neces- 


sary. 

CONSULS: 

Embassies : 

Algeria 519987 Oman 514380 
Bulgaria 531181 Pakistan 532100 
China 423871 Qatar 513599 
Egypt 519955 Saudi Arabia 531155 
France 516144 Spain 512722 
Federal Republic of Germany 423031 Sudan 519299 
India 530612 Syria 530163 
Iran 533220 Tunisia 817366 
lraq 533466 Turkey 530761 
Italy 810514 UAE 518381 
Japan 424051 UK 432040 
Jordan 533500 USA 424156 
Republic of Lebanon 519765 USSR 431422 
Libya 518188 Yemen Arab Republic 518855 
Morocco 813700 Yugoslavia 810821 
Consulates : 

Austria 333550 Paraguay 435147 
Costa Rica 238048 Sweden 816583 
Cyprus 433075 Switzerland 431142 
Denmark 251397 The Peopie's Democratic Republic 

Norway 124912 of Yemen 517898 
Chargé D' Affaires : 

Belgium 512440 Netherland 420268 
Czechoslovakia 514451 Norway 433735 
German Democratic Republic 817055 Poland 510355 
Commercial Attachés : 

Hungary 519615 Rumania 519640 


REPAIRS: Small repairs can be arranged if sufficient notice is 
given. Repair facilities available for Gyro, Radar and electronics. 
DRY DOCK: No dry docking facilities. 

SURVEYORS: Lloyds Register of Shipping (Kuwait): American 
Bureau of Shipping (Bahrain); Bureau Veritas (Bahrain); Norske 
Veritas (Bahrain). 

REPATRIATION: Can be arranged. Seamen arriving at Kuwait 
Airport to join vessels at Kuwait ports can obtain transit visa at the 
airport if Agents arrange to submit the necessary guarantee to the 
Immigration Authorities confirming that they are in-transit and 
joining vessels calling at Kuwait. In order to meet the crew at airport 
and arrange transit visa, cables confirming their arrivals and flight 
numbers are to be sent to Agents to reach them at least 24 hours 
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before arrival of crew. Marine Superintendent of Owners, or 0 
Representatives and businessmen visiting Kuwait must have yy 
visas. Such visas can be obtained from Kuwait Government's dg 
matic missions abroad. 
AIRPORT: Served by regular airlines. Airport 17 km. from tom 
HOLIDAYS: New Year's day, Id AL Fitr, National Day (Febre 
25), Mount Arafat Day (Wakfa), Id AL Adha, New Hijra Year, Bj 
of Prophet Mohammad, Isra wa ALma’iraj. The above days, 
subject to alteration. 

No overtime work allowed on holidays and Fridays. 
EMERGENCY CALLS: 


Harbour Master 810754/820220 
Berthing Master 810439/820325 
Signal Station 810446/820323 
Fire Station Shuwaikh 813501/817573 
Fire Boats 816777 
Quarantine Doctor 820433/820432 
Hospital ‘Sabah’, exchange 815000 
Hospital 'Sabah', emergency ward 815000/424 
Police Station, Shuwaikh 435042 
Immigration Shuwaikh 813676 
Customs Shuwaikh 810319 


TELEPHONES: Cannot be arranged on board. 
PROVISIONS: All kinds of food available at reasonable pricg, 
SERVICES: Swedish Welfare for Seamen. Lloyd's Surep 
Butterworth Tank Cleaning Machines and Equipments and also un 
water cleaning. 

SHORE LEAVE: Permitted. 

REGULATIONS: The State of Kuwait has stringent laws in fy 
concerning the pollution of the sea by oil. The following arey 
amended paragraphs of this law: 

Paragraph 1, Art. 4. “A person responsible for any pollution, 
described in Articles 1 and 2 shall be punished by a fine of not, 
than one thousand and five hundred and not more than six thousp 
Dinars. In the event of his committing a similar crime within a pew 
of one year from the date of his conviction, such a person shal} 
punished by a fine of not less than three thousand and not m 
than six thousand Kuwaiti Dinars, and in the event of his commits 
yet another crime within a year from this last conviction he shal) 
punished by a fine of six thousand Kuwaiti Dinars". 

Paragraph 3, Art. 6. ‘The person responsible for pollution m 
suspend the detention order against the ship on payment, as ace 
guarantee, of six thousand Kuwaiti Dinars to the official entrusy 
with the execution of such order.” 

The Master shall advise the Harbour Master and/or Pilot of 
special damage or disability to the ship under his command belp 
berthing or unberthing. 

A vessel in the outer anchorage receiving a Movement Order 
writing, by signal or VHF, and awaiting the Pilot, shall carry: 

By day: G" Flag, over a black ball or shape. 

By night: A white light over a red light. 

Ships that receive instructions to berth at specified hours a 
not adhering to these instructions could lose their turn and be liat 
to pay charges for the time lost at the berth, and facilities arrang: 
for and not used due to such delay. 

Ships that receive instructions to unberth at specified hours # 
not adhering to these instructions, i.e. retarding the movement’ 
incoming ship, will be liable to pay charges for time lost at the bet 
_— the facilities for the incoming ship, and not used, due to sw 

elay. 

Ships unable to comply with the berthing or unberthing instructiee 
should notify the Harbour Master in ample time of their inability? 
so do by VHF, visual signals, personally or through Agent. 

A ship entering or navigating within the dredged channel or int 
basin shall have at least one anchor ready for immediate use. 

The Master of a ship alongside Shuwaikh wharf or dolphin bet 
shall ensure that: 

(a) A safe and proper accommodation ladder to the quay’ 
provided, adequately lit during the hours of darkness. 

(6) A Quartermaster or watchman is stationed on deck, in cha? 
of the ship's gangway, who shall inform the Master or the 0® 
Officer whenever required by the Port Authority Officials, and s® 
check that no authorised persons will enter the officer's or cre#! 
accommodations. 

(c) The crew or watchman to attend the mooring ropes and lint 
and shall cause their adjustment from time to time, as necessay® 
the rise and fall of the water. 

(d) That no substance, matter or material is thrown overbost 
either into the water or on to the wharf. 

(e) That no engine repairs are undertaken which would pret 
the movement of the vessel under her own power, without ff 
obtaining the permission of the Harbour Master. 

(f) That ali pipe discharges on that side of the ship nearest? 
the wharf are either adequately and properly covered to prevent the 
effluent falling on to the wharf, or their use discontinued while® 
ship remains alongside. 

(g) It is forbidden to jettison or ballast other than clean wate? 
pump out the bilges or oil of any description within the port liens 
(h) All ships loaded with petroleum or crude oil at the wharf 
have the end of a steel hawser of sufficient strength, paid out toe 
water edge, at the offshore bow and quarter, to enable tugs to 

the vessel to place of safety with the least possible delay. 

(i) The Master shall at all times retain on board sufficient crew? 
work his ship. 

The Master shall not shift his vessel while alongside the wht 
prior to receiving permission from the Harbour Master or 
Master. 


_— 


Master shall not connect water hoses to the water supply 
ts and take water on board before receiving permission from the 
- n in charge of water distribution. 
. Master shall report to the Harbour Master or Berthing Master 
a4 ident, accident or unusual happening on board his ship. 
ster not complying with the above-stated Port Rules, shall 
suffer the penalties prescribed for contravention. } 
t tugs are supplied with nylon and polypropeline 
which require particular attention when securing to ship's 


The 


nawsers, 


jiards, 
a bollards are recommended. 


: GMT plus 3 hours. 
THe ORITY Government of Kuwait, Ministry of Finance and 
e Customs and Ports Affairs, P.O. Box 16, Tel. 812522/3. 


AGENT: International Shipping Agency Limited, POB Safat No. 

7, KIC Building, Safat Square, Kuwait. Tel. 441860, 441861, 
iiiee2, AO 424807, 432663. Telex: 2208 (Answerback “ISASHIP 
xwT"). Cables: “Shipagent Kuwait". 


Lebanon 


BEIRUT (Beyrouth): 33.54 N. 35.30 E. 


DOCUMENTS: y . 

Manifests should be visaed by Lebanese Co.1sul at ports of ship- 
ment, or at any port en route where there is a Lebanese Consul. If on 
account of non-existence of Lebanese Consul at ports of shipment 
oratany of these en route the manifests are not visaed, then such con- 
gular visa dues are collected at Beirut. 

5 Copies of Cargo Manifests. 

2Store Lists. 

5 Passenger Lists. 

2 Lists of Cigarettes and Tobacco. (See “Customs Allowances"’). 
PILOTAGE: Agent arranging Pilot via Harbour Master. Agent 
therefore to be kept well informed of ETA, 48 hours and 24 hours 
prior arrival. Pilot boat white with red funnel. Sound signals, two 
long and one short or via VHF to Harbour Master. Pilot boarding 
outside main breakwater. Assistance of Pilot outside daily normal 
hours, Sundays and official holidays, will be cost calculated at 100% 
more. Official normal working hours for pilotage station as follows: 
from ist October up to 30th April, 0700 till 1700 hrs.; from 1st May up 
to 30th September, 0700 till 1800 hrs. For tankers outside harbour, 
the pilotage dues will be 100% more. 

ANCHORAGE: In roads outside breakwater. 

RESTRICTIONS: No particular restrictions. Pilot available be- 
tween sunrise and sunset otherwise by special agreement with 
Pilot. 

MAX. SIZE: Maximum draft in port 13 metres. No limitation to 
breadth or length. 

HEALTH: Health authorities boarding in roads. Health form obtain- 
able from Agent or doctor. Smallpox and yellow fever certificates 
for ships coming from Far East and Red Sea. Owners should check 
with Agents respecting any recent imposition of anti-epidemic 
seam and requirements for additional injections for crew 
members. 

RADIO: Cables via Beirut Radio to and from Agent. 

VHF: VHF over Channels 13 and 16, Frequency 156-6 and 156-7. 
TUGS: Tugs of 1,000 h.p. joining vessel inside port when necessary. 
Ship's lines to be used. 

BERTHING: If port congested priority given to vessel already 
egistered. Passenger-tourist vessel and cargo for army have priority. 
Harbour capable of berthing simultaneously 24 ships and three 
moored on buoys, discharging into barges. All discharging is by 
ship's gear, 

Dock No. 1. Surrounded by quays nos. 1, 2,3. Depth of water varies 
detween 3 and 8 metres. Parts of quay no. 1 and quay no. 2 with 3 
metres depth of water are reserved for floating units of port company 
and for launches of Harbour Master and pilotage service. Slipway of 
1,000 tons capacity and workshops. 

Dock No. 2. Surrounded by quays nos. 4, 5, 6, 7, with water depths 
varying between 8 and 10-5 metres. On quay no. 5 berthing priority is 
sven to passenger ships, while the other quays are for cargo vessels. 

kNo.3. Surrounded by quays nos. 8, 9, 10, 11, with depths varying 
between 10°5 and 13 metres. All these quays can berth ships bringing 
general cargo. At quay no. 8 of 13 metres depth, priority of berthing 
'S given to grain ships. 

Grain Silo. At the present time bulk grain ships are unloaded by 
means of removable suction machines, which can be installed on 
the ships and deliver the grain to lorries for direct transport. Under 
rection is a 60,000 metric tons capacity silo, expected ready 

73. Ships will be unloaded by means of two gantry type suction 
Machines, mobile on rails with a capacity of 6x 100 tons per hour. 

" eventual extension is already designed which would increase 
sheet Of silo to 105,000 tons. 

a EVEDORES: Ordered by Agent. No ETA to Stevedores neces- 
inet Working hours, 0800-1200, 1300-1600. Otherwise overtime 
MEDIC Sundays and on official holidays. 

me CAL: Master to advise Agent by cable prior to arrival if 

“ical attendance required. 
peNSITY: 1025. 
eat WATER: The port company has equipped all quays with 
pr me Berthed ship can be supplied with water while loading and 
ier ing. Ships moored on buoys can also be supplied with water 

Cistern barge. By shore installation or by barge. Delivery rate 
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20/25 tons per hour. Outside harbour double price per barge. 
FUEL: Fuel, gas oil, diesel obtainable. 48 hours notice required. 
FIRE PRECAUTIONS: Special berths for tankers. No smoking. 
DEVELOPMENTS: Discussions about a fourth basin. 
GANGWAY/DECK WATCHMEN: Available and recommended. 
OPENING/CLOSING HATCHES: For liners by stevedores, other- 
wise per agreement. 

CUSTOMS ALLOWANCES: (Tobacco) 40 cigarettes per crew 
member. Customs very strict, checking crew cabins. Regulations 
are as follows: 

1. That the quantity of tobacco to be allowed on board vessels 
upon their arrival at a Lebanese port, will be fixed on the basis of two 
packets per crew member, passenger per day and to be calculated on 
a maximum period of four months, if the vessel emanates from an 
American, Asian or African port — not central Africa; and for two 
months if the vessel last port of call is in Europe, Central Africa or 
Mediterranean, which will be deducted from the quantity, and, on 
the same basis the consumption by the crew members and passen- 
gers during their trip, and this to start from the last port of call until 
arrival at a Lebanese port. That the number of passengers to be 
taken into account on a tourist vessel, will be the number of berths the 
vessel can accommodate and not the number of passengers actually 
on board. As to cargo vessels, the actual number to be accounted 
for will only be the crew members and the Master of the vessel. 

2. In the event that it is the first call of the vessel at a Lebanese port 
and not aware of such regulations, and it was found onboard her an 
excess quantity to the actual one allowed, as indicated above, a 
Proces Verbal will be established for the excess quantity found and 
the cigarettes placed under seal. An undertaking is also to be 
obtained from either the Owners and/or her Agents to the effect that 
they will submit a certificate, within one month, to be issued by the 
relevant Customs Authorities of the next port of call of the vessel 
after a Lebanese port. While the seizure on the vessel will be lifted 
when a Bank Guarantee equalling the amount of fine and dues is 
placed, or a personal guarantee from the Agent - if solvable - and 
in the event that the undertaking is not fulfilled the usual penalties 
will be inflicted according to the Law. 

3. In the event the vessel is aware of such restriction, and for one 
reason or another, she is carrying an excess quantity, this excess 
must be, as per official regulations, shown on the manifest 
legalised and issued at the last port of call touched by the vessel 
prior to Beirut. Any excess found over and above such declaration 
will be considered as smuggling and the law will be applied. 

Wine and/or Spirits: One bottle per crew member. Captain 
allowed 3/4 bottles. 

CARGO GEAR: Ship's gear to be used but mobile cranes can be 
hired. Shore cranes except from mobile cranes only available at 
quay No. 9 and 11. Floating crane of 120 tons available. 
IDENTIFICATION CARDS: Shore pass given to each crew 
member. Passport and seaman’s book to remain in Captain's care. 
CONSULS: Most countries have consulates. 

REPAIRS: Most types of repairs carried out. 

DRY DOCKS: None except for 500/1,000 tonner. 
REPATRIATION: Very good facilities for repatriation. 
AIRPORT: About 10 km. distant, served by regular airlines. 
TIME: GMT plus 2 hours. Summertime, GMT plus 3 hours. 
HOLIDAYS: 


Holidays Date Days 
New Year's Day January 1 1 
Al-Adha (Kurban Bairam) Varies 2 
Ashoura i 1 
New Year (islamic) we 1 
Arab League Day March 22 1 
Good Friday Varies 1 
Easter Monday ee 1 
Good Friday (Orthodox) ef 1 
Easter Monday (Orthodox) er 1 
Labour Day May 1 1 
Martyr's Day May 6 1 
Ascension Day Varies 1 
Mohamed's Birthday ” 1 
Assumption Day August 15 1 
All Saints’ Day November 1 1 
Independence Day November 22 1 
Ramadan Varies 2 
Christmas Day December 25 1 


Port closes completely: New Year's Day, Al Adha, Easter Monday, 
Labour Day, Independence Day, 1st day of Ramadan and Christmas 
Day. On other holidays, day work in port carried out against over- 
time payment. 

POLICE/AMBULANCE/FIRE: Telephone numbers: Police 16, 
Ambulance 18, Fire 17. 

TELEPHONES: On request by shipping agency, berthed ships can 
be connected to telephonic network of city. 

SERVICES: Tank-cleaning equipment. Facilities for discharge of 
tank-washings, compass adjusting, laundry, etc., available. 
SHORE LEAVE: Crew allowed onshore. 

DELAYS: 1. Unavailability of berth or barges due congestion mainly 
during winter months (December to April). 2. Vessel already regis- 
tered will lose turn if not back to port in time. 3. Barge ordered for 
bunkering might be occupied if vessel's arrival delayed. 


AGENT: Gulf Agency Co. (Lebanon) Ltd., PO Box 4392, Beirut, 
Lebanon. Cable address: “Gacship". Telex 20906 (answerback 
“GAC” 20906 LE). Telephones, 296733, 256516 AO 307802, 281095. 
Office in El Arz Street, Modern Building. 


437 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


CHEKAA: 34.20 N. 35.43 E. 


Port is used for cement loading and discharge of sulphates. 
ANCHORAGE: Safe anchorage in Chekaa Bay. 

MAX. SIZE: Draft up to 26 ft. 6 ins. (in calm weather) alongside quay. 
In event of swell, vessel required to leave quay and anchor in bay. 
LOAD/DISCHARGE: 800/1,000 metric tons per 24 hours. 


AGENT: See “Beirut”. 


RAS SELAATA: 34.16 N. 35.39 E. 


Port is used for discharge of sulphates and sulphuric acid. 
MAX. SIZE: Up to 21 ft. draft (in calm weather) alongside pier which 
has two cranes. 


AGENT: See ‘Beirut’. 


SIDON: 33.30.04 N. 35.20.31 E. (See Plan) 


OPERATORS: Trans-Arabian Pipe-line Company, Sidon Terminal. 
The Company transports crude oil from Saudi Arabia via pipe-lines 
and exports from terminal South of Sidon (Saida). Terminal operates 
24 hours a day, seven days a week. 

FLAG: All vessels required fly Lebanese Ensign on foremast during 
daylight hours. Lebanese flags may be obtained from ship's Agent. 
LOCATION: Sidon Terminal is open, unsheltered roadstead, 
situated immediately North of Zahrani River, about 5 miles South of 
city of Sidon (Saida), Lebanon. It is approximately 35 miles South of 
Beirut, and 17 miles North of Tyre. 

DESCRIPTION: Terminal's Tank Farm consists of 23 storage 
tanks situated East of terminal at 360 ft. (average) above sea level. 
Marine and administrative offices, a laboratory for testing stocks, 
three large and three small storage tanks all located within area just 
above sea level. An “L"-shaped pier for harbouring Company's 
marine craft extends approximately 1,000 ft. from shore near South- 
ern end of berthing area. 

NAVIGATIONAL AIDS: Terminal sea buoy approximately one 
mile westward of mooring berths in 98 ft. of water. Position 33° 32’ 02” 
N.; 35° 19’ 16” E. Buoy painted white and exhibits flashing white light 
every four seconds (flash 0-3 seconds, eclipse 3-7 seconds). Lantern 
11 ft. above water and visible 8 miles. Mooring Master will board 
vessels within two miles to Westward of this buoy. Vessels should 
not enter inside restricted area described by a line joining South- 
west buoy and North-west buoy with terminal sea buoy unless so 
directed by Mooring Master. 

Radio beacon tower located 1,200 ft. back from beach, South-east 
of moorings. Occulting red light (about 30 flashes per minute) 
mounted on top, elevation 184 ft. above sea level; position 33° 30’ 04” 
N.; 35° 20’ 31” E. Tower also marked with two sets fixed red lights 
located respectively 45 and 90 ft. below occulting red light. Radio 
beacon is automatic and operates on 24 hour basis on frequency of 
296-5 kc/s, with “SAD" as the identifying call sign. It will signal two 
times over a 10-second period and then give a constant 1,000 cycle 
tone for 72 seconds. Tower is of cage-type construction, painted 
red and white. About 24 miles South-west of terminal sea buoy and 
approximately 2 miles offshore is rocky shoal with approximately 
32 ft. of water over it. Outside this shoal is a lighted buoy, painted 
red, in 51 ft. of water, showing flashing red light every 4 seconds 
(flash 0-3 seconds, eclipse 3:7 seconds). This buoy moored in 
33° 30° 21” N.; 35° 18’ 04” E. Lantern 11 ft. above water and visible 5 
miles. Vessels approaching from Southward should keep offshore 
until radio beacon tower bears 100° true before hauling-in. 

“Sailing Directions for the Mediterranean" (U.S. Navy Hydro- 
graphic Office Publication No. 154A Vol. IV) reads in part: 

“Caution: As the coast between Saida and Tyre, 20 miles South- 

South-westward, is bordered in places by rocks and shoal water 

extending as far as one mile offshore, it should not be approached 

closer than 14 miles, nor within depths of less than 16 fathoms.” 

Unlighted, white painted spar buoys mark North-west and South- 
west corners of restricted area. North-west buoy in 78 ft. of water and 
located approximately 33° 33’ 35” N.; 35° 21’ 13” E. South-west buoy 
in 57 ft. of water and located approximately 33° 30’ 20” N.; 35° 19’ 36-5” 
E. During darkness terminal range lights and mooring buoy marker 
lights may be visible. These lights are located inside the restricted 
area. 

A conspicuous water tank (painted in black and white vertical 
bands) on a tower located 33° 29’ 27” N.; 35° 21’ 10” E., the top of which 
has elevation of 460 ft. above sea level. Location is seaward of centre 
oil storage tanks. 

There are a number of smaller radio towers to North-west and 
South-west of beacon tower. South of terminal, at Medreco Refinery, 
is a conspicuous black stack located 33° 29’ 31” N.; 35° 20’ 08" E. A 
little farther North-west from this stack is a tall pipe painted alumi- 
nium with a flare on top at 33° 29’ 35” N.; 35° 20’ 03” E. 
DOCUMENTS: 

Health Declaration: International Health Form to be filled out by 

Master on arrival. 

Cargo Manifest: No cargo arrival manifest required, as same 
usually prepared by local Agent. 

Clearance: No clearance required. 

Crew List: 4 copies required on arrival. 

Passenger Manifest: If any passengers on board. 

Store List: 2 copies. 

Bonded Store List: 2 copies. Present regulations at Sidon Ter- 
minal allow each seaman to retain in his possession a maximum 
of 40 cigarettes or the equivalent weight of tobacco or cigars. 
The balance of all smoking items must be collected and carefully 
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listed prior arrival. This list will be checked by Customs bel 
sealing lockers. If any discrepancies, vessel subject to a 

PILOTAGE: Vessels to be moored at Sidon will be boardeg 

Mooring Master of Company within 2 miles to seaward of t 

sea buoy. Mooring Master will advise Ship's Master on appr 

to berth, mooring, unmooring, connecting and disconnectin 

marine hoses and in all other operations within berthing ar 
manoeuvring of ships within berthing area shall be done 
accordance with advice of a Tap-line Mooring Master, subject tos 
understanding that in all cases and circumstances Master off 
vessel being manoeuvred shall remain solely responsible, On be 
of vessel's owner, for safety and proper manoeuvring of 

Ship's Master or qualified deck officer must be on bridge at all tin 

while ship is manoeuvring. 

Vessels must have a pilot ladder safely and securely rigged,» 
all vessels over 45,000 dwt. should have an accommodation lads 
rigged in combination with pilot ladder for safe boarding of Moog: 
Master and Government officials. Pilot ladder should be abaft, 
close to accommodation ladder so that Mooring Master, after clin 
ing a few steps, can use accommodation ladder for remaining cls 
Since hoses handled on port side at Sidon, it is advisable tp, 
ladders on starboard side. If at night, adequate lighting mug 
rigged over-side for Mooring Master to approach side of Ships 
climb ladder safely. 

Note: Vessels having special rigs, such as hoisting equipmen. 

short sections of pilot ladder, are not required to rig pilot/aceg 
modation ladders pe the above. 
ANCHORAGE: Fo: vessels awaiting berth, good anchorage j 
W.S.W. of terminal sea buoy in 16 to 20 fathoms, sandy bot 
Vessels should under no circumstances anchor North of term 
sea buoy as depths are excessive for safe anchoring. 
MAX. SIZE: Berths Nos. 1 and 4 depths 47 ft., and berths No 
and 3 depths approximately 67 ft. Tankers up to 150,000 dwt 
approximately 55 ft. draft are considered maximum size which sho 
be handled during winter months at Sidon, and then only if ves 
meets all of below recommended requirements. Otherwise, vesy 
of over 100,000 dwt. should not be nominated for liftings at Si 
during period November-March. 

Based on previous experience, sudden and severe storms of\s 
duration are not expected from April through October. Vessels o 
150,000 dwt. may, therefore be accommodated during this per 
However, prior to acceptance of nomination of vessels over 15j 
dwt. Tapline requires advance information regarding maxim 
draft, vessel's equipment and location of manifold in reference 
distance from stern of vessel which should not exceed 450 ft. Ace 
tance or rejection will be made after evaluation of above dats 
Sidon Marine personnel. 

Summary of Recommendations for Vessels over 40,000 dwt.: 

1. Capable, efficient and reliable anchor windlass(es). 

2. Fifteen shots on starboard chain — thirteen shots on port ch 

are satisfactory. 

3. Mooring wire winches, one on aft well deck, three on poop de 
200 fathoms wire on each, with adequate number of manila 
synthetic ropes to double up as needed. 

. Capability of lifting 16 in. hose string - 6-5 tons static weight 

. Suitably located hang-off bitts. 

. Capability of keeping vessel in a reasonably safe ballast condi 
(November-March) by permanent ballast or loading while det 
lasting, or a combination of both. 

7. Ship's manifold located not more than 400 ft. from stern. 

HEALTH: Rules governing quarantine of vessels are same as fo 

in other ports. 

RADIO: (a) Facilities. Tapline has own ship-to-shore radio tt 

graph, and VHF radio telephone station at terminal. This static 

not open to commercial traffic. Services limited to traffic betw 

Tapline and tankers within three days’ sailing time from termi 

Messages to or from tanker agents classed as "Commercial"! 

must be routed via Radio Orient, a commercial radio station. 

call sign is ODR. 

Sidon Radio, call sign ODA 3, transmits (CW) on 8502°5 kHi 
0700, 1100 GMT, the traffic list; 12840 kHz at 0730, 1130 GMT, the tre 
list; 424 kHz for traffic upon request. Listens on 8534-8374 kHt’ 
replies and calls and on 8374 for traffic. Will listen on 8476 kHi 
traffic upon request; 12531-12561 kHz for replies and calls; 425! 
468 and 480 kHz upon request. Keeps watch only between 0500-1 
GMT on 500 kHz. 

Radio Orient Beirut, call sign ODR, transmits (CW) on 8702! 
and 13101 kHz simultaneously half-past each hour beginning até 
until 2130 GMT, the traffic list; 524 kHz each hour beginning atl 
until 2100 GMT, the traffic list. Listens on 8534-8374 kHz and 12 
12561 kHz for replies and calls each hour from half-past the 
until the hour; 500 kHz 0600 to 2200 GMT and 425, 454, 468 and! 
kHz from the hour until half-past the hour for replies and calls. Ke 
watch only between 0600-2200 GMT on 500 kHz. ' 

(b) Advice of Arrival \t is important that ships establish radio @ 
tact with Tapline Station ODA3 when three days distant from Si 
and maintain this contact at regular intervals until just prio 
arrival at the terminal. All ships should send a 72-hour ETA mes# 
to Tapline, giving the best estimate of ship's arrival time, a state® 
of bunker requirements and other relevant information. She 
notice may result in berthing delay. Further ETA messages sh® 
be sent when vessel is 24 hours and 12 hours distant and to ¢ 
any other time changes occurring in the original ETA or those® 
sequent thereto. The 12-hour ETA should include a state™ 
regarding “ship's readiness to load” on arrival, and time requi 
discharge clean ballast after ship is moored. A further contact 
4 hours away is desirable for exchange of weather data and 
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ule. Vessels failing to give minimum of 12 hour arrival notice 
subject to delays in acceptance. 

any Oi io-Shore Communications. Ship-to-shore communica- 
©) hile ships are in moorings, will be by portable VHF radio 
Hons, ve by the Mooring Master only. The use of the ship's radio 
hy except Channels 16-14) and/or battery charging equipment 

ie onibited for safety reasons during cargo transfer operations. 
the event of normal ship-to-shore communications failure, the 

a ) emergency whistle signal should be used. 

(88 eadio Message. Upon first contact with inbound tanker, ODA3 
iitransmit @ detailed message of advice. 
"nis important that a reply to this message be sent soonest after 
' t, Also requested that all vessels forward their local weather 
ations to this station while approximately 100 miles and again 
5 miles Westward of Sidon when approaching and also upon 
‘ture during period November 1 to March 31. This data is used 
assist in preparation of terminal weather forecasts and radio con- 
ct may be useful in event Tapline needs to furnish any information 
to vessel after its departure. d 
VHF: Tapline VHF radio telephone system operates on inter- 
national Channels 14 and 16, 156°7 mc/s and 156-8 mc/s respectively. 
Channel 16 used to establish contact while all traffic handled on 
Channel 14. Tapline guards these channels on a 24 hour basis, and 
contact can generally be made at distances up to 100 miles from 
terminal. Conversations on these channels will be carried out in 
English language only, . 

Mooring Master only will be in direct charge of portable VHF ship- 
to-shore radio communications. ; 
BERTHING: Five buoys in berth No. 1 and seven buoys in each of 
berths No. 2, 3 and 4. During winter months vessels over 40,000 dwt. 
ysually moored in berths No. 2 or No. 3. These berths approximately 
{mile to 14 from shore. Berths numbered 1 to 4 from South to North. 
Vessels moored on one heading (West) basis using both bow 
anchors with maximum possible spread of anchors to increase 
ship's anchor beam holding components. Ship's stern moored to 
cylindrical buoys fitted with release hooks, using seven ropes (or 
wites) to respective mooring buoys. Permanent moorings consist of 
Tsteel cylindrical buoys in each berth. (Five buoys in No. 1 berth.) 

Certain mooring buoys in all berths fitted with 14 in. diameter 

preventer wires, one end of which is secured to mooring buoys. 
When required, other end is brought on board vessel by a messen- 
ger line after ship moored in position. Preventer wires supplemental 
to ship's regular moorings during adverse conditions. Ships should 
have chain stoppers for handling these wires. 
BALLAST: Masters are warned that no dirty ballast or bilge water 
may be discharged within an area extending 100 nautical miles 
seaward of the Lebanese coastline. All pipe-lines, sea suctions, 
strainers and pumps that are to be used for the discharge of clean 
ballast must be flushed clean prior to entering the 100 mile zone. 
Except for oil retrieved under “‘load-on-top" procedures, Masters 
must te themselves that all oil tanks, pipe-lines and pumps are 
tree of all traces of oil. 

The terminal has no facilities for receiving oily ballast. A vessel 
must have sufficient ballast for safe manoeuvring. However, by 
carefully watching the weather, especially in the Summer months, 
ty frequent interchange of weather information and berthing instruc- 
tions, and, by a knowledge of the behaviour of his own vessel, a 
Master may desire to arrive at the terminal with minimum ballast 
thereby lessening any possibility of infringement of the pollution 
restrictions of this section, and also reducing time in berth. 

As soon as practicable after arrival and prior to acceptance, all 
the vessel's tanks will be inspected for evidence of oil in ballast 
tanks. Inspection will continue during discharge of ballast. If evi- 
dence of oil appears at either of these inspections, the ship must 
return at once to a point not less than 100 miles from the coastline 
and there accomplish the necessary tank cleaning. Any vessel 
fequired to return to a position at least 100 miles offshore for the 
purpose of discharging dirty ballast, cleaning tanks or for any 
Similar reason, automatically nullifies any Notice of Readiness 
already tendered, and at the same time loses any priority held for 
loading. On return from sea, vessel will be entered for loading at the 
oan second arrival, when a new Notice of Readiness will be 

ed. 

Vessels discharging dirty ballast within the prohibited 100 mile 
tone may be subjected to action by the Lebanese Government. In 
pos owners and charterers will be promptly notified of 

ion. 

Masters are also warned that ship's garbage or trash should not 
Samped within 50 miles from the Lebanese coast. 

a DING : (a) Readiness ; Tenders to load will normally be accepted 
te berths assigned to vessels in order of arrival, provided vessels 
nal nominations for cargo valid at the time, carry clean ballast and 
é a equipped and ready to moor. In event berthing delayed 
. So weather, vessels will ordinarily keep their loading priority 
wane of arrival. Vessels required to leave port area on account of 
no ni (port closed), should keep in contact with terminal via radio 
pe er that they will be available when weather moderates. Com- 
Ywill make every effort to load vessels on arrival, or as promptly 
his available, weather permitting. Notice of readiness will not 
tidero ted, unless vessel ready to load. Arrival time will be con- 
veesel as time Mooring Master boards vessel underway or time 
| ndemlia whichever occurs first. 
i hareag-uP. Ships loaded by means of submarine pipe-lines. 
dnt of the 16 in. hose in No. 2 berth about 6-5 tons; weight of 12in. 
and a No. 3 berth about 5 tons; and weight of 12 in. hoses in No. 1 
4, 0:4 berths about 4 tons. Hoses lifted by ship's gear on port 
Detail of flange templates shown in drawings below. Ships 
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DETAIL OF 16”, 12”, 8" & 6° HOSE CONNECTIONS FROM 
SUBMARINE HOSE TO SHIP 
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12” FLANGE TEMPLATE 
150# A.S.A. RATING 


16-1 DIA. 
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16” FLANGE TEMPLATE 
150# A.S.A. RATING 
In use in Berth 2 only 
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6” FLANGE TEMPLATE 
150% A.S.A. RATING 


8-#DIA 
HOLES 


8” FLANGE TEMPLATE 
150# A.S.A. RATING 


should provide manifold fittings to allow connection of flanges 
shown, 

Mooring Master advises ship's personnel in lifting, connecting, 
disconnecting and lowering of hoses. A ship's deck officer must be 
present, and must direct ship's crew in all hose handling. There 
must be sufficient crew on deck to perform this work. 

(c) Rates: Loading is by gravity flow from tank farm which is 
approximately 360 ft. above sea level. Loading rates as follows 
(approximate maximum): 


Rates (BPH 
Berth With 1 Hose With 2 Hoses 
1 17,000 29,000 (12 in. hoses) 
2 40,000 70,000 (16 in. hoses) 
3 27,000 43,000 (12 in. hoses) 
4 25,000 37,000 (12 in. hoses) 


Order save ship's time and to ballast vessel as quickly as possible, 

as well as to make berth available for others, itis requested that ships 
receive oil as fast as it can be delivered, with due regard for safety. 
The removal of any restrictions, such as strainers, etc., is recom- 
mended. 
MEDICAL: Neither medical nor hospital facilities provided byTap- 
line. Private doctors and hospital facilities available at Sidon and 
Beirut. Agents acquainted with situation and can make necessary 
arrangements. 

If unable make radio contact, then vessels requiring emergency 
medical assistance should hoist International Code Flag “W" in 
daylight, and at night, send “W" (.—) on blinker light to attract 
immediate attention, the same signal “W"'(.—) should be given on 
ship's whistle in either day or night hours. Signal should be repeated 
until acknowledged visually by either another ship in berth; from 
shore station or from Company launch. As soonas signalis received, 
terminal officials will advise ship’s Agent as soon as possible of the 
emergency medical aid required. 

DENSITY: Salinity of the sea is same as open Atlantic Ocean. 
Temperature ranges from 60°F. to 85°F. (15-6°C to 29-4°C.) depending 
on season. 

FRESH WATER: Not available. 

FUEL: Bunker fuel loaded at rate of 3,000-5,000 bph through 8 in. 
deck hose. Bunker connection should be located near ship’s cargo 
manifold. Ships calling at Sidon to load crude oil should arrange for 
bunker fuel nominations through one of the offtaker companies well 
in advance of arrival. Bunker fuel will not be delivered until Tapline 
has received a firm nomination. Bunker fuel will be loaded as promptly 
as circumstances permit, but Tapline assumes no liability for any 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


delays incurred by a vessel in berthing or loading bunker fuel. Mari- 
time lubricants available, through marketing representatives in 
Beirut by arrangement through Agents. 

PRECAUTIONS: (a) Valve Contro/. Ship's valves must not be 
closed against the oil stream. 

(b) Emergency Signal. When, and if normal ship-to-shore com- 
munications fail, the emergency signal to stop oil flow will be a con- 
tinuous blast on ship's whistle, until oil ceases to flow. Steam or air 
should never be shut off from the whistle during loading. Whenever 
emergency whistle is used, all loading operations in all berths will be 
shut down until communications can be established with vessel 
giving the signal. For this reason, it is requested that ships in the 
area refrain from using their whistles for other purposes. 

(c) Readiness to Leave Berth. Port is considered an “open road- 
stead," and under no circumstances may engine be shut down for 
repairs while ships moored in submarine berths. Vessels in sub- 
marine bertiis must be able to clear, and shall clear immediately 
upon advice of Mooring Master. Ship's engine and gear must there- 
fore be ready at all times with full power for immediate use. 

(d) Loading and Deballasting Simultaneously. Properly equipped 
vessels will be encouraged to discharge clean ballast and load oil 
simultaneously. This capability is especially necessary during un- 
settled weather order keep vessel reasonably ballasted. 
REPAIRS: No facilities. 

CONSULS: Two consulates at Sidon, one Italian and one Nor- 
wegian. Consular or diplomatic representatives for most nations 
maintain offices in Beirut. 

OFFICIALS: Lebanese officials, such as Customs Director, 
Quarantine Officer, Immigration Officer, Captain of the Port and 
Police, stationed at Sidon. Should Customs guards be stationed on 
board while in berth, it is expected that ships will provide food for 
these guards and other officials. 

SHORE LEAVE: Arranged between Agent and Lebanese Security 
Officer aboard vessel. Ship's personnel (other than emergency or 
medical cases) not allowed to disembark at terminal. All personnel 
going ashore must land at Sidon where small boats must cross a 
shallow and sometimes impassable bar. Delays have been caused 
to vessels whose personnel have been unable to rejoin their ship. 
Sufficient personnel must be aboard at all times for letting go lines 
so that vessel can clear berth whenever required. 

GENERAL: (a) Mooring Wires and Winches. Use of mooring wires 
to powered drums for all vessels calling at Sidon is strongly recom- 
mended. Because there are no mooring tugs available, a ship's 
ability to moor during marginal weather conditions is dependent upon 
its ability to warp itself into position. Vessels with capable wire 
winches and deck mooring equipment that are able to place one or 
two mooring ropes on a windward mooring buoy, usually able to 
moor without difficulty. Vessels over 40,000 dwt should have mooring 
wires to powered drums, one on aft well deck and three on poop deck. 
The wires should be 200 fathoms in length and so secured as to be 
easily let go from ship if necessary. 

(b) Ropes. Vessels should have two suitable, best quality mooring 
ropes of 200 fathoms each located on aft part of after well deck for 
use on either port or starboard side, three (minimum) suitable, best 
quality mooring ropes of 200 fathoms each and three additional 
ropes of 150 fathoms each on poop deck plus properly located warp- 
ing winches and bitts. Vessels equipped with mooring wire winches 
on poop deck may reduce required “additional” ropes accordingly. 
Wires are not used on port side of aft well deck due to possible foul- 
ing of wire with hose or pipe-line underwater facilities. In this posi- 
tion a suitable, best quality mooring rope must be used. Two ropes 
of 200 fathoms each recommended, to be used on either side while 
mooring, and used on port side only for securing ship in berth. 
AUTHORITY : Trans-Arabian Pipe-line Company. Company main- 
tains offices at following addresses: (a) Beirut Office: PO Box 1348, 
Beirut, Lebanon. Cable Address: Tapline Beirut. (b) Sidon Office: 
PO Box 28, Sidon Lebanon. Cable Address: Tapline Beirut. (c) New 
York Office: 505 Park Avenue, New York, New York 10022, United 
States of America. Cable Address: Taplineco New York. 


AGENTS: Gulf Agency Co. (Lebanon) Ltd., Sidon, Lebanon. 
Cables: “Gacship", Sidon. Tel. 720715. AO 720168, 281095, 307802. 
Telex: 20906 Beirut. 

For communication and operational reasons address all your 
correspondence and cables to head-office in Lebanon: Gulf Agency 
Co. (Lebanon) Ltd., POB 4392, Beirut, Lebanon. Telephones: 256516, 
296733. Cables: “Gacship", Beirut. Telex: 20906 (answer back: 
GAC 20906 LE.). 


TRIPOLI: 34.28 N. 35.49 E. 


(a) DRY-CARGO PORT. 

Manifests should be visaed by Lebanese Consul at ports of shipment, 
or at any port en route where there is a Lebanese Consul. If on ac- 
count of non-existence of Lebanese Consul at ports of shipment or 
at any of these en route the manifests are not visaed, then such con- 
sular visa dues are collected at Beirut. 

DOCUMENTS: 

1 Legalised copy of Cargo Manifests. 

5 copies of Cargo Manifests. 

2 Store Lists. 

5 Passenger Lists. 

2 Lists of Cigarettes and Tobacco (see ‘Customs allowances"’). 
PILOTAGE: Agent arranges with Harbour Master, therefore keep 
Agent closely advised ETA. Harbour Master may also be contacted 
on VHF Channels 13 (frequency 156-6) and 16 (frequency 156-7). 
ANCHORAGE: Good anchorage. 
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MAX. SIZE: Depth at entrance 22:5 ft. Max. draft alongside, 
22 ft. 6 in. 

HEALTH: Health authorities boarding in roads. Health 
obtainable from Agent or doctor. Smallpox and yellow fever 
cates for ships coming from Far East and Red Sea. Owners 
check with Agents respecting any recent imposition of anti-ep; 
regulations and requirements for addition injections for Crew py 
members. 

RADIO: Cables via Beirut Radio to and from Agent. 
BERTHING: New pier about 600 metres length. Two berths, 49 
cranes suitable for vessels up to about 7,000 tons only. Two 
lift cranes, capacities 25 and 50 tons. Lighters available for dj 
ing alongside vessel. Ship's gear often used for discharging, 
STEVEDORES: Ordered by Agent. No ETA to stevedores ny 
sary. Working hours, 0800-1200, 1300-1600, otherwise ovey 
included on Sundays and on official holidays. 

MEDICAL: Master to advise Agent by cable prior to arrival itty 
cal attendance required. 

DENSITY: 1025. 

GANGWAY/DECK WATCHMEN: Available and recommey 
OPENING/CLOSING HATCHES: For liners by stevedores, » 
wise per agreement. 

CUSTOMS ALLOWANCES: Tobacco. 40 cigarettes per, 
member. Customs very strict, checking crew cabins. Regul 
are as follows: 

1. That the quantity of tobacco to be allowed on board vessels 
their arrival at a Lebanese port will be fixed on the basis 9, 
packets per crew member, passenger per day, and to be caloy 
on a maximum period of four months, if the vessel emanates fro 
American, Asian or African port - not central Africa; and fy, 
months if the vessel last port of call is in Europe, Central Aftig 
Mediterranean, which will be deducted from the quantity, and» 
same basis the consumption by the crew members and pas 
during their trip, and this to start from the last port of call until 
at a Lebanese port. 

That the number of passengers to be taken into account; 
tourist vessel will be the number of berth the vessel can aw 
modate and not the number of passengers on board. As tog 
vessels, the actual number to be accounted for will only be ther 
members and the Master of the vessel. 

2. In the event that it is the first call of the vessel, at a Leby 
port and not aware of such regulations, and it was found ont 
her an excess quantity to the actual one allowed, as indicated a 
a Proces Verbal will be established for the excess quantity founi 
the cigarettes placed under seal. An undertaking is also 
obtained from either the Owners and/or her Agents to the effec! 
they will submit a certificate, within one month, to be issued} 
relevant Customs Authorities of the next port of call of the 
after a Lebanese port. While the seizure of the vessel will be! 
when the Bank guarantee equalling the amount of fine and du 
placed, or a Personal Guarantee from the Agent - if solvable-) 
in the event that the undertaking is not fulfilled, the usual pené 
will be inflicted according to the law. 

3. In the event the vessel is aware of such restriction, and fw 
reason or another she is carrying an excess quantity, this eo 
must be, as per Official regulations, be shown on the manifest 
lens and issued at the last port of call touched by the vessel pre 

eirut. 

Any excess found over and above such declaration will ber 
sidered as smuggling and the law will be applied. 

Wine and/or spirits: One bottle per crew member; C# 
allowed 3/4 bottles. 

CARGO GEAR: Ship's gear to be used. A floating crane mai 
lift 50 tons is available. 

IDENTIFICATION CARDS: Shore pass given to each crew®™ 
ber. Passport and seaman's book to remain in Captain's care. 
CONSULS: Most countries have consulates in Beirut. 
AIRPORT: Beirut. 

TIME: GMT plus 2 hours. Summertime, GMT plus 3 hours. 
HOLIDAYS: 


Holidays Date Days 
New Year's Day January ist 1 
Al-Adha (Karban Bairam) Varies 2 
Ashoura - 1 
New Year (Islamic) * 1 
Arab League Day March 22nd 1 
Good Friday Varies 1 
Easter Monday n 1 
Good Friday (Oriental) *) 1 
Easter Monday (Oriental) of 1 
Labour Day May ist 1 
Martyr's Day May 6th 1 
Ascension Day Varies 1 
Mohamed's Birthday Varies 1 
Assumption Day August 15th 1 
All Saints’ Day November ist 1 
Independence Day November 22nd 1 
Ramadan Varies 2 
Christmas Day December 25th 1 


AGENT: Gulf Agency Co. (Lebanon) Ltd., Customs Street, 1 
Lebanon. Cables: “'Gacship", Tripoli/Lebanon. Telephone: 
Telex: 20906 Beirut. Head Office: Beirut (which see). 


(b) OIL TERMINAL. 


OPERATORS: Iraq Petroleum Company. 
DOCUMENTS: See “Section A - Dry-cargo Port". 
PORT LIMITS: Iraq Petroleum Company Limited have 


ene spar-buoys to indicate the limits of the Company's Sea. 


inal boundaries. 
ne eaon of these buoys is as follows: 


The cts ee 

° 90’ 03" N. Long. 35° 52’ 30” E. 
- Lat ao 29’ 42° N. Long. 35° 52° 26” E. 
Ms Lat. 34° 29° 03" N. Long. 35° 51’ 04” E. 


LOTAGE: The company's Mooring Masters will meet tankers 
miles North-east of Tripoli Breakwater Head. Tankers of 40,000 
bw nd over should have rigged, when in light condition, an accom- 
oe ation ladder lowered to about 12 ft. above water. This can be 
sted to suit conditions. A pilot ladder should be rigged immedi- 
. abaft the accommodation ladder, to within 2 ft. above the water. 
This will enable Pilot to ascend pilot ladder clear of launch and then 
on to the lower platform of the accommodation ladder. United 
Toedom Merchant Shipping (Pilot Ladders) Rules are relevant. 
ANCHORAGE: Good anchorage immediately West North-West of 
No, 4 sea berth buoys. f Aw 
AX, SIZE: Least depth of water available in berth, and swinging 
circle, after deducting 6 ft. for the height above sea bed of the sea 
fine and cradle is as follows: No. 1 Berth, 62 ft.; No. 2 Berth, 66 ft.; 
Wo 3 Berth, 53 ft.; No. 4 Berth, 38 ft. The swinging circle is defined as 
14 ship's lengths from dropping position of ship's inshore anchor. 
The approximate draft limits quoted are based on an underkeel 
cjarance, in the berths, of 6 ft. 

VLCC's will be handled in Berth No. 2 and loaded to a draft of 
sit. During the period April to October, and subject to the Master 
and Mooring Master being satisfied that weather conditions permit 
joading to a reduced under-keel clearance of 4 ft., then the loaded 
draft may be increased to 62 ft. 

HEALTH: See “Section A - Dry-cargo Port". 

RADIO: The Iraq Petroleum Company Limited, must be informed 
4 hours prior to arrival of a vessel's ETA, quantity of cargo re- 
quired, maximum loading rate, SWL of derrick for lifting hoses and 
confirming that the ballast for discharge in port waters is clean. 
Communication with Iraq Petroleum Company, Limited, should be 
ty cable addressed to ‘'Petriraq, Tripoli, Lebanon”, or direct to 
Tripoli Terminal Radio Station. 

Tripoli Terminal Radio Station. Call Sign - ODC 8. 


Waveband Hours Watch Details 
(GMT) 
ODC 8 Broadcast Traffic List and calls 
ships on 8514 kc/s. Listens on 8354— 
8374. 
1200-1230 Will transmit on 12831 kc/s. on request. 
High 
Frequency 1600-1630 
2230-2300 
0000-2400 Monitor 500 kc/s. for calls and answers 
only. 
0730 Broadcast on 500 kc/s. QSW 442 kc/s. 
0732-0800 Transmit Traffic List on 442 kc/s., re- 
ceives ship frequencies — 425, 454, 468, 
480 and 512 kc/s. 
1130 Broadcast call on 500 kc/s., QSW 442 
ke/s. 
1132-1200 Transmit Traffic List on 442 kc/s., re- 
ceives on normal ship frequencies - 
425,454, 468, 480 and 512 kc/s. 
Medium 
Frequency 1530 Broadcast call on 500 kc/s., QSW 442 
kc/s. 
1532-1600 Transmit Traffic List on 442 kc/s., re- 
ceive on normal ship frequencies — 
425, 454, 468, 480 and 512 kc/s. 
2200 Broadcast call on 500 kc/s., QSW 442 
kc/s. 
2202-2230 Transmit Traffic List on 442 kc/s., re- 


ceive On normal ship frequencies - 
425, 454, 468, 480 and 512 kc/s. 
2232 Broadcast call QSY QSX 500 kc/s. 
Cables to Agents may be routed through Beirut radio. 
VHF: Tripoli: 
Equipment: Fixed Station sited in Terminal Building and used by 
: Control Room. 
Call sign; Tripoli Control. 
Range: Approximately 15 miles. 
Frequency ; Transmitting on 163-6 mc/s. 
Receiving on 159-1 mce/s. 
Watches: Continuous. 
Mobile Station 
quipment: Portable, battery operated, carried aboard vessel with 
Mooring Master. 


Call sign: Ship's name (before mooring). or Berth No. (after 
R mooring). 
ange ; Approximately 8 miles. 


Frequency ; Transmitting on 159-1 mc/s. 
Wat Receiving on 163-6 Mc/s. 
on Continuous, whilst Mooring Master on board. 


1, Tripoli also keeps a continuous watch on the international call- 
Ing frequency of 158-8 Mc/s. This has a range of approximately 
Sarre and its call sign is “Tripoli Control”. 
ey VHF System is not connected to the main telephone switch- 
TUG oa and only selected shore stations have access to it. 
BERTH here is no tug at Tripoli. 
ING: Sea Line Berths. Four berths numbered from North- 


®ast to South-west, Specifications as follows: 


LEBANON 


Strings of Approximate 
Fixed Flexible Limits 
Berth No. Max.TPH Sea Line Hoses Draft Deadweight 
1 5,000 Two 24" Two 16” 56’ 140,000 
2 7,000 One 32” Two 16” 60’ 250,000 
3 6,000 One 32” Two 16” 47 87,000 
4 1,500 Two 12” Two 12” 32’ 25,000 


As loading is by gravitation, the maximum rates are dependent 
upon availability of suitable shore tanks and loading lines. 
LOADING: 

1. Readiness to Load, will be received by the Mooring Master, who 
is the Company Representative on board. The advice from the vessel 
which states she is ready to receive cargo is considered as final, and 
as indicating that every operation necessary aboard the vessel has 
been completed. As soon as possible after such a signal has been 
received, and without further advice, loading will commence. Damage 
to hoses can occur if ship's valves are not open at the start of loading. 

2. Derricks 
(a) Two hoses are connected on the port-side amidship. 

(6) Derricks or cranes reaching over the hose connection should be 
capable of lifting the flexible hose from the sea-bed to a height of 
up to 30 ft. above the deck. 

(c) A minimum SWL of 5 tons is required for 12 in. hoses. 

(d) The faster loading berths equipped with 16 in. hoses are available 
only to vessels with derricks and tackle with a minimum “Safe 
Working Load of 7 tons”. Such vessels will be given berthing 
priority when queuing occurs and these berths are free but other 
vessels have not the capacity to handle the larger hoses. 

3. Hose Hang-off Bitts are required at about 10 ft. from the ship's 
rail at the loading manifold to secure the submarine hoses on the 
portside. 

4. Hose Connection/Disconnection. Ship's crew with a responsible 
officer in charge to perform all operations as advised by the Mooring 
Master, to lift, connect, disconnect and lower hoses. 

5. Ship's Manifold - to be prepared for the connection of 12 in. or 
16 in. hoses with flanges of 150 series, dependent on berth alloca- 
tion. 

6. Loading — Supervision and Commencement 
(a) All operations in connection with starting of loading, discharg- 

ing, switching of tanks on board and topping-off must be directly 
and personally supervised by a responsible ship's officer. 

(6) The advice from the vessel that she is ready to receive cargo is 
considered as final, and as indicating that every operation neces- 
sary aboard the vessel has been completed. As soon as such a 
signal has been received, and without further advice, loading will 
commence. Damage to hoses can occur if ship's valves are not 
Open at the start of loading. 

Caution: The oil loading stream to the ship is controlled on 
shore and it is extremely dangerous if a ship’s valve is closed 
against the flow of oil. 

To prevent excessive pressure from surge in ship and shore 
lines, ship’s valves must not be shut-off against the stream, and 
when switching tanks, ship's valves must be closed slowly. 
Vessels will be held liable for damages resulting from any mal- 
operation of valves on board. 

7. Tank Dips. During loading frequent checks should be made by 
the responsible ship's officer to ensure that cargo is entering the 
designated cargo tanks only and that there is no escape of oil into 
pump-rooms or through sea and overboard discharge valves. Par- 
ticular care must be exercised by ship's personnel in “topping-oft” 
tanks and towards completion of loading to ensure that the terminal 
is given timely advice of any decrease in loading rate required. 
Adequate “standby” notice must be given before the final “stop”. 

8. Loading Operations 
(a) The Mooring Master will not transmit any loading instructions to 

the shore until the responsible ship's officer is satisfied that the 
hoses are connected correctly and that all valves have been set 
for receiving cargo. 

(6) Loading rates requested by the vessel or quoted by the terminal 
will be the peak or maximum rate at any time during the loading 
period. 

(c) While in berth, ships should be ready to move under their own 
power in the event of their breaking adrift, catching fire, fire in 
adjacent berths or other emergency. No repair should be carried 
out while in berth which would immobilize the ship or impair her 
fire-fighting efficiency. 

Failure to vacate the berth on completion of loading may result in 
delays to other vessels, demurrage, and loss of throughput which 
shall be accountable to the vessel. 

(d) The Mooring Master will advise the Master of the ship as to any 
signals needed for local requirements. 

(e) The Mooring Master brings a portable radio on board for ship to 
shore communication. 

DENSITY: 1025. 

FRESH WATER: May be available at anchorage before berthing, 

but it is expensive. 

FUEL: Fuel oil is available at Berths 2 and 3. The 12 in. bunker hose 

is raised on the port side of the vessel. Bunkering rates are 300 to 


400 tph. 

CUSTOMS ALLOWANCES: See “Section A - Dry-cargo Port". 

GENERAL: 

1. Ballast 

(a) Vessels should arrive with sufficient clean ballast for safe hand- 
ling of vessel under prevailing weather conditions. 

(6) Ballast water must be clean and a declaration signed by the 
Master and delivered to the terminal to this effect. Vessel's 
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scuppers must be effectively plugged and leakage or spillage of 
oil aboard ship must not be swept or washed overboard. 

(c) Pollution of the sea - warning. \t is an offence to discharge dirty 
ballast or pump out bilges. The authorities are very strict and 
your attention is drawn to the Lebanese Notice to Mariners No. 
23/1 of 29th July 1965, and to the volume entitled “International 
Conference on Prevention of Pollution of the Sea by Oil", issued 
by IMCO London. 

In the event of your vessel discharging dirty ballast or spilling oil, 
cost for cleaning the pollution, third party claims and port hes 
shall be borne by the vessel. 

It is recommended that vessels carry an adequate amount of dis- 
persants with means of application in case of oil spills. 

2. Gear to be provided by the ship 

(a) Anchor to be fitted with marker buoys and 20 fathoms line. 

(6) Four good mooring lines of not less that 150 fathoms each and 
of suitable size for the vessel. Two additional 150 fathoms lines 
securely tailed to the first lines for cases where 150 fathoms may 
not reach to the stern buoys initially. 

(c) For vessels of 50,000 dwt. and larger, powered mooring winches 
with 200 fathoms of wire rope. 

(d) Four suitable rope stoppers to be available aft. 

(e) Two good chain stoppers for use on 54 in. circumference wires 
(preferably carpenter's patent stoppers). 

(f) Two good 44 in. circ. boat ropes 200 ft. long placed one on each 
side of the vessel. 

(g) Two good ropes, 15 fathoms x 3¢ in. circ. and two heaving lines 
for lowering hoses. 

3. Lighting. Manifold and poop mooring areas should be ade- 
quately lit to enable night mooring and loading operations to be 
carried out with safety. Sea area around the ship to be illuminated. 

4. Deck Watch. A deck watch must be maintained at all times the 
vessel is in berth. In addition to its normal duties, the watch must 
inspect the hose connections and area around the ship against oil 
spillage , pollution, and prevent unauthorised persons from boarding 
your vessel. 

5. Boarding of vessel. The control of persons boarding your vessel 
is the ship's responsibility. Boarding should be restricted to Com- 
pany employees on duty and to persons authorised by the Port 
Authorities as advised by your Agents. 

6. Stores/Provisions or other items should not be received or 
discharged whilst loading is in progress. Launches other than the 
Company's mooring launch, should not lie alongside the vessel. 

7. Tanker Safety. Masters are at all times responsible for the applica- 
tion of all safety precautions as prescribed in the International Oil 
Tanker and Terminal Safety Guide. 

8. JOTTSG Safety Check List. The Tanker Safety check list must 
be completed after inspection of each item prior to commencement 
of and during loading. The Mooring Master is authorised to stop all 
loading operations should he consider that the safety of lives and 
property is endangered by the infringement of safety rules. 

9. Action in case of Emergency. |n the event of a fire, oil spillage or 
other emergency on the vessel, 

The Emergency Signal is:— 

Three or more blasts of not less than ten seconds duration each on 

whistle or siren supplemented by a continuous ringing of the general 

alarm bells. 


AGENT: Gulf Agency Co. (Lebanon) Ltd., Customs Street, Tripoli, 
Lebanon. Cables: ‘‘Gacship", Tripoli/Lebanon. Telephone: 62 52 54. 
Telex: 906 Beirut. Head Office: Beirut (which see). 


Leeward Islands 


BASSETERRE, St. Kitts: 17.18 N. 62.43 W. 


DOCUMENTS: 

3 copies of Crew List. 

3 copies of Passenger List. 

1 copy High Duty Cargo List. 

1 copy Crews’ Personal Effects List. 

1 copy Clearance from last port. 

1 copy Ship's Stores List. 

7 copies Manifest. 

2 copies Bills of Lading. 
PILOTAGE: No pilotage required. 
ANCHORAGES: Harbour at Basseterre is an open roadstead and 
safe anchorage will be found ata distance off to} mile from the shore 
opposite the piers in the centre of the town. 
RESTRICTIONS: None. 
MAX. SIZE: A vessel of any size may be admitted. Anchorage 
position will depend on the draught of the ship. 
HEALTH: The Harbour Master boards all vessels on arrival at port 
and inspects the clearance from the last port. If there are no health 
problems the vessel is immediately granted pratique. If there is 
suspected disease or fever on board pre-notification is recom- 
mended. If this is done the Harbour Master will have a Medical 
Officer with him when he boards the ship on arrival. 
RADIO: Centact is through Barbados Radio, call sign 8PO. 
TUGS: Not needed. 
BERTHING: Ships anchor off shore. 
STEVEDORES: ETA should be advised 24 hours before arrival of 
vessel, also tonnage to be discharged and number of gangs required. 
Discharging rate: 15 tons per gang per hour on bags. 6 tons per gang 
per hour on general cargo. 
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MEDICAL: Advance notice if possible — hospital facilities aValy 
Valid Vaccination Certificate for passengers disembarking bg 
for intransit or cruise ship passengers. 

DENSITY: No tides. Density normal for a West Indian islang 
FRESH WATER: Not available. 

FUEL: No bunkering facilities. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Done by stevedores, 
CUSTOMS ALLOWANCES: Tobacco, 1 carton of Cigay 
Wine and/or Spirit, 1 bottle. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Netherlands, France, Dominican Republic. 
REPAIRS: The sugar factory has well-equipped shops for 
welding and maintenance work. They can assist with MOSt ey 
repairs. 

DRY DOCKS: None. 

REPATRIATION: Crew changes and repatriation can be a 
AIRPORT: Two miles from town with regular daily connectig, 
Antigua and Puerto Rico where onward passages to Canad 
U.S.A., Great Britain and Europe can be arranged. 

TIME: GMT minus 4; no alteration. 

HOLIDAYS: New Year's Day (January 1st); Statehood; 
(February 27th); Good Friday; Easter Monday; Whit Monday; Qu. 
Birthday (date fixed by announcement annually); August Mos 
Prince Charles’ Birthday (November 14th); Christmas Day (Dy 
ber 25th); Boxing Day (December 26th). 
POLICE/AMBULANCE/FIRE: Police 999; Fire 999; Amby 
(Hospital) 2551. 

TELEPHONES: None available. 

DEVELOPMENTS: A deep-water harbour and improved q 
handling facilities are being planned. 

AUTHORITY: Comptroller of Customs. 


AGENT: S.L. Horsford & Co. Ltd., PO Box 45, Basseterre, Sti 
BWI. Cable address: Horsford, St. Kitts. Tel. Shipping May 
Office 2616, Home 2101; Secretary, Office 2617, Home 2122, 


ST. JOHN'S, Antigua: 17.7 N. 61.52 W. 


DOCUMENTS: 
4 Crew Lists. 
6 Passenger Lists. 
1 Customs Declaration. 
1 Declaration of Health. 
6 Copies of Manifest. 
Port clearance from previous port. 
3 copies of B/L. 
1 copy Crew Personnel Curio List. 

Fumigation and Deratisation Exemption Certificate. 
PILOTAGE: Compulsory. Messages should be received by Ag 
48 hours in advance. Pilot boat may be identified by pilot flag, 

Pilot boards at entrance of channel if vessel is proceeding to) 
Water Harbour. If vessel proceeding to Oil Berth, Pilot bos 
miles North of Sandy Island. 

PORT LIMITS AND COMPULSORY PILOTAGE AREA: 
the waters enclosed by an imaginary straight line running due? 
from Weatherills Point forming the Northern boundary, } 
imaginary straight line running due North from Shipstern 
forming the Western boundary and by the coastline running! 
Weatherills Point to Shipstern Point forming an Eastem 
Southern boundary. 

ANCHORAGE: Open seas just outside inner harbour. De 
exceeding 50 ft. 

RESTRICTIONS: No restrictions on entry, difference int 
negligible. Channel is 8,000 ft. long and 300 ft. wide, dredged to! 
MAX. SIZE: At present vessels of any size can anchor int 
harbour. The New Deep Water pier is 1,200 ft. long and depth# 
side is 35 ft., a turning basin of 1,200 ft. diameter is availabe 
carrier's berth at Oil Refinery Pier in 36 ft. of water or at Sea & 
in calm water exceeding 45 ft. High and low tide are negligible 
HEALTH: Pratique granted at berth. Suspected disease or! 
should be notified by cable in advance. 

RADIO: Cable and Wireless (W.1.) Ltd. Barbados Radio 8P0. 

Tugs fitted with VHF equipment. Harbour Master's office equ? 
with VHF and HF equipment. West Indies Oil Company # 
Centre keeps constant watch on VHF Channel 16/6 and HF 2# 
TUGS: Two tugs of 1800 h.p. available. 

BERTHING: No special requirements. 

STEVEDORES: 48 hours notice required to arrange gangs. 
MEDICAL: Required medical attention should be cabled in att 
to Agents. Hospital facilities available, smallpox vaccinati# 
quired. 

TANKERS: At Oil Refinery Pier several product pipe-lines? 
8, and 4 in., one 16-in. crude line, one 3-in. fresh-water line. 36f? 
low water, acceptable draft 32 ft. (deeper draft subject mart 
minal approval). At Seabuoy one 10 in. Bunker C line, one! 
crude line; five mooring dolphins secure vessel in position. A® 
able draft 45 ft. No slop residue discharge facilities available. 
DENSITY : 1025. 

FRESH WATER: Available from Deep Water Pier and by® 
in conjunction with bunker fuel deliveries. 

FUEL: All grades marine fuel available; ex wharf at the oil ref 
pier, at the Sea Buoy, and by barges to vessels at St. John's 
and adjacent offshore bunkering area. 

Bunker nominations should be placed with Natomas Tradint 
London. Cables: “Oilsuppli London EC4”. Tel. 01-236 4326 # 
New York, or San Francisco offices. 


PRECAUTIONS: No smoking or cooking at docks. 
fl CHMEN: Not necessary. Available on request. 

TCHES: No set custom for opening/closing. ty 
HM TIFICATES: All certificates should be on board but it is 
required t0 show Deratisation Exemption Certificate, L.S.A., Load 


cusTOMS ALLOWANCES: 1 carton cigarettes. 1 bottle (26 oz.) 


spirits. F 2 
TION CARDS: Not required. 
IDENT IIS: Dutch, French, Danish and Swedish Consulates. 
COPAIRS: No deck or engine repairs are possible. 
pryDOCKS: None. vanad 
AIRPORT: Airport is 4 miles from docks in city and served by 
international airlines such as BA, PAA, BWIA, Air Canada, 
ALM, Caribair, LIAT, Air France. | 
TIME: Local time is GMT minus 4. No alterations made to clocks 
ear. 
SAYS: ist January; Good Friday; Easter Monday; Labour 
Day (ist Monday in May and no work is possible); Whit Monday; 
August Monday; Carnival Holiday (Tuesday following | August 
Wonday); State Day (1st November); Christmas Day; Boxing Day; 
4M, Queen's Official Birthday observed either first or second 


Saturday in June. } 
POLICE|AMBULANCE/FIRE: Police 20045, Ambulance 20251, 


liRE TELEPHONE CONNECTION: Available. 


AGENT: Geo. W. Bennett, Bryson & Co. Ltd., PO Box 162, St. 
John's, Antigua. Telegraphic address “Bennett”. Tel. 21200. Estate & 
Shipping Agents, Liner Agents, General Commission Merchants, 
insurance Agents, Travel Agents, Stevedores. 


Liberia 


COURTESY FLAG: Masters of vessels should check with the Pilot 
the correct times for raising and lowering the courtesy flag as heavy 
fines are imposed if raising and lowering is carried out at the wrong 
time. Itis also advisable to carry a spare courtesy flag aboard the 
vessel. 


BUCHANAN: 05.54 N. 10.04 W. 


DOCUMENTS: 

t copy Clearance of last Port of Call. 

{ copy Health Declaration. 

§ copies Number of Passengers. 

6 copies Cargo Manifest (even in ballast). 

6 copies Crew List. 

3copies Store List (ship). 

3copies Personal Effects List. 

1 copy Vaccination List. 
PILOTAGE: The ship shall be considered to have arrived at Port of 
Buchanan when she cuts a circle with a three nautical miles radius 
from the beacon on the main breakwater head (FI ‘‘G" 3-sec.). 
Lamco provides pilotage. Pilot boarding approximately 14 miles off 
the main breakwater, bearing 095°/110°. Pilot ladder on port side. 
ANCHORAGE: If waiting Pilot, anchor 2 miles off main breakwater. 
RESTRICTIONS: Harbour traffic hours - towage and pilotage 
(ore ships), 0600-0100. General cargo ships (tankers), 0600-1630. 
MAX. SIZE: Ore carriers up to 42 ft. draft. 
RADIO: Dakar Radio, or when within 200 miles Buchanan Harbour 
Radio. Communications with ore ships per HF, call 2182 kc. Traffic, 
2638 kc, 2738 kc. VHF, call Channel 16. Traffic, Channels 9, 11, 12 & 14. 
HEALTH: Customs, health and passport inspection normally takes 
place at the berths. Quarantine signal must not be hauled down 
before “Free Pratique" is received. If diseases are suspected on 
board contact the Port Authorities or Agents by radio for instruc- 
ions. After call at other Liberia ports where free pratique has been 
granted, Port Health will not board here. 
TUGS: Lamco provides towage with two tugboats 1,640 h.p. and 
3300 h.p. Tugs join vessel about one mile N.W. of red buoy. 
STEVEDORES: As early as possible advance notice of ETA re- 
quired latest by 1500 hours on day preceding arrival if a weekday. Or 
wie before noon if arrival on Sunday. Shore working hours: 
bes handling: 0700-2400 with two 1-hour mealbreaks; general cargo 
pa 0700-1200, 1300-1500, and overtime 1500 to 2300. 

RTHING: Port provides nylon springs for mooring at $5 per day 
fach. Number of berths for sea going vessels, 5. Length of quays, 
Pg with 50-100 tons bollards and properly fendered. Depth con- 

“ions, 42 ft. at ore-loading quay (at MLWS), 33 ft. at commercial 
hen MLWS). Ore loading capacity, 6,000 tons per hour. 
é OAL Hospital and medical care is provided; advance notice 
we uld be given in serious cases. Smallpox, yellow fever inoculations 
jane to enter the Republic. Yellow Vaccination Book is 
TANKERS: One tanker berth for discharging only. Hose connec- 
DEN are: 6 in. and 10 in. Max. draft 30 ft. 
PRES NY: Varying but around 1020/25. 
tons/h WATER: Fresh water is available, ex-quay only, rate is 20 
our. Subject to availability, max. 100 tons per ship. 
ANGWS bunker facilities available. 
OPENING OECK WATCHMEN: Available. 
REPAING LOSING HATCHES: Performed by stevedores. 
gene pid No commercial facilities available. In cases of emer- 
YLamco might assist with minor repairs. 


LIBERIA 


CUSTOMS ALLOWANCES: Direct sales of Liquors, cigarettes, 
foodstuff, etc. from ships are strictly forbidden. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Swedish Vice-Consul only; however, most countries 
are represented either by Embassy or Consul at Monrovia. 
REPATRIATION: Can be arranged. 

AIRPORT: Roberts International Airport about 1 hour ride by car; 
several connections to the rest of the world. 

TIME: GMT; no alterations during the year. 

HOLIDAYS: January 1st; January 7th; February 11th; Second 
Wednesday in March; March 15th; Second Friday in April; May 14th; 
duly 26th; August 24th; First Thursday in November; November 
29th; December 1st; December 25th. Special holidays as proclaimed 
from time to time by the Liberian Government. No work will be 
performed on January 1st, July 26th and December 25th. 
GENERAL: Two Customs officers stay on board the ship during 
ship's entire stay and they should be given meals in the Officers’ 
Mess and if necessary night quarters. 
POLICE/FIRE/AMBULANCE: No phone available; however the 
Lamco Plant Protection Force should be contacted; one officer is 
normally assigned to each quay/gate. 

SHORE LEAVE: Apart from South African, Portuguese and 
Rhodesian Citizens, who are not allowed ashore, no restrictions. 
DELAYS: Generally, no major delays have occured. For ore loaders 
and tankers the tide may occasionally involve 24/36 hours waiting 
time depending on the size of ships expected to load; general cargo 
ships: no delay. 

AUTHORITY: Port Operators: Lamco J. V. Operating Company, 
Buchanan, Roberts International Airport, Liberia. Telex: 203, Lamco 
Monrovia, Cable: Lamco Monrovia. 


AGENTS: All ore carriers must employ LJVOC as their Agent. 
Other vessels ; 
Scanship (Liberia) Inc., PO Box 168, Buchanan, Tel. 95.30/39. Telex 
via Monrovia. 


MONROVIA: 06.20 N. 10.50 W. 


DOCUMENTS: 
6 Crew Lists. 
5 Passenger Lists or 5 Statements “Nil” if none aboard. 
5 rt ig for Customs. This should state S.W. Ballast if no cargo 
aboard. 
5 — of Ports of call from commencement of voyage with date of 
calls. 
1 International Health Declaration. 
1 List of Crew with dates of smallpox and yellow fever vaccination, 
5 Store Lists. 
2 Crew Custom Declarations. 
Immigration now stamp all seamen's discharge books or pass- 


ports. 

PILOTAGE: Order Pilot through local Agents. Monrovia Freeport 
Pilot station equipped with R/T and VHF radio and on continuous 
listening watch from 0645 GMT to 2245 GMT. R/T 2182 kc/s, range 
300-500 miles VHF Channel 16 range-30 miles. 

Pilot comes out from inside breakwater by launch displaying H. 
flag. Vessels should approach to approx. 7 cables off entrance and 
should anchor clear of fairway channel as very large iron-ore car- 
riers sail on deep draft. Anchorage lies S.W. of Leading Line from 7 
cables to 10 cables from Southern breakwater end. 
ANCHORAGE: Good unlimited anchorage space available on 
roadstead S.W. of Leading Line, depth 7 to 10 fathoms. Anchorage 
safe but subject to moderate South-westerly swell during rainy 
season, April to October. 

RESTRICTIONS: Pilot service given day and night. Loaded oil 
tankers berth in daylight hours only. Only deep-loaded vessels 
restricted to tide for berthing or sailing. 

Channel outside breakwater being dredged to 49 ft. MLW. Channel 

to iron-ore piers dredged to 45 ft. MLW. 
MAX. SIZE: Vessels up to 850 ft. length and 45 ft. draft can be 
accommodated at iron-ore piers. No restrictions on beam exceptthat 
carriers with a beam in excess of 126 ft. may experience difficulty in 
loading with present loading gantries. Maximum draft for berthing 
at Marginal General Cargo Wharf is 30 ft. 

Tankers discharging at crude oil pier; maximum length 700 ft., 
maximum draft 40 ft. Maximum draft for berthing at Bunkering Pieris 
35 ft. 

HEALTH: Vessels entering must fly International Code flag ‘Q”’. 
Port Health Officials board upon berthing. Pratique automatic for 
vessels having cleared at other Liberian ports, but vessel must still 
clear Customs. 

RADIO: ETA cables should be routed to Agents through Govern- 
ment radio station ELC or via land cable (French Cables) through 
Dakar or Abidjan. Pilot R/T station will pass on messages to Agents 
free of charge. 

TUGS: 3 tugs of 1700 h.p. available. Join vessels just inside break- 
water entrance. For berthing, tug lines used; for sailing, ships lines 
used; no charges for tug lines. 

BERTHING: Day and night, except loaded tankers not berthed 
during hours of darkness. Tankers arriving must enter breakwater 
by 1730 hours. Fishing boats are moved to or from fishing pier situ- 
ated on North Breakwater during darkness. 

STEVEDORES: Engaged by Agent. Several stevedoring com- 
panies. Port Management handles all cargo on shore and accepts 
cargo ex-ship's hook only. 

MEDICAL: Whenever possible Masters should cable Agents if 
require medical attention especially when arriving week-ends or 
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during night. Hospital facilities available. Port Health require small- 

pox and yellow fever vaccinations for crew members. 

TANKERS: One bunkering and oil-loading pier, and one crude-oil 

discharge pier. At Crude Oil Pier discharge by means of floating 

10 in. pipe-line. 

DENSITY: Density varies with the tide. Also varies during rainy 

season as river flow increases. Varies from 1009 to 1024 oz. per cu. ft. 

with average of approx. 1019 oz. per cu. ft. 

FRESH WATER: Available only on marginal wharf and three Iron- 

ore Piers by means of hoses from shore. Average rate of delivery 

approx. 20 tons per hour. 

FUEL: Light diesel oil and heavy fuel oi! available and these can be 

blended to specification by supplying oil company Diesel only 

available on bunkering pier. Fue! oil available by barge and on bunker- 

ing pier. 

GANGWAY/DECK WATCHMEN: Supplied by Agent, and 

recommended. Customs also place one gangway officer aboard and 

this officer is supplied with food by ship. 

OPENING/CLOSING HATCHES: Normally done by stevedores. 

CUSTOMS ALLOWANCES: Tobacco, reasonable quantities for 

consumption while in port. Wine and/or Spirit, as tobacco. 

IDENTIFICATION CARDS: Not required, but seamen's books 

are endorsed aboard by Immigration. 

CONSULS: Majority of foreign countries have Consuls. 

REPAIRS: Limited deck and engine repairs can be carried out by 

two private companies. 

DRY DOCKS: One very small floating dock capable of lifting 300 

tons with max. draft of 8 ft. This dock is used for small coastal craft 

and only accepts very limited outside work. 

REPATRIATION: Repatriation of crews is possible. 

AIRPORT: Roberts Field International Airport 45 miles distant. 

Served with daily international flights to Europe and America. 

TIME: GMT. 

HOLIDAYS: Many official holidays during year but cargo work 

carried out those days on overtime rates. Port closes three days per 

bai 26th July (Independence Day), Christmas Day and New Year's 
ay. 

POLICE/AMBULANCE/FIRE: Port Management have own Secur- 

ity Force and Fire Service. Situated in port area. 

TELEPHONES: There are no facilities for telephones on board. 

GENERAL: Stevedores gangs have to be ordered the day before 

required, therefore essential for Agents to receive ETA messages in 

sufficient time. 

SERVICES: Hull, deck and engine surveys can be obtained through 

Lloyd's, German Lloyds, B.V., Norske Veritas, America Bureau 

Agents. 

SHORE LEAVE: No restriction on shore leave. 

AUTHORITY: National Port Authority, POB 14, Monrovia. Cables: 

Naportauth Monrovia. 


AGENT: Scanship (Liberia) Inc., PO Box 209. Tel. 22-832, 21-612. 
Telex 4281. Cables: ““Scanship Monrovia”. 


Libya 


GENERAL: All ports: 

Circular to all ships (Issued by the Libyan Port Authorities): 

1. Hoist the Libyan national flag while sailing in Libyan territorial 
waters. Remain in contact with the Libyan radio station. 

2. Give notice of ETA 24 hours before arrival, including all informa- 
tion about the ship, her cargo, and abnormal illness. 

3. All ships, whilst in Libyan territorial waters or harbours, shall 
comply with the rules of road, lights and signals, suitable to her case. 

4. Entering and sailing from the ports is forbidden without a Pilot. 
When the Pilot is staying on board for a reason the ship shall pay 
all the expenses for his residence, food and repatriation to his port, 
by air, sea or land (1st class) plus any extra expenses, in complying 
with the law. 

5. Any movements inside the port (anchor area or for securing at 
the buoys) are forbidden without the permission of the Port Authori- 
re - Master is responsible for any movements, even if Pilot is on 

oard. 

6. It is forbidden for any person to board or leave the ship before 
free pratique has been granted. 

7. It is necessary to show the marine inspection department all 
ship certificates during the first 24 hours of arrival. 

8. At all times, sufficient crew (watches) should be on board 
looking after the work and enforcing any constructions for move- 
ments at any time. 

9. The following are forbidden whilst the vessel is in port: 

(a) Moving the propellers for any reason without permission of the 

Port Authorities. 

(b) Dismantling the engine for any repairs without permission of 

the Port Authorities. 

(c) Lowering the life-boats for use in the port. 

(d) Discharging overboard into the sea garbage, oil, oily mixtures 

and other substances. 

(e) Any other scrapings or chippings. 

(f) Using ship's radio in port. 

(g) Presenting or offering alcoholic drinks to any person who is 

not a crew member, as per Custom's rules. 

(h) Permitting any person to board the ship except for official 

work. 
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(ij) Transferring of crew members between ships for Visits wi 

permission. 

(j) Swimming or diving in the port for any reason. 

(k) Whistling without reason and without permission on 

special occasions. f 

(/) Making of thick smoke from the funnel. 

10. All ships alongside the quay must be sure that the 
ropes and wires are suitable for the weather and ratguards Mug 
placed. 

11. All ships when entering or sailing have to showa list of 
quantity and destination to the Port Aurhorities. 

12. All tankers: 

(a) To comply with the International Oil Tanker and the Term 

Safety Guide, or any book including the same instruction 

(b) Gas-free all tanks before entering the port. 

(c) Have ready the emergency fire wires for towing off (sity 

fore and aft with big shackles). 

(d) Taking care to avoid fire for safety of ships. 

(e) Smoking is strictly forbidden at all times on deck or » 


quay. 

(f) Hoisting red flag during the daylight and red light at; 

whilst in the port and in the Libyan territorial waters, 

Notice: All vessels proceeding to the Gulf of Sirte are requ 
to contact Tripoli Radio before entering. Entering Libyan tem 
waters without contacting Tripoli Radio is forbidden as permy 
to enter is required from Libyan Navy at Tripoli. Message \; 
Navy should state name of vessel, flag, last port of call and dep 
tion, 


BENGHAZI: 32.06 N. 20.03 E. 


DOCUMENTS: 

Crew Lists, 7 copies. 

Passenger Lists, 6 copies. 

Crew Declaration including currency, cigarettes and gifts, 

Stores List, in triplicate. 

Health Declaration. 

Cholera and Smallpox Certificate. 

Manifests, 8 copies. 

Bill of Lading - 8 copies for the Shipping Agent. 

Registration Certificate, Log Book, Health Certificate. 

All Certificates according to International Sea Conventions. 

record book. 

N.B.: Port Authorities at Benghazi will insist upon the folly 
details to be inserted on Manifests: 

(a) Bill of Lading number. 

(b) Shipper’s name. 

(c) Receiver's name. 

(d) Marks and Numbers. 

(e) Quantity of Cargo and Kind. 

(f) Description of Cargo. 

(g) Weight of Cargo. 

(h) Measurement of Cargo. 

PILOTAGE: Compulsory. The Port Manager of Benghazi sit 
recommends all Agents operating in Benghazi to advise their» 
pals that this port should never be entered without a Pilot ont 

In case there is any vessel entering the port without a Pit 
board, the owners have to bear all responsibility for eventual dam 
and for settlement of these and consequent fines. 

Harbour Pilots will not come out farther than one mile off-s 
Vessels anchored outside this limit cannot expect to receive a? 
International code signals used to call Pilot. 
RESTRICTIONS: Vessels are not permitted to enter hat 
between sunset and sunrise. 

MAX. SIZE: Max. draft for entering harbour is 27 ft. in winte! 
28 ft. in summer time. Max. length 550 ft. 

HEALTH: Quarantine Flag should be hoisted until doctor has? 
on board and free pratique granted, there is no automatic * 
Pratique” for a vessel arriving from another port of Libya. 
RADIO: Messages to Agents, Receivers, etc., normally the 
Malta Radio. Due to difficulty of communications, Master 
advised to maintain radio watches while anchored off port. 

When sending ETA telegram include details of kind of caf 
each hatch and total tonnage in each hatch. R/T 2182 and! 
Channel 16. 

TUGS: Available, join immediately after Pilot boards. 
BERTHING: 


Berth No. 1 length 1,050 ft. draft 28 ft. 
Berth No. 2 length 920 ft. draft 28 ft. 
Berth No.3 length 550 ft. draft 28 ft. 
Berth of Libya No. 1 length 150 ft. draft 18 ft. 
Berth of Libya No. 2 length 420 ft. draft 18 ft. 
Berth of Libya No.3 —_ length 450 ft. draft 18 ft. 
TANKERS: 
Oil berth only for 1 tanker draft 24 ft. 
Floating berth for 2 tankers draft 18 ft. 


MEDICAL: Doctor available, also hospital facilities. 
FRESH WATER: Available at anchorage and all berths. 
FUEL: Suppliers need at least 48 hours’ notice of bunker re 
ments. Advisable for Chief Engineers to check what gradé 
available before ordering. ‘ 
GANGWAY/DECK WATCHMAN: Compulsory, provide 
Port Authority. 

OPENING/CLOSING HATCHES: To be done by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes for each crew® 
ber. Wines and Spirits - 1 litre for each crew member. 
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TION CARDS: Identity cards, Passport, Discharge 

ENTE Tan's Book required. — 
REPAIRS: Minor repairs are possible. rier 

y DOCK: There are no dry-docking facilities. 
OR OATRIATION: Facilities exist without difficulty. 
RE ULS: Following countries are represented — France, Ger- 
many, Greece, Italy, Tunisia, United Kingdom, U.S.A., U.A.R., and 

- Republic. 

key aa Airport situated 29 km. away. 
rue: GMT plus 2 hours. 
HOLIDAYS: 22nd February, 23rd July, 28th September, 25th May, 

t September, 21st November. Id Al Adha(4 days). Id Al Fitr(3 days). 
o o can be worked during holidays on an overtime basis except 
jg Al Adha, 1st September, 28th September and Id Al Fitr. 

POLICE AMBULANCE/FIRE: Police 99; Ambulance 2131/2132/ 
: Fire 5555/5599. ; j j 
GENERAL: Radio transmitters will be sealed by Port Authority 
whilst vessel in harbour. The bond seals must remain unbroken 

if vessel is proceeding to another Libyan port. 
SHORE LEAVE: Allowed, alongside the quay and at anchor. Shore 
passes are delivered to vessel in exchange for the Discharge Books 
and Vaccination Certificates of the crew members. 
HEAVY LIFT CRANES: 2 floating cranes, 100 tons each and 
several shore cranes, max. lift 27 tons. i 
PORT REGULATIONS: Ship's lifeboats not to be used without 
permission of the Port Authority. No engine repairs without per- 
mission of the Harbour Master. i 

Vessels should advise their ETA 24 hours before arrival. 
DELAYS: Vessels usually have to wait 1 to 2 days fora berth. 
AUTHORITY : The Port and Lights is a Department of the Ministry 
of Communications which controls the operations of all Ports of 
Libya. Tel.: 2983. 


DERNA: 32.45 N. 22.40 E. 


DOCUMENTS: 
7 Crew Lists. 
6 Passenger Lists. 
3Crew Declaration of Bonded Stores. 
3 Stores Lists. 
3 Currency Lists. 
Health Declaration. 
Cholera and Smallpox Certificates. 
8 Cargo Manifests. 
2 Bills of Lading. 
Registration Certificate. 
Log Book. 
Health Certificate. 
Radio Certificate. 
PILOTAGE: Compulsory. 
RESTRICTIONS: Vessels are not permitted to enter harbour 
between 2100 and 0600 hours. 
MAX. SIZE: Max. draft 12 ft.; max. permissible length 370 ft. 
HEALTH: Quarantine flag should be hoisted until doctor has been 
on board and free pratique granted, there is no automatic free 
pratique for a vessel arriving from another Libyan port. 
RADIO: Recommended that radio messages for Agent be sent via 
Malta Radio or Alexandria Radio. 
TUGS: Normally join vessels in the roads. 
ae One berth, length 415 ft., max. draft 11 ft. (forward), 
. (aft), 
CRANES: 2 shore cranes 10 tons each. 
MEDICAL: Medical and hospital facilities available. 
FRESH WATER: Can be obtained from Port Authority when 
alongside quay. 
FUEL: Supplier needs at least 24 hours’ notice of bunker require- 
ments. Advisable for Chief Engineer to check what grades are 
available before ordering. 
GANGWAY/DECK WATCHMEN: Compulsory. Provided by 
Port Authority. 
OPENING / CLOSING HATCHES: To be performed by shin's 
W. 
CUSTOMS ALLOWANCES: 200 cigarettes and one litre wine/ 
Spirits per man, 
REPAIRS: Minor repairs are possible. 
REPATRIATION: Facilities exist via Benghazi. 
GENERAL: Radio transmitters will be sealed by port authority 
while vessel in harbour. Bond seals must remain unbroken if vessel 
shoneeng to another Libyan port. 
f ORE LEAVE: Shore passes are delivered to vessel in exchange 
pedi discharge book and vaccination certificates of crew members. 
NEGULATIONS : Ship's lifeboats not to be used within harbour 
am Wine and Spirits not to be taken ashore. Foreign currency 
mo © be taken ashore. No engine repairs to be carried out in port 
AUTHOR MC? without prior authority of Harbour Master. 


Mis “Pi i ini - 
Munications. orts and Light Department, Ministry of Com 


ES SIDER: 30.38 N. 18.22 Es 


DOCUMENTS: The Libyan Federal Police require a list of the crew 
sang Sclaration on their personal belongings, a list of tankers 
a ae list of passengers. Also 1 copy of the cargo manifest 
disch 90 in transit, and six copies of a cargo manifest whenever 
arging is performed. 


Certificate attesting the discharging of her total cargo in the 
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port of discharge duly signed and legalised by the customs is 
requested by the Libyan Authority. 

PILOTAGE: 72 hours before the Master expects to arrive at Es 
Sider to receive a Mooring Master on board, he shall notify the ter- 
minal by cable addressed to Oasisoil Pipeline Tripolibya, providing 
the following information: 

(a) Name of tanker. 

(b) Precise estimated time of arrival at Es Sider. 

This information is to be repeated 24, 12, and 4 hours before arrival. 
Coastal landmarks in the area are as follows: 
(a) The most prominent landmark is a water tower in the terminal 
area which is painted white and is 180 ft. above sea level. This 
water tower is located at 30° 38’ 00” North Latitude and 18° 21’ 01” 
East Longitude. 

(b) A radio antenna tower which is 624 ft. above sea level is located 
at 30° 35’ 48” North Latitude and 18° 24’ 12” East Longitude. At 
night the tower is lighted with five red lights, vertically arranged. 
The top light and the fouth from the top flash simultaneously 
every second. Lights two, three and five are fixed. 

(c) Aradio antenna tower which is 770 ft. above sea level is located 
at 30° 36’ 30-5” North Latitude and 18° 17’ 24” East Longitude. At 
night the tower is lighted with four red lights, vertically arranged. 
The top light and the third from the top flash alternately every 
second. Lights two and four are fixed. 

(d) Marble Arch is an archway along the coastal highway. It rises 
approximately 100 ft. above the roadway and its highest eleva- 
tion is 171 ft. above sea level. Marble Arch is located at 30° 27’ 
42” North Latitude and 18° 24’ 12” East Longitude. 

Vessels to be moored, anchored or manoeuvred at Es Sider will 

be boarded within the recommended anchorage area. The Mooring 
Master will advise the Master on approaches to berths, mooring, 
unmooring, connecting and disconnecting the hoses and in all 
operations within the anchorage or berthing area. 
ANCHORAGE: Recommended anchorages at Es Sider within the 
seaward perimeter of a circle having a radius of 3,000 ft. centred at 
30° 40’ 00” North Latitude and 18° 24’ 00” East Longitude. The anchor- 
age area has a sandy bottom with a depth ranging from approxi- 
mately 70 to 100 ft. 


MAX. SIZE: Length Beam Draft 
No. 1 Berth 900 ft. None 52 ft. 
No. 2 Berth 900 ft. None 54 ft. 
No. 3 Berth 1100 ft. None 62 ft. 


RADIO: Oasis maintains direct communication with Malta Radio, 
details of which are shown in publication 205 of the U.S. Hydro- 
graphic Office and are included in the Berne Lists. Oasis also main- 
tains a VHF station at Es Sider Terminal. 

Cables should be addressed to: Oasisoil Pipeline Tripolibya. 
Cables addressed in this manner will be received directly by the 
Oasis communications centre in Tripoli and relayed immediately by 
voice radio or teletypewriter to the terminal at Es Sider. 

If the tanker is equipped with an FM radio-telephone in the 156-162 
mc/s band, communications may be established with the Es Sider 
terminal dispatcher by calling on Channel 16, 156-8 mc/s. This fre- 
quency is monitored continuously. The range of the terminal station 
is approximately 100 miles. After initial contact, further conversation 
should be conducted on either Channel 12, 156-6 mc/s or on Channel 
14, 156-7 me. 

HEALTH: Tankers shall fly “Q” on arrival by day and disolay a 
red light over a white light at night to indicate quarantine conditions. 
TUGS: Not required. Oasis maintains launches to assist in berthing 
tankers. These are under the direct supervision and control of the 
Mooring Master. 

BERTHING: Three open roadstead submarine sea loading berths 
are available for loading crude oil at flow rates up to 40,000 barrels 
per hour. These berths are of the seven-buoy type. The berth head- 
ings are North and ships should pick up hoses on the port side. 

The central spar buoy of the Easternmost loading berth at Es Sider 
is located at 30° 38’ 58” North Latitude and 18° 22’ 43” East Longitude. 
The middle of the three loading berths at Es Sider is located at 
30° 39’ 06” North Latitude and 18° 22’ 06” East Longitude. The West- 
ernmost loading berth at Es Sider is located at 30° 39’ 35” North 
Latitude and 18° 21’ 53” East Longitude. All berths are approximately 
one mile from shore and in approximately 65 ft. of water. 

After the tanker is securely berthed, the submarine hose shall be 

lifted amidships on the port side. The base lift may weigh up to five 
tons. Hoses shall be lifted and connected by the tanker crew. The 
Mooring Master shall advise the tanker's officer-in-charge concern- 
ing lifting techniques; however, the responsibility for all operations 
shall remain with the officer. 
BALLAST: A tanker shall have sufficient ballast for safe handling. 
Careful watch of the weather, frequent interchange of information 
between the tanker and the terminal and the knowledge of the be- 
haviour of his tanker may permit the Master to bring his tanker to the 
terminal with a minimum of ballast and thereby reduce the possi- 
bility of violating sea pollution requirements. 

There are no facilities at the port of Es Sider for the discharge of 
dirty ballast, and vessels arriving with dirty ballast will not be author- 
ised to de-ballast in the vicinity of the port. Any tanker rejected be- 
cause of dirty ballast or sea pollution will automatically nullify its 
notice of readiness and thereby relinquish any right to priority of 
loading position. 

MEDICAL: First aid only, available. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPATRIATION: No facilities exist for crew change or repatria- 


tion. 
REPAIRS: When a tanker is in or near the berth, its engines shall 
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remain ready with full power for immediate use. Engine repairs shall 
not be performed near any berth. 

WATCHMEN: Not less than one capable deck officer and three 
able seamen shall be available on the deck at all times. No person 
under the influence of alcohol shall be allowed on deck. The Mooring 
Master's opinion on the sobriety of an individual shall be final. 
CUSTOMS ALLOWANCES: Cigarettes, cigars, tobacco,, 
spirits, wines, beers, perfume, arms, ammunition, saccharine, and 
certain other items shall be placed under Libyan Customs seal from 
the time of arrival in port until such time as the tanker has left terri- 
torial waters. Each officer and crewman is allowed the following 
ration for each day the tanker is in port: (a) 25 cigarettes per day, or 
25 grammes of tobacco or 25 grammes of cigars. (b) One litre of 
beer or one-half litre of wine. (c) Special provisions are sometimes 
made for the Master. 

CONSULS: Consulates are located in Tripoli, which is approxi- 
mately 650 kilometres by road from Es Sider. Some countries having 
consulates are: Denmark, France, Germany, Greece, India, Italy, 
Netherlands, Norway, Russia, Spain, Turkey, United Arab Republic, 
United Kingdom, United States of America, and Yugoslavia. 
GENERAL: When a Mooring Master and his assistants (launch 
crews and possibly apprentice Mooring Masters) are assigned to a 
tanker, the tanker shall supply them with meals at the same time and 
in the same manner as comparable personnel of the tanker. No 
special meals or special foods shall be required. The terminal will 
keep this item to a basic minimum. The intent is that the furnishing 
of meals to Oasis personnel be kept to the minimum. 

SHORE LEAVE: None of the officers and none of the crew of any 
tanker shall be permitted shore leave at Es Sider. 
AUTHORITY: The Port of Es Sider is the marine terminus of the 
Sidrah Pipe-line System, which is operated by Oasis Oil Company 
of Libya, Inc. The terminal and port facilities of the Sidrah Pipe-line 
System are owned by Ameradapetroleum Corporation of Libya, 
Continental Oil Company of Libya, Marathon Petroleum Libya, Ltd., 
Esso Sirte, Inc., Libyan-American Oil Company, and W. R. Grace & 
Company. 


MARSA AL HARIGA: 32.04 N. 24.00 E. (See Plan) 


LOCATION: Marsa al Hariga Oil Terminal is located on the South 
side of the harbour of Tobruk, approximately one mile Eastward of 
Marsa al Hariga. 

OPERATORS: Arabian Gulf Exploration Company. 
APPROACHES: Vessels bound for the terminal should approach 
the harbour of Tobruk from the North-east with the lighthouse on 
Tobruk Point bearing 238° (true). In daylight this lighthouse should 
be kept in line with the conspicuous German War Memorial on the 
South side of the harbour. 

When about four miles from Tobruk Point, course should be 
altered to 2244° (true) to bring the leading lights on Marsa Umm 
esc-Sciausc in line. This course should be maintained until the 
vessel is close to the outer buoy, where one of the company's 
Berthing Masters will board. 

Deep-drafted vessels sailing from the terminal should avoid 
navigating North-westward of the leading line from Marsa Umm 
esc-Sciausc, owing to the presence of shoal water off Tobruk Point. 
DOCUMENTS: 

A. Customs’ Requirements. On the arrival of a vessel, the Tobruk 
Customs Authorities will require from the Master of the vessel: 

4 copies of a Crew List. 

2 copies of a List of Ship's Stores. 

2 copies of a Declaration of the Crew's Personal Belongings, 

including currency, cigarettes, gifts, etc. 

4 copies of a Passenger List. 

B. Harbour Master's Requirements. On the arrival of a vessel, the 
Tobruk Harbour Master will require from the Master of the vessel: 

1 copy of a Crew List. 

1 copy of a Passenger List. 

1 copy of the Ship's Manifest. 

1 copy of a Port Declaration (form will be made available to each 

vessel on arrival). 
PILOTAGE: Vessels coming to and departing from the Terminal 
will be berthed and unberthed by Berthing Masters provided by the 
company, subject to the understanding that in all circumstances the 
Master shall remain solely responsible on behalf of his Owners for 
the safety and proper navigation of his vessel. 

Berthing Masters will board at the Outer Buoy. 

ANCHORAGES : Ifa berthis notimmediately available on a vessel's 
arrival off the harbour of Tobruk, the vessel will be advised by the 
company where she is to anchor. 

MAX. SIZE: Two berths are located at the end of a T-head jetty 
which extends some 700 ft. from the shore. There is a minimum 
depth alongside of 60 ft. and approach to and departure from the 
berth can be made in not less than this depth of water. 

A buoy berth is situated some 1,200 ft. from the shore approxi- 
mately 1,800 ft. West of the Jetty Berth No. 2. There is a minimum 
depth in the buoy berth and its approaches of 49 ft. 

PRATIQUE: The Libyan Authorities will grant clearance by radio 
of a vessel coming to the terminal. Radio messages requesting 
clearance should be sent not earlier than 48 hours prior to vessels 
arrival off the harbour of Tobruk and should give the details required 
in the Maritime Declaration of Health which must also be completed. 
COURTESY FLAG: On entering the territorial waters of the Libyan 
Arab Republic which commence six miles off the coast of Libya, 
vessels should if possible, hoist the Libyan flag, and in any event 
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the Libyan Flag must be hoisted before entering the h 
Tobruk. Should a vessel arrive without a Libyan Flag on bo, 
may be obtained from the Company's Berthing Master Whe. 
boards at the Outer Bay. 

ARRIVAL MESSAGES: In addition to their arrival mes. 
Agent, vessels must pass an arrival message to the terminal y, 
company's radio station giving at least 72 hours notice of ETA, 
advising their estimates of: 

(a) the quantity of cargo (in long tons) to be loaded at the term, 

(b) The cargo loading rate (in long tons) per hour. 

(c) The quantity of ballast (in long tons) to be discharged y 

at the terminal. 

(d) The ballast discharge rate (in long tons). 

If, subsequent to advice of their ETA there is any material 
a further ETA message must be passed via the company's» 
station. 

RADIO: Tobruk Radio 5 AL (MF & HF). Position: 32° 02° 
re Frequency: 420, 500 Al, A2, 0-5 kW. 4241, 8480, 16963 4) 
kW. 

Note: Station owned by Arabian Gulf Exploration Company,¢ 
pany telegraphic address: “Injaz Tobruk". All times given areg 
Station keeps watch on 500 kc/s during 24 hours. 

TUGS: For berthing and unberthing at the terminal, vessels 
required to use the two diesel tugs which are available at the tem 
Each of these diesel tugs has a bollard pull of approximately 25» 
BERTHING: Jetty: Vessels will berth on the jetty either, 
alongside, depending on the prevailing weather conditions, thy 
starboard side alongside is preferred. Each berthing head jy: 
shaped and is protected by four breasting dolphins. 

All moorings, except the backsprings to the outer brea 
dolphins at Jetty Berth No. 1, attached to quick release hook 
addition to the vessel's moorings, the permanent mooring» 
provided by the company must, at the berthing master's disc 
be utilised and vessels must be moored to the satisfaction @ 
company. 

Buoy Berthing: Berthing/unberthing in daylight only. 

Vessels will berth heading East or West depending on the 
vailing weather conditions, though head East is preferred’ 
moorings consist of four buoys, one buoy being on each bow; 
one buoy on each quarter. 

In addition to the vessel's mooring of two ropes to each buy 
mooring wires provided by the company to each buoy muy 
utilised and vessels moored to the satisfaction of the company, 

The company's Berthing Master will remain on board the ve 
whilst the vessel is in the buoy, to supervise and co-ordinate 
ballast discharging and loading operations. 

HOSES: Jetty: Ship-shore connections, four flow booms; 
suspended rubber hoses, diameter of hoses 12 in. Flange siz 
rating 12 in. ASA 150, Full range of standard adapters availabk 

Buoy Berth: Ship-shore connections, three flexible hoses) 

crude oil loading, one ballast discharging, diameter of hoses! 
Max. lift from ship's equipment 5 tons. Flange size and rating! 
ASA 150. 
PNEUMATIC OIL BARRIER: Although it is emphasised the 
precautions must be taken by vessels to avoid any leakage or spt 
of oil into the harbour the berths are each protected by a pneum 
oil barrier to contain any oil which may, due to unavoidable cit 
stances, get into the harbour waters. 

A pneumatic oil barrier consists of a pipe-line which is laido 
harbour bed around the berth. Through this pipe-line is pum 
compressed air which escapes from the pipe-line via small hoe 
it. As a result of this escape, the surface of the water abov 
pipe-lineis forced upward to form a “mound of water which enc# 
the berth and prevents any spillage from spreading. 

While vessels are berthing and unberthing the barrier will bet 
in operation and the disturbance on the surface of the wate! 
indicate the position of the pipe-line. To avoid damage to them 
line, it is essential that vessels do not drop their anchors it! 
vicinity. 

BALLAST: Vessels should make every effortto arrive at the tem 
with clean ballast and with the minimum quantity for safe haté 
under prevailing weather conditions. 

All ballast must be discharged into shore tanks provided by 
company, unless it is clean ballast, carried in tanks which! 
completely isolated from the vessel's cargo system. Howevel’ 
discharge of such ballast into harbour waters must not be? 
menced until the ballast has been inspected by a company 
and he has certified that it is in order to commence discharge. 

Ballast can be accepted into the company's store tanks at® 
up to 6,000 tons per hour from the jetty berths and 1,500 tons) 
hour from the buoy berth. Ballast is discharged ashore over the? 
by way of a loading boom. Ballast is discharged ashore from 
buoy berth through a separate 24-in. ballast discharge line® 
nected to a 12-in. flexible hose. Maximum quantity 35,000 tons. 
LOADING: Cargo loading at each jetty berth is by means 0! 
16-in. flow booms to which 12-in. flexible hoses are attached. ¢ 
loading at the buoy berth is by means of a 34-in. submarine li 
which two 12-in. flexible hoses are attached. : 

This system permits a maximum loading rate of approxime 
8,000 tons per hour over each jetty berth, and 4,000 tons per® 
through the buoy berth. The actual loading rate for a 
vessel will be determined prior to the commencement of 
by agreement between the Master and the Company. ' 

The following signals will be exhibited by a vessel whilst ## 
buoy berth to indicate the nature of the operation taking place! 
to provide a second channel of communication should VHF co® 
be broken between ship and shore. 


n Day Night 

en Deballasting Code Flag N 1 green light 
Slow Loading 1 red flag 1 red light 

Jey Full loading 2 red flags 2 red lights 

fa Stop flags lowered lights out 

A Requirelaunch Code Flag L signal lamp 


Continuous sounding of short 

blasts on whistle or siren 

hese signals will also be repeated ashore from a mast situated 
{ the main administration office building, which is situated 
the buoy berth. 


Fire emergency 


T 
on top 0 


epee“ Method: gravity loading, maximum head 360 ft. rate regulated 
to requirements. Loading rates: two lines each 4,000 tons/hour. 


tons/hour maximum. 

Teeth: Method: gravity loading, max. head 350ft. rate regulated 
to requirements. Loading rate: 4,000 t.p.h. 
SAFETY: A copy of the Regulations will be given to Master when 
Company's Berthing Master boards at outer buoy. Masters should 
make themselves thoroughly acquainted with these Regulations, 
strict observance of which is required by the Company. ‘ 

in the event of any infringement of the Regulations, operations 
stopped and, if so, will not be recommenced until the Com- 


b 
- anris satisfied that appropriate action has been taken by the Master 
fon to comply with all the Regulations. The Company also reserves the 


nt to unberth a vessel in the event of a continued or blatant dis- 


dup aud of any of the Regulations. Any loss or expense to the Com- 

> pany resulting from an infringement of the Regulations and, in parti- 
cular, in the event of an infringement leading to an interruption of 

iy operations and/or unberthing of a vessel, will be for the account of 

.) — the Owners. 

jie FRESH WATER: Not available. 

tie ©: FUEL: Not available. 


REPAIRS: No shore facilities for carrying out repairs to vessels 
either at the terminal or at Tobruk. 

CONSULS: No Consulates at Tobruk and the nearest locations 
of Consular officials are as follows: 

Benghazi - 445 kilometres from Tobruk: France, Germany, Greece, 
italy, Saudi Arabia, Tunisia, United Arab Republic, United Kingdom 
of Great Britain and Northern Ireland, United States of America, 
US.S.R. 

Derna - 175 kilometres from Tobruk: Turkey. 

£| Berda (Beida) - 260 kilometres from Tobruk: Belgium, United 

States of America. 
CUSTOMS ALLOWANCES: Cigarettes, cigars, tobacco, mat- 
ches, spirits, wines, beer, perfume, arms, ammunition and saccha- 
rine have to be locked up under Customs' seal from time of vessel's 
arrival in harbour of Tobruk until time of departure. 

Whilst in harbour, each member of crew allowed following: 
200 cigarettes (the Master will be allowed 400); 4 bottle spirits (the 
Master will be allowed 1 bottle); 4 bottles of beer or wine per man 
per day. 

No fixed allowances for cigars and tobacco. 

Libyan law prohibits vessels from having on board any goods or 
containers of Israeli origin. Any vessel having such goods or conta- 
iners on board on arrival in the harbour of Tobruk will be liable to a 
heavy fine and confiscation of the goods or containers. The Libyan 
Authorities may, moreover, refuse to clear the vessel. 
REGULATIONS: 

1. Ships' Garbage. Whilst within limits of harbour of Tobruk the 
throwing overside of ships’ garbage is prohibited. 

2. Ships' Radio. Once vessel berthed at Terminal the use of her 
radio will not be permitted. 

8. Ships' Boats. Use of ships’ boats not permitted within limits of 
harbour of Tobruk. 


MARSA EL BREGA: 30.25 N. 19.34 E. 


DOCUMENTS: Customs and Immigration officials may not always 
board the vessel. All relevant documents are supplied by the Moor- 
ing Master and on completion of mooring the Master will fill in, sign 
and stamp the papers. These will be dispatched ashore and clear- 
ance granted by the officials on sighting all documents. 
ack 2 Copies Port Declaration, Form PC7. B. 3 copies Inward 
Heri (title in Arabic), Form CL128. C. 3 copies Cargo Manifest 
‘ward, Form CL1. D. 3 copies Report Outwards, Form CL4. E. 2 
Copies Crew Manifest Inwards, Form CL31. 
waee when ships clear inwards, lists each member of the crew 
care goods held (e.g. liquor, cigarettes, cameras, money, etc.) 
ord crew members’ signature opposite name or rank. This form is 

‘inarily supplied in advance so that it may be completed prior to 
arrival at Brega, 
- Cargo ships also require Ship's Cargo Manifest Form (3) with 
$hj Same information as C. 

[ps forms required by Customs 
nme ree Crew List, ships’ form. B. 2 copies Stores List, ships, 
ten -1 copy Clerarance from Last Port, port's form. 

7S required of cargo ships 
ona paper of Cargo and Ship's Ullages (original). B. Tanker Time 
Discharger? Report (original). C. 3 copies Certificate of Cargo 
eopster signs and stamps one copy at bottom of form. Other two 
signed oh completed by Master at port of discharge, stamped and 
Cust y Customs authorities, and then are mailed to Controller of 
Inforons: Benghazi, Libya. 
The ted required by Esso Standard Libya Inc. prior arrival 

‘wner, Charterer or Agent should airmail or cable following to 
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Esso Standard Libya Inc., PO Box 385 (Field), Tripoli, cable address 
Essoship Tripoli: 

(1) Name and flag of vessel. 

(2) Dimensional characteristics, e.g. overall length, beam and 

maximum draft. 

(3) Total tonnage, number and type of products or cargo on board. 

(4) Number and size cargo hose connections on either side and 

distance in feet of each from the bow. 

(5) Safe working load of derricks in vicinity those connections. 
(6) Number of shackles of chain (90 ft. shots) on each anchor. 
Information concerning dimensional characteristics need not be 

included in letter or cable after first call. 

LOCATION: Marsa el Brega is located in the South-Eastern part 
of the Gulf of Sirte in Lat. 30° 25’ 0” N., Long. 19° 34’ 3” E. Itis an open 
bay contained between Ras Magdar and an unnamed headland some 
3 miles to the West. 

The Brega sea buoy is located in Lat. 30° 27.55’ N., and Long. 
19° 35.1’ E. A bow mooring oil loading fixed structure is located in 
Lat. 30° 26.0’ N., and Long. 19° 33.9’ E., with a fixed red light exhibited 
at a height 93 ft. above mean sea level. In addition, the structure is 
lighted by floodlights. Brega is radar controlled with the shore 
installation scanner in position 30° 25’ 02.5” N., and 19° 34’ 55.6” E. 
The height of the scanner tower is 112.2 ft. The Radio Beacon is 
located in Lat. 30° 25’ 00” N., and Long. 19° 34’ 14” E. The call sign is 
“M.B.” and it operates continuously on a frequency of 403 kc/s. 

A single point mooring is located in position Lat. 30° 26’ 45.26 N., 
and Long. 19° 34’ 01.40” E. A single flare is located in position 
30° 24’ 31.9” N., and 19° 35’ 49.7” E. Two other flares are located 
approximately 700 ft. to the West and South-west. The flares when 
burning can be seen at extreme distances. Numerous lighted and 
unlighted navigational and mooring buoys are located within the 
restricted area shown on BA Chart. 

PILOTAGE: The services of a Pilot/Mooring Master are provided 
without charge. He will normally board the vessel in the vicinity of 
the Brega buoy and will advise the Master on approaches to the 
berths, mooring and unmooring, connecting and disconnecting 
cargo hoses, and all other operations within the berthing area. 
Vessels are cautioned not to enter the restricted area mentioned 
above without the services of a Brega Pilot/Mooring Master. Pilot 
ladder must conform to international safety standards. 
PRATIQUE: Quarantine signals must be displayed upon entering 
Brega port limits in accordance with international practice and shall 
be continuously displayed until pratique is granted. The Libyan flag 
must be flown from the foremast when inside territorial limits. 
ANCHORAGE: Anchorages located $ mile East or South-east of 
Brega buoy in 12 to 18 fathoms. Vesse/s should not remain at anchor 
in bad weather. Vessels not permitted to anchor within 4 mile of the 
channels into the bay and inner harbour. 

RADIO: Vessels bound Marsa el Brega not required call Tripoli 
for inward or outward clearance. Radio messages should be sent 
through Tripoli (via Malta if beyond communication range of Tripoli) 
and ETAs should be sent atleast 48 hours but preferably 72 hours in 
advance. Master should state whether ETA in GMT or local time. 

As cable office closed between midnight and 0800, allowance for 
delays in receipt of radio messages due to this and other causes 
should be made when sending ETAs and other urgent traffic. 

Ships can communicate direct with Brega via the tug Simpson, call 
sign PHMV, operating on 500 kHz, range 200 miles. Berthing instruc- 
tions and information concerning facilities and customs documents 
is available from tug Simpson, 

Esso Standard Libya Marine Terminal equipped with short-range 
Radio/VHF Telephone Port Control System. The following proce- 
dure should be adhered to: Vessels approaching Brega and equipped 
with VHF should call Port Captain's office on Channels 16 and 12. 
Channel 16 is reserved for “Calling,”, “Safety”, ‘Emergency”. 
When contact made, vessel will be allocated one of the four working 
channels: Channel 13, Channel 12, Channel 9, Channel 6. Esso Libya's 
Pilot launch is equipped operate on these channels. Portable radio 
sets available for vessels not fitted with VHF. 

TUGS: Esso Standard Libya inc. maintains tugs and mooring 
launches to assist vessels to moor and unmoor. 

BERTHING: Tankers calling at Brega to load at the crude sealine 
berths should be equipped with a minimum of eight 10 in. circ. fibre 
or synthetic mooring ropes in good condition, not less than 120 
fathoms in length. Mooring wires or equivalent strength are accept- 
able. A fibre or synthetic mooring rope in good condition must be 
available for towing vessels into berths by tug. 

Crude Tanker Sealine Berths Nos. 1 and 4: 

Berths 1 and 4 are now out of service. Ground chains and clumps 
for the mooring buoys, and the loading lines are still in position. 

Crude Tanker Sealine Berth No. 2: 

The least depth of water in this berth is 44 ft. The 30” crude line is 
approx. 8,000 ft. long with two hose strings. Crude oil is loaded by 
gravity or pumps and rates up to 39,000 bbls. per hour can be obtained. 
When berthed the tanker is heading 330° true with both anchors out 
forward, and 6-700 ft. of chain on each anchor. The stern is secured 
to 5 mooring buoys fitted with quick-release hooks. The submarine 
hoses are picked up amidships on the port side of the tanker and the 
vessel's derricks should have a safe working load of 5 tons. 

A naphtha line with a single 12 in. connection will shortly be laid 
in this berth, the shore line being 24 in. In the event that a vessel 
loads naphtha, then both crude hoses will be taken on board first 
before connecting the naptha hose. In good weather, Berth No. 2 
can safely accommodate a 65,000 dwt tanker with the following 
principal dimensions: 65,000 dwt; length, 800 ft.; beam unrestricted, 
up to 42 ft. draft in good weather. Gravity of sea water about 1030. 
Crude Tanker Sea-line Berth No. 3 - bow mooring 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


The bow mooring is located in approximately 95 ft. of water, and 
consists of a fixed pylon surmounted by a revolving boom from which 
hangs a submerged oil-loading pipe arm. The main structure has a 
diameter of 130 ft. and is 97 ft. above mean sea level at its highest 
point. The pylon is surrounded by a fender ring which is mounted on 
vertical steel piles. The revolving boom is 76 ft. in length from the 
centre of the pylon to the end. The loading arm hangs from a ball 
joint at the end of the boom and is approximately 560 ft. in length, 
terminating in a hose handling platform on the outer end. The hose 
platform is kept at the level of the ship's deck by means of a com- 
pressed air ballasting and deballasting system. Four 12 in, hoses 
hang from the platform. Vessels are normally berthed port side to the 
platform. Derricks should have a safe working load of 5 tons. A maxi- 
mum loading rate of 65,000 bbls. per hour may be realised with the 
loading pump in operation. 

Vessels are moored in position using two head ropes to the bol- 
lards on tiie boom and with a 6 in. nylon back spring mooring line 
to the hose-handling platform. In addition, a 44 in. nylon snubber 
line is used to keep the platform alongside the ship. Vessels with 
the following principal dimensions can be accepted: 100,000 dwt., 
overall 1,000 ft., beam unrestricted, draft 48-49 ft., bow to manifold 
not to exceed 434 ft. Larger vessels may be accepted with prior 
approval. 

Crude Tanker Sealine Berth No. 5 — Single Point Mooring: 

No. 5 SPM is located in approx. 140 ft. of water and is in position 
30° 26’ 47” N., 19° 34’ 01.4” E. The mooring consists of a monobuoy 
to which are attached 2 15 in. synthetic lines. These are shackled 
to a single 3 in. chain partly around which is a flotation cover. On the 
end of the chain is a 9 in. polypropolene line. 

Mooring is effected by heaving the polypropolene through the bow 
as near the centre lead as possible until the chain is on board, and 
then shackling two 12 in. perlon strops to open links in the chain. 
The strops and shackles will be placed on board with the Pilot and 
vessels are advised to have the port derrick ready to hoist the gear 
on board at that time. The vessel is also required to have a good 
34 in. to 4 in. messenger line of at least 75 fathoms in length, ready 
for use on the fo'c'sle head. 

The 48 in. pipe-line is approx. 11,850 ft. long, terminating at the 
underbuoy structure on the seabed. Crude is loaded through one 
string of self-floating 24 in. hose with one 16 in. over-the-rail hose 
to the ship's manifold. Vessel's derricks should have SWL of 10 tons 
and if necessary be double rigged. The weight of a normal lift for 
connection to the ship's manifold amounts to less than 5 tons. This 
is for a hose free of oil, which is usually the case. Vessels with the 
following principal dimensions can be accepted in this berth: 
300,000 dwt. Length beam and draft unrestricted. Flow rate 48,000 
bbls/hr. 

Berths Nos. 3 and 5: 

Vessels entering the restricted area on the approach to, mooring 
and leaving, these two berths must at all times have their anchors 
firmly secured. No anchor work may be carried out at any time whilst 
a vessel is in this area. 

Product and Asphalt Tanker Berth 

Small tankers delivering refined petroleum products and asphalt 
to Marsa el Brega will be berthed at the product dock. Products will 
be discharged through a number of small pipe-lines approximately 
2,000 ft. long. 3in. or 6in. hoses are provided according to the grades 
of oil being discharged. Asphalt will be discharged through one 
10 in. pipe-line. Vessels assigned to discharge at this berth must be 
suitably equipped with mooring ropes and have derricks capable of 
lifting 2 tons. 

Vessels cannot be berthed or remain alongside the breakwater 
except in fine weather. The breakwater is equipped with resilient 
fendering and ample mooring points. Tankers will be berthed by an 
Esso Standard Libya Pilot/Mooring Master. Two tugs are available, 
and a launch will run the mooring lines. In good weather vessel with 
the following principal dimensions can be accepted: Overall 500 ft., 
beam unrestricted, draft 26 ft. maximum. 

Dry Cargo Dock. 

Vessels assigned to discharge dry cargo at Marsa el Brega will be 
berthed alongside the dry cargo dock by an Esso Standard Libya 
Pilot/Mooring Master. The minimum depth alongside and in the 
approach is 30 ft. Two tugs are available. A mooring launch will be 
available to run mooring lines. The dry cargo dock is fitted with 
resilient fendering and ample mooring points. During winter it may 
be necessary to leave the berth during bad weather, and the Master 
is responsible for requesting the removal of the vessel under his 
command. He will also be held responsible for any damage sustained 
by the jetty and/or his vessel. A Pilot/Mooring Master will be stand- 
ing by at all times. 

All mooring ropes should be in good condition and none should 
have more than one short splice in the useable length. Crew shall 
keep the moorings tendered and properly lighted day and night. 

Ships shall provide their own gangways and the crew shall keep 
them lighted and tendered, day and night. Ships must be equipped 
with adequate unloading gear. All cargo will be off-loaded with the 
use of ship's gear. When weather permits, derricks should be topped 
at sea prior to arrival. 

The length of the dry cargo dock is 650 ft. The maximum size 

ship which can be accommodated is 500ft. overall, beam unrestricted, 
maximum draft 26 ft. Slightly deeper drafts may be acceptable depend- 
ing on weather conditions. 
MEDICAL: There are limited medical and no dental facilities at 
Marsa el Brega. Personnel requiring urgent medical treatment may 
obtain it, but this will only be undertaken in serious cases. Masters 
of vessels arriving at Marsa el Brega who require medical treatment 
should give advance notice of their requirements by radio. 
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FRESH WATER: No fresh water is available. 

FUEL: No bunkers are available. | 
REPAIRS: No repairs are allowed to ship's engines while 
are moored in the berths. Ship's engines should be ready for, 
short notice in case the vessel has to vacate the berth gy, | 
because of bad weather. There are no repair facilities for 5 
available at Brega. 

REPATRIATION: Crew members cannot pay off or lean 
vessel at Marsa el Brega except in cases of emergency, Even} 
emergency, it should be noted that seamen’s Books are Not, 
under the Libyan law. A valid passport is required, and With 
quate notice by radio it is possible to obtain an exit visa for a; 
member leaving in an emergency. 

SHORE LEAVE: Passengers and crew members are ne 
mitted to land for reasons other than emergencies. 
AUTHORITY: Esso Standard Libya Inc. 


RAS LANUF: 30.31 N. 18.35 E. 
Sirtica Terminal 


DOCUMENTS: Customs will require: 

1 Crew List. 

1 Crew Declaration of personal belongings (including cigag 

etc.) 

1 Store List. 

1 Passenger List. 

Crew Lists and Crew Declaration of personal belongings musth 
the approved Libyan Government Documents. Vessels are aty 
on their initial visit to the port to obtain sufficient forms for 
visits. Also required are: 

6 copies of Cargo Manifest for Ras Lanuf Discharge. 

1 copy of Cargo Manifest for transit cargo with a summary, 

1 Copy of Passenger Manifest. 

Clearance from the last port of call will be required by the Go 
ment authorities. The police will require 4 copies of a Crew Lis) 
a Passenger Manifest if any passengers on board. 
PILOTAGE: It is most important that ships establish commm 
tions with the terminal not less than 72 hours prior to arrival, 
estimated time of arrival. Further ETA signals should be senty 
the vessel is 24 hours, 12 hours and 4 hours distant or any ta 
change of one hour in original ETA occurs. These messages si 
state specifically whether ETA is given in GMT or local time! 
72-hour signal should include the following: ETA, last port ofa 
any sickness on board and if vessel has clean bill of health. @ 
quantity and grades expected to be lifted in net long tons at 60) 
12-hour signal should include definite indication as to whethe! 
vessel is ready to load or not and should also include informa 
on the time she will require to discharge ballast after arrival. Pre 
time of arrival should be given when the ship is 4 hours distantt 
the terminal. 

Vessels to be moored, anchored or manoeuvred at Ras Lanv) 
be boarded by Mooring Master in the close vicinity of the sugg# 
anchorage area mentioned below. The Mooring Master will at 
the Ship's Master on approaches to berths, mooring, unmow 
connecting and disconnecting the hoses and in all operations w# 
the anchorage or mooring area. 

Terminal sea buoy, colour red with radar reflector and be 
located in approximately Latitude 30° 32’ 40” North, Longitude: 
34’ 38” East. Vessels in the vicinity of the port should not nav 
or anchor inside of a bearing 120°-300° running through this 
position. 

ANCHORAGE: Suggested anchorage area is within a 3M 
radius of position Latitude 30° 33’ 00” North, Longitude 18° # 
East in approximately 90 ft. of water. 

MAX. SIZE: Conventional berths: up to 60 ft. draft; up to 
tons dwt. 

Single Point Mooring: up to 75 ft. draft, up to 265,000 tons 
HEALTH: By day - fly flag '‘Q” and by night display red light? 
white light for Quarantine Service. 

Libyan Customs, Federal Police and Immigration Officials! 
board the vessel as soon as possible after arrival to give in# 
clearance and “‘pratique" services. Libyan Government Regula? 
are strictly enforced. The vessel should have a clean Bill of Hea® 
equivalent document from the last port of call. The vessel's Me 
and all members of the crew shall possess International Certifié 
of Health showing valid smallpox Vaccination Certificates. 
RADIO: Direct communication by radio between ship and shot 
by VHF International Maritime Mobile Radio-telephone Semvit 
Ras Lanuf Oil Movements Control Centre. All communic# 
between ship and terminal should be by way of this station. 
messages to Mobilpro, Tripoli, Libya, via Malta Radio (call ® 
VPT). Ras Lanuf Oil Movements Control Centre keeps contin® 
watch on VHF Radio-telephone Channel 16 (156:80 mc/s), Cha® 
14 (156-70 mc/s) and Channel 11 (156-55 mc/s). Vessels approac® 
the port should make contact on Channel 16 when shore will re 
her to switch to Channel 14. This channel will also be used by tem™ 
Marine Section for internal use and tanker mooring control, Che® 
11 is reserved for communications between ships in mooring! 
Terminal Oil Movements Control Centre and should only be# 
for general purposes after obtaining clearance from Oil Movem™ 
Control on Channel 16. This is a safety measure since oil fle 
ships is controlled through Channel 11 and therefore it must be 
at all times in case of need to stop oil flow for any cause. C! 
16 is for calling and safety use only. h 
TUGS: Not required, The company maintain launches to ass® 


_ 


ng and unmooring vessels. These are under the direct super- 
and control of the poeple Master. ro ae se 
: There are four submarine loading pipe-lines whic 
aie the ere ap — positions which are each 
n unlit white spar buoy. 
Berth eee Latitude 30° 31’ 35” North, Longitude 18° 34’ 37° East, 
: submarine pipe-li 
which a submari pe-line runs to shore on a bearing of 
tron imately 224°, Depth of water at spar buoy 70 ft. 
a * h No. 2: Latitude 30° 31’ 55° North, Longitude 18° 33’ 58” East, 
ae ich a submarine pipe-line runs to shore on a bearing approxi- 
mately 197°- Depth of water at speruiey re ft. ant wants, (09 
_ 3: Latitude 30° 32’ 18” North, Longitude 18° 33’ 19” East, 
ape submarine pipe-line runs to shore on a bearing of 
from which @ 
roximately 198°. Depth of water at spar buoy 73 ft. } 
af No. 4; Lat. 30° 31’ 35” N. Long. 18° 33’ 00” E. - a Single Point 
buoy in 95 ft. of water. : 
gy Seererifg, connecting and disconnecting of submarine 
noses, as well as all other labours and duties on shipboard, will be 
performed by the ship's crew under direction of the MOR SNe 
G HOSES: After the vessel is securely moored the sub- 
pos sag will be hoisted on the port side. Berths No. 1 and 2 are 
each equipped with 2x 12 in. loading hoses, the weight of each hose 
it being approximately five long ro ae A ggld equipped with 
in. loading hoses the weight of each hose lift being approxima- 
ir long ona: Therefore, ail lifting equipment and tackle should 
have a safe working load of at least 6 long tons. Hoses are lifted by 
ship's gear and crew, and all connecting of hoses will be done by 
them. The lifting derrick, equipment, tackle, etc., should be topped 
and ready on arrival. ; of OW 
ne SPM ‘3 equipped with two 16-in. loading hoses, ending in 
{2-in, reducers. 
MEDICAL: No medical services (except in case of emergency and 
subject to a doctor being available) or other services are to be ex- 
ted at Ras Lanuf. 
FRESH WATER: Not available. 
FUEL: Not available. 7 
REPAIRS: When a ship is in the moorings or vicinity, its engines 
must remain on standby with full power for immediate use. Deck 
machinery shall be kept in instant readiness. Positively no repairs of 
any sort will be permitted in ioe per ae 
CUSTOMS ALLOWANCES: igarettes, cigars, tobacco, 
matches, spirits, wines, beers, perfume, arms, ammunition, sac- 
charin and possibly other items have to be locked up under Customs 
seal from time of arrival of ship in port until time of leaving territorial 
waters. Each person is allowed 25 cigarettes per day a stay or eS 
rams of tobacco or cigars in lieu. Each man is allowed one litre o 
ea or half litre of wine per day. Special allowances are made for 
Master under special circumstances. 
CONSULS: The only Consulates are located in Tripoli which is 
670 kilometres by road from ar Lanuf. Enase sonelst lay ort aay 
British, Danish, Dutch, United Arab Republic, French, German, 
Greek, Indian, Italian, Norwegian, Spanish, Russian (U.S.S.R.), 
Turkish, Yugoslavian. 
REPATRIATION: Crew members cannot pay off or leave the 
vessel at Ras Lanuf except in cases of extreme emergency. Even in 
an emergency it should be noted that Seamen's Books are not valid 
ee al valid passport is require he Jace 
: Positively no provision is made for dirty ballast. Any 
ship arriving with dirty ballast will be rejected and all costs accruing 
therefrom will be to the ship's account. Notice of readiness shall not 
be accepted until vessel returns with clean ballast and tanks fit to 
nme cargo. She will on second arrival tender a new notice of 
readiness to load. 
Dn a gee spews Sh pls 2 pews: + 
: : No stores, foodstuffs or goods whatsoever of Israeli 
origin may be on board any ship calling at Ras Lanuf. 
Penalties: Fine, confiscation of goods and possibly more. The 
“ae eeearoment strictly enforces this ane 
ilst arriving fly the Libyan Ensign (red side up). 
, Due to the existence in these waters of the fish commonly called 
"Weaver" fish, ship's crews are urged to exercise extreme caution 
pa whilst lying off the port area. There have been rey 
8S Of poisoning by these fish, all of which were distressin ain- 
ful, caused by Mee noe with the fins. ap 
Whena Mooring Master and his shore crew, which includes launch 
crews, are assigned to a ship on business, it is expected that the 
ship will supply them with meals at the same time and in the same 
manner as comparable personnel of the ship. No special meals or 
rs ge foods pein required. The terminal will keep ane item oo a 
ic minimum. The ship will also provide shelter and smoking 
fallen in the same manner as meals. All communications between 
Shore personnel assigned to a ship and ship's personnel should be 
SHORE Te Mooring Master. 
AVE: Not allowed. 
AUTHORITY: Mobil Oi! Libya Limited, Sciara Giama al Magarba, 


9 Box No. 690, Tripoli, Libya. Telephone: 30081. Cable address: 
Mobilpro, Tripolt. ripoli, Libya. Telephone: 5 


sion 


TOBRUK: 32.04 N. 24.00 E. 


DOCUMENTS: A. Customs Requirements; on the arrival of a 


ofthe ye, Tobruk Customs Authorities will require from the Master 
el: 


rew Lists, 
hip's Stores Lists. 
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2 Declarations of Crew's Personal Effects, including currency, 

cigarettes, gifts, etc. 

4 Passenger Lists. 

B. Harbour Master's Requirements: on the arrival of a vessel, the 
Tobruk Harbour Master will require from the Master of the vessel: 

1 Crew List. 

1 Passenger List. 

1 Ship's Manifest. 

1 Port < agen (form will be made available to each vessel on 

arrival). 
BERTHING: Berths in Tobruk Harbour: 
Quay No. 3: Length 82 ft. draft 11 ft. 
Quay No. 4: Berth 1: Length 560 ft. draft 20 ft. 
Berth 2: Length 395 ft. draft 28 ft. 
Berth 3: Length 410 ft. draft 30 ft. 
TANKERS: Refer to “Marsa Al Hariga”. 
FRESH WATER: Not available. 
FUEL: Not available. 
REPAIRS: No shore facilities for carrying out repairs. 
CONSULS: No consulate at Tobruk and the nearest locations of 
consular officials are as follows: 

Benghazi, 445 kilometres from Tobruk: France, Germany, Greece, 
Italy, Saudi Arabia, Tunisia, United Arab Republic, United Kingdom, 
United States of America, U.S.S.R. 

Derna, 175 kilometres from Tobruk: Turkey. 

El Berda (Beida), 260 kilometres from Tobruk: Belgium, U.S.A. 
CUSTOMS ALLOWANCES: Cigarettes, cigars,tobacco,matches, 
spirits, wines, beer, perfume, arms, amunition and saccharine have 
to be locked up under Customs Seal from time of vessel's arrival in 
harbour of Tobruk until time of departure. 

Whilst in harbour, each member of crew allowed following: 
200 cigarettes (Master allowed 400), 4 bottle spirits (Master allowed 
1 bottle), 4 bottles of beer or wine per man per day. No fixed allowance 
for cigars and tobacco. 

Libyan law prohibits vessels from having on board any goods or 
containers of Israeli origin. Any vessel having such goods or 
containers on board, on arrival in the harbour of Tobruk, will be 
liable to heavy fine and confiscation of the goods or containers. 
The Libyan Authorities may, moreover, refuse to clear the vessel. 


TRIPOLI: 32.54 N. 13.13 E. 


PORT LIMITS: The water area existing inside the actual break- 
water and that which may fall within any new breakwaters event- 
ually constructed in accordance with the Port Developments Project 

The outer water area known as the navigational channel commen- 
cing as from the harbour entrance along the distinguishing marks 
of the channel for a distance of 2 kilometres. 

DOCUMENTS: 

7 copies, Crew Lists. 

6 copies, Passenger Lists. 

Documents required by Customs: Crew Declaration on Bonded 

Stores. Stores List. Provisions List. Currency List. 

Health Documents required: Health Declaration. Cholera and 
Smallpox Certificates. 

8 copies, Manifests. 

Bill of Lading - only for the Shipping Agent. 

Ship's papers — Registration Certificate, Log Book, Health Certi- 
ficate, and all Certificates according to the International Sea 
Conventions — oil record book. 

PILOTAGE: By cable or VHF or radio, half an hour notice of ETA 
required. Possible to contact by international radio frequency 500 kc. 
Harbour Master via (VHF) Channel 16 frequency 500 kc. Pilot boat 
flies “"H" flag. Pilot boat could be requested by three continuous 
long whistles. Pilot boat will meet ships outside the harbour. Ships 
waiting Pilot anchor outside the harbour if weather is good. In case 
of bad weather ships could enter harbour at their own risk and 
anchor inside. After getting permission from Harbour Master by 
radio or any other way. In case Pilot could not board, vessel should 
contact Harbour Master via radio station for instructions. 

Compulsory regardless of tonnage. 

RESTRICTIONS: All ships can enter the harbour between sun- 
rise and sunset, otherwise, special arrangements should be made 
with the Harbour Master after 2300 hrs. 

Vessels built before 1950 will not be allowed to enter the port of 
Tripoli for the purpose of discharging cement cargoes. The draft 
for cement carriers should not exceed 22 ft. 

CLEARANCE: Master required radio Agent/Port Authority before 
arrival advising the loading port, Master's name, vessel’s net and 
gross registered tonnage, vessel's length and draft fore and aft, 
ETA, quantity and quality of any dangerous cargo on board, number 
of crew and passengers, and health situation. 

HEALTH: Quarantine Flag should be hoisted until the doctor has 
been onboard. There is no automatic ‘free pratique" for a vessel 
arriving from another port of Libya. 

MAX. SIZE: All types of ship of less than 27 ft. draft are safe in port. 
Tide does not exceed 2 ft. 

RADIO: Tripoli Radio operates H/F, W/T and R/T service. Con- 
tinuous watch from 0800 z to 1400 z daily. Traffic lists are transmitted 
every hour on the half hour on 8745 kHz during working periods. 
The station searches from 8350 to 8500 kHz during working periods 
and after traffic list. The station accepts traffic for Libya and abroad. 
R/T-H/F service on 4383-4 kHz but after prior request on H/F or M/F. 

It is imperative that vessels contact the wireless station Tripoli 
port from a distance of 30 miles from the port. Giving the vessel's 
position. The wireless station operates from 0700 to 2000 on the 
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following frequencies: 500 Mz., 2182 Mz. and Channel 16 VHF. Call 
sign “Tripoli Port Radio”. 


TUGS: Tugs are available immediately when the Pilot boards the 
ship. 
BERTHING: 
Main Port: 
Quays no 6 to 14; depths alongside 22 ft. 
Karamanili: 
Berth no. 1; max. depth alongside 27 ft. 6 in. 
» no.2and3; ,, an + 22 ft. 
ee NGL: 4 = 15 ft. 


Buoy Berth no. 4; depth 27 ft. 6 in. 

Other buoys: depth 23 ft. 

CARGO HANDLING: No special equipment for handling bulk 
cargoes beside mobile elevators owned by a private mill company 
for the discharging of their own wheat consignments. 

No special berths equipped for containers or roll-on/roll-off 
traffic which is handled on the usual available quays. 

A floating crane is available and has lifting capacity of 100 tons. 
MEDICAL: All facilities available. Doctors require 12 hours notice. 
TANKERS: Berths at Karamanli Mole, 27 ft. draft. 

FRESH WATER: Fresh water available. Should be obtained from 
the Port Authority. 

Supplied alongside wharf, also supplied by barge. 

FUEL: Suppliers need 24 hours notice of bunker requirements. 
Advisable for Chief Engineer to check what grades are available. 
before ordering. 

OPENING/CLOSING HATCHES: This is required to be done 


by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes for each crew mem- 
ber. Wines and spirits, 1 litre for each crew member. 

Captains are requested to declare on arrival all quantity of alcohol, 
cigarettes and money in the possession of each crew member by 
filling in the Crew Declaration Form put forth for that purpose. The 
Master and his crew are strictly forbidden to offer alcoholic drinks 
to workers, employees and authorities having any business relation 
with the vessel. 

No extra alcoholic drink is to be kept exceeding the quantity legally 
restricted to each crew member. 

No crew member is allowed to take gifts out of his ship. 
IDENTIFICATION CARDS: Identity cards, Passport, Discharge 
Book or Seaman's Book required. 

REPAIRS: No repairs are possible in Tripoli. 
REPATRIATION: Crew changes are possible as a number of 
major air lines operate to and from Tripoli. 

AIRPORT: Tripoli Airport is about 27 km. from the city centre. 
There is a daily service to Europe. 

DEVELOPMENTS: Expected draft increase up to 35 ft. Completion 
around 1975. 


WATCHMEN: Available on request. 

CONSULS: 

Algeria tel. 34631 Pakistan tel. 40072 
Belgium » 37797 Poland » 31768 
Bulgaria », 35733 Saudia Arabia ,, 30486 
China », 32300 Spain » 35463, 33275 
Denmark » 39413 Sudan » 39181-39-82 
France », 33526, 33527 Sweden » 32343 
Germany » 33827, 30554 Switzerland » 32416 
Greece » 36978, 36689 Syria » 31783 

India » 41835 Tunisia », 31051/2 
Iraq » 34235 Turkey » 37728 

Italy » 34131 U.S.S.R. » 3054 
Jordan », 32707 United Arab 

Kuwait », 40282, 40281 Republic », 33833, 33822 
Lebanon », 33733, 32289 U.K. » 31191/5 
Malta », 38081, 38082 U.S.A. », 34020 to 34029 
Morocco » 34239, 40188 Venezuela », 36838 
Netherlands 41549, 41550 Yugoslavia » 34114, 33392 


TIME: 2 hours ahead of GMT. No alterations. 

HOLIDAYS: Revolution Day (1st September of each year); Evacua- 
tion Day (31st March of each year); Eid El-Fitr (3 days around Janu- 
ary); Eid El-Adha (3 days around March); New Year (Heja) (1 day 
around April); Prophet's Birthday (1 day around June); Ashoura 
(4 day around April); Rajab (4 day around October); Shaban (4 day 
around November). 

6th May, Sudan Revolution Day; 6th June, Libyan Evacuation Day 
(2nd Day); 23rd July, RAU Revolution Day. 
POLICE/AMBULANCE/FIRE: Main Port call telephone 31808, 
39111. Karamanli Wharf call telephone 30378. 

GENERAL: Radio transmitters will be sealed by Port Authority 
whilst vessel in harbour. The Bond seals must remain unbroken 
if vessel is proceeding to another Libyan Port. 

SHORE LEAVE: Allowed if ship berthed alongside a quay and 
after clearance from police. Shore passes delivered to vessel, in 
exchange for the Discharge Books and Vaccination Certificates of 
the crew members. 

race? panicky gee: Ship lifeboats are not to be used within harbour 
imits. 

Wines and /or Spirits are not be taken ashore. 

Foreign currency not to be taken on shore. 

No engine repairs to be carried out in port whilst alongside without 
the prior authority of the Harbour Master. 

Every vessel calling at Libyan Ports, should have on board full 
sets of cargo documents, copies covering consignment, such as 
commercial invoice, certificate of origin, Bill of Lading, etc. This 
procedure will facilitate vessel's berthing, quick discharging and 
cargo withdrawal from the Customs Area, and in particular cargoes 
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under direct delivery regime and heavy lift parcels. The dischay 
operations shall continue until midnight, and it is shortly expe 
that at a later date these operations will be performed during 
the 24 hours of the day. It is strictly prohibited to discharg 
heavy lifts on quays whatever the motive or the cause. 

Vessels to contact Tripoli Port Radio when 30 miles fron) 
harbour. 

BERTHING PRIORITY: The authorities have introducy 
berthing priority scheme as follows: 

(a) Vessels carrying fruit, vegetables, trees and animals’ fey 

(6) Regular liner vessels carrying general cargo stowed Prop, 

(c) Palletised cement vessels. 

(d) Bundled timber vessels. 

(e) Vessels provided with modern and working winches. 
DELAYS: Vessels usually have to wait 1 to 2 days for a berth 
AUTHORITY: Directorate General of Ports, PO Box 648, Ty 
Libya. Telephone 33100. 


ZUEITINA: 30.51 N. 20.00 E. 


LOCATION: The Terminal Light Float, moored in position y 
00” N. 20° 00’ 00” E., has a red hull with a black and white veri 
striped tower; it shows at night a white light flashing ever, 
seconds. A prominent landmark is the radio mast (height 4515 
above sea level) in position 30° 49’ 57.6” N. 20° 03’ 05.5” E.; it disp 
at night three red lights in a vertical line - the top light flashing, 
two lower fixed. The top light is on top of the mast (which is @ 
above the base), the middle light is 226 ft. above the base, and) 
lowest light is 133 ft. above the base. At night flares at the Usp 
Petroleum Gas Plant, in position 30° 54.2’ N. 20° 05.4’ E., can be» 
from a considerable distance; by day a column of smoke emang 
from this position is also conspicuous. Fourteen large oil tz 
painted white, near the foot of the Radio mast, are prominent 


marks. 

DOCUMENTS: Soon after vessel's arrival, a Custom's officia; 
board, accompanied by a Company employee, who will act on ba 
of the ship and it's Agent, as well as on behalf of the Compay 
the execution of essential ship's business. The following docume 
signed by the Master and stamped with the ship's official stamp; 
required by the Customs official for the Customs and Immign 
Departments and for the Port and Lights Authority: 

2 Entering and Leaving Territorial Waters Certificates. 

2 Report Inwards Certificates. 

2 Crew Declarations of Dutiable Goods. 

2 Report Outwards. 

3 Boycott Certificates. 

2 Stores Lists. 

5 Crew Lists. 

1 Clearance from Last Port of Call. 

2 Tanker Characteristics Certificates. 

With the exception of the Crew Lists and the Stores Lists ani! 

clearance from the Last Port, the above forms will be provided by! 
Company's representative. 
PILOTAGE: Es Zueitina Terminal is situated on the Libyan cm 
in the Gulf of Sirte, 72 miles distant from Benghazi. The termine: 
buoy, painted black and white vertical stripes and at night show 
one flash (white) every 10 seconds, is located in position Lat. #! 
39” N. Long 19° 58’ 00” E. A radio tower, in position Lat. 30° 49% 
N. Long. 20° 03’ 05-6” E., the height of which is 451-5 ft. above seal 
is a prominent landmark. It displays at night three red lights? 
vertical line, the top light flashing, the lower two fixed. 

A Mooring Master will board the vessel $ to 1 mile W.N.W. 
terminal sea buoy and advise Master on all manoeuvres relatitt 
berthing, connecting and disconnecting the hoses. 

Vessels of 40,000 tons or over are requested to have a pilot la# 
long enough to reach Mooring Master's launch rigged alongside! 
accommodation ladder, in order that the Mooring Master may t® 
fer to it after 7 or 8 ft. Adequate lighting should be provided! 
vessels should make a lee. 

Vessels of 40,000 tons dwt. and upwards which are not fitted® 

a mechanical pilot hoist should have a pilot ladder long enoug! 
reach the Mooring Master's launch rigged alongside the act 
modation ladder, in such a manner that the Mooring Maste’® 
transfer to the accommodation ladder when about 10 ft. from? 
level. Ladders must be strong, clean, and in good state of repail® 
well secured. A good lee should be made, to allow the launc’ 
come alongside and the Mooring Master to board safely. 
ANCHORAGE: Vessels awaiting the Mooring Master should \# 
to in the close vicinity of the terminal sea buoy. If they are oblig® 
instructed to anchor, they should do so in the recommended an™ 
age, which is within the radius of a circle centred in position 4 
30° 55’ N., Long 20° 01’ E. Under no circumstances should® 
anchor South of the 30° 54’ 00” parallel. 
RADIO: 72 hours prior to arrival at Es Zueitina, vessels shouldadé 
Occidental of their estimated times of arrival by cables sent! 
Tripoli Radio (Cable address: “Oxyport", “Oxylibya” Tripoli? 
They should also confirm or amend them when they are 48 hours? 
again when 24 hours distant from the port. 

In addition to cabling via Tripoli Radio, vessels may inform “0 
port Oxylibya" of their ETA by cables. Vessels equipped 
VHF radio-telephone should contact “Zueitina Marine” on Chat 
16 or 13 when they are within range and request berthing instruct™ 

All vessels entering the Gulf of Sirte bound for Zueitina oily 
must cable “Arkcomar Benghazi" at the earliest opportunity’ 
questing permission to enter Libyan territorial waters. 


_— 


ust also show: Ship's name, flag, ETA Zueitina, 

The caimber of crew, health situation. This message will then 

at Leche to the port and naval authorities at Zueitina. Vessels do 
ive a reply. 

ma usual: pratique will be granted by the Custom's official. He 

oe mine the ship's logbook, and will inspect and seal the bonded 

“ oqo Each member of the crew is allowed 25 cigarettes or 

armas of tobacco, one litre of beer or half a litre of wine for 

s oraay of the vessel's stay in port. Other tobacco and cigarettes, 

ee beers and spirits, as we!i as matches, arms and ammunition 


and saccharine will be retained under seal whilst the ship is in 
aters. : “ 
6s No tugs available to assist berthing. 


BERTHING: The sea terminal consists ofsfive berths, two of which 
“Bravo” and “Delta - are conventional buoy moorings, and the 
others - “Alpha” "Charlie" and “Echo” — are “single-point moor- 
. 5", or “mono-buoys”. Conventional buoy moorings “Bravo” and 
“Delta are approximately 23 miles off shore, with an average depth 
#70 and 80 ft. respectively. 42 in. (ID) submarine lines connect the 
} ans to the shore installations. Two 12 in. hoses connect the header 
a end of the submarine line to the ship's manifold. They are 
tan up on me at side. The weight to be lifted on each string is 
j ons. 
ae oint Moorings “Alpha”, ‘Charlie’ and “Echo” are all 
approximately 3 miles off shore, in an average depth of 100 ft. of 
water, As in the conventional buoy berths, the hoses are always 
taken up on the port side, and the connection to the ship's manifold 
is by a 12 “ aoe flange. The weight of each string to be lifted is 
i ons. 
mee point Moorings. The ‘‘Mono-buoy" is a large cylindrical 
puoy (weight 106 tons), divided by steel bulkheads into four water- 
tight compartments, through the centre of which emerges the load- 
ing hose, The perimeter of the buoy, to which the buoy-to-ship 
moorings are attached, is a turntable which revolves on bogies 
round the centre — hose-supporting — section, in such a manner that 
the vessel berthed on the buoy will always lie head to wind. The 
minimum depth of water within the swinging radius of the largest 
ship envisaged at the buoy is approximately 95 ft. } : 

The port approach rope, a 600 ft. length of 10 in. plaited poly- 
propylene, is taken up first, and the ship is hove steadily towards the 
buoy. The starboard approach rope ~ 330 ft. of 10 in. plaited poly- 
propylene - is also brought aboard when within range, and both 
ines are hove on until the chafing chains lie across the fairleads. 

loading. Rate of loading is between 32,000 and 50,000 bph. 

Conventional Buoy Moorings. In berths “Delta"’ and “Bravo” the 
ship is berthed with two anchors ahead and seven mooring lines 
to buoys round the stern. As the mooring buoys are at distances of 
from 500 to 650 ft. when the ship is in position, vessels should have 
ropes of 200 fathoms ready for running out on each side of the after 
deck to warp ship into position. Where vessels are not so equipped, 
two ropes (of such length as to have the eye splice inboard when in 
position) should be married together and flaked out on deck clear of 
ail obstructions and ready for running. Lifting, lowering, connecting 
and disconnecting hoses will be performed by ship's personnel 
under the direction of the Mooring Master. 

In the conventional buoy moorings, in order that ships may be 
securely moored against beam winds and the chain sufficient leading 
ahead to ride out heavy swells, we recommend that they be equipped 
with ample chain on both bower anchors. Experience gained in sea 
berths suggests that the chain required should be more than the 
length of the ship. In vessels of 100,000 tons dwt., for which the berths 
were designed, we recommend that there should be 14 shackles 
(1,260 ft.) of chain on each anchor. A minimum acceptable amount of 
chain is 150 fathoms (10 shackles) for the safety of the ship and the 
company's installations. Anchor marker buoys should be used. 
HOSES: Ship's derricks and deck winches should be capable of 
operating with a safe working load of 74 tons and preferably 10 tons. 
Vessels with inadequate hose-lifting equipment will be rejected. All 
derricks should be fitted with “‘preventer-guys” in addition to normal 
guy tackles. The port derrick must be rigged and ready for use on 
amival. In addition ships leaving SPM should have the starboard 
derrick ready, too, in order to facilitate the discharge of the mooring 
gear on the lee side. 

CARGO: The principal cargo loaded at Es Zueitina Terminal is 
Occidental Field Blended Crude Oil, average API 40:0 - average 
ei temperature on board 108°F. Also loaded is Occidental 

‘emium Crude Oil - average API 43-5, average loading temperature 
on board 108°F, 

Care must be taken not to overload, as there is no provision what- 
By ed for cargo to be pumped back ashore. 
at Crude ~ Specifications and Characteristics : 
we Fahr., API Gravity= 44-0; specific gravity = 08063. At 
Poi Fahr., API Gravity = 52:0; specific gravity = 0-7711. Pour 

int = plus 104° Fahr. - could reach 115°. Cloud Point = 158° Fahr. 

& content = 37%, 
oh temperature is allowed to fall below 130°F., it is anticipated 
tank & wax will be deposited in the inner surfaces of pipes and 

ree 115° it will start to solidify, and below 100° F. it is solid. 

> MARINE FACILITIES : Arrival. 
the at Master will board the LPG tanker in the vicinity of 
completed prio ore Float. Pratique and Customs formalities will be 
) 0 the vessel berthing. 
® Mooring Master will leave the vessel when sheis safely moored 
n the berth, 
the rate LPG berth is S.S.W. of the Small Craft Harbour, inside 
in length Cogli reef. It is designed for vessels of approximately 550 ft. 
9" with a cargo capacity of 1,500 cubic metres; the maximum 
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loaded draft permissible is 36 ft. Permissible draft at LW springs 
28 ft. 6 in. Minimum depth alongside dock 36 ft. 

The berth comprises of loading platform and control tower, with a 
breasting dolphin 125 ft. on each side of the loading point. There are 
four mooring buoys, one on each bow and one on each quarter; the 
length between them is 1,090 ft. and the thwartship distance is 315 ft. 
In addition, there are two mooring dolphins, 190 ft. on each side of 
the loading point and 135 ft. on the centre line of the berth. 

The berth heading is 285° (T). 

The loading platform is of structural steel, supported on concrete 
piles. From a control tower, two continental Emsco Cema type II 
loading arms are operated, one for liquid petroleum gas and one for 
vapour return. Connections to the ship's manifold are 12-in. ASA. 

The maximum loading rate is 10,000 barrels per hour, 

Loading procedure : “Occidental” will advise the ship on the charac- 
teristics of the cargo such as temperatures, loading rates, etc. The 
Master must advise in writing the loading rates that can be accepted. 

Inert gas is not provided at Zueitina Terminal. The vessel must 
provide inert gas for purging previous cargoes other than propane 
or butane. The ship will not be loaded if the air has not been purged 
until a maximum oxygen content of 5% has been reached. 
MEDICAL: Medical facilities are restricted to treatment of emer- 
gency cases only. 

FRESH WATER: No fresh water available. 

FUEL: No bunkers available. 

REPAIRS: There are no engineering repair shops. 
REPATRIATION: Only in an emergency can any crew member be 
paid off. Seamen's discharge books are not recognised in Libya. 
Crew members are advised to have a valid passport in their posses- 
sion in case of emergency. 

CUSTOMS ALLOWANCES: Each member of the crew is allowed 
25 cigarettes, or 25 grammes of tobacco, one litre of beer, or half a 
litre of wine, for every day of the ship's stay in port. Other tobacco 
and cigarettes, wines, beers, and spirits, as well as matches, arms 
and ammunition, and saccharine, must be locked under seal from 
the time of arrival until the time of departure from territorial waters. 
CONSULS: There are consulates in Benghazi for most of the mari- 
time nations. Those nations not represented in Benghazi are repre- 
sented in Tripoli. 

BALLAST: As there are no ballast discharging facilities at Zue- 
itina, vessels must arrive at the terminal with clean ballast ensuring 
that all pipelines, pumps and strainers have been flushed out prior 
to arriving and not within 100 miles of the Libyan coast. 
GENERAL: Vessels are advised not to have on board any articles 
whatsoever of Israeli origin. All ships must fly the Libyan flag when 
inside Libyan territorial waters. Being an open roadstead, vessels 
must keep engines on stand-by during their stay in the moorings. 
No repairs to main engine may be undertaken in berth. Steam must 
be kept on deck in case adjustments to anchor cables or mooring 
lines are found necessary. 

SHORE LEAVE: No shore leave is permitted. 

AUTHORITY: Occidental of Libya Inc. 
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FUNCHAL: 32.38 N. 16.55 W. 


DOCUMENTS: 

Maritime Declaration of Health Form. 

5 Crew Lists. 

12 Lists of Passengers finally landing. 

5 Lists of Passengers in transit. 

1 List of Stores and Provisions, including Deck and Engine Stores. 

1 List of Contents of shops on board. 

6 copies of Manifest of Cargo for discharge. 

2 copies of each B/Lading of Cargo for discharge. 

1 copy of Manifest of Cargo in Transit. 

1 List of Passengers finally landing, visaed by Portuguese Consul 

at original port. 

All other entry and clearance documents are arranged by the Agents. 
PILOTAGE: Vessels should radio their ETA to Agents who order 
Pilot. 24 hours notice requested. Pilot launch flies ‘H"” flag during 
day. Exhibits bright white light over red at night. To request Pilot on 
approach by day fly international ‘‘G" flag, or give 2 long and 1 short 
blast on whistle. At night flash 2 long 1 short. For vessels berthing 
alongside Pilot boards in bay; for vessels anchoring Pilot does not 
board but pilot launch indicates where vessel should anchor. Pilot 
boat equipped with radio telephone on 2182 and 2341 kHz. 

Also VHF, Channel 16 (calling) and Channel 6 (working). 
ANCHORAGE: Permitted anchorage within 800/900 metres East 
from end of breakwater or 300/350 metres South of breakwater 
within a limit of 400 metres from shore. 

RESTRICTIONS: None. 

SIZE OF VESSEL: No limit to size of vessels which can anchor, 
but all anchorage positions should be indicated by pilot launch. For 
vessels berthing alongside quay maximum permissible length 990 ft. 
maximum draft 36 ft. Oil carriers discharge at buoys at Praia Formosa 
3 miles to West of Funchal. Maximum length of oil tankers that can 
berth at oil discharge buoys 665 ft. maximum draft 36 ft. 

HEALTH: Free Pratique may be arranged by Master sending wire- 
less message addressed ‘Port Doctor Funchal" - ‘Request free 
pratique arriving ... from... sailing to... number passengers... 
landing . . . number passengers in transit ... number of crew... 
all well. Master.” 
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In event suspected disease or fever on board Master should wire- 
less either Port Doctor direct or to ship’s Agents, who will inform 
Port Doctor. The Master will then be instructed what further action 
he is to take. 

When vessel other than of national flag arrives after calling at 
another port in same country usual procedure applies, i.e. Masters 
radio for free pratique or pratique granted by Doctor visiting in bay. 
RADIO: Madeira Radio Station call sign CUB 500 k/cs. Same station 
normally used by Agent when communicating with vessel. 

TUGS: Two tugs each of 1,000/1,100 h.p. - bollard pull 18 tons - are 
available. 

N.B. Vessels up to 2,000 gross tons are not obliged to use tugs. 

Vessels of between 2,000 and 15,000 gross tons are obliged to 
use one tug. 

Vessels over 15,000 gross tons are obliged to use two tugs. 
BERTHING: 

Quay No.7 Length 139 metres, depth 6 metres. 

Length 41 metres, depth 7 metres. 
Length 19 metres, depth 8-5 metres. 

Quay No. 2 Length 425 metres, depth 11 metres. 

Quay No. 3 Length 347 metres, depth 11 metres. 
STEVEDORES: When ships require labour, Agents must be 
notified before 1600 on working days and on Sundays and holidays 
before 1100, after these hours labour not available for last minute 
engagement. On Christmas Eve works stops at noon even if ships 
loading or discharging. No labour available Christmas Day, New 
Year's Day or Easter Sunday. 

Grain cargoes can only be worked from 0800 hrs. to 2000 hrs. daily 
including Sundays, and a maximum of 4 gangs only can be worked 
simultaneously. 

Bulk cargoes such as potash and fertilizers need to be bagged on 
board. Receivers supplying the bags — and this generally applies to 
grain. Bulk cement, clinker and granulated plaster is discharged by 
grabs. 

MEDICAL: Advance notice is required by Agents for any medical 

attention required. Hospital facilities available. No inoculations 

required. 

TANKERS: Diameter of connection of discharge lines 8 in. into 
ipe-lines of 12 in. diameter for black fuel and 10 in. diameter for white 
uel. 1 anchorage buoy berth with maximum draft of 36 ft. 

DENSITY: Salt water. 

FRESH WATER: Available at anchorage and ex quay. 

Three barges available, with total capacity of 450 tons. Delivery 
hoses ex barge or ex quay are of 24 in. diameter, and there are nozzles 
of various sizes. Rate of delivery ex barge-50tons per hour per barge. 
Delivery ex quay, said to be about 60 tons per lead per hour, but this 
can be slow, according to the number of ships being supplied, and 
the amount of water in the city storage tanks and may require to be 
supplemented ex barge in case of big quantities or supplies required 
within limited time. 

FUEL: Fuel oil available from 3,500 seconds Redwood 1 to 200 
seconds Redwood 1. Also marine diesel and gas oil. 12 hours 
(minimum notice) required. 

FIRE PRECAUTIONS: At discharging buoys usual non-smoking 
precautions. 

pomewavipe WATCHMEN: Gangway watchmen recom- 
mended. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 
CUSTOMS ALLOWANCES: Tobacco, Wine and Spirits: Moder- 
ate supplies allowed for personal use during ship's stay. 

CARGO GEAR: No specific local safety regulations. Vessels dis- 
charging must provide strops, slings and nets. Lifts over five tons 
must be effected by ships gear. 

Six mobile cranes are available. 

1 crane - 6 tons at 12 m., 3 tons at 24 m. 

2 cranes — 5 tons at 20 m. 

3 cranes - 3 tons at 12 m. 

A floating crane is available which can lift up to 27 tons from the 
water line up to 8 m. This same crane can lift up to 20 tons from the 
water line to 12 m. 

IDENTIFICATION CARDS: Required. 


CONSULS: 

Austria 21057 W. Germany 20338 Peru 21375 
Belgium 20255 Greece 20824 Spain 20525 
Brazil 20355 Guatemala 20824 Sweden 20121 
Costa Rica 24888 Holland 20317 Switzerland 22101 
Denmark 22031 Italy 23890 United Kingdom 21221 
Dominica 21057 Monaco 20041 United States 23309 
Finland 20596 Norway 20541 Uruguay 20535 
France 21445 Panama 20091 Venezuela 24050 


REPAIRS: Repair yard available which can carry out most engine 
repairs on board except removing or replacing main engines. Hull 
work limited to removing riveting or replacing hull plates above 
water line, electric and oxy-acetylene welding. Most electrical work 
can be effected but notice required in regard to materials necessary. 
Foundry where castings can be made up to one ton weight. 

DRY DOCKS: None. 

REPATRIATION: Limited facilities for crew changes. Necessary 
repatriations can be made. 

AIRPORT: At Santa Cruz, 20 kilometres East of Funchal. Service 
between Funchal and Lisbon operated by national airline TAP, 
nineteen flights weekly Funchal/Lisbon/Funchal. 

TIME: GMT maintained throughout year. 

HOLIDAYS: New Year's Day (totally unworkable); Easter Sunday 
(totally unworkable); Municipal Holiday (local) (workable, 50% over- 
time); Camoes Day (workable, 50% overtime); Corpus Christi (work- 
able, 50% overtime); The Assumption (workable, 50% overtime); 
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Proclamation of the Republic (workable, 50% overtime); Ajj 
(workable, 50% overtime); Independence of Portugal (Wortg 
50% overtime); The Immaculate Conception (workable, 50% 
time); Christmas (totally unworkable). § 
Saturday is an ordinary working day. December 24 (workaby, 
to 1500 hours only). 
POLICE/AMBULANCE/FIRE: Police 22022; Ambulance x 
Fire 21163. 
SHORE LEAVE: All crew visiting shore must be in POSSessin 
special Landing Card, plus Identity Cards, Discharge Books Or Py 
ports, which must be shown to Immigration Officer at g 
Crew Landing Cards must be stamred by Immigration Officer tg 
Crew can proceed ashore. 
AUTHORITY: Capitania do Porto, Avenida do Mar, Funchal, 


Malagasy Republic 


FORT DAUPHIN: 25.02 S. 47.02 E. 


DOCUMENTS: 

Manifest of Cargo for discharge. 

Manifest of Cargo in transit. 

Ship's Stores List. 

List of Passengers Landing. 

Crew List. 

Franchise Certificate (for mail-carrying vessels). 
PILOTAGE: The port is an open roadstead and pilotage, 
required. 

ANCHORAGE: In depths of 8 metres. Vessels anchoring 
charged with port dues. 

RESTRICTIONS: Portis normally used by coastal trading ves 
In case of liners handling cargo exceeding 150 tons, special pep 
sion required which is obtained by Agent. 

HEALTH: Pratique should be requested from the Health Dey 
ment, tel. 36. 

RADIO: Fort Dauphin Radio, call sign 5RD, between 040; 
1630 hours GMT on following frequencies: 458, 500, 2182 and? 
kHz. 

TUGS: None available. 

BERTHING: There are no berths alongside. Vessels work w 
at anchorage. 

STEVEDORES: Arranged by the Fort Dauphin Lights 
Company. Advance notice of ETA required to arrange gu 
Average loading/discharging rate is 10 tons per hold per hour, 
MEDICAL: 2 hospitals available in the town. 

TANKERS: One buoy berth for tankers. 

FRESH WATER: No water barge. Only small quantities ca 
supplied in emergency. 

FUEL: Not available. 

WATCHMEN: Not necessary. 

HATCHES: Opening and closing hatches carried out by stevedt 
CUSTOMS ALLOWANCES: One carton of cigarettes perm 
No alcohol. 

CONSULS: No local representatives. 

REPAIRS: Only facilities available for repairing lighters. 
REPATRIATION: No facilities for effecting crew changes. 
AIRPORT: Situated 5 kilometres from the port, 4 regular fig 
per week, 

TIME: GMT plus 3 hours all year round. 

HOLIDAYS: Days on which work is normally carried out® 
overtime payment: Easter; Ascension Day; Whitsun; Assumpit 
Christmas. 

Official holidays on which work can be arranged by special pew 
sion: 1st January; 1st May; 26th June (Independence Day);! 
October; Festival of the Republic. 
FIRE/POLICE/AMBULANCE: Police Tel. 49; Fire 19; Ambul 


36. 
SHORE LEAVE: Not permitted. 
AUTHORITY: Service des Ports' Phares et Balises, Tanana® 


AGENT: SCAC Madascar BP 425, Tananarive. Tel. 228-64. Catt 
“Freight Tananarive”. Telex 22214. 


MAJUNGA: 15.44 S. 46.20 E. 


DOCUMENTS: 

List of Crew Members. 

List of Passengers. 

Customs Documents. 

Health Documents. 

Manifests. 

Bills of Lading. 

Ship's papers. 
PILOTAGE: Vessels requiring Pilot must apply by cable 
Majunga Harbourmaster's office at least 24 hours before arrival. 
embarks at Narcissus buoy. ; 
ANCHORAGES: Indicated to ship's captain by cable from Ma# 
Harbourmaster's office. 

RESTRICTIONS: Ships can enter day and night. Maximum® 
allowed 10 metres. 

MAX. SIZE: No restriction except for maximum 10 metres drat 
HEALTH: Pratique automatic when vessel comes from a M 
car port. Pilot is health agent. 

RADIO: Radio Majunga. 


—_ o_o oe ae ST OMAHA 
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ES: Vessel informs Agent by telegraph 24 hours in 

sTEVEDO Timber of gangs needed. 

DICAL: Hospital available. 
we KERS: One berth, maximum draft 10 metres. 
en WATER: Unlimited drinking water. 
MRTIFICATES: See “Tamatave”. | \ 

sTOMS ALLOWANCES: See “Tamatave”. 
CONSULS: French and Greek consulates. 
CPAIRS: Minor repairs only. 

PATRIATION: All facilities available. 
Re PORT: Served by regular airlines; 7 km. from town. 
MIME: GMT plus 3 hours. / ( ; 
HOLIDAYS: Catholic and official holidays. Commercial transac- 
gons possible on public holidays. i ‘ ; 
POLICE FIRE/AMBULANCE: Police 24-85; Fireman 13; Hospital 


STHORITY: Harbourmaster: PO Box 79, Majunga. Tel. 23-28. 
AGENT: See “Tamatave"’. 


TAMATAVE: 18.08 S. 49.22 E. 


MENTS: 
Coe iaernational Maritime Certificate of Health. 


List of Passengers disembarking. 

Crew List. : , 
police List of Passengers disembarking. 

Crew List. ; 
customs Ship's Register. 

Three sets Cargo Manifests. 

Crew List. 

Two Stores Lists. 

Two Lists of Crew disembarking. 

Two Lists of Crew transitting. 

Two Lists of Passengers disembarking. 

Port Two sets Cargo Manifests. 
Agents One set Cargo Manifests. 

List of Passengers disembarking. 

Crew List. 

PILOTAGE: No telegraphic address. Ships advise Agents hour of 
ETA, Pilots informed by Agents. Due to the breakwater being ex- 
tended the South Pass is temporarily closed to all traffic. When 
completed, the extension will render the Pass so narrow that only 
small coastal vessels can use it. 

The East Pass is now permanently in use for large vessels. The 
pilot-boat waits on the East Pass range approximately 3:3 miles 
$S.E. of Prunes Island Lighthouse. The pilot-boat is fitted with 
asmall, portable VHF set (Channels 16 and 27) but its effective range 
is only about 5 miles. 

ANCHORAGES: No special anchorage. If no berth available on 
ship's arrival, Pilots put ships at best anchorage, according to draft 
and length of ship, between Reef and shore. 

RESTRICTIONS: No restrictions. Ships enter and sail day and 
ight at any time. Maximum tide only 3 ft. 

MAX. SIZE: For roads, max. length about 200 metres (concerns 
only passenger ships). For cargo vessels max. length 180 metres; 
max. draft 31 ft. 2 in. (9:5 metres). 

For tankers, max. length 572 ft. (205 metres); max. draft 35 ft. 
(1070 metres). 

HEALTH: Quarantine message sent to Agents who inform health 
sevice. “Q" flag must be hoisted if health satisfactory. Captain 
presents maritime declaration of health. 

RADIO: Tamatave Radio, call sign 5RS. VHF frequency (16) 156-80 - 
(26) 161-90 - 168-95. 

TUGS: One tug of 1,750 h.p. and two tugs of 250 h.p. available to 
assist berthing. 

BERTHING: Three berths for deep-sea ships and two berths for 
coastal ships. Ships moored at berth in order of arrival and accord- 
ng length and draft. Mooring has to be very strong, due to swell that 
may sometimes enter harbour when South-east trade winds are 
strong, or if cyclone in vicinity. Mooring by two chains and special 
tylon lines furnished by harbour. Swell is so dangerous that ships 
have to go to anchorage or put to sea until weather improves. 
STEVEDORES: ETA to Agents must give hatches, tonnages, and 
all information about cargo. 

MEDICAL: Preferable to inform Agents in advance. All hospital 
ve available - smallpox vaccinations. 

WATERS : One refinery imports crude oil and exports fuel and 
a ned oils. Tankers moored using anchors forward, and moorings 


Diameter of lines 12 inches. No slop discharge facilities. If tanks 
OE 'o be washed, slops must be discharged outside harbour. 
ENSITY : 1023-5 


neSH WATER: Delivered by water-boats at rate of about 100 
FUEL: Available alongside. Gas oil and diesel oil at 70 tons per 
ur. Fuel oil at 110 tons per hour. 

FREES at anchorage may be serviced by fuel barge of 250 tons. 
GANGES AUTIONS : One fire-boat stationed near tankers. 

OPENING eck WATCHMEN: Recommended. Very low cost. 
crew, I G/CLOSING HATCHES: Booms always operated by 
dere hatches are Macgregor type, by crew; otherwise by steve- 


CRTIFICATES : Safety certificates (three), Derating or Exemp- 
custancate, Register, Load Line Certificate. 


conn StS ALLOWANCES: 200 cigarettes. Wine/Spirits. One 


MALAYSIA 


IDENTIFICATION CARDS: Only seaman's papers required. 
CONSULS: 


France 2721 Dutch 2632 
Great Britain 2680 Swedish 2136 
Norway 2549 Danish 2615 


REPAIRS: Only small repairs possible. 

REPATRIATION: Possible, arranged by Agents. 

AIRPORT: Served by regular airlines. One flight a day by Air 
Madagascar to Tananarive and 4 to 6 flights a week from Tananarive 
to Africa and Europe. 

TIME: Local time GMT plus 3 hours. 

HOLIDAYS: 13 holidays per year. Cargo work cannot be arranged 
on holidays but can be on about every second Sunday. 
TELEPHONES: Twoconnections at two berths used for passenger 
ships, but may be requested by other ships. 

GENERAL: Fourteen cranes of three tons each. One floating crane 
for maximum 120 tons weight. Small tugs and lighers for ships 
operating on roads. One port launch and some private launches for 
crews of ships at anchor. 

SHORE LEAVE: Permitted. 

DELAYS: Not fixed. When all berths occupied, ships wait at anchor- 


age. 
AUTHORITY: Port Autonome de Tamatave, POB 492, Madagas- 
car. 


AGENT: SCAC Madagascar, Rue du Capitaine-Shoel, BP 411, 
Telex: 55610. Tel. 320-48; 320-49; 326-80; 326-81. Cables: "Freight 
Tamatave"’. 


Malaysia 


DUNGUN, Malaya: 04.47.30 N. 103.27 E. 


DOCUMENTS: 

Register. 

Last Port Clearance. 

10 copies Crew List. 
» Passenger List (if any). 
» Stowaway List (if any). 
» Stores List (including Firearms and ammunitions). 
,  Dutiable Liquor and Tobacco List. 
» Crews Declaration List (cameras, radios, etc.). 
2  ,, Cargo Manifests. 
PILOTAGE: Extra charge for pilotage outside normal office hours 
and holidays. Ocean vessels should anchor about 0:8 miles S.E. of 
Tg. Dungun Lighthouse. 
ANCHORAGE: On arrival vessels required anchor about one mile 
outside berthed ships to obtain pratique. Accommodation ladder 
must be rigged on lee side to allow Port Authorities to board. 
CUSTOMS: Customs Office hours 0830 to 1630 (Thursday after- 
noons, Fridays and holidays excepted). 
IDENTIFICATION CARDS: Every member of crew must produce 
Identity Document or Shore Leave Pass at Customs House when 
landing and again when returning to vessel. 
SHORE LEAVE: No seaman may proceed more than three miles 
fram Dungun Customs House. The Officer in Charge Customs, as 
acting Immigration Officer, has authority to limit or prohibit Shore 
Leave in all cases. 


NNNAD 


KOTA KINABALU, (Jesselton), Sabah: 06.00 N. 
116.05 E. (See Plan) 


DOCUMENTS: 
Documents to be produced on arrival: 
Port Clearance from Last Port. 
6 copies Inward Cargo Manifests. 
2 copies Hatch List, or 
1 copy Stowage Plan. 
9 copies Crew Lists. 
9 copies Passenger Lists. 
2 copies Bonded Store Lists (incl. Arms and Ammo Lists). 
In addition, the Master has to complete a Shipping Arrival Report 
Form and a Maritime Declaration of Health Form. 
Notes: (a) = If vessel arrives from any port outside those declared 
infected. 

(b) = These 2 copies (Inward Cargo Manifests) must be 
certified by the Master as follows: “I hereby certify that 
to the best of my knowledge and belief this manifest is 
complete and correct. ... Master’. 

To be Supplied to Ship before Departure: 

1 set Agents Outward Manifests. 

2 copies Passenger Lists for Immigration.* 

1 copy Passenger Lists for Customs.* 

1 set Manifests for Customs.* 

* To be supplied by Agent. 
if vessel departs to a port outside Sabah, 2 copies outward crew 
list are also required for Immigration. 
PILOTAGE: Pilot normally available between 0600 and 1800 only, 
Written application must be submitted 12 hrs. in advance. 
ANCHORAGES (Also see “‘Health"): 
Special Anchorages and Prohibited Areas 

(1) Prohibited anchorage: No vessels shall anchor as to swing 
within 3,000 ft. of the F.R.G. light on the N.N.E. end of the Authority 
wharf in approximate position Latitude 05° 59’ 51” N. Longitude 
116° 04’ 30” E. Vessels under 150 ft. in length may anchor within this 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


area, East of a line joining the F.R.G. light and Gueritz shoal light 
beacon. 

(2) Prohibited Area: Except with the previous permission in writing 
of the Authority, no logs or timber shall be allowed to lie afloat 
within the area - Eastward of a line drawn in a 172° direction from 
Grieve Reef Beacon. 

(3) Explosives and Dangerous Goods Anchorage: Vessels having 
explosives and Dangerous Goods on board shall anchor within a 
line drawn from a position in Latitude 06° 01’ 21” N. Longitude 
116° 05’ 45” E. thence in a 360° direction for 6-5 cables thence in a 
270° direction for 10 cables thence in a 180° direction for 6-5 cables 
thence in a 090° direction for 10 cables to the starting point. 

(4) Dangerous Petroleum Anchorage: A vessel having dangerous 
petroleum on board shall anchor within a line drawn from a position 
in Latitude 06° 00’ 42” N., Longitude 116° 05’ 45” E. thence in a 270° 
direction for 10 cables thence in a 360° direction for 65 cables thence 
in a 090° airection for 10 cables thence in a 180° direction for 6-5 
cables to the starting-point. 

(5) Quarantine Anchorage: A vessel which is required to proceed 
to a quarantine anchorage shall anchor within an area bounded by 
aradius of 3 cables from a position in Latitude 06° 01’ 34” N. Longitude 
116° 03’ 46” E. 

RESTRICTIONS: 

1. Entering. Vessels with dangerous cargo such as benzene are 
not allowed to stay alongside wharf or to berth after 6 p.m. Vessels 
arriving from any port within hours of day-light not allowed to berth 
until they see the signals at the Customs House directing them. This 
applies equally to vessels arriving on schedule as well as unscheduled 
vessels and any infringement of these regulations can have very 
serious consequences. 

Master of ship not sailing within 48 hours after port clearance to 
report to Harbour Master reason for not sailing, and, if so required 
obtain a fresh port clearance. 

2. Shifting. The Authorities must be informed prior to shifting. 

3. Immigration. No person may leave ship before clearance has 
been given by Customs/Immigration officers. 

4. Currency. There is no restriction on amount of currency which 

can be brought into this State but maximum amount allowed to be 
taken out is Mal $100. Foreign exchange must be conducted through 
recognised banks. 
HEALTH: (Also see ‘‘Regulations"’). (2) Sabah Government are 
signatories to WHO convention on Quarantine regulations. Port 
Health Doctor will not board unless vessel comes from infected port. 
Instead, Maritime Declaration of Health to be filled-out and handed 
to Boarding Officer of Health Department who will require one copy 
of crew list and one copy of passenger list. Vessels should cable 
Agent prior arrival advising last port of call and whether vessel is 
healthy. Pratique normally cabled to ship but if unreceived, vessel 
need not proceed to Quarantine anchorage unless coming from 
infected port. 

(b) Vessels arriving from ports outside the State will anchor until 
boarded by Authorities unless previously instructed by telegram to 
come alongside. 

RADIO: (Also see “Health"”). Information required before ship's 

arrival: Manifest, stowage plan, number of gangs required, amount 

he water required, pilot requirements. Local radio call sign ‘‘Control 
iK."; 


TUGS: Tug 280 h.p. available to assist vessels berthing and un- 
berthing without a pilot at inner berth. Ship's lines used. 
BERTHING: Wharf T-shaped; outer berth 647 ft. long with minimum 
depth of 25 ft. Inner berth 475 ft. long with minimum depth of 21 ft.; 
2 go-downs 28,000 and 30,000 sq. ft. floor area respectively. Sabah 
Ports Authority operates one 10-ton crane, 12 towing tractors, 18 
6,000-Ib. forklifts, one 7-ton forklift, 46 trailers of capacity ranging 
from 3 to 6 tons. Heavy Lifts up to 6 tons received into Sabah Ports 
Authority trailers, up to 17 tons could be received into railway 
wagons, beyond 17 tons overside discharge into landing craft. 
Sabah Ports Authority landing ramp capable of accepting loads of 
up to 30 tons. Bulk handling limited to petroleum and bitumen into 
private installation by pipe-line. 

STEVEDORES: Stevedores provided SPA; labour supplied for 
working in ships’ holds and on ships’ winches (if required). For 
cargo delivered direct ex-wharf consignee provides labour; cargo 
for Sabah Ports Authority godown labour provided by Sabah Ports 
Authority. 

Working hours/days: Ships can be worked on all days except for 
11 state and national holidays when port closed completely. Working 
hours 0730 to 1130; 1300 to 1700; 1800 to 2200 hours. Work beyond 
these hours possible by application. Additional charges payable. 

Deliveries 0730 to 1630 hours except Sunday. 

Loading/discharging rate: General cargo excluding vehicles and 
liquid cargo 17-60 B/L tons per gang hour. Palletised (unit-load) 
cargo 27-4 B/L tons per gang hour. 

CARGO: (Also see “Berthing"). 

1. Tally: The Agent can provide tally clerks at ship's expense. 

2. Inward cargo: Ship's responsibility ceases as soon as con- 
signees take delivery ex-sling. 

3. Transhipment cargo: Transhipment cargo is handled via Port 
Authority Gcdown. 

4. Outward cargo: All cargo is brought to the ship alongside wharf 
either by tractors and trailers. 

5. Special cargo regulations: 


(a) Dangerous cargo. Vessels carrying explosives as cargo: All 
vessels arriving at, or remaining within the limits of, any port with 
explosives on board shall fly the gunpowder flag at the fore mast. 
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No vessel having explosives on board shall, without the Permiy 
in writing of the Harbour Master, come or remain within 500 yary 
the shore or of any other vessel: 

Provided that such a vessel may, with the written perm 
the Harbour Master, come and remain within such limit wher 


(i) such explosives are wholly and exclusively of Class y 
minate) or Class VI (Ammunition) or both such classes). 
second schedule; and j 

(ii) the total quantity of such explosives does not exces) 
thousand pounds; and 

(iii) such explosives are carried in a properly constructed m 
duly certified as such by a British Board of Trade Sy, 
or by an officer fulfilling similar functions appointed; 
Government of aay British possession or the vessel 
certificate from one of Her Majesty's Inspector of Expjoy 
or from an Officer fulfilling similar functions appointed 
Governments of Singapore, the Federation of Malays, 
Hong Kong and approved by the Governor that all the » 
sives on board such vessel have been properly stored ay. 
Master of such vessel further certifies in writing that no» 
dangerous cargo is carried by the vessel; or where: 
such explosives are wholly and exclusively explosives q, 
or any of Class III (Nitro-compound), Class IV (Chy 
mixture) or Class VII (Firework); and 
(v) the total quantity of such explosives does not exceeds 
thousand pounds. 


No such explosive shall be landed, shipped or transhippei, 
tween sunset and sunrise without the previous permission in yw 
of the Harbour Master. Any Master of a vessel offending againg 
pemene of this section shall be liable to a fine of one thow 

ollars. 


(b) Livestock. Pigs or cattle may not be loaded or dischargy 
any wharf without permission of the S.P.A. 


MEDICAL: Medical Officer of Health: Medical Services Dy 
ment, tel. 54303. Vaccination and inoculation (incl. Yellow Fever, 
be arranged via Agent at any time during working days. In ca 
death on board, Agent and Harbour Master as well as the Poly 
be informed. 


FRESH WATER: Can be supplied from wharf. Supply rate) 
tons per hose per hour. 
FUEL: Not available. 


CONSULS: Consul of Indonesia. 

HOLIDAYS: Working on Sundays/holidays is possible aw 
overtime payment. No work will be done on Chinese New Ys 
Day, Hari Raya Puasa and Christmas Day. 


POLICE: OCPD (Police), tel. 52415. 
GENERAL: Ship Chandlers: All kinds of stores and provis: 
available. 

Recreation Facilities. Two cinemas in town which show En 
films frequently. Three tennis courts available and football mai 
may be arranged. Sports Club is next to town Padang, about 
mile from wharf and golf and yacht clubs situated on bea? 
Tanjong Aru, 4 miles from town. 

Surveyor: Harrisons & Crosfield (S) Ltd. are Lloyd's Sub-Ay 
and can arrange a surveyor provided prior warning is given. 

Fumigation. No facilities. 


SHORE LEAVE: Crew members allowed ashore after inspe 
by Immigration Officer. 

REGULATIONS: (a) Arrival and Departure. 1. The owner or Ay 
of every vessel other than a small ship intending to call at a por'® 
as soon as possible, and in any case not later than thirty-six 
prior to the estimated time of arrival of the vessel, give notit 
writing to the Authority of such arrival and, if so desired, the rew 
ment for a berth at a wharf. 


2. The notice under this regulation shall be in a form prest® 
by the Authority and shall contain full particulars regarding thee 
to be discharged and loaded, the embarkation and disembarkal# 
passengers, heavy lifts, special or perishable cargo, hazardous! 
dangerous goods (whether to be discharged at the port or not)! 
any other matters of importance relating to the working or salt? 
the vessel in the port. 


3. The Master of every vessel entering or leaving a port belt 
sunrise and sunset shall cause to be hoisted the national co® 
and the signal letters, if any, of the vessel. The national colours® 
be exhibited from 0800 to sunset whilst the vessel remains inp 

4. The master of every vessel arriving from outside the Sts 
Sabah shall exhibit the Immigration and Quarantine signals® 
tained in the First Schedule and shall also at the request of a cus 
officer hoist the Customs signals. Such signals shall remain exh 
until the appropriate officer has given permission for them ® 
lowered. 


5. No vessel shall approach within six hundred ft. of any® 
vessel exhibiting the Immigration, Health or Customs signals. 

6. No person other than a Pilot may board or disembark from! 
vessel until the vessel is cleared inwards and the Immig@® 
Quarantine and Customs signals have been lowered. 

7. Every vessel entering a port shall be anchored or effict 
secured to a wharf or buoy before commencing the loading ® 
charging of cargo and/or the embarkation or disembarkati® 
passengers. 

8. No vessel shall leave any port unless in possession ofa® 
Port Clearance issued by or on behalf of the Director of 

(6) Special signals 


(iv) 


— 


seniration (for ships 
not corning 
passengers: 
immigration (for ships 
carrying passengers) 
tine (vessel is 
Healthy request 


ew (vessel is 


t) 
onentine (vessel is 
infected) 


yarantine (not 
recelved pratique) 


Request Police 
Assistance 


Request Medical 
Assistance 


By Day 
International Code 
Signal 2 5" 


International Code 
Signal “3 4" 


International Code 
Signal “Q” 


International Code 
Signal “Q Q”" 
International Code 
Signal “QL” 


Nil 
International Code 
Signal “S T" 


International Code 
Signal “W" 


By Night 
Two green lights, six ft. 
apart, hoisted vertically 
where best seen. 
Two green lights, six ft. 
apart, hoisted vertically 
where best seen. 


Nil 


A red light over a white light 
and a separate hoist of red 
light over a green light and 
hoisted vertically six ft. 
apart where best seen. 
red light over a white light 
six ft. apart hoisted ver- 
tically where best seen. 

A green over a white light, 
six ft. apart hoisted ver- 
tically where best seen. 

Ared light over a green light, 
six ft. apart, hoisted ver- 


tically where best seen. 

(c) Priority. First come first served. 

A new wharf is being built at a new location approximately a 
quarter of a mile Northward of the present wharf. The new facilities 
will include an island wharf containing 4 berths measuring a total 
of 1,720 ft. with 30 ft. of water alongside. The wharf will be connected 
tothe shore by 2 access bridges. A transit shed with a storage area 
of 72,000 square ft. will be constructed on the structural deck of the 
wharf. A multi-storey Headquarters Building with training school 
and library will also be built at the same location. The whole project 
is expected to be completed by mid 1975. 

AUTHORITY: Sabah Ports Authority, PO Box 1430, Kota Kina- 
balu. Tel. 55233. 


AGENT: Harrisons & Crosfield (Sabah), Limited. Telegraphic 
address “Crosfield”. Tel. Shipping Department 52876; Vessels at 
wharf 52300-54400. 


KUCHING, Sarawak: 01.34 N. 110.21 E. 


DOCUMENTS: 
Port Clearance to be surrendered to Customs when boarding. 
Crew Lists and Passenger Lists, 2 copies for Immigration Depart- 
ment, 2 copies for Kuching Port Authority, 2 copies for Customs, 
1 copy for Port Health Officer. 

List of Ship's Stores (2 copies for Customs). 

List of Ammunition (2 copies for Customs). 

Health Documents (Vaccination Certificates and Cholera Inocu- 

lation Certificates to be examined by Health Inspector. 

Manifests (2 sets for Customs, 3 sets for Kuching port Authority). 
PILOTAGE: Pilot can be applied for through Agents or by direct 
cable Marine Dept. giving at least 24 hours notice of ship's arrival 
time at Tanjong Po. Telegraphic address, Shipping, Kuching. 
Location of anchorage for vessel awaiting Pilot at 045°, one mile 
from Tanjong Po. Pilot boat ‘Alor’ equipped with VHF. 

In rough weather it may be necessary for a ship to follow or meet 
the pilot launch at the junction of Embang and Senari leads. Pilots 
for the Batang Lupar, Triso or Lingga Anchorages are also normally 
embarked off Tanjong Po by arrangement. 

APPROACHES: The seaward approach to Kuching port is res- 
tricted by the presence of two bars; Outer Bar at a depth of 16 ft. 
below datum, and the Inner Bar at 15 ft. below datum. The maximum 
depth of high water over the Bar, which occurs at springs, is about 
31 ft, whilst at neap high waters this decreases to approximately 
% ft. The tidal range is 5 to 17 ft. There are also numerous rocks 
and shoals in the river. 

ANCHORAGES: (a) Tanjong Po Anchorage: 045° one mile from 
Tanjong Po line. Area of safe anchorage is ¢ mile radius. Depth 6 
fathoms, (b) Sijinkat Anchorage: For vessel up to 550 ft. long with 
Maximum draft 25 ft. (c) Pending Anchorage: For vessel up to 350 ft. 
long with maximum draft 22 ft. See “Developments”. 
RESTRICTIONS: Tide restriction and maximum draft 17 ft. at 
high tide. Not advisable to enter port at Tanah Puteh at night. 

MAX. SIZE: Maximum permissible length overall for vessel enter- 
Ng port at Tanah Puteh is 435 ft. and maximum draft 17 ft. Maximum 
er length for oil carriers proceeding to oil installation at Biawak 
Mt Pending Point, is 435 ft., and maximum draft 22 ft. 

ADIO : ETA cable to ship's Agent can be sent to Department of 

ommunications, Kuching. Code words, Kuching Radio. 
cal F direct communication with Port Authority, Channel 16, 
pe ‘Ng and safety, Channel 20 port operations, Channel 26 public 
wih vance. Pilot boat and Marine Department also equipped 
TU HF. Range 25 to 30 miles from Kuching port. 
ores: Two 1000 h.p. tugs available. 

THING: Application for berth must be made by Agents at 
nal 24 hours before berthing. 

STEVEDORES : Gangs required for working vessel for weekdays 
thet ” ordered by Agents before 1530 prior to ship's working 
pe rf day. Gangs required for working vessel on Sundays 
wont lic holidays must be ordered before 1000 prior to ship’s 

‘Ng On Sundays and public holiday. 

required : Necessary for Agents to receive advance notice of 
faclitie medical attention at least 24 hours before arrival. Hospital 

Tere Available. Crew should possess Cholera inoculation and 
TAN pee Certificates. 

ERS: Tankers berth at Biawak Wharf, Pending Points, for 
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discharge of their oil. Diameter of pipe line 6 in. Only one tanker can 

berth at a time and maximum draft is 25 ft. 

DENSITY: 1008 oz. per cubic ft. 

FRESH WATER: Available and can be supplied to vessel along- 

side Authority's Wharf by hose about 25 tons per hour. 

FUEL: High-speed diesel fuel oil can be supplied to vessel by making 

arrangement with either Shell or Esso Oil installation at Biawak. 

DEVELOPMENTS: Port expansion project at Pending Point, to 

accommodate vessels up to 25 ft. draft. Facilities include one wharf 

860 ft. iong, designed for mechanised systems of cargo handling. 

Containers on a feeder basis, ships provide own cargo working gears. 

Due for ae early 1975. 

GANGWAY/DECK WATCHMEN: Not usually available. Ship 

should provide own watchmen. 

p paberebicatlensi sn HATCHES: Normally carried out by steve- 
ores. 

CERTIFICATES: Ships should possess all relevant certificates on 

board in case required for reference. 

CUSTOMS ALLOWANCE: Tobacco: 1 oz. tobacco or 25 cigaret- 

tes permitted for each crew member daily. Up to three days ration 

in port. Wines and/or Spirits, 4 qt. bottle is permitted for each crew 

member daily. Up to three days ration in port. 

CARGO GEAR: Ship provides own gear especially for handling 

heavy lifts, vehicles, etc. Rope slings, pallets and safety nets, etc., 

will be provided by the Authority at Tanah Puteh Wharf. 

IDENTIFICATION CARDS: Required. 

CONSULS: British, American and Norwegian. 

REPAIRS: Minor repairs to vessels only. 

DRY DOCKS: Not suitable for sea-going vessels. Coastal vessels 

up to 220 ft. long. 

REPATRIATION: Facilities available. 

AIRPORT: Airport about 6} miles from port at Tanah Puteh. It is 

served by regular airlines which operate two flights daily except on 

Tuesday, Thursday and Friday when one flight only. 

TIME: Local time eight hours ahead of GMT. 

HOLIDAYS: Port work can be arranged on all official holidays on 

overtime rates except Chinese New Year Day, Hari Raya Puasa Day, 

International Labour Day, (1st May), Dayak Festival Day (1st June), 

and Christmas Day, during which port at Tanah Puteh will be closed. 

POLICE/AMBULANCE/FIRE: For emergency call, tel. 999 is 

applicable to all these three services. Individual call: Central Police 

Station, 21222; General Hospital, 23151; Fire Station, 21033. 

TELEPHONES: Telephones can be provided free of charge on 

board vessel occupying Authority's berths at Tanah Puteh Wharf. 

SHORE LEAVE: Crew members are allowed ashore provided per- 

mission is granted by Immigration Department. 

REGULATIONS: Refer to Sarawak Merchant Shipping Ordinance 


and Kuching Port Authority's Ordinance and Bye-laws. 
DELAYS: Waiting for wharf berths when Port is congested, up to 
3 days. 


AUTHORITY: Kuching Port Authority, Tanah Puteh, Kuching, 
Sarawak, East Malaysia. Tel. 22291 (five lines). 
Cables: ‘‘Kuport Kuching.” 


KUNAK, Sabah: 04.41 N. 118.15 E. (See Plan) 


Sabah Government Requirements 

(a) Customs will treat port as sufferance wharf as defined in 
Section 2 of Customs Ordinance (Cap. 33), with control from Lahad 
Datu. Agent will be required to make application to Customs for 
sufferance facilities in respect of each vessel, on appropriate form. 
Officer-in-Charge of Customs, Lahad Datu will arrange to send a 
supervising officer with ship; this officer will attend vessel's inward 
and outward Customs clearance. Transport, food and shelter of 
Customs officer are for vessel's account, though it is envisaged that 
his transport can be concurrent with boarding and departure of the 
Pilot, i.e. per Marine Department launch. 

(b) Immigration requires that vessel shall be cleared inwards and 
outwards in Lahad Datu. As Marine Department launch will be 
required to run mooring lines at Kunak, it will not be available to 
transport Immigration Officer who will not accompany vessel. His 
transport will therefore be a matter for Agent to arrange. 

(c) Medical will grant pratique by radio by Medical Officer, Lahad 
Datu: whose right to carry out full inspection is not affected thereby. 
This will only be exercised, it is anticipated, when vessel has called 
at an infected port within prescribed period. Radio messages should 
therefore give this information, e.g. ‘Malay Maru Hongkong Twen- 
tieth Tokyo Thirtieth Manila Second All Well Request Pratique 
Master”. 

(d) Marine Dept. in the case of a vessel arriving from foreign ports 
will ultimately place a Pilot on board in Lahad Datu, if requested. 

(i) Pilot will receive vessel's arrival report and sight her last port 
clearance. Pilotage will commence at any such point on route as 
Master may request, at rates laid down in the Merchant Shipping 
(Fees) Regulations, 1961. The pilot launch carrying berthing crew 
will arrive in advance of vessel at Kunak and assist in making fast. 

(ii) As there is no accommodation available at Kunak, the Pilot it 
is hoped, can be accommodated on board ship during her stay. 

(iii) Return to Lahad Datu will follow as in sub-para (i) with the 
Pilot issuing Port Clearance on completion of Immigration for- 
malities. 

(iv) Requests for Pilot should be made at /east 24 hours in advance 
to Marine Sandakan via Sandakan Radio, 9WHZ1. Initially this service 
will be offered from Sandakan, and ships proceeding Kunak from 
there will retain the Pilot on board. Ships from foreign ports will 
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be served by air; charges to their account. There is now a Pilot based 

at Tawau, who will berth vessels at Kunak. 

For information the port limits of Lahad Datu are ‘a line drawn 
fron’ Tanjong Melandong on the South-west point of Darvel 
Peninsula to the most Westerly point of Sakar Island and thence to 
the mainland, etc.” From this it can be seen that large vessels need 
not enter the narrow waters of the inner bay. 

BERTHING: 1. Wharf consists of, 

(a) A raised cement platform 30 ft. x 30 ft. on wooden piling. 

(b) Three lazy piles with rubber fendering situated 20 ft. from the 
front edge of the platform and 125 ft. in each direction from the 
centre of the platform. 

(c) Two cement mooring dolphins 20 ft. x 20 ft. situated 350 ft. each 
side of the platform and 50 ft. from the rear edge of the platform. 

(d) A metal jetty approach 10 ft. wide x 350 ft. long. 

(e) A coral bund 24 ft. wide at the base and approximately 16 ft. wide 
at the top. 

(f) Mooring Buoy placed 600 ft. off head of jetty. 

2. Depth of water alongside: Minimum depth of water outside 
the lazy piles is in excess of 35 ft. datum. 

3. Bulk oil will be pumped from installation along a metal pipe 
via coral bund and metal jetty. At a point approximately 15 ft. before 
cement platform the pipe bifurcates and the two terminals are 
situated two-thirds the way along each side of platform. To these 
terminals will be attached a flexible steel hose for connection with 
ships. Hose will be provided by shippers, and is 400 ft. long if 
required. 

4. Pumping capacity. Maximum overall rate of pumping palm oil 
will be 100 tons per hour. Palm oil pipe is of 6 in. diameter. 
AUTHORITY: Port Manager, Tawau. 


AGENT: Harrisons & Crosfield (Sabah) Ltd., PO Box 131, Sandakan, 
Sabah, Malaysia. Telegraphic address “Crosfield Sandakan"’. Tel. 
2141. Code-Bentley'’s Second Phrase. 


LABUAN, Sabah: 05.17 N. 115.15 E. 


Island of Labuan is 12 miles long and 7 miles wide lying off North- 
west coast of Borneo at entrance to Brunei Bay. It is part of State 
of Sabah and is only 44 miles from mainland and some 77 miles from 
the State Capital of Kota Kinabalu. 

DOCUMENTS: 

(a) On arrival, when vessel has arrived from ports outside Sabah, 
Health Officer, Boarding Officer, Customs and Immigration or their 
representatives will board vessel. Agent cannot board until ship has 
been cleared. 

(b) Health Officer will require Maritime Declaration of Health duly 
completed together with one copy of passenger list and one copy of 
crew list whenever vessel's last port or call has been outside State 
of Sabah. 

(c) Boarding Officer will require one copy of Shipping Arrival 
Report, one copy of passenger list and one copy of crew list. He will 
also inspect various Certificates such as Load Line, Life Saving 
Equipment etc. 

(d) Following is summary of documents required: 

Immi-_ Boarding 
Customs gration Officer Agent M.O. 
Passenger List 2 1 1 1 
Crew List 2 
Store List 2 
Maritime Declaration _— 
of Health 

(e) To be supplied before Departure: 

Manifests as necessary. 

Captain's copies of Bills of Lading. 

Port Clearance. 

Customs Clearance. 

an of (a) Buoys and Lights Dues and (6) Port and Harbour 

ues. 

PILOTAGE: Pilot available if adequate notice given but pilotage 
not compulsory. Vessels normally berth between 0600 and 1800, 
unberthing at any hour, day or night, provided that notice of such 
movements received between 0800 and 1600. 

ANCHORAGES: Good anchorage for large vessels in a least depth 
of five and three-quarters fathoms South and South-east of No. 6 
Beacon. 

Quarantine. Vessels arriving from an unhealthy port should pro- 
ceed to quarantine anchorage for pratique. This anchorage is 
bounded on North by a line drawn 090° from Harbour Shoal Beacon 
to Eastern Harbour Limit; on South by a line drawn between South- 
west point of Papan Island and Enoe Beacon; on West by Eastern 
Boundary Limit of Explosives Anchorage (as under). If vessels 
arriving from healthy port and healthy themselves, they need not 
proceed to Quarantine Anchorage. 

Explosives. No vessels having explosives on board may come or 
remain within 500 yards of shore or of any other vessel; such vessels 
shall fly Gunpowder Flag at foremast, and should anchor in Expio- 
sives Anchorage which is within a line drawn from Enoe Beacon to 
Harbour Shoal Beacon thence in 090° for 6 cables thence in 180 
degrees direction until it joins line between South-west point of 
Papan Island and Enoe Beacon. 

Dangerous Petroleum. A vessel having dangerous petroleum on 
board shall anchor within a line drawn from Harbour Shoal Light 
beacon in a 360° direction for 2,500 ft., thence in a 090° direction for 
3,600 ft., thence in a 180° direction to join Northern boundary limit of 
Explosives Anchorage. 
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Prohibited Anchorage. No vessel shall anchor within 1,700 tty 
F.R.G. Light - Liberty Pier. 
RESTRICTIONS: Tides. Subject to diurnal inequalities 
usually one high water and one low water a day. Average high wg 
is 6:5 ft. and low water 3 ft. above datum of soundings. 
Clearance. Port is open from 0600 to 1800 although vessels Ca) 
cleared later than 1800 on application provided they are Sigh, 
from Papan Lighthouse at 1800. 
HEALTH: See “Regulations” and ‘‘Anchorages"’. 
RADIO: Information required before ship's arrival. ETA 
with as much prior notice as possible. Number of gangs requis 


Quantity of fresh water gt Whether Pilot required 
Labuan has no radio 


or berth, 


acilities and messages are received, 


Kota Kinabulu, Miri, Singapore, etc. 

Port VHF Service operates on Channels 16 and 12, between ® 
and 2000 hours. 

TUGS: No tugs available. 

BERTHING: 1. Wharves. 

(a) Liberty Wharf - A wharf with wooden piles and concrete deg 
measuring 400 ft. with dolphins 100 ft. off each end — least dey 
of water is 26 ft. 

(6) Victoria or Small Ships’ Wharf (marked on Chart as H, 4¢ 
Wharf). A wooden structure — length 270 ft. with minimum de 
of 12 ft. No longer usable except by kumpits. No vehicles allog 
on wharf. 

(c) New Shell Installation Wharf. Concrete jetty 170 ft. long withy 
dolphins at each end with a total length between of 700 ft,, je 
depth of water 31 ft. 

2. Buoys: No mooring buoys in Labuan. 

3. Monsoons. North-east monsoon prevails from Decembe; 
April and South-west monsoon from middle of May to midds, 
October. Harbour is well sheltered from both monsoons. 

4. Flags and Berthing Signals: 

(a) When entering port vessel should fly Signal Letters, Mail fy 
if applicable, and ‘‘G" flagif requiring Pilot,and also Quarantine 

(6) Berthing Signals. Following berthing signals will be used; 
Labuan and will be displayed from Flagstaff in Harbour Office, 
vicinity of Liberty Wharf, Victoria Harbour. A red and white chequey 
flag and International Code numbered pendant will indicate be 
number allocated. Berth numbers have been allocated as follows: 


(c) 


0 


©2 NOnPwona 


Berth and Pendant No. 
Liberty Wharf S.E. section of seaward frontage. 
N.W 


"” ” ” 


4 is SE. - inside frontage. 


” ” N.W. ” ” ” 
. Repair and Slipway Wharf. (Marine jetty.) 
. Victoria Wharf (small ships) S.E. Section. 
. Landing Craft Hard (New Beach) (300 ft. N.W. of Victs 


Wharf). 


. Landing Steps Liberty Wharf. 
. Shell Installation Jetty. 


Anchor. 


On receipt of berthing signal, vessel should acknowledge int 


usual manner with the answering pendant and proceed to berth. 

(d) Tidal Signal. A tidal signal consisting of a cone and bali 
hoisted in conjunction with berthing signal showing state of tidet 
berth indicated. A cone point down signifies flood tide (West-goin 
a cone point up ebb tide (East-going), a ball slack water. 

(e) Facilities. Maximum single load without special precautions# 
Liberty Wharf is 25 tons. Any load over this figure will require to? 
distributed over two or more panels of 10 ft. by 10 ft., each accords 
to weight. However, special arrangements must be made prior? 
discharge, and Agent should be consulted in advance. 
STEVEDORES: Supplied by Contractors as arranged by Aget 
Working hours 0800-noon, 1300-1700. Working outside these how 
on Sundays and Public holidays is overtime. 

CARGO: 1. Inward. Inward cargo is tallied out of ship on to whart 
into lighter. Damaged cargo is surveyed on the spot, otherwise® 
liability of the vessel is acknowledged. Discharge is carried out a 
permission has been obtained from Customs after manifest! 
inward cargo has been deposited. Cargo is delivered to consign# 
against production of relative Bill of Lading. Ship's responsibil 
to consignees ceases at ship's side but, in the case of shortland 
cargo, reasonable proof must be given to Customs that the ca? 
has not been landed. A shortlanded Memo certified by the Ch 
Officer is usually accepted as proof. ’ 

2. Transhipment. After discharge of cargo from the 1st cart 
transhipment cargo is placed under supervision of Customs, unle® 
itis possible to arrange direct transhipment into small coastal ves# 
Customs do not accept responsibility for 8 in Customs Boné. 


3. Refrigerated. Only small quantities of re 


rigerator cargo load 


or discharged. 

4. Explosives. Explosives must be discharged into lighters un 
police escort and transported to an approved police store. A lice® 
for their importation must be obtained from the police prior to amt 
of cargo, and harbour and police authorities must be informed 
arrival of explosives in port either for discharge or as through ca 
MEDICAL: Hospitals. Not possible for Government Medical 
to visit ships but patients can be sent to Cottage Hospital. 4 1st clas 
beds, 10 2nd class beds, 46 3rd class beds. 

Dentist. A Government Dental Clinic, located in town area. 
addition, a Chinese dentist is available in tovsn. 

TANKERS: See “Berthing”. 

FRESH WATER: Only available in small quantities (usually 30 to 
maximum) and at restricted hours. 

FUEL: Bulk furnace oil and high speed diesel usually available ® 
48 hours notice of requirements must be given. 
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AUTIONS: In case of fire, the Harbour Master, OCPD, 
rng Pe should be telephoned immediately. A mobile gas turbine 


ymp is available. 
AS ULS: None. : 3 
pAIRS: Slipways of up to 500 tons displacement, and Marine 
e tment can undertake minor repairs. 
DeecE AMBULANCE/FIRE: Medical Officer 224; Asst. Com- 
proton of Customs 201; OCPD 400; Police Station 297; Hospital 
WINERAL: Surveyors. Harrisons & Crosfield are Lloyd's Sub- 
Agents in Labuan and may appoint a surveyor as necessary. . 
ip Chandlers. Fresh fruits, vegetables and fish available and price 
jist can be obtained from ship chandler through Agent. Cold storage 
with limited supplies. A ie 

Recreation Facilities. If owners pay a monthly subscription to the 
Labuan Recreation Club, ships crew are automatically members. 
Football and cricket, etc., can usually be arranged on application 
Agent. Two cinemas in town which show American, English, 
Chinese, Malayan and Indian films. ~ 

Good beaches all round island, however, it is strongly recom- 
mended that bathers should remain in shallow water. It is not 
considered safe to bathe from the ship. - i 

Victoria Hotel situated in town. All rooms air-conditioned and have 

private bathrooms or showers attached. Lodging house accommoda- 
tion available in town for Chinese crew members. 
REGULATIONS: (a) Arrival and departure. 1. The Owner or Agent 
of every vessel other than a small ship intending to call at a port 
shall, as soon as possible, and in any case not later than thirty-six 
hours prior to the estimated time of arrival of the vessel, give notice 
in writing to the Authority of such arrival and, if so desired, the 
requirement for a berth at a wharf. / 

9, The notice under this regulation shall be in a form prescribed 
pythe Authority and shall contain full particulars regarding the cargo 
to be discharged and loaded, the embarkation and disembarkation of 
passengers, heavy lifts, special or perishable cargo, hazardous and 
dangerous goods (whether to be discharged at the port or not), and 
any other matters of importance relating to the working or safety of 
the vessel in the port. 

3. The Master of every vessel entering or leaving a port between 
sunrise and sunset shall cause to be hoisted the national colours and 
the signal letters, if any, of the vessel. The national colours shall be 
exhibited from 0800 to sunset whilst the vessel remains in port. 

4. The Master of every vessel arriving from outside the State of 
Sabah shall exhibit the Immigration and Quarantine signals con- 
tainedin the First Schedule and shall also at the request of acustoms 
officer hoist the Customs signals. Such signals shall remain exhibited 
until the appropriate officer has given permission for them to be 
lowered, 

5. No vessel shall approach within six hundred ft. of any other 
vessel exhibiting the Immigration, Health or Customs signals. 

6, No person other than a Pilot may board or disembark from any 
vessel until the vessel is cleared inwards and the Immigration, 
Quarantine and Customs signals have been lowered. 

1. Every vessel entering a port shall be anchored or efficiently 
secured to a wharf or buoy before commencing the loading or 
discharging of cargo and/or the embarkation or disembarkation of 
passengers. 

8. No vessels shall leave any port unless in possession of a valid 
Port Clearance issued by or on behalf of the Director of Marine. 

(0) Special signals. 


Significance By Day By Night 

Immigration (for ships International Code Two green lights, six ft. 
not carrying Signal 25” apart, hoisted vertically 
passengers) where best seen. 


Immigration (for ships 
carrying passengers) 


International Code 
Signal “3 4” 


Two green lights, six ft. 
apart, hoisted vertically 
where best seen. 


Quarantine (vessel is International Code 


Healthy request Signal “Q” Nil 
pratique) 
Quarantine (vessel is International Code A red light over a white light 
Suspect) Signal “Q Q" and a separate hoist of red 
Quarantine (vessel is International Code light over a green light and 
infected) Signal “QL” hoisted vertically six ft. 
apart where best seen. 
Quarantine (not Nil A red light over a white light 
received pratique) six ft. apart hoisted ver- 
tically where best seen. 
Request Police International Code =A green over a white light, 
Assistance Signal “S T” six ft. apart hoisted ver- 
Req , tically where best seen. 
oe Medical International Code Aredlightoveragreenlight, 
Ssistance Signal “W" six ft. apart, hoisted ver- 


tically where best seen. 
DEVELOPMENTS: A replacement wharf, 800 ft. length is to be 
AU, Close to the existing Liberty Wharf in 1974/1975. 
THORITY : Harbour Master, Tel. 251. 
preset Harrisons & Crosfield (Sabah) Limited, PO Box No. 7, 
218, 19, Sabah, Malaysia. Telegraphic Address “Crosfield”. Tel. 


LIMBANG, Sarawak: 04.48 N. 115.05 E. 


ey is the principal town of the Fifth Division and is situated 
o_o above the entrance of the Limbang River. There is an 
rb rage for ocean-going steamers, five miles below the Limbang 
“ Uoy with a least depth of 26 ft. 
*Y Vessel arriving in quarantine shall fly or show the appropriate 
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International Quarantine signal; and no person other than a Pilot, 
Port Officer, Port Health Officer, Immigration Officer or Officer of 
Customs shall board the vessel; and no person shall disembark 
therefrom until the vessel has been cleared by the Port Health Officer. 

The Master of every vessel of over 15 tons about to depart from a 
port for any place outside Sarawak shall cause the “Blue Peter" 
(International Code Flag “‘P”) to be hoisted, during day-light hours, 
for at least twelve hours before the vessel is due to sail, or if the 
vessel is in port for less than twelve hours, for the period of her stay 
in the port. 

(1) The Master or the Agent of every vessel about to depart from 
a port shall, on demand by the Port Officer, produce for inspection 
the Port Clearance. 

(2) The Port Clearance shall be in the form of an endorsement on 
the form of clearance prescribed under the Customs Ordinance or 
in such other form as may be approved by the Director. 

A vessel arriving in, leaving from or shifting berth within a port 
shall hoist her signal letters, if any whilst under way. 


MALACCA, Malaya: 02.15 N. 102.15 E. 


DOCUMENTS: 
1. Harbour Master's Office or Marine Department 

(a) “Report of Arrival of Vessel” on prescribed Form (Marine 28) 
obtainable from Harbour Master's Office on arrival. 

(b) One copy Passenger List, specifying names and nationalities 
and required to report any casualties, accidents, births or deaths 
that have occurred during the voyage to the passengers, crew, ship 
or cargo. 

(c) Port Clearance from last port and copy of Manifest of Cargo to 
be discharged. 

(d) List of all arms and explosives on board. 

(e) In the case of a British or Malaysian vessel and vessels 
belonging to a nation not having a Consular Officer at the port 
produce to Port Officer the Certificate of Registry and ship's Articles. 

(f) All ship's certificates such as Safety Equipment Certificate, 
Radio Certificate, Load Line Certificate, Safety Construction Certifi- 
cate, Ship's Registry, Passengers’ Certificate, Derating Certificate 
and all Certificates of Competency of all Officers on board. 

(g) Crew List. 

2. Immigration Authorities 

(a) Crew List (3 copies). 

(6) Passenger List (3 copies). 

(c) Produce all passengers passports/visas. 

(d) Produce all seamens cards. 

(e) Forms A and B - “immigrant and Emigrant" obtainable from 
Immigration Department on arrival. 

3. Port Health 

(a) Crew List showing last date of vaccination. 

(b) Passenger List, showing the last date of vaccination. 

(c) Produce all seamen and passengers’ vaccination cards. 

4. Customs Department 

(a) Crew List (2 copies). 

(b) Passenger List (2 copies). 

(c) Personnel Effects List (2 copies). 

(d) Cargo Manifests (2 copies). 

(e) Last Port Clearance. 

(f) Bonded Stores List (2 copies). 

(g) Full and correct statement of dutiable goods carried as ship's 
stores (2 copies). 

(h) Customs Form CD 15 obtainable from Customs Department . 
on arrival. 

APPROACHES: No difficulty from North or South. No sand bar 
at river mouth. Harbour open all year round. 

PILOTAGE: None. 

ANCHORAGES: For ocean-going and costal vessels anchorage 
between 1-14 miles off Malacca harbour. Between 3-6 fathoms depth. 
No specific prohibited anchorage. 

TUGS: None. 

BERTHING: None. Discharging into lighters at anchorage. 
STEVEDORES: Discharging cargo capacity per day — 1,000 tons. 
MEDICAL: Modern Government hospital. All surgical and medical 
facilities available. 

FRESH WATER: None. 

FUEL: None. 

DEVELOPMENTS: Proposed provision of deepwater berths. 
CUSTOMS ALLOWANCES: Tobacco, cigarettes 25 in number 
per man per day, or cigars, 8in number per man per day, or Tobacco, 
1 oz. per man per day, or snuff, 1 0z. per man per day. 

Wine and/or Spirit, Spirit, 4 qt. per man per day, or wines, 1 qt. 
per man per day, or beer or stout, 4 qt. per man per day. 
REPAIRS/DRY DOCKS: None. 

HOLIDAYS: Official holidays in the state as follows: New Year's 
Day, 1 day; Chinese New Year's Day, 2 days; Muslim New Year's 
Day, 2 days; Wesak's Day, 1 day; His Majesty's Birthday, 1 day; 
Prophet Mohammad's Birthday, 1 day; His Excellency Governor's 
Birthday, 1 day; Malaysia Day, 1 day; Deepavali, 1 day; Hari Raya 
Huji, 2 days; Christmas Day, 1 day. No cargo is worked on any of 
the above gazetted public holidays — port closed. 

AIRPORT: Batu Berendam, 6 miles from port — commercial airlines 
daily. 

AUTHORITY: Marine Department, Office of the Harbour Master, 
Malacca and Port Dickson, Melaka, Malaya. 
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MIRI, Sarawak (incl. Lutong): 04.26.30 N. 113.55.30 E. 


Miri Roads is an open roadstead in a shallow bay, bounded at North 

by Tanjong Baram and at South by Tanjong Lobang. 

PORT LIMITS: Outer: within an area to Northward of Lat. 04° 22’ 

N., Eastward of Long. 113° 55’ 30” E. and Southward of Lat. 04° 31’ N. 

DOCUMENTS: (a) Health. Vessels exempted from inspection (see 

“Health"’) should deliver to Berthing Master on arrival, a Declaration 

of Health, Last Port Clearance and 2 Crew and Passenger Lists. 

(b) Inward Clearance (also see “‘Anchorage"). All vessels calling 
Miri Roads for passengers or cargo must be cleared by Immigration 
and Customs and, if necessary, by Port Health. 

Inward clearance effected only between 0600 and 1800 and following 
signals must be shown: if passengers carried, flags 3" and “4”; 
if no passengers carried, flags ''2"” and 5"; if free pratique requested, 
flag "Q". 

Following papers will be required on arrival for inward clearance: 
Port Health: 

Declaration of Health. 

1 Crew List. 

1 Passenger List, inward and through. 

Customs Boarding Officer : 

as above, if not boarded by Health Officer, and 2 Inward Cargo 

Manifests. 

(c) Outward Clearance. For vessels that have called to lift bunkers 
only at Lutong Moorings, clearance will be issued by Berthing 
Master. 

Other vessels will be issued a Port Clearance by Customs Officer 
on board who will require: 1 Outward Manifest and, if any embarked, 
1 Outward passenger list. 

APPROACHES: The loom of gas flares on Seria Oilfields thirty 

miles North-eastward of Miri are a general guide at night but should 

not be used as a bearing because flares movable within area of 
oilfield and liable to be extinguished at any time. Following bearings 
exist. By night, three lighthouses: 

(a) Tanjong Baram 04° 35’ 47” N. 113° 58’ 25” E. white single light 
680,000 candle power, visibility 17 miles, elevation 120 ft. in grey 
steel lattice tower, group flash three every twenty seconds. 

(b) Lutong 04° 28’ 30” N. 113° 59’ 46” E. white single light, 13,500 candle 
power, visibility 10 miles, elevation 80 ft. in grey steel lattice 
tower, group flash two every ten seconds. 

(c) Tanjong Lobang 04° 21’ 48” N. 113° 57’ 36” E. white single light 
20,150 candle power, visibility 18 miles, elevation 155 ft. in grey 
steel lattice tower, 60 ft., flash one every ten seconds. 

By day, above lighthouses difficult to distinguish and following may 
be used for day-time bearings: 

(a) Lutong radio mast FR 210 ft., position 04° 26’ 25” N. 113° 59’ 54” E. 

(b) Tanjong Lobang radio masts as marked on chart. 

PILOTAGE: No official Pilot stationed at Miri but Shell Company 

provide Berthing Masters to moor vessels at their Lutong Moorings 

(see “Tankers”). 

ANCHORAGE: For cargo, passengers or clearance. It is recom- 

mended that vessels anchor close inshore directly opposite Miri 

River Mouth, but caution must be exercised as sudden squalls and 

swell up to 4 ft. can occur, for which allowance should be made. 

Cargo usually worked into or from wooden lighters of 30 to 35 
tons capacity. Swell often restricts work to landward side only and 
swell or wind often make it difficult to work Hatch No 1 in some 
vessels. Accommodation ladder should be lowered on landward 
side to enable shore personnel to board. 

Prohibited Anchorage and Berthing Area. From (a) 4° 30’ 54” N.; 
113° 56’ 19” E. in a 090° direction to the shore; and from (a) to (b) in 
4° 27’ 30” N.; 113° 47’ 01” E., thence in a 090° direction to the shore. 
HEALTH: Every vessel arriving in quarantine shall fly or show the 
appropriate International Quarantine signal; and no person other 
than a Pilot, Port Officer, Port Health Officer, Immigration Officer or 
Officer of Customs shall board the vessel; and no person shall 
disembark therefrom until the vessel has been cleared by the Port 
Health Officer. 

Free pratique granted without health inspection to vessels calling 
tolift bunkers only at Lutong Moorings, provided ship healthy. Vessels 
with unclean bill of health or vessels which have not declared them- 
selves healthy in their arrival notice telegram are subject to normal 
Port Health inspection procedure. Therefore of utmost importance 
that arrival notice is sent not less than 24 hours before arrival and 
contains all information requested (see “'Radio"’) in order to prevent 
unnecessary delay. 

RADIO: Miri Radio call sign 9 WW21, frequency 500 kc/s., operates 

at following hours local time: 0 , 1300-1330, 1700-1730, 

2100-2130. Present station has a limited range and if difficulty is 

experienced making contact, vessels should pass messages through 

other stations, such as Singapore radio, or through other ships in 
close vicinity of Miri. 

Arrival notice must be telegraphed at least 24 hours before arrival 
and should contain following information: 

All vessels 

(a) expected time of arrival (local time GMT plus 8 hours); 

(b) name of last port of call and next port of call, if not previously 
advised; 

(c) whether or not ship is healthy. 

For bunkers 

(d) quantity of bunkers required, in long tons at least 48 hours notice 
is required; 

(e) provisions or medical attention required, if any. 

For cargo 

(f) tonnage to discharge, if any; 

(g) number of gangs required to load; 
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(A) number of winchmen required to load. 
Passengers 
(i) number of passengers to disembark. 
BERTHING: Cargo vessels - see “Anchorage”, oil carriers. 
“Tankers”. ’ 
MEDICAL: Treatment of urgent cases available on shore Sub 
weather conditions. Early notice should be telegraphed of Meg 
requirements. 
TANKERS: Lutong Terminal position 04° 30’ N. 113° 57’ E. (a 
Open sea berths lying about 3 miles offshore just Northwary 
Lutong River mouth. Berthing any hour day or night. Await Berty 
Master in area bounded by lines joining following positions: 04°» 
113° 56)’ E.; 04° 25’ N. 113° 55’ E.; 04° 264’ N. 113° 55’ E.; 04° ty 
113° 564’ E. 

Pilot ladder should be rigged for Berthing Master, and st 
derrick near fuelling connection should be topped-up and Tigges 
lift heavy equipment required for mooring and connecting Piped 
and which has to be taken on board before proceeding to mop, 
berth. 

Moorings are in a prohibited area which must not be entered 
out a Berthing Master of Sarawak Shell Oilfields Limited on boa, 


Berth Max. length Max. draft 
SBM 1 600 ft. 40 ft. 
SBM 2 750 ft. 40 ft 
SBM 4 820 ft. 44 ft 


No slop discharge facilities. 
FRESH WATER: No fresh or boiler water available. 
FUEL: No ex-barge facilities but bunkers obtainable from Lup 
Terminal. 

Nos. 1, 2 and 4 Sealines. Available for bunkering dry-cargo vesy 

Ship's spring wire will be used to haul ends of mooring wires, 
board and mooring winches should be double gear and in all resp 
ready for use. Both ship's anchors will be used. All other gez; 
mooring and connecting pipes is brought on board with Ber 
Master at Pilot Station. Bunkers will be supplied through & 
flexible hose brought up on starboard side amidships and app 
priate flange on ship's connection should be removed in adyay 
Berthing Master will remain on board throughout bunkering op» 
tion and will leave after vessel has unberthed. Mooring and,» 
mooring operations each require about 14 hours and bunkerings 
usually 45-75 tons per hour. 
CUSTOMS ALLOWANCES: Bonded Store on vessels other 
those berthing at Lutong Moorings for bunkers only and exemp 
from formal clearance, sealed by Customs after allowing a@ 
ration for duration of stay in port. 

One Customs Officer will remain on board all vessels anchore 
Miri Roads and accommodation, if necessary, should be arrang 
for them. The Agents’ staff will remain on board throughout: 
cargo operations and it would be highly appreciated if meals cw 
be supplied to them and to the Customs Officer in view of the ls 
time occupied travelling by launch between ship and shore. 
AIRPORT: Distant 10 miles. Daily flights. 

TIME: GMT plus 8 hours. Permanent. 

SHORE LEAVE: It is regretted that both passengers and 
must be dissuaded from coming ashore other than for meds 
attention, owing to weather and tidal restrictions. 

REPAIRS: No facilities for repairs. 

LUBRICANTS: Generally, lubricants not available but in ew 
gency certain grades sometimes obtainable in very limited quantite 
PROVISIONS: Limited fresh provisions and ex-bond sti 
available for which vessels should give 72 hours notice of requ? 
ments so that arrangements can be made to secure the requ 
supplies. 

REGULATIONS: The Master of every vessel of over 15 tons att 
to depart from a port for any place outside Sarawak shall cause? 
“Blue Peter” (International Code Flag “P"') to be hoisted, du® 
day-light hours, for at least twelve hours before the vessel is dut! 
sail, or if the vessel is in port for less than twelve hours, for® 
period of her stay in the port. 

(i) The Master or the Agent of every vessel about to depart it 
a port shall, on demand by the Port Officer, produce for inspect 
the port clearance. 

(2) The Port Clearance shall be in the form of an endorsemet’ 
the form of clearance prescribed under the Customs Ordinanct! 
in such other form as may be approved by the Director. 

A vessel arriving in, leaving from or shifting berth within af 
shall hoist her signal letters, if any whilst under way. 
POLICE/AMBULANCE/FIRE: Tel. 999. 

AUTHORITY: Marine Officer, Marine Dept., Miri. 


AGENT: Lloyd's sub-agents in Miri. The Borneo Company! 
Sdn. Bhd. Postal address PO Box No. 60, Miri, Sarawak. Tel. 0% 
3365, 3366, 3367; out of office hours: 3261, 3344. Telegraphic add# 
“Borneo Miri”. 

The Borneo Co. (M) Sdn. Bhd. operate their own launches at 
representative will board vessels as soon as possible after arrive 


PENANG, Malaya: 05.25 N. 100.21 E. (See Plan) 


DOCUMENTS: 

The report of arrival (provided in Marine Shipping Ordinance, !# 

A copy of Passenger Statistics on prescribed forms. 

A List of Crew Members. 

A List of Passengers. 

Evidence of last port clearance. 

All Ship's Documents (safety equipment, deratisation, 
load line and register). 
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itime Declaration of Health. 
ational Health Certificate for passengers and crew. 
\ecination List, for Smallpox and Cholera, for passengers and 


oer res: Port Clearance Certificate signed by the Port Health 
rtu ; “ 

cer, to be shown to the Port Officer issuing clearance. 

for oll tankers, a Copy of Ship's Manifest to be submitted. Ship 

ing explosives, Captain required to fill prescribed form “D 

stating quantity of an cargo ship is carrying together with 
copy of Ship's Manifest. 

: Vessel approaching port has to send telegram to 
PLOT ACE rect (cable address “Pilots Penang") or to ship's 
penn stating “ETA North Channel Light Float" or in case of South 
eb “ETA Pulau Rimau". Draft of vessel to be given. Pilot 
- may be contacted through Penang Telephone Exchange on 
VHF Channel 16 to local telephone No. 63313. At least six hours’ 
advance notice should be given before arrival at Pilot point. och glee 

Pilot boats have a blue hull varnished upperworks with “Pilot 
witten in bold tetters on both sides of boat. Mor: 

pijot is usually taken on board, for North Channel, in vicinity of 
North Channel Light Float and for South Channel, in vicinity of 
gimau Wreck Buoy one mile South of Pulau Rimau Lighthouse. — 

Vessels awaiting tide can anchor, in case of North Channel, in 
area shown by pecked lines marked anchorage area in Chart No. 
1366. For South Channel ship can anchor in vicinity of Rimau Wreck 
Buoy. During bad weather, provided draft suitable, vessels some- 
times requested enter and take on Pilot at Erskine Buoy. hae 

Pilotage is compulsory for all vessels navigating in pilot district 
of Penang with the exception of fishing vessels and vessels of 

600 grt. 
wenimaster's Report: The KRA lightvessel, on the Outer Kra Bank 
to the South of the South Channel, is non-existent. 

The pilot station is now equipped with VHF but operates on 
Channel 12 only. The Pilot Launch is also equipped likewise, as is a 
car that transports the pilots from their homes to Batu Maung 
Point where they board the launch. It takes them exactly one hour 
from their homes until they are aboard a vessel at Rimau Buoy, 
therefore a minimum 2 hour notice is adequate. 

One pilot advised me not to approach the South Channel at any 
time if the vessel's draft is over 24 ft. He stated that the bar to the 
South-west of Rimau Buoy has not been surveyed for many years 
and that possible silting may leave it on a lesser depth than the 
chart suggests. The approach to the North Channel is safe. 
ANCHORAGES: The anchorage for foreign going steamers (other 
than those carrying dangerous cargo or quarantine ships) is South- 
ward of the South-western corner of the Man of War Anchorage 
(shown on Admiralty chart by pecked lines) and eastward of a line 
drawn from this pcint to the Northern white mark buoy and thence 
180’. Vessels must moor so as to swing clear of these lines at all 
states of tide. 

The anchorage for coasting power vessels is Southward of a 
line drawn 270° from the Northern white mark buoy and Westward 
ofaline drawn 180° from this buoy. Vessels must swing clear of these 
lines at all states of the tide. 

RESTRICTIONS: No entry restrictions imposed other than those 
dictated by state of tide and draft of vessel. 
MAX. SIZE: No limitations of size of vessel except for draft. North 
Channel chart datum 26 ft. South Channel chart datum 22 ft. Vessels 
one a can use port but must Py for high water. 

: Penang Radio, call sign 9-MG. 
VHF: Vessels can communicate direct to Pilot Office via VHF 
operated on Channel 12 VHF within a range of 15 miles. A separate 
VHF network links the tugs, launches and the Commission's per- 
Tes ahragtg on board vessels in the roads. 

: May be required to berth vessel at Butterworth Wharves in 
fe peat. Tug joins vessel when at close proximity to wharves. 

sual for tug’s lines to be used. 

Two tugs available, 1,320 b.h.p. and 1,200 b.h.p. Also one small 
ry ad b.h.p. and one tow-boat of 174 b.h.p. available to tow lighters 

and from v , 

BERTHING. Those are two wharves, viz. Swettenham Pier on the 
island of Penang and Butterworth Wharves on the Mainland. 

Swettenham Pier: Two ocean berths of 1,200 ft. length with 32 ft. 
ov alongside. There is 168 sq. ft. of covered storage accommo- 

!0n, 

Butterworth Wharves: Five ocean berths of 2,928 ft. length with 
- of water alongside. There are five transit sheds of 148,000 sq. 
5 storage godowns of 171 ,000 sq. ft. and a timber shed of 60,000 
8g. ft. and 140,000 sq. ft. of open storage area. Seven godowns of 
Metiiens canes Hanocine euciGTie Ne nesia 

= : No specia 

for handling bulk cargo. Two of the berths at Butterworth 
faci es are designed to handle containerised cargo when such 
then !€s are required. At Swettenham Pier and Butterworth Wharves 
®are vegetable oil bulking installations. Pipe-lines are connected 

CARGO aliations to the wharves. 

QO HANDLING EQUIPMENT: At Butterworth Wharves 
Sm ER oo eee ote inchs of 8 
: » One forklift truck of 13, . capacity an orkli 
Tucks { see : 
pes mover wih four tnaons for handing BS ie contaoares ae 

Nettenham Pier one mobile crane of 10 ion capacity, two electric 
Canes of 3-ton capacity, 11 fixed and mobile areiee ane 25 fork-lift 
Wcks. Scores of Cackne and trailers make up th t of th h 
aised é I p the rest of the mech- 

Cargo-handling equipment of the Commission. 
light AGE: In the event of a vessel working in the roads, 

*fage is available for the transport of goods to and from the 


| 
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MALAYSIA 


vessel. There are about 242 lighters operated by private companies 

and twenty 150-ton lighters by the Commission for lightering of 

cargo in the Port. In the case of the Commission's lighters, lighterage 

is only undertaken for export cargo. 

STEVEDORES: Stevedores can be provided by stevedore con- 

tractors at short notices but normally a minimum of 12 hours will be 

required. Shipping Agents normally make these arrangements with 

stevedoring contractors. 

MEDICAL: Advance notice is necessary if medical attention is 

required so that arrangements can be made with Medical Depart- 

ment by Agents. 

TANKERS: Two tanker berths. Esso Wharf, 27 ft. at low water. 

Caltex Wharf, 35 ft. at low water. Mud bar approach to Caltex Wharf 

is 29 ft. at low water. Tankers also occasionally call at Swettenham 

Pier to deliver oil to City Council Power Station. 

FRESH WATER: Available at all times. Delivery can be by means 

of hydrants at berths or by water-boats to vessels anchored in Roads. 

Rate of delivery is approximately 40 tons per hour. 

FUEL: Fuel available from private oil companies at 24 hours notice. 

Limited quantities of fuel can be supplied by barges to vessels in 

the roads. 

GANGWAY/DECK WATCHMEN: Services of a watchman 

recommended. 

ppaonlaetainyer enn HATCHES: Normally carried out by steve- 
ores. 

IDENTIFICATION CARDS: Needed only when a crew member is 

discharged after hospitalisation or when he is repatriated. 

REPAIRS: Minor repairs can be undertaken. 

DRY DOCKS: Dry docks not available for ocean carriers. Slipways 

gyananle for vessels of 700 tons nrt with dimensions of 190 ft. x 

40 ft. 

REPATRIATION: Facilities exist for effecting crew changes and 

arranging necessary repatriation. 

AIRPORT: Distance from port to airport approximately 11 miles. 

Served by both international and local airlines. 

TIME: 73 hrs. ahead of GMT. No alteration to clocks during year. 

HOLIDAYS: Three port holidays a year: Hari Raya Puasa, Hari 

Raya Haji and National Day. 

POLICE/AMBULANCE/FIRE: Dial 999. 

TELEPHONES: A telephone is placed on every ship that berths 

alongside. This is one of services provided under a common charge 

known as the wharf service charge. 

SERVICES: All types of minor marine servicing is available. Pro- 

vided by private firms. Some of the services are draft survey, general 

conditioning of ship, valuation of ship, accident survey, inspection 

of refrigeration, radar adjusting service, compass adjusting and 

tank-cleaning facilities. 

SHORE LEAVE: Allowed. 

REGULATIONS: Free port, and as such, when a vessel calls at 

port, Customs search party may go on board vessel to search for 

contraband goods. 

DEVELOPMENTS: The Bulk Cargo Terminal project at Prai 

consists of the construction of a 460 ft. x 60 ft. wharf which will be 

connected to land by an approach bridge of 24 ft. in width and 

approximately 3,900 ft. in length, reclamation of 64 acres of land for 

use as stockpile sites and the installation of a mechanical loading 

and unloading system for both wet and dry bulk cargoes. 

Although initially only one berth is constructed, the scheme 
provides for the ultimate development of three more berths - one 
for both wet and dry bulk cargoes, and two for liquid cargoes. 

Loading and unloading of dry bulk cargoes will be fully mechanical. 
A system of conveyor belts will link the berths and the stockpile 
sites. At the berth, loading will be by means of a ship loading 
conveyor and unloading will be by ship bulk unloader. The design 
capacity for the loading equipment is 900 tons per hour and un- 
loading 450 tons per hour. Liquid cargoes will be pumped through 
pipe-lines and stored in special tanks at sites set aside for this 
purpose. 

Under the project of the construction of the sixth berth at Butter- 
worth Wharves, a new berth with associated cargo handling facili- 
ties will be built at Butterworth as an extension of the existing berths. 

The new berth will be 532 ft. by 190 ft. and will have a transit shed of 
30,000 sq. ft. Although it is a general cargo berth, container crane 
tracks will be laid to make it a dual-purpose berth similar to berth 
Nos. 4and5. When completed in 1977, the berth will increase the cargo 
handling capacity of Butterworth Wharves by an additional 200,000 
tons annually. 

Container Handling Facilities: Plans have been finalised to develop 
improved container handling facilities at Butterworth Wharves to 
cater for the gradual increase in container traffic in the Port of 
Penang. 

The facilities to be provided are geared to service feeder container 
vessels and conventional vessels transporting containers as draft 
restrictions prevent the use of the port of Penang for large cellular 
container vessels. The facilities which will be provided include: 

1 A marshalling yard of 16-5 acres with storage space of 1,270 
containers. 

A container freight station of 42,000 sq. ft. 

20 power points for refrigerated containers. 

1 unit 40 tons prime-mover, 1 unit 20 tons prime-mover, 2 units 
40 ft. trailers and 2 units 20 ft. trailers. 

5 2units straddle carriers. 

The whole scheme is expected to be completed by 1975. At full 
utilisation, the facilities will have the capacity to handle 23,000 
containers a year. 

At this stage it is not planned to provide container crane (por- 
tainers) to handle containers between ship and wharf and vessels 


459 


wn 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


calling at the wharves are expected to use their own lifting gears. 
Expansion of Dockyard Facilities: The Commission has called for 

International tenders from Consultants to undertake a study of the 

Commission's Dockyard at Bagan Dalam. The study will look into 

the expansion, modernisation and reorganisation of the yard on a 

commercial basis. 

DELAYS: Rain is only factor that may delay a ship's discharging 

or loading operations. 

AUTHORITY : The Penang Port Commission, PO Box 143, Penang, 

Malaysia. Tel. 63571. Telegraphic Address, ‘“‘Wharves, Penang”. 


PORT DICKSON, Malaya: 02.31 N. 101.47 E. 


DOCUMENTS: 
1. Harbour Master's Office or Marine Department 

(a) “Report of Arrival of Vessel" on prescribed Form (Marine 28) 
obtainable from Harbour Master's Office on arrival. 

(6) One copy, Passenger List, specifying names and nationalities 
and required to report any casualties, accidents, births or deaths 
that have occurred during the voyage to the passengers, crew, ship 
or cargo. 

(c) Port Clearance from last port and copy of Manifest of Cargo 
to be discharged. 

(d) List of all arms and explosives on board. 

(e) In the case of a British or Malaysian vessel and vessels 
belonging to a nation not having a Consular Officer at the port, 
produce to Port Officer the Certificate of Registry and ship's Articles. 

(f) All ship's certificates such as Safety Equipment Certificate, 
Radio Certificate, Load-line Certificate, Safety Construction Certifi- 
cate, Ship's Registry, Passengers’ Certificate, Derating Certificate 
and all Certificates of Competency of all Officers on board. 

(g) Crew List. 

X. Immigration Authorities 

(a) Crew List (3 copies). 

(b) Passenger List (3 copies). 

(c) Produce all passengers passports/visas. 

(d) Produce all seamens' cards. 

(e) Forms A and B - “Immigrant and Emigrant" obtainable from 
Immigration Department on arrival. 

3. Port Health 

(a) Crew List showing last date of vaccination. 

(b) Passenger List showing the last date of vaccination. 

(c) Produce all seamen and passengers' vaccination cards. 

4. Customs Department 

(a) Crew List (2 copies). 

(b) Passenger List (2 copies). 

(c) Personnel Effects List (2 copies). 

(d) Cargo Manifests (2 copies). 

(e) Last Port Clearance. 

(f) Bonded Stores List (2 copies). 

(g) Full and correct statement of dutiable goods carried as ship's 
stores (2 copies). 

(h) Customs Form C.D.15 obtainable from Customs Department 
on arrival. 

APPROACHES: Deep water approach channel from North-west, 
marked by four light buoys, presents no difficulties and is clear. 

Leading lights also exhibited which when in line bearing 070°, lead 
up to harbour over a sand ridge in depths of about 3} fathoms. 
PILOTAGE: The Port Dickson area does not constitute a Com- 
pulsory Pilotage District under provisions of Merchant Shipping 
Ordinance, 1952. Private pilotage services are, however, operated by 
Shell and Esso for vessels making use of their respective marine 
eae Mooring Master boards tankers at Banbeck Shoal 

uoy. 

ANCHORAGES: (a) Good anchorage may be obtained in depths 
from 15 to 20 fathoms, Westward and South-westward of Tanjong 
Kamunin. Small vessels may obtain anchorage in depths from 4 to 5 
fathoms North-eastward of Pulau Arang Arang, but holding ground 
is poor. 

(b) Quarantine Anchorage is Westward of 10 fathoms line with 
leading light beacons of Port Dickson in line, bearing 070°, and within 
15 cables of front leading light beacon situated on Railway Jetty. 

(c) Prohibited Anchorage Area indicated by pecked lines on chart 
and described under Port (Negeri Sembilan) (Amendment) Rules, 
1963. This area contains a tanker mooring buoy, with extensive ground 
tackle and floating hose attachments, which is connected to the 
shore by a submarine pipe-line. Passage between the buoy and the 
shore is also prohibited. 

TUGS: No tug-boats available. 

MAX. SIZE: Up to 47 ft. draft at S.B.M. terminal. 

BERTHING: Port installations at Port Dickson comprise the 
following: 

A smail boat harbour contained in the curve of the stone approach 
to the Railway Jetty which affords little shelter against Southerly 
winds and dries out at low water. 

The Shell Jetty - property of the Shell Refining Co. (Malaysia) 
Ltd. (Private.) Reinforced concrete jetty 700 ft. with “T" head 
170 ft. x 36 ft. 

The Esso Jetty - property of the Esso Standard Malaya Ltd. 
(Private). Reinforced concrete island jetty 200 ft. x 24 ft. 

The Railway Jetty - property of the Malayan Railway Administra- 
tion. Stone pier 600 ft. length terminating in a crosshead 150 ft. long 
with steel piling and wooden deck. 

The Joint Shell/Esso single-buoy Tanker Mooring and Crude Oil 
Discharging Terminal. 

Stone ramp on foreshore usable by lighters at high water. 
MEDICAL: District hospital with 150 beds. 
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TANKERS: Shell/Esso Single Buoy Mooring for crude dj 
into submarine pipe-line. Refineries produce petroleum pr 
export. Deballasting facilities up to 35,000 barrels capacity, 
Esso Product Jetty: Berth is constructed of reinforced 
The island jetty is 200 ft.x24 ft. with 4 off-lying Mooring 
inshore for mooring purposes. Accommodation for one Vesse 
outer face only. 
Max. LOA 575 ft.; Max. draft 34 ft.; max. size 19,500 dwt. 
Shore connections: 
1 20 in. black oil/ballasting 
116 in. white oil line 
1x10 in. LPG line 
14 in. inert gas line 
1 crane to handle hose 
FRESH WATER: Available at Shell and Railway jetties. 
FUEL: Bunker fuel-oil available. No diesel. 
DEVELOPMENTS: Proposal to enlarge facilities and to py, 
deep-water berths. 
CUSTOMS ALLOWANCES: Tobacco, cigarettes 25 in nye 
per man per day, or cigars 8 in number per man per day, or toby 
1 oz. per man per day, or snuff 1 oz. per man per day. Wine ay 
spirits, spirit 4 qt. per man per day, or wines 1 qt. per man per da 
beer or stout 1 qt. per man per day. 
REPAIRS/DRY DOCKS: None. 
HOLIDAYS: Official holidays in the state as follows: New Y» 
Day, 1 day; Chinese New Year's Day, 2 days; Muslim New Ye 
Day, 2 days; Wesak's Day, 1 day; His Majesty's Birthday, {4 
Prophet Mohammad's Birthday, 1 day; His Excellency Govern 
Birthday, 1 day; Malaysia Day, 1 day; Deepavali, 1 day; Hari® 
Huji, 2 days; Christmas Day, 1 day. No cargo is worked on a 
the above gazetted public holidays - port closed. 
AIRPORT: None. 
AUTHORITY: See “Malacca”. 


PORT KELANG, formerly Port Swettenham, (See 
Malaya: 03.00 N. 101.24 E. Plz 


PORT LIMITS: All the waters in the Klang Straits, Klang R 
Sungei Aur, Selat Lumut, Sungei Langat and other waterwayse 
tained within the parallels 2° 58’ N. and 3° 05’ N. and the merit 
101° 20’ E. and that passing through Connaught Bridge i.e. 10!) 
30” E. approximately including all piers, jetties, landing pla 
wharves, quays, docks and other similar works whether witht: 
without the line of high water mark, any position on the shore ort 
within 50 yards of high water mark subject to any rights of pre 
property therein. 

APPROACHES: Ships from and to Penang enter and leave! 
port by the North Klang Straits; and ships from and to Singap 
enter and leave by the South Klang Straits. The entrance chané 
the North Klang Straits has a natural depth of 32 ft. below de 
A very large deep water anchorage for ships is available at the Ne 
Klang Straits. For ships entering the Old Port, the permissiblea 
is 28 ft. and 22 ft. plus the height of tide through the North Ke 
Straits and South Klang Straits respectively. 
DOCUMENTS: (a) For Agent. Vessels required to fill in am 
report which may be obtained from Agent at Singapore or Pew 
or Boarding Agent on arrival. This should be completed and hate 
to Boarding Agent together with last Port Clearance and onea 
each of Crew List and Passenger Lists for submission to Mat 
Department. 

Vessels should have ready and hand to Boarding Agent onam 
the following: 

Arrival Report. 

Last Port Clearance. 

Two copies of Crew List. 

th copies each of Disembarking and Transit Passenger 

(if any). 

List of Explosives, dangerous cargo on board. 

Following documents should also be handed to Boarding At 
on arrival and will be returned to vessel after perusal by Me 
Department: 

Malaysian Light Dues Receipt (if any). 

Ship's Register. 

Radio Safety Certificate. 

Safety Equipment Certificate. 

Load Line Certificate. 

Deratisation Certificate. 

Port Health Officer now requires all vessels arriving from fot 
ports to submit an “Entry Declaration” on form Health 43, 0? 
International “Maritime Declaration of Health" form or on 4S 
copy, and this should be handed to Boarding Agent, together® 
copy of crew list, in cases where vessels are not in Quarantint 
which case doctor does not attend on board. 

Note : Endorsement of Port Clearance must be obtained from 
Office at Marine Office before a fresh Port Clearance can be 
by local Customs Authorities and handed to vessel before sali? 
(6) Immigration 

2 copies Crew List. 

2 copies Passenger List (Disembarking and Transit). 

(c) Customs 

2 copies Customs List (CD.15). 

1 Crew List. 

1 Passenger List. 

FLAGS: The Malaysian Flag. Flag '‘Q"" meaning Health Cleat 
required. * Flag 2/5 meaning No passengers on board, or * 
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ing Passengers on board. Pennant Zero is not required since 
per Officers do not board the ship on arrival. Flag H meaning 
ot board. (* Applies only to vessels arriving from foreign ports, 
ye h now includes Singapore.) 

Note: Except for vessels under way, no vessel in port may use its 

except in case of an emergency when no other means of 
amunication is available. The Authorities strictly enforce this rule 
-* vessels infringing it become liable to heavy fine. 
pILOTAGE: Available 24 hours a day. 
2) Application. Piloting carried out by Kelang Port Authority. 
waers to cable “Pilots Port Kelang" giving ETA and point of 
val, i.e. Pintu Gedong, Pulau Angsa, Kapar Buoy, Tanjong Bakau, 
weep Water Point, and draft at least 6 hours before arrival, as 
pilots will not leave shore until confirmation received from vessel. 
path North and South Channels are well marked and Pilots consider 
tquite safe to arrive and depart at any hour. 
"Vessels approaching this port normally apply through Agent, 
jing ETA Pintu Gedong, Pulau Angsa or Deep Water Point, 
together with draft and port of departure. t 

(b) VHF. lf vessels wish to communicate direct all pilot boats are 
fitted with VHF for use between pilot office, pilot boats, pilot boat to 
pilot boat and where necessary to vessels arriving at this port. 
Operated on Channel 12 of International Maritime VHF radio 
telephone bands, and of a range of 20-25 miles. 

(c) Recognition. Pilot boats painted black with white horizontal 
pand all round and have white superstructure. 

(¢) Boarding. Unless advised otherwise Pilots will be ordered to 
poard vessels at Pulau Angsa (North Channel), or Pintu Gedong 
South of the Seaward Bar Buoy, or, Deep Water Point between 
Tanjong Sarang Lang and Tanjong Bakau. . 

Pilot eee should be of approved Standard pattern inter- 
nationally used. 

(e) Walting a Pilot. Location for a vessel awaiting Pilot is at Pintu 
Gedong 5 cables South of Seaward Bar Buoy, at Pulau Angsa 1 mile 
fast of Pulau Angsa Island, and at Deep Water Point where 
anchorage is available according to number of vessels already 
anchored. 

(f) Regulations. Master may bring his vessel into Deep Water 

Point Anchorage without a Pilot and if this is the case the Pilots 
ae to be informed accordingly. It is compulsory to take a Pilot when 
berthing or unberthing at a wharf and to take a Pilot to and from the 
puoys. Pilotage is not compulsory to the anchorages Nos. 6 and 7, 
tothe North Shore Anchorage or to Deep Water Point. Vessels 
will be berthed port side to on ebb tide and starboard on flood. 
ANCHORAGES: Per latest Admiralty charts. Vessels may load 
timber and ore from privately owned junks at Deep Water Point 
Anchorage. In exceptional cases and with permission of Port 
Authority itis also possible to work with Authority Lighters at Deep 
Water Point. 
RESTRICTIONS: (See “Max. Size’’). Pintu Gedong, the Southern 
roe ee at Station, anew ae restriction, of which vessels will 
e advised when giving their : 
MAX SIZE: Max. length of vessels using South Port (old port) is: 
dry cargo vessels, 565 ft. LOA with draft of 32 ft.; tankers, up to 
580 ft. LOA and draft 30 ft. Tidal conditions govern movements of 
ail vessels over 500 ft. LOA in the South Port but not at the North 
Port (new port). Vessels of up to 621 ft. can be berthed under any 
conditions at the North Port but only under special tidal conditions 
atthe South Port. 
pops ne ta Extension Wharves, container ships of 950 ft. can 
@ berthed. 
HEALTH: Port Health Officer will board vessels arriving from 
infected ports, or carrying deck passengers at Deep Water Point 
between 0700 and 1800 hours. All ships arriving from foreign ports 
should ensure that all on board hold valid smallpox vaccination 
documents, 

All vessels should include in arrival cables confirmation that all 
well on board and also that all health papers in order. It should be 
understood that the health papers referred to include deratisation, 
or deratisation exemption Certificate. 

RADIO: ETA cables normally routed via Singapore or Penang as 
fo radio station in Port Kelang. Such messages when received are 
transmitted by telephone to Agents/and or Pilots at Port Kelang. 
VHF: (See “Pilotage"). Ship to shore telephones available at all 
berths at North Klang Straits, and VHF sets available for ships 
moorings. Kiang Exchange keeps a 24-hour watch on Channel 16 
ed will connect the vessel to any telephone receiver ashore. For 
pr calls the cost is $1.92 for 3 minutes (approx.). 

UGS: Supplied by Port Authority and normally “stand by" vessels 
' hing at wharves as and when required. Tugs towing use ships 
'n@s, tugs pushing use their own lines. 5 tugs available to assist in 

thing and unberthing and are equipped with fire-fighting 
woliances and radio communications system. When vessels berth 
al at wharf tugs ordered by Agentin consultation with Pilots 
pay in attendance are charged for whether used or not. Tugs 
a to swing vessels in stream which are stemming ebb tide 
ate In addition 3 smaller tugs used to tow lighters to and 
RRTHING: There are two ports viz: the South Port or Old Port 
we @ North Port. Vessels berthing in the South Port (Old Port) 
nena by tidal conditions which vary considerably. Vessels 
poe oh LOA are usually berthed port side to on the ebb and then 
fetes en tides are favourable. There is usually no objection to 
speekin unberthing from the wharf at night although generally 
tischar’ vessels will not be berthed at night. As a general rule 
and aaing vessels will berth at North Port (North Klang Straits) 

Sading vessels in the stream in the South Port (Old Port). 


MALAYSIA 


(a) South Port. Three ocean wharves of 1,640 ft. length with 30 ft. 
of water alongside, two coastal shipping wharves of 950 ft. with 
20 ft. of water alongside, 5 swinging buoys, and two anchorages. 
Three to four vessels of not more than 250 ft. in length and with 
drafts up 18 ft. can be accommodated at North Shore anchorage. 
Also two lighterage wharves of 350 ft. 550 ft. of wharves will be added 
once the joining of wharves No. 3 and No. 4 in South Port completed. 

(6) North Port (North Klang Straits) Wharves. Four ocean wharves 
with total length 2,490 ft. Each berth 580 ft. long, width 202 ft. Concrete 
wharves with a safe working load of 4 cwt. per square foot and a 
maximum point load of 10 tons. Draft alongside all four wharves 30 ft. 
Rail track on wharf apron. In addition two container wharves, each 
1,050 ft. long and one conventional cargo wharf 700 ft. long have been 
built and are now in operation. Two wharves are 260 ft. wide. Depth 
of water alongside is 45 ft. There are two container cranes on the 
container wharves. If there are no container ships in port, these 
wharves will be used by conventional vessels. 

Depth of water alongside is 45 ft. Container stacking yard is 18 
acres with room for future expansion. Freight station measures 
600 ft. x 120 ft. 

Container Handling Equipment: 2 container cranes of 35 tons 
capacity each (which can handle 800 containers a day). 

2 straddle carriers of 30 tons capacity each. 

12 prime movers. 

9 twenty ft. and 6 forty ft. trailers. 


10 forklifts. 
2 tugs of 2,700 h.p. each. 
(c) General. 
Facility Depth 
: (ft.) 
North Klang Straits Approach 30 
Pintu Gedong Bar 20 
Labohan Garap Bar 25 
No. 1 Wharf 400 ft. length 20 
No. 2 Wharf be Litre eee 20 
No. 3 Wharf ee 30 
No. 4 Wharf Te Ae 32-35 
No. 5 Wharf SO sn 32-35 
No. 6 Wharf Lahde pr 30 
No. 7 Wharf | North §80'),. » 30 
No. 8 Wharf { Port Sop i 30 
No. 9 Wharf On fee 30 
No. 10 & 11 Wharf 1,050 ,, HA 45 
No. 12 & 13 Wharf 0a) |. Me), 45 
No. 14 Wharf 700 5, is 
No. 1 Buoy on 600 ft. swing 23 
on 500 ” ” 32 
No. 2 Buoy on 600 ,,__,, 23 
on 500 ” ” 29 
No. 3 Buoy on 600 ,,,__,, 17 
on500,, 26 
No. 4 Buoy on 600 ,,__,, 20 
on500, » 25 
No. 5 Buoy on 600 ,,__,, 24 
0n.500:. 55-15 24 
No. 6 Mark on 600 ,,__,, 30 
on 500 ” ” 30 
No. 7 Mark on 600 ,,__,, 30 
on 500 . 40 


Distance between buoys is as follows: 
Distance between No. 1 buoy and No. 2 buoy 1,200 ft. 
Distance between No. 2 buoy and No. 3 buoy 1,200 ,, 
Distance between No. 3 buoy and No. 4 buoy 1,200 ,, 
Distance between No. 4 buoy and No. 5 buoy 1,300 ,, 

The above distances allow for slackness in pendants at low water. 

The depths listed combined with tidal predictions for current year 
give actual depth of water. 
STEVEDORES: Almost all timber loaded from private junks for 
which no lighter gangs needed. Average working rate, subject to 
stow, for timber in loose pieces is 4-6 tons per hour, and in bundles 
6-8 tons per hour. Not more than two lighters or “‘tongkangs" may 
lie alongside any vessel abreast of each other and not more than two 
lighters shall be moored astern of a vessel. 

Rubber, latex in drums, etc., loaded by Port Authority and lighter/ 
wharf gangs are required. Average working rate for these com- 
modities is 14 tons per hour. 

The average rate of discharge at North Port (North Klang Straits) 
wharves is 14-16 tons per hour. 

On-board stevedores provided bythe Port Authority. Requirements 
for the 1st shift should be made known by 1300 hours the previous 
day and for 2nd shift by 1000 hours same day and the 3rd shift not 
later than 1130 the same day. 

Working hours throughout port: first shift 0700 to 1500 hrs. (meal 
break 1100-1200 hrs.). 2nd shift 1500 to 2300 hrs. (meal break 1900- 
2000). 3rd shift 2300 to 0700 hours (meal break 0300 to 0440). 
MEDICAL: A number of private doctors in Port Kelang and it is 
often not necessary to give any advance notice of medical attention 
being required. In event of vessel requiring urgent medical attention 
on arrival, advisable for Master to cable Agent in advance. At present 
2nd class medical facilities available in Kelang and 1st class facilities 
only available in Kuala Lumpur. As vessels arriving at Port 
Kelang normally do so after calling at Penang or Singapore no 
inoculation, vaccination or fever certificates are required unless 
either Singapore or Penang is declared an infected port. 
TANKERS: Tankers always berth port side to on ebb and near 
slack water. Vessels with bulk liquid cargoes to load or discharge 
will berth at wharves 3, 4, or 5. When a number of pumping vessels in 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


port, vessels will usually occupy these wharves only for the time it 
takes to complete pumping and may then have to shift to stream or 
another wharf. Three of the ocean wharves are provided with facili- 
ties for handling liquid cargo. Liquid cargoes now being handled are: 
latex, palm, coconut oil, petroleum products, alkane, tallow and fuel 
oil. 
Shell Company has a private jetty on which vessels up to 420 ft. 
in length with drafts not exceeding 20 ft. can be berthed. 
DENSITY: Varies considerably with state of tide and heavy 
monsoon rains. 
FRESH WATER: Waterboat, capacity 200 tons, available to supply 
vessels in South Port (Old Port) and at Deep Water Point with fresh 
water. As much notice as possible should be given if waterboat 
required. At North Port (North Klang Straits) water available from 
wharf. Pumping rate about 20-25 tons per hour. 
FUEL: Bunkers are available. 
FIRE PRECAUTIONS: In respect of tankers loading or discharging 
inflammable cargo, necessary to have wharf cordoned off and 
“No Smoking" signs exhibited prominently. Port Fire Brigade 
required to be on stand-by at wharf whilst operation in progress. 
Vessel may not disable engines whilst alongside wharf and shall 
have axes ready in event has to leave wharf urgently and necessary 
to cut ship's lines. Port Fire Service on duty 24 hours a day through- 
out year. Service is capable of fighting all types of fire whether on 
land or on sea. Fire service has following equipment: 3 fire engines, 
1 Land Rover fire engine, 2 trailer pumps, 3 fire fighting tugs. 
pb art ps beget HATCHES: Normally carried out by steve- 
ores. 
CUSTOMS/IMMIGRATION: Customs Officer will board vessel 
soon after arrival to seal the “Bonded stores". For vessels staying 
in port some time it is usual to issue 3 days supply — a further issue 
may be made on request after 3 days. 

Immigration Officer will clear vessels arriving from foreign ports 
on all days between 0700 and 2100 hours. No one may board or leave 
or approach within one cable length of such vessel without special 
permission until vessel has been cleared by Immigration Officer and 
Immigration Signal is hauled down. No Immigration formalities 
required for vessels arriving from or leaving for other West Malaysian 
ports (Malacca and Penang). 

IDENTIFICATION CARDS: Advisable that members of crew 
carry identification cards when leaving ship. 
CONSULS: Consulates/Embassies/High Commissions in Kuala 
Lumpur (28 miles from Port Kelang). 
Embassy of the United States of America. 

Australian High Commissioner's Office 

Belgian Embassy 

Consulate of Brazil 

British High Commission 

Burmese Embassy 

Canadian High Commission 

Consulate of the Republic of China 

Royal Danish Embassy 

Consulate of Finland 

Embassy of France 

West German Embassy 

Indian High Commission 

Embassy of the Republic of Italy 

Embassy of Japan 

Embassy of the Republic of Korea 

Royal Embassy of Netherlands 

New Zealand High Commission 

Consulate of Norway (at Penang only) 

Consulate of Panama (at Penang only) 

Pakistan High Commission 

Embassy of Philippines 

Singapore High Commission 

Royal Swedish Embassy 
REPAIRS: Slipping facilities for repair of lighters and smaller tugs 
available. No facilities for major repairs to ships. 
DRY DOCKS: None. 
REPATRIATION: Crew changes and repatriation must be 
arranged by Agent. Harbour Master attends signing-on and signing- 
off of the crews on ship's articles. 
AIRPORT: Subang International Airport approximately 20 miles 
from port on main trunk route to Malaysian capital of Kuala Lumpur 
and served by regular domestic flights and international flights. 
HOLIDAYS: Port Closing Days. *Hari Raya Puasa; * Chinese 
New Year; Malaysia Day (31st August); * Deepavali; Christmas Day 
(25th December). * Dates subject to changes as festivals coincide 
with Mohammedan, Chinese and Hindu calendars. 
TELEPHONES: At North Port (North Klang Straits) Wharves 
telephones installed on board if required. At wharves in South Port 
“ey Port) there is always a telephone within easy reach at Wharf 

ice. 

GENERAL: (a) Ship-Shore Communication. When vessels are 
berthed in stream or at Deep Water Point a 24 hour launch service 
can be supplied. Arranged by Agent in consultation with Master to 
suit requirements of ship. 

bl gh permitted use own boats with proper navigation lights 
at night. 

(6) Seamen's Club. ‘Mariner's Club" for officers and seamen 
outside No. 3 Gate of South Port. Club has swimming pool and bar. 

(c) Diving. Diving services available for salvaging lost cargoes, 
examining underside of ships, etc. Divers capable of deep-sea diving 
down to 120 ft. 

DEVELOPMENTS: The North port is to be extended Northwards 
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with wharves totalling 7,000 ft. in length. Phase | of the pry 
(construction of 3,500 ft. of wharves) is expected to be Complety, 
the end of 1976. Phase II involves construction of 2,100 fty 
Phase III the final 1,400 ft. is expected to be ready by the ey 
1979 or 1980. 

AUTHORITY : Lembaga Pelabohan Kelang, Port Kelang, 


ROMPIN (Kuala Rompin); inc. Pahang, Malaya; y 
N. 102.30 E. 


DOCUMENTS: 

Register. 

Last Port Clearance. 

7 copies Crew List and 4 for Agent. 

5 copies Passenger List (if any). 

5 copies Stowaway List (if any). 

2 copies Stores List (including firearms and ammunition), 

2 copies Dutiable Liquor and Tobacco List. 

2 copies Crews Declaration List (cameras, radios, etc.), 

1 copy Vaccination List. 

Masters of vessels to fly the necessary following flags on arriy 
required under Section 448 of the Merchant Shipping Ordinancg, 
Sub-Section (9) of the Federation Port Rules, 1953. 

(1) The Federation of Malaysia Flag. 

(2) The Pennant “O"' Flag (Request Port Officer). 

(3) The “Q” Flag (Request Port Health Officer). 

(4) The Pennant ‘'2"; "5" Flags if no passengers and "3"; 

Flags if there are passengers on board (Immigration). 
PILOTAGE: Compulsory to the loading berths. Extra charg) 
pilotage outside normal office hours and holidays. 
ANCHORAGE: On arrival, vessels required to anchor about, 
mile outside berthed ships to obtain pratique. An accommodg 
ladder must be rigged on lee side to allow Port Authorities to by 
READINESS: Notice of readiness cannot be accepted until yy 
is in free pratique, Customs Inward Examination completed, ay 
all respects ready to load. 

LOADING. (a) Ladders. Masters particularly advised to see tly 
sound and adequate ladder provided at each lighter to allow labow 
engaged in loading to pass to and from ship with no undues 
Regulations are provided in the Merchant Shipping Ordina 
Section 445, Sub-Section (O) which takes care of this requiren 
and failure to take adequate precaution in seeing regulation 
observed may result in serious consequence to those responsitk 

Masters requested to ensure that in addition to ladders} 
labourers, an extra ladder, preferably a clean pilot ladder, bem 
available at all times for the Agent for boarding. This ladder shu 
be made fast on lee side, just forward of any scuppers in vicit 
and a heaving line from ship's rail made fast to bottom rung. We 
ladder not in use, bottom of ladder can be puiied up a few feet# 
heaving line to prevent labourers from using it or damage t 
lighters. 

(b) Winches. All winches must be in single gear at all times. 

(c) Derricks. Practice to work two sets of derricks to one ligt 
where practicable. 

(e) Trimming. No manual trimming undertaken. 

(e) Damages. In the event of your vessel sustaining damagt 
stevedores during loading, you are requested to inform the clerit 
foreman on board immediately and as soon as practicable cont 
same in writing to the Eastern Stevedoring Co. Ltd., Kuala Ron 
with copies to Hong Kong & Eastern Shipping Co. Ltd., Hong Ke 
and Malay States Shipping Ltd., Kuala Rompin. It is important 
full details of damage are given, together with measurements wi 
ever possible. 

Minor damage has occurred on vessels due to hatch beams? 
being bolted or lashed. Masters therefore requested ensure all bet 
adjoining working parts of hatches either bolted or lashed, othew 
stevedores will repudiate liability for any damage incurred. 
OPENING/CLOSING HATCHES: Removal and replaceme! 
hatch beams and covers must be done by ship's crew. Si 
Officers should see that any tween-deck beam removed is replé? 
before ore reaches that height. P 
CUSTOMS: Customs office hours 0830 to 1630 Monday to Frit 
0830 to 1300 Saturday. 

IDENTIFICATION CARDS: Every member of crew must pro 
Identity Document or Shore Leave Pass at Customs House 
landing and again when returning to vessel. 

HOLIDAYS: New Year's Day; Hari Raya Puasa, 2nd day; Chit 
New Year, 2nd day; Hari Raya Haji, 2nd day; First Day of Muhat@ 
Vesak Day; Birthday of Sultan of Pahang; Birthday of H.M. The!# 
Di-Pertuan Agong; Birthday of Prophet Muhammad; Malaysia Dt 
Deepavali; Christmas Day. 

Note: Where a holiday falls on a Sunday, the following day* 
be observed as a holiday, and if such latter day is already ah 
then the day following shall be a public holiday. 

GENERAL: (a) Scrap /ron. Steel mills in Japan complain from® 
to time of finding pieces of scrap iron in the iron ore cargoes. 

scrap is not found it will cause serious damage to the plant? 
occasion considerable delay to production; furthermore, s** 
scrap iron enter the machinery there is always the possibility © 
endangering life, and several fatal accidents have been attrib 
to this cause. b 

The assistance of officers and crew is requested in reporting! 
scrap iron they see being loaded, advising shippers into which 
it went and number of the lighter it came from to enable us !@ 
appropriate action. 
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whistle, Radio. Wireless Transmitters, Whistles and Sirens, 
Oust not be used by vessels at anchor off Kuala Rompin. 

\ Stores. Bonded stores can be obtained from Kuala Lumpur and 

« tan at prices roughly same as Singapore. Essential, view Cus- 

s formalities, that Masters give Malay States Shipping Ltd., 

Rompin six days prior notice of requirements. 

R ORE LEAVE: No seaman may proceed more than three miles 

m Kuala Rompin Customs House. The Officer in Charge Customs, 

ting immigrating Officer, has authority to limit or prohibit shore 


Leave in all cases. 
AGENT: Malay States Shipping Sdn. Berhad, PO Box 2, Kuala 
Rompin, Pahang. 


SABAH, including Kudat, Lahad Datu and Semporna: 


CUMENTS: Eight copies all usual documents. (See Plan) 
pILOTAGE: Applications normally made by Shipping Agents with 
advance notice of 24 hours prior to actual time that Pilot services 
required. Pilot boats between 30-40 ft. length and equipped with 
VHF/AM Sets - 80-4 Mc/s. frequency. Pilot station at Port Office and 
igcation for vessel awaiting Pilot is within port limit. 

ANCHORAGE: All ports within bays, therefore provide safe an- 


es. 
RSTRICTIONS : No restrictions for vessels entering port at night. 
MAX. SIZE: All ports unlimited, cargo worked at anchor. 
HEALTH: To obtain pratique, arrange with Shipping Agent. 
Pratique for vessel entering, after calling at another port in same 
state, is not required. Anchor in quarantine anchorage if vessel is 
suspect and display following signals: By Day: International Code 
Signal "QQ.". By Night: A Red light over a White light and a separate 
hoist of Red light over a Green light. Hoisted vertically 6 ft. apart 
where best seen. 
RADIO: Singapore Radio recommended. 
BERTHING: Application for berthing has to be made within 
% hours prior to actual time that berthing is required. Details 
and Requirements: Name of vessel, gross and net tonnage, length 
overall, draft (fore and aft), ETA at berth, ETD from berth, nature and 
tonnage of cargo to be discharged/loaded. No priority for berthing 
ships and the turn is, first come first served. 

Kudat: L-shaped wharf with the two berths. Western berth — length 
90 ft, minimum depth 21 ft. Eastern berth — length 300 ft. minimum 
depth 21 ft. 

lahed Datu: L-shaped wharf with two berths. Outer berth, length 
200 ft. minimum depth 32 ft. Inner berth, length 130 ft. minimum 
depth 30 ft. 

Semporna; T-shaped wooden wharf with two berths. Outer berth, 
length “he minimum depth 26 ft. Inner berth, length 127 ft. minimum 
depth 20 ft. 

STEVEDORES: Arrangement of stevedores should be made with 
# hours notice to Shipping Agent. Average load/discharge rate: 
General cargo, 15-20 tons per hatch per hour; cement 20-30 tons per 
hatch per hour. 

MEDICAL: Arranged on arrival by Shipping Agent. 

DENSITY: Average density in the ports 1020. 

FRESH WATER: Available at Government General Cargo Wharves 
ata rate of 20 tons per hour. 

DEVELOPMENTS: Lahad Datu, having new port installation and 
wharves facilities. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally by stevedores. 
CERTIFICATES: Registry, Load Line, Radio, Safety Equipment and 
Derating Exemption. 

CUSTOMS ALLOWANCE: Tobacco, wine and/or spirits: no 
control and up to discretion of Officers of Customs and Excise. 
CARGO GEAR: Ships gear used. 

IDENTIFICATION CARDS: Not needed. 


CONSULS: 
British, Kota Kinabalu (Jesselton), tel. 4169 
Japanese, * » 4698 
Indonesian, ,, me —— 
French, » 2008 


Norwegian, Sandakan nies 

REPAIRS: Marine Department operates engineering workshops 

atlabuan and Sandakan. Some private firms also undertake small 

®ngine and deck repairs. 

DRY DOCKS: No dry docks available in the State. Marine Depart- 

ment has three slipways in Labuan which are capable of shipping 

\essels of 60 tons, 200 tons and 500 tons displacements. One in 

pl for vessel up to 120 tons. 

i IRIATION : Normally arranged by Agents. 

TIM ORT: Most airports in State between 2-5 miles from the town. 
E: Local time is 8 hours ahead of GMT. No alteration to clocks. 


HOLIDAYS : Cargo work can be arranged if necessary during 
bist eyes but not for Hari Raya Puasa, Chinese New Year and 
s Day. 
POLICE/AMBULANCE/FIRE: 
Fire/Police Hospital 
Kudat 333 335 
Lahad Datu 599 522 
em 
SERVI porna 599 


CES: No services available for cleaning tanks, but compass 


ting can be arranged with officers of Marine Department, 


SHORE LEAVE 
: Allowed. 
DELAYS: Due to weather conditions only. 


MALAYSIA 


AUTHORITIES: 

Telephone Numbers 

Kudat L'Datu Semporna 

Port Officers 
(Marine Dept.) 370 697 523 
Customs Officers 
(Customs & Excise) 336 531 532 
Immigration Officers 
(Immigration Dept.) 296 686 533 
P. Health Officers 
(Medical Dept.) 373 693 511 


SANDAKAN, Sabah: 05.50 N. 118.07 E. (See Plan) 


FLAGS: Signal letters, Mail flag (if any mail on board for discharge); 
“Q" flag is essential if Sandakan is the first Sabah port at which a 
vessel calls. If ship carrying passengers it should fly immigration 
signals Nos. 3 and 4; if no passengers Nos. 2 and 5. 
DOCUMENTS: Five sets of Inward Manifest in the prescribed 
form Y be airmailed to Agent to arrive at least 48 hours before the 
vessel. 
(a) To be Produced on Arrival: 

Total 

Sabah Lights and Harbour Dues form 

Manifest in the prescribed form 

Crew List 

Last Port Clearance 

Stores List 

Passenger List 

Arms List 

Narcotics List 

Parcels List 
(b) Required by Agent: 

2 sets of Inward Manifests for all inward cargo. 

5 sets of Transhipment Manifests for all cargo to be transhipped 

at Sandakan. 

2 copies of hatch list. 

1 copy of Passenger List. 

1 copy of Crew List. 

1 copy of List of Arms and Ammunition. 

1 copy Narcotics List. 

1 copy Stores List. 

(c) To be Supplied to Ship before Departure: 

Manifests, as required by vessels. 

Captain's copy of B's/Lading. 

Port Clearance and Customs Clearance. 

Sabah Lights and Harbour Dues form. 

(d) Immigration : \mmigration Officer will board vessel on arrival and 
clear her inwards. No restrictions on crew and/or passengers going 
ashore. Immigration require 2 copies of crew list and 2 copies of 
passenger list. Vessels cleared inward until 1800 hours only. If there 
are special circumstances arrangements can be made to clear 
vessels inward after this time. 

(e) Marine Department: Shipping Arrival Report to be signed by 
Master of Vessel. 

PILOTAGE: Pilotage not compulsory but if required the Harbour 
Master acts as Pilot. At least 24 hours notice should be given and 
position where Pilot is required to embark (i.e. the bar buoy or 
within harbour limits) should be included in the message. Pilot 
station tel. 3128. 

ANCHORAGES: For loading timber: A black and white conical 
buoy situated 1:2 miles South-westwards from Government Wharf 
indicates the anchorage. It is important that vessels should anchor 
as close to this buoy as possible, when anchored further from shore 
it may take up to an hour longer for launches towing rafts of timber 
to reach ship and in addition there is less shelter from wind and 
weather and consequently raftsmen have to cease work earlier. 

For discharging: Unless it is intended to come alongside the wharf, 
vessels discharging should anchor 4 cables due South of wharf. 
Wharf is 750 ft. long with dolphins placed 100 ft. from each end 
giving a total length of 950 ft. If discharging into lighters and loading 
log timber simultaneously vessels should proceed to Timber 
Anchorage. 

RESTRICTIONS: (a) Shifting: Vessels may not berth alongside 
after dark without special permission, but they may leave the wharf, 
having given prior notice. 

(6) Special Cargo Regulations: No vessel with dangerous cargo 
may be alongside after sunset, except at discretion of Harbour 
Master. No dangerous cargo may be discharged simultaneously with 
general cargo except with permission of the Harbour Master. Live- 
stock: subject to approval of Veterinary Authority. Certain animals, 
including cattle, are prohibited imports and exports except under 
licence. 

MAX. SIZE: Draft restriction is 25 ft. on the Bar plus the height of 
tide, mean high water being about 6 ft. 

HEALTH: (Also see “Radio” and “Regulations"’). If Sandakan is 
first port of entry into Sabah a vessel must proceed to quarantine 
anchorage until cleared by Health and Immigration Officials. 

The Sabah Government are signatories to the WHO convention on 
quarantine regulations. If vessel comes from outside State of Sabah 
then Port Health Authority will require to board in quarantine 
anchorage before vessel can proceed to wharf or timber anchorage. 
If, however, vessel is not coming from an infected port pratique may 
be granted providing vessel cables Agent prior arrival advising last 
port of call and whether vessel healthy. Pratique normally cabled to 
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ship but if unreceived, vessel must proceed to quarantine anchorage. 
Port Health Authority require completed copy of Maritime Declara- 
tion of Health, and copies of Crew, Passenger and Narcotics Lists. 


RADIO: (Informaiion required before ship's arrival). ETA; number 
of passengers, health situation. Manifest, stowage plan, number of 
gangs required, (loading and discharging gangs to be specified 
separately). Amount of water required. Vessels not allowed to use 
their radio in port. 

Marine signal station keeps watch on VHF Channel 16, from 0530 
to 2000 hours. 

TUGS: A tug of 337 b.h.p. stationed at Sandakan. 

BERTHING: (Also see ‘‘Anchorages"). (a) Mooring: The numbers 
of a vessel which is berthing alongside will be shown from signal 
station on Eastern end of Customs House. In addition, a cone 
indicating tidal stream will be hoisted, pointed end of cone down 
indicates flood tide and pointed end up indicates ebb tide. Linesmen 
are on hand to receive a vessel's lines, a mooring boat will be 
provided by Marine Department if it is necessary to send lines to 
dolphins. Government Wharf, least depth 21 ft. 

(b) Buoys: No mooring buoys. 

(c) Lighters: No lighter fleet. The timber companies have their 
own lighters and scows which can sometimes be hired if not being 
used by these companies. 

STEVEDORES: Stevedoring in hands of Port Authority who 
supply gangs as required. 

(a) Working hours, 0730-1130 also 1130-1300 (overtime), 1300-1700 
also 1700-2200 (overtime). Gangs ordered at least 12 hours before a 
vessel arrives. 

(b) Overtime. When working in stream, overtime usually from 1100 
to 1200 and 1800 to 2200. Application for permission to work overtime 
must be made to Customs not later than 1500 hours on the afternoon 
that overtime is to be worked or 1100 hours on Saturday for weekend 
overtime. 

(c) Working Sundays and holidays. Work is normally carried out 
Sundays and it is sometimes possible to arrange for work on some 
public holidays, principal exception being Chinese New Year. 
Application must be made to Customs for permission to work 
Saturday afternoons, Sundays and public holidays. 

(d) Rate. Log loading is good, comparing more than favourably 

with other Borneo ports. Rate of loading about 800 cu. ft. hoppus 
(20 B/L tons) per gang hour for logs, and 6 B/L tons per gang hour 
for sawn timber. Discharging general cargo about 10 tons per gang 
hour. 
CARGO: (a) Tally: Tally clerks supplied by Agent if required. Sawn 
timber tallied on to scows by timber companies’ clerks and tallied 
into ship by ship's tally clerks. Ship responsible for total number of 
pieces of timber shown on Mate's receipts. Letters of Credit do not 
allow the clause: ‘‘A quantity said to be" to be inserted on the 
B/Lading. Log timber tallied into ship by checking against specifica- 
tions supplied by timber companies. 

(b) Inward Cargo: Is tallied out of ship on to wharf or into lighter. 
Local watchmen can be supplied by Agent if necessary but it is 
generally found to be more satisfactory if these duties are carried 
out by crew. Damaged cargo is surveyed on the spot, otherwise no 
liability of vessel is acknowledged. Discharge carried out after 
permission has been obtained from Customs after manifest of 
inward cargo has been deposited. Cargo is delivered to consignees 
against production of reiative Bill of Lading. Ship's responsibility 
to consignees ceases at ship's side but, in the case of short-landed 
cargo, reasonable proof must be given to Customs that cargo has 
not been landed. A short-landed Memo certified by Chief Officer is 
usually accepted as proof. 

(c) Heavy Lifts: Usually landed overside on flat-top scows for 
delivery to private jetties, where they are man-handled to required 
site. Occasionally consignees provide low-loaders. 

(¢d) Transhipment Cargo: After discharge of cargo from first 
carrier, transhipment cargo placed under supervision fo Ports 
Authority, unless it is possible to arrange direct transhipment into 
small coastal vessels. 

(e) Outward Cargo: Main export is log timber and is towed out to 
loading vessels in rafts, each one accompanied by two raftsmen. 
Loading is on a single swinging derrick with gun tackle; the other 
derrick being used for pulling the logs into position in the holds. 
Vessels should have, if possible, two snatch blocks available at each 
hatch where log timber being loaded. Sawn timber loaded in normal 
manner from scows and lighters. Documents required are shipping 
order issued by Agent and list of specifications supplied by timber 
companies. Other exports are rubber, copra, coconuts, palm oil, 
jungle and sea produce. 

(f) Refrigerator Cargo: Only small quantities of refrigerator cargo 
loaded or discharged. No formalities or certificates being required 
other than compliance with normal Customs regulations. Inward 
fridge cargo is confined to foodstuffs, meat, etc., and outward to 
frozen prawns. 

(g) Explosives: Explosives must be discharged into lighters under 
police escort and transported to an approved police store. A licence 
for their importation must be obtained from police prior to arrival of 
cargo, and Harbour and Police authorities must be informed of 
arrival of explosives in port either for discharge or as through cargo. 

(h) Damaged Cargo: Ship's survey should be carried out at ship's 
side on all cargo discharged in a damaged condition and Chief 
Officer should note extent of damage, and sign certifying same. Cargo 
coming alongside in a damaged condition should be noted and M/R 
claused accordingly. Chief Officers are reminded that it is most 
unwise to load any copra which is rain or salt water damaged. 
MEDICAL: (a) Hospitals: Duchess of Kent Hospital will receive 
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sick seamen or officers. Three classes of wards, also isolation 
Hospital equipped to carry out normal surgery. ‘ 

(b) Inoculation: PHO will vaccinate or inoculate crew Membe, 
Duchess of Kent Hospital. 

(c) Death on Board: PHO and police to be informed immedi 
They will then make an investigation into cause of death. If 
that death was due to natural causes, a certificate will be iss 
arrangements may then be made for interning the body, Ha, 
Master must also be informed in the case of seamen. 
TANKERS: Two bulk oil installations at Karimunting (Pavitt 
Esso, with storage capacity of 2,080 tons and Shell, with Sty 
capacity 15,730 tons. 

Jetty extends 550 ft. from shore, is 128 ft. long with mom 
dolphins 125 ft. from each end. Minimum depth alongside 244 

New oil berth, 1,000 ft. length between dolphins, with 
discharging pier. Least depth alongside 30 ft. This berth also 
for loading palm oil in bulk. 

FRESH WATER: Can normally be supplied from wharf at ray 
20 tons per hour. No water boat. Occasionally water is not avai 
and, at such times, Agent warns Principals in advance. 
FUEL: No facilities for supply of fuel oil bunkers. Limited quany 
of lubricants can be obtained in drums and bulk diesoline ayaiy 
at Shell jetty. 

FIRE PRECAUTIONS: No fire-floats and in case of a ym 
alongside, fire brigade should be summoned by dialling 999) 
OCPD should be informed also. 

WATCHMEN: No regulations regarding use of watchmen, » 
however, can be supplied if required. There have been only» 
isolated reports of pilferage in Sandakan. 

CONSULS: None. 

DRY DOCKS/REPAIRS: No dry docks and very limited rm 
facilities. Marine Department slipway on Berhala Island is capg 
of taking ships up to 300 tons. Castings, forgings, welding, etc,» 
be done at this slipway. Permission to repair main engine of a yep 
alongside the wharf should be obtained from the Port Mang 
Sabah Ports Authority. 

POLICE/AMBULANCE/FIRE: Ambulance: Duchess of & 
Hospital, tel. 2111; Police/Fire: Police Station Emergency, tel. % 
GENERAL: (a) Surveyors: Harrisons & Crosfield (Sabah), Sdn.& 
are Lloyd's Agents, neither Bureau Veritas nor the American Bue 
of Shipping are represented. 

(b) Fumigation: No facilities. 

(c) Ship Chandlers: All kinds of stores and provisions can} 
supplied at reasonable prices. 

(d) Call Signals and Call Flags: (i) Continuous watch kept by sig 
station during day-light hours. In emergency such as serious ins 
or fire a ship should hoist appropriate International Code signals 
blow whistle or siren to attract attention. Apart from these circe 
stances and for purposes of navigation vessels are prohibited iy 
using sound signals for any other reason. 

(ii) Signals for attracting Public Service Launch: By day: Im 
national Code Pendant No. 8. By night: three red lights verte 
Owing distance of anchorage from jetty these signals often’ 
distinguishable by hire launches unless they are cruising int 
harbour. Regular launch services can be arranged if required! 
Master. No restrictions against a vessel using its own launc! 
ht lifeboat but it must not land anywhere other than at Custer 
wharf. 

(e) Recreation Facilities: Three cinemas in town which s* 

English-language films. Cricket, football, and hockey matches@ 
be arranged with local teams and several tennis courts availé® 
Only suitable swimming beaches at Berhala Island at moult! 
harbour. Yacht Club and Golf Club for members only, but sem 
Shipping Companies pay Corporate Membership fee which enait 
all officers and first-class passengers to use club. Recreation ( 
offers facilities for large variety of sports and entertainment; visi® 
must be accompanied by a member. Churches in town for Angie 
Catholic and Lutheran worship. 
REGULATIONS: 1. Arrival and Departure. The Owner or Age 
of every vessel other than a small ship intending to call at a ports 
as soon as possible, and in any case not later than thirty-six hor 
prior to the estimated time of arrival of the vessel, give notict’ 
writing to the Authority of such arrival and, if so desired, the requ® 
ment for a berth at a wharf. 

2. The notice under this regulation shall be in a form prescit™ 
by the Authority and shall contain full particulars regarding the ce? 
to be discharged and loaded, the embarkation and disembarkatio"’ 
passengers, heavy lifts, special or perishable cargo, hazardous® 
dangerous goods (whether to be discharged at the port or not),® 
any other matters of importance relating to the working or safel)! 
the vessel in the port. 

3. The Master of every vessel entering or leaving a port betw# 
sunrise and sunset shall cause to be hoisted the national colours® 
the signal letters, if any, of the vessel. The national colours $ 
exhibited from 0800 to sunset whilst the vessel remains in port. 

4. The Master of every vessel arriving from outside the Statt! 
Sabah shall exhibit the Immigration and Quarantine signals contait 
in the First Schedule and shall also at the request of a custt® 
officer hoist the Customs signals. Such signals shall 
exhibited until the appropriate officer has given permission for 
to be lowered. 

5. No vessel shall approach within six hundred ft. of any of 
vessel exhibiting the Immigration, Health or Customs signals. 

6. No person other than a Pilot may board or disembark from# 
vessel until the vessel is cleared inwards and the Immig 
Quarantine and Customs signals have been lowered. 4 

7. Every vessel entering a port shall be anchored or efficie® 


_ 


to a wharf or buoy before commencing the loading or 


red go and/or the embarkation or disembarkation of 


ascnarging of car 


seed! shall leave any port unless in possession of a valid 
pe Clearance issued by or on behalf of the Director of Marine. 


2 Special signals. 


By Day By Night 
she (for ships International Code Two green lights, six ft. 
eying Signal “2 5" apart, hoisted vertically 
ones gers) where best seen. 
eration (for ships International Code Two green lights, six ft. 


Signal 3 4" apart, hoisted vertically 


assengers) 
aaa where best seen. 
International Code 


" sel is 
rantine (ves: Signal "Q” Nil 


Healthy request 


International Code A red light over a white light 


ratique) 
Quarantine (vessel is 


spect) Signal “Q Q” and a separate hoist of red 
ranting (vessel is International Code light over a green light and 
Owmected) Signal “QL” hoisted vertically six ft. 
. apart where best seen. 
Quarantine (not Nil A red light over a white light 


six ft. apart hoisted ver- 

tically where best seen. 
A green over a white light, 

six ft. apart hoisted ver- 

tically where best seen. 
Ared light over a green light, 

six ft. apart, hoisted ver- 

tically where best seen. 
DEVELOPMENTS: A new port situated just East of the Bulk Oil 
Jetty is now under construction. This port will feature an island 
wharf connected to shore by 2 access bridges, with a transit shed of 
9,000 sq.ft. constructed on the structural deck of the wharf. The total 
perthing space will be 1,890 ft. The minimum alongside depth will 
be 30 ft. This project is scheduled for completion in early 1975. 
AUTHORITY : Sabah Ports Authority. Tel. 3255. 


AGENT: Harrisons & Crosfield (Sabah), Sdn. Bhd. Telegraphic 
address “Crosfield". Tel. 2141 ext. 51-54 (Shipping Department). 
Code - Bentley's Second Phrase. 


received pratique) 


International Code 


Police 
Request Signal “S T" 


Assistance 


International Code 


t Medical 
a po Signal “W" 


Assistance 


SARAWAK COASTAL PORTS 


Coastal anchorages at Sibuti, Niah and Suai, 28, 30 and 47 miles 
$.W. of Miri respectively are being used increasingly for the export 
or round logs, good holding ground is to be found approximately 
4 miles offshore in 30 ft. of water. Caution should be observed in the 
event of sudden wind squalls from the West. 

Vessels destined for coastal ports should report to Miri for Cus- 
toms and Immigration Clearance. 

Every vessel arriving in quarantine shall fly or show the appropriate 
International Quarantine signal; and no person other than a Pilot, 
Port Officer, Port Health Officer, Immigration Officer or Officer of 
Customs shall board the vessel; and no person shall disembark 
— until the vessel has been cleared by the Port Health 

cer, 

The Master of every vessel of over 15 tons about to depart from a 
port for any place outside Sarawak shall cause the “Blue Peter" 
(International Code Flag ‘*P"') to be hoisted, during day-light hours, 
for at least twelve hours before the vessel is due to sail, or if the 
—_ is in port for less than twelve hours, for the period of her stay 
in the port. 

(1) The Master or the Agent of every vessel about to depart from 

port shall, on demand by the Port Officer, produce for inspection 
the port clearance. 

(2) The Port Clearance shall be in the form of an endorsement on 
the form of clearance prescribed under the Customs Ordinance or 
in such other form as may be approved by the Director. 

A vessel arriving in, leaving from or shifting berth within a port 
shall hoist her signal letters, if any, whilst under way. 


geal (Sungei Sarawak), Sarawak: 01.35.10 N. 


Anchorage off Kampong Sejingkat approximately 10 miles from 
mouth of river and three miles below Pending Point. (See ‘“‘Kuching”.) 
_ Main timber loading point for the First Division of Sarawak. Load- 
re used to be seasonal due to log rafts having to be towed from 
es, areas along coast. Since this is not possible during North-east 
atten, season shippers now stockpile during favourable weather 
’ oading continues throughout monsoon period. 
mi bevamed up to 500 ft. length and 25 ft. draft regularly use anchorage. 
0 ee for obtaining fuel or fresh water. 
a ae may be picked up off Tanjong Po in the area marked “Pilots” 
wa miralty Chart 1822 or at Pending. In rough weather it may 
sd nt for a ship to follow or meet the pilot launch at the 
Won, of Embang and Senari leads. Pilots for the Batang Lupar, 
i orLingga Anchorages are also normally embarked off Tanjong 
“Ha yy See ment: The Kuching Pilot launch “Alor” is fitted with 
a lan VHF radio for ship to pilot communication. 
Be Aen arriving in quarantine shall fly or show the appropriate 
Port ‘onal Quarantine signal; and no person other than a Pilot, 


Customs sf Port Health Officer, Immigration Officer or Officer of 


heretrom chr board the vessel; and no person shall disembark 
cer, 


ntil the vessel has been cleared by the Port Health 


The Master of every vessel of over 15 tons about to depart from a 


a 


MALAYSIA 


port for any place outside Sarawak shall cause the “Blue Peter” 
(International Code Flag ‘‘P"') to be hoisted, during day-light hours, 
for at least twelve hours before the vessel is due to sail, or if the 
vessel is in port for less than twelve hours, for the period of her stay 
in the port. 

(1) The Master or the Agent of every vessel about to depart from 
a port shall, on demand by the Port Officer, produce for inspection 
the port clearance. 

(2) The port clearance shall be in the form of an endorsement on 
the form of clearance prescribed under the Customs Ordinance or 
in such other form as may be approved by the Director. 

A vessel arriving in, leaving from or shifting berth within a port 
shall hoist her signal letters, if any, whilst under way. 


SIBU, Sarawak (incl. Binatang and Sarikei): 02.24 N. 
111.56 E. 


Sibu is the major town in the Third Division of Sarawak. There are 
two inward routes (a) via Paloh River and (6) via Rejang River. Sibu 
is 51 miles from the sea via Paloh, and 70 miles via Rejang. 

(a) Paloh Entrance: This route to Siku is almost exclusively used 
by overseas vessels and the use of a Pilot is recommended, they 
having knowledge of other ship movements in the river (see 
“Pilotage”’). 

The Outer Bar limits the draft to 17 ft. during the Landas (N.E. 
monsoon) or to 20 ft. during the summer months. The depth on the 
axis of the channel is now 11-5 ft. chart datum. The two buoys are 
fitted with radar reflectors and the Fairway Buoy is visible for a 
distance of 10 miles. Care should be taken transiting the channel 
against being set to tne Northward by the ebb tide as there is a 7 ft. 
patch in position 2° 29-2’ N. 111° 10-5’ E. The entrance to the Kuala is 
marked by a light beacon at Tanjong Sedi on the North bank of the 
river. 

Strong cross currents and swell especially during the North-east 
monsoon period (November to March) necessitate caution when 
entering. 

An inner bar with a least depth of 14 ft. exists where the Paloh 
joins the Seredeng at Tanjong Gelang. This crossing is marked by 
unlit transits and being sheltered no allowance is necessary for 
swell. 

Vessels can cross the Outer Bar at night then anchor off Tanjong 
Sedi to await day-light. 

(b) Rejang Entrance: Draft for crossing Outer Bar is governed by 
state of tide with an allowance for swell together with depth of 19 ft. 
below ACD. Vessels drawing 294 ft. have successfully crossed this 
Bar. However, this draft will only give access to the Deep Water 
Anchorage at Tanjong Mani and vessels proceeding further up river 
are restricted as follows: 

(i) Deep water anchorage in Rejang River situated at Tanjong 
Mani. Has a capacity for about 6 large ships (500 ft.) and 4 small 
ships (300 ft.), it is normally used for loading logs. (See separate 
information for “Tanjong Mani".) 

(ii) From Tanjong Mani inwards there is a Bar situated about 
3 miles below Sarikei with a least depth of 13 ft. below ACD thus 
limiting drafts to 23 ft. 

(iii) From Sarikei to Binatang, the next port, the river is winding 
with some shallow patches with depths of 15 to 18 ft. below ACD. 

(iv) Proceeding from Binatang towards Tanjong Pendam and 
thence to Sibu vessels are limited to 13 ft. draft and 200 ft. length. 

(v) Leba‘an corner, 15 miles below Sibu is the junction of the two 
routes used by sea-going vessels bound for Sibu. A certain amount 
of shoaling has taken place here at the approach from the Rejang 
channel and it has been found necessary to restrict the length of 
vessels using this route (Rejang) to 200 ft. with a draft of 13 ft. This 
route is generally used by the smaller overseas vessels trading from 
Singapore, etc. There is an obstruction off Tanjong Ensurai approxi- 
mately six and a quarter miles up river from Leba'an bend which 
has a least depth over it of 15 ft. Caution should also be exercised 
when rounding Tanjong Bindje due to three shoals across the river, 
one of which has a least depth over it of 11 ft. 

Note: River Ilgan and Sungei Kut. The River Igan affords access 
to Sibu from the North. It is approximately 60 miles long and depth 
over the bar is 4 ft. with an average rise of 5 ft. Ocean-going oil 
tankers of up to 2,000 tons displacement entering the river from the 
Sibu end discharge at Sungei Meral Oil Wharf about three miles 
from Sibu. 

The largest vessel to use this wharf was the Japanese vessel Nisso 
Maru of 1,566 gross tonnage, 264 ft. overall length with a draft of 
16 ft. Larger vessels using this wharf are not envisaged due to the 
wharf position and structure. 

DOCUMENTS: Port Clearance to be surrendered to Customs 
when boarding. 

Crew lists and passenger lists, 2 copies for Immigration Depart- 
ment, 2 copies for Rajang Port Authority, two copies for Cus- 
toms, 1 copy for Port Health Officer. 

List of ship’s stores (2 copies for customs). 

List of ammunition (2 copies for customs). 

Health Documents (Vaccination Certificates and Cholera Inocula- 
tion Certificates to be examined by Health Inspector). 

PILOTAGE: (a) Kuala Paloh. Pilots usually embarked off Tanjong 
Sedi, however, if Master requires a Pilot to board at Fairway Buoy 
he should indicate this in his ETA telegram. 

Ship Masters wishing to use Paloh channel should state this 
clearly in their ETA messages. 

(b) Rejang River (Tanjong Mani, Sarikei, Binatang and Sibu). 
Pilots normally embarked, weather permitting in buoyed channel 
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West of Jerijeh lighthouse but it may be necessary for a ship to 
follow the pilot launch to sheltered water inside turning buoy. This 
applies mainly to larger ocean ships calling at Tanjong Mani and 
smaller vessels on a first visit, but a Pilot may be picked up anywhere 
to suit provided clear and precise information is given in the arrival 
telegram. A few of the more frequently requested points are off 
South Jerijeh Beacon, Rejang Village and for upriver berths, Tanjong 
Mani itself, or even as far up as Tanjong Delima. The Rejang pilot 
launch Layang Laut, is fitted with ‘Hague Plan"’ VHF radio for ship 
to Pilot communication. 

Application for Pilots should be made giving 24 hours’ notice of 
arrival to “Shipping”, Sibu or to “Shipping”, Sarikei, for Sibu and 
Tanjong Mani ports respectively. Ships proceeding to Sibu and 
requiring a Pilot should indicate positively in their arrival telegram 
which channel they wish to use by adding “Paloh" or “Rejang" in 
the text, bearing in mind the maximum length via Rejang is 200 ft. 
ANCHORAGES: (a) See "Tanjong Mani". 

(6) Sibu Anchorage. Some foreign-going vessels load, with Cus- 
toms permission, at the mid-stream anchorage when Customs wharf 
is congested. 

(c) Restricted Anchorages. 

(i) Abeam of Loba Selemit on the true right bank of the Rejang 
River in position 02° 08’ 22” N.; 111° 16’ 35” E. for loading and dis- 
charging dangerous goods. 

(ii) The Anchorage defined by aline running 045 degrees 2:6 cables 
from position 02° 16-89’ N. 111° 49-28’ E. on Pulo Kerto, thence 135 
degrees 8 cables to position 02° 16:5’ N. 111° 50-4’ E. thence 225 degrees 
1-9 cables to shore on Pulo Kerto. For loading and discharging 
dangerous goods other than petroleum. 

(iii) The berth alongside the Sungai Merah Wharf in position 
approximately two miles downstream from the junction of the 
Rejang/igan River on the true right bank. For loading and discharging 
petroleum. 

MAX. SIZE: Largest vessel to berth Sibu was 7,372 gross tons and 
overall length 450 ft. 

Deepest drafted vessel to berth Sibu was 22 ft. 6 in. 

HEALTH: Every vessel arriving in quarantine shall fly or show the 

appropriate International Quarantine signal; and no person other 

than a Pilot, Port Officer, Port Health Officer, Immigration Officer or 

Officer of Customs shall board the vessel; and no person shall 

disembark therefrom until the vessel has been cleared by the Port 

Health Officer. 

BERTHING: (a) Principal wharves at Sibu 
. Main wharf 486 ft. long with minimum depth alongside 20 ft. 

. Lighterage wharf 156 ft. by 24 ft. 

. Kubu wharf 83 ft. long. Dries at 1 ft. Used mainly for small pas- 
senger craft. 

. Burong Apu wharf 250 ft. long with a least depth of 17 ft. Used for 
larger coastal craft. 

. Floating landing stages 576 ft. long with least depth of 4 ft. Used 
for smaller coastal and river craft. 

. Upstream of the public wharves several private wharves are used 
for timber and general cargo. 

. Sibu-Sungei Merah oil wharf is T"-shaped with a berthing face 
of 64 ft. and a least depth alongside of 15 ft. This is a ‘common 
user" wharf at present used by the Shell and Esso Oil Companies. 
It can accommodate vessels up to 245 ft. long and 15 ft. draft. 

(6) Sarikei. Customs wharf consiting of 2x60 ft. long floating 
pontoons, can accommodate vessels up to 2,000 tons deadweight 
up to 23 ft. draft. There is a Customs Godown on shore. 

(c) Binatang. Customs Wharf 179 ft. long by 20 ft. wide with a 
least depth alongside of 15 ft. i 

A signal mast has been erected near the wharf which shows 
tidal signals, i.e. “E" flag for Ebb, “F” for Flood, and “S" for slack 
water, 

STEVEDORES: The Rejang Port Authority provide all labour 

necessary for loading and discharging. 

REPAIRS: 5 shipbuilding (up to 100 gross tons in size) and repair- 

ing yards near Sibu. These deal mainly with repairs to wooden or 

steel coastal and river craft. One yard has a slipway capable of taking 
vessels up to 500 gross tons. 

DEVELOPMENT: Construction of a further one thousand feet of 

concrete jetty, in a Westerly direction, following the river bank from 
the existing jetty. Completion by 1975. Also to be built are godowns 
and other buildings and ancillary services. 

GENERAL: Small quantities of diesel oil bunkers available, also 

provisions and fresh water. Principal exports rubber, pepper, timber 
and sago. Average delay time per ship varies from 10 to 25 hours. 

REGULATIONS: The Master of every vessel of over 15 tons about 
to depart from a port for any place outside Sarawak shall cause the 
“Blue Peter” (International Code Flag ‘‘P") to be hoisted, during 
day-light hours, for at least twelve hours before the vessel is due to 
sail, or if the vessel is in port for less than twelve hours, for the period 
of her stay in the port. 

(1) The Master or the Agent of every vessel about to depart from 
a port shall, on demand by the Port Officer, produce for inspection 
the Port Clearance. 

(2) The Port Clearance shall be in the form of an endorsement on 
the form of clearance prescribed under the Customs Ordinance or 
in such other form as may be approved by the Director. 

A vessei arriving in, leaving from or shifting berth within a port 
shall hoist her signal letters, if any, whilst under way. 
AUTHORITY: Rajang Port Authority, Sibu, Sarawak, East Malay- 
sia. Cables: “Raport Sibu". Tel. 8898 and 8899. 
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TANJONG MANI, Sarawak: 02.09 N. 111.21 E, 


Rejang River entrance. The least depth on the bar remains 
The entrance is well lit by two lighthouses and one light beacon 
the bar is marked by two light buoys. ' 

Tanjong Mani. This is a deep water anchorage 16 miles fron, 
river entrance, mainly used by vessels loading timber. 

Size of vessels using Tanjong Mani limited only by depth on 
Ten ships can be safely accommodated at anchorage at any fy 
roughly six large (500 ft. length) and four small (300-400 ft.), So 
ship has been delayed awaiting a berth though eight or ning 
anchored there at the same time is now a regular feature, Vegy 
up to 294 ft. draft have crossed the bar. 

Pilots are normally embarked, weather permitting in the 
channel West of Jerijeh lighthouse but it may be necessary 
ship to follow the pilot launch to sheltered water inside the 
buoy. This applies mainly to the larger ocean ships calling atT; 
Mani and smaller vessels on a first visit but a Pilot may be Pickes, 
anywhere to suit provided clear and precise information is giy 
the arrival telegram. A few of the more frequently requested po 
are off South Jerijeh Beacon, Rejang Village and for upriver bes 
Tanjong Mani itself, or even as far up as Tanjong Delima} 
ay A pilot launch Layang Laut, is fitted with “Hague Plan" 
radio for ship to Pilot communicaton. 

Application for Pilots should be made giving 24 hours’ not, 
arrival to “Shipping”, Sarikei. 

Anchorage. Abeam of Loba Selemit on the true right bank of 
Rejang River in position 2° 08’ 22” N. 111° 16’ 35” E. is restricts 
loading and discharging any dangerous goods. 


TAWAU, Sabah: 04.15 N. 117.53 E. (See Plan) 


PORT LIMITS: A line drawn from Batu Tinagat on the Maine 
to the boundary mark on Sebatik Island between Indonesian Bom 
and Sabah (Malaysia) and thence through the island to Burs Py 
on the Mainland, and thence intersecting all waterways to the We 
of Burs Point, entering the Serudong River. 
DOCUMENTS: 
(a) To be Produced on Arrival: 
Customs 

Manifest in prescribed form 2 

Crew List 2 

Last Customs Clearance 1 

Stores List 2 

Passenger List 2 

Arms List 2 
Marine 

Marine Dept. Boarding Report, 1 

required to be completed 


Last Port Clearance 1 

Crew List 1 

Passenger List 1 
Agent 

Manifest in the prescribed form 4 (2 for SPA) 

Crew List 1 

Passenger List 1 
Immigration 

Crew List 2 

Passenger List 2 
Travel Control Office 


Crew Lists and Passenger Lists 2 each, 
(b) To be Supplied to Ship before Departure: 

Manifests, as required by vessel. 

1 Port Clearance and 1 Customs Clearance. 

3 copies of Passenger List. y 
PILOTAGE: A Pilot is available from 0600 to 1800 for bertt 
vessels given reasonable notice (48 hours). Not compulsory. 
ANCHORAGES: Good anchorage in 8 fathoms 1,000 yd. to 1,30 
W.N.W. of wharf; and 350 yd. South there is an anchorage It! 
fathoms. 

Petroleum Anchorage. An area bounded by parallels of 04° i! 
and 04° 16’ N. and meridians of 117° 15’ E. and 117° 52’ E. This & 
is to be marked ‘Petroleum Anchorage”. 

Explosives Anchorage. An area bounded by parallels of 04° 12! 
and 04° 13’ N. and meridians of 117° 52’ E. This area is to be maté 
“Explosives Anchorage”. 

Quarantine Anchorage. An area bounded by parallels of 04° 125! 
and 04° 13.5’ N. and meridians of 117° 54’ E. and 117° 55’ E, This# 
is to be marked ‘Quarantine Anchorage”. ; 
RESTRICTIONS: (a) Communication ship/shore when lying? 
roads: Regular launch services difficult to arrange if required? 
Master. No recognised signals for summoning a launch, as dist#® 
between small boat jetty and anchorage is too great for flag sigh 
to be recognised. No restrictions against a vessel using its ® 
launch or motor life-boat apart from fact that it must not land # 
where other than at Ports Authority Wharf. ; 

(b) Explosives: No vessel carrying explosives shall come wit? 
500 yards of shore or any other vessel except with written perm! 
of Port Manager which will be given provided that: 1 
(a) quantity does not exceed 2,000 Ib. of explosives of Class V and 

and are carried in a certified magazine, and there is no 
dangerous cargo on board as certified in writing by the M / 
(6) quantity does not exceed 3,000 Ib. and are exclusively of one 
the following classes Ill, 1V or VII. 
Danger flag must be flown by day and a red light by night. 
HEALTH: (a) Quarantine. The Sabah Government are sig 


— 


WHO convention on Quarantine regulations. Port Health Doctor 
fv ot board, unless vessel comes from an infected port. Instead 
a Declaration of Health is to be filled out and handed to 
ing Officer of Marine Department, who will require one copy 
w list and one copy of passenger list. Vessels should cable 


vom prior arrival advising last port of call and whether vessel 


rea migration. Immigration officer will board vessel on arrival 


4 clear her inwards. No restrictions on crew and/or passengers 
* ashore. Immigration will require 2 copies of crew list and 2 
nh of passenger list. Vessels are cleared inward until 18.00 hours 
ifthere are special circumstances arrangements can be made 
toclear vessels inward after this time. 

DIO: Information required prior arrival, ETA Tawau with as 
much prior notice as possible. Number of gangs required. Quantity 
of fresh water required. . 

VHF: A Maritime VHF radio telephone service now operates in the 
port of Tawau on Hague Plan channels 16 and 12. 

Continuous listening watch is kept on Channel 16 and the station 
is operative between the hours of 0600 and 2000 daily. rs 
“Vessels are requested to make use of the above facility for notifying 
ETA, pilotage requirements etc. Berth availability will be notified 
on vessel's call. , 

TUGS: No tugs available. E x 
BERTHING: (a) Wharf Light at Tawau in position on North-west 
and of wharf, 04° 14’ 32" N. 117° 52’ 56” E. ey : 

(b) Tides/Linesmen. The numbers of a vessel which is berthing 
alongside will be flown from signal station. In addition a cone, 
indicating tidal stream will be hoisted, pointed end of cone down 
indicates flood tide and pointed end up indicates ebb tide. Linesmen 
are on hand to ee a racer lines; a motor boat can be hired 

ist in berthing if prior advice is given. 
we New Wharf. Consists of a 300 ft. long approach causeway 
extending from a ee ern te eels =e i CL Pel ft. wide 
with a dolphin in line + . Off each end. Least dept GC 

(d) meraccn. During strong wind from S.E. and S.W. ships are 
jjable to range alongside wharf, and during S.W. monsoon sea 
breeze may make it difficult for at rate leave wharf in the afternoon. 

e) Buoys: No mooring buoys in Tawau. 

i Lighters: No lighters available except a few wooden and steel 
lighters owned by Bombay Burmah Trading Corpn. Ltd. and Borneo 
Abaca Limited. Hire of these lighters can be arranged when they are 
not being used by owners, which is seldom. 

SPECIALISED CARGO-HANDLING FACILITIES: None. Can 
handle palletised cargo only. 

STEVEDORES: (a) No stevedoring company in Tawau. Work is 
undertaken by stevedoring contractors. Stevedores in sufficient 
numbers usually available. 

(6) Working hours 0730-1130 hours, 1300-1700 hours, 1800-2200 
hours. 

(c) Overtime: Overtime working hours are from 1800 to 2200 hours. 
pyrene be made to Customs one day in advance; double 
rate charged, 

(¢) Sundays and holidays: Work normally carried out on Sundays 
and holidays, the only exception being Chinese New Year. Applica- 
ps must * made to Customs for permission to work Saturday 

ernoons, Sundays and public holidays. 

een) General cargo about 8 tons per gang/hour (loading/ 
ischarging). 
CARGO: (a) Special Cargo Regulations: No vessel with dangerous 
cargo may be alongside after sunset except at discretion of Port 
Manager. No dangerous cargo may be discharged simultaneously 
with general cargo except with permission of Port Manager. 

Heavy lifts usually landed overside on to flat-top scows. Customs 
bonded store is available with about 4,000 sq. ft. of space including 
Customs Liquor and tobacco store. There are no private bonded 
+ aa to date. There are no facilities for handling or storing 
uik cargoes in any quantity. 

livestock: subject to approval of Veterinary Authority, certain 
po including cattle are prohibited imports and exports except 

er licence. 

(6) Damage. Ship's survey should be carried out on all cargo 
discharged in a damaged condition and Chief Officer should note 
*xtent of damage, and sign, certifying same. Cargo coming alongside 
in a damaged condition should be noted and M/R claused accord- 
} sel le are reminded that it is most unwise to load any 

which is rain or salt water damaged. 
Po ag clerks can be supplied by Agent if required, on 
Q advance notice. 

‘ (¢) Inward. Inward cargo is tallied out of ship onto wharf or into 
ighter. Damaged cargo surveyed on the spot, otherwise no liability 
the vessel is acknowledged. Discharge carried out after permis- 
on has been obtained from Customs after manifest of inward cargo 
se been deposited. Cargo delivered to consignees against produc- 
po of relative Bill of Lading. Ship's responsibility to consignees 
ane at ship's side, but, in the case of short-landed cargo, reason- 
ry raat must be given to Customs that cargo has not been landed. 
* “Nia Memo certified by Chief Officer is usually accepted 

®) Transhipment. After discharge of cargo from first carrier, 
eat cargo is placed under the supervision of the Customs, 
Vessel itis possible to arrange direct transhipment into small coastal 


() Outward, When vessels berth alongside, packages are brought 
) Reha ansport and lighters; when in roads, by lighters. 

efrigerator, Only small quantities of refrigerator cargo loaded 

Scharged. No formalities or certificates being required other 


MALAYSIA 


than compliance with normal Customs regulations. Inward refriger- 
ator cargo is confined to foodstuffs, meat, etc., and outward to 
frozen fish. 

(A) Explosives. Explosives must be discharged into lighters or 
immediately on arrival onto wharf under police escort and transported 
to an approved police store. A licence for their importation must be 
obtained from police prior arrival of cargo, and Harbour and Police 
authorities must be informed of arrival of explosives in port either 
for discharge, or as through cargo. 

TANKERS: Shell jetty, least depth 14 ft. 

MEDICAL: (a) Hospitals. Government General Hospital is only 
hospital in town, and will receive any sick seamen or officers. Three 
classes of wards, but first class ward can only accommodate two 
persons. Hospital is equipped to carry out normal surgery. 

(6) Inoculation. Port Health Officer will vaccinate or inoculate 
crew members at General Hospital. 

(c) Port Health Officer. General Hospital, General Office 2234; 
Medical Officer-in-Charge 2333; M.O.'s Residence 2239. 

FRESH WATER: Can only be supplied at wharf. Twenty-four hours 
notice should be given of a vessel's water requirements. Usual rate 
of supply is about 15 tons per hour. A water barge is available but 
no guarantee of availability. 

FUEL: Not available except diesoline in drums. 

FIRE PRECAUTIONS: No fire floats and in the case of a vessel 
alongside catching fire, the fire brigade should be summoned by 
dialling 2999. The OCPD should also be informed. 

CONSULS: None. 

REPAIRS: No facilities. 

trea tra gl tpl te ble (a) Police/Fire, tel. 2999; Hospital 

(b) Accidents: Hoist a two-flag signal and give a blast of the 
whistle to call attention of signal station. Police and the hospital 
should be informed immediately of any untoward incident. 
GENERAL: (a) Surveyors: Harrisons & Crosfield (S) Ltd., as Lloyd's 
sub-Agents, may appoint a Surveyor if a survey is requested. 

(b) Fumigation: No facilities. 

(c) Ship Chandlers: Fresh vegetables obtainable in limited quanti- 
ties early every morning from vegetable market. 

(d) Priority: Vessels are berthed on a “First come first served" 
basis. Vessels with palletised cargo get priority. 

(e) Watchmen: These can be supplied if required. 
REGULATIONS: (a) Arrival and Departure. The Owner or Agent 
of every vessel other than a small ship intending to call at a port shall, 
as soon as possible, and in any case not later than thirty-six hours 
prior to the estimated time of arrival of the vessel, give notice in 
writing to the Authority of such arrival and, if so desired, the require- 
ment for a berth at a wharf. 

2. The notice under this regulation shall be in a form prescribed 
by the Authority and shall contain full particulars regarding the cargo 
to be discharged and loaded, the embarkation and disembarkation of 
passengers, heavy lifts, special or perishable cargo, hazardous and 
dangerous goods (whether to be discharged at the port or not), and 
any other matters of importance relating to the working or safety of 
the vessel in the port. 

3. The Master of every vessel entering or leaving a port between 
sunrise and sunset shall cause to be hoisted the national colours and 
the signal letters, if any, of the vessel. The national colours shall be 
exhibited from 0800 to sunset whilst the vessel remains in port. 

4. The Master of every vessel arriving from outside the State of 
Sabah shall exhibit the Immigration and Quarantine signals con- 
tained in the First Schedule and shall also at the request of a customs 
officer hoist the Customs signals. Such signals shall remain 
exhibited until the appropriate officer has given permission for them 
to be lowered. 

5. No vessel shall approach within six hundred ft. of any other 
vessel exhibiting the Immigration, Health or Customs signals. 

6. No person other than a Pilot may board or disembark from any 
vessel until the vessel is cleared inwards and the Immigration, 
Quarantine and Customs signals have been lowered. 

7. Every vessel entering a port shall be anchored or efficiently 
secured to a wharf or buoy before commencing the loading or 
discharging of cargo and/or the embarkation or disembarkation of 
passengers. 

8. No vessel shall leave any port unless in possession of a valid 
Port Clearance issued by or on behalf of the Director of Marine. 

(b) Special signals 


Significance By Day By Night 
Immigration (for ships International Code Two green lights, six ft. 
not carrying Signal “2 5" apart, hoisted vertically 


where best seen. 

Two green lights, six ft. 
apart, hoisted vertically 
where best seen. . 


passengers) 
Immigration (for ships 
carrying passengers) 


International Code 
Signal “3 4” 


Quarantine (vessel is International Code 


Healthy request Signal “Q" Nil 
pratique) 
Quarantine (vessel is International Code {A red light over a white light 
suspect) Signal “Q Q” and a separate hoist of red 
Quarantine (vessel is International Code light over a green light and 
infected) Signal “QL” hoisted vertically six ft. 
apart where best seen. 
Quarantine (not Nil A red light over a white light 


six ft. apart hoisted ver- 
tically where best seen. 
A green over a white light, 
six ft. apart hoisted ver- 
tically where best seen. 
Ared light over a green light, 
six ft. apart, hoisted ver- 
tically where best seen. 
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received pratique) 


International Code 
Signal “S T” 


Request Police 
Assistance 


International Code 
Signal “Ww” 


Request Medical 
Assistance 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


AUTHORITY: Port Manager, Sabah Ports Authority. Tel. 2852. 

Customs. Assistant Commissioner tel. 2342 (Office) ; 2256 (House). 
Office hours 0800 to 1200 hours, 1330 to 1600 hours, week-days; 
0800 to 1200 hours, Saturdays. 


AGENT: Harrisons & Crosfield (Sabah) Ltd., Dunlop Street. 
Telegraphic address: “Crosfield"”. Tel. Manager 2624; Shipping 2262; 
Airways 2261. PO Box No. 5. Code - Bentley's Second Phrase. 


Malta 


VALLETTA: 35.54 N. 14.31 E. 


DOCUMENTS : Pratique deposition to be filled by Master on arrival, 
form supplied by the boarding Customs Officer. 3 Crew Lists. 
2 Bonded Store Lists and 1 list of dutiable items belonging to crew 
on arrival. 3 Passenger Lists. 

PILOTAGE: Compulsory. Pilot .boards at Fairway Buoy weather 
permitting. Pilot available at all hours for small ships, daylight hours 
for large vessels. Sea Pilot berths vessel for civil berths. Berthing 
Pilot boards in Bighi Bay for Malta Dry Docks or Buoy Berths. In bad 
weather Pilot boards inside entrance. Vessel’s ETA should be given 
to Agent at least 12 hours’ prior arrival to order Pilot. Pilot boat 
located near Customs House. Pilot boat not equipped with VHF. 
ANCHORAGES: Sea anchorage off Grand Harbour. To East of 
line, Fairway Buoy to entrance, medium to poor holding ground. To 
West of line, holding ground excellent. 

RESTRICTIONS: Minimum depth entrance channel (over wreck) 
52 ft. Harbour channels — Bighi Bay 58 ft., French Creek 43 ft., Marsa 
32 ft. Nature of bottom entrance channel rock and mud. Harbour 
channels mud. Harbour entrance and approaches affected by 
current —in North-west winds there is a set of up to $ knot from North- 
west to North-east. Port is subject to closure in gregale (North-east 
gale) conditions—winter months occasionally, not more than 4timesa 
year. 

SIZE: Discharging Berths - New Quay. 

Berths 1, 2, 3. Min. water depth alongside berth 32 ft. Max. length 
acceptable 350/400 ft. Max. draught acceptable 32 ft. 

Berth 4. Min. water depth alongside berth 32 ft. Max. length accept- 
able 550 ft. Max. draught readily acceptable 32 ft. 

Maximum so far handled 1,000 ft. length, with draught 35 ft. 
HEALTH: Port Medical Officer grants pratique when boarding on 
arrival. Accelerated pratique can be granted through Pilot provided 
crew all in good health and ship has not called any infected port 
during last 15 days, and is coming from a European port. 

RADIO: Radio call sign 9HD. Radio telephony working frequency 
2625 kHz. Listening watch 2182 kHz. 

RADAR/VHF: No radar service available. VHF facilities available 
by Malta Dry Docks. Frequency 156-8/156-55/157-9 Mc/s. Call sign 
Malta Dry Docks. Range 10 miles. Master can call signal station on 
VHF Channels 16 or 12. 

TUGS: Join vessel just inside harbour entrance. Lines at discretion 
of ship's Master. 

BERTHING: No specific requirements necessary. Can berth at 
any time but subject size of vessel and weather conditions. 
STEVEDORES: Ordered by Agents. At least 24 hours notice 
required. 

MEDICAL: Notice must be given to Agent soon as possible to 
make necessary arrangements. Hospital facilities available. Crew 
must be in possession of inoculation/vaccination certificates, etc. 
TANKERS: Vessels must be gas-free except at tank-cleaning 
berth, where ships with not more than 2 tanks gas free are allowed. 
Slop (residue) discharging facilities available. No. of tanker berths: 
Parlatorio Wharf (Navy) Max. draught 35 ft.; max. length 650 ft. 
Marsaxlokk — has Saptan Dolphin (Navy) max. draught 34 ft.; max. 
length 650 ft. 

FRESH WATER: Unlimited amount ex barge between 20 to 80 
tons per hour. 

FUEL: Bunker Berth-Shell (Malta) Ltd. at new quay. Grades handled 
include MFO. MDO. TFO. GO. Max. draught 32 ft. 48 hours notice 
required. Bunkering berth also used for discharging cargo and 
available when not occupied by discharging vessel. 

FIRE PRECAUTIONS: Precautions according to Petroleum Ships 
Regulations. Civil tugs partly equipped with fire fighting equipment 
but not well trained. Admiralty tugs and salvage tug well trained and 
well equipped. 

GANGWAY/DECK WATCHMEN: Not compulsory but recom- 
mended. 

OPENING/CLOSING HATCHES: Opening by stevedores. 
Closing of hatches by crew. Stevedores can close hatches at extra 


cost. 

CERTIFICATES: Ship's Register; Load Line Certificate; Derat 
Certificate. 

CUSTOMS ALLOWANCES: 200 cigarettes allowed for each 
crew member. Wine and/or Spirit, None to crew except Captain, at 
Customs’ discretion. 

CARGO GEAR: Factory Act Book for Cargo Gear. Cargo work 
cannot commence unless certificates valid. 

IDENTIFICATION CARDS: Not needed. 
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CONSULS: 
American Tel. 36411 Netherlands Tel, An, 
Austrian "26407 Norwegian a uy 
Belgium ‘Se wQ5ORt Panamanian "he 
= "28180 Peruvian fe 2p 
Danish "26429 Polish " iy 
Finnish o-oo 7TEs Portugal * 2 
French "31107 Principality of 
German Federal J Monaco " 2y 
Republic "25634 Spain "95m 
Greek "25192 ° "8g 
Haiti "24713 Swedish an. 
Imperial Ethiopian " 24713 Switzerland "ty 
Italian "30068 Turkish ey 
Liberian Republic "25349 


REPAIRS: All types of deck and engine repairs possible, 
DRY DOCKS: Malta Dry Docks Corp. operates five Ory dy 
up to 861 ft. length, 130 ft. 6 in. wide. 

SERVICES: Tank clearing and underwater hull cleaning um 
taken by Malta Dry Docks Corp. 

REPATRIATION: Facilities exist for crew changes and Tepp 
tion by air. 

AIRPORT: Four miles from port. Served by BEA/Alitalia day 
London and Rome. ; 
TIME: GMT plus 1. No alterations made during year. 
HOLIDAYS: New Year (1st January); Epiphany (6th January); 
Paul's Shipwreck (10th February); St. Joseph's Day (19th Max 
Good Friday (no work performed at all on this holiday and int 
afternoon of Tuesday Carnival); St. Joseph the Worker (1st Me 
Ascension Day (date changes); St. Peter and St. Paul (29th Jum 
Assumption of B.V. Mary (15th August); National Day (8th Sepy 
ber); All Saints Day (1st November); Immaculate Conceptions 
cen te Christmas Day (25th December) (no work perion 
at all). 

POLICE/AMBULANCE/FIRE: Police 26934; Ambulance 2% 
Shore Fire Brigade 24001. 

TELEPHONES: Can be arranged in Dry Docks berth, an. 
buoys. Cost approx. £1 per week. 

GENERAL: Important that tankers are gas-free before entes 
and that cargo vessels do not carry explosives. 
AUTHORITY: Superintendent of Ports, Custom House, Vale 


AGENT: Kirton & Co. Ltd., 38 Lascaris Wharf, Valletta, ve 
Telegraphic address: “Lambert", Valletta, Malta. Tel. 24360, A 
hours 32778. Telex 247. 


Marianas Islands 


GUAM, (Apra Harbour): 13.26 N. 144.39 E. 


DOCUMENTS: Guam is part of the American Trust Territorie 
the Western Pacific and official documentation is as for maine 
U.S. ports, including visaed crewlist completed at port of departs 
prior to Guam. Vessels should have a stock of American Crewls 
Form 1-148 and Form |-95A. The American Alien Crewman Lané 
permit is acceptable and preferred. This is the plastic identifica 
card previously issued on the U.S. coast. 

Required on arrival: 

Vaccination Cards. 

Visaed Immigration Crew List. 

4 Crew Lists. 

4 Passenger Lists. 

1 Store List. 

Clearance from last port. 

Cargo papers. 

Have ready Immigration Form 1-94 for each passenger and Fr 
1-95A for each alien unless they have |-184 plastic Identification @ 
Shore Passes not required. Crew Customs Declaration not requit 
RESTRICTIONS: The U.S. Navy is in complete control o® 
approaches to Guam and it is essential to obtain clearance® 
permission to enter Guam from “Commanding Officer U.S. NM 
Station Guam", call sign NRV (this is the U.S. Coast Guard Stat® 
at least 24 hours prior to arrival. Permission is readily granted ® 
the condition to request permission again two hours prior to a™ 
at Guam. This time from Guam control, same station NRV. Dep? 
water not less than 100 ft. on the 084°. True range of the Leat 
lights/beacons at the entrance to Apra and Outer harbour - 55% 
the berth. In day time, the beacons on the 084° range are visible! 
sea at a distance of at least ten miles. 

PILOTAGE: It is advisable to have on board U.S. charts for G# 
C & GS 4197 Apra Harbour. 4198 Guam Approaches. 

Pilot usually boards at Quarantine anchorage, or just inside b@# 
water. When requested will board outside, weather permitting. 
mandatory in Inner Harbour. Pilot available at all times. 
ANCHORAGE: Harbour - range 084° True, two green lights. St™ 
set across harbour entrance, Navy recommends 10 knots ente™ 
Quarantine anchorage at Middle ground, Outer Harbour, depth 
RADIO: No commercial ship/shore radio. Use USCG 
“NRV" for best service, also U.S. Navy Station “NPN”. If une 
reach Guam, route messages via San Francisco, Japan, Ho 
or Manila. Prior to arrival, call “Guam Control" on|2716 kc/s for 
permission, advising ETA and any explosives aboard. Note di 
frequency 2182 kc/s. not normally monitored on Guam. Wi 


—— 


of arrival contact “Guam Control” giving ETA (account 


ffic). 
cag of vessels approaching should keep watch on 


d 13. 

Channels from suspect port, Inspector boards at anchorage or at 

for thorough check. Grants Pratique. 

peRTHING : Port side to, one large tug and one small tug normally 

BE Ship's gangway is required. Local information from pilots 

“~ that after completion of this oil berth a submerged wreck was 

ered said to be a five hundred foot long cargo vessel, and lies 

pone and below the vessel in this berth, on the eastern side of the 
ig ig advisable not to drop anchors — should they have to be 

Ls ‘es until vessel has passed over the wreck. There have been 

eaces of forward springs or breastlines becoming fouled in this 

wreck during operations, + 

HOSES: Four 10 in. flexible hoses connected by ship's crew. Two 

wWIGRATION : 1. Prior to Departure for Guam: 

A, Visaed Crew List: Prepare one Crew List on U.S. Form 1-418 and 

" nave it visaed by a U.S. Consulate at a port prior to Guam. With- 
out this, crew shore leave may be denied. 

Passengers must have a valid passport and also must have an 

" appropriate U.S. Visa whether landing or not on Guam. 

intransit passengers do not need U.S. Visa if the Owners of the 

yessel have signed a contract called “Immediate and Continuous 

Transit Agreement” with the Commissioner of Immigration at 

Washington, D.C. 

9, Obtain a supply of U.S. Form 1-84 for pas: engers and U.S. Form 

1-95 for Crew. 

Prior to Arrival at Guam: , 
Passenger List, Form I-418 prepare 3 copies of passenger List on 

US. Form 1-418 for Immigration, Customs and Agent. 

Passenger Landing Card Form I-94 these to be presented by 

passenger with passport. 

Crewmen's Landing Permit Form I-95A prepare or have on hand, 

one U.S. Form I-95A for each alien crew member. Not required if 

crew member is a permanent resident with U.S. |-184 laminated 

“Crewmen's Landing Card", not required of U.S.A. Citizens. 

Please present Form |-95A in appropriate Seaman's passport or 

identification book. Form I-95A can be used repeatedly for future 

arrivals of same crewman on same ship. 

Upon Arrival at Guam: 

U.S. Federal Immigration Inspector boards upon arrival at pier, 

must see all passengers with their passport and Form 1-94 and 

all crew members with their passport or identification books and 

Form |-94A or Form 1-184. 

Passengers and crew are required to be ready for inspection 

immediately upon docking at Guam. 

No shore leave and no mail distributing and no visitors or steve- 

dores may board until this immigration inspection is complete. 

The inspector will advise Master when he has completed his 

inspection of passengers and of crew. 

Prior to Departure from Guam: 

. Intransit Passengers: pick up from intransit passengers the Form 
|-94 and hand to Agent before departing from Guam. These must 
be returned by Agent to U.S. Immigration as passenger departure 
records, 

Alien Crewmember joining at Guam pick up from them the Form 
|-94 which they used to enter the U.S.A. These must be returned 
to U.S. Immigration by Agent as permanent records. 

SECURITY: Guam Government Official usually boards at pier, 

eramines vaccination cards (smallpox vaccination required) and 

inspects Steward’s stores and slop chest. Also represents U.S. 

Customs. Requires 1 Crew List, 1 Passenger List, 1 Store List, 

Clearance from last port, later issues new clearance from Guam 

ps Agents bring to ship. Normally does not seal stores or slop 

chest. 


ea ~aaeaeae Required when docked at Ammo pier, requires 
rew List. 
U.S. COAST GUARD: Marine Inspection and Shipping Com- 
missioner Services. Requires 1 Crew List. Checks official log book 
and arrival draft. 
FUEL: Mobil Petroleum can supply black oil or truck diesel, but no 
marine diesel. Requires ship move to their pier, no commercial fuel 
barge, Unable supply fuel while Ammo vessel or Bulk Cement vessel 
working, Possible to supply by truck/trailer to other piers. Navy 
Special (Black Oil) and marine diesel available from Navy on emer- 
gency basis only, sufficient to reach next bunkering port. Cash 
payment required in advance of delivery. Will not normally supply 
commercial vessels. Navy barge available. 
FRESH WATER: Very good, available any quantity, meter service. 
water barge. 
STORES: No ship chandler, order through Agent. Available but 
considered expensive, Produce from U.S.A., Milk is recombined in 
ona cartons, White, Chocolate or Buttermilk. Order milk day prior 
Selivery. Tropical fruits seldom available. Ice in blocks or cubes. 
awed wholesale, except under one case lots when at retail. Delivered 
tune $ gangway or hook. 
ORY: Also dry-cleaning available, U.S.A. prices. One-day 
MEDic extra. Delivered to ship's gangway or hook. 
Med ICAL: Foreign ships use Guam Memorial Hospital or Catholic 
ical Centre or other clinics in town. American ships use U.S. 
Hos Dispensary in Harbour area, or in emergency U.S. Naval 
+ ‘al near Agana, 10 miles distant. Certificates required signed 
Dis aster. Patient returns to vessel by taxi at vessel's expense. 
Pensary hours for merchant seamen Monday to Friday 1800-1500. 
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MAURITANIA 


At other times, if emergency, use the U.S. Navy Hospital. Doctors 
will not normally visit ships. 

Dentists: Private dentists only. Usual hours 0900-1700, Saturday 
to 1200. 
REPAIRS: Commercial Yard, Dillingham Maritime Services 
Yard available. Navy Yard, repairs by U.S. Naval Ship Repair Facility 
(SRF), subject to prior Navy commitments, and requires cash deposit 
in advance. Payment to be made for work done successfully or not. 
“No Cure No Pay" does not apply. 
TIME: G.M.T. plus 10 hours. When on Daylight Saving Time, 
G.M.T. plus 11 hours. 
POLICE/FIRE/AMBULANCE: Ambulance U.S. Naval Dispensary, 
Harbour Area, 339-4224/4227; Fire, 22222; Police - Naval Station 
Security, Harbour Area, 333-2968; Police - Guam Civilian Police, 
Agana 777-9611 


Martinique 


FORT DE FRANCE: 14.36 N. 61.04 W. (See Plan) 


PORT LIMITS: The straight lines joining Pointe des Negres, the 
South extremity of Fort St. Louis and Pointe d'Alet. 
DOCUMENTS: 

Maritime Declaration of Health. 

4 Crew Lists. 

2 Provisions Lists. 

2 Lists of Passengers in Transit. 

5 Lists of Passengers Disembarking. 

2 Lists of Crew Personal Effects. 

2 Vessel's Particulars Declarations. 

2 Cargo Manifests. 
PILOTAGE: Call Pilot by International Code flag ‘‘G"’ or by sound- 
ing ‘“G" on whistle. Pilot launches are painted black. The Pilot joins 
vessel on arrival at Pointe des Negres. If Pilot not available, vessel 
must anchor in the Baie des Flamands East of Point des Negres to 
await Pilot. 
ANCHORAGE: In Baie des Flamands in front of the town. Depths 
of 10-40 metres. 
MAX. SIZE: Length 190 metres. Draft 10 metres. See ‘‘Tankers”. 
HEALTH: Request free pratique by radio or can be obtained on 
arrival when Master completes Health Declaration and presents 
Health Certificates. 
RADIO: Fort de France Radio, call sign FFP. ETA message to 
Agent required 24 hours before arrival on working days or 48 hours 
on holidays. Message to include number of crew on board. 
TUGS: None available. 
BERTHING: Alongside quay. Maximum depth 10 metres. Roll-on/ 
roll-off berth operational. 
MEDICAL: Doctor and hospital facilities available. 
TANKERS: Petro/ Pier: depth alongside 17 metres, can accom- 
modate tankers up to 65,000 dwt. Crude discharge through two 
12-in. Chiksan Arms, capacity 4,500 tons per hour. 

Vessel's displacement is limited by strength of the dolphins. 

Refinery Berth: depth alongside 7:50 metres, for loading products, 
fuel, gas oil, kerosine at a rate of 150 tons per hour. 
DENSITY: About 1028. 
FRESH WATER: Available from quay in unlimited quantity. Rate 
50-80 tons per hour. 
FUEL: All grades available subject tp 12 hours advance notice. 
GANGWAY/DECK WATCHMEN: Recommended. Performed 
by crew members. 
OPENING/CLOSING HATCHES: Can be performed by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes per man. All alcohol 
to be declared. 
IDENTIFICATION CARDS: Not necessary. 


CONSULS: 
Belgium Italy Spain 
Colombia Netherlands Sweden 
Cuba Norway United Kingdom 
Denmark Panama U.S.A. 
Germany Portugal Venezuela 
Haiti 


REPAIRS: Minor repairs possible. 

DRY DOCK: One, 200 m. length, 21 m. wide. Equipment restricted. 
REPATRIATION: Facilities for crew change and repatriation. 
AIRPORT: 7 miles from the port, served by regular airlines. 
HOLIDAYS: ist January, Shrove Tuesday, Ash Wednesday, 
Easter Monday, ist May, Ascension Day, Whit Monday, 14th July, 
15th August, 1st November, 25th December. 
POLICE/FIRE/AMBULANCE: Police, tel.: 17 and 43-06; Fire/ 
Ambulance, tel. 18 and 22-64. 

AUTHORITY: Capitainerie du Port, tel. 20-73. 


Mauritania 


NOUADHIBOU (Port Etienne): 


POINT CENTRAL: 20.49 N. 17.03 W. 


PILOTAGE: Pilotage is compulsory only for vessels berthing. 
Pilots normally board vessel at No. 2 Channel Buoy. Pilots may be 
ordered by VHF before arrival through Agent. 
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ANCHORAGE: Ships waiting for a berth should anchor about 
2 mile to the South-east of wharf. North-east of wharf is a turning 
area in which ships are forbidden to anchor. 
RESTRICTIONS: Outer Channe/: Width 400 m., depth 17-5 m. 
below the lowest water levels of spring tides. 

Inner Channel: Width varying between 400 and 250 m. minimum. 
Depth 17 m. below the lowest water level of spring tides. 

Manoeuvring Circle : Diameter 1,000 m. Depth 17m. below the lowest 
water level of spring tides. 

Depth alongside oil berth (south part of the wharf) 11:50 metres. 

Water density is 1025. Loading is completed during flood tide, 

and vessels sail at high water. 
MAX. SIZE: Max. length 310 m. Max. width 45 m. provided the 
captain does not require the mineral to be put into the vessel more 
than 5 m. from the vessel's axis on the opposite side to the loader. 
In all border-line cases, consult the DCFP with drawings. 

Max. Draft: Arrival - preferred draft with ballast or part cargo: 
12:50 m. with possibility of reballasting at the quay to reach the 14 m. 
height range. 

Max. height range (loader arm lowered in the work position): 
14 m. from sea level for longitudinally opening cargo hatches; 14 m. 
from sea level to above the hold hatches where the latter open 
transversally. 

Departure - max. draft at all states of the tide: 52 ft, i.e. 15°85 m. 
with possibility of going up to 53 ft. (16-15 m.) and slightly more work- 
ing on the tidal coefficient and the time of departure of the vessel. 

Essential: All vessels greater than 100,000 tons dwt, which have 

never visited the port before must have prior approval of the DCFP. 
HEALTH: Free pratique is given only after vessel has berthed. 
TUGS: None available. 
BERTHING: The ore-loading terminal of Société Nationale Indus- 
trielle et Miniere de Mauritanie(SNIM) is located in position 20°49’ N,. 
17° 02’ W. The terminal comprises a single pier on steel piles, the 
northern part of which is the ore-carrier berth. Vessels moor port 
side to pier. The starboard anchor may be required to assist in berth- 
ing. Ships are requested to berth with a quantity of ballast equal to 
half of their cargo capacity. 

Pier: Length 245 m. depth 16 m. below the lowest water level at 
spring tides. 

Tide: Highest level in spring tides plus 2:16 m. Lowest level in 
spring tides plus 0:34 m. 

Loading equipment: Belt conveyor, one mobile single loader with 
raisable arm. Run of loader: 165 m. 

Vessels whose hold hatches are more than 165 m. away have to 
shift. A mooring buoy placed to the North of the mineral quay and 
the oil berth moorings to the South of the mineral quay provide good 
mooring points. 

Outreach from edge of quay wall 28-50 m. 

Rate of loading: Nominal output: 5,000 tonnes/hour. 

Practical output: 2,000 tonnes/hour for small vessels. 3,000 tonnes/ 
hour for large vessels loading only one quality of mineral. 

FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: There are hospital and medical facilities at the port. 
All officers and crew require valid smallpox and yellow fever inocula- 
tions. 

CUSTOMS ALLOWANCES: All Bonded stores must be care- 
fully declared. The vessel is liable to be fined if quantities are found 
to be more or less than those declared. 

GENERAL: 

(a) Direction of propeller rotation. It is of interest to know in 
advance whether vessels have a left-hand propeller, since 
this particularity complicates manoeuvring and is liable to delay 
positioning of the loading equipment. 

(b) Vessels requiring several qualities of mineral: Advance 
warning prior to arrival at Nouadhibou must be given of the 
number of qualities, the tonnage per quality (and the maximum 
permissible differences) so as to be able to prepare a loading 
plan, and if possible this must be given prior to tying up at the 
quay so as to save time. 

(c) For part loads to be shipped on vessels greater than 100,000 
tons, the rules remain the same including advance acceptance 
of the vessel for loading by the DCFP. 

AUTHORITY: Société Nationale Industrielle et Miniere de Manri- 
tanie (SNIM). 


NOUADHIBOU HARBOUR: 20.54 N. 17.03 W. 


PILOTAGE: Not compulsory but recommended. Pilots are the 
same as for Point Central, and can be contacted by VHF Channel 16. 
RESTRICTIONS: The main berth is available for ships of maxi- 
mum 7-30 metres draft. Other berths are used for trawlers or small 
cargo vessels according to draft, length and Harbour Master's 
instructions. 

FRESH WATER: Available for only small vessels. 

FUEL: Available for only small vessels. 

AUTHORITY: Capitainerie du Port. 


NOUAKCHOTT: 18.02 N. 16.02 W. 
INFORMATION BASED ON REPORT DATED 1968, BUT ONLY 
RECENTLY RECEIVED. 


LOCATION: Nouakchott Wharfis situated in position 18° 02’ 08” N., 
16° 01’ 43” W., being about 7 km. S.S.W. of Nouakchott. 

All vessels anchor off the port and movement of cargo is under- 
taken by barges and lighters. 
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WIND: The direction of the wind varies from N.N.W, - NE 
predominant winds affecting navigation are from the N.N.W 

The rapid onset of bad weather should be noted. When cong 
are bad vessels should weigh anchor and proceed seaward; 
coast offers no natural shelter. 

CURRENTS: There is an almost permanent N.-S. current ry 
at about 0:5 knots; it reverses S.-N. on a few days during th 
SWELL: Two kinds of swell have been observed: Local Swe 
to the coastal winds, varying from N. to N.W. in dry weathe 
turning between N.W. and S.W. during the wet season. 
ANCHORING ROADS CONDITIONS: The periods during) 
climatic conditions are liable to upset work are as follows: § 
swell, January/March; rain, July/August/September. 

This virtually allows the port to be used during 200 days in th. 
WORKING CONDITIONS: Vessels must locate themsely 
closely as possible, where they can anchor without risk, to the, 
within the limits of their drafts (generally between half and aq 
of a mile), in line, At the lighterage quay there is a depth of wa 
7 m.-8°5 m. It is preferable for a ring of lines to be placed in ag 
around the sides of the vessel to which barges may tie up, 

Experience shows that the tonnage unloaded currently by the 
is 400 to 500 tons per day where goods in sacks are concerng, 
possible to work two vessels at once, but each 4 will only wor 
of this tonnage. 

Work is currently carried out on board by private companie 
on land, in the launches and lighters by the Wharf Organi 
personnel. 

As far as wharf personnel are concerned, during working 
the normal working hours are from 0800 to 1600 hours. 

Overtime day hours are from 1600 to 1900 hours. 

Night time working is considered to apply between the ho 
1900 and 0600 hours (currently impossible). 

It should be noted that there is an overtime hour at the beg 
and end of work, which is the time required to launch or bring} 
on to the landing-stage. 

ANNUAL TONNAGE: Total discharged in 1967, 33,000 tons 
loaded in 1967, 600 tons. 

RECOMMENDATIONS TO CAPTAINS OF VESSELS: 
sels must be at all times capable of gaining the open sear 
since bad weather comes up very quickly, and the coast affor 
natural protection. 

WHARF: The working platform s 86 m.x21 m. and lies 
N.W.-S.E. direction it is connected to the shore by a ga 
246-5 m. length and 7 m. wide. 

The wharfis designed to take a load of 2 lorries of 25 tons (t 
of 10 tons and 1 axle of 5 tons) or an overload of 1 ton/sq. m 

The wharf manager's office together with police, custom 
radio office are located on the shore. 

WHARF EQUIPMENT: Three cranes with capacities of 20, 
5 tons respectively. 

FLOATING EQUIPMENT: One launch of 50 hp, two laune 
100 hp. Ten steel barges, internal dimensions 10 mx3 mx1 
with capacity for 20 tons cargo. One steel barge, internal dimer 
13 m.x4 m.x1:35 m. with capacity for 30 tons cargo. 

LAND EQUIPMENT: Goods are transported from the wh 
the storage area by 18 trailers each with a capacity of 8 ton: 
port is also equipped with two tractors of 80 hp. and five f 
trucks with capacity of 3-5 tons. 

TANKERS: Dakar oil companies are presently building a! 
carbon oil depot about 400 m. North of the wharf. 

The depot will be fed from tankers by means of 2 seatli 
900 m. length. 


Mauritius 


PORT LOUIS: 20.09 S. 57.30 E.(See Plan) 


PORT LIMITS: The commercial area of the port is the area 
the port bounded by the entrance buoys and the shore line 
inner harbour. Vessels at the outside anchorage lie within the 
of the port defined by an imaginary line joining Pointe Aux 5 
and Pointe aux Pimentes. In this area commercial activiti 
restricted to bunkering, ship repair and the landing of passé 
or personnel. 
PILOTAGE: Compulsory. Vessels are brought in or taken 
the harbour at any time before or after official hours by $ 
arrangement with the Director of Marine. 
ANCHORAGE: Open roadstead with anchorages for vess 
any draft. 
MAX. SIZE: Harbour entrance depths from 42 ft. to 119 ft. Che 
dredged to 32 ft. 
RADIO: Port Authorities require to be notified of the date 
vessel's arrival by radio as soon as it is possible for Mas 
communicate with Harbour either: 

1. By CW transmission through the Government Radio § 
(3 BA) at Vacoas on 500 kc/s. 

2. By R/T transmission through Port Louis Harbour Radio S 
(3 BB 3) on 2182 kc/s. 
VHF: Port Louis Harbour Radio Station is equipped with VE 
maintains 24-hour watch on Channel 16. 
TUGS: One 2,300 h.p. deep-sea and salvage tug Le Corsaifé 
720 h.p. diesel-engine tugs, Betty and Winnie. These tugs af 


deep-sea towage and salvage and are fitted with fire-fighting 


able for t,R/T, W/T and VHF. Three smaller tugs of 320 h.p. are also 


ipmen 
orale for harbour work. 
seta D ength 485 ft., depth alongside 31 ft. 6 in. Can take one 
Oa to 580 ft. overall, draft 30 ft. 6 in. . 
West Quay, length 400 ft., depth alongside 35 ft., designed for 
white oil and fertiliser discharge. 


nath 396 ft., depth 18 ft. alongside for a length of 310 ft. 

a . yeeee! up to 300 ft. length, and 17 ft. draft. 
o- s:6 berths capable of taking ships up to 31 ft. maximum draft; 
3 berths: capable of taking ships up to 29 ft. 6 in. maximum draft; 

perth capable of taking ships up to 25 ft. maximum draft; 3 berths 
able of taking ships up to 20 ft. maximum draft, maximum length 
oe -9 berths capable of taking ships up to 16 ft. maximum draft; 
maximum length 225 ft. Vessels of 31 ft. are berthed in Quarantine 
Berth in No. 5E, No. 4E, No. 2E, No. 2W, and No. 5W. Distance 
between buoys at entrance 13 cables. 
SPECIALISED CARGO-HANDLING FACILITIES: LPG car- 
fers berth at Quay D; there are no facilities for full containerisation 
and roll-on/roll-off traffic. ; nt 

ylk Cargo: Cement Discharging facilities. Rate of discharge 
s0 tons per hour. Maximum draft 20 ft., minimum 18 ft.; capacity of 


oie VEDORING: Undertaken by private contractors. Approximate 
rate of loading per day of eight hours: Sugar in bags, 200-250 t. per 
gang per day; sugar in bulk, 200-250 t. per gang per day; general 
cargo, 60 t. per gang per day; rum in drums, 100 t. per gang per day; 
bales hemp, 100 t. per gang per day. 

Working hours: Mondays to Fridays from 0700 to 1600, Saturdays 
from 0700 to 1300. Overtime can be carried out on weekdays up to 
midnight and up to 1600 hours on Sundays and public holidays. 
MEDICAL: Arrangements for medical attendance should be made 
through ship's Agent. Private clinics available. 

FRESH WATER: Fresh water supplied by barges at any berth 
between 0700 and 1600. Arrangements can be made for supply 
before 0700 and after 1600 on payment of overtime. The rate is 
about 25 to 30 tons per hour. Four barges of 50, 75, 85 and 110 tons 
respectively are available. 

FUEL: Gas oil, marine diesel and furnace oil obtainable. (Arrange- 
ments must be made in advance between Owners and the Shell Co., 
BP, or the Anglo-Iranian Oil Co.) The pumping capacity of the 
installations at Port Louis for furnace oil is between 150 and 200 tons 
per hour, and for marine diesel oil and gas oil 50 tons per hour. 
Marine diesel oil and furnace oil (35 secs. to 1,000 secs.) is supplied 
at Quay “D"’. Furnace oil 1,000 seconds only is supplied on No. 5 
West berth. 

A 400-ton bunkering barge available to supply vessels in harbour 
and outside anchorage. 

DEVELOPMENTS: Planned to dredge harbour to 45 ft. and to 
reclaim approximately 200 acres of land for port installations. 

poeta Almost any type of repair can be undertaken in 
auritius. 

DRY DOCK: Stevenson dry dock. Largest vessel that can be 

docked: 326 ft. x 48 ft., with a maximum draft of 16 ft.; vessels of up 

to 3585 ft.« 50 ft. can also be docked, but at least 15 days notice 
should be given. 

CONSULS: Consulates: Belgian, Danish, Dutch, Finnish, German 

(Federal Republic), Norwegian, Portuguese, Spanish and Swedish. 
Embassies; French, Malagasy, American, Russian and Pakistan. 

High Commission : British and Indian. 

HOLIDAYS: 1st January (New Year's Day), port closed; 22nd 
January (Cavadee); 6th February (Chinese Spring Festival); 18th 
February (Id-El-Adha); 6th March (Maha Shivaratree); 12th March 
(Independence Day); 1st May (Labour Day); 29th October (Divali); 
ist November (All Saints’ Day); 1st December (Id-El-Fitr); 25th 
December (Christmas Day). 

POLICE/FIRE: Police, tel. 999; Fire, tel. 999. 

AUTHORITY : Mauritius Marine Services Dept. 


Mexico 


ACAPULCO: 16.50 N. 100.00 W. 
DOCUMENTS : 
ealth Clearan i 
Health omic from previous port. 
§ Stores Lists. 
Lists of Crew's Personal Effects. 
12 Crew Lists.* 
2 Passenger Lists.* 
anifests of cargo for the port.* 
Pilotard to be visaed by Mexican consul. 
AGE: Pilot is ordered by Agent on the basis of Master's 
» Which should be given accurately at least 24 hours before 


Ps tia boards at the port limits, approximately one mile from 
A : 

MGHORAGE: Vessels may anchor in the middle of the bay as 
ESTRI by the Pilot. Depths up to 150 ft. 

SUTOUNIC ONS: The Bay of Acapulco is a natural harbour 
part led by mountains, approximately 4 miles across at its widest 


and 24 miles across at its narrowest. There are two entrances, 


on 
® called Boca Grande and the other called Boca Chica. 


MEXICO 


Boca Grande is between Punta Siclata on Isla de la Roqueta and 
Punta Bruja. The channel is 3,000 m. wide with a depth of 31 fathoms 
in mid-channel. 

Boca Chica channel, between Isla de la Roqueta and the Peninsula 
of Las Playas is 300 m. wide with a depth of 14 fathoms in mid- 
channel. 

MAX. SIZE: For berthing alongside maximum draft 28 ft. 6 in. 
HEALTH: When vessel arrives at the port the following Authorities 
will board: Port Health Authority, Customs and Immigration, accom- 
panied by the ship's Agent. 

RADIO: Coastal station of Acapulco receiving on 8374 kHz in day- 
time and on 4180 kHz at night. Transmitting on 8514 kHz in day-time 
and 4250 kHz at night. Radiotelephone receiving and transmitting on 
2715 kHz during the day and on 2182 kHz from 2000-0600 hours local 
time. VHF service available from 0630 to 2300. 

TUGS: One tug is required for berthing. Tug's line used. 
MEDICAL: Agent should be advised by radio in advance if any 
medical assistance required. Hospital facilities available. 
TANKERS: Tanker moorings operated by Petroleos Mexicanos 
situated on the Eastern side of the bay. It is strictly prohibited to 
discharge oily residues in the bay or within 40 miles of the port. 
FRESH WATER: Can be supplied by hoses from the quays, rate 
about 15 tons per hour. 

OPENING/CLOSING HATCHES: Is performed by stevedores. 
CUSTOMS ALLOWANCES: Crew members are only allowed to 
retain cigarettes, tobacco and liquor sufficient for their own con- 
sumption while vessel is in port. 

IDENTIFICATION CARDS: Crew members should carry a 


passport. 

CONSULS: 

Denmark Tel. 2.11.11 Italy Tel. 2.25.10 
France » 2.43.83 Norway ,, 2.19.56 


Great Britain ,, 2.29.21 
REPAIRS: Minor engine repairs can be effected. No dry docks, 
only a slipway for vessels up to 100 tons. 
REPATRIATION: Can be arranged. 
AIRPORT: International Airport situated 22 km. from the port, daily 
flights to all parts of the world. 
TIME: GMT minus 6 hours all through the year. 
HOLIDAYS: The following holidays can only be worked in case of 
emergency: 1st January; 5th February; 21st March; 1st May; 5th May; 
16th September; 12th October; 25th December; and in addition 23rd 
May, Anniversary of the Stevedores’ Union. 
POLICE/FIRE/AMBULANCE: Police tel. 2.00.40; Fire 2.00.42; 
Ambulance (Red Cross) 2.02.41. and/or 2.00.88. 
TELEPHONES: Cannot be connected on board the ship but 
Master may make calls from the quay. 
SHORE LEAVE: Allowed. 
AUTHORITY: Capitania de Puerto, Av., Miguel Aleman, Palacio 
Federal — 2nd floor. Tel. 2.20.67. 


AGENT: Representaciones Maritimas, S.A. c/o. Ricardo Careaga 
E Hijos, S. De R. L., C.M. Aleman No. 187-31 3er Piso, P.O. Box 256. 
Acapulco, Gro. Mexico. Tel.: 2 23 35. Telex 017 516 Cables: 
“‘Maritimex”’. 


COATZACOALCOS: 18.08 N. 94.25 W. 


PORT LIMITS: From the centre of the channel at the bar with a 
radius of half a mile to seaward. 

DOCUMENTS: 

Customs: 

Cargo manifest, original and four copies visaed by Mexican Consul 
at place of origin. If no cargo carried for this port a certificate 
and 2 copies stating the fact. 

Stores List, original and one copy. 

Personal Effects List, original and one copy if vessel is arriving 
from another Mexican port Customs release from that port 
must be produced. 

Port Captain: 

Clearance from last port. 

2 copies Crew List. 

3 copies Manifest of cargo for this port. 

Immigration: 

Crew List, original and one copy, bearing consular visa. 

Passenger List, original and copy, visaed by consul. 

All Crew Passports or |.D. Cards. 

Health: 

2 copies Crew List. 

2 copies Passenger List. 

Crew Vaccination Certificates. 

Derat Certificate. 

When vessels are anchored beyond the breakwater authorities 

board from the pilot launch. 
PILOTAGE: Compulsory. Pilot meets vessel off the jetties at 
Coatzacoalcos Estuary. Master should give Agent information 
not less than 24 hours prior arrival stating vessels name, flag, and 
ETA as well as draft. 

Pilot boat black hull, white housing and red deck. Two launches, 
Alcion and Vencedora. The sound signal for calling the Pilot is two 
long blasts and one short blast. The light signal is a blue Bengal 
light. 

ANCHORAGE: Vessels may anchor between $ mile and 14 miles 
off the breakwater or at the Master's discretion. 
MAX. SIZE: Max. draft crossing the bar is 34 ft. Max. LOA permitted: 
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Free Zone 187 m. Pajaritos 233 m. (day), 186 m. (night). 

Hours of service: Day 0800-1800. Night 1801-0759. 

Max. draft permitted at Pajaritos 32 ft. fresh water. 

Max. draft permitted at Free Port 30 ft. fresh water. 

HEALTH: Pratique never given by radio. Vessels granted free 
pratique when berthed alongside if no contagious illnesses aboard. 
RADIO: Communication with local Agent by Coastal Radio XFF, 
located near the beach in the village of Allende on the right bank. 
Telegraphy transmitter with range of approx. 500 miles, frequency 
512, 500, 432 and 419-5 kc/s. Speech transmission with range of 
approx. 50 kms. frequency 2182 and 2665 kc/s. Radio-beacon trans- 
mission with range of about 300 miles and frequency of 312 k/cs. 
VHF transmission with range of some 50 miles and frequency of 
156-55, 156-60, 156-70 and 156-80 mc/s. 

TUGS: Tugs join vessels in the river when entering. Tug’s lines 
used. Towage is compulsory for docking, undocking and shifting 
berth in the harbour. For vessels up to 4,000 grt one tug, over 4,000 
grt two tugs. Seven tugs available. The signal for calling tugs is 
two long blasts and two short blasts on the whistle and signal for 
dismissing tugs is one short, one long and three short blasts. Tugs 
will repeat signals to indicate acceptance. 

BERTHING: Normally vessels docked starboard side alongside. 
When current and circumstances permit vessel docked port side 
alongside. When vessels berthing must prepare accommodation 
ladder to be boarded by Port Authorities. There are seven docks in 
the Free Port area numbered 2, 3, 4, 5, 6, 7 and 8. Nos. 2, 3 and 4 
exclusively for general cargo. Depths alongside: No. 2, 25 ft.; No. 3, 
27 ft.; No. 4, 30 ft. Nos. 5, 6 and 8 exclusively for loading sulphur in 
bulk (dry and liquid). Depths alongside these 3 berths of 32 ft. No. 7 
for discharging bulk harmless fertilisers. Depth 28 ft. There is one 
berth at Pajaritos FFM private berth where bulk harmless fertiliser 
loaded or discharged. Depth of 33 ft. There are two small berths at 
Coatzacoalcos Fiscal Port used only for fishing-boats and tugs. No 
loading or discharging performed at these berths. Depths along- 
side of 18 ft. A crane capacity 300 tons expected shortly. 
STEVEDORES: No ETA advice necessary. Free Port: Straight 
working hours: from 0800 to 1200 and from 1400 to 1800 hours Over- 
time 100%, overcharged according Tariffs. Latest times to order 
gangs: 0730, 1330 and 1730 hours. Straight time above hours Monday 
through Saturday. Sunday and holidays allowed to work except 
“Legal Holidays". Loading and discharging rates: 25 tons gang/hour 
using ship's derricks. No shore cranes available. Loading sulphur by 
conveyor belts at 500 tons per hour, working around the clock. 

Private FFM Berth: Loading or discharging operations performed 
by their own personnel working 24 hours per day. Rate of loading by 
conveyor belt: 500 tons per hour. Rate of discharging 1,100 tons per 
day with ships gear. 

MEDICAL: Hospital facilities available. Inform Agent in advance 
if treatment required. Smallpox vaccination certificates inspected 
on arrival. If certificates expired crew members are revaccinated at 
Health Department. 

TANKERS: Tankers regularly moor in the Pajaritos Roads. There 
are four large quays for mooring seven vessels up to 233 metres, 
with max. draft at the quay of 33 ft. 

The Provisional Quay has two lines of operation of 24 in. with 
three points 8 in. for crude oil and one other of 8 in. for crude oil. 
DENSITY: Averages 1012. 

FRESH WATER: Available at berths in Free Port area, delivered by 
14 in. hose. Loading rate about 8 tons per hour. 

FUEL: Fuel can be supplied at Coatzacoalcos port by tank-trucks 
when vessels need small quantities. Petroleos Mexicanos (PEMEX) 
has at Nanchital a loading terminal which is about 3 miles up-river 
from Coatzacoalcos (max. draft 27 ft. 6 in.) where Bunker C fuel 
available. 

Diesel oil only available at Minatitlan, about 174 miles up-river 
from Coatzacoalcos (max. draft 21 ft.). If vessel bunkers at Nanchital 
or Minatitlan there will be at least one delay day and heavy extra 
expenses. 

DEVELOPMENTS: The channel and docks are being dredged in 
the free zone, and Pajaritos and the main channel buoys are being 
improved. 

CUSTOMS ALLOWANCES: No restriction for free use on board. 
CONSULS: Norway and Netherlands. 

REPAIRS: Minor repairs may be effected. No dry dock available. 
AIRPORT: At Minatitlan, about 40 minutes car drive away. 2 regu- 
lar flights to Mexico City. 

TIME: 6 hours behind GMT. 

HOLIDAYS: No work performed on following legal holidays: 
January 1st; March 21st; May 1st; May 5th; September 16th; October 
12th; November 20th; December 25th; and December 1st every six 
years when Federal Government changes President. 
TELEPHONES: No facilities for placing telephones on ships. 
POLICE/AMBULANCE/HOSPITAL: Police tel. 2 01 22, Red 
Cross 2 02 85; Hospital 2 00 30. 

SHORE LEAVE: Possible. Crew must have I.D. cards or passports. 
Passengers must have passports. 

Somer tes Port Captain, Free Zone Building, 2nd Floor. Tel. 

el. 2-01-69. 


AGENT: Representaciones Maritimas, S.A. Calle Juarez 320 Altos 
Coatzacoalcos, Ver. Tel. 2 01 71. Telex 078 822. Cable: “Maritimex", 
Coatzacoalcos. 
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MANZANILLO: 19.03 N. 104.20 W. 


DOCUMENTS: 

14 Crew Lists. 

20 Passenger Lists. 

Derat Certificate. 

Vaccination Certificate for each crew member. 

Cargo Manifest and one copy to be visaed. 

8 additional copies of Cargo Manifest, unvisaed. 

10 Bills of Lading, one copy to be attached to each cargo 
PILOTAGE: Pilot station cannot be contacted by radio, and® 
are ordered by Agents basis Master's ETA. 

Pilot boat is black with white wheel-house on which is pa 
letter ''H''. International Code signals used. Pilot normally by 
vessel about one or two miles from breakwater but if requ 
advance the pilot boat will come out to five or six miles. Pilot cay 
board in rough weather. Vessels waiting for Pilot may anchora 
two or three miles N.W. of breakwater in depths of 12-15 fathon 
ANCHORAGE: Vessels may anchor in the whole North parte 
Bay where depths are 12-15 fathoms at a distance of one to twos 
from the coast. 

RESTRICTIONS: Vessels may enter at any time day or night 
MAX. SIZE: No limitation for anchoring in the bay. For my 
alongside, maximum length 200 metres, maximum draft 32 ft. 

Also see “Tankers”. 

HEALTH: Port Health Officer and Immigration Officers ) 
vessel at anchorage. Passengers and crew may be requiry 
inspection. All passengers and crew members must poy 
Smallpox Vaccination Certificates. 

RADIO: Coastal station Manzanillo Radio, call sign XFM, Ope 
0600-1800 local time. 

TUGS: One tug available, compulsory to use tug when ma 
alongside. Tug will join vessel as ordered by the Pilot. 
BERTHING: Vessels may berth at both sides of the pier or: 
North end of the pier. 

STEVEDORES: Advise Agent in advance number of gang 
quired. Discharge rate approximately 20-25 tons per hour per 
MEDICAL: Agent should be advised in advance if medical & 
ance required on board. Hospital facilities available. 
TANKERS: Two berths available, max. length 650 ft. No resi 
on beam. Max. draft: North-east side, 31 ft. (Forward) and 38 ft 
South-east side 33 ft. (Forward) and 38 ft. (Aft). 

FRESH WATER: Should be ordered in advance. Rate of if) 
per hour. Vessels must furnish own steam for pumping, 2) 
coupling. No barges available for delivery at anchorage. 
FUEL: Should be ordered in advance: All grades available. Me 
expensive due customs fees. 

DEVELOPMENTS: Improvements are in progress to accor 
date vessels up to 30,000 tons with a draft of 40 ft. 
GANGWAY/DECK WATCHMEN: No shore service availa 
OPENING/CLOSING HATCHES: Normally performed by: 
members. 

CUSTOMS ALLOWANCES: Each crew member may retait 
carton of cigarettes, and one bottle wine/spirits for his own 
No alcohol may be taken ashore. 

IDENTIFICATION CARDS: Identification cards or shore pa 
are necessary for crew going ashore. 

CONSULS: Nearest are at Colima and Guadalajara. 
REPAIRS: Only repairs to auxiliary machinery can be effecié 
Guadalajara hull repairs may be effected provided dry dod 
required. 

REPATRIATION: Can be arranged. 

AIRPORT: Local airport only for internal traffic. 

TIME: GMT minus 6 hours all the year round. 
HOLIDAYS: The following holidays can only be worked in c# 
emergency: 1st January; 5th February; 21st March; 1st May; 5th! 
16th September; 12th October; 25th December; and in additio"! 
May, Anniversary of the Stevedores' Union. 
POLICE/FIRE/AMBULANCE: Police tel. 4; Fire 23; Ambulat 
TELEPHONES: Cannot be connected on board ships. 
SHORE LEAVE: Permitted except for crews of Russian, Cuba 
Communist Chinese vessels. 

Crew members required present their identity cards to Imm 
tion at the gangway. Crew members left behind by vessel mut 
covered by 10,000 Pesos bond to guarantee repatriation expe 
AUTHORITY: Capitania de Puerto Edificio Federal, Morelos)’ 
Mayo. Tel. 34, 


MINATITLAN: 17.54 N. 94.35 W. 


DOCUMENTS: See “Coatzacoalcos." 

PILOTAGE: See “Coatzacoalcos Pilotage."’ Port about 17}* 
up-river from Coatzacoalcos. Vessels are piloted either up-l® 
down-river to and from Minatitlan. \ 
ANCHORAGE: Only at Coatzacoalcos. At Minatitlan ™ 
narrowed and anchorage not permitted. 

RESTRICTIONS: Vessels may enter harbour only in daft 
Latest time for entry and sailing to and from Minatitlan is 1500" 
HEALTH: Pratique never given by radio. Vessels granted pe 
at anchor at Coatzacoalcos. Vessels must prepare accom 
ladder, to be boarded by port authorities. 

MAX. SIZE: Maximum LOA at Pemex berths: 475 ft. Mal 
LOA at Fiscal berth: 440 ft. No breadth restrictions at both. Mae 
draft permitted: 21 ft. in fresh water. 


' 
TUGS: One tug required to accompany vessels past the Com? 


alcos Bridge. Tugs rejoin vessels in the river on arrival at® 


Tug’s lines used. For — over 2,000 grt one tug required, over 
uired. 
3000 eee | Normally vessels dock starboard side to. Petroleos 
BERTH (Pemex) has 8 berths for tankers, where they can load 
wea oil, gasoline benzene, xylene, metaparaxylene, toluene 
car pe Ne etroleum derivates. Fiscal berth has a length of 80 metres 
and other f side of 22 ft. Actually only used to discharge bulk 
depth ae Discharge performed by elevator at a rate of 800 


ilisers. 
naeetoa hours, also by ship's gear using buckets at a rate of 200 
to 


pat pet 20) Oe pallaat to be discharged in the river. All ballast 
ie discharged to shore tanks through two 6 in. pipe-lines. 
; SVEDORES: No ETA advice necessary. Agent or Receivers of 
pis order gangs to discharge. Straight working hours from 0700 to 
on Mondays through Saturdays. Latest time to order gangs 0645 
445 hours. 
vENSITY : Averages 1006. ‘ 
MEDICAL: Hospital facilities available. ¥ Mes 
FRESH WATER: Available at all berths, but is not recommended. 
FUEL: Marine diesel oil and Bunker “C" obtainable at Pemex 
berths. Bunker “C" also obtainable by barge, and diesel oil only by 
is TOMS ALLOWANCES: No restrictions. Free use on board. 
Two customs guards remain on vessel while alongside. 
DEVELOPMENTS: Constant programmes for more berths, sheds, 
dredging and equipment are under way, but rather slow. 
REPAIRS: No dry docks available, but small repairs can be done 
air shops. 
KIRPORT: About 18 minutes car drive away. Regular flights to 
xico City. 
riME: 6 hours behind GMT. ; ; 
TELEPHONES: No facilities for placing telephones on ships. 


AGENTS: See “Coatzacoalcos”. 


NANCHITAL: 18.00 N. 94.27 W. 


DOCUMENTS: See ‘‘Coatzacoalcos.” 

PILOTAGE: See “‘Coatzacoalcos Pilotage."" Port about 3 miles up- 
river from Coatzacoalcos. 

ANCHORAGE: See “Coatzacoalcos Anchorage.” 
RESTRICTIONS: Vessels may enter Coatzacoalcos only with 
daylight. Navigation from Coatzacoalcos to Nanchital remains 
closed from 1630 to 0700 hours. 

MAXIMUM SIZE: Maximum LOA 580 ft. No breadth restrictions. 
Maximum draft permitted 27 ft. 06 in. 

HEALTH: See “Coatzacoalcos." 

TUGS: When vessels proceed to Nanchital, 1 tug accompanies to 
pass the Coatzacoalcos bridge, according to Port Regulations. Tugs 
again join vessels when arriving at Nanchital berths. Tug's lines 
used. For vessels over 4,000 grt two tugs used. 

BERTHING: Normally vessels dock port side alongside. When 
current and circumstances permit vessel is turned around and 
docked starboard side to. There are two docks at Nanchital, called 
Old Pier and New Pier. Both to load crude oil, No. 6 fuel oil by pipe 
ine of 6 in. and up to 10 in. Mooring, unmooring, connecting and 
disconnecting hoses performed by Pemex own labourers. 
MEDICAL: Hospital facilities available only at Coatzacoalcos. 
BALLAST: Special regulation for tankers that no ballast water to 
be discharged in the river. Deballasting performed by two pipe-lines 
of 6 in. diameter to shore tanks. 

SALINITY: Average 1006. 

eee WATER: Available at both berths but is not recommended 
or drinking. 

FUEL: Available only at the Pemex Oil Terminal at any time. 
DEVELOPMENTS: Constant programmes for more berths, sheds, 
dredging and equipment are under way, but rather slow. 

CUSTOMS ALLOWANCES: No restrictions. Free use on board. 
a oer guards stay on board. Vessel to provide them board- 
ing and lodging. 

CONSULS: Nese 

REPAIRS/DRY DOCKS: No dry docks available, but small re- 
pairs can be done in shore repair shops. 

AIRPORT: At Minatitlan, about 1 hour car drive away. 2 regular 
flights to Mexico City. 

TIME: 6 hours behind GMT. 

TELEPHONES: No facilities for placing telephones on ships. 


AGENTS: See “Coatzacoalcos”. 


PROGRESO: 21.17 N. 89.39 W. 
DOCUMENTS: 
i List visaed by the Mexican Consul and 7 simple copies. 
Vane Exemption Certificate. 
wee Vaccination Certificates for all crew and pas- 
TS, 
fassports or Seaman's Book for all crew. 
®arance from last Port of Call. 


Passenger List is . ? 
8 Stores Lists, visaed by Mexican Consul and 7 copies. 


; Biles: 
"ls of Lading (2 to be visaed). 
Lonnage Certificate, 
Pores’ of Free Pratique. 
AGE: Compulsory. Pilot boards about 3} miles North of the 


li 
Ghthouse from a fast launch. International signals to be used to 


MEXICO 


call Pilot day and night. ETA should be passed to Agent via radio 
station at least 24 hours before arrival. 

ANCHORAGE: Vessels waiting for a berth anchor 3 miles off the 
Fiscal quay. The anchorage is marked on Chart H.O. 0966. 
RESTRICTIONS: No night restrictions. Also see “Max. Size". 
No facilities for tankers. 

MAX. SIZE: Max. LOA, 190 metres. Max. draft 16 ft. (arriving), 16 ft. 
6 in. (sailing). 

HEALTH: The doctor boards the vessel at the quay. Where illness 
or fever is suspected on board, international rules are followed. 
If the vessel is arriving from another Mexican port, there is no health 
inspection. Radio pratique is not obtainable. 

Authorities require Smallpox Vaccination Certificates for all 
crew and passengers, and valid Derat Exemption Certificates. No 
radio pratique prior to arrival obtainable. 

RADIO: Progreso Radio XFN works from 0600 to 1900 hours every 
day and listens on frequencies 2,182 kc/s. and Channel 16 VHF on 
radio-telephony and 500 kc/s. on radio-telegraphy. Working fre- 
quencies are 2,756 kc/s., Channel 14, Channel 13 and Channel 12 
VHF for radio-telephony, and 420 and 429 kc/s. on radio-telegraphy. 
ETA can be passed through this station 24 hours in advance. 
TUGS: No tugs available. 

BERTHING: One pier heading 355° true. Berth available on both 
sides, East and West, with 204 metres length on each side, and both 
with 18 ft. depth alongside. 

STEVEDORES: No ETA advice necessary if stowage plan received 
in advance by Agent. Otherwise, ETA advice for gangs required 6 
hours prior to arrival. Stevedores’ General Cargo discharging and 
loading rate about 12 tons per gang/per hour. 

MEDICAL: Attention available. The port has a clinic. Hospitals 
are situated in Merida. 

TANKERS: No facilities. 

DENSITY: Average 1015. 

FRESH WATER: Available from pier by hoses. Fresh water is 
treated in the plant. 

FUEL: Bunkers are available. Delivery by tanker truck equipped 
with pumps. Diesel and fuel supplied. Agent requires 24 hours notice. 
FIRE PRECAUTIONS: No smoking allowed aboard vessels. 
GANGWAY/DECK WATCHMEN: Itis not necessary. Sometimes 
Masters require them, ; 
OPENING/CLOSING HATCHES: This work is normally carried 
out by stevedores, but sometimes is carried out by crew in order to 
save time in loading or unloading. 

CUSTOMS ALLOWANCES: Any quantity to be used on board is 
permitted. 

IDENTIFICATION CARDS: Not necessary, but crew must carry 
passport or Seamans I.D. 

CONSULS: The Consular Offices are located in Merida, the capital 
of State of Yucatan (20 minutes from Progreso by taxi): 


Cuba tel. 1 66 77 Lebanon tel. 1 77 76 
France wv Lois Switzerland » 17500 
Germany UN QTT USA » 16030 
Great Britain » 16799 


REPAIRS: Small repairs can be carried out in shore shops. No 
dry docks available. 

REPATRIATION: There are facilities for effecting crew changes 
and arranging necessary repatriation. All matters are handled by the 
Office of Immigration. 

AIRPORT: International Airport in Merida, about 30 minutes from 
Progreso by taxi. Daily services to Miami, Fla., by Pan American 
World Airways and New Orleans La., every two days. Other flights 
to Central America, Jamaica, and Germany. 
POLICE/AMBULANCE/FIRE: Police 5 00 26. 

HOLIDAYS: January 1st; February 5th; March 21st; May 1st (Lab- 
our Day); September 16th (Independence Day); November 20th 
(Revolution Day); December 1st (every 6 years); December 25th; 
It is possible to work, paying 100% additional. 

TELEPHONE: It is not possible to place telephones on board. 
SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Harbour Master (Captain of the Port), Fiscal Quay 
Building. Tel. 5 00 90. 

AGENT: Representaciones Maritimas S.A., c/o Fernando Patron 
Nicoli, 27th Street No. 112, Progreso, Yucatan, Mexico. No Telex. 
Tel. 5 00 52. 


SAN CARLOS: 24.47 N. 112.08 W. 
SHIPMASTER'S REPORT 


DOCUMENTS: 

Visaed Crew List by Mexican Consul and 9 copies. 

Visaed Cargo Manifest from each loading port and 4 copies. 

Derat Exemption Certificate. 

Valid Smallpox Certificates for all on board. 

Passports or Seamen's Books for all on board. 

Clearance from last port of call. 
APPROACHES: A very strong current was experienced running 
from S.E.-N.W. when entering Bahia Magdalena at Pta. Redondo. 
Caution should be exercised making this approach, because currents 
can be strong and unpredictable in this area. 
PILOTAGE: Compulsory. Pilot boards in lat. 24.39 N. long. 112.05 
W. from small boat with outboard engine. 

Anchorage is also good in this position should it be necessary 
to await pilot or berth. The two buoys marking the entrance make 

ood radar targets and are distinctive. 
RESTRICTIONS: Channel must be navigated at suitable time of 
tide giving careful consideration to vessel's draft, in order to clear 
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numerous shallow patches. Maximum draft to date of vessel navi- 
gating channel was 30 ft 4 in. on top of high water. 

RADIO: La Paz Radio (XFK) 500 kHz and 441 kHz. Working hours 
appear to be uncertain, but there is a working arrangement with 
Agent to transmit messages free of charge. 

CHARTS: Chart used to navigate channel was Mexican No. FH. 
614. Masters are strongly advised to obtain this chart. 
BERTHING: One pier 420 ft. long. 

FRESH WATER: Available at pier at 10 tons per hour. 
COMMUNICATIONS: Very poor. No telex, no telephone and no 
cable service. Telephone available at Villa Constitucion 57 kilo- 
metres away by paved highway. Plans are in force to introduce a 
telephone service in the fairly near future. 

CONSUL: If consular advice is required it is best to contact the 
British Embassy in Mexico City. Tel. 5 11 48 80. 

LAUNDRY SERVICE: None. 

SHIP CHANDLER: None. A pick-up wagon can be supplied by 
Agent to obtain essential stores from supermarket at Villa Con- 
stitucion. 


TAMPICO: 22.15 N. 96.51 W. 


PORT LIMITS: Vessels in Mexican ports are considered to be 
arrived vessels as soon as permission to moor has been granted by 
the Port Authorities. 

Permission to tie up will be granted on the quay or whilst in mid- 
stream, and occasionally during periods of very good weather a 
vessel is authorised to anchor in the port entrance. 
DOCUMENTS: 

1 Crew List visaed by Mexican Consul. 

3 simple copies of Crew List. 

1 Visaed Cargo Manifest from each loading port. 

4 simple copies of Cargo Manifest. 

1 Visaed Passenger List or visaed Statement to the effect of no 

passengers, and 5 simple copies. 

2 copies of Store List. 

2 copies of Personal Effects List. 

Derat Exemption Certificate. 

Valid Smallpox Vaccination Certificates for all crew and passen- 

gers. 

Passports or Seaman's Books of all crew. 

Clearance from Last Port of Call. 

3 copies of lists of packages containing explosives, inflammable 

or corrosive materials. 

PILOTAGE: Pilot ordered by Agent who needs 24 hours ETA 
prior to vessels arrival. Pilots board vessels two miles off the break- 
water. Vessels may anchor about two miles off the breakwater 
waiting for Pilot. Pilots have radio-telephone, frequency 2182. 
BNEARRAGE: About 2 miles East of breakwater in 40-60 fathoms 
of water. 

RESTRICTIONS: There are no restrictions for movements at 
night. The drafts of the vessels will be governed by the mooring 
qones in which they are working. The depths at these berths are as 
ollows: 


*Free Zone Quay 30 ft. 
Minera Autlan Quay 32 ft. 
Petroleos Mexicanos Quay 30 ft. 
Mexican Gypsum Quay 26 ft. 
Metals and Minerals Quay 29 ft. 
Anahuac Cement Quay 23 ft. 


The navigation channel to the Mexican Petroleum Maritime Terminal 

has a depth of 38 ft. and that to the Free Zone 31 ft. 

* This depth is subject to constant dredger maintenance, the draft 

being reported weekly to the Ship's Agents. 

MAX. SIZE: The maximum length is 656 ft. There are no restrictions 

for beam. The drafts will be those admissible in the corresponding 

berth used. 

HEALTH: No radio pratique. Pratique granted after docking and 
resentation of documents to Port Authorities. In case of disease or 
ever on board, Master to give notice to Agent before arrival. 

RADIO: Tampico has acoastal station with frequency 2182, as have 

the Port Captain, the pilots’ office and the Gulf Tugs’ office. All 

have the same frequency. 

TUGS: 3 tugs are available, intended solely for port manoeuvres, 

comprising Guayalejo 2,000 h.p., Tamesi 1,000 h.p., and Panuco 800 h.p. 

Also Petroleos Mexicanos have tugs whose power varies between 

1,000 and 3,000 h.p. 

BERTHING: 

1 berth at the Minera Autlan quay where manganese is moved by 
moving belt at the rate of 1,200 tons per hour. 

5 berths at the Pemex Quay, where oil and its derivates are moved 
at the rate of 600-800 tons per hour, by means of 4 in., 6 in., 8 in., 
and 10 in. pipes. 

1 Berth at the Mexican Gypsum quay where calcium sulphate is 
moved by moving belt at the rate of 500 tons per hour. 

2 berths at the Metals and Minerals Quay, where bulk minerals are 
moved by four moving belts at the rate of 125 tons per hour per belt. 

7 berths at the Tampico Free Zone, where general cargo is moved 
at the rate of 20 tons per hour per gang. 

1 berth at the Anahuae Cement quay, where bulk cement is moved 
by means of 10 in. pipes at the rate of 250 tons per pipe, there being 
2 ducts. 

All quays have lighting for night operation and telephone facilities, 
STEVEDORES: No ETA advice necessary of Stowage Plans 
received in advance by Agent, otherwise ETA advice for gangs 
appreciated 48 hours prior to arrival. Stevedores general cargo 
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Bs 
Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


discharging and loading rate about 20 tons per gang/hour, yy 
loading at Metals Pier about 125 tons per belt/hour (2 « 
belts available to service both berths). | 
MEDICAL: Hospital facilities available. No advance notice, 
TANKERS: See “'Berthing". Dirty ballast is received ashore, 
SALINITY: Average 1006. 
FRESH WATER: Available on written request from ship's 
thoes water delivered by pump at the rate of 12 cubic Metre 
our. 
FUEL: Available preferably at the Petroleos Mexicanos 
although with one week's advice prior to arrival this Service cy 
provided at the public service quays. 
DEVELOPMENTS: Constant programming for more Spa 
wharves, sheds, warehouses, continuous dredging and increy 
capacity of operational equipment. 
CUSTOMS ALLOWANCES: No allowances to be taken ay, 
but reasonable amounts of tobacco and spirits are alloweds 
taken out of bond, but to be kept on board for use of crew andy 
sengers only. 
CONSULS: Great Britain, Peru, Germany, Holland, Noy 
Sweden, Italy, Uruguay and Lebanon. 
REPAIRS/DRY DOCKS: There is a floating dock with Cay 
up to 4,000 gross tons, where hull repairs can be effected, as cany 
on steering system, machinery, marine auxiliaries and Other t 
ment of less importance. 

There are specialist workshops attached to the dock. 
GANGWAY/DECK WATCHMEN: No watchmen neces 
Customs guard keeps watch at gangway while vessel alongs 
REPATRIATION: In the port there is an office of the Admin 
tive Secretariat, where the repatriation of any crew member ¢ 
negotiated. This negotiation will be for the account of the» 
Agent, who is required to deposit a bond of $10,000 per persq 
AIRPORT: At a distance of 10 kilometres from the port, they 
regular flights to Monterrey, Nuevo Laredo, and Mexico City, 
connections in any direction. 

TIME: 6 hours behind GMT. 

HOLIDAYS: January 1st; February 5th; March 21st; Ma 
September 16th; November 20th; December 25th; Decembe 
every 6 years. 

FIRE/AMBULANCE/POLICE: Fire Department 2 12 22; Redt 
2 13 33; Police 2 11 57; Police (Jail) 2 10 32. 

AUTHORITY: Superintendency of Port Operation, tel. 22 
Port Captain tel. 2 20 29. 


AGENTS: Representaciones Maritimas, S.A., Edificio Luz-) 
Despacho 523, Tampico, Tamps. Mexico. Tel. 2 34 77 and 24 
Telex 01430. Cable: ‘‘Maritimex, Tampico.” 


VERA CRUZ: 19.12 N. 96.08 W. 


PORT LIMITS: Area bounded by the reef lighthouses outsié 
breakwater. 

DOCUMENTS: See “Coatzacoaloos". 

PILOTAGE: Compulsory, advise Agent 24 hours before # 
giving name, flag, ETA and draft. 

The Port Captain is to be given a minimum of 2 hours’ note 
the Agent. This to be done between 0800-1800 (pilot office hx 
Orders for Pilots between 1800-0800 to be made between 080}! 

The Pilot normally boards within the port limits, but if his sew 
are requested outside such limits the Pilot will proceed tt 
location, i.e. the anchorage. 

The pilot launch leaves from a “'T" shaped pier when expe 
vessel is sighted. The launch has a black hull with white # 
structure and false funnel painted black. 

ANCHORAGE: In good weather, vessels may anchor in thee 
area off the port, in the case of bad weather, to the South of the 
of Sacrifices (Isla de Sacrificios). If the vessel prefers to a 
within the port limits, it must request the services of the Pile! 
on anchoring for its own account within this sector must p# 
fees due to the pilotage service. 

RESTRICTIONS: In normal weather conditions there # 
restrictions on entry and departure, the sole consideration bem 
draft of the vessel, since if this exceeds 29 ft. the time of the 
must be taken into consideration, and also after a strong Northt 
a vessel drawing more than 24 ft. must wait for the tide. 
MAX. SIZE: Length 200 m., at berth nos. 4 and 6 or the oil tem 
HEALTH: The International Health Office gives a 24-hour # 
for the arrival and departure of vessels. To obtain free prati# 
arrival of vessels there is a medical inspection, with submiss* 
the Maritime Health Declaration, signed by the Captain, and ext 
tion of documents of Derat Certificate, certificates of vaccit 
of the crew and passengers; smallpox, cholera, yellow ® 
(dependent upon the location from which the ship has @ 
Examination of crew members or passengers who might be de 
as suffering from contagious illnesses. With these formalit® 
filled, free pratique is granted. Free pratique can be gratit 
radio, provided it is considered that the vessel's arrival will n® 
rise to the introduction or propagation of illnesses covered ® 
regulations, and that also the following requirements are ful 

1. Exercise of greater epidemiological vigilance in resp® 
illnesses covered by International Health Regulations. 

2. The Captain's radiogram must be presented to the Intern 
Health Delegation eight hours in advance and must invari 
all the stipulations as set out in the attached form. 

3. Without prejudice to the foregoing, the Health Do 
whomsoever he may designate, and where it is considered # 
priate, shall go on board for the purpose of receiving the 


: 


Jaration so that enquiries and verifications as may be 
Health Oe necessary may be carried out. 
cons he vessel has called at a national port, in subsequent 


Once t 
national P' 
require 
in the hea 


jon. 
Lone service to crew members and passengers on board 


vessels is provided by doctors and private hospital 
Sion, through the intermediary of the consignee ship's Agent. 
= ossible handling of diseases covered by the Health Regula- 

0 femallpox, cholera, yellow fever, bubonic plague), there are 
Malation wards in the Official Hospitals “Aquiles Serdan” and 
R jonal de Veracruz”. UA: 

The Office of International Health has immunisation services, 
vequired for the diseases covered by the Regulation, which are 
certified on special international forms, with any cost, to crew 
members and passengers. 

RADIO: Radio station Vera Cruz Radio, call sign XFU. Works on 
590, 451, 8514 and 4250 kHz. and others. Also VHF Channels 12, 16, 

and 27. 

BGS: Two tugs available; tugs’ lines used at no extra charge. 
oin vessels inside breakwater. 


orts the requirements for obtaining free pratique will not 
d, provided there does not exist on board any alteration 
Ith conditions as established in the Maritime Health 


Tugs | ; 2 
: Depths given for low water, tidal range 1 ft. 
SE ee eetiet No.1 Nand 5." 27 ft 
PierNo.2 S. 23 ft. 
N. 21 ft. 
Head 26 ft. 
Pier No. 4 27 ft. 
Pier No.6 S. corner 29 ft. 
S. end 29 ft. 
N. side 27 ft. 
N. head 27 ft. 
MEDICAL: Doctors, dentists and hospital facilities available (see 


“Health”). 
TANKERS: Petroleos Mexicanos berth located in Northern part 


of port. Max. draft 28 ft. Berthing for 2 vessels of 170 m. LOA. Berth 
provides 5x8 in. lines for discharge of refined product and 2 12 in. 
lines for fuel oil. 

DENSITY : 1025. 

FRESH WATER/FUEL: Available. 


Berth Location Water connection Diesel connection 
Pier No. 1 North 4 at 2tin. 
Head 
South 3 at 24 in. 
Pier No. 2 North 3 at 24 in. 3 at6in 
Head 2 at 24 in. 1 at6in 
South 3 at 24 in. 3 at 6 in 
Pier No. 4 North 7 at 23 in. 2 at6in 
Head 2 at 24 in. 3 at 6 in 
South 8 at 24 in. 4 at6in 
Pier No. 6 North 3 at 24 in. 
Head 2 at 24 in. 
South 6 at 24 in. 5 at 6 in 
Coasting North 6 at 24 in. 
Head 1 at 2} in. 
South 5 at 24 in. 
Marginal Single 4 at 2 in. 9 at 3in. 
1 at 2in. 
P. Mex, Single 7 at 24 in. A.P. 6 at 8 in. 
refined 
1 at 4in. C/I 
2 at 3in. C/I 10 at 12 in. 
4 at 24 in. C/I fuel-oil 
CONSULS: 
Belgium Finland Panama 
Brazil France Spain 
Costa Rica Guatemala Sweden 
Cuba Great Britain Switzerland 
Denmark Honduras U.S.A. 
Dominican Republic Holland West Germany 
El Saivador Norway 


REPAIRS: Hull and machinery repairs can be effected by “‘Astil- 
ee de Veracruz" (Vera Cruz Shipyard Company). 
Pl DOCKS: "Astilleros de Veracruz S.A." has four docks, two 
ane, and two dry docks. The largest of them is Floating Dock 
0.4 with the following characteristics: 
Length onstocks 


169-210 metres 
Internal useful beam 


30-400 metres 


Height of keel stocks 1-400 metres 
Maximum draft on keel stocks 8-200 metres 
Dec Lifting capacity 12-800 tons 


No. 2: with capacity for vessels up to 10-000 tons 
Useful length 154-000 metres 
Useful beam 19-400 metres 
Draft 5-180 metres 

Served by a 45 ton capacity crane 


ria 
loating Dock No. 3: with 3,000 ton capacity lifting capacity 
Useful length 25-900 metres 
Useful beam 13-550 metres 
mat ales 5-800 metres 
ve i 
Dry Dock Not y 2 (two) cranes of 10 ton capacity each. 


Length 45-720 metres 
fee beam 7-920 metres 
raft 2-130 metres 


MOROCCO 


SURVEYORS: Lloyds, Norska Veritas and Germanischer Lloyd. 
GANGWAY/DECK WATCHMEN: Available if required. 
HATCHES: Mechanical hatches usually opened by crew, other- 
wise by stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes and 1 bottle of 
spirits per man and will attend as necessary for further issues. 
CARGO GEAR: Piers 1 and 2, 420 tons, 610 ton, 3x5 ton and 
104 ton mobile cranes. Various cranes at piers 4 and 6. 2 floating 
cranes available maximum lift 46 tons. 

REPATRIATION: Possible, arranged by Agent. 

AIRPORT: 8 km. from Vera Cruz, flights daily to Mexico City. 
TIME: GMT minus 6 hours all year round. 

HOLIDAYS: During the year the following holidays are observed: 
1st January, 5th February, 21st March, 1st May, 5th May, 16th 
September, 12th October, 20th November and 25th December. 
POLICE/FIRE/AMBULANCE: Police - 2.28.23, Fire Brigade - 
2.25.00, Red Cross — 2.01.40. 

TELEPHONES: Available on most piers but not on vessels. 
SERVICES: Provisions, laundries, and dunnage available. Garbage 
must be removed every 48 hours. 

SHORE LEAVE: Possible. 

DEVELOPMENTS: A new petroleum quay is to be constructed to 
take 2 tankers of 40,000 tons. 

GENERAL: 

Government Secretariat - Local Administration Office 

In accordance with the stipulations of Article 75 of the General 
Local Administration Law, vigilance of foreign crew members in 
vessels of any nationality tied up in national ports, together with 
visits or stays by the said crew members will be subject to the 
following requirements: 

|. Heads of Local Government will designate accordingly per- 
sonnel who will carry out vigilance of the vessel, in accordance with 
the provisions of Section II of Article 29. 

ll. Crew members may visit ports during the stay of the vessel, 
provided they deposit at the Local Administration Office their 
identity documents which for such purpose may be issued to them 
and their passports and other documents, all of which will be 
returned to them on re-embarkation. 

Ill. Shipping companies, their Agents or consignee firms, for all 
legal purposes shall be responsible for the complete embarkation of 
crew members and for the costs involved in repatriating any who 
may remain behind after the vessel sails. When a crew member 
wishes to stay in the country, he must obtain documentation in 
compliance with one of the categories as set out in the appropriate 
Law and Regulations. 

SHIPMASTER’S REPORT: 
Documents: 

1 Visaed and 9 Plain Spanish Crew Lists. 

1 Visaed and 5 Plain Passenger Lists. 

1 Visaed and 2 Plain Spanish Stores Lists. 

2 Crew Customs Declarations. 

5 Cargo Manifests. 

1 Arrival Form. 

The customs require a complete list of all shop goods priced in 
U.S. Dollars, failure to produce this will cause confiscation and 
$10,000 fine. The Customs thoroughly check bond and beer locker 
and seal same. All storerooms are also checked. 

The Agricultural Inspector insists that all dry stores are fumigated 
and kept under seal for 24 hours. All refrigerated stores - except 
U.S.A. meat is sealed up. 

Pilotage: Pilot boards one mile W.N.W. of Aneguda de Adentro 
Light beacon from black boat flying pilot flag. 

Tugs: Two tugs available for berthing. 

Restrictions: Port open day and night. Prevailing Northerly winds 
are sometimes too strong to allow ships movement in harbour. 

Health: Health authorities board after berthing. 

Radio: ETA to be sent 48 hours in advance via XFB Cuidad de 
Carmen. Agent orders Pilot. 

Fuel: Bunker C and Diesel are available. A mixing machine is being 
installed to supply intermediate. Bunkers are supplied from most 
quays and are expensive for foreign ships. 

Consu!/: There is a British Consul. 

Repairs: There are three drydocks and all repairs can be done. 

Surveyors: There are Lloyds and N.B. Surveyors available. 

Airport: The airport is six km. from Vera Cruz with twice daily 
flights to Mexico City. 

AUTHORITY : Port Captain, ‘‘Venustiano Carranza" Building, tel. 
2.22.48 and 2.36.40. 


Morocco 


AGADIR: 30.25 N. 09.38 W. 


DOCUMENTS: 
Health Declaration. 
4 Cargo Manifests. 
6 Stores Lists. 
6 Crew Lists. 
6 Passenger Lists. 
PILOTAGE: Compulsory. Pilot boards at port entrance. Inter- 
national code signals used. 
ANCHORAGE: Good anchorage in open roadstead. 
MAX. SIZE: Up to 29 ft. draft. 
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HEALTH: Pratique given immediately after berthing when port 
doctor boards. 

TUGS: Two tugs available, one of 350 h.p., one of 1,275 h.p. 
RADIO: Agadir Radio operates 24 hours a day. 

BERTHING: Alongside pier: berth 475 metres long, 9 metres depth; 
berth 380 metres long, 6 metres depth. 

MEDICAL: Doctors and hospital facilities available. 

FRESH WATER: Available from pipe-line at berths. 

FUEL: Fuel and gas oil available from pipe-lines at berths. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
STEVEDORES: ETA required 24 hours in advance to arrange 
gangs. 

OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: Crew allowed normal daily con- 
sumption of tobacco, wine and spirits. 

IDENTIFICATION CARDS: Required. 

CONSULS: France, Spain, Belgium and Portugal represented 
locally. 

REPAIRS: Small machinery and electronic repairs can be effected. 
TIME: GMT plus one hour permanently. 
POLICE/FIRE/AMBULANCE: Police, tel. 23-49; Fire, tel. 22-43; 
Ambulance, tel. 19. 

HOLIDAYS: 1st January, 6th January, 19th March, Maundy Thurs- 
day, Good Friday, 1st May, Ascension Day, Corpus Christi, 29th 
June, 18th July, 25th July, 5th August, 15th August, 12th October, 
1st November, 8th December, Christmas Day. Work may be arranged 
on all holidays except Good Friday. 

SHORE LEAVE: Allowed. 

AUTHORITY: Director del Puerto. 


AGENT: Ernest Corcos, PO Box 54, Agadir. Tel. 24-55 and 33-31. 
Telex 810-18. Cables: Ercos Agadir. 


CASABLANCA: 33.36 N. 07.37 W. (See Plan) 


PORT LIMITS: Vessels considered as ‘‘arrived'’ when passing 
buoy CA 5 in position 33° 37’ 05” N. 7° 35’ 02” W. 
DOCUMENTS: 

Certificate of Registration. 

Cargo Manifests. 

Crew Lists. 

Passenger Lists. 

Customs Declaration. 

Bill of Health. 

Ship's Entry Declaration. 

International Tonnage Certificate. 

PILOTAGE: Compulsory for all merchant vessels of 100 tons and 
over, in the area between the meridians 7° 37’ 10” W. (the root of 
jetée Moulay Youssef) and 7° 33’ 50” W. (Table d'Oukacha) and South 
of the parallel 33° 37’ 40” N. Pilotage is available day and night. The 
Pilot meets vessel at the CA5 buoy. 

A red flag displayed at the signal station by day indicates that the 

Pilot cannot come out, on account of the sea, but vessels may enter 
the port at their own risk, and the Pilot will await them under the 
shelter of jetée Moulay Youssef. Should bad weather prevent the 
Pilot from coming out, a vessel should not attempt to enter the 
harbour at night. The Master may contact the pilot station for port 
radar service by VHF Channel 12. 
ANCHORAGE: The anchorage outside Casablanca harbour is 
partially protected from winds between S. and W. but a Westerly 
swell finds its way into the bay. With a heavy Westerly or North- 
westerly swell the anchorage becomes dangerous. 

The holding ground in most places outside the harbour is poor, 
but a berth with good holding ground may be obtained in a depth of 
13 fathoms N. of jetée Moulay Youssef. There are numerous anchor- 
age berths in the harbour, some at mooring buoys, in depths up to 
12 m. 8 (42 ft.). 

MAX. SIZE: Maximum length permissible, about 884 ft.; maximum 

breadth permissible, about 105 ft.; maximum draft permissible, about 

= 4 but normally 30 ft. for berthing alongside. Tankers: up to 34 ft. 
raft. 

HEALTH: Masters must fill in the declaration of health and display 

the “Q"’ flag, to obtain pratique. In the event of any suspected disease 

or fever on board, Masters have to warn their Agent before the ship's 

arrival. 

RADIO: The name of radio station for ETA cables to Agents, 

receivers, etc., is Casa Radio. 

TUGS: There are 6 tugs of 800-1,500 h.p. 3 of them are sea-going 

tugs fitted with modern salvage apparatus. Normally tugs join the 

vessel at port entrance. To call them, 4 long blasts and 1 short for 

one tug, 4 long blasts and 2 short for 2 tugs, etc. Ship's lines are 

mostly used. 

BERTHINS: To arrange berth, ETA message should be given 24 

hours before the ship's arrival. 

Mooring. When making fast to the jetty by the stern, the anchor 
should be let go at a sufficient distance from the jetty to allow for a 
good scope of hawsers. 

Vessels are recommended to secure with special 10-in. coir hawser 
tailed with wire. It is recommended to moor head to the swell, but in 
bad weather a vessel should be ready to leave at short notice. 
CARGO HANDLING: Phosphate loading: up to 5,000 tons per 
hour. Depth alongside 32 to 26 ft. 

Grain Handling: discharging 800 t.p.h., loading 400 t.p.h. Depth 
at silo berths 30 ft. 

Containers: straddle carrier for handling up to 20 ft. containers. 

Rae eae three berths for roll-on/roll-off vessels, depth 
30 ft. 
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STEVEDORES: There are 13 stevedoring companies, 
working days are in two shifts (from 0700 to 1500 and from 
2300). Ship's Agents arrange gangs in connection with ste 
Two daily orders (at 1100 and 1600) are made to fix the Num 
gangs. 

MEDICAL: It is necessary for Agent to receive advance pn 
required medical attention. Hospital facilities available. Only, 
pox vaccination certificates are required. 

TANKERS: There are 4 tanker berths, (a) one for Import and 
of white products and maximum permitted draft 34 ft. (Bey, 
(6) three berths for Import and Export of black products. Thesey 
(No. 60, 61 and 62) are situated inside the harbour, vessel's, 
should not exceed 30 ft. 

FIRE PRECAUTIONS: Two firemen remain on board ty 
while vessel berthed alongside. One fireman is required for, 
vessels carrying dangerous cargo. 

FRESH WATER: Numerous feeders along berths. Also dy 
by barges is possible. 

FUEL: All grades available. Ex-wharf or by barge. 
CONSULS: The following countries are represented by cm 
in Casablanca: 


Austria Norway Belgium 
Spain Sweden Denmark 
Italy Yugoslavia France 
Haiti Brazil Poland 
Finland Netherlands Panama 
Great Britain Algeria U.S.A. 
Greece Argentina Portugal 
Germany 
DEVELOPMENTS: New phosphate installations completed; 
1974. 


New grain silo completed 1973. 
GANGWAY/DECK WATCHMEN: It is necessary to havew 
men on board. They are hired by the ship's Agent. 
OPENING/CLOSING HATCHES: This work is normally @ 
out by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes are permitte 
each crew member to be held out of bond. 
IDENTIFICATION CARDS: Needed. 
REPAIRS: Only small repairs and dry docking works are carrie} 
DRY DOCKS: One large dry dock, 152 metres long and 22m 
wide (lifting power 10,000 tons). Three slips for ships up to 70) 
REPATRIATION: Facilities exist for effecting crew chang 
arranging any necessary repatriations. 
AIRPORT: Distance from airport, 25 miles. Internationa; 
nections. 
TIME: GMT in Winter, GMT plus one hour in Summer. 
POLICE/AMBULANCE/FIRE: Police, 2210-74 or 19; Ambul 
15; Fire, 15. 
TELEPHONES: Only arrangements for placing telephone 
board passenger ships are possible. 
SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Directeur du Port, Place Zallaga, Casabe 
Morocco. Tel. 2759-81. 


AGENT: Lasry Maroc, 61, Avenue de |'Armée Royale, Casable 
Telex: 21949 — 21092. Tel.: 2688-75 - 2669-46. Cables: ‘‘Jolasry’ 


EL JADIDA (Mazagan): 33.15 N. 08.31 W. 


DOCUMENTS: As for “Casablanca”. 

PILOTAGE: Arranged by Agent, basis vessels ETA gilt 
advance. Pilot boards about 2 miles from the port entrance. 
ANCHORAGE: About half a mile from head of North jetty ind# 
of 13 to 14 metres. Hard rock bottom covered in sand. Holdingg® 
is fair only. 

RESTRICTIONS: The port comprises an entrance chant 
metres wide and an outer harbour area 7 hectares, partially de 
to 3 metres depth to make a waiting basin. In the Southern parte 
outer harbour is a quay, called the barge quay. 120 metres? 
dredged to 6 metres depth. 

MAX. SIZE: No limitations for vessels anchoring. For et 
harbour, maximum length 80 metres, draft 5 metres, entet 
high water. 

RADIO: No local radio station. Use Casa Radio for messag 
Agent. 

TUGS: Available. Normally join vessel 2 miles from port ent® 
CRANES: Two electric cranes and one diesel crane available 
MEDICAL: Hospital facilities available. Vaccinations 
arranged. 

FRESH WATER: Available at the quay. 

FUEL: Can be supplied subject to 24 hours notice. 
WATCHMEN: Recommended to employ watchmen. 
OPENING/CLOSING HATCHES: Work performed by * 
crew. 

CONSULS: The only consular representatives are those of Fa 
and Portugal. 

REPATRIATION: Can be arranged via Casablanca. 
REPAIRS: Small repairs can be done on board, or parts # 
Casablanca. One small dry dock reserved for Port Authority 
and fishing boats. 

AIRPORT: Nearest commercial airport is Nouasseur. The # 
at Camp Cazes, Casablanca, operates for internal flights onl. 
TIME: GMT in Winter, GMT plus one hour in Summer. 
HCLIDAYS: Sundays and holidays, except for National ho 
can be worked on payment of overtime. 
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poLice/AMBULANCE/FIRE: Police, tel. 19; Ambulance, tel. 15; 


rglePHONES: Cannot be connected to vessel, but telephone 
he quay. 

sa ORITY: Ingeniour des Travaux Publics, Avenue Fquih 

framed Errafi. Tel. 23-11. 

AGENT: A. Adigard des Gautries, BP 52, El Jadida. 


KENITRA: 34.17 N. 06.30 W. 


situated on the left bank of the Oued Sebou, 17 km. from the Atlantic. 
PILOTAGE: Pilotage is compulsory for entering and leaving port. 
sels must wait outside the port entrance for the tide. It is possible 
sere from two hours before until one hour after high water during 
page and from three hours before until two hours after high 
} “ during the day. The Pilot boards vessels at river mouth. The 
Pilot will be on station two hours before high water. 
RESTRICTIONS: From the mouth of the river up to the port is a 
dredged channel. Depths are 4-20 m. during neap tides and 5-40 m. 
ayring spring tides. Height of tide during neap tide is 2:60 metres, 
Height of tide during spring tide is 3-80 metres. The constant is 
res. 
eth winter it is recommended to stay outside the port in 
strong squalls. Ships are advised by Kenitra port radio of the possi- 
pilities for entering port. ‘ ; bea 
Between November and April there is a total of 6 or 7 individual 
days when the port is closed to navigation, due to weather conditions. 
RADIO: Messages to ship's Agent should be sent through 
Casablanca radio. In the ETA message to Agent, also advise vessels 
draft. There is a radio station at Kenitra for port use only. Watch- 
keeping hours are only during high water, on 2182 kHz. 
TUGS: Two tugs of 250 h.p. and one of 130 h.p. 
BERTHING: The outer port used only by trawlers, and a mooring 
quay of 360 m. length belonging to the Royal Moroccan Navy. The 
length of main quay is 870 metres and includes 10 berths. In addition 
to the above there is a jetty for wine vessels, and a jetty for oil 
tankers. 
FRESH WATER: Supplied alongside the quays. 
FUEL: There are supplies of diesel oil, gas oil and petrol in the port. 
These products supplied by tanker lorry along the quay. 
REPAIRS: There are workshops for small running repairs in the 
port. There is a slipway for ships up to 400 tons. 
CONSULS: The Consular representatives at Kenitra are those of 
Belgium, France, Portugal. 
AIRPORT: The nearest commercial airport is that of Rabat-Sale 
and there is a small airfield at Kenitra. 
AUTHORITY: Directeur du Port, Boite Postale 23, Kenitra. Tel. 
20-58; 20-59 and 31-31. 


AGENT: Consortium Industriel Commercial Maritime, 19 Boule- 
vard Imam Ali, Kenitra. Tel. 21 39, 28, 37, 22 56. Telex: 31030 Boutrans 
31966 Incomar. Cables: “Incomar Kenitra”’. 


MELILLA: 35.18 N. 02.57 W. 


DOCUMENTS: 
Health Declaration. 
4 Cargo Manifests. 
2 Stores Lists. 
5 Crew Lists. 
5 Passenger Lists. 
PILOTAGE: Compulsory for vessels over 500 tons. ETA to Agent 
required at least 10 hours before arrival to arrange Pilot. Pilot boards 
at anchorage near port entrance. International code signals used. 
ANCHORAGE: Half a mile East of port entrance, in depths of 
14 to 20 metres. 
RESTRICTIONS: Entrance normally in day-light only. In case of 
emergency vessel may enter at night. 
MAX. SIZE: Up to 32 ft. draft. 
HEALTH: Pratique obtained immediately after berthing when 
vessel boarded by health officials. 
TUGS: One tug of 550 h.p. available. 
MEDICAL: Doctors and hospital facilities available. Vaccinations 
can be arranged. 
TANKERS: One oil berth for tankers up to 32 ft. draft. 
rResH WATER: Available at all quays. 
oe Available subject to advance notice. 
SANGWAY/DECK WATCHMEN: Available. Consignee Agents 
Gene, own watchmen for goods on the quay. 
ster NG/CLOSING HATCHES: This work is carried out by 
CUSTOMS ALLOWANCES: Crew allowed normal daily con- 
enen of tobacco, wine and spirits. 
CONSIRICATION CARDS: Required. 
Nera France and Italy are represented locally. 
poor types of engine and hull repairs can be effected for 
s. 
RRATRIATION : All facilities available. 
RT: Situated 1 km. from the city. 3 daily flights to Malaga, 
br on Sundays. 
HOLA gue plus one hourin Winter. GMT plustwohoursin Summer. 
Tien YS: 1st danuary, 6th January, 19th March, Maundy 
J ay, Good Friday, 1st May, Ascension Day, Corpus Christi, 
aon 17th July, 18th July, 25th July, 15th August, 12th October, 
on all nt 8th December, Christmas Day. Work may be arranged 
Olidays except Good Friday. 


MOROCCO 


POLICE/FIRE/AMBULANCE: Police, tel. 1741 or 1744; Fire, tel. 
1693; Ambulance, tel. 1441. 

TELEPHONES: Itis possible to arrange for a telephone to be placed 
on board. 

SHORE LEAVE: Allowed. 
AUTHORITY: Ingeniero Director del 
Garcia Valino, 2. Tel 2396. 


AGENT: Jose Salama & Co., BP 5, Melilla. 


Puerto, Calle General 


MOHAMMEDIA: 33.45 N. 07.22 W. 


DOCUMENTS: 

Bill of Health. 

3 Crew Lists. 

3 Passenger Lists. 

3 Provisions Lists. 

Manifests and Ship's Papers for Agent. 

PILOTAGE: Compulsory for vessels entering or leaving the 
harbour or shifting berth. Pilot available for vessels arriving during 
night and wishing enter the basin when conditions are possible. 
ANCHORAGE: Three good anchorages in depths of 11 to 6} 
fathoms about a mile N.E. of the entrance, and N.W. and S.E. of the 
pipe-line area. 

RESTRICTIONS: Vessels with a draft over 15 ft. wishing to berth 
in the basin, are obliged to wait for tide. 

MAX. SIZE: Sea line installation: tankers up to 45,000 tons dwt. 

Imodco Buoy Berth: tankers up to 100 000 tons dwt. 

For the basin: max. length 150 metres, max. draft 6-9 m. (22 ft. 8 in.) 
HEALTH: Port sanitary control officer boards immediately after 
arrival for pratique delivery. In the event of any suspected disease 
or fever on board, it is necessary to advise by radio to Agent 24 hours 
before arrival. Pratique is automatic after calling at another port of 
Morocco. 

RADIO: Casablanca radio station. 

TUGS: There are no tugs but three pilot boats of 150 h.p. will assist 
vessels if necessary, or tugs can be ordered from Casablanca. 
BERTHING: Vessels up to 150 metres in length and drawing up to 
6-9 m. (22 ft. 8 in.) at Spring tides and 5:4 m. (18 ft.) at Neaps. 

Quay No. 1 has a length of 70 metres with a depth of 8-50 m. 
(28 ft. alongside). 

Quay No. 2 has a length of 170 metres with a depth of 5:50 m. 
(18 ft. alongside). 

Quay No. 6 has a length of 60 metres with a depth of 6:00 m. 

(19 ft. 8 in. alongside). 
TANKER BERTHS: Single buoy mooring located in position 
33° 44’ 01” iNorth, 7° 23’ 02” West in depth of water 70 ft. Diameter of 
swinging area: 850 metres. The buoy is marked by a white light 
flashing once every three seconds, also equipped with radar reflec- 
tor and fog horn, which sounds once every twenty seconds. 

Vessels may be berthed by day or night. Mooring is affected by 
two floating nylon ropes, each 40 metres long, made fast to the fore 
end of the vessel. 

The buoy is connected to a floating crude oil line, 20 in. diameter, 
with two flexible hoses of 16 in. diameter. One flexible hose of 8 in. 
diameter is available for discharging refined products. There are no 
facilities for discharge of slops or dirty ballast. 

There is also a conventional buoy berth, in depth of 50 ft. Diameter 
of discharge lines 14 in. No slop discharge facilities. 

Smaller tankers may also berth at harbour quay No. 1. 
STEVEDORES: The loading and discharging capacity of general 
cargo or timber is 300 tons per day. Gangs are arranged by the 
stevedore according to the cargo plan given by the consignee to the 
harbour authorities. 

MEDICAL: There is the hospital in Mohammedia, and other 
hospitals and clinics in Casablanca (16 miles away). Vaccinations 
can be arranged. 

DENSITY: 1025. 

FRESH WATER: Water can be supplied at any time alongside the 
quays at the rate of 15 tons per hour. There is no fresh-water supply 
to the offshore tanker terminals. 

FUEL: Available from Casablanca at 48 hours notice. 

FIRE PRECAUTIONS: All tankers are confined by gates and 
watched over by special firemen. 

GANGWAY/DECK WATCHMEN: Services of watchmen are 
recommended. 

OPENING/CLOSING HATCHES: This work is normally carried 
out by crew. When carried out by stevedores the cost is charged. 
IDENTIFICATION CARDS: Passport required and police permit 
for leaving the harbour. 

CONSULS: There is no consul in Mohammedia. All are in 
Casablanca. 

AIRPORT: The nearest airport for international flights is Nouas- 
seur. Casablanca Airport operates internal flights only. 

TIME: GMT in Winter. GMT plus one hour in Summer. 
HOLIDAYS: 1st January; 1st May; 3rd March; 18th November; and 
any other religious holidays which are not at regular dates. Only on 
two days (1st January and 1st May) no cargo work can be arranged. 
POLICE/AMBULANCE/FIRE: Police, 21.51; Ambulance/Fire, 15. 
SHORE LEAVE: Allowed. 

DEVELOPMENTS: A new refinery is to be built at Mohammedia 
and is due to start production in 1976. 

AUTHORITY: RAPC, Port de Mohammedia, Maroc. Tel. 23.32 at 
Mohammedia. 


AGENT: Marbar S.A., BP 169, 81 Ave. Houmane, Elfatouaki, 
Casablanca. Tel. 2607-21. Telex: 21 011, 21 012. Cables: “Barimer 
Casablanca”. 
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SAFI: 32.19 N. 09.12 W. 


DOCUMENTS: Clearance procedure is very simple. 3 Crew Lists, 
1 Personal Effects List, 3 Passenger Lists and 1 Stores List only 
are required. Other documents are presented on berthing. 
PILOTAGE: Arranged by vessel’s Agent, to whom a correct ETA 
should be given. There is VHF radio contact with the pilot station 
and Harbour Master's office. The pilot boat is located inside the 
harbour and the Pilot boards in the anchorage. Pilot ladder only is 
required. 

ANCHORAGE: Recommended anchorage is S.W. of harbour 
entrance. Safe holding ground for 25,000 dwt. vessels. Vessels 
should keep port entrance clear. 

MAX. SIZE: Vessels with a draft of more than 28 ft. and up toa 
maximum of 30 ft. enter and sail at high water. 

HEALTH: Health Officer boards shortly after berthing but Agent 
must be advised before arrival if suspected disease or fever on board, 
Health clearance in one Moroccan port holds good for the next. 
RADIO: Casablanca Radio for normal traffic or Safi Radio for local 
R/T traffic. Harbour Radio VHF channel 16. 

TUGS: Tugs stand by vessel inside breakwater and, usually, ship's 
lines are used. 

BERTHING: Vessels berth in order of arrival. Port used for 
export of manganese and barytes. No night entry after 1900. 
STEVEDORES: Gangs are arranged by vessel's Agent. Night work 
is possible from 1800 to 2200 hrs. and, very exceptionally, until 
2400 hrs. 

MEDICAL: Advanced notice of required medical attendance is 
advisable but not essential. Modern hospital and clinic are available. 
Smallpox vaccination only is necessary except when vessels have 
called at cholera and yellow fever ports. 

TANKERS: Only small tankers use this port. White products and 
gas oil imported; no export. Ammoniac tanker berth maximum draft 
high water 30 ft. 

DENSITY: Density varies between 1024 and 1026. 

FRESH WATER: Availability not limited, by hoses from quay. 
FUEL: Limited supplies gas oil; diesel available but must be 
stemmed. Fuel oil and large quantities diesel, gas oil can be delivered 
by tanking lorry from Casablanca. 

GANGWAY/DECK WATCHMEN: Watchmen necessary. One 
watchman day and night. 

OPENING/CLOSING HATCHES: Normally done by crew but can 
be arranged by stevedores with advance notice. 

CUSTOMS ALLOWANCES: 200 cigarettes, and one open bottle 
of spirits allowed each man. Bond is sealed and heavy fines are 
imposed by Customs for smuggling. 

IDENTIFICATION CARDS: These are needed. 


CONSULS: 

Denmark, Tel. 30.39 Portugal, Tel. 23.58 
Finland » 31,40 San Salvador, ,, 28.76 
France, Pat's ed Sweden, » 29.06 


REPAIRS: Major repairs not possible; small workshops only for 
repairing fishing boats. 

REPATRIATION: Repatriation by air or sea through Casablanca, 
150 miles away. 

AIRPORT: Nearest at Novasseur, served by principal European 
airlines. 

TIME: Local time is GMT in Winter and GMT plus one hour in 
Summer. 

HOLIDAYS: On the following holidays no work is possible: 1st 
January (New Year's Day); 3rd March (Coronation Day); 1st May 
(Labour Day); 18th November (Independence Day). Other Moslem 
and Christian holidays are subject to last minute decisions as far as 
tariff is concerned, but work can be arranged. 

TELEPHONES: No telephones can be placed on board. Public 
telephone available on the quay during working hours only. 
GENERAL: Masters are strongly advised to take local currency 
from their Agent. Landing of foreign currency encourages black 
market transactions and incurs confiscation and heavy fines as well 
as delays by the Customs authorities. 

SHORE LEAVE: Police permits are required by Liberty men and 
are delivered by Immigration Authorities. 

AUTHORITY: Capitainerie de Port, Safi. Tel. 27 33 and 27 42. 


AGENT: Marbar S.A. Branch Office of Marbar, Casablanca. 


TANGIER: 35.47 N. 05.48 W. (See Plan) 


PORT LIMITS: Vessels considered to be an “arrived ship” 
subject to Charter Party terms, on passing the line joining Pointe 
de Malabata, 35° 48’ 53” N. 05° 45’ 00" W. and the mouth of I'OQued 
el Youd, 35° 47’ 26” N. 05° 50’ 00” W. 
DOCUMENTS: Required on arrival: 

Health Declaration. 

2 Crew Lists. 

7 Cargo Manifests. 

5 Lists of Passengers Disembarking. 

4 Lists of Passengers in Transit. 
Required on departure: 

5 Cargo Manifests. 

5 Manifests of Passengers Embarking. 
PILOTAGE: Pilotage is compulsory for ships of more than 50 grt 
for entering, leaving and shifting in harbour. Vessels arriving during 
the night must anchor outside the port, and are boarded by the Pilot 
after 0600 hours the following morning. 
ANCHORAGE: There are good anchorages to the East and South- 
east of the breakwater head in depths of 10-16 m. 
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RESTRICTIONS: The harbour area between the breakwat, 
the extremity of the main pier has a depth of 9 m. minimum. M 
height of tide is 2-40 m., minimum height is 0-10 m. West to 
west winds from October to May. North-east to Easterly winds) 
May to October, often very strong (the Levante). 

TUGS: The port owns three tugs, 500, 375 and 250 h.p. respeck 
Two of these tugs are equipped with fire-fighting equipment 
BERTHING: The port is protected by a breakwater 1,300 m, 
on which is a tanker terminal dredged to 9 m. depth, 290 m, o 
dredged to 9 m., 160 m. of quay dredged to 8-50 m. and 100» 
quay dredged to 5 m. These last two berths, which are regs, 
the first for large car ferries and the second for the Gibraltar Fx, 
and are equipped with special ramps for disembarking vehicly 

In the South of the dock enclosed by the breakwater is a pe 
which are two berths, one of 330 m. length dredged to 9 m, 
130 m. length and with 6 m. depth over 200 m. length. The other, 
is dredged to 4 m. depth over 100 m. length and to 3:50 m, 4 
over 100 m. length. 

In the Western part of the harbour there is a jetty of 100 m. |» 
with berths on both sides each having depths of 6:50 m. This) 
is used by passenger ferries and is equipped to serve vessel, 
charging vehicles at the stern. 

The port also includes a small jetty called the Yacht Jetty, 
depths varying from 2 m. at its foot to 3:50 m. at the jetty head: 
small harbour inside the jetty includes the quays of the fishingy 
the Yacht Club and barge berths. 

FRESH WATER: Replenishment of fresh water can be made: 
times alongside the quays at the rate of 30 tons per hour. 
FUEL: There are nc refuelling installations at the quays. Onl; 
small quantities can be supplied by tanker lorries belonging 
oil companies. 

STEVEDORES: Normal working hours are from 0800-1200 ands 
1400-1800 hours. Ships may be loaded and discharged outsides 
hours on payment of overtime. Usual loading and dischargings 
are as follows: 15-18 tons per hour goods in sacks; 12-15 tons 
hour for bales; 10 tons per hour for general cargo; 7-8 tons per} 
for cork. 

REPAIRS: There are no facilities for repairs in the port. 
AUTHORITY: Regie d'Aconage du Port de Tanger, 6 Ry 
Portugal, BP 305, Tanger. Tel. 32400 and 37728 and 37681 and® 


AGENT: Lasry Maroc (Tangier), 4 rue de la Mediterrannée, Tay 
Telex: 33064. Tel. 335-75 - 325-76. Cables: “Jolasry”. 


Mozambique 


BEIRA: 19.46 S. 34.50 E. (See Plan) 


PORT LIMITS: Vessels are considered to be “arrived s§ 
when they enter the pilotage area, i.e. when they enter to wit 
radius of 5 miles from the pilot boat. The custom of the portis! 
vessels are in “free pratique” only when they have entered port 
have been cleared by the Immigration Authorities. Immigration 
only clear vessels in port. 

DOCUMENTS: 

Customs Clearance from last port and Port Clearance if last) 

was Portuguese. 

Health Certificate. 

6 Crew Lists. 

6 Lists Passengers in Transit. 

7 Lists Passengers Disembarking. 

2 Stores Lists. 

2 Lists Deck Stores. 

2 Lists Cargo in Transit (main items of cargo only). 

6 copies of Manifest of Beira Cargo. 

PILOTAGE: Is compulsory for all ships other than naval vei 
and Portuguese coasters. Ship's name, ETA and draft shoul 
radioed via Beira Radio, call sign CRS, 24 hours in advance tof 
Captain Beira and owner's Agent. 

The pilot boat - black hull, grey upperworks, black funnel ® 
white “P" — is stationed 19° 52’ 47” S., 34° 57’ 21” E. Pilot boat! 
sign CRL H - W/T: listens on 500 kc/s., replies on 480 kc/s. -? 
listens on 2,182 kc/s., replies on 2,341 kc/s. - VHF: frequency # 
Mc/s. (Channel 12). 

Unless instructed to the contrary by the pilot boat, vessels We 
draft under 25 ft. anchor by 'P"” buoy, 19° 52’ 47-3” S., 34° 57’ 2t7 
and vessels with draft over 25 ft. anchor between “P" and “A” b# 
19° 56’ 20:1" S., 35° 02° 44” E. 

In bad weather pilot boat may leave above position and enter# 
In such cases vessels should anchor as indicated above, wee 
permitting. 

ANCHORAGES: At bar, "'P" and “A” buoys as indicated a? 
There is anchorage for 4-6 ships, depending on size, in inner 

off Cabedelo sand-pit. 

RESTRICTIONS: Ships with draft 18 ft. and under can ent 
any time. Ships with draft over 18 ft. generally enter two hours &® 
side of high water. 1 
MAX. SIZE: Maximum permissible length about 800 ft. Max® 
permissible drafts between 35-37 ft. at springs, about 30 ft. at 
tides. 

HEALTH: Vessel to radio ‘“Sanidade Maritima”, Beira, their & 
and “All Well" (or otherwise) even when coming from 4 
Portuguese port. If “All Well", Health Certificate given by Pildt 
RADIO: Vessels to route messages through Beira Radio - 


= 2... oa oS 


adio ships through same station. Naval Radio Station - 
CRS. AGO - available for distress signals. 
call mf Join incoming vessels at inner anchorage, about 1 mile 
distant from quays. Ship's lines used. Four tugs available, up to 
320 THING: No night berthing done unless with prior consent of 
- pilot, otherwise no specific requirements. j 
do Pungue: length, 1,679 m.; depth, max. 17 m., min. 10 m. 
Calsfepths alongside wharf, berth nos. 1, 2 and 3, 27 ft. 


+ SIG andr? = 204k: 
vf » 4and8  26ft. 
A a 29 ft. 
4, ee 28 ft. 

ie TO 30 ft 


Chiveve Cais: length, 446 m.; depth, max. 10 m., min. 3 m. 
cARGO-HANDLING FACILITIES: There is a mechanical ore 
jiance used mainly for minerals like chrome, etc. This appliance 
sage average loading rate of 400 tons per hour. It is equipped with 
only one spout. : ; 
Mobile Cranes: 25 cranes with capacity 1-10 tons. ‘ 
Electric Cranes: 52 cranes at Pungoe Wharf with capacity 3-20 


7 Cranes: 19 cranes at Chiveve Wharf with capacity 3-20 


re olasses : Two storage tanks, capacity 18,000 tons and 8,000 tons. 
STEVEDORES: Ordered by Agent. Vessels should advise Agent 
their ETA at least 12 hours in advance (weekdays), 24 hours in 
advance (week-ends). ’ , i ‘ 
MEDICAL: No advance notice required for medical attention, 
yoless urgent assistance necessary. Hospital facilities available. 
Crew members and passengers should be in possession of valid 
smallpox and yellow fever certificates (cholera certificate too if from 
cholera area) on international forms. Vaccination/fever inoculations 
and certificates may be obtained ashore if required. 
TANKERS: Discharge lines white and black oils, 2 10-in. lines 
feeding into 12 and 14-in. lines leading to storage tanks. Also a 
%-in. discharge line for crude oil. No slop discharge facilities. Two 
tanker berths, maximum permitted drafts about 32 ft. 
DENSITY: In harbour area allow 3 to 4 in. 
FRESH WATER: Available at all berths, pumping rate about 50 
tons per hour. Also available from water barge. 
FUEL: Fuel oil 1,000’ viscosity, marine diesel 43-1’, diesel 34-1’. 
3-4 days advance notice required. Bunkers delivered when alongside, 
no bunkering barge available. 
GANGWAY/DECK WATCHMEN: Compulsory to employ watch- 
men to prevent pilferage. 
OPENING/CLOSING HATCHES: Can be done by either crew or 
stevedores. Often done by crew. 
SHIP CERTIFICATES: Tonnage Certificate to be produced to 
Pilot, as certain port dues are based on vessel's registered tonnage. 
CARGO GEAR: All gear supplied by stevedores except rope slings, 
rain tents, and spreaders for heavy lifts. 
IDENTIFICATION CARDS: Required. Passport if possible, 
otherwise Seamen's Book. 
CONSULS: British (Tel. 22032), Belgium (23284), France (24074), 
Greece (23898), Holland (23174), Italy (22197), Malawi (24312), Norway 
and Denmark (22091), Panama (271519), Rhodesia (24227), Swiss 
(23137), South Africa (271251). 
REPAIRS: Most types of deck and engine repairs are possible, but 
major repair jobs are not undertaken. 
DRY DOCKS: One dry dock 115 x 17 x 85 metres, suitable for ships 
up to 5,000 tons. 
REPATRIATION: Facilities exist for nationals of those countries 
maintaining diplomatic relations with Portugal. A valid passport is 
necessary as immigration authorities do not recognise a Seamen's 
Book as being a valid travel document. 
AIRPORT: Beira Airport situated 7 miles from sea port. Regular 
flights to all destinations. 
TIME: Local time 2 hours ahead of GMT. No alterations made to 
clocks during year. 
HOLIDAYS: New Year's Day (1st January); National Day of 
Portugal (10th June); Corpus Christi (variable date); Assumption 
(15th August); Beira City Holiday (20th August); Republic Day 
(th October); All Saints’ Day (1st November); Restoration of 
Republic (1st December); Immaculate Conception (8th December); 
Christmas Day (25th December). No cargo work on 1st January and 
a December; on other holidays work continues normally in the 
POLICE AMBULANCE/FIRE: Port Police (Tel. 22920); Ambulance 
(22442); Fire (22922), 
TELEPHONES: Can be placed on board. These telephones must 
ent be used for local calls, not trunk calls. 
; ENERAL: Beira port works 24 hours per day, 7 days a week (except 
seeuuary and 25th December) and overtime working is compulsory. 
ERVICES : Services available for tank cleaning, compass adjusting, 
minor repairs to radar and radio. 
a LEAVE: Crew members are allowed ashore, excepting 
inet countries not maintaining diplomatic relations 
PaLAYS: Generally no delays, but sometimes 24-48 hours delay 
Wing rain or bunching of arrivals. 


nt: Allen, Wack & Shepherd, Lda., PO Boxes 270, 280 and 
“All eira, Mozambique. Tel. 22091 (5 lines). Cables ‘“‘Thaine"’ or 
enwack". Telex: 7332 Thain Mo. 
Ss pe Steamship Agents, Clearing and Forwarding Agents, 
Yel Agents, Bonded Warehousemen. Insurance Agents. 


MOZAMBIQUE 
LOURENCO MARQUES: 25.59 S. 32.36 E. 


DOCUMENTS: 

6 Crew Lists. 

1 Stores List. 

6 Passenger Lists. 

Last Port Customs and Port Clearance. 

+ List of Ports of Call. 

1 Health Declaration (given by Pilots on arrival). 

1 Entrance Report (given by Pilot on arrival). 

1 Customs Entrance (given by Agent on arrival). 

1 Railway Statistics Form (given by Agent on arrival). 
PILOTAGE: Compulsory. Channels in 24-hour use, but sailing 
after 2400 only by special arrangement with Immigration. Berthing 
only during day-light. Pilot station about 26 miles from Lourenco 
ger be wharf if South entrance used; 55 miles if North entrance 
used. 

Pilot granted only if 16 hours’ notice of ETA given. 

On arrival vessels can contact Pilot on VHF Channel 16 (working 
on Channel 12). 

The pilot ladder is used together with the accommodation ladder 
in order that the Pilot has a climb of 9 ft. on the pilot ladder. 
IMMIGRATION CLEARANCE: Inwards: 0600-1800 only inside 
harbour proper. Outwards: 0600-2400 except in special circum- 
stances. 

N.B. Vessels at the pilot station cannot obtain pratique because 

this includes Immigration clearance and can therefore be considered 
as not having arrived or not being in all respects ready to load. 
ANCHORAGE: Inside harbour: One each for vessels drawing 
33, 31, 27 and 26 ft. respectively. Six for vessels between 17 and 19 ft. 
Vessels delayed in berthing are brought in from pilot station at port's 
convenience. 
RESTRICTIONS: Berthing during day-light only. Unberthing 
0600 hrs. to 2400 hrs. with exceptions of Matola piers where ships 
can only unberth during day-light. Ships over 650 ft. may not pass 
through dredged channels at night. Ships up to 23 ft. may sail at any 
time, any tide up till midnight. Thereafter arrangements to be made 
with the Pilot Department for ETD. 


MAX. SIZE: 
General Cargo Wharf Length 750 ft. Draft 34 ft.-37 ft.* 
Matola Oil Pier NY TBO ft. » 32 ft. Gin. 
Matola Ore Appliance » 820 ft. » 34 ft.-37 ft.* 


* Maximum drafts published by Port Authorities. Approximately 34 
ft. to 37 ft. depending on tide. 

HEALTH: Pratique granted by Pilot unless disease prevalent on 
board when Masters should telegraph ““Saude"’ Lourenco Marques. 
RADIO: Advice of arrival 16 hours before to the Port Captain or 
Chief Pilot and Port Health should be sent through the station 
CRX (Naval), operating 24 hours on 500 kc/s., replying on 437 kc/s., 
also 2000 to 0500 hours GMT on 8356 to 8376 kc/s. (replying 3642 
kc/s.) and 0800 to 2000 GMT on 12534 and 12564 kc/s. (replying 
1299 kc/s.). All other non-official messages through station CRL, 
operating 0200-1800 GMT on 6 Mc/s. at even hours, 0400 to 1800 GMT 
on 4 Mc/s. at even hours plus 30 minutes (answering on 4259 kc/s.). 
Continues watch 0200-0400 GMT on 4 Mc/s. Radio telephone through 
CRL on 2132 kc/s. at even hours plus 45 minutes 0600-1700 GMT 
answering on 4415 kc/s. 

VHF: Pilot boat (Inhaca Station) and port radio operate on Channel 
16 (calling) and Channel 12 (working) from 0530 to 1830 hours. 
TUGS: Four tugs available, 3,200 hp, 3,200 hp, 1,500 hp and 1,200 hp. 
BERTHING: Carried out at all times except between 0000-0600 at 
the Main wharves. At Matola Ore berth vessels must berth only at 
permissible times according to tides. 

Main Wharf: All facilities owned and operated by Caminhos de 
Ferro de Mocambique (CFM), belonging to the Portuguese Govern- 
ment, except stevedoring. 

Dimensions: Wharf is in one uninterrupted line running roughly 
N.E./S.W., accommodating 12-15 vessels. Length: 3,033 metres. 

For loading or discharging bulk grain there are two Buhler 
machines ata berth with 33 ft. depth of water LWOST. About 120 tons 
per hour. A recent vessel averaged 2,900 tons per day. For loading 
bulk sugar, there is a spout installation at the last berth on the wharf 
40 ft. LWOST. Theoretical rate 750 tons per hour. Recent example 
12,400 tons in 29 hours. For coal there is a fixed mechanical installa- 
tion with adjustable chute and capstans for warping ships. Depth 
about 24 ft. LWOST. Maximum height of chute above wharf 6-20 
metres minimum 3-80 metres, maximum length of vessel 600 ft. 
Theoretical rate 800 tons per hour, actual average 300 tons depending 
on trimming required. Maximum permissible draft 28 ft. 


Depths alongside: 


Berth A 30 ft. 
» B 32 ft. 
are Ce 30 ft. 
pe 31 ft. 
oe 31 ft. 

Coal Tip 33 ft. 

Berth Frigo 30 ft. 

G 33 ft. 


eer. 33 ft. 
Wharf extension 40 ft. 

Coal Mechanical Installation: depth about 33 ft. LWOST. Maximum 
height of chute above wharf 7:80 metres, minimum 4.80 metres; 
maximum permissible draft 33 ft. 

LPG Carriers: berth at Matola Ore Berth. 

CRANES: Electric cranes: 70 units with capacity 3 to 80 tons. 
Mobile cranes: 43 units with capacity 2 to 12 tons. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


STORAGE CAPACITIES: 
Ore and Coal dumps: Gorjao Wharf. 


tons 
Coal 96,000 
Ores 600,000 
Copper 40,000 
Vermiculite 4,000 
Steel, Beams and Billets 46,000 
Vanadium 7,000 


Oil: Storage capacity 200,000 tons. 

Molasses : Four tanks, capacities 6,000, 9,000, 11,000 and 7,000 tons. 

Fruit: 7,500 tons (1-133 cu. m./ton) in 100 chambers. 

Fish: 200 tons. 

Ore: Matola. Capacity 1-3 million tons. Loading speed for iron ore 
3,000 tph and chrome ore 2,400 tph. 

Sugar: Storage capacity 80,000 tons. Loading speed 750 tph. 
Unloading speed 320 tph. See also “Berthing”. 

Containers: Terminal under construction. 
TANKERS: Matola Mineral Wharf, 40 ft. LWOST, maximum length 
of vessel 820 ft. Matola Oil Jetty, 32 ft.6 in. LWOST, maximum length 
of vessel 750 ft. 
FRESH WATER: Available at all berths, Not available ex-barge. 
FUEL: Vessels can be supplied from pipe-lines whilst working at all 
berths, including the Matola Appliance and Tanker Jetty, but exclud- 
ing the new wharf extension, where pipes have been laid but the 
system is not yet ready for delivering bunkers. The rate of delivery 
varies between 300 to 500 tons per hour depending on the type of 
vessel taking bunkers. At present, supplies of gas oil and marine 
diesel oil are not in very plentiful supply, recommended to stem as 
far in advance as possible. 
MEDICAL: No advance notice required for medical attention, 
unless urgent assistance necessary. Hospital facilities available. 
Crew members and passengers should be in possession of valid 
smallpox and yellow fever certificates (cholera certificate too if 
cholera area) on international forms. Vaccination/fever inoculations 
and certificates may be obtained ashore if required. Men for sick 
parade must first go through the port doctor whose hours are 
week-days 0800-1130 and 1400-1730; Saturdays 1000-1130, but 
always available on an emergency call. 
REPAIRS: No dry dock except for small coasters. Facilities for 
most normal work, except underwater riveting, cutting and welding, 
and shaft balancing. 
DEVELOPMENTS: Administration are considering the construc- 
tion of a deep-sea port on the coast between Inhaca Island and the 
Natal border. This port will be mainly used by coal and iron-ore 
carriers and have a capacity of approximately 6 million tons per 
annum. Should this project materialise, the port will be operational 


by 1978. 

CONSULS: 
U.S.A. Sweden Rhodesia 
U.K. Switzerland Brazil 
France Italy Germany 


Norway South Africa Spain 
IDENTIFICATION CARDS: Crew and passengers are issued 
with Immigration Boarding Permits and they must be carried at all 
times. (Such permits to be returned to Immigration Officer prior to 
sailing.) 

WATCHMEN: Strongly recommend employing services of a local 
watchman, who will also control visitors and labour passes. 
OPENING/CLOSING HATCHES: Can be done by either crew or 
stevedores. Often done by crew. 

CERTIFICATES: Tonnage Certificate to be produced to Pilot, as 
certain port dues are based on vessel's registered tonnage. 
REPATRIATION: Facilities exist for nationals of those countries 
maintaining diplomatic relations with Portugal. A valid passport is 
necessary as immigration authorities do not recognise a Seaman's 
Book as being a valid travel document. 

AIRPORT: About 5 miles from centre of town. 

CUSTOMS ALLOWANCES: Bonded stores are usually not 
sealed. 

HOLIDAYS: New Year's Day (ist January); National Day of 
Portugal (10th June); Corpus Christi (variable date); City Day (24th 
duly); Assumption (15th August); Republic Day (5th October); All 
Saints’ Day (1st November); Restoration of Independence (ist 
December); Immaculate Conception (8th December); Christmas Day 
(25th December). Ne cargo work on 1st January and 25th December, 
on other holidays, work continues normally in the port. 

TIME: Local time 2 hours ahead of GMT. No alterations made to 
clocks during the year. 

SHORE LEAVE: Crew members are allowed ashore, excepting 
nationals of those countries not maintaining diplomatic relations 
with Portugal. 

TELEPHONES: A telephone will be placed on board the vessel. 
GENERAL: Crew and passengers not to take photographs in the 
dock area. Permission through Agent required to lower any boats or 
gear overside into the water or on to the wharf. 

Do not immobilize main engines or carry out engine trials at the 
wharf until permission has been obtained by the Agent as the 
Authorities require vessels to maintain sufficient steam for main 
engines to be used at 2 hours notice. 

Customs guards to be supplied with meals and accommodation 
whilst at inner anchorage and alongside the LM wharf otherwise 
cost per guard will have to be paid by Agent on Owner's behalf. 
AUTHORITY: Capitania do Porto de Lourenco Marques. 


AGENTS: Rennies' Consolidated (LM) Lda., Avenida 18 de Mayo 36, 
POB 351 or 292. Tel. 3021. Cables: “Reniform Lourenco Marques". 
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MOZAMBIQUE: 14.58 S. 40.45 E. 


DOCUMENTS: 

Customs Clearance from last port. 

Port Clearance if last port was Portuguese. 

Health Certificate. 

6 Crew Lists. 

6 Passenger Lists in Transit. 

7 Passenger Lists Disembarking. 

2 Stores Lists. 

2 Lists Deck Stores. 

2 Lists Cargo in Transit (main items of cargo only), 

6 copies of Manifest of Mozambique Cargo. 
PILOTAGE: One Pilot available, 24 hours. Pilot boat is black, 
grey, with two flags on the mast (Portuguese flag and a blue} 
with a white “P"'), and at night, with conventional lights. Shipsy 
Pilot near buoy No, 2 (Red Buoy) placed off Goa Island. At 
ships should send Morse signals with Aldis lamp to the Midd 
Mozambique Island (location of Port Office). ETA should bes 
as soon as possible to Pilot station off Mozambique Island an 
to ship's Agent. 
ANCHORAGES: When waiting for Pilot, or in reason of§ 
draft (more than 30 ft.) ships may drop anchor off red buoy 
(4 mile seawards). Depths between 60 and 90 ft. Bottom withy 
and some broken coral; current from North to South, somels 
up to 4 knots. 
MAX. SIZE: Only ships with drafts less than 30 ft. can cross) 
bar and enter the Port. 
HEALTH: Quarantine flag should be flown, even after Calling 
other ports in this country. Health Certificate given by Pilot, 
RADIO: Radio Mozambique call sign CRQ. Also available Louw 
Marques or Beira Radio Stations. 
TUGS: Tugs are not necessary in this port. 
BERTHING: No quay berths. Vessels work cargo at anchor, 
STEVEDORES: All requirements on this purpose must beg 
to the Agent. 
MEDICAL: Medical assistance can be given at any time,» 
to vessels unable to cross the bar because of draft. Hospitals 
adequate facilities, and emergency services available. 
FRESH WATER: Always available in any quantity. Suppliei 
barge of 40 tons capacity. 
FUEL: Small quantities available. 
OPENING/CLOSING HATCHES: By stevedores. 
CARGO GEAR: Vessels anchor in bay and load and dischy 
by lighters and barges. 
IDENTIFICATION CARDS: Required. 
CONSULS: No local representatives. 
REPAIRS: Light repairs can be effected. 
REPATRIATION: All facilities available. 
AIRPORT: Situated about 7 km. from Mozambique. Connects 
to Beira and Lourenco Marques every day. 
HOLIDAYS: ist January; 2nd March; 1st and 10th June; # 
August; 5th October; 1st November; 1st December; 8th Decent 
25th December. Cargo handling can be arranged on these days 
POLICE/AMBULANCE/FIRE: Maritime Police, Customs ¢ 
Agents will always be on board during stay. 
TELEPHONES: No telephones, but walkie-talkies are avail 
arrange with Agent. 
AUTHORITY: Capitania do Porto de Mocambique. Tel. 22 ani! 
Cables ‘‘Capitaniamar Mocambique”. 


AGENT: Companhia Comercial Joao Ferreira dos Santos, SA 
Caixa Postal No. 1, Mocambique. Cables “Jorreirantos Mocat 
que”. 


NACALA: 14.32 S. 40.37 E. 


PORT LIMITS: The line joining II|ha Gomen to Cabo Columult 
Light at the entrance of Bay of Fernao Veloso. 
DOCUMENTS: 

Customs Clearance from last port. 

Port Clearance if last port was Portuguese. 

Health Certificate. 

6 Crew Lists. 

6 Lists Passengers in Transit. 

7 Lists Passengers Disembarking. 

2 Stores Lists. 

2 Lists Deck Stores. 

2 Lists Cargo in Transit (main items of cargo only) 

6 copies of Manifests of Nacala Cargo. 

2 Lists of Dangerous Cargo. 
PILOTAGE: Permanent and compulsory for entering har@ 
Pilot boat situated at harbour entrance. 
ANCHORAGE: Fine natural harbour. Entrance half a mile 
depths up to 60 metres. Good anchorage for any size vessel. 
and mud bottom. : 
MAX. SIZE: For anchoring, no restrictions. For berthing, # 
31 ft. draft. 
RADIO: Radio Naval Nacala operates permanently on 2182 ke 
HEALTH: Vessels to radio ‘‘Senidade Maritima’’, their ETA 
“All Well" (or otherwise) even when coming from another 
guese port. If “All Well", Health Certificate given by Pilot. 
TUGS: None available and not required. 


BERTHING : Length Depth 
sa io $0 
harf 312 4 
“ey m ig 111 7-50 
Wooden Jetty 70 4:50 


“Developments”. 
CRANES: 12 Electric cranes with capacity 1 to 20 tons. 1 Floating 


ne with capacity of 25 tons. 16 Mobile cranes with capacity 2 to 7 
cra 


CTEVEDORES: Working hours 0700 to 1100, 1300 to 1700, 1900 to 
po Two local stevedoring firms. 
FRESH WATER: Available from hydrants on the quay. 
FUEL: Available from connections on the quay. ; : 
DICAL: No advance notice required for medical attention, 
- urgent assistance necessary. Hospital facilities available. 
er annere and passengers should be in possession of valid 
wal ox and yellow-fever certificates (cholera certificate too if from 
pro area) on international forms. Vaccination/fever inoculations 
od certificates may be obtained ashore if required. 
GANGWAY/DECK WATCHMEN: Recommended to employ 
watchmen to prevent pilferage, but not compulsory. : 
OPENING/CLOSING HATCHES: Can be done by either crew or 
stevedores. Often done by crew. — : 
CERTIFICATES: Tonnage Certificate to be produced to Pilot, as 
certain port dues are based on vessel's registered tonnage. : 
REPATRIATION: Facilities exist for nationals of those countries 
maintaining diplomatic relations with Portugal. A valid passport is 
necessary as immigration authorities do not recognise a Seaman's 
Book as being a valid travel document. : 
TIME: Local time 2 hours ahead of GMT. No alterations made to 
ing year. 
SNORE LEAVE: Crew members are allowed ashore, excepting 
nationals of those countries not maintaining diplomatic relations 
with Portugal. ; 
HOLIDAYS: New Year's Day (1st January) ; National Day of Portugal 
(0th June); Corpus Christi (variable date); Assumption (15th 
August); Nacala City Holiday (16th September); Republic Day (5th 
October); All Saints’ Day (ist November); Restoration of Republic 
(ist December); Immaculate Conception (8th December); Christmas 
Day (25th December). No cargo work on 1st January and 25th Decem- 
ber; on other holidays work continues normally in the port. 
DEVELOPMENTS: Pier under construction, length 195 m., depth 
8 m., ready 1974. One other pier under construction, length 408 m., 
depth 15 m. ready early 1975. 
AUTHORITY : Capitao do Porto de Nacala. 


AGENT: Companhia Transitaria Joao Ferreira dos Santos POB 45 
Nacala. Cables: ''Transan-Nacala”. 


PORTO AMELIA: 13.00 S. 40.28 E. 


DOCUMENTS: 
6 Crew Lists. 
6 Lists of Passengers Disembarking. 
6 Lists of Passengers in Transit. 
1 Master's Declaration. 
1 Stores and Provisions List. 
1 Health Declaration. 
5 Sets Cargo Manifests. 
2 Sets non-negotiable Bills of Lading. 
Clearance Documents from last port. 
PILOTAGE: It is necessary to order by radio request to Agent 14 
hours before arrival. 
ANCHORAGE: Vessels may anchor South of the dock about 
e paces off. Other suitable anchorages will be indicated by the 
ot, 
RESTRICTIONS : Vessels may enter with Pilot at any hour day 
or night. 
MAX. SIZE: Draft up to 27 ft. 6 in. for berthing. 
HEALTH: In case of contagious disease on board, the port Health 
Authorities must be advised in advance. 
RADIO: Send messages through Beira Radio. 
TUGS : None available. 
BERTHING: One berth, length 182 metres, depth alongside 28 ft. 
STEVEDORES: In ETA message to Agent, indicate number of 
docke required and advise quantity and description of cargo for 
rge. 
MEDICAL: In case of urgency advise Agent by radio before arrival. 
Hospital facilities available. Vaccinations can be performed. 
FRESH WATER: Available. 
FUEL: Available, 
GANGWAY/DECK WATCHMEN: Not necessary as there is a 
permanent guard on board. 
CURNING CLOSING HATCHES: Performed by stevedores. 
en ALLOWANCES: Bond is not sealed and no restric- 


IDENTIFICATION CARDS: Requi i 
: Required by police. 
CONSULS: Only Germany is represented locally. 


REPAIRS : Facilities available 
ARATRIATION : Can be arranged. 
ORT: Situated 7 km. away. Flights to Beira and Lourenco 
arques daily, 
HouReN plus 2 hours. No alterations during the year. 
ph eh ee: No work performed from 1700 Christmas Eve until 0600 
unti @cember; no work performed from 1700 New Year's Eve 
0600 on 2nd January. Work may be arranged on the following 
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NAURU ISLAND 


holidays: 10th June, 15th August, 5th October, 1st November, 1st 
December, 8th December. 

POLICE/FIRE/AMBULANCE: Police, tel. 2828; Hospital, tel. 2211. 
SHORE LEAVE: Allowed. Except for nationals of countries not 
maintaining diplomatic relations with Portugal. 

AUTHORITY: Capitao do Porto de Porto Amelia. 


AGENT: Companhia Comercial Joao Ferreira dos Santos, SARL, 
POB 13, Porto Amelia. Cables: “Jorreirantos-Porto Amella”. 


Nauru Island 


NAURU: 00.32 S. 166.56 E. 


DOCUMENTS: 

International Declaration of Health, 1 copy. 

Clearance from last port. 

Crew Lists, 2 copies. 

Passenger Lists, if any, 2 copies. 

Manifest, 1 copy. 
PILOTAGE: Pilotage is available on request without charge; 
Masters are advised to avail themselves of this service. It is neces- 
sary that Masters, through Radio Nauru, inform telegraphic address 
Nauruphos Nauru of ETA 48 hours before arrival, confirming or alter- 
ing this 12 hours before arrival. Nauruphos will reply through Radio 
Nauru on receipt of second message giving time for the vessel to 
close in to half mile West of loading plants, where pilot will board. 
In case of adverse weather or congestion, Masters will be notified 
by radio, or by VHF Channel 16, 156-8 Mc/s with range of about 40 
miles. Vessels are handled inwards in daylight only, and should fly 
flag when approaching island. A safe and clean pilot ladder should 
be provided, a good lee made for the pilot to embark. 
ANCHORAGES: No anchorages are available owing to the extreme 
depths of water. Vessels waiting normally drift off and return at 
daybreak or when instructed to do so. 
RESTRICTIONS: Tide and draft have no bearing on entry but 
it is normal not to handle vessels into berth in darkness. However, 
vessels are unmoored at all hours. 
MAX. SIZE: Vessels have been handled up to an overall length of 
630 ft. Beam should not exceed 90 ft., but there are no draft limitations. 
HEALTH: Masters of vessels approaching Nauru are required to 
send a telegram addressed to the Quarantine Officer, Nauru within 
24 hours of arrival. The telegram should state the name of last port, 
date, presence of any infectious disease. On receipt of telegram, 
the quarantine officer will send reply indicating whether or not 
pratique is granted. It is still necessary to fill out the International 
Declaration of Health and hand this to Boarding Officer after berthing. 
RADIO: Nauru Radio station, call sign C2N. Should, through 
atmospheric conditions, difficulty be found in raising Nauru, it is 
suggested that the message be passed through Sydney or any other 
convenient coastal station. Port Radio VHF, calling Channel 16, 
working Channel 12, permanent service. 
TUGS: No tugs available for berthing. 
BERTHING: Such special requirements which relate to berthing 
in the port are contained in a Letter of Advice to Ship Masters issued 
by the BPC. Shore labour normally boards the vessel with the pilot 
to assist in mooring to the buoy system. 
STEVEDORES: As stevedoring is carried out by Nauruphos, no 
separate advice is required. Loading rate of bulk phosphate is as 
high as 3,000 tons per hour. 
MEDICAL: Medical treatment can be given on short notice. Limited 
hospital facilities are available, and emergency Surgery can be 
carried out. Smallpox vaccination is required, and cholera if the 
vessel has come from an infected area. 
TANKERS: Lengths and drafts as for bulk phosphate vessels. 
Eight inch discharge line to shore storage tanks. 
DENSITY: Normal salt water all states of tide. 
FRESH WATER: Island water is imported, and water will be 
supplied only in cases of emergency. 
FUEL: Island stocks are imported for use in the phosphate industry, 
and only limited quantities of heavy fuel or diesel oil can be made 
available in cases of extreme urgency. 
WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Carried out by crew. 
SHIP CERTIFICATES: Deratisation certificate only. 
CUSTOMS ALLOWANCE: No restrictions apply. 
CARGO GEAR: Cargo gear should be up to the standard demanded 
in Australian ports. 
CREW IDENTIFICATION CARDS: Some form of identification, 
passport, discharge book, or identity card should be carried by crew 
members. 
CONSULS: An Australian Representative is resident on the Island. 
REPAIRS: The phosphate industry requires good workshop 
facilities of various kinds for maintenance of their own heavy plant 
and such workshops are kept busy at all times. Small repairs such as 
welding, brazing, lathe work, etc., can be carried out, but only when 
essential to allow the vessel to proceed on its voyage. Main engines 
cannot be immobilised whilst the vessel is moored to any section 
of the buoy system. 
REPATRIATION: Repatriation can be arranged. No facilities for 
crew changes. 
AIRPORT: Two weekly services operated by: 
0 Airways to Nauru via the Gilbert and Ellice Islands Group to 

iji. 

(2) Air Nauru to and from Australia. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Air Nauru operates a fortnightly service from the Marshall Islands 
to Nauru. 
TIME: Local time is GMT plus 114 hours. No alterations during the 


year. 
HOLIDAYS: Christmas Day, New Year's Day, and Good Friday 
are normally closed holidays. Other National holidays occur during 
the year but normally work carries on, on these days. 
POLICE/AMBULANCE/FIRE: All emergencies are handled by the 
Harbour Masters, one of whom remains aboard the vessel through- 
out the time the vessel is attached to the mooring system. 
TELEPHONES: Telephones are put aboard for the use of island 
staff working the vessel. 
SERVICES: No special services available. 
SHORE LEAVE: This may be granted at the discretion of the Master 
but should in all cases terminate at 1700. 
PORT REGULATIONS: No vessel may immobilise main engines 
whilst moored to the buoy system. Main engines should be on 
instant readiness, deck power should be available at all times, and 
the vessel must proceed to sea when instructed to do so by the 
Harbour Master. 
DELAYS: Normally no delays should be expected. Vessels could 
wait a day, or possibly two due to port congestion, but this seldom 
happens; delays can occur due to adverse weather, the duration of 
which is unpredictable. 
AUTHORITY: The Harbour Master, appointed by The Nauru 
preeehata Corporation, Nauru. Telegraphic address Nauruphos 
auru. 


Netherlands 


AMSTERDAM: 52.22 N. 4.54 E. (See Plan) 


PORT LIMITS: Notices of Readiness will only be accepted (sub- 
ject to C/P terms) if vessel has actually arrived at Amsterdam, 
which means that vessels have to enter from sea and pass the locks 
at Ijmuiden, proceeding through the North Sea Canal to Amsterdam. 
There are various buoys and quays available where vessels can be 
moored waiting for final discharging berth. 

DOCUMENTS: 

Health Certificate. Forms obtainable from sea pilot. 

Crew List in triplicate. 

2 copies of Crew Manifest for cigarettes, cigars, spirits, etc., be- 

longing to crew. 

Passenger List in triplicate. 

1 copy of Manifest. 

1 copy of Bills of Lading. 

Dangerous Cargo List. 

Ship's Register. 

1 copy Stores List. 

PILOTAGE: Pilotage is compulsory. A pilot vessel cruises at sea 
in the vicinity of Ijmuiden between the light whistle buoy and the 
moles. 

In order to avoid delays, Masters who require a Pilot must advise 
their ETA not less than 4 hours in advance to “Pilotage Ijmuiden”. 
This advice must be amended, if vessel's ETA changes more than 
2 hours from the original advice. 

The text of the message must contain: (a) the words “ETA-pilot”, 
(b) expected time arrival (group of 4 figures) in middle European time, 
(c) draft with indication of unit applied, (¢) port of destination. 

“Pilotage Ijmuiden"”’ can be informed via Scheveningen Radio or 
via VHF Channel 12. Pilotage and navigation is possible at night. 

Pilotage by Helicopter: When the pilot service by pilot cutter has 
been suspended owing to weather conditions it is possible to take 
a Pilot on board vessels by helicopter. Helicopter pilotage is carried 
out for vessels which have an obstacle free hoisting area on deck 
of min. 15 ft. in diameter. Deck plans should be provided in advance. 
Restrictions 

1. Minimum visibility 800 metres at 150 ft. above sea level. 

2. Maximum wind force 10 (55 kts). 

3. Severe turbulence and icing conditions at or below 150 ft. 
ANCHORAGE: Anchoring in Ijmuiden outer harbour, North Sea 
Canal and in harbour of Amsterdam is prohibited. 
RESTRICTIONS: Entry possible at night. Official maximum draft 
is 43 ft. (salt water). By permission of Government Harbour Master 
at Ijmuiden it is possible to enter with maximum draft 45 ft. (s.w.). 
Such permission to be applied for at least 14 days prior to arrival. 
MAX. SIZE: Vessels proceeding to Amsterdam have to pass locks 
at Iimuiden, Dimensions of Northern lock (biggest): 1,312 ft. long, 
164 ft. wide 49 ft. 2in. deep. 

RADIO: Cable Agents giving ETA draft, cash and other require- 
ments via Scheveningen Radio/PCH. 

RADAR/VHF: Harbour radar is installed at Ijmuiden. In bad visi- 
bility radar assistance will be given for incoming ships day and night. 
A radio portophone is provided by Pilot. Direct communication 
between incoming and outgoing ships and commanding post of 
locks is possible by means of VHF radio telephone, Channel 11. 
Government patrol boats are also equipped with VHF installations. 
The Radio-Radar Station (Redeplot) can also be contacted via VHF 
Channel 12 before approaching I|jmuiden. 

TUGS: Sea-going tugs available between piers at Ijmuiden assist- 
ing vessels, into locks or outer harbour. Harbour tugs available in 
locks assisting vessels to Amsterdam. The rates include use of tug 
hawser. 

BERTHING: Possible at night. If no berth available vessels may be 
moored on buoys. 
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BRIDGES: Vessels proceeding to Oil Harbour, Coen 
Viot Harbour and installations in Eastern part of port pass 
bridge over North Sea Canal at Zaandam. Notices indicating qj 
from bridge have been placed at 500 metres at either side andy 
to stop at 150 metres at West side and 225 metres at East side 
bridge closed Masters must stop their ships and must on noa, 
proceed unless signal is given that passage is allowed. Br 
opened regularly in accordance with time-table of Nether 
Railway. 
STEVEDORES: In order to enable agents to order gangs ing 
it is recommended to keep agents duly informed about ETA, Not 
to stevedores necessary. 

MEDICAL: If immediate medical assistance will be required) 
locks of Iimuiden, Agents must receive advance notice. 
BULK HANDLING FACILITIES: Grain: The Silo installatig 
IGMA at Vlothaven depth alongside 49 ft. 3 in. has main 
1,200 ft. length to accommodate two vessels up to 80,000 tons, 
Ships unloaded by four mobile pneumatic suckers, with 
400 tons per hour, and three floating elevators. Daily dischargeg 
city about 17,000 tons. 

On discharging side maximum gear height above water lineg 
On loading side maximum gear height above water line 36 ft, 

Ore, Coal, etc.: NV Overslagbedrijf Amsterdam in West hay 
quay 2,600 ft. length, max. draft about 49 ft. 3 in. 

Discharging rate of gear up to 60,000 tons per 24 hours, Low 
rate about 2,500 tons per hour. 

Max. outreach of loading and discharging gear 137 ft.; max, 
of loading discharging gear above water level 51 ft. Three highs» 
gantry cranes in use and a fourth to be constructed in 1975, 

NV Havenbedrijf Rietlanden Quay length 2,500 ft. depths 
Capacity about 8,000 tons per day. 

Phosphate: Albatross Fertiliser Works Jetty, depth along 
31 ft. Two grab cranes with daily capacity of 8,000 tons. 

Containers: Length of quay 465 metres. Roll-on/roll-off te 
140 metres, depth alongside quay 36 ft. 

The berth is equipped with 2 gantry cranes with lifting cap 
of 50 tons and one multi-purpose crane with a capacity of 30 tm 

A new roll-on/roll-off terminal will be in operation April 19% 

Minerals: Eggerding & Co. B.V. Length of quay 400 metres. dy 
alongside 33 ft. Discharge is carried out by floating cranes. 
TANKERS: Mobil: Two jetties, one for vessel of 30,000 tons; 
another for vessel of 80,000 tons. Max. draft 44 ft. 6 in. pipe-lines 
nections 10 and 12 in. 

One jetty for coast tankers or LPG tankers up to 2,500 tons, 

The receiving rate for crude oil is 4,000 cu. metres/hour.’ 
pal rate varies from 400-1,900 cu. metres/hour dependiny 
grade. 

Fresh water available from jetty. Fuel available, pipe-line! 
Facilities available for dirty ballast if vessel to load at berth. 
capacity 10,000 tons. 

Amatex: Five jetties, depth alongside 32-41 ft. Pipe-line com 
tions 4 in. and 12 in. 

Receiving rate, 400-1,200 t.p.h. depending on grade andt 
ee if any. The loading rateis about 1,000 t.p.h. dependity 
grade. 

Fresh water available by barge. Fuel available by barge orp 
line. There are no facilities for dirty ballast. 

Comos: Two jetties, depth alongside 42 ft. Pipe-line connect 
8 in. and 12 in. Four jetties available for seagoing vessels and by 
up to a max. draft 14 ft. 9 in. 

The receiving capacity is about 2,000 t.p.h. and loading rate# 
about 1,000 t.p.h. 

Fresh water available by barge. Fuel available by barge or pipe” 
There are no facilities for dirty ballast. 

Smid & Hollander: One jetty for receiving crude oil, mas. 
36 ft. 2 in. Fresh water and fuel available by barge. 

Shell; One jetty available for bunkering purposes. Max. drafti 

Pakhoed: One jetty, depth alongside 20 ft. Fresh water and! 
available by barge. 
pid Amsterdam is not a tidal port. The water is bracki# 
resh. 

FRESH WATER: Drinking and boiler water can be supplie 
barge, or if connection available, from shore. Price depends! 
quantity ordered. 

FUEL: All grades of fuel are available. Advance notice 48 hous 
FIRE PRECAUTIONS: No repair work to be carried out to ta 
without permission of Harbour Authorities. Usual non-smo 
precautions, etc. 

GANGWAY/DECK WATCHMEN: Not required. Dependet’ 
commodity of cargo. 

OPENING/CLOSING HATCHES: Liner vessels by crew® 
stevedores, payable per man per hour. Tramp vessels as per Ch 


arty. 
CERTIFICATES: 

Ship's Register. 

Usual Cargo Certificate. 

Safety Radio. 

Safety Equipment Certificate. 

Crew Roll. 

All usual certificates required for navigation. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes perm 
equivalent of tobacco or cigars. Wine and or Spirits: 5 litre of 
per man. Spirits: total 5 litre for the whole ship. 
CARGO GEAR: Usual cargo gear certificate. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Nearly all countries have established consulalt 
Amsterdam. 


| 
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S: All types of deck and engine repairs are possible in- 


REPAIR ing and tank-cleaning. 
233 CKS: NOSM: Four dry docks, largest of which length 
h 120 ft., depth 28 ft. 
we bree floating docks largest of which length 677 ft. breadth 
ADmin. lifting capacity 40,000 tons dwt. 
O het floating docks available for vessels up to 4,500 tons. 


gePATRIATION : Facilities for repatriation of crew to any destina- 


ilable. 
iene RT: Distance to Schiphol Airport (served by regular air- 


008 MT plus 1 hour. No alterations during the year. 1 
LIDAYS: New Year's Day; Easter Monday; Queen's Birthday 

ie 30th); Ascension Day; Whit Monday; Christmas Day and 

en be worked during these days subject to labour being 


mium rates. 
walice, AMBULANCE FIRE: Police 222222; Ambulance 355555; 


TELEPHONES: Telephone connections on board are only possible 
on certain quays (passenger ships). It is possible to rent portable 
SERVICES: 2 Tank cleaning installations, compass adjusting/ 
direction finder calibration, representatives of all leading radio 
installations, radar and other nautical instruments available. 

SHORE LEAVE: Crew members allowed ashore. 

DELAYS: Usually no congestion. 1b 2oat 

AUTHORITY : Dienst der Havens en Handelsinrichtingen, Haven- 
gebouw, 7, De Ruyterkade, Amsterdam. 


AGENT: Wm. H. Miller & Co. Amsterdam B.V., “Havengebouw”, 
7 De Ruyterkade, P.O. Box 182, Amsterdam. Telegrams Mineral. 
Telex 12058. Tel. (020) 6 34 56. 


DELFZIJL: 53.20 N. 6.54 E. (See Plan) 


LOCATION: On the estuary of the River Ems, opposite Emden. 
DOCUMENTS: See “Rotterdam”. 

PILOTAGE: Pilot boats normally cruise at Wester-Ems buoy. 
During bad weather they withdraw into estuary, but never further 
than Borkum Roads. Pilot boats listen on Channel 6 and pilot office 
on Channel 14 VHF; distance from pilot station to Delfzijl 32 miles. 
Pilot service compulsory for all vessels drawing over 22 dm. Foreign 
vessels may call Pilot on 2182 kHz. and Netherlands vessels on 
2391 KHz. Traffic between the cutter and the vessel will be held on 
1657 kHz. 

Approaching vessels from sea should inform the Pilot com- 
missioner of their ETA in M.E.T. with a notice at least 4 hours in 
advance via Scheveningen — Radio (PCH); the pilot cutter may be 
informed via VHF. 

The ETA message should contain the following details: (a) ETA 
Pilot Westereems (time in M.E.T. in a group of 4 figures); (b) Draft; 
(c) Port of destination. 

Departing vessels should apply for a Pilot at least one hour before 
ETD; the request should be made to the office of the commissioner. 

Pilotage from Delfzijl is not compulsory. On request however a 
Pilot may be put at the Master's disposal for a trip to Emden. This is 
not applicable for a trip from Emden to Delfzijl or Eemshaven. 
ANCHORAGE: Anchoring in harbour area prohibited. On roads, 
ships up to 4,000 dwt. anchor near buoy B.W. 14. Larger vessels 
should anchor in Doekegat. 

ENTRANCE: New harbour entrance lies opposite the village of 
Oterdum about 5:2 m. South-east of the old entrance. The new 
entrance extends to reach the deep water of the Bocht van Watum, 
and lies at a point about 600 m. West of the dredged channel between 
the Bocht van Watum and the Oostfriese Gaatje near Paapsand Sud. 

New harbour entrance has an initial depth of NAP —10 m., anda 
dottom width of 200 m. The harbour channel has the same depth, 
and a width of 100 m. NAP =Normal Amsterdam Level. 

MAX. SIZE: Portis now accessible to vessels with draft up to about 

28 ft. (8:50 m.) which may arrive or sail without waiting for high water. 

TUGS: 1 tug of 900 h.p., 2 tugs of 800 h.p. and 2 tugs of 175 h.p. 

available. Tugs use ship's lines. 

RADIO: Cable to Agents via Radio Scheveningen. PCH. 

VHF: The Harbourmaster's office is equipped with a VHF installa- 

be Channel 14, During office-time the station is constantly manned 

0800-1200 and 1300-1700 hrs.); during other hours the station is 

caine during the last quarter of every hour. 

eters Bridge to the 1st Inner Harbour may always be worked. 

en to the Industrial Inner Harbour (Oosterhornkanaal) will be 

je pn pig to Saturday. On Sunday bridge may be opened 

uest. 

CARGO HANDLING: Public quay is equipped with 14 cranes to 
General cargo. Five of these may also be used to handle bulk 

°argoes (fertilisers, grain). 

Q a 'sin the outer harbour a private facility to discharge alumina, 

DENSI aang terminal and a deep sea berth to handle molasses. 

tide TY: Ranging between 1007 and 1020, depending on the 

PUES WATER: Available along new quay in unlimited quantities. 
: Fuels in limited quantities for coasters are always available. 


or , 
neering of larger vessels, arrangements should be made in 


GSANGWay 
1 


DE : i i = 
tions, Master CK WATCHMEN: According to police regula 


has to keep watchmen on board. 


NETHERLANDS 


OPENING/CLOSING HATCHES: Normally carried out by ship's 
crew. 

CONSULS: 
At Delfzijl 


At Groningen 
Denmark tel. 05960-16333 


Belgium tel. 050-138222 


Finland _,, 05960-16800 Germany ,, 050-139922 
France 1, 05960-13778 Norway _,, 050-189444 
Sweden __,, 05960-16333 Spain », 050-137879 


REPAIRS: Most engine and deck repairs can be carried out by two 
local shipyards. 

DRY DOCKS: Dry-docking is limited to ships up to 3,000 dwt. with 
a draft not exceeding 32 dm. For larger vessels, dry-docking facilities 
exist in the nearby port of Emden (Germany). 

CERTIFICATES: The tonnage certificate should be shown to 
Harbour Master. on first call every year. 

HEALTH, MEDICAL ATTENDANCE, HOLIDAYS, LOCAL 
TIME, CUSTOMS ALLOWANCES: see “Rotterdam”. 
AUTHORITY: Port of Delfzijl Authority, Handelskade W 10, 
Delfzijl. Tel.: 05960-14966. Telex: 53299. 


AGENTS: Maritima Shipping & Trading Co. Ltd., De Vennen 52, 
PO Box 7, Delfzijl. Tel (05961) 13741. After office hours 13742, 13749, 
14024. Cables ‘‘Maritima"™. Telex 53153. 


DORDRECHT: 51.49 N. 4.40 E. 


DOCUMENTS: See “Rotterdam”. 
PILOTAGE: Vessels have to enter New Waterway at Hook of 
Holland and proceed to Dordrecht via this New Waterway and the 
River Oude Maas. Masters of vessels bound for Dordrecht should 
state destination in ETA message as Pilots for Dordrecht embark 
from pilot cutter at roads. Deep-draughted vessels may have to 
exchange Pilots just inside breakwaters at Hook of Holland. (See 
Rotterdam “Ordering a Pilot'’). 
ANCHORAGE: At sea off Hook of Holland (see “Rotterdam"”). No 
anchorage between entrance to New Waterway and Dordrecht. 
RADIO/RADAR/VHF: No radar service on river Oude Maas or 
Dordrecht. 
RESTRICTIONS: Max. LOA 175 metres. Max. breadth 23 metres. 
Max. draft 26 ft. 6 in. Max. breadth is discussable as 25:90 metres 
could be allowed. For tankers minimum visibility 500 metres (1,640 ft.). 
For dangerous cargoes, see “‘Rotterdam"’. The Pilot will decide the 
number of tugs required for passage on the Oude Maas, usually a 
minimum of 3-4. 
TUGS: Tugboats ordered by Pilot when entering New Waterway. 
Tugs normally meet vessels at Dordrecht. 
BRIDGES: Bridges across the River Oude Maas are opened day and 
night. Sea traffic has preference above shore traffic. 
TANKERS: Oil installation of Gebr. Broere N.V. has seven tanker 
berths. There are other tanker berths for small tankers. No slop 
(residue) storage facilities. 
REPAIRS: Yards of various capacities available for all types of 
repairs. 
FRESH WATER: At oil installations fresh water can be supplied 
from shore. Or supply by waterboat. 
CONSULS: 
Denmark tel. 32177 Norway tel. 32177 France tel. 33231 

Other consulates at Rotterdam at 20 km. distance. 
POLICE/AMBULANCE/FIRE: Tel. 
32555; Fire 33333. 
AIRPORT: Rotterdam and Amsterdam airports at a distance of 30 
and 90 km. respectively served by regular airlines. 
PILOT CUTTERS, HEALTH, MEDICAL ATTENDANCE, 
BUNKERS, CUSTOMS ALLOWANCES, HOLIDAYS: see 
Rotterdam". 
TIME: GMT plus one hour. 


AGENTS: Wm. H. Muller & Co. Scheepvaartagenturen (Rotterdam) 
N.V. Westerlaan 1, Tel. 010-36.43.00. Rotterdam. Telegr. Mineral. 
Telex. 21245, 46, 48, 32124. Shipbrokers, Liner Agents. 


Police 30333; Ambulance 


EEMSHAVEN: 53.27 N. 06.50 E. (See Plan) 


New port under construction. 

LOCATION: About 15 km. North-west of Delfzijl, on the bank of 
the River Ems. 

DEVELOPMENTS: Harbour became operational in 1973. Initially 
harbour accessible for vessels up to 36 ft. (10-97 m.) draft and about 
40,000 tons dwt. Eventually port is expected to be suitable for vessels 
of up to 42 ft. draft (12:80 m.). 

Ample facilities for the handling of unit loads and roll-on/roll-off 
traffic will be offered. A bulk cargo terminal is planned, and a sepa- 
rate basin is projected where vessels loaded with highly inflammable 
cargo may be discharged safely, unhindered by passing vessels. 

The depth of the bar to be passed in the Oude Westereems- 
Doekegat is about NAP —11 m. Therefore the harbour entrance, 
keel and turning have a depth of NAP —12 m. However, the ringdike 
of the port entrance has been laid so wide, that when the bar is 
deepened, to NAP 14 m., it will be also possible to dredge the 
harbour (entrance, keel and turning basin) 2 metres deeper without 
much difficulty. 

The bottom width of the entrance is 250 m., measured sheer at 
the entrance-axis. This measure is equal to the length of the biggest 
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ship to be expected. The bottom distance between both piers is 
about 320 m. 


AGENT: See “‘Delfzijl"’". Eemshaven (05954) 62 52. 


FLUSHING: 51.27 N. 03.35 E. (See Plan) 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

1 Store List. 

1 Personal Effect List. 

Ship's Register. 

1 Manifest or Bill of Lading. 

PILOTAGE: Position of pilot cutters in the Scheldt Estuary: 
Pilotage is compulsory. 

Wielingen (Southern approach) or via Scheur: Vessels approaching 
the Scheldt estuary from the English Channel pass the lightvessels 
Sandettie Banks and Westhinder. The Belgian pilot cutter Wandelaar 
is stationed near Buoy A1 at 51° 22’ N. and 02° 53’ E. This cutter has a 
black hull with a white number on her bow, a yellow funnel with 
black top and flies a red flag with the letter ‘‘P"' in white. 

A vessel bound for Flushing to discharge, bunker, load, to embark 
or disembark passengers or for repairs will be provided with a Dutch 
Pilot, who will take the vessel into harbour. Other vessels for Flushing 
(sheltering, awaiting orders, unplanned repairs, etc.) will be provided 
with a Belgian Pilot to Flushing-Roads, where a Dutch Pilot comes on 
board to take the ship into harbour. 

Oostgat (Northern approach): Vessels approaching the Scheldt 
estuary from the North can take a Pilot in the vicinity of the S.D. 
lightbuoy (51° 43’ N. and 03° 20’ E.) where a Dutch pilot cutter is 
stationed, flying a blue flag with the letter ‘‘L” in white. As a rule 
vessels bound for Flushing are provided with a Dutch Pilot. 

ETA Messages: Masters’ telegrams via Scheveningen Radio, call- 
sign P.C.H., are passed on to Agents 24 hours a day, week-ends 
inclusive. 

For this reason it is advisible that Masters communicate with 
Agents via Scheveningen Radio, via which station Agents also 
route their messages to vessels. 

Vessels bound for the river Scheldt should cable, at least four 
hours in advance, their 

1. ETA “Wandelaar" (Southern Approach) to: 

“Pilotage Ostend", via Ostend-Radio (OST). 
2. ETA “Steenbank” (Northern Approach) to: 
“Pilotage Flushing", via Scheveningen Radio (PCH). 

The ETA message should contain the following details: (a) the 
words “ETA pilct Wandelaar or Steenbank". (b) ETA central 
European time shown in a group of 4 figures. (c) draft (S.W. or 
he, with indication of unit applied. (¢d) port of destination and 

erth. 

Pilot cutters may be contacted on VHF Channel 6. 

During bad weather both pilot cutters shift to Flushing roads. 
ANCHORAGE: Flushing roads at not less than 3 of mile from North- 
ern Coast. Depths vary quickly from 33 to 85 ft. 

MAX. SIZE: Flushing East Harbour: Entrance 34 ft. 4 in. at MLWS. 
A depth of 38 ft. planned alongside the quay. 

Max. draft at Buoys at entrance 43 ft. 

Outer Harbour: West side, max. draft 33 ft. 

Inner docks: Max. depth 24 ft. 

Total : Max. length 280 m., max. draft 49 ft. (S.W.), max. dwt., 100,000 
tons. However, draft is controlled by the depth in the approach 
channels. 

HEALTH: No certificates required. In event of any disease or fever 
contact agents. 
RADIO: All messages to Agents via Scheveningen Radio. 

Flushing Radio can be reached by VHF Channel 14. Harbour 
tugboats and pilot cutters operate on VHF Channel 6. 
RADAR/VHF: Port radar service, none. River service under con- 
sideration. Flushing Radio Channel 14, Every 5 min. each hour this 
station transmits information regarding visibility, water-level, 
hindrances, anchorages, etc. Harbour tugs Channel 6. 

TUGS: Join vessels in Flushing roads. Vessel's lines usually used. 
No extra for tug lines. For contract holders 5% reduction. 

BERTHING: Outer Harbour: West side, quay of 1,150 ft. long, 
depth of water 33 ft. LWOST. Quay height above sea level 2 metres 
at high tide and 7 metres at low tide. In Northern part of Outer 
Harbour a landing stage with length of 360 ft. Depth at low tide 20 ft. 

Flushing East Harbour ; Quay length 1,300 ft. Depth 36 ft. LWOST. 

Inner docks: A double lock and sluice give access from Outer 
Harbour to inner docks and canal through Walcheren. Largest lock 
455 ft. wide, depth on still LWOST of 17} ft. The other lock is 213 ft. 
long, 26 ft. wide, and 10 ft. deep. Sluice 113 ft. wide, 28 ft. deep. 
Constant depth of water at quay 24 ft. 

STEVEDORES: Provided by N. V. Haven Van Vlissingen (Port of 
Flushing Limited). Tel.: 01184-5070. Telex: 55137. 

MECHANISED CARGO HANDLING: Quay length 1,300 ft. 
equipped with two portainers suitable for handling 20 up to 40 ft. 
containers. 

Roll-on/Roll-off service between Flushing and Ramsgate. Daily 
service, later on probably twice a day. Vessels berth in the Inner 
Docks. At Flushing-East, Ro-Ro facilities for deep sea vessels. 
TANKERS: Vessels carrying over 4,400 gallons of combustible 
liquids with a flash point up to 21° C., or over 22,000 gallons with 
flash point up to 55° C require Harbour Master's permission for entry. 

Two discharging berths alongside the quay. Discharge lines 
three of 8 in. diameter with capacity of about 2,000 tons per hour. 

Total: See ‘Max. Size”. 
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One jetty for tankers up to 100,000 dwt and three jetties for by 
and coasters. 


Connections 
Commodity Loading arms 
Fuel oil 2x12 in. 
Clean products 210 in. 
Bunkers (fuel oil only) 1x Bin. 


The two fuel oil loading arms can also be used for the dj 
of crude oil. The loading arms are hydraulically operated. 

Deballasting: One 12 in. and one 10 in. loading arm can aly 
used for the discharge of dirty ballast water in unlimited quang 
at the rate of about 1,800 tons per hour. 

Capacities: Discharging rate of crude oil and the loading ne 
fuel oil amount to about 2,000 tons per hour. 

Supplies: Bunkers and fresh water can be supplied from they 
and by barge. The jetty is not accessible to trucks, therefore» 
supplies can be arranged by barge only. 

MEDICAL: Two hospitals available. 

DENSITY: About 1024. 

FRESH WATER: Can be supplied either alongside the qu 
by water boat. Possible to supply fresh water in Flushing 
weather permitting. 

FUEL: All grades obtainable from major oil companies and SUD 
by barge only. 

Economical bunkering arrangements can be made at the shely 
anchorage Schaar van Everingen, a few miles up river from Flu: 
No port expenses are incurred. 

DEVELOPMENTS: In Flushing East the quay of 1,300 ft. leng 
be extended by 140 m. with depth alongside 38 ft. LWOST, 
GANGWAY/DECK WATCHMEN: Available but not comp 
or necessary. 
OPENING/CLOSING HATCHES: On liners by crew ors 
dores, ship's option. 
CERTIFICATES: On arrival, ship's register only. 
CUSTOMS ALLOWANCES: 200 cigarettes for each memb: 
crew and total on board out of bond 5 litres spirits and 10% 
wine. 
CARGO GEAR: The port is equipped with modern mobile cw 
which can be used both in the outer harbour and in the inner de 
with the following capacities: 

2 cranes - 25 tons 2 cranes - 10 tons 

3 cranes - 12 tons 1crane - 8tons 

Floating cranes are available with capacities of 225, 75, #; 
8 tons. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium tel. 5151 Germany tel. 01188-1764 
Denmark ,, 4520 Norway ,, 2272 
France _,, 2373 Sweden ,, 6828 


REPAIRS: All repairs possible. 
DRY DOCKS: Largest 705 ft. 5 in., width 98 ft. 4 in. and 4 sm 
docks. 
REPATRIATION: All facilities available for crew changes; 
railway connections. 
AIRPORT: Rotterdam (Zestienhoven) 125 km.; Brussels (# 
broek) 150 km.; Amsterdam (Schiphol) 180 km. 
TIME: GMT plus one hour. 
HOLIDAYS: New Year's Day (January 1st); Easter Mow 
Queen's Birthday (April 30); Ascension Day (May 15th); Whit! 
day; Christmas Day (December 25th); Boxing Day (December® 
Work can be arranged on above days, however dependents# 
permission of the Docker's Inspection. 
POLICE/AMBULANCE/FIRE: Police 3333; Ambulance ant! 
2323. 
TELEPHONES: Not possible to place telephones on board e# 
for vessels berthing at the shipyard ‘De Schelde”. 
SERVICES: Compass Adjuster; Radio/radar services also ca? 
tion of the Direction Finder, Seamen's Home (Mission to Sear 
Lloyd's Sub-agents; Ship's Laundries. 
SHORE LEAVE: After clearing inwards, crew members are allt? 
to go ashore without special permission. 
AUTHORITY: Outer Harbour: N.V. Haven van Vlissingen, Be 
haven, Vlissingen. Tel. 5070. 
East Harbour: The Port Authority of Flushing, Badhuisste 
Flushing. Tel. 5045. 
AGENT: Wm. H. Muller & Co. Shipping Agencies (Rotterdam)! 
Flushing. PO Box 81. Tel. 2171 (day and night). Telex 55068, Ce 
“Mineral”. 


IJMUIDEN (Y MUIDEN): 52.28 N. 04.34 E. (See Pi 


Also refer to “Amsterdam”. 
DOCUMENTS: 

2 Personal Effects Lists. 

2 Stores Lists. 

3 Crew Lists. 

3 Passenger Lists. 

Declaration of Health. 
PILOTAGE: Compulsory. Pilot boat stationed off entran# 
Ijmuiden. Vessels required to give 4 hours advance notice to l* 
swezen" Ijmuiden. The advice to be amended if vessel ché® 
ETA more than 2 hours from the original message. 

Notice can be given via Scheveningen Radio or by VHF Chan® 

Harbour Master's office can be contacted by VHF Chan‘ 
to obtain information for safe navigation and rapid locking, 
adverse weather vessels may receive radar assistance from 
Operations for entering harbour. 


NCHORAGE: Vessels may anchor off lIjmuiden outside the 
A 


we SIZE: For North Sea Canal, entrance lock 1312 ft. long, 


i . depth. Density: 1016. 
104 ft “_ w outta draft is 43 ft. in salt water, only after con- 
Te and with permission of Government Harbourmaster at 
ae ay the maximum draft be extended to 45 ft. 
nae: Dratique granted automatically on arrival after comple- 
or Maritime Declaration of Health. In case of suspected disease 
py 4 notify Agent by radio before arrival advising full details. 
ba as: Available. Meet vessel in harbour entrance if required. 
TOOTING : Coal and ore cargoes discharged to Blast Furnace and 
al Works Company in Outer Harbour. ; 
Quay 1: Length of quay: 1,360 ft. Depth alongside quay: east part 
gi ft. at LLWS, west part 37 ft. at LLWS. 
Opposite the quay there are 3 dolphins available where one vessel 
pie se for a loading/discharging berth (up to 34 ft. draft). 
Equipment itting capacity 15 tons, max. outreach 57 ft. 
cranes, lifting capacity 30 tons, max, outreach 57 ft. 
{crane, lifting capacity 30 tons, max. outreach 63 ft. 
Finished products such as rolling mill products, pig-iron, cast 
iron, steel ingots, slabs and coils are handled. 
Quay 2; Length of quay: 1,800 ft. Depth alongside quay: 48 ft. at 
LLWS. Maximum draft; the entrance to Outer harbour is accessible 
fo vessels up to 43 ft. draft and with special permission of the 
harbour authorities up to 45 ft. draft. 
ipment: 
 camesoranee: lifting capacity 40 tons each, max. outreach 115 ft. 
2 conveyor belt systems (capacity 6,000 tons per hour). 
h: 
ar eer 45,000 tons iron ore per 24 hours. About 30,000 tons coal 
ours. 
ton Length of quay: 825 ft. Depth alongside quay: 37 ft. LLWS. 
On this quay exclusively steel products will be loaded. 
ipment: 
lea with a capacity of 60 tons each. Outreach 70 ft. 
Inner harbours: These harbours are mainly used for loading or 
discharging smaller vessels having drafts between 13 ft. and 21 ft. 
in, 
* Finished products such as rolling mill products, pig-iron, cast 
iron, steel ingots, slabs, coils but also fertilisers are handled. 
DEVELOPMENTS: Proposed new outer port to be built South 
of South Harbour Entrance Mole to accommodate vessels up to 
ft. draft. 
STEVEDORES: Working Hours: \n the Outer harbours round the 
clock, also on Sundays and holidays. 
in the Inner harbour round the clock except from 2200 hours on 
Saturdays until 0600 hours on Monday. 
FRESH WATER: Available from quay. 
FUEL: Available by barge. 
MEDICAL: Doctors, hospital and all services available. 
CUSTOMS ALLOWANCES: 200 cigarettes for each crew mem- 
ber; 5 litres spirits for whole ship. 
CONSULS, REPAIRS: and all general information; refer to 
“Amsterdam”. 
AUTHORITY: Rijkshavendienst Ijmuiden. 


AGENT: See “Amsterdam”. 


ROTTERDAM: 51.55 N. 4.24 E. (See Plan) 


DOCUMENTS: Maritime Declaration of Health, obtainable from 
River Pilot. Crew list in duplicate on special Dutch forms, obtainable 
from agents. Ship's Register. Store list. Crew custom declaration 
showing quantity cigars, cigarettes, tobacco, spirits, wine, radios, 
cameras, etc., and souvenirs for each crew member. 

Crew and passenger lists to show date of last vaccination against 
smallpox, for vessel coming from suspect zone within last 14 days. 
DEEP SEA PILOTAGE: See “Brixham” or “Cherbourg”. 
PILOTAGE: River pilotage compulsory from sea to harbour area 
and vice versa, except vessels in ballast drawing less than 7 ft. 3 in. 

Harbour pilotage compulsory from fairway to berth in harbour area 
and vice versa, except for vessels under 475 grt. 

Pilot Cutters : Cruising continuously, day and night, off entrance 
to New Rotterdam Waterway, one North of line North Mole/Maasbuoy 
and one near Maasbuoy. Characteristic signals: 

'. By day pilot flag, being a blue flag with white letter “L", displayed 
from main top mast. 
2 At night, lights as prescribed by Regulations for Preventing Col- 
lisions at Sea. 
3. During bad visibility the fog signal prescribed by rule 15 of these 
egulations, 

rdering a Pilot : 

1, essels bound for New Rotterdam Waterway should cable, at 
east four hours in advance, ETA pilot station and draft to: 
(a) Pilotage Hook of Holland via Coastal Station Scheveningen 
Radio (PCH) or 

(0) Coastal Station Maassluis Radio (Radio Dirkzwager) by VHF 
Channel 12 (Port operations) or 

(c) i Station Maas at Hook of Holland by VHF Channel 20 and 


2 Vessels bound for Port of Dordrecht should also state their des- 
ation, as pilots for Dordrecht embark from pilot cutter on roads. 


, —— bound for Europoort should also adopt following pro- 
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(a) Vessels equipped with VHF should notify via Channel 12 or 14 
their ETA pilot station at least 1 hour in advance to Maassluis 
Radio Dirkzwager. 

(6) Vessels not equipped with VHF should cable same informa- 
tion to Europoort Rotterdam via Scheveningen Radio (PCH). 

On arrival at pilot station vessels requiring Pilot are to display follow- 

ing signals, separately or together: 

1. By day, International code signal “‘G"’. Pilot flag, viz., vessel's 
National Flag with white border from foremast. 

2. By night, Morse signal “‘G" by flash light. Blue lights at intervals of 
15 minutes. A bright white light shown just above bulwark for 
one minute at short intervals. 

3. During bad visibility. At least 3 seconds after the normal fog signal 
the international code signal ‘‘G’’. Pilot vessel will answer: the 
normal fog signals, followed after at least 3 seconds by inter- 
national code signal “‘H" (I have pilot on board). 

Pilotage for deep draft vessels and helicopter Service 

Vessels drawing 57 ft. SW and over must make use of the “‘Euro- 
channel” between the “Euro One Buoy" and the ‘Centre Maas Buoy”. 
Pilots are embarked as follows: 
up to 57 ft. SW - at the pilot station near the Centre Maas buoy 
57 ft.-65 ft. SW — by helicopter: 

(a) in rendezvous position 52° N. 03° E. 
(6) at the VLCC anchorage off Hook of Holland. 

For vessels drawing over 57 ft. SW 14 times the pilotage tariff 
Sea - Hook of Holland is applicable. 

Helicopter pilotage is regularly carried out for vessels which have 
an obstacle-free hoisting area on deck of min. 15 ft. in diameter. 
Deckplans should be provided in advance. 

Restrictions: 

1. Minimum visibility 800 metres at 150 ft. above sea level. 

2. Maximum wind force 10 (55 kts.). 

3. Severe turbulence and icing conditions at or below 150 ft. 

Pilot ladders: Whenever the distance from sea level to the point of 
access to the ship is more than 30 ft (9 metres), access from the pilot 
ladder to the ship shall be by means of an accommodation ladder 
or by other equally safe and convenient means. 

ANCHORAGES: Recommended anchorages: 
51° 57’ N. 3° 53’ E. | max. draft 
51° 59’ N. 3° 58’ E. f 52 ft. 

for vessels with a deeper draft: 
52° 01’ N. 3° 00’ E. 
52° 05’ N. 3° 08’ E. 

RESTRICTIONS: Dangerous Cargoes: (a) explosive cargoes in 

quantities of over 1,000 kgs.; (6) gas in bulk; (c) poisonous liquids; 

(d) inflammable liquid with a flash point of less than 56° C., and of 

which the gas may form an explosive mixture with air. 

Masters of vessels carrying dangerous cargoes have to report 4 
hours before arrival at pilot station to ‘Pilot, Hook of Holland”, via 
Scheveningen Radio, or to ‘‘Maassluis Radio Dirkzwager" on VHF 
Channel 12, stating draft, ETA and the code word “Imco”. 

Fog: Tankers will not be allowed to manoeuvre in fog, i.e. in visi- 
bility of less than 500 metres (1,640 ft.). 

Entry times: Depend on prevailing circumstances, as follows: 
Europoort: 

Ore carriers — Any time. 

Tankers: 

50 ft. - 57 ft. SW draft - Any time except for Shell 102 and 103 for 

which see 57 ft. - 62 ft. 

57 ft. - 62 ft. SW draft - Any time except between 

5-2 hr. (Calandcanal) \ before high tide at 
5-1 hr. (Beercanal) Hook of Holland 

62 ft. - 65 ft. SW draft-2 hours before until 2 hours after high 

water at Hook of Holland. 

Vulcaanhaven Viaardingen: Between 33 and 39 ft. at slack high tide 

only. 

Botlek: 

(a) Between 31 ft. and 37 ft. any time except between 4 hr. and 1 hr. 
before high water at Rotterdam. 

(b) 38 ft. and 39 ft. at slack low or at slack high water, depending 
on circumstances, 

(c) 39 ft. to 45 ft. only at slack high water. 

Waalhaven: 

Same as Botlek, but vessels with a draft of 39 ft. fresh water, which 
are over 800 ft. in length, must first discharge part cargo in Botlek 
from where, after draft has been reduced to 37 ft. fresh water, they 
can be shifted to Waalhaven. 

Other basins: Any time. 

MAX. SIZE: 


Max. draft Keel 
(SW) at HW clearance 

Euro 1 Buoy - Maas Buoy 65 ft. 20% 
Maas Buoy - Entrance 65 ft. 15% 
Entrance — Europoort 65 ft. 10% 
Entrance — Botlek 44 ft. 10% 
Botlek - Waalhaven 40 ft. 10% 
Waalhaven - Rijnhaven 34 ft. 10% 


hour before high tide at Rotterdam. The following rules in view of 
length and draft apply: 


Max. length overall Max. draft allowed 


up to 259 m. (up to 850 ft.) 44 ft. SW 
259-266 m. (850 ft.- 875 ft.) 42 ft. SW 
266-274 m. (875 ft.- 900 ft.) 41 ft. SW 
274-305 m. (900 ft.-1,000 ft.) 39 ft. SW 


HEALTH: Master has to fill in and sign Maritime Declaration of 
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Health which is handed to him by Pilot. Vessels subject to medical 
inspection have to hoist flag signal ZV (at night two white lights 
horizontally placed). 

RADIO: Recommended radio station: Scheveningen Radio, call 
sign PCH, via which station also Agents send messages to vessels. 
RADAR/VHF: Chain of seven shore-based radar stations permits 
navigation during all weather conditions. Radio and radar station 
Pilot Maas, at Hook of Holland, communicates via Channel 20 of 
Hague Band or VHF Channel 20. 

VHF range = about 15 miles. 

Radar range = about 14 miles in S.W. to W. direction, and 10 

miles in N. direction. 

Captains are requested to call this station, especially during bad 
visibility, well in advance of arrival at pilot station. Pilot Maas pro- 
vides vessels within range with nautical information and acts as a 
link with pilot cutters. 

Radio and radar station, known as “Rijkshavendienst Waterway”, 
located in Europoort now operates a 24-hour service. It acts as 
communication post for safety of shipping outside entrance to New 
Waterway and on Waterway. The station can be contacted by inward 
bound vessels, but must be contacted by vessels before departure 
from Europoort by VHF Channel 14, call-sign ““RHD Waterway”. 
Station also gives nautical information on situation on New Water- 
way every half hour via VHF Channel 14 in English. 

MEDICAL: All medical facilities available. Advance notice only in 
emergency or if attendance required during week-end. 
TUGBOATS: Tugs normally join vessel on river when nearing the 
basin where vessel will be accommodated. Vessel's towing lines 
used. On departure from Europoort the tow ropes, fastened to the 
stern, must be supplied by the tugs. 

BRIDGES: New Waterway connects port of Rotterdam with North 
Sea, without any locks or bridges. Only to reach some shipyards, 
situated East of Rotterdam, vessels have to pass the ‘‘Maas-Bridges" 
(Koningshaven), which are on working days opened at regular times. 
GENERAL CARGO FACILITIES: 


Maximum FW 
draft at Cranes 
low water No. Capacity 
Schiehaven 9m.= 29ft.6in. 9 5-17} tons 
Lekhaven 10 m. = 32ft.10in. 8 5-25tons 
Merwehaven | 10 m. = 32ft.10in. 8 5-17} tons 
Merwehaven II 10 m. = 32 ft.10in. 5 3-25tons 
Maashaven 9m. = 29ft.6in. 10 5-20 tons 
Waalhaven, Pier 1 10} m. = 34ft.6in. 13 5-25 tons 
Prinses Beatrixhaven 10 m. = 33 ft. 9 3-25 tons 
4 banana- 
elevators 80,000- 
100,000 cartons 
of 20 kg. per 8 
hours. 
Waalhaven, Pier 6 11 m. = 36 ft. 8 10-30 tons 


The 174-ton cranes are mainly used for the handling of containers 
and steel. In combination these cranes can lift 28 tons. Two floating 
cranes — max. capacity 5 tons each. 


Parkhaven 8 m. = 26 ft. 3 in.) 
Jobskade 84 m. = 28 ft. 10 15 tons 
Jobshaven 8 m, = 26 ft. 3 in. 
Merwehaven II 6 m. = 19 ft. 8 in. 
10 m. = 32 ft.10in. +5 5Stons 
8 m. = 26 ft. 3 in. 
BULK HANDLING FACILITIES: 
Key to table. 
1. Berth. 
2. Length of quay in metres and feet. 
3. Maximum draft at MLW (S) salt water, (F) fresh. 
4. Equipment. 
5. Max. height of discharging-gear above high water-level. 
1 2 3 4 
Europoort C.V. 645 m, = 2,116" 59° S 3unloadingtowers 24 m,= 78’ 8” 
(disch. section) conveyor belts 
550 m. = 1,804" 3 stacker/reciaimers 
(loading section) 2 loading machines 
Europoort Silo B.V. 230 m. = 755° 52°6"S 2 unloading towers 32 m.= 105’ 
(Bunge) conveyor belts, silos, 
barge loading 
installation 
“Botlek"’ B.V. 250 m, = 820° 42'8"S* unloading bridges 18-3 m.= 60’ 
250 m. = 820° 3’ «6S conveyor belt 
(disch. section) 1 stacker 
200 m. = 656’ 2 +S 1 reclaimer 
(loading section) 2 loading machines 
Frans Swarttcuw 548 m, = 1,800’ 42°8"S = 2 level luffing cranes 29°6 m. = 97’ 
St. Laurenshaven 345 m. = 925’ ae’ 4"S 1 transporter bridge 25:2 m. = 82’ 10 
Botiek (disch. section) 1 transporter brdige 165m, = 54’ 3” 
180 m. = 591’ as 2 transporter bridges 15:2 m. = 49’ 10 
(loading section) conveyor belts 
2 loading machines 
Frans Swarttouw 640m. = 2,100° 37’ 6 6OF 3 transporter bridges 16 m. = 52° 6” 
Vulcaanhaven 4 el. cranes 
Viaardingen conveyor belt 
1 phosphate loading 
mac 
G.E.M. Botlek 2 X (245 m. = 803’) 42'8°S* 5 shore elevators 21m. = 69° 
Discharging section conveyor belts and 
silos 
2 (142 m, = 465") 32’ S___ 5 floating elevators 
Loading section 
Chemiehaven 220 m, == 722° 2 chain transporter 
(derivatives) (vessels length) 32°6"S machines 
S.H.V. Waalhaven 345 m,. < 1,322’ (5) 36’ 1° F 4 unloading bridges 16:9m.= 54’ 
= 400 m. = 1,312" (7) 37°3°F: 3unloading bridges 189m. = 62’ 
Max. draft allowed at high water in Botlek = 4° S.W. 
Vulcaanhaven = 39° F.W. 
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Discharge/Loading Rates: Maximum unless stated. 


Installation 
Europoort C.V. 


Europoort Silo B.V. 
Botlek B.V. 


Frans Swarttouw 
St. Laurenshaven 
Botlek 

Frans Swarttouw 
Vulcaanhaven 
Viaardingen 
G.E.M. Botlek 


Chemiehaven 


S.H.V. Waalhaven Pier 7 
S.H.V. Waalhaven Pier 5 


Discharge 
Rate (t.p.h.) 
6,900 


4,500 (Av 
400 


2,000 
1,600 (Av.) 


400/650 
1,400 and 650 
450 each 
1,950 

500 


2,100 
2,400 
500 


1,400/1,600 
1,400/1,600 


Loading 
Rate (t.p.hy 


1,200 


4,400 
1,000 (Av.) for 
vessel's up to 
15,000 dwt. 
Dependent o 
size of barge, 


) 


Phosphats 
600 


2,000 for vessu 
UP to 25,000 de 
Dependent op 
size of barge, 


(V.0.M. Maasviakte: A new bulk-cargo transhipment instalg 


is in operation.) 
seagoing vessels 


barges 


600 m. = 1,968 ft. 
675 m. = 2,214 ft. 
500 m. = 1,640 ft. 


Quay length 


Max. draft 
69 ft. (SW) 
53 ft. 
17it. 


However, it must be borne in mind that the maximum draft a 
river entrance and Europoort is 65 ft. SW. 
6,000 tons of ore per how 
Total average capacity 3,000 tons of ore per hoy 
Maximum outreach 
Lifting capacity 


Two cranes: Total max. capacity 


Grab weight 


Storage capacity 
Max. gear height above 


high water 


45 metres = 148 ft. 


50 to 
20 to 


ns. 
ns. 


1:7 million tons. 


27:5 metres = 90 ft. 


Two mobile barge loading machines: 


Maximum outreach 
Total maximum capacity 


20 metres = 65 ft. 8 in, 
12,000 tons per hour. 


Two Stacker/reclaimer combinations: 


Total maximum capacity 


6,000 to 


ns per hour. 


Conveyor belt system between the discharging section jn} 
Beercanal and the loading section in the Hartelcanal, also} 


stacking and reclaiming. 


SPECIALISED CARGO-HANDLING FACILITIES: 


Container vessels: 


1. Prinses Beatrixhaven: Max. draft 33 ft. (FW). 


2. Prinses Margriethaven : Max. draft 42 ft. (FW). 

3. Prins Willem Alexanderhaven: Max. draft 40 ft. (SW). 2 a 
are operated by E.C.T., capacity 500,000 containers. Leng 
quay, 3,000 m. Operates 11 container cranes, 4 used exclusive)! 
Sea/land. Also handles roll-on/roll-off vessels. 

4. Waalhaven (Pier 7): Max. draft 41 ft. (FW). Operated by Unitcer 
B.V. operates 4 container cranes. Length of quay 500 m., a) 


in near future. 


L.A.S.H.: Vessels discharge and load at buoys in Waalhat 
Average permissible draft at buoys 35 ft. (SW). Maximum drat 
buoys 6 and 12 40 ft. (SW). 

Esso Chemie N.V.: The fertiliser plant in Europoort produa 
ammonia, urea, nitric acid, calcium ammonium nitrate. 

Max. size; 15,000 dwt., length 650 ft., draft 34 ft. in S.W. Can accor 
modate one vessel 15,000 dwt. and three 4,000 dwt. 


TANKER BERTHS: 


Europoort 

Installation Basin 

Shell (No. 104) Beneluxhaven 
(No. 103) 4th Petr. haven 
(No. 102) 4th Petr. haven 
(No. 101) 4th Petr. haven 

Maatschap 4th Petr. haven 

(Chevron/Esso) 5th Petr. haven 

Gulf 5th Petr. haven 

B.P. 6th Petr. haven 

Maatschap 7th Petr. haven 

Europoort 

Terminal 

Europak 7th Petr. haven 

Matex Europoort 7th Petr. haven 

Botlek 

Esso 3rd Petr. haven 

Nieuwe Matex 3rd Petr. haven 

Paktank 3rd Petr. haven 


No. of Max. 
berths S.W. draft Hoses 
1 65 ft. 4 at 168 
1 57 ft. 4 at 16% 
1 52 ft. 4 at 12h 
1 46 ft. 4 at 12% 
2 48 ft. 3 at 12% 
2 65 ft. 3 at 16% 
1 53 ft. 4 at 12% 
1 47 ft. 5 at 10% 
1 42 ft. 
2 65 ft. 4at 12s 
1 43 ft. 4 at 10% 
1 40 ft. 4 at 10% 
2 36 ft. and 
32 ft. 
2 65 ft. 4 at 16% 
2 65 ft 4 at 16" 
1 65 ft 
1 39 ft 
2 38 ft. 2 at 10% 
SW 
1 38 ft. 
SW 
6 soft. 4,681 
SW and 16% 
3 39 ft. 4, 8 and 
SW 14 in. 


_ 


‘ 
i 
‘ 
| 
| 
| 
| 
| 


Pernis No. of Maximum 
ijation Basin berths draft Hoses — 
instar 2nd Petr. haven 2 36 ft. 10 and 14 in. 
paktank SW 
ist Petr. haven 2 32 ft.8in. 8 and 10in. 
FW 
ist Petr. haven 7 39 ft.6in. 4 at8in. 
Shell FW 
2nd Petr. haven 7 35 ft. 4 at Bin. 
FW 
Chevron/Texaco 2nd Petr. haven 1 ye 3 at 12 in. 
1 35 ft. 3 at 12 in. 
FW 
Mobiloil 2nd Petr. haven 1 pte 6in. and 8in. 


vities for discharging dirty ballast at Mobiloil. 
a arn (ex-installation) at Mobiloil, Paktank 1st Petr. Haven 
uropoort. 
ol ery Europoort - At high water 1022; at low water 1010. 

Botlek - At high water 1014; at low water 1001. ‘ 

Waalhaven and other basins in the Rotterdam port area: At high 
water 1004; at low water 1000. All depending upon amount of fresh 
water carried down river. 

STEVEDORES: Normal working hours: 
{. Bulk cargoes except grain: Monday 0730 - Saturday 1400 hours 
tedly. 
erg yee as Monday-Saturday dayshifts: 0745-1600 hours. 
Monday-Friday night shifts 1645-0100 hours. — 

3, General cargo: Monday-Friday dayshifts 0730-1600 hours. 
Nightshifts: 1630-0045 hours. — j 

4, Oil; Continuously, including week-ends, except the oil storage 
companies Pakhoed and Nieuwe Matex, which work from Monday 
fill Friday during daytime only, unless overtime arrangements are 
made. : ; & 

Agents should be kept closely advised of vessel's position. In 
view of ordering gangs for next morning/evening master's final ETA 
message is required before 1400 hours. For work on Monday morn- 
ings a final ETA is required before Friday 1400 hours. 
OPENING/CLOSING HATCHES: On liners by stevedores. On 
tramp vessels by crew; stevedores lifting beams. 

FRESH WATER: Can be supplied ex quay at many berths. Where 
no shore connections are available and at buoys: by waterboat. 
BUNKERS: All types of oil bunkers can be supplied by means of 
barges or ex shore installations for tankers. Coasters can take 
bunkers ex installation during their inward or outward passage. 
Advance notice is required for vessels which are only 24 hours or 
less in port and for bunkering during week-ends. 

FIRE PRECAUTIONS: No floating objects are allowed alongside 
tankers during discharge or loading of dangerous cargoes and 
during ballasting. 

CUSTOMS ALLOWANCES: Spirits: first arrival each month, 5 
litres per vessel plus one bottle per man. Otherwise, ? litre per man 
with a max. of 5 litres per vessel. Wine: 5 litres per man. 

Each crew member permitted out of bond 200 cigarettes, or 25 

cigars, or 500 gm. tobacco. 
DEVELOPMENTS: Maasvlakte: An oil terminal is under construc- 
tion and expected to be partly operational in July 1975. The first 
phase of construction consists of 25 tanks, capacity of 120,000 cbm 
each, a jetty for tankers up to 400,000 dwt. and a jetty for tankers up 
to 600,000 dwt. 

The breakwater is being lengthened by 3 km. at the entrance to 
the new waterway. Expected to be completed in 1975. 

AL.N.G.-installation is expected to be operational in 1974; storage 
capacity 75 million cbm. 

Future plans to accommodate container and roll-on/roll-off vessels 
in new basin “Rijnpoort"’, which will be situated between Hook of 
wen and Maassluis, 5 miles from the entrance to the New Water- 
Ww y. 

During 1974 it is expected that vessels with a draft of 68 ft. (SW) 
will be able to enter Europoort and Maasviakte. 

The expected future draft for Maasviakte is 72 ft. (SW). 

The Grain Elevator Company (G.E.M.) plans to start the construc- 
ion of a transhipment installation in Europoort for bulk carriers of 
Up to 100,000 tons dwt. 

GANGWAY/DECK WATCHMEN: Recommended. 


CERTIFICATES: Ship's Register and Derating Exemption Certi- 


CONSULS: 
—e Lebanon 
gium Liberia 
ee Luxembourg 
; Mexico 
a ' Monaco 
ore Rica Seaton 
icaragua 
Denmark Norway 
loan Rep. Pakistan 
r Panama 
Flanetator Paraguay 
Peru 
Freica Philippines 
eey ‘ Portugal 
eat Britain Spai 
Seam pain 
Haiti Sweden 
Switzerland 


NETHERLANDS 


Honduras Tunisia 
Iceland Turkey 
Ireland Uruguay 
Italy U.S.A. 
Japan 


REPAIRS: Yards of various capacities are available for new 
building, engineering and all types of repairs. 

DRY DOCKS: Largest dry dock for vessels up to 500,000 tons dw. 
with tank cleaning installation for largest vessels. 
REPATRIATION: All arrangements for crew changes and repatri- 
ation can be made. 

AIRPORT: Rotterdam airport Zestienhoven (distance 6 km.) and 
Peto airport Schiphol (distance 70 km.) are served by regular 
airlines. 

TIME: During the whole year GMT plus one hour. 

HOLIDAYS: New Year's Day; Easter Monday; Queen's Birthday 
(30th April); Ascension Day; Whit Monday; Christmas Day (25th 
December) no work; Boxing Day (26th December). 
POLICE/AMBULANCE/FIRE: Police Head office tel. 14.31.44; 
Alarm and accidents tel. 94; Ambulance tel. 13.50.00; Fire tel. 99. 
TELEPHONES: At major shipyards, oil and grain terminals tele- 
phone is placed on board without extra charge. 
DEGASSING/CLEANING: Free translation of circular issued 
17th April 1973 by the Docks Industry of the Municipality of Rotter- 
dam, reads: Safety requirements in regard to degassing/cleaning of 
tanks and/or holds on board ocean tanker vessels. 

A recent accident during cleaning activities of tanks having con- 
tained combustible gases or liquids, poisonous or not, has resulted 
in the following directives to maintain the safety and to protect the 
environment in the dock area. 

The Articles 55 and 56 of the Port Regulations Rotterdam (Muni- 
cipal Gazette 1971, No. 3) prescribe a written consent of the Port 
Superintendent for degassing/cleaning. To obtain such a written 
consent on behalf of an ocean tanker vessel, the Captain should 
apply to the Office of the Port Superintendent, Department of 
Dangerous Substances, at least 24 hours before the actual cleaning. 
Conditions may be made in respect of, and amongst other things: 

(a) safe cleaning procedure, and 

(5) presence of an expert. 

To that effect an investigation may be held on board as to a safe 
rinsing procedure, and relevant subjects, in consultation with the 
ship's management. 

A statement may be demanded from the Captain stating whom he 
charges with the supervision of the activities. From this person 
expertise is demanded, to the satisfaction of the Port Superintendent. 
This ‘Expert’ may be a member of the ship's crew, respectively a 
person to be designated by the Owner (e.g. a laboratory expert). 
Without the express consent of the Port Superintendent cleaning 
must not be started. 

These measures have become effective at once and are applicable 
to all ocean tanker vessels, of which the tanks to be cleaned have 
contained a combustible liquid as its last contents with a flash-point 
lower than, or equal to, 55° Centigrade. 

For ships berthed at a shore tank-cleaning station and handled 
by that company, the cleaning-company concerned shall be liable 
for a safe treatment and consequently no separate consent shall be 
required. 

In the following summary, the ship's data necessary to obtain a 
consent has been stated. 

The cleaning of tanks, as indicated in this circular, is not permitted 
without the consent of the Port Superintendent of Rotterdam. 
Concerning stench-causing substances further directives will be 
issued. 

It will be tried to restrict the delays possibly occurring as a result 
of this new regulation to a minimum. 

Summary: By “degassing” to be understood: Degassing or 
ventilating a tankage, steaming or cleaning and the activities related 
thereto. 

Reporting: At least 24 hours before commencement of the cleaning 
activities the ship (ship's Agent) should make a request by Telex to 
the Port Superintendent of Rotterdam (Port co-ordinating centre) 
to obtain a consent pursuant to Art. 55 or 56 Port Regulations 
Rotterdam. 35 Lloydstraat, Rotterdam. Telex: GEVST 25720. 

The following data should be stated when making the application: 
(1) name ship; (2) nationality; (3) tonnage in g.r.t.; (4) name Agent; 
(5) berth where cleaning is to be carried out; (6) indication of tanks 
to be cleaned; (7) correct technical denomination of the last 2 
products carried in these tanks; (8) expected time of commencement 
cleaning; (9) cargo still on board; (10) by whom cleaning will be 
carried out (ship's own crew respectively name cleaning company); 
(11) destination slush (remaining on board respectively discharge 


iC tad F 
AUTHORITY: Havenbedrifj der Gemeente, Rotterdam. Tel. 
Rotterdam 049133. Telex 23077. 
AGENT: Wm. H. Muller & Co's Scheepvaartagenturen. (Rotter- 
dam) B.V., Rotterdam-2. Westerlaan 1. 

Shipbrokers — Liner Agents. Tel. 010-36.43.00. Telegrams: Mineral. 
Telex 21245, 


TERNEUZEN: 51.20 N. 03.49 E. (See Plan) 


DOCUMENTS: Also see “Rotterdam”. Customs clearance takes 
place in the outer harbour or in the locks, by permission of the lock 
master. Clearing of ships comprises the production of a document 
signed by the Master, accompanied by the following documents in 
triplicate: Cargo and Crew Manifest, and Stores List. Masters are 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


requested to have Crew List completed beforehand to avoid delay in 
the lock. 

PILOTAGE: Compulsory for all vessels entering, leaving, and 
navigating inland waterways. Sea Pilot meets inward vessels at 
buoy A1, 51° 22.00’ N. 2° 53.24’ E. for ships entering by Wielingen 
channel; or at Middensteen Bank buoy, 51° 39.30’ N. 3° 19.00’ E. for 
ships entering by the Oostgat channel. 

In Wielingen channel Belgian and Dutch Pilots available. In 
Oostgat channel a Dutch pilot cutter is stationed. Belgian pilot boat 
carries at the masthead a red flag with a white letter P, the Dutch 
pilot boat has a blue flag with a white letter L. Communicate with 
pilot cutter by VHF Channel 6. 

Warning: \n approaches Masters may encounter fishing boats 
steaming a parallel course about 300 ft. apart. The net is being towed 
between the two vessels. If there is danger of fouling the net, the 
fishing vessels will display by day International Code flag D, or by 
night a searchlight from each vessel. 

ANCHORAGE: Vessels anchor outside fairway where depth is at 
least 49 ft. Mud bottom and good holding ground. 
RESTRICTIONS: No restrictions on night entry. 

MAX. SIZE: Controlling depth 31 ft. 4 in. Keel clearance 3 ft. 0 in. 
Height of tide 12 ft. to 15 ft. A vessel of maximum draft 40 ft. 6 in. 
can reach Terneuzen in most circumstances. 

Ships not exceeding the following dimensions are allowed to pass 
through west lock and canal: length 230 m., breadth 31 m., draft in 
fresh water (canal) 11-75 m. 

With special permission: length 245 m., breadth 32 m., draft in 
fresh water (canal) 12:25 m. 

HEALTH: Arriving vessels are only subject to medical examination 
when arriving from countries where contagious diseases reported 
or when such cases suspected on board. Medical Officer will board 
in Terneuzen roads or Outer Harbour. 

RADIO: Communicate via Flushing radio Channel 14, 156.70 mHz. 
24-hour watch kept. From five minutes past every hour to ten minutes 
past the hour switch to Channel 16 for traffic list and navigation 
reports. 

Communicate before entering the West outer harbour Terneuzen 
by VHF Channel 11 (156-55 kHz), 24 hours watch kept. 

Each hour a weather bulletin, navigation reports and warnings 
are given. 

TUGS: Towage not compulsory. Tugs can be ordered from Ter- 
neuzen tugboat company or Towage and Salvage Union Ltd. respec- 
tively by Channel 13, 156.65 mHz, and Channel 3, 156.15 mHz. Stations 
manned continuously for ordering tugs and general information. 
MEDICAL: Two modern hospitals available. 

FRESH WATER: Available from water barge. 

FUEL: Fuel oil and lubricating oil available from lighter or tanker 
barge. Bunker coal not available. 

GANGWAY/DECK WATCHMEN: Available. Tariff increase 
100% on Sundays and holidays. 

OPENING/CLOSING HATCHES: Can be effected by crew or 
stevedores. 

CUSTOMS ALLOWANCES: See “Rotterdam”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: Terneuzen Shipbuilding Yard situated at junction of 
East and West Canal branches. Able carry out hull and engine 
repairs. Floating cranes and diving equipment available. 

DRY DOCKS: Dry-docking only possible for coasters, length 
345 ft. width 39 ft. 6 in., draft 11 ft. 6 in. 

TIME: GMT plus one hour. 

HOLIDAYS: See “Rotterdam”. 

SERVICES: Repairs of radio radar, etc., can be effected. 

SHORE LEAVE: Allowed. 

DEVELOPMENTS: Plans made to widen and deepen Outer 
Harbour, also extension to southern Canal Harbour and Zeven- 
aardok Harbour. 


AGENT: Wm H. Miller & Co's Shipping Agencies (Rotterdam) 
N.V. - FLUSHING. P.O. Box 81 - Telephone 2171 - Telex 55068 
Cables Mineral. 


Netherlands Antilles 


BARCADERA, Aruba: (See Plan) 


The industrial harbour of Aruba, situated three miles South-east 
of Oranjestad. 

DOCUMENTS: Documents and all general information, refer to 
“Oranjestad”. 

PILOTAGE: Compulsory. 

RESTRICTIONS: Harbour open day and night. Depth of water 
in entrance and throughout harbour is 36 ft. Swinging basin width 
1,000 ft. 

MAX. SIZE: Up to 12,000 grt. 

TUGS: Available. 

BERTHING: 1,150 ft. of dockside accommodation. 

FRESH WATER: Not available. 

FUEL: Can be supplied. 

AUTHORITY: See “Oranjestad”. 
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BULLEN BAY, Curacao: 12.11 N. 69.01 W. (Seep 


Bullenbay is an open bay on the South coast of 
North-west of Willemstad. Curagaafl 
DOCUMENTS: Documents and all General information 
“Willemstad”. ‘= 
PILOTAGE: There is a resident Pilot at the bay. Pilotageis 
sory and is rendered day and night. 7 
ANCHORAGE: There is no anchorage in the bay. 

MAX. SIZE: Length 800 ft., draft 36 ft. See “Berthing”. 
TUGS: One tug available to handle VLCC's, second tug ay 
mid-1975. ‘ 
BERTHING: There are two piers at the East side of the 
naturally protected from prevailing wind and sea, T-shapes, 
mooring dolphins fore and aft. Vessels moor port-side aod 
these piers. Pier No. 1, a wooden superstructure on iron piles) 
depth alongside of 36 ft. Pier No. 2 is of concrete constructig, 
a depth alongside of 38 ft. As the slope is steep, vessels held 
piers can load deeper. 

Curacao Oil Terminal: Curacao Oil Terminal (COT) locate 
Bullenbay facilitates economical trans-shipment of Eastern he 
phere crude arriving in very large crude carriers (VLCC's) forsip 
and on-carriage in smaller ships to draft restricted U.S. ports, 

The terminal is owned and operated by Curacao Oil Terming) 
a company incorporated under Netherlands Antilles law, It 
able to handle about 200,000 barrels per day of crude oil ing 
segregated grades for trans-shipment by July 1974and 825,000 be 
per day by mid 1975. Initial (1974) facilities willinclude a T-head) 
suitable for discharging VLCC's up to 500,000 dwt on full drat 
vessels with a draft of 95 ft. and OAL of 1,350 ft. For loading 
shipment vessels the jetty will be suitable for vessels down tog 
20,000 dwt (draft 32 ft.). (Pier Bullenbay II down to about 45,004 
38 ft.). The piping systems allows a discharge capacity of if 
barrels per hour at a head of about 450 ft. at ship's rail for 500, 
tankers, and over 100,000 barrels per hour at a head of 275% 
200,000 dwt tankers. Later facilities (1975) will include a se 
identical VLCC Jetty (350,000 dwt), 2 LR Jetties (100,000 dwt) 
1 GP Jetty (20,000 dwt). 

Loading will be by gravity up to a rate of 75,000 barrels per y 
Volume measurement will be by calibrated tank gauging we 
accuracy of better than 0-1 per cent. 

Tankage of at least 3,000,000 barrels will be available, inc 
4 tanks of 750,000 barrels each and smaller tanks ranging from& 
wah 70,000 barrels. Tankage will increase to over 16,000,000 barre 

5. 

Deballasting facilities suitable for LR/MR/GP vessels arrivix 
ballast, will include tankage of 185,000 barrels able to rece 
about 25,000 barrels per hour and corrugated plate type oil separ 

Bunker facilities for all grades are available at a rate of 3,800 be 
per hour. 

Operators; Curacao Oil Terminal NV, PO Box 660, Willems 
Curacao, Netherlands Antilles. Telex No. Curacao 1096. 
FRESH WATER: Fresh water available at the piers. 
FUEL: Bunker oil is available and can be taken simultaneous # 
loading cargo. 

AUTHORITY: Harbour Master of Curacao. 


CARACASBAY, Curacao: 12.04 N. 68.52 W. 


Caracasbay is an open bay on the South coast of Curacao, 5® 
South-east of Willemstad. This port, mainly used by tankers, be 
ships and big passenger liners, is specially fitted as an oil term 
DOCUMENTS: Documents and all general informations, re 
“Willemstad”. 

PILOTAGE: There is a resident Pilot at the bay. Pilot sena 
compulsory and rendered day and night. 

ANCHORAGE: There is no anchorage in the bay. 

MAX. SIZE: Vessels with a maximum overall length of 1,050f! 
maximum draft of 47 ft. can be accommodated. 

TUGS: Tugboats operate from Willemstad. A tug is automat 
provided for vessels exceeding 16,000 grt or 700 ft. length. Forsm 
vessels it is recommended that if a tug is required it be order 
advance from Willemstad, otherwise there will be a wait of abit 


hour. 

BERTHING: Two piers owned by “Shell Curacao Ltd." are® 
at the East side of the bay, naturally protected from prevailing® 
and sea, with depths up to 47 ft. alongside. Vessels dock dit 
with their port-side along the piers. Pier No. 2, with a depth along 
of 47 ft., and pier No. 3, with a depth alongside of 47 ft., are™ 
built concrete piers/quays, modern and equipped for handling® 
bulk, with enough platform to serve also as passenger terminal’ 
biggest cruise ships moor along these piers regularly. 

The oil is transported through pipe-lines from the refine! 
Willemstad to the storage tanks at Caracasbay. Three ships’ 
bunker simultaneously. New electrically-driven centrifugal pu” 
metering and blending equipment at the bay stand for effic# 
to reduce bunkering time. Subject only to the capacity of # 
receiving connections, loading rates up to 2,000 tons per how 
bunker oil can readily be achieved. 

FUEL: The piers are built as oil piers, modern and equipp™ 
supply any kind of bunker or lubricating oil to any vessel. 
FRESH WATER: Fresh water can be obtained via pipe-line 0 
wharves. 

STEVEDORES: Lighters and longshoremen are supplied * 
Willemstad. 

REPAIRS: Small repairs can be done at the bay through wor 
barges alongside. 


re 


: Clearance, port administration, port charges and 
GENERA are the same as at Willemstad. 
sitHoRITY : Harbour Master, Curacao. 


FUIKBAY, Curacao: 12.03 N. 68.50 W. 


outh coast of Curacao, 7 miles South-east of 

Fullbe Leet bay with a 147 ft. wide navigable entrance. 
ye depth of this harbour is 26 ft. 2 } 
DOCUMENTS: Documents and general information, refer to 
“Willemstad”. ; 
Pl OTAGE: Pilotage is compu sory. j F 

ESTRICTIONS: As a rule vessels only enter this port during 
vig Sailing can take place day and night. — ; 
ANCHORAGE: There is an anchorage area in the West side of 
aX SIZE: Vessels can enter and leave with a maximum draft 
of 24 #t, and a maximum length of 360 ft. ; 
BERTHING: This bay is mainly used as a loading terminal of the 
“Mining Company Curacao" for export of phosphate rock mined 
out of the “Tafelberg’. There is one berth under the conveyor which 
transports the phosphate rocks from shoreintothe holds ofthe vessel 
alongside. Depth alongside is 28 ft. There is also a 84 ft. berth avail- 
able for handling explosives or other cargo, usually named West- 
wert, Only small vessels with a maximum draft of 83 ft. can come 
alongside. Vessels with more draft can moor with the help of floats 

een ship and quay. P 

3 aaa privately owned by “Mining Company Curacao” 
situated on private territory of this company. i 
FUEL: This port has no bunker facilities, so vessels bound for this 
port must take bunkers in Caracasbay or Willemstad before or after 
calling at this port if bunkers are desired. : 
GENERAL: Other services such as tugboats, repairs, power, etc. 
are rendered from Willemstad. 5-ton mobile crane available. 
AUTHORITY : Harbour Master, Curacao. 


KRALENDIJK, Bonaire: 12.15 N. 68.20 W.(See Plan) 
DOCUMENTS: 


Customs Immigration Agent 
Passenger list 1 1 1 
Crew list 1 1 1 
Personal effects 
list of crew 1 
Store list 1 
Cureo list 1 


PILOTAGE: Pilot service is available and mandatory in Bonaire. 
In case a Pilot is desired, the authorities should be notified in 
advance so that a qualified Pilot from Curacao can be called in at 
the expense of the ship. 

_ ANCHORAGES: Unlimited. Depth 30 ft. and over. 
ne Notify the Agent at least 24 hours in advance. 

0 tide. 

MAX. SIZE: Length 1,050 ft., also see “Berthing”. 

INWARD CLEARANCE: Inward clearance is effected on board 
immediately on docking. Immigration Officer arrives on board im- 
mediately after docking. Passengers disembarking at Bonaire must 
present themselves for document check. 

Customs Officer boards immediately after docking and together 
with a representative of the Agency’s Shipping Department the 
inward clearance document of the vessel (in ballast or with cargo 
in transit, as the case may be) is prepared and signed. This document 
must be signed by the Master. Occasionally the Customs Officer 
may insist that the Master sign in his presence. Only upon comple- 
tion of the above formalities, usually carried out in a very short 
time, the vessel is declared free and passengers and crew may go 
ashore. It is recommended that one of the public rooms be made 
available for the purpose of inward clearance in order to avoid con- 
gestion in the purser's office. 

HEALTH: No health formalities. 

RADIO STATION: A Government Radio Station Operates daily 

from 0700 to 2400. In case of emergency Bonaire Radio can be 

contacted by telephone. Vessels bound for Bonaire should route 
= messages for Bonaire through Curagao Radio (PJC). The 
overnment Radio and Telephone Station maintains daily tele- 


pave communication with Curacao, also with the United States, 
urope, etc, 


TUGS: None available. 


BERTHING 

North Pier : 
Berthing space 225 ft. 
Depth 34 ft. alongside at LW 
Height 6 ft 


Maximum permitted load factor on pier is 2,000 kilos per sq. m. 
4 essels of maximum 30,000 grt or a maximum length of 738 ft. are 
owed to berth alongside. 


outhern pier; 
wig 394 ft 
idth ‘ 
Depth Soft alongside 
fletght Bt al ie 


Length of connecting bridge from shore to pier 199 ft. 


Width of connecting bri 
wet g bridge from shoreto pier _ 68 ft. 


* Double Mampaey easy-release electrical capstans(100tons each) 


— 


NETHERLANDS ANTILLES 


B: Two (2) bollards 50 tons each 
C: Double Mampaey easy-release electrical capstans (100tons each) 
D: Bollards of 50; 25 and 10 tons (every 20 meters) 

Fendering: Vredestein Gigant Fenders; Block Fenders and 
D-fenders (made of rubber). 

Roll-on/roll-off Facilities: Vessels of maximum 66,000 grt or a 
maximum length of 1,050 ft. are allowed to berth alongside. 

Maximum permitted load factor on pier is 2,000 kilos per sq. m. 

For the mooring and unmooring at the pier shore labourers are 
engaged by Agents at the expense of the shipping line. Motor-boats 
are available for running lines. 

CARGO HANDLING: About 5 miles South of Krelandijk there is a 
special pier for bulk handling of salt. 

STEVEDORES: There are no regular stevedores (longshoremen) 
available in Bonaire. For cargo handling operations ordinary labour- 
ers are engaged by the Agent for account and risk of the ship. 

th the Hours : Monday-Friday 0700-1200 and 1300-1600. Overtime 
possible. 

MEDICAL: Modern facilities are available for medical and dental 
treatment. A ‘Medical Service Request" form must be signed by 
the Master or other authorised officer for crew members requiring 
medical or dental treatment. In case of crew members having to be 
left behind at Bonaire for hospitalisation or otherwise, Master must 
sign an authorisation guaranteeing expense of treatment and re- 
patriation. 
FRESH WATER: Limited quantities of fresh water from the 
Government Water distillation and power plant can be supplied 
at the pier. 
BUNKERS: On advance request, bunkers are delivered by craft 
at rates comparable to those in Curagao or Aruba. 
GANGWAY/DECK WATCHMEN: Watchmen are not necessary 
but recommended; Overtime as usual. 
OPENING/CLOSING HATCHES: This work is normally carried 
out by crew. 
IDENTIFICATION CARDS: Passengers. No landing cards 
required, but some ships carrying a large number of passengers 
furnish landing cards to passengers for their own control of passen- 
gers returning on board. Crew. No landing cards required. 
REPAIRS: There are no facilities for carrying out major repairs. 
HOLIDAYS: The following are the official holidays observed in 
Bonaire: New Year's Day (Jan. 1st); Good Friday; Easter Monday; 
Queen's Birthday (April 30th); Labour Day (May 1st); Ascension 
Day; Whit Monday; Kingdom Day (December 15th); Christmas Day 
(December 25th) ; Second Christmas Day (December 26th). Religious 
naureves August 15th (Assumption Day); November 1st (All Saint's 
ay). 
TIME: 4 hours slow of GMT. No Summer time kept. 
AIR SERVICES: There is a good daily airplane service between 
Bonaire and Curacao. Three or four flights a day with good connec- 
tions at Curacao with the international services to and from many 
parts of the world. 
CUSTOM OFFICERS ON BOARD: One or two Customs Officers 
will remain on board during the vessel's stay in port. Such officer(s) 
must be furnished meals at regular meal hours. 
TELEPHONES: Telephone connection can be placed on board 
ships at the pier. 
POLICE/AMBULANCE/FIRE: Police, tel. 
8250; Fire, tel. 8222. 
GENERAL: 

Live Animals: The importation of dogs, cats, horses and certain 
other animals is permitted, provided these animals are accompanied 
by a certificate issued at place of origin by a licensed Veterinarian, 
stating that the animal in question is free from any contagious 
disease. 

Dogs must have, in addition, a certificate of Rabies Inoculation. 
All animals imported (including birds) will moreover be examined 
on arrival. 

Prohibited Imports: The importation of the following is strictly 
prohibited: Parrots and parakeets, absinth, explosives, firearms, 
ammunition and firework, except with prior permission from local 
authorities. All kinds of narcotics and drugs, the sale and use of 
which is regulated by International Conventions, except for legitimate 
use by and for sale to drugstores by duly accredited importers. 
Unauthorised reprints of copyrighted scientific and literary works of 
art. Copper, bronze and nickel coins, except for account of the 
Government of the Netherlands Antilles. Obscene printed matter. 

Immigration Law: All passengers disembarking in Bonaire as 
temporary visitors, for business purposes, on vacation, or in transit 
to other destination, must be in possession of: 

(a) Valid passport/birth certificate. 

(b) One passport photograph. 

(c) Smallpox vaccination certificate, not over 3 years old. 

(d) A return ticket, through ticket or passenger-order to next destina- 
tion outside of the territory of the Netherlands Antilles. 

(e) All documents and visas necessary for continuing to next 
destination or return to place of origin. 

(f) Sufficient means to be able to support themselves during their 
stay in the territory. 

No visa is required from a Netherlands Consul on any of the 
aforementioned documents. 

AUTHORITY: Harbour Master, appointed by the Island Govern- 
ment of Bonaire. 


8250; Ambulance, 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


ORANJESTAD, Aruba: 12.31 N. 70.02 W. (See Plan) 


DOCUMENTS: 

Clearance from last port. 

Deratisation Exemption Certificate. 

Ship's Register. 

Manifest of Cargo (or ballast), or Bills of Lading for import goods 

and transit goods separately. 

Crew List (four copies). 

List of Stores on Board (two copies). 

Consignee Mail (if cargo for discharge). 

Passenger List (if any passengers). 

The passenger list must carry full names, ages, sex, nationality and 
occupation of passengers landing at Aruba. The ultimate destina- 
tion of in-transit passengers must also be shown on the passenger 
list. 

Deratisation Exemption Certificates can be renewed at Oranje- 
stad, Barcadera and St. Nicholas. 

Outward clearance, cargo documents and list of outgoing passen- 

gers are delivered on board by the Agent's representative, thereby 
making it unnecessary for Masters to visit the Customs Office to 
obtain outward clearance. 
PILOTAGE: Masters are requested to advise Agents of their 
expected time of arrival at least 48 hours in advance. Arrival 
messages should include advice regarding cash or other require- 
ments. This information is particularly necessary in order to give 
prompt attention to vessel's requirements and to avoid delay after 
arrival. 

Pilots are government employees and pilotage is compulsory for 
vessels from 50 grt upward entering or leaving the harbour. Pilots 
board inbound vessels within two miles of shore. The Agent's 
representative will arrange for Pilots to board vessels as necessary. 
Inbound vessels should close the West entrance of the harbour as 
near as prudently possible and make a lee to facilitate the Pilot's 
boarding. 

Every vessel arriving or departing must provide and properly 
secure a pilot ladder which conforms with the standards of con- 
struction normally accepted by international safety standards. 
Failure to provide such a ladder may result in the Pilot's refusal to 
board a vessel. 

ANCHORAGE: Anchorages, suitable even for deepest draft 
vessels, are located outside the protecting reef along the whole 
length of the Western and South-western coast. The depth of water 
ranges from 10 to 35 fathoms. Because of the sharply shelving nature 
of the bottom in this area, it is recommended that the services of a 
Pilot be obtained in taking up an anchorage. Ships are anchored only 
during daylight hours. 

TUGS: A tugboat of 1,000 h.p. is available for assisting vessels to 
and from the docks. The tug-boat is fitted out with radio-telephone 
which is open on 2182 Mc. while tug is in operation. 

MINIMUM DRAFTS: For tankers arriving or sailing in ballast the 
following minimum drafts are required for manoeuvring under 
normal weather conditions: 


.R.T. Forward Aft 
16,600 (T-2) 8 ft. 18 ft. 
18,000 8 ft. 18 ft. 
27,000-30,000 10 ft. 20 ft. 
30,000-36,000 14 ft. 22 ft. 
37,000 14 ft. 24 ft. 


46,000 16 ft. 26 ft. 

MAX. SIZE: The harbour itself has a depth of 36 ft. at MLW. The 
safe salt water draft approved for entering and leaving is 33 ft. 
a normally enter via the West channel and depart via the East 
channel. 
HEALTH: The port doctor will visit an arriving ship only if there is a 
case of quarantinable disease on board, if the ship has no clean bill 
of health or if one of the preceding ports of call has been declared 
to harbour a quarantinable disease. The Netherland Antilles bill of 
health is free of charge. 
RADIO: Shore station for R/T communication with 24-hour service. 
VHF Channel 16, 156-80 mHz (calling); Channel 11, 156-55 kHz 
(working channel). 

HF 2182 kHz, 2558 kHz (working frequency transmitter), 2158 kHz 
(receiving frequency SSB). 
BERTHING: In total there are 4,070 ft. of dock length available to 
accommodate ocean-going vessels and 1,090 ft. of dock for small 
craft, of which: 
1,720 ft. with 36 ft. of water alongside 


2,350 ” "” oo” ” ” 
4600, » 6yn nw " 
230 ” ” 10 som ” ” 


400 ” ” 6 soo ” ” 
STEVEDORES: Stevedoring is performed at a fairly fast rate 
compared with other ports in the Caribbean area. All cargo has to be 
handled with ship's tackle, while on the docks and in the warehouses 
fork-lift trucks are used for transportation of merchandise. General 
cargo is handled at an average of 8 tons per gang per hour. 
MEDICAL: Excellent medical and dental attention is available at any 
hour of the day or night to crew members of all vessels. 
FRESH WATER: Boiler and drinking water of purest quality is 
supplied by hose from the docks at a rate of 200 tons per hour (in 
special cases 400 tons per hour) 
FUEL: The port of Oranjestad is an official Esso bunker station. All 
grades of bunker fuels can be supplied from shore tanks at a rate of 
1,500 barrels an hour. A minimum of 48 hours advance notice is 
phe sae 
REPAIRS: There are no facilities at Aruba for major ship repairs. 
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Local workshops can do repairs of minor nature. Preliminary 
regarding such minor repairs should be included in ETA Mey 
and work requisitions for repairs should be prepared for handily 
the Agent's representative immediately upon arrival. 

Radar, radio and gyro repairs can be carried out. However 
important that Masters radio in their requirements as early ay 
sible and give a brief reference as to the nature of the breakdo, 
fault of the equipment concerned. 

While alongside vessels must be prepared to move at one 
notice. Engine repairs to the effect of demobilizing the Vesse, 
only be carried out with special permission. 
SURVEYORS: Representatives of the American Bureau ofg 
ping, the Lloyd's Register of Shipping and the Norske Veritas, 
resident in the area. Masters may request the surveyors’ Seri 
through the Agent. 

BALLAST: Vessels must arrive with sufficient ballast to 
safe handling. All vessels should enter port with clean dallas; 
can be pumped over board when alongside, as it is prohibiy 
pump dirty ballast into the harbour. 

WATCHMEN: Ano efficient and continuous watch must be my 
tained on deck and in the engine-room of all ships while in pox, 
a sufficient number of men must be on board at all times to» 
vessels either for harbour operations purposes or in emerge 
situations. 

OPENING/CLOSING HATCHES: This work is normally ce» 
out by the crew. 

AIRPORT: The port of Oranjestad - the commercial and ty 
harbour of Aruba — is only 5 miles by road from the jet airport} 
connection by air with the U.S.A. and Europe are very good, 
rather frequent (TCA, KLM, VIASA); other airlines Operating 
Aruba are: ALM, LAV, Aerocondor, and Caribbair. 
POLICE/AMBULANCE/FIRE: Police, Oranjestad, tel, 9 
Ambulance, Oranjestad, tel. 2010/1234; Fire Alarm, tel. 00. 
prt rtrd The following countries have consular represents) 
at Aruba: 


Brazil Nicaragua 
Chile Norway 
Colombia Panama 
Costa Rica Peru 
Denmark Portugal 
Dominican Republic San Salvador 
Great Britain Spain 
Guatemala Sweden 

Haiti Switzerland 
Italy Venezuela 
Lebanon West Germany 
Liberia 


Necessary for Masters of Panamanian and Italian flag vessel 
visit Consulates at Oranjestad to present documents and ree 
despatches. Other Consulates have similar requirements. Mav 
may check with Agent for clarification. 

DEVELOPMENTS: Landing stage for roll-on/roll-off vessels¢ 
depth alongside 33 ft. under construction near Harbour Office. 
TIME: Local time is four hours slow of GMT. Vessels are requet 
to use local time in ETA messages and when dealing with® 
Agents. 

CUSTOMS GUARDS: Local authorities assign one or moret 
toms guards to each vessel during its stay in port; the charges! 
guarding are for the account of the vessel. These officials mus! 
provided with meals on board at regular meal hours. 
SHORE LEAVE: Under normal circumstances no restrictions! 
imposed by the Government Immigration Authorities on s¥ 
liberty. Masters are requested to endeavour to have all crew mem 
on board prior to departure time, so that the ship will have no dea 
sailing. 

AUTHORITY: Eilandgebied Aruba, Haven en Loods Dienst. 


PHILIPSBURG, St. Maarten: 18.05 N. 63.10 W. 


Philipsburg, capital of Netherlands St. Maarten, lies in a® 
protected bay in the South-eastern corner of the island. The® 
obstruction to the harbour is "Proselyte Reef" or ‘Man-of-W 
Shoals", located 17’ 56” N. 63’ 04” W., with a minimum depth ® 
fathoms. Entrance to the harbour can be accomplished by pas 
either to the North or to the East of this reef. 
DOCUMENTS: 
Crew List: Immigration 1 copy. 
Agent 1 copy. 
Passenger List: Immigration 1 copy. 
Agent 1 copy. 
Store List: None required. 
Ship's Register: Pilot will require to see this document for ob® 
ing the official tonnage. 
Note: No special form is prescribed for the above documé® 
consequently these may be made out in Company's regular fo" 
No consular visa required on any of the above documents. 

Immigration: \mmigration officer boards ship immediately @ 
docking. Passengers and crew are usually free to disembark imm® 
ately after boarding. 

Agency Personnel: Agency personnel boards immediately # 
vessel is docked together with Immigration Officer. 
PILOTAGE: Pilotage is compulsory and performed by Governt™ 
pilots. Ships bound for the pier at Philipsburg should await the 4 
at a maximum distance of one mile from the line Point Blanc™ 
Fort Amsterdam. 


—— Se 


pilot Ladder : Jacob's ladder, in clean and sound condition is 


saficiet perth : From pilot station to pier, about 15 to 30 minutes. 

MORAGE: Ample suitable anchorage area available with 

shen depths of water for several large ships simultaneously. 
= 4 when the pier is already occupied by another cruise-ship, 

a ships can proceed to anchorage, in which case communica- 
Ca between ship and shore to be by ship's own launches. 

- ships proceeding to anchorage, pilotage is also compulsory. 

ADIO: The Government radio and telegraph service operates 
daily from 0700 L.T. to 2400 L.T. worldwide. 

radio Telephone: VHF Channel 10 and 155,925 mHz. 

£TA Messages : ETA messages should be sent to Agent preferably 
in local time at least seb in advance and any changes occurring 

hould be advised. 
Bs A ship's radio in port: Prohibited. 
: None available. 

Tues ING: The new concrete pier at Philipsburg is located at 
point Blanche in Great Bay and has a length of 210 metres, with an 
additional 60 metres of berthing space, located at a 60° angle to the 
finger pier. Minimum depth is 34 ft. of water. Four fenders of steel 
spring and rubber are located along the berthing space. 

Height from sea-level to the deck ot the pier at high tide is 4-02 
metres, at low tide 4-48 metres. Ship will lie with port side to the pier. 

Mooring and Unmooring : Three dolphins are located in an extended 
line of the berthing space for mooring. Minimum required size of 
openings in shackles is 40x50 cm. Mooring boat is available. 

Equipment: Cranes are available with a capacity of 20 tons maxi- 
mum. Forklifts up to 8 tons and sufficient flat-bed trailers and low- 

s are also available. 

STEVEDORES: There are three gangs available. Each gang has a 
total of 9 workers. 

MEDICAL: Government physicians are available in Philipsburg 
and there is also a small, but up-to-date hospital operated by the 
Netherlands Antillean Government. A “Medical Service Request” 
form must be signed by the Master or other authorised officer for 
crew members hea ees rele treatment. 

Dental facilities available. 

FRESH WATER: Available. 

FUEL: Not available. 

REPAIRS: No facilities for carrying out repairs except for radio 

and radar (Radio Holland). 

SURVEYORS: There isa pheasant wo on the island. 

AIRPORT: The island is serve y A.L.M. (Dutch Antillean 

Airlines), Air France, Eastern Airlines, K.L.M. (Royal Dutch Airlines), 

LLA.T. (Leeward Island Air Transport), Prinair. 

or are hee piivet daily eas to and from New York and 
jami connecting to other major places. 

TIME: 4 hours slow of GMT. 

HOLIDAYS: The following Official holidays are observed in St. 

Maarten: New Year's Day (January 1st); Good Friday (varies); 

Easter Monday (varies); Queen's Birthday (April 30th); Labour Day 

(May 1st); Ascension Day (varies); Whitmonday (varies); St. 

Maarten Day (November 11th); Kingdoms Day (December 15th); 

Christmas Day (December 25th); Boxing Day (December 26th). 

pe a Service from ship to shore is not available. 

Ship's Bars and Shops: No restrictions and these may remain 
open for business while in port. 

laundry : Available. 

Wind: Prevailing winds on the island between the months of 
March and December are East to South, velocity 6 to 10 knots. 
—— “eile sl March winds are generally North to East 

velocity of 8 to 15 knots. 
bai oh range in Philipsburg is at most 2 ft., but regularly 
more than 1 foot. 

Current: The current outside Philipsburg harbour changes from 
Easterly to Westerly, with a maximum velocity of 2 knots. At the Pier 
es baie pea runs from North to South, with an average 

! 3 knot. 

Gangways: No gangways are available from the pier and ship's 

gangways will have to be used. 


Ship's Launches : There are no restrictions on the use of ship's 
aunches, 


Stores: Available. 
Garbage: No disposal facilities available. 


Port Health: No regulations or requirements. 
ustoms : None. 


AUTHORITY : Harbour Master. 


NTS: S.E.L. Maduro & Sons (Windward Islands) Inc., Emma- 
i" rs 0 Box 63, Philipsburg, St. Maarten N.A. Telegraphic Address: 
acuroship Stmaarten. Tel. 2202/2207. 


ST. NICHOLAS, Aruba: 12.26 N. 69.55 W.(See Plan) 


SOCUMENTS/HEALTH and all General Information, refer to 
anjestad”’, 


P ; 
ILOTAGE: Pilotage is compulsory. Pilot boards off west Entrance 


psn miles of the shore. Inbound vessels are expected to ap- 
iat e entrance as near as prudently possible and make alee to 
Ist Pilot boarding. 

ee oe for anchoring off Lago Aruba terminal during the 

Drovidin arkness is now available upon the Master's request, 
, fadar and echo sounder are functioning properly. 

owin CTIONS: The port is open for day and night navigation, 

9 Vessels to enter and leave at any hour. The harbour has a 


- —_— 


NETHERLANDS ANTILLES 


depth of 42 ft., while the East and West channels are 45 ft. deep. The 
safe salt water draft approved for entering is 39 ft., for leaving - 41ft. 
Vessels normally enter via the West channel and depart via the 
East channel. 

RADIO: A lookout tower and signal station is remotely controlled 
by close circuit TV and is operated by Lago. This tower is located 
immediately above the Marine Office building. The signal station 
maintains 24-hour service. Radio-telephonic communication is 
ep on wavelengths of 156.70 and 156.80 MC/VHF (Channels 14 
an r 

TUGS: Two diesel-powered tugs are used for berthing and unberth- 


ing. 
MAX. SIZE: Tankers up to 400,000 dwt. at new Aruba Sea Berth, 
depth alongside, 80 ft. MLW. 
BERTHING: All port facilities are controlled by Lago Oil and 
Transport Company. 

The maximum limitations for vessels using San Nicolas facilities 
are: 


Salt water Bow to 
Length Beam max. draft Manifold 
Berths (ft.) (ft.) (ft.) (ft.) Deadweight 
1 South 745 UNL 39 376 50,000 
1 North 740 110 39 356 50,000 
2 South 800 110 40* 400 50,000 
2 North 780 110 39 365 ,000 
3 South 900 130 41 440 90,000 
3 North 850 120 40 390 80,000 
West Pier 650 UNL 34 UNL 25,000 
Reef Berth 1,200 UNL 75 UNL 400,000 
HDS Pier 700 UNL 30 ft. 6 in UNL 14,000 


(dry cargo only) 
Note : *2 South - 40 ft. mean draft with recommendation load with one foot 
trim by stern or 39 ft. 6 in. forward and 40 ft. 6 in. aft. 
The maximum entering draft is 41 ft. even keel salt water. The 
following is the suggested ballast draft for vessels. 


MDWT Fore (ft.) Aft (ft.) 
10-20 8 18 
20-30 10 20 
30-40 14 22 
40-50 14 24 
16 26 


50-90 

New Sea Berth: 

(a) Position: 12.26.1 N. 69. 55.6 W. 

(b) Pilotage: Pilot will board 2 miles West of berth. Docking will 
be during daylight hours only during initial operations. 

(c) Design Data: Pier heading is approx. 130° T. Wind is less than 
20 knots 70 per cent of the time, and less than 25 knots 97 per cent 
of the time. Current is less than 0-2 of a knot 90 per cent of the time. 


Wind Current 
True % of time True % of time 

20°-40° 2 40°-70° 24 

50°-60° 6 100°-110° 17 

70°-80° 33 140°-240° 10 

90°-100° 40 260°-290° 24 
110°-120° 13 320°-340° 25 
140°-170° 1 


220° 5 

There are four breasting dolphins at 100 ft. intervals, each with 
double quick-release hooks, and four mooring dolphins with triple 
hooks, all interconnected by catwalks. Distance between mooring 
dolphins one and four is 1,300 ft. Vessels require twelve mooring 
lines, and Pilot may require one synthetic line to be run to a port 
bow buoy, depending upon environmental conditions. 

There are two 3,000 h.p. tugs and one of 4,000 h.p. on stand-by for 
initial dockings. 

Approach velocity is continuously measured by Radar Doppler 
mounted on No. 1 and No. 4 breasting dolphins. 

There are four 16-in. cargo transfer arms and with 12-in. connec- 
tions and one 8-in. bunker arm. 

Crude discharge-loading line is 36 in. diameter, 3,000 ft. long. 

(d) Mooring for VLCC's: Mooring arrangement and hawser loads 
were calculated using ER & E computer programmes taking into con- 
sideration vessels loaded condition, wind and current velocities and 
directions. 

Mooring lines assumed to be 14 in. diameter steel wire with a 
breaking strength of 90 to 100 tons. 

Mooring winches assumed to have about 25 metric tons heave 
capacity and 55 metric tons brake holding capacity. 

The combination of a wire and a synthetic line to a single dolphin 
will not be permitted. 

Self-tensioning not permitted. Automatic tension winches should 
be used on manual brakes. 

Synthetic tails on wire lines should have a higher braking strength 
than the wire to which they are connected to allow for in-service 
strength reductions. The eyes of tails should be protected from 
abrasion with suitable coverings, and tails should be connected to 
wires with suitably designed shackles. 

The ship always docks port side to with, approximately 8 shackles 
outon thestarboard anchor which will have been walked out in about 
180 ft. of water. 

A mooring launch may be used depending upon environmental 
conditions. Mooring capstans on dolphins have a 2:2 ton pull anda 
100 ft. a minute line hauling capability. 

Before arms are connected, the correct setting of winch brakes 
will be checked by ship/shore personnel as follows: 

(1) Mechanical brakes by torque wrench. 

(2) Hydraulic brakes. The settings as recommended by the manu- 

facturer to be confirmed by mutual inspection. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


A maximum of only two layers of line to be allowed on working 
or tension drum of split drum winches. 

(e) Safety: A safety inspector will board the ship while vessel is 
moored alongside and will complete the IOTTSG safety check off 
list accompanied by the Master's Representative. 

VHF communication between the vessel's cargo control room and 
the oil movements contro! room must be maintained as long as the 
vessel is alongside. 

UHF communication between the cargo control room and the 
Berth Operator will be maintained as long as the vessel is alongside. 

A high-level alarm will sound from the tower on the berth when 
the crude level in the shore tank is approaching maximum level. 
Vessel’s pumps should be stopped or by-pass opened immediately 
on hearing the alarm or on being advised by the Berth Operator by 
voice radio. 

For the security of the ship and terminal, the area between the 
Sea Berth and the gate to San Nicolas is closed to pedestrian traffic. 
Arrangements for crew transportation can be made by calling the 
Marine Agency Section. 

Wind Tolerance: At 30 m.p.h. loading will be discontinued and 
loading arms will be drained. Tugs will be called out. Engine to be 
confirmed ready for use. 

At more than 30 m.p.h. or gusting to more than 30 m.p.h. arms 
will be disconnected. The Senior Pilot and Marine Advisor, together 
with the ship’s Captain, will decide whether to take the ship out of 
the berth. 

FRESH WATER: Fresh water can be supplied ex-wharf. 
FUEL: All grades of bunkers available. 

Sea Berth: Vessels arriving for bunkers only with a draft greater 
than 41 ft. must use the Sea Berth (Reef Berth). As the berth is used 
for crude oil trans-shipment bunkering vesse!s can expect delays. 
Also the following considerations apply: 

1. Vessels working cargo have priority over vessels bunkering. 

2. In assigning tugs, vessels working cargo take priority. (3 to 4 
hours tug service required at the sea berth.) 

3. Mooring launches require 48 and 24 hours notice. 

4. Vessels using the berth must have 12 good mooring lines. All 
mooring winches and equipment will be inspected and must be in 
good order. Vessels may not be docked if equipment is faulty. 

5. In the event of marginal weather, deep draft vessels calling for 
bunkers may not be docked. 

REPAIRS: A local workshop can do minor repairs. 
PORT FIRE PROTECTION: The port of St. Nicolas is very well 
equipped with modern equipments for fire-fighting and fire preven- 


on. 
BALLAST: Tankers must arrive with clean ballast only. Clean bal- 
last will be discha: yed overboard after docking. Only slops can be 
discharged to the disposal facilities ashore. 
SPECIAL REGULATIONS: Strict compliance with Harbour 
Safety Regulations is mandatory. Stringent regulations prohibit the 
transportation of alcoholic beverages through Lago refinery and 
harbour area. No liquor or beer may be taken on board or removed 
from vessels except only bonded stores ordered by the Master. 
SHORE LEAVE: Asall ship's personnel when going ashore have to 
walk over the docks and the company's concession, nobody is 
allowed to leave the docks without a proper pass. Passes which are 
valid for the day of issue and the following day only, entitle person- 
nel to proceed from the dock at which their ship is berthed to the 
main refinery gate and vice versa. Shore passes are not valid for the 
refinery area. 
a aa ee ts grin Police, 5000; Ambulance, 5050; 
ire, 00. 
AUTHORITY: Lago Oil and Transport Co. 


SINT MICHIELSBAY, Curacao: 


Sint Michielsbay, on the South coast of Curacao, 5 miles North-west 
of Willemstad, is an open bay, naturally protected from prevailing 
winds and sea. 

PILOTAGE: Compulsory. 

ANCHORAGE: In the bay 650 ft. out of the coast in 130 ft. water is 
laid a mooring buoy, which gives a good anchorage to vessels which, 
because of dangerous cargo, quarantine or because of a defect 
cannot enter another port of Curacao. 

BERTHING: Vessels moored with their stern to the buoy and 
their bow anchors are heaved out to hold the foreship from the coast. 
REPAIRS: Repairs or handling cargo can be carried out by way of 
barges. A landing jetty for barges is available. 

GENERAL: Other services as tugboats, lighterage, stevedoring, 
etc. are rendered from Willemstad. 

AUTHORITY: Harbour Master, Curacao. 


WILLEMSTAD/EMMASTAD, Curacao: 12.06 N. 


68.56 W. (See Plan) 


DOCUMENTS: 
For Immigration. 
2 copies of Crew List. 
2 copies of List of Passengers Landing at Curacao (if any). 
2 copies of List of Passengers in Transit (if any). 
For Customs: 
1 copy List of Stores (deck, engine and steward department). 
Manifest of Cargo for Curacao, if any, in duplicate, on special 
form called ‘‘Vrachtlist”. 
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Manifest of Cargo for Curacao, in transit, for trans-shipme 

other ports, if any, in duplicate. 

Manifest of Cargo on Board, in transit, if any, in dupli 

2 copies of Tally Books of Cargo for discharge at Curacao, 
If the ship is in ballast only the store-list is required, a 

1 copy Crew List. 

1 copy Passenger List landing at Curacao. 

PILOTAGE: Pilotage is compulsory. Rendered day ang 
Pilots are government officials and are stationed at Wil ‘ 
Caracasbay and Bullenbay. The Harbour Master is also the he 
the Pilot Service. 

Vessels bound for Curacao should proceed to Willemstad 
except when they have specified orders for another bay. Ves 
sight of Willemstad will be contacted by the signal station 
Nassau for further orders. From this same station lights ares 
to direct the traffic in port. Vessels should stay ? miles off 
West of the harbour entrance to await Pilot. The pilot Motor by 
identified by a blue flag with the letter "L" at daytime and a red) 
above a white at night time. 

ANCHORAGE: As arule there is no anchorage area in the hay 
of Willemstad, but in the Eastern part of the Schottegat there, 
pair of mooring buoys available to await berth or orders for lin 
time subject to permission and conditions from the Harbour Ny 

Two vessels alongside each other can be safely moored at hy 
Depth: 38 ft.; distance between the buoys from 900 ft. 
RESTRICTIONS: The harbour of Willemstad consists of 9) 
yd. long and minimum 270 ft. broad channel, the St. Annabay, 
depths from 49 to 79 ft. and an adjacent inner bay, the Sch 
150-acre body of water with a depth of more than 10 ft. andap 
mum of 79 ft. 

The navigable portion of the entrance of the port is 865 ft, 
Het on either side by a light-buoy, and the minimum dep 
49 ft. 

BRIDGES: Santa Anna Bay is crossed by two bridges, the Qy 
Emma floating pontoon bridge, and the new, fixed bridge. 

The pontoon bridge opens day and night for in and 
vessels. There will no longer be any waiting period at the hay 
entrance. Automobile traffic will be diverted to the new bridge 
those on foot will have continuous ferry service available. § 
will have overall preference for openings. 

The new fixed bridge, dominating Willemstad’s skyline ant 
entrance to Schottegat Bay, is 185 ft. high, (clearance 180ft.) ena 
the biggest vessels to pass under. The bridge is of box girder: 
struction and is open to automobile traffic only. No smokix 
permitted by passing motorists, and glare-proof lights are ins 
to prevent interference with light signals that harbour pilots re) 
when bringing a ship through the channels. 

MAX. SIZE: Length 1,000 ft., draft 45 ft. 

RADIO: Port Operations Station (Operated by Harbour Avs 
ties): Location, Fort Nassau. Call sign, Fort Nassau. Frequen 
International Channels 16 (156-80 Mc/s), calling and safety; 12(l 
Mc/s), working, first choice; 14 (156-70 Mc/s). Watchkeepin 
hours on Channel 16. Type of operation, Simplex, Frequency m 
lated. Range, 20 to 25 miles. 

Main Private Station (Operated by Shell Curacao N.V.): Loca 
on the Zwarteberg. Call sign, Shell Curacao. Frequency, internat 
Channel 25 (receiving, 157-25 Mc/s); transmitting, 161-85 
Type of operation, Duplex working, frequency modulated; oper 
by remote control from Shell's telephone exchange; ask operalt 
connection with party desired. Range, 20 miles. Watch-keep 
24 hours on Channel 25; normal daily business, 0730 till 2400 ha 
urgent business only, 2400 till 0730 hours. 

Tug Base Station: Location, on the Zwarteberg. Call sign, Mé 
Department - for tug movements only and in an emergency to® 
the tugs. Watchkeeping during office hours. Central Post - for 
movements only. Watchkeeping 24 hours. Shell Curacao - fore" 
gency calls to tugs only after having been alerted on Channel 
watchkeeping. Frequency, International Channel 14 (156-70 Me 
Operation, Simplex - frequency modulated. Operation by re 
control from Shell's Marine Department, Central Post and telepy 
exchange. 

Tug Mobile Stations: Location, one on each tug. Call sign, Ke 
Passaat or Karet. Frequency, International Channels 16, 12, 
and 6. Watchkeeping, 24 hours on Channel 14. Operation, Simp 
frequency modulated. 

HEALTH: The port doctor will visit only if there is a case of qué 
tinable disease on board. The Netherlands Antilles Bill of Hea 
free of charge. 

TUGS: Compulsory for all tankers longer than 700 ft. and dry 
longer than 750 ft. 

L. Smit & Co. International Tug Service has a permanent 
towage and salvage base in the port of Willemstad. There is alv@ 
powerful salvage tug at the station which has been especially & 
ped to deal with casualties and a harbour tug of 1,350 h.p. 

Shell Curacao has stationed here three sea-going motor 
1,250 h.p. and 2,250 h.p. 

The Curacao Dry Dock Company has a motor-tug of 350 hp! 
one of 225 h.p. 

There are a few harbour tugs available varying from 60 to: 
h.p. and about 80 lighters to receive the cargo or to bring the@ 
alongside a vessel varying from 60 to 250 ton capacity. 
BERTHING: There are berths on either side of the St. Ant 
North of the pontoon bridge, with depths varying from 18 tos 
alongside, generally used for bunker, cargo and passenger $ / 

On the Eastern side 4 wharves: the Handelskade, depth 18 f 
Kleine wharf, depth 24 ft.; Grote wharf, depth 31 ft.; and 
depth 24 ft. 


estern side 6 wharves: the Matheywerf, depth 23 ft.; 


On the W ft.; Westwerf North, 36 ft.; Nieuwe werf, 33 ft.; 


th, 25 
westwerf rit Oranjewerf, 19 ft. 


otter ottegat there are seven more berths, generally used for 

. cargo or passenger ships. 

‘ne Hendrikwerf which closes the Western corner St. Annabay/ 
Prins at, has a depth of 35 ft.; however, ships with a draft of 

preg 35 ft. can be moored by way of placing rafts of 10 ft. width 

poraeives vessel and the quay. 1 ; 

de! the Eastern part of the Schottegat are the Admiraal Brionwer- 
At has 3,000 ft. docking space available with 34 ft. depth 


punker, 


yen, which 
dongside pottegat on the peninsula of Asiento are situated the 14 

; owned by Shell Curacao Ltd. which are mostly used by 
ers: however, other vessels are enabled to use these wharves for 
veal facilities. Valentijnpier No. 5 may be used for general cargo. 
othe names and the depths alongside ‘hese piers from West to 
fast are: Pier |, 32 ft.; Piers Il and III, 34 ft.; Pier IV, 40 ft.; Pier V, 
ft; Pier VI, 41 ft.; Pier VII, 34 ft.; A-pier, 34 ft.; Pier VIII, 46 ft.; 
Margrietpier (two berths), 35 ft.; Pier IX, 36 ft.; Pier X, 33 ft.; Pier 


ae ahottegat also has about 4,000 ft. of quay available for 
repairs, The names of the wharves, lengths and depths alongside 
are: Beatrix | and Il, 1,300 ft. - 21 ft.; Beatrix Ill, 400 ft. - fore 10 ft., 
alt 35 ft; a Me ft. - 31 ft.; Beatrix V and VI, 1,000 ft. - 37 ft.; 
, 750 ft. - : 

° sre icnctiagat is a special berth, Bernhardkraan, with fixed 
sheerlegs for the purpose to discharge or to load heavy lifts up to 
450,000 k/gs. Depth alongside this berth is 30 ft. j 

Docking of cruise ships in Willemstad harbour: The following 
piers are regularly used by cruise ships and cargo ships: 

Nieuwewerf, Motetwerf: West side St. Anna Bay. Type: quay. 
Construction: sheet piling, concrete top, stelcon plates floor. 
Length: 1,200 ft. Draft: 33 ft. Height above water: 4 ft. One transit 
shed each: Nieuwewerf, width 65 ft., length 216 ft., area 14,000 sq. ft. 
Motetwerf, width 65 ft., length 216 ft., area 14,000 sq. ft. Open space 
area 200,000 sq. ft. One warehouse facility 6,500 sq. ft. 

Oranjewerf: On West corner St. Anna Bay/Schottegat. Type: quay. 
Construction: iron piles, concrete top, concrete floor. Length: 
448 ft. Draft: 19 ft. Height above water: 6ft. Special bunker pier, cargo 
handling mostly via lighters alongside. 

Prins Hendrikwerf: In the Schottegat near West corner St. Anna 
Bay. Type: quay. Construction: iron piles, concrete top, concrete 
floor. Length: 700 ft. Draft: 34 ft. Height above water: 5 ft. One 
transit shed: width 65 ft., length 385 ft., area 25,000 sq. ft. Open space 
area 100,000 sq. ft. No warehouse facilities. 

Admiral Brion Wharves: Nos. 1, 2, 3, 4, 5 and 6 situated at the East 
side Schottegat. Type: quay. Construction: sheet iron cells with 
concrete top, asphalt floor. Total length: 31,000 ft. Depth: 34 ft. 
Height above water: 5 ft. Two transit sheds: one with width 65 ft., 
length 680 ft., area 44,000 sq. ft.; one with width 65 ft., length 330 ft., 
area 21,000 sq. ft. Open space area 510,000 sq. ft. A special platform 
for Ro/Ro ships has been constructed. Maximum draft: 33 ft. 

Kleinewerf, Grotewerf, Salazarwerf: East side of St. Anna Bay. 

Type: quay. Construction: sheet piling, concrete top, asphalt floor. 
Total length wharf: 1,470 ft. Maximum draft alongside 24-31 ft. 
Height above water: 2 ft. One transit shed, width 65 ft., length 330 ft., 
area 21,500 sq. ft. Open space area 154,000 sq. ft. 
bd RECEPTION FACILITIES: Available at all Shell Termi- 
nals. 
FRESH WATER: Fresh water for drinking purposes and use in 
boilers is available day and night in sufficient quantities at all whar- 
ves, Fresh water is also delivered alongside by means of water barges. 
FUEL: Besides the Shell piers there are two bunkering installations: 
namely, the “Admiral Brion Wharves" comprised of six berths and 
the "Motet" bunkering installation comprised of four berths. 

The “Admiral Brion wharves” bunkering installation is directly 
Supplied from the refinery by means of two pipelines with diameters 
of 12 and 8 inches. The pipelines run the full length of the piers, 
each with five bunkerpits, from which the oil can be delivered directly 
othe ships via a mobile blending unit if this is required. The capa- 
city of the pipeline and the pumps is 600 tons per hour for fuel oil 
and 300 tons per hour for diesel oil. Gas oil is also available. 

The bunkering facilities of the ‘“Motet" installations in Otrabanda, 
which are comprised of seven storage tanks and pumping facilities, 
are supplied through two pipelines of twelve and six inches diameter 
hoy the refinery. The rate of delivery, by gravity and pumps, is 600 
a per hour for fuel oil and 500 tons per hour for diesel oil. 

“aching blending facilities are available at all installations in 
REPAIRS: The Curacao Drydock Company Inc. has repair yards, 

apiel docks and one floating dock laid out in the Schottegat. 
whe i rite graving dock is 919 ft. long, width of entrance between 
Suttebie ne? 152 ft. and a depth of water over sill of 27 ft. 10 in. 
iting = tf UP to 120,000 dwt. Movable cranes of 25 and 75 tons 

Tec are fitted alongside the dock. 
with’ y uracao Drydock Company Inc. has 4,000 ft. of repair wharf 
liftin, phiss | depths up to 40 ft. Cranes alongside up to 75 tons 
patie ety A floating crane with capacity of 30 tons and a mobile 

Me ane of 140 tons also available. 
olied ris Shore-power A.C., D.C. 110, 220 or 440 volts can be sup- 
‘rectly from shore at wharves of Shell Curacao Ltd. and at other 


wh 
directly font generators on barges. Shell can also supply steam 


he shore at a pressure of 8-15 kg/cm. 
fo Hen ES: Gangs must be engaged between 0600 and 0630 
ay, on week-days and Saturdays. For work on Sundays and 


holi 
idays, gangs must be ordered between 0600 and 0630 on Satur- 


~  —_—e 


NEW CALEDONIA 


day or the workday preceding the holiday. Masters of vessels carry- 
ing out cargo operations are consequently recommended to advise 
Agents their ETA well in advance of above deadlines. 

TIME: Curacao time 4 hours slow of Greenwich time. 
HOLIDAYS: New Year's Day, Good Friday, Easter Monday, 
Queen's Birthday, Labour Day, Ascention Day, Whit Monday, 
Kingdom Day, Christmas Day, Second Christmas Day. ‘No work", 
holidays for cargo operations: New Year's Day, Good Friday, La- 
bour Day and Christmas Day. 

GENERAL: Customs Officers remain on board on duty during the 
vessel's stay in port. They must be fed by the ship and are entitled 
to the equivalent of officers mess or first-class dining saloon. 
REGULATIONS: Both anchors should be ready for immediate use. 
Defects of engines, steering gear, anchor gear and other defects 
which influence manoeuvring abilities of the vessel should be 
reported before entering, to the Harbour Master. Vessels carrying 
explosives must obtain a permit from the Harbour Master before 
entering. 

DEVELOPMENTS: During 1973 a new repair quay 2,500 ft. long 
and 41 ft. deep has been built, with a trial berth on the inner side 
for ships up to 1,000 ft. with a maximum draft of 40 ft. 

AIRPORT: There are daily international flights from Dr Albert 
Plesman Airport. 

ALM: Frequent daily trips to Aruba and Bonaire. Daily flights to 
Miami and New York. Regular air services to St. Maarten, Caracas, 
Maracaibo, Colombia, Haiti, Sto. Domingo, Puerto Rico, Trinidad 
and Paramaribo. 

Eastern Airlines: Daily flights to Puerto Rico and transfers to all 
points. 

aypeiican Airlines: Daily flights to New York and transfers to all 
points. 

VIASA: Regular scheduled flights to Caracas, Sto. Domingo, 
Paris and Amsterdam. 

Aerocondor: Daily flights to Colombia. 

LAV: Many daily flights to Caracas. 

‘ ae: Daily flights to Amsterdam, Lisbon, Madrid, Frankfurt and 
urich. 

Ferry: Ferry's Del Caribe S.A. runs a regular service with a new 
modern ferry which carries 1,200 people and 120 automobiles. This 
ferry has regular service between Curacao and Coro, Venezuela 
on Monday, Tuesday, Wednesday and Thursday. On Thursday the 
ferry also goes to Aruba and Punto Fijo, Venezuela. 
AUTHORITY: The Harbour Master. 


AGENT: SEL Maduro & Sons Inc., Schouwburgweg 16, POB 304, 
Willemstad, Curacao, Netherlands Antilles. Tel. 37900. Telex: 1092 
Selms NA. Cables: ‘Maduroship”. 


New Caledonia 


NOUMEA: 22.16 S. 166.27 E. (See Plan) 


DOCUMENTS: 

Ship's Register. 

Safety Certificates. 

Cargo Manifests. 

List of Dangerous Cargo. 

Passenger List. 

Crew List. 

Crew Personal Effects List. 

Bonded Stores List. 

PILOTAGE: Compulsory for vessels over 60 metres LOA. ETA to 
Port Captain and Pilots required 24 hours in advance. The two access 
channels to Noumea are Boulari channel (Amadée light) and 
Havannah channel. Pilot boats are wooden launches about 15 metres 
long equipped with VHF. 

Boulari Channel: Pilot boards one mile off, on the alignment of the 
Amadée high and low lights. 

Havannah Channel: Pilot boards off Goro light on the alignment 
of the leading lights on Cap N'Dua. 

In bad weather, pilot launches will remain on these leading lines, 
but as close as possible to the channel entrances. 
ANCHORAGES: Available in the outer and inner roads of Noumea, 
as indicated by the Pilot. Prohibited zones are marked on the chart. 
RESTRICTIONS: Vessels may enter and anchor at any time, 
mooring may be effected at night. 

MAX. SIZE: Tanker buoy berths designed for 20,090 dwt., and 
45,000 dwt. Draft limited to 13 metres by a bar between the reef and 
the port. 

HEALTH: Unless vessels have signalled that there is suspected 
disease or fever on board, free pratique is given automatically by 
radio request to the Capitaine du Port or by the Pilot. 

RADIO: All messages by coast station Noumea, call sign FJP. 
Harbour Master's office equipped with VHF, Channels 16, 12 and 14, 
operated during normal working hours. 

TUGS: Tug's service is compulsory. One tug of 1,200 h.p. and one of 
500 h.p. available to assist. 

BERTHING: At old Port Authority quay, draft limited to 7:50 
metres. Quays under construction to accept vessels up to 10-0 metres 
draft and over 200 metres length. Private berths of Nickel Company 
are dredged to accommodate 9 metres draft. 

STEVEDORES: Service provided by three private companies. Two 
or three days’ notice required to arrange work. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


MEDICAL: Doctors, hospital, and three private clinics available. 

Smallpox vaccinations are compulsory. 

TANKERS: Buoy berth, max. draft 40 ft. Shell berth (at Nickel 

Company), max. draft 9 metres at HW. 

DENSITY : 1026. 

FRESH WATER: Supplied by pipe-line at the quays; rate, 40 tons 
er hour. 

FUEL: Several grades available from Shell and Mobil. 

GANGWAY/DECK WATCHMEN: Recommended, but not 

compulsory. 

OPENING/CLOSING HATCHES: Can be performed by steve- 

dores if required. 

CUSTOMS ALLOWANCES: 200 cigarettes per man. Additional 

allowance can be made after 10 days. Max. 3 bottles spirits per man. 

Wines and beer not limited. 

IDENTIFICATION CARDS: Recommended that crew carry 

Seamen's Books. 

CONSULS: Australia, Belgium, Indonesia, Italy and Norway, are 

represented locally. 

REPAIRS: Many engine, hull and electronic repairs can be effected. 

Slipway for small vessels. 

REPATRIATION: All facilities available for crew change and 

repatriation. 

AIRPORT: Tantouta Airport situated 50 km. from Noumea. Several 

connections a week to all parts of the world. 

TIME: GMT plus 11 hours. No alterations during the year. 

HOLIDAYS: 1st January, Easter Monday, 1st May, Ascension Day, 

Whit Monday, 14th July, 15th August, 1st November, 11th November, 

25th December. Work may be arranged on Sundays and holidays. 

POLICE/AMBULANCE/FIRE: Police, tel. 17; Fire, tel. 18; Ambu- 

lance, tel. 721.21. 

TELEPHONES: Can be connected on board passenger vessels. 

The apparatus belongs to the Compagnie des Messageries Maritimes. 

SHORE LEAVE: Allowed. : 

AUTHORITY: Port Autonome de Noumea, Quai des Volontaires, 

BP 14, Noumea. Tel. 759-66. 


New Zealand 


AUCKLAND: 36.52 S. 174.46 E. 


DOCUMENTS: 

3 copies Passenger List. 

3 copies Crew List. 

1 Copy Search List (Form 2). 

1 Copy Stores List (Form 3). 

1 Copy Prohibited and Restricted Immigrants. 

1 Copy Poisons List. 

1 Copy Animals and Birds List. 

1 Copy List of Firemans (not cargo). 

1 Copy Arrival Manifest (Form 1). 

1 Copy of List showing the gross tonnage of cargo for discharge 

in New Zealand. 
PILOTAGE: Vessel approaching port to give 24 hours notice by 
radio. A second notice confirming or amending first to be sent 4 
hours before expected time. Signal Station on Mt. Victoria, call sign 
ZLEA, calling frequency 2182 kc/s, working frequency 2012 kc/s. 
VHF, call sign “Auckland Port Control”, Channel 12 and 16. Con- 
tinuous listening watch on Channel 16. 

Pilot launch is 64 ft. long, single mast, painted white. Name is 

Akarana. Standard flag and lights are shown. Word “Pilot” painted 
in black on white above cabin. Pilots board one mile North of 
Rangitoto Beacon, but will proceed farther when necessity arises. 
Good pilot ladder with manrope required to within five ft. of water- 
line with proper lighting at night. Heaving lines will be needed for 
mail and for portable radio. 
ANCHORAGE: For vessels waiting Pilot: Gulf Anchorage No. 1 
bearing 000° distance two miles; No. 2 bearing 006° distance 2:5 
miles; No. 3 bearing 012° distance 3 miles. Bearings and distances 
from Rangitoto Beacon. 

All inner anchorages in pilotage area can be indicated by Pilot. 
All anchorages are in 6 to 15 fathoms with good holding ground. 
RESTRICTIONS: Ships may enter harbour at any time of day or 
night. Main channel has least depth of 36 ft. chart datum. Vessels 
with greater draft must wait for tide to make and enter at Harbour 
Master's orders. Tankers not berthing immediately on arrival anchor 
as directed at one of gulf anchorages. 

MAX. SIZE: No limits, within reason, on the length or breadth. 
Controlling depth at chart datum: entrance 36 ft.; Rangitoto Channel 
36 ft.; anchorages 32 to 60 ft.; berths 20 to 40 ft. 

HEALTH: 24 hours before arrival time, despatch message to Port 
Health, Auckland. Message to state ETA, last port, number of crew, 
number of passengers and state of health. 12 hours before arrival 
confirm ETA. 

Doctor boards by way of vessel's shipside gangway (not pilot 
ladder) when in harbour. This gangway to be ready immediately on 
arrival in order to avoid any delay. A responsible person should meet 
doctor at head of gangway and conduct him to appropriate person. 
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Papers required: 

Completed Maritime Declaration of Health. 

Derating Certificate. 

Complete Crew List with dates of last smallpox vaccination 

Complete Passenger List with dates of last smallpox vaca, 

N.B. Crew and Passenger Lists to be certified as being COM 

the Master. 

List of Addresses of Disembarking Passengers. 

List of Dangerous Cargo on board. 

Pratique is granted initially, and covers all subsequent 
movements in New Zealand for that voyage. Radio Pratique g 
granted only after prior approval from New Zealand Health Dy 
ment. 

Vessels requesting pratique should exhibit appropriate, 
national Code Signals by day and night until pratique is gray 
RADIO: Station for routing traffic to the Auckland area is; 
land Radio. Call sign ZLD. Working both W/T and R/T on cont, 
watches. 

RADAR: Radar station with range of 45 miles located on 
toria 36° 49’ 42” South, 174° 47’ 57” E. Masters may call on ragy, 
phone and request particulars of their bearing and range as» 
on radar screen. Responsibility for the use of this information, 
entirely with Master of vessel. 

TUGS: Four tugs available. Tugs join vessel East of Eastern: 
Wall. Tugs supply lines at no extra charge. 

BERTHING: Tankers berthing at Eastern Tide Wall, BP) 
must berth in accordance with weather and tidal conditions, 
ers must arrive at Pilot station not later than half an hour) 
sunset, otherwise berthing will be postponed until followings 
ing. 

Depth of water: Bledisloe, 31 ft./35 ft.; Captain Cook, 25 tty 
Eastern Tide Wall, 33 ft./35 ft.; Hobson, 17 ft./22 ft.; Jellicoe,» 
35 ft.; Kings, 13 ft./30 ft.; Marsden, 9 ft./20 ft.; Princes, 25 its 
Queens, 30 ft./34 ft.; Wynyard, 25 ft./34 ft.; Freyberg, 32 ft./354 
BRIDGES: No particular time to pass under Auckland He 
Bridge. Navigation span is 138 ft. to 131 ft. above MHWS forg 
each side of centre. 

STEVEDORES: Labour commences at 0730. In order to 
labour for this time ETA should be received at Agent's officely 
1500 previous day, or before 1500 previous Friday for a le 
start. Delays on radio messages may be up to 3 hours. 
MEDICAL: In case of urgent medical attention being req 
Agents can arrange for doctor to board in stream at any m 
Hospital and ambulance services available 24 hours. If any sme 
vaccinations have expired this must be included in ETA advice 
TANKERS: There are three tanker berths, two with 35 ft@ 
LWST suitable for tankers up to 600 ft. LOA. One berth ing 
27 ft. LWST for vessels up to 560 ft. LOA. 

Any size pipe-lines can be used, oil companies have all rete 
pieces needed. 

No facilities for slop discharge. 

DENSITY: Always 1025. 

FRESH WATER: Fresh water always available. Delivery ra 
tons per hour, through canvas hoses. AHB supplies all equips 
FUEL: Light fuel oil, diesel, gas oil and heavy fuel are avait 
To be ordered in ETA notice. 

FIRE PRECAUTIONS: In addition to usual precautions, Cs 
tankers are under extra security with a nightwatchman from Hat 
Master's staff in addition to the normal tanker guard. 
BULK HANDLING FACILITIES: Fergusson Wharf Compe 
Eastern end of port includes roll-on/roll-off sections and 1,50! 
berthage for container vessels. Water depth maintained at& 
LWST. 

GANGWAY/DECK WATCHMEN: Watchmen are neces 
Best to use crew. 

OPENING/CLOSING HATCHES: Crew can open compe 
mechanical hatches only. All other hatches opened by wate? 
workers. 

CERTIFICATES: Register, Deratisation, Load Line, Safety & 
ment, Safety Radio, Articles of Agreement, are main Certift 
required. 

CUSTOMS ALLOWANCES: 1 bottle of spirit (in use) or!® 
of wine (in use) and 12 quart bottles (or the equivalent) oft 
200 cigarettes or $ |b. of tobacco or 50 cigars. 

CARGO GEAR: Preventer guys must be entirely wire. All 0 
and shackles must be moused. Safety strops on all heel bloc 
wires, ropes, chains and blocks to have Certificate of Test. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium Netherlands 
Denmark Norway 
France Panama 
West Germany Philippines 
Greece Sweden 
Italy U.S.A. 
Japan 


REPAIRS: Any ship repairs can be carried out. A slipway cant 
vessels of 600 tons displacement and up to 211 ft. LOA. 
DRY DOCKS: Maximum size of vessel that can be accomm 3 
in Calliope dry dock is 595 ft. LOA and 65 ft. beam. Water 0° 
MHWS 33 ft. 

REPATRIATION: All facilities exist for repatriation. 
AIRPORT: 8 miles from harbour to airport. Served by ll ® 
international airlines. 

TIME: Local time is GMT plus 12 hours throughout the yee, 
HOLIDAYS: No work is done on these days: New Year's Dll 
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); Good Friday; Easter Monday; Anzac Day (25th April); 
January Birthday (first Monday in June); Labour Day (fourth Mon- 
Queen ‘October; Christmas Day; Boxing Day. In addition, each 
: an Anniversary Day and a Waterside Workers’ Picnic 

jn Auckland these are in last half January. 
Oey ICEAMBULANCE/FIRE: All emergency services are called 
on one telephone number. Dial 111 and state service required. 
TELEPHO 
day, “- 
nnecti 
GENERAL: Refuse Disposal : 
It is importan 
either directly or 
Regulation. 


Masters should ensure that refuse is lowered into refuse boat 


“Manui" and not thrown into boat from any great height. 

No refuse will be collected from stern of vessel as this is hazard- 
ous for collection craft. A suitable site in way of the flat side of the 
vessel on off shore side should be chosen. bien 
SERVICES: Services include tank cleaning, compass adjusting, 
aii cargo surveying, average adjusting, etc. Tank washings may be 

ymped to road tankers. 

SHORE LEAVE: Crew members may go ashore. 
REGULATIONS: All guests aboard vessel in the evening must 
nave passes signed by the Master. All visitors’ passes expire at 
All ships in port are subject to the Rules and Regulations 
contained in the Harbours Act 1950, and the By-laws of the Auckland 
Harbour Board. 
AUTHORITY: Auckland Harbour Board, PO Box 1259, Auckland. 
Tel, 74-610, Cable address “Haboard N.Z.” 


BLUFF : 46.37 S. 168.22 E. 


DOCUMENTS: See “Auckland”. : 

PILOTAGE: Pilotage is compulsory. Pilots board vessels from a 
launch within a 3-mile radius of signal station on Stirling Point, and 
always well to seaward of 6 fathom line. Arrangements regarding 
boarding will be made by radio-telephony, wireless-telegraphy, or 
visual signals from signal station. 

Vessels, other than those which are exempt from pilotage, must 
not proceed inside Bluff Foreshore Light without a Pilot. 

Pilots do not usually board vessels between sunset and sunrise, 
except in reasonable weather. 

Caution: Vessels stopping to pick up a Pilot are particularly war- 
ned not to approach entrance shoal too closely, especially during 
flood stream as stream sets strongly on to entrance shoal, North- 
eastward, 

Coastal Pilots: Coastal Pilots are available on 24 hours notice for 
piloting service from Tairoa Head to Milford Sound. 

ANCHORAGE: 

Southward of Stirling Point: \n fine weather vessels missing tide may 
anchor in 10 to 12 fathoms with Stirling Point lighthouse bearing 
about 356° and Dog Island lighthouse bearing about 108°. 

Eastward of Dog Island: A good anchorage for vessels delayed 
longer than six hours awaiting to enter Bluffis situated 5 miles East 
of Dog Island. 

RESTRICTIONS: The safest time to enter the harbour is at slack 
water. Strict attention should be paid to signals passed from the 
signal station on Stirling Point. No vessel should attempt to enter 
without a Pilot, unless possessing local knowledge. 

Least depth in fairway is 23 ft. on Northern edge of Channel 
Rocks; 244 ft. on Mararoa Rock; also 25 ft. (about 1 cable West 
North-westward of the tidal stream indicator beacon). 

Entering by North channel least depth is 20 ft. off Northern end of 
Davey Bank. 

MAX. SIZE: Length, 620 ft., overall beam, no limit. Maximum 
draft permissible in approach channel: 30 ft. 0 in. at HW, 21 ft. 6 in. 
at LW, The Board has been carrying out extensive blasting and 
dredging in the entrance channel and it is anticipated that a further 
‘ncrease in the present port draft of 30 ft. in the entrance channel 
- be increased to 34 ft. but this will be publicised at the time 
dah wit be confirmed without doubt what the new actual port 
WEALTH: Inspector boards in quarantine anchorage. In the open 
a stead within navigable area enclosed by a circle having a 
RADIO. 3 nautical miles from the flagstaff on Stirling Point. 

ted b Bh Signal station is situated on Stirling Point and is connec- 
tained telephone with harbour officials. A continuous watch is main- 

“a and vessels can communicate by the International Code of 
Station es the Morse Code. There is a radio-telephone at signal 
working Pm Sign is ZLRW, calling frequency is 2,182 kc/s, and the 

ing trequency is 2,012 kc/s. VHF radio having Channels 16 and 
on oe are maintained from 33 to 40 minues past the hour, 
further a After radio-telephone contact has been established 
Ty _ ening watches can be made by mutual agreement. 
and 147 ae tugs are available. A twin-screw vessel of 1,500 i.h.p. 
of 1,200.4 Ns static pull. A twin-propulsion Voith Schneider vessel 
fre fighti -P. and 15-3 tons static pull. Both vessels are equipped for 

Ng and deep sea salvage work. 
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BERTHING: Dredged depth 
lw. (draft 2 ft. 
Berth No. less or maximum) 
!sland Harbour ft. in. 
1 26 
2 26 
3A 30 
3 35 
4 35 
5 35 
6 30 
Old Main Wharves: 
11 31 6 
12 29 
14 26 6 
Tiwai Wharf: 
34 


STEVEDORES: Agents require ETA in advance to arrange la- 
bour for cargo handling. 

MEDICAL: Port doctor available through Agents. Nearest hospi- 
tal is at Invercargill City, 16 miles from Bluff. Medical service whilst 
at sea; through Awarua radio. 

TANKERS: Tankers are berthed at No. 11 berth only, main wharf. 
ra tigen appa are to be used. Only one pipe-line connection on 
wharf. 

It is not permitted to commence the discharge of oil cargoes 
during the hours of darkness. No vessel carrying a cargo of motor 
spirit or having discharged such cargo will be handled during the 
hours of darkness. 

DENSITY: 1025. 

FRESH WATER: Available alongside all berths. 

FUEL: Bunkering facilities are available. Boiler fuel is supplied by 
8 in. diameter pipe-line located at No. 11 berth, old wharf. Delivery 
rate 240 tons per hour. Limited quantities of coal, light diesel oil and 
lubricating oil can be arranged for delivery by road or rail to the 
wharves. 

GANGWAY/DECK WATCHMEN: Available. 

OPENING CLOSING HATCHES: Usually carried out by steve- 
dores, unless automatic then by crew. 

CUSTOMS ALLOWANCE: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: Major repair work can be undertaken by the following: 
Two small machine shops at Bluff; a foundry at Invercargill; a slip- 
way for vessels of up to 500 tons displacement at Bluff. A diver is 
available for underwater inspections. 

REPATRIATION: Facilities exist. 

AIRPORT: Internal air services from City Airport, Invercargill, 16, 
miles by road. Connecting with international airports of Christchurch 
Wellington and Auckland. 

TIME: GMT plus 12 hours. No change. 

HOLIDAYS: Christmas Day; Boxing Day; New Year's Day; 
Second of January; Watersiders' Picnic Day (4th Monday, 
January); Good Friday; Easter Saturday (except by special 
arrangement); Easter Monday; Easter Tuesday; Labour Day; Anzac 
Day; Reigning Sovereign's Birthday. 
POLICE/AMBULANCE/FIRE: 


Tel. (Emergency) (Other) 
Ambulance Bluff 111 Ingrill 4119 
Police Bluff 111 8844 
Fire Brigade Bluff 111 


TELEPHONES: By arrangement, all vessels can be connected 
with telephone system. 

SERVICES: Compass adjusting, refuse collection daily. 

SHORE LEAVE: Allowed. 

AUTHORITY: Southland Harbour Board, the Secretary-Manager, 
PO Box 1, Bluff. 


GISBORNE: 38.42 S. 178.02 E. 


PORT LIMITS: All of Poverty Bay within aline from the Northern 
point of Young Nick’s Head to Tuaheni Point. 

DOCUMENTS: See “Auckland”. 

PILOTAGE: Telegraphic address —- Harbour Master, Gisborne. 
Advance notice - 24 hours of ETA and further confirmed at 4 hours 
of ETA. VHF Channel 12. 

Pilot boat is painted white, 45 ft. in length; exhibits pilot flag or 
lights. Pilot boards on line of leads (332°) 2 miles from breakwater 
light. 

ANCHORAGE: Vessels awaiting Pilot and berth anchor with 
Tuaheni Light bearing 084° 3-2 miles in 10 fms. of water. 
RESTRICTIONS: Vessels may be berthed at night according to 
size, draft and weather conditions. 

MAX. SIZE: Maximum length, 560 ft. OA. Beam, No restriction. 
Draft, 29 ft. at HW, 25 ft. at LW; there can be slight variations accord- 
ing to heights of tide and weather conditions. 

HEALTH: Same procedure as “Auckland”. 

RADIO: Auckland Radio ZLD, Wellington ZLW. 

RADAR/VHF: Radar service available - arrangements can be made 
through Signal Station by means of VHF Channel 12. 

TUGS: Tug joins vessel in channel outside breakwater. Normally 
use ship's lines; if tug's lines used, no extra charge. 
BERTHING: 700 ft. at 32 ft. depth LW; 1,400 ft. at 18 to 20 ft. depth 
LW. 
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SPECIALISED CARGO FACILITIES: Two 1,000 tons for bulk 
grain etc. silos behind No. 7 berth and a conveyor for loading grain 
etc. in ships. 

STEVEDORES: Advice of ETA and particulars of stowage re- 
quired in order that required number of gangs can be ordered. 
Hours of work, Monday to Friday, 0700-1200, 1300-1800; Saturday, 
0700-1200. 

MEDICAL: No advance advice required for medical attention. Full 
hospital facilities available. 

DENSITY: 1025 at all stages of tide. 

FRESH WATER: Available by 24” hoses at approximately 40 tons 
per hour per hose. 

FUEL: Fuel is at present only available by rail tanker and should be 
ordered through ship's Agent in advance. It is expected that tankers 
should be discharging here in about 2 years. 

DEVELOPMENTS: It is expected that present overseas berth 
will be increased from 700 ft. to 1,300 ft. within about 3 years. 
GANGWAY/DECK WATCHMEN: Ships at present provide 
own watchmen. 

pf ele dan eg eral HATCHES: Stevedores normally carry out 
this work. 

CUSTOMS ALLOWANCE: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Normal maintenance repairs. 

DRY DOCKS: One 400 ton slipway. 

REPATRIATION: Full facilities available for effecting crew 
changes and repatriation. However, no seaman’s pool operating at 
Gisborne. Replacement crew must be obtained from either Auck- 
land or Wellington. 

AIRPORT: 33 miles. Regular internal service. 

TIME: Standard Time is related to the meridian of 180° East, i.e. 
12 hours ahead of GMT. 

AUTHORITY: Gisborne Harbour Board. 


LYTTELTON: 43.35 S. 172.42 E. (See Plan) 


PORT LIMITS: All those tidal waters of the Port of Lyttelton 
comprised within the area enclosed by the arc of a circle having a 
radius of 3 nautical miles from the Northernmost point of Adderley 
Head. 

DOCUMENTS: Customs procedure. Overseas vessels, on arrival 
in New Zealand, should have following papers ready to produce to 
Customs Officers: 

Register. 

Names of Owners and Agents. 

Crew List. 

Passenger List. 

List of Prohibited or Restricted Immigrants. 

Search List. 

Stores List. 

List of any stock or birds on board. 

List of Poisons. 

List of Firearms. 

Statement of excess Tonnage of Cargo. 

Statement of quantity of Fuel Oil in double bottoms. 

Declarations by Passengers arriving in New Zealand. 

Baggage Declarations by Passengers for duty purposes. 

On departure for overseas, Master or his Agent is required to 
produce: 

Manifest of Cargo. 

Stores List. 

Crew List. 

Passenger List (if any). 

Clearance from the Marine Department (if a British ship). 

A home trade vessel under transire is required to produce her 
cargo book to Collector of Customs and such particulars as to 
passengers, crew, and cargo as the Collector may at any time de- 
mand. Cargo book shall contain name and port of registry of ship, 
Name of Master, and date of arrival at, and departure from each port. 
Particulars as to dates of arrival and departure must be entered not 
later than 24 hours after time of such arrivals and departures. 
PILOTAGE: Masters requiring services of a Pilot must notify 
Harbour Master of their estimated time of arrival and maximum draft 
not later than 1600 hours on day prior to arrival (Monday to Friday). 
If estimated time of arrival is on a Saturday, Sunday or any public 
holiday which falls on a Monday, notification must be given before 
1600 hours on previous Friday. International Code of Signals or 
Morse Code used for communicating with signal station. Station 
also equipped with radio telephone. Call sign is ZLHL, calling fre- 
quencies are 2182 and 2045 kc/s and working frequencies are 2012 and 
2162 kc/s, a continuous listening watch being maintained. Radio 
telephone equipment also installed in the tug, pilot cutter and Har- 
bour Master's office, and same call signs, frequencies and watches 
a employed. VHF in operation on International Channels 12, 14 
and 16. 

Pilot vessel is 54 ft. in length. Equipped with radar, radio telephone 
and echo sounder. The pilot vessel is located at the tug wharf in 
inner harbour and any vessel awaiting arrival of the Pilot, should 
anchor about 14 miles to seaward of Godley Heads, in a depth of 9 
to 10 fathoms and await instructions. 

The limit of pilotage is a line joining Godley and Adderley Heads. 

Every facility must be provided to ensure safe boarding of the Pilot. 
ANCHORAGES: Anchoring in or near entrance of the dredged 
channel is not permitted. Vessels not awaiting pratique or a Pilot 
should anchor within navigable portion of water Westward of Camp 
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Bay and within an area bounded by a line bearing 345° fro, 
anchorage beacon in Camp Bay and a line bearing 022° fron) 
staff on Ripapa Islet situated about 2 miles Westward of 
and clear of dredged channel. Anchorage is prohibited in the 
of a telephone cable laid across the port about 4 Cables y 
entrance. Inner limit of the position of this cable is Marked 
white patches painted on cliffs, one on the northern side ang 
on the southern side of the port. 

RESTRICTIONS: Cargo vessels not berthed during } 
darkness, except at Cashin Quay and Gladstone Pier East, 

Tankers are berthed during hours of darkness at the disg, 
the Harbour Master. All vessels can depart from their berths 
hours of darkness. Vessels holding pilotage exemptions may, 
enter or depart during the hours of darkness. 

The following are the controlling depths at mean low water spe 
mud bottom in each case; 

entrance to port 48 ft. 

dredged channel 37 ft. 

inside anchorage 36 ft. (Camp Bay) 

approaches to berth 35 ft. 

alongside berths 28 ft. to 40 ft. 

MAX. SIZE: Max. draft permissible for entering or leaving; 
at high water and 32 ft. at low water. Vessels drawing less than) 
can enter at any state of the tide. Max. size permissible fore 
length 850 ft. at Cashin Quay, any additional length contact Ha 
Master, 750 ft. at Inner Harbour. No limit on vessel's beam, 
HEALTH: Master of every ship about to enter a New Zealand 
shall, not later than 12 hours and not earlier than 24 hours te 
expected time of arrival at that port, inform Port Health Offi 
radio of last port of call, date of departure therefrom, and sig 
health of vessel. 

Arrival of vessels. On arrival, vessel showing Internationalg 
quarantine signal, should proceed to inspection to await arg 
Port Health Officer. Inspections are normally carried out at bes 

Radio pratique. Certain ships may be granted pratique by rad 
hence need not be visited by a Port Health Officer, provides; 
medical officer carried as part of ship's complement. 

Maritime Declaration of Health. Masters of all vessels arriiy 
New Zealand from any port beyond New Zealand shall complet; 
deliver to Port Health Officer a maritime declaration of healthe 
tersigned by the ship's medical officer, if carried. 

Crew List and Passenger List. Master of every ship liath 
quarantine should be prepared to furnish Port Health Officers 
of all passengers, showing in respect of each passenger, name; 
race, age, and port of embarkation; and alist of crew giving them 
race, and rating of each member. 

RADIO: Wellington Radio, call sign ZLW; Awarua, call signd 
or Auckland, call sign ZLO. 

TUGS: Normally join vessel at Parsons Rock Beacon. Tug ling: 
used, charge for which is included in the overall hire rate fort 
Two tugs required for vessels over 20,000 tons. 
BERTHING: Requirements for berthing at berths 2, 3, 4, 5,6a 
for vessels over 1,000 tons net are; bow out, the anchor to bes 
and gangway turned in. 

STEVEDORES: Waterside labour can be ordered after aria 
ship at 6.30 a.m. up to 9 a.m. For work on Saturdays orders mus 
placed by 9 a.m. Friday. Saturday afternoon work to be order! 
10.30 a.m. Saturday. 

For supplementary hours labour must be requisitioned by 3} 
previous Friday and confirmed by 7 a.m. Monday and daily. 
SPECIALISED CARGO HANDLING FACILITIES: 

No. 1 Breastwork, Inner Harbour: Grain Silos. 2,000 tons cape 
250 tons per hour loading rate for coastal shipments. 

No. 1 Cashin Quay : Bulk Loading Facilities: Woodchips, grain! 
(under construction - due completion 1974). 

Gladstone Pier, East: Bulk cargo discharges: 5, 5-ton el 
cranes, 3, 100-ton mobile bulk hoppers. 

Gladstone Pier, West: Roll-on/Roll-off Coastal and Trans-Ta* 
Cargo Terminal. 

No. 2 Jetty west, Inner Harbour; Roll-on/Roll-off Inter-\s 
Passenger and Cargo Terminal. 

MEDICAL: Hospital facilities are available at Christchurch, 9® 
from port, and international regulations apply in regard to ince 
tions, vaccinations, etc. Agents can be notified at any time of 
cal allocation required, preferably with 24 hours notice. 

TANKERS: All tankers berth alongside oil wharf in Inner Hatt 
One berth only is available with a max. draft of 33 ft. 6 in. A™ 
line is used for discharging and loading with suitable fittings 
reduction to 8 in. Slop or oily residue facilities are not aval® 
Lyttelton is considered to be a discharge port for fuel oils onl. 

Oil hoses can be connected and disconnected during hout 
darkness. Side connections are connected to discharging © 
situated at the middle of the oil wharf. 

Berthing is generally starboard to, head out. 

DENSITY: 1025, salt water. 

FRESH WATER: Available at all berths delivered by hose ate? 
charge rate of 20 tons per hour. 

FUEL: Bunkering facilities available: Oiler fuel oil, supplied oy! 
and 6 in. diameter bunker hose connected to an 8 in. diameter? 
line, located on the oil wharf. 

FIRE PRECAUTIONS: Tankers are not permitted to immo™ 
engines at the oil wharf. Repairs may be carried out at other whe? 
with Harbour Master's permission. Boiler and galley fires art! 
required to be extinguished when loading or discharging. Alls 
pers are to be plugged and cemented in case of spillages. 
DEVELOPMENTS: The new container berth at Cashin Quay® 
will be completed by the end of 1974. 


_— 


, documents have been prepared for the purchase of the 


ieee dern single-lift container crane. It is expected that it will 


most rvation by 1976 

bein @ ato ECK WATCHMEN: All ships must be provided 
or watchman whilst at oil wharf; a shore watchman is also re- 
we 


ired. Watchmen can be ordered at any time by contacting Sea- 
qn ss 

; t Lyttelton 

eeENING CLOSING HATCHES: This work is carried out by 
wi aS ALLOWANCES: 4b. and/or 200 cigarettes per man. 
f° ‘tle of wine and/or 1 bottle of spirits per man. 

IDENTIFICATION CARDS: Passes are necessary at oil wharf 


Vired otherwise. 
RONSULS: At Christchurch. 
Australia 66-221 Belgium 77-905 
Denmark 899-099 France 60-085 
Italy 62-799 pnan ore 
therlands 65-669 orway 
port 65-179 U.S.A. 65-864 


REPAIRS: Major work can be undertaken at Lyttelton where a 

machine shop and foundry are available. 

DRY DOCKS: A graving dock is available for vessels up to 6,500 
fons gross, and dimensions of dock are floor length 450 ft., top 

| length 481 ft. 6 in., top width 82 ft., entrance width 62 ft., width in 

way of ships bilge 54 ft. 6in., sill depth at MHWS 23 ft. A patent slip 

is also available for vessels up to 240 tons gross. 

REPATRIATION: Facilities are available. 

AIRPORT: Distance from Christchurch - 6 miles, served by regu- 
irlines. 

an tacdl time is 12 hours ahead of GMT, no alteration to clocks. 

HOLIDAYS: Holidays throughout year shall be New Year's Day; 

Anzac Day; Provincial Anniversary Day; Good Friday; Easter Mon- 

day; Labour Day; Birthday of Reigning Sovereign; Christmas Day; 

Boxing Day; and the Harbour Board's employees picnic day (to be 

held on same day as the Waterside Workers’ Union picnic day. No 

cargo work is carried out on these days.) 

POLICE/AMBULANCE/FIRE: For emergency calls from ships 

telephones, dial 111 and ask the operator for service required. For 

other than emergency calls dial 8079 and ask for service you require. 

TELEPHONES: Arrangements can be made with Harbour Master 

for telephones to be placed on board. 

SERVICES: Tank-cleaning and tank-washing facilities are available 

as well as a compass adjuster. 

SHORE LEAVE: Crew members are allowed ashore. 

AUTHORITY : Lyttelton Harbour Board, Christchurch. 


MOUNT MAUNGANUI: 37.39 S. 176.11 E.(See Plan) 


PORTLIMITS: The port of Tauranga outward sealimits are bounded 
by aright line bearing 093° from North Rock Light 2 nautical miles 
distant from Trig A Mount Maunganui, then by an arc of 2 nautical 
miles radius centred on Trig A extending in an anti-clockwise direc- 
tion to MHW mark at Matakana Island. 

DOCUMENTS: See “Auckland”. 

PILOTAGE: Pilotage is compulsory for merchant vessels of over 
100tons net tonnage; Pilot boards vessel about1 mile North-eastward 
of North Rock light structure. If, due to adverse weather conditions, 
the Pilotis unable to embark, the pilot launch will lead the vessel 
into smoother waters and embark abreast No. 2 light buoy. All 
vessels inward bound must give 24 hours notice by radio of their 
expected time of arrival off the port limits. If bound from Auckland 
ornear ports, vessels send their expected time of arrival immediately 
on departure from that port; a vessel requiring the services of a 
Pilot requests this in the same message. 

A second message confirming or amending the first is sent four 
hours before the expected time of arrival as given in her first 
message. In the event of a vessel expecting to arrive earlier, the 
ps al notice is sent four hours before the new expected time 

rival, 

Communications are addressed “Harbour Master Tauranga” 
and are attended to at all hours of the day or night. 

Pilot launch is 50 ft. long, is painted white and equipped with R/T, 
2182 kc/s., 2162 kc/s. and 2012 kc/s.; VHF Channels 16, 12, 14, 8 and 6, 
bY radar, 

essels awaiting Pilots may anchor in pilot boarding position. 

ANCHORAGES: Three sheltered anchorages are situated in 
Western channel of Tauranga Harbour and are available for vessels 
RES. to 500 ft. long with a maximum draft of 22 ft. 6 in. 

r STRICTIONS: Vessels may enter, berth, unberth, or depart 
curing hours of darkness in fine weather. Tankers are handled dur- 
ng daylight only except tankers in ballast and gas free which may 
iw a Vessels over 300 ft. generally enter or depart on HW or 
hen SIZE: Max. length permissible is 615 ft., no restrictions on 
io m. Max. arrival and departure draft at high water is 31 ft. and at 

Ww water 26 ft, 
re ALTH: Radio notification to be sent to ‘Port Health Tauranga”, 

garding state of health of crew and ETA 24 hours before arrival. 
sendin 's granted by Port Health Officer on arrival. Notification 

ld be made by radio to Port Health in case of suspected disease 
oF fever on board : 
dene 's_automatic if vessel has been previously cleared at 
pe er New Zealand port. Radio pratique may be granted in case of 
enger vessels or such vessels as carry a doctor on board. 
“Auckla: Nearest coastal radio station to Port of Tauranga is 
uckland Radio” ~ call sign ZLD. 


 —_—_— 
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RADAR/VHF: Radar is fitted to Harbour Board pilot launch and 
one tug. VHF is fitted to Harbour Board Watch Office, Main Office, 
both tugs, pilot launch and work launch. Channels 16, 14, 12, 8 and 6 
available. Contact should be made through Channel 16 where 
continuous listening is maintained. Harbour Board Watch Office is 
also fitted with R/T, call sign ZLDQ Tauranga. A listening watch is 
kept on 2182 kc/s. 

TUGS: Two tugs are available. Usually join vessels in vicinity of 
entrance. Tugs lines are normally used, for which there is no extra 
charge. A third tug planned for delivery in 1973. 

BERTHING: Berthing normally takes place 30 minutes after 
negotiating harbour entrance at HW or LW slack. Wharves are quay 
type of concrete construction with wooden spring fendering and 
rubber buffers. At present 5,700 ft. of wharfis available, with a further 
300 ft. under construction Southward due for completion 1974. 
STEVEDORES: ETA to stevedoring companies is usually worked 
in conjunction with ETA to Harbour Master. 

MEDICAL: Unless specifically required for arrival, Agents do not 
require advice. Local medical practioners are consulted and ser- 
vices of one public and one private hospital are utilised. Smallpox 
certificates are required. 

TANKERS: Discharge of black and white products is done through 
a single 10 in. discharge line. Flexible connection between these 
lines and ship is 8 in. No slop facilities. Two tanker discharge 
points with a maximum permissible draft of 28 ft. 6 in. at No. 5 berth 
and 31 ft. at No. 9 berth. Chemical tankers are also loaded and dis- 
charged at No. 9 berth. 

DENSITY: Salt water, 1025. 

FRESH WATER: Unlimited supply by pipe-line. Good quality, 
15 tons per hour. 

FUEL: Light bunker fuel oil 200 secs. Redwood No. 1. Heavy bunker 
fuel oil 1,000 secs. Redwood No. 1. 24 hours - minimum notice. 
Availability up to 1,000 tons. 

FIRE PRECAUTIONS: A fence is erected around tankers to pre- 
vent unauthorised access to berth. Both tugs are equipped for 
fire-fighting. 

DEVELOPMENTS: An increase of draft to 32 ft. could be under- 
taken on completion of channel realignment. 

GANGWAY/DECK WATCHMEN: Ship's watchmen are usually 
employed by overseas ships. 

OPENING/CLOSING HATCHES: Usually performed by steve- 
dores. 

CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: All types of engine and deck repairs are possible with 
exception of docking and associated bottom repairs. 
REPATRIATION: Repatriation no problem. 

AIRPORT: Airport is situated 1 mile from wharves and is served 
with regular flights from internal airlines to overseas airports at 
larger centres. 

TIME: GMT plus 12 hours. 

HOLIDAYS: New Year's Day (ist and 2nd January); Good Friday 
(end of March); Easter Monday (end of March); Anzac Day (25th 
April); Queen Elizabeth II Birthday (1st June); Labour Day (26th 
October); Christmas Day (25th December); Boxing Day (26th 
December); Port Picnic Day (end of January). Cargo work does not 
take place on public holidays, Saturday afternoon or Sunday. 
POLICE/AMBULANCE/FIRE: All connected through automatic 
exchange, Emergency No. 111. 

TELEPHONES: Telephones are placed on board all ships by 
Harbour Board. 

SERVICES: No facilities for discharge of tank washings exist. 
Compass adjusters can be arranged from other ports. Local proven- 
dors cater for most domestic supplies. Fumigation can be arranged. 
SHORE LEAVE: Crew are permitted ashore at Master's discretion. 
AUTHORITY: Bay of Plenty Harbour Board, Private Bag, Mount 
Maunganui. Tel. 53-039. Telegram ‘‘Harboard”. 


AGENT: Russell & Somers (Bay of Plenty) Limited, 194 Maunganui 
Road, POB 5087, Mount Maunganui. Tel. 53059. Telex: 2942 
“Lumberco”. Cables: ‘Rusticated" Mount Maunganui. 


NAPIER: 39.29 S. 176. 54 E. 


DOCUMENTS: See “Auckland”. 
PILOTAGE: Vessels should advise ETA and draft to Harbour 
Master Napier 24 hours prior to arrival, ETA to be confirmed or 
amended 4 hours before original ETA or 4 hours before arrival, 
whichever first. 

VHF pilot boat and watchtower. Listen Channel 16. Work Channel 
12. 

Pilot boat 65 ft. long, painted white, funnel yellow with black top. 
Pilot boards inward vessels on main leads 1 mile East of roadstead 


buoy. 

ANCHORAGES: Anchorage 1 mile East of roadstead buoy. 9 
fathoms. Bottom sand and mud. 

RESTRICTIONS: Vessels are berthed between 0500 and sun- 
set. Vessels up to 25 ft. 6 in. draft may berth at any state of tide. 
MAX. SIZE: Max. length OA 620 ft.; beam, no limit; draft, 28 ft. 
7 in. with extension to 29 ft. Subject to beam of vessel and prevailing 
conditions. 

Tanker and bulk carriers berthed at 29 ft. draft. Subject to prevail- 
ing swell conditions and being able to commence discharge im- 
mediately on arrival. 

HEALTH: Cable port health Napier 24 hours before arrival. Doctor 
will board on arrival. 
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RADIO: Cables should be routed through Wellington Radio ZLW. 
Radio telephone — Napier Watchtower listens 2182 kc/s for 15 mins. 
at following times: 0400, 0860 1200, 1600, 2000, 2400 and by arrange- 
ment. Working frequency is 2162 kc/s. VHF listening watch as above 
for R/T and continuous during office hours. 

TUGS: Two tugs take ship's line inside breakwater. 
BERTHING: Vessels at max. draft limited to HW. Vessels norm- 
ally berth “Port side to" all berths but will berth starboard side to 
on request. Notification must be received before 1600 hours on 
Friday for any shipping movement over weekend and 1600 hours on 
day preceeding public holidays. 

SPECIALISED CARGO FACILITIES: Wood pulp store situated 
adjacent Higgins Wharf South, area 126,000 square feet with 27 ft. 
clear height. 

Bulk fertiliser store adjacent Higgins Wharf, capacity 55,000 tons. 
STEVEDORES: ETA required for discharge ships 24 hours before 
arrival. Loading ships 48 hours before arrival with proposed stowa- 
ges and vacant spaces. Advice number of gangs able to work. All 
work done by ship's tackles. 

MEDICAL: No prior notice required for medical attention. Hos- 
pital facilities available. Advice would be needed of any contagious 
disease on board in advance. 

TANKERS: Standard size discharge lines. All connections sup- 
plied by oil companies. Five berths, max. draft 29 ft. 

DENSITY : 1025. 

FRESH WATER: Available all berths 20T per hour per hose. 
FUEL: 220 and 1,000 p/sec. Oil available ex-pipe-line at 110 tons 
per hour L/Marine diesel and gas oil ex-road tanker. All at immediate 
notice. Lubricating oil available. 1 weeks notice. No residue service 
available. 

FIRE PRECAUTIONS: Watchman supplied on wharf at ship's 
expense when tankers discharging. 

DEVELOPMENTS: Container cleaning yard, completion 1974. 
Breakwater extension, commencing 1974. Kirkpatrick reclamation 
commencing 1974. 

GANGWAY/DECK WATCHMEN: Cargo watchmen supplied on 
request at current award rates. 

OPENING/CLOSING HATCHES: Hatches normally opened and 
closed by stevedores unless automatic type. 

CERTIFICATES: 

Ship's Register 

Health Certificate 

Cargo Safety Certificate 

Radio Safety Certificate 

Load Line Certificate 
CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: First class service available. 

REPATRIATION: On arrangement with Customs and vessel's 
Agents. 

AIRPORT: Hawke's Bay Airport, served by internal airline 3 miles 
from port. 

TIME: GMT plus 12 hours. 

HOLIDAYS: New Year's Day; 2nd January; Picnic Day (last 
Wednesday in January) (vessels berthed but cargo not worked on 
any of these holidays) ; Good Friday; Easter Monday; Anzac Day (25th 
April); Queen's Birthday (1st Monday in June); Labour Day (nearest 
Monday 25th October); Christmas Day; Boxing Day. 
POLICE/AMBULANCE/FIRE: Emergency telephone 111. 
TELEPHONES: Connection all berths. 

GENERAL: Due to open port and swell, ship's engines to be kept 
at 12 hours notice of readiness. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Napier Harbour Board, PO Box 166, Napier, New 
Zealand. Tel. 58684. 


NELSON: 41.17 S. 173.17 E. (See Plan) 


PORT LIMITS: Within 3 miles radius of Nelson Lighthouse. 
DOCUMENTS: See “Auckland”. 

PILOTAGE: Compulsory for vessels of 100 nrt and over. If 
possible 24 hours notice of ETA to Harbour Master. Confirm ETA 
before 1600 Friday if arriving during weekend or public holiday. 

Radio telephone 2182 kc/s. and 2162 kc/s., call sign ZLED. Listen- 
ing watch 10 minutes every 4 hours commencing at 0000 hrs. After 
contact has been establised a further listening schedule can be 
arranged. 

VHF on Channel 16 listening and Channel 12 working. Pilots 
board inward-bound vessels about 14 to 2 miles to seaward of main 
entrance. 

Anchorage awaiting Pilot in depth about 30 ft., mud, with Boulder 
Bank lighthouse bearing 130° distance 8 cables. Pilot vessel 36 ft. 
double-ended flush-decked vessel painted orange. 
ANCHORAGES: Anchorage as indicated in pilotage or further 
seaward according to weather conditions, draft and length of stay 
at anchor. 

RESTRICTIONS: Vessels may enter, berth, unberth, or leave 
during hours of darkness. Overseas vessels (over approx. 380 ft.) 
enter port on flood tide and usually swing and berth port side to. 
MAX. SIZE: Maximum permissible length 580 ft. Beam no limit. 
Draft limits 28 ft. Max. draft at Main Wharf is 26 ft. 

HEALTH: Doctor clears vessel after berthing. Pratique automatic 
after clearance at first port. If cuspected disease or fever on board 
advise Medical Officer of Health, Nelson, by radio and await instruc- 
tions. 


498 


RADIO: ZLW Wellington Radio; ZLB Awarua Radio; ZLD 4, 
land Radio. 

TUGS: Two tugs available, joins vessel inside harbour, Tug's 
line used on berthing. Tugs are equipped for fire-fighting, ’ 
BERTHING: Vessels should endeavour to make their attig 
early on flood tide as possible. 

SPECIALISED CARGO-HANDLING FACILITIES: fF, 
are available at one general cargo berth for dischargin 
spirits and oil. Another berth is used for loading wood Chips 
matically (the loading equipment is owned by Nelson Pine Fy 
Limited, Nelson). 

STEVEDORES: Labour ordered 0700 for weekday work; 0g, 
day for Saturday work. ETA should be received by Agents tg 
these times. 

MEDICAL: Advise Agents of any medical attention required, 9 
up to 24 hours notice. Hospital facilities are obtainable, Sma 
vaccination certificates are required. 

TANKERS: Diameter of discharge pipe, 10 in. white p 

8 in. black oil. No slop discharge facilities. Oil tanker berth, ones 
Maximum draft at berth 26 ft. 

DENSITY: Average sea water, 1025. 

FRESH WATER: Obtainable at any time. Approximately %. 
per hour delivery rate. 

FUEL: Marine fuel oil, gas oil. Notice required, 24 hours. 
GANGWAY/DECK WATCHMAN: Watchman necessary, 
usually provided by ship's crew. Shore watchman can be en 
requested by vessel. Cost in accordance with national award, 
OPENING/CLOSING HATCHES: By stevedores only. 
CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: Deck and engine repairs are possible. (No under: 
damage repaired.) 

DRY DOCKS: Slipway available for up to 1,500 ton vessels, 
REPATRIATION: Facilities exist. 

AIRPORT: Distance 3 miles. Served by internal airline only. 
TIME: GMT plus 12 hours. No alteration made during year, 
HOLIDAYS: New Year's Day (ist Jan.); 2nd Jan.; Picnic} 
(usually near end Jan.); Anniversary Day (1st Monday in fy 
New Zealand Day (6th February); Good Friday; Easter Mom 
Queen Elizabeth Il Day (1st Monday in June); Labour Day; 
Monday in October); Christmas Day; Boxing Day. No cargo 
on these days. 

POLICE/AMBULANCE/FIRE: Police 88309; Ambulance @ 
Fire 81589; Emergency calls, dial 111. 

TELEPHONES: Can be connected on board. 

SHORE LEAVE: Allowed. 

SHORE POWER: 400 v., 3 h.p., 50 Hz, 60 amps max. 
DEVELOPMENTS: A 450 ft. overseas berth with roll-on/ro 
facilities available, expected to be ready November 1974. 
AUTHORITY: The Nelson Harbour Board, PO Box 1003, 
Nelson. Tel. 82099 Nelson. Telegram “Nelharbour"”. 


NEW PLYMOUTH, Port Taranaki: 39.03 S. 174.03! 
(See Plan) 


PORT LIMITS: All waters contained within the area of ac 
with radius 24 nautical miles whose centre is the trig station on Me 
Moturoa in position 39° 03’ 56.8” S. 174° 01’ 44.9” E. 
DOCUMENTS: Customs: See “Auckland”. 

Agriculture: Shipmaster's Bond List. Meal Locker Declar 
Form AGL 36 (2 copies). 

Health: Maritime Declaration of Health (issued by Port He 
Officer). 

PILOTAGE: Compulsory. Telegraphic address ‘Harbour Mast 
New Plymouth”. 3 days notice preferable with 1 day confirma 
VHF Channel 16. R/T 2182 kc/s. 

Pilot boat white with buff deckhouse, either ‘“Rawinia" or "Pit 
in black on side. Pilot taken on board about 14 miles due Nom 
Main Breakwater Head. 

ANCHORAGE: Vessels can anchor to the West of a line® 
North from the Main Breakwater head seaward of the 10 fathom! 
Good holding on sandy bottom. Not recommended in Nort 
weather conditions. 

RESTRICTIONS: Ships not berthed during hours of dark 
although permitted to sail. Draft maximum 30 ft. (9:15 m.) ma! 
exceeded after prior consultation with Harbour Master. Ships 
21 ft. not affected by state of tide. In range 21 ft. to 30 ft. (915m) 
of berthing relevant to high tide. ‘ 
MAX. SIZE: Maximum size 700 ft. (213-4 m.) overall, breadth nol 
HEALTH: Port doctor boards on arrival at berth. In event of # 
pected disease on board, will board in pilotage area. 
automatic if vessel has already called at another New Zealand 
RADIO: Radio telephone system operates watches for 15 mine 
every 4 hours from midnight. Call sign ZLNE, call frequency 
kc/s. Working frequency 2012 and 2162 kc/s. VHF station ope® 
on Channel 16 after notice given by telegraph or R/T. ETA 
generally received through Wellington Radio. All outward messi? 
routed through Wellington Radio. 

TUGS: One tug available. 700 hp. $ 
BERTHING: In general all ships are swung in basin coming a 
side berth stern first. ; : 

Breakwater (Under Construction): Length, 122 m.; width, 10 
depth alongside LWOST, 5:5 m. For use by oil field barges, 5 
vessels and fishing vessels. Road transport only. 

Moturoa Wharf: Length, 335 m.; width, 27-4 m. ' wo! 

East side of wharf: 1 berth 260 m. long, depth alongside L 


— 


Four 3 tonne portal cranes (5 tonne at reduced radius) 1 berth 
0m ong, depth alongside LWOST 4:9 m. 
mv side of wharf: 1 berth 137 m. long, depth alongside LWOST 
r ankering point on No. 2 berth. All classes of bulk oil may be 
rom. Be at No. 2 berth. Road and rail transport may be used to 
ischarge dry cargo. 
‘ raga Wharf: Length, 366 m.; width, 229m. _ 
- side of wharf: 1 berth 244 m. long, depth alongside LWOST 
~ berth 50 m. long, depth alongside LWOST 7-6 m. 
als de of wharf: 2 berths 366 m. overall, depth alongside 


disc 
jad and 


West si 
_ One 1°5 tonne and one 2 tonne portal cranes. Bunker- 
AW in berths 2, 3 and 4, All classes of bulk oil may be dis- 


rths 2 and 4, crudes may be loaded at berths 2 and 4. 
charged At iitransport may be used toload and discharge dry cargo. 
. Wharf: West side of the wharf: Length, 426 m., width of 
9 m.; width including open storage, 82 m.; depth alongside 
WoOST, 11. m. Two 2 tonne portal cranes. Rail and road transport 
: ' o load and discharge cargo. Open hard standings for 
wansit cargo storage are available; a small container facility is 
Pare of the wharf (under construction): Length, 80 m.; width, 
55m, and 13:4 m.; depth alongside LWOST, 5:5 m. Road transport 
only. For use by oil field supply vessels. 

One mobile Lima heavy lift crane capacity 70 tons at 12 ft. from 
whart edge to 25 tons at 40 ft. from wharf edge available at No. 2 


STEVEDORES: Labour must be engaged between 0700-0900 
Vonday to Friday. Agents should be advised ETA at least 24 hours, 
preferably 72 hours, in order arrange cargo if vessel loading. Normal 
cargo working hours Monday-Friday 0700-1200, 1300-1700. Saturday 
9700-1200. Supplementary hours may be worked Monday-Friday. 
1700-2300 if labour available. No work on Sundays. 
MEDICAL: Hospital services available. , ‘ 
TANKERS: Black oils 10 in. pipe-line; white oils 8 in. pipe-line. 3 of 
{berths available for tankers, maximum draft 30 ft. (9°15 m.). Small 
de-ballasting tank available. 
DENSITY: Sea water. 
FRESH WATER: Available all berths from main supply at about 
{00 tons per hour. van wpe 
FUEL: Light fuel oil and gas oil pipe-line connected all berths, 
except Blyde Wharf. Gravity fed at about 100 tons per hour. Can be 
arranged at 24 hours notice. 
FIRE PRECAUTIONS: Tanker berths closed to public with 
Harbour Board watchman in attendance. 
DEVELOPMENTS: New reclamation of 23 acres providing berths 
for 2 overseas vessels. Is now fully operational. These berths are 
suitable for handling heavy lifts, PAD type roll-on/roll-off vessels, 
limited container use and a container cleaning installation is pro- 
vided. A berth for oil rig tenders will be completed by late 1974. 
GANGWAY/DECK WATCHMEN: Not available and not neces- 
sary. 
OPENING/CLOSING HATCHES: Stevedores must carry out 
this work. 
CERTIFICATES: 

Normal Safety Certificates. 

Ship's Register. 
CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 
CONSULS: None available locally. 
REPAIRS: All repairs except underwater work of a major nature. 
REPATRIATION: Facilities exist. 
AIRPORT: Is 7 miles from city, 10 miles from port. Served by 
pore service only, 2 flights northbound and southbound each 
all y. 
TIME: 12 hours ahead of GMT. No adjustment made. 
HOLIDAYS: New Year's Day; Stevedores Picnic (4th Wednesday 
January); Provincial Anniversary Day (2nd Monday March); Good 
Friday; Easter Monday; Anzac Day (25th April); Queen’s Birthday 
(Ist Monday June); Labour Day (4th Monday October); Christmas 
Day; Boxing Day. 
POLICE/FIRE/AMBULANCE: Telephone numbers respectively, 
75449, 75505, 75439. 
TELEPHONES: Can be connected on board. 
GENERAL: Ship's garbage must be in covered containers supplied 
by Harbour Board and removed daily. Any meats on board vessel 
on arrival which have been supplied from other than Australia or 
New Zealand will be sealed off and fresh supplies obtained. 
SHORE LEAVE: No restriction. 
AUTHORITY : Harbour Master, Taranaki Harbours Board, PO Box 
48, New Plymouth, Tel. 75672. Cables Taragate”. 


AGENT: Newton King Ltd., Shipping Department, 15-17 Currie 
Street, (PO Box 244), New Plymouth, New Zealand. Telegrams, 
qingship”. Tel. 5719 (10 lines) Business, 83174 Residence. Telex, 
2. 3275, Answerback “Newking”. 


OTAGO, (includes Dunedin, Port Chalmers and 
Ravensbourne) : 45.46 S. 170.43 E. 


PRSUMENTS : See “Auckland”. 

radio AGE: Address “Harbour Master, Dunedin. Through coastal 

aa Stations ZLW (Wellington) or ZLB (Awarua) giving ship's 

Out: draft, and ETA. First message 72 hours out, revise 24 hours 

a i rom another New Zealand port (coastwise) similar message 

port Nn as possible after leaving that port. Subsequent contact with 
Private radio station ZLES Taiaroa Heads on 2182 ke/s. or VHF 
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Channel 16. Pilot boat is 55 ft., white launch, also fitted with same 
frequencies, which meets vessels as required but does not remain 
on station otherwise. Boarding position is with Taiaroa Head Light- 
house bearing 170° distant 2 miles; good anchorage in same position, 
depth 12 fathoms. Pilots can always board in this vicinity provided 
Master has ship under way at slow speed and obeys Pilot's instruc- 
tions. Vessels arriving to work general cargo should endeavour to 
embark Pilot by 0500 in order to be alongside berth ready to take 
labour on board at normal commencing hour of 0700. 
ANCHORAGES: With Taiaroa Heads Lighthouse bearing 170° 
distant 2 miles, good holding ground in all weathers, safe except in 
very strong Easterly gales which are extremely rare. If this position is 
already occupied by another vessel, there is ample room close 
Westward, Northwestward, and Northward. Depths 12 to 16 fathoms. 
RESTRICTIONS: Tankers proceeding to or from the oil jetty at 
Dunedin make passage of the upper harbour in daylight hours only. 
Otherwise ships are not boarded between midnight and 0500 as no 
working time is gained by so doing. 

MAX. SIZE: For berthing at Port Chalmers: Maximum draft 34 ft. at 
high water, 29 ft. at low tide. Channel is worked as required by 
circumstances; it is not restricted to slackwater. Maximum size of 
ship dependent on displacement; largest to date, length 702 ft. but 
vessels with displacement up to 35,000 tons may safely berth and 
larger vessels will be considered individually. For berthing in the 
upper harbour at Dunedin or Ravensbourne, maximum draft 26 ft. 
high water, 21 ft. zero tide; maximum length 585 ft. 

HEALTH: Master to radio to Port Health Officer (entry port in N.Z. 
only) 24 hours before ETA requesting free pratique or declaring 
adverse state of health. Agents will advise Port Health Officer and 
Health Department inspectors who will board vessel on arrival, 
alongside actual wharf if free pratique requested. N.Z. regulations 
will require sealing of domestic meat chambers and purchase of 
local meats for use coastwise. 

RADIO: Through Awarua Radio ZLB or Wellington Radio ZLW. 
RADAR/VHF: Port radio station at entrance Taiaroa Head (ZLES) 
maintains 24-hour watch on R/T 2182 kc/s. and VHF Channel 16. 
Radar operated at station on request has range in excess of 20 
miles to North and East. 

TUGS: Tug used in vicinity of wharves turning, berthing and un- 
berthing, etc. Tug's lines used without charge. 

BERTHING: Some restrictions for larger vessels berthing with 
flood tide at Beach St. Wharf Port Chalmers. 

STEVEDORES: Labour for Saturday work must be ordered by 
0830 Fridays, otherwise by 1430 for following day. Advise Agents 
of firm ETA in time to judge this. Evening shift work to 2300 can be 
arranged when labour available. 

MEDICAL: Emergency medical services and full hospital services 
always available at short notice. Emergency advice by radio avail- 
able. Top priority given to arrangements for landing urgent cases for 
medical treatment. 

TANKERS: Diameter of lines 8 in.; minor slop facilities only; one 
tanker discharge berth 700 ft. long, 28 ft. depth alongside at low 
water. Maximum size ship 585 ft. long; draft for channel transit 26 ft. 
DENSITY: Harbour density 1024 all states of tide. 

FRESH WATER: Fresh water available all berths, approx. delivery 
rate 20 tons per hour. 

FUEL: Bunkers available at oil berth; all grades up to 1,000 secs. 
Redwood. 

DEVELOPMENTS: New Beach St. Wharf Port Chalmers 1200 ft. 
long, 35 ft. depth at low water alongside, for container ships. 
GANGWAY/DECK WATCHMEN: Shore watchman not normally 
required except at entry to oil jetty, such watchman arranged for by 
oil company. Ships required to maintain own gangway surveillance. 
OPENING/CLOSING HATCHES: Automatic hatch gear may be 
operated by ship's personnel. Manual hatches by shore labour only. 
CERTIFICATES: Normal cargo gear and equipment certificates as 
required for British ports; also Fumigation (Rats) or Exemption 
Certificate. 

CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required for British subjects. 
Alien identification cards to be retained on board in case of need. 
CONSULS: Consular agencies France, Norway, Denmark, Sweden, 
Germany, Italy, Netherlands, Portugal. 

REPAIRS: All types deck and engine repairs possible; good 
machine shops, etc. 

DRY DOCKS: Otago dock takes ships up to 520 ft. but beam limit 
65 to 66 ft.; maximum draft entry 19 ft. 

REPATRIATION: Repatriation arrangements can be made. 
AIRPORT: Dunedin is served by all internal main airlines with 
connections to overseas via Christchurch, Wellington and Auck- 
land. Airport 35 minutes from Dunedin City by car. 

TIME: N.Z. Standard Time throughout year is GMT plus 12 hours. 
HOLIDAYS: As for all N.Z. ports, i.e. January 1st and 2nd; Good 
Friday and Easter Monday; Anzac Day (April 25th); 1st Monday in 
June; Labour Day (Monday, nearest October 24th); Christmas Day 
and Boxing Day; Waterside Picnic day (Wednesday at end January). 
Where New Year and Christmas holidays coincide with Saturdays 
and/or Sundays, holidays are taken following Monday and/or Tues- 
day. General cargo not worked on these days nor on Sundays: 
tankers discharge 365 days: ships arrive and depart regardless of 
holidays. Container ships worked all days except Good Friday and 
Anzac Day. 

POLICE/AMBULANCE/FIRE: Police 76012; Ambulance 77111; 
Fire Brigade 79111; Hospital 76740; Emergency (serious) dial 111 and 
ask for any service needed. 

TELEPHONES: Slot telephones can be put on board with all local 
calls free, others by cash in slot. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


GENERAL: No special moorings are required. Harbour, though 
tidal, is landlocked and there is no surge at any berth. Tide rise 
averages 6 ft. above datum (extremes 5 ft. and 8 ft.). 

SERVICES: Radar and gyro compass technicians available. Good 
shop and providore facilities. Compass adjuster usually available. 
SHORE LEAVE: Crew members not restricted ashore. 
REGULATIONS: No special local regulations, but all N.Z. ports 
have very strict rules for garbage collection and disposal, etc. and 
against oil spillage. 

DELAYS: Ample berths normally available. Occasional delays for 
labour shortage or wet weather (rainfall average 30 in. per year). 
Small quantities bunkers available ex-tank wagons at any berth. 
Larger quantities obtainable by shifting to oil jetty outside cargo 
work hours or as otherwise convenient. 

AUTHORITY: Otago Harbour Board, PO Box 1, Dunedin, New 
Zealand. Tel. 77881. Telegraphic address ‘‘Koputai"”, Dunedin. 


PICTON: 41.17 S. 174.02 E. 


PORT LIMITS: A straight line drawn in a 303° direction from 
Paparoa Point on Arapawa Island to the opposite shore of the main- 
land. A straight line drawn between East Head and West Head, 
Tory Channel Entrance. 

DOCUMENTS: See “Auckland”. 

PILOTAGE: Compulsory. Pilot will board vessels between Long 
Island and Motuara Island or one mile radius seaward from West 
Head, Tory Channel Entrance, provided he is notified at least four 
hours before estimated time of arrival of a vessel off these islands. 

Pilot boat 48 ft. in length equipped with VHF radio Channel 16, 
call sign “Picton Harbour”. 

ANCHORAGE: Except during strong North-west winds, there is a 
good anchorage Northward of Mabel Island in 16 fathoms for vessels 
of all sizes. 

Quarantine Anchorage. Within the navigable area to West- 
ward of Mable Island enclosed between the foreshore and a line 
from Kaipupu Point 047° to the Western extremity of Mabel Island, 
thence 349° to Wedge Point. Vessels not in quarantine can use this 
anchorage. 

RESTRICTIONS: Controlling depth in approaches to anchorage 
is 44 ft. MLWOS. 

MAX. SIZE: Max. length 620 ft. Draft, fore 30 ft., aft 36 ft. Vessels 
of this size can berth at any state of the tide. Longer vessels may be 
accommodated by arrangement with the Harbour Master. 
HEALTH: First entry at a New Zealand port pratique is granted 
after vessel berths provided she has a clean bill of health from her 
last port, otherwise vessel would anchor in the quarantine anchor- 
age, where port Health Officer would board. Once clear at the first 
port in New Zealand no further pratique is required. 

RADIO: Port is equipped with medium frequency and VHF, call 
sign ZLVH, calling frequency 2182 kilocycles. Watch is maintained 
Monday to Friday, 0900 to 0933,11140 to 1203, 1540 to 1603 daily and 
at other times by arrangement. In addition the following schedule is 
maintained for communication with the road/rail ferries: 0103, 1140, 
1640, 2020, 2050. Sundays only: 1603. 

BERTHING: One overseas wharf 700 ft. length with accommodation 
for two vessels. Depth at wharf up to 38 ft. 

2 road/rail ferry berths 500 ft. long with modern terminal facilities 
for roll-on/roll-off traffic. 

TUGS: None. 

STEVEDORES: Agents will provide gangs and other facilities 
provided Master gives prior notice of his requirements. 
MEDICAL: It is necessary for Master to give his Agent as much 
advance notice as possible. Two doctors reside in the port. Hos- 
pital at the port and the main hospital at Blenheim, 17 miles by road. 
Ambulance service available. 

DENSITY : 1025. 

nner WATER: Supplies available at 30 t.p.h. Cost 75 cents/ 1,000 
gals. 

FUEL: By tank wagon only. 

GANGWAY/DECK WATCHMEN: Required by general harbour 
regulations and is generally carried out by ship’s deck hands. 
OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: See “Auckland”. 

CARGO GEAR: Marine Department control this and regulations 
are issued accordingly. These regulations are very similar to those in 
the United Kingdom. 

IDENTIFICATION CARDS: Not required. 

CONSULS: These are stationed at Wellington. (See ‘‘Wellington".) 
REPAIRS: Small repairs undertaken by three companies. 
REPATRIATION: Crew changes can be made. 

AIRPORT: Woodbourne - 22 miles by road from Picton, served by 
feeder services to Wellington — Christchurch. 

TIME: GMT plus 12 hours, no change. 

HOLIDAYS: New Year's Day, Anniversary Day, Good Friday, 
Easter Monday, Labour Day, Sovereign's Birthday, Christmas Day, 
Boxing Day, Anzac Day, Watersiders' Workers Picnic Day. 
POLICE/AMBULANCE/FIRE: Police, tel. 439; Ambulance, 
through doctor or in case of emergency tel. 207; Fire, ring exchange 
operator. 

TELEPHONE: Facilities exist to place telephones on board. 
SHORE LEAVE: Allowed. 

— Marlborough Harbour Board, PO Box 84, Picton. 

el. 270. 
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TIMARU: 44.24 S. 171.19 E. (See Plan) 


DOCUMENTS: See “Auckland”. 

PILOTAGE: Pilotage is compulsory, and Pilots are avail 
and night. A vessel requiring a Pilot should remain 1 mile 
of Eastern Extension Mole, and should not proceed Northng 
line of leading lights on Benvenue Cliff. 

ANCHORAGES: A vessel should anchor in a depth Of no 
than 7 fathoms, sand, and Eastward of harbour light structy 
not within 1 mile of Eastern Extension Mole. " 
RESTRICTIONS: Tidal conditions may affect the time of 
ing harbour. | 
MAX. SIZE: Length, 700 ft.; beam, 90 ft.; draft 27 ft. 6 ins, Tr 
berthing vessels of over 21 ft. draft. will be dependent on tidy 
ditions at Harbour Master's discretion. : 
HEALTH: Due to exposed nature of anchorage, incoming ig 
are examined and pratique is granted after a vessel berths, Ing 
that vessel is quarantined, she will be required to return to anche, 
without any contact being made with shore. 

RADIO: Timaru Harbour Board has a radio telephone se 
equipped with both medium frequency and VHF installations, 

Call sign ZLSD, calling frequency 2182 kc/s., working frequ 
2162 kc/s. Fixed watches maintained for a period of 15 minutes, 
4 hours, e.g.: 0345-0400, 0745-0800, 1145-1200, 1545-1600, 19455 
2345-2400 (New Zealand Standard Time) and at other times Moy 
arranged. VHF call sign is Timaru Harbour, Channels 6, 12, 
RADAR/VHF: Port radar set is located at the Old Light 
immediately behind harbour, and is available to assist vessels» 
ing and entering port in poor visibility. 

TUGS: One tug, 1100 h.p. and pilot launch/tug, 200 h.p. avail 
BERTHING: Moorings supplied at all berths. 
SPECIALISED CARGO-HANDLING FACILITIES: Aji ve 
mechanical loaders : Four all-weather mechanical meat loaders. 
machine is capable of loading 720 units per hour, to a maxime 
2,500 units per hour. Also butter, cheese, frozen vegetables ce 
handled. 

Bulk Handling: A modern bulk-handling installation capath 
handling grain, lucerne and certain types of minerals. Intake m 
grain 120 tons per hour; lucerne 100 tons per hour. Ship's low 
rate: grain 800 tons per hour; lucerne 680 tons per hour. Ships 
equipped with belt weigher. Wharf conveyor has maximum bely 
of 1,000 tons per hour, Total silo storage at present availablel) 
tons grain. Inert gas protection provided for lucerne. 
STEVEDORES: Gangs must be ordered before 0700 weeks 
and before 0900 Friday for Saturday work. 

MEDICAL: Full medical facilities are available as required, ina 
ing an excellent public hospital. 

TANKERS: One tanker berth, discharge through 8-in. hoses. 
DENSITY: Specific gravity 1025 at all states of tide. 
FRESH WATER: Available at all berths, delivered at up 
ton/hour. 

FUEL: Bunkers available, heavy and medium fuel oil. 24 hours) 
vance notice required. 

FIRE PRECAUTIONS: When tankers are discharging, acces 
wharf is prohibited except to those holding passes. Fire-figt 
equipment is placed in readiness on wharf. 
DEVELOPMENT: Main consideration in future planning § 
creasing the depth of water in the entrance channel and in thes 
GANGWAY/DECK WATCHMEN: Available if required. 
OPENING/CLOSING HATCHES: Carried out by stevedores 
CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

REPAIRS: Most deck and engine repairs can be undertaken 
REPATRIATION: Facilities exist for effecting crew changes! 
arranging necessary repatriations. 

AIRPORT: Situated about 7 miles from city, and there is! 
flight per day to and from Christchurch International Airport. 
TIME: New Zealand Standard Time (GMT plus 12). 
HOLIDAYS: New Year's Day; 2nd January; Picnic Day? 
holiday, last Wednesday in January); Good Friday; Easter Mon 
Anzac Day (25th April); Queen's Birthday (first Monday in Jv 
Dominion Day (third Monday in September); Labour Day @ 
Monday in October); Christmas Eve (work ceases midday); C™ 
mas Day; Boxing Day. Work can be arranged only by private 
tiation on a voluntary basis. 

POLICE/AMBULANCE/FIRE: Emergency No. 111 and ask of 
tor for service required. Other than emergency calls: Police, 
Timaru; Ambulance, 5253 Timaru; Fire Brigade, 7089 Timaru. 
TELEPHONES: Can be supplied to vessels at all berths. 
SHORE LEAVE: Alowed. : 
PORT AUTHORITY: Timaru Harbour Board, PO Box 76, Ti 
Tel. 4199 


WANGANUI: 39.56 S. 175.04 E. 


PORT LIMITS: Arc of a circle of 3 nautical miles radius ce™ 
at the flagstaff at Castlecliff, sited 39° 56’ 49” S. 174° 59’ 23° E 
DOCUMENTS: See “Auckland”. ’ 
PILOTAGE: If Wanganui is first N.Z. port, initial applicatio®’ 
Pilot and vessel's ETA should be passed to local Agent by @ 
through one of three Post Office radio stations. If not first N25 
this information should be given to local Agent by Agent at? 
vious port. Final details settled when R/T contact made 
pilot station and ship. 


Pilot launch “Karere", LOA, 41 ft. painted white, high mig 


_ 


nouse. Pilot boards at anchorage position. International 
for Pilot should be used if no R/T contact made. 
9 ORAGES: One anchorage for vessels awaiting to enter. 
ArSTRICTIONS: Port worked day or night at high water when bar 
iti itable. 
cantons re ath 350 ft., beam no limit, draft dependent on bar 
~ at particular time but usually 15 ft. maximum at high water 
pont No installations outside main port area. 
EALTH: See “Auckland”. Ost Wasa 
RADIO: oer Radio ZLW. No radar or . R/T frequencies 
Ch gts available. Pilot launch used for swinging. 
BERTHING: Berthing takes place at high water slack. 
PECIALISED CARGO-HANDLING FACILITIES: No. 6 Berth: 
: “line for bulk cement connecting wharf with adjacent silos. 
a 1 Wharf: direct handling into cool store for fruit. 


wht hoppers used for bulk cargoes to load directly into rail- 
ons. ata 
we no facilities for containers, roll-on/roll-off traffic, liquid 


chemicals or LPG carriers. j 

STEVEDORES: Requirements for labour should be given with 

ETA and request for Pilot. At least 24 hours notice required. 

MEDICAL: 24 hours notice required if possible. Hospital facilit- 

ies available. Inoculations, certificates, etc. 

DENSITY: 1020 at HW. 1005 at LW. These figures vary greatly 

according to amount of freshwater in river. 3 

FRESH WATER: Plentiful supply through wh arf hose connections. 

Rate of delivery depends on height of ship's filling pipe above 

level. 

part grades available but ship has to pump out of road tankers. 

Amount of notice depends on grade required. 

DEVELOPMENTS: Development plan in course of preparation 

but as yet no details of size of any possible new installations or 

draft increases. I 

GANGWAY/DECK WATCHMEN: Watchman necessary, either 

crew member or shore watchman. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 

CUSTOMS ALLOWANCES: See “Auckland”. 

IDENTIFICATION CARDS: Not required. 

REPAIRS: Minor deck and engine repairs possible. 

REPATRIATION: Facilities exist but more easily accomplished 

at a main port. 

AIRPORT: About 6 miles. Airport caters for internal services only. 

TIME: N.Z. Standard Time (12 hours in advance of GMT) is kept 

throughout year. 

HOLIDAYS: As Auckland, except Anniversary Day holiday 

which is that held in Wellington Province. No cargo is worked on 

these days. 

POLICE/AMBULANCE/FIRE: Ambulance, 8909; Police, 4488; 

Fire Brigade, Wanganui, 8185; Fire Brigade, Emergency 111. 

pope sa : Arrangements can be made for placing telephones 

on board. 

SHORE LEAVE: Allowed. 

DELAYS: Fresh onshore winds could make entrance unworkable 

foravessel waiting to enter. Cargo work stops in rain and in unusually 

strong ae Bunkering would be slow if large amount of bunkers 

required. 

AUTHORITY: Wanganui Harbour Board, Box 8001, Castlecliff, 

ee N.Z, Tel. 35137 Wanganui. Telegraph Harborbord, 
anganui. 


oe HARBOUR, North Island: 39.50 S. 
37 E, 


LOCATION: Waverley Harbour is located on the West coast of 
the North Island of New Zealand in the Northern end of the South 
Taranaki Bight. 
PORT LIMITS: Waverley harbour is defined as being all that 
area of water bounded by the line of mean high water spring tides, 
and having as its seaward limit the arc of acircle of 2 nautical miles 
en ewnired at 39° 49-6 S. 174° 36:5 E, near the mouth of the Wairoa 
docu MENTS: Besides the Port Health Doctor, other Government 
Heys boarding the vessel by helicopter for inward clearance are: 
ort Health Officer, 1 Customs Department Officer, 1 Agriculture 
partment Officer. 
ee Health Officer will inspect Deratisation Certificate and 
Possibly with Agriculture Officer) inspect food store rooms, refri- 
— Spaces, galley, pantry, etc. 
nee Officer: The Customs Boarding Officer acts for the 
re > Department and the Marine Department and _ will 
sete . following ship's documents: Register, Loadline Certifi- 

The foller Equipment Certificates, Radio Certificates. 

List o'owing documentation is required on Inward Clearance: 

st of Prohibited Immigrants (Form Lab. Imm. 290). 
rew Lists. 
Inward Manifest/Nil Declaration. 


Search List (Re 
roa ee g. Form 2) Crew. 


Poisons Lists. 

Firearms List. 
Copies of Li : A * 7 
fied by es pee ht birds, animals, and fish on board (certi- 
assenger List (if any). 


a 
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For Outward Clearance (Customs): 

2 copies of Special Red Printed Outward Manifest (front page) 

with attached Ship Printed Manifest. 

2 copies of Stores List. 

2 copies of Crew List. 

5 copies of Embarking Passenger List. 

2 copies of Transit Passenger List. 

1 Passenger Arrival Card (Lab. Imm. 290) for any crew of passenger 

leaving vessel. 
Agriculture Officer: on arrival: 

2 copies of Ship's Meat Locker. 

Reg. 1966 Agl. 36. 

The Boarding Officer will inspect the vessel’s meat locker and 
inspect the garbage containers. 

Australia, United States, Canada and New Zealand meat not 
loaded in the place of origin, and Japanese meat will be sealed up 
on vessel's arrival by the Agriculture Officer. 

At sailing time, the Agriculture Officer may attend to check on 
garbage, sealed lockers, etc., together with the Customs Officer, 
who issues the Port Clearance, to check if all crew are aboard, and 
that the Bonded Stores Seal is intact. 

NAVIGATION AIDS: SBM - radar reflector, white flashing light, 
one flash every 9 second, range 6 miles. 

Leading Lights: In transit bearing 355° 33’. 

Range Lights: \n line bearing 312° 03’. 

All four light towers are of louvred timber construction, painted 
white with vertical centre line painted red. 

The pumphouse building immediately to the West of the two 
leading lights is prominent with a radar visibility to 15 miles. 
PILOTAGE: Pilotage is compulsory for Waverley Harbour and 
under control of the Waverley Harbour Master. 

It has become customary for vessels to await the Pilot in a position 
2 miles South of the SBM. Vessels equipped with VHF will be 
contacted accordingly when within range. Information on weather 
pee ia and time of Pilot boarding will be advised through this 
media. 

Due to the nature of the coastline adjacent to Waverley Harbour 
and the weather conditions experienced, the transportation of the 
Pilot (and other port official personnel) is effected by helicopter, 
from a pad adjacent to the Administration Building. It must be 
ensured that radio antennas running respectively from foremast to 
bridge and bridge to aft, as the case may be, are lowered clear in 
good time prior to the arrival of the helicopter, and the landing area 
cleared of loose gear and portable foam fire equipment properly 
charged, available for immediate use at the landing area. 

Berthing to the SBM is effected day and night but dependent on 
weather conditions being favourable for placing the floating mooring 
hawsers on the buoy, and visibility and flying conditions being 
acceptable to the helicopter pilot and in concurrence with the Master 
of the vessel. 

For night flying a wind sock will be erected for the helicopter 

pilot's observation of wind direction, and vessel is to be floodlit 
overall. 
ANCHORAGE: The recommended anchorage off the port is a 
rectangular area0-75 miles East and West, and 1 mile Northand South 
of a position 3 miles South of the SBM. The bottom is sandy in 11 to 
12 fathoms and the holding ground is reported fair. 

A safe anchorage for vessels having to leave the buoy and/or to 
await suitable weather to moor to the buoy is recommended in 
Golden Bay. Distance is approximately 90 miles S.W. of Waverley, 
the approaches are clear and the lights on Farewell Spit and Separa- 
tion Point, of 15 miles and 12 miles respectively, most reliable. The 
holding ground is good and depth of water 15 to 16 fathoms. 
WEATHER: The Harbour and SBM is exposed to the West through 
South to South-east. The swell conditions caused by Westerley and 
South-westerly weather are considerably reduced by the shallow 
ground to the Westward, but Southerly swell rolls in unhindered. 
Very sudden changes of weather are experienced on this coast with 
the rapid movements Eastward of cold fronts over the Tasman Sea. 
PRATIQUE: Vessels arriving at Waverley on consecutive voyages 
Japan/New Zealand and with all personnel holding valid International 
Certificates for smallpox should radio to “Health, Wanganui" 24 
hours before arrival Waverley, advising number of passengers and 
crew, and “All Healthy" in which case pratique is automatically 
granted without any acknowledgement to the vessel. 

If a vessel has any suspected diseases on board and if any crew 
member does not hold a valid International Certificate for smallpox, 
this information should be stated in the radio message to “Health, 
Wanganui". The Port Health Doctor will then attend on board 
on arrival for inspection of all International Health Certificates, and 
carry out vaccinations as required. 

The doctor will supply on arrival N.Z. Maritime Declaration of 
Health Form H-Q2 for completion by the vessel. It is customary to 
procure an additional form for the following voyage to facilitate easy 
inward health clearance thereafter. 

RADIO: There is no Government Radio Station at Waverley. 
Vessels trading to Waverley use ZLD Auckland Radio, ZDB Awarua 
Radio, or ZLW Wellington Radio. 

Advice of Arrival: Vessels to radio ETA to “'Wavemarine” 
Waverley on departure from last port, and 48 hours and 24 hours 
prior to arrival. 

In addition to the vessel's ETA to ‘‘Wavemarine”, arrival draft 
and details of the hatch loading plans should be advised. 

Vessels equipped with VHF should listen in on Channel 14 
(156-7 mHz) when in range of Waverley Harbour. 

Base Station is at the Shiploading Pump Station, on board the 
tender vessel Wairoa and a remote control unit is fitted ir: the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


main administration building. Mobile units are also employed during 
the loading operation. 

Base Station Channels are: 

Channel 6-156:3 mHz Intership. 

Channel 9- 156-45 mHz Private and Loading 
Channel 14 - 156-7 mHz Port Operations/Docking. 
Channel 16 - 156-8 mHz Safety. 

Meteorological information for shipping is broadcast by the Coast 

Radio Stations ZLW, ZLB and ZLD at frequent scheduled times. 
ZLW broadcast by radio telegraph on 417-5 kHz, ZLD 487-5 kHz. 
BERTH DESCRIPTION: The single point mooring buoy of 11 
metres diameter is moored in 64 ft. at low water, 1-5 miles from the 
shore in position 39° 51’ 02.2” S. 174° 35’ 52.14” E. 
BERTHING: The tender vessel Wairoa when the carrier ap- 
proaches the buoy will receive a 50m.m. messenger rope with suitable 
shackle from the vessel and run out and shackle to a small strop on 
the eye of the first 18-in. floating mooring hawser. When fast, the 
vessels will heave all aboard, and when the spliced eye is at a suitable 
distance inside the bull nose a bight of the vessels 9-in. or similar 
mooring rope will be passed through the eye of the 18-in. hawser 
and brought back to the bitts and the working end turned up on said 
bitts. This will give four parts of the vessels mooring ropes to one 
18-in. floating hawser. 

Alternatively, two ends of a vessels mooring rope could be used 
to one hawser and turned up to two sets of bitts, also giving four 
parts of mooring rope to each hawser. Similar method to be used 
for the second 18-in. hawser from the other side and both 18-in. 
hawsers to be set up with equal tension on each. Conveyor belt 
rubber is employed on each hawser where it passes through the bull 
nose. A good supply of heavy grease should be available for applica- 
tion to the rubber belt to reduce chafing. 

It is essential that two or three good heaving lines be available 

with the messenger rope in the first instance to pass to the tender 
vessel, to avoid any delays in mooring. 
HOSES: The floating loading hose string comprises ten 35-ft. 
lengths of hose, with the shipboard end supported by a steel buoy. 
After mooring is completed the tender vessel will tow around the 
floating hose underneath the pick-up derrick, plumbed over the 
manifold connection on the port side of the foredeck abaft the fore- 
castle head. The pick-up buoy of the hose-end will have shackled 
into it a 30-ft. length of polypropylene, of 7 in. circumference, to 
which is attached a 100-ft. length of 2} in. circumference for passing 
to the vessel. The 7-in. polyprop is hove up to the rail and hooked 
into the vessel's cargo hook. The flange elbow with attached camlock 
coupling is then hove up and connected to the vessel's deck hose 
manifold. The hose is presently supported on the ship’s derrick 
and stayed fore and aft after coupling up has been completed. 

It has been estimated that after the iron sand slurry has been 
loaded, and the excess water decanted from the surface of the cargo, 
that the bulk density of the iron sand should be 190 Ib. to the cubic 


foot. 
LOADING: All compartments to be loaded should be clean with 
all drain sumps and double bottom butterworth hole filter places 
clear. 

If weather conditions permit, the vessel should arrive with the 
after hatch lid of each hold open to facilitate visual inspections of the 
hold decanting eductors. 

FRESH WATER/FUEL: Not available. 

REPAIRS: Emergency repairs can be arranged, including radio. 
MEDICAL: The Port Health Doctor is a qualified doctor of medicine 
and can be acquainted of-any medical problems affecting any crew 
member; the necessary arrangements can then be made for treat- 
ment aboard or ashore, as convenient. 

CUSTOMS ALLOWANCES: See “Auckland”. 

CONSULS: There are no consular representatives at the port of 
Waverley. 

REPATRIATION: Lists of personal effects, accounts of wages, 
etc., of any vessels’ personnel left ashore, hospitalised or deserted, 
should be available to Agent as early as possible. 

A letter of authorisation is required if the Agent is to provide 
accommodation, meals, medical attention, transportation or travel 
expenses, and/or cash advances for account of vessel. 

SHORE LEAVE: Shore leave for vessel's personnel is not practic- 
able. 

GENERAL: No Port Authority personnel remain on the vessel 
during the loading period at the SPM Buoy. 

The Marine Department require that all vessels, while moored, 
“shall at times be kept in readiness to proceed to sea”. 

The Pilot who is the loading master for Waipipi Iron Sands 
Limited will accept the Notice of Readiness for the vessel, and acts 
as Agent for all the vessels requirements. It is customary for the 
Pilot/Loading Master/Agent to be accommodated on board the vessel 
during her period on the buoy. 

Whistle signals in an emergency may be used for medical, police, 
etc., as required. 

Due to limited means of communicating with vessels while at the 
loading facilities, Masters are advised that no storing will be accom- 
plished at this port. 

No garbage is to be thrown over the side of the vessel whilst she 
is on the New Zealand coast and moored to the buoy. Garbage must 
be retained on board and not dumped until the vessel is one day's 
steaming clear of the Northern point of New Zealand. 
AUTHORITY: Waipipi Iron Sands Limited, POB 143, Waverley, 
North Island, New Zealand. 
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WELLINGTON: 41.18 S. 174.46 E. (See Plan) 


PORT LIMITS: All the waters comprised within the 
Wellington having as their outward seaward limit the arc Oe 
running from the land ward boundary of the foreshore at Fitzy 
and thence into Cook Strait and thence to the landward 

of the foreshore at Island Bay, such arc being an arc ofa 
3 nautical miles radius and having its centre at a point on theg 
Rock in the harbour of Wellington. 

DOCUMENTS: 

Port Health Authorities. 

Maritime Declaration of Health (1 copy). 

Crew List, stating name, rank, sex, nationality and date Of sng 

vaccination (1 copy). 

Port Health Officer will also wish to sight each member Of 

smallpox Vaccination Certificate. 

Current International Derating Exemption Certificate. 
Customs Authorities. See “Auckland”. 

Agent. 
Crew List, stating name, occupation, rank, sex and Natioy 
(1 copy). 

Freight Manifest (3 copies). 

Note: Manifests should be airmailed by loading port to an 
New Zealand at least one week prior to vessels arrival. 

Stowage Plan, airmailed same as Manifest (2 copies). 
Agricultural Authorities. 

Port Agriculture inspection Instructions - Ship's Meat | 

Regulations 1966. 
PILOTAGE: Compulsory. Pilot vessel is not normally on» 
outside entrance, and all vessels requiring a Pilot are requ 
give 24 hours notice by radio of their expected time of arrival og 
limits. A second notice confirming or amending the first js; 
sent 4 hours before expected time of arrival. In event of a sy 
pecting to arrive earlier than the time given in 24-hour mem 
4-hour message shall be sent 4 hours before the new emp 
time of arrival. Should vessel expect to arrive later than her%& 
messagp, her 4-hour message shall be sent 4 hours before exp 
time of arrival given in her original 24-hour message. All comm 
tions which should be addressed “Harbour Master, Welling 
will be attended to at all hours of the day or night. 

Should it not be possible to give previous notice of arrival 
be up to 14 hours after a vessel is sighted by signal statix 
Beacon Hill before a Pilot can board. 

Pilots normally embark or disembark South of Pencarrow 
but in the event of heavy Southerly weather, it may be necesy 
embark or disembark Pilot in smooth water at or near the cos 
sory limit. 

ANCHORAGES: Depth in anchorages up to 60 ft. 

Fairway. Within portion of harbour lying inshore and to Wes 
of a line drawn from Easternmost point of Oriental Bay, in: 
direction, to Kaiwharawhara Shore. 

Inner Anchorage. Within portion of harbour laying betwee 
Eastern boundary of fairway anchorage and a line drawn fron! 
Jerningham, in a 354° direction to Kaiwharawhara Shore. 

Outer Anchorage. Within portion of harbour Eastward of: 
anchorage. 

Note: Vessels anchoring in outer anchorage should take) 
position well up towards Kaiwharawhara. 

Explosives Anchorage. Within portion of harbour contained! 
area 4 cables square with sides 000°, 090°, 180°, and 270°. Cart 
area lies approximately 1-45 miles due North of Point Halswe 
beacon. 

Caution: It is advisable when anchoring (especially when it 
draft) to drop two anchors in an Easterly and Westerly dir 
veering from 75 to 90 fathoms of cable, as it frequently blow 
with heavy gusts of wind off the high land that surrounds het 
causing a vessel to sheer about. In very strong winds a ship® 
‘lets easier by having both anchors down. A strict watch shoe 

ept. 

Prohibited Anchorages. Anchorage is prohibited within 50! 
the jetty situated on the North-eastern side of Somes Island 
RESTRICTIONS: Controlling channel depth is 37 ft. below! 
datum. All vessels may enter, berth, unberth, or depart dur 
hours of darkness. Tankers do not usually berth or depart ® 
hours of darkness. Berthing is carried out at any state of tht 
MAX. SIZE: Maximum draft 35 ft. LW with no swell. Size n0! 
HEALTH: Health Officer's Examination Ground. Within port 
harbour contained in an area 3 cables square, North-westemn® 
of which is at the intersection of a line drawn from Point Jerniy 
in a 354° direction, towards Kaiwharawhara shore, and with? 
drawn from tower on the Government Life Insurance Building 
jacent to the General Post Office) in a 055° direction, which line* 
Northern boundary of the examination ground. Until pratigu 
been granted vessels arriving from ports beyond New Zealand? 
not proceed inwards beyond the limits of this area. 
RADIO: Medium frequency: Call sign is ZLEG, calling fre | 
only 2182 kHz, working frequency 2012 kHz. Vessels worki® | 
the port and calling 2182 kHz should listen for reply on 20! | 
A continuous watch is maintained on 2182 kHz. 

VHF: Call sign ‘Wellington Harbour Control", on Chany 
Working Channel 12 and Channel 14. A continuous watch is® ; 
tained on Channel 16. 

Port operations. Vessels equipped with radio-telephone* 
within harbour limits must maintain a listening watch on 2! 
or Channel 16 to ensure immediate contact if required. Onlj! - 
for information on harbour conditions, berthing or safety of } 
tion will be accepted. 


is notified by radio-telephone or Morse lamp of 
Ween a eh must confirm this with Pipitea Wharf signal 
be’ rthing. 
sation prio to Aart Signal station and pilot launches are equip- 
etl both medium frequency and VHF radio-telephone. Harbour 
we Office and Union Steam Ship Co. of New Zealand Ltd. 
vee equipped with VHF radio-telephone. 
wee §: The Harbour Master may direct the Master of any vessel to 
seo ices of a tug, and also direct the manner in which the 
hall be used. Two 2,700 b.h.p. Voith Schneider tugs, guaranteed 
wee 4 pull 28/31 tons, speed 12 knots, also equipped for fire fighting 
poo ys e duties. Both tugs owned by Wellington Harbour Board. 


engage the serv 


an j.h.p., owned by Union Steam Ship Co. of N.Z. Ltd. 
available within port limits. 
BERTHING : Maximum 
Length length of Maximum 
Berth of wharf vessel draft 
No. metres metres metres 
Passenger 
=~ ae 2 238 213 10-4 
Passenger 
or ama 3 255 244 10-4 
Taranaki Street Breastwork 9 — 235 152 73 
*Taranaki Street Terminal - 152 152 8-2 
Queen's 1 226 213 8-2 
2 94 85 7:3 
* 3 96 85 5:8 
" 4 114 122 7-0 
5 5 81 76 55 
Ao 1 114 107 6-7 
ai 2 151 143 67 
i 3 107 122 67 
tinter Island 2 149 143 79 
" ” 3 214 183 8-5 
Glasgow 1 83 67 4-9 
x 2 219 213 98 
5 3 232 229 10-1 
King's 1 86 67 49 
2 2 269 244 10-1 
3 240 229 10-1 
Pipitea 1 92 85 5°5 
Fs 2 233 229 10-4 
Thorndon Container Wharf 580 No limit 11-9 
Aotea Quay J 1,122 No limit 10:7 
tRail/Road Ferry Terminal 1 125 128 9-8 
Rail/Road Jetty — 67 61 6-4 
t2nd Rail/Road Ferry 
Terminal 1 146 146 10-1 
Petone — 111 107 43 
Point Howard os 158 183 10-4 
Burnham _ 256 236 10-1 
Miramar East _ 128 122 7-0 
Miramar West 171 171 8-2 


* Linkspan variable width 5 flaps to 20 ft. max. 

+ Linkspan. 

t Linkspan facilities served by rail. 

CONTAINERS: Thorndon Container Wharf, situated South of the 
Aotea Quay breastwork, consists of a pre-stressed pile and reinfor- 
ced concrete structure 84 ft. wide extending for 1,900 ft. which pro- 
vides two container berths each 950 ft. in length, with a depth of 
water alongside of 40 to 45 ft. 

The Board operates a 45-ton twin-lift quayside container crane 
with 115 ft. waterside outreach and 35 ft. landside outreach to serve 
the 1,900 ft. quay frontage. 

The northern and Southern berths have back-up working areas 
of 13 acres and 21 acres respectively. A total of 50 acres can be 
made available, as trade demands. 

Berth || or Common User Terminal has been leased to a terminal 
operating consortium on behalf of certain shipping lines. 

The thirteen-acre container park has ground-level outlets for 338 
clip-on refrigerated containers and space for over 1,500 general cargo 
Pe oo in a two-high stack. Five straddle carriers, several fork- 
$ and Drott travel-lift are used for the movement of containers. 
bg break bulk depots totalling 59,000 sq. ft., one with rail access, 
pei core packing and handling space under cover for loading or 
aiatanae less than container-loads. Office space has been made 
rhe for the administration of the Terminal. This Terminal is 

pable of a throughput of 26,000 containers each way per year, i.e. 
*quivalent to half a milllion tons of cargo. 
aur te area will be developed as trade increases. This 
oa beds © capable of a throughput of 42,000 containers each way 
“<r to the Terminals, the New Zealand Government Rail- 
gether rH so aic tt a 32}-ton rail/road Goliath transfer crane, to- 
of all he 1 six rail tracks, 700 ft. in length, and will control the transfer 
ort eirigerated and general containers between rail and road, 

Ade transport. 
hiner KOOMENTS:: Progressive development of Thorndon Con- 
depots ead area with associated facilities and break bulk 
to handle 20 Single lift quayside container with telescopic spreaders 
18 months A and 40 ft. 1SO containers will be in operation within 

Sellen Wen crane will assist the twin-lift crane operations.) 
under way arf; the construction of a two-berth tanker terminal is 
TA S: 

Autores? Tankers can berth alongside Point Howard Wharf, 
ay and Miramar Wharves. Side connections are to be used 


NEW ZEALAND 


at all wharves. During hours of darkness pipe-line must not be dis- 
connected without first obtaining permission from Harbour Master. 
All precautions must be taken to avoid oil pollution of Harbour. 
Scuppers must be plugged and sawdust kept at hand in case of 
spillage. 

Point Howard Wharf is exposed to weather and in the event of a 
Southerly gale special attention must be paid to vessel's moorings. 

No facilities are provided for discharge of tank washings other 
than when a vessel is on the floating dock. 

DENSITY: 1025. 

FUEL: Available at tanker discharging wharves. 

FRESH WATER: Available at all wharves, delivered by hose (4 
hoses per vessel max.), 50 tons per hour. 

DRY DOCKS: Floating Dock. A floating dock capable of lifting 
vessel of 17,000 tons displacement is available. 

Floating Crane. Harbour board has an 80-ton revolving and self- 
propelling floating steam crane of sufficient radius and height to 
serve the largest vessels when floating in light draft conditions. 
REPAIRS: Major repairs can be undertaken. There are machine 
shops and foundries. Diving equipment and the services of trained 
divers are available for underwater inspections and repairs. 
GANGWAY/DECK WATCHMEN: Shore watchmen available. 
OPENING/CLOSING HATCHES: Work normally carried out 
by stevedores. Only time crew are to open and close top hatches is 
when advised by stevedore. In case of hydraulic hatches in tween- 
decks, crew are to open and close, not stevedores. 
STEVEDORES: Available. No particular ETA advice required 
except as normally sent by Master. 

CERTIFICATES: Customs Department require Ship's Register 
on arrival. Marine Department require: 

Load Line Certificate. 

Tonage Certificate. 

Certificate of Registry. 

Convention Certificates, i.e. 

Safety Equipment Certificate. 

Safety Radio-telegraphy Certificate. 

Safety Construction Certificate. 

Exemption Certificate (if any). 

If passenger ship, Passenger and Safety Certificate. 

Cargo Gear Register. 

Certificates for all Cargo Gear, i.e. runners, spans, shackels, 
swivels, etc. 

Deratification Certificate. 

CUSTOMS ALLOWANCES: See “Auckland”. 
IDENTIFICATION CARDS: Not required. 

CONSULS: United Kingdom and the Commonwealth Countries of 
Canada, Australia, India, Singapore and Malaysia have High Com- 
missioners in New Zealand with Headquarters in Wellington. 

Foreign Representatives: Argentina, Austria, Belgium, Bulgaria, 
Chile, China, Czechoslovakia, Denmark, Ecuador, Finland, France, 
Germany, Greece, Indonesia, Ireland, Italy, Japan, Republic of Korea, 
Netherlands, Norway, Philippines, Poland, Portugal, Roumania, 
South Africa, Sri Lanka, Sweden, Switzerland, Thailand, U.S.A., 
U.S.S.R., Republic of Vietnam, Yugoslavia. 

REPATRIATION: Facilities are available for crew changes and 
arranging any necessary repatriations. 

SHORE LEAVE: Crew members are allowed shore leave at all 
times. 

AIRPORT: Situated 44 miles South-east of City Wharves by road; 
regular internal and Australian services. 

TIME: Local time is GMT plus 12 hours throughout the year. 
HOLIDAYS: New Year's Day (1st January); 2nd January; Welling- 
ton Province Anniversary Day (22nd January); Waterside Workers 
Union Picnic Day (generally observed on Monday of the week 29th 
January falls); Good Friday; Easter Monday; Anzac Day (25th 
April); Sovereign's Birthday Observance (first Monday in June); 
Labour Day (fourth Monday in October); Christmas Day (25th 
December); Boxing Day (26th December). 

MEDICAL: Four hour's notice is sufficient for Agent to mobilise 
the service concerned. For minor attention it is sufficient that Master 
advises Agent on arrival. Hospital facilities are available. Current 
International Certificates of Vaccination against smallpox are 
required by the Authorities. 

POLICE/AMBULANCE/FIRE: 


Routine Emergency 
Wharf Police 47-000 ; 
Ambulance 555-999} ial 111 and Sent opereior 
Fire Brigade 50-188 


TELEPHONES: Vessels may be connected to telephone system at 
city berths by application to the Harbour Master. 

AUTHORITY: Wellington Harbour Board, PO Box 893, Wellington, 
Queen's Wharf, Jervois Quay, Wellington. 


WHANGAREI: 35.45 S. 174.21 E. 


PORT LIMITS: From a point due South of the summit of Sentinel 
Rock to a point 5 cables due East of Sentinel Rock, thence to a point 
5 cables East of Bream Head. 
DOCUMENTS: See “Auckland”. 
PILOTAGE: Compulsory. Pilots embark on the line of leads 141°/ 
321° at the seaward extremity of Pilotage District, i.e. up to 14 miles 
South-eastward of the Fairway Buoy. In heavy Easterly weather, it 
may be necessary for pilot vessel to lead ship in through the Outer 
Channel and embark in the lee of Frenchman Island. 

Pilots are available all hours day and night subject to prior mini- 
mum notice of 24 hours being received during normal week-day 
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working hours. Second notice confirming or amending first to be 
sent four hours before expected arrival. The Pilot supplies a set of 
Harbour bylaws. Pratique, agriculture and customs clearance is 
normally undertaken on arrival at berth. 

Pilot boat is equipped with VHF. Working frequency is Channel 12, 
but Channels 6, 8 and 16 are also fitted. Pilot vessel Manaia - call 
sign ZM3830; pilot vessel Ngapuhi-— call sign ZM2146. Range approxi- 
mately 20 miles. Manaia painted blue, varnished housing, yellow 
funnel; Ngapuhi painted blue, white housing, yellow capping rails - 
pilot ladder with manropes required. 

ANCHORAGE: Is situated 5 to 10 cables Eastward of the Fairway 
Buoy in 12 to 20 fathoms of water in the section enclosed by the 
Fairway Buoy bearing 225° T to 315° T. Holding ground good in 
fine sand, but exposed to Easterly weather. 

Harbour Anchorage. At Marsden Point, 2 cables West of Passage 
Island light, in 5 fathoms of water. Max. draft 24 ft. Good holding 
ground, sand and shell bottom. 

RESTRICTIONS: Controlling depth in entrance channel 50 ft. 
MLWS. Depth in upper harbour channel maintained at 28 ft. MLWS. 
MAX. SIZE: Marsden Point: Oil Refinery dolphin berths, LOA 
1,000 ft., draft 50 ft., Cargo berth LOA 600 ft., draft 28 ft. 

Port Whangarei: LOA 600 ft., draft 31 ft. 

HEALTH: All vessels examined by Health Officer on arrival. 
RADIO: The station is Marsden Point, Whangarei. Call sign ZLKW 
Continuous 24-hour watch is maintained on VHF Channels 16 and 
12, range 40 miles. Medium frequency, listening watch on 2182 kc/s., 
working frequency 2012 kc/s., range 200 miles. 

RADAR: Tugs and pilot boat Manaia fitted with radar. 

TUGS: Available. Tugs equipped with VHF. Tugs usually secure to 
vessels entering in vicinity of Frenchman Island. Numbers of tugs 
normally used are 1 tug for vessels up to 25,000 tons dwt., 2 tugs for 
vessels up to 45,000 tons dwt., 3 tugs for vessels up to 65,000 dwt. 
4 tugs over 65,000 dwt. Unberthing: one tug is normally required for 
vessels under 25,000 dwt., and two tugs for all other vessels, subject 
weather conditions. 

BERTHING: Marsden Point Oil Berths (2) - operated by the New 
Zealand Refining Company, Marsden Point. LOA 1,000 ft., maximum 
draft 50 ft. 

Marsden Point Cargo Berth (1), LOA 600 ft., maximum draft 28 ft. 

Port Whangarei berths (3), LOA 600 ft., maximum draft 31 ft. 

Portland berths (3), bulk cement berth LOA 270 ft., maximum 
draft 183 ft.; bagged cement berth LOA 210 ft., maximum draft 124 ft.; 
cargo berth LOA 350 ft., maximum draft 184 ft. 

SPECIALISED CARGO HANDLING FACILITIES: Portland 
bulk cement loading jetty. Port Whangarei, 7 portable hoppers for 
use discharge uf bulk cargoes. Cargon system of butter loading. 
STEVEDORES: Confirmation of arrival time four hours before 
ETA or revised ETA, whichever is earlier is required. Notice of 
arrival during a week-end or public holiday must be given not later 
than 1400 hours on the last working day preceding arrival. 
MEDICAL: Hospital and dental services available. 

TANKERS: Are berthed at all hours day and night. Vessels of 
30,000 tons dwt. and upwards are usually berthed portside to berth 
at slack water, and should position ship’s gangway 20 ft. upstream 
of hose connections prior to arrival. 

Slop reception facilities are available. Diameter of load and 
discharge line 10 in. ASA. 

DENSITY: 1025. 

FRESH WATER: At Northland Harbour Board wharves by hose 
20 tons per hour at $1.00 per 1,000 gallons. Refinery jetties limited 
and arranged by refinery. 

FUEL: Available from berths (viscosities 3,500 secs. red 1. 1,500 
secs. red 1 and MDO). 
OPENING/CLOSING HATCHES: 
stevedores. 

CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes or } Ib. 
tobacco or 50 cigars permitted each crew member. Wine/spirit: 
one opened bottle wine/spirits for each crew member. 
IDENTIFICATION CARDS: Refinery passes are required when 
berthed at the Refinery wharves. Passes are brought on board by 
Agent. 

CONSULS: None. 

REPAIRS: Most repairs undertaken. 

DRY DOCKS: None. One slipway capable of receiving vessels up 
to 1,500 tons dwt. 

REPATRIATION: Facilities exist. 

TIME: GMT plus 12 hours. No change. 

HOLIDAYS: As for Wellington except Waitangi Day (February 
6th), instead of Anniversary Day and Waterside Workers’ Picnic 
Day (second Statutory in December). 
POLICE/AMBULANCE/FIRE: Telephone 111 for emergency, and 
ask for service required. 

TELEPHONES: Available at wharves. 

SHORE LEAVE: Allowed. 

FIRE PRECAUTIONS: Fire fighting tug on duty 24 hours a day. 
Tankers to have fire wires fore and aft. 

SURVEYORS: Lloyds - New Zealand Government, Marine Divi- 
sion of the Ministry of Transport. 

AIRPORT: 8 miles from Port Whangarei; regular daily internal 
flights. 

SERVICES: Tank cleaning, compass adjuster, radio and radar 
repairs. 

REGULATIONS: Issued by Pilot on arrival. 

DELAYS: Tidal delays and berth vacancies. 

AUTHORITY: Northland Harbour Board, PO Box 141 and 269, 
Whangarei. 


Usually carried out by 
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Nicaragua 


CORINTO: 12.28 N. 87.11 W. (See Plan) 


ARRIVED SHIP: Vessels are considered as arrived Only 
having negotiated the entrance channel and are safely insig 
proper harbour; vessels at the pilot station are not CONSidey 
having arrived. 


DOCUMENTS: 

Clearance 1 visaed 
Crew List 3, 6unvisaed 
Store List aves ” 
Passenger List 3 5 Se " 
Cargo Manifest S/o, weg a 
Ballast Manifest Z-my 6 a 
Health Declaration — — 1 if 
Passenger in Transit— — 8 ee 
Mail List —- — 9 ” 
Bills of Ladings 1 complete set 
Voyage Memorandum— — 9 sets 
No Passenger List — — 9 “a - 
Cargo Tally Books 18 books 


Note: Documents must be legalised at the last port of Cally 
proceeding to Corinto. 

PILOTAGE: The Port Authority must receive in writing) 

Agents advice regarding vessels ETA 72 hours prior to % 

arrival and aconfirmation 12 hours. There is no VHF apparatus: 

therefore all advice must be sent through Agents by cai, 

Balboa or Limon station. Pilotage is compulsory on all vess 

ceeding 500 gross registered tons or exceeding 7 ft. drak 

boards 1 mile off Isla de El Cardon. 

ANCHORAGE: The anchorage inside the harbour can accep 

date 6-10 vessels, depending on size and draft. 

RESTRICTIONS: The port is open 24 hrs.; however, e 

restricted in accordance with tide and vessels draft. If drafte» 

24 ft. entry has to be with the high tide. Due allowance shy 

made for heavy swell if necessary. Speed limit 8 knots ing 

Bay, and 5 knots in the vicinity of berths or other craft. 

MAX. SIZE: Maximum permissible length 650 ft., 80 ft. beam! 

controlled by depth of water in approach channel and stated, 

up to maximum of 29 ft. 

The maximum permissible draft at low water through the ch 

is 20-6 ft. 
HEALTH: After entry and vessel has berthed or anchored 
long blasts are given requesting free pratique; after these bla 
Authorities board the vessel together with the Agent's repre 
tive and proceed with distribution of the documentation. In the 
of any suspected disease on board, the action to be takeny 
given by the Representative of the Health Department. Thee 
automatic pratique even though vessel is proceeding froma 
port in the same country. 

Although the port is open 24 hours, vessels arriving afte 
hrs. are not boarded by the authorities until 0600 the followiy 
unless the vessel will berth and commence operations imme | 
This being the case, free pratique is granted regardless of the 
This arrangement is restricted to 0100 hrs. as gangs are noté | 
to commence operations after that hour. 
RADIO: ETA cables are generally routed via NBA Balboa | 
or TIM Limon Station, and received through Tropical f . 
Telegraph or All America Cable. 

TUGS: Compulsory for berthing and unberthing. The ty 

vessel just after vessel passes Buoy No. 7. Tug's lines are ge | 

used: however, at times ship's lines are used. There is no che 
use of tug's lines. One tug of 1,100 h.p. and one launch off | 
available. 

BERTHING: There is no preferential berthing, and bert 

indicated by the Port Authority. Vessels are attended to in th 

ner ‘‘first come first served". 

There are three piers available: 

1 A concrete pier, length 370 m., depth 35 ft. at low water. 

2 A wooden pier, length 160 m., depth 244 ft. at low water. 

3 A special berth with conveyor-belt system for loading ol! 
boxes such as bananas, frozen meat, as well as the hané 
inbound and outbound cargoes such as fertiliser and coll F 
meal. Bananas can be loaded into four hatches at one tit p 
rate of 4,500 boxes per hatch per hour. Depth alongside! 
water is 35 ft. 2 

STEVEDORES: Gangs work in shifts of 8 hours, commett , 

0700 and ceasing at 2330 hrs. Meal hours are 1200-1300 and 18 

Work from 1900 Saturday to 0600 Monday, and on holidf 4 

double time. b 

MEDICAL: There are several doctors in the port and mos 

Agents have a particular doctor to their service. Hospital ® w 

are also available. No particular inoculation is required. R 

TANKERS: The only tankers which frequent this port are® wh 

Esso Standard, Parcel Tankers and the Athel Line. There’ 

one tanker berth and each of the above-mentioned compan#t T 

their particular load/discharge lines. B 
The Esso tankers only discharge oils, the Athel tankers ® 14 

molasses, the Parcel tankers discharge solvents and occas s 

others load out cotton seed oil. aT 

There are 9 lines belonging to the consignees rangit pe 
4 in. to 12 in. MW 

Exports : Molasses is loaded at 180 tons per hour with a !2! 9, 
and peanut oil with portable pumps at a rate of 60 tons! o¢ 


pump. 


- Discharge rates. ' ' 
Imports : gay sort gasoline 4 t.p.h. 8 in. pipe 
1 


Solvents ve Oa Sy 


Diesel 100 , 6y » 

Asphalt 100 , 6, 

Tallow Pe TOOT HRN re 
pymping is done by the vessel in each case. 
DENSITY : 1025 


FRESH WATER: Fresh water is available and is supplied from 


connections on the pier, by gravity at a rate of approximately 10 tons 


f L: The only fuel available at this port is diesel. 


F . : : ; 
NTS: Projected installation of bulk handling 
Lanapetnet warehouses and extension of pier 1,500 ft. with 2 
sso sheds, new administration building, stevedores shed, equip- 
pa shed and repair shops; redesigning of range lights and buoys 
~ increasing amount of same, also area for Industrial Park. 
GANGWAY /DECK WATCHMEN: After entering, 2 Custom 
Officers are placed on board all vessels and their meals must be 
furnished on board. { 
OPENING/CLOSING HATCHES: If vessel is equipped with 
regular hatch boards or pontoons, stevedores open and close hat- 
ches as well as swing out booms. However, if covers are of the 
McGregor type or mechanical, the crew has to do the job. 
CERTIFICATES: Ship's Registry Certificate is required from ships 
making their first call at the port. E a 
CUSTOMS ALLOWANCE: There is no limit on tobacco allow- 
ance to be held out of Bond but crew members are only permitted to 
take two packages of 20 cigarettes ashore. Crew not permitted to 
take any alcohol ashore. Anyone trying to do so will be subjected to 
fines. 
IDENTIFICATION CARDS: All crew members except Officers 
are requested to submit to the gangway watchman, proper identifi- 
cation with a photograph such as seaman book or passport. 


CONSULS: 

Colombia Guatemala 

Costa Rica Honduras 

Denmark Mexico 

Ecuador Panama 

El Salvador Sweden 

France Venezuela 
REPAIRS: There are no repair shops available only for minor 
welding jobs. 


AIRPORT: The airport is approximately 160 kilometres from the 
port and served by regular airlines with daily flights. 
REPATRIATION: Can be effected. 

TIME: Local time is Central Standard Time, GMT minus 6 hours. 
There are no alterations during the year. 

HOLIDAYS: January 1st; Holy Thursday; Good Friday; 1st & 3rd 
May; 14th & 15th September; October 12th; December 25th. As a 
rule, no labour is available on these holidays. However, it is known 
with the exception of Labour Day and Good Friday, work can be 
arranged if said arrangements are made in due time prior to arrival 
of the vessel. 

De ANCEFIRE: Police 269; Ambulance 313; Fire 


SHORE LEAVE: Crew members are allowed shore leave. 
AUTHORITY: Autoridad Portuaria de Corinto, Apartado Postal 
No. 11, Corinto, Nicaragua, C.A. Tel. 211/215. Telex 27. Cable 
Address: Portuaria. 


PUERTO CABEZAS: 14.01 N. 83.23 W. 


DOCUMENTS: 
1 Clearance from Last Port. 
10 Voyage Memorandums. 
11 Crew Lists. 
10 Passenger Lists. 
10 Stores Lists. 
1 Bill of Health. 
12 Ballast Manifests. 
13 Manifests of Cargo. 
4 Bills of Lading. 
oy Sets Tally Books. 
wont ETA required 24 hours before arrival at the port. The 
- eee a boat with an outboard motor and boards about one mile 
® port. Agent advises the Pilot the date of arrival, he goes out 
3 he sees vessel. 
ANCHORAGE: Vessels can anchor about half mile South of the 
“ . Depths in anchorage 20-22 ft. 
X. SIZE: Maximum length, 400 ft. Draft 19 ft. 6 in. Difference 
male high and low tide is 18 in. 
es ss The inspection takes place on arrival. It is not necessary 
® vessel comes from some other port in Nicaragua. 
recipe @ Nipco has a radiophone for personal use, but they 
Use of utacts with vessels. The frequency is 2738. It is better to 
ome radiogram via Radio Tropical in Managua. 
BERTH here is no tug service. 
ry! hold There is wreck in front of the wharf. The location is: 
STEY orth, 82° 22’ 4” West, 1,200 yd. from wharf end. 


They FeO RES : The Agent advises stevedores arrival of vessel. 
t hour, 


rge 8 tons of general cargo each hatch (one gang) 


M % 
EDICAL: Not necessary to advise the need of a doctor, only for 


emergencies. One hospi 
: J Spit 
official doctor of the Alo and two other doctors, apart from the 


NICARAGUA 


TANKERS: There are two pipes of 6 in. diameter on the wharf. 
There is no special berth for oil tankers. 

DENSITY : 1025. 

FRESH WATER: The fresh water is carried to the wharf by truck 
or from one pipe on the wharf. The boiler water gets to the vessel by 
the pipe on the wharf. 

FUEL: Gasoline, diesel oil and lubricants are supplied by Texaco. 
Arrangements are made at the arrival of the vessel. 
DEVELOPMENTS: A hydrographic survey has been completed in 
the port zone and surrounding area to establish the best place for 
future port facilities or whether expansion should be made to the 
existing port. This survey is being effected in view of projected instal- 
lation of paper and pulp industry and forthcoming development of 
agricultural and mineral products which could be exported through 
the port. 

The Port Authority is taking the necessary steps to get technical 
and financial help to make a general survey of the zone in order to 
find an adequate and/or protected site to place the new port installa- 
tions. Port plans are combined with the paper and pulp industry, 
which is supposed to be installed in the next six years. 
WATCHMEN: It is not obligatory. It is customary to have two 
custom guards in the gangway. 

OPENING/CLOSING HATCHES: The opening and closing of 
hatches is done together by the crew of the vessel and the stevedores. 
CUSTOMS ALLOWANCES: Each of the crew can take 2 packs of 
cigarettes with the seal broken, and one bottle of wine or liquor 
opened. 

IDENTIFICATION CARDS: Not needed, just passport or sea- 
man’s book, 

CONSULS: Only consul of Panama available locally. 
REPAIRS: Minor repairs only can be effected. 
REPATRIATION: It is possible and only a passport needed. 
Necessary to go to the capital by air, thence to any part of the world. 
AIRPORT: Distance of airport from wharf is about 2 kilometres. 
Service every day to the capital except Sundays and holidays. The 
name of the only airline is Lineas Aereas de Nicaragua (Lanica). 
TIME: Local time is Central Standard Time, GMT minus 6 hours. 
HOLIDAYS: Holidays are 1st January; Holy Thursday; Good 
Friday; 1st May; 14th July; 14th and 15th of September; 12th October 
and the 25th December. 

SHORE LEAVES: The crewis allowed to go ashore after the vessel 
is received by the Authorities. 

DELAYS: Delays in berthing can be expected from bad weather. 
AUTHORITY: Autoridad Portuaria de Puerto Cabezas. 


PUERTO SOMOZA: 12.12 N. 86.46 W. 


DOCUMENTS: 

Clearance from previous Port. 

6 copies Voyage Memorandum. 

6 Stores Lists. 

6 Passenger Lists or negative declaration, 3 to be visaed. 

6 Crew Lists. 

8 Cargo Manifests, 3 to be visaed. 

8 Tally books. 

6 Lists of Mail, Explosives or Drugs if carried. 

Nine crew lists and six store lists should be despatched by the 
Nicaragua Consul at loading port if possible, otherwise they are 
forwarded by Agents from the Panama Canal. 

PILOTAGE: Optional by local Pilots. Leading lights are installed, 
at the entrance to the port, prominently sited on a hill. Several buoys 
indicate exact anchorage positions. 

Tankers: A Pilot is provided by the oil company in agreement 
with the Panama Canal Authority. Pilot boards about half a mile 
West of the sea berth. 

ANCHORAGE: About one and three quarter miles off port 
entrance, depth is 30 ft. at low water, and about 45 ft. at high water. 
RESTRICTIONS: Port is open day and night without exception. 
MAX SIZE: Tankers at Sea Line Terminal up to 850 ft. length and 
41 ft. draft. 

HEALTH: Port Health inspector boards all vessels on arrival. 
RADIO: There is a radiotelephone installation at the Customs 
office. No VHF. 

TUGS: Not available for manoeuvring vessels. Five small tugs 
employed for shifting lighters. 

BERTHING: No quays for ocean-going vessels. Vessels work 
cargo to lighters at the anchorage. 

STEVEDORES: Port has four gangs of forty men each for board- 
ing vessels. 

TANKERS: Sealine Terminal. The sea berth is situated in approxi- 
mate location 12° 10’ N. 86° 49’ W., about two miles off shore in a 
depth of 47 ft. There are five mooring buoys, two at the bows and 
three at the stern of the vessel. The first lines to the buoys should 
each consist of two good ropes lashed end to end to effect the length 
required. Five lines are normally used at each end of the vessel. 

Strong winds may delay berthing or cause vessel to vacate the 
berth once moored. Sailing at night is not recommended for safety 
reasons. The discharge hose is lifted on the port side by ship's 
crew. 

MEDICAL: Doctor available in case of emergency. Nearest hospital 
at Leon, 35 km. away. 

FRESH WATER: Not available for supply to ships. 

FUEL: Not available for supply to ships. 

OPENING/CLOSING HATCHES: Normally performed by steve- 
dores. Mechanically operated hatches are opened by ship's crew. 
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CUSTOMS ALLOWANCES: Each crewman allowed two packets 
of cigarettes. No wine/spirits allowed to be taken ashore. 
IDENTIFICATION CARDS: Seaman's Book required for going 
ashore. 

CONSULS: Nearest at Leon, 35 km. distant. 

REPAIRS: Small items for repair can be sent to Leon, 35 km. away. 
REPATRIATION: No facilities for crew changes. If crew member 
left behind, Agents are responsible for his repatriation at vessel's 
expense. 

AIRPORT: Las Mercedes international airport at Managua, 75 km. 
away. 

TIME: Central standard time, GMT minus 6 hours. No alterations. 
HOLIDAYS: All holidays can be worked. 
POLICE/FIRE/AMBULANCE: Police available locally. Nearest 
fire and ambulance stations are at Leon, 35 km. away. 
SHIPMASTER'S REPORT: Port authorities board the vessel at 
0600 in the morning, either at outer anchorage or at discharging 
anchorage. There is no night work performed unless the vessel 
reaches discharging anchorage with last daylight. 

In general, stevedores are well acquainted with handling cars. 
Vessels carrying cars for Pto. Somoza should avoid loading No. 1 
hatch for this port. As there is a permanent swell at anchorage, 
barges cannot lie safely under No. 1 hatch. 

There is a Pilot available, on request, who also acts as stevedore- 
foreman. 

AUTHORITY: Administracion de Aduana. Puerto Somoza. 


Nigeria 


BONNY: 04.26 N. 07.09 E. (Inshore Terminal) (See 
04.11 N. 07.14 E. (Offshore Terminal) Plan) 


relegate The Shell-B.P. Development Company of Nigeria 
t 


DOCUMENTS: 

7 Crew Lists. 

3 Vaccination Lists. 

3 Maritime Declaration of Health. 

8 List of Last Port of Call (6 weeks). 

6 Lists of Birds & Animals. 

7 Passenger | ists. 

1 Stores List. 

1 Personal Effects List. 

2 Arms & Ammunition Lists. 

1 Clearance Last Port. 

Agent: Requires NPA lights and buoy dues form. 

PILOTAGE: /nshore berths: Pilotage is compulsory. Pilots board 
off Fairway Buoy; incoming ships must not enter Bonny Channel 
without a pilot on board. 

Offshore berths (SBMs) : Berthing Master will board vessel on arrival 
or at anchorage, and remains on board throughout and acts as 
loading master. On arrival at anchorage contact berthing master 
on VHF Channel 14 call sign ‘‘Ocean berthing master”. 

N.B. also contact Bonny Terminal on Channel 14 on arrival at 
Offshore anchorage to ensure vessels arrival etc. is recorded. 
ANCHORAGES :/nner Berths : West of Fairway Buoy in8-9fathoms. 

Outer Berths: 3 miles South of manifold platform in position 4° 
11.2’ N. 7° 14.2’ E. 

Vessels must not proceed inshore of this position without a Pilot. 
When at anchor listening watch must be kept on VHF Channel 14 
and this Channel must not be used for intership communication. 
RESTRICTIONS: The maximum draft to which a vessel can load 
at Bonny is governed by three factors viz.. 

1. Datum Depth in Bonny Channel. 

2. Height of the tide. 

3. The underkeel clearance allowed. 

Datum depth of the Bonny Channel is dependent on the amount 
of dredging; at the present time Datum depth is 38 ft. 6 in. 

Tide is variable but the relevant factor is the height of the tide at 
the time the vessel will transit the Channel. The underkeel clearance 
allowed is dependent on the time of the year and is related to the 
height of the swell expected to be encountered in the Bonny Channel. 

The present allowances are as follows. 


ttaerat 
1/1-15/2 2 
16/2-15/3 
16/3-31/3 
1/4-30/4 
1/5-15/5 
16/5-31/5 
1/6-31/8 
1/9-15/9 
16/9-30/9 
1/10-15/12 
16/10-31/10 
1/11-15/12 
16/12-31/12 
Thus it can be seen that the maximum draft at any particular time 
s equal to: 
Datum Depth plus Height of Tide minus Underkeel Clearance 
Allowance. 
A typical calculation would be as follows: 
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ft. in. 
Datum Depth = 38 6 
Height of Tide = +e 0 
Underkeel 45 6 
Clearance Allowance 3 9 
Maximum Draft = 41 9 


MAX. SIZE: /nshore Terminal: Minimum size approximately y 
tonnes or 161 m. (530 ft.). Maximum length 269 m. (850 ft.). 
beam no restriction. Maximum draft, see “Restrictions”. 

Offshore Terminal: Minimum size 45,000 tonnes sdwt. 
size 300,000 tonnes sdwt. Maximum length no restriction. May, 
beam no restriction. Maximum Draft 22:8 m. (75 ft.). 
HEALTH: Q-flag to be shown on arrival, except if from ay 
Nigerian port, yellow fever and small-pox inoculations compy 
In case of suspected disease on board, advance notice to 
advisable. Valid Yellow Fever and Smalipox Certificates , 
produced for all crew members. Also Deratisation Exen 
Certificate. 

RADIO: Original ETA message should be sent via Lagos¢ 
to the Lagos Agents at least 72 hours before arrival. 48 hours 
arrival at the Fairway Buoy a further ETA message should by, 
to Lagos Agents. When anchored at the Fairway Buoy cm 
Bonny Terminal on Channel 14, passing date and time of» 
(same for Harbour Master Bonny), keeping watch on VHF Ch» 
14and 16. Failure to comply with the requirements for ETA mes 
may result in delays in berthing the ship. 

BERTHING: /nshore Terminal: There are 4 berths (CBMs) 
nated A, B, C and D, from upstream. A, C and D consist) 
5 buoys (1 astern, 1 on each quarter, 1 ahead and 1 on the ip 
bow). A, C, D are flood tide berths. B is ebb and flood tide) 
consisting of 6 buoys, the sixth buoy is on the offshore by 
quarter depending on which direction the ship is berthed. 

Tankers berth on the flood tide (or ebb at berth B) using thy 
shore ships anchor as an additional mooring point. Ships my 
means of 40 mm. wires (provided by the Terminal) one 40 mn 
is picked up from each of the buoys and ship's ropes # 
normally used. Mooring is carried out by ship's crew; and car 
be taken to ensure that the mooring wires are laid out in a seam 
manner to prevent runs and kinks forming in the wires. Me 
wires must not be kept on tension winches, but stoppered? 
means of Carpenter's stoppers provided by the Terminal, ani 
“turned up” on the bitts. Two men from the Terminal are » 
board the vessel to assist the ship's crews position and sety 
Carpenter's stoppers. 

Vessels must be equipped with hose-handling derricks # 
SWL lifting capacity of not less than 5 tonnes. 

Vessels must arrive with clean ballast. 

Load-on-top system operates at Bonny, but slops cannot 
cepted ashore. Maximum loading rate: 5,000 t.p.h. (1/1/74). 

Grades handled: both light and medium crudes. 

Offshore Terminal: Two SBMs fitted with two 16-inch @ 
nylon mooring lines and one hose string terminating in two't 
diameter end hoses. 

No. 1 SBM is S.S.W. of the Platform. No. 2 SBM is S.S.E¢ 
Platform and they are designated Bonny West and Bonny 
respectively. 

Berthing effected under guidance of berthing master ané 
assistant who both remain on board throughout loading oper 
Accommodation for both to be provided. Whilst berthed am 
rope must be ready on the poop deck so that the mooring 
(line boat) may, in the event of the vessel riding up on the! 
make fast and tow to re-align vessel. 

Vessels must be equipped with hose handling derricks * 
capacity of not less than 7 tonnes. 

Vessels must arrive with clean ballast. 

Load-on-top system operates at Bonny but slops cant 
accepted ashore. Maximum loading rate 8,000 t.p.h. (1/1/74). 

Grades handled Bonny light crude only (1/1/74), the mar 

lifting is restricted to 150,000 tons as at 1/1/74. 
HOSES: /nshore Terminal: Vessels should endeavour to pt 
two 12-inch diameter 150 ASA connections on the port side! 
vessel when berthing at A, C, D, berths. On B berth two # 
150 ASA connections should be provided on the port or sia# 
sides of the vessel - dependent on whether the vessel is b® 
on ebb or flood tides. Vessel's hose handling derrick to be® 
and plumbed overside. Hoses will be connected by shore# 
but winchmen must be supplied to operate the ship's lifting) 
The derrick runner must be equipped with a suitable hot 
estimated weight of each hose string at berths A, C and 0D! 
lifting with the ship in light condition is between 3 and 5® 
Ships fitted with only 5 tonne derricks should exercise cat! 
lifting to avoid shock loads. On “B" the estimated lifting we 
between 5 and 7 tons. 

Weight of Hoses: Indication only of approximate weights @ 
strings in tonnes (including fittings, floats, and pick-up? 
Assumed total lift of 7°6 metres (25 ft.) above deck level and? 
in light draft condition with hoses full of crude oil SG 0850. 


16 inch 12 inch 
1.D. Hoses 1.D. Hoses 

dwt tonnes tonnes 
100,000 83 49 
70,000 75 45 
50,000 73 44 
35,000 7 42 
18,000 63 3-7 


Terminal: Port or starboard side amidships (dependent 

Om h SBM is used). Vessels should endeavour to present two 
0 standard 150 ASA connections on arrival. Ships crew are 
adored to connect and disconnect the hoses under the advice of 
yething master and/or his assistant. A derrick SWL at least 
ihe st be rigged ready on both port and starboard sides and 


' u 4 7 = 
arr clear of this side. Derrick runner must be equipped with 


ook. 
wa of Hoses: Indication only of approximate weights 16 inch 


e strings in tonnes (including fittings, floats, and pick-up 


\D. nose all hoses full of crude oil SG 850. Assumed lift is 7-6 
pr (25 ft.) above deck level, with vessel in light draft condition. 
dwt tonnes 
200,000 8-9 
100,000 81 
70,000 73 
50,000 70 
35,000 6-9 


SHORE LINE SYSTEM: /nshore Terminal: Crude oil is loaded at 
gerths A, C, D via 32 in. submarine lines and 2 strings of flexible 
poses each consisting of 3 lengths of 16 in. hose and 3 lengths of 
win. hose at the ship end, and via a 28 in. submarine line and 2 
strings of 16 in. flexible hose at berth B. Reducers are made available 
by Terminal on request. 

Offshore Terminal : Vessels load through SBM from shore through 
2 in, diameter line, thence through a 24 in. diameter floating hose 
which is terminated by a ‘*Y” piece and two 16 in. diameter hose tails 
which connect to the ships manifold. Loading rates up to 8,000 tph 
may be expected. The 48 in. submarine loading line from the Terminal 
is some 20 miles in length, therefore great care must be exercised 
during loading when ships valves are manipulated to avoid pressure 
surges. Pressure recorders are normally fitted at the spool piece 
between ships manifold and tail end of the hose string to monitor 
pressure changes generated on board the vessel. 

MEDICAL: No hospital at Bonny, nearest at Port Harcourt. 
DENSITY: /nshore Terminal: 1015 at Low Water particularly 
during rainy season. 

Offshore Terminal: Salt. 

FRESH WATER: Available by barge at rate of 15 tons per hour. 
@ hours advance notice required as barge comes from Port 
Harcourt. 

FUEL: Available only by barge from Port Harcourt. 

CUSTOMS ALLOWANCES: 200 cigarettes per man per 7 days. 
{wine or 1 btl spirit per officer per 7 days. 

IDENTIFICATION CARDS: Crew to carry passport or seaman’s 
book whilst ashore. 

CONSULS: Nil. 

REPAIRS: Nil. 

REPATRIATION: Possible via Port Harcourt and Lagos. 
AIRPORT: 28 miles by river, to Port Harcourt, then 7 miles by road, 
twice daily to Lagos, no international flights. 

TIME: GMT plus 1, no change. 

POLICE/AMBULANCE/FIRE: Contact Via Harbour Master or 
Shell/BP, VHF 14 or 16. 

SHORE LEAVE: Not permitted. 

GENERAL: Delays: Inshore berths: None. 

Ofishore berths: Worst weather period June-September when 
heavy swell may be encountered. 

Immobilisation of engines : Not permitted at the berth. Not permitted 
at SBMs, Not advised at sea anchorage due to indifferent holding 
ead and the existence of obstructions and foul ground in the 
vicinity, 

loading: Ships are required to load cargo as rapidly as possible 
by day and night in accordance with the terms of their charter parties. 

This means that ships are expected to load as fast as Shell-BP 
can supply or they can safely receive. The question of how fast a 
ship can load is the responsibility of the Master having regard to his 
Owner's instructions, the charter party and the experience of ship's 
personnel. However, as further guidance and in absence of any 
instructions to the contrary, ships are expected and nominations of 
vessels are accepted by Shell-BP on the understanding that ships 
will be able to accept a bulk loading rate per hour of not less than 
‘en per cent of the summer deadweight of the vessel. 

At offshore berth the Berthing Master acts as Loading Master 
during loading operations and is provided with walkie-talkie radios 
to ensure adequate ship/shore communication. 

Loading Masters visit each vessel, and Masters are requested to 
co-operate in the completion of the Shell-BP Tanker Port Perfor- 
— Time Sheet by ship and shore personnel at all terminals. 
ae oilis handled at Shell-BP terminals, loading temperatures 
8 specific gravities of the two grades of crude, Bonny Light and 

onny Medium are reasonably constant and are approximately: 

Bonny Light 0.823 at loading temperature 

Paar Bonny Medium 0.890 at loading temperature 
ning, Departure Procedure: A modified early departure procedure 
on Operation at Bonny Offshore Terminal. Masters are requested 
pe all documents in blank, retaining in their possession Masters’ 
will a copies. On completion of loading, the berthing master 
Coen ply masters with a copy of the figures required for the 
duane of the retained documents. Masters are requested to 
pe ag these before the departure of the vessel. Customs and 
day ye henesentatives will normally board vessels during the 
nach s ours. Depending on other commitments of the offshore 
aceo it may be necessary to request masters to provide temporary 
Heaton for these officials. 

ORITY : Nigerian Ports Authority. 


NIGERIA 


AGENT: Alraine (Nigeria) Ltd., 26 Creek Road Apapa. POB 265, 
Apapa. Tel. 47770. Telex 21 244. Cables: “Freight Lagos”. 


BURUTU (incl. Warri): 05.21 N. 05.31 E. 


DOCUMENTS: 

7 Ports of Call Lists. 

5 Crew Lists. 

5 Kroo boy Lists. 

2 Animal Lists. 

2 Arms and Ammunition Lists. 

9 Manifests. 

2 Summaries. 

1 extra Manifest for transshipment cargo. 

3 Stores Lists. 

2 Crew Declarations. 

2 Inward Reports. 

2 NPA Master's Declaration. 

2 NPA ship's particulars. 

1 Customs Clearance. 

1 Declaration of Health. 

1 Vaccination List. 
PILOTAGE: No compulsory pilotage, local pilots or rather river 
guides, available at Escravos. No communication is possible with 
these guides from Burutu. 
ANCHORAGES: One anchorage known as “the pool", opposite 
Okorodudu Town; maximum draft for pool anchorage 14 ft. MLWS. 
Further anchorage at Forcados for vessels waiting to proceed to 
Burutu or Warri. 
MAX. SIZE: Restricted only by draft. Official depth 21 ft. MLWS, 
governed by actual depth on Escravos bar which does vary from time 
to time and being dredged for increased draft. Latest information 
always available from Nigerian Ports Authority, Lagos. 
HEALTH: International pratique regulations prevail. Pratique not 
necessary when coming from another port in Nigeria. 
RADIO: Station, Port Burutu. Watch kept from 0730-1200, 1400-1700 
on week-days and 0730-1200 on Saturdays on 2182 kc/s R/T and 
Channel 16 VHF. 
TUGS: No tugs available. 
BERTHING: No specific requirements to berthing. Berth number is 
hie on flagpole situated on No 4 berth. Ships berthed in order of 
arrival. 


Warri length draft 
1 Buoys Fore and Aft 525 ft. 21 ft. 
2 Buoys Fore and Aft 525 ft. 21 ft. 
3 Single Buoy No limit 21 ft. 
4 Main Wharf 525 ft. 21 ft. 
5 Canal Berth 1055 ft. 20 ft. 


Burutu 

Two vessels normally berth alongside the wharves. The main 
wharf being some 750 feet in length and a smaller wharf of some 300 
feet. There is plenty of water alongside these berths and the depth 
pt a vessel can load to is controlled by the Burutu flats which is 
13 feet. 
STEVEDORES: Advice given on radio during transit Escravos— 
Burutu is quite adequate. Normal rates approximately 13/15 ton per 
hook hour. 
MEDICAL: Fully equipped hospital under supervision of resident 
medical officer situated at Burutu. 
TANKERS: Only small coastal tankers use Burutu to periodically 
replenish bulk tanks, which have capacity for 1,800 tons gas oil and 
900 tons fuel oil, used primarily for consumption by local vessels. 
DENSITY: Fresh water. 
FRESH WATER: Limited amount available in wet season from 
shore line at rate of 4 tons per hour. 
FUEL: No fuel available. 
FIRE PRECAUTIONS: Small fire station situated in port area. No 
specific fire precautions required. 
GANGWAY/DECK WATCHMEN: Considered advisable have 
gangway/deck watchmen. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores, except in ships fitted with Mcgregor hatches. 
TOBACCO/WINE ALLOWANCE: 200 cigarettes; part bottle. 
IDENTIFICATION CARDS: Either discharge books, or passports 
advisable. 
CONSULS: No consulates at Burutu. 
REPAIRS: Dockyard has four slipways which can accommodate 
most creek and river vessels up to tonnage of 600 tons. Management 
of dockyard in hands of qualified engineers who are able carry out 
afloat, hull and/or machinery surveys as required. Limited deck, hull 
and engine repairs can be carried out. 
REPATRIATION: Facilities exist for individuals but not for crew 
changes. 
AIRPORT: Small airstrip one and a half hours away by launch, 
where daily scheduled flights by small twin-engined aircraft operate 
to Lagos. 
TIME: GMT plus 1. 
HOLIDAYS: January 1/2, March 9/10, April 12/15, June 8, October 1, 
December 25/26. Cargo may be worked on all these holidays except 
Christmas Day, Good Friday and Republic Day. 
POLICE/AMBULANCE/FIRE: No telephone numbers - all these 
services available in port area. 
TELEPHONES: Facility available for connecting telephones on 
board. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


SHORE LEAVE: Crew members allowed ashore. 
AUTHORITY: Nigerian Ports Authority, Burutu. 


AGENT: Alraine (Nigeria) Ltd., 4 Khalil Road, POB 374, Warri. 
Tel. Warri 341. Telex via Lagos 21.244. 


CALABAR: 04.57 N. 08.27 E. 


Situated on right bank of Calabar River, 42 miles from sea. 
DOCUMENTS, and all general information, refer to “Lagos”. 
PILOTAGE: Not compulsory, but the services of the Harbour 
Master can be requested for pilotage duties. 
MAX. SIZE: The maximum recommended draft for vessels using 
the port of Calabar is 19 ft. 6 in., which is, at present, governed by a 
depth of water on Duke Town Crossing of 12 ft. 
BERTHING: 
(a) Pool Anchorage, 3 ocean going vessels. 
(b) Millerio Wharf, 1 ocean going vessel. 
(c) Cement Wharf, 1 ocean going vessel. 
(d) Ivy Wharf, 1 coaster vessel. This wharf has been damaged 
seriously and is not in use at present. 

Moorings: One mooring berth is available for main line ships 
Pilot Service. 
AIRPORT: At Calabar. 
AUTHORITY: Nigerian Ports Authority. 


ESCRAVOS: 05.30 N. 05.00 E. (See Plan) 


DOCUMENTS: Required and brought out by Pilot: 

4 Nigerian Ports Authority/Masters Declaration. 

2 Customs and ties (Form C 13). 

4 Ship's Report (Gulf) 

2 Requests for Sewiew PO? behalf of Agent. 

The sailing clearance will be completed after B/L figure of cargo 

loaded is available, and will be delivered to the ship before sailing. 
PILOTAGE: Compulsory. Boarding area is in a position 3 miles 
West-north-west of the berth operation platform. 
NAVIGATION AIDS: Berth Operations Platform is a conspicuous 
steel structure 85 ft. high and is approx. 1 mile from Berth No. 2, 
between the berth and the shore. On top of this structure is a heliport, 
which at night is surrounded by red lights. In the event of a power 
failure a green intermittent light will be shown from one corner of 
the seaward side of the platform. 

A RACON reflector is mounted on this platform for easy identifi- 

cation of the Gulf Sea loading area. Radar transmission from the 
incoming vessel triggers the RACON Unit which responds with the 
Morse Code letter ''G" (---), followed by a solid tail. This signal 
is observed visually on the ship’s radar screen and appears very 
close to the point where the radar echo of the berth operations 
platform itself should appear. 
ANCHORAGE: Vessels required to anchor on arrival will anchor 
in position approx. 3 miles West-north-westward of the berth 
Operations platform, i.e. in a position Lat. 05° 31’ 00” N., Long. 
04° 57’ 30” E., or as otherwise instructed. 

On approaching the terminal, VHF contact can be established 
with the Mooring Master on Channel 16 and the vessel will be advised 
of which berth has been nominated for her cargo. At the same time, 
the vessel will be advised where the Mooring Master will board. In 
cases where VHF contact is not made, the vessels will remain in the 
anchorage area until such time as contact is made by radio or the 
pilot boat. Vessels are advised to anchor only in the stated area 
due to the existence of submarine pipe-lines in other areas. 

Anchorage is forbidden in the mooring area. 

RESTRICTIONS: Mooring and unmooring operations will be 
undertaken by day and by night under normal weather conditions. 

Notice of Readiness will be accepted by the Company representa- 
tive on arrival providing that the ship is in all respects ready to load. 
MAX. SIZE: The Escravos Terminal consists of two Single Buoy 
Mooring Berths Nos. 2 and 3 only, the conventional Sea Berth 
(Berth No. 1) having now been de-commissioned. 

The location of the Sea Terminal Berth No. 2 (SBM) for vessels 
up to 100,000 dwt is off the North of the Escravos River in a position 
Lat. 5° 30’ 37” N., Long. 4° 59’ 25” E., and has a minimum depth of 
water of 72 ft. at LWS. 

Berth No. 3 (SBM) for 350,000 dwt, vessels is situated 4:25 miles 
West-South-Westward of No. 2 berth in a position Lat. 5° 29’ 29” N., 
Long. 4° 55’ 54” E., and has a minimum depth of 105 ft. at LWS. 
RADIO: Vessels bound for Escravos must advise their ETA to 
Gocon, Lagos, 72 hours and 24 hours before arrival - the message 
to contain the vessel's name, ETA, Master's name. A 24-hour watch 
is maintained on VHF Channel 16, in the Senior Mooring Master's 
Office, and ships are usually able to make contact on this Channel 
at a distance of 20 to 30 miles on the seaward side of the Berth 
Operations Platform. Channel 10 is used for internal traffic and ship 
berthing operations. 

MOORING: Before arrival at the pilot boarding area, it will be 
necessary to ensure that the following moorings are ready for use 
on arrival at the berths: 

Four mooring ropes — buoyant lines if possible, e.g. polypropylene, 
on the forecastle head. 

When the vessel is within reasonable distance of the buoy, two 
ship's lines will be carried by the mooring launch to the floating 
buoy lines and secured to same, these lines will then be heaved 
aboard. As the buoy ropes come clear of the water it will be noted 
that chains are attached to them. These chains are to be secured to 
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the bitts in such a manner that the nylon is outside of the en a; 
length of the ship; i.e. so that the chains will absorb any bi 
if the buoy line crosses the bow. There are two buoy lines, 

Power must be available at all times on all deck winch 
windlass while vessel is at the berth. 

A mooring line must be available aft, secured to the bitts 
sufficient length to enable a tug-boat to pick up the eye ang 
it to realign the vessel if necessary. If available, a buoyant lineiy 
preferred in this position. Hs 
CARGO: Nigerian Light Crude - API 36° approx. Tempe 
85° F. (fairly steady throughout the year). a 
HOSES: Lifting, connecting, disconnecting, lowering ang, 
bare of hoses will be performed by the ship's crew, as a 
by the Company representative, and where possible the ¢ 
will provide a pipe-line gang to assist the ship's crew. At a, 
handling of hoses will be performed by the ship's crew, as a4 
a deck officer must be in attendance. 

Both derricks must be rigged and ready for use on arriy 
vessels are cautioned that the weight of each hose is at least), 
under favourable conditions. Where possible, it is requests 
the derrick runner is on one winch and the topping lift on any 
as this will make the hose-handling operation much smooth: 
faster. In any case, members of the ship's crew will be requ 
operate the winch or winches. 

Berth No, 2; Loading is through an SBM which is approx} 
in diameter and held in position by 4 chains secured to piles, 
into the seabed. 1 16 in. floating hose is secured to buoy and) 
12 in. tailing piece attached to it with 12 bolt holes ASA 150 
they are also fitted with Camlock connections, It is proposed; 
another 12 in. tailing piece to this buoy at some future date, 

Berth No. 3: \s a larger version of No. 2 and more heavily m 
with 8 chains secured to piles sunk into the seabed. There is{\j 
floating hose with 2x12 in. tailing pieces. These are ASA fy 
with Camlock connections, similar to those at Berth No. 2. 
BALLAST: Deballasting and Loading Procedures : Vessels pi 
ing to Escravos to load must arrive with sufficient clean ball 
safe manoeuvring. A vessel arriving with dirty ballast will; 
costly delays as it is not permitted to discharge dirty ballast) 
sea. The “Load on top” system is accepted at this port and yw 
are requested to arrive with the slop tank “‘settled out" as fay; 
possible and so avoid any chance of pollution of the Terminalm 
from this particular tank. 

The Nigerian Government has very strong views on pollutio 
vessels are warned that a very careful watch is kept at all tin 
ensure that pollution does not take place, or that if pollutions 
occur it is controlled as quickly as possible. 

All vessels are cautioned to keep a close watch on the fx 
hose (or hoses) towards the end of deballasting, as it is pow 
under certain conditions of weather and tide for the hose tobe 
trapped under the fore-foot of the vessel. Should this situation 
likely to arise vessels are requested to attempt to keep the for 
submerged by transfer of water or bunkers, etc. If the hose bet 
foul, it must be disconnected and towed clear causing consid# 
delay to the vessel. 

During the hours of darkness it is requested that searchl 
from bridgewings and approved floodlights to be used to illum 
the surrounding waters to facilitate detection of oil ands 
generally in loading operations. Vessels are advised that 
to supply sufficient lighting could result in cargo operation 
being allowed during the hours of darkness. Such delay wow 
for the ship’s accounts. 

After the ballast tanks have been inspected and found? 
satisfactory, deballasting will commence on the advice @ 
Company Representative. When all the ballast has been disch# 
the tanks will again be inspected and if ready for cargo a dra 
cate, if presented, will be signed by the Company represent 
In any case, cargo will be loaded when both ship and shore are? 
to commence operations. In no circumstances will the vest 
expected to load at a faster rate than that requested by the Me 
Itis the ship's responsibility to check that the requested loadity 
is not being exceeded. The Company for their part will maker 
effort to maintain the requested rate and will advise of any allet 
of loading rate immediately; prior warning being given if o® 
stances permit. 

Simultaneous Deballasting and Loading: |n order to reduce th 
around time at this Terminal, but with close attention to # 
vessels will be permitted to load cargo and discharge & 
simultaneously, provided that no contamination of cargo or pe 
of the Terminal waters can occur. Vessels desirous of adoptity 
method of loading can do so, but will be required to advist 
Company in writing, stating the that vessel accepts full respons? 
if this method of loading results in contamination of cargo® 
pollution of the Terminal waters. 

Throughout the deballasting and cargo operations, a deck? 
must be on deck with sufficient crew members to safely hand! 
operation, Company representatives will be on board throw 
to co-ordinate terminal and marine operations and will be in co® 
communication with the terminal by portable and/or ship's VHF 
Before loading commences, the amount of cargo required m* 
given to the Company Representative in writing and the Ter 
will, in conjunction with the vessel, arrange to stop the flow ofe 
at this predetermined figure. 

THERE ARE NO FACILITIES AVAILABLE TO DISCHARGEEM 
CARGO SHOULD THE VESSEL OVERLOAD. 

The Company Representative will advise on the detailed proc 
for shutting down and disconnecting, but briefly, after 
completed and oil has ceased to flow, loading valves on thé 
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ation Platform (BOP) will be closed. Then and not 
wd nah Cees manifold valves may be closed, 

“— t close ship's valves against incoming oil as such procedure 
poss excessive pressure which may damage hoses, terminal 
facilities, or ship's piping. = by VHF 
's taken after completion will be passed to the shore by 
bert /shore difference obtained. On request, full sets of cargo 
ode ee be prepared and delivered to the Master as speedily as 

ible However the briefer form of documentation is used at this 

oi aj, and the remainder of the documents will be forwarded by 
_ ‘at the same time the Company will arrange clearance for 
the vessel. , , : eu 

i nal to be displayed is the International Code flag “B 

ee egcuONs halyard during the hours of daylight. During the 
= of darkness a red light visible all around the horizon at a 
‘tance of at least one mile is to be exhibited. ; 

EPAIRS: No facilities of any kind are available at this port. _ 
inde no circumstances are engine repairs or the immobilisation 
of main engines permitted within the port limits. 
REPATRIATION: Not permitted except in grave emergency and 
teen only if the person concerned holds all the necessary valid 
certificates and documents, e.g. valid Smallpox, Cholera and Yellow 
Fever Certificates. : 
WEATHER AND CURRENTS: Wind and swell are mostly from a 
South-westerly direction. The weather is generally good from Novem- 
ber to May, but is unfavourable during the wet season, i.e. May to 
November. For approximately 75% of the year the current sets in a 
North-north-westerly direction and for the remainder of the year it is 
reversed, i.e. South-south-easterly, The strength of the current varies 
irom $ to 14 knots, and the currents frequently reverse direction very 
quickly causing the vessel to yaw (swing) heavily at the berth. 
FRESH WATER: Not available. 
FUEL: Not available. i 
MEDICAL: Not available except in an emergency. © 
STORES: Stores are not available at this Terminal and urgent 
spares/equipment forwarded by air can take up to three (3) weeks 
to clear formalities. In view of this itis essential that Gulf be advised 
of the airway bill number at the earliest opportunity to avoid further 


lays. 

NATIONAL FLAG: Available from the company. 

GENERAL: In view of the exposed location of the berths, the 
Mooring Master and pipe-line gang will have to remain on board 
throughout the vessel's stay at the berth and, therefore, it will be 
necessary for the vessel to arrange food and accommodation for 
this period. A pipe-line gang will usually consist of four men, but 
this number may be varied at the discretion of the Company. 

Itis assumed that the Mooring Master will be accommodated in 
the Pilot Room; but where such a room does not exist on board, then 
accommodation equivalent to a minimum standard required for a 
Senior Officer is to be provided. In the case of meals, due allowance 
and provision is to be made for the fact that irregular hours of work 
by day and night may be involved. 

TIME: Local time is GMT plus one hour throughout the year. 
SHORE LEAVE: In view of the isolated positions of the buoy 
moorings (approx. 15 and 19 miles from the shore) Masters are 
strongly advised not to grant shore leave. The weather and swell 
conditions could result in persons being injured either embarking 
or disembarking from the vessel, and in addition the boat journey 
will take approx, 2-24 hours. Should the weather deteriorate, it could 
mean delay to the vessel as outward clearance would not be granted 
until all the crew were on board the vessel. As the terminal does not 
own any suitable boats, it would be necessary for the vessel to 
charter one for shore leave purposes. 

In view of the foregoing, the terminal does not recommend shore 
leave being granted. 

AUTHORITY: Gulf Oil Company (Nigeria) Limited, Private Mail 
Bag 2469, Lagos, Nigeria. Cables: Gocon - Lagos. 


FORCADOS (Offshore Terminal): 05.10 N. 05.10 E. 


DOCUMENTS: (See Plan) 
Port Health : 


4 copies Crew List. 
3 copies Vaccination List. 
3 copies Maritime Declaration of Health. 
5 copies List of Last Ports of Call (6 weeks). 
$ copies List of Animals and Birds. 
4 copies Passenger List. 
ustoms ; 
1 copy Crew List. 
! copy List of Last Ports of Call (6 weeks). 
copies List of Animals and Birds. 
Copy of Passenger List. 
| copy Stores List, 
Copy Personal Effects List. 
' copies Arms and Ammunition List. 
heent®? Clearance Last Port. 


2 Copies Crew List. 
Copies List of Last Ports of Call (6 weeks). 
Copies Passenger List. 
accination booklets for all crew members to be produced. 
APPROwO” Exemption Certificate to be produced. : 
tition tad HES: An efficient sounding machine and a high defi- 
aay adar will assist in making the terminal for the first time. A 
Y cluster of radar echoes from the Escravos area may be 
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recorded on passing the 100-fathom line. On making the 20-fathom 
line, it is reported that the coastline from North Point to Moore 
Point and from South Point to Ajamabri shows on the radar screen 
with good chart comparison. 

Once the vessel's position is ascertained and the course for 
Forcados adopted, the first and most obvious sighting, at night, will 
be that of the control tower, which is marked with numerous fixed 
lights at several levels. The control tower, which also serves as a 
helicopter platform, is in close proximity to the two SBM's. 
PILOTAGE: Berthing master will board vessel on arrival or at 
anchorage, and remains on board throughout. Contact berthing 
master on VHF Channel 14. Call sign ‘‘Forcados Berthing Master". 
N.B.; Also contact “Forcados Terminal” on Channel 14 immediately 
on anchoring to ensure that vessels arrival is recorded and that 
berthing turn will be in correct sequence. 

ANCHORAGE: 3 miles West of or 2 miles N.W. of Production 
Platform in position 5° 10’ 17” N. 5° 10’ 42” E. 

Vessels must not proceed inshore from these positions without a 
Pilot. When at anchor alistening watch is to be maintained on Channel 
14 and this Channel must not be used for ship-to-ship exchanges. 

Note: A 14-mile 48 in. pipe-line extends from the coast at South 
Point near Forcados to the manifold Platform and hence to the 
SBMs. Vessels are warned not to anchor in the vicinity of the pipe- 
line. 

RESTRICTIONS: Vessels berth at any state of tide, night or day. 
MAX. SIZE: Min. size 45,000 tonnes. Max. size 254,000 tonnes. No 
restriction on length and beam. Max. draft 65 ft. 

PRATIQUE: Health and Customs Officers board at a convenient 
hour and come from Forcados, 20 miles distant from the buoys. 
Normally travel by high-speed launch, but may occasionally use 
helicopter. 

RADIO: ETA to be given via Lagos Radio, 72 hours before arrival 
and re-confirm 48 hours before vessels ETA at the terminal anchor- 
age. 

TUGS: No tugs required and none available. 

BERTHING: Effected under guidance of Berthing Master and/or 
local assistant who both remain on board throughout loading 
operations. Accommodation for both to be provided. Whilst berthed 
a mooring rope must be ready on the poop deck so that the mooring 
launch (line boat) may, in the event of the vessel riding up on the 
SBM, make fast and tow to realign vessel. 

There are two SBMs each fitted with two 15 in. nylon moorings and 
one hose string 840 ft. long with 216 in. end hoses. No. 1 SBM is 
South of platform and No. 2 is West. 

Position of hose connections: Amidships ports or starboard side 
depending on seasonal conditions. Vessels should endeavour to 
present 2x 16 in. (400 mm.) (150 ASA) connections on arrival. Ship's 
crew are required to connect and disconnect the hoses under the 
advice of the Berthing Master and/or his assistant. A derrick, SWL 
at least 7 tonnes, must be rigged ready on both sides and plumbed 
clear of ship's side. Derrick runner must be equipped with suitable 
hook. 

Weight of Hoses: Indication only of approximate weights 16 in. 
1.D. hose strings in tonnes (including fittings, floats, and pick-up 
buoys) with all hoses full of crude oil SG 850. Assumed lift is 7-6 m. 
(25 ft.) above deck level, with vessel in light draft condition. 


dwt tonnes 
200,000 8-9 
100,000 8-1 
70,000 7:3 
50,000 70 
35,000 6-9 


Loading: Load-on-top system operates at Forcados but slops 
cannot be accepted ashore. Maximum loading rates 11,000 t.p.h. 
1/1/74). 

2 single grade of crude oilis handled which is known as “Forcados 
Blend”. 

Shore Line System: Vessels load through SBM from shore through 
48 in. line to SBM. The 48 in. submarine line to the SBM is some 14 
miles in length, therefore great care must be exercised during 
loading when ships valves are manipulated to avoid pressure surges. 
Pressure recorders are normally fitted at the spool piece between 
ships manifold and tail end of the hose string to monitor pressure 
changes generated on board the vessel. 

MEDICAL: No facilities for medical attendance but assistance may 
be given only on an emergency basis. 

FUEL: Not available. 

FRESH WATER: Not available. 

DENSITY: Approximately 1025. 

REPATRIATION: No crew changes possible. 

SHORE LEAVE: Not permitted. 

GENERAL: 

Loading: Ships are required to load cargo as rapidly as possible 
by day and night in accordance with the terms of their charter parties. 

This means that ships are expected to load as fast as Shell-BP 
can supply or they can safely receive. The question of how fast a 
ship can load is the responsibility of the. Master having regard to 
his Owner's instructions the charter party and the experience of 
ships’ personnel. However, as further guidance, and in absence of 
any instructions to the contrary, ships are expec*ed and nominations 
of vessels are accepted by Shell-BP on the understanding that ships 
will be able to accept a bulk loading rate per hour of not less than ten 
per cent of the summer deadweight of the vessel. 

At offshore berth the Berthing Master acts as Loading Master 
during Loading Operations and is provided with ‘walkie-talkie” 
radios to ensure adequate ship/shore communication. 

Loading Masters visit each vessel, and Masters are requested to 
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co-operate in the completion of the Shell-BP Tanker Port Perfor- 
mance Time Sheet by ship and shore personnel at all Terminals. 
Only crude oil is handled at Shell-BP terminal, loading temperature 
and specific gravity of the grade of crude. Forcados Blend is reason- 
ably constant and is approximately: 0.856 at loading temperature. 

Immobilization of engines: Not permitted at SBMs. Not advisable 
at sea anchorages as many obstructions if vessel drags anchor. 

Restrictions which may cause delays : Weather. Worst period June- 
September when heavy swell may be encountered. 

Early departure procedure: A modified early departure procedure 
is in operation at Forcados offshore terminal. Masters are requested 
to sign all documents in blank, retaining in their possession master's 
consignees copies. On completion of loading, the Berthing Master 
will supply Masters with a copy of the figures required for the com- 
pletion of the retained documents. Masters are requested to com- 
plete these before the departure of the vessel. Customs and agency 
representatives will normally board vessels during daylight hours. 
Depending on other commitments of the offshore launch, it may be 
necessary to request masters to provide temporary accommodation 
for these officials. 

WATCHMEN: Whilst berthed at an SBM, a security watch must be 
kept on the forecastle head by member(s) of the ship's crew through- 
out the hours of darkness. 

SHIPMASTER'S REPORT: The SBM's are situated about 11 
miles offshore. 

Moorings: Starboard derrick topped and doubled up. If accom- 
modation ladder rigged then on port-side. Not necessary for vessels 
up to 50,000 dwt. 

Hoses: All sizes of reducers available. 

TERMINAL OPERATOR: The Shell-B.P. Development Co. of 
Nigeria Ltd. 


LAGOS (including Apapa): 06.27 N. 03.25 E. 


DOCUMENTS: See Burutu. 

PILOTAGE: Compulsory. Hoist ‘G" flag. Agent to give notice of 
ETA to Harbour Master as early as possible. Contact Pilot by VHF 
Channel 16. No pilot boat stationed outside. 


ANCHORAGES: Length Draft 
Pool 1 480 ft. 24 ft. 
Pool 2 600 ft. 28 ft. 
Pool 3 450 ft. 26 ft. 
Pool 4 450 ft. 26 ft. 
Pool Buoy 5 320 ft. 18 ft 
Badagry Creek 380 ft 16 ft. 

RESTRICTIONS: Draft only. 

MAX. SIZE: Length Draft 
Marina Buoys 750 ft. 24 ft. 
Container Berth 720 ft 27 ft. 
Pool 600 ft 28 ft. 
APQs 600 ft. 27 ft 
Customs 520 ft. 23 ft 
PWA 580 ft. 25 ft 
BOP 500 ft. 26 ft. 

420 ft. 19 ft. 6 in. 


Ijora . 
HEALTH: Port Health Officer boards vessel on arrival. ETAs must 
be advised by ship or Agent direct to Port Health. Pratique auto- 
matic when from Nigerian port. 
RADIO: Messages routed through Lagos Radio. 

Continuous VHF watch on Channel 16 maintained in Harbour 

Master's office. Contact Signal Station by VHF Channel 16. 
TUGS: No specific joining position, depending on tide and on 
Pilot's request, otherwise close to berth. Normally ship's line used. 
2 tugs available 1,280 HP. 24 hour service available. 
BERTHING: Cargo for Apapa and Lagos should be stowed separ- 
ately on all liner ships as the Apapa wharves have rail connections 
8 ie North, and the customs wharf only receives cargo for Lagos 
ocally. 

No specific arrival time is required for berths, except for Petroleum 
Wharf where tankers need high water. Berthing on ebb tide required 
for Fish Wharf and Ikjora Wharf. 

There are three berths at the Customs Jetty, 1,2 and 3. The depths 
alongside are 22 ft. 6 in.; 21 ft. 6 in.; 19 ft. 6 in. respectively. Each 
berth can accommodate a vessel of maximum 500 ft. in length. 

Lighter Berth, length 380 ft., draft 16 ft. 

Fish Wharf, length 280 ft., draft 19 ft. 

Marina Dolphin, length 250 ft., draft 19 ft. 

Iddo Pool Buoy No. 1 

Iddo Pool Buoy No. 2 

Iddo Pool Buoy No. 3 

Iddo Pool Buoy No. 4 
STEVEDORES: Available. 

MEDICAL: Agents to be given advance notice of medical attention 
required as early as possible. Hospital facilities available. inter- 
national Certificates of smallpox and yellow fever required. 
TANKERS: Length 580 ft. Draft 25 ft. (FW). 

DENSITY: 1012. 

FRESH WATER: Delivery by barges at between 20 to 40 tons per 
hour. Advance notification needed. 

FUEL: Fuel oil available, coal bunkers obtained from Ijora Wharf. 
FIRE PRECAUTIONS: Tankers and vessels with explosives: 
fire-boat always in attendance with fire-control depot ashore work- 
ing in conjunction with the Harbour Master on VHF Channel 16. 
Port area tugboats also equipped for fire fighting. 
GANGWAY/DECK WATCHMEN: Advisable, available if re- 
quired. 
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Reserved for 
Naval vessels 


OPENING/CLOSING HATCHES: Stevedores/crew. 
CUSTOMS ALLOWANCES: Tobacco allowance: 200 Ciga, 
per person reissue after 8 days. Wine/Spirit: One part bottler, 
to officers after 4 days. 

IDENTIFICATION CARDS: Passports or identity cards, 


CONSULS: Most countries maintain Embassies/High Con | 


sions or Consuls. 

REPAIRS: Major repairs available. 

DRY DOCKS: Authority maintains large well-equipped dog, 
which primarily for maintenance of Authority's own fleet, roy 
facilities to commercial interest. In installation is modern 
dock which has lifting capacity of 4,000 tons. Max. draft 18 ft. Slip 
also available for use of small craft. 

In addition to facilities offered by Authority's dockyard, » 
shipping agencies in port maintain dockyard installations, inely 
slipways for raking smaller vessels and lighters; can Provides 
aid repair for main line vessels. 

REPATRIATION: Facilities available for effecting crew che 

and arranging any necessary repatriations. 

AIRPORT: 8 miles from harbour, served by regular airlines, 

TIME: GMT plus 1 hour. 

HOLIDAYS: Fixed: New Year Day (ist January); Nationg 

(1st October); Christmas Day (25th December); Boxing Day} 

December). Variable: Good Friday; Easter Monday; Eid.2 

Festival; Eid-El-Kebir Festival; Maolud Nabiyyi (Mohams 

ep Port closed on Republic Day, Good Friday and Chrip 
ay. 

POLICE/AMBULANCE/FIRE: Police Apapa 45798, Lagos! 

tom 20030; Ambulance Apapa 41341/227; Fire Apapa 41741, 4 

Custom 20777, General Emergencies 199. 

TELEPHONES: No arrangements for telephones on board, 

GENERAL: 2 floating cranes 1 40 ton capacity, 1x 100 ton cay 

SERVICES: Small services available. 

SHORE LEAVE: Crew members allowed ashore after clearay 

Port Health and Immigration Authorities. 

AUTHORITY : Nigerian Ports Authority, 26-28 Marina, PMB ¥ 

Lagos. Tel. 26471. 


AGENT: Alraine (Nigeria) Ltd., 26 Creek Road, Apapa, ly 
P.O. Box 2206. Tel. 47 770. Cables “Freight Lagos". Telex 2124 


PENNINGTON TERMINAL: 04.37 N. 05.26 E. (S 
Pi 


hye vessels required fly Nigerian Ensign on foremast during da 
ours. 

OPERATORS: Texaco Overseas (Nigeria) Petroleum Com» 
LOCATION: Pennington Marine Terminal located in 65 ft. ofe 
in latitude 4° 37’ 20” N., longitude 5° 26’ 10” E., bearing approxin 
210°, distance 5,300 ft. from ‘Special Purpose Vessel 367001" (¥ 
has been fabricated from the forebodies of two tank vessels,# 
approximately 740 ft. in length). 

APPROACHES: The berth should be approached froma We 
direction to a point not less than 2 miles seaward of “Speci! 
pose Vessel". At this location, Mooring Master will board vess¢ 
DOCUMENTS: Following documents required on arrival: 

Last Port Clearance. 

Register. 

4 copies Passenger Manifests. 

4 copies Crew Lists. 

2 copies Stores Lists. 

2 copies Bonded Stores Lists. 

2 copies Arms and Ammunition List. 

2 copies Livestock List. 

1 copy Vaccination List, showing date of last smallpox andjf 

fever inoculations of all crew members. 

2 copies of Master's Declaration to Nigerian Ports Auth 

These forms will be supplied when Authorities board the s® 
PILOTAGE (see “Approaches"): Mooring Master, together’ 
Custom Officials will board incoming vessel about two miles! 
ward of the “SPV 367001". Vessel's Master will be advise 
approach to the berth details in respect of mooring, unmo® 
connecting and disconnecting hoses, and all other operations® 
the berthing area. 

Vessels requested to have pilot ladder safely and securely 
for immediate use, and long enough to reach Mooring Mat 
launch. A light line should be ready to take on board the Mo? 
Master's radio and/or briefcase. 

Mooring Master will remain on board during loading ope® 
and he will be in direct control of all ship communications W 
Terminal area. : 
TUGS: 3,200 h.p. tugboat and a mooring launch to assist in® 
ing and unmooring. A flat charge is made for use of tugbo# 
mooring launch. 

MAX. SIZE: Maximum draft approximately 45 ft. depending ® 
conditions. Maximum capacity 50,000 dwt. P 
RADIO: All vessels to be loaded at the Terminal must cablé! 
to “Topcon, Lagos", 96 hours and 24 hours prior arrival. The 
pany, Lagos, will then notify Senior Mooring Master on board 
Purpose Vessel. 

Ship to “SPV 367001" communication, while ships are in mo 
will be by portable VHF radio-telephone units, provided by Te®™ 
Mooring Master will advise ship's Master regarding eme? 
whistle signals set up for use in event radio-telephone units be? 
inoperative. Use of ship's radio station and/or battery charg 
prohibited while loading is in progress. 

READINESS: The Company will make every effort to load 
upon arrival, or as promptly as berth is available, weather 


auotice of Readiness” will be accepted as at time of arrival, pro- 

* ssel is in all respects ready to load. Arrival time will be con- 
vided eS at time Mooring Master boards vessel, or time vessel 

off the terminal, which ever occurs first. 

chor Master may reject a vessel if in his judgment she is not 
oe equipped or suitably manned, or if, upon inspection, he 
we her to have dirty ballast or tanks unsuitable for cargo. How- 
mompany will not issue any certificate or representation pur- 
pow to state that vessel's tanks, pipes and pumps and appurte- 
sees are clean or acceptable for receiving cargo nor will the com- 
wassume any responsibility for “contamination of cargo aboard 
rnp caused by condition of ship's tanks, pipes, pumps or appur- 

tenances."” ' . . 

all have in readiness: 

es and both bower anchors, each with not less than 150 

‘fathoms of chain. Lee 
2, At least 14 good mooring lines, each no less than 120 fathoms 

"in length, with eyes and tailropes spliced into each end. 

4, Suitable stoppers for all manila lines and chain stoppers for 

* use with wires. ‘ : 

Vessels must be adequately equipped with blocks, tackle and 
pooms to hoist submarine hoses, a 5-ton lift from seabed to ship's 
ail, in a safe, efficient and expeditious manner. Vessels must also 
save an adequate supply of nuts, bolts, gaskets and wrenches to 
connect cargo hoses. 
BALLAST: ABSOLUTELY NO PROVISION IS MADE FOR DIRTY 
BALLAST. VESSELS WITH DIRTY BALLAST WILL BE REJECTED 
AND ALL COSTS THEREFROM WILL BE TO THE VESSEL'S 
ACCOUNT. : ; ; 

As soon as practicable after arrival, and prior acceptance for 
jading, all vessel's tanks will be inspected for evidence of oil in 
ballast, and during discharge of ballast, similar inspections will 
continue. If evidence of oil appears at these inspections, the vessel 
may have to vacate berth and proceed to sea to dispose of oil ballast. 
Upon return, vessel will be obliged to tender new “Notice of Readi- 
ness”. 
it during first inspection or during process of loading it is re- 
vealed that vessel's tanks are not oil-tight, she will be rejected, or 
refused further loading. , 

In addition to lights usually displayed, vessels discharging ballast 
orloading cargo during darkness will illuminate area around the ship 
to satisfaction of Mooring Master, in order that any oil on the surface 
of sea may readily be detected and appropriate action taken. Vessels 
unable to illuminate sea satisfactorily may not discharge ballast dur- 
ing darkness. Vessels should provide suitable floodlights for work- 
ing on deck during night operations. 

Vessels properly equipped will be encouraged to discharge clean 
ballast and load simultaneously. 

MOORING: Weather and other circumstances permitting, vessels 
are moored, loaded and unmoored during daylight hours only. 

Signals displayed on Special Purpose Vessel: 

(a) By day, on offshore end of vessel, three shapes in vertical 
line; the upper and lower shapes globular and red; the middle 
shape diamond and white. 

(b) By night, three lights in vertical line; the upper and lower in 
red; the middle white. 

The permanent mooring consists of 7 steel buoys. All buoys 
fitted with quick-release hook to which vessel’s mooring lines are 
attached by Company Mooring launch. Berth is laid out so that ves- 
sels will head 210° true when moored. Vessels mooring use both 
bower anchors and 14 ropes to respective mooring buoys. 

Each buoy is fitted with 13-in. diameter preventer wire, one end 
of which is secured to mooring buoy. When Mooring Master con- 
siders it required, the other end is brought on board vessel after 
moored in position. Preventer wires are supplemental to vessel's 
regular mooring lines and intended assist holding vessel in moor- 
ings during adverse conditions. Vessels should have chain stoppers 
for handling these wires. 

All manoeuvring within loading berth area is to be done only in 
accordance with advice of Company Mooring Masters, subject to 
understanding that in all cases and circumstances Master of vessel 
being manoeuvred shall remain solely responsible for safety and 
proper manoeuvring. Vessel's Master or a qualified Deck Officer 
Must be on bridge at all times during manoeuvring. 

inds and swells mostly from South-westerly direction. From 
March through November, the unfavourable weather period, extra 
Mooring lines will be required. Currents are irregular and at times 
strong, and Mooring Master will provide Master with this information 
when boarding, 
LOADING: During loading, the International Code Flag “‘B” shall 

@ displayed from top-mast signal halyard during daylight hours. 

uring hours of darkness, a red light shall be displayed, visible at a 


distance of at least one mile, and showing unbroken light all around 
the horizon 


Raising, 
hoses will 


connecting, disconnecting and lowering of submarine 
tisio be performed by vessel's crew under direction and super- 
ashe of an appropriate vessel's Officer as advised by the Mooring 

rad who will remain on board while the vessel is in moorings. 
will eee securely moored, two 12-in. submarine loading hoses 
“em i to rail amidships. Weight of each lift approximately 5 
avis Oses lifted with vessel's gear on port side. Mooring Master 
tad oe vessel's personnel in the lifting, connecting, disconnecting 
teed 8 when lowering the hoses, when mooring launch may be 
mustbe rd bends or kinks in the hoses. A vessel's Deck Officer 
om Present, and direct the crew in all hose handling. There must 

Mast Client crew on deck to perform this work. 

&r is responsible for own vessel at all times. The maximum 
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loading rate is about 20,000 bbls. per hour and Company Mooring 
Master will advise in respect to loading pressures and hazards, but 
will not direct loading except as may be necessary to protect Termi- 
nal facilities. Manipulation of vessel's valves is direct responsibility 
of vessel's personnel. 

Prior commencement loading, Chief Officer will assure Mooring 
Master that sea suction valves are closed and he will make note to 
that effect in Mooring Master's log before cargo loading started. 
Final ullaging and computation of cargo will be done by an Officer 
of the vessel who will hand this information to Mooring Master for 
transmittal to officer in charge on board “SPV 367001" for use in 
comparing metred-out cargo. 

Caution.—The incoming oil stream is controlled on board the “SPV 
367001" and it is extremely dangerous to close a cargo valve against 
the incoming stream. Such a procedure creates excessive pressure, 
which may damage hoses, piping or Terminal facilities. Vessels will 
be held liable for damages resulting from failure to observe this 
precaution. 

Emergency Signal—When normal ship-to-shore communications 
fail, the emergency signal to stop the flow of oil will be a continuous 
blast on the whistle until oil ceases to flow. Steam or air should 
never be shut off from the whistle during loading. Whenever emer- 
gency whistle signal is used, all loading operations will be shut down 
until communications can be re-established. 

Shore Stops.—Request for Terminal to stop the flow of cargo ata 

predetermined tonnage must be made in writing. Requests must 
include statements that the Company will not be held responsible 
for any error and in case of overloading, the excess cargo cannot be 
pumped back to the “SPV 367001". Some delays are always incurred 
when such a shore stop request is made. 
SAFETY: Pennington Terminal considered an open roadstead, 
and under no circumstances may engines be shut down for repairs 
while a vessel is moored in the submarine berth. Vessel must be 
able to depart from berth immediately on instructions to do so. 

Vessel's personnel responsible for safety of vessel, and must 
take all necessary precautions whether or not so advised by Moor- 
ing Master. Any safety precautions imposed by Company Mooring 
Master and so disregarded by ship's Officers or crew, will be con- 
sidered just cause for rejection of vessel and all expenses and liabili- 
ties related thereto will be for account of the tanker. 

Not less than one Deck Officer and three seamen shall be avail- 
able on deck at all times while vessel in moorings. 

Power must be available at all times on deck winches and windlass 
while vessel in moorings. 

Presence of unauthorized craft alongside is extremely hazardous 
and Masters are requested to require all unauthorized craft to clear 
vessel's side prior ballast pumping and cargo loading. 

Mooring Masters are authorized to shut down loading operations 
during severe electrical storms, if another vessel or craft of any de- 
scription comes alongside the loading vessel, and under any other 
circumstance which imperil loading operations. 

MEDICAL: Medical assistance on an emergency basis only. 
FRESH WATER/FUEL: Not available. 


AGENCY: General Agency functions to perform services neces- 
sary to document and clear vessel and export cargo will be handled 
at Pennington Terminal by Palm Line Agencies. The Company will 
provide transportation of Customs and Agency personnel to and 
from the S.P.V. where they will be available to assist vessels in such 
Customs and Agency requirements as necessary. 


PORT HARCOURT (incl. Okrika) : 04.46 N. 07.01 E. 


DOCUMENTS: 

9 Crew Lists. 

9 Passengers Lists. 

6 Arms and Ammunition Lists. 

6 Livestock Lists. 

7 Ports of Call Lists. 

2 Bonded Store List. 

3 Vaccination Lists. 

10 Manifests. 

2 Bills of Lading. 

2 Crew Declaration (Special Lists). 

PILOTAGE: The Pilot Station for Port Harcourt is at Bonny, 15 
miles from Fairway Buoy, 28 miles from Port Harcourt. The Harbour 
Master keeps watch on VHF Channels 16 and 14 and on 2182 from 
0700 to 1800. As there presently is no radio station at Port Harcourt 
Masters should cable their Lagos Agent with a 48 hours ETA asking 
the Lagos Agent to pass the information to Port Harcourt. Pilot 
boards at Fairway Buoy from pilot-cutter green hull, stone colour 
superstructure. 

Position of Fairway Buoy: 4° 12’ 56” N., 7° 00’ 28” E. 

It should be noted that Bonny is an Oil Terminal and as such heavy 
traffic of tankers is continuous. In extreme circumstances vessels 
may be requested by Harbour Master to pass the channel from 
Fairway Buoy at Bonny, and anchor at Bonny without a Pilot, in which 
case latest Notices to Mariners should be studied in order not to 
damage oil pipe-lines in prohibited anchorage areas. 
ANCHORAGES: Position West of Fairway Buoy, depths 8-9 
fathoms. 

RESTRICTIONS: Night pilotage available for tankers at Bonny 
only. Vessels for Okrika and Port Harcourt can only navigate during 
daylight. 

MAX. SIZE: Maximum draft is 25 ft. at high water, minimum depth 
in approaches 18 ft. datum. Max. length 600 ft. no restrictions on 
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beam. Ebb tide reaches a max. of 3 knots off the berths and 2} knots 
in the river, flood tide 25 knots off berths and in the river. 

HEALTH: Q-flag to be shown on arrival, except if from another 
Nigerian port, Yellow fever and small-pox inoculations compulsory. 
In case of suspected disease on board, advance notice to Agent 


advisory. 
TUGS: One tug available, 1,490 h.p. 
BERTHING: Main Quay: The main Quay is 3,459 ft. long and ca- 


pable of berthing seven vessels, with drafts from 24 ft. to 26 ft. 

The old quays at Port Harcourt have been completely recondi- 
tioned to enable them handle bigger ships. Dredging in front of 
these quays is in progress and when completed ships with drafts 
of up to 29 ft. will be able to use these berths. 

B.0.P. Berth. This berth lies outside the Quay area, and is for the 
loading of palm oil by means of a direct pipe line from the installa- 
tion of Bulk Oil Plants (Nigeria) Limited. It consists of a central “T"” 
jetty with dolphins and is capable of berthing vessels up to 480 ft. 
in length. It is also used for the discharge of explosives as such 
cargo is not permitted to be handled across the general cargo Quay. 

Oil is supplied by a 6-in. diameter pipe at a maximum rate of 250 
tons per hour. 

Okrika Oil Refinery : Okrika lies on the Bonny River, some 35 miles 
from Bonny Fairway Buoy. The approach is by a buoyed channel 
some 8 miles in length, dredged to a depth of 38 ft. chart datum. 
The river from Bonny to Okrika has been dredged as necessary 
and least depths are 29 ft. chart datum. Jetty at the oil refinery suit- 
able for berthing coastal and ocean tankers up to 33,000 tons dead- 
weight. The jetty is ‘‘L" shaped with a square dolphin at the end of 
the arm. Ocean tankers secure on the outside of the jetty making 
fast to two sets of mooring dolphins each end. The coastal vessels 
and barges are berthed on the inside of the jetty. Oil is supplied via 
gantry hoses on either side. 

Coal handling facilities : Facilities for loading coal have been com- 
pleted and a conveyor capable of loading about 60 tons per hour is 
working. Maximum draft at the coal berth is 24 ft. This berth is situ- 
ated at the Northern end of the port, berth No. 8. 

STEVEDORES: Gang requirements and hatch distribution should 
be included in 48-hours ETA cable to Agent. Discharging general 
cargo 8 tons per gang/hour, cement 15 tons per gang/hour, 
bagged cargo 20 tons per gang/hour, loading produce 15-20 tons 
gang/hour. 

MEDICAL: Doctors available 24 hours, but limited supply of medi- 
caments. Yellow fever, cholera and smallpox vaccination required. 
DENSITY: Appx. 1015 oz. 

FRESH WATER: No restriction, from barge (15 ton/hour). From 
quay low pressure, max. 8 ton/hour. 

FUEL: Most standard lubricants available, fuel available by barge 
only. Requirements by 48-hours ETA cable. 

GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Normally by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes per man per 7 days. 
1 wine or 1 btl spirits per officer per 7 days. 

IDENTIFICATION CARDS: Crew to carry passport or seaman's 
book whilst ashore. 

REPAIRS: Only very minor repairs available, no spares. 
REPATRIATION: Possible via Lagos. 

AIRPORT: 7 miles away, twice daily flights to Lagos, no interna- 
tional flights. 

TIME: GMT plus 1 hour, no changes during the year. 
HOLIDAYS: New Year (Jan. 1st); Id-El-Kabir (Feb. 16-17th); 
Good Friday and Easter Monday; National Day (Oct. 1st); Fasting 
Period (October 31st); Id-El-Fitri (Nov. 29-30th); Christmas Day 
(Dec. 25th); Boxing Day (Dec. 26th). The Muhamadan holidays are 
subject to changes. The port does not work on Good Friday, Christ- 
mas Day and Republic Day. 

POLICE/AMBULANCE/FIRE: All can be contacted by tel. 999. 
SHORE LEAVE: Allowed provided crew carry passport or sea- 
man's book. 

AUTHORITY: Nigerian Ports Authority. 


AGENT: Alraine (Nigeria) Limited, PO Box 622, Port Harcourt, 
tel. 8059, 8062, 8053. Telex Freight Lagos 21244 attention - Port 
Harcourt. 


QUE IBOE: 04.20 N. 07.59 E. 


DOCUMENTS: 

Port of Call List and clearance from previous port. 

Crew Lists with passports and Certificates of Vaccinations avail- 

able for inspection. 

Stores List. 

Crew Personal Effects List. 

Manifest of Cargo. 

Arms and Ammunition List. 
PILOTAGE: An 80,000 dwt. storage tanker Mobi! Japan is moored 
in position 4° 20’ N. 7° 59-5’ E. Notice of arrival should be given five, 
three and one days before arrival to ‘‘Mobiloil Lagos" and to the 
storage tanker, call sign 62JG. A company mooring master will 
board approximately 2 miles South of the storage tanker. 
RADIO: Storage tanker, call sign 62JG keeps 24-hour watch on 
VHF Channel 16. Listens on MW 425 kHz between 1600 and 1700 
GMT, and on HF 12350 to 12710 kHz between 1730 and 1800 GMT. 
BERTHING: Loading berth is seven point conventional buoy moor- 
ing. Sea-line hoses are lifted on the starboard side, total weight of 
lift, 6 tons. 
BALLAST: No facilities for reception of dirty ballast. Tankers must 
arrive with clean ballast only. 
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FRESH WATER: Not available. 

FUEL: Not available. 

REPATRIATION: There are no facilities for repatriation or 
changes. } 
SHORE LEAVE: Not possible. 

AUTHORITY : Mobiloi! Lagos. 


SAPELE (incl. Koko): 05.55 N. 05.42 E. 


DOCUMENTS: 
Crew List. 
Port of Call List. 
Passenger List. 
List of Arms and Ammunition. 
These documents required by following Government Deparine 
Collector of Customs, Customs Preventive Service, Ports ty 
Authority, Police Authority/Immigration, Nigerian Produce My 
ing Co., Nigerian Ports Authority NPA also require Inward and} 
ward Masters Declarations and all other documents such as 
fests and Bill of Lading, etc. 
PILOTAGE: Not compulsory, but local river guides availay, 
Escravos on request. 
ANCHORAGES: No laid-down areas. 
RESTRICTIONS: None under normal conditions. 
MAX. SIZE: Average length 400/450 ft., draft 164 ft. plus tide» 
day, minus Master's underkeel clearance. 
HEALTH: Normal International Regulations, but between pm 
Nigeria nothing required. 
RADIO: ETA and ETD best passed via Lagos Radio tol 
Agents who in turn advise local Agents. Port Authority Ope 
VHF Channels 16, 14, 13, 12, 11 and 9. 
TUGS: None available. 
Renan: Berthing/unberthing normally done in daylight 
apele : 


Berth 
Berths Type length b 
1 Anchorage and stern to buoy No limit % 
2 Buoys fore and aft 550 ft. ] 
3 do. 800 ft. wh 
4 do. 675 ft. e 
5 Anchorage and stern to buoy Nolimit 
6 Buoys fore and aft 675 ft. % 
7 do. 700 ft. & 
8 do. 675 ft. a 
9 do. 620 ft. i] 
9a Anchorage and stern to buoy 620 ft. it 
10 A. T. & P. Wharf 400 ft. tt 
11 do. 475 ft. § 


N.B.: Berth 9a only used if port is full in emergency. 
Koko: One wharf 450 ft. 24 ft. 
STEVEDORES: Handled by Shipping Agents. 
MEDICAL: Local general hospital. 
TANKERS: Only small coastal tankers. 
DENSITY: River water almost fresh at all states of tide. 
FRESH WATER: None available. 
FUEL: None. 
GANGWAY/DECK WATCHMEN: Supplied by Shipping Age 
OPENING/CLOSING HATCHES: Either by crew or steved 
TOBACCO/WINE ALLOWANCE: 200 cigarettes per perso 
week. 1 bottle per officer per week. 
CARGO GEAR: No extra requirements. 
IDENTIFICATION CARDS: Seaman's identity card. 
CONSULS: None. 
REPAIRS: No facilities. 
DRY DOCKS: None. 
REPATRIATION: By road to Lagos and international airwa 
by road to Benin/Lagos. 
AIRPORT: Benin 37 miles, internal only. 
TIME: GMT plus 1 hour. 
HOLIDAYS: Port closed only Christmas Day, Good Friday’ 
Republic Day. 
POLICE/FIRE: Police Sapele 19. No fire service. 
TELEPHONES: No facilities exist for placing on board. 
SERVICES: None. 
SHORE LEAVE: Allowed. 
PORT AUTHORITY: Nigerian Ports Authority, Sapele! 
Genports Sapele. 
AGENT: Alraine (Nigeria) Ltd. Private Mail Bag 4030, S® 
Tel. 177. Telex: Lagos 21244. 
N.B. Correspondence should be addressed to Warri offict’ 
Burutu. 


Norway 


ALESUND: 62.27 N. 06.09 E. (See Plan) 


DOCUMENTS: 
1 Crew List. 
1 Passenger List. 
1 Customs Documents. 
1 Health Documents. 
3 Manifests. 
3 Bills of Lading. 


Ship's Papers. 
+ Stores Lists (provisions). : 
pILOTAGE: From open sea, Pilot is taken on board at Rundo 


igt station. Watch 24 hours a day. To be called 3-4 hours before 
PTA by VHF 16, or radio. : 
CHORAGE: Onthe North side of the town in Valderhaugfjorden 
ay ths of 20 m. to 60 m.; bottom, sand and mud. 
Mon the South side of the town in Aspévagen in depths of 20 m, 


mud, 
te 15 Alesund Radio 2182. VHF 16. Harbour Office is manned 


" Tel, 21425. 
wes: Meet vessel normally before entering the harbour, or by 


SERTHING : At the Southern Harbour there are the following 


jal quays: 
caer East side, length 85 m., depth 13 m. to 7 m. On this 
side Ro/Ro berth available. South side, length 150 m., depth 13 m, 
Warehouse cap. 1,600 sq. m. t 
Prestekaia: South side, length 220 m., depth 13 m. West side, 
ength 43 m., depth 5 m. min. Warehouse cap. 1,100 sq. m. 
Skutevika; Sp. quay for fishing vessel, length 300 m., depth 6 m. 
Only mooring on N.E. side. Quay, length 40 m., depth 7 m. 
Sjégata: Mooring quay, length 200 m., depth 9 m. At Northern 
Harbour there is one commercial quay. ; 
Skansekaia: North side, length 190 m., depth 9 m. South side, 
length 150 m., depth 5 m. This quay forms protection for a small inner 
harbour with several smaller quays. 
STEVEDORES: Obtained by Agent who requires ETA 12 hours 
before ships arrival. : : f ; 
CRANES: Mobile crane to lift 18 tons available. Floating to lift 
maximum 1,000 tons available. 
CONTAINERS: Depot for C.7./. containers. 
FRESH WATER: Available. 
FUEL: Bunkering facilities from all major oil companies. Loading by 
barge or pipeline at berth. 
GANGWAY/DECK WATCHMEN: Not necessary. ; 
OPENING/CLOSING HATCHES: This work is normally carried 
out by crew. 
CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes. Wine/ 
Spirit: 1 bottle of spirits. 
IDENTIFICATION CARDS: Not required. 
REPAIRS: Available. Floating dock 380 ft. by 50 ft. to lift 3,000 tons. 
Three patent slips for vessels up to 700 tons. 
AIRPORT: Alesund airport, Vigra. Passenger flights (three times 
a day) to and from Oslo. Trondheim, Bergen. 
TIME: GMT plus 1 hr. 
HOLIDAYS: 1st May; 17th May. 
POLICE/AMBULANCE/FIRE: Police 21321; Ambulance 23348; 
Fire 014, 
TELEPHONES: No arrangements for placing telephones on board. 
AUTHORITY: Havnefogden. Alesund Havnevesen, Alesund, 
Norway. 


ALVIK : 60.26 N. 06.24 E. 


Alvik located in inner part of Hardangerfiord. Ferrosilisium works. 
Vessels from abroad may call Haugesund for inward Customs’ 
clearance. 

DOCUMENTS: See “Bergen”. 

PILOTAGE: Compulsory. Belonging to Bergen Customs’ district. 
LENGTH OF QUAY: 80 metres. 2 cranes, each 7:5 tons. 
AUTHORITY : See “Bergen”. 


AGENT: Joachim Grieg & Co., Bergen. 


ARDALSTANGEN: 61.14 N. 07.42 E. 


Ardalstangen: Aluminium works. Located in innermost part of 
Sognefiord. 61° 14’ 03” N. 7° 42’ 28” E. 
DOCUMENTS: See “Bergen”. 
PILOTAGE: Compulsory. Belonging to Bergen Customs’ district 
and unless otherwise arranged beforehand vessels from abroad 
ne call at Bergen for inward clearance. 

ERTHING: 1 quay 600 ft., 29 ft. depth alongside; 1 quay 210 ft., 
18 ft. depth alongside. 

ranes up to 50 tons capacity. Ice free. 

TRAFFIC: about 500 ships loading and discharging. 

UTHORITY: See “Bergen”. 


AGENT: Joachim Grieg & Co., Bergen. (See “Bergen".) 


ARENDAL: 58.28 N. 08.46 E. (See Plan) 
PRGUMENTS:: See “Bergen”. 
may b AGE: The pilot boat Merdoy is stationed at Arendal. Contact 
hear ® made on VHF/RT or telephone 21347-23668 or out of office 
Ci via Kristiandsand or Tjome Radio. 
RAGE: Safe anchorage ground is readily available and 


there are nu . . 
: merou 3 
side the ere S mooring places for vessels not docking along 


NORWAY 


MAX. SIZE: Depth Length 


Feet Metres 
Nye Tollbodkaien 33 165 
Batterrikaien 33 110 
Hotellbryggen 30 77 
Malmkaien 28 30 
Stenkaien 26 110 
Utstikkerkaien Barbu 24 58 
Fryselagerkaien 22 76 
Jaktekaien 20 50 
Gamle Tollbodkaien 20 45 
Kallevigs Brygge 20 43 
Jernbanekaien 18 75 
Langbryggen 15 120 
Ferjekaien 26 30 


No tide even in exceptional weather conditions, increase in water 
level never exceeds 3 ft. 

TUGS: Two small tugs. 

RADAR/VHF: Radar at pilot station. VHF see “Pilotage”. 
CRANES: 23 ton electric cranes on rails at Nye Tollbodkaien. 
MEDICAL: Advance notice required for medical attention. 
FRESH WATER: Available all quays. 

FUEL: Advance notice required. 

GANGWAY/DECK WATCHMEN: Necessary and recommended. 
OPENING/CLOSING HATCHES: Crew or stevedores. 
CERTIFICATES: Normal International Certificates required. 
CUSTOMS ALLOWANCE: 200 cigarettes, 1 bottle spirits. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Sweden, Denmark, Finland. 

REPAIRS: Port has well-equipped workshop to carry out engine 
repairs as well as hull work above water line. 

AIRPORT: Kjevik 60 km. 

TIME: GMT plus 1 hour. 

POLICE/AMBULANCE/FIRE: Police 22030; Fire Station 22255. 
TELEPHONES: Can be placed aboard. 

AUTHORITY: Harbour Master, tel. 21071-23668. 


BERGEN: 60.24 N. 05.19 E. (See Plan) 


DOCUMENTS: 

1 Provision List. 

1 List of Bonded Stores. 

1 Health Declaration. 

2 Manifests. 

2 Crew Lists. 

2 Passenger Lists. 

Certificate of Tonnage. 

Dangerous Cargo List. 
PILOTAGE: Compulsory. Main entrance to port at Marsteinen 
Lighthouse (pilot station) 60° 24’ N. 5° 18’ 50” E. 24 nautical miles 
from town, but vessels from South may enter at Skudesnes (88 
nautical miles) and from North at Fedje pilot station (32 nautical 
miles). VHF Channel 16. Practically no tide. Port free of ice through- 
out whole winter and well sheltered from all winds. Sound signals 
for pilot, three long and one short. Harbour pilotage not compulsory 
but advisable. 
ANCHORAGE: Puddefiord. Good holding grounds. Depth 10 to 50 
fathoms of water. 
RESTRICTIONS: Vessels can enter day and night. 
MAX. SIZE: Max. draft 35 ft. Vessels up to 50,000 tons have been 
berthed at Dokkeskyzersquay. Oil installation up to 30,000 tons d.w. 
HEALTH: See “Documents”. If vessel carries quarantine flag on 
contagious diseases, radio communication should be sent to Agents 
for instructions, otherwise no special regulation. 
RADIO: Communication to Agent should be sent through Roga- 
land Radio or Bergen Radio. 
TUGS: Two tugs, each 1,000 h.p. available. Ship's lines to be used, 
contractors Bergen Steamship Co. Tugs normally join vessel at 
Puddefiord or subject to requirements. 
BERTHING : Berthing instructions from Harbour authorities through 
Agent's office. 
BRIDGES: A bridge between Knarrevik and Drotningvik is com- 
pleted. Height of bridge from the water will be 50 metres at mean 
water level. Bridge position will be 5 miles from harbour in the 
entrance to port from South. 
STEVEDORES: Stevedoring arranged by Agents subject to 
requirements. 24 hours notice, important obtain in good time accurate 
ETA. Ordinary working hours at port 0730-1600. Saturdays until 1300. 
MEDICAL: Masters to advise by radio prior arrival if medical 
attendance required on board. Hospital facilities available. 
TANKERS: Discharge lines usually 6 and 8 in. No slop (residues) 
discharge facilities. Numbers of tanker berths 5: Shell, Esso, Fina, 
Mobil Oil, and BP. Max. drafts 30 ft. 
DENSITY: Salt water. 
FRESH WATER: From all quays and wharves with exception of 
some oil berths where water barge necessary. 
FUEL: All! grades of diesel, fuel and gas oil including lubricating 
oil available at all wharves in main entrance. Supplies also from barge 
subject reasonable notice. 
FIRE PRECAUTIONS: No special precautions. Special harbour 
fire-fighting boat. As usual no smoking permitted during discharge 
operation. 
GANGWAY/DECK WATCHMEN: Obtainable subject inquiry for 
12 hours watch from 1900 to 0700 hours. 
OPENING/CLOSING HATCHES: Crew allowed to open and 
close hatches. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


SHIP'S CERTIFICATES: All certificates to be on board. Ship's 
pth certificate to be produced to Custom authorities upon 
arrival. 

CUSTOMS ALLOWANCE: Tobacco, 20 cigarettes per day or 
20 gramme tobacco per crew member. Wine and/or Spirit, 1 bottle 
spirit or wine for consumption on board allowed per crew member. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgian 233 873 Panama 200 011 
British 210 990 Peruvian 218 028 
Danish 215 000 Portuguese 218 140 
Finnish 230 700 Spanish 214 192 
French 230 050 Swiss 215 115 
Guatemala 214 493 Swedish 219 760 
Greek 215 090 Turkey 210 105 
Icelandic 219 680 German 219 984 
Italian 218 135 Uruguay 213 307 
Dutch 256 000 Austrian 210 173 


REPAIRS: All repairs possible. 

DRY DOCKS: Major: Bergens Mekaniske Verksteder. Minor: 
Mjellem & Karlsen Verksted A/S, Bergen. 6 patent slips and 1 dry 
dock, 365 ft. long. Floating dock for vessels up to 20,000 tons d.w. 
REPATRIATION: All facilities available. 

AIRPORT: Flesland Airport, 12 miles outside Bergen. Bus service 
from town, daily connections with Europe and U.S.A. 

TIME: GMT plus 1 hour. 

HOLIDAYS: General holidays 1970. New Year’s Day (January 1); 
Maundy Thursday Good Friday Easter Monday; Labour Day (May 
1); Ascension Day (May 7); National Holiday (Sunday) (May 17); 
Christmas Eve (December 24); Christmas Day (December 25); Boxing 
Day (December 26); New Year's Eve (December 31). 
POLICE/AMBULANCE/FIRE: Police 002; Ambulance 10 185; 
Fire 001. 

TELEPHONES: Telephones may be installed on board during 
ship's stay at Dokkeskjzsquay or Skoltegrunnsquay if required. 
SERVICES: Compass adjusting, laundry, ship chandlers for 
delivery of provisions and bonded stores. Radar servicing for follow- 
ing types: Decca, Nera, RCA, AEI, Raytheon, Kelvin Hughes, Therma 
Sperry. Service arranged through port agent. 

SHORE LEAVE: No restrictions. 

DELAYS: Under normal conditions, no special delay should be 
expected. 

DEVELOPMENTS: Container handling facility for roll-on/roll-off 
ships is under construction at Dokkeskjaersquay. Depth alongside 
at mean water 9 m. 

AUTHORITY: Bergen Havnevesen. 

AGENT: Messrs. Joachim Grieg & Co., Raadstuplass 2-3, PO Box 
234-237, N-5001 Bergen. Tel. 18 140, after office hours: 80 835 and 
56 302. Telegraphic address “Expeditor”. Telex 42 700. 


BODO: 67.17 N. 14.24 E. 


DOCUMENTS: 

2 Store Lists. 

2 Crew Lists. 

2 lists Crew's Personal Effects. 
PILOTAGE: Sea pilot North of Fleinver Island position 67° 12’, N. 
13° 48° E. White pilot boat with VHF Channel 16. Harbour Pilot out- 
side breakwater head — 24 hours notice. 
ANCHORAGE: Outside breakwater. According instructions from 
Sea or Harbour Pilot. No draft limitation. 
RESTRICTIONS: None - weather permitting. 
MAX. SIZE: Max. 18,000 dwt. for oil carriers with max. draft 32 ft. 
pl a max. draft 22 ft. along quays for coal, salt and warehouse 

oods. 

ADIO: Bod6é Radio/LGP. VHF Harbour office and Bodé Radio. 
TUGS: Not available. 
BERTHING: Usually on arrival — otherwise harbour pilot will bring 
instructions from Agent or Port Authorities. 
STEVEDORES: Ordered by Agents — working day and night. 
MEDICAL: 24 hours notice of medical attention required. Hospital 
facilities available. 
TANKERS: Shore lines 6, 8 and 12 in., 2 berths, slop facilities not 
available, max. draft 32 ft. Fresh water available. 
DENSITY: 1025. 
FRESH WATER: Available all quays. 
FUEL: All kinds bunkers and oil without notice from two installa- 
tions. 
GANGWAY/DECK WATCHMAN: Available, but not compulsory. 
OPENING/CLOSING HATCHES: Normally by crew. 
CERTIFICATES: Ship's Register Certificates. 
CUSTOMS ALLOWANCES: 200 cigarettes or 150 gr. tobacco and 
$ bottle of spirit. 
CARGO GEAR: No additional requirements. Ships gear to be used 
except for discharging coal, coke and salt where special cranes used. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Sweden 20115 Finland 20010 
France 21000 Germany 20089 


Denmark 21070 
REPAIRS: Minor deck and engine repairs possible. 
DRY DOCKS None. 
REPATRIATION: Good facilities. 
AIRPORT: 2 km. distant. Regular airlines. 
TIME: GMT plus one hour. Permanent. 
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HOLIDAYS: 1st May and 17th May (national holiday) Cargo 
may be arranged. : 
POLICE/AMBULANCE/FIRE: Police 20020; Ambulance x 
Fire 22622. 

TELEPHONES: No arrangements for placing telephones ON by 
GENERAL: Imports oil, coal, coke and salt. Exports fish, he 
meal, herring oil. 

SERVICES: Compass adjusting, all kinds of nautical instrung 
Ships chandler. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Bodo Havnevesen. 


AGENT: Erling Sannes, Bod6é. Tel 20010-21889 or 21457, T 
phic address: Sannesbo. Telex. 64055-Sanbo. Code Ney; 
Agents, Brokers, Shipowners. 


BREVIK: 59.03 N. 09.43 E. 


PORT LIMITS: Port limits begin in Langesundfjorden, 2 nay 
miles South East of Brevik. 
DOCUMENTS: 

Crew List. 

Tobacco and Spirit List. 

Cargo and Stores List. 

3 copies of Manifest. 

Declaration of Health List. 
PILOTAGE: Langesund Pilot Station—call sign LHXP. Tye 
four hours prior notice and 2 hours before arrival. VHF Channg: 
radio telephone 2182. Pilot boat located 1 mile South-east Of Lary 
tangen Lighthouse (pos. 58° 59’ 30” N., 9° 45’ 30” E.). 
ANCHORAGE: At Helgerofjorden, 2 miles East of Langoytay 
Lighthouse. Depths 15-25 fathoms. 
RESTRICTIONS: No entry restrictions, except in bad vis 
MAX. SIZE: Tankers draft 31 ft. 6 in., length 600 ft.; others; 
32 ft. 6 in., length 550 ft.; recommended by Pilots. 
HEALTH: Pratique obtained when alongside wharf; arrangy 
customs. 
RADIO: Rogaland Radio, call sign LGQ. 
TUGS: Tugs not normally used in Brevik. One tug, 1200 hp.» 
for tankers. 
STEVEDORES: 24 hours prior notice required for ordering ge 
BULK HANDLING: One berth handling bulk cargo, situa 
Norcem, half a mile North of Brevik. Cargo: Cement and cem 
clinker. Length of berth: 200 metres. Depth alongside: 36 ft. 

No other berths handling bulk cargoes. 
MEDICAL: No advance notice required for medical attention. 
TANKERS: Discharging hoses 8 in. diameter. No slop disc 
facilities. 2 tanker berths draft 31 ft. 6 in. 
DENSITY: Brackish water, density from 1012 to 1023. 
FRESH WATER: Hoses from shore, capacity 10 tons pert 
FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: Watchmen available bu 
compulsory. 
OPENING/CLOSING HATCHES: Normally carried out bye 
members. 
CERTIFICATES: Ship's Register, and Derat. Certificate req 
CUSTOMS ALLOWANCES: 200 cigarettes per man. Onet 
of spirit per man. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Swedish Vice-Consulate, tel. 70040. 
REPAIRS: All types of repairs possible (deck and engine). 
REPATRIATION: Can be arranged. 
AIRPORT: Fornebu—Oslo Airport—100 miles, served by rep 
airlines. 
TIME: GMT plus 1 hour. No alterations during the year. 
HOLIDAYS: New Year's Day; Day before Good Friday; & 
Friday; Easter Monday; May 1st; Ascension Day; May 17th; 250! 
26th December. No work done on these days. 
POLICE/AMBULANCE/FIRE: Police 71123; Ambulance 
Fire 71171. 
TELEPHONES: Can be placed on board at no extra cost. 
SHORE LEAVE: Crew members allowed ashore. 


AGENT: S. Stiansen, Shipping Agents, Brevik, Norway. Tel. ® 
private 64520. Telex 16388. Telegrams “Stiansen". 


BRONNOYSUND: 65.30 N. 12.13 E. 


DOCUMENTS: See “Bergen”. 
PILOTAGE: Pilot ordered through Harbour office tel. 78. 
address “Losforman”. 
ANCHORAGE: Prestoytaren. 65° 29.0’ N. 12° 11.5’ E. Depth? 
to 180 ft. 
MAX. SIZE: Largest ship approximately 5,000 grt. Depth at? 
Authorities quay 18 ft. to 24 ft. LWOST. 

At tanker installations: 


A/S Norwegian Esso 16 ft. LWOST 
A/S Norske Shell Central fishing port 15 ft. LWOST 
A/S Braendselolje, Salhus 16 ft. LWOST 
A/S Algea Produkter 14 ft. LWOST 
Central fishing port 15 ft. LWOST. 


RADIO: Rorvik radio station call signal: "LGY”’. Hours of atten®# 
0800 to 2100. 

TUGS: None. 

STEVEDORES: Bronnoysund Discharge and Loading S® 
tel. 301. 

MEDICAL: Nearest hospital Sandnessjoen 67 kilometres. 


ER: Delivered by hose to all Port Authority Berths. 
nest Wired to all berths. 24 hour service. 
Fue WAY DECK WATCHMEN: Watchmen at gangways and 
Modders optional. Can be ordered through Bronnoysund Dis- 
zeae and Loading Society. 
oeNING CLOSING HATCHES: Usually by port workers. 
ore OMS ALLOWANCES: Master 400 cigarettes or 40 grams 
abe all other crew 200 cigarettes or 20 grams tobacco. Wine/ 
= $; Master 2 litres; all other crew 3 litre. 


SENTIFICATION CARDS: Crew to possess identification card 


with passport photo. 
CONSULS: None. . . 
REPAIRS: Limited deck and engine repairs. Turner's shop and 


"g shop available. 
wi ORT: Regular traffic North and South daily. 


TIME: GMT plus 1. : : 

HOLIDAYS: During Sundays and holidays not permitted dis- 
harge/load between 1000 to 1300, but dispensation can be obtained. 
police AMBULANCE /FIRE: Police 45 and 450; Ambulance 28; 


d 106. 
AUTHORITY : Harbour Master, Torghattens Gate 30, tel. 200. 


DRAMMEN: 59.45 N. 10.13 E. 


DOCUMENTS: 

Bill of Health. 

2 Crew Lists. 

2 Passenger Lists. 

2 Customs Lists for crew members and passengers. 

Bills of Lading. 

3 Manifests for every port of discharge. 
PILOTAGE: Give 6 hours notice by R/T 2182 kc/s or VHF Channel 
16 to “Feerder Pilot’. Coast stations “‘Tjame Radio” LGT or ‘'Far- 
sund Radio” LGZ can also be used, Harbour Pilots ordered through 
ship's Agents. Harbour pilotage is not compulsory. 
ANCHORAGES: Pilot service supplies information regarding 
anchorages. 
RESTRICTIONS: Svelvikstrommen Channel, depth 10 metres, 
equipped with beacons and radar reflectors for safe navigation. 

During ice-breaker season, which may last from end-December, 
to middle-March, ice breaker is in radio contact with port and with 
ships needing assistance. 
MAX. SIZE: Max. draft for main harbour 26 ft. (7-92 metres), other- 
wise no restrictions. 
BERTHING: Main Harbour. 
Tangen Quays 


Tollbukaia length 100 m. Langbrygga length 260 m. 
Kranbrygga ,, 200,, Tjomekaia aay (655 
Myrakaia Tore 


Max. draught 26.2 ft./8 metres. 
Holmen Ost (Holmen East) 

Havnelagerkai, length 100 metres, max. draught 26-2 ft. (8 metres). 
Roll-on/roll-off quaylength 60 metres, max. draught 19.7 ft. (6 
metres). 

Roll-on/roll-off. Under construction. Max. draft 30 ft. (94 metres). 
For stern and bow ramp. 

Holmen Syd (Holmen South) 

Quay length 421 metres. Max. draught 29:5 ft: (9 metres). Within 
port area are several private quays mostly used by coastal shipping. 

Roll-on/roll-off. Max. draft. 22 ft. (7 metres). For stern and bow 
ramp. 

For tanker berths, see “Tankers”. 

HEALTH: International procedure followed to obtain pratique. In 
case of suspected diseases or fever inform Port Authorities, tel. 
831085. When arriving from a Norwegian port pratique automatic. 
RADIO: Tjome Radio, call sign “LGT" Farsund Radio, call sign 

G2". Oslo Radio, call sign “LGO". R/T 2182 kc/s. or VHF Channel 
16 can also be used. 

Port Authority maintains VHF radio-telephone watch between 
poe A hours, call sign “Drammenhavne Radio”. Not on 
TUGS: Under normal conditions not necessary except for large 
Yessels, but available on request. Normally ship's hawsers or lines 
wee for towing. Tugs ordered through Agent. 

ADAR/VHF: VHF Channel 16, 12 and 11 when communicating 
srepammen Port Authorities. No port radar service. 
ca VEDORES: Labour must be ordered latest 1530 hours day 
hs See arrival. Saturdays before 1230 hours. Working hours: Monday 
hd from 0700 to 1600 with breaks from 0900 to 0930 and 1300 

Saturday from 0700 to 1300 with break from 0900 to 0930. 
MEDICA. can be arranged through Agent. 
pes vob In case of emergency, notice regarding required 
re com treatment must be given as soon as possible. First class 

pital facilities available. No special inoculation or fever certifi- 


Cates necessa ex : Fi 4 
regulations, ry, except those according to international health 


TANKERS: 
Tronstad Berth 
Ooden quay 92 met 
Fresh water Sala res long, max. draught 32,81 ft. (10 metres). 


Pipeline co, oan sy darts 1 Ne ‘ 
then ahem Gas oil 8 in.; light fuel oils 9 in.; asphalt 8 in. 


tie? quay, max. draught 29-53 ft. (9 metres). Fresh water avail- 


NORWAY 


Pipeline connections : Gas oil 8 in.; light fuel oils 8 in.; paraffin 6 in. 
heavy fuel oil 4 in. 
B.P. Berth, Solumstrand 

9 metres wide quay at end of pier, max. draught 16-4 ft. (5 metres). 

Pipeline connections: Light gas oil 6 in.; petroleum 4 in.; white- 
spirit 3 in.; propane 2 in. 
Bakketomta Berth, Lierstranda 

Concrete quay, 23 metres long, max. draught 16 ft. (4-88 metres). 

Pipeline connections: Super petroleum 8 in.; petroleum 8 in.; 
light fuel oil 8 in.; gas oil-paraffin 6 in.; white spirit 4 in. 
Esso Berth, Solumstrand 

Concrete quay, 23 metres long, max. draught 16 ft. (4-88 metres). 

Pipeline connections: Light fuel oil 6 in. and 4 in.; gas oil 6 in.; 
Petroleum 6 in. and 4 in. 
DEPTHS: Chart depths vary only slightly owing tidal fluctuations. 
Exceptional conditions, such as snow melting in spring, heavy rain- 
fall and prevailing strong southerly or northerly winds will cause 
stronger currents and a variation in water levels. 
FRESH WATER: Delivery by hose available anywhere at any time. 
FUEL: Tronstad berth: gas oil 200 sec. Holmen S.: fuel 2000 sec., 
marine diesel 200 sec. Bakketomta Lierstrand: Bunkering by tank- 
lorry possible if necessary. Esso Solumstrand: gas oil visc. 1,2 at 20 
degrees cel.; diesel visc. 1,7 at 20 degrees cel. Lubricating greases 
and oils available. 
FIRE PRECAUTIONS: International danger signals and precau- 
tions practised. Wires for towing must be ready for immediate use. 
In case of fire on board or in vicinity, vessel must leave quay and 
harbour as soon as possible. 
DEVELOPMENTS: Increase of max. draught in main harbour to 
10 metres (32.8 ft.) 

Planning of new roll-on/roll-off berths being carried out. 

Latest developments in loading and discharging techniques under 
close observation. 
GANGWAY/DECK WATCHMEN: Watchmen recommended. 
OPENING/CLOSING HATCHES: If necessary hatches can be 
opened or closed by stevedores, but usually by crew. 
CERTIFICATES: Usual ship’s certificates according to inter- 
national regulations. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes/100 grams 
of tobacco allowed weekly. Wine or Spirits, 1 bottle wine or spirits 
usual weekly allowance. 
CARGO GEAR: International Safety Regulations followed. 
CRANES: Twelve electric cranes 3-10 tons, two mobile cranes 
10-50 tons, two electric cranes for discharging of coal, capacity 500 
tons per day each. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 

Belgium tel. 831485 Germany ,, 832480 
Denmark ,, 833650 Sweden ,, 838670 
Finland ,, 832985 


All other consulates situated in Oslo. 

REPAIRS: Shipyard facilities for all kinds of deck and engine 
repairs available. 

DRY DOCKS: Two floating docks, 20,000 and 3000 tons cap. Near- 
est dry docks in Horten and Oslo. Distance by sea respectively 
24 miles and 46 miles 

REPATRIATION: All facilities available. 

AIRPORT: Nearest airport Oslo Airport, Fornebu, situated 16 
miles by road from Drammen. Regular services to all parts of the 
world. 

TIME: GMT plus 1 hour. Permanent. 

HOLIDAYS: On Saturdays work stops at 1230, but if ships can be 
finished, loading and discharging is continued to 2230 hours. 

All Sundays; 1st January; Maundy Thursday; Good Friday; 
Easter Monday; 1st May; Ascension Day (17th May); Whit Monday; 
Christmas Day; 26th December. 

On Easter, Whit, Christmas, and New Year's Eve work stops at 
1400 hours. 

POLICE/AMBULANCE/FIRE: Fire-alarm accidents 832020; First- 
aid station 831585; Hospital 834585; Police 838170; Taxi 835060. 
TELEPHONES: Telephones can be connected if ordered. 
GENERAL: Notice will be given to local Agents regarding changes 
or new developments which can affect usual procedure in port. 
SERVICES: Ice-breaker assistance available during winter months. 
SHORE LEAVE: No restrictions on shore leave when all formalities 
in order. 

DELAYS: Delays may occur, when very heavy traffic cause short- 
age of labour. 

AUTHORITY: General Port Manager, Drammen Havnevesen, 
Hans Kizrsgt. 1a, 3000 Drammen, Norway. 


EGERSUND: 58.27 N. 06.00 E. 


DOCUMENTS: Health Certificate (forms obtainable from customs 
when entering harbour). Crew List, Dangerous Cargo List, Ship's 
Register. Vessels bound for Egersund must be provided with docu- 
ment signed by Master, setting out specification of cargo to be 
discharged Egersund, also quantities all provisions and stores on 
board. Document must include name, tonnage, port of registration, 
last port, next port, and number of crew and passengers on board. 
PILOTAGE: Pilot — if necessary — to be ordered latest 3 hours prior 
arrival pilot station. Order to be given to Pilot office — telephone 
91.328 or to ship's Agent, giving ETA, name of vessel, gross tons, 
where Pilot required, draft in feet, and discharging/loading place. 
Vessels entering Egersund liable to inward and outward pilotage 
dues, mileage money according distance piloted; and pilot dues, 
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whether services of Pilot used or not. Pilot station lying on Eigeroy - 
and Pilot available for Southern and Northern entrance, from pilot 
boat. Southern entrance mostly used, maximum draft 31 ft. In case of 
using Northern entrance, ship has to pass bridge between Eigeroy 
and the continent. Maximum height 23-5 m. Maximum draft 16 ft. 
ANCHORAGE: Any place in harbour available for anchorage. 
Especially used is Hoviandsviken — 36 ft. draft. 

MAX SIZE: Largest vessel which has entered Egersund — 25,000 
dwt. Max. draft 31 ft. In harbour there are 2,000 ft. of quayage with 
18-27 ft. alongside. 

RADIO: Rogaland Radio and Farsund Radio. 

TUGS: Not available in Egersund. 

STEVEDORES: Ordered by Agent - no ETA to stevedores neces- 
sary. Time for ordering gangs for next morning must be given 
by 1300 hours day before. 

ry) WATER: Can be delivered at most discharging/loading 
places. 

FUEL: Gas oil and Light Marine Diesel oil available. 

SAMS WSMIDECH WATCHMEN: Available - but not com- 
pulsory. 

OPENING/CLOSING HATCHES: Crew allowed open and close. 
CERTIFICATES: On first call Registered Tonnage Certificate 
necessary - thereafter not required unless gross/net tonnage 
changed. 

CUSTOM ALLOWANCE: (Dependent size - destination, etc.) 
each crew member is allowed 100 cigarettes, 20 cigars or 100 grams 
tobacco and one bottle spirits. 

CARGO GEAR: No additional requirements. One 150-ton crane, 
one 30 ton crane and some mobile cranes 5-15 tons available. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Denmark and Sweden. 

REPAIRS: All minor repairs possible. Service station for electronic 
aids. 

HOLIDAYS: Work can usually be arranged on all holidays. 
TELEPHONES: Police 91.600; Fire 91.500; Hospital 91.338/91.940; 
Ambulance 91.325. 


AGENTS: Messrs. Per Haland Jr. A/S, PO Box 115, 4371 Egersund, 
Norway. A.O. Tel. Per Haland Jr. 90.177; Per |. Leidland 92.783; 
Arne J Stapnes, 92.307. G.Ba 90217. Telex 33090. Telegraph “PER”. 
Tel. 91.700. 


FLORO: 61.31 N. 05.02 E. 


DOCUMENTS: 

2 Manifests. 

Crew List. 

Provisions List. 

Health Document. 

Passenger List. 

PILOTAGE: Nearest station Fedje (60’ 51’ N., 04’ 37’ E.). Distance 
to Flora harbour about 52 nautical miles. Pilotboat a white-painted 
cruiser-type marked ‘“‘LOS" on both sides of bow. 

Fixed watch on Fedje island covers both Holmengra and Hellesay. 

VHF Channels 8, 12 and 16 on M. wave. Listening first 10 minutes of 
every hour. ETA 24 hours before arrival. Telegram" Feielos”. If bad 
weather, Pilot to be picked up on Eastern side of Fedje island. 
ANCHORAGE: No anchorages close to pilot station. Flora har- 
bour: space of about 1 square kilometre, depths from 15 to 30 fathoms. 
RESTRICTIONS: Tide difference about 1-5 metres. Max. draft 
entering Flora harbour 36 ft. 
MAX. SIZE: Entering Flora harbour: No restrictions in main har- 
bour concerning length and breadth. Max. draft berthing: “Anker- 
Iakken Ship Yard" 13 to 25 ft. in a length of 100 metres. “Fugleskjzr- 
kaia” 16 to 18 ft. in a length of 150 metres. “Gunhildvagen” (herring- 
factory) 25 ft. in a length of 120 metres. 

NB. - “Gunhildvagen” lies outside main harbour, and has narrow 
entrance. Weather permitting, ships of 100 metres length and breadth 
20 metres can pass. 

STEVEDORES: ETA before 1600 for gangs required next morn- 
ing. 

MEDICAL: Hospital close to harbour, and available any time. 
TANKERS: Harbour is only used by small tankers, about 500 to 
1,000 reg. tons. 

FRESH WATER: Only available alongside berth. Delivery 6 tons 
per hour. 

FUEL: Ordinary fuel. Diesel and gas oil delivered by truck. Ships up 
to about 1,000 reg. tons receive oil-bunkers directly by berthing 
bunker station. 

DEVELOPMENTS: In connection with harbour-works “Fugle- 
skjzerkai"'’, to be built deep-sea pier (draft 30 ft.) length of about 105 
metres and an area of about 9,000 square metres. Completion, 
earliest 1975. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Mostly done by crew. 

CREW IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Most repairs possible. 

DRYDOCKS: None. 

AIRPORT: Harbour served by regular air transport (seaplanes 
twice a day). 

TIME: GMT plus 1 hour. 

HOLIDAYS: Cargo work can be arranged any time, holidays 
included. 

POLICE/AMBULANCE/FIRE: Police 2101; 
Fire 2600. 

TELEPHONES: Can be arranged on board alongside wharf. 


516 


Ambulance 2521 


SHORE LEAVE: Permitted. 

SERVICES: Servicing for all kinds of ships navigation iNStrun, 
can be arranged, except adjusting radio bearings. 
AUTHORITY: Harbourmaster's office tel. 2438, priv. 2602, 


AGENT: K. Jansen, Shipping Agent, Stevedore, Shiptyy 
Telephones: 2580-2303 A.O. 2222. Cable: Shipping. PO Box ¢ 


FREDRIKSTAD 59.12 N. 10.57 E. 


DOCUMENTS: 

Bill of Health. 

2 Crew Lists. 

2 Passenger Lists. 

2 Custom Lists for Crew Members and Passengers. 

Bill of Lading. 

3 Manifests for each port of discharge. 

PILOTAGE: Compulsory. Pilot boarding at Faerder Lighth 
59.2 N. 10.32 E. Agents report vessel's ETA to pilot station, 
vessel to give a couple of hours’ notice by R/T 2182; kc/s, or; 
Channel 16 to Faerder Pilot. Coast station Tjome Radio ig 
Farsund Radio LGZ can also be used. Harbour Pilot ang 
when necessary, will be arranged by Agents to meet at Belge: 
ANCHORAGES: Safe anchorage for larger vessels Belgent 
entrance. For smaller vessels anchorage to be pointed out by: 
or Harbour Master. 

RESTRICTIONS: Maximum draft, East entrance 36 ft, § 
entrance, 17 ft. Otherwise no restrictions. 

HEALTH: See “Documents”. 

If vessel carries Quarantine Flag for contagious diseases, , 
communication should be sent to Agent for instructions, othey 
no special regulations. 

RADIO: Communication to Agent through Tjame Radio Or Re 
land Radio. 

TUGS: Three tugs, 750 h.p. and 1,200 h.p. Stronger tugs cw 
ordered from Oslo if necessary. 

BERTHING: As instructed by Harbour Master through Ay 
depending on vessel's draft and size. 

STEVEDORES: To be arranged by Agent subject to requirem 
po ph hours notice important to obtain in good time acce 

Ordinary working hours 0700 to 1530; Saturday until 12305 

cargoes are usually discharged in shifts until Saturday 2200, 
extent stevedores available. 
MEDICAL: Master to advise by radio prior arrival if medical ate 
ance required on board. Hospital facilities available. 
TANKERS: Discharge pipe-lines usually 6 and 8 in. Nos 
(residues) discharge facilities. Tanker berths are at BP and Dew 
Lilleborg. 

Sulphuric Acid is loaded at Oera Quay. 
BERTHS (East River): 
Oera Quay: 

Southern part, max. draft 36 ft. 

Northern part, max. draft 33 ft. 
Denofa Lilleborg Quay: 

Max. draft 33 ft., 5 metres, off the quay. 
DENSITY: Brackish water, 2:7% salt water. 
FRESH WATER: From shore or by barge. 
FUEL: All grades available. For larger quantities, delivery array 
by barge. 
GANGWAY/DECK WATCHMEN: Obtainable. 
OPENING/CLOSING HATCHES: Crew members allows 
open and close hatches. 
SHIP’S CERTIFICATES: To be produced to Customs A® 
ities on arrival. 
CUSTOMS ALLOWANCES: Tobacco: Twenty cigaretié 
20 grs. tobacco per man, per day. Wines/ Spirits: One bottle of 
or wine for consumption on board per crew member. 
IDENTIFICATION CARDS: Not required, except at the qu 
Defona/Lilleborg, when Master, upon arrival, will receive a suf@ 
number of cards for filling-in for each crew member, to be s¥ 
when passing the gate. 
CONSULATES: Danish, French, Finnish, Dutch, Swedish. 
REPAIRS: All repairs possible. 
DRY/FLOATING DOCKS: 

Als Fredrikstad mek Verksted: Dry dock, 945 ft. length, i 
breadth, 25 ft. draft when docking. Floating dock, 900 tons, t8 
length, 52-6 ft. breadth, 14 ft. draft when docking. 

Sarpsborg mek Verksted: Floating dock, 3,000 tons, 380 ft. !e¥ 
55 ft. breadth, 18 ft. draft when docking. 

REPATRIATION: All facilities available. 

AIRPORT: Fornebo, Oslo, 110 km. from Fredrikstad. Free 
connection by train. 

TIME: GMT plus one hour. 

HOLIDAYS: New Year's Day (ist January); Maundy Thue 
Good Friday; Easter Monday; Labour Day (1st May); Ascensiot! 
(11th May); Constitution Day (17th May); Christmas Eve; Chris* 
Day; New Year's Eve. 

POLICE/AMBULANCE/FIRE: Police, tel. 17700; Doctor, tel. 
Hospital, tel. 11080; Ambulance, tel. 13000; Fire, tel. 12345. 
TELEPHONES: May be installed on board at the quay of Oe# 
SERVICES: Compass adjusting, laundry, ship chandler for det 
of provisions and bond stores. 

SHORE LEAVE: No restrictions. 

AGENT: K. Andersen & Co A/S, Tordenskioldsgt, 6/8, POB? 
Fredrikstad. Tel. 15940. Telegraphic address: Andersco. T 
16516. 


GLOMFJORD: 66.50 N. 13.19 E. 


CUMENTS: 

a on Lists. 
Customs List. 
Shipping Manifest. 
Health Statement. 


gill of Lading. 
Ship's Certificate of tonnage. } 
AGE: Pilot station, approach from South, is Aasveer, lati- 


rat 17’ N. longitude 12° 18’ E., VHF/radio telephone, frequency 


2182. . : F : 049 

n, approach from North, is Fleinveer, latitude 67° 13’ N., 

Pit as a2 f Order Pilot over Bodg Radio, tel. Bode 22115. 

ANCHORAGE: No berth for anchoring in Glomfjord but possible 
poee at Sandaabukten close to Glomfjord. 
WAX SIZE: Quay length 317 metres and depth 8 metres. 
HEALTH: Health certificate—only for first port in Norway. 
RADIO: Sandnessjgen or Bode Radio station. 
TUGS: None. , ' , ; 
BERTHING: No specific requirements relating to berthing. 
STEVEDORES: In accordance with Charter Party. 
MEDICAL: Medical aid in Glomfjord, and hospital in Bode. 
TIDE: Difference between high and low water about 3 metres. 
FRESH WATER: Alongside quay. 
FUEL: None. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES : Usual certificates. 
CUSTOMS ALLOWANCES: 200 gr. tobacco or 200 cigarettes 
per man, 21. spirit or 21. wine per man. L 
CARGO GEAR: Discharging by cranes on quay. Loading by con- 


f. 
IDENTIFICATION CARDS: Usual passport necessary. 
CONSULS/REPAIRS/REPATRIATION: None. 
AIRPORT: Airport in Bodo. 
TIME: GMT plus one hour. Permanent. 
HOLIDAYS: See “Drammen”. 
POLICE/AMBULANCE/FIRE: Police station 6147 Glomfjord. 
TELEPHONES: No arrangements for placing on board. 
REGULATIONS: No particular or unusual regulations. Control by 
passing gate between dock area and surrounding field. 
AUTHORITY: Glomfjord Salpeterfabriker, 8160 Glomfjord. Tel. 
6321, Telex 64061 Boda. 


HALDEN: 59.08 N. 11.25 E. 


DOCUMENTS: See ‘Bergen”’. 
PILOTAGE: Pilot boat at Faerder light station. Pilot boat at Herfal 
Losstation - Hvaler. Ordering usually over Radio Land Station. 
Tims Radio = LGT (also VHF). Signals according to ordinary 
international requirements. Exact area for pilot boat: Faerder light 
station (Store Faerder); Herfol pilot station; Hvasser pilot station. 
ANCHORAGE: At Faerder light station in Oslofiord —-Singlefiorden 
West side. ; 
RESTRICTIONS: No special restrictions but larger vessels have 
to take necessary care with passing Svinesund. The tide current 
altering according to high and low water time. 
MAX. SIZE: For the harbour inside Svinesund (Main harbour) 
length 560 ft., beam 70 ft., draft 25 ft. 
HEALTH: Pratique, ordinary. 
TUGS: If wanted; outside Sponviksskansen light with the entrance 
to Svinesund. Usual, ship's lines. 
RADIO: All radio services over Tjame@ Radio - Land Station (use 
the ordinary international frequency (600-705-800 metres). 
TANKERS: Maximum 20,000 dwt are received. 
FRESH WATER: Available; good quality. 
FUEL: Available. 
FIRE PRECAUTIONS: According to Harbour regulations. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Carried out by crew. 
IDENTIFICATION CARDS: Required. 
REPAIRS: Only small repairs carried out. 
DRY DOCKS: None. 
REPATRIATION: No facilities. 
AIRPORT: Nearest Tombo (Islo). 
TIME: 1 hour behind GMT. 
TeLCE AMBULANCE/FIRE: Fire 81212; Police 82250. 
§ EPHONES: None available for shipboard use. 

HORE LEAVE: Allowed. 
AUTHORITY: Tel. 83200-81208-82104. 


HAMMERFEST: 70.40 N. 23.40 E. 


PaSUMENTS : See “Bergen”. 

rin OTAGE: Entering from sea, a state Pilot is compulsory as one 

ret Pass through prohibited sea area. Pilot should be ordered 24 
Sin advance, and boards ship at Tarhalsen (situated at Eastern- 


MOst tip of Soroy island). Harbour Pilot boards outside harbour 
reakwaters, 


ANCHORAGE: 


lato ee Ba conating in harbour or as appointed by the state 


SIZE: Alongside quay passenger ships up to 26,000 grt, with 


d ~ 
aught maximum 30 ft. For anchorage no limitation. 


~  —_— 


NORWAY 


RADIO: Hammerfest Radio, equipped with VHF. 

TUGS: None available. 

MEDICAL: Hospital facilities available at Hammerfest. 

TANKERS: General regulations only. 

DENSITY: Salt water. 

FRESH WATER: Capacity 200 tons per hour at Harbour Board 

quay, no water barge. 

FUEL: All grades, except heavy fuel oil, available. 

CUSTOMS ALLOWANCES: See “Stavanger”. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: French, Danish, Finnish, Icelandic and Swedish Vice- 

Consuls. 

REPAIRS: Slipway for smaller ships, up to 200 ft. Only minor 

repairs and radar repairs available. 

DRY DOCKS: None. 

REPATRIATION: Daily connection by ship and air. 

ere Three hours by bus. Regular service several times a 
ay. 

AUTHORITY : Hammerfest Havnevesen, Postboks 123, Hammerfest. 


HARSTAD: 68.48 N. 16.39 E. 


PORT LIMITS: Inside a straight line from Trondenes Church to 
Stangnes Light. 
DOCUMENTS: 
2 Crew Lists. 
2 Passenger Lists. 
Derat Certificate. 
PILOTAGE: If entering via Andenes, 12 hours advance notice of 
ETA in order to arrange pilot. If entering via Lédingen, 2 hours notice, 
VHF Channel 16 both at Lédingen and on pilot-cutter at Andenes. 
ANCHORAGE: Inside harbour limits, fairly good anchorages 
available, Pilot will assist. 
RESTRICTIONS: No restrictions, only all foreign ships must have 
a coast-pilot on board in inland waters. 
MAX. SIZE: Any sizes can anchor in harbour. 
HEALTH: In case of suspected disease doctor has to be called by 
radio before entering. After calling at another Norwegian port and 
no disease, pratique is not necessary. 
RADIO: Routing of ETA cables to Agents at Harstad is best over 
Harstad Radio. VHF installed at Harbour Office. 
TUGS: Two small tugs available. 
MEDICAL: No advance notice required. Hospital facilities available. 
No medical information required if no suspected disease on board. 
SPECIALISED CARGO-HANDLING FACILITIES: Two coal 
bunkering stations; draft about 24 ft.; equipped with cranes running 
on rails. No other specialised docks. 
TANKERS: Two berths. Esso 33 ft. B.P. 24 ft. 
TIDE: Rise in tide about 6 ft. 
FRESH WATER: Available at most quays. 
FUEL: All grades available. In the winter 3-4 hours notice required. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: By crew. 
CERTIFICATES: Usual International certificates. 
CUSTOMS ALLOWANCE: Tobacco: 200 cigarettes or equal 
amount of tobacco. Wine and/or Spirits: Spirit half a bottle per 
erson. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Per Kind & Son - Iceland. O. Galschiédt — Finland, 
Kr. Holst - Denmark. 
REPAIRS: All types of repairs possible. 
DRY DOCKS: One dry dock 110 metres long, 17 metres wide. 
REPATRIATION: Facilities available. 
AIRPORT: From about July 1973, new airport in operation at 
Evenes, about one hour's drive from Harstad by road. 
TIME: GMT plus 1 hour. 
HOLIDAYS: Cargo work can be arranged on holidays, except 1st 
and 17th May, Easter Day and Christmas Day. 
POLICE/AMBULANCE/FIRE: Tel. 62010-62000-61122. 
TELEPHONES: Available, can be arranged by Agent or Dockyard. 
SERVICES: Harbour Office, Tel. 62880 62892. Compass adjusting. 
SHORE LEAVE: Allowed. 
AUTHORITY: Harstad Havnekontor, Postboks 193. Tel. 62880. 


HEROYA: 59.07 N. 09.38 E. 


DOCUMENTS: 

Clearance documents — forms obtainable from Custom officers on 

arrival. 

Derating Certificate. 

Bill of lading. 

Manifest. 

2 Crew Lists. 

Ship's Register. 
PILOTAGE: Ships Agent gives ETA pilot station 24 hours before 
arrival and direct to Pilots 2hours before arrival. Telegraphic address: 
Pilotstation, Langesund. VHF Channel 16 to be used when contact- 
ing Pilots. Pilot boards at Steingrunnen light buoy Langesund bay, 
58° 55’ N.; 09° 44’ E. Flag, sound and morse signal: G. Pilotage com- 
pulsory for all foreign vessels but dispensation can be obtained for 
smaller Scandinavian vessels. 
ANCHORAGES: All anchoring at Frierfjorden. 
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RESTRICTIONS: No restriction on night entry except for large 
vessels when Pilots prefer daylight. 
MAX. SIZE: Max. draft 32 ft. 6 in., max. length 600 ft. entering 
Kjorttingen between Langesund and Brevik. 
HEALTH: See “Documents". Norwegian Health Certificate re- 
quired on clearance inwards. 
RADIO: Cable Agents giving ETA, draft and cash required via 
Tjome Radio/LGT or Farsund Radio/LGZ. 
TUG: Tugs join at berthing place. Ship's lines used. 
BERTHING: No specific requirements relating to berth. 
CARGO-HANDLING FACILITIES: On the East side of the river, 
a berth of 800 ft. length, 20 to 21 ft. alongside. A new quay for vessels 
up to 10,000 tons, 26 to 27 ft. depth, specially for handling bulk 
cargoes. 

No berth equipped for handling roll-on/roll-off traffic, but berth 
available for liquid chemical and LPG carriers. 
BRIDGES: Brevik bridge max. height 45 metres. Porsgrunn bridge 
only when proceeding to Menstad, Borgestad, Waterloo and Skien, 
liftbridge with breadth of 30 metres. Sound signals for passing bridge 
inward, one long and two short. Outward signals, one long and one 


short. 

STEVEDORES: Ordered by Shippers/Receivers or Agents. 
MEDICAL: All medical assistance to be arranged via Agents. 
TANKERS: Discharge lines 4 in., 6 in., 8 in. 

DENSITY: Brackish 4-6 in. allowance. 

FRESH WATER: Obtainable various quays: 

FUEL: All grades available. 

FIRE PRECAUTIONS: Tankers discharging, smoking only by 
officers in saloon, crew in messroom. 

GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Crew normally open and close 
Otherwise according Charter Party. 

CERTIFICATES: Registered tonnage certificate; Deratting certifi- 
cate. Otherwise normal international certificates. 

CUSTOMS ALLOWANCES: 400 cigarettes for the Master and 
200 for each crew member. Wine and/or spirits, 4 bottles spirit for 
Master and half bottle for each crew member. 

CARGO GEAR: No additional requirements, but using vessel's 
rain tents. 

IDENTIFICATION CARDS: Only necessary at quays belonging 
to Norsk Hydro. Special identification cards will be delivered to 
Master on arrival. 

CONSULS: Belgium 20083 (Skien), Denmark 50069, Germany 25093 
(Skien), Holland 22 742 (Skien), Finland 52620. 

REPAIRS: Repairs possible. 

DRY DOCK: Draft 14 ft., length 155 metres, breadth 20 metres, also 
4 smaller docks. 

REPATRIATION: Facilities exist for effecting crew changes and 
repatriation. 

TIME: GMT plus one hour. Permanent. 

HOLIDAYS: New Year's Day, Maundy Day, Good Friday, Easter 
Eve (half day), Easter Monday, Christmas Eve (half day), Christmas 
Day, 26th December, New Year's Eve (half day). 
POLICE/AMBULANCE/FIRE: Police 51040; Ambulance 51070; 
Fire 51522. Other numbers: Pilot station 73135; Tug station 50844; 
Norsk Hydro Central 51120; Porsgrunn Bridge 52492; Custom House 
54540; Taxi 54112; Harbour office: 52308. 


AGENT: Messrs. Nils P. Héyer & Son A/S, Storgaten 107, PO Box 
204, 3901 Porsgrunn, Norway. Office tel. 54088. Telex 18010. Telegr. 
address “Hoyership". After office numbers: 24424 (Skien). 20625 
(Skien). 53546. 


HORTEN (on West Side Oslo Fjord): 59.24 N. 10.28 E. 


DOCUMENTS: Health Certificate, Provision List, etc., all forms 

obtainable from Custom Officer boarding on arrival. Ship's Inter- 

national Register and 2 copies of Manifest (with or without freight). 

PILOTAGE: Compulsory for foreign ships over 50 grt. Pilot 

station at Hvasser (Sandgsund) outer Oslofjord, tel. Hvasser 178 

via Tjame Radio, VHF Channel 16 and RT 2182 kc/s. Cutter or motor- 

cruiser at Feeder lighthouse bearing 3 miles North-N.E. White hulls 

with word LOS in black letters. Pilot usually ordered through Agent. 

Inner Harbour, Horten, compulsory Harbour Pilot ordered through 

Agent. 

ANCHORAGE: Langgrunn outside Horten. Up to any size vessel. 

RESTRICTIONS: No restrictions night entry, but inner harbour 

at Horten only entered with Harbour Pilot on board. 

MAX. SIZE: Tankers up to max. length 900 ft. (anchored moorings 

outside jetty). Deep-water Wharf, length of Quay N.E. side 530 ft. 

Draft 28 ft. 

HEALTH: See “Documents”. Advise Agent if suspect any disease 

or fever. 

RADIO: Cable Agent giving ETA via Tjemeradio. Local Harbour 

Master's Office can be contacted by VHF Channels 14 or 16. Hortens 

Brygge's “Pilotboat" when in service VHF Channel 16. 

Hbbaink Tugs if required use ship's line. Tugs ordered through 
gent. 

BERTHING: Max. draft alongside quay 28 ft. 

STEVEDORES: Ordered by Agents. 

MEDICAL: No special notice required, but preferred if urgent. 

Local hospital—Horten Sykehus tel. 43191. 

TANKERS: Tank Cleaning Installation for slop discharge. Draft 

23/40 ft. at oil jetty. 

DENSITY: About 1022. 

FRESH WATER: Available at most berths and from lighter. 


540 


FUEL: All grades. Direct from Installation and also by lighter 
large quantities, give earliest possible notice. ol 
FIRE PRECAUTIONS: Usual restrictions and No Smoking in 
Cleaning Installation gate. al 
DEVELOPMENTS: Committee at present working with Plans fy 
building more berths for ferries and traffic. 

GANGWAY DECK WATCHMEN: Available, not compuls 
OPENING/CLOSING HATCHES: Usually opened/clogey 
vessel's crew. b 
CERTIFICATES: Ship's International Register and usual cert, 
cates. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes 9, % 
grammes tobacco 200 leaves cigarette paper for persons Over {i 
years only. Wine and/or Spirit, Spirit of max. 60% 1 bottle (2 litre) ang 
1 litre wine (1¢ bottle) - 2 litres of wine if no spirits and 2 litres Of baw 
(for persons over 21 years only). 

CARGO GEAR: No additional requirements except when tty 
heavy lifts. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Only Finnish Consul in Horten tel. 42189, but mog 
important consulates in Tansberg — 18 kilometre distant. Bris 
Vice-Consul, Tansberg tel. 11605, Dutch Vice-Consulate 13224 
REPAIRS: Any kind can be carried out. 

DRY DOCKS: Dry docks for vessels up to about 60,000 dwt ¢ 
A/S Horten Verft. 

REPATRIATION: Crew changes, etc., can be arranged. 
AIRPORT: Nearest international Airport is Oslo Airport (Fornety 
but charter flights may be arranged to and from Sandefjord Airpoy. 
any size of plane, and small aircraft at Jarlsberg Airfield. Distany 
to Sandefjord about 30 kilometre, to Jarisberg about 18 kilometr. 
TIME: GMT plus 1 hour. No alterations during year. 
HOLIDAYS: New Year's day; Thursday before Good Frids 
Good Friday; Easter Monday; 1st May; 7th May (Ascension Day 
17th May; Whit Monday; Christmas Day; 26th December. 24th De. 
ember is half holiday - work stops at noon or 1300. 
POLICE/AMBULANCE/FIRE: Horten for immediate help phoy 
000 covering Police, Ambulance and Fire. 

TELEPHONES: Can be placed on board at Deepwater Whari, 
Cleaning Installation and the Dockyard (A/S Horten Verft) at con 
paratively cheap rates. 

GENERAL: A/S Horten Verft are licensed Sulzer builders. |mpw. 
tant Electronic Industry. 

SERVICES: Tank cleaning and facilities for discharge of tan 
washings. Adjusting of all kinds of ship's instruments. 
SHORE LEAVE: Crew members are allowed on shore. 
REGULATIONS: Compulsory harbour Pilot when calling at Inw 
Harbour and yard (A/S Horten Verft.) 

AUTHORITY: Harbour Master. Tel. 41021. 


AGENT: Hortens Brygge A/S, PO Box 156, 3191 Horten, Telegraph 
Address: “Bryggen". Tel. 41100, 41745 and 42078. Telex 16545, Ate 
Office Hours: Berntsen 43917, Kristensen 43719, Hansen 4%!) 
Abrahamsen 43317. 

Agents, Chartering, Tramp, and Liner, Insurance Agents, Stee 
dores, Travel, and Forwarding Agents. ‘'Pilot-boat"’ and lorries. 


HOY ANGER: 61.10 N. 06.04 E. 


Heyanger — Aluminium Works - located North of Bergen in ou® 
part of Sognefiord. 61° 10’ 18” N. 6° 04’ 07” E. 

DOCUMENTS: See “Bergen”. 

PILOTAGE: Compulsory. Belonging to Bergen Customs distr’ 
and unless otherwise arranged beforehand vessels from abr! 
must call Bergen for inward clearance. 

EENGTH OF QUAY: 360 ft. Depth alongside: 27 ft. Cranes. it 
ree. 


AGENT: Joachim Grieg & Co., Bergen. Telegraphic address 
‘Expeditor'’. Telex. 42700. Tel. 18140. 


HUSNES: 59.52 N. 05.46 E. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists. 

2 Bills of Lading. 

2 Manifests. 
PILOTAGE: No pilotage in port. Sea Pilots in stations at Shudt 
nes, Kvitsoy (or Kopervik) and Utsira. 
ANCHORAGE: 59° 53’ N. 05° 45’ E. in 20 metres. 
MAX. SIZE: Limited to depth of water at quay. 
HEALTH: Custom authorities to be advised on entrance. 
RADIO: Best radio stations: Rogaland Radio. ETA to Recell®’ 
cable address: “Seral" Uskedal. 
TUGS: Normally not necessary. If wanted, can be ordered fe" 
Bergen or Haugesund. ‘ 
LENGTH OF QUAY: 240 metres. Depth alongside: Sout? ” 
metres, North 17 metres. 2 cranes, on quay, each 8 tons. 
MAX. SIZE: Limited to 50/60,000 tons. : 

Aluminium usually discharged from bulk vessels wit 
loader. Output usually 300/400 tons per hour, 
STEVEDORES: Normal working time: Monday-Friday 0600-2 
Sunday 0600-1400. cat 
MEDICAL: Hospital at Stord (about one hour by ferry and 
TANKERS: Discharging line 9 in. ha 
FRESH WATER: Available, direct from quay to ship. No¢ 
FUEL: None available. 
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yGWAY/DECK WATCHMEN: Crew. 
A NING/CLOSING HATCHES: To be carried out by crew. 
R60 GEAR: Per Norwegian safety regulations for loading and 


eNTIFICATION CARDS: Crew need cards signed by Master. 
LS: None. 
cONsRS Only small workshops. 
pry DOCKS: None. % bs m. 
ATRIATION: No facilities for obtaining new crew (Hauge- 
en). 
wt ORT: Bergen-Flesiand. 2-24 hours from Husnes to Bergen 
w nydrotoll, and 3 hour by plane. 
police AMBULANCE/FIRE: Alarm telephone number 121 or 65. 
PHONES: Agent has one telephone, which can be placed on 
soard. (No. Uskedal 5436.) 
gERVICES: No services at quay. Tank cleaning at Bergen, com- 
sass adjusting at Haugesund. él 
ORE LEAVE: Permitted. Crew required proceed direct from 
quay to gate of plant. : % 
AUTHORITY: Shippers/Receivers : Ser-Norge Aluminium a/s, 
yg) Husnes, Norway. Tel. Uskedal 5120. Telex 42420 ‘Soral”. 


AGENTS: Hagbart Thorsen, Tel. Uskedal 5247 (office); Uskedal 
6 (private). Telex 42516. 


KIRKENES in Bokfjord : 69.36 N. 30.03 E. 


DOCUMENTS: 

3 Crew Lists. 

Bill of Health. 

Bill of Lading. 

Ship's Certificates. 
PILOTAGE: Pilot to be notified 4 hours in advance, boards vessel 
st Oksebaasen, and to be contacted over Channel 16 VHF. Pilot 
vessel carries white flag ‘‘H"’. 
ANCHORAGE: As directed by Pilot. 
WAX. SIZE: Oil carriers 20,000 d.w., draft 24 ft. 6 in. Iron ore carriers 
150,000 d.w. draft 54 ft. 
HEALTH: If any contagious sickness quarantine to be informed by 


radio, 

RADIO: Vardo Radio. 

TUGS: Available 1300 h.p. Join vessel within harbour basin. Tugs' 
ines to be used. 

BERTHING: Vessel to employ harbour Pilot. 

MEDICAL: Agents to receive advance notice of required medical 
utention. Hospital facilities available. 

TANKERS: Diameter of load/discharge lines 8 inches. Max. 
draft 24 ft. 6 in. 

DENSITY: Specific weight of water at 17-5 centigrades = 1-02622 - 
{011 (varies very much with time of year). 

FRESH WATER: Available, delivered through pipes from quay. 
FUEL: None. 

WATCHMEN: Not necessary. 

HATCHES: Opening/closing hatches must be carried out by crew. 
CUSTOMS ALLOWANCES: (Tobacco), 100 cigarettes or 100 
yam tobacco for each crew member. (Wines/Spirits), 1 opened 
_ of hard liquor, 1 opened bottle of wine, Reasonable amount 
of beer, 

CARGO GEAR: No shore gear available. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Sweden, Finland, West Germany. 

REPAIRS: No repairs possible. 

DRY DOCKS: None. 

REPATRIATION: Facilities exist for crew changing, but normally 
‘0 crew available, Arranging repatriation possible. 

AIRPORT: Distance to airport 10 kilometres. Airport served by 
eguiar airlines, 2 flights per day. 

TIME: GMT plus 1. Permanent. 

HOLIDAYS: 1st May, 17th May. Work carried out if permission 
gven by the authorities. 

EMERGENCIES: Fire alarm 91942; Ambulance 91701; Police 91151. 
TELEPHONES: Ship's telephone connections available. 
SERVICES : Compass adjusting. 

SHORE LEAVE: Crew members allowed ashore. 

AUTHORITY: Aktieselskabet Sydvaranger, 9900 Kirkenes. Tel. 
40 during office hours (0730-1500). Telex 64108. 


KRAGERO: 58,52 N. 09.25 E. 


SOCUMENTS: 
Ship's Register. 
Passenger List. 
Crew List, 
, | Ust of Articles - radios cigarettes, tobacco, spirits, etc. 
"inspection, articles or quantities not in conformity or in excess, 
a responsible, articles removed and heavy fine imposed. 
i Has to be ordered by Agent on given ETA. The Pilot boat 
‘4 © at the light buoy one hour ahead of time given. Listening on 
NC 2182 kc/s or VHF Channel 16. Calling “Pilotboat Kragero”. 
de HORAGE: Almost anywhere in the Fjord, watch out for sign 
Sanipes and telephone cables. 
TRICTIONS: Weather permitting draft up to 26 feet. 
10: Tjamo Radio station or Farsund Radio Station. 
i : Only small tugs in harbour, tugs available from nearby 
Order to be given 24 hours in advance. 


NORWAY 


STEVEDORES: To be ordered by Agent. Notice to be given before 
1530 for next morning, or 3 hours before work to start. 
MEDICAL: Doctor and hospital facilities available. 

FRESH WATER: Available at centre quay. 

FUEL: May be available with trucks ordered from nearby town. 
OPENING/CLOSING HATCHES: To be carried out by crew. 
CUSTOMS ALLOWANCES: 100 cigarettes or 50 cigars. One 
bottle wine or spirits per man. 

CONSULS: France Tel: 81555. Denmark Tel: 81055. Netherlands 
Tel: 81020. 

REPAIRS: Small repairs may be available. 

DRY DOCKS: For ships up to 350 dwt. 

AIRPORT: Kristiansand 170 Km. away. Oslo 200 Km. 
HOLIDAYS: Work can be arranged on most Holidays, except 
New Year's Day, Easter Day, 1st and 17th May and Christmas Day. 
TELEPHONES: Police, 81401. Ambulance, 81436. Fire and First 
Aid 81200. On most berths telephones are available. 

SHORE LEAVE: No restrictions. 


AGENT: N. P. Olsen & Son, owner Burton Lyng Olsen, Dampski- 
bskaien nr. 40. Telephone 81020 (3 lines) Telegram address 
“Expedtionen". 18066 Olsen N - Telex. 


KRISTIANSAND S.: 58.09 N. 08.00 E. 


DOCUMENTS: 

3 Cargo Manifests for Customs 

Tobacco/Spirits List 

Bill of Health (if arriving from outside Scandinavia) 

Passenger List for Immigration 

No Crew List required 
PILOTAGE: Oksay Pilot Station. Compulsory pilotage for non- 
Norwegian ships, 2 hours notice minimum, contact on ordinary 
shipping channel, or VHF call channel 16, pilot boat marked "LOS" 
on each bow, international light or sound signals, pilot boarding 
between Oksgy and Grenningen Lighthouse, no special anchorage 
for vessel awaiting a pilot, but pilots available around clock. 
ANCHORAGE: Several good and safe anchorages in inner and 
outer harbour for vessels of any size. 
MAX. SIZE: Any size in harbour. Max. 25,000 dwt. at quay. 
RADIO: Kristiansand Radio. Call sign LGR. Farsund Radio LGZ. 
RADAR/VHF: Both at Oksey Pilot Station. 
TUGS: Lekterkompaniet. Signal: L, Tel. 21195. 3 tug-boats 700-180- 
180 h.p. A/S Serslep. Tel. 22590. Night: 29521. 2 Tugs 725-325 h.p. 
1 mooring boat. 
STEVEDORES: ETA to Agent who arranges stevedoring. 
MEDICAL: Hospital in Kristiansand. Doctor available around clock. 
TANKERS: B.P. Bunker Station. one Berth depth 33 ft. Shell Bunker 
Station Odderay, one Berth depth 31 ft. 
FRESH WATER: Available from quays. No water barges. 
FUEL: All grades up to 2000 sec. available at short notice. 
DEVELOPMENTS: New roll on/roll off berth just finished, and 
another planned with areas for storing containers/flats etc. 
GANGWAY/DECK WATCHMEN: Available if required. 
OPENING/CLOSING HATCHES: Normally carried out by crew, 
but can be done by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes or equivalent tobacco 
or each member crew per 10 days and 1 bottle spirits. 
CONSULS: 


Sweden Tel. 26160 France Tel. 26210 
Denmark », 23097 Netherlands ,, 26990 
Finland » 29596 Greece » 24446 
Great Britain ,, 24452 Iceland » 21068 
Germany » 22455 Portugal », 29616 
Spain », 21040 


REPAIRS: All types of deck and engine repairs possible. 

DRY DOCKS: Largest dry dock; length 689 ft. width, 100 ft. width 
at entrance, 95-9 ft. Depth 25 ft. for vessels up to 13,000 dwt. 
REPATRIATION: Can be arranged. 

AIRPORT: Situated 17 km. from harbour, served by regular air 
lines. 

TIME: GMT plus 1 hour, permanent. 

TELEPHONE: Police, 29500; Ambulance, 26200; Fire, 21010. 
Possible to place telephone on board at some quays. 
AUTHORITY : Board of Harbour Commissioners. 


AGENT: Kristiansand Shipping and Terminal Service A/S and Co. 
Box 251, 4601 Kristiansand. Tel. 26160 (10 lines). Telex: 16563 KST. 
Cables: ‘Terminal Kristiansand". 


KRISTIANSUND N.: 63.07 N. 07.43 E. 


DOCUMENTS: 

1 Crew List. 

1 Passenger List. 

1 Customs Document. 

1 Health Document. 

1 Ship's Papers. 

1 Stores List. 

3 copies Manifest. 

3 copies Bill of Lading. 
PILOTAGE: From open sea. Pilot is taken on board at Grip Light- 
house. Watch 24 hours a day. Vessels approaching from the sea and 
desiring a Pilot should order the Pilot at 24 hours notice as far as 
possible. 


519 


» 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


RADIO: From ship at sea via Kristiansund Radio (LFK) or Alesund 
Radio (LGA) direct to the Sea Pilot. Watch calling frequency 2182 
or by VHF radio-telephone, calling Channel 16. Harbour Office is 
manned day and night, telephone 71483. 

ANCHORAGE: Several good and safe anchorages in inner and 
outer harbour for vessels of any size. 

MAX. SIZE: Max. depth alongside quay 40 ft., length of all quays 
about 900 metres. 

TUGS: None, but small motor vessels assist when required. 
BERTHING: 
Storkaia, 

Holmakaia, ,, 100 te * 

i ad 50 id vl 24 ,, (South side). 

BRIDGES: Sorsund Bridge 140 m. wide, 38 m. high. Nordsund 
Bridge 50 m. wide, 28 m. high. 
STEVEDORES: Obtained by Agents provided ETA given 12 hours 
before arrival. 
FRESH WATER: Delivered from quay or from Water boat. 
FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: Available but not necessary. 
HATCHES: Opening/closing hatches — this work will normally be 
carried out by crew, but can be done by stevedores. 
CUSTOMS ALLOWANCES: For each man — 200 cigarettes, 1 
bottle of spirits for ten days. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Following countries are represented at Kristiansund N.: 


length 330 metres, depth 19-40 ft. 
34 ,, (East side). 


Finland Italy Spain 
France Netherlands Sweden 
Germany (FDR) Portugal Uruguay 


Great Britain 
REPAIRS: All kinds of repairs may be effected, deck and engine. 
Patent-slips for vessels up to 250 ft. long, crane-lift up to 40 tons. 
ice-free harbour. 
REPATRIATION: All facilities available. 
AIRPORT: Kristiansund Airport, Kvernberget. Passenger flights 
three times a day to Oslo. Two flights a day to Trondheim and Ber- 
gen. Situated about 4 miles from centre of Kristiansund N. (about 
15 minutes by car). 
TIME: GMT plus 1 hour. 
HOLIDAYS: 1st May and 17th May. 
POLICE/FIRE/AMBULANCE: Police, tel. 75000; Ambulance, tel. 
72011; Fire, tel. 71000. 
TELEPHONES: May be installed during the ship's stay at the quay. 
SERVICES: Laundry, ship-chandlers for delivery of provisions and 
bonded stores, and servicing for all kinds of ship's navigation 
instruments can be arranged. 
SHORE LEAVE: Allowed. 
AUTHORITY: Harbour Master, Kristiansund N. Havnevesen. Tel. 
74333, Kristiansund N., Norway. 


LARVIK: 59.03 N. 10.02 E. (See Plan) 


PORT LIMITS: The official port limits for the port of Larvik is 
a line from Stensnes in East to Radbergodden in West. Notices of 
Readiness for loading or discharging, however, will be accepted 
when the vessel is anchored in any of the anchorages in inner 
Larvik Fjord. 
DOCUMENTS: 
Maritime Declaration of Health. 
Tolliste i.e. tobacco & curio list for total number of crew. 
1 “Varefortegnelse med proviantliste”, i.e. cargo & provisions list, 
(2 copies required for bulk cargoes). 
“General-varefortegnelse”, i.e. list of general cargo - 3 copies 
required. 
3 Ship's Manifest. 
3 Bills of Lading. 
Custom Off. will accept tobacco & curio lists, also provision lists 
filled in on foreign forms, if all goods correctly stated. 
PILOTAGE: Telegraphic address: Losstasjonen, Stavern. Pilot 
cutter can also be reached by VHF Channel 16. If possible 4 hours 
advance notice requested, minimum 2 hours required for pilot vessel 
to be on station. Pilot listening on 2182 kc. every hour from full 
hour to 10 min. past. Description of pilot boat: white painted, teak 
wheelhouse, 2 masts, “Los” on both sides of bow. Light and sound 
signals: international signal ‘“G" with flag, sound or light. Exact 
area where pilot vessel situated when on station: ‘‘Rakke"” sound 
and light buoy, 5 cables off. In poor weather pilot will board vessels 
off ‘‘Ramsholmflu” light and beli buoy. If Pilots not available, pilot 
vessel will conduct vessels to safe anchorage. 
ANCHORAGE: Safe anchorages at end of fjord, West side. Mas- 
ters should consult Pilots and/or charts before anchoring. Ample 
water and good holding ground for all sizes of vessels. 
MAX. SIZE: Largest vessel berthed at Larvik Canal Quay, LOA 
644 ft. 8 in., breadth 83 ft. 3 in., max. draught 32 ft. 6 in. 
HEALTH: Advise Agents of any suspected disease or fever on 
board by radio or telephone before entering. Vessel will then anchor 
in anchorage and be boarded by state doctor. When vessel is healthy, 
Custom Officer will grant pratique. 
RADIO: Tjomee Radio LGT, Rogaland Radio LGQ. 
TUGS: No tugs at Larvik. Tugs to be ordered via ship's Agents 
from Fredrikstad or Porsgrunn. If tugs required Agents should be 
given 12 to 24 hours notice. Tugs join vessel in fjord off harbour 
breakwater. Extra charges for use of tug's lines. 
BERTHING: 
Revquay West (Vestre Revkai) : Length 118 m. Depth alongside 9 m. 
Newest quay for general and miscellaneous cargo. New warehouse, 
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measuring 1600 sq. m. Asphalted area outside measuring } 
sq. m. Railway track Om 

Adjacent to this quay is the roll-on/roll-off berth. Maximum | 
vessels 120 m. Depth alongside 8 m. bi) 

Kanalquay (Kanalkaia) : Kanalquay North—length 335 m. Depth 1g 
Kanalquay West—length 120 m. Depth 6 m. Kanalquay Sout, 
length 90 m. Depth 5 m. 

Facilities available at Kanalquay and Revquay West: 

Railway tracks, 3 portable electric cranes, capacity 6-15 ton 

mobile cranes, capacity 14-30 tons. 3 forklift trucks, capaci 
-3 tons. Portable pneumatic grain discharging plant, capa 
57,000 tons. Warehouses measuring 4,000 sq. m. 

Outdoor storage area: 20,000 sq. m. 

East Pier (Ostre Brygge) : Length 130 m. Depth 8 m. New Ferry 
with roll-on/roll-off facilities. Car park for 560 cars Or S2lorries/traie, 
a18 m. 

West Pier (Vestre Brygge): Depth—east side 6 m. West Side 7» 

Ferry quay with roll-on/roll-off facilities on both sides, Coe 
parking. Passenger terminal. Customs. 

Private Wharves : Treschow-Fritz@e Pulp Quays—West side: 

50 m. Depth alongside 5 m. East side: Length 90 m. Depth alongsig 
63 m. 

Norsk Soyamelfabrikks kai (Soy Meal Factory Quay). Shipping ¢ 
Soy Meal. Length 50 m. Depth 3-11 m. , 

STEVEDORES: Gangs to be ordered before 1600 and cranes bei, 
1500 for following day. During office hours 2 hours notice requir 
MEDICAL: No advance notice required, unless in urgent 
cases and when ambulance needed. No particular inoculation 
required. 

TANKERS: For larger oil-tankers for asphalt works, 8 in. conn, 
tions required; for coasting vessels, 6 in. connections used, Fugy 
and diesel oil shipped in coastal vessels require 6 in. connection 
kerosene, white spirit and gasoline, 4 in. connections. No slop tany 
Two berths for tankers, one for larger vessels and one for coasts; 
Max. draft in both berths 32 ft. 6 in. 

DENSITY: Salt water, slightly brackish at times caused by Som 
& South-east winds. Average density in port 1,20 approx. 
FRESH WATER: Delivered by hose from wharf. 

FUEL: Fuel oil, gas oil, diesel oil, delivery rate by tank lorry 20t 
hour. 

FIRE PRECAUTIONS: Any vessel discharging benzine must hy 
city fireguard on watch. 30 m. clearance required to next vess 
Ships loading explosives require city fireguard on watch on boat 
DEVELOPMENTS: A new ferry berth for the new ferry ordered: 
Le Havre for A/S Larvik Fredrikshavnferjen will be ready fort 
spring 1973, at the West side of the pier. 

An area of about 10,000 sq. metres must be filled out, East oft 
pier, to give sufficient upstalling ground for vehicles to and fromts 
ferry. 

GANGWAY/DECK WATCHMEN: Not compulsory, but recos 
mended for larger oversea vessels. 

OPENING/CLOSING HATCHES: Usually done by ship's cw 
CERTIFICATES: Vessels must have all usual International Cet 
ficates, no special certificates required. 

CUSTOMS ALLOWANCES: Every crew member allowed’ 
bottle wine or spirits, and 200 cigarettes out of bond for use in pvt 
This allowance is for 10 days. After this period new tobacco alle 
ance is granted, but no new spirit issue. 

CARGO GEAR: No additional requirements. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Danish, tel. 84040, French Vice-Consulate tel. 82 
Swedish and Dutch Vice-Consulates tel. 82 090, Finnish Vice-Cx 
sulate tel. 81 000. 

REPAIRS: Minor deck and engine repairs only. 
REPATRIATION: Facilities for effecting crew changes and nec 
sary repatriation by railway, continental ferry and by air. 
AIRPORT: Distances from airport: Skien, regular service to 0# 
40 km. Torp, charter planes, 35 km. Fornebu, 130 km., world-wé 
service. Private airport open for small aircraft at Larvik. 

TIME: Local time, GMT plus one hour. Permanent. 
HOLIDAYS: New Years Day; Ash Thursday, Good Friday; Eas# 
Monday; May 1st & 17th; Ascension Day; Whit Monday; Christr® 
Day; Boxing Day. 
POLICE/AMBULANCE/FIRE: Tel. Police 82204, Ambulat 
81234, Fire 81288. 

TELEPHONES: Arrangements exist for placing telephones ® 
board, Charges 40 kr. for one week's hire, plus cost of phone 
AUTHORITY : Captain of the Port, Havnefogden, Larvik Kommu* 


LILLESAND: 58.15 N. 08.23 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Cargo List. 

Manifest. 

Passenger List. 

Bill of Measurement. 

Derat Certificate. 

PILOTAGE: Ships arriving from South and West cable: 0 
pilot station, VHF Channel 16. Pilot to be taken on board at 
pilot station or if bad weather, inside Okse, 

Ships arriving from East cable: Merdg pilot station, VHF Chan 
16. Pilot to be taken on board at Torungen, or if bad weather, ins# 
Merdg. Pilot boat is 45 ft. long and marked “Los”. 
ANCHORAGE: Tingsakerfjorden — depth 40 metres. 


: See “Berthing”. 
i SEE Agent giving ETA via Farsund or Tjame Radio. 
tA » Normally join at Kristiansand. Tugs lines to be used. 
Hee NG: The Kokkenesquay — Kokkeneskaia. Length 80 metres 
hi water at both ends. Depth 10 metres. There is one crane 
a lifting maximum capacity of 30 tons. Petroleum-coke and 
discharged by crane and grab about 60 tons per hour. 
The Langquay ~ Langbrygga. Length 70 metres with free water 
se deepest end, depth 10 metres reducing at inner to 2 metres. 
The Fosbaekquay — Fosbaekkaia. Messrs. H. Bj@rum — Norfloat 
4S quay. Length 50 metres with free water at both ends, depth 


i EVEDORES: Gangs to be ordered before 1600 for the following 
ig day before holidays 1320. During office hours 3 hours’ notice 
eg WATER: Delivery by hose from quay. 

FUEL: None available. 

gANGWAY/DECK WATCHMEN: Available, a 
spENING CLOSING HATCHES: May be performed by ship's 
sisTOMS ALLOWANCE: 200 cigarettes or 250 gram of tobacco, 
liye of spirits and 1 litre of wine. ; 

iDENTIFICATION CARDS: Not required. 

CONSULS: Denmark telephone 262. ; 
sgPAIRS: Some small repairs possible and electrical repairs. 

prY DOCKS: None. | ; 

AIRPORT : About 30 kilometres to airport. , 
HOLIDAYS: New Year's Evening no work after 1230; New Year's 
Day no work; Maunday Thursday, Good Friday no work; Easter 
fening no work after 1230; Easter Sunday no work; Easter Monday, 
ay istand 17th no work; Ascension Day no work; Whitsun Evening 
so work after 1230; Whit Sunday 1st no work; Whit Sunday 2nd, 
Christmas Eve no work after 1230; Christmas Day no work, and 
December 26th no work. 

POLICE AMBULANCE/FIRE: Police 170; Ambulance 18; Fire 
jigade call the switchboard. 


AGENT: Hansen & Narvesen, Lillesand, Norway. Liner and Travel 
Agents, stevedoring. Tel. 11 and 411. Cables: “Expeditionen”. 
Telex 18981. 


WAALOY : 61.55 N. 05.07 E. (See Plan) 


DOCUMENTS: 
2 Crew Lists. 
2 Passenger Lists. 
{Health List. 
$Manifests. 
1 Bill of Lading. 
Goods Lists including Stores, 3 if general cargo and 1 if goods or 
oil in bulk. 
PILOTAGE: Harbour Pilot available, ordered from Harbour Office, 
#, 51278. No coastal pilots in harbour. Costal pilots ordered from 
degen through Maaloy Skipsekspedisjon, tel. 51303, and must be 
fequested at least 24 hours before arrival. 
ANCHORAGE: Good holding ground in about 17 fathoms of water 
M metres off-shore from middle of harbour. 
WAX. SIZE: Entrance from South through main channel 33 ft. and 
mitrance from North about 60 ft. The main quay 420 ft. long and from 
sto 36 ft. deep alongside. No cranes available at the dock. 
RADIO: No radio or VHF stations. Nearest radio station, Aalesund 
fadio and Floro Radio. 
TUGS: No tugs operate in Harbour. 
CARGO HANDLING: Special berth equipped with a roll-on/roll-off 
berth memection with quay 225 ft. long, from 18 to 36 ft. depth 
dongside, 
STEVEDORES : From Maaloy Skipsekspedisjon. 
MEDICAL: Nearest hospital Nordfijordeid Sykehus, 1 hour by car. 
FRESH WATER: Available at main quay and delivered from a 
‘esh-water line at quay. 
PVEL: Bunkers available from Esso, Shell, B.P. and Mobil Oil. Three 
wnker barges available. 
SANGWAY/DECK WATCHMEN: Available in the harbour. 
oPENING/CLOSING HATCHES: Done by crew. 
CUSTOMS ALLOWANCE: Tobacco: Wine/Spirits: 200 cigarettes 
* 1% gram tobacco. 1 bottle of spirit and 1 bottle of wine. 
CONSULS: No consuls. 
REPAIRS : Minor repairs only possible. 
ARPORT : Nearest airport Floro, 1 hour by boat, and Flesland 
"port (Bergen) 8 hours night service by sea. Air route Bergen- 
oy every day except holidays. 
Hi E: GMT plus 1 hour. 
; LIDAYS: 1st January; Easter Sunday; Easter Monday; Thurs- 
teed Friday before Easter; 1st May; 17th May; Whit Sunday and 
NitMonday; Christmas Day and Boxing Day. 
SUCE/|AMBULANCE/FIRE: Police tel. 51-175; Fire and Ambu- 
“¢ contact telephone station. 
EPHONES : Can be placed on board and cost same as on 


Vices : No tank cleaning service available. Compass adjusting. 
res LEAVE: No restrictions about shore leave. 
HORITY : Harbour Master, tel. 51-912. 


NORWAY 


MANDAL: 58.02 N. 07.29 E. 


DOCUMENTS: 

Bill of Measurement. 

General Cargo List (two copies). 

Cargo and Provisions List (ship's stores). 

Derating Certificate. 

Maritime Declaration of Health. 

Tobacco List. 
PILOTAGE: Pilot station on Oksay lighthouse outside Kristian- 
sand. Telephone 32834 via Kristiansand radio. 
ANCHORAGE: Mannefjorden. Depth approx. 30 ft. Bankefjorden, 
shallow entrance with approx. depth 15 ft. 
MAX. SIZE: Ship up to approx. 12,000 br. reg. ton. No tide problems. 
Oil carriers to installations outside main port area up to 20,000 tons. 
HEALTH: Contact Agent for pratique. 
RADIO: Farsund Radio or Kristiansand Radio. 
TUGS: No tugs available in harbour. Can be ordered from Kristian- 
sand at 5 hours notice. 
BERTHING: Mandal main harbour is Kleven, situated 1 km. East of 
Mandal town. There is also some kind of a harbour in Mandal River, 
running through town. River entrance is shallow, 12 ft. In South- 
easterly strong winds it can be impossible to go up the river. Kleven 
harbour is a good harbour in all weather conditions. There is one 
90 metre quay 30 ft. deep and one 45 metre quay 17 ft. deep. 
STEVEDORES: 6 hours notice to Agent to arrange gangs. 
MEDICAL: No advance notice required. Hospital facilities available. 
DENSITY : 1026. 
FRESH WATER: Delivered by local firemen. Rate of delivery 20 
tons per hour. 
FUEL: None. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: Certificate of Nationality. 
CUSTOMS ALLOWANCE: Tobacco: 200 gr. Tobacco or 200 
cigarettes. Wine and/or Spirits: 2 litre alcohol for ship's Master, 
2 litre for crew. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Sweden 62521; Finland 61288; Denmark 61799. 
REPAIRS: All types of deck and engine repairs can be carried out. 
DRY DOCKS: None. 
AIRPORT: Kristiansand Airport at Kjevik. Distance from Mandal 
64 km. Airport served by regular airlines. 
TIME: GMT plus 1 hour. 
HOLIDAYS: The only holidays that one cannot arrange cargo work 
Christmas Eve (after 1400), Christmas Day, Easter Day, 1st May, 
17th May (Independence Day). The rest of the year cargo work can 
be carried out day and night. 
POLICE/AMBULANCE/FIRE: Police 61211; Ambulance 61113; 
Fire 61112. 
TELEPHONES: Telephones available at quay. 
SERVICES: No services for tank cleaning. Compass adjusting and 
all kinds of electronic repairs. 
SHORE LEAVE: No restrictions. 


AGENT: T. Bessesen A/S, Rutebilstasjonen, Mandal, Bessesen, 
62521-62511. After office hours: 62552 Director; 62268, 61227 quay- 
foreman. 


MO-I-RANA: 66.19 N. 14.08 E. 


PORT LIMITS: The vessel is considered to be an “arrived vessel” 
when within the Haukneset port lighthouse ~ about 2 nautical miles 
from the port. 
DOCUMENTS: 

1 Cargo List. 

1 Stores List. 

1 Sealing Certificate. 

1 Health Certificate. 

2 Crew Lists. 

2 Passenger Lists. 
(All Forms obtainable from Customs by clearance on board). 
PILOTAGE: Asvaer pilot station, 66° 17’ N. - 12° 09’ E. (lighthouse). 
Order preferably through Agent or direct to station 24 hours before 
arrival. Two boats: L/K ““Asvaer" and L/K “Asvaer II"" both painted 
white, two yellow masts and yellow funnel. LOS" painted in black 
on both sides. Radio (frequency 2182) and VHF Ch. 16. Pilots embark 
at Asvaer Lighthouse. Pilots advise alternative place or anchorage 
if necessary. Pilot compulsory unless vessel ballasting for loading 
at another port in Norway. 
ANCHORAGE: In the fjord at Utskarpen bay orin the inner harbour. 
To be advised by pilot. 
HEALTH: See Documents. No animals allowed on shore. 
RADIO: From south; Rogaland Radio/LGQ, LGW, LGB. Within 
24 hours off; Rervik Radio/LGD. From North; Vadso/LGV or Ham- 
merfest/LGI or Tromsa@/LGE or Bodoe Radios/LGP. 
TUGS: Available and recommended for vessels above 13,000 dwt. 
24 hours notice to be given. Ships’ lines used. 
BERTHING: Harbour pilot recommended but not compulsory 
for small vessels. Details given through pilot/harbour pilot. 

Koksverket Pier 37 ft. depth alongside 

Town Pier yh | ee si 

dernverket Pier (Steel) 26ft. ,, é 

Andfiskaa Pier eo The) ay iy 
CARGO-HANDLING FACILITIES: Theharbourhas the following 
facilities for handling cargoes, Norsk Koksverk A/S pier depth 36 ft.; 
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length 427 ft. and 295 ft., North and South side handling following 
cargoes: ore, coal, coke, tar, bensol, ammonia and oil. 

A/S Norsk Jernverk Quay: handling ore, coke, steel products 
and general cargoes. Length of quay, 823 ft.; depth 25 ft. A/S Blei- 
vassli Gruber Pier, length 115 ft.; depth 23 ft. Has equipment and 
elevator for handling pyrites — fast loading. The Town Quay (Harbour 
Board Quay), length 823 ft. and depth 18 to 26 ft., handling general 
cargoes of all kind, with up to 15-ton lifts. 

STEVEDORES: Ordered by Agents preferably in office hours 
0900-1600. Exact time for commencement of work to be arranged 
with agent. By delays vessel to pay for waiting hours for workers if 
delay not reported. If such report after office hours, vessel to pay 
for 2 hours. 

VHF: At harbour office 0700-2200 hrs. (Channel 16). 

MEDICAL: If in need of doctor/dentist preferably inform Agent 
from sea if vessel stays only 1 day. 

FRESH WATER: Available a: all piers from shore installations. 
FUEL: All types available. 

DEVELOPMENTS: New deepwater pier in 37 ft. water at Town 
pier planned to be opened 1973-74. 

GANGWAY/DECK WATCHMAN: Available but not compul- 


sory. 

OPENING/CLOSING HATCHES: Crew allowed to open/close. 
CUSTOMS ALLOWANCES: Per 10 days in Norway per crew 
member —- 200 cigarettes or 200 gr. tobacco and 2 packages cig. 
paper, and one bottle spirits. 

= GEAR: Winchmen from shore required acc. to local 
tariffs. 

REPAIRS: Small damages can be repaired. 

AIRPORT: 12 km. to local airport “Rana Airport’ connection with 
Bodoe (North) twice per day and Trondheim (South) twice per day. 
TIME: GMT plus 1 hour permanent. 

HOLIDAYS: New Year's Day; Thursday before Good Friday; 
Good Friday; Easter Monday; Labour Day; National Day (17th May); 
Ascension Day; Whit Monday; Christmas Day and Second Christ- 
mas Day. No work can be arranged on any of these days. 
TELEPHONES: Accidents/hospital: 51233; Ambulance: 51510; 
Fire: 51222 and Police: 51122. 

SHORE LEAVE: No restrictions. 

AUTHORITY : Port Manager, Mo Havnevesen. Tel. 50866/50867. 


AGENT: L. A. Meyers Skipsekspedisjon, Chartering, Tramp & Liner 
Agents, Forwarding Agents, PO Box 216, N-8600, Mo-i Rana. 
Cables: “‘Meyership”. Telex: 55166. Telephones: 50161/50163. 


MOLDE: 62.44 N. 07.10 E. 


DOCUMENTS: 

Health Certificate. 

Crew Lists. 

Passenger List. 

Dangerous Cargo List. 

Ship's Register. 
PILOTAGE: Telegraphic address “Alesund Radio”. Address of 
pilot station ‘“‘Rundo”. 
ANCHORAGE: A well-protected harbour. Depth from 15 to 20 
fathoms. Tide rises about 6 ft. 
RADIO: Alesund Radio. 
TUGS: None. 
BERTHING: Depths alongside quay 25 to 32 ft. LW. 
STEVEDORES: Available, ordered by Agents. 
FRESH WATER: By shore installation. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Normally by crew. 
IDENTIFICATION CARDS: Not required. 
CONSULS: Denmark 51766; Sweden 53133. 
REPAIRS: Most repairs possible. 
POLICE/AMBULANCE/FIRE: Police 51111; Ambulance 52011; 
Fire 51100. 
AIRPORT: Aard Airport, 4 km. from town. 
AUTHORITY: Molde Havnevesen, Molde. Tei. 51860/51480. 


MOSJOEN: 65.51 N. 13.11 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Passenger List. 

Ship's Register. 

Cargo List. 

Bonded Store List. 
PILOTAGE: Pilot station at Asvaer, location 66° 15 ’ 9” N. 12° 18’ 03” 
£. Telegraphic address: Pilot Station, Asvaer. VHF Channel 16. 
Telegraph ETA 24 hours prior to arrival. Piloting around clock. 
ANCHORAGES: Hellesvik. Location 66° 01’ 30” N. 12° 54’ 20” E. 
RESTRICTIONS: No restrictions night entry. If draft above 33 ft. 
enter on high tide and commence discharging immediately. 
ee oa : Free pratique given automatically when "Q”" flag not to be 

own. 
MEDICAL: Master to advise prior to arrival if medical attention 
required. Hospital facilities available. 
RADIO: Rarvik Radio LGD. 
TUGS: Stationed at Sandnessjgen. Have to be ordered through 
agents 24 hours prior to arrival. Normally used by vessels above 
20,000 dwt. 
BERTHING: Draft above 33 ft. berthed only on high tide and com- 
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mence discharging immediately. No restrictions on length 
breadth. .) 

Crane for bulk cargo (alumina), capacity 300 tons per hour Mosip 
Aluminiumverk, private berth. 

No other special facilities. roll-on/roll-off facilities may be 
structed 1973/74. ® 
STEVEDORES: Ordered through Agents. No ETA to Stevedo, 
necessary. 

DENSITY: Brackish in port. 

FRESH WATER: Supplied from installations at berth. 
FUEL: Gas oil, delivered by lorries. 

GANGWAY/DECK WATCHMEN: Available, but not COMPUlgey 
OPENING/CLOSING HATCHES: Performed by vessel's cre, 
CUSTOMS ALLOWANCE: 1 bottle spirits, 200 cigarettes, » 
gr. tobacco. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: Minor repairs possible. 

TIME: GMT plus 1 hour. No alterations during year. 
HOLIDAYS: New Year's Day; Good Friday; Maunday Thy 
Easter Monday; Workers’ Day (1st May); 17th May; Ascension Dy 
Whit Monday; Christmas Day; Boxing Day. 
POLICE/AMBULANCE/FIRE: Fire 70222; First Aid 70800; Py, 
71611. 


AGENT: A. B. Jurgensen, PO. Box 243, Mosjoen. Tel. 70 499, 11 
A.O. 70 273 71109. Telex 55099 Cable: Megler. 


NAMSOS: 64.28 N. 11.30 E. 


DOCUMENTS: 
Crew list. 
2 Passenger lists. 
2 Health Certificates. 
Manifests. 
Ship's papers. 
PILOTAGE: Sea pilot stationed at Namsos. Contact throug 
Rervik Radio. Pilot boat: white painted 46 ft. long. Usual signa 
rae boards at 64.38’ N. 10.51’ E. Pilot can be ordered by shi) 
gent. 
ANCHORAGE: Good anchorage inside harbour. 
MAX. SIZE: Vessels up to 15,000 tons dw. have entered harbty 
3 small oil berths with depth 18 ft. LW. 
HEALTH: Normal Norwegian regulations. 
RADIO: Rarvik Radio. No radar or VHF service in the harbour, 
TUGS: No tugs in Namsos. 1 tug stationed at Bangsund and 
be hired. 
STEVEDORES: Notify day before arrival to arrange gangs. 
TANKER: 3 tanker berths 18 ft. alongside L.W. 
DENSITY: Average density 1020 in spring, and in summer 10 
FRESH WATER: Available by hose. Capacity 10-15 tons/how, 
FUEL: All grades available. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Stevedores operate hatches 
CERTIFICATES: Usual international certificates. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: None. 
REPAIRS: Small repairs available. 
REPATRIATION: Organized by seamen's office. 
Peet 4 km. from town. Regular service twice a day Souths 
orth. 
TIME: European standard time. GMT plus 1 hour. 
POLICE/AMBULANCE/FIRE: Police 72151; Ambulance Tt 
Fire 72000. 
TELEPHONES: Can be placed on board. 
SHORE LEAVE: Crew allowed ashore. 
DELAYS: None expected. 
AUTHORITY: Namsos Havnevesen Boks 107.7801 Namsos. lt 
office 42400. Harbourmaster 72401. 


NARVIK: 68.26 N. 17.25 E. 


DOCUMENTS: 

Health Declaration in Norwegian form (if not available ano 

form is possible.) 

6 Crew Lists. 

1 Provision List. 

1 Private Customs List. 

Passenger List. 
PILOTAGE: Tranoy Pilot station. Position 68.11 N. 15.34 E. Pit 
request 24 hours notice. Cable address: Tranoy pilot station. Be 
arrival pilot station Pilots should be called on VHF Channel 6. 

Distance from Tranoy to Narvik is 46 miles. The harbour Pi 
will board and assist during berthing. 
ANCHORAGE: Narvik Harbour. Pilot will advise anchorage. 
RESTRICTIONS: No restrictions on night entry. 
RADIO: Cable Agents giving ETA, draft and cash required. Ret 
station: Rogaland Radio/LGB but other stations can be used. 
TUGS: Must be employed for tankers. Two tugs available, cape 
of assisting vessels up to 250,000 dwt. 
HEALTH: Free pratique, otherwise see “Documents”. ie 
BERTHING: Max. depth alongside 13-5 m. at LWOST, ma. 
on sailing 13 m. A deeper sailing draft may be permitted if tide # 
weather conditions are favourable but the Master will be liad? 
any damage caused by a vessel with draft over 13 m. 

Two boom-type shiploaders are available, on each side of the pf 
If two vessels are loading simultaneously, one on each side 


, 


then only one loader may be used by each vessel. The designed 
oh of each loader is 4,500 tph but average capacity of each 
at 2,000/3,000 tph depending on quality and kind of ore to be 
a outreach from fender line is 15 m. The height from the 
to the top of the vessel's coaming must not exceed 13 m. 
oer) and 11m. (Pier 4). i 
Tre length eet pier is 250 m. on the outside (No. 3) and 220 m. 

sme inside (No. 4). 

eee cinders are able to travel over a distance of 145 m. so 
yessels (65,000 tons dwt) may have to shift during loading 
tions. The length of the vessel from the bow (or bulbous bow) 

the aftermost loading point must not exceed 202 m. 

The \imit on beam is 37-38 m. for ore/bulk carriers and 39-40 m. 
 0B0 vessels (approx.). 

4 stowage plan is to be handed to the Agent and foreman on 
gral, stating the quantity in metric tons and loading rotation of 
sphatches, also the estimated draft on sailing. 
weighing: Electronic conveyor weighing with an average accuracy 

pan + 0.15%. 
MEVEDORES : Ordered by Agent. Not necessary to contact 
ores. 

Working hours : 

Qndinary working hours 24 running hours, except Saturday 2200 

nday 0600. 
on does not take place on the following holidays: 
December 24th 1300 - December 26th 2200 
December 31st 1300 - January ist 2200 
Maundy Thursday 1400 - Easter Monday 2200 


Whitsun Eve 1400 - Whit-Monday 2200 

April 30th 2200 —- May 1st 2200 

May 16th 2200 — May 17th 2200 
DENSITY : 1020. " 
mRESH WATER: Ore berth has supply of fresh water. Otherwise 
ielvery by tugs. 


SEL: Only clean oil (diesel) and lubricating oil available. 
gANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: May be handled by ship's crew. 
CUSTOMS ALLOWANCES: 200 cigarettes or 250 grams tobacco 
nd}litre spirit or 2 bottles of wine. Must be declared on customs 
sitogether with radios, tape recorders, binoculars, etc. 
ENTIFICATION CARDS: Not required. 
CONSULS: Swedish, Danish, English, West German. 
REPAIRS: Only small deck and engine repairs possible. 
DRY DOCKS: None. 
AIRPORT: Bardujoss 3 hours bus trip from port. South-bound 
janes twice a day. 
TIME: GMT plus 1 hour. 

HOLIDAYS: New Year's Day; May 1st; May 17th; Easter; Christ- 
oas Day; December 26th. 

POLICE;AMBULANCE/FIRE: Police 41060; Hospital 44044; 
mediate help 4300 (only at night time); Ambulance 43600; Fire 
12. 

\AUNCHES The Agent will supply a time table and tickets on 
wal. Ifa launch is required the “B" flag or red light should be 
isplayed from the signal mast. 

TELEPHONE: Local and long-distance calls can be ordered via 
‘astad Radio on VHF (Channel 16). 

Vessels alongside the piers may hire a telephone but continuous 
®ephone watch should then be kept on board. 

SHORE LEAVE: Allowed. 


AGENT: E. F. Bjarnstad, PO Box 147, Narvik, Norway. Tel. 41100. 
tables Bjornstad. Telex 64095. Chartering, Tramp & Line Agents. 
twel Agents. 


OSLO: 59.54 N. 10.43 E. 


XOCUMENTS: 

Maritime Declaration of Health. 

Sealing Certificate. 

2 Crew Lists. 

Passenger Lists. 

tlists Crew Personal Effects. 

Provisions List. 

§Cargo Manifests. 

Certificate of Tonnage. 

angerous Cargo List. 

LOTAGE: Compulsory. Pilot boards at Faerder Lighthouse, 50 
“ss {rom docks. Give 6 hours notice by R/T 2182 kHz or VHF Chan- 
 16to “Faerder Pilot’. 

ond Pilots not compulsory except for vessels proceeding to 
NCHORAGE: Good sheltered anchorage in Western Harbour 

"\ depths up to 20 metres. 
ca RICTIONS : Vessels may enter at any time. No tide or 


~ SIZE: Vessels up to 34 ft. draft may berth at Filipstad Quay 
lursoya Quay. 
eae Up to 36 ft. draft at Oslo, or 38 ft. draft at Fagerstrand. 
hte : International procedure followed to obtain pratique. 
her of suspected disease or fever on board, inform the Harbour 

58 office in advance. When arriving from a Norwegian port, 
u ue is automatic. 
leer ‘Communicate through Oslo Radio, call sign LGO. Harbour 
Tes: Office equipped with VHF, Channel 16. 

: Sufficient tugs available for all requirements. 
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BERTHING: Instructions given from Harbour Master. Masters of 
ships are requested to send their ETA to the Harbour Master's 
Office through Osio Havne radio, VHF Channel 16. 

Filipstad Quay: up to 11 metres depth alongside. 

Sjursoy Quays: up to 11 metres depth alongside. 

Vippetangen: up to 10 metres depth at Pier No. 1. 

Pipervika: up to 8 metres depth at Akershus Pier. 

Bjorvika: up to 7:30 metres depth at Lang Quay. 

Bispekaia: up to 10 metres depth at Sorenga Pier. 

Gronlia: up to 8:50 metres depth alongside. 

Bekkelaget: up to 10°80 metres depth alongside. 

BULK CARGO FACILITIES: Container traffic handled at Filip- 
stad and Bekkelaget. 

Sorenga Pier equipped for palletised cargo handling. 

Four new berths for roll-on roll-off traffic. Cranes for |SO-container 
and other container handling equipment, quay cranes and mobile 
cranes of 30 tons capacity. 

Sjursoya B North: cement, phosphate, grains and Molasses. 

Sjursoya South: gasoline and oil, propane and gas. 

Bekkelaget North: molasses. 

Sorenga: coal, coke, sulphur, china clay and leca. 

Pier 3: grains. 

STEVEDORES: Arranged by Agents. Working hours 0700-1600, 
Saturdays 0700-1300 hours. 
TANKERS: also see Slagen. 

Oslo; Oil pier at Sjursoya, depth alongside 12 metres. A tug requi- 
red to stand by during discharge. 

Fagerstrand: Terminal operated by Norske Braendselolje A/S 
situated in Oslo fjord, 12 miles S. of Oslo. One berth for tankers 
up to 30 ft. draft. 

One berth for tankers up to 38 ft. draft. 

MEDICAL: All facilities available. Masters to advise by radio prior 
to arrival if medical attendance required on board. 

DENSITY: Salt water, 1025. 

FRESH WATER: Available by pipeline from all quays. 

FUEL: All grades available, ex-wharf at many quays. Can be delive- 
red by barge. 

FIRE PRECAUTIONS: Two boats fully equipped with fire- 
fighting equipment. 

DEVELOPMENTS: Extensions of the land areas in the port by 
approx. 200,000 sq. metres. Quay extensions of 1,000 metres. Storage 
halls in hills, 100,000 sq. metres or more, sheds and service buildings. 
CUSTOMS ALLOWANCES: 200 cigarettes allowed weekly, 
1 bottle spirit weekly, for each man. 

CARGO GEAR: International Safety Regulations to be observed. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Following countries are represented at Oslo: 


Bolivia Jordan Peru 

Chile Korea Philippines 
Costa Rica Cyprus Portugal 
Dominican Republic Lebanon Salvador 
Ecuador Liberia Senegal 
Ethiopia Malta Spain 
Finland Morocco South Africa 
France Mexico Thailand 
Guatemala Nicaragua Tunisia 
Greece Pakistan Turkey 
Honduras Panama Uruguay 
Indonesia Paraguay Venezuela 
Italy 


REPAIRS: All types of hull and machinery repairs can be effected 
DRY DOCKS: One ship repair yard managing a total of three 
floating docks with lifting capacity of up to 19,000 tons, maximum 
length 665 ft. 

One graving dock; length 564 ft. depth 23 ft. 

REPATRIATION: All facilities available without restrictions. 
AIRPORT: Fornebu Airport situated 8 km. from city centre. Regular 
services to Europe and U.S.A. 

TIME: Local time, GMT plus 1 hour all year round. 

HOLIDAYS: January 1st; Good Thursday; Good Friday; Easter 
Monday; May 1st; May 17th; Whit Monday; Christmas Day; Boxing 
Day. 

No cargo work normally on Sunday and Holidays. 
POLICE/FIRE/AMBULANCE: Police, tel.: 33.12.90; Fire, tel.: 
42.99.00; Ambulance, tel.: 20.10.90. 

TELEPHONES: Can be placed on board vessels at most quays. 
SHORE LEAVE: No restrictions. 

AUTHORITY: Port Manager, Oslo Havnevesen, Prinsensgt 2, 
Oslo, Tel.: 41.68.60. 


RISOR: 58.43 N. 09.14 E. 


DOCUMENTS: 
3 Crew Lists. 
3 Customs Lists. 
Ship's Register. 
Bill of Lading. 
PILOTAGE: VHF Channel 16. 45 ft. long boat “Los” on both sides. 
Will be instructed by Pilot over VHF. 
ANCHORAGE: In 15 fathoms depth. 
MAX. SIZE: 10,000 dwt, draft 28 ft. 
RADIO: Farsund and Tjomoy Radio. VHF Channel 16. No radar. 
TUGS: No tugs for berthing. 
STEVEDORES: Available 24 hours notice of ETA required. 
FRESH WATER: Available by pipeline at berth. 
FUEL: Small quantity gas oil only. 
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GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: May be performed by ship's 
crew. 

CUSTOMS ALLOWANCE: Tobacco: Wine/Spirits: 200 cigarettes 
per crew member for 10 days. 3 bottles spirit for ship's Master only 
for 10 days. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: French and Swedish. 

REPAIRS: All possible. 

AIRPORT: 10 miles; every day service. 

TIME: GMT plus 1 hour. 

HOLIDAYS: Work can be arranged by 100% overtime. 
TELEPHONES: Can be arranged on board. 

AUTHORITY: Harbour Master, Risor Havnekontor. Tel. 473. 


SARPSBORG: 59.17 N. 11.07 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

1 Health Certificate. 

3 Manifests. 

1 Bill/Lading. 

2 Tobacco/spirit Lists. 
PILOTAGE: Pilot ordered by Faerder Losstasjon or Herfol Losstas- 
jon via Tjome Radio. Harbour office can be contacted by VHF. 
ANCHORAGE: Between Struten Light and Stromtangen Light. 
MAX. SIZE: 24 ft. draft. 
HEALTH: No particular action necessary, but Agent to be in- 
formed. 
RADIO: Tjome Radio. 
TUGS: Small harbour tug available. 
STEVEDORES: Ordered through Agent. 
MEDICAL: If medical attention necessary Agent must be informed 
in advance. 
FRESH WATER: Only at Alvim Kai, average 15 tons per hour. 
FUEL: Fuel obtained only with tank cars. 
GANGWAY/DECK WATCHMEN: No gangways from shore. 
Watchman can be obtained. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CUSTOMS ALLOWANCES: 100 gr. tobacco or 200 cigarettes 
per crew member. Wine 1 litre per member or 1 bottle of spirit. 
IDENTIFICATION CARDS: Have to be used for Melloes Quai 
only. 
CONSULS: Denmark, Finland, Iceland, Sweden, Greece, all have 
vice-consulates. 
REPAIRS: Deck and engine repairs possible. 
DRY DOCKS: One for 3,100 tons dwt. 
REPATRIATION: No facilities. 
AIRPORT: Fornebu Airport 110 km. from Sarpsborg. Served by 
regular airlines. 
TIME: GMT plus 1 hour. 
HOLIDAYS: ist January; 1st May; 17th May; 25th/26th December. 
No work on these days. 
POLICE/AMBULANCE/FIRE: Police 52000; Ambulance 52040; 
Fire 51234. 
TELEPHONES: No arrangements exist for placing telephones on 
board. 
SHORE LEAVE: No restriction. 
DEVELOPMENTS: A roll-on/roll-off berth is to be built to handle 
vessels of up to 6,000 tons gross. Depth alongside 28 ft. Vessels will 
moor alongside the old Alvim pier enabling them to work through 
the side doors and stern doors. 
AUTHORITY: Harbour Master, Sarpsborg Havnevesen, Post Box 
538. Sarpsborg. Tel. 52.073. 


AGENTS: N. K. Witnes A/S., Box 540, N-1701 Sarpsborg, Norway. 
Telex 16526. Wship n, tel. 53637, AO 54518, 55995. 


SAUDA: 59.40 N. 06.22 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Derating Certificate. 

Ship's Register. 
PILOTAGE: Skudefjorden Pilot Station, tel. 86 Kvitsay, position 
59° 05’ N., 05° 20’ E. 
ANCHORAGES: Safe anchorages everywhere in Sauda Harbour 
area. 
ENTRY RESTRICTIONS: No restrictions night entry — but sea 
Pilots usually refuse to take in vessels over 10,000 tons dw. between 
1800 hours and 0600 hours during winter time, November—January. 
SIZE: Draft 30 ft. - but vessels over 30 ft. are allowed to get along- 
side at owner's own risk. Length no restriction. Breadth, 75-ft. 
RADIO: Cable Agents giving ETA, draft and cash requirement via 
Rogaland Radio. No VHF station at Sauda. 
TUGS: Not necessary. 
BERTHING: May take place at any time provided quay available. 

(1) Import Quay: 250 metres long. Two unloading towers with a 
capacity of about 3,500 tons ore per day. 

(2) Export Quay: 150 metres long. Two loading cranes with a 
capacity of about 600 tons ferro alloys per day. 
STEVEDORES: Ordered by Agents. 
MEDICAL: Masters to advise by radio prior arrival if medical 
attendance required aboard. Modern hospital. 
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DENSITY: Brackish in port area, average salinity 2:39%, 
FRESH WATER: Good fresh water available, delivery irrespen 
of quantity. 

FUEL: No fuel available at Sauda — must be ordered from Stg 
WATCHMEN: Available, but not compulsory. "sy 
HATCHES: Crew allowed open and close. 
CERTIFICATES: Registered Tonnage Certificate required, 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes 
member (Captain double up). Wine/Spirit, 3 bottles for Captain 
1 bottle either spirit or wine for each crew member. ; 
CARGO GEAR: No additional requirement. 
IDENTIFICATION CARDS: Admittance cards to be filled jp 
pass the gate. 

CONSULS: No consulate at Sauda. Nearest in Stavanger, 
REPAIRS: Minor repairs possible. 

DRY DOCKS: No dry dock at Sauda. Nearest in Stavange,, 
Haugesund. 

REPATRIATION: Any repatriation may take place. 
AIRPORT: Nearest airport in Stavanger. 

TIME: GMT. plus 1 hour. 

HOLIDAYS: New Year's Day; Maundy Thursday; Good Fr 
Easter Monday; Labour Day (May 1st); National Day (May 1) 
Ascension Day; Whit Monday; Christmas Day; Second Chris» 
Day (December 26th) (no work on these days). 
POLICE/AMBULANCE/FIRE: Police 52300; Ambulance sy 
Fire 52200. 

TELEPHONE: If wanted, telephone may be placed on board (apps 
tus No, 52163) free of charge. 

REGULATIONS: Strictly prohibited throw wastes or Garbage 
sea within port area. 

DELAYS: All vessels loaded/unloaded in turn — very seldom; 
congestion in port. 


AGENT: Electric Furnace Products Co. Ltd., 4201 Sauda, \ 
way. Tel. 52561 or 52570. Telegram “Saudecia"’. Telex 33166 EFP) 


SKIEN (incl. Menstad): 59.12 N. 09.38 E. 


DOCUMENTS: 

er onp documents, forms obtainable from Custom Officer, 

arrival. 

Deratisation Certificate. 

Bill of Lading. 

Manifests. 

2 Crew lists. 

Ship's Register. 
PILOTAGE: Ship's Agent gives ETA pilot station 24 hours bet 
arrival and direct to Pilots 2 hours before arrival. Telegraphic addr 
Pilot station, Langesund. VHF Channel 16 to be used when conte 
ing Pilots. Pilot boards at Steingrunnen light buoy, Langesunds 
58.55 N. 09.44 E. Flag, sound and morse signal ‘'G"’. Pilotagec 
pulsory for all foreign vessels but dispensation can be obtained! 
smaller Scandinavian vessels. 
BRIDGES: On passage from sea, vessels pass Porsgrunn we 
there is a lifting bridge with breadth 30 metres. Signals for 
bridge inward: one long and two short sound signals. Out 
signals, one long and one short sound. There is also a bridg 
Brevik: Max. height 45 metres. 
TUGS: One tug available. 
BERTHING: Between Porsgrunn and Skien, Norsk Hydro 
loading place, Menstad, for vessels up to 425 ft. length andm 
draft 18 ft. Between Menstad and Skien Grain Silo for vessels # 
max. length 425 ft. and max. draft 18 ft. At Skien vessel's length 
not exceed 335 ft. and max. draft 18 ft. 
DENSITY: At Menstad and Skien practically fresh water. In sp 
strong current in river might prevent entry to port of Skien. 
STEVEDORES: Ordered by Agents. 
FRESH WATER: Obtainable. 
WATCHMEN: Available but not compulsory. 
RADIO: Tjgme Radio/LGT or Farsund Radio/LGZ. 
OPENING/CLOSING HATCHES: By crew or stevedores. 
CUSTOMS ALLOWANCES: 400 cigarettes and 4 bottles # 
for the Master. 200 cigarettes and half a bottle spirit for each 
member. 
CONSULS: Belgium, Holland, Sweden, Germany, Finland. 
REPAIRS: All repairs possible. Dry dock: Lifting capacity: 
tons. Radar/radio services can be arranged through Agents. 
MEDICAL: All medical assistance to be arranged via Agents. 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: New Year's Day; Maundy Thursday; Good Fr@ 
Easter Eve (half day); Easter Monday; Labour Day (1st May); A®* 
sion Day; National Holiday (17th May); Whit Monday; Chris® 
Eve (half day); Christmas Day; (26th December), New Years® 
(half day). 
REPATRIATION: Facilities exist for effecting crew changes® 
repatriation. 
RESTRICTIONS: No restrictions on night entry for ves’ 
above mentioned sizes. 
AIRPORT: International at Oslo. 


AGENT: Nils P. Héyer & Son A/S., Skistredet 10, PO Box if 
Skien, Norway. Office tel. 21020. Telex 11435. Cables “Hoy 
After office hours: Mr. Smith 25890. 


s AGEN: 59.19 N. 10.32 E. (See Plan) 


pirefinery pier operated by A/S Norske Esso, Norge. 
- 


MENTS : 

Crew Lists. 

jontest of Crew Personal Effects. 
s List. 
o Papers. 

et Health. 


Ship's Register. , , : : : 
OTAGE: All foreign ships must have Pilot. Pilot obtainable at 


Ferder, East. Boats are white with name “Los"’. Deep water 
ble and no special anchorage place if waiting for Pilot. Call 


bs least two hours in advance by VHF Channel 16 or radio 


plot at 


none. 
I\CHORAGE: North-north-west of pier head. Particulars regard- 
4s anchorage will be given by Pilot. 
yx, SIZE: Tankers up to 1,200 ft. length and 66 ft. draft can be 


Wir: Clearance is effected on arrival. International procedure 

slowed to obtain pratique. In case suspected disease or fever on 

yard inform port authorities in advance. 

ypld: Cable Agent ETA, cash, bunkers, personnel, bonded 
or other special requirements. Radio telephone contact 

ould be established with Marine Office on VHF or via Tjame Radio. 

tai name Marine Office “Slagen Havne radio" on VHF. 

16S: Are available up to 3,200 i.h.p. Tankers over 20,000 dwt. 

quired to have tug standing by throughout discharging operations. 

te charge for standby tug is to owner's account. 

#ERTHING : The East side of the pier (crude side) is used for load- 

sand discharging. The West side (product side) is used for load- 

products only. 

3erth No. 1 and crude berth — max. length 1,200 ft., max. draft 66 ft. 

Berth No. 2 max. length 630 ft., max. draft 34 ft. 

Berth No. 3 for coasters and barges. 

40SES: Crude oil berth: Four 12-in. lines, max. pressure 150 psig. 

Berth No.1: Four 10 in. lines for dirty oils 


Two 10in. ,,  ,, clean products 
Two Gin. ,, ,, fuel 
One 4in. , ,, LPG 
Threelsiinkh 4p We 1%, 

Berth No.2: One 10 in. line for dirty oils 
Two 8in. ,, ,, clean products 
One 6in fuel 


SALLAST: Shore ballast tanks capacity 100,000 bbls. All ballast 
be discharged ashore. 

POLLUTION : A submersible oil boom has been installed enclosing 
te oil pier. Normally, the boom rests on the sea-bed, but when 
neded it will be raised to the surface using compressed air. 

The oil boom and its system of anchorage will be damaged by 
sels’ anchors. In order to ensure that the oil boom is operable 
ialtimes, and to avoid expensive repairs, which will be charged to 
teship responsible for the damage, great care should be taken in 
tnnection with manoeuvres along the Slagen pier, which will 
tire the use of anchors. 

The drawing of the pier shows the position of the oil boom and the 
echorage system. Except for emergency situations, anchors should 
ttbe used within the shaded area. 

All manoeuvres to and from berths should be discussed with the 
‘ubour office (Slagen Harbour Radio, Channel 14). The Harbour 
- will give you information regarding current strength and 

ing. 

Approach to Berth 2, and Berth 3 if Berth 2 is not occupied, is 
‘ulitated by the fendered sliding front. 

YEDICAL: Medical attention and hospital facilities available. 
YNSITY : Occasionally brackish. 

RESH WATER: Available from pier. 

VEL: All grades available. 

° oranda il Special safety regulation forms given 

erthed. 

‘ANGWAY/DECK WATCHMEN: Oil Pollution/Safety Inspector 
teed on board all vessels over 20,000 dwt. 

WSTOMS ALLOWANCE: 200 cigarettes/or 200 grammes 
®tacco and one bottle spirits for each man. 

SENTIFICATION CARDS: Gate pass delivered to ship when 


SONSULS: Denmark, Finland, France, Great Britain, Netherlands, 
‘and Sweden have representatives in Tonsberg. W. German 
“sul in Sandfjord. All countries represented in Oslo. 
RS: Repair shops facilities ashore. Tankers alongside pier 
rhe effect repairs to main engine which should be in constant 
s. 
. DOCKS: Available at Sandefjord about 35 miles from Slagen. 
he ATRIATION: Changes of crew are available. Transportation 
— and plane from Oslo (about 100 kilometres from Slagen), 
nae lines from Oslo. Hotel accommodation available at Tans- 
3(10 kilometres from Slagen). 
upewt plus 1 hour. 
tak DAYS: New Year's Day; Maunday Thursday; Good Friday; 
y Monday; Labour Day (1st May) 17th May; Ascension Day; 
seypsunday and Whit Monday; Christmas 25th and 26th: Dis- 
Potieg ading all days. 
ICE/AMBULANCE/FIRE: Police Tonsberg 13355; Ambulance 
Tepes at the refinery. 
RVICONES : Available at berth. 
Sm CES: Tanker cleaning services available at Horten, about 
les from Slagen. 


NORWAY 


GENERAL: Ratguards are compulsory. Transportation of alcohol 
through refinery is prohibited. 
SHORE LEAVE: Crew members allowed to go ashore. 


AGENT: Sev. Dahi A/S, Storgt 15, PO Box 128, 3101 Tonsberg, 
Ship and Insurance brokers, Lloyd's Agent, Chartering, sale and 
purchase of tankers and motor ships. Tel. 14027 — 14028 — 14432 - 
14194. Telex 11557, ““Sdahl". Telegram: "Severin", Tonsberg. 


STAVANGER: 58.58 N. 05.44 E, 


DOCUMENTS: 

Declaration of Health, one copy. 

List of Goods, including stores, one copy. 

Crews List of Goods liable to duty, one copy. 

List of Goods, two copies for each port of discharge. All bills of 

lading to be entered with marks, numbers, weight and quantity. 

General List of Goods, one copy. 

A form for entering ports of call where discharging will take place. 
PILOTAGE: Vessels approaching from sea and desiring a Pilot 
should order at least 24 hours notice in so far as possible and con- 
firm arrival at pilot station at 2 hours notice. Advance order can be 
sent in following manners: 

(a) From ships at sea over radio direct to sea pilot watch (calling 
frequency 2182 kc/s, from two minutes past until ten minutes 
past each full hour, or over VHF radio-telephone calling, fre- 
quency 156.80 mc/s; Channel 16). 

(b) From ships at sea over coastal radio station to pilot station or 
pilot office. 

(c) From broker or shipowner over telephone to sea pilot station or 
to any pilot office which will immediately convey report to sea 
pilot station. 

Vessels lying in port and desiring Pilot will order Pilot from nearest 

pilot office during its office hours and if possible at four hours notice. 

Vessels approaching from sea as well as vessels lying in port shall 
when making an advance order state name and destination of vessel 
and whether one or two Pilots are desired. 

Pilot will be despatched to ships in accordance with advance 
orders, and vessels are therefore requested to comply with foregoing 
rules as far as possible in order to avoid having to wait for Pilot. 

International provisions for summoning Pilots by signal flags or 
blue lights, etc., are still in force, but should in future be used as a 
supplement to radio communications or as sole communication in 
emergencies. 

Pilots are taken on board at: 

A Feistein Lighthouse, 19 miles South of Stavanger, or in bad 
weather 6 miles North of lighthouse under the lee of Rott. 

B Skudefjorden, 18 miles North-west of Stavanger. In bad weather 
under the lee of Karmey or Kvitsay, as weather permits. 

Pilot boats are stationed at Tananger and Skudesneshavn. No 
boats are out cruising. 

RADAR/VHF: Radar service for inner harbour. At Kvitsay lopit 
station radar service may be obtained over VHF Channel 16. 
ANCHORAGE: Found in the Byfjord, 3 nautical miles North of 
Stavanger. Harbour pilots recommended when anchoring. 

MAX. SIZE: Largest depth alongside goods and passenger quays 
is 30 ft. Depth alongside oil refinery 16:5 metres. Maximum draft for 
tankers, 48 ft. 

TUGS: Normally not used. 

BERTHING: The coasting and the foreign trade is located in the 
Western harbour, comprising the two main quays, namely the Skagen 
Quay and the Strand Quay. These quays measure 1,600 m. with 
depths alongside 24 to 30 ft. 

The quays are equipped with one 6-ton crane and eight 3-ton 
cranes. A floating crane with a lifting capacity of 65 tons available. 

Grain: Rogaland Felleskjap: Capacity for storing 72,000 tons, 
quay length 190 metres, depth alongside 48 ft. Discharging capacity 
200 tons per hour. Stavanger Havnesilo: Storing capacity 140,000 
tons, quay length 170 metres, depth alongside 51 ft. Discharging 
capacity 500 tons/hour. : 

Roll-on/roll-off: Traffic is offered by a ferry berth constructed for 
ships up to 5,000 g.r.t., depth alongside 26 ft. 

Offshore oil-exploration bases: Aker-Norsco A/S at Risavik, 
Tananger North Sea Exploration Services A/S, Dusavik. 
STEVEDORES: No particular ETA advices required. 

MEDICAL: Agents should get advance notice to secure speedy 
service. Hospital facilities available. 

TANKERS: Discharge at Sola refinery terminal where there are 
3 berths, depth alongside up to 16,5 metres. It is intended to enlarge 
os facilities to accommodate 200,000 dwt. vessels with restricted 
draft. 

Esso Norske: 3 nautical miles South of central harbour, depth 
alongside 45 ft. 

Norske Shell A/S: 14 nautical miles South West of central harbour, 
depth alongside 38 ft. 

Norske Braendselolje A/S: 7 nautical miles South of the central 
harbour. 

ae Oil: 1 nautical mile from central harbour, depth alongside 
25 ft. 

A/S Kulimport : Coal and coke. Length of wharf 116 m., depth along- 
side 27 ft. 

DENSITY: 1025, no change in relation to state of tide. 

FRESH WATER: Delivered from quay or from water boat. 
FUEL: Normal grades available without advance notice. 

GAN GWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Usually carried out by crew. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


CUSTOMS ALLOWANCE: Tobacco: 20 cigarettes per day. 
Wine and/or Spirit: Two bottles of wine or one bottle of brandy. 
CONSULS: Germany, C. Middelthon, tel. 21.040; Denmark, Leif- 
buch Hansen, tel. 27.575; U.K. Colin W. Peck, tel. 23.652; Sweden, 
Charles R. Bergesen, tel. 27.500. 

REPAIRS: All kinds of repairs available. 

DRY DOCKS: One, 545 by 75 by 24 ft. Marine slipway up to 1,500 
tons dw. 

AIRPORT: 10 km. from port. Airlines to Continent, U.S.A. 
TIMES: GMT plus 1 hour. No alterations during year. 
HOLIDAYS: 1st January; Maundy Thursday; Good Friday; 
Easter Monday; 1st May; 17th May; Whit Monday; Christmas Day 
and Boxing Day. 
POLICE/AMBULANCE/FIRE: Police tel. 
21.500; Fire 22111. 

TELEPHONES: There are arrangements for placing telephones 
on board. 

SHORE LEAVE: No restrictions. 

AUTHORITY : Stavanger havnevesen, Stavanger. Tel. 32.045. 
AGENT: C. Middelthon's Dampskibsexpedition, Skansegt. 13-15, 
POB 27, 4001 Stavanger. Tel. 21040. After office hours: 24936; 32541. 
Telex: 33034 ‘‘Cmdex". 


31.520; Ambulance 


SUNNDALSORA: 62.41 N. 08.36 E. 


DOCUMENTS: 

Crew List. 

Passenger List. 

Health Certificate. 

Ship's Manifest, and one mani‘est with list of provisions. 
PILOTAGE: Radio-telephone to pilot station at “Grip” in good 
time before arrival. 

ANCHORAGES: Poor conditions in “Sunndalsfjord”. 

MAX. SIZE: Up to 25,000 tons deadweight. 

HEALTH: No special requirements. 

RADIO: Aalesund Radio; Kristiansund Radio. 

TUGS: Not available and not required. 

BERTHING: Notice should be given to Aardal & Sunndal Verk, 
tel. 91551, in good time before arrival. 

Length of quay 1,007 ft. Depth of water alongside 36 ft. 
STEVEDORES: No notice required. 

MEDICAL: Doctor and hospital available in case of urgent need. 

TANKERS: The usual rules for tankers to be complied with. 

FRESH WATER: Available. 

FUEL: Mobil Oil and BP supply. 

GANGWAY/DECK WATCHMEN: Not required. 

OPENING/CLOSING HATCHES: Carried out by crew. 

CERTIFICATES: Health certificate. Deratisation certificate. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per crew 

member/passenger allowed to be held out of Bond. Wine/Spirits, 

~~ bottle (3 |.) of each kind per person allowed to be held out of 
ond. 

CARGO GEAR: Ordinary rules apply. 

IDENTIFICATION CARDS: Aardal & Sunndal Verk demands 

identification cards, obtained from Dockmaster. 

CONSULS/DRY DOCKS: None. 

REPAIRS: No facilities. Nearest Molde or Kristiansund. 

REPATRIATION: Offices for effecting crew changes and repatria- 

tion available., 

AIRPORT: Arg (Molde) and Kvernberget (Kristiansund), both at 

60 miles distance and with regular air service. 

TIME: GMT plus one hour. Permanent. 

HOLIDAYS: Official holidays 1st May and 17th May. Extremely 

difficult to get any cargo work done on those days. 

POLICE/AMBULANCE/FIRE: Police 91166; Ambulance (doctor) 

91479; Fire 91122. 

pian erg Telephone may be rented from Aardal & Sunndal 
erk. 

SERVICES: Not available. Nearest Kristiansund. 

SHORE LEAVE: Crew members allowed ashore. 

REGULATIONS: Forbidden to take photographs within boundaries 

of Aardal & Sunndal Verk. 

DELAYS: Usually no delay if notice of arrival given to Agent in 
ood time. 

AUTHORITY : Sunndal havnevesen. Tel. 91241. 


SVOLVAER: 68.14 N. 14.35 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Custom Documents. 

Stores List. 

Manifests. 

Bill of Lading. 

Ship's Papers. 

Valid Deratisation Exemption Certificate. 

Ships arriving from Finland, Denmark, and Sweden need customs 

permit from last port. 
PILOTAGE: Vessel approaching Svolvaer may call Bodg Radio, 
2182 kc/s. by radio asking for Svolvaer harbour pilot. Telegraph ETA 
Svolvaer 24 hours before arrival. All communication with harbour 
pilot boat is via Bode Radio. No VHF. Exact position for pilot boat is 
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68° 11’ 30” N. 14° 36’ 00” E. In the event of bad weather call Lag 
Pilot station, position 68° 24’ 00" N. 16° 02’ 00” E., via Bods Radio, 
further information. Different types of pilot boats are useq . 
usually the pilot boat fly's pilot flag. No special requirements, 
boarding, except usual pilot ladder. 
ANCHORAGES: Boundaries for safe anchorage 68° 13’ wy 
14° 37’ 00” E., 68° 13’ 48” N. 14° 36’ 12” E. Depths in area abou) 
fathoms. 

RESTRICTIONS: Ships of 2,000 tons or more berthing at dayi 
only. 

MAX. SIZE: Maximum permissible length 520 ft., draft 30 ft, 
HEALTH: Pratique is automatic given by radio. Vessel on 
quired fly yellow flag. In event of any suspected disease or fevery 
board call Svolvaer Harbour master by telephone via Bodg Ras 
(2182) kc/s. 

RADIO: Call Bodg Radio by R/T 2182 kc/s. or VHF-Channely 
Svolvaer Harbour office VHF-Channel 16. 

TUGS: No tugs available. 

STEVEDORES: All information regarding gangs, loading anda, 
charging rates can be obtained by calling ship's Agentin voli 
via Bode Radio. 

MEDICAL: Hospital facilities available. 

TANKERS: There are two discharging berths for oil carries, 
Svolvaer. Diameter of lines at B.P. berth 6 in. and 8 in., at Shelli, 
At the Shell berth tankers moor stern to and discharge throw 
stern lines. 

DENSITY: Density in port is 1025. 

FRESH WATER: Is delivered from piers by hose with a rate; 
about 20 tons per hour. Water is not available at B.P. berth, 
FUEL: All kinds of fuel oil are available. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally done by ship's om 
but can also be done by stevedores. 

CERTIFICATES: Ship's Register Certificates. 

CUSTOMS ALLOWANCE: Tobacco: Quantity for each m 
member is 20 cigarettes or 20 gr. tobacco and 20 leaves cigag 
papers per day. Wine and/or Spirit: For crew members 1 be 
spirit or wine (3 litre) for each passenger litre. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Swedish and Italian consulates. Lloyd's sub agent 
REPAIRS: Nearly all types of engine and deck repairs. Both} 
internal combustion and turbine engines. 

DRY DOCKS: No dry docks in port, only slipways for ships ») 


160 ft. 

ew a Facilities for effecting crew changes area 
able. 

AIRPORT: Four km. from town. Nearest main airport is Bods, 

TIME: Local time is GMT plus 1 hour. 

HOLIDAYS: Official holidays stated by Norwegian Governmett 
POLICE/AMBULANCE/FIRE: Call telegraph station Svolvaer 

TELEPHONES: Phones on pier. 

GENERAL: Svolvaer is the main port in Lofoten Island, and a type 
fishing harbour. Radar-Decca-Radio and VHF service, and all ol 
electrical services can be executed. 

SERVICES: Compass adjusting. 

AUTHORITY: Harbour Master Svolvaer, tel. 143 or private 77% 


THAMSHAVN (Thamshamn): 63.20 N. 09.52 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Passenger List. 

Store List. 

Bill of Lading. 

3 Manifests. 
PILOTAGE: 24 hours prior arrival Grip Pilot-Station, Pilots cat 
ordered by cable to “Loskontoret, Kristiansund N." or by telepho 
Kristiansund Pilot Office, tel. 74333 during office hours, and Ti 
private. Pilots can also be ordered by radio tel. No. 2182 dired’ 
Grip Pilot Station or through Agents. Use Channel 16 for V# 
contact to Kristiansund Pilot Office, Grip Pilot-Station or pilot 
Pilot boat equipped with radio telephone 2182, carries red and Ww 
flag during day and white and red light during night. Pilot 
located at Grip island where Pilot will be taken on board. 
ANCHORAGE: Vessels should anchor 150 metres off piers 
depth between 26 and 30 metres. Anchoring between piers ® 
buoys is not permitted. 
MAX. SIZE: Depth at Import Quay 20 ft. MLW. Ships of 28 ft. 
can load at Pyrites Quay. 
RADIO: Vessel should route ETA cables to Agent through Roy 
land Radio or Aalesund Radio. 
TUGS: No tugs needed or available. 
BERTHING: Berthing only between 07.00 and 24.00 hours. 
CARGO HANDLING: One berth is specially equipped forh 
of pyrites in bulk. Ships of 28 ft. draft can load at the pyrites 
Loading by conveyor. There are no berths equipped for cor 
or roll-on/roll-off traffic, nor berths handling liquid chemi 
LPG carriers. 
STEVEDORES: Arranged by Agent. No ETA to stevedores — 
sary. 
MEDICAL: Hospital facilities available. 
FRESH WATER: Available, delivered from berth. : 
FUEL: No fuel supplies available. Nearest port for such su : 


is Trondheim. 


ynowAY/DECK WATCHMEN: Not compulsory, and this 
is left to the discretion of the Master. 
SevING CLOSING HATCHES: By crew. 
aATIFICATES : Ship's Register. 
3ysTOMS ALLOWANCES: Each crew member allowed 20 
es on shore. When leaving ship, 200 cigarettes and 1 bottle 
gine or bottle of spirit permitted. 
UATIFICATION CARDS: Not required. 
soNSULS : Nearest consul available in Trondheim. 
PAIRS : Only small repairs can be carried out. 
may DOCKS: None. é 
PORT: Nearest airport, Vaernes, 62 miles N.E. Served by 
jar airlines with several flights per day. 
qué: GMT plus 1 hour. Permanent. 
DAYS: January 1st; Easter Holidays; Ascension Day; Whit 
ay; ist and 17th of May; December 25th and 26th. 
»LICE,AMBULANCE/FIRE: All mentioned services obtained 
sough Agent or by contacting local telephone exchange. 
rLEPHONES: No facilities for placing telephones on board ships. 
sRVICES: Provisions available. 
SHORE LEAVE: Permitted. 


\gENT: Rederi- A/S Orkla, 7340 Lékken Verk, Norway, tel. (074) 
gy Lokken Verk or Orkanger No. 80400. Telegrams “Transport”, 
iuien Verk. Telex 55109. 


TONSBERG: 59.16 N. 10.25 E. 


DOCUMENTS: 

Ship's Register. 

Crew Lists. 

Customs Manifest for each crew member (cigarettes, spirits, etc.). 
Store List. Cargo Papers. Health Certificate. 

*LOTAGE: Sea pilots obtainable from Ferder pilot station. Pilots 
mally take vessels to berth; also harbour pilot on the spot. 
INCHORAGES: Good anchorages at Byfjorden and Traela; 
ychorages for large vessels are found in Narvergdbukten and 
dysayflaker. 

ink. SIZE: 18 ft. draft for East entrance and 21 ft. draft for West 
erance. Up to 30,000 tons in ballast. 

#4010: Cable ETA via Tjome Radio prior arrival. 

TGS: Are available. 

RIDGE: One bascule bridge over East entrance. Working days 
wen 0600 to 2200 hours, holidays 0900 to 1300 and 1400 to 1700 hours. 
$gnal 1 long and 2 short to open bridge. Opening can also be 
wanged during night time. Horizontal clearance 88 ft., depth 22 ft. 
#EDICAL: Medical, dental and hopital facilities available. 

DENSITY : Occasionally brackish. 

fRESH WATER: Available from hydrants at quays. 

AVEL: Delivered by lorry. 

G(ANGWAY/DECK WATCHMEN: Available on request. 
WSTOMS ALLOWANCE: 200 cigarettes or tobacco and one 
wie spirits, for each man. 

CONSULS: Britain, France, Netherlands, 
Sweden and Spain. All vice-consuls. 

REPAIRS: All types of repairs available. 

RY DOCKS: At Kaldnesmek, a shipyard for total length of 515 ft. 
Teshipyard is building ships up to about 50,000 dwt. 
HPATRIATION: Available by train from Tonsberg, plane and 
wsenger lines from Oslo (about 100 kilometres from Tensberg). 
fey good hotel accommodation in Tgansberg). 

TIME: GMT plus 1 hour. 

HOLIDAYS: New Year's Day; Maunday Thursday; Good Friday; 
aster Monday; Labour Day (1st May); 17th Ascension Day; Whit 
londay, Christmas (25th and 26th December). Mostly no working. 
BRN MBULANCE/FIRE: Police 13355; Ambulance 13370; 
ee 11856, 

TELEPHONE: No line available on board vessel. 

SERVICE; Mostly all services or equipments available from Tons- 
9 or Oslo. Inform prior arrival. 

SHORE LEAVE: Crew members allowed to go ashore. 

YLAYS : Ice during January and February, but port kept open by 
tt breakers, 

NTHORITY : Harbour Master, Tonsberg Havnekontor. 


MGENT: Sev. Dahl A/S, Storgt, 15, PO Box 128, 3101 Tansberg. 
™) 4 Insurance brokers. Lloyd's agent. Chartering, Sale & Pur- 
®se of tankers and motorships. Tel. 14027 - 14028 — 14194. Telex 
51, Backanswer “Sdahl”. 


Finland, Denmark, 


TROMSO : 69.39 N. 18.58 E. 


NCUMENTS : 
Crew Lists. 
Passenger Lists. 
hio's Register. 
lores Lists. 
Health Certificates. 
H OTAGE: Telegraphic address of pilot station is ‘Tromso Pilot 
Pot - Order latest 12 hours before arrival. 
HORAGE: Depth at anchorage is 15-25 metres. 
TRICTIONS : No restrictions on night entry. 
ise: Tromso Radio VHF Channel 16-26. Harbour Office Channel 
f 20 miles from town. 
is, If necessary, join vessel North or South end of harbour. 
HING : Ships 10,000 tons gross can berth at Town Quay, 24 ft. 


NORWAY 


deep. Esso pier (20,000 brt.) 31 ft. deep. Town Quay, 1200 metres 
length, equipped for container handling. 

2 new jetties in Breivika, North of the bridge are completed. 

No. 1 length 90 metres, depth 8 m. 

No. 2 length 120 metres, depth 10 m. 
BRIDGES: Tromso Bridge. 60 m. wide, 36.5 m. high. 
STEVEDORES: Ordered by Agent. No ETA to stevedores neces- 


sary. 
MEDICAL: Master to advise by Radio prior to arrival if medical 
attention required aboard. 
TANKERS: There are three oil berths: 

B.P.-20 ft. depth. 

Esso-31 ft. depth. 

Shell-30 ft. depth. 
FRESH WATER: Most berths supplied by pipeline. 
FUEL: All grades available. 
FIRE PRECAUTIONS: When tankers discharging, smoking 
allowed only in saloon, and messroom. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
pl akan be HATCHES: Crew allowed to open and 
close. 
CERTIFICATES: Tonnage Certificate. 
CUSTOMS ALLOWANCE: Crew members 100 cigarettes or 20 
cigars or 100 grams tobacco, and 1 bottle spirits. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium 81074-82417 Sweden 85090-81336 
Denmark 81148-82310 Germany 81088-85665 
France 81044-85663 Italy 85040-82604 


Great Britain 83701-81735 Netherlands 85040-82604 
REPAIRS: All engine and instrument repairs. 
DRY DOCKS: Four slip-ways 80-222 ft. 
AIRPORT: 5 km. from town. 
TIME: GMT plus 1 hour. 
HOLIDAYS: No work on New Year's Day and Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 85080; Ambulance 81100; 
Fire 81122. Taxi 82020-82021. Port Pilot Station 81191-82537. 
DELAYS: Minor delays only. 
SERVICES: Compass adjusting. 
AUTHORITY: Harbour Master, tel. number 81191-83146. Harbour 
assistant 81191-82698. 


TRONDHEIM: 63.25 N. 10.24 E. 


DOCUMENTS: See “Bergen”. 

PILOTAGE: Harbour Pilot: Havne Kontoret, tel. 28015 or VHF 
Channel 16. 

RESTRICTIONS: The fjord is very deep and easy to enter. The 
channel is clear and ice-free throughout the year. 

MAX. SIZE: Controlled by depth at berth. See below. 

HEALTH: Call ‘“‘Havne Kontoret” by radio for free pratique. 
RADIO: Orlandet Radio (also VHF). 

TUGS: Arranged by Agent. 

BERTHING: 


River Harbour Quays 1-10 Depth alongside up to 26 ft. 


Outer Harbour » 12-18 “s 1” » » 18 5 
Inner Harbour ” 19-24 ” ” no” ” 
Ilha Pier 20-02 ” ” "on ” 
Pier ll ” A-D ” ” so” 33 ” 
Rosenborg Quay Length 630ft. _,, ia ss an JED tt 
Thaulow Quay » 187, 4 ” w IS 
Transit Quay pe MIE i ae ” ne ge eO yp 


Coal Crane Pier er, (TOU, SRay ¥ bet Bel 
BRIDGES: Skansen Bridge, Jernbanebrua, and Brattor Bridge 
divide Inner Harbour. 

STEVEDORES: Available. 

MEDICAL: All facilities available. 

TANKERS: Berth Depth 9-12 m. Total length of quays 270 m. easy 
access. Mobil, Esso and Shell installations. 

FRESH WATER: By hose from quay. 

FUEL: Available. 

DEVELOPMENTS: Plans for reconstruction of outer Basin with 
new bridges also planned. 

CUSTOMS ALLOWANCES: 200 cigarettes and 1 bottle spirit, 
one bottle wine allowed each man. 

IDENTIFICATION CARDS: Required. 


CONSULS: 
Belgium Tel. 30 070 Ireland Tel. 22 861 
Costa Rica ,, 30 000 Italy yf o2T 414 
Denmark » 20 580 Holland yp RTs 174: 
Finland » 28 626 Portugal » 21 140 
France » 28 526 Great Britain » 31 500 
Germany Pr 4 Bar 7 Spain » 20 689 
Greece 29 771 Sweden 31 000 


REPAIRS: All types of deck and engine repairs are possible. 
DRY DOCKS: One available with capacity of 3,600 tons deadweight 
and a floating dock for vessels of 8,000 dw. 

REPATRIATION: Can be arranged. 

AIRPORT: 35 km. away from port. Regular airlines. 

TIME: GMT plus 1 hour. 

HOLIDAYS: Holidays (1974): Christmas (2 days); Easter, 11th, 
12th, 14th and 15th April; 17th May; Ascension Day, 23rd May; 
Whitsun, 2nd and 3rd June. 

POLICE/AMBULANCE/FIRE: Police 27500; Ambulance 21-510; 
Fire 21-505. 

SHORE LEAVE: Allowed. 
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AUTHORITY: Trondheim Havnekontor, tel. 28015-28016. 


AGENT: Bachke & Company, Dronningensgt. 7, POB 609, 7001 
Trondheim, Tel. (075) 20124. After office hours tel. (075) 59657. 
Telex: 55035. Cables: “Bacos". 


VADSO: 70.04 N. 29.45 E. 


DOCUMENTS: 

Trade Certificate. 

Tonnage Certificate. 

Certificate of Nationality. 

Number of Crew and Passenger Lists. 

Customs and Health Documents. 

Manifests and Bills of Lading. 
PILOTAGE: Vessels approaching from sea and desiring Pilot 
should order at 24 hours notice and confirm arrival at Pilot Office, 
Vadso, at 2 hours notice. The advance order can be sent over coastal 
radio station to Pilot Office, the Harbour Master, Vadso, tel. Vadso 
51235 or 51143. Harbour Pilot has to be taken on board in position 
Lat. 70° 45’ N. Long. 29° 41’ E. 
ANCHORAGES: Anchorage for vessels up to 400 tons in basin, 
with depths varying between 14 and 21 ft. Larger vessels anchor W. 
of the mole in 16 to 20 m. Outer harbour inside breakwater, inner 
harbour, further to East. Entrance to inner harbour is by buoyed and 
lighted channel 1,560 ft. long and 115 ft. wide, this has been extended 
by the addition of a fishery basin 750 ft. long 800 ft. wide. Outer har- 
bour is 1,000 ft. long, 700 ft. wide, depths 15 to 30 ft. 
MAX. SIZE: Maximum length of vessel 300 ft. and breadth 45 ft. 
Draft 16 ft. Ship about 3,000 gross reg. tons. 
HEALTH: Health documents necessary. 
RADIO: Call Vardo Coastal Radio Station, through which contact 
by telephone Agent or Harbour Master or Vadso Harbour. 
STEVEDORES: Stevedores arranged. Agent telephone 51395 
Vadso. 
TANKERS: Only small tankers can discharge. Discharging berth 
only for 500 gross reg. tons tankers, draft 13 ft. 
FUEL: Gas and diesel oil. Water available on all quays. 
GANGWAY/DECK WATCHMEN: Watchmen necessary. Master 
can use ship's crew as gangway and deck watchmen. Not necessary 
to use watchmen from the Watchmen Service. 
CUSTOMS ALLOWANCE: Tobacco: Wine/Spirit: For 10 days, 
each crew 200 cigarettes, or 200 grams tobacco. { litre spirit, for each 
crew member. 
CONSULS: Finland, tel. 51225 Vadso. 
REPAIRS: Only smaller types of deck and engine repairs are pos- 
sible. 
AIRPORT: Distance to airport by sea 24 miles. By bus 160 km. 
Airport served by regular airlines; SAS two flights per day. 
TIME: Local time, GMT plus 1 hour. 
POLICE/AMBULANCE/FIRE: Police 51271 or 51593 Vadso; 
Ambulance 51845 or 51691 Vadso; Fire 51122 or 51554 Vadso. 
AUTHORITY: Harbour Authority, Harbour Master, tel. 51235 or 
51143. 


Ocean Island 


OCEAN ISLAND: 00.52 S. 169.35 E. 


DOCUMENTS: 

Clearance from last overseas port. 

2 Crew Lists. 

4 Passenger Lists. 

Bonded Stores List including Narcotics List (in duplicate). 
Crew Store List (sometimes called search list or curio list). 

4 Manifests. 

1 International Health Declaration. 

Documents to be completed when ship arrives Ocean Island: 
List of unmanifested cargo; Passenger’s Baggage Declaration, 
if any, 1 copy per passenger. 

PILOTAGE: Pilotage available on request without charge and 
Masters advised avail themselves this service. Necessary that 
Masters, through Ocean Island Radio, inform telegraphic address 
“Phoscom Ocean" of ETA 48 hours before arrival, confirming or 
altering this 12 hours before arrival. Phoscom reply through Ocean 
Island Radio on receipt of second message giving time for vessel to 
close in to a half mile West of loading plants, where pilot will board. 
In case of adverse weather or congestion, Masters notified by radio 
or by VHF channel 16, 156-8 Mc/s, with range of about 40 miles. 
Vessels handled inwards in daylight only, and should fly “G” flag 
when approaching island. A safe and clean pilot ladder should be 
provided, and a good lee made for pilot to embark. 
ANCHORAGES: No anchorages available owing to extreme depths 
of water. Vessels waiting normally drift off and return at daybreak or 
when instructed to do so, 

RESTRICTIONS: Tide and draft have no bearing on entry but 
normal not to handle vessels into berth in darkness. However, vessels 
are unmoored at all hours. 

MAX. SIZE: Vessels have been handled up to overall length of 
575 ft. Beam should not exceed 75 ft., draft limitations 34 ft. 6 in. 
HEALTH: Masters of vessels approaching Ocean Island required 
to send telegram addressed “Quarantine Officer, Ocean Island” 
within 24 hours of arrival. Telegrams should state name of last port, 
date, presence of any infectious disease. On receipt quarantine 
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officer will send reply indicating whether or not pratique gr 
It is still necessary to fill out International Declaration of Hoan 
hand to Boarding Officer after berthing. bs] 
RADIO: Ocean Island Radio station call sign VQK. Daylight 
not great but traffic may be passed through C2N Nauru. No rage! 
Ocean Island. VHF Channel 16 1568 Mc/s. : 
TUGS: No tugs required for berthing. 

BERTHING: Such special requirements which relate to betta 
Roe wien in a Letter of Advice to Ship Masters issued bys 
STEVEDORES: As stevedoring is carried out by Phoscom 
separate advice required, Loading rate of bulk phosphate is asi, 
as 1,300 tons per hour. 

MEDICAL: Medical treatment can be given on short notice, |; 
hospital facilities available, and emergency surgery can be 
out. Smallpox vaccination required, and cholera if vessel from inp 
ted area. 

TANKERS: Maximum length 600 ft., no draft restrictions. Eights. 
discharge line to shore storage tanks. 

DENSITY: Normal salt water all states of tides. 

FRESH WATER: Island water imported, and water will be SUD ple 
only in emergency. 

FUEL: Island stocks are imported for use in phosphate ing 
and only limited quantities of heavy fuel or diesel oil availaby. 
extreme urgency. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CERTIFICATES: Deratisation certificate only. 

CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes or |) 
tobacco or 50 cigars for use on board; 25 cigarettes or 1 02. of tobay 
may be taken ashore for own personal consumption. Wine/Spir 
1 bottle only for use on board; No bottles may be taken ashore. 
CARGO GEAR: Cargo gear should be up to standard demany 
in Australian ports. 

IDENTIFICATION CARDS: Some form of identification, pay 
port, discharge book, or identity card should be carried by om 
members. 

CONSULS: None. 

REPAIRS: Small repairs such as welding, brazing, lathe work, « 
can be carried out, but only when essential to allow vessel to proce 
on voyage. Main engines cannot be immobilised whilst the vew 
moored to any section of buoy system. 

DRY DOCKS: None. 

REPATRIATION: Repatriation can be arranged. No facilitiess 
crew changes. 

AIRPORT: No airport at Ocean Island. 

TIME: GMT plus 11} hours. 

HOLIDAYS: Christmas Day, New Year's Day, and Good Fre 
normally closed holidays. Other National holidays occur during 
but normally work carries on, on these days. 
POLICE/AMBULANCE/FIRE: All emergencies handled by He 
bour Masters, one of whom remains aboard vessel throughoutis 
vessel attached to mooring system. 

TELEPHONES: Telephones are put aboard for use of islands? 
working vessel. 

GENERAL: Shore labour normally boards vessel with pilot to ass 
in mooring to buoy system. 

SERVICES: No special services available. 

SHORE LEAVE: This may be granted at discretion of Master, 
should in all cases terminate at 1700. 

REGULATIONS: No vessel may immobilise main engines w 
moored to buoy system. Main engines should be on instant readin 
deck power should be available at all times, and vessel must prow# 
to sea when instructed to do so by Harbour Master. 
DELAYS: Normally no delays expected. Vessels could waita@ 
or possibly two due to port congestion, but this seldom happ® 
delays can occur due to adverse weather, duration of which um 
dictable. 

AUTHORITY: The Harbour Master, appointed by The Bit 
Phosphate Commissioners, Ocean Island. Telegraphic add 
“Phoscom Ocean Island". 


Oman, (Sultanate of) 


MINA-AL-FAHAL: 23.39 N. 58.32 E. (See Plan) 


DOCUMENTS: 

2 copies Crew Lists. 

2 copies Medical Attendance Forms required for ship's 0 

visiting doctor, 

1 copy Arrival Report form (supplied by Berthing Master). 

2 copies Maritime Declaration of Health. 

3 copies Mail Lists. 

PILOTAGE: The Berthing Master will board incoming tankers” 
position with Fahal Island lighthouse bearing 285° from 
distance 2 miles. Tanker should arrive at this position, make aye 
port lee, and take way off. 

Harbour steaming is deemed to start at this point. The pot 
derrick should be rigged and crew standing by at the derrick 
to lift the mooring equipment from the launch when the 
Master comes on board. ‘ 

The pilot access should be in good condition, clean and read} 
the port side. Tankers of 70,000 tons summer deadweight and a 
in ballast or partly loaded condition should have either a pilat™ 
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combination of accommodation ladder and pilot ladder rigged. 
be RAGE: If a tanker is required to anchor this information 
passed on the VHF radio. The normal anchorage position 
ynkers is 1 mile E.S.E. of Fahal Island. A prohibited area is 
ssed by the parallel, 23° 40’ N., and the coastline and the meri- 
58° 30.8" E., and 58° 32.2’ E. This area should not be entered 
et sa Berthing Master is on board. 
werRICTIONS : Open sea approaches. 
x, SIZE: No length limitation. Draft up to 80 ft. Tankers up to 
) dwt. can be accommodated. 
LTH: When advising ETA, include in message whether any 
on board. 
010: ETA messages should be sent to Petro Muscat via Muscat 
iydio (call sign A4M). If no contact can be established with Muscat 
gdio, the message should be sent through an alternative coast 
gation such as Bahrain Radio. rien i 
The message should contain the following information. Ah 
4) ETAin local time and date in plain language to avoid mutilation. 
i) Whether there is any sickness on board. 
+) Whether any crew require medical treatment and very briefly 
the nature of the complaint. 
y#f communications should be established as early as possible 
ya station, call sign Fahal Control on Channel 16. The range of the 
gation is approximately 50 miles but may be reduced to 20 miles 
ee approaching from the Eastwards, due to screening effect of 
«mountains. A 24-hour watch is maintained by this station which 
as Channel 20 as a working frequency, which can also be used 
telephone link calls. 
The mooring launches are equipped with Channel 16 and a Working 
tunnel 6, call sign Fahal Pilot. 
16S: None available and not required. 
#RTH DESCRIPTION: Three single buoy moorings with 
foating hose strings. 
No. 1 SBM is for crude oil export, marine fuel import and export. 
No.2 SBM is for crude oil export and marine fuel oil export. No. 3 
$M is for marine fuel export only. The Western Coastal Tanker 
soring is for the import of bitumen, the Eastern mooring for the 
sport of white-oil products.- 
58M No. 1: Two by 810 ft., 20-in. crude oil hoses, reduced to 16 in. 
«manifold connection; two by 840 ft., 8-in. bunker fuel hoses 
eminating in single hose for manifold connection, 
§8M No. 2: The position of the new SBM is 23° 39.93’ N. 58° 32.15’ 


$8M No. 2 can now accommodate tankers up to 500,000 dwt and 
vowa draft of up to 80 ft. A 40-in. crude oil pipe-line and two 10-in. 
wer lines will provide the crude oil and the bunkers. 

58M No. 3. Two by 720 ft., 8-in. hoses terminating in a single hose 
‘x manifold connection. 

loading Rates. Crude oil loading is by gravity only. Bunker fuel 
flivered by pumps. Max. crude loading rates up to 9,000 t.p.h. 
iter fuel discharging rate up to 3,000 t.p.h. at Berth No. 1. Bunker 
‘loading rate up to 500 t.p.h. at all berths. 
SERTHING: Vessels berth head on to buoy. Two 12 in. 110 ft. 
‘Mf. at SBM No. 1) nylon lines from buoy are secured on fore- 
aste head, using equipment provided by Terminal. A suitable 
mssenger rope should be ready for use (provided by the ship). 
‘moorings aft. Berthing Master will advise mooring procedure. 
H0SE CONNECTIONS: Amidships. Derrick must plumb over 
nnifold and have minimum SWL 5 tons with equipment in good 
‘sndition, Any reducers required will be supplied by Terminal. 
“imnecting and disconnecting by ship's personnel with advice 
‘om Berthing Master's Assistant. 
§ALLAST: No facilities for reception of dirty ballast. 

Tankers should arrive with clean ballast, lines and pumps and no 
"should be released into the sea. 
HEDICAL: Medical treatment can be given by Petroleum Develop- 
ret(Oman) Ltd.'s medical staff to crews of ships on Time Charter 
®Shell International Marine on ships using P.D. (O) Ltd.'s tanker 
§ency facilities. A charge of R.S. 25 is made per round trip for 
‘och hire and transport facilities. No dentist is available. Emer- 
Hcy treatment only can be carried out at the P.D. (O) Ltd. Hospital. 

PAIRS: It is not permitted to immobilise main engines whilst 
‘red to the SBM’s; under no circumstances should the propeller 
“tuned in the ahead direction. 

SITY: Approximately 1026. 
RESH WATER: Not available. 
TEL: Fuel be only available. Lubricants, quantity limited, supplied 
$ Only, 
*PATRIATION: Crew changes are possible at Mina-al-Fahal 
*ided the Agents receive 72 hours notice (excluding Fridays and 
“tays) giving full particulars of embarking/disembarking crew, 
as full name, nationality, place and date of birth, passport/ 

Pen $8 book number with date and place of issue and expiry date, 
' also destination for repatriation of disembarking crew members, 
oo Agents to obtain necessary permits and arrange air pass- 


"8.\fthe information required as above is received on a Thursday 
* day preceding a holiday, the time mentioned of 72 hours will 
: rel as no permits can be obtained from the Authorities 
Olidays. 
we: GMT plus 4 hours all year round. 
tone LEAVE: Not possible. 
tah RAL: Liquor. Trading in liquor strictly prohibited and no 
lic drink should be offered to Arab nationals. 
‘lang Ships. Will anchor in one of following positions: (a) Fahal 
tt bearing 340 degrees (True) distance two miles. Water depth 
(0) Fahal Island bearing 350 degrees (True) distance 13 miles. 
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Water depth 42 ft. (c) Fahal Island bearing 340 degrees (True) 
distance 14 miles. Water depth 57 ft. The Portmaster will allocate 
an anchorage to incoming vessels. 

DEVELOPMENTS: From the 1st Ocober 1973 the prohibited area, 
within the Port Area of Mina-al-Fahal, will be extended northward 
to the parallel of latitude 23° 40.8’ N. The Eastern and Western 
extremities will remain as at present, viz. longitudes 58° 33,2’ E. and 
58° 30.8’ E. respectively. 

The new position of SBM 2 will be approximately 013° x 3,800 ft. 
HOD its present position, or with Fahal Island lighthouse 292° x 2-27 
miles. 

Tanker and cargo ship anchorage positions will be changed to 
the following bearings (from seaward) and distances from Fahal 
Island lighthouse: 


Tankers Cargo Ships 


A 330°1:0 n.m. |  340°2-0 n.m. 
B 000°x1:0 n.m. Il 350° 1-75 n.m. 
C 030°x1-0 n.m. Ill 340°x1-5 n.m. 


D 060°x1-0 n.m. IV 010° 1-5 n.m. 

Ships proceeding to an anchorage within the Port Area should 
pass North of Fahal Island and under no circumstances enter the 
Pronypikedt area unless accompanied by a Mina-al-Fahal Berthing 

aster. 

Ships arriving at Mina-al-Fahal should contact ‘‘Fahal Control” on 
VHF Channel 16 as early as possible, requesting instructions. 
AUTHORITY: Petroleum Development (Oman) Limited, PO Box 
81, Muscat, Sultanate of Oman. Cables: ‘Petro Muscat’. Telex: 
Muscat Petro MB212. 


AGENT: See Mutrah (Mina Qaboos). Petroleum Development 
(Oman) Ltd. can also act as Agent. 


MINA QABOOS (Mutrah): 23.37 N. 58.36 E.(See Plan) 


Muscat has ceased to be a commercial port and instead vessels now 
call at Port Qaboos. 

PORT LIMITS: From the level of high water springs at a point 
near Ras Kab at longitude 58° 33-2’ East on a line due North to 
latitude 23° 41’ North; 

Thence due East to longitude 58° 35-6’ East; 

Thence due South to Ras Muscat on Jazirat Muscat; 

Thence in a generally Southerly direction by the line of high water 
on the Western side of jazirat Msucat to Pinnacle Rock; 

Thence in a straight line approximately South—westerly to the 
easternmost point of Siraz al Gharbiyah; 

Thence by the line of high water springs to the point of commence- 
ment. 

DOCUMENTS: 

Required on Arrival: 

2 Copies Crew List. 

1 Copy Maritime Health Declaration form with ports of call from 

commencement of voyage. 

1 Copy Vaccination List. 

3 Copies Passenger List. 

3 Copies in transit Passenger List. 

3 Copies Cargo Manifest. 

3 Copies Hatch List. 

4 Cargo Stowage Plans. 

5 Hazardous Cargo Lists. 

5 Heavy Lift Lists. 
To be airmailed in advance: 

7 Copies Cargo Manifest. 

1 Copy Freight Manifest. 
PILOTAGE: Available and compulsory. 
MAX. DRAFT: 29 ft. at LW. 
TUGS: Available. 
RADIO: Muscat Radio (call sign A4M) keeps a listening watch on 
the international R/T call frequency of 2182 kHz. This service is 
available during the period 0800-1400 and 1530-1800 local time, 
Saturday/Thursday and 0800-1400 on Friday. Range 200 miles. 

Ship-shore radio service: Hours of working to ships 0300-1700. 
Telex service (MB 209 a/B MCT RX) 24 hours. Range of station 
(H/F) 1,000 miles. Station will accept traffic for ships via telex from 
all countries. 

SRRTAING Small craft Pier: For vessels drawing up to 14 ft. 
draft. 

Berth No. 3. Depth 18 ft. at LW. 

Berth No. 4. Depth 24 ft. at LW. 

Berths Nos. 5-9. Depth alongside varies from 30 ft. to 36 ft. 

Also see Developments”. 

CRANES: Nine mobile cranes available from 2 tons to 35 tons. 
STEVEDORES: The labour position is fair, except in the date- 
picking season June to August. 

Total of 9 barges are available for landing cargo ex vessels. 
Landing rates: bagged cargo 4/600 tons per day; general: 200 tons 
per day; timber 100/150 tons per day during fair weather provided no 
congestion on jetty or in the bay and if cargo stowed in more than 
three hatches. 

Working Hours : Saturday to Thursday inclusive. 1st shift 0700-1300, 
2nd shift 1500-1900. Overtime work is possible. 

FRESH WATER: Not available to vessels at anchor. Sometimes 
small quantities of fresh water are available at the berth. Delivery is 
by truck at a rate of 5/10 tons per day. 

FUEL: Heavy fuel oil is available at Mina-al-Fahal but for tankers 
only, stem should be made through Shell London. However, this 
facility in emergency cases is made available to dry cargo vessels 
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provided that the vessel is able to go alongside the buoy without 
assistant. Lub. oil and gas oil drums are available to all vessels. 
WATCHMEN: A Customs watchman will be present on board 
throughout the stay of the vessel in port, and the vessel must 
provide him with food and accommodation during the stay. The 
same is applicable in the case of tally staff. 

REPATRIATION: Is now possible if Masters give full particulars 
of the seamen to be repatriated by telegram at least 72 hours earlier. 
This also applies to embarking crew members. The 72 hours notice 
is not enough in the case of a Friday, or any other holiday falls in 
between. 

See also “Mina-al-Fahal”. 

DEVELOPMENTS: The first stage provided for the construction 
of two lighter berths of 1,000 ft. total length, with 14 ft. depth at LWS; 
a rock armoured breakwater approximately 1,500 ft. long for the 
protection of the lighter berths two transit sheds 250 ft. x 80 ft. 
Administration Building, Passenger Building, Police and Dock 
Harbour Office and Ancillary Services. This is now complete. 

The second stage will include the construction of a 2,300 ft. long 
rubble mound breakwater, armoured with 15-ton concrete armouring 
units on the seaward side; eight berths of a total length of 5,000 ft. 
with a water depth varying from 24 ft. (min) to 48 ft. (max), which 
includes a berth 750 ft. long with a 33 ft. average depth with open 
handling facilities suitable for large pipes and other bulk cargoes. 
This berth could also be developed for handling container traffic. 
DELAYS: Every vessel should expect a delay of 3/4 days. Vessels 
berth in turn. 

GENERAL: 

Ships arriving at Mina Qaboos: 

Ships may approach Mina Qaboos without a Pilot as far as the 
perimeter of the limits of the port. No ship shall proceed through the 
entrance to or from the port without the permission of the General 
Manager or the Harbour Master. 

All ships, other than expected ships, shall be under the pilotage 
of a Pilot appointed by the Port Authority when under way within 
the limits of the port. The ship shall have rigged and ready for use a 
pilot ladder of modern pattern, in good repair and provided with 
reliable manropes. Such pilot ladder shall be well illuminated between 
dusk and daybreak. The ship shall have a boat-rope ready rigged 
from the break of the forecastle to abaft the pilot ladder. 

No ship shall enter or leave Mina Qaboos unless her draft marks 
are correctly shown and clearly visible. 

Every ship shall at all times when entering, navigating in or leaving 
the port have both anchors ready for immediate use. 

Ships proceeding to berth at the port premises shall have no list 
and shall be trimmed upright. 

Before entering Mina Qaboos every ship shali hoist the following 
flags: The ship's signal letters. The Q" flag, International Code, 
unless the Port Health Officer has previously given pratique. The 
“H" flag, International Code, denoting that a pilot is onboard. 
The "I" flag, International Code, if the ship is carrying passengers. 

Until pratique has been granted communication between ship 
and shore shall be by: Flag hoist, using the International Code of 
signals, Mose code, by signal light, or radio-telephone on approved 
frequencies, which will be promulgated for use for such purpose. 

Conduct: The Master or Owner of every ship shall be held directly 
responsible for the proper conduct and behaviour of the crew of 
such ship while in the port and for strict observance of the laws 
of the Sultanate of Oman, particularly those laws concerning the 
sale, transference or consumption of any narcotic or of alcoholic or 
intoxicating drink of any kind. 

Flags: Every merchant ship within Mina Qaboos between the 
hours of sunrise and sunset shall fly her national flag and the national 
flag of the Sultanate of Oman. 

Repairs : The Master of any ship wishing to carry out major engine 
repairs or adjustments, which will affect the mobility of the ship 
whilst in the port shall make written application to the Harbour 
Master so to do. The Harbour Master shall give his permission or 
otherwise in writing. 

Safety of ships and persons: The Master of every ship anchored 
or moored in the port or berthed at the port premises shall, unless 
the Harbour Master concede some relaxation in this port rule, at all 
times retain on board sufficient crew to work or move the ship. 

Ships berthing and unberthing at the port premises: No person shall 
swim from any ship berthed at the port premises. 

No person shall make fast or anchor any country craft or boat of 
any kind at any quay, wharf, pier or landing place or at any steps 
provided thereat in the port premises exceptwith the prior permission 
of the Harbour Master. 

Pollution; \t shall be unlawful to throw, discharge or deposit, or 
cause, suffer, or procure to be thrown, discharged or deposited, 
either from or out of any ship, barge or other floating craft of any 
kind, or from the shore, wharf, manufacturing establishment or mill 
of any kind, any refuse matter or other substance of any kind or 
description whatever into the waters of the harbour; and it shall 
be unlawful to deposit, or cause, suffer or procure to be deposited, 
material or any kind in any place, or on the bank of any water, where 
the same shall be liable to be washed into such water, either ordinary 
or high tides, or by storms or floods or otherwise, whereby naviga- 
tion within the corporate limits of the harbour shall or may be im- 
peded or obstructed, provided that nothing herein contained shall 
extend to, or apply to, or prohibit operations in connection with the 
improvement of the port of Qaboos or the construction of public 
works considered necessary and proper by the Port Authority and 
provided further than nothing herein contained shall extend to, 
apply to, or prohibit the depositing of any material above mentioned 
in such navigable waters within such limits as may be defined, and 
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under such conditions as may be prescribed by the pro 
the Sultanate of Oman. : oro 

It shall be unlawful for any person, firm, or corporation to 
place, or discharge into the waterways of Port Qaboos, either din 
or through private or public sewers, any sanitary sewage, bute: 
offal, garbage, dead animals, gaseous liquid or solid Matter 
gasoline, residium of gas, calcium chloride, trade waste, tar OF rel 
or any other matter, which is capable of producing floating m 
or scum on the surface of the water, sediment in the bottom g 
waterways, or the odours and gases of putrefaction. 

Vessels discharging ballast, oil from bilges or tanks or ¢ 
matter into the waters of Port Qaboos will be reported to the poli 
control officer and be subject to a fine of R.O. 500.00 for each Ofte 
imposed by and payable to Port Qaboos. Such fine shall be in, 
tion to any other fines, which may be levied for the same Ofte 
by the Sultanate of Oman. 

Ships Leaving Mina Qaboos: Port Rules applying to ships an 
at Mina Qaboos apply equally, in so far as they are relevant, tos 
leaving the port. 

Merchant ships shall fly the “P" flag International Code, {, 
hours before sailing from the port. ‘ 

The Port Authority may refuse to give the Master of any | 
outward clearance, unless and until all charges due in respee 
the ship and any penalties, to which the ship or her Master are, 
have been paid or secured to the satisfaction of the Port Auth, 

The Working of Cargo at Mina Qaboos: Ships may be permit 
discharge or load cargo in the anchorage if a berth is not avai 
at the port premises or if in the opinion of the Port Authority 
ship's cargois more suitable for handling to or from barges or ligh 

The Master or Owner of any ship shall be held responsipj; 
any loss or damage arising from careless or improper slingin 
cargo onboard such ship. 

Any cargo, cargo-handling equipment or ship's gear, which 
be dropped overboard shall at once be reported by the Maste 
appointed officer to the Port Authority and shall be immedi 
recovered by the ship's personnel if itis reasonably possible sot 
Failing this, it may be recovered by the Port Authority at thes} 
expense. The Port Authority shall not be responsible for any dap 
to or loss of cargo, equipment or gear so recovered. 

The Master of every ship discharging or loading cargo in the 
whether at anchor or berthed alongside shall provide drinking y 
for all cargo handling labour and all other persons appointed 
directed to be on board such ship in connection with the dischy 
or loading of cargo. 

If the labour or transport allocated or engaged for the purpos 
landing, loading or transshipping cargo from or to any ships 
fully continuously employed by reason of a fault or action attribut 
to such ship, the expenses incurred thereby shall be paid bys 
ship. 

In the event of any accumulation of cargo or goods upon ther 
or jetty or in a lighter for any cause that may appear reasonab) 
them, the Port Authority may require the ship discharging s 
cargo or goods to suspend or reduce the rate of discharge of: 
cargo or goods. 

The Port Authority may refuse to permit cargoto be landed from 
ship until suitable shed or open storage space or other accomm 
tion is or becomes available for such cargo. 

Delivery of cargo or goods shall not be deemed to have been 
to the Port Authority until such cargo or goods have been bro: 
into the port premises and until the Port Authority accepted del 
of such cargo or goods and have issued an official receipt the 
to the Master of the ship discharging such cargo or goods ortt 
ship's agent or to any other person duly authorised so to do, 
veying such cargo or goods to the port premises. 
SHIPMASTER'S REPORT: 

The following information, obtained locally is given in good! 

The port is scheduled to become fully operational on 1st. 
1974, when Pilots and two large tugs will be available. The har 
still under construction, is very modern in layout, and the jetties 
solid concrete, well fendered and spacious. There is no © 
handling gear except mobile cranes and fork-lift trucks, on # 
latter the port depends at the moment. There are ten berths,! 
have no information about depths except the berth occupied by 
vessel. | understand that it is hoped to make this a transhipt 
port, ocean-going vessels discharging cargo for transport into 
Gulf by coaster. 

Bunkers will be available, but no details are yet known. Fresh 
piping is laid to the jetties, but there is none yet available, exct 
emergency, when it can be supplied by hand pump from 250-08 
trucks, at about £250 per ton. Shore leave is permitted. Repatiié 
is possible, and presumably crew changes will be. There is 25 
Embassy. 

Formalities are minimal, Port Health requiring only the usual 
form and vaccination list, and Immigration require crew lists. 
are no Customs documents or formalities required at presem 
no doubt this will follow. There is no port VHF radio as yet; | pres 
that this will be established in due course, but VHF communicé 
with Agents is good. ' 

The perth occupied by the vessel was No. 5, 600 ft. long with’ 
of water alongside. Entry and sailing is permitted during 
only, the unlighted buoy off the breakwater end marking the ch#” 

Berthing was carried out by turning short round on the start 
anchor, textbook fashion, between the entrance and the berth, 
then dropping alongside port side to, finishing with 34 shacl® 
cable out. Stern anchor was ready for dropping in case of e 
both entering and leaving. No tugs were available to assist in tur 


assistance provided being a launch to run mooring lines and 
™"erpreter to shout at it. 

Agents provided a launch so that | could at least view the 
U + before berthing, and both berthing and unberthing were 


sout incident. 
ORITY : General Manager, Qaboos Port Authority, P.O. 
433, Muscat, Sultanate of Oman. 


T: Gulf Agency Co. (Oman) Ltd., PO Box 1033, Mutrah, 
“wapate of Oman, Tel. 3165. Telex Muscat MB-284. Cables “Confi- 
ea Muscat. VHF Channel 16. Call sign ‘Confidence Muscat". 


ylNA RAYSUT (Salallah): 16.56 N. 54.01 E. 


PORT LIMITS: The water limits of the port are bounded by the 
wallels of 16° 55’ 30” N. and 16° 56’ 50” N., and by the meridian 
yo 30° E. to the Eastward. To the West the limit follows the 
astline from its Northern interception with the headland of Ras 


Mand limit to the Port Area follows the line of the outer security 
ioce across the neck of the Ras Raysut headland. 

poCUMENTS: See “Mina Qaboos”. 

#LOTAGE: Compulsory, except for vessels less than 100 n.r.t., 
sybour Authority craft and vessels of the Oman navy. 

yapl0: Masters of all vessels having business within the port 
eal whenever possible give to the Harbourmaster 24 hours’ notice 
ihe intended time of arrival. 

Notice can be given either by cable via the Cable and Wireless 
Signal Station at Muscat, or by direct radio-telephone call to Raysut 
sypour Control. Listening watch is kept on 2182 kilocycles during 
yorking hours. ’ 
sERTHING : Incoming vessels are assigned berths on a turn basis 
gbject to operational requirements and the Harbour Master's 
dscretion. 

Theberth is 350 ft. in length and depth alongside 15 ft. (19 ft. at HW). 
jessels Of 1,500 dwt have berthed. Larger vessels discharge into 


$. 
TARGES: The two 350-ton port barges used by ocean-going 
yssels in the deep water anchorage will be charged at the rate of: 
%@ Baizas per ton of cargo loaded, such charges to be paid by the 
sip or her Agent before the ship's departure. 

STEVEDORES: The normal working hours both ashore and afloat 
ton Saturday to Wednesday are 0700-1200 and 1300-1600. Thursday 
tom 0700-1200. 

Working hours are subject to change during the month of 
famadan, 

Overtime will be charged for all hours worked outside normal 
wring hours. Overtime is not normally worked on Friday afternoon 
wat night time. 

FRESH WATER: Available. 

REGULATIONS: No vessel shall enter the Port Area unless 
whorised by the Harbour Master. The Harbour Master may, at his 
iscretion, refuse to allow vessels, with the exception of vessels in 
istess, to enter the Port, and may order from the Port any vessel, 
wth the exception of vessels unfit for sea, which does not have 
wsiness within the Port, or is in breach of these Regulations. 

No vessel shall anchor, or weigh anchor or move within the Port 

hea except when and where required by the Harbour Master. 
No water ballast which is not free from oil or other harmful con- 
‘minants, shall be discharged into the waters of the Port Area. 
‘case of the pumping of bilges or pollution by oil or harmful 
‘mtaminants, into the waters of the Port Area, the vessel will be 
"sponsible for any fines imposed by the Harbour Authority and any 
‘ompensation or other damages. 

Should fire break out aboard any vessel the Master should make 
"immediate signal either by a continuous sounding of long or 
or blasts on the ship's whistle or siren, or by ringing of a fire 
In cases of adverse weather it is the sole responsibility of the 
*ebour Master to decide whether the sea conditions are suitable 
“handling cargo with barges in the Anchorage, or whether the 
%) will be declared a “weather non-working day”. 

Wasters shall be responsible for the adequate provision of safety 
"uipment and lights on board whilst cargo is being handled. 
.-onveyance of alcoholic liquor, other than manifested cargo under 
“stoms supervision, from any vessel to the shore or from one vessel 
“another is prohibited. 

0 unauthorised person may enter the Port Area. Visitors to 
ssels are prohibited except by permission of the Harbourmaster. 
Ship's Personnel and passengers are not permitted ashore 
*ept by permission of the Immigration Authorities and the 
*sbour Master, 

a : Every merchant vessel in port shall fly her national flag, 
Fang National flag of Sultanate of Oman, between sunrise and 


NTHORITY : Raysut Harbour Authority. 
MGENT: See “Mina Qaboos”. 


PAKISTAN 
Pakistan 


KARACHI: 24.52 N. 67.00 E. 


DOCUMENTS: Required before vessel's arrival: 

2 copies Freight Manifest. 

2 sets Bills of Loading. 

3 copies Stowage Plan. 

2 copies Passenger manifests. 

3 copies Cargo Manifest. 

3 copies Hatch Lists. 

1 copy Exception Lists. 

6 copies Passenger Lists. 

With vessel; 

2 copies Cargo manifest. 

Last Port Clearance Certificate. 

6 copies each Passenger List, disembarking and transit. 

2 copies List of favour parcels. 

The following special Pakistan forms are brought on board by 
Agent for completion on arrival: 

2 Customs Arrival Reports. 

2 Opium and Dangerous Cargo Certificates. 

2 Ship's Currency Lists. 

6 Deck Cargo Certificates. 

1 Company's Arrival Report. 

1 Ship’s Crew Advance (if required). 

1 Expiry date of Ship's Certificate. 

1 Same Bottom or Intransit Cargo. 

1 Water Indent. 

*10 Crew Lists. 

3 Stores Lists. 

3 Property Lists. 

7 Cargo Gear Information Forms. 

* If this is ready prior to arrival, please attach to this form. 
PILOTAGE: Pilotage is compulsory for ship of 200 nrt and upwards. 
Pilot boards at the Outer Anchorage. 

Vessels are piloted day and night, subject to tides, length and 
draft, to berths lying on the East and West of the fairway, which is 
4-27 miles long. Pilotage distance is about 5 to 6 miles. 
ANCHORAGE: Outer Anchorage where ships await berth safe 
except during the S.W. monsoon from mid-May to September. 
During monsoon no anchorage is recommended. Vessels should 
anchor a safe distance outside the breakwater within Lighthouse 
bearings 045 and 025. Depth of water at the anchorage is about 9 
fathoms. 

RESTRICTIONS: Datum depth is 27 ft. Vessels with a draft in 
excess of 32 ft. are not permitted to enter Karachi due to varying 
depths at berths, and silting in the ship channel. 

Berthing at any time, except vessels with bridge aft which permit- 
ted daylight only. 

Sailings permitted during flood tide only. Tankers with LOA over 
525 ft. Permitted to sail on flood tide during daylight hours only. 
Vessels with bridge aft permitted to sail on flood tide during daylight 
hours only. 

MAX. SIZE: 


Length Draft 
Bulk carriers and general cargo (dry cargo) 945 ft. 32 ft. 
Bulk oil tankers, white oil product 550 ft. 32 ft. 
Bulk oil tankers, black oils. 650 ft. 32 ft. 


PRATIQUE: The Port Health Authorities give automatic clearance 
on receipt of a “clean” standard quarantine message and this will 
be conveyed by the Pilot. However, ships from Yellow Fever areas 
must be cleared during daylight hours by the Port Health Officer 
on arrival alongside. On sailing to ports outside India and Pakistan, 
a medical inspection takes place on the day before sailing. It is, 
in theory, necessary for a members of the crew to be present at this 
inspection, although usually the inspection is only a formality. All 
vessels required obtain Immigration Clearance on arrival. 

All vessels which have touched any port or ports between Port 
Sudan and Durban, on the East Coast of Africa, including these 
ports, are considered “suspected” vessels on account of yellow 
fever and jigger and may not have communication with the shore 
till cleared at berth by the Port Health Office, who attends only 
between sunrise and sunset, except in special circumstances. The 
incubation period for yellow fever under the rules is given as 9 days, 
but vessels arriving later than 9 days are still not free from quarantine 
because there is no incubation period for jigger. 

RADIO: Port Authorities equipped with VHF radio-telephone, 
calling Channel 16, working Channel 12. Control Station call sign 
““Manora Pilot Control”. 

Vessels should establish radio contact with control station as 
soon as they are within VHF range. 

Use of Channel 12 is restricted to the following: Ships while 
entering harbour are to maintain watch on Channel 12 as soon as 
pilot boards. Ships in harbour scheduled to sail are to keep a listen- 
ing watch half an hour before sailing till their clearance from the port. 
TUGS: Towage is rendered by Port Trust tugs on signal from Pilot. 
Towage is not provided outside the breakwater except in very special 
circumstances at the direction of the Deputy Conservator. There 
are 7 diesel tugs, all owned by the Port Trust. ; 
BERTHING: East Wharf: Seventeen berths, total quayage 8622 ft. 
Berth Nos. 5 to 17 are on a concrete quay wall of the latest type. All 
berths are rail-served. Berth lengths vary from 430 ft. to 550 ft. and 
depths from 26 ft. to 32 ft. 

West Wharf: Seven berths on a concrete quay wall. There are 
three berths of 575 ft. and one of 600 ft. Depths vary from 31 ft. to 32 ft. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Bulk Oil Pier and Extension: Three berths, 403 ft., 664 ft. and 1,000 
ft. with depths of 29 ft. 3 in., 31 ft. 0 in., and 36 ft. 0 in. respectively. 
Berths lie in a North-South direction on the Eastern edge of the chan- 
nel. 

Lighterage Berths: Two lighterage berths of 600 ft. length each. 

These berths have depths of 24 ft. alongside, and can easily accom- 
modate small medium draft sea-going ships. 
STEVEDORES: Working Hours: Monday through Thursday and 
Saturday, day shift: 0730-1130 and 1230-1630. On Fridays day shift: 
0730-1230 and 1400-1630. Mondays through Saturday, night shift: 
1900-2300 and 2300 to 0330 next day. 

Overtime periods: 0330-0630, 1130-1230, 1630-1830. 

TANKERS: Mineral oils discharged at the Bulk Oil Pier, three 
berths, and at West Wharf berth 20. Heavy grades may be dischar- 
ee at the steamer wharves but dangerous petroleum only at the 

il Pier. 

Vegetable oils are handled at both the terminals mentioned above, 
and at East Wharf berth 9. 

Slop reception facilities: Not available. 

FRESH WATER: Available ex-wharf or by barge. 

FUEL: In addition to coal, three grades of petroleum are available- 
furnace oil, light diesel oil and high speed diesel oil. Furnace oil can 
be supplied by pipeline at all berths Light diesel only at berths 1 to 4 
At other berths supply is made by tank wagons and lorries. Large 
quantities can be supplied by pipeline at the Bulk Oil Pier only. 
REPAIRS: Repairs can be carried out at the anchorage except in 
the monsoon season. Two ship repair jetties are available in the 
port. In addition, Karachi Shipyard and Engineering Works Ltd. 
provide all kinds of repair and ship-building facilities. 
DEVELOPMENTS: 1. Dredging and widening and deepening of 
channel to 34 ft. below datum. 

The scheme for the provision of 4 medium draft berths in contin- 
uation of the lighterage berth and 4 more berths in line with the Oil 
Pier is under construction. 

HOLIDAYS: Eid-ul-Azha; Muharram; Defence of Pakistan Day 
(23rd March); Eid e Miland un Nabi; Independence Day (14th August) 
Defense of Pakistan Day (6th September); Jamat-ul-Wida; Eid-ul- 
Fitr; Anniversary of Death of Quaid-e-Azam; Christmas Day (25th 
December). 

TIME: GMT plus 5 hours all year round. 

AIRPORT: Karachi Airport, seven miles from city. International 
connections to all parts of the world. 

SHORE LEAVE: Shore passes are granted by Immigration Author- 
ities when they first go on board and must be returned on departure 
of the vessel. These passes permit entry/exit to the docks until 
11 pm. This latter regulation is not strictly enforced. 

Indian crew are not allowed ashore except in emergency. An 
Immigration policeman will remain on board in port where Indian 
crew are carried. This policeman will ask for some sort of accom- 
modation. This need only be given if it does not cause inconvenience 
to the ship. 

AUTHORITY: Karachi Port Trust, POB 4725. Cables: “Porttrust 
Karachi". 


Panama 


ALMIRANTE (Chiriqui): 09.17 N. 82.23 W. 
DOCUMENTS: 

Clearance from Last Port. 

Health Declaration. 

1 Vaccination List. 

10 Crew Lists. 

6 Passengers Lists (or negative). 

6 Ship's Provisions Lists. 

6 Cargo Manifests (or Manifest of Ballast). 

(Crew Personal Effects declaration is not required.) 
PILOTAGE: Pilots are stationed at Boca del Toro town. There are 
three Pilots, working on daylight only. Pilotage service is compul- 
sory, and arranged by the Agent. Three long blasts to call the Pilot 
on arrival. Pilot ladder on port side. The small pilot launch meets 
vessels off Cape Toro. This launch is white wooden hull, with a 
“P" on her bows. Speed limitations from Cape Toro to Mangrove 
Pt. due to depth. Pilot will remain on board until vessel leaves. 
ANCHORAGE: It is recommended with Cape Toro bearing from 
150 to 180 degrees and eight cables off. 

RESTRICTIONS: Draft up to 22 ft. Minimum depths between 
buoys “A” and “B", 28 to 29 ft. Normal head swell about 5 ft. 

Shipmaster's Report: The water depths on passing Bocas del Toro 
is above 30 ft., as long as you follow the charted courses lines. 

Proceeding at a reduced speed consisting of ‘dead slow” and 
“stop”, with enough manoeuvrability, to minimise the vessel's 
pitching, you can enter or leave the Bocas del Toro with a draft of 
26 ft. without any difficulties. 

On entering and leaving, | was forced by cargo circumstances 
to do it with a 26 ft. deepest draft, and never got less than 10 ft. 
below my vessel's keel (deepest section), in low water. 

HEALTH: Pratique given by doctor who boards on arrival. In case 
pe Si disease on board, radio Agent in advance, advising 

etails. 

RADIO: Cables to and from Agent, via stations operated by 
Tropical Radio Telegraph Co., preferably Ojus Radio/WAX or WNU. 
VHF - not available. 

TUGS: Not available. 

BERTHING: One banana pier, 650 ft., with four elevators. One 
general cargo pier, 350 ft. Starboard side alongside. Maximum draft 
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alongside these piers 32 ft., but draft limited to 26 ft. at thee 
(Boca del Toro). nay 
STEVEDORES: Agent has responsibility of making alj 
ments for loading and unloading, stevedores working aroun 
clock. \ 
FRESH WATER: Fresh water is limited. It is restricteg 
December to April. Loading rate from the quay 2 tons per how” 
FUEL: Not available. ‘ 
REPAIRS: No repairs can be carried out. 

FRESH PROVISIONS: It is almost impossible to get them, 
TIME: GMT minus 5 hours. 

CONSULS: The following countries are represented: Costa p, 
El Salvador, Honduras and Nicaragua. 

MEDICAL: All facilities available. 

CUSTOMS ALLOWANCES: No restrictions as far as noth 
taken out the vessel. ™ 
TELEPHONES: Not available. 

OPENING/CLOSING HATCHES: Performed by ship's cr, 
stevedores if required. ; 
GANGWAY/DECK WATCHMEN: Available from shop 
required. 
DENSITY: About 1005. 

SHORE LEAVE: Allowed, no restrictions. 
POLICE/AMBULANCE/FIRE: Telephdne on the quay, Connery 
to the exchange. 

REPATRIATION: Can be arranged without difficulty, 
AIRPORT: Domestic flights airport about 20 km. distance, 
AUTHORITY: Capitania del Puerto. 


BALBOA: Canal Zone, 08.58 N. 79.34 W. 
(N.B. For items not listed below, see ‘Panama Canal”.) 


RESTRICTIONS: Port open throughout 24 hours. 

MAX. SIZE: Harbour limitations generally unrestricted a; 
length and beam. Depth about 40 ft. low water. Vessels in exe 
of 38 ft. 6 in. draft not handled during period 2:5 hours before» 
2 hours after low water. 

Tankers working cargo restricted to 700 ft. length and 36 fy 
water draft. 

TUGS: Available and assigned for berthing by Pilot. Tug's ix 
used at no extra charge. 

BERTHING: No specific requirements as to arrival times, » 
berths available. 

(Pleasure yachts under 65 ft. length, may be permitted to doc; 
Panama Canal Yacht Club or Balboa Yacht Club after clearance? 
boarding officer and after Master has received permission from?y 
Captain, Customs authorities and Yacht Club officials concem 
Chief Customs Inspector shall have authority to grant or deny se 
permission at his discretion.) 

Rodman Naval Station: Piers can accommodate vessels of li 
length and up to 39 ft. draft for oil discharge, bunkers or stores. 

Panama Canal Co. Dock 


Usable Maximum 

Dock length S.W. draft 
4 492 ft. 30 ft. 
6 742 ft. 36 ft. 
7 1,058 ft. 34 ft. 
8 470 ft. 26 ft. 
14 775 ft. 36 ft. 
15 1,146 ft. 40 ft. 
16 742 ft. 38 ft. 
18 500 ft. 39 ft. 
18 500 ft. 35 ft. 


18 1,000 ft. 40 ft. 
STEVEDORES: Endeavour arrange arrival to avoid cost of “sit 
by" as Agent arranges gangs for 0700 or 1700 commencement. 
TANKERS: One berth for vessels up to 40 ft. draft. 

FRESH WATER: Available. 

FUEL: Bunker “C", diesel, light fuel and light diesel availablt' 
Government wharves from commercial companies. Rate of dell 
2,000 bbls. per hour. 

Vessel's personnel are to connect and disconnect all fuel i 
aboard the vessel. The vessel is also to supply necessary fittings’ 
match U.S. standard 4 in. and 6 in. 150-pound flanges. 
REPAIRS: Emergency repairs possible. 

DRY DOCK: Length 1044 ft., generally reserved for Canal Comp 
vessels, but arrangements may be made for emergency dry-d 
POLICE/AMBULANCE/FIRE: Emergency tel. 110; routine P0® 
business 2-1277. 

TELEPHONES: May be placed aboard through arrangem® 
with Port Captain. 

SHORE LEAVE: Generally permitted. , 
CUSTOMS: Customs and Immigration Inspection Service # 
able Monday to Saturday from 0700 to 1700. Charges for 
service after hours and on Sundays and holidays set forth in Pans 
Canal Tariff. Number of inspectors required will be determ! 
Chief Customs and Immigration Inspector of port. } 
DELAYS: Delays in berthing, load or discharge or bunkering ® 
minimal and infrequent. Eight hours is considered excessive. 
AUTHORITY: Panama Canal Company, Balboa Hts. 
Zone. Cable “Pancanco". Captain of the Port (Balboa): tel. : 


AGENT: C. Fernie & Co., Inc. PO Box 212. Cable Address: “Fem 

Balboa". Also VHF. Telephone Nos.: Balboa 5657-5371. Afte 

hours telephone numbers: Panama 21-2629, Panama 22-1037. 
All correspondence should be addressed to Cristobal, Canal 2" 


oLON: 09.21 N. 79.54 E. 


pocuMENTS, and all general information, refer to ‘Panama 


rd SIZE: Colon Harbour restricted to vessels with draft of 31 ft. 
at Draft 30 ft. if vessel's LOA exceeds 650 ft. 


wel: Delivered by barge from Refineria Panama. 


cRISTOBAL: Canal Zone, 09.21 N. 79.54 W. 


48, For items not listed below, see “Panama Canal".) 


aT LIMITS: Ship's arrival time is normally determined by their 
ssage between the breakwater lights. Those that anchor outside 
e preakwater by arrangement with the Port Captain are timed as 
yrved when they drop anchor. bh E : ; 
pLOTAGE (also see “Panama Canal"): Pilotage into Cristobal not 
wmpulsory, although services of Pilot outside breakwater are 
yalable on request. — : 
vessels arriving outside Cristobal Breakwater who have requested 
gytside Pilot are required to heave to and make a good lee. ; 
a pilot ladder rigged with appropriate spreaders and well illumin- 
ged at night to be provided by vessel. Accommodation ladders not 
yeeptable for embarking Pilots outside breakwater. 

\arine Director's Notice to Shipping Agents No. 8-74: 

+ A vessel shall, weather permitting, have both an accommoda- 
tion ladder and a pilot ladder rigged ani. ready for use upon 
arrival in Canal Zone Waters. 

) The pilot ladder shall conform to Regulation 17, Chapter V of 
the International Convention for the Safety of Life at Sea 1960 
(SOLAS) and to all additional recommendations of the Inter- 
national Maritime Consultative Organisation (IMCO). 

3 The accommodation ladder may be turned in and secured after 

the Pilot has boarded the vessel in the anchorage, provided 
the freeboard does not exceed 9 m. (30 ft.). If the freeboard 
exceeds 9 m., the accommodation ladder may not be turned in 
yntil the last Panama Canal employee boards prior to arrival 
at the locks. 
A pilot hoist may be used provided the design and construction 
ofthe hoist and ancillary equipment are of such a standard as 
to ensure an effective and safe means of embarkation and 
disembarkation. The pilot hoist should only be used when: 
(a) A conventional pilot ladder is rigged and ready for imme- 
diate use but triced up well clear of the hoist; 
(b) A lifeline attached to a safety stop and a lifebuoy fitted 
with a self-igniting light are ready for immediate use. 
ANCHORAGE: Vessels will ordinarily proceed to anchorage area 
xcording to length and draft unless otherwise directed. Arriving 
wssels expected anchor as far to South and inward from main 
channel in their anchorage area as is consistent with safety. Vessels 
uchoring in non-designated areas may be required to move. 
lochorage Area ‘‘A''. For all ships with a deep salt-water draft of not 
ss than 34 ft. and not in excess of 39 ft. Minimum charted depth is 
Of. 

This area starting at Lat. 9° 23’ 21” N., Long. 79° 55’ 21” W., 
thence to Lat. 9° 22’ 48” N., Long. 79° 56’ 15” W., 
thence to Lat. 9° 22’ 14” N., Long. 79° 56’ 15” W., 
thence to Lat. 9° 21’ 56” N., Long. 79° 55’ 48” W., 
thence to Lat. 9° 21’ 25” N., Long. 79° 55’ 48” W., 
thence to Lat. 9° 21’ 25” N., Long. 79° 55’ 21” W., 

tence due North to starting-point. However, restricted area North 
nd East of Buoy 2, as charted, must be observed. Explosive sector 
carted in this area to be avoided whenever possible. 

tchorage Area ‘‘B"'. For all ships with salt-water draft under 32 ft. 
timum depth is 29 ft. Explosive sector restricted to vessels carry- 

‘gexplosives or specially designated vessels. All ships of such 

i as to under no circumstances swing into Anchorage Area 


vr 
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This area starting at Lat. 9° 22’ 48” N., Long. 79° 56’ 15” W., 
thence to Lat. 9° 22’ 32” N., Long. 79° 56’ 41” W., 
thence to Lat. 9° 21’ 42” N., Long. 79° 56’ 41” W., 
thence to Lat. 9° 21’ 52” N., Long. 79° 56’ 00” W., 
thence to Lat. 9° 21’ 25” N., Long. 79° 56’ 00” W., 
thence to Lat. 9° 21’ 25” N., Long. 79° 55’ 48” W., 
thence to Lat. 9° 21’ 56” N., Long. 79° 55’ 48” W., 
thence to Lat. 9° 22’ 14” N., Long. 79° 56’ 15” W., 
‘ence due North to starting-point. 
‘horage Area “‘C"’. Required pilotage waters for inbound vessels. 
This area starting at Lat. 9° 21’ 25” N., Long. 79° 55’ 21” W., 
thence to Lat. 9° 21’ 25” N., Long. 79° 56’ 00” W., 
thence to Lat. 9° 20’ 48” N., Long. 79° 55’ 57” W., 
thence to Lat. 9° 20’ 27” N., Long. 79° 55’ 21” W., 
tee due North to starting-point. Restricted area East and South of 
lag 2, as charted, must be observed. 
horage Area ‘D"’. For all ships of over 350 ft. in length and a deep 
aoe of less than 35 ft. except where minimum charted 
is ; 
This area starting at Lat. 9° 23’ 19” N., Long. 79° 55’ 15” W., 
thence to Lat. 9° 22’ 55” N., Long. 79° 54’ 21” W., 
thence to Lat. 9° 22’ 22” N., Long. 79° 54’ 21” W., 
thence to Lat. 9° 22’ 02” N., Long. 79° 54’ 55” W., 
thence to Lat. 9° 22’ 02” N., Long. 79° 55’ 15” W., 
Nee due North to starting-point. 
Vi age Area ‘E"’. For all ships less than 350 ft. and small craft. 
imum charted depth of water is 24 ft. 
'S area starting at Lat. 9° 22’ 55” N., Long. 79° 54’ 21” W., 
thence to Lat. 9° 22’ 27” N., Long. 79° 53’ 54” W., 
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thence to Lat. 9° 22’ 22” N., Long. 79° 53’ 54” W., 

thence to Lat. 9° 22’ 22” N., Long. 79° 54’ 21” W., 
thence due North to starting-point. 
Anchorage Area “‘F"'. For small craft and yachts. Pilotage for this area 
will be decided by Cristobal Port Captain, based on merit of each 
individual case. Under no circumstances may a vessel proceed to 
this area prior to being cleared by Boarding Officials. (Bounded by 
Channel Buoy "3" by a direct line through Buoys “A,” “B," “C,” 
“L4,"" “L2" and return to Buoy ‘'3".) 

Outer anchorage area. Established North-West of Cristobal 
breakwater have the following co-ordinates: Commencing at latitude 
09° 23’ 14” N. longitude 79° 55’ 21” W. (West breakwater light); thence 
to 09° 24’ 40” N. 79° 56’ 00” W. (buoy “A”, whistle sea buoy); thence 
to 09° 24’ 40” N. 79° 57’ 00” W.; thence to 09° 23’ 14” N. 79° 57’ 00” W.; 
thence due East to starting point. 

During periods of harbour congestion, large, deep-draft vessels 
and/or any vessel so directed may anchor outside the breakwater in 
the approved area. Such vessels must advise Cristobal Signal 
Station, by VHF Channel 12, the time of passing sea buoy, in order 
to establish order of transit. Masters will be given a definite time to 
enter the breakwater, where the vessel will be met by transit Pilot(s) 
and boarding officials. 

Vessels must strictly adhere to the breakwater entry times as 
given, in order that transit schedule can be maintained. 

Prohibited Anchorage. Eastern side of channel, Canal Zone waters 
South of Lat. 9° 22’ 02” N. to Mole Buoy in order to give clear access 
to Colon Harbor. Also, no vessel or craft may proceed south of Lat. 
9° 21’ 25” N. prior to being cleared by Boarding Officials. No vessel 
may anchor with any part of the vessel in the main channel or closer 
than 300 yards to either East or West breakwater lights. 

In cases due to harbour congestion, any vessel may be directed to 
anchor to Westward outside breakwater entrance and given an order 
as to the time it is to pass through the breakwater entrance. 
RESTRICTIONS: Port open throughout 24 hours. 

MAX. SIZE: Harbour limitations generally unrestricted as to length 
and beam. Draft 40 ft. 

RADIO: The Port Captain may be contacted via VHF Channel 12. 
Commercial telephone calls and messages to Agents may be made 
via Panama Radio, VHF Channel 16. 

TUGS: Available and assigned for berthing by Pilot. Tug’s lines 
used at no extra charge. 

BERTHING: No specific requirements as to arrival times. Fifteen 
cargo and bunkering berths. 

STEVEDORES: Endeavour arrange arrival to avoid cost of “stand 
by" as Agent arranges gangs for 07.00 or 17.00 commencement. 
TANKERS: Four berths available. 

FRESH WATER: Available from piers. 

FUEL: Bunker “C", diesel, light fuel and light diesel available at 
Government wharves from commercial companies. Rate of delivery 
2,000 bbls. per hour. 

The Southern part of Anchorage C, Cristobal Harbour, has been 
designated a limited bunkering area for vessels whose draft is too 
great to use the East breakwater bunkering area. 

A large mooring buoy has been placed there. Vessels will anchor 
and use the buoy as a stern mooring. 

Pilotage is compulsory out and into this area for vessels and 
bunkering barges. 

Also see Balboa”. 

REPAIRS: Emergency repairs possible. 

DRY DOCK: Length 386 ft., breadth 60 ft., depth over blocks 
20 ft. 6 in. MLW. 

POLICE/AMBULANCE/FIRE: Emergency number 110. Routine 
Police business 3-2111. 

TELEPHONES: May be placed aboard through arrangement with 
Agent. 

SHORE LEAVE: Generally permitted. 

CUSTOMS: Customs and Immigration Inspection Service avail- 
able Monday to Saturday from 0700 to 1700. Charges for such 
service after hours and on Sundays and holidays set forth in Panama 
Canal Tariff. Number of inspectors required will be determined by 
Chief Customs and Immigration Inspector of port. 

DELAYS: Delays in berthing, load or discharge or bunkering are 
minimal and infrequent. Eight hours is considered excessive. 
AUTHORITY: Panama Canal Company, Balboa Heights, Canal 
Zone. Captain of the Port (Cristobal), tel. 3-1639. 


AGENT: C. Fernie & Co., Inc. PO Box 5042, Cable address: ‘Fernie- 
Cristobal". Telephone Nos.: Cristobal 1772-1295-2914-2128. Telex 
Nos.: ITT-3482020, TR-9211 ‘Fernie Pa". Also VHF. After office 
hours telephone numbers. Cristobal 2468, Cristobal 2568. 


PANAMA CANAL (entering Cristobal or Balboa) 
(See Plan) 


BOARDING OFFICER: Arriving vessels will be boarded upon 
arrival inside the breakwater at the Atlantic entrance or off the sea- 
ward end of the dredged channel at the Pacific entrance by a Canal 
boarding officer in accordance with procedures and boarding hours 
established for the boarding of vessels at the respective ports by the 
Canal authorities. 

Vessels shall be entered at Canal Zone port of arrival by boarding 
officer and it is not necessary for masters to come ashore for that 
purpose. A transiting vessel entered at Balboa is required to clear 
from Cristobal, and vice versa. 

Anchoring to await boarding officer: When a vessel is not boarded 
immediately on arrival, it shall anchor in the appropriate, designated 
anchorage area and await the boarding officer. See ‘‘Anchorages”. 
VESSEL'S IDENTIFICATION: Every vessel shall hoist its signal 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


letters when approaching and entering a terminal port, and those 
arriving at night shall promptly signal their names by flashing light 
to the signal station. This communication of the vessel's name by 
signal letters or flashing light is mandatory even though the vessel 
communicates by voice radio. (Also see “*Radio".) 

OIL POLLUTION: Every vessel subject to the Federal Maritime 
Commission's oil pollution financial responsibility requirements, 
must maintain on board and make available to Panama Canal 
Company boarding Officers the original or copy of its certificate. 
Any vessel that does not have the necessary certificate on board 
will not be permitted to transit the Panama Canal. 

If pollution occurs the Master is liable to a heavy fine; an appear- 

ance in court may be required hence the vessel being delayed for 
some considerable time. 
ORDER OF TRANSIT: Canal authorities may dispatch vessels 
through Canal in any order and at any time they may see fit. Pri- 
ority of arrival at a terminal uoes not give any vessel the right to pass 
through the Canal ahead of another that may arrive later, although 
order of arrival will be a consideration in determining order of 
passage. 

N.B. A vessel in excess of 150 ft. in length that is not equipped with 
properly operating rudder-angle and engine-revolution indicators, 
so located as to be readily visible to a pilot on the bridge, will be 
subject to delay in transiting to the extent the Canal authorities deem 
necessary or appropriate in order to minimize, in the light of the type 
and volume of Canal traffic and of other factors relating to the safety 
of Canal operations, the increased hazards of navigation resulting 
from failure of the vessel to be so equipped. (In practice this regula- 
tion is thought to require that the indicators should be located on 
wings of bridge as well as inside wheelhouse for vessels over 80 ft. 


beam.) 

DOCUMENTS: All documents listed below shall be ready for 
immediate delivery to boarding officer when he boards vessel upon 
each arrival of vessel in Canal Zone: 


From ships 
which transit From ships 
Canal but do taking on or 
not take on discharging 
or discharge passengers or 
Documents required passengers cargo at 
or cargo at Canal Zone 
Canal Zone ports 
ports (number of 
(number of sets) 
sets) 
(1) Ship's information and quarantine 
declaration (Panama Canal Form 4398) 1 1 
(2) Clearance from last port “4 + | 
(3) All certificates of a sanitary nature § | “4 
(4) Passenger list: Passengers transi- 
ting only (on Panama Canal Form 20) wt yd 
(5) Passenger list: Passengers for 
diacharas (on Panama Canal Form 18- 
0 a | 
(6) Crew list (on Panama Canal Form 
1509-10) 2 2 
(7) Store list t1 1 
(8) Cargo declaration (Panama Canal 
Form 4363) 1 #1 
(9) Manifest of local cargo 0 4 
(10) Panama Canal tonnage certificate 1 tt1 
(11) National register *4 | 
(12) General arrangement and engine 
room plans <1 tT1 
(13) Report of structural alterations 
and of changes in use of tanks or 
other spaces since last transit 1 tT1 
(14) Declaration by all vessels except 
ships of war of all arms and munitions 
of war aboard other than explosives 
declared separately i) sre 


(15) Declaration as to vessel's port(s) 
of departure, destination, and ports of 
call, within the last three months, with 
the corresponding actual or approxi- 
mate dates 1 1 


* For examination and possible retention. 

** Not required unless sucn persons or cargo are carried. 

t Required if ship during transit is laid up for repairs, regardless of 
whether passengers or cargo are taken on or discharged. 

tt Not required unless ship transits Canal. 

t For taking up and subsequent return through Agent or otherwise. 
Documents required at ports. In case a vessel takes on or dis- 
charges passengers or cargo at only one Canal Zone port and does 
not transit Canal, documents indicated in column two are required. 
In case a ship docks or takes on or discharges passengers or cargo 
at both Cristobal and Balboa, or at a port other then port of entry, all 
documents in column two are required at first port and, in addition, 
four copies of document (9) required at second port. 

Crew list. For purposes of additional identification of crew mem- 
bers, all copies of crew list shall include for each seaman the serial 
number of his certificate of identification, continuous discharge 
book, pass-port or other satisfactory identifying documentation. In 
addition, the given name and middle initial, as well as family name, 
shall be shown for all seamen. 

Passenger list. All copies of passenger lists shall be accurate and 
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legible and shall be delivered to boarding officer. The list shay 
passengers in alphabetical order. Passengers who are to 
charged at Canal Zone ports shall be listed separately from 
passengers aboard who are only to transit Canal. In event 
senger listed for discharge fails to disembark, or any pas 
listed for transit disembarks, notice shall be given prom! 
Master through his ship's agent to Port Captain and a sup, : 
tary passenger list (same number of copies as is required fy 
original list of disembarking passengers) showing required | 
tion concerning such passengers shall be furnished prom. 
Chief Customs Inspector prior to clearing Canal Zone water 

(It is understood that “Advance Documents” are no longe 
quired by Authorities. However, Agents request copies of Crew, 
Passenger Lists in advance, which should, if possible, be arma, 
from last Port.) 

PILOTAGE: Pilot is mandatory entering either from Balbo; 
Cristobal and is supplied without special request. Should i 
desire Pilot to meet it outside Atlantic Breakwater, it should 
there and make signal to that effect. Vessels shall furnish ay 
clean, well-lighted pilot ladder, and will be required to make a\y 
rough weather. Vessel normally boarded inside breakwate; » 
point north of the Mole Beacon at the Atlantic Entrance, a 
Merchant Vessel Anchorage to seaward of Buoys 1 and) 
Pacific Entrance. 

Shelter for Pilots: Purpose of platform is to provide a shelter) 
sun and rain for pilots working near bow of vessel and to pi, 
adequate visibility cround the locks to reduce danger of damay 

Platforms are required on: 

(a) All vessels that are 100-ft. or more in extreme beam» 

bridge aft; and 

(b) All vessels that are 95-ft.to 99-9-ft. extreme beam with brig 

600 ft. or more from the bow measured at the outside o 
wheelhouse at the centreline. 

Platform to be erected at position which is farthest forway. 
extreme beam and not more than six inches inboard from the vem 
plane of shell plating. One on each side of the vessel. Awning m 
of suitable material. Deck of wood or other suitable materiale 
non-skid surface. 

Vessels equipped with previously approved design may conty 
to use platforms of that design until they require replacement, 

Further inquiries on this subject should be directed to Cy 
Ports Division. 

The vessels mentioned above require four Pilots, two fon 
and two aft, when transiting the locks of the canal. 
STEERING LIGHT: All vessels with the bridge more than ® 
from the stem must have a steering light at or near the stem.) 
light may be any colour except white, green or amber, must ne) 
visible forward of the beam, and must be of such an intensilys 
so fixed as to be clearly visible from the navigation bridge. 
ANCHORAGES: No vessel shall anchor within navigable we 
of Canal Zone in other than a designated anchorage. 

1. Merchant Vessel Anchorages. (a) Atlantic entrance mere 
vessel anchorage. An area to the west of the Canal channel bount 
as follows: Starting at a point ‘‘A"’, located in position 9° 21’ 8! 
79° 55’ 31” W., and marked by gas buoy No. 2, thence 900 yd. 
true to a point ‘‘B" located in position 9° 21’ 25” N., 79° 55’ 8’! 
thence to lighted buoy “I”, thence to lighted buoy “H”, thence 
North to a point C" located in position 9° 22’ 07” N., 79° 56’41'F 
thence 2,800 yd. 59° true to a point “D" located in position 9 2! 
N., 79° 55’ 29” W., and thence to the starting-point. The line extent 
due West from the Cristobal Mole through lighted beacon No.\# 
lighted buoy No. 2 (9° 21’ 25” North) marks the Southern limit 0? 
anchorage area. No vessel shall pass this line without having # 
sent pa by the boarding officer and without having a Canal pildt 
board. 

(b) Gatun Lake anchorage basin. An area immediately East o'® 
Canal channel line, bounded by a line extending to a point 45)" 
120° true from the East wing-wall at the South end of Gatun Low 
thence 690 yd., 148° true to flashing white lighted buoy “A” the® 
700 yards, 070° true to flashing white lighted buoy ‘1" thence! 
yards, 148° true to quick flashing white lighted buoy “3” the 
2,800 yards, 224° true through fixed white lighted buoy "5" and ® 
can buoy "7" to the Canal channel line at flashing white lighted * 
"9"; the channel prism line being the westerly boundary line o® 
anchorage area. 

(c) Pacific entrance merchant-vessel anchorage. An area bou® 
as follows: beginning at a point in position 8° 51’ 50° N., 79° HF 
W., marked by a lighted whistle buoy which is painted with & 
nating black and white vertical stripes and which shows short 
flashing white light every 8 seconds, i.e. light 0.4 second, eclipst! 
second, light 1.6 seconds, eclipse 5.6 seconds; thence due Ess! 
longitude 79° 28’ 00" W.; thence due North to latitude 8° 54’ at 
thence due West toward Flamenco Island Light to a point 8 a! 
N., 79° 30’ 46” W.; thence South-westward touching the North-¥ 
corner of San Jose Rock to position 8° 53’ 27” N., 79° 31’ ah 
marked by canal-entrance lighted buoy No. 2; thence South 
ward to the point of beginning. 

2. Anchorage areas for ships loaded with hazardous cargoes? 
Atlantic end. Area included in rectangle 1,000 yd. wide imm 
South of West breakwater, starting at a point on West breakwe 
1,000 yd. from West Breakwater Light and thence extending 
ward 2,000 yd. along breakwater. 

(b) Pacific end. Area South of Naos Island bounded on the 
by a line drawn South (true) from entrance gas buoy No. 1; 
South by a line drawn east (true) from Tortolita Island, and 0° 
North and West by the curve of 30-ft. depth. 

Vessels carrying explosive cargoes shall anchor in the explo? 


= 


e areas, on arrival at the Canal Zone, and there await 


TE: N.B. The following paragraphs serve as an approxi- 

yide to permitted size of vessel in transmitting Canal, but 
sate 9 and Operators should always seek official clarification and 
rom: The Chief Navigation Division, Panama Canal Company, 
gor 5012, Balboa, Canal Zone. 


ee on experience to date, the Panama Canal Company has 
0 ined that 106°0 ft. is the widest extreme beam commercial 
acceptable for regular transit. Wider vessels, not exceeding 
extreme beam of 107-0 ft., may be permitted to transit on a delivery 
e is only. The max. length is limited to 900 ft. except that container 
- ssenger vessels will be accepted up to a max. length of 950 ft. 
(b) Vessels of 100 ft. beam and over, whose handling character- 
are such as to endanger herself, Panama Canal appurtenances 
ora third party, may have such further limitations of draft and 
aced on her as Canal Authorities deem necessary to ensure 
le safety. 
yet of nervealt-propelied barges 550 ft. or more in length, 
dor 100 ft. or more in beam, may be limited when in the opinion 
Canal Authorities such limit is necessary to ensure reasonable 
Hip Because of the increasing need for despatching large vessels 
yd tows as early as possible in the morning, consistent with safe 
sacice, it is important that information provided in advance of 
‘yal transit of the vessel include capacity plans, general arrange- 
sent plans, engine-room plans and, whenever possible, photostatic 
egies of national register, load-line certificates and Panama Canal 
nnage certificates. This advance information will minimise the 
one spent aboard the vessel by admeasurers before commencement 
othe initial transit. 
1 initial Transit Draft 
The maximum draft (deepest point of immersion) allowed for 
otal transit of the Panama Canal (except for identical sister-ships) 
wil be limited to 37 ft. Panama Canal fresh water. This max. draft 
wilbe further limited as necessitated by the draft limits established 
wbilge radius, the max. TFW draft allowed for the Panama Canal 
promulgated periodically by the Marine Director because of Gatun 
lute Level, or by limitations deemed necessary because of restric- 
tons in the waterway. This will normally be: 
Maximum Panama Canal 


Normal Panama Canal Fresh Water Draft 


Gatun Lake Level Draft Restriction For Initial Transits 
Over 86’ 6” 39’ 6” 37’ 0” 
8 0" to 86’ 6” 39’ 0” 37’ 0” 
85 6" to 86’ 6” 38’ 6” 37’ 0” 
850" to 85’ 6” 38’ 0” 37’ 0” 
Ht 6" to 85’ 0” 37’ 6” 37’ 0” 
0" to 84’ 6” 37’ 0” 37’ 0” 
8 6° to 84’ 0” 36’ 6” 36’ 6” 
8 0" to 83’ 6” 36’ 0” 33’ 0” 


4 Maximum transit draft. After initial transit made at, or less than, 
whorised initial transit draft, maximum draft for succeeding transits 
wl be maximum allowable Panama Canal fresh water draft for 
wticular vessel, based on all relevant factors. After initial transit, 
dwners, Operators or Agents will request authorised maximum draft 
fom the Chief, Navigation Division. This request will be returned 
wh approved maximum Panama Canal fresh water draft stamped 
hereon, 
4. Transit drafts for sister-ships. \dentical sisters are not limited to 
wal transit draft established in paragraph 2. Transits of such 
sels will be permitted at maximum Panama Canal fresh water 
tit authorised an identical sister, lake level permitting. 
5 Procedure to obtain initial transit draft allowances. Shipowners, 
Seerators or Agents who desire arrange initial transits in excess of 
4f. Panama Canal fresh water draft must correspond with the 
Chief, Navigation Division, Panama Canal Company, Box 5012, 
toa, Canal Zone, not later than two weeks prior to loading vessel 
a receive designated initial Panama Canal fresh water transit 


§. Increased allowances for vessels with limited bilge radii. A vessel 
those Panama Canal fresh water transit draft allowance is restric- 
#d by her bilge radius, may install permanent fendering to keep 
"sel from touching lock-wall batters when alongside lock walls, 
rl maximum beam, including fendering, does not exceed 


é Release from liability. Masters of vessels will be required to 
jute a form, undertaking to release Panama Canal Company 
‘liability in case of accident and to indemnify Company for dam- 
5 sustained in following instances (because of additional draft 
ances granted to transiting vessel, these releases are required, 
owt on a one-time basis): 
it) When maximum tropical fresh water draft during an initial 
inom net to exceed 37 ft.) is within 1 ft. 6 in. of authorised mean 
“}cal fresh water load line of transiting vessel; : 
Wheninitial transit is being made by an identical sister ship ata 
ow draft in excess of 37 ft.; 
When transiting vessel is equipped with permanent fenders to 
St her off the lock-wall batters, until trial transits have proven 
i) i fenders satisfactory; 
haan hen vessel permitted transit at draft greater than her allowed 
Py Ve Canal fresh water draft or her mean authorised TFW load 
tient Bee's Over draft will be subject to denial of transit or delay to 
Panama Canal authorities deem necessary in light of traffic 
‘ons and safety of Canal operations; 
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: da eh a vessel transits at less than the minimum drafts specified 
elow: 


Over 425’ up to 475’ 8’ fwd. 14’ aft 
Over 475’ up to 525’ 18’ fwd. 20’ aft 
Over 525’ up to 580’ 20’ fwd. 22’ aft 
Over 580’ up to 625’ 22’ fwd. 24’ aft 


Over 625’ 24’ fwd. 26’ aft 


HEALTH: Radio pratique is available to all vessels arriving in 
Canal Zone waters. Radio pratique is a quarantine clearance by radio, 
based upon information from the vessel prior to its arrival at Balboa 
or Cristobal and past experience with the vessel and its personnel. 
A limited number of vessels will be sampled for compliance with the 
required standards of health and sanitation on board. The sampling 
will generally be done on a random basis and will provide a measure 
of the success of the programme. 

It should be emphasised that radio pratique applies only to the 
quarantine section of the required forms and documents for the 
Panama Canal. All vessels must still complete the required boarding 
forms, and in most cases, be prepared to receive the Panama Canal 
Boarding Inspector on arrival in Canal waters. Such forms as crew 
and passenger lists, ship's information forms, and the cargo declara- 
tion must always be completed for presentation to the Panama Canal 
officials. 

Attached is a listing of the items to be reported prior to arrival in 
the Canal Zone. The information is similar to that now required of 
vessels requesting radio pratique in U.S. ports. In addition, there are 
some special circumstances in the Canal Zone that make additional 
information necessary. 

The manner of reporting the information required should be clear 
and orderly as specified in 35 CFR, section 123.4, listing information 
required in advance. The request for radio pratique should originate 
from the Master and can be submitted directly by radio or through 
the vessel’s local agent. The local agent should submit his request 
with all the required information to the Quarantine office at the port 
of arrival of the vessel. The local agent will be notified when radio 
pratique is granted or refused and the agent will communicate this 
information to the ship. 

It is hoped that vessels will take advantage of radio pratique when 
arriving for transit or docking at the Canal Zone ports of Balboa and 
Cristobal, and that in as many instances as possible it may be able 
to grant this time saving privilege. 

Radio Pratique Programme 
1. General 

(a) The granting of radio pratique is a Health Bureau responsibility 
designated to the Division of Preventive Medicine. (35 CFR 61.264) 

(b) In order to process the details of this programme more ex- 
peditiously, communication may be held between the quarantine 
offices and the ship's Canal Zone Steamship Agent representing the 
vessel hereinafter called local Agent. 

(c) All vessels coming to the Panama Canal may request radio 
pratique by means of the ETA radio message or through the ship's 
local Agent. 

(d) Requests for radio pratique may be submitted to the quarantine 
office at the port of arrival at least 12 hours and not more than 48 
hours before vessel is scheduled to arrive. 

2. Specific Requirement for Each Voyage 

(a) The vessel will be maintained free from rats and vermin. 

(b) The Derating Certificate or Derating Exemption Certificate 
must be valid (i.e. date of issue not more than 180 days prior to 
date of arrival at the Panama Canal). 

(c) Vessels arriving within 15 days from the ports designated in 
the Aedes Aegypti Indices Bulletins must be disinfected with the 
aerosol described in the Aedes Aegypti Indices Bulletin No. 8, 1970. 

(d) The restrictions imposed in 61.281 through 61.302, ‘Importation 
of Certain Things”, Title 35 CFR, must be strictly adhered to and 
followed. 

3. Action taken by the Quarantine Officer in Charge* 

(a) Radio pratique may be granted by the quarantine office upon 
request from the vessel or through the ship's local Agent represent- 
ing the vessel: 

(1) iftheinformation requested intheAppendix hereto is complete; 
and, 

(2) if the quarantine officer in charge* is of the opinion that the 
vessel is reasonably free from any condition either from a health or 
sanitation standpoint that might introduce illness into the Canal 
Zone. 

(b) Radio pratique may be denied by the quarantine officer in 
charge: 

(1) if the requested information is incomplete; or, 

(2) ifthe quarantine officer in charge* feels that medical or sanitary 
reasons prevail requiring careful inspection upon arrival of the 
vessel. 

* Or designated representative. 

4. For Sampling and Surveillance of Compliance Purposes 

After the information supplied by the Shipmaster has been re- 
viewed the quarantine officer in charge* will advise the ship's local 
Agent concerned whether radio pratique has been granted or denied 
and if any restrictions or limitations have been imposed. He will also 
inform the Marine Traffic Controller, and the Immigrations and 
Customs office whether radio pratique has been granted or denied. 

* Or designated representative. 

5. Action taken by the Ship's Local Agent . 
(a) The ship's local Agent may submit requests for radio pratiqu 
to the quarantine office if the vessel has not done so by radio. The 
information required is listed in the Appendix hereto. Such requests 
should be submitted not later than 12 hours before the vessel is 
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scheduled to arrive nor earlier than 48 hours before the expected 
arrival of the vessel. 

(b) The ship's local Agent will advise the vessel which he repre- 
sents whether radio pratique has been granted or denied; and any 
restrictions or limitation imposed. 

6. Action taken by Panama Canal Company Boarding Inspectors 

On vessels that have been granted radio pratique, the Panama 
Canal Company Boarding Inspector will: 

(a) Ascertain that the Shipmaster has completed the Ship's 
Information and Quarantine Declaration (Form 4398) except the 
“quarantine portion" at the bottom of the form; and, 

(b) Otherwise process the vessel (e.g. for Immigration, Customs, 
Admeasurement, and any other non-quarantine requirements) 
without any further questioning on quarantine matters. This pro- 
cessing may be either in the bay or at the dockside at the discretion 
of the Admeasurer Watch Supervisor. By agreement with the Chief 
Immigration Service, passengers that are disembarking from vessels 
may be precessed by the Immigration Service at the docks. 

(c) Vessels that are denied radio pratique or have failed to request 
radio pratique, will be cleared through Quarantine by the Panama 
Canal Company Boarding Inspector in the prescribed routine 
manner. 

7. Action taken by Shipmasters 

(a) Shipmasters should request radio pratique directly by radio 
or through the agent representing them in the Panama Canal Zone 
and supply the information requested in the Appendix hereto. 

(b) Shipmasters should take cognizance of the requirements 
listed in paragraph 2, “Specific requirement for each voyage", above. 

(1) If granted radio pratique, they may enter the anchorage area 
or a Canal Zone port without flying the quarantine flag; they must 
however comply with any restrictions or limitations imposed by the 
Quarantine Officer in Charge. 

(2) Unless the boarding of docking vessels is scheduled to take 
place at the pier, vessels must await boarding by a representative of 
the Panama Canal authority. 

(3) If denied radio pratique, vessels must be cleared for Quarantine 
in the prescribed routine manner; that is enter the Canal Zone waters 
or a Canal Zone port flying the Quarantine Flag and must await 
processing by the Panama Canal Company Boarding Inspector. 

(4) It is important that the Shipmasters remember that in all 
instances all forms regularly required are to be completed prior to 
arrival for presentation to the Boarding Inspector. 

Appendix 

Information required by Quarantine Officer in Charge from Ship- 
master requesting radio pratique through ship Agency representing 
him at the Panama Canal. 

Full name of vessel. 

Country of registry. 

International radio call letters. 

Estimated date of arrival and port. 

Whether docking at Balboa or Cristobal and reason therefor. 

List of ports of call within past 75 days prior arrival. 

Record any illness or communicable diseases on board. 

Record any death occurring on board since departure from last 
port and cause, if known or suspected. 

Report the number of smallpox vaccinations required. 

Report the number of passengers to be disembarked and port of 
disembarking (e.g. Cristobal or Balboa). 

Report the date of the Deratting Certificate or Deratting Exemption 
Certificate. 

Record the number, kind, and origin of all animals aboard and if 
any are scheduled for disembarking. 

Report the origin or source of the meat in the ship's stores. 

Only vessels in the following categories need still be subject to 
“‘on board” public health clearance upon arrival at Canal Zone ports: 

A. Vessels which, during the 15 days prior to arrival in the Canal 
Zone ports, have or have had on board passenger or crews with any 
of the following conditions or symptoms of illness: 

1. Temperature of 100° F (38° C) or greater (a) which persisted for 
two days or more: or (b) which was accompanied or followed 
by any one or all of the following: rash, jaundice, glandular 
swelling; or 

2. Prolonged diarrhoea (lasting 1 full day or more). 

B. Occurrence of death on board for any reason. 

C. Vessels which have been in a country infected with smallpox 
during the 15 days prior to arrival in the Canal Zone. 

D. Vessels which have been in a country infected with plague in 
the 60 days prior to arriva! in the Canal Zone. 

RADIO: Balboa Naval Radio NBA. 

1. Signal stations. (a) Visual-signal stations established for 
communication on arrival Canal approaches by International Code 
and/or flashing light, at seaward end of Pier 6 Cristobal, and on 
Flamenco Island at Pacific entrance. 

(b) Flamenco Island also contactable on VHF Channel 12 
ts ted 156:6 Mgs., and R/T 2182, 2638 and 2846 kc/s. — call letters 


(c) Vessels of 85 ft. beam and above awaiting transit at Balboa 
pra Abo should keep VHF radio watch on Channel 12 for transit 
orders. 

(d) Arriving ships may communicate with Port Captain's Office, 
Cristobal through Cristobal Signal Station Radio communication is 
maintained on international maritime VHF Channel 12 (156°6 Mc/s.) 
through “Cristobal Radio”. 

2. Advance information required by radio from vessels approaching 
Canal. Vessels approaching Canal shall communicate by radio to the 
Port Captain, through Balboa Radio Station, call letters NBA, at 
least 48 hours in advance of arrival in Canal Zone, the information 
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required below. If radio communication can be established , 
than 48 hours in advance of arrival, required information Sho 
furnished at time such communication is first practicable, 

(a) All items of information listed below, unless previously 
municated through agents or otherwise to Canal authorities, ¢ 
transmitted to Port Captain using phonetic alphabet lett, 
identify items, as follows: 

ALFA - The Panama Canal Identification Number of the ve 

BRAVO - Estimated date and time of arrival, port of arriy 
request for Canal transit if desired. 

CHARLIE - Estimated draft upon arrival, in feet and inches 
and aft). 

DELTA - Any changes in the vessel's name, country of 
structure, or use of tanks that have occurred since the vess, 
called in Canal Zone waters. 

ECHO - Will the vessel dock at Balboa or Cristobal? What 
reason for docking? If it is for cargo operations, fuel or wate, 
the tonnage involved in each case. Is there any other reason the, 
will not be ready to transit upon arrival? What is the reason? 

FOXTROT - The nature and tonnage of any deck cargo, 

GOLF - If the vessel is a tanker, state names and grades of 
carried. State names and grades of the cargo last carried jp 
empty tank which is not gas free. 

HOTEL - If the vessel is carrying explosives as cargo, sta 
grade of each explosive and the amount, in tons of each grad 

INDIA - Quarantine and immigration information: 

(1) Is radio pratique desired? 

(2) State the ports at which the vessel has called within {5 
proceeding its arrival at the Canal Zone. 

(3) State all cases of communicable disease aboard an 
nature of the disease or diseases, if known. 

(4) The number of deaths which have occurred since dep 
from the last port and the cause of each death, if known. 

(5) The number of smallpox vaccinations required. 

(6) The number of passengers disembarking and their p 
disembarkation. 

(7) The number and ports of origin of any stowaway and 
description of the identity papers of each stowaway. 

(8) The number, kind and country of origin of any animals at 
Are any animals to be landed? 

(9) The country of origin of all meat, whether carried as ca 
as ship's stores. 

(10) Has the vessel called at a port in any country, infecter 
foot-and-mouth disease or rinderpest during its present vo 
Countries considered to be infected are: 

(a) All countries east of the 30th meridian West longitud 
West of the International Date Line except Australia, Ch 
Islands, Fiji, Greenland, Iceland, Japan, New Zealand, Nor 
Ireland, Norway, Republic of Ireland; 

(6) All countries of South America; 

(c) Curacao (the Leeward Islands of the Netherlands Antili 

(d) Martinique; 

(e) Cuba; 

(f) Guadaloupe. 

(11) Specify whether the vessel has a valid Derating Certi 
or a Derating Exemption Certificate issued 180 days prior to 

(b) The following additional information shall be transr 
via radio to the Port Captain from all vessels as applicable: 

(1) Vessels approaching from the Pacific shall report actu 
of det Cape Mala, or the latitude of Cape Mala, and the ve 
speed. 

(2) Vessels approaching from the Atlantic shall report 12! 
prior to arrival at Cristobal any change of one hour or more! 
expected time of arrival. 

(3) Any other matters of importance and interest. 

(c) Timely receipt of the above information will facilitate thet 
or docking of arriving vessels. Failure to comply with these rep’ 
requirements may subject a vessel to delay since vessels whi 
ae will receive priority of service and handling over those! 

0 not. 
DENSITY: On several occasions vessels arriving for transit 
been found to be over authorised draft after entering Gatun 
Overdrafts in these instances have been caused, it is believé 
assuming fresh water densities different from what actually ¢ 
in Canal. 

Using distilled water as 1-000, water densities have been ¢ 
mined to be as follows: 


Density 
Location Gm./cec 85°F = Lbs./ft® 85°F 
(a) Gatun Lake* 0-9954 62-21 
(6) Miraflores Laket 0-9971 62:32 
(c) Balboa Anchoraget 1-0219 63:87 
(d) Cristobalt 1-0212 63-76 


*Fresh water. 
+Brackish water. 
tSalt water. 
BOILER WATER: May be taken without charge from Gatu" 
subject Pilot's Permission and draft. 
FRESH WATER: Available Balboa on Cristobal cost abe 
cents per 100 cu.ft. 
CERTIFICATES: see “Documents”. (a) If a valid Derating ¢ 
ficate or Derating Exemption Certificate is not produc 
respect to any arriving vessel the quarantine officer shall: _ 
(1) If he is satisfied that vessel is free of rodents or is kept it? 
a condition that number of rodents on board is negligible, 's 
Deratting Exemption Certificate; or 
(2) If he is satisfied that a Deratting Exemption Certificate * 
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issued with respect to such vessel, require derating of vessel. 
mate nen pursuant to paragraph (a) (2) of this section, deratting 
Fen completed to satisfaction of quarantine officer, he shall 
: Derating Certificate. 


SerOMS: Hours. The regular hours for the customs inspection 
renga0e of landing passengers and for the customs supervision 


nding passengers are from 0700 to 1700 daily, excluding Sundays, 
on holidays. Such customs services may be furnished during 
> hours, or on Sundays and holidays, only upon the request of 
a Master or authorised agent. 
> Marine Protests. Marine notes of protest may be made and 
atended by Masters of American vessels before customs officers 
smout charge. 1 
" ees. Tobacco, Wine and/or Spirits at Master's discre- 
soa sufficient for immdeiate consumption. Alcohol not permitted to 
se taken ashore. 


LS: 
CONS pritain: British Consulate, Colon Office 38-7-7060; 


Norway: Royal Norwegian Consulate General: Consul General 
for Panama, R. P., Terence O. Ford, Office: 28-25-2347. 
Residence: 28-24-1884. 

Norwegian Consul, Cristobal, G. R. Morland, Fenton Bldg. 
19. 
Seeder Consul for Pacific Side, Canal Zone, Arne Hauge, 
Office 2-1965. ; 
Republic of South Africa: Consul for the Republic of South 
Africa, Henry |. Darlington, Office: 28-23-0834. 
Residence: 28-23-6779. ; 

Sweden: Royal Swedish Consulate General, Edificio Melinda, 
Via Argentina, Panama 28-23-9694. 

Denmark: Royal Danish Consulate General, Consul General for 
Panama and Canal Zone, W. Ishoy, Office: 28-25-0524. 
Residence: 28-24-1537. 

Royal Danish Consulate for Colon and Canal Zone, George R. 
Downing, Office: 38-7-1870. 
Residence: 3-2361. 

Finland: Finnish Vice-Consul, Cristobal/Colon, Donald Francey, 
Fenton Bldg. 3-1781. 

REPATRIATION: Crew members, of vessels other than vessels of 
United States registry or enrolment signed on before a shipping 
commissioner, may be discharged in Canal Zone only with consent 
ofthe Immigration Service. Before such consent may be given, the 
Chief Immigration Inspector at port concerned shall be furnished a 
memorandum in triplicate showing name, age, nationality, and rating 
ofthe crew members proposed to be discharged. 

When crew members are signed on a vessel, other than crew 
members signed on a vessel of United States registry or enrolment 
tya shipping commissioner in the Canal Zone, a memorandum in 
tolicate showing name, age, nationality, and rating of crew mem- 
ters signed on shall be furnished to Chief Immigration Inspector 
athe port concerned. 

Arriving crew members and particularly visiting Superintendents 
should if possible possess Panamanian visas. 

AIRPORT: Tocumen International Airport located outside Panama 
Ciy, 18 miles from Balboa; 48 miles from Cristobal, served by all 
major scheduled international airlines operating in Southern 
hemisphere. 

HOLIDAYS: Sunday, January 1; February 22, Good Friday; May 
0); July 4; First Monday in September; November 3; November 11; 
Thanksgiving Day; December 25; and such other days as may, 
pursuant to law, be declared to be holidays. 

TIME: EST. No alterations to clocks necessary throughout the 
year, 

LOCKS: Gatun Locks (Atlantic side) raise and lower vessels 85 ft., 
a (nearest to Pacific) 54 ft. and Pedro Miguel (Pacific side) 


AUTHORITY: Ports Division, Panama Canal Company, Box 
12, Balboa, Canal Zone. 


AGENT: See “Cristobal”. 


PUERTO LAS MINAS (Payardi): 09.24 N. 79.50 W. 


DOCUMENTS: 

5 Crew Lists. 

3 Passenger Lists. 

3 Stores Lists. 

Vessels arriving at Las Minas Bay for cargo operations must have 
® board Panamanian Consular despatches, obtained at the previous 
es Vessels arriving without despatches will be charged with twice 
in Cost of these documents on arrival. 

LOTAGE: Refinery Pilot boards at the sea buoy in approximate 
inion & 25” 40” N. 79° 49” 42” W. 

“NCHORAGE : Vessels waiting for Pilot should anchor in the 
ippe of the sea buoy in the approximate position given above. 
7 CROACHES : Las Minas Bay is situated approx. 6 miles East 
with oe. The approach channel is 1 mile long, 1,000 ft. wide, 
de @ minimum depth of 47 ft. Leading lights covering approach 
“’nnel on bearing 171°. 
aulnner harbour channel is 1 mile long, 300 ft. wide, dredged to a 
Pe Me 40 ft. up to the tanker berth. Leading lights covering the 
X arbour channel are on a bearing of 148° 45”. 
Mdig Ze: Length 800 ft. LOA, draft 37 ft. 6 in. at tanker berth. 
erty, See Panama Canal. 
tnt HING FACILITIES: One tanker berth with a depth of 40 ft. 
wilde, Dry cargo berth, depth of 28 ft. alongside. This berth can 
Tmodate vessels up to 530 ft. LOA. 


PAPUA AND NEW GUINEA 


Barge Dock, with depth of 20 ft. alongside. Can accommodate 
vessels up to 250 ft. LOA. 

FRESH WATER: Drinking water may be taken on directly from the 
tanker berth while discharging or loading cargo. 

FUEL: Bunkering at the tanker berth is available only to vessels 
working cargo. Vessels under 250 ft. length can be bunkered at the 
barge dock. Vessels at the dry cargo pier are bunkered by barge. 
Vessels calling for bunkers only are refuelled by barge at the anchor- 
age in vicinity of the Sea Buoy No. 1. 

From the storage tanks of Refineria Panama, marine fuels are 
loaded on barges and transported to Cristobal and Balboa and also 
to Colon Harbour and Taboga Island for delivery to vessels by barge. 
The refinery produces all types of marine fuels, Bunker C, light and 
heavy diesel, kerosene, etc. 

When a vessel is stemmed for bunkers and cannot be supplied by 
barge due to rough weather or technical difficulties, she is docked 
at Cristobal, where she bunkers for the account of the suppliers 
(Refineria/Golden Eagle). The supplier then absorbs any docking 
charges in excess of the barging fee, plus Panamanian Authorities 
usual fees. 

AUTHORITY: Refineria Panama S.A. 


Papua and New Guinea 


KAVIENG: 02.34 S. 150.48 E. 


PORT LIMITS: A line drawn from the South-western extremity 
of Cape Siwusat to the Southern extremity of Nago Island. 
DOCUMENTS: See “Lae”. 

PILOTAGE: The Administration does not maintain a Pilot at 
Kavieng. Arrangements may be made with the Harbour Master at 
Rabaul; and a private Pilot can be contacted by the Agent. 
HEALTH: See “Lae”. 

RADIO: Call through VJZ. 

TUGS: None available. 

BERTHING: Main Wharf. Length 308 ft.; width 40 ft. Minimum depth 
of water 23 ft. below LAT (due to debris which is being removed). 
(N.B. channel restriction 26 ft.) 

FRESH WATER: None available. 

FUEL: Diesel fuel and distillate are available. Supply is by road 
tanker. 

CUSTOMS ALLOWANCE: Tobacco: 1 |b. per person, 400 ciga- 
rettes deemed equivalent to 1 Ib. Wine/spirit: Not in excess of 
three quarts per person. 

REPAIRS: No facilities. 

AIRPORT: Distance from port 2 miles by road, served by regular 
airlines. 

TIME: GMT plus 10 hours. No change. 

AUTHORITY: Port Manager, PO Box 127, Kavieng. Tel. (office) 
244. Telegraphic Address ‘‘Portman, Kavieng”. 


AGENT: See “Rabaul”. 


KIETA: 06.13 S. 155.28 E. 


PORT LIMITS: Marowa Point to Western end of Arovo Island; 
Eastern end of Arovo Island to beacon on Wogoromodo Reef to 
Kepotto Point; Southern tip of Bakawarri Island to Mission Point. 
PILOTAGE: A Pilot is available on application to the Harbour 
Master. 

TUGS: None available. 

BERTHING: Main Wharf: Minimum depth at LAT 24-6 ft., length 
208 ft., width 36 ft. Position 6° 13.27’ S., 155° 38.25’ E. 

The wharf is situated in front of a steel sheet piling retaining wall 
which provides for coaster berths of 95 ft. and 190 ft. at the Western 
and Eastern ends respectively. 

FRESH WATER: Not available. 

FUEL: Distillate is available by road tanker. 

AUTHORITY : Port Manager, PO Box 149, Kieta. Tel. office 956063, 
residence 956370. Telegraphic address, ‘Portman, Kieta”. 


AGENT: See ‘Port Moresby”. 


KIMBE: 05.33 S. 150.09 E. 


PORT LIMITS: Starting on the shore at a point 295° 260 m. from 

the North-west corner on the wharf face thence 044° 317 m. thence 

132° 490 m. thence 216° to the shore. 

PILOTAGE: The administration does not maintain a Pilot at Kimbe. 

Bene rene may, however, be made with the Harbour Master at 
abaul. 

TUGS: Not available. 

BERTHING: Position of wharf, 05° 32.93’ S. 150° 09.26’ E. Length of 

“T" head, 200 ft. width 40 ft. Height of wharf above LAT 10-2 ft. 

Minimum depths of water below LAT are as follows: outer face 

35 ft., inner East 19-5 ft., inner West 18 ft. 

FRESH WATER: Not available. 

FUEL: Not available. 

AUTHORITY: Port Manager, PO Box 65, Kimbe. Tel. (office) 48. 

Telegraphic address, ‘‘Portman, Kimbe”. 
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LAE: 06.48 S. 147.11 E. 


PORT LIMITS: From a position Lat. 6° 44’ 12” S. Long. 146° 59’ 
52” E. 175° T. for 2:2 cables, thence 270° T for 9:3 cables, thence 
017° T to the shore. Time of arrival at Sugarloaf Anchorage, if berth 
is not immediately available, is accepted as time of arrrival in port. 
DOCUMENTS: First port of call in Papua New Guinea the follow- 
ing inward Customs documents are required to be handed to Cus- 
toms Department within 24 hours of ship's arrival: 

3 copies Inward Passenger List. 

7 copies Inward Customs Manifest. 

3 copies List of Crew. 

3 copies Articles in Private Possession of Officers and Crew - 

Form 5. 
3 copies Stores List. 
2 copies Immigration Restriction Ordinance List (Form 6) being 
complete list of passengers disembarking and in transit. 
If other than first port of call: 

3 copies Inward Passenger List. 

7 copies Inward Customs Manifest. 

Outward Customs Clearance from last port of call. 
PILOTAGE: The Administration's Harbour Master acts as Pilot if 
required. Pilot will board vessel 3 miles from Overseas wharf, from 
a 25 ft. fibreglass blue and white cabin cruiser. 

Telegrams requesting a Pilot should be addressed to Lyle Lae 
through Lae Radio on 50 kc/s between 2200 GMT and 0830 GMT any 
day. VHF station, call sign Lae Harbour, Channel 16. 
ANCHORAGES: Safe anchorage is available about 5 miles from 
main wharf, in the Huon Gulf area, called Sugarloaf Anchorage, at 
approximately one and a half miles offshore between beacons: 
Northern Beacon lat. 6 deg. 47’ 10” S., long. 146 deg. 57’ 20° E. 
Southern Beacon lat. 6 deg. 48’ 20” S., long. 146 deg. 57’ 6” E. 

Holding ground is good and 11 fathoms is found just South of the 
line with Northern Beacon bearing West true one and a half miles 
distant. The depth varies within a fathom or two in seasons on ac- 
count of the soft bottom. 

Medium-sized vessels up to 450 ft. LOA may find safe anchorage 
14 cables from N.W. end of the Overseas wharf in position 6° 44’ 03” 
S., 156° 48’ 48” E. Depth of water 30 ft. 

RESTRICTIONS: The port works 0600-2400, 7 days a week, except 
on Christmas Day and Good Friday. 

Except for LPG and fuel, vessels berth and sail any time of the day 
or night, depending on availability of berths and number of vessels 
waiting for a berth. 

MAX. SIZE: The Overseas wharf is 810 ft. long, with a minimum 
depth of water at LAT 36 ft. Normally two vessels, max. draft 30 ft., 
= aoa simultaneously, each overhanging the ends of the 
wharf. 

HEALTH: (a) Vessels Arriving Directly from Australia. Pratique is 
given by radio to vessels which voyage directly from Australia to a 
Territory port. Master of vessel notifies Quarantine Officer at the 
port of entry to which he is proceeding of ETA, the number of pas- 
sengers and crew and whether there is any sickness aboard. This 
notification from Master is sent not longer than 24 hours and not 
less than 12 hours of the ETA. if there is no sickness aboard a reply 
is sent stating that pratique is granted, and when a vessel arrives the 
actual pratique form is delivered to Master of vessel or to Collector 
of Customs to hand to Master. Full pratique is given. 

(6) Vessels Arriving from a Foreign Port. All vessels which arrive 
from a foreign port must anchor in the designated position and 
await arrival of a Quarantine Officer who boards the vessel by him- 
self - no other person (except a Pilot) is to be allowed on board 
vessel until pratique has been granted. If a Pilot is on board he must 
remain on board until pratique is granted. 

Smallpox. All passengers and crew are required to be in posses- 
sion of a valid International Certificate of Vaccination against small- 
pox on arrival in the Territory. Cho/era. All passengers and crew are 
required to be inoculated against cholera if the vessel is expected to 
arrive at a port in the Territory within seven days of leaving an area 
where cholera is either endemic or is present. 

RADIO: Radio contact is made through Lae Radio on 500 kc/s and 
station call sign is VIL. Telegraphic address for radio contact is 
Lyle Lae. 
TUGS: None available. Two 21-ft. steel work-boats are available for 
running lines to wharf and shore bollards. 
BERTHING: Vessels berth either port or starboard side to at the 
direction of the Port Manager. Provided anchorage in Milford Haven 
Bay is clear, ample swinging room is available off the North-western 
end of the wharf. 
STEVEDORES: There are three stevedoring companies in port of 
Lae. Information required by the stevedores is approximately 72 
hours’ notice of the number of gangs required, hatch tonnages and 
information of any particular heavy lifts or awkward cargo. 
MEDICAL: Maximum possible notice should be given so that full 
arrangements can be made with regard to hospitalisation, etc. Full 
hospital facilities are available approximately two and a half miles 
from the wharf. 
TANKERS: Tankers berth on the wharf, maximum permissible 
draft 31 ft. and only one tanker can berth at a time. Tankers must be 
coupled up to the shore pipe-line and pumping commenced at 
least one hour before sunset. 
DENSITY: Due to proximity of Markham River, fresh water extend- 
ding approximately one and a half miles from the wharf. 
FRESH WATER: Fresh water is available in unlimited quantity 
at a rate of 30 tons per hour. 
pine ae Only light grade fuels are available such as dieseline and 
istillate. 
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GANGWAY/DECK WATCHMEN: Watchmen are not reQuitg 
p armepierynt on ryder HATCHES: Normally carried out by sy 
ores. 
CERTIFICATES: Certificates of Registration, and § 
Articles. If a ship remains in port over 24 hrs., Articles m 
stamped by Harbour Master. Certificate of Registry and Por 
Certificate must be produced to Port Manager if requested, 
CUSTOMS ALLOWANCES: A duty-free issue of 200 cig 
or the equivalent weight in tobacco is issued by Customs ever) 
days. No wines or spirits allowance to crew members. 
CARGO GEAR: All cargo gear necessary for discharging and iy 
ing is carried by stevedoring company. 
IDENTIFICATION CARDS: Not required. 
CONSULS: No consular representatives at this port and 
immigration and migration matters are handled by the Collecy, 
Customs. 
REPAIRS: Only minor repairs can be carried out. 
REPATRIATION: Full repatriation facilities are available, 
effecting any crew changes. 
AIRPORT: Situated approximately 2 miles from Wharf area, Ty 
is a daily connection to Australia with Trans-Australia Airlines, 
Ansett Airlines of Australia. 
TIME: Local time is 10 hours ahead of GMT, and does not» 
during the year. 
HOLIDAYS: New Year's Day (ist January); Australian Foy, 
tion Day (26th January); Good Friday; Easter Saturday; fi» 
Sunday; Easter Monday; Anzac Day (25th April); Queen's Birtis 
(June); Commemoration Day (Mid-September); Christmas 5 
(25th December); Boxing Day (26th December). Cargo wos 
carried on all through the year with the exception of Christmas} 
and Good Friday. 
POLICE/AMBULANCE/FIRE: Police 2222; Ambulance » 
Fire 2255. 

Fire alarms connected to Fire Station are situated outside \ 
and No. 5 cargo sheds. A direct telephone line to the Police Sta 
is situated at No. 2 cargo shed. 

TELEPHONES: No facilities available for connection of as 
phone to vessels, but there is a public telephone installed ins 
wharf area. 

SHORE LEAVE: Allowed. 

DELAYS: Whilst only 800 ft. of overseas wharfage is avai 
there is likely to be berthing delays of up to four days. 
AUTHORITY: The Port Manager, Papua and New Guinea 
bours Board, PO Box 563, Lae. Tel. 42650 and 42620. Telegra! 
address, “Portman Lae”. 


AGENT: See ‘Port Moresby”. 


LORENGAU: 02.01 S. 147.16 E. 


PORT LIMITS: From position 02° 00.78’ S. 147° 16.11’ E., 012% 
2,040 m., thence 121° for 5,190 m. to the high water mark ont 
Westernmost tip of Butjo Mokau Island thence 221° for 2,160 m 
PILOTAGE: No Pilot stationed at Lorengau. 
TUGS: A workboat (90 b.h.p.) is available. 
BERTHING Nabu Wharf (Parendo Point): Position 02° 002! 
147° 16.27’ E. Length 50 ft., width 30 ft. Minimum depth of wate! 
ISLW 17 ft. A berthing dolphin having a face length of 15 ft. is loca 
85 ft. from the North end of the wharf. 

There are also two wharves for small craft. 
FRESH WATER: Available in limited quantities. 
FUEL: Distillate is available by pipe-line at Nabu Wharf or by®@ 
tankers. 
AUTHORITY: District Commissioner, District Office, Loren 
Tel. (office) 1. (residence) 34. Telegraphic address, “Dis* 
Lorengau”. 


MADANG: 05.12 S. 145.49 E. 


PORT LIMITS: A line drawn from Cape Jantzen to Kall# 
Point. 

DOCUMENTS: See "Lae". ; 
PILOTAGE: One pilot is normally available on applicatiot’ 
Harbour Master. Boarding station is situated 4 to 1 mile of? 
Coast Watcher's Light on Kalibobo Point. 
RESTRICTIONS: Ships do not normally berth at East What®’ 
the West Wharf after civil sunset. 

HEALTH: See “Lae”. 

RADIO: Call through Lae Radio VIL. ; 
TUGS: No tug is available but a 40-ft. work-boat may assist! 
application to Harbour Master. 
BERTHING: West Wharf: Length 450 ft.; width 42 ft. Mini 
depth at ISLW 33 ft. 

Small Ship's Wharf: Length 75 ft.; width 30 ft. Minimum dep 
ISLW 21 ft. ! 
Concrete Quay: Length 100 ft.; width 15 ft. Minimum depth # 

5 ft. 9 in. 

FRESH WATER: Available at wharves but supply is lim 
FUEL: Fuel oil and distillate are available. Supply is by road te 
CUSTOMS ALLOWANCE: Tobacco: 1 Ib per person, 4 
ettes deemed to be equivalent of 1 Ib. tobacco. Wine/spirit: N* 
excess of three quarts per person. 

CONSULS: None. ; 
REPAIRS: All normal deck and engine repairs available. Slip 
available up to 400 tons. 

REPATRIATION: Can be arranged. 


girPORT: Distance from port 4 miles by road, served by regular 


arlines. 

- GMT plus 10 hours throughout the year. 

Time SRITY : Port Manager, postal address: Box 273, Madang. 
Z (office) 822351, (residence) 822731. Cables: “Portman Madang”. 


AGENT: See “Port Moresby”. 


oro BAY : 08.54 S. 148.29 E. 


rT LIMITS: From the Easterly tip of Cape Sinclair to the 
south of Namani Creek (lat. 8° 52.6’ S., long. 148° 29.25’ E.). 
pILOTAGE: There is no Pilot at Oro Bay. 
1UGS: None available. " ‘ . ; 
BERTHING : Position of wharf, 08° 53.55’ S., 148° 29.37’ E. Length of 
T head 198 ft.; width 40 ft. Minimum depths of water below ISLW 
yeas follows: at Outer Face 37.5 ft. at Inner West 34:5 ft. 
sReSH WATER: Not available. ; 

EL; Diesel fuel and distillate can be supplied by road tanker. - 
AUTHORITY : Port Manager, PO Box 160, Popondetta, telegraphic 
address, “Portman Popondetta”. 


AGENT: See “Port Moresby”. 


PORT MORESBY : 09.26 S. 147.06 E. 


PORT LIMITS: A line drawn from Bogirohodobi to the Southern- 
sost tip of the South Lolurua Island. 

DOCUMENTS: 

4 Crew Lists. 

4 Passenger Lists. 

‘Customs List of Articles in possession of Crew. 

3 Customs List showing Stores, fuel, etc. on board. 

Normal International Health Papers. 

7 inward Manifest. 

{ Copy of Bills of Lading. 

PILOTAGE: Apply by radio through Agent or direct to “Harmas" 
hours before arrival and up-date as necessary. Pilot vessel is 
fitted with VHF calling on Channel 16. 

Pilotage is compulsory. Pilot vessel is 53 ft. long, white hull with 
word “Pilot in large block letters each side. White superstructure, 
small buff-colour funnel, green awnings. White over red all-round 
ghts at night. Pilot usually boards 14-2 miles South-east of Basilisk 
light Beacon. In heavy weather, ship may enter on leads and Pilot 
«| board North-west of Basilisk Beacon. Usual safety precautions 
we expected. Vessels may anchor North-easterly of Basilisk Beacon 
clear of leads. 

ANCHORAGES: If necessary to anchor prior Pilot boarding do so 
uXila Leads. Pilot will then direct to suitable anchorage on board- 


ing. 

RESTRICTIONS: No restrictions after dark if conditions favour- 

able, 

MAX. SIZE: For Berthing 700 ft. length. Draft 27 ft. Tankers : 600 ft. 
length. Draft 40 ft. 

HEALTH: Radio “Health Boroko” 24 hours prior to arrival. If from 
Australia or another T.P.N.G. port pratique will be granted by radio 
advised by Agent on arrival. In other instances if a ship has been 
sea more than 10 days from last port of call and no quarantine 
tsease on board may also be given Radio Pratique, but this is up to 
Health Authorities. 

RADIO: Port Moresby Radio, VIG. 

TUGS: One tug of 560 h.p. and 7-ton bollard pull available through 
‘rangement with Harbour Master direct. 

SERTHING: Permission required to berth after dark which is 
formally automatic. Maximum draft 25 ft. but on inner North-east 
#m 820 ft. length, maximum draft 15 ft. Height of deck above LWOS 
\t64 ft, Wharf length 700 ft. 

STEVEDORES : ETA required 24 hours advising no. of gangs 
required, 

MEDICAL: If serious notify any time. Hospital facilities available. 
Normal International Health Regulations required. 

TANKERS: Two tanker discharge berths, one with depth of 45 ft., 
ind one with depth of 48 ft. 

FRESH WATER: Available at berth. Rate of delivery 20 tons per hr. 

FUEL; Only gasoil and light marine diesel available. By road tanker 
cane Deliveries normally limited to 100 tons. 

HNGWAY/DECK WATCHMEN: Required: Ships crew. 

ENING/CLOSING HATCHES: Carried out by Stevedores. 

YSTOMS ALLOWANCES: 200 cigarettes each 10 days. No 
hes spirits allowance. 

fea ~ era Normally supplied by stevedores unless special 

red. 

CANTIFICATION CARDS: Required. 

en sULS: French. Tel. 2033/34. British. Tel. 3095. 

REPAIRS: Only very minor deck and engine repairs carried out. 
to ATRIATION: If necessary crew changes could be effected 
ings not recommended. 

oA ORT: Distance 6 miles from Wharf Area regular daily flights 
fie where overseas connection normally made. Also two 
ty $ 4 week via Manila and Hong Kong to Europe, and one flight 

eek to Singapore via Darwin. 
HoupAen hours ahead of GMT. No change throughout the year. 
are: Only two days vessels do not work. Good Friday and 
ay 


OuCE AMBULANCE/FIRE: Police 55555; Ambulance 58622; 
TLEPHONES ; Can be placed on ship at berth local calls only. 


“a 


PAPUA AND NEW GUINEA 


GENERAL: If any tankers arrive for water or provisions and wish to 
berth they have to be gas free and tanks blown. 

SERVICES: Very limited, compass adjusting can be done if neces- 
sary. 

SHORE LEAVE: Crew members normally permitted ashore. 
DELAYS: Port very busy, turn-around good, but delays can occur 
up to 48 hours at times. 

AUTHORITY: The Port Manager, PO Box 384, Port Moresby. 
Telegraphic address “Portman, Port Moresby". Tel. (office) 2554, 
(residence) 53635. 


AGENT: Burns, Philip (New Guinea) Ltd., PO Box 75, Port Moresby. 
Telex NE 22116, Cables: “Burphil Port Moresby”. 
Agents at all major Papua and New Guinea ports. 


RABAUL: 04.13 S. 152.12 E. 


PORT LIMITS: The port limits are from Matupit Causeway - the 
connection (on Chart Aus 680) to Matupit Island, across to the 
Easternmost point of Vulcan. 

DOCUMENTS: See “Lae”. 

PILOTAGE: Two pilots are normally available on application to 
Harbour Master. Boarding station is one mile South of Sulphur 
Point, off Matupi Harbour for vessel requiring full pilotage, or be- 
tween the Beehives and the Wharves for vessels requiring berthing 
assistance only. 

HEALTH: See “Lae”. 

RADIO: Call sign VJZ. 

TUGS: No tug is available, but two 40-ft. work-boats of 165 h.p. 
may be hired to assist in manoeuvring. 

BERTHING: East Wharf: Lat. 4° 12.1’ S. Long. 152° 10.5’ E. Length 
400 ft., width 40 ft. Minimum depth at LAT 26 ft. 

New Wharf: Length 500 ft. Minimum depth at LAT 33:5 ft. 

Kamaki Wharf: Out of commission. 

(eset ae Wharf: Length 204 ft., width 22 ft. Minimum depth at 
9-5 ft. 

CARGO HANDLING: A limited number of small containers are 

handled only by conventional methods. The ships concerned 

are unit loaders and carry containers, palletised, and wire caged 

cargoes. These are handled mainly by forklifts, from side ports. 

The only roll-on/roll-off carriers are coastal barges, with bow 
doors. 

LPG Carriers discharge at CPL Toboi Wharf, which is privately 
owned. This wharf also handled copra expeller and coconut oil. 
The expeller is loaded in bulk, but by conventional methods, i.e. 
bins hoisted on board by ship’s gear, and then emptied over the 
hold. 

FRESH WATER: Available at the wharves. The rate is 25 tons an 
hour depending on number of vessels taking water simultaneously. 

Also obtainable at anchor by water barge, with a minimum of 
100 tons. As a point of interest the water barges are old Japanese 
dumb submarines, used in the war to bring cargo from Kavieng and 
towed by a powered submarine submerged. 

FUEL: Diesel and distillate are available, the former by pipeline, the 
latter by road tanker. Fuel available by barge if sufficient notice given. 
DEVELOPMENTS: Design is being undertaken for expansion of 
coastal facilities to eastward of the small ships wharf. 
CUSTOMS ALLOWANCES: Tobacco: 1 Ib per person, 400 
cigarettes deemed equivalent to 1 lb. tobacco. Wine/spirit: not in 
excess of three reputed quarts per person. 

CONSULS: None. 

REPAIRS: Small repairs undertaken. 

DRY-DOCKS: None available. Slipway length 140 ft. 
AIRPORT: Distance from port 3 miles by road. Served by regular 
airlines. 

TIME: GMT plus 10 hours. No change throughout the year. 
AUTHORITY: Port Manager, PO Box 592, Rabaul, Tel. (office) 
922970, (residence) 922622. Telegraphic address, “Portman Rabaul”, 


AGENT: Burns, Philip (New Guinea) Limited, POB 87, Rabaul 
Tel. 92-2813. After hours tel. 92-2114. Cables: “Burphil Rabaul”. 
Telex Burphil NE 92540. 


SAMARAIT: 10.30 S. 151.00 E. 


PORT LIMITS: From position lat. 10° 36.74’ S., long. 150° 39.6’ E., 
thence 270° for 5-46 cables, thence 000° for 5-46 cables, thence 
090° for 7-1 cables, thence 180° to the shore. 
DOCUMENTS: See “Lae”. 
PILOTAGE: For ships approaching from the Westward, boarding 
station is situated in the vicinity of Wekunna Light; for ships 
approaching from the Eastward, 1 mile South-east of Samarai 
Island; for ships approaching from the Northward via China Strait, 
off Isololi Point. 
RESTRICTIONS: Ships, except under 50 tons nett, do not 
normally berth after dark. 
HEALTH: See “Lae”. 
RADIO: Through Port Moresby Radio VIG. 
TUGS: None available. 
BERTHING: Main Wharf: Length 300 ft.; width 40 ft. Minimum 
depth at LW 25-6 ft. 
Small Ship's Wharf: Length 100 ft.; width 15 ft. Minimum depth at 
LWOST 4:5 ft. 
Two dolphins are located, one on each side of the main wharf. 
Owing to the swift currents which pass through the China Straight, 
a flag is normally placed at one end of the wharf to indicate from 
which direction the current is running. (A flag on the North end of 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


the main wharf indicates a current running from North to South. 
The flag when placed in the centre of the main wharf is for slack 
water.) 

FRESH WATER: Available in very limited quantities, only during 
the wet season. 

FUEL: Distillate available by pipeline. 

CUSTOMS ALLOWANCE: Tobacco: 1 Ib. per person, 400 
cigarettes deemed to be equivalent to 1 |b. Wine/spirit: not in excess 
of three reputed quarts per person. 

REPAIRS: Normal deck and engine repairs available. 

Slipways up to 9-ft. draft. 

AIRPORT: Distance from port 35 miles by sea. Served by regular 
airlines. 

TIME: GMT plus 10 hours. No change. 

AUTHORITY: Port Manager, PO Box 6, Samarai, Tel. (office) 346; 
(residence) 351. Telegraphic address, ‘Portman Samarai". 


AGENT: See ‘Port Moresby”. 


WEWAK: 03.34 S. 143.37 E. 


PORT LIMITS: From Wewak Point to Cape Boram. 
PILOTAGE: There is no Pilot stationed at Wewak. Arrangements 
may, however be made with the Harbour Master at Madang. 
TUGS: A workboat of 110 b.h.p. and two of 25 h.p. are available for 
hire. 

BERTHING: Position of wharf 03° 34.21’ S., 143° 38.80’ E. Length 
240 ft., width 40 ft. The wharf is connected by two approaches 10 ft. 
wide to a causeway 1,730 ft. in length from the shore. Minimum 
depth of water below chart datum 22 ft. 

FRESH WATER: No fresh water available at the berths but private 
arrangement for supply by tankers is possible. 

FUEL: Diesel fuel and distillate are available. Supply is by road 
tanker. 

AUTHORITY: Port Manager, PO Box 270, Wewak. Tel. (office) 
865269; (residence) 865041. Telegraphic address, “Portman Wewak". 


AGENT: See ‘Port Moresby". 


Peru 
ATICO: 16.14 S. 73.43 W. 


Atico is an open roadstead and unprotected. The main activity is the 
loading of fishmeal. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels anchor in the open roads 
TUGS: One available. 
LIGHTERS: 3 available, 100 tons each. 
CRANES: None. 
STEVEDORES: See “Pimentel” for working !\ours and overtime 
rates. 
There are 2 gangs available. 
MEDICAL: Available at Mollendo. 
FRESH WATER: Not available. 
FUEL: Not available. 
GENERAL: Swell Period: Heavy swell in the winter months, June- 
September. 


AGENT: See “Callao”. 


CALLAO: 12.03 S. 77.10 W. (See Plan) 


DOCUMENTS: 

Airmail copies must be presented to Port Authorities 72 hours 
before arrival of vessel as otherwise vessel will be fined. No docking 
is allowed until Cargo Manifests and Cargo Plan are presented. 

Vessel copies to be delivered on Clearing vessel inbound on 
arrival when Health, Customs and other Authorities board. 

Airmail Vessel 

Cargo Manifests, including additionals. Must be 

faithful copies of Bills of Lading descriptions 5 7 
Same Manifests, but freighted 5 2 
Cargo Manifests covering cargo shortshipped but 

manifested on previous vessels calling at 

Callao 5 *7 

(If Hectograph Masters are airmailed, we can 

print the required number of Manifests) 

Transit Cargo Manifests - 

Freighted copy of each Bill of Lading - 

List of Containers with their numbers 2 

Content List, each Container, properly identified 

with marks, numbers and Bills of Lading 

numbers 2 2 
Dangerous Cargo Lists showing complete des- 

cription of goods, Flash Point, IMCO Classifi- 

cation, Type of Label, marks, numbers and Bills 


now 


of Lading numbers 3 3 
Transit Dangerous Cargo Lists 3 3 
Mail Manifests 5 5 
Passenger Lists 1 *10 
Transit Passenger Lists - *10 
Tally Books ~ 16 
Stowage Plan 3 - 
Consolidated Stowage Plan, prepared or checked 

on board - 3 


540 


Visaed Tonnage Certificate or General Declara- 
tion from First Port receiving cargo for Pert 
and every port of call thereafter 

Health Clearance, last port of call 

Vaccination List 

General Declaration 

Crew List 

Crew Personal Effects Declaration 

Store List 

Sealed Consular Documents addressed to 
Customs, Envelope - 

* Must be made out on LAFTA Forms. 

PILOTAGE: Pilots must be requested by Agent and boarg 
outside of port at anchorage. Various pilot launches painted 
black and red. Pilots will only board after free pratique grants, 
Port Captain and doctor. , 
ANCHORAGE: Very large area West of entrance buoys now 
Naval anchorage. 

RESTRICTIONS: Vessels of up to 32 ft. draft may enter a, 
time. Vessels of more than 32 ft. draft must enter at high we 
Pilots available 24 hours. 

MAX. SIZE: Length and breadth practically unlimited, drafty 
plus height of tide making allowance for keel clearance. 
HEALTH: Cable Agent requesting free pratique. Agent muy, 
notified in advance if disease suspected on board. 

RADIO: ‘Habla Naves”, OAA, 500, 8605, 6430, 1300, 468 Ko)s 

Arrival Advice; 24 hours Notice of Arrival should be sent t: 

Captain of the Port and the Agent. f 
TUGS: Port Authority Tugs join vessel once inside mole, om 
two as required, using vessel's lines, later passed to pier. 
tugs available 2 at 175 h.p. one at 500 h.p. and one at 800 h.p, 
BERTHING: There are nine piers with a total of 22 berths, 9 
large vessels, and two for coasters. 
Pier No. Number of Berths 


ey ee ee 


Cargo 

General cargo 

General cargo 

General cargo 

General cargo 

Minerals and grain and general 
Petroleum products 

Fish Meal, general cargo, vegetaby, 
Coasters only 

11 3 Wheat, vegetable oil, general cay 

All piers except the petrol pier are connected to railway sy 
for unloading and loading to railway wagons. 

Within port limits there are two anchorages normally use) 
discharge of livestock, scrap and occasionally for general cary 

nie'e equipped with conveyor belt for loading minerals and! 
meal. 

For discharge of grain there are two pneumatic suction » 
and silos with capacity of 23,000 tons. There is a silo capacity! 
tons under construction. 

The rate of discharge of the pneumatic discharging bridge 
100/150 t.p.h. each. The port plans to have 3 more bridges. 

There are four storage tanks for vegetable oil, total cape 
500 tons. 

STEVEDORES: No particular advice necessary but Agents 
receive Stowage Plan beforehand to advise Port Authority of plaw 
operation. 

Working Hours; 0700-1200, 1300-1600, 1700-2400. Labour wile 
from 0100-0700 to finish work at an additional charge of 25%. 

Lighters: 10 with 50 tons capacity and 2 private with 60 and le 
capacity. 
CRANES: 18 with 4-5 ton capacity, 4 with 10 tons and 1 with2/® 
capacity. The Peruvian Navy have a floating crane with lifting @ 
city of 80 tons. 
MEDICAL: Advance information as to sick crew membels! 
required but helpful. Ample first class facilities in Lima area. S® 
pox vaccination cards required. 
TANKERS: Petroleum Pier: Pier No. 7: maximum depth # 
however, depth in approaches to berth is 33 ft. at HW and di! 
LW, maximum length about 200 m. 

Discharge Pipelines: 

(1) Pipe-line of 14 in. for clean (white) products, kerosene, 

1 and 2, turbo A, benzol and eventually gasoline. 

(2) 16 in. for discharge of gasoline, inclusive aviation ga® 

and solvents. 

(3) 12 in. for LPG. 

(4) 22 in. for dirty products, petroleum 4, 5, 6 and asphalt. 

(5) 6 in. for chemical products, xylol, toluol, acrylonitril, ete. 

These lines can be used simultaneously at the berth places! 
B, cre also depending on store facilities on shore or delivey’ 
trucks. 

Discharging pressure of the Lines; 100 |b. per square in. forthe” 
with 12, 14, 16 and 22 in. On the pipe-line of 6 inches it is possi 
reach a pressure of 250 Ib. per square in., for discharge of U 

Connections: There are connections from 4 to 10 in. for al! 
of flanges. 

Water: Supply of water is possible, 40 tons per hour. 

Discharge of ballast or slops inside mole prohibited. T® 
loading Fishoil must arrive free of ballast. 

DENSITY: Sea water. 

FRESH WATER: All berths equipped with fresh water supp!’ 
rate of 30 tons per hour. 

FUEL: The following are available from Petroleos del Peru, Be 
“C" 3,500 secs., Petroperu No. 5 (intermediate 4) 400 secs. # 
2 (marine diesel) 100 secs. 
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PRECAUTIONS: Use of Port Authority Fire Equipment 


ARE during discharge of petroleum products with charge for 


mandatory 
i WGWAY/DECK WATCHMAN: Recommendable. 

oni CERTIFICATES: All may be required but normally only 
Deratisation. If Ratguards are not used on all lines, vessel liable to 
sysTOMS ALLOWANCES: Any amount over normal consump- 
= ysually cause difficulties including searching. 

tArGO GEAR: No additional requirements. 

DENTIFICATION CARDS: Supplied by Agent and stamped 
: immigration Authority required for all crewmembers. 


ya France Nicaragua 
Austria Germany — Norway 
Belgium Great Britain Panama 
Bolivia Greece Paraguay 
Brazil Guatemala Poland 
Canada Haiti Portugal 
Chile Holland Spain 

China Honduras Sweden 
Colombia India Switzerland 
Costa Rica Israel U.A.R. 
Denmark ‘ Italy Uruguay 
Dominican Republic Japan U.S.A. 
Ecuador Jordan Venezuela 
f| Salvador Lebanon Yugoslavia 
Finland Mexico 


REPAIRS: Normal Deck and Engine repair facilities. 2: 
prY DOCKS: The naval dry dock has the following facilities: 

(a) Dry dock - length 632 ft., width 82 ft., depth 21 ft. 

(») Floating dock 107 — length 408 ft., width 48 ft., depth 20 ft. 

(c) Floating dock 106 — length 288 ft., width 46 ft., depth 14 ft. 
SURVEYORS: H. M. Beausire and Co. S.A. are Lloyd's Agents. 
REPATRIATION: All foreign crewmembers who do not have 
Peryian Visas which only obtainable abroad, must be repatriated 
py quickest means (Air) by Agent, paying all detention expenses. 
Peryvian and foreign crewmembers available. 

AIRPORT: Lima/Callao within city limits has regular direct inter- 
oational service to North and South America, Europe and Far East. 
HOLIDAYS: Only 1st May when work is not available. 
AUTHORITY : Port Captain, Terminal Maritimo de Callao. 


AGENT: La Hanseatica S.A. - General Agents, Ship Agents, 
Brokers, Stevedoring. Jr. A. Miro Quesada 260 - OF.406, PO Box 
$49, Lima, Peru. Tel. 287850. Telex 3540029-PX5279, Cables ““Hapag- 
lloyd". 


CHANCAY : 11.36 S. 77.17 W. 


Chancay is an unprotected open roadstead about 31 miles North of 
Calao, The main activities are the loading of fishmeal and dis- 
charging of fertilisers. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels anchor in open roads. 
RADIO: Arrival Advice: 24 hours Notice of Arrival should be sent 
‘othe Captain of the Port and the Agent. 
TUGS: 4 at 225 h.p. 
UGHTERS: 20 lighters with a total capacity of 800 tons. 
CRANES: 4 with maximum capacity of 14 tons. 
STEVEDORES: See “Pimentel” for working hours and overtime 
rates. 
Sgangs available and 1 additional if necessary. 
MEDICAL: Medical consultations possible. 
FRESH WATER: Not available. 
FUEL: Not available. 
GENERAL: Swell Period: April/May and September/October. 


AGENT: See “Callao”. 


CHIMBOTE : 09.05 S. 78.35 W. (See Plan) 


Chimbote is a berth port with possibilities to load and discharge 
‘om and into lighters if berths are not available. Main activity: 


Loading of fishmeal and minerals; discharging of iron, steel, and 
general cargo, 
DOCUMENTS: 
For Entry 
2 Entry Declarations (Form No. 1). 
| Departure License of the last foreign port en route. 
' Maritime Health Declaration (Form No. 2). 
2Passenger Lists with entry baggage (Form No. 3). 
' Consular Roll of the last foreign port en route. 
onsular Passenger List of the last foreign port. 
usloms Administration 
' Original Cargo Manifest(s) with the Consular stamp. (Form No. 4). 
® envelope(s) from the Consul, enclosing copies of the Consu- 
ar invoices, bill of lading and cargo manifest for the port with 
the consular stamp. 
1 Cargo Manifest (Form No. 4). 
490 Manifest of cargo, but with further destination for another 
hational or foreign port (Form No. 4). 
2°90 Manifest in transit. 
‘ ra or Net Tonnage Certificate, with Consular visa. 
Custome coompany Baggage List (Form No. 5). 


‘Entry Declaration (Form No. 1). 
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1 Cargo Manifest(s) for port without Consular visa (Form No. 4). 

1 Manifest of Cargo for port, but with further destination for 
another national or foreign port, without Consular visa (Form 
No. 4). 

2 Passenger Lists with entry baggage (Form No. 3). 

2 Not Accompany Baggage Lists (Form No. 5). 

1 Crew Personal Effect List. 

1 Store List, food and spirits. 

1 Mail List. 

Port Administration 

1 Entry Declaration (Form No.1). 

1 Passenger List with entry baggage (Form No. 3). 

1 Not Accompany Baggage List (Form No. 5). 

3 Cargo Manifests for the port, without the Consular visa (Form 
No. 4). 

3 Manifests of Cargo for port, but with further destination for 
poother national or foreign port, without Consular visa (Form 

0. 4). 
3 Sets of Bills of Lading. 
Refer to “San Juan” for further information on Consular endorse- 
ment. 


PILOTAGE: Compulsory. Official Pilot boards vessels at entrance 
to bay and leads ship to appropriate anchorage according to draft. 
Private Pilot to moor to the quays of the “‘Corporacion Peruana del 
Santa" and to ‘Sogesa”. Vessels enter the inner roadstead, through 
a side of each channel. Depart through Northern side of 
channel. 


ANCHORAGE: Good anchorages in bay according to draught. 
Anchorages are of mud and sand. Best place to anchor ship of 
medium draught is inner side of Paso del Norte, 6 fathoms deep, 
near port and safe. Another good anchorage for ship of medium 
draught is with Island bearing 170° and Rosas Blancas bearing 275°, 
6 fathoms deep. 


MAX. SIZE: According to depth of anchorage. 

HEALTH: Masters apply according to International Regulations 
through Agents to Maritime Health Department in the first Peruvian 
port of call for free pratique by radio, in which case it will not be 
necessary for Sanitary Doctor to board on arrival. Pratique only 
essential at first port of call unless requested by Captain, in case of 
suspected illness on board. 

RADIO: “Hablanaves” Station del Callao a Talara. 

Arrival Advice: 24 hours Notice of Arrival should be sent to the 
Captain of the Port and the Agent. 

TUGS :6 private, 3 of 80h.p.,1 of 60 h.p., 1 of 165 h.p. and 1 of 180 h.p., 
The Port Authority has two tugs, 1 of 400 h.p. and 1 of 200 h.p. 
BERTHING: 3 Piers available. 

No. 1 Pier: Length 180 m., width 15-10 m., depth alongside 28 ft. 

No. 2 Pier: Used only for the loading and discharge of lighters 
(fishmeal). Length 54 m., width 18-40 m. 

No. 3 Pier: Operated by Siderperu. Length 264 m., width 25°6 m., 
depth alongside 30 ft. There are two bridges for discharging coke 
and minerals by clamp. (Total capacity 300 t.p.h.) 

LIGHTERS: 12 for dry cargo; 2 at 150 tons and 10 at 50 tons. 10 
tanklighters with a total capacity of 1,300 tons. 

CRANES: 10 cranes: 4 at 3 tons, 3 at 13 tons, 2 at 15 tons and 1 at 
35 tons. 

STEVEDORES: Agent arranges stevedores. Normally done when 
ship has arrived. 

See “Pimentel” for working hours and overtime rates. 30 gangs 
of 9 men each available also 6 carpenters. 

MEDICAL: Agent arranges emergency attention. Hospital and 
private clinic available. 

TANKERS: Three zones for load/discharge of fish-oil and lubri- 
cants. Ship loads fish-oil by barges being anchored. Discharge of 
fuel when ship anchored to buoys by means of submarine lines. 
FRESH WATER: Two barges to supply fresh water to ships, one of 
40 metric tons and the other one of 25 metric tons. Fresh water 
available at Pier No. 3. 

FUEL: Available by tanker lorries if special arrangements are made. 
DEVELOPMENTS: New quays to be built. 

GANGWAY/DECK WATCHMEN: The services of watchmen are 
necessary. 

OPENING/CLOSING HATCHES: This job is carried out by 
stevedores. 

CUSTOMS ALLOWANCES: Tobacco: 10 packets per person 
per week. Wine and/or Spirits: With approval of customs, within 
normal consumption. 

CARGO GEAR: Vessel’s derricks used, the quay has fixed crane 
for 50 metric tons and three mobile cranes for 15 tons. 
IDENTIFICATION CARDS: Needed for both crew and passen- 
gers. 

CONSULS: Only the Vice-Consul of Spain and Panama. 
REPAIRS: Only minor repairs are possible. 

REPATRIATION: Facilities for crew changes and arranging any 
necessary repatriation. 

AIRPORT: Port has landing place for planes, but it is only for 
national use, not for international flights. 

TIME: GMT minus 5 hours, all year round. 

HOLIDAYS: Cargo work can be arranged on holidays with an 
extra 100% charge over basic pay. The only exception is 1st of May, 
on which cargo work cannot be arranged. 

TELEPHONES: No arrangements for placing telephones on board. 
They are about 50 metres from ship. 

SHORE LEAVE: Crew members allowed ashore. 
REGULATIONS: Not allowed to use wireless when ship is in port. 
Nor allowed to put any boat on the water without permission of 
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Capitania del Puerto. Not allowed to throw any waste or litter into 
bay. Not allowed to make unnecessary sound signals. 

GENERAL: Swell Period: February/March and June/October. 
AUTHORITY: The Port Authority is Capitan de Puerto - Direccion 
Capitania de Puerto Chimbote. Tel. 2301-2331. 


AGENT: See “Callao”. 


CONCHAN: 12.10 S. 77.00 W. 


Tanker Buoy berth about 30 miles South of Callao. 
DOCUMENTS: Tankers calling at Conchan must first call at 
Callao anchorage to be received and cleared by Authorities. Not 
necessary to call at Callao after discharge as clearance is simulta- 
neous with reception. Pilot boards vessel at Callao anchorage and 
either remains on board or returns to take vessel out, as required 
by Master. 

BERTHING: Vessels moor to buoys. One submarine line of 16 in. 
reducing to 12 in. at vessel's connection, running 1,000 metres from 
shore opposite Conchan refinery. 

LAUNCH: Launch service between Conchan and Callao during 
vessel's stay in port. 

GENERAL: Two customs police and two refinery employees board 
at Callao and remain in vessel during discharge. 


AGENT: See “Callao”. 


ETEN: 06.54 S. 79.48 W. 


Eten is about 348 miles North of Callao. The port is an unprotected 
open road. All cargo operations are undertaken by lighters. The 
main activities are the export of sugar and import of fertiliser and 
general cargo. 

PILOTAGE: Not available. 

ANCHORAGE: Vessel anchor about $ mile off the Mole Head in 
7-8 fathoms, near the anchorage place of the lighters. 

RADIO: Arrival Notice: 24 hours Notice of Arrival should be sent 
to the Captain of the Port and the Agent. 

TUGS: 4 tugs of 80 h.p. each. 

LIGHTERS: 13 lighters with a total capacity of 635 tons. 
CRANES: 3 steam cranes, 2 at 2 tons and 1 at 15 tons. 1 diesel 
crane of 3 tons capacity. 

STEVEDORES: See '‘Pimentel”. 

FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: There is a hospital at Chiclayo 15 km. from the port. 
CONSULS: Vice-consul of the Netherlands. 

GENERAL: Swel/ Periods: Eten being an unprotected open road 
port it frequently occurs that the port has to be closed due to heavy 
swell. The swell comes up suddenly and is not subject to any specific 
period, but it occurs more frequently during June/September and the 
Easter week. 


AGENT: See “Callao”. 


GENERAL SAN MARTIN: 13.50 S. 76.16 W. 
PISCO: 13.43 S. 76.14 W. 


PILOTAGE: Compulsory. 
RADIO: Arrival Advice: 24 hours Notice of Arrival should be sent 
to the Captain of the Port and the Agent. 
TUGS: 16 tugs available. 10-800 h.p. 
BERTHING: One quay with four berths each 175 m. in length. 
Maximum draft 32 ft. 
LIGHTERS: 28 wooden lighters for general cargo, total capacity 
1,800 tons. 5 steel lighters (not immediately available), total capacity 
600 tons. 3 lighters for liquid cargoes, total capacity 500 tons. 
CRANES: 1 of 15 tons and 1 of 30 tons lifting capacity. 
STEVEDORES: Working Hours: 0800-1200, 1300-1700, 1800-2400, 
0100-0700. 

109 stevedores available. 
MEDICAL: There is a hospital available. 
TANKERS: Submarine Pipe-line: The pipe-line belongs to 
“COPSA". Position 13° 36’ 20” S., 76° 15’ 54” W. Length of pipe-line 
700 m., diameter 8 in. Pilotage is compulsory. Depth of water 7:5 
fathoms. Pumping rate 70-75 t.p.h. 
FRESH WATER: Available. 
FUEL: Not available. 


AGENT: See “Callao”. 


HUACHO: 11.08 S. 77.37 W. 


Huacho is an unprotected open roadstead about 69 miles North of 
Callao. The main activity is the loading of fishmeal and minerals and 
discharging of fertilisers. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels anchor in open roads. 
RADIO: Arrival Advice: 24 hours Notice of Arrival should be sent 
to the Captain of the Port and the Agent. 
TUGS: 4 tugs available, 1 each at 50, 60, 72 and 180 h.p. 
LIGHTERS: 29 lighters, total capacity 1,450 tons. 
CRANES: 3 cranes at 7 tons each. 
STEVEDORES: See “Pimentel” for working hours and overtime 
rates. 

4 gangs of 9 men each available. 
MEDICAL: Assistance available. 
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FRESH WATER: Not available. 
FUEL: Not available. 
GENERAL: Swell Period: Frequently during the winter Months, 


AGENT: See "Callao". 


HUARMEY : 10.05 S. 78.09 W. 


pice is an unprotected open roadstead for the loading of fy 
meal. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels anchor in the open roads. 
RADIO: Arrival Notice: 24 hours Notice of Arrival should bey 
to the Captain of the Port and the Agent. 
Sy oe 4 tugs available, 2 at 145 h.p. and one each at 120hp» 
.p. 
LIGHTERS: 18 at 50 tons each. 
CRANES: 1 of 2 tons capacity and 1 mobile crane. 
STEVEDORES: See "Pimentel" for working hours and Overt 
rates. 
3 gangs of 9 men each available. 
MEDICAL: Assistance available. 
FRESH WATER: Not available. 
FUEL: Not available. 
GENERAL: Swell Period: June to August. 


AGENT: See “Callao”. 


ILO: 17.39 S. 71.22 W. (See Plan) 


DOCUMENTS: 

6 Entry Declarations. 

4 Passenger Lists (disembarking). 

4 Passenger Lists (in transit). 

3 Personal Effects Lists. 

3 Store Lists. 

1 Maritime Health Declaration. 

3 Sets Cargo Manifest. 

10 Cargo Manifest. 

Refer to “San Juan" for further information on Consular endoy 
ment. 

PILOTAGE: No pilot station; there is a Pilot in the Capitanig 
Puerto, who should be notified in advance by Agents. Two hte 
notice of ETA required. Pilot boards at anchorage 800 metres tr 
extension of the SPCC quay. 

ANCHORAGES: 400 metres to the North of the end of the $# 
quay, in 15 fathoms depth. 

MAX. SIZE: See ‘‘Berthing”. 

HEALTH: Pratique given by captain of port. In cases of suspet 
illness a doctor should be requested in advance. When thes 
arrives from another Peruvian port free pratique is automatic, 
RADIO: Cables connect with National Communications netu 
ETA sent to Port Authority and to Agencies. 

TUGS: No large tugs; some small tugs operated by Agencies. 
BERTHING: Berthing any time. There are two piers, one belong? 
to Southern Peru Copper Corp. and one to ENAPU. 

SPCC: Two vessels are able to berth alongside. Length off 
520 ft., width 60 ft. Depth alongside varies from 35 ft. to 50 ft. 

ENAPU: Length of pier 300 m., width 20 m. Depth alongside vt 

from 18 ft. to 60 ft. Vessels able to berth both sides. Souths 
depth 18 ft. at inner end, 54 ft. at outer end. North side depth® 
inner end, 60 ft. outer end. 
STEVEDORES: Stevedores come under the Capitania del Pur 
and are ordered by Agents. Loading Rates: Copper sheets oat 
65 metric ton per hour. Fish-flour loaded at 100 metric tons pert 
in an 8-hour shift. 

Working Hours: 0700-1200, 1300-1600, 1700-2400, 0100-0700, * 
gangs available of nine men each. 

MEDICAL: Medical assistance ordered by Agents. Hospité 
Centro de la Salud", and the Saint Geronimo Hospital. 
TANKERS: At //o: Discharge line diameter 10 in., 2 lines, cont 
tion to the ship's manifold 8 in., connection and flexible line, wom 
pressure 100 lb. A buoy mooring berth. 

Depth of water 40 ft. pumping rate 80-90 t.p.h. Vessels of Pé 
peru have preference. 

Punta Tablones: Discharge line diameter 12 in., connection to? 
ship manifold 8 in. Flexible connection line, working pressure 1! 
or 400 barrels per hour. A buoy mooring berth. 

Max. length 750 ft. Depth of water 40 ft. 

DENSITY: Salt water. 

FRESH WATER: Available. 

FUEL: None available. 

DEVELOPMENTS: Terminal quay of 900 ft. long is now 
built. 

GANGWAY/DECK WATCHMEN: Watchmen provided’ 
Agents when necessary. 

OPENING/CLOSING HATCHES: Strictly forbidden for theo 
must be done by stevedores. 
CERTIFICATES: When the ship comes from foreign pot” 
compulsory to produce Certificate of Gross Tonnage. 
CUSTOMS ALLOWANCE: Tobacco: 10 packets per pe® 
Wine and/or Spirits: Sufficient for meal times. Normal crew 
sumption only. ; 
IDENTIFICATION CARDS: Agents arrange for cards ® 
signed by Port Authority for each crew member. 

CONSULS: None. 
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TRIATION: There are facilities for effecting crew changes 
granging any necossary repatriation. Those who are going to 
ve repatriated must have a permit from the Port Authority to be 

ore. 
som ar llo Airport, 8 kms. Scheduled flights twice a week on 
u days and Saturdays and regular airport in Tacna at 14 hours by 
Twstipeduled flights twice daily to Lima. 
mye: GMT minus 5 hours. No alterations during the year. 

LIDAYS: ist January (New Year); Maundy Thursday and 
Good Friday (change every year); 1st May (Labour Day); 29th June 
Gaint Peter and Saint Paul); 28th and 29th July (Motherland Days); 
we August (Saint Rosa of Lima); 1st November (All Saints Day); 

December (Our Lady); 25th December (Christmas). ; 

Holidays which are not in the Calendar but are considered Holidays 
| yin reference to payments to the workers: 6th January (King’s Day); 
wh March (Saint Joseph); Corpus Christi (it varies every year); 
tre evening of the 24th June (India man day); 30th July (Mother- 
yd Day); 15th August (Feast of the Assumption); 24th September 
‘ys Mercedes) ; 12th October (Race Day); 27th November (Tarapaca 
hatte); gth December (Ayacucho Battle). 
eOLICE,AMBULANCE/FIRE: Southern Copper Corporation 
gperate fire service. Police, tel. No. 3; Ambulance, tel. No. 3. 
TELEPHONES: No arrangements for placing telephones on board. 
SHORE LEAVE: Crew members allowed ashore and identify 
jemselves with cards signed by Capitania del Puerto given through 

ip's Agents. 

SINERAL: Tank cleaning and well cleaning must be done 5 miles 
eward of the port. Not allowed to unload explosive cargo. 

DELAYS: Only delays when quay is occupied by two ships. In the 
ad unload operations the port can attend to 4 ships simultane- 
ously and 4 more when new quay (that is now being built) is finished. 
AUTHORITY: The Port Authority is Capitan del Puerto, who is a 
Nay Officer. Cable address: Capitania de Puerto. Tel. 79. 


AGENT: See ‘Callao’. 


REPAIRS: Some minor repairs. 
PA 


LA PAMPILLA 


Tanker Buoy Berth about 30 miles North of Callao. 

DOCUMENTS, ETC.: As for Callao. 

PILOTAGE: Tankers calling at La Pampilla must first call Callao 
mehorage to be received and cleared by Authorities. Not necessary 
tocal! Callao after discharge as clearance simultaneous with recep- 
ton. Pilot boards vessel at Callao anchorage and either remains 
oo board or returns by launch to take vessel out, as required by 
Master. 

BERTHING: Vessels moor to buoys. One submarine line of 18 in. 
reduced to 10 in. at vessel's connection running 1,500 m. from shore 
opposite La Pampilla refinery. 

\AUNCH: Launch service between La Pampilla and Callao during 
vessel's stay in berth. 

GENERAL: Two customs police and two refinery employees board 
# Callao and remain in vessel during discharge. 


AGENT: See “Callao”. 


WATARANI: 16.59 S. 72.07 W. (See Plan) 


Watarani is a berth port. Main activity: loading of minerals, wool, 
tofee, skins, tin-ingots, discharging general cargo. Matarani is an 
mportant transhipment port for cargo to and from Bolivia. 
PILOTAGE: Compulsory. 

RADIO: Arrival Advice: 24 hours Notice of Arrival should be sent 
othe Captain of the Port and the Agent. 

TUGS: 4 tugs available, 2 at 75 h.p., 1 at 690 h.p. and 1 at 800 h.p. 
SERTHING: One quay with three berths. Length 450 m., width 
M15 m. Vessels of 570 ft. length can berth. Depth alongside 30 ft. 
CRANES: 7 cranes. 2 at 7 tons, 3 at 10 tons, 1 at 15 tons and 1 at 
Ntons lifting capacity. 

MEDICAL: A hospital is available. 

STEVEDORES: Working Hours: 0800-1200, 1300-1700, 1700-2400, 


§9angs available of 15 men each. 
FRESH WATER: Available. 
FUEL: Not available. 
GENERAL: Swell Period: From June to August. 


AGENT: See “Callao”, 


PACASMAYO: 07.24 S. 79.33 W. 
DOCUMENTS: 
Copies Voyage Log Extract. 
se and 5 copies of Entry/Exit Declaration, endorsed by 
sul. 
Scopies of Passenger Lists for the Port. 
qapies of Transit Passengers List. 
Copies of Store List. 
°opies of Personal Belongings Manifest. 
Copies of Cargo Manifest. 
aritime Health Declaration. 
Tew Lists, 
Vaccination List. 
en this is the first Peruvian port, Gross Tonnage Certificates. 
Sacto cargo for the port, Statement of Cargo, endorsed by 


PERU 


When Pacasmayo is the first or last port called, Lists or Manifests 
of cargo in transit (2 copies each). 

Refer to ‘San Juan" for further information on Consular endorse- 
ment. 
PILOTAGE: The port has no Pilots because it is an open bay. 
Vessels have free pratique after boarding by poit officials. 
ANCHORAGE: The most usual anchorage area is in position 
T° 23’ 50” S. 79° 35’ 10" W. Bottom from 3} to 44 fathoms deep. 
APPROACHES: Reference points are the lighthouse of Cruz 
Punta Pacasmayo with a range of 12 miles, and during the day the 
cylindrical tower of cement factory with a height of 50 metres situated 
in the S.E. of the bay. On the head of the quay there is also a small 
iron tower of 9 metres height with a permanent red light of 2 miles 
visibility. The quay is very old and only flat boats can moor. 
MAX. SIZE: Wide anchorage without problems concerning length 
or breadth. Recommended draught 4 fathoms, but it is possible to 
find 6, 8 or 10 fathoms towards the West. Current from South to 
North at an average of 6 knots. 
HEALTH: Sanitary control is carried out by the health doctor who 
comes on board with port officials. Normally, captains notify any 
suspected illness or any other information by telegraph. 
RADIO: There is only one radio station. It operates in the premises 
of the Agency Juan Dalmau, call sign OC155 and frequency 40.400 
ke/s. 
TUGS: They only operate to bring or take out flat bottomed barges 
once the vessel is moored. 
BERTHING: Vessels anchor in open bay. 
LIGHTERS: Nine lighters with a total capacity of 400 tons. 
CRANES: One at 2 tons, 1 at 3 tons and 1 at 4 tons. Max. length of 
cases 7 m. Max. weight 6 tons. 
STEVEDORES: Agents order the number of gangs required. 
These gangs work at a tariff hour/ton and the amount is controlled 
by the Port Captain. The number of gangs (9 men each) depends on 
loading/discharging speed required and on the number of holds 
and winches available. For overtime rates see ‘‘Pimentel.” 
MEDICAL ATTENTION: Can be provided by Centro Preventivo 
del Area de Salud or by Hospital Regional de Chepen, 35 km. from 
port (150 beds). 
DENSITY: Salt water. 
FRESH WATER: Not available. 
FUEL: Not available. 
DEVELOPMENTS: When the mines of Micchiquillay (copper) 
start working, the embarking capacity of the port has to be 100,000 
tons per month, consequently it is planned to build a quay for 
minerals or otherwise a floating island 6 miles from the port for em- 
barking in gross raw materials by pipelines. 
OPENING/CLOSING HATCHES: These operations are carried 
out by the stevedores. 
SHIP CERTIFICATES: Deratisation or Fumigation Certificate; 
Vaccination Certificate for Crew and Passengers; Tonnage Certifi- 
cate when coming from abroad. 
CUSTOMS ALLOWANCES: Only tobacco, wines, spirits re- 
quired for normal consumption, which must be included in vessel's 
stores list. 
CARGO GEAR: Ships gear used. 
IDENTIFICATION CARDS: Not required unless leaving the 


- vessel. 


CONSULS: There are no Consuls in the port. 

REPAIRS: There is a small workshop in the port for minor repairs 
such as soldering, etc. There is no foundry. 

DRY DOCKS: Nearest at Callao. 

REPATRIATION: Members of crew or passengers can be re- 
patriated subject to Port Authorities permission and passport 
control. 

AIRPORT: There is a small emergency airport 2 km. from the 
port where biplanes can land. 

TIME: GMT minus 5 hours. During the 3 months of summer clocks 
advance 1 hour. 

HOLIDAYS: Holidays have been restricted. The national official 
holidays are: 27th and 28th July (National Independence Days); 
1st January (New Year); 25th December (Religious Fete); Maundy 
Thursday and Good Friday; variable days and 1st May (Workers’ 


ay). 
POLICE/AMBULANCE/FIRE: Police 2126; Ambulance 2225; 
Fire 2081. 
TELEPHONES: It is not possible to instal telephones on board. 
Communication by walkie-talkie radio. 
GENERAL: Fresh and dry provisions can be supplied, such as 
meat, poultry, vegetables and fruits. 
SERVICES: There is no tank-cleaning equipment and the dis- 
charge of tank washing and any other kind of garbage is forbidden, 
for the bay is a bathing area. 
SHORE LEAVE: Allowed. 
DELAYS: The vessel is moored on arrival. Delays can occur due 
to heavy sea or rain in case of cement loading. 
AUTHORITY: Captain of the Port: Captain de Fragata, Rafael 
Diaz Zumaeta, Tel. 2202. 


AGENT: See ‘‘Callao”. 


PAITA: 05.05 S. 81.07 W. (See Plan) 


DOCUMENTS: 
5 copies Peruvian “Declaracion de Entrada”. 
13 Crew Lists. 
5 Cargo Manifests, from each port where cargo loaded, or negative. 
5 copies of each Bill of Lading. 
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3 Personal Effects Lists. 

13 Stores Lists. 

1 Tonnage Certificate from first and last port. 

1 International Maritime Health Certificate. 

13 Passenger Lists, disembarking, or negative. 

13 Passenger Lists, in transit, or negative. 

1 Clearance from last port. 

1 Sealed envelope from Peruvian Consulate addressed to 

Customs. 

(Documents should be visaed by Peruvian Consulate.) 
PILOTAGE: Compulsory. There are two Pilots, on 24 hour service. 
Arranged by Agent. The boat is an old disembarking launch, 
hoisting blue flag with a white “P”’ Pilot will board after free pratique 
has been granted by Port Captain and Health authorities. 
ANCHORAGE: Recommended 5.04 S. 81.07 W. 
RESTRICTIONS: Draft restricted to 31 ft. at low water. 

MAX. SIZE: Length and breadth practically unlimited. 

HEALTH: Agent will notify Health Authorities about the vessel's 
arrival. 

RADIO: Recommended Balboa Radio. 

Arrival Notice: 24 hours Notice of Arrival should be sent to the 
Captain of the Port and Agent. 

TUGS: 1 tug of 180 h.p. and one motor barge of 68 h.p. available. 
BERTHING: One finger pier, length 365 m, width 36 ft. Four berths 
available, depths are as follows: 


No. 1A (North-west Berth) 34-1 ft. 
1B (North-east Berth) 34-4 ft. 
1C (South-west Berth) 23:8 ft. 
1D (South-east Berth) 22:9 ft. 


A safety margin of 3 ft. should be observed. It is advisable to 
request (from Pilot) berths “B" or “D", if empty, due to the prevailing 
winds. The berths have gocd fenders. 

STEVEDORES: Arranged by Agent at 24 hrs. notice. 

Working Hours : 0800-1200, 1300-1700, 1700-2400 and 0000-0700. 

Night work: Possible, as long as it is ordered in plenty of time. 

10 gangs of 9 men each available per shift. 

MEDICAL: There is a local hospital with all facilities. 

DENSITY: 1030. 

FRESH WATER: Not available. 

FUEL: Not available. 

FIRE PRECAUTIONS: Port Authority fire equipment stationed 
at the end of the pier. 

STORES: Fresh provisions available. 

GANGWAY/DECK WATCHMAN: Available on request. 
SHIP’S CERTIFICATES: Not requested. 

CUSTOMS ALLOWANCES: Two cartons and one bottle per 
person. 

CARGO GEAR: No additional requirements. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Ecuador. 

REPAIRS: No facilities. 

REPATRIATION: Allowed on request to the Port Captain. 
GENERAL: Painting and chipping ship's side restricted. Very strict 
concerning rat-guards, throwing of garbage, etc. 

AIRPORT: Piura, airport 55 km. with domestic flights to Lima 
International Airport. 

HOLIDAYS: ‘st May only. 

AUTHORITY: Captain del Puerto. 


AGENT: See “Callao”. 


PIMENTEL: 06.50 S. 79.58 W. 


Pimentel is an unprotected open road port, loading/discharging 
only from/into lighters. Clearance is possible day and night, includ- 
ing Sunday and holidays, but of course with overtime additionals. 
Main activity: Sugar export, import of fertilisers and general cargo. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels usually anchor about 14 miles off the 
Mole Head in 7-8 fathoms, near to the anchorage place of lighters. 
RADIO: Arrival Notice: 24 hours Notice of Arrival should be sent 
to the Captain of the Port and the Agent. 
TUGS: 2 at 82 h.p. 2 at 120 h.p. and 2 at 134 h.p. 
LIGHTERS: 15 lighters with a total capacity of 1,170 tons. 
CRANES: On the mole there are 3 diesel cranes each 3 ton capa- 
city, 3 steam cranes with 4, 6 and 15 ton capacity. Maximum dimen- 
sions of Cargo 27 ft. (length) 15 ft. (wide) x 21 ft. (height). 
STEVEDORES: Working Hours : 0700-1100 and 1300-1700. Overtime 
(plus 100%,) 1100-1300 and 1700-2400. Overtime (plus 200%) 0000-0700. 
On Sundays and holidays an additional 100% to the above- 
mentioned tariffs. 
MEDICAL: There is a hospital at Chiclayo 15 km. from the port. 
TANKERS: Submarine Pipe-/ine: Diameter 8 in. max. draft 18 ft. 
One pipe-!ine for clean products and one for dirty products. 
FRESH WATER: Not available. 
FUEL: Not available. 
CONSULS: Vice-consul of the Netherlands. 
SURVEYOR: Mr. Manuel S. Reyes H., sub-agent of Lloyd's of 
London. 
GENERAL: Swell Periods : Pimentel being an unprotected open road 
port it frequently occurs that the port has to be closed due to heavy 
swell. The swell comes up suddenly and is not subject to any specific 
period, but it occurs more frequently during June-September and 
the Easter week. 


AGENT: See “Callao”. 
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PUERTO CHICAMA: 07.50 S. 79.22 W. 


Puerto Chicama is about 295 miles North of Callao. Fishme 
loaded from lighters in an open roadstead. 

PILOTAGE: Not available. 

ANCHORAGE: Vessels anchor about one mile from the Mol 
RADIO: Arrival Advice: Advise general Agents in Lima Who 
telephone Port Agents. : 
TUGS: 3 tugs available, 1 of 65 tons and 2 of 80 tons each, 
LIGHTERS: 20 lighters with a total capacity of 900 tons, 
CRANES: 4 cranes, 2 of 2 tons, 1 of 4 tons and 1 of 6 tons, 
STEVEDORES: Working hours are from 0700-2400. These hy 
may be exceeded to complete loading. Five gangs of 9 Men; 
available. 

FRESH WATER: Not available. 

FUEL: Not available. 

GENERAL: Swell Period: During the months of June, July» 
August. 


AGENT: See "Callao". 


SALAVERRY: 8.14 S. 78.57 W. (See Plan) 


DOCUMENTS: See ‘'Callao”’. 

PILOTAGE: Compulsory. 

RESTRICTIONS: Harbour entrance is sand and liable to sip 
Advisable to check draft requirements in advance, as depths, 
subject to latest dredging. 

MAX. SIZE: Approx. 25,000 dwt. with up to 29 ft. draft. 
PRATIQUE: Cable Agent requesting free pratique. Agent » 
be notified in advance if disease suspected on board. 
RADIO: Arrival Advice: 24 hours Notice of Arrival should be» 
to the Captain of the Port and the Agent. 

TUGS: Four tugs available, 1 each at 720 h.p., 160 h.p., 85 hips 
40 h.p. 

BERTHING: No.1 Pier: Length 220 m. Vessels able to berth 
sides. Max. draft 29 ft. 

No. 2 Pier: Length 230 m. Vessels able to berth both sides, & 
draft 29 ft. This pier is specially for the loading of sugar in bu 
loading bridges available, loading rate 200 t.p.h. each. 
STEVEDORES: Working hours: 0700-2300. Sugar and mola 
in bulk loaded 24 hours a day. 10 gang available of 9 men each, 
CRANES: 2 at 18 tons capacity. 

MEDICAL: At Trujillo, 15 km. from the port. 

TANKERS: Submarine Pipe line; Diameter of 10 in., depth 264 
FRESH WATER: Available. 

FUEL: Not available. 

GANGWAY/DECK WATCHMEN: Recommended. 
CUSTOMS ALLOWANCES: Any amount held over nop 
consumption may result in customs search being imposed, 
IDENTIFICATION CARDS: Supplied by Agent and stamps 
Immigration. Required for all crew members. 

HOLIDAYS: Only ist May when work is not available. 
CONSULS: Nearest at Callao/Lima. 

GENERAL: Swell Period: June to September. 


AGENT: See “Callao”. 


SAN JUAN: 15.21 S. 75.11 W. (See Plan) 
SAN NICOLAS: 15.14 S. 75.14 W. (See Plan) 


DOCUMENTS 

Clearance 1 

General Declaration (Form ALALC/OEA 1) 5 for arriva 
5 for depat 

Cargo Manifest. Only when authorities require it. 

(Form ALALV/OEA 2) 4 for arriva 

Crew List (Form ALALC/OEA 3) 5 for arrive 
5 for depat 

Store List/Bazaar List (Form ALALC/OEA 5) 5 for arrive 

Personal Effects Declaration 3 for arrivé 

Maritime Declaration of Health 2 for arrivt 


*Passenger List (Form ALALC/OEA 4) 6 
* This document is not to be presented when vessel is not cat? 
passengers or cargo. J 

Note 1. If no Peruvian Consul exists at port of departure or we 
50 km/s. radius, then the documents which require Consulat® 
should be signed by a Consul of a friendly nation stating that! 
is no Peruvian Consul. If no Consul of any nation exists at the? 
of departure, the documents above mentioned must bear a © 
cate signed by an official of the port stating that no Consul off 
nation exists at the port of departure or within 50 km/s. radius. 

Note 2. In the case of a vessel merely transiting the Pam 
Canal, no new Peruvian Consular clearance is required. The 
sular despatch from port of departure will be accepted provided! 
correct and no changes have taken place. If, however, vessel 
for any business during the Canal passage, embarking oF dist 
barking passengers, crew changes, loading or discharging 
or the conduct of any business which causes a change in the 
vian Consular documents, New Consular Dispatch must be obtal 
Panama or Balboa, which ever applies, becomes the port of 
ture for Peru. . 

The following documents should be available for inspectio" 

Ship's Papers. 

Valid Fumigation or Exemption Certificate. 

Crew's Identity Documents. 


tional Vaccination Certificates of all persons aboard. 
with following data: date and port of issue of ship's register, 
ae and port of issue of Health Certificate, date of vessels, 
puilding and yard, list of ports of call with dates during previous 
onths. 
STAGE: Pilotage is compulsory for berthing. No vessel may 
nil to pier until permission to berth has been granted. No 
el is permitted to berth alongside Marcona Mining Company's 
without an authorised Docking Pilot on board. While loading, 
og periods of heavy swells and surge a Marcona Pilot will be on 
permanently. Masters are requested to make arrangements 
ilities available. 
Se ane in port, vessels must anchor and wait for reception. 
oficial time of arrival is the time of anchoring. The starboard 
ommodation ladder must be rigged for port Officials and Marcona 
apresentatives. Ships approaching San Nicolas must fly their 
sgional and quarantine flags. Vessels proceeding to San Nicolas 
ip load iron ore will radio Marcona Mining Company, Lima, Peru, 
ape address Marminco Lima, their ETA five days — forty-eight 
sours and again at twenty-four hours prior to arrival; when vessels 
sye direct contact with station "OAS", a prestowage hatch list 
=yst be radioed to Agent, giving tonnage per hatch and loading 
sequence. The coast radio station "OAS" located in San Juan Bay 
gould be contacted as soon as vessel is within range. Berthing 
gstuctions and other messages from Agent at San Nicolas will be 
iansmitted via this station, Radio contact must be made 48 hours 
yor to arrival, specially on week-ends and holidays. 
BREAKWATER: A 2,653 ft. long breakwater has been built in 
weet to reduce the effects of the swell alongside of the pier. The 
yeakwater is at the West side of the pier 875 yards of distance on the 
South end, and does not run parallel to the pier, but at N. 36° 35’ 28” 
E angle. The North end of the breakwater is 1,430 ft. from the North 
wd ofthe dolphin, but the perpendicular distance from the pier to 
te closest point of the breakwater is only 1,090 ft. 

Atthe North end of the breakwater there is a lighthouse with the 
{glowing characteristics: one green flash every 4 seconds, visibility 
5 miles. 

There are also three buoys indicating the end of the toe of the 

peakwater, and whose characteristics are as follows: one white 
fash every 4 seconds, visibility 3 miles. 
ANCHORAGE: The anchorage recommended for vessels waiting 
forberth is in inner portion of the bay, East of meridian through San 
Nicolas point in depths of 15 to 20 fathoms. When anchoring, it is 
essential to leave sufficient sea room, about 2 of a mile for ships to 
manoeuvre in and about the berh. 

Wreck of M/S Templar lies in position: Lat. 15° 13’ 53° S., Long. 
1 0Y 48° W. The obstruction lies in approximately 150 ft. of water. 
Clearance above the obstruction is 60 ft. Do not anchor in the vicinity 
ofthe wreck. 

RADIO: Coast Radio Station OAS" is located in port of San Juan 
ad serves both San Juan and San Nicolas. This station listens 
om 80 kc/s. 1200/1400 GMT, 4345 kHz 0130-0200 GMT, 6,510 kHz 
45-0100 GMT, 8,680 kHz 0000/0045 - 0100/0115 — 1200/1230 — 1600/ 
‘68 - 2000/2100 GMT, 16,968 kHz 0115/0130 — 1330/1400 — 1630/1655. 
tthandles traffic on 410, 425, 444, 448, 454, 468, and 480 kc/s. Antenna 
output is 300 w. 
There is a transmitter with the following frequencies schedule: 
4,365 kHz - GMT 0045; 0100; 1000; 0200 
8,680 kHz - GMT 0000/0045; 1200/1230; 1600/1630; 2000/2100 
16,978 kHz - GMT 1330/1400; 1630/1700; 2100/2200 listening on 
4,8 and 16 M/rz. 
TUGS: Two tugs available at 500 h.p. 
SERTHING : Pier and Mooring Facilities: The pier is located at the 
South side of the bay and is built on a North-South direction. It is 
tonstructed of pre-stressed concrete and steel pipe-lines with 
ae ft. long and 50 ft. wide. The deck is 11 ft. 3 in. above mean 
water, 

Atthe pier head, a mooring dolphin has been constructed to make 
fst the Stern lines of any vessel bigger than 900 ft. overall length, 
"e diameter 50 ft. Distance from Northern end of pier to Northern 
td of dolphin 198 ft. 

There is a wooden retractile fender around the dolphin of 7-5 ft. 
"de. There are three big bollards, two pelican hooks and an electric 
on to make fast the stern lines. There is also a connecting bridge 
‘om the pier to the dolphin, which is 148 ft. long. 

here is a fendering system on both sides of the pier consisting of 
"0d pilings and a continuous rail of laminated lumber and rubber 
pinders which keep vessels five ft. from the concrete pier. On the 
bd Side of the pier (ore-loading side) there are 28 mooring cleats, 
scdllards and 3 double mooring bitts. At the centre of the pier- 
Foe there is one bollard. On the East side of the pier there are 23 

$2 bollards and 1 double mooring bitt. The loading berth on the 

“4 Side of the pier has been deepened. 
the original depth in the berth was 42 ft. at the shore end and 59 ft. 
ph ® seaward end. The new depth is 62 ft. all alongside the pier 
mee, to 300 ft. westward from the pier fender, except in the place 
the donee pocket which is located between the pier-head and 
a The anchor pocket is 70 ft. deep, 250 ft. long and 300 ft. 
Po : hen docking the 2 anchors are let go in that pocket where 
Behar ter exists to prevent any collision of the ship with her own 


Ls cast Side of the pier still has the original depth. 

bie fshini alongside is mud and sand. The ore ship loader has a 
en dle clearance height of 14 ft. and width of 12 ft. thus 

is posit gthe size of cargo parcels placed on the pier when the gantry 
“sitioned inshore. 


'ng and Mooring: Vessels calling at San Nicolas for the 
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discharging of general cargo must berth on the East side of the pier 
with the starboard side of the ship to the pier. Such vessels use their 
own regular mooring lines. Only ore in slurry form is loaded at this 
side through 20 in. pipe-lines. 

Ore vessels berth at the West side of the pier with the port side of 
the ship to the pier. In addition to the vessels own regular mooring 
lines, heavy surge lines are compulsory for all vessels loading iron 
ore. Wires are not permitted as moorings to the pier except when 
attached to tension winches. 

VERY IMPORTANT : While vessels are alongside the pier, engines 
must be ready for immediate use. Sufficient crew must be on deck 
at all times to tend mooring lines and heave in the slack as loading 
progresses. Failure to do so may result in a discontinuance of 
loading and the vessel being moved out from the berth. 

Loading and Unloading : Loading is generally carried out at the rate 
of about 4000 |.t.p.h. Vessels arriving with 50 tons of cargo or less 
may have a choice of barge rental while at anchor in the bay or have 
pier discharge subject to loading operation or other cargo vessels 
discharging at the pier. 

San Juan Bay: One pier length 760 ft., width 50 ft., depth 36 ft. 

Loading: Prior to commencement of loading the Master or Chief 
Officer will deliver to the port Agent a pre-stowage plan with the 
following information: 

Total cargo required, calculated tonnage per hatch, sequence of 
loading, fuel on board, water and stores on board in long tons, and 
calculated draft and trim upon completion of loading. 

Loading is generally carried out at the rate of about 4,000 I.t.p.h. 

Tonnage on board at any stage of the loading is available from the 
loading Master, the Pilot on board, or at the scale house at the upper 
end of the pier. In orderto avoid last minute delays, it is very important 
that a constant check be made of vessel's draft, ballast left to dis- 
charge and cargo on board during the entire loading. Any change in 
tonnage of cargo required must be reported to the Port Agent or 
Loading Master not later than when there is approximately 2,000 long 
tons remaining for completion of loading, and always in writing. 

It is convenient to check drafts, ballast and tonnage of cargo on 
board each time the loading gantry shifts from one hatch to the 
next. While loading is actually in progress in a hatch, no loading 
interruptions are permitted except in case of emergency. At the 
termination of each pouring, a slip stating cargo loaded and drafts 
readings, will be delivered to the chief officer. 

In calculating the tonnage required to fully stow a hold, it should 
be remembered that cargo is spout trimmed only. No trimmers are 
available at San Nicolas. 

Vessels will depart from the pier immediately upon completion of 
loading. The Pilot will take the vessel out from the berth. If the 
Master wants to anchor in San Nicolas Bay prior to proceeding to 
sea, he must advise the Pilot who will in turn advise suitable anchor- 
age. The Master will advise the Pilot of the estimated time of depar- 
ture in order that this may be reported to the Port Captain. 

Delays of port operations, as well as delays of other vessels waiting 
to berth, caused by a vessel which for any reason is not prepared 
and able to move from the pier when so ordered, are chargeable to 
the vessel which causes the delay. 

Clearance papers, bills of lading, statement of facts and all 
necessary papers for clearance of the vessel will be delivered 
shortly after completion of loading. This can be accomplished while 
the vessel is being moved from the berth, or at anchor, but never 
alongside the pier when other vessels are waiting for loading turn. 

Slurry: For the new Marcona flow system a 20 in. diameter pipe- 
line has been installed and vessels adapted for slurry transportation 
can load either at the East or West side of the pier, depending on 
size and draft of the vessel. Hourly loading rate has not been deter- 
mined so far but it is expected to make over 2,000 I.t.p.h. 
CRANES: Two at 25 tons and 2 at 50 tons. 

MEDICAL: All medical attention may be arranged. 
STEVEDORES: Working Hours: 0800-1200, 1300-1700, 1800-2400, 
0100-0700. 

TANKERS: On the West and East side piers there are three raisers 
to which three eight-inch diameter hoses can be connected to a 
main pipe-line of 16 in. diameter for the discharging of bunkers C. 
Flanges are U.S. Standard (ASA). Location on the pier is for midship 
connection on vessels. Maximum pressure permissible is 125 Ib. 
p.s.i. and maximum temperature 150° F. The length of the 16-in. pipe- 
line from the manifold on the pier to the storage tanks is 4,840 ft. 
There are two storage tanks of 167,000 bbls. each and one storage 
of 252,000 bbls. Total capacity 386,000 bbls. The height of the tanks 
above MLW is 142 ft. to the bottom and 190 ft. to the top of the tanks. 
The intakes to the tanks are at the top. 

Diesel oil discharged on the East side of the pier, using one hose 
to an 8-in. diameter pipe-line. Flanges are U.S. Standard (ASA) with 
8 bolt holes. The length of the 8 in. pipe-line from the hose connec- 
tion to the storage tanks is 3,706 ft. Maximum permissible pressure is 
125 Ib. p.s.i. There are two diesel oil storage tanks of 7,340 bbls each 
(total capacity 14,680 bbls). 

The height of the tanks above M.L.W. sea level is 145 ft. to the 
bottom of the tanks and 177 ft. to the top of the tanks. Intakes to the 
tanks are at the top. There is no booster pump on the pipe-line. 

There is a crew on the pier to sling the hoses; the vessel's crew is 
required to operate the winch, boom, hoist the hoses on board, and 
connect same to vessel's manifold. 

BALLAST: Special attention is called to ballast requirements of 
vessels which do not need ballast in order to enter under the loading 
boom. Such vessels are required to carry sufficient ballast for safe 
handling during berthing. It is permissible to discharge clean ballast 
at the pier. 

FRESH WATER: None available. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


FUEL: None available. 

GANGWAY/DECK WATCHMEN: Recommended by crewmen 
to prevent stowaways. 

OPENING/CLOSING HATCHES: Stevedores/Crew. 

CARGO GEAR: Ore-loading boom extends 60 ft. from face of pier 
fender, and can be retracted from this position to a minimum length 
of 29 ft. Gantry with loading boom is mobile. Range of its mobility is 
900 ft. starting at a point 76 ft. from the head of the pier. Shifting of 
vessels during loading is therefore not required. Height from water 
to underside of boom is 41 ft. Vessels must be ballasted so that 
height of any coaming or any other objects in the vicinity of the 
hatch where loading is to start will not exceed 39 ft. above waterline. 
IDENTIFICATION CARDS: Required. 

CONSULS: At Lima. 

REPAIRS: Exceptin extreme emergency, repairs cannot be effected 
at this port. 

TELEPHONES: None available. 

REPATRIATION: In cases where crew changes are to take place 
in San Nicolas, at least seven days advanced cable notice is required 
to obtain the necessary immigration authorities permission. The 
advanced cable must set forth name, nationality and passport 
number. 

HOLIDAYS: See “Ilo”. 

GENERAL: Official hours for port officials are from 0700 to 1100 
and 1300 to 1800 hours. Upon request, port officials will board vessels 
at any time day or night, Sundays and holidays included. Overtime 
or such service is for account of vessels. 

Emergency Signals: A number of short blasts on the whistle 
indicates an emergency. The whistle will not be used except for 
2mergency in accordance with Peruvian regulations. 

SHORE LEAVE: Shore leave may be granted at the Master's 
discretion. All crew members must be issued ship’s passes before 
proceeding ashore. These must be shown to the Immigration 
authorities when required. Peruvian laws and Immigration Regula- 
tions must be strictly adhered to in order to avoid unnecessary 
difficulties. Crew members are not permitted to travel 100 km. outside 
of San Nicolas - San Juan port areas without written authorisation 
or pass from the Master approved by Immigration authorities. 
REGULATIONS: Cargo holds must be properly cleaned. In this 
respect special care must be taken where vessels prior to their 
arrival at San Nicolas have carried the following cargoes: Gypsum, 
Phosphate, Pyrite, Coal, Sulphur, Silica, Aluminium, Sand, Gravel, 
or Quartz, or any other ore containing Arsenic, Phosphorus, 
Sulphur, Silica, Aluminium, or Copper. Prior to commencement of 
loading, cargo holds will be inspected by a representative of the 
shippers. It is recommended that the Master or a ship's officer 
accompany the cargo hold inspector during the inspection. 


AGENT: Agentes Navieros San Nicolas, S.A. P.O. Box 1229 Lima. 
Cables: ““Agnav Sannicolas”. 


SUPE: 10.50 S. 77.44 W. 


Supe is about 84 miles North of Callao. Cargo operations are under- 
taken in an open unprotected roadstead. The main activities at the 
port are the loading of fishmeal and discharging of fertilisers, 
cellulose and chemical products. 
PILOTAGE: Not available. 
ANCHORAGE: Vessels anchor in the open roads. 
RADIO: Arrival Advice: 24 hours Notice of Arrival should be sent 
to the Captain of the Port and the Agent. 
Ayan; 8 tugs available, 1 of 65 h.p., 2 of 85 h.p., 4 of 134 h.p., and 1 
of 165 h.p. 
LIGHTERS: 32 (14 of wood and 18 of steel) for dry cargo only. The 
capacity of the lighters varies from 50 to 100 tons. Total capacity 
being 2,100 tons. 
CRANES: 4 mobile cranes of 5 tons each. 
STEYERORES: See “Pimentel” for working hours and overtime 
rates. 

5 gangs of 9 men each available. 
MEDICAL: There is a hospital at Barranca. 
TANKERS: Submarine Pipe-line: One line 10-in. diameter for 
dirty products and one line 8 in. diameter for clean products. Depth 
of water 48 ft. At Paramonga there is a 10-in. line, depth 36 ft. 
FRESH WATER: Not available. 
FUEL: Not available. 
GENERAL: Swell Period: June/August. 


AGENT: See “Callao”. 


TALARA: 04.35 S. 81.17 W. 


DOCUMENTS, and all general information, refer to “Callao”. 
PILOTAGE: Compulsory. In the vicinity of Talara there are several 
off-shore oil drilling platforms and near the entrance to the port there 
is a shallow of 24 ft. 
ANCHORAGE: 

Summer 04° 34’ 09” S. 81° 17’ 36” W. 94 fathoms 

Winter 04° 34’ 12” S. 81° 17’ 29” W. 10 Fathoms 

3rd Place 04° 34’ 03” S. 81° 17’ 42” W. 6-10 Fathoms 
RADIO: Arrival Notice should be sent at least 24 hours before 
arrival to Captain of the Port and Agent via the government radio 
station OAH. Station on 500 kc/s. from 0800 to 2400 hrs. 
TUGS: Three lighter tugs of 200 h.p., 1 at 160 h.p., 1 at 180 h.p. and 
1 harbour tug of 600 h.p. 
BERTHING: At Talara there are two berths for loading fuel and 
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water; one is a regular quay, the other a petroleum berth 
vessels lie, moored to dolphins alongside hose platform, 
Quay length 385 ft., depth alongside 18 ft. to 34 ft. 
Petroleum berth, length 585 ft., depth alongside 34 ft. 
Talara is mainly a bunkering port as it is the main Port fy 
Northern Peru Oilfields. The little general cargo discharged ae 
at the quay; bunkering being done at the quay and at the dol 
berths. 
Larger vessels load/discharge into lighters at anchorage ; 
lighters are available, total capacity 1,160 tons. 
CRANES: One crane of 5 tons, one mobile crane of 10 tons: 
heavy lifts a floating crane with 40-ton capacity may be hired 
Belco Petroleum Co. 
TANKERS: See “‘Berthing”. 
Submarine Pipe-lines: 12-in. diameter. Vessels with a Matin, 
draft of 36 ft. can moor to the pipe-line. 
STEVEDORES: It is possible to work 24 hours a day with inte 
tions at meal hours. Three gangs of 16 men each available, Oye, 
only charged for Sundays and holidays at 50%. 
FRESH WATER: Available alongside berths. 
FUEL: Available alongside berths. Bunker “C'’ 3,500 secm 
Petroperu No. 5 (Intermediate 4) 400 secs., Diesel 2 (marine diese 
MEDICAL: A private clinic is available. 
CONSULS: Panama and Nicaragua. 
GENERAL: Smoking is prohibited on deck, at the piers and ney, 
refinery installation. 


AGENT: See “Callao”. 


in 


Philippines 
BATAAN, Limay: 14.32 N. 120.36 E. 


Esso Tanker Terminal. 


DOCUMENTS: 

Maritime Declaration of Health. 

Crew List. 

7 copies Cargo Manifest. 

3 Stores Lists. 

3 Personal Effects Lists. 
PILOTAGE: Not compulsory but recommended. Pilot boards» 
sel just off the berth. 
RESTRICTIONS: Approaches are open deep water. Vessels» 
berth and unberth at any hour and any stage of the tide & 
clearance of 10 ft. required. 
MAX. SIZE: LOA 1,000 ft. Maximum draft 50 ft. 
RADIO: Manila Radio. At the berth, shore communication¢ 
vocaline JRC 475 transceivers on 465 Mc/s. 
HEALTH: Port health officials board with the Pilot. Radio rem 
for free pratique can be made prior arrival. 
TUGS: Available. 
BERTHING: Crude berth: Conventional buoy mooring, tae 
moor to eight buoys, in depth of 60 ft. Hoses may be connecie: 
either side. Four 12-inch hoses for crude oil discharge. 

Products Pier: Inner berth depth 13 ft. Outer berth depth 3210 
accommodate vessel up to 530 ft. length. No slop discharge i 
ties available. 
DENSITY: 1025. 
MEDICAL: Doctor and hospital facilities available. Advance 1 
required of any medical attention needed. 
FRESH WATER: Not available at berth. Can be supplied by b# 
FUEL: Bunkers, fuel and diesel, obtainable from berth, adi 
notice required. 
REPAIRS: No facilities available. 
CERTIFICATES: Those required are. 

Certificate of Registration. 

Certificate to Operate. 

Certificate of Officers and Engineers (Licenses). 

Officers and Crew-Seaman's book. 
CUSTOMS ALLOWANCES: 200 cigarettes for each crew™ 
ber, and one bottle of liquor for each crew member. 
IDENTIFICATION CARDS: Essential. 
REPATRIATION: Effecting crew changes and arranging 1 
sary repatriation are carried out by the Immigration Office in the? 
with the assistance of the ship Agent and the Foreign Embst 
concerned. 
TIME: Local Civil Time is 8 hours ahead of GMT. This time re 
ing is constant throughout the year. 
HOLIDAYS: New Year's Day (ist January); Bataan Day (9th Ay 
Holy Thursday (variable); Good Friday (variable); Labour Da! 
May); Independence Day (12th June); Republic Day (4th July) 
Saints’ Day (1st November); National Heroes Day (30th Novem 
Christmas Day (25th December); Rizal Day (30th December). 
any holiday falls on a Sunday, the following day (Monday) is Uh 
considered a public legal holiday. As a general rule, employees 
government in the Philippines do not work on Saturdays. 
work on board vessels on these holidays can be arranged. 
SHORE LEAVE: Crew of vessels who are nationals of cov 
with whom the Philippines maintains diplomatic relations c# 
allowed ashore after securing a pass from the Immigration 
the port. Restricted aliens (citizens or nationals of Iron and 
Curtain countries) are not allowed on shore as a matter of 4 
GENERAL: Customs Inspector and two guards accommodate! 
board during vessels stay. 
AUTHORITY: Private oil company terminal. 


gaTANGAS, Luzon (including Tabangao): 13.43 N. 


03 E. 
CUMENTS: Upon arrival of the vessel, the following papers 
be submitted to the boarding authorities: 
at inal and 1 copy Visaed Crew List. 

sainal and 2 copies List of Stores: Deck, Engine, Steward Dept. 
priginal and 2 copies List of Stores: Firearms, Medicines, includ- 
ing opium and the like, if any. ' 

griginal and 2 copies Personal Effects Declaration of Officers and 

Crew (include cigarettes, whiskey, etc.). ; 

Original and 5 copies Inward Foreign Cargo Manifest. 

scopies Ordinary Crew List. 

‘copy Clearance from previous port of call. . 
pLOTAGE: Pilotage for docking and undocking at government 
jeuves and privately owned wharves in the Port of Batangas is 
compulsory for all vessels engaged in foreign trade. The vessel is 
wat bY the harbour Pilot approximately 2 miles South of the wharf. 
potage for entering the Batangas Harbour and anchoring in the 
sarantine anchorage is optional but pilotage for shifting therefrom 
y changing in the stream is compulsory for vessel engaged in 

n trade. 

IWCHORAGES : Bureau of Customs Administrative Order No. 
, dated January 13, 1955, defines the limits of Batangas Harbour 
ig navigational and mooring purposes as follows: 

« anavigational and mooring area a depth of 1 mile measured 
fom Hagony River (near West boundary of refinery compound) 
tastward along the coast by ? mile seaward running perpendicu- 
aly from both points . . Fine 

within this navigational and mooring area a depth of 12 to 14 
fathoms with good holding ground will be found at less than 400 
yards from the beach. The bottom close to the beach is mainly 
sand and gravel. In the event of a strong South-west monsoon, 
yessels may resort to the protection afforded by the mountains of 
Waricaban Island by anchoring on the Northern side of the island 
dong Maricaban Straight. 
WAX. SIZE: Caltex Refinery: LOA 755 ft., draft 41 ft. Jetty designed 
tor 45,000 dwt. 

Tabangao Shell Refinery: LOA 900 ft., draft 48 ft. 
HEALTH: Ships will clear for quarantine on arrival at the Batangas 
#ybour. Quarantine officers will normally board the vessel 2 miles 
South of the oil wharf. 
TUGS: Tug service is not furnished by the two oil refineries. The 
weofatug for berthing and unberthing is required. Although a tug 
snormally available at Batangas it may be necessary to dispatch a 
tw from Manila. Accordingly, it is important for Masters of vessels 
‘provide at least 48 hours advance notice of ETA to ensure the 
wallability of the tug boat. 
BERTHING: Berthing may be done any time during the day or at 
tight and Masters should exercise their own judgement in this res- 
tect. Vessels moor either port or starboard side to, depending on 
prevailing conditions. 
STEVEDORES: All vessels proceeding to Batangas should radio 
ether Caltex or Shell, whichever is their destination, their estimated 
‘ne arrival at Batangas as early as possible, but not less than 96 
‘ours before arrival, amending this ETA subsequently if it varies 
nore than two hours from the original estimate in order to arrange 
‘wing gangs with the Luzon Stevedoring Corporation. Stevedoring 
Susually handled by Luzon Stevedoring Corporation. 
MEDICAL: Both refineries have a small hospital for handling emer- 
jeicy cases. Should any ship's personnel need prolonged hospital- 
sation, arrangement will have to be made to transfer the patient to 
Manila or to the Provincial Hospital of Batangas where suitable 
nedical attention is available. Dental treatment can be obtained from 
‘al dentists in the town of Batangas. 
TANKERS: Sheil/ Refinery, Tabangao. Jetty 1, two hoses of 10-in. 
‘ameter, Jetty 2, four arms of 12-in. diameter. Two berths of 50 ft. 
alongside. Slops acceptable at 500 t.p.h. up to limit of 3,000 


, Calter Refinery : a T-head jetty. Berth No. 1 (depth alongside), 15 
: No. 2, (depth alongside), 35 ft.; No. 3, (depth alongside), 42-4 ft.; 
%.4,(depth alongside), 35 ft. Maximum distance between head and 
Sem mooring buoys 1,040 ft. 
DENSITY : 1.0261. 
FRESH WATER: Fresh water is available to vessels loading, un- 
®ading or bunkering at Batangas Port. It is delivered to the vessel 
ries hose connections. The water satisfies the physical and 
; ical requirements for drinking water. 
pod Bunkers are available from the two refineries. Prior advice 
RE be given through the ship's Agent. 
} PRECAUTIONS: At both refineries smoking or open fires 
ede bite on the wharves or on vessels alongside or within 100 
jr either wharf. Furthermore, each vessel's personnel is res- 
sible for the safety of its own ships at all times. 
iueheOP MENT: The Government pier at present is under con- 
ean with plans of constructing two other piers which will 
* this port to accommodate more foreign vessels. The Caltex 
NGy also has plans of pier improvements. 
pee WAY/DECK WATCHMEN: Not needed. The security 
PENIN the gates of the two refineries serve the purpose. 
, NG/CLOSING HATCHES: This work is normally carried 
‘ened crew members of the vessel at the 2 refineries; off-loading 
Ne be connected and disconnected on board by the vessel 
Suntan” under the direct supervision of a ship's officer with the 
CUstom and advice of wharf personnel. 
yo 4S ALLOWANCES: Sufficient amount for crew's con- 
ition while in port. 


PHILIPPINES 


CARGO GEAR: During berthing and unberthing, it is required that 
ship's engines, tackle and all other gear must be in operative condi- 
tion and in a state of readiness for use at a moment's notice, as 
required. 

After clearing with the Customs’ representative, off-loading hoses 
will be connected and disconnected on board by the vessel person- 
nel under the direct supervision of a ship's officer with the assistance 
and advice of wharf personnel. Wharf equipment will normally be 
used for handling hoses although vessel's gear may at times be 
required and must be made available for this purpose. A ship's 
officer must approve the hose connections on board before off- 
loading commences. 

IDENTIFICATION CARDS: Not required in the Port of Batangas. 
CONSULS: Consulates are stationed in Manila. 
REPATRIATION: To expedite disembarkation and in order that 
proper arrangements can be made in case of repatriation, the 
Master should radio this matter to Caltex or Shell refineries or his 
Agents within 48 hours before arrival. The message should give the 
names of the crew to be repatriated and their destination. 
AIRPORT: At Manila. 

TIME: GMT plus 8 hours. 

HOLIDAYS: New Year's Day (January 1st); Holy Thursday; 
Good Friday; Labour Day (May 1st); Independence Day (June 12th); 
P.I.U.S. Friendship Day (July 4th); Bonifacio Day (November 30th); 
Special holidays declared by the President of the Philippines are 
also included. If any other legal holiday falls on Sunday the follow- 
ing day is observed as a holiday. Cargo work can be arranged on 
any or all holidays with the vessel's agent. 
POLICE/AMBULANCE/FIRE: Police, tel. 
tel. 7-J; Fire Department, tel. 261. 
TELEPHONES: At present placing telephones on board foreign 
vessels is not available; however, telephone service is available on 
the jetty of both refineries. 

GENERAL: Discharge of ballast: No dirty ballast may be dumped 
into the territorial waters of the Republic of the Philippines. The 
refineries have provisions for off-loading a limited amount of oil 
water ballast. Rat Guards: Rat guards shall be placed on all mooring 
lines to the wharf. 

AUTHORITY: Collector of Customs, Port of Batangas, Sta. 
Clara, Batangas. Tel. 162 R. 


125-J; Ambulance, 


BISLIG, Mindanao: 08.12 N. 126.19 E. 


DOCUMENTS: 

The original Manifest of all Cargo destined for the port, to be 
returned with the endorsement of the boarding official. 

4 copies of the same Manifest, one of which, upon certification 
boarding official as to the correctness of the copy, shall be 
returned to the Master. 

4 copies of Stores List. 

4 copies of Passenger List. 

4 copies of the Crew List. 

The original of all through Cargo Manifest, for deposit, while in 
port, with Customs official in charge of the vessel. 

A Passenger Manifest of all aliens. 

PILOTAGE: Vessel should send direct advice to the Pilot or 
through its Agents 48 hours prior or at the very least 24 hours be- 
fore ETA by commercial telegraphy. 

There is no VHF operated by the Pilot. 

Pilot boat is painted black (hull) and white (bridge and mast). 
International Code Signals used to call Pilot. 

Pilot Station is located at Lat. 8 dey. 11.4 min. N., Long. 126 deg. 
21.2 min. E. 

Pilot boat will be located (if by prior advice/arrangement by Master 
requiring specific service of meeting vessel outside of entrance and 
conducting vessel through channel to inner harbour) at Lat. 8 deg. 
16.85 min. N., Long. 126 deg. 26.50 min. E. or 340 degrees, 2:35 miles 
off Sanco Pt. lighthouse. 

Pilot will always board a vessel (outside of entrance) via the 
pilot's or Jacob's ladder on the leeward side of the vessel. 
ANCHORAGE: While waiting for a Pilot, the recommended an- 
chorage (at entrance) is at Lat. 8 deg. 16.1 min. N., Long. 126 deg. 
26.1 min. E. on or about this position and/or within an area of 0.5 mile 
radius from this point. 

Quarantine anchorage or inner harbour is based on the point 
Lat. 8 deg. 12.9 N., Long. 126 deg. 22.0 E. to within a 4 mile radius from 
this point as centre, otherwise 1 mile north of BBLCI Pier's end. 

Working anchorage at stream. When vessel is through with all the 
port formalities, she has to go to a working area for loading/unload- 
ing Operations, thus: 

BBLCI. Vessels will anchor at least within a 0.5 mile radius from the 
tip of BBLCI pier. 

PICOP. Is especially preferred during North-west monsoon at 
least within a + mile radius from the foot/base of PICOP breakwater. 

Bisling Bay. In general is bounded by a line from (a) Sanco Pt. to 
(b) Mawes I. to the North-west, thence to (c) the town of Bislig to the 
South-west, thence to (d) the village of Mangagoy to the South- 
west, and back to (a) Sanco Pt. 

MAX. SIZE: 30 ft. at PICOP Pier. 

HEALTH: Any vessel can be given free pratique if upon inspection 
everybody is healthy, vessel is clean and all certificates of vaccina- 
tion are complete. However, if there is a suspicious quarantineable 
disease, a probationary pratique should be issued and after six days, 
if it was found out that there was no quarantineable disease at all, 
free pratique will be issued. 

RADIO: RCPI, Clavecella and CRC. 
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TUGS: Tugs normally meet vessel with Pilot at the five miles limit 
and assist Pilot in docking, using ship's lines. 5 available, 4 at 225 
h.p., 1 at 112 h.p. 

BERTHING: Berthing is on a first-come first serve basis. During 
the North-east monsoon berthing is in daylight only for precaution- 
ary measures. 

BBLCI and PICOP maintain 2 piers and 1 marginal pier. 

BBLCI: Pier. Position 8° 11’ 51” N., 126° 21’ 55” W. This is an all 
concrete pier 800 ft. long and 30 ft. wide with berthing space of 
550 ft. on each side. Max. draft 28 ft. at seaward end, 22 ft. at shore 
end. Both sides are protected by dolphins constructed of pile fenders 
and large tyres as absorbers. Largest vessel to berth at pier at 
present is 18,500 tons gross. Lumber, veneer, plywood and logs are 
loaded at this pier. 

BBLCI Marginal Pier. For vessels of less than 1,000 tons gross 
and 10 ft. draft. 

PICOP Pier: This is an all concrete “'L" shaped pier, length 426 ft. 
and width 58 ft. The berth for larger vessels is on the West side of 
the pier, max. draft 30 ft. 

CARGO HANDLING FACILITIES: Both companies have ample 
equipment. Fork lifts, lighters, mobile cranes max. lift 50 ton (BBLCI), 
and 75 ton (PICOP), sideloaders, trucks and trailers. 
STEVEDORES: ETA should be advised two days before ship's 
arrival stating workable hatches and gang requirement for berthing 
and gang arrangement. 

Twenty gangs available, shifts change at 0600 and 1800 when port 
is full. If only few ships in port change at 0600, 1500 and 2309. 
MEDICAL: It is necessary for the Agent to receive advance notice 
if there is serious medical attendance and hospitalisation. However, 
less serious medical attendance does not need notification. Port of 
Bislig has hospital facilities with complete smallpox, cholera, El Tor 
and typhoid vaccine available. 

DENSITY: About 1.025 with tendency to become heavier during 
dry season and on flood tide. 

FRESH WATER: Available at East end of BBCLI Pier. The connec- 
tion is 2 in., situated 100 ft. from the approach, discharge rate 20 


g.p.m. 
FUEL: Small quantities available. BBLCI maintain 3 tanks for Caltex. 


1. Bunker oil tank 30,000 bbis 
2. Diesel oil tank 11,300 bblis 
3. Gasoline tank 5,100 bbls 


Tank trucks available to deliver oil and gasoline. 
DEVELOPMENTS: More berthing facilities are on the programme 
for the next three to five years when the pulp and paper mill is in 
operation. Installation of more log-processing plants to increase 
shipments. 

GANGWAY/DECK WATCHMEN: P1.00 per hour for at least 3 


men. 
OPENING/CLOSING HATCHES: Rigging of booms is done by 
ship's crew, while opening and closing of hatches is carried out by 
stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle liquor 
for each man. 

IDENTIFICATION CARDS: Needed. 

REPAIRS: May be made to ship's gear and equipment in arrange- 
ment with BBLCI. The company have an engine repair shop, machine 
shop and foundry. 

AIRPORT: 5 kilometres distant; daily flights. 

TIME: Local Standard Time is 8 hours ahead of GMT. 
HOLIDAYS: On Christmas Day; New Year's Day and Good Friday. 
Cargo work may be arranged. 

GENERAL: Engineering supplies available from BBCLI and PICOP. 
Dunnage available through BBCLI. Provisions available through 
chandler or market 1 km. from BBCLI Pier. 

AUTHORITY : Collector of Customs, Port of Bislig. 


CEBU, Cebu Island: 10.18 N. 123.54 E. 


PORT LIMITS: The seaward boundaries of the Port of Cebu 
within which a vessel is considered to be an “‘arrived vessel’’. North 
Entrance: between Pier No. 2 and Caltex Bunkering Station. South 
Entrance: between Shell Island and Kawit Island. 
DOCUMENTS: 

1 copy Letter to the Quarantine Officer. 

1 copy Free Pratique issued by Quarantine Officer. 

1 copy Oath of Master (ship coming from foreign port). 

1 copy Oath of Master (ship coming from local port). 

1 copy Clearance from last port. 

6 copies List of Ports of call. 

6 copies List of Passengers Manifest. 

5 copies Baggage Declaration of disembarking passengers. 

6 copies Crew's Manifest. 

5 copies Personal Effects List of crews. 

5 copies Bonded Store List/Ship's Store List, etc. 

5 copies Parcel List. 

1 copy Narcotics List. 

1 copy Firearms and Ammo List. 

1 copy Foreign Currency List. 

6 copies Inward Foreign Cargo Manifest. 
PILOTAGE: Advance notice 24 hours before arrival, giving draft, 
ETA pilot station, whether coming via North or South Entrance. 
Pilotage compulsory. Pilot boarding South Entrance at Lauis Ledge 
of Black Buoy No. 1; Pilot boarding North Entrance between Bagacay 
and Bontolinao lights. 
ANCHORAGE: North Entrance between Pier No. 2 and Caltex 
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Bunkering Station. South Entrance between Shell Islang 
Kawit Island, in front of Lu Do & Luym’s private wharf, : 
ENTRY RESTRICTIONS: No restriction on night entry, f 
above, North 26 ft. and South 30 ft. vessel cannot go alongsig, 
MAX. SIZE: Length 550 ft.; draft Shell Island 30 ft., Caltey 
General Milling Corp. 28 ft., and Mobil 28 ft, & 
HEALTH: Pratique obtained after Quarantine Personnel 
boarded, mustered crew and passengers, and examined Ship's by 
documents. Pratique automatic if vessel coming from 
Philippine port. ™ 
RADIO: Globe Mackay Cable & Radio Corp. 

Call letters DZM. 

Working frequencies : 4328 kc, 6492 kc, 8656 kc, 1298 kc, 

Listening frequencies: 425 kc and 500 kc; 6265-5-6258:5 ke; 

8374 kc; 12531-12561 kc. ‘ 

Call letters: DZG. 

Working frequencies; 483 kc, 4308 kc, 6462 kc, 8616 kc 12% 

17232 kc. a 

Listening frequencies: 425 kc, 432 kc and 500 ke; 6265-545 

ke; 8354-8374 kc; 12531-12461 kc; 16708-16748 kc. 

Master may contact Cebu Stevedoring Company through Ch» 
1 (156-7 Megacycle) and Channel 2 (157°8 Megacycle) VHF, 
TUGS: Tugs: 300 h.p. and 600 h.p. Tugs will assist berthing, 
BERTHING: any 

: anytime except when current strong ata i 
on North side of Piers 1 and 2. ‘ ~~ 

General Milling Corporation wharf, Port of Mactan, Cebu iy 
pneumatic suction pump for bulk cargoes like wheat and SOV 
meal. 

Suction rate (wheat), about 85 tons per hour. 

Suction rate (soybean), about 40 tons per hour. 

All oil depot in Cebu (Shell, Caltex, Mobil, Esso and Filoil) 
facilities in handling liquid chemicals or LPG carriers. 
BRIDGES: The Opon-Mandaue bridge crossing the North che 
is completed and open to traffic. According to Cebu Pilots Assy 
tion, clearance is 76 ft. at high water and 80 ft. at low water, 
STEVEDORES: Ordered by Agents, no ETA to stevedores ne 
sary from Master. 

MEDICAL: No advance notice to Agents needed. Hospital faci 

available anytime. 

TANKERS: See ‘Max Size". 

FRESH WATER: Most berths supply by shore installation, » 

wise by barge or trucks. 

FUEL: All grades available. 

FIRE PRECAUTIONS: Tankers discharging: smoking; 

allowed in saloon (officers), crew in the messroom. 

eC iat Mare bie Reclamation project at the North sié 
ebu. 

GANGWAY/DECK WATCHMEN: Services of watchmen tw 

sary subject Master's recommendation. 

OPENING/CLOSING HATCHES: Stevedores, with aid of 

crew. 

CUSTOMS ALLOWANCES: (Tobacco) One carton a wee 

each crew member. (Wine and/or Spirits) One bottle a week fore 

crew member. 

IDENTIFICATION CARDS: Required by Immigration Authos 

Seu Norwegian 9-77-20; Chinese 7-45-85; American® 

REPAIRS: Minor repairs possible. 

DRY DOCK: Cebu Shipyard - maximum 1,000 dwt only. 

REPATRIATION: Facilities available. 

AIRPORT: Distance 7 miles from port and regularly served) 

domestic airlines. 

TIME: Local time based on the 120 East meridian. GMT plus8i 

HOLIDAYS: Cargo can be arranged during holidays, whiche? 

following: New Year (January 1st); Maundy Thursday; & 

Friday; Bataan Day (April 9th); Labour Day (May 1st); Indepenit 

Day (June 12th); Republic Day (July 4th); Bonifacio Day (Nov® 

30th); Christmas Day (December 25th); Rizal Day (December® 

SHORE LEAVE: Crew members allowed ashore any time, 

Chinese nationals. In view of the Martial Law which is imposet” 

0000-0400 hours. 

DELAYS: Berthing on North side of piers depends upon tid! 

current. South side of piers, vessel can dock any time. 

AUTHORITY : Dept. of Finance, Bureau of Customs, Cebu. 


AGENT: Smith, Bell & Co. (Phil.) Inc., Corner M.C. Briones! 
P. Burgos Sts., Cebu City. Tel. 7-52-98, after office hours ® 
9-70-14. Lloyds Agents. Cables: “Bell Cebu". 


CLAVERIA, Luzon: 18.37 N. 121.02 E. 


DOCUMENTS: Required by Customs officers’. 

2 copies Crew List. 

2 copies Crew Manifest. 

2 copies Bonded Store List. 

2 Passenger List. 

7 Inward Manifest. 

2 Narcotic List. 

2 copies Money List. 

Clearance from Last Port. 
PILOTAGE: There are no telegraphic addresses of pilot sie 
although Pilots could be contacted in the Port of Manila 
least 3 days advance notice. 
ANCHORAGE: Very deep and wide, safe enough to accom 
6 ships at a time. 


TRICTION: No restriction whatsoever is imposed upon 
wy day or night time. nil , 
y, SIZE: Maximum length permissible is around 300 metres. 
ygALTH : Pratique is granted as soon as the ship's Master has 
ted all his crew for vaccination in case same has expired and/ 
verification of its crew's health record and the submission of the 
¢ time Declaration of Health of the ship duly signed by the Master. 
woI0: Cables could be routed through RCA or DZN Manila for 
' nts. 
Be bri required for lighters. Upon anchorage tugs could be 
wgied DY blowing the ship’s whistle twice. ‘ 
gTEVEDORES: No particular ETA advice in order to arrange 


WrOICAL: Not necessary for ship's Agents to receive advance 

satice of required medical attendance. Doctors available. 

FRESH WATER: No fresh water available for ships in this port. 

FUEL: Not available in this port. ; 

DEVELOPMENT: The construction of a breakwater. 

gANGWAY/DECK WATCHMEN: It is recommended that ships 

pat call at this port employ watchmen. nec j 

oPENING/CLOSING HATCHES: Is carried out jointly by ship's 
wand stevedores. 

cuSTOMS ALLOWANCES: 200 cigarettes for each man a week, 
og one bottle wine/spirits. 

IDENTIFICATION CARDS: Not needed in this port. 

CONSULS: No Consuls could be contacted in this port, although 

ney could be contacted in the City of Manila. 

REPAIRS: Major repairs not advisable in this port. 

REPATRIATION: Changing of crew can be carried out by ship's 

Agent in Manila, Cebu or in any other big ports in the Philippines. 

AiRPORT: No government airport in this port, although there is 

me private but no regular flights. 

TIME: GMT plus eight hours. 

GENERAL: See “Manila” for general information. 

AUTHORITY: Collector of Customs, Claveria. 


DADIANGAS: 06.27 N. 125.12 E. 


DOCUMENTS: 
4Crew Lists. 
$Stores Lists. 
3Crew Personal Manifests. 
Last Clearance. 
Ship's Register, etc. 
Immigration : 
{Visaed Philippine Crew List (and one copy). 
Port Health : 
Deratisation or Exemption Certificate. 
International Health Form. 
i List of Vaccination Certificates - must be valid. 
1 Crew List. 
Department of Agriculture : 
Certificate stating vessel free of Kaphra beetle. 
PILOTAGE: Pilot boards about half a mile from the berth. Uses 
awhite painted launch as a rule. If berth occupied, Pilot takes vessel 
toanchorage off the town. 
ANCHORAGE: Very deep water. Vessel lowers seven or eight 
shackles on the port anchor as vessel approaches shoreline. Anchor 
ten takes hold on reef. This is about 200 ft. from shore, when 
vessel has swung stern-to. 
mero: Messages regarding ETA, etc. are sent through Manila 
gent. 
TUGS: Not available. 
BERTHING: Private concrete finger pier. Well fendered. Berth 
m South side only in deep water. Pier width 24 ft. at shore end and 
tout 60 ft. at seaward end. Depth alongside 40 ft. 
REPATRIATION: Possible, but very difficult via Manila. 
MEDICAL: Small hospital in town. 
STEVEDORES: One company only. Ship's gear used and a load- 
"grate of about 1,500 tons per day. Exports are: fresh fruit, canned 
dneapple and concentrated pineapple juice. 
CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 
Spirits per man. 
SHORE LEAVE: Allowed. 
FUEL: None available. 
GENERAL: One Customs Inspector and two guards to be given 
*commodation and meals. When a vessel is expected, the Agent 
‘sually contacts VHF Channel 16 from a vessel alongside. 


AGENT: See “Manila”, 


DAVAO: 07.04 N. 125.38 E. 


20CUMENTS : The following documents are required of vessels 
‘ering port: 
Cearance papers from last port of call. 
Inward Cargo Manifests. 
Tew Lists. 
assenger Lists. 
Store Lists. 
' Vessel's information sheet of Ship's Registry. 
'st of Crew Personal Effects. 
PLoTAs and Seaman's Passports (for Immigration Inspection). 
ity AGE: Pilotage at Davao port is compulsory. When vessel 
mn call at Davao port, the Master should cable Agents of the 
S ETA at least 24 hours before arrival. Licensed Pilots are 
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available 24 hours a day. The Master may, likewise, cable the Pilot's 
Station addressed “Davao Pilots” either through Globe- 
Mackay or RCA frequencies. There are two pilot boats servicing the 
port of Davao and they fly the usual “red and white" Pilot Flag, 
visible in daytime. 
ANCHORAGES: Davao port harbour limits embraces all that 
portion of Davao Gulf bounded by an imaginary line drawn from 
Dumalag Point running East (true) to the Western shoreline of 
Samal Island; Thence by shoreline of Samal Island to Bassa Point; 
thence by an imaginary line running straight to the mouth of Lasang 
River, and thence by shoreline of the mainland (Mindanao Island) 
to Dumalag Point, the place of commencement. Vessels normally 
drop anchor approximately 1 mile off the pier area. (Note: Davao 
Pilots conduct vessels to safest anchorage, away from traffic ob- 
structions.) 
RESTRICTIONS: Vessels entering port should be prepared to 
present required documents upon boarding of the Customs Board- 
ing Party. No unauthorised persons must be allowed to go onboard 
before the customary entrance formalities are effected by the Govern- 
ment authorities, i.e. Quarantine Officers, Customs Boarding Party, 
Immigration Officers and other Government representatives. 
MAX. SIZE: For entrance formality purposes, Davao port can 
accommodate vessels with a length of 700 ft. with a maximum draft 
of 40 ft. However, if the vessel should proceed alongside the wharf, 
the maximum length allowable will be approximately 500 ft. with a 
draft of 20 ft. to avoid touching the bottom at low tide, which is 
approximately 23 ft. Oil docks can accommodate oil carriers with a 
maximum length of 500 ft. and a maximum draft of 25 ft. at low tide 
to avoid touching the bottom. 
HEALTH: Vessels entering port should display International flag 
“Q" at fore. Masters are advised to make ready the health book of 
each officer and crew for submission to the Medical Quarantine 
Officer when he boards the vessel. In the event of any suspected 
disease or fever onboard, International Code flags “E Z Q” should 
be displayed conspicuously, and in the event of death, Customs and 
Quarantine calls, or International Code flags ‘‘E N L” should be 
displayed. 

Pratique is automatic after a vessel has called at another port 
of entry in the same country. 
RADIO: Radio messages can be routed through any big stations 
like RCA or Globe-Mackay. Masters are advised, however, not to 
send messages when vessel is within a 3-mile radius of the port 
as defined in the regulations. 
TUGS: The only tugs available are those belonging to the stevedor- 
ing company, and in most cases are not used in assisting vessels 
when coming in for berth. The Pilot's boat usually assists in handling 
ship's lines when docking at the wharf. There is a two-line service 
at the wharf receiving ships’ lines and letting-go lines. 
BERTHING: Berthing facilities of Davao port are limited. The 
present length of the existing wharf is 1,550 ft. accommodating two 
overseas vessels and two coastal vessels at the same time. Berthing 
arrangements are by “first to arrive — first to berth”, and vessels are 
required to work 24 hrs. a day during weather-working days to give 
way to other vessels awaiting berth. In most instances the wharf 
is congested and vessels should advise their ETA at least 48 hrs. 
in advance. 
STEVEDORES: There are several stevedoring firms operating. 
The biggest, Luzon Stevedoring Corporation, is most reliable with 
adequate facilities in handling incoming and outgoing cargoes. 
Upon receipt of vessel's ETA, the Agents arrange the stevedore 
gangs required by the vessel and other requirements for discharging 
or loading operations. 
MEDICAL: In any cases when vessels entering port requires im- 
mediate medical attention of her crew members, the Agents must be 
advised by cable and the Medical Quarantine Officer shall immedia- 
tely arrange hospitalisation if necessary. Innoculations are perfor- 
med by the Medical Quarantine Officers. There are first-class 
hospitals available with adequate facilities. 
TANKERS: Only medium-sized tankers can dock at local oildocks, 
namely, Shell, Caltex and Esso. The lines are 3 and 4 in. Each oil- 
dock can accommodate one tanker at a time, and maximum permitted 
draft is 25 ft. 
FRESH WATER: Davao port has no water connections at the 
wharf, and fresh water supply to the vessels is done by tank-trucks 
with average delivery of 15 tons per hour. 
FUEL: Fuelling of vessels is done alongside, Shell or Caltex oil- 
docks with average viscosities 750 SSU 100°F. Vessels scheduled for 
fuelling should make 24 hrs. notice at least. 
FIRE PRECAUTIONS: No fire boats are available in the port. 
Vessels docked alongside wharf are assisted by the Davao Fire 
Department and other ships docked alongside, in case of fire on- 
board. 
DEVELOPMENTS: Development programme for the lengthening 
of the existing wharf is at a slow place. The Government has on 
its blue-print the construction of the proposed “Free Zone" about 
2 miles North of the existing wharf. This is called the Mindanao 
Development Authority Project. One of the proposed plans is to 
construct a marginal wharf which will accommodate five overseas 
vessels at a time, each average 500 ft. in length. Estimated comple- 
tion within 2 years from start of actual construction. 
GANGWAY/DECK WATCHMEN: There are numerous watch- 
men agencies operating in Davao port. Local shipping agents re- 
commend only one agency at a time, and the rates are hourly for 
deck watchmen on patrol. 
OPENING/CLOSING HATCHES: This is normally done by the 
stevedores. 
CUSTOMS ALLOWANCES: Number of items allowed for the 
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crew while the vessel is in port depends on how long the vessel 
stays in port and this should be arranged with the Customs Boarding 
Officer. 

CARGO GEAR: Stevedoring company provides cargo gear and 
vessel may supply additional gear upon request of the stevedores’ 
boss. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Countries with consulates are Republic of China 
(Taiwan), Indonesia, U.S.A. (represented by the USIS). 
REPAIRS: Only minor repairs are possible for deck and engines, 
and also refrigeration and electrical repairs. 

REPATRIATION: There is an office of the Immigration Bureau 
which arranges repatriation and change of crew. 

AIRPORT: Wharf is approximately 2 miles from airport with daily 
flights served by three domestic airlines. Average daily flights to 
Manila is five flights a day. 

HOLIDAYS: There are a number of official holidays (same as in 
Manila) being observed. Stevedores do not work on 1st May, Labour 
Day, and work half-day During Christmas Day, New Year's Day and 
Good Friday. 

POLICE/FIRE/AMBULANCE: Contact should be made through 
the Customs Office which is at the wharf-side. There is a police 
outpost near the wharf. 

TELEPHONES: No telephone connection to vessels at present. 
GENERAL: Shipmasters should advise their crew not to bring 
along with them valuables when on shore leave. No visitors are 
allowed onboard without prior permission by the Customs Inspector 
onboard. 

SERVICES: Special services available, e.g. tank cleaning and 
discharge of tank washings done by Luzon Stevedoring Company. 
SHORE LEAVE: Except for Chinese crew and other nationalities 
without diplomatic relations with the country, all other nationalities 
are allowed shore leave. 

REGULATIONS: Local ship Agents will brief Shipmasters of the 
existing port regulations and also Customs Inspectors onboard 
will assist Shipmasters of these regulations when their assistance 
is sought. 


AGENTS: Smith, Bell & Co. (Philippines) Inc., PO Box 146, Davao 
City, Philippines. Cable address: ‘Smithbell Davao". Telephone 
numbers: 7-23-86, 7-36-42, 7-51-02. 


ILOILO Panay: 10.42 N. 122.35 E. 


PORT LIMITS: lloilo Harbour is defined as that portion of lloilo 
Strait within the following boundaries: an imaginary line extending 
from the Northern bank of Dumangas River, Island of Panay, across 
lloilo Strait to Navalas Point on the Northern coast of Guimaras 
Island; thence along the North-west and West shore of Guimaras 
Island to Lusaran Point, thence along an imaginary line extending 
from Lusaran Point to the South bank at the mouth of Siuaragan 
River in the municipality of San Joaquin, Province of lloilo, Island 
of Panay, to the North bank of Dumangas River. 

DOCUMENTS: 

6 Crew Lists. 

1 Visaed Crew List. 

2 Crew Personal Effects Lists. 

3 Passenger Lists. 

1 Health Declaration. 

10 Cargo Manifests. 

3 Cargo Stowage Plans. 

1 Bill of Lading. 

2 copies of Customs Documents. 

PILOTAGE: All foreign-going vessels required advise ETA 24 
hours before arrival. Telegraphic address Iloilo Pilots. Pilot station: 
South entrance at Sinapsan Point; North entrance at Navalas Point. 
Pilot boat painted white with name ‘“‘Pilot’’ on top, carries flag ‘'H’’. 
Sound signals for calling Pilot, two long blasts and one short. 

Northern entrance: Pilot boards vessels at Northern entrance 
to lloilo Strait 2 miles East of Navalas Point. Maximum draft 24 ft. 
Entry and departure in daytime only. 

Southern entrance: Pilots board vessel 1 mile West of Sinapsan 
Point. Vessels can be brought in and out of the harbour at any time, 
maximum draft 30 ft. Vessels with more than 30 ft. draft must wait 
for high tide. 

RESTRICTIONS: lloilo Strait, separating Panay and Guimaras 
Islands, has a width of about 0:9 mile at its narrowest part. This 
important thoroughfare leads to the port of lloilo. Its shorelines are 
very irregular, and the navigable channels are narrowed by Iguana 
bank and Siete Pecados Islands on the Northern entrance and by 
Oton bank on the Southern entrance. Ocean vessels use only the 
South entrance when entering Iloilo Strait. Incoming vessels are 
met and boarded by lloilo Pilot at Sinapsapan Point. Pilotage is 
compulsory. Oton bank is of soft muddy sand, about 0-1 mile West 
South-west of the Southern extremity of the flat on which lloilo City 
stands and extends about 8 miles in a West South-westerly direc- 
tion. It is composed of shifting sand and said to be extending West- 
ward; vessels should not attempt to cross it. There is a narrow chan- 
nel between it and the Panay shore, used by coast-wise vessels, 
but the main channel into lloilo is between the bank and Guimaras 
Island. It is the sand bar along this channel that limits the draft of 
ocean vessels, entering or leaving Iloilo Strait, to a maximum of 
33 ft. on a 5.0 ft. tide. 

ANCHORAGE: Vessels waiting for Pilot may anchor in vicinity 
of pilot boarding station. No specified quarantine or Customs 
anchorages. Ships may anchor at any place North or South of the 
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mouth of the lloilo River provided that they do not obstruct nay 
tion, 

MAX. SIZE: No restrictions on length and breadth. Vessels 
30 ft. draft dependent on height of tide. 4 
HEALTH: All overseas vessels calling first port of entry are sub 
to quarantine until free pratique granted. Quarantine Doctor bog, 
on arrival and issues Bill of Health subject to Master's 
Declaration and clearance from last port. Agents must be 

by radio in advance if suspected disease or fever on board, Py, 
automatic for vessels coming from another port in the Philipp 
RADIO: Sarmiento Radio via Phimacomi, call sign DZz. 5, 
quencies 6 and 8 mhz. 
TUGS: Berthing assistance by tugs available if requested, Shy 
lines used. Pilot boats normally assist berthing. 
BERTHING: Limited berthing space at pier berths, accom 
tion for two vessels only. Advance information required for 
loading bulk sugar or molasses, since only one vessel may be 
at a time. 

Guimaras Island: Molasses installation, the molasses loading p 
owned and operated by the Luzon Stevedoring Co., is easily pig, 
out and distinguished by the three steel tanks and one con 
tank situated on a hill just above the pier and should not be co 
with the Jordan municipal pier laying just south of it. The pip 
T-shaped, being 25 ft. at the face with a row of four pile clustey, 
line with the face, with a total span of about 300 ft. and with an 
mooring facilities. It is recommended that berthing be done at fy 
tide, with the assistance of a Pilot obtainable at lloilo. Unberty 
can be done at any time. The three steel and one concrete ty 
has an aggregate capacity to store 52,400 tons of molasses, Thy 
of these four tanks are provided with pneumercator scales, } 
molasses outloading berth is located about 800 ft. North of they 
sugar outloading berth and its outloading capacity is about} 
tons of molasses per day. Tankers with as much as 12,000 tp 
deadweight capacity have been handled here. 

Bulk sugar installation. The berth has an average depth of we 
alongside of 40 ft., the shallowest portion being 33 ft. at the South» 
most part of the breakwater extending down to the inloading bet 
Maximum length of vessel so far accommodated is 633 ft. (with: 
utilising hatches 1 and 7). The outloading capacity for bulk su 
is from 7,000 to 8,000 tons per day, while the capacity to inload fy 
barges into its three warehouses is about 4,000 tons per day,} 
three warehouses have a total capacity of 60,000 tons. Outloa® 
of bulk sugar to ocean vessels is affected by means of coniy 
system running from the warehouses to the outloading tower wr 
has two retractable boom bridges fitted with ship trimmers. Hey 
of boom bridge down to its base is 31 ft. with the water level dur 
high tide being one foot below this base. Carrier vessels com 
alongside to load therefore should not exceed the height of #! 
from waterline to hatch coaming in order to allow boom bridge 
the outloading tower clearance over the hatch opening. 
STEVEDORES: Advise Agent before arrival details of cargo# 
number of gangs required. 

MEDICAL: Agent should be advised 24 hours in advance ole 

medical requirements. Hospital facilities available. All crew rew 

valid vaccination certificates. 

FRESH WATER: Delivered by barge, minimum charge fo! 

metric tons. Available from Guimaras Shore Installation, minin 

charge for 40 metric tons 

FUEL: Bunker “C" available, subject to three days advance noe 

WATCHMEN: Services of shore watchmen recommended. 

HATCHES: Opening and closing hatches is normally done! 

stevedores except for McGregor or other automatic hatch cow 

which are operated by the crew. 

CUSTOMS ALLOWANCES: 200 cigarettes in an open ca? 

allowed each man. No allowance for wine or spirits. 

CARGO GEAR: Details of any heavy lifts should be advise’ 

avoid delay. 

IDENTIFICATION CARDS: Required for shore leave. Sean 

books or passports usually deposited with Immigration. 

GenRshe» Great Britain, telephone 5086. All other Consul! 
anila. 

REPAIRS: Minor repairs can be effected. Dry docks for 

barges and launches only. 

REPATRIATION: Can be arranged subject to Immigmt 

approval. 

AIRPORT: Situated about 4 miles from the port with regular!” 

services. 

TIME: GMT plus 8 hours all the year round. 

HOLIDAYS: ist January, Holy Thursday, Good Friday, 9th AF 

1st May, 12th June, 4th July, 25th December, 30th December. 

Cargo work may be arranged on these days. , 

POLICE/FIRE/AMBULANCE: Police, tel. 55-21; Fire, tel. & 

Ambulance, tel. 26-12 or 25-61. 

TELEPHONES: No facilities for placing telephones on boat 

SHORE LEAVE: Crew members are allowed ashore subjé 

Immigration control. 


AGENTS: Smith Bell & Co. (Philippines) Inc., tel. 28-51. Telt? 
phic Address: Bell Iloilo. 


JOLO: (Jolo Island) 06.03 N. 121.00 E. 


DOCUMENTS: 
1 copy of Clearance issued by the last Port of Call. 
1 copy of Quarantine Clearance. 
2 copies of Crew List. 
2 copies of Crew Possessions’ List. 


ies of Stores List. 
copies each of Narcotic, Firearm, Passenger, Mail, Parcel and 
Lists. 

ee of Inward Foreign Manifest. 

LOTAGE: Telegraphic advice to pilot station required 48 hours 
re ance. Pilot boards in quarantine anchorage. 
AN IORAGES: 4 miles North-west of Piers | and Il. 
gSTRICTIONS: Entry permitted only before sunset and after 

se. Vessel should wait 4 miles off Piers for quarantine or 


pot service. 
SIZE: Up to 8,000 tons dwt. 

LTH: Wait for quarantine doctor at quarantine anchorage. To 
spain pratique, the ship's Master must advise the ship's Agent 
ssa’s ETA in advance. The ship Agent must in turn advise the 

tine officer of the arrival of the vessel 2 to 3 hours before the 
jesse! sails into port. When the vessel arrives at the quarantine 
age, the quarantine officer boards and inspects the same and 
sie vessel is found to be free from all quarantinable diseases, 
que is granted. 
automatic pratique is granted only to naval vessels. 
pratique is no longer necessary when the vessel entering the port 
us called at another port in the Philippines immediately before. 
gaD10: Radio Corporation of America or Mackay Radio. 
TUGS: None available. 
BERTHING: As may be directed by Wharfinger. 
sTEVEDORES: ETA advices required in order to arrange gangs. 
WEDICAL: It is always necessary for ship Masters to notify their 
Agents of required medical attention at least two to three hours 
sore arrival. Hospital facilities are available. Vaccination/Fever 
Ceificates required, especially those against cholera, smallpox and 
yelow fever. 
DENSITY : 1025. 
FRESH WATER: Available, direct line to ship from all berths. 
FUEL: Available. Delivery direct line to ship from pier. 
GANGWAY/DECK WATCHMEN: Services of watchmen neces- 


SPENING/CLOSING HATCHES: This work is normally carried 
out by stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes for each crew mem- 
per, and one bottle of liquor for each crew member. 
IDENTIFICATION CARDS: Essential. 

REPATRIATION: Effecting crew changes and arranging neces- 
sary repatriation are carried out by the Immigration Office in the port 
wit the assistance of the ship Agent and the Foreign Embassy 
concerned. 

CONSULS: None. 

REPAIRS : No facilities. 

AIRPORT: Plane flight twice a day to Manila for international 
connections. 

TIME: Local Civil Time is 8 hours ahead of GMT. This time reckon- 
ing is constant throughout the year. 

HOLIDAYS : New Year's Day (1st January); Bataan Day (9th April); 
Holy Thursday (variable); Good Friday (variable); Labour Day (ist 
ay); Independence Day (12th June); Republic Day (4th July); All 
Saints’ Day (1st November); National Heroes Day (30th November); 
Christmas Day (25th December); Rizal Day (30th December). When 
uy holiday falls on a Sunday, the following day (Monday) is by law 
tosidered a legal public holiday. As a general rule, employees of 
‘he government in the Philippines do not work on Saturdays. Cargo 
work on board vessels on these holidays can be arranged. 

Ee MBULANCE/FIRE: Telephone numbers can be sup- 
'@0 by Agent. 

TELEPHONES : Cannot be connected on board vessels. 

SHORE LEAVE: Crew of vessels who are nationals of countries 
vith whom the Philippines maintains diplomatic relations can be 
tlowed ashore after securing a pass from the Immigration Officer in 
he port. Restricted aliens (citizens or nationals of Iron and Bamboo 
utain countries) are not allowed on shore as a matter of policy. 
DELAYS: Availability of berthing space. 

AUTHORITY : Collector of Customs, Jolo, Sulu. 


JOSE PANGANIBAN, Luzon: 14.17 N. 122.42 E. 


DOCUMENTS: 
Scopies Crew List. 
Scopies Passenger List. 
‘copies Inward Manifest. 
‘copies Outward Manifest. 
Scopies Stores List. 
copies Personnel Effects List. 
Copies Narcotics List. 
Copies Tobacco List. 
Scopies Ship's Particulars. 
PiLors Registry and Quarantine Papers from last Port of Call. 
bef AGE: Compulsory for entrance and for clearance. ETA must 
reed to the Agency in Manila; the last telegram from the 
pe re w/ ETA will be transmitted by radio to Pilots at Jose Pangani- 
Pes fe mioning Larap if the vessel goes direct to Larap, J.P., and 
Nien the loader in Daet. (Daet is the Capital of North Camarines.) 
warded of change of time, the hour of expected arrival may be for- 
pe directly to the Harbour Pilot. Master to pilot his vessel 
®s South of Tanao Island lighthouse and steer 180° at moder- 
ANCHOR to meet the Pilot. 
inablo RAGE: About 1 to 2 miles W. of Pinandugan Point; ad- 
= ° await Pilot; in 8 to 11 fathoms or proceed Southward at 
Speed to meet Pilot. 


PHILIPPINES 


RESTRICTIONS: Entrance can be at any time day or night, but 
during Northern monsoon advance notice should be given to con- 
sider the use of a motor-boat instead of small-motored Banea; in 
case of meeting outside harbour limits the request should be made 
to Pilot by the Master of vessel entering. 

MAX. SIZE: Maximum draft not to exceed 30 ft. 

HEALTH: To obtain pratique, the ship Master must advise Agent 
vessel's ETA in advance. The foregoing advice is very important 
because the ship Agent must in turn advise the quarantine officer of 
the arrival of the vessel 2 to 3 hours before the vessel sails into port. 
When the vessel arrives at the quarantine anchorage, the quarantine 
officer boards and inspects the same, and if the vessel is found to be 
free from all quarantinable diseases, pratique is granted. Automatic 
pratique is granted only to naval vessels. Pratique is no longer 
necessary when the vessel entering the port has called at another 
port in the Philippines. 

RADIO: RCPI (Radio Communications of the Philippines, Inc.). 
TUGS: A motor-boat is used by the PIM (Phil. Iron Mines) in Larap 
for vessels to load for them in that bay, but it is not needed for Pan- 
ganiban Bay. 

MEDICAL: Good hospital facilities in Larap and in Daet. There is 
also rural Medical Officer in this locality. 

FRESH WATER: Insufficient fresh water on the pier to supply 


ships. 

WATCHMEN: There is watchmen service in this port; number of 
watchmen at ship's convenience. 

OPENING/CLOSING HATCHES: An additional charge for this 
job is imposed if carried out by stevedores. The crew can, however, 
do the job. 

CUSTOMS ALLOWANCES: 200 cigarettes for each member of 
the crew. 

IDENTIFICATION CARDS: Only those which have to be shown 
to Immigration Officer with booklet are necessary. Immigration 
Officer will board vessel after the doctor's clearance. 
REPATRIATION: Effecting crew changes and arranging neces- 
sary repatriation are carried out by the Immigration Office in the port 
with the assistance of the ship Agent and the Foreign Embassy 
concerned. 

AIRPORT: In Larap and in Daet. Daily trips to Manila. 

TIME: Locai Civil Time is 8 hours ahead of GMT. This time reckon- 
ing is constant throughout the year. 

HOLIDAYS: New Year's Day (ist January); Bataan Day (9th April); 
Holy Thursday (variable); Good Friday (variable); Labour Day (ist 
May); Independence Day (12th June); Republic Day (4th July); All 
Saints’ Day (1st November); National Heroes Day (30th November); 
Christmas Day (25th December); Rizal Day (30th December). 
SHORE LEAVE: Crew of vessels who are nationals of countries 
with whom the Philippines maintains diplomatic relations can be 
allowed ashore after securing a pass from the Immigration Officer 
in the port. Restricted aliens (citizens or nationals of Iron and 
Bamboo Curtain countries) are not allowed on shore as a matter of 
policy. 

AUTHORITY: The Collector of Customs, J. Panganiban, Bureau 
of Customs. 


LEGASPI: 13.10 N. 123.45 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

2 Bills of Lading. 

2 Fire Arms Lists. 

2 Bonded Store Lists. 

2 Narcotic Lists. 

7 Inward Manifests from last port of call. 

8 Outward Manifests from last port of call. 

1 Vessel’s Registration Certificate. 

1 Certificate of Ownership. 

1 International Loading-Line Certificate. 

1 Safety Equipment Certificate. 

1 Prevention of Life and Property at Sea Certificate. 
PILOTAGE: Send advance notice telegram to Harbour Pilot, 
Legaspi City, 48 hrs. before arrival. ETA should be tendered 48 hrs. 
and 24 hrs. in advance. No VHF available. Pilot boat has letter “P"’ 
painted white above water line. International Code signals used. 

Pilot area is within the 3-mile limit from the harbour, whereby no 
extra charges will be solicited. However, if vessel requires services 
outside the harbour limits, extra pay is solicited. During inclement 
weather, Masters of vessels should notify their arrival in order to 
be met within or outside the 3-mile limit. 

During bad weather a jacob’s ladder is more appropriate until 
vessel is at anchorage, thence accommodation ladder will be utilised 
for the purpose of Quarantine and Customs Officers. 

No specific areas of anchorage in waiting for a Pilot; Master 
must use his discretion to drop anchor within the 3-mile limit with 
seven shackles in the water until Pilot arrives. 

ANCHORAGE: After sunset and before no vessel is cleared by 
Customs. 

Anchorage area is open to vessels of any draft. 

MAX. SIZE: Length 600 ft. draft 32 ft. During spring and neap tides 
current is strong. At Pilot's discretion when to dock and undock. 
HEALTH: All crew members and officers should possess valid 
vaccination certificates. In the event of suspected disease or fever 
onboard, Quarantine Officers should be notified at port of call. 

Pratique could be served by boarding Quarantine Officers. Prati- 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


que is not needed if vessel already called at port of entry within the 
jurisdiction of the Philippines. 
RADIO: Following stations are normally used: 


RCPI FILTEL 
TELEFAST CLAVECILLA 
CRC 


TUGS: No tugs available. Motor launch is used to attend to mooring 
and unmooring. 

BERTHING: At AIC Berth and Legaspi Berth. Mooring daytime 
only. Vessels moor stern to quay (Mediterranean mooring). 
STEVEDORES: Stevedores are members of Union Oberara of 
Legaspi, Fraternal Obrara and Espinosa Estervering. 

Bulk cargoes are handled and charged per ton. Hired shore person- 
nel are paid per minimum wage rate daily as described by the Bureau 
of Labour Law. 
anene: Maximum draft 30 ft. Diameter of Load Discharge 

ine, 4 in. 
DENSITY: Salt water density 1036. 
FRESH WATER: Fresh water is available by tank-truck, containing 
6 tons. 
FUEL: Fuel available at any time. 
GANGWAY/DECK WATCHMEN: Services of watchmen are 
available at the Master's discretion. 
OPENING/CLOSING HATCHES: In the absence of sailors to 
open/close hatches, shore union personnel are available with a 
rate based on Union Rate Tariff. 
CUSTOMS ALLOWANCES: 1 carton of cigarettes for each 
crew member. 1 bottle of wine and/or spirits for each officer. 
IDENTIFICATION CARDS: Required, also Seaman's Book. 
REPATRIATION: Allowed upon approval by Commissioner of 
Immigration at Manila. 
AIRPORT: There is an airport about 2 km. away. 1 flight per day 
or 7 flights per week. 
TIME: Standard time. GMT plus 8 hrs. 
HOLIDAYS: 1st January (New Year's Day); 9th April (Bataan 
Day); Maundy Thursday; Good Friday; 1st May (Labour Day); 
12th June (independence Day); 4th July (Fil-American Friendship 
Day); 30th November (Bonifacio Day); 25th December (Christmas 
Day); 30th December (Rizal Day). 

Cargo work can be arranged on these days with additional over- 
time charges covered by the Bureau of Labour Law. 
POLICE/AMBULANCE/FIRE: There are telephones connected to 
the three mentioned services but they have no numbers. Only 
controlled by operator available for any call simultaneously. 
GENERAL: Notice of vessel's should be sent 48 hours before 
the vessel's arrival. 

SHORE LEAVE: Seamen who are restricted aliens are not allowed 
to leave the ship unless authorised by the Commissioner of Immigra- 
tion. 


AGENTS: Smith, Bell & Co. (Philippines) Inc., Legaspi City. 


MANILA, Luzon: 14.40 N. 121.00 E. (See Plan) 


DOCUMENTS: 
6 copies Inward Foreign Cargo Manifests: 
1 copy Customs Marine Division. 
1 copy File - Surveyor's Office. 
1 copy Customs Secret Service Division. 
1 copy Customs Auditor. 
1 copy Plant Quarantine Officer. 
1 copy Terminal Contractor (Arrastre). 
3 copies Ship's Stores Lists: 
1 copy Customs Marine Division. 
1 copy Customs Inspector in charge of vessel. 
1 copy Customs Harbour Police. 
3 copies Crew Personal Effects Lists: 
1 copy Customs Marine Division. 
1 copy Customs Inspector in charge of vessel. 
1 copy Customs Harbour. 
2 copies Visaed Crew List: To be handed to Immigration Officer. 
7 copies Crew Lists. 
2 copies Customs Marine Division. 
2 copies Immigration Officer. 
1 copy Customs Inspector in charge of vessel. 
1 copy Manila Police Department representative. 
1 copy Customs Secret Service Division. 
5 i Landing Passengers Manifests (BU of Immigration Form 
15): 


4 copies Immigration Officer. 

1 copy Manila Police Department representative. 
6 copies Landing Passengers Lists: 

2 copies Customs Marine Division. 

1 copy Customs Inspector in charge of vessel. 

1 copy Appraisers (Baggage Section) Division. 

1 copy Customs Secret Service Division. 

1 copy Manila Police Department representative. 
7 copies in Transit Passengers Lists. 

2 copies Customs Marine Division. 

2 copies Immigration Officer. 

1 copy Customs Inspector in charge of vessel. 

1 copy Manila Police Department representative. 

1 copy Customs Secret Service Division. 
Baggage Declarations: 

1 copy per Landing Passenger or per Head of family. 
Other Papers: 

Quarantine Pratique. 
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Ship's Register and clearance from Last Port called shoul 
be handed to the Boarding Officer. 4 
PILOTAGE: The Pilot will board vessels in the quarantine 
rage at the completion of the quarantine inspection if ves, 
proceeding to one of the 26 anchorages within the breakwate, ' 
one of the piers. § 

Pilotage for anchoring or leaving anchorage within the 
water is compulsory, as well as when docking and undocking » 
of the piers. ’ 
ANCHORAGE: The position and bounds of the quarantine 
rage may be determined as follows: From the Manila Outer Har, 
light buoy No. 1, approximate position, Lat. 14° 33’ 09° N, ly 
120° 54’ 00” E., thence on a range of 76° 24’ true, Custom House, 
Hall Towers 4,000 yards to approximate position Lat. 14° 34’ Sy 
Long. 120° 56’ 00” E., thence 180° true 119 yards to APproting 
position Lat. 14° 34’ 14” N., Long. 120° 50’ 00” E., thence 249° Wy 
4,440 yards to the Manila Outer Harbour lighted buoy No. { atm 
of commencement. 

When approaching the quarantine anchorage during dayty 
the ship should fly her registered signal letters. When the 
arrives during night at the quarantine anchorage, vessel's » 
letters should be hoisted at daylight as well as the "Q" flag, If 
is carrying mail also the “Y" flag should be hoisted until dej, 
is effected. 

RESTRICTIONS: Vessels entering Manila Bay through the lp 
channel shall pass midway between La Monja Island and & 

Shoal and shall proceed directly through the middle of the chy 
between Corregidor Island and the mainland, steering 07) » 
1 mile distance from the shore is cleared. The same route sha), 
followed by vessels when leaving Manila Bay through the ly 
channel. 

Vessels entering Manila Bay through the South channel shy 
not approach any shore closer than 1 mile and shall keep Soy, 
the restricted area, South of La Monja, Corregidor and Cay 
Islands, which is embraced within the North sector of the folloe 
two bearings: 296° from El Fraile Island and 236° from Caballo Ise 
lighthouse; furthermore on the Southern side of the channel,» 
shall not approach the line joining El Fraile and the North» 
point of Limbones Island closer than 1 mile. The same restriciy 
apply to vessels leaving Manila Bay through the South channe 

There are no uncharted obstructions between the entranc) 
Manila Bay and the quarantine anchorage and vessels should 
no difficulty proceeding over this route. Frequent difficulty is 
rienced in picking up Sangley point light because of its low visitv 
and the background of shore lights. 

MAX. SIZE: Pier 9, length 250 m., draft 20 ft. Pier 13, length 4a; 
draft 32 ft. Pier 15, length 380 m., draft 35 ft. Tankers: Up to4 
draft at Rosario Sea Berth. 

RADIO: Weather information and Notices to Mariners are bm 
cast daily from the following local radio stations: 


DZA 2,598 kc 8.30; 10.30 a.m.; 12.00 noon 
6.30 8.30 p.m. 
DZRH 650 kc 5.20 5.25 a.m. 4,20-4.25 p.m. 
DZAQ 620 kc between 5,00 to 5.30 a.m. 
Bebe _ 4; ~ 5.00 to 5.30 a.m. 
1, Cc 
9'550 ke i 5.00 to 5.30 a.m. 
710 ke 5.00 to 5.30 a.m. 
DZFM 6,170 kc 4 10.00 to 10.30 a.m. 
Bein 11,840 ag 4.00 to 4.10 p.m. 
800 kc 
9,500 ke FS 5.00 to 5.30 p.m. 
DZRC 950 kc h. 4.30 to 4.35 p.m. 


Station DUS of the Coast and Geodetic Survey may be conta 
for urgent nautical information at 0820 and 1350 hours weelt 
and 0820 and 1220 on Saturdays. DUS transmits on 8690 ke (( 
and receives on 8412 kc (CW). 

TUGS: Available. 

BERTHING: Vessels having 100 tons or more of general 
for discharge (except those granted ship-side delivery pem 
must berth at piers for such discharge. Ship-side delivery pew 
are issued by the Bureau of Customs on certain merchandise®# 
sidered as bulk cargo. 

There are piers available for ocean going vessels with a tol’ 
14 berths and a total area covered of 376,955 sq. ft. 


Controlling Depths No. of Sheds Total Covered 
Alongside Piers per Pier Area per Piet 

PIER 13 

Inner Berth, South side, 23 ft. 4 129,536 sq. ft. 

Outer ,, ai ‘982 ft Capacity 12,900 tom 

Inner ,, North ,, 23 ft 

Outer ,, és ys on tt 

PIER 9 

Inner Berth, South side, 22 ft 4 156,000 sq. ft. 

Outer ,, a » 92ft Capacity 16,000 tow 

Inner ,, North ,, 22 ft 

Outer ,, ij » 32ft 

PIER7 

North side 24 ft. 1 bulkhead 44,449 sq. ft. 
5,000 tons (Bulkhet! 
1,950 tons (Unc 

PIER3 

Inner Berth, South Side 24 ft. 

Outer ,, “i » 29 ft. 

Inner ,, North ,, 18 ft. 

Outer ,, ts 25 tt: 


yEDORES: Stevedoring is handled by Luzon Stevedoring Co. 
ne Delgado Stevedoring Co., supply ample labour, lighters and 
"Cag? averages about 10 tons per hour and for the following 
jo Pary Copra, in bulk, 10/12 tons per gang hour. Copra cake and 
wh {520 tons per gang hour. Desiccated coconut, 250-300 bags 
hours. Hemp, 80/100 bales per gang hour. Sugar, 25 tons per 
hour. For the discharging of coal or gypsum, the rate is about 
tons per hour. 

ANKERS: Filoil refinery sea berth: Is located at the entrance to 
r Bay position: lat. 14° 26’ 30", long. 126° 46’ 40”. This position 
yanila Bay Pp ; : : 

miles off the shore of Rosario, Province of Cavite. ‘ 

. The mooring area is marked by 6 mooring buoys. A ship's guide 

oy marks the point where the ship's starboard anchor will be 
coed upon entry into the berth. 4 other buoys inside the berth at 
nidport marked the end of the submarine pipe-line, centre of ship's 
aanifold and the hose ends, respectively. The bearing of the centre 
ie of the berth is N. 65° E. The depth is 50 ft. at high tide and 45 ft. 
stlow tide approximately. ; 4 

The weather is quite good during the dry season, but is unfavour- 
sble during monsoon season (May to November). Wind and swells 
ye mostly from a South-westerly direction and usually prevalent 
during monsoon season. j 

jt is emphasised that vessels moored at the berth must be in 
od condition to clear the berth immediately in case of an emer- 
ency. Ship's engines and gear must be ready with full power for 
immediate use. Ship's personnel should be at their stations at all 
imes during mooring, unmooring and cargo unloading operations. 

Radio; Filoil Makati office may be contacted by dialling telephone 
os. 87-40-61 and 87-40-71. The Rosario refinery may be contacted 
by dialling telephone nos. 47-95-51 and 47-95-53. : 

Communication from the sea berth with the refinery, Filoil’s 
junch and Filoil representative on board is through VHF radio. If 
VHF radio fails, the Filoil launch will be dispatched to bring the 
message either way. 

filoil representative on board maintains a radio watch and con- 
stant communication with the shore for general purposes and 
emergencies. 

luzon Stevedoring Company tugboats also maintain a constant 
radio communication with their representative at the shore. In case 
ofemergency, messages can be relayed via these tugs. 

Ship's Agent: All vessels carrying crude or other cargoes for 
discharge at Filoil refinery sea berth must appoint their local ship's 
Agent who will provide them with the necessary ship husbandry 
services. 

Notice of Arrival: They must report their estimated time of arrival 
to Filoil Refinery Corporation, cable address: “Filoil’, Manila, 
Philippines, 3 days after leaving port of loading and 72 hours before 
arrival at Manila. 

Pilot and Boarding Parties: Pilots are arranged for by the ship's 
Agent. Generally, Pilots board the tanker at the Manila anchorage 
toassist the Master to moor in the berth and leaves at the sea berth 
after berthing. 

Filoil representative boards the tanker one mile before the sea 
berth, but if it is the first voyage, he boards the tanker together with 
the Port and Government authorities at Manila anchorage. 

Tugs: Tugboat service is arranged for by the ship's Agent. Tugs 
generally come from Manila. Give at least 48 hours notice when 
ordering tugs. 

Quarantine, Customs and Immigration: Manila is the port of entry 
forthe Rosario sea berth. Therefore, entry and clearance must be 
arranged by the ship's Agent at Manila. Boarding officers board the 
vessel in the Quarantine anchorage prior to arrival within the mooring 
area. Pertinent government officials should be given sufficient time, 
usually not less than 24 hours Monday to Friday, and 48 hours 
Saturday and Sunday. Generally, entry and clearance can be arranged 
ty the Agent who should advise Customs well in advance of the 
vessel arrival. 

Ballast, Bilge and Garbage Disposal: There are no ballast facilities 
athe refinery. Masters are advised that in Manila Bay, the Harbour- 
Pollution regulations are rigidly enforced. Therefore no bilge water, 
oil contaminated water, garbage or similar refuse which may pollute 
the sea water in any way, is to be discharged overboard while the 
Vessel is within Manila Bay and approaches thereto. The staff at 
Rosario are required to report any violation of this Philippine 
Merchant Marine regulation. 

launch Service : Regular launch service for crew transportation is 
tot available and has to be arranged through the ship's Agent. The 
Luzon Stevedoring launch is used to run lines, assist in picking up 
‘argo hoses, etc. Filoil’s owned or hired launch is for the exclusive 
use of Filoil representative and personnel boarding the vessel; 
however, transportation may be arranged through Filoil representa- 
tive in cases of emergency. 

Medical : Medical attention can be arranged by the ship’s Agent. 
Had clinic at the refinery. The nearest hospital is $ mile from 

ry. 

Heading for the Sea Berth: As soon as government clearance 
(pratique) is granted, vessel lifts anchor and heads for Rosario sea 

14 distance of about 16 land miles from Manila anchorage. 

» a Mooring Gears and Facilities: The vessel's bow is secured 
pt © moorings by the use of both bower anchors. Therefore, ship 
have both bower anchors ready for immediate use, each with 
w — of 150 fathoms of chain. Anchors, chains and anchor 

. lass must be in good condition and capable of heaving ship 

d with the chain or letting 1 chain go out on the run while 
ving in on the other. Mooring bouy No. 6 can be used instead of 
anchor if 3 mooring lines are hooked up. 
®ssels must be equipped with 10 in. manila or better mooring 
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lines of not less than 8 in. circumference and not less than 90 fathoms 
in length of each line. Two lines are required for each of 6 mooring 
buoys, 5 of which are aft to secure the ship's stern position. There- 
fore, 5 lines are to be available on the fantail for mooring to buoys 
nos, 1, 2, 3, 4 and 5. 

Vessels having wire moorings secured on warping winches with 
surge valve and brake are acceptable. Warping winches must be 
adequate to handle mooring !ine under heavy strain. Efficient stopper 
lines must be readily available to ‘stop’ mooring lines for transfer 
from winch to bitts without loss of tension. 

All chocks other than roller (if free) shall be fitted with chafing 
gear to protect lines before berthing operation commences, en- 
deavouring to install chafing gear after the ship has been moored 
has proven impracticable. Old fire hoses or substitute is suggested. 

If in the opinion of the Pilot, the vessel's mooring facilities lines 
and/or gear are inadequate, he will inform the Master and Filoil 
representative, and in such event the vessel will not be allowed to 
enter the moorings until such conditions are deemed satisfactory. 

Docking Procedure: To moor, the vessel approaches the mooring 
heading due South. When in proper position, the starboard anchor 
is dropped and the chain allowed to run until the vessel crosses the 
mooring area to a point where the port anchor is let go or where the 
mooring lines are dropped to buoy no. 6. Then the engines are 
backed and the vessel with the assistance of the tug, manoeuvred 
into the mooring area where after lines are run to the 5 mooring 
buoys and then the anchor chains are brought tight simultaneously 
with the securing of the stern to the mooring buoys. The vessel is 
then heading due West parallel with the tide current flow. 

When secured in the berth, vessel should not be closer than 10 
metres from the end of the submarine pipe-line. Bower anchor 
chains should have spread of not less than 30 degrees on either side 
of the ship's imaginary fore and aft line extended forward. Stern 
buoy moorings should be set as taut as possible and anchors form 
an approximate angle of 300 deg. with water line. 

Submarine Hose Lifting Gear and Manifold Connection : The derrick 
on the port side in way of the hose connection must be rigged to 
lift not less than 5 tons. The topping lift shall be available to raise 
or lower the boom as required and the winch and whip shall be of a 
quality and nature to lift the hose exactly and evenly. The hose and 
fittings are considered to weigh 3 tons. The hose connecting gang 
and its supervisor are from Luzon Stevedoring Company and is 
under contract with Filoil. They will use the ship's machinery to 
raise the 2-10 in. hoses from the bottom and secure same to the 
ship's side. They will also disconnect the hoses and lower same to 
the bottom of the sea after completion of discharging of cargo. The 
ship's manifold must have 10 in. flanges for connection to 10 in. 
submarine hoses. 

Safety Rules and Regulations: 

Mooring lines must be in good condition and kept tight at all times. 

Sparking smoke stacks must not be permitted. If for any reason a 
stack catches fire or emits live sparks, cargo operations must be 
stopped immediately on this and adjoining vessels. 

Throw nothing overboard from deck or portholes while at sea 
berth. 

During cargo and/or ballast operations, vessels shall show red 
flag by day and red light by night. No smoking amidships during 
cargo and/or ballast operations. 

No chipping, repairs, welding or hot work is allowed on any vessel 
while at sea berth unless special permission is given and a safety 
permit obtained. The ship must always be ready to sail out at a 
moment's notice. 

Pumping crude oils must be stopped during electrical storms or 
if lightning appears in close vicinity. 

In case of fire, shut down all pumping and sound alarm. Dis- 
connect hoses so as to be ready to shift from berth. All vessels at 
berth must have main engines ready for use. Water, foamite and 
steam are never to be used on electrical fires. Use dry chemical or 
ane Use foamite, water fog, steam CO, or dry chemical on oil 

ires. 

Avoid spilling oil on deck. If any oil is spilled, it must be cleaned 
immediately. Gasoline or naphtha is not to be used for cleaning. 

Only Underwriter's laboratory approved flashlights permissible 
use in methane and air mixtures by the U.S. Coast Guard are to be 
used for loading, discharging, ballasting and/or repair work on 
vessels. 

Ullage screens are to be kept in place during cargo and/or ballast 
operations. 

Tugboats are not to be allowed alongside while discharging cargo 
or ballast. 

No extension cord or portable cables which are connected to an 
electric power source shall be used on deck in way of cargo or fuel 
tanks unless vessel is certified gas-free. 

Fire hose shall be laid out and suitable fire extinguishers available. 
Failure to comply with any of the above rules will result in the vessel 
being shut down. Sufficient copies are to be presented to the Master 
so that they may be posted in various places about the vessel. It is 
the Master's responsibility to see that these rules and regulations 
are enforced. 

Discharge of Cargo: After hoses are connected, the Filoil repre- 
sentative will, after communication with the refinery, advise com- 
mencement of pumping. In the beginning the rate is to be slow and 
the Filoil representative will advise when pumping rate is to be 
increased to the maximum. Discharge of cargo may be stopped due 
to adverse weather conditions. In which event, the hoses are dis- 
connected and the submarine hose lowered to the sea bottom. 
Cargo discharge will be resumed when the adverse weather 
moderates. 
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Crude oil discharge through 2-10 in. hoses 255 ft. long through a 
10 in. check valve and 10 in. gate valve then into the 24 in. pipe-line 
which is 2} miles in length. The height of the shore tanks (foundation) 
above sea level is 154 ft. Pressure at the ship's side must be not less 
than 60 |b. Maximum pressure allowed is 120 Ib. at the ship's side. 

Stripping - Tank Draining : To keep a discharge time to a minimum, 
tanks should be stripped into one of the ship's tanks and the final 
stripping shall be from only one tank. 

Board and Lodging Accommodation: Sufficient accommodation 
and meals are requested to be available and prepared for the Filoil's 
representative in the officers’ quarters. He will remain with the 
vessel until casting off or until relieved to be of assistance to the 
crew. 

FRESH WATER: Available, either at berth or by barge. 

FUEL: Fuel oil can be obtained from the Esso, Mobil, Getty, Fil-Oil, 
Caltex and Shell Oil Companies. Delivery by barge is made either 
at one of the anchorages within the breakwater or at the piers. 
Where possible, prior notice of 72 hours should be given the oil 
companies. Maximum rate of loading is 100 tons of bunker fuel and 
125 tons of diesel fuel per hour. 

MEDICAL: Complete hospital facilities are available in Manila. 
REPAIRS: The Mariveles shipyard operated by the National Ship- 
yard and Steel Corporation located at Mariveles Harbour have faci- 
lities for the dry docking and repairs of vessels up to 10,000 gross 
tons and of length and draft up to 500 ft. and 25 ft. respectively. 
SERVICES: The Atlantic Gulf and Pacific Co. is equipped to 
undertake cleaning of tanks for receipt of coconut and vegetable 
oils. Where the tanks have contained coconut or vegetable oils 
previously, the time required for cleaning is from 18 to 30 hours; 
where tanks have previously held wood oils or fuel oils, the time 
required to prepare them is from 48 to 60 hours. 

Vessel requiring the services of a launch at any time of the night 
should use the following signal to which the harbour transport 
launches will answer: Searchlight, signal lamp or open blinker 
light pointed straight up slightly inclined shoreward and left on until 
launch arrives alongside. 

DEVELOPMENTS: A stern-loading ramp is being built for roll-on/ 
roll-off vessels. 

Plans are under way for the installation of a light gantry crane on 
pier 3 of the South harbour as an interim measure to handle con- 
tainers. 

Manila International Port: New terminal to be constructed at the 
South end of the North harbour. The first phase is to be completed 
and operational by mid-1976. The depth of the entrance channel 
and basin to be maintained at a minimum of 40 ft. 

Phase 1. Container terminal - length 650 metres. One gantry crane, 
capacity 35 tons. 

Phase 2. A second gantry crane, capacity 35 tons. A liquid tank 
farm for molasses, coconut oil and chemicals. A grain silo with 
conveyor and pneumatic systems. Length of berth 350 metres. 
Storage for coconut oil in tanks, total capacity 10,000 tons. Storage 
for grain in 20 concrete silos each with a capacity of 1,000 tons. 
ra bg Head of Port Operations Service, Bureau of 

ustoms. 


AGENT: Smith, Bell & Co. Inc, POB 311, 5th Floor, Domestic Build- 
ing, Bonifacio Drive, Port Area, Manila. 
Tel: 49-21-11. Telex: RCA 722566. Cables: SHIPPING MANILA. 


MASAO: 09.00 N. 125.29 E. 


DOCUMENTS: 

7 copies of Inward Foreign Manifest. 

2 copies of Crew List. 

Passenger List. 

Narcotics List. 

Curio or Personal Effects List. 

Stores List. 

Vessels General Information List. 

Money List. 

Firearms List. 

Parcel Lists 
PILOTAGE: Pilotage is compulsory and appropriate notice should 
be sent to the Masao Pilots’ Association at least 24 hours before the 
arrival of the vessel. 
ANCHORAGE: The anchorage is wide and deep enough to accom- 
modate as many as twenty vessels at one time. 
RADIO: Any commercial radio systems would be sufficient, such 
as Globe, or Mackay or RCA. 
TUGS: At Magallanes Bay, where majority of foreign vessels dis- 
charge, tugs are not needed, as anchorage is done along the stream. 
But at Nasipit, the pilot launch will handle the lines for mooring. 
BERTHING: Vessels work cargo to lighters in Magellanes Bay. At 
Nasipit: Copra loading. 
STEVEDORES: No particular ETA advices necessary; exporters 
will handle the advice of their stevedores. 
MEDICAL: Necessary for Agents to receive advance notices for 
medical attention required; hospitals to handle major medical 


cases. 
FRESH WATER: This is available at Nasipit, but notice should be 
given to the Agent who in turn will serve notice to Messrs. Nasipit 
Lumber Co. Water is delivered by truck. 

GANGWAY/DECK WATCHMEN: Available and recommended. 
OPENING/CLOSING HATCHES: This is normally carried out by 
members of the crew, but at Nasipit, in the case of American vessels, 
this is done by the stevedores, chargeable to the exporters. 
CUSTOMS ALLOWANCES: 200 cigarettes and a bottle of wine 
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for each crew member would be allowed during the duration of 

vessel's stay in port. Request for additional needs could be ar, 4 

by the Master through the Customs Inspector on board, ™ 

IDENTIFICATION CARDS: Necessary. 

CONSULS: None. Nearest at Cebu, and Manila. 

REPAIRS: All types of repairs on deck require the Permission 

the Collector of Customs. ' 

REPATRIATION: Can be arranged. 

AIRPORT: Distance to the airport is about 4 kilometres and 4 

are daily to Manila. Philippine Airlines, Filipinas Orient Airways 

their regular flights for Manila, Cebu, Cagayan de Oro, and p 

HOLIDAYS: Cargo can be worked on any day except New Ye 

Independence Day, 12th June, and Holy Week. 

SHORE LEAVE: Allowed. 

pot hota ich fe The Collector of Customs, Port of Masao, Buty 
ty. 


SAN FERNANDO, Luzon: 16.37 N. 120.17 E. 


DOCUMENTS: 

1 copy of Clearance issued by the last Port of Call. 

1 copy of Quarantine Clearance. 

2 copies of Crew List. 

2 copies of Crew Possessions’ List. 

2 copies of Stores List. 

2 copies each of Narcotic, Firearm, Passenger, Mail, Parcel, » 

Money Lists. 

5 copies of Inward Foreign Manifest. 

PILOTAGE: Send telegraphic message (through the ship Ags 
addressed to Port Pilot, San Fernando, La Union, Philippines; 
least 24 hours before expected time of arrival. This is the only mex 
by which the Pilot can be contacted. 

The moment the Pilot receives the 24-hour advance notice of ff; 
he is under constant watch for the vessel to appear outside the Hy 
bour. When vessel appears, he meets the same in an ordinary % 
Seat pi pda, which is painted white and bearing Internatioy 

ag “ ve 

The vessel, when calling the Pilot, flies the International Flag"? 
or sounds a signal of two long and one short blasts. 

The Pilot boards within 3 miles of the lower beacon. In case of ty 
weather or when pilot boat cannot be seen, the vessel can proceed) 
the quarantine anchorage as there is no specific anchorage 
vessels awaiting a Pilot. The Pilot does not go out during stom 
weather. He requires a rope ladder for boarding or disembarliy 
when the sea is rough. 

ANCHORAGES: The Port of San Fernando is one of the deep 
in the Philippines, and the quarantine anchorage as well as thee 
chorage for vessels waiting to dock at the piers can accommot# 
vessels up to 30,000 deadweight tons. 

MAX. SIZE: The maximum permissible tonnage of a vessel wht 
can be ordinarily accommodated at the piers is 10,000 tons irrespe 
tive of the length, breadth, draft, and kind of the vessel. The stater 
tide does not affect the dimensions of the vessels. However, vess#i 
with a tonnage of more than 10,000 tons up to 30,000 tons need tt 
aid of tug-boats so that they can be manoeuvred into the pier at 
HEALTH: To obtain pratique, the ship Master must advise thes 
Agent vessel's ETA in advance. The foregoing advice is W 
important because the ship Agent must in turn advise the quaw 
tine officer of the arrival of the vessel 2 to 3 hours before the ves# 
sails into port. When the vessel arrives at the quarantine anchor 
the quarantine officer boards and inspects the same, and if 
vessel is found to be free from all quarantinable diseases, pratigt 
is granted. Automatic pratique is granted only to naval vess# 
Pratique is no longer necessary when the vessel entering the pt 
has called at another port in the Philippines immediately bei 
proceeding to San Fernando. 

TUGS: It is the ship Agent of the vessel who furnishes tugs. Whe 
ever needed, the tug-boat normally joins the vessel near the p# 
while the vessel is docking and at the pier when the vessel is ¥ 
docking. 

BERTHING: All berths are alongside piers. 
STEVEDORES: ETA advices are useful but gangs can be eis! 
arranged even at short notice. The average load rate per gang 
men) per hour is 20 tons, while the average discharge rate is? 
tons. 

MEDICAL: It is always necessary for ship Masters to notify th® 
Agents of required medical attention at least 2 to 3 hours 
arrival. Hospital facilities are available. There are three hospitals’ 
the town of San Fernando. Vaccination/Fever Certificates ae ® 
quired, especially those against cholera, smallpox, and yellow fet 
TANKERS: There are no berths available for the exclusive ust 
tankers. Existing facilities for unloading oil have been instal® 
alongside the piers by private oil companies for their own usé 
FRESH WATER: Supply of fresh water is available at the gove® 
ment pier by pumping from shore-side to vessel at the rate 
tons per hour. 

FUEL: All grades can be readily supplied by any of the oil compat® 
with oil depots in the port area. ; 
DEVELOPMENTS: There is an ambitious programme to imp 
the marine terminal of the port which, among other things, inc! 
reclamation and construction of additional storage facilities. | 
on the breakwater, marginal wharf for fishing boats, and an in 
trial estate complete with a new pier, as well as the removal of W 
(parts of sunken ships) inside the harbour are expected. 
GANGWAY/DECK WATCHMEN: The employment of gang"® 
deck watchmen though not compulsory is recommended. 
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ING/CLOSING HATCHES: An additional charge for this 
js imposed if carried out by stevedores. The crew can, however, 
A eriFIGATES:: Those required are: 
Certificate of Registration. 
Certificate to Operate. : ; 
Certificate of Officers and Engineers (Licenses). 
cers and Crew-Seaman's Book. 
sTOMS ALLOWANCES: 200 cigarettes for each crew mem- 
and one bottle of liquor for each crew member. 
DENTIFICATION CARDS: Absolutely needed. 
CONSULS: None at San Fernando. a tis 
REPAIRS : Deck and engine repairs are limited only to re-winding, 
yading, fixing electrical devices and connections, patching, and 


inting. 
sey DOCKS: Except for the dry dock maintained and operated by 
ioe Atlantic Gulf and Pacific Company for the exclusive repair of 
Ss. Navy LCMs, no facilities of this nature in the port at present. 
REPATRIATION: Effecting crew changes and arranging neces- 

repatriation are carried out by the Immigration Office in the port 
wih the assistance of the ship Agent and the Foreign Embassy 

red. 
RPORT: An airport, which is served by the Philippine Air Lines 
sa daily schedule to and from Manila and other points in Northern 
iyron, is located about 1 kilometre from the pier area. 
TIME: Local Civil Time is8 hours ahead of GMT. This time reckoning 
is constant throughout the year. 
HOLIDAYS: New Year's Day (January 1st); Bataan Day (April 9th); 
Holy Thursday (variable); Good Friday (variable); Labour Day (May 
js); Independence Day (June 12th); Republic Day (July 4th); All 
Saints’ Day (November 1st); National Heroes Day (November 30th); 
Christmas Day (December 25th); Rizal Day (December 30th). When 
uy holiday falls on a Sunday, the following day (Monday) is by law 
considered a legal public holiday. As a general rule, employees of 
the government in the Philippines do not work on Saturdays. 
POLICE/-AMBULANCE/FIRE: For Police and Fire, either call 
No. 99 (Phil. long distance tel.) or No. 0 (Gov't tel. System). For 
Ambulance, call directly for Lorma Hospital, Bethany Hospital or 
la Union Provincial Hospital on any of the two telephone systems 
above said. 
TELEPHONE: Facilities for placing telephones on board vessels 
we not available at present. 
SHORE LEAVE: Crew of vessels who are nationals of countries 
wth whom the Philippines maintains diplomatic relations can be 
diowed ashore after securing a pass from the Immigration Officer 
inthe port. Restricted aliens (citizens or nationals of Iron and Bam- 
boo Curtain countries) are not allowed on shore as a matter of 
policy. 
AUTHORITY: San Fernando Port Authority, San Fernando, 
Philippines, Tel. 2557. Cable address: “‘Poroport”. 


TACLOBAN: 11.15 N. 125.00 E. 


DOCUMENTS: 3 copies of the following required: 

Number of Crew Lists. 

Passenger Lists. 

Customs Documents. 

Health Documents. 

Manifests. 

Bills of Lading. 

Ship's Papers, etc. 
PILOTAGE: Notice of ETA of vessel must be given at least 24 
‘ours in advance and must be sent through cablegram direct to 
Collector of Customs, Tacloban City. 
ANCHORAGES: Safe anchorage: low tide, 17 ft. draft; high tide, 
tt. draft; area for anchorage, 300 ft. length. 
ot RESTRICTIONS: At the discretion of the Collector of 

stoms. 
ize Permissible length 300 ft. Draft low tide, 17 ft.; high 
HEALTH: Pratique is only necessary and required in the first port 
oa itis automatic when entering ports in the same country or 


RADIO: Radio communication of the Philippines, Inc., Manila. 

TUGS: Ship's Agent arranges tug's lines with watchmen. 

SERTHING: Inform Customs Collector at least 24 hours before 

rs of vessel so that berthing space can be reserved. 
EVEDORES: ETA advices should be furnished to stevedores 

‘rough ship's Agent. 

MEDICAL: Advance notice of required medical attention to ship's 

pgent essential. 

on WATER: Fresh water available delivered by water-tank 


cue: Not available. 

‘NGWAY/DECK WATCHMEN: Necessary for safety of vessel. 
OPEN Agent makes all necessary arrangements. 

‘at NG/CLOSING HATCHES: Normally carried out by steve- 


SHIP CERTIFICATES: All documents required by International 
Poing Rules and Regulations. 

TOMS ALLOWANCES: One carton cigarettes per week for 
— Wines/spirits at the discretion of the Collector of Cus- 


tons, 
DENTIFICA TION CARDS: Needed for inspection by Immigra- 
Officer, 


ee 
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REPAIRS: Not possible. 

REPATRIATION: Immigration Officer effects crew exchanges 
and arranging necessary repatriations. 

AIRPORT: Distance from airport, 9 kilometres, and is regularly 
served by airlines. 

TIME: GMT plus 8 hours. No alterations during the year. 
HOLIDAYS: Depending upon agreement with stevedores, work 
may be performed during holidays. 
POLICE/AMBULANCE/FIRE: All departments are within one 
minute's call from the harbour. 

TELEPHONES: Can be connected on board if required. 

SHORE LEAVE: Allowed. 

AUTHORITY: Collector of Customs, Port of Tacloban, Philip- 
pines. 


ZAMBOANGA: 06.54 N. 122.04 E. 


DOCUMENTS: 

1 copy of Clearance issued by the last Port of Call. 

1 copy of Quarantine Clearance. 

2 copies of Crew List. 

2 copies of Crew Possessions’ List. 

2 copies of Stores List. 

2 copies each of Narcotic, Firearm, Passenger, Mail, Parcel and 

Money lists. 

5 copies of Inward Foreign Manifest. 

PILOTAGE: Vessels approaching the port use International Code 
Signals for calling Pilot. 

Pilot Station: Telegraphic address is Zamboanga Pilots, Zam- 
boanga City. Estimate time of arrival (ETA) must be radioed 24 
hours in advance. Pilots always on duty. Pilot boat is wooden launch 
painted white with red trimmings and displaying the pilot flag. The 
exact area where a Pilot will board vessel is in the vicinity of Little 
Sta., Cruz Island, for vessels coming from West, and near the 
vicinity of Rio Hondo for vessels coming from East. Alternative area 
in the event of bad weather is in the vicinity of Zamboanga Pier at a 
distance of at least 1 mile either way. Vessels awaiting Pilot should 
not necessarily drop anchor, provided 24 hours notice of their ETA 
is given by local Agents or the Master, to the Zamboanga Pilots, for 
a Pilot is always on duty. 

ANCHORAGES: Owing to the steep bank, strong currents and 
hard, uneven bottom, there are no good anchorages off Zamboanga. 
However, anchorage may be made anywhere Southward of the wharf 
at a distance of about 3 cables from shore Eastward of an imaginary 
line from the Tide Indicator, at a depth of between 25 and 30 fathoms 
and giving 7 shackles of chain in the water. This will hold vessel even 
at strongest current of 6 knots. In the event of very bad weather the 
vessel should transfer her anchorage to Lamitan, a town 16 miles 
South-east of Zamboanga on the North coast of Basilan Island. 
MAX. SIZE: No limits for anchoring. For berthing, up to 32 ft. draft. 
HEALTH: Quarantine Officer will board the vessel for the necessary 
inspection of all crew on board. Thereafter he issues pratique, if and 
when he finds that there is no disease or fever on board. The pra- 
tique is valid until after the vessel departs to a foreign port. 
RADIO: Universal Telecommunication Service, the Capitol Radio 
Telecommunication, the Telefast Radio Communication, the Radio 
Communications of the Philippines and the Telecom, operated by 
the National Government for receiving and transmitting radio mes- 
sages night and day services. 

TUGS: The position where tugs normally join the vessel is in the 
stream and the usual ship's lines or tug's lines are used. There is no 
charge collected for the use of the tug’s lines. 

BERTHING: The Zamboanga Government wharf is about 800 ft. 
long with a depth at the latest survey of the following: East end 30 
ft.; mid-section 25 ft. and West end 21 ft. There is a private wharf at 
Baliwasan and vessels of 15,000 gross tons can dock there with the 
following limitations: Draft forward must not exceed 32 ft.; draft aft 
must not exceed 36 ft., upon completion of loading. Vessels docking 
at this wharf can only be docked at flood tide (current running East 
to West) and can only be undocked in the same manner. 

Two anchors must be used in berthing and vessels lay alongside 
the concrete pier port-side-to. This wharf in Baliwasan is for loading 
coconut oil and copra pellets only. 

TANKERS: There are four oil depots at Gavilan Pt. and at Bali- 
wasan. (Shell, Mobil, Esso and Caltex.) Max. tonnage of 4,000 gross 
with a draft of not more than 18 ft. can be moored for discharge. 
STEVEDORES: The Master of the vessel shall wire to the local 
Agents of the vessel so that a contract could be made with the 
shipper to arrange gangs. 

MEDICAL: It is necessary for Agents to receive advance notice of 
required medical attention. Hospital facilities are available at all 
times. Inoculations are also required by the Quarantine Officer 
upon boarding a vessel. 

FRESH WATER: Fresh water can be obtained only at night-time 
due to low pressure. If there is no available space at the Zamboanga 
Pier the vessel has to wait at the anchorage for a berthing space to 
get water supply. 

FUEL: Fuel, diesel, and crude oil available. 

FIRE PRECAUTIONS: Smoking is entirely prohibited on board a 
tanker entering this port. The Master must advise ali persons board- 
ing his vessel. 

DEVELOPMENTS: Improvements are carried out every year to 
the local wharf adding additional berths and dredging to increase 
draft. 

GANGWAY/DECK WATCHMEN: The services of watchmen are 
necessary to foil looters from boarding the vessel. 
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OPENING/CLOSING HATCHES: Normally opening and closing 
of the hatches are done by the crew, and if the job is done by steve- 
dores the vessel has to pay. 

CUSTOMS ALLOWANCES: 200 cigarettes per man. Upon arrival 
in port the cigarettes are sealed in a bonded store by the Customs 
authorities, and can be opened only upon permission granted by the 
Collector of Customs. 

IDENTIFICATION CARDS: All crew members to have identifi- 
cation cards for immediate identification in case of trouble while the 
crews are on shore. 

CONSULS: None available. 

REPATRIATION: Effecting crew changes and arranging neces- 
sary repatriation are carried out by the Immigration Office in the port 
with the assistance of the ship Agent and the Foreign Embassy 
concerned. 

AIRPORT: Distance from Zamboanga Pier to the airport is three 
kilometres. Served by regular airlines. There is a daily flight from 
Zamboanga to Manila by Philippine airlines. 

TIME: Local Civil Time is 8 hours ahead of GMT. This time reckon- 
ing is constant throughout the year. 

HOLIDAYS: Cargo work can be arranged with the Stevedoring 
Company through the shipper to work during holidays, including 
Sundays. 

POLICE/AMBULANCE/FIRE: Police Department, tel. 06; Ambu- 
lance, Zamboanga General Hospital, tel. 08; and Fire Department, 
tel. 00. 

TELEPHONES: Telephones cannot be installed on board when 
docked at the pier as is not allowed by the City Government. 
SERVICES: Special services may be available, e.g. tank-cleaning 
equipment, facilities for discharge of tank-washings, compass 
adjusting, through representations to be made with the shipper or 
local Agent of the vessel. 

SHORE LEAVE: Crew members are allowed ashore upon permis- 
sion granted by the local Immigration Officer. 

AUTHORITY: The Collector of Customs, Port of Zamboanga, 
Zamboanga City, tel. 1103. 


Poland 


GDANSK: 54.20 N. 18.40 E. 


ICE: Efforts made to keep port open all year round. Only in very 
severe winter are difficulties experienced. 
DOCUMENTS: 

12 copies Cargo Manifest. 

2 copies Bills of Lading. 

Discharge Books to be collected for presentation. 

Ship's Register. 

Maritime Declaration of Health. 

Ship's Articles/Crew List. 

Deratisation Certificate or exemption from Sanitary Certificates, 
covering food cargoes and/or of animal origin, destined for 
discharge here. 

Specification of Dangerous Cargo even if in transit. 

2 Stowage Plans. 

PILOTAGE: Compulsory. Boarding in Gdafisk road. Gdafisk pilot 
station available on VHF, Channel No. 14. 

ANCHORAGE: Gdansk roads up to buoys NP1, NP2. No tides. 
RESTRICTIONS: Approaches 36 to 40 ft. depth. 

MAX. SIZE: Maximum size of vessels permitted to enter: draft, 
33 ft. 6 in. brackish water; length, about 650 ft. 

HEALTH: Maritime Declaration of Health to be presented on arri- 
val. In the event of suspected disease, the vessel should wire to 
“Quarantine Gdansk," or via Agents. 

RADIO: Messages should be sent via Gdynia Radio. 
RADAR/VHF: Port Radar Service acting with pilot station, con- 
tactable on VHF Channel No. 14. 

TUGS: Join in Gdansk roads. Vessel's lines must be used. 


BERTHING: 

Name of Berth Length of Berth Depth alongside 
Wladyskawa IV Basin 1,190 metres up to 31 ft 
Westerplatte Defenders Quay 1,442 metres up to 34 ft. 
Oliva Quay 1,278 metres up to 31 ft. 


330 metres 30 ft. 

29 ft. 
(with pontoons, 
up to 38 ft. 8 in.) 


Post Office Defenders Quay 


Iron Ore/Coal Quay 1,612 metres 


Administration Quay 80 metres 19 ft. 
Anniversary of Republic Quay 1,076 metres up to 32 ft. 
Szczecinsie Quay 250 metres 27 ft. 
Timber Quay 510 metres up to 25 ft. 
Industrial Quay 350 metres up to 27 ft. 9 in. 
Bytom Quay 210 metres up to 23 ft. 
Chemists Quay 250 metres up to 36 ft. 


BULK HANDLING FACILITIES: Bulk and liquid sulphur handled 
at Post Office Defenders Quay. 

Coal/Ore quays equipped with seven 10-ton cranes and ten ore 
bridges of 15 tons capacity, wagon tipper and coal belt conveyor 
with 380 tons per hour capacity. Grain elevator at Anniversary of the 
Republic Quay. 

A conveyor system for fertilisers in bulk at Chemists Quay. 

In the event of no accessible berth and/or grain elevator not being 
available, such bulk cargoes discharged by grabs. Vessels should 
be suitable for grab discharge. 


556 


North Port Bulk Terminal: Coal-handling facilities cap 
receiving vessels up to 100,000 dwt. Maximum daily loading . 
50,000 tons. OR 
STEVEDORES: As gangs for the following day must be 
before 1100, vessel's ETA should reach the Agents releva 
advance. mi 

Stevedores work 24 hours per day, which is considered jy 
between 2300 to 2300 following day. First shift from 2300 to 
second shift from 0700 to 1500, third shift from 1500 to 2300, 
works Sundays and holidays at premium rates. ‘ 
MEDICAL: No special notice required. Full hospital facili, 
available. 

DENSITY: Salt contents: 0.54%. 

FRESH WATER: Available at hydrants. 

FUEL: Heavy, intermediate and thin fuels, marine diesel oils 
gas oils available ex-shore installation or lighter. 48 hours tn 
required. 

DEVELOPMENTS: A new terminal for handling liquid Cargo» 
be operational during 1975. The terminal will be able to rete 
vessels up to 150,000 dwt. 

GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Normally carried out by stey 
dores, crew allowed to handle. 

CERTIFICATES: 

Load Line Certificate. 

Cargo Gear Certificates. 

CUSTOMS ALLOWANCES: For 3 days — 160 cigarettes or} 
cigarettes or 30 cigars or 150 gm. tobacco per crew member. May 
is allowed double ration. 1 bottle wine and one bottle of spirits, 
crew member for each three days. Master is allowed doy 
ration. 

IDENTIFICATION CARDS: Each member must be in possess» 
of a valid Discharge Book/Sailors Book, and will receive a sepup 
shore permit issued by the Immigration Authorities, entitling hin; 
go ashore within the area of Gdynia/Sopot/Gdarsk. 
CONSULS: 

Chinese Peoples Republic Consulate General, tel. 41-64-76, 

German Democratic Republic Consulate General, tel. 4143-4 

Soviet Consulate General, tel. 41-06-13. 

Swedish Consulate, tel. 41-05-15. 

REPAIRS: All types of deck and engine repairs performed) 
specialised ship repair yard. 

Floating docks: No. 1, 6,400 tons lifting capacity, dim. 135x i) 
m. No. 2, 8,000 tons lifting capacity, dim. 156 27,20 m. No. 3, if 
tons lifting capacity, dim. 176 28,00 m. One floating jack of i) 
tons capacity and three minor docking pontoons. 
REPATRIATION: Crew change and repatriation can be arrange: 
AIRPORT: Gdansk Airport. 

TIME: Middle European Time, which is 1 hour ahead of GY 
throughout the year. 
HOLIDAYS: New Year's Day (January 1st); Easter Sunday (m 
able); Easter Monday (movable); Labour Day (May 1st); Com 
Christi (movable); National Holiday (July 22nd); All Saints’ } 
(November 1st); St. Barbara, only for workers loading coal. (Dece 
ber 4th); Christmas Day (December 25th); Second Christmas & 
(December 26th). On Christmas Eve and New Year's Eve, worl: 
generally suspended at 1500. In justified and approved cases, of 
time on Sundays and holidays is arrangeable. 
TELEPHONES: Available on most general cargo quays. 
GENERAL: Cargo is handled around the clock in 3 shifts of 8 how 
each. Saturdays are full working days. Sunday and holiday it 
ruptions last from 2300 on Saturdays or days before holidays, # 
terminate at 2300 on Sundays or holidays. 
POLICE/FIRE/AMBULANCE: Police: Gdarisk-Nowy Port, Wie 
slawa IV-3, tel. 31-48-61; Ambulance: Gdansk-Wrzeszcs, Al. 2 
ciestwa 49, tel. 41-10-00; Fire: Gdarisk-Nowy Port, Na Zaspy! 
alarm phone tel. 41-22-22. 
AUTHORITY: Harbour Masters Office, (Kapitanat Portu Gdats 
Sita tee Port, Bugaj, tel. 430510. Cables: Kapitanat Po 
dansk. 


AGENT: Morska Agencja, Harbour Office Gdansk, Oliwska ® 
Gdansk-Nowy Port. Tel. 430-921 (day and night service). Tet 
051-641. 


GDYNIA: 54.32 N. 18.34 E. 


ICE: Efforts made to keep port open all year round. Only in® 
severe winter are any difficulties experienced. 
DOCUMENTS: 

12 copies Cargo Manifest. 

2 copies B/Lading. 

Discharge Books to be collected for presentation. 

Ship's Register. 

Ship's Articles/Crew List. 

Maritime Declaration of Health. 

Deratisation Certificate. j 

Sanitary Certificates covering food cargoes and/or of ai@ 

origin, destined for discharge here. 

Specification of Dangerous Cargo (even if in transit). 

2 Stowage Plans. / 
PILOTAGE: Compulsory. Boarding in Gdynia roads. Gdynia 
station available on VHF in Channel No. 12. Traffic around the 
ANCHORAGE: Gdynia roads at buoy GD, up to 200-500 m. of * 
entrance. No tides. 

RESTRICTIONS: Depth in approaches 30 to 40 ft. 
MAX. SIZE: Maximum size of vessels permitted to enter: & 


» 


4.6 in., brackish water; in addition 1 lightening berth for 37 ft. 
lable. 
wat Maritime Declaration of Health to be presented on arri- 
jn the event of suspected disease the vessel should wire 
gantine Gdynia" or via Agents. ; ‘ 
plo: Message should be sent via Gdynia Radio. Port Radar 
ce acting with the pilot station, contactable on VHF, Channel 
Wo. 12 Gdynia. Contact Agent VHF Channel 8. ; 
gS; Join vessel in Gdynia roads. Vessel's lines must be used. 


HERTHING : 


Name Length Depth alongside 
pomeranian Quay 629 metres 17 ft. 9 in. 
siesian Quay 434 metres 27 ft. 7 in. 
Swedish Quay 715 metres 28 ft. 
Danish Quay 562 metres 26 ft. 

Dutch Quay 397 metres 32 ft. 
Finnish Quay 190 metres 26 ft. Zin 
Polish Quay 1,130 metres 28 ft. 
Rotterdam Quay 310 metres 23 ft. 

indian Quay 1,018 metres 28 ft. 6 in 
peace Fighters Quay 817 metres 26 ft. 
Crechoslovakian Quay 214 metres 26 ft. 
Romanian Quay 864 metres 28 ft 
Hungarian Quay 215 metres 25 ft 

French Quay 

passenger terminal) 398 metres 38 ft. 
Belgian Quay 125 metres 26 ft. 6 in. 
Harbour Quay 173 metres 28 ft 

Wenda Quay 80 metres 21 ft 
Norwegian Quay 262 metres 25 ft 


Yugoslavian Quay 183 metres é : 

BULK HANDLING FACILITIES: Coal conveyor at Danish Quay 
capacity 400 tons per hour. 

Container terminal at Polish Quay equipped with 40-ton multi- 
purpose crane. 

Grain elevator at Indian Quay. A special terminal at the same quay 
for handling aluminium oxide in bulk, through floating elevators. 

Bulk cargoes handled by grabs at other quays. 
STEVEDORES: As gangs for the proceeding day must be ordered 
»y 1100, vessel's ETA should reach the Agents relevantly in advance. 
MEDICAL: No special notice required. Full hospital facilities avail- 


adie. 
TANKERS: Berth in No. 4 basin. Maximum draft 31 ft., brackish 
water. 
DENSITY: Salt content: 0-73 per cent. 
FRESH WATER: Available ex-hydrants. 
FUEL: Heavy, intermediate and thin fuels, marine diesel oils and gas 
ols available ex-shore installation or lighter. 48 hrs. notice required. 
DEVELOPMENTS: Dredging along various quays in progress to 
increase draft allowed. 
WATCHMEN: Recommended. 
HATCHES: Opening/closing hatches normally carried out by 
sevedores, but crew allowed to handle. 
CERTIFICATES: 

Load Line Certificate. 

Cargo Gear Certificates. 
CUSTOMS ALLOWANCES: For each three days — 160 cigarettes 
wN cigars or 150 g. of tobacco per crew member, Master is allowed 
touble ration. 1 bottle wine and one bottle of spirits per crew mem- 
te for each three days. Master is allowed double ration. 
\DENTIFICATION CARDS: Each member must be in possession 
ttavalid Discharge Book and will receive a separate shore permit 
ssued by the Immigration Authorities entitling him to go ashore 
wihin the area of Gydnia-Sopot-Gdansk. 


CONSULS: 
Belgian V. Consulate tel. 21-27-74 
Brazilian V. Consulate » 21-61-31 
Dutch Consulate » 21-13-14 
Finnish Consulate » 51-50-52 
Italian V. Consulate » 21-51-15 
Swedish & Norwegian Consulate General ,, 21-11-36 


REPAIRS : All types of deck and engine repairs performed by 

Specialised ship repair yard. 

DRY DOCKS: Two floating docks of a lifting capacity of 3,500 and 

tons. 12 slipways of 150 tons lifting capacity each. 

REPATRIATION : Crew change and repatriation arrangeable. 

TREORT:: Gdafisk Airport, situated 20 km. from Gdynia. 

, ME: Middle European Time, which is 1 hour ahead of GMT, kept 

Heahout the year. 

SUDAYS : New Year's Day (January 1st); Easter Sunday (mov- 

oe Easter Monday (movable); Labour Day (May 1st); Corpus 

aisti (movable); National Holiday (July 22nd); All Saints Day 

oe ist); St. Barbara (only for workers loading coal) (Decem- 

0 sth); Christmas Day (December 25th); Second Christmas Day 
*cember 26th). On Christmas Eve and New Year's Eve work is 

erally suspended at 1500. In justified and approved cases over- 

POLIC Sundays and holidays is arrangeable. 

te CE/FIRE/|AMBULANCE: Police: Gdynia, Chrzanowskiego 

Byes 22-83; Ambulance: Gdynia, Zwirki i Wigury 14, tel. 21-10-00; 

re nas Chrzanowskiego 17, Alarm 21-33-33. 

GENE HONES: Available on most general cargo quays. 

tach RAL: Cargo is handled around the clock in 3 shifts of 8 hrs. 
rt, Saturdays are full working days. Sunday and holiday inter- 
arid last from 2300 on Saturdays or days before holidays and 

rl Then at 2300 on Sundays or holidays. 

Pols ORITY: Harbour Masters’ Office. (Kapitanat Portu Gdynia), 

42. Tel. 21-65-51. Cables: Kapitana Portu Gdynia. 


POLAND 


AGENTS: Morska Agencja, Head Office, Pulaskiego 8 - Gdynia. 
Tel. 21-49-51 (9 lines) - working from 0730 to 1530 hours. Telex: 
054-301. Cables: ‘MAG Gydnia”. 

Harbour Office Gdynia, Rotterdamska 3 — Gdynia. Tel. 21-26-42 
(day and night service). Telex: 054-376. 


SZCZECIN, including Swinoujscie: 53.25 N. 


DOCUMENTS: 
12 copies of Cargo Manifests. 
2 copies B/Lading. 
Discharge Books to be collected for presentation. 
Tonnage Certificate. 
4 copies of Crew List. 
Maritime Declaration of Health. 
Provision List. 
Deratisation Certificate. 
Sanitary Certificate covering food cargoes and/or of animal 
origin destined for discharge here. 
Specification of Dangerous Cargo (even if in transit). 
2 copies Stowage Plans. 
PILOTAGE: Contact pilot station, VHF Channel 12, Working. 
Channel 26 or 27, call sign Polbroker. Light and sound signals used 
according to international rules. The Pilot is taken on board at the 
anchorage. Pilot compulsory. 
MAX. SIZE: Max. draft at Swinoujscie, 36 ft.; max. draft at Szczecin, 
28 ft.; max. length at Swinoujscie, 210 m.; max. length at Szczecin, 
180 m. 
HEALTH: All ships arriving Szczecin from South of Cap Finistere 
are subject to sanitary inspection. 
RADIO: Szczecin Radio, SPE 2182 Hc/s. Medium frequencies. 
TUGS: For ships over 1,500 grt, one tug compulsory. Over 3,000 
GRT, two tugs compulsory. Normally tugs join the vessel at the 
limits of the port of Szczecin to Kra quay. 
BERTHING: Swinoujscie: Portowcow Quay: quay length 215 
metres, depth alongside 36 ft. 
Gornicow Quay: quay length 250 metres, depth alongside 36 ft. 
Special coal handling installations with capacity up to 33,000 
metric tons per day. 
Wladyslawa IV Quay: 554 metres length, up to 31 ft. depth along- 
side. 


14.32 E. 


Szczecin: 

Name Length Depth alongside 
Katowickie Quay 434 metres up to 28 ft. 
Chorzowskie Quay 290 metres up to 28 ft. 
Gliwickie Quay 263 metres up to 27 ft. 
Bytomskie Quay 330 metres up to 28 ft. 
Coal Conveyors Jetty 188 metres up to 28 ft. 
Walbrzyskie Quay 263 metres up to 28 ft. 
Bydgoskie Quay 110 metres up to 16 ft. 
Poznanskie Quay 65 metres up to 16 ft. 
Gornoslaskie Quay 330 metres up to 28 ft. 
Noteckie Quay 315 metres up to 20 ft. 
Sosnowieckie Quay 100 metres up to 21 ft. 
Parnica Quay 300 metres up to 20 ft. 
Czechoslovackie Quay 1,020 metres up to 28 ft. 
Grain Quay 201 metres up to 28 ft. 
Romanian Quay 1,212 metres up to 26 ft. 
Greek Quay 630 metres up to 19 ft. 
Soviet Union Quay 330 metres up to 26 ft. 
Turkish Quay 104 metres up to 13 ft. 
Starowka Quay 940 metres up to 19 ft. 
Huk Quay 267 metres up to 20 ft. 
Regalica Quay 210 metres up to 18 ft. 


BULK HANDLING FACILITIES: Coal conveyor belts with 
loading capacity 800 tons per hour. 

Two grain elevators capacity 50,000 tons. 

At Swinoujscie, two automatic conveyors for coal capacity 2,000 
tons per hour. 

STEVEDORES: 24 hours ETA required to arrange gangs. 
MEDICAL: Doctors and hospital facilities available. 

TANKERS: Max. draft at Swinoujscie, 34 ft.; max. draft at Szczecin, 
21 ft. All empty tankers have to give 24 hour ETA advice whether 
they are gasfree and name of last cargo carried. No residue dis- 
charge facilities. 

DENSITY: 1000. 

FRESH WATER: Available from water boat, or directly from a 
quay hydrant. For deliveries of less than 5tons, the minimum charge 
is as for 5 tons of water. For the supply of water on Sundays and 
holidays a surcharge of 25% to be levied. 

FUEL: All grades of Shell fuel oil and Castrol marine lubricants. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Normally opened by crew. 
SHIP'S CERTIFICATES: 

Health Certificate. 

Tonnage Certificate. 

Trimming Certificate (Polish form) — if vessel loads coal/coke. 
CUSTOMS ALLOWANCES: Each man - 160 cigarettes and one 
bottle of spirit. Captain allowed double. 

CARGO GEAR: No additional requirements; all gear supplied by 
stevedores except rain tents. 

IDENTIFICATION CARDS: Each member must be in possession 
of a valid Discharge Book and will receive a separate shore permit 
issued by the Immigration Authorities entitling him to go ashore 
within the city area. 
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i. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


CONSULS: Swedish Consulate, Soviet Union V. Consulate, 
Czechoslovak Consulate. 

REPAIRS: All types of deck and engine repairs. Two ship repair 
ards. 

DRY DOCKS: Floating docks with lifting capacity of 8,200 tons, 

5,500 tons 3x 1700 tons, 900 tons, 650 tons. 

REPATRIATION: Crew changes and arranging repatriation can 

be done. 

AIRPORT: 45 km. from Szczecin. Regular lines to Warsaw and 
Krakéw twice a day. From Warsaw communication between almost 

every main airport in Europe. 

TIME: GMT plus one hour; no alterations. 

HOLIDAYS: New Year's Day (January 1st); Easter Monday; Labour 
Day (May 1st); Corpus Christi; National Holiday (July 22nd); All 
Saint's Day (November 1st); St. Barbara (only for workers loading 

coal, December 4th); Christmas Day (December 25th); Boxing Day 

(December 26th). 

On Christmas Eve and New Year's Eve work is generally suspended 
at 1500. In justified and approved cases overtime on Sundays and 
holidays is arrangeable. 

POLICE/FIRE/AMBULANCE: Police, 997; Port Police, 8068; 
Ambulance, 999; Fire Brigade, 998. 

SHORE LEAVE: Allowed. 

AUTHORITY: Kapitanat Portu Szczecin, Jana z Kolna Street. 
Tel. 2 65 57. 


AGENT: Morska Agencja w Szczecinie - Plac Batorego 4 PO Box 
606. 70-207 Szczecin. Cable address “Polbroker". Telex 042247. Tel. 
46948, 45235. 

Harbour Office at Szczecin - day and night service: Telex 042335. 
Tel. 88067, 39113. 

Harbour Office at Swinoujscie — Telex 042430. Tel. 3257. 

Harbour Office at Kolobrzeg — Telex 05337. Tel. 2788. 


Portugal 
AVEIRO: 40.39 N. 08.45 W. 


PORT LIMITS: A vessel is considered “arrived” when she arrives 
2 miles from the roads entrance. 
DOCUMENTS: Health Certificate. 

5 Crew Lists. 

4 Lists of Passengers Disembarked. 

2 Lists of Passengers in Transit. 

5 Cargo Manifests. 

1 Manifest of Cargo in Transit. 

1 Provision List and Spares. 

PILOTAGE: Send ETA to Agent by cable, 24 hours before arrival. 
Enter port as from 3 hours before high tide until high tide time. 
Entrance depending on sea conditions and ship's draft. Contact 
Aveiro Pilots frequency 2182 and listen on frequency 2132 on the 
following periods: 09.05/09.15, 11.05/11.15, 15.05/15.15, 17.05/17.15 
focal hour. 

Pilots can be contacted by VHF Channel 16 during the same 
periods. 

Pilot boat displays white flag, surrounded by narrow blue stripe, 
with black *P" in the centre. Pilotto be taken on board about 1 mile 
West of harbour entrance; vessel awaiting pilot can anchor there, if 
weather permits. 

Pilot station, located close to Aveiro lighthouse, hoists black 
cylinder on signal mast when entry not possible due to bad weather 
or any abnormal cause. Pilot station has radar that can assist 
vessels during approach to harbour entrance. 

ANCHORAGES: Anchor W. of North Pier, at a distance of more 
than 2 mile. 

RESTRICTIONS: Subject tide and bar conditions. Entering and 
sailing only during daylight. 

MAX. SIZE: Maximum draft between 16 to 18 ft. dependent on tide. 
Maximum length 85 metres. 

HEALTH: Free pratique automatic for vessels coming from other 
Portuguese and Continental ports. Vessels coming from other 
countries; Health Certificate must be delivered to Agent. 

RADIO: Call Aveiro Pilots during the hours above indicated, under 
“Pilotage’”. Radio station is Lisboa Radio. 

TUGS: Two tugs. One of 200 h.p. and one of 500 h.p. 
SPECIALISED CARGO-HANDLING FACILITIES: A terminal 
for handling wine; another for the handling of chemicals and a 
further one for handling liquid gas. 

STEVEDORES: Advise Agent 24 hours before vessel's arrival. 
MEDICAL: Hospital and clinics in town. Advance notice not 
required. Required vaccination certificate, and when ship comes 
from affected regions, also yellow fever certificate. 

TANKERS: Private quay of SACOR used by small-sized tankers. 
DENSITY: About 1028. 

FRESH WATER: Supplied by barges or tank-car. 20 tons per hour. 
FUEL: Only diesel available. Smaller quantities supplied from 
trucks. Otherwise, from SACOR's private quay (pipeline). 
DEVELOPMENTS: Dredging harbour entrance. 
GANGWAY/DECK WATCHMAN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Work usually done by crew. 
CUSTOMS ALLOWANCES: 50 grams tobacco, and one bottle 
wine/spirits for each man. 

CREW IDENTIFICATION CARDS: Crew members going ashore 
will need a special card issued by State Police. Ship's agent takes 
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these cards aboard, where they are fiiled in accordance with 
list. See “Lisbon”. bs) 
CONSULS: Nearest Oporto, 60 km. 
REPAIRS: Minor repairs can be carried out. 
DRYDOCKS: One for vessels up to 1200 dw. 
REPATRIATION: No difficulties for crew repatriations, 
AIRPORT: Pedras Rubras (Oporto airport) at about 60 
2 flights per day to Lisbon and 1 flight per week to London, "* 
Lisbon airport at 250 km. is served by regular airlines Covering 
the world. N 
TIME: Local time is GMT plus one hour all year round, 
HOLIDAYS: New Year's Day; Portugal's day (10th dune); » 
May (Municipal holiday); Corpus Christi (movable); Agcz, 
Day; Proclamation of the Republic (Oct. 5th); All Saint's 
(1st Nov.); Independence of Portugal (1st Dec.); Immaculate 
ception (8th Dec.); Christmas Day. No work allowed on Christy 
Day and New Year's Day. 
POLICE: Police 22022; Ambulance 115; Fire 22333, 
TELEPHONES: None available on board. 
SHORE-LEAVE: Crew allowed ashore. 
DELAYS: As a tidal port, arrivals respectively sailings Suby 
tides. Delays may occur owing bad weather especially the win 
months. 
AUTHORITY: Maritime, Capitania do porto de Aveiro, Avs 
Dr. Lourenco Peixinho, 2 - Aveiro. Tel. 23657. 
Administrative, Junta Aut6noma do Porto de Aveiro, Avenida} 
Peixinho, 110,2°, Aveiro. Tel. 24091. 


AGENTS: A. J. Goncalves de Moraes, Lda., Av. Dr. Loum 
Peixinho, 49 - Aveiro. Tel. 24550. Telex 2690. Agents, Charte 
and Brokers, Insurance Agents, Travel Agents, Stevedores, 


FIGUEIRA DA FOZ: 40.09 N. 08.52 W. 


DOCUMENTS: 

Health Certificate (the Pilot supplies form). 

5 Crew Lists. 

4 Lists of Passengers Disembarking. 

2 Lists of Passengers in Transit. 

5 Cargo Manifests. 

1 Manifest of Cargo in Transit. 

Provision and Spares List. 

2 copies each Bill of Lading. 
PILOTAGE: Send ETA to Agent by cable 24 hours before are 
Convenient try arrive one hour before high tide. Call Figueira-Pe 
ae 2182 and listen on frequency 1785. Await Pilot + milete 
the piers. 
ANCHORAGES: South of N.W. Azimuth of North Pier,¢ 
distance of more than $ mile. 
RESTRICTIONS: No services during night. 
SIZE OF VESSEL: Maximum draft 12 ft. Maximum length 65 mee 
HEALTH: Free pratique authorized for vessels coming fromot 
Portuguese Continental ports. For vessels coming from ot 
countries, Health Declaration supplied by the Pilot must be fillet: 
TUGS: Pilot boat serves as tug. Tug hawser must be used, 
STEVEDORES: Advise agent 24 hours before arrival. 
MEDICAL: No prior advice is necessary. All medical faciltt 
available. 
DENSITY: About 1028. 
FRESH WATER: Each quay has its own installations. 
FUEL: Only diesel available. 
DEVELOPMENTS: Dredging works are foreseen as well a? 
building of a new commercial quay. 
GANGWAY/DECK WATCHMEN: Available but not compult? 
OPENING/CLOSING HATCHES: Work usually done by cret 
CUSTOMS ALLOWANCES: No limit, but must be declared. 
IDENTIFICATION CARDS: See Lisbon. 
CONSULS: France, Spain and Great Britain. 
REPAIRS: Only minor repairs. 
REPATRIATION: No difficulty in crew repatriations. 
TIME: Local time is GMT plus one hour all year round. 
HOLIDAYS: New Year's Day; Portugal's Day (10th June); Com 
Christi (movable); Ascension Day; Proclamation of the Rep 
(5th Oct.); All Saints' Day (1st Nov.); Independence of Porw 
(Dec. 1st,); Immaculate Conception (8th Dec.); Christmas Daj! 
work allowed on New Year's Day and Christmas Day. 
POLICE: Police 22022; Ambulance 22122; Fire 22122. 
SHORE LEAVE: Crew allowed ashore. 
DELAYS: As a tidal port, arrivals respectively sailings su 
tides. Delays may occur owing bad weather especially during ¥* 
months. 
AGENTS: A. J. Goncalves de Moraes, Lda., Rua da Repub 
262 - Figueira da Foz - Portugal. Tel. 22584. Telex: 1707. A 
Chartering and Brokers, Insurance Agents, Travel Agents, 
dores. 


LEIXOES and OPORTO (Douro River): 
Leixoes: 41.11 N. 08.43 W. Oporto: 41.09 N. 08.37 W. 


DOCUMENTS: 
Health Certificate. 
5 Crew Lists. 
Provision List — ship and individual. ' 
Tobacco Declaration and Entrance Forms supplied by Age 
arrival. 
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fests and two copies of each B/L concerning cargo to be 
: ed. 
geet Manifest if cargo in transit exists. 
! TAGE: Always compulsory for ships calling Oporto (Douro 
and LeixSes. Approximate ETA should be given to Agent 
oo e notice. Contact radar station or pilot station VHF at 
oon Channel 16. Boats black, white flag. Pilots to be taken on 
pal in the roads. Entering or sailing Douro River only during 
aight and subject to tide. 
CHORAGES: Leixdes in the roads or outer-harbour. Douro in 
or river. 
TRICTIONS: Douro: subject tide and bar conditions. 
wax §|ZE: Douro River: Maximum draft 18 ft. on HWST and 16 ft. 
@ HWNT. - 82 metres long. ; 
[eiroes ; Can accommodate tankers up to 50 ft. draft subject to tide. 
LTH: Free pratique authorized for vessels coming from other 
portuguese Continental ports. For vessels coming from other 
yatries, Health Declaration supplied by the Pilot must be filled in, 
ed delivered to the Agent. qu 
gadl0: Within 50 miles Estag¢ao Radar Leix6es, or through Lisbon 
jo Station. 
ae: Normally join the vessel: At Lejxoes: in the outer harbour 
gto 800 grt; from 800 up to 2,000 grt 1 tug compulsory. Over 2,000 grt, 
tor more tugs required, ; , My 
“4 Douro River: as a rule service necessary on arrival/sailings. 
thus join the vessel after passing the bar. 
SERTHING: Subject availability berth. F : 
CARGO HANDLING FACILITIES: Container Terminal at Dock 
jo, {, North side, equipped with one crane of 45 tons. Berth for 
uundiing liquid chemicals — South mole in the outer harbour. 
pRIDGES: Bridge at Leixdes between Dock 1 and Dock 2 opening 
larly. 
SEVEDORES: Ordered by Agents according berth and cargo. 
RADAR/VHF: Estacado da Radar de Leixdes, Contacts radar/ 
yHF, Range 50 miles. Channel 16. 
WEDICAL: Masters to advise by radio prior arrival if medical 
sendance required on board. Hospital facilities available. 
TANKERS : New pier at Leixoes for tankers up to 100,000 dwt. depth 
dongside 54 ft. South pier at Leixoes (370 metres). Maximum draft 


nit. 

DENSITY : 1026. 
FRESH WATER: Can be supplied by shore installations or barge, 
xeording to quay. 

FUEL: All grades available. Supplied by trucks or pipeline. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Work always done by crew. 
CERTIFICATES: Ship register. 

Safety Radio. 

Safety Equipment. 

Load Line and Derating Certificates. 
\DENTIFICATION CARDS: See Lisbon. 


CONSULS: 

Austria tel. 32328 Ireland tel. 681934 
Belgium » 23508 Italy » 26243 
Bolivia » 391111 Japan », 390092 
Brazil » 24463 Monaco » 29026 
Chile » =28421 Norway », 27243 
Colombia » 40506 Panama » 22744 
Costa Rica » 36773 Peru » 23435 
Denmark », 933655 Spain » 25213 
fcuador » 36753 Sweden », 24867 
Finland », 20827 Switzerland », 26742 
France », 23349 South Africa ig 
Germany » 29475 U.S.A. » 63094 
Great Britain 22442 Thailand », 24867 
Greece », 22277 Turkey » 25150 
Guatemala » 60292 Uruguay » 32668 
Holland 24867 


oso All types of deck engine and electrical repairs can be 
carried out. 

2RY DOCKS: Only small dry docks available for fishing-boats. 
REPATRIATION: No difficulties for crew changes or re- 
patriations, 

AIRPORT: Distances: Oporto 17 km., Leixdes 7 km. Airport 
ved twice a day through Lisbon Airport. 

ME: GMT plus one hour and no alterations during the year. 
MOUIDAYS : New Year's day; Portugal's Day (10th June); Corpus 
“visti (movable); Ascension Day; Proclamation of the Republic 
3‘ Sth); All Saints’ Day (Nov. 1st); Independence of Portugal 
enh Immaculate Conception (Dec. 8th); Christmas Day. No 
bs allowed on Christmas Day and New Year's Day. 
JUCE/AMBULANCE/FIRE: Leixdes: Police 932032; Ambu- 
Hea 230016; Fire 930016. Oporto: Police 26821; Ambulance 
Te Fire 44121. 

PRTHONES : Only available at certain quays. 

RVICES: Limited tank-cleaning may be performed. Discharge 
rss eninas subject port authorisation. Compass adjusting 
iioke LEAVE: Crew allowed ashore. 

Tel amity: Administracao dos Portos do Douro e Leixées. 


ANTS: A. J. Goncalves de Moraes, Lda., Rua da Nova 

Tier ot 18 - POB 185 - Porto, Portugal. Tel. 28741 (14 lines). 
~ 1-2382. After office hours: Hugo L. Myhre 690481; Jorge 

les 13492501. Agents, Chartering and Brokers, Insurance Agents, 
* Agents, Stevedores. 
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PORTUGAL 


LISBON: 38.43 N. 09.11 W. (See Plan) 


PORT LIMITS: A vessel is considered to be an “arrived vessel” 
when, after entering the Tagus Estuary, she has left behind the 
alignment between the Torre of S. Juliao and the Torre of Bugio. 
DOCUMENTS: 

Health Certificate. 

6 Crew Lists. 

10 Passenger Lists. 

2 Lists of Articles heid by the crew: cameras, binoculars, radios, 

cigarettes, spirits, etc. 

2 Stores Lists. 

All to be signed by ship's Master. 

Certificates for vessels up to 500 tons: - tonnage register, loading 
and navigability certificates. For vessels over 500 tons: — tonnage 
register; loadline; radio; safety equipment and navigability certifi- 
cates. 

CARGO DOCUMENTS: 

10 Manifests. 

3 sets of Bills of Lading. 

For cargo in transit: 2 Manifests. 

PILOTAGE: Compulsory. Pilot boat anchored outside the river at 
Cascais Bay, day and night, but Pilot can also board vessel inside 
the river at Belem Station. 

Pilots are to be requested not less than 6 hours or more than 24 
hours prior to the ship's arrival, by a radiogram addressed to 
“Pilotos Lisboa", or by a radio call direct to the pilot boat stating 
ship's name, estimated time of arrival at the pilotage area, the 
station where ship wants to take a Pilot, and vessel's draft. Any 
vessel failing to correct her ETA or arriving more than 2 hours after 
her ETA may have to wait at Cascais before a pilot is available to 
board. 

Pilots can be contacted by VHF Channel 16, on permanent watch, 

and by radio-telephone 2182 kHz. 
MAX. SIZE: Depth alongside piers varying between 15 and 34 ft. 
HEALTH: Ordinary visit made at central area with vessel anchored, 
from 08.00 to sunset. Master may ask for free pratique to get ship 
moored immediately on arrival. For this, necessary to cable the 
Health Authorities, addressing cable as follows: Estacao Maritima 
de Lisboa, Rocha do Conde de Obidos, max./min. respectively 15/6 
hours prior to the ship's arrival. Text of cable: “ship's name, nation- 
ality, code (MIBDU), day and time of arrival" signed by the Master. 
RADIO: ETA to be advised by Master, to Agent, 24 and 12 hours 
before ship's arrival. Lisboa Radio: call sign CUL, medium and 
short waves by code 720, 22, 24. By VHF Channels 5, 9, 21, 16 and 19. 
SPECIALISED CARGO-HANDLING FACILITIES: Container 
Terminal at Santa Apolonia equipped with two portainers of 30 and 
36 tons respectively, side loaders, semi trailers, tractors, etc., 
depth 8-5 metres. 

Roll-on|roll-off Terminal at Alcantara for ferry boats and cargo. 

Grain Elevators and Silos at Poco do Bispo operated by Federacao 
Nacional dos Produtores de Trigo. Unloading by elevator up to 400 
tons per hour. 

Ore Terminal: At Barreiro there is a terminal for unloading ore 
from railway wagons to lighters, intended for carrying ore, in parti- 
cular, to the national steel works (Siderurgia Nacional). 

Cement Storage Terminal: This is at Poco do Bispo and is operated 
by Secil. 

TANKERS: Shell and Sonap berths exposed to 9 knot current. 
Essential to use good new mooring lines. 

Cabo Ruivo Terminal: This is operated, on a concession basis, by 
Soponata and has depths of 11 metres, capable of mooring tankers 
up to 65,000 dwt. alongside its jetty. 

Fuel Oil Facilities: The port of Lisbon fuel oil installations belong 
to private companies are concentrated along both banks of the 
Tagus at the following points: 

Sacavem and Cabo Ruivo (with oil refinery facilities), Montijo, 
Barreiro, Santa Iria, Porto Brandao, Porto dos Buchos. 

FRESH WATER: Usually supplied by barge unless vessel lying 
alongside a pier where water provided. 

FUEL: Shell, Esso, Sonap. These companies can supply through 
their own barges or alongside their private bunkering stations on 


pier. 
DEVELOPMENTS: In a second stage of the Santa Apolonia 
container terminal there will be a new wharf of 500 metres length, 
with water depths of 13-5 metres and a close levelled paved ground 
area of nearly 50,000 sq. metres will be prepared. This terminal will 
have, when completed, an 850 metres long wharf and a close paved 
area of 75,000 sq. metres. 

This second stage will also include two roll-on/roll-off berths, 
as well as lift-on/lift-off equipment. Itis operated by the Port Autho- 


rity. 

IDENTIFICATION CARDS: Crew members going ashore will 
need a special yellow card issued by Agent and stamped with police 
visa. The cards are supplied by Agent to be completed on board in 
accordance with crew list particulars. With these shore passes crew 
members may circulate between Lisbon and Cascais, and Lisbon 
and Sintra. 

Master and/or Owners will be fined Esc. $10,000 for any crew 
member found ashore without that card. A double fine will be 
imposed in case of reincidence. 

Similar cards, but white, are required for passengers in transit. 
CONSULS: Practically all countries are represented in Lisbon. 
REPAIRS: There are several repair workshops. The biggest is 
Lisnave Shipyard with several docks, one for vessels up to 300,000 
tons and a new dock where vessels up to 1,000,000 tons can be 
repaired. 
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AIRPORT: Within the Lisbon area. Regular International services. 
TIME: GMT. plus one hour No change during the year. 
HOLIDAYS: 1st January; 1st June; 10th June; 15th August; 5th 
October; 1st November; 1st December; 8th December; 25th 
December. 

AUTHORITY : Board of Administration. 


AGENTS: A. J. Goncalves de Moraes, Lda. Steamship and For- 
warding Agents. Tourist Department. 22, Rua do Alecrim-Lisbon 2. 
PO Box 2772. Tel. 34943 (20 lines). Telex 1296, 1297 and 1298. Cables: 
Amoras. VHF Radio, Channel 16. 


SETUBAL: 38.30 N. 08.55 W. 


DOCUMENTS: 

5 Crew Lists. 

5 Passenger Lists. 

Personal belongings of the Crew (portable radio, binoculars, 

cameras, etc.). 

Store List. 

Health Declaration. 
For cargo: Dangerous Cargo List. Cargo Manifest. Transit Cargo 
Manifest (if any). Copy of B/L. 
PILOTAGE: 2 hours before ETA vessel should call Setubal Pilot 
Station which listens day and night from every 3 min. to 15 min. past 
the hour and from 33 min. to 45 min. past the hour, in 2-182 kc/s. 
answering in 2-132 kc/s. Also during these periods VHF can be 
called on Channel 16. Lightening buoy situated approx. 1:5 miles 
from the Pilot Station House and 3 miles from Otdo lighthouse. 
There, the Pilot's boat will meet the vessel. 
ANCHORAGE: Only inside harbour with a Pilot aboard. 
RESTRICTIONS: No restrictions on night entry. At low tide 
vessels only up to 22 ft. draft. Max. draft 26 ft., length/breadth no 
restrictions. 
HEALTH: Free pratique automatically given when ships come from 
other Portuguese port. Otherwise, Health Certificate is to be handed 
over to Health Authorities during clearance procedures. 
RADIO: Call through Lisbon Radio. 
TUGS: One available. 
STEVEDORES: Ordered by the Agent some time in advance. 
MEDICAL: Prior to arrival and in order not to delay ship's clearance, 
Master should inform by radio if medical assistance required, this 
only in case of contagious or epidemic diseases. 
TANKERS: Shell Maritime installation with private pier. Discharge 
lines 4 in., 6 in. and 8 in. 
DENSITY: About 1016. 
FRESH WATER: Supplied from shore to all piers. 
FUEL: Ordinary fuel available at Shell Installation to ships holding 
contract with Shell; or fuel supplied from lorry if ship holds contract 
with other company. 
FIRE PRECAUTIONS: No smoking on deck or piers. 
GANGWAY/DECK/WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: By crew unless otherwise 
specified in C/P. Stevedores usually help. 
CUSTOMS ALLOWANCES: About 200 cigarettes and 2 bottles 
of spirits per man. 
CARGO GEAR: Supplied by stevedores. 
INDENTIFICATION CARDS: Supplied and filled in by the Agent. 
Crew members cannot leave Three Castles area (Setubal-Palmela- 
Sesimbra) without a special permit from International Police 
obtained through Agency. 


CONSULS: 
Holland tel. 22379 
Spain »» 22090 
Sweden », 22719 


Others at Lisbon. 

REPAIRS: Only small repairs. Lisnave shipyard and dry docks at 
Lisbon within about 50 miles. 

DEVELOPMENTS: Setenave is presently building a Shipyard 
for new building and repairs for very large ships in the estuary of 
Setubal. 

The facilities will consist of: 1 repair dock for ships up to 700,000 
dwt. 1 repair dock for ships up to 350,000 dwt. New building berth 
for ships up to 700,000 dwt. 

REPATRIATION: All facilities. 

AIRPORT: Nearest at Lisbon, about 50 miles away. 

TIME: GMT plus one hour without any alteration throughout the 
year. 

AUTHORITY: Junta Autonomo do Porto, Setubal. 


AGENT: A. J. Goncalves de Moraes, Lda., 281 Avenida Luisa Todi 
- Setubal. Tel. 2 23 99. Cable Amoras. Telex 1612. Agents, Charter- 
ings and Brokers, Insurance Agents, Travel Agents, Stevedores. 


VIANA DO CASTELO: 41.41 N. 08.50 W. 


DOCUMENTS: Health Declaration. 

3 Crew lists. 

Provision list (ships and individual). 

Tobacco Declaration and Entrance Forms supplied by Agents on 

arrival. 

2 Manifests and 1 copy of each Bill of Lading concerning cargo to 

be be discharged. 

1 Transit Manifest if cargo in transit exists. 
PILOTAGE: Always compulsory. ETA should be given to Agent 
with ample notice. Signals; during the day Flag “G" of International 
Code, and at night 3 long whistles. Boats black with white cabins. 
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Pilots to be taken on board in outer or inner harbour res 
with bad or good weather. Pitty 
ANCHORAGES: Outer or inner harbour according to 
conditions. we 
RESTRICTIONS: Entering and sailing only during daylight 
exceptionally good weather. " 
MAX. SIZE: Maximum draft 17 ft. on HWST and 15 ft. on Hi 
with good sea conditions. Maximum breadth 12 metres, 
HEALTH: Free pratique authorised for vessels coming from 
Portuguese Continental ports. For vessels coming from b 
countries Health Declaration must be filled in and delivered 
Agents. : 
RADIO: Call Viana do Castelo Pilots frequency 2182 ko 
listen on 2132 kc/s. - 
TUGS: No tugs. 

BRIDGES: One bridge which allows entrance/sailing at any fs 
STEVEDORES: Ordered by Agents 8 hours in advance, 
MEDICAL: No prior advice is necessary. 

FRESH WATER: Supplied by shore installations. 

FUEL: Only small quantities of gas-oil can be supplied, 
GANGWAY/DECK WATCHMEN: Available but not compyiy 
OPENING/CLOSING HATCHES: Work usually done by cree 
CUSTOMS ALLOWANCES: No limit, but must be declare, 
IDENTIFICATION CARDS: Required. 

CONSULS: France 22412. Spain 23018. 

REPAIRS: All types of deck, engine and electrical repairs cay 
carried out. 

DRY DOCKS: Three dry docks available. 


length breadth draft 

Dock 1 156m. 24m. 18’ 

Dock 2 127m. 18,5 m. 18’ 

Dock Eng. D. 104m. 11m. 16’ 
Pacheco 


No special equipment for tank washing is available. 
REPATRIATION: No difficulties for crew repatriation, 
AIRPORT: Nearest Oporto airport at 55 km. 

TIME: GMT plus one hour and no alteration during the year, 
HOLIDAYS: New Year's Day; Portugal's Day (10th June); Cop 
Christi (movable); Ascension Day; Proclamation of the Repay 
(5th October); All Saints' Day (1st November); Independeng, 
Portugal (Dec. 1st); Immaculate Conception (8th Dec.); Chrissy 
Day; no work allowed on Christmas Day and New Year's Day, 
POLICE/AMBULANCE/FIRE: Tel. 115. 

SHORE LEAVE: Crew allowed ashore. 

AUTHORITY: Junta Autonoma dos Partos do Norte. 


AGENTS: Antonio C. Esperanga, Largo 5 de Outubro, 32-\e 
do Castelo. Tel. 22320 and 22100. Telegraphic address A. Espersy 
Agents, Stevedores, Insurance, Brokers. 


VILA REAL DE SANTO ANTONIO: 
37-10 N. 07-26 W. 


DOCUMENTS: 

2 Health Certificates. 

3 Crew Lists. 

1 List of Passengers in Transit. 

2 Lists of Passengers Disembarking. 

2 Dangerous Cargo Lists. 

1 Ship's Register. 

1 Tonnage Certificate. 
PILOTAGE: Black boat, wooden hull, white ''P"' at bow. State 
near buoy No. 1 (harbour entrance). All sea-going vessels enit? 
or leaving harbour are obliged to avail themselves of the servict’ 
a Pilot. Latest 24 hours before prior arrival cable “*Corporaca® 
Pilotos de Vila Real de Santo Antonio" or to Agent. Depa? 
vessels should apply for their Pilots at least 6 hours before the® 
of departure. 
MAX. SIZE: Entrance channel 4,000 metres long, has a dept’ 
4 metres (12 ft.) at LW. Vessels drawing up to 5:5 metres ('f! 
can enter under normal circumstances 1 hour before HW, é# 
clearance about 1 ft. will be maintained. 
TUGS: Tugs up to 105 h.p. available. 
BERTHING: One pier of 300 metres long. Depth at pier 20ft 
STEVEDORES: Ordered by Agents. ETA to stevedores is 1 
sary. No work allowed on Sundays. ’ 
MEDICAL: Inoculations in hospital Marqués Pombal - Vila ® 
de Santo Antonio. 
FRESH WATER: Obtainable alongside quay. 
FUEL: Gas-oil can be supplied in small quantities. 
GANGWAY/DECK/WATCHMEN: Compulsory. 
OPENING/CLOSING HATCHES: Crew allowed open and 0 
TOBACCO/WINE/SPIRIT ALLOWANCE: About 200 ciga® 
and 1 bottle of spirits per man. 
CONSULS: 

Britain, Falconer, Rua Dr. Oliveira Salazar, No. 4 

Netherlands, Matias Gomes, Avenida da Republica, 73 

France, Santiago Ponce Medeiros, Avenida da Republica, Ne 

Finland, Emilio Garcia Ramirez, Avenida da Republica, No.! 

Greece, José Rodrigues Marques, Avenida da Republica, 

Italy, Mario Parodi, Avenida da Republica, No. 11 i 
REPAIRS: There is one small ship-repair yard at Vila Re 
Santo Antonio. 
HOLIDAYS: 1st January; 10th June; 15th August; 5th Oct 
1st November; 1st December; 8th December; 25th Decemb®™ 
POLICE/AMBULANCE/FIRE: Police 66; Ambulance 2 
Brigade 202. 


» 


RITY: Junta Autonoma dos Portos and Delegacao 


inet de Vila Real de Santo Antonio. 
AGENT: See “Lisbon”. 


puerto Rico 


,GUADILLA : 18.22 N. 67.12 W. 


pOCUMENTS: 
t copy of Inward Foreign Manifest (U.S. Customs Form 5727-A), 
Cargo for San Juan. 

{ Stores List. : 

‘Crew Purchase List. 

| Passenger List (if any). 

+ Crew List (U.S. Form |-418). 

{copy of Ships in Transit Cargo Manifest. 

Clearance from Last Port. ; } y ; r 
PLOTAGE: Mayaguez's Pilots provide service in Aguadilla. 
advise ETA in good time to Aguadilla Terminal. 

RESTRICTIONS: Open port, very deep, safe in good weather. 

cod fronts from North cause very heavy swells. Cannot berth during 

is kind of weather. 

WAX. SIZE: 600 ft. long, 36 ft. draft. 

HEALTH: Advise arrival to Aguadilla Terminal Inc. for free pratique. 

BERTHING: The Aguadilla Shipping Terminal operates a bulk 

sugar-loading facility. Sugar-loading vessels tie-up on mooring 

quays. There is 40 ft. or more depth at the outer end of the bulk 

sugar-loading berth. Ship ties up to 4 buoys and two bollards at 

nan tower. Spring lines needed for shifting. Terminal boat handles 

ines, no charge; ship's lines not less than 600 ft. long. 

WEDICAL: 24 hours notice preferred; 90 miles for nearest hospital 

ucept emergencies. 

TANKERS: Molasses tankers - 10 in. connection (loading only). 

Only sugar and molasses loaded at the only loading facility available. 
te 66 tons/hr. sugar; 500 tons/hr. molasses. 

There is also a mooring buoys and pile clusters berth for the 
anker traffic that supply aviation gas for Ramey Air Force Base. 
FRESH WATER: Available. 2 in. pipe-line with meter, 40c/ton. 
GANGWAY/DECK WATCHMEN: Usually crew members are 
used. 

OPENING/CLOSING HATCHES: Performed by stevedores. 
SHIP _CERTIFICATES/CUSTOMS ALLOWANCES: USS. 
Customs regulations. 

\D9ENTIFICATION CARDS: Required to go ashore. 

CONSULS: No local representation. 

REPATRIATION: Can be arranged. 

AIRPORT: 20 min. drive. Regular airlines. 

TIME: Atlantic Std. Time, 4 hours less than GMT. No alterations 
during year. 

HOLIDAYS: Refer to “San Juan". 

SHORE LEAVE: Allowed. 

DELAYS: No delays unless another ship is already berthed. 
AUTHORITY: Puerto Rico Ports Authority, Harbour Master. 


GUANICA: 17.57 N. 66.54 W. 


DOCUMENTS/GENERAL INFORMATION: Refer to “Ponce”. 

PILOTAGE: Port operations are under the control of the Captain 

the port. Pilot services are available day and night. 

ANCHORAGE: Harbour is located 8 miles Westward of Guaya- 

a Bay. Though small, it is one of the best hurricane harbours in 

Puerto Rico, 

TUGS: Available from Guayanilla. 

BERTHING : Pier facilities are owned by the Guanica Central and 

sed for bulk sugar shipments and limited general cargo opera- 

tions, On the East side of the harbour entrance there is a reinforced 

juncrete bulkhead wharf 440 ft. long with depths of 25 ft. alongside 

‘the handling of bulk fertilisers. Small craft landings and facilities 

“along the boulevard fronting the beach. 

i WATER: Available in limited quantities for emergencies 

oe: Available by trucks from Ponce. 

: ICAL: Medical assistance is available; if hospitalisation 

neired for any crew member, it will probably be necessary to 

cone, for admittance to a Ponce hospital. 

AUT ULS: None available locally, nearest at Ponce, Puerto Rico. 
HORITY: Port Captain, Puerto Rico Ports Authority. 


SUAYANILLA : 18.00 N. 66.47 W. 


Domina owned by Commonwealth Oil Refining Co. 


i tMENTS/GENERAL INFORMATION: Refer to “San 


PUERTO RICO 


PILOTAGE: Port operations are under the control of the Captain 
of the port and pilot services are available day and night. 
ANCHORAGE: It is the largest hurricane harbour and one of the 
best in Puerto Rico. Available for vessels of any draft. The harbour 
is protected at its entrance by extensive reefs which extend a mile 
or more offshore. The entrance channel between these reefs is 
about 1-5 miles long and about 0-4 mile wide. 

MAX. SIZE: Tankers up to 680 ft. LOA, with maximum draft 35 ft. 
6 in. forward and 38 ft. aft. 

TUGS: Available 24 hrs. daily, as requested by vessel. 
BERTHING: Fuel dock. Two 680 ft. berths with 365 ft. depth along- 
side. Mooring buoys placed to assist in clearing dock and mooring 
dolphins. No slop disposal facilities. The Union Carbide Company 
has berthing facilities for barge operations. 

New port facilities for Commonwealth Oil Refining Co. and Pitts- 
burgh Plate Glass are owned by the Puerto Rico Ports Authority. 
FRESH WATER: Available whenever requested by the vessel. 
FUEL: Available only whenever arranged by owners of the vessel 
and/or characters prior to arrival. 

MEDICAL: Medical service is available; hospitalisation at Ponce, 
which is only 15 minutes distance. 

CONSULS: None available locally; nearest at Ponce, Puerto Rico. 
AUTHORITY: Commonwealth of Puerto Rico — Harbour Master. 
Port facilities are operated and owned by the oil refinery. 


JOBOS (Aguirre): 17.58 N. 66.39 W. 


DOCUMENTS/GENERAL INFORMATION: Refer to “Ponce”. 
PILOTAGE: The Port of Jobos is served by the Pilots of Port 
Ponce. Services must be arranged in advance. 

ANCHORAGE: A fine land-locked harbour, located on the South 
coast, approximately 42 nautical miles Eastward of Ponce and 20 
miles West of Point Tuna. Anchorage inside the bay is Southward 
of the pier in depths of 19 to 24 ft. soft mud bottom. 
RESTRICTIONS: The principal entrance is from Westward bet- 
ween Morrillo Cay and Ratones Cay, thence through buoyed channel 
to the bulk sugar-loading pier at Central Aguirre. Private range 
lights mark the dredged cuts. Controlling depth is 28.5 ft. 

TUGS: No tug-boats available. 

BERTHING: A 1,000 ft. finger pier at Central Aguirre, 29 ft. depth 
alongside. Pipe-lines for water and molasses, a conveyor belt for 
bulk sugar and a gantry crane are on the pier. 

FRESH WATER: Fresh water is available at this dock. 

FUEL: No bunkers are available at this dock. 

MEDICAL: Medical assistance is available; if hospitalisation 
is required for any crew member, it will probably be necessary to 
arrange for admittance to a Ponce hospital. 

CONSULS: None available locally; nearest available at Ponce. 
AUTHORITY: Puerto Rico Ports Authority, port facilities owned 
and operated by Central Aguirre Sugar Company. 


LAS MAREAS: 17.55 N. 66.10 W. 


The Puerto de la Mareas Terminal is located on the South side of 
the island of Puerto Rico. It is located approximately 26 nautical 
miles East of the port of Ponce. The nearest city is Guayama. All 
vessels calling at Phillips Puerto Rico Core Inc., Puerto de las 
Mareas Terminal should be consigned to Phillips Puerto Rico Core 
Inc., and all official documents for such ships should show them so 
consigned. In conformance with port regulations, no vessel will be 
allowed to tie up alongside a pier without having first obtained a 
berthing permit from the Ports Authority Captain of the port. 
DOCUMENTS: The following documents are required by the 
Customs and Immigration Authorities for entry and clearance: 

Master's Oath (Original and 1 copy). 

Stores List (Original and 2 copies). 

Crew Purchasing List (Curio List) (Original and 2 copies). 

Inward Foreign Manifest (Original and 3 copies). 

Quarantine Free Pratique (will be furnished by Doctor). 

Deratisation Certificate (on date). 

Crew List (1 certified and 2 not certified copies). 

Clearance from Last Port (depends on sailing port). 

Crewmen Landing Permits (for each crew member without the 

plastic Form 1-189). 

Passenger List (if any passengers). 

The Passenger List must show full names, sex, age, nationality, 
and occupation of passengers landing at Puerto de las Mareas. 
The ultimate destination of in-transit passengers must also be shown 
in the passenger list. 

Deratisation Certificates can be renewed at the port. 

In most cases, outward clearance and cargo documents can be 
delivered on board by the Ship's Agent, making it unnecessary for 
pei to obtain such clearance in person from the U.S. Customs 

ice. 
PILOTAGE: The use of Pilots is compulsory for all vessels, with 
the exception of American Flag vessels bound to or arriving from a 
U.S. port which may dispense with Pilots provided the vessel has 
on board a deck officer qualified and licensed by the United States 
Coast Guard, as a harbour Pilot for Puerto de la Mareas. Vessel's 
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Agent will arrange for Pilot, upon notification in the arrival notice, 
who will board inbound vessels off the entrance to the harbour about 
one mile off-shore. 

When approaching the dock and channel, vessels must have one 
anchor, to be designated by the Pilot, free of the hawse pipe and 
ready for quick release if necessary to stop the vessel. 

Every vessel requiring a Pilot must provide, properly rigged and 
secured, a pilot ladder which conforms to international safety 
standards. When picking up or dismissing the Pilot, the vessel must 
heave-to and provide a lee with the pilot ladder rigged on the lee 
side. 

APPROACHES: The harbour is entered through a channel 250 ft. 
in width and its narrowest portion, bearing N. 25° E. Itis protected on 
the Eastern side by a rubble mound breakwater extending approxi- 
mately 700 ft. from the shore line. The dredged channel extends out 
to the 40-ft. depth contour and has a width at this contour of 
approximately 900 ft., narrowing to 250 ft. approximately 2,100 ft. 
inshore from the 40-ft. contour. The 250-ft. wide portion ofthe channel 
is approximately 1,000 ft. long. At the inshore end of the 250-ft. wide 
channel, the harbour itself extends for a length of 2,300 ft. and a 
maximum width of 950 ft. The harbour has a depth of 38 ft. below 
mean low water. The above dimensions are given to the bottom of 
the channel; the sides of the channel and the harbour are sloped at 
1 in 3. 

NAVIGATIONAL AIDS: (A) Seabuoy: The Seabuoy is located 
300 ft. West of the centre line of the channel 2 miles offshore from 
the end of the rubble mound breakwater. It displays a white light 
through 360° flashing 0:4 second on and 36 second off. The buoy 
is painted with black and white vertical stripes and is fitted with a 
radar reflector. 

(B) Channel Marker Buoys: Two lighted channel marker buoys 
are provided, located 550 ft. on either side of the centre line of the 
channel, 2,024 ft. offshore from the end of the rubble mound break- 
water. These are lighted and marked as follows: 

(i) Port-to (inbound vessels). This buoy has a 360° green light, 
flashing 0-5 second on and 2:0 seconds off. It is equipped with 
day-boards 3 ft. by 3ft. square, and painted black with green 
reflective perimeter. 

(ii) Starboard-to (inbound vessels): This buoy is a 360° red light, 
flashing 0-5 second on and 2:0 seconds off. Itis equipped with 
triangular day-boards 4 ft. by 4ft., painted red. 

(Both these buoys are located at the 40-ft. depth contour.) 

(C) Channel Marker Navigation Lights: There are four channel 
marker navigation lights, three of which are located on piling, and 
One on the end of the rubble mound breakwater. 

(i) Port-to (inbound vessels): This marker is located on piping 
400 ft. from the centre line of the channel, 2,024 ft. inshore 
from the channel marker buoys. The light is located 20 ft. 
above MLW, and is displayed through 360°. It is a green light, 
flashing 0-5 second on, 2:0 seconds off. The marker is fitted 
with 3 ft. by 3 ft. square day-boards, painted black with 
reflecting green perimeter. 

(ii) Starboard-to (inbound vessels): This marker is located on a 
tower at the end of the rubble mound breakwater, 50 ft. above 
MLW. The light is displayed through 360°, red, flashing 0-5 
second on and 2:0 seconds off. The marker is equipped with 
4 ft. by 4 ft. red triangular day-boards. 

(iii) Port-to (inbound vessels): This marker is located 175 ft. from 
the centre line of the channel 1,000 ft. inshore from the end 
of the rubble mound breakwater. It is equipped with a green 
light showing through 360°, flashing 0-5 second on and 2:0 
seconds off. The light is located 20 ft. above MLW. The marker 
is equipped with 3 ft. by 3 ft. square day-board, painted black 
with green reflective perimeter. 

(iv) Starboard-to (inbound vessels): This marker is located 175 ft. 
from the centre line of the channel, 1,295 ft. from the end of 
the rubble mound breakwater, and is mounted on piling with 
the light 20 ft. above MLW. It is equipped with a 360° red light, 
flashing 05 second on and 2-0 seconds off. The marker is 
equipped with red day boards 4 ft. by 4 ft. triangularin shape. 

(D) Obstruction Light: This lightis mounted on the turning dolphin 
and displays a 360° steady red light. 

(E) Range Lights: The front range light is mounted on a tower 
located on the centre line of the channel. It consists of a set of double 
red aircraft warning lights 75 ft. above MLW. It is fitted with 4 ft. by 
8 ft. day-boards, painted with red-orange reflective coating. The light 
is located 3,500 ft. inshore from the end of the rubble mound break- 
water. 

The back range light is located on the centre line of the channel, 
5,500 ft. inshore from the end of the rubble mound breakwater. The 
light consists of a set of double red aircraft warning lights, 110 ft. 
above MLW. The tower is fitted with 6 ft. by 12 ft. day-boards painted 
with red-orange reflective coating with a3 ft. white stripe down the 
centre. 

RESTRICTIONS: The entrance channel has a depth below MLW 
of 40 ft. and the harbour itself has a depth of 38 ft. below MLW. 
Shipmasters are cautioned that swells in the approach channel can 
increase the draft of their vessels, therefore caution must be exercised 
in entering the channel in periods of heavy weather. 

RADIO: Agents of vessels or owners orits representatives should 
advise Phillips Puerto Rico Core Inc. by telex, cable or telephone, 
72 hours, 48 hours, and again 24 hours before their expected arrival 
at the sea buoy. 

ITT Telex no. 385347 “Philcorgya”. 

Puerto Rico Communication Authority-Telex no. 347. 

Telephone (809) 864-1515. 

Incoming vessels should advise the Agent by radio, 48 hours and 
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again 24 hours before their expected arrival at the sea buoy, ¢,, 
stations available for such advice are: 

Lantana Radio (WOE) - Lake Worth, Florida. (Equipped With Ry 
automatic land-line circuit direct to New York City, San Franciy 
California and Washington, D.C.) 

New York Radio (WNY) - New York City. (Equipped with 
automatic land-line circuit direct to New York City, San Frane: 
California, Washington, D.C. Also equipped with telety 
(TWX) for direct communication with steamship companies ing 
United States having this equipment.) 

Chatham Radio (WCC) - Chatham, Massachusetts. (Equippeg 
RCA automatic land-line circuit direct to New York City & 
Francisco, California, Washington, D.C.) ; 

San Juan Radio (WCT) - Radio Corporation of Puerto Rico 
Station, Transmits at 2530 kc/s., receives at 2134 kc/s., watch an 
ke/s. 

In addition to the above commercial radio facilities, in 
vessels may contact the port through facilities on tug Stations, 
the port. These facilities are as follows: 

HF radio: range 2 to 300 miles. 2182 kc., working frequen 

2638 and 2738. 

VHF radio: range 30 miles. Channel 16 (156-8 Mc/s), Worl 

frequency channel 14 (156-7 Mc/s). 

SSB radio: 12 Mc/s, 8 Mc/s, 4 Mc/s. 

Vessels diverted to Puerto deLas Mareas must furnish the regis 
48-hour and 24-hour notices of arrival, unless notice of diversig, 
received when less than 48 hours before anticipated arrival 
which case the notice of arrival will be given as soon as notig, 
diversion is received. In such cases, however, Phillips Puerto® 
Core Inc. reserves the right to refuse to load or unload such vesy 
i tankage is not available for the cargo, or if cargo is not availa, 

oading. 

TUGS: As a safety measure, Masters of vessels calling a) 
Mareas are advised to engage tugboat assistance on arrival,» 
ship around, and tie up alongside the pier, heading bow outtoe 
Arrangements for the use of tugboats should be made wa 
advance of vessel's arrival of the sea buoy. 

BERTHING: The dock at the terminal consists of a finger» 
approximately 1,122 ft. in length inside the harbour with a tas 
loading berth on each side. The finger pier consists of ac 
platform 45 ft. by 90 ft., with fitted fender piling and dolphins} 
cargo platform is connected to shore by a driveway 12 ft. 6 in. 
The mooring and breasting dolphins outboard of the cargo platir 
are connected to each other and to the platform by a walkway} 
launches are required to handle mooring lines. The top of the cay 
platform is 12 ft. above MLW level. Water depth alongside the fig 
pier is 38 ft. at MLW. There is no current at the dock or in the harty 

The fender system and breasting dolphins are designed tow 
stand the forces exerted by a vessel of 81,300 tons displacem 
approaching the dock with a velocity component perpendicula 
the dock face of 0-30 ft. per second. 

Bollards for mooring lines are provided on the breasting dolpha 
the mooring dolphins and the turning dolphins. Each of the bolat 
and their associated dolphins are designed to withstand 1M 
pounds of mooring line tension. 

Vessels will be required to vacate berths promptly on complet 
of loading or discharging cargo. Permission to use a berth whent 
loading or discharging cargo may be granted under special cite 
stances, and must be requested in writing to captain of the port 

Vessels will be allowed one hour in which to vacate the berth® 
completion of cargo handling, to start when the last hose is@ 
connected. 

Three hours will be allowed for ballasting at the berth after com 
tion of discharging cargo. Vessels awaiting cargo papers aii 
customs clearance must vacate the berth on expiration of allow 
time and move to anchorage to wait for delivery of the papers. 

If the vessel fails to vacate the berth on the expiration o!® 
allowed time, it will be held liable for payment of any demurrage® 
or damages incurred by Phillips Puerto Rico Core Inc., as a(t 
of delays to other vessels waiting berths, or for any other consequét 
of its failure promptly to vacate the berth. 

Turning basin 1,100 ft. wide and 1,060 ft. long, outboard 0? 
turning dolphin, is provided. The turning basin has a depth ov? 
entire area of 38 ft. at MLW. The turning dolphin at the end o® 
finger pier is designed to assist vessels in turning in the ba 
Normal procedure will be for vessels to enter the harbour andl 
prior to docking. In the case of loaded vessels entering the hart# 
they may, at the Master's discretion, wait until they have dischay 
and turn just prior to leaving the harbour. , 
HURRICANES: The south coast of Puerto Rico is subje! 
winds of hurricane force, accompanied by abnormally high tite 
during the late summer and fall. In the event of such abnow 
conditions, vessels may be required to put out additional moore 
or if necessary, to suspend all operations and put to sea until no 
conditions prevail. cil 
MEDICAL: U.S. Public Health Service doctors will be availabt’ 
attendance on vessels at Puerto de las Mareas, upon 
notice 48 hours prior to arrival. If hospitalisation is required fore 
crew member, arrangement could be made through the 
Agent with hospitals located in the municipality of 6 
Ambulance service can be furnished through request to Ager 
TANKERS: The various cargoes available at the Puerto # 
Mareas terminal include motor fuel, cyclohexane, benzene, 
xylene, orthoxylene, mixed xylenes, paraffinic naphtha, and 
special products. Feedstock for Phillips Puerto Rico Cons 
facilities is naphtha, and there is a fuel oil unloading line. 
handling is accomplished through various sizes of lines, as {olf 
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Loading/ 
Hose size (in.) discharging 

(each side Line rate with 

oduct of dock) size one pump 
upitha feedstock 48 20 13,700 bph 
fuel 3-8 20 12,000 bph 

a ed 2-8 12 5,700 bph 
| ach 1-8 12 2,000 bph 
rnexane 1-8 10 3,000 bph 
ban Xylene 1-8 12 3,400 bph 
royiene (high purity) 1-6 8 800 bph 
onylene (standard purity) 1-6 8 2,600 bph 
paraffinic naphtha 2-8 16 7,500 bph 
mien 1-6 8 2,000 bph 
Toluene 1-8 8 2,000 bph 
sol ol 1-8 12 2,000 bph 
wast 1-8 8 3,000 bph 
domestic water 1-2 2 7tph 


tONNECTING/DISCONNECTING HOSES: A crew will be 
ided by the terminal to connect and disconnect hoses on the 
wip. Vessels are requested to have blanks removed from the cargo 
ses and hose handling booms rigged on arrival at the dock. 
eFADINESS: Notice of Readiness to load or discharge is 
granty that the vessel isin all respects ready to receive or discharge 
and that the vessel's equipment is ready and capable of load- 
or discharging petroleum or petrochemical products. Phillips 
dyerto Rico Core Inc. reserves the right to refuse to accept such 
notice of readiness if, upon inspection, the vessel is found not 
ts be ready to receive or discharge cargo. Vessels will be accepted 
gading or discharging on a “first come, first served" basis. Vessels 
may tender notice of readiness upon arrival, berth or no berth, 
scoring to the terms of the charter party or contract of affreight- 
nent under which they have been engaged. 
BALLAST: Ship's Masters are reminded that they are prohibited 
ty Puerto Rico law from pumping dirty ballast overboard when within 
tye Puerto Rican limits. Facilities are provided for disposing of 
éity ballast ashore at Puerto de las Mareas. Vessels provided with 
separate clean ballast systems completely segregated from the cargo 
ystem and reserved for clean ballast only, may pump ballast over- 
soard from such systems while at the dock, provided the tanks are 
inspected and approved for such pumping by the Dockmaster. 
Heavy fines are enforced for any discharge of dirty ballast, and due 
othe limited area of harbour, any violations will be quickly detected 
ad reported. 

Ballastis pumped ashore through an 8-in. line, capable of receiving 
aapressure at the ship's rail of 100 psi. The ballast facilities are 
suficient to accommodate 30,000 barrels of dirty ballast. Vessels are 
requested to arrive with a minimum of dirty ballast. 

FRESH WATER: Available at the dock in limited quantities. 

FUEL: No bunkers available at Puerto de las Mareas. In an emer- 
gency, bunkers may be delivered by barge from Ponce. In such cases, 
towever, special permission must be obtained from the Harbour 
Waster to take bunkers from the barge while loading or discharging 
cargo, Lubricating oils may be obtained from Ponce. 

STORES: May be ordered through the ship's Agent for delivery 
oo, but must be ordered at least 48 hours prior to vessel's 
rival. 

CONSULS: Consular representatives of the following nations are 
wailable in Ponce: 


Venezuela Dominican Republic Spain 
France Netherlands Sweden 
Panama Honduras 


further information can be obtained through the Agent. 
REPAIRS: Complete repair and dry dock facilities are available 
®San Juan. Limited facilities for emergency repairs are available 
“Ponce, Requests for such services should be made to the Agent 
“hours prior to arrival. 
SURVEYORS: There are no classification society surveyors 
stoned at Puerto de las Mareas, but they are available on call from 
“once or San Juan. Requests for survey services should be made 
‘wough the vessel's Agent at least 24 hours prior to arrival. 
CARGO INSPECTION: Representatives of Chas. Martin In- 
‘ectors of Petroleum Inc. will be available for cargo quantity and 
wey inspection as required. Address: POB 1017, Guayama, 
nn Rico 00654. Telephone: (809) 864-0428, 864-1515. 
USTOMS: U.S. Customs and Immigration Authorities will 
‘ard vessels at the dock, except in unusual circumstances, in which 
pw they will board the vessel at anchor outside the harbour. The 
mee wil be required to furnish an accommodation ladder. 
a merican Flag vessels will not require Customs entry or clearance 
EAL arriving or departing to a foreign port. 
te H H: The usual regulations concerning sanitation apply to 
“4 arbour of Puerto de Las Mareas. The use of rat guards on all 
ie compulsory, under penalty of fines for failure to comply. 
5 and galley retuse may not be dumped into the waters of the 
Dacha, and must be kept on board until the vessel has sailed. 
wohibitee of toilets and bathrooms into waters of the harbour is 
i ited. Sanitary facilities are provided on the dock for use by 
“members while their vessels are at berth. 
tones j MS: All firearms and ammunition should be shown on the 
Ist and may not be removed from the vessel during its stay 
5 he Rican waters. Any violations of this regulation will result 
SAFETY confiscation of firearms and ammunition. 
Peaulat : The provisions of Part 35 “Operations” of the Rule and 
isc ‘ons to Tankvessels, Subchapter D (CG-123) published by the 
‘0ast Guard are in force at Puerto de Las Mareas, and must be 
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observed under penalty of fine and imprisonment as provided 
therein. 

Particular attention is called to the following safety precautions: 

(1) Vessels must be, and remain, in readiness to sail from the 
dock at any time. In the event of engine repairs, which might 
interfere with such readiness to sail, being required, written 
permission must be obtained from the Harbour Master before 
such repairs may be undertaken. 

(2) Scuppers must be plugged during cargo-handling operations. 

(3) Absolutely no smoking or open lights will be permitted on the 
dock or open decks. 

(4) Screens in good condition must be used over gauging hatches 
when not actually gauging. 

(5) Operations may be suspended at the discretion of the Master, 
or may be required to be suspended by the Harbour Master, 
during severe electrical storms. 

(6) In the event of a breakdown of communications between dock 
and the shore terminal during loading operations, and the need 
to shut off the flow of cargo to the vessel, an emergency 
signal consisting of a continuous sounding of the ship's 
whistle shall be given. The signal shall not be discontinued 
until the flow of the cargo has been shut off. 

(7) An electrical bonding cable will be provided from the dock to 
the ship. This bonding cable must be firmly secured to a clean 
metal surface of the vessel's hull or cargo piping before hoses 
are connected, and must remain in place until the hoses are 
disconnected. 

Violations of these and other safety regulations, as described in 
Parts 35 of Subchapter D will result in the suspension of cargo- 
handling operations by the Harbour Master, or the PPRC dock 
personnel or safety inspectors, without recourse. Such suspension 
of cargo operations will continue until the violations are corrected 
or the safety hazzards removed. 

MAIL: Official and personal mail may be addressed to the vessel 
in care of the Agent, and will be delivered to the vessel by the Agent 
on arrival. The Agent will accept official and personal mail from the 
vessel, and will ensure its delivery to the local U.S. Post Office, upon 
receipt of a mail transmittal slip to support disbursements. 
SHORE LEAVE: Normally, there are no restrictions on shore leave. 
In order to avoid sailing delays, due to late return of crew members, 
Masters are requested to ensure that all crew members are aboard 
at sailing time. 

Crew of foreign vessels must present valid passports, current 
individual International Vaccination Certificates, and a copy of 
Form 1-95, properly filled out, in order to be passed through the 
terminal gates. 

Taxi service is available from Guayama and may be called from 
the gate. 

AUTHORITY : Puerto Rico Ports Authority; port facilities operated 
by Phillips, P.R. Core, Inc. 


MAY AGUEZ: 18.12 N. 67.09 W. 


DOCUMENTS: If vessel staying less than 24 hours: 
Crew List. 
Stores List. 
Cargo Manifest. 
Crew Purchase List. 
Valid Load-line Certificate. 
Ship's Register. 
Clearance from Previous Port. 
Vessels working cargo. Two sets of documents to be prepared as 
follows: 
Original: 
1 copy of Inward Foreign Manifest (U.S. Customs Form 5727-A), 
Cargo for San Juan. 
1 Stores List. 
1 Crew Purchase List. 
1 Passenger List (if any). 
1 Crew List (U.S. Form |-418). 
1 copy of Ship's in Transit Cargo Manifest. 
Clearance from Last Port. 
Duplicate: 
Same as original except the in-transit Cargo Manifest. 
If vessel has on board cargo for another American port, an extra 
copy of the original Cargo Manifest is required. 
Crew members to declare individually all articles such as sou- 
venirs, etc. 
Agents require: 
3 sets of Bills of Lading. 
2 copies of Manifest (for San Juan only). 
1 copy of Crew List. 
1 copy of Stores List. 
1 copy of Crew Purchases List. 
1 copy of Narcotics List. 
1 copy of Passengers List. 
Certificates: 
Valid Load Line Certificate. 
Ship's Register. 
U.S. Tonnage Tax Certificates (if any). 
PILOTAGE: Ships Agents must make arrangements with Captain 
of the Port Office at Mayaguez Pier well in advance, not less than 
24 hours, of arrival of vessel at harbour entrance. Pilot boats are 
painted black (hull) and white (topside) as required, showing the 
letter ‘P"’ on each bow. Pilots board 1 to 2 miles offshore of sea 
buoy depending on weather conditions. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


ANCHORAGES: Close to the entrance channel and boundaries. 

Sufficient depths for large vessels. 

RESTRICTIONS: The bay is easily entered day or night andis a 

good harbour in any weather, except in a hurricane. The harbour 

is 3:8 miles wide, and offshore is protected by shoals which extend 

across the harbour entrance in a general North by West direction. 
The principal channel is about 0-4 mile wide, with depths at the 

entrance of about 47 to 120 ft. and it is marked by lighted buoys and 

the range. Depth in the inner channel is approximately 30 ft. and close 

alongside the pier from 28 to 29 ft. 

MAX. SIZE: Cargo vessels 600 ft. or more in length call at the 

port. Safe draft for operations at the wharf is 27 ft. 

RADIO: Communication to all points, including ships at sea, is 

available through commercial systems. Cables-Telex via RCA 

Communications, Inc., a global service of Radio Corporation of 

America. ITT World Communications, Inc., tel. 830-3316. Puerto 

Rico Telephone Company, local and overseas communications 

services, 129 and 128. 

TUGS: Not used at Mayaguez Port. 

BERTHING: Berthing permit required from the Ports Authority. 

The Puerto Rico Ports Authority operates the terminal facilities 

which consist of a bulkhead wharf approximately 1,200 ft. long, 

apron width, 30 ft., and transit sheds. There are other berthing facili- 

ties in the port which are owned by the tuna packing plants. 

STEVEDORES: Arrangements are made by the ship's Agents 

or representatives. 

MEDICAL: The Agent should know in advance any medical needs 

so that he can make the necessary arrangements with the U.S. 

Public Health Service. Good medical and hospital services available. 

TANKERS: See “Port of Guayanilla"’. Regular calls from Esso and 

Texaco to unload fuel by means of barges in order to supply tanks 

on land by means of pipes located at berthing facilities. 

FRESH WATER: Available at pier facilities alongside the berth 

in four outlets to supply any amount required at any time. Hose 

connections of 24 in. or less, maximum pressure. 

FUEL: All grades available. 

FIRE PRECAUTIONS: Standard fire and safety precautions 

throughout. U.S. Coast Guard regulations. 

DEVELOPMENTS: It is planned to locate a heavy lift crane on the 

berth facility. 

GANGWAY/DECK WATCHMEN: Ship provides own gangway 

watchmen. 

OPENING/CLOSING HATCHES: By stevedores. 

IDENTIFICATION CARDS: Required to go ashore. 

CONSULS: Dominican Republic, France, tel. 832-4322. Others at 

San Juan. 

REPAIRS: Call San Juan facilities where complete salvage equip- 

ment is available. Service to other ports of the island. 

REPATRIATION: Arranged by ship's Agents. 

AIRPORT: Mani Airport, 15 minutes from pier, served by regular 

airlines daily from Mayaguez to San Juan. 

TIME: GMT minus 4 hours all year round. 

HOLIDAYS: Refer to “San Juan”. 

POLICE/AMBULANCE/FIRE: Telephone numbers: Police, 343- 

2020, 832-2300; Ambulance, 832-0496, 832-3212; Fire, 343-2330, 

832-2330. 

TELEPHONES: Can be arranged by Puerto Rico Telephone Com- 


pany. 
SHORE LEAVE: Allowed. 

AUTHORITY: Puerto Rico Ports Authority, Post Office Box 3272, 
Mayaguez, Puerto Rico 00708. Autorip, Mayaguez, P.R. Tel. 832-3590, 
832-3375. 


PONCE: 17.58 N. 66.39 W. 


DOCUMENTS: If vessel staying less than 24 hours: 
Crew List. 
Stores List. 
Cargo Manifests. 
Crew Purchase List. 
Valid Load Line Certificate. 
Ship's Register. 
Clearance from Previous Port. 
Vessels working cargo: Two sets of documents to be prepared as 
follows: 
Original: 
1 copy of Inward Foreign Manifest (U.S. Customs Form 5727-A), 
Cargo for San Juan. 
1 Stores List. 
1 Crew Purchase List. 
1 Passenger List (if any). 
1 Crew List (U.S. Form I-418). 
1 copy of Ship's in Transit Cargo Manifest. 
Clearance from Last Port. 
Duplicate: 
Same as original except the in-transit Cargo Manifest. 
If vessel has on board cargo for another American port, an extra 
copy of the original Cargo Manifest is required. 
Crew members to declare individually all articles such as sou- 
venirs, etc. 
Agents require: 
3 sets of Bills of Lading. 
2 copies of Manifest (for San Juan only). 
1 copy of Crew List. 
1 copy of Stores List. 
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1 copy of Crew Purchases List. 

1 copy of Narcotics List. 

1 copy of Passengers List. 
Certificates: 

Valid Load Line Certificate. 

Ship's Register. 

U.S. Tonnage Tax Certificates (if any). 
PILOTAGE: Port operations are under the supervision of 
Captain of the Port and pilot services are available day and 4) 
ANCHORAGE: Harbour is protected from the prevailing he 
trade winds by enclosing reefs. To the Southward the harboy 
exposed and for this reason is not safe in a hurricane, 
RESTRICTIONS: Depths: Entrance channel 36 ft.; turning bi 
31 ft.; anchorage, 40 ft. 
BERTHING: The municipal pier is a concrete and steel] CONshy 
tion 430 ft. long by 100 ft. wide, with a steel and cement transits 
The municipality has also built a concrete bulkhead wharf ext 
East-west for 2,260 ft. from the pier. To the North of the by 
wharf there is a manoeuvring basin 30 ft. deep. Depth alongs 
Pier 1A, 30 ft.; Pier 2, 29 ft. 6 in.; Pier 3, 30 ft.; Pier 4, 30 ft.; Pie 
East-side, 33 ft.; Pier 5, West side, 32 ft. ‘ 
FRESH WATER: Water is available whenever ordered in adver 
for 24 hour daily service or at request during office hours, 
FUEL: Available by pipe-line: (Texaco only) diesel, gas oil, \, 
fuel oil. By trucks (Chevron, Shell, Esso). 
MEDICAL: Ambulance permanently available at dock area, hy 
tal and doctors service available as requested to the Agent, 
CONSULS: 


Colombia Holland 
Denmark Panama 
Dominican Republic Spain 
France Sweden 
Honduras Switzerland 


REPATRIATION: Arranged by ship's Agents. 

TIME: GMT minus 4 hours. 

HOLIDAYS: Refer to “San Juan". 

DEVELOPMENTS: Shed No. 1 has been dismantled to prog 
space for open space cargo operations. 

The existing part of the bulkwharf running South-North whie. 
260 ft. long is being reconstructed to increase its length to i 
in which a gantry crane will be erected to handle bulk cargo, } 
crane will have capacity of 76 tons. 

A trailer ship terminal is under construction, consisting oy 
apron of 600 ft. long and 40 ft. wide and marshalling space fat 
vans. 

These new facilities will be in operation by December 1974, 
AUTHORITY: Muelle Municipal de Ponce, Apartado 125, Py 
Ponce, Puerto Rico. Tel. No. 842-2145. 


SAN JUAN: 18.28 N. 66.07 W. 


DOCUMENTS: Foreign vessel calling for fueling purposes # 
staying less than 24 hours: 

Crew List. 

Stores List. 

Cargo Manifests. 

Crew Purchase List. 

Valid Load Line Certificate. 

Ship's Register. 

Clearance from Previous Port. 

No customs formal entry or clearance is required if vessel dept 
before 24 hours and transacts no other business related to cari’ 
passengers. 

Vessels working cargo. Two sets of documents to be prepare! 
follows: 

Original: 
1 copy of Inward Foreign Manifest (U.S. Customs Form 5?4 
Cargo for San Juan. 

1 Stores List. 

1 Crew Purchase List. 

1 Passenger List (if any). 

1 Crew List (U.S. Form I|-418). 

1 copy of Ship's in Transit Cargo Manifest. 

Clearance from Last Port. 

Duplicate: 

Same as original except the in-transit Cargo Manifest. 

If vessel has on board cargo for another American port, a0 

copy of the original Cargo Manifest is required. 

Crew members to declare individually all articles suc’ 

souvenirs, etc. 
Agents require: 

3 sets of Bills of Lading. 

2 copies of Manifest (for San Juan only). 

1 copy of Crew List. 

1 copy of Stores List. 

1 copy of Crew Purchases List. 

1 copy of Narcotics List. 

1 copy of Passengers List. 

U.S. Customs clearances: Documents required: 

Outward Foreign Manifest. 

Crew List in duplicate (American vessels only). : 
(Functions of admeasurement and documentation of Americat® 
sels are performed by the office of Marine Inspection, U.S- 
Guard, Post Office Building, San Juan, Puerto Rico). 
Consular clearances for the Dominican Republic: 

5 copies of Crew List. 


copies of List of Weapons and Ammunitions on board. 
{ Passengers. 

Usts Clearances for Venezuela: 

s of Store List. 

of Crew List. 

 -apies of Passengers List. , 

vor shall supply the Agents with necessary information to fill the 
poe and out bound cargo reports which have to be filled at 
oat House after departure of the vessel. 
pe toms Inspector requires: 

vid Load Line Certificate. 
, ister. 

arrearage Tax Certificates (if any). 

LOTAGE: Compulsory. Ships Agents must make arrangements 
. jjot station well in advance — not less than 24 hours - of arrival 
a ane at harbour entrance. Pilot boats are painted black (hull) 
oeealle (topside). Show the letter “P" on each bow. Pilots board 
oenlles offshore of sea buoy. Call pilot station on Channel 
VHF. There is no inner anchorage for incoming vessels to wait 
iy t ilot. 

A CNORAGES: Deep draft anchorage “E"’, on the South-west 
ore of Isla Grande, is for vessels awaiting Customs or quarantine, 
aan vessel shall remain more than 24 hours without a permit from 
 » Commonwealth and U.S. Coast Guard Captains of the Port. 
aestricted Anchorage “E" (Fox), shoreward of the West margin of 
Anegado Channel, is for vessels discharging explosives. No vessel 
eal anchor without a permit from the Captain of the Port. Ancho- 
age"D", East end of San Antonio Channel, is for yachts, schooners 
ng small craft. 

uSTRICTIONS: Besides the harbour entrance channel (Bar 
channel) and the main ship channel (Anegado Channel) with depths 
#4 ft. and 36 ft., respectively, there are four other navigable 
eannels in the inner harbour: 

The Army Terminal Channel, which runs in a straight North to 
South direction is approximately one mile long and 300 ft. wide. 
tharted Depth in the Army Terminal Channel and alongside Piers 1 
wd 3is 35 ft., safe draft 33 ft. Depth in other channels varies 30 to 
it. and alongside pier facilities 28-30 ft. 

The Puerto Nuevo Channel, approximately 1 mile long and 300 ft. 
wide. with an average depth of 32 ft. 

The Graving Dock Channel, approximately 1 mile long, 300 ft. 
wide, an average depth of 30 ft. 

San Antonio Channel, approximately 14 miles long, 300 yards wide, 
sid-channel average depth 35 ft. 

WAX. SIZE: Cargo vessels 750 ft. in length call regularly at the 
Port of San Juan. Channel to tanker's berth, 36 ft. 

RADIO: Radio communication to all points, including ships at 
sea, is available through commercial systems. Cables-Telex via 
RCA Communications, Inc., a global service of Radio Corporation 
of America, tel. 723-6170, San Juan, Puerto Rico. 

The signal station at Fort San Cristobal in San Juan harbour is 
manned around the clock for radio-telephone communication with 
‘coming and outgoing ships traffic. Transmitting vessels can 
communicate with the station through 156-8 mHz (Channel 16) for 
cal and reply and working Channel 14, 156-7 mHz. 

Vessels approaching to enter San Juan Harbour shall remain 
wtside not less than 3 miles Northerly of the harbour entrance 
‘pick up the Pilot, and vessels about ready to depart shall inform 
be signal station via radio-telephone of their intentions. 

TUGS: The Puerto Rico Lighterage Company, tel. 723-6164, and 
?ot San Juan Towing Company, tel. 724-2360, operate a fleet of 
‘g-boats. Tugs join vessel just inside harbour entrance. 

Use of tugboats compulsory for docking and undocking vessels 
heed displacement and over unless equipped with bow or side 
thrusters, 

SERTHING: All vessels must request and obtain well in advance 
wore arrival a berthing permit from the Ports Authority. 

Pier: North shore of the harbour, in the Old San Juan waterfront, 
fast of Customs Building and next Westerly to the ferryboat landing. 
Modern twin berth, double deck cruise and passengers vessels 
“minal, pierside passenger and baggage gangways, elevators, 
bwking and shopping. Water and light facilities available. 

Ferry Terminal: Next Easterly to Pier 1. Ferry terminal for the San 
ivan-Catafio ferry fleet. 

Pier 3: North shore of the harbour, Old San Juan waterfront next 

sterly to the ferry terminal. Tourist ships terminal similar to Pier 1. 

pths in the approaches and alongside tourist piers 35 ft. 

Wharf No. 6: An extension of the open bulkhead easterly of Pier 3 
"ginal wharf, 940 ft. long being reconverted to accommodate 
*wse and passengers vessels. Water and light facilities available. 
bh. r7: Northerly continuation of Pier no. 6; 472 ft. long, one berth, 
werd Cargo pier. Operated by the San Juan Dock Company. 

‘8: East of Pier 7, finger pier, three berths, general cargo pier. 
"sit shed area and other covered storage 175,508 sq. ft. open area 
sq. ft. Water and light facilities available. 

"er 9: East of Pier 8. Finger pier, three berths, general cargo pier. 
Wane nage Space pier shed 133,738 sq. ft. open area 40,000 sq. ft. 

“4 and light facilities available. 

-219: North shore of San Antonio Channel. East of Pier 9. 

%r pier, one berth, tug and barge terminal. No transit shed space. 

paument of Public Works’ facility, leased to the Puerto Rico Ports 
we cy and sub-leased and operated by the Puerto Rico Lighter- 

Whorpany. Water, fueling facilities and light available. 
waiie No. 11; East of Pier 10, marginal wharf, one berth, 580 ft. of 

*ad, general cargo pier. Transit shed area 100,000 sq. ft. ample 
tilabie Gulf Puerto Rico Lines’ pier. Water and light facilities 
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Wharf No. 12: An extension of Wharf No. 11. Bulkhead 550 ft. 
long, wide apron, 15,000 sq. ft. transit shed area, 37,000 sq. ft. open 
storage. General cargo wharves. Water and light facilities available. 

Wharf No. 13; Prolongation of Wharf No. 12; 28,000 sq. ft. transit 
shed area, 55,000 ft. open storage area, general cargo wharf. Water 
and light facilities. 

Pier 14: Extension of Piers 12-13 bulkhead; marginal wharf, general 
cargo pier, wide apron. 446 ft. long, 40,000 sq. ft. transit shed area, 
ample back area. Water and light facilities available. 

Pier 15: General cargo pier. Dry dock, floating dock, ship repairs, 
foundry. One wooden floating dry dock of 1,000 tons capacity. 
Floating crane 25 tons lifting capacity. Four mobile cranes 45 tons 
capacity. Reinforced concrete graving dock. Fuel and water available. 
United States Navy installation under lease to Abarca Dry Dock and 
Marine Terminals for commercial ship repair and dry-docking 
operations. Bulkhead wharf and finger pier used by commercial 
vessels. 

Frontier Base Pier: Navy facility operated by the Puerto Rico Ports 
Authority under contract. Two berths for sea-going vessels. Depth 
alongside 30 ft. Principally used for the handling of open storage 
cargo and the berthing of cruise vessels. 

Isla Grande Terminal: South shore of San Antonio Channel. 
Marginal wharf. 1,500 ft. long bulkhead. Wide aprons. Transit shed 
32,000 sq. ft. with 240,000 sq. ft. of paved open area. 30 ft. depth 
alongside Western section of bulkhead for shallow draft vessels. 
Container terminals: 

(a) In a Westerly direction Seatrain Lines’ lift-on-lift-off trailership 
terminal; bulkhead wharf 950 ft. long. Wide apron, ample trailers 
marshalling yards. Two 45 tons capacity pierside cranes. 

(b) On the South shore, berthing facilities, 300 ft. bulkhead wharf 
with adjacent areas for TMT's roll-on/roll-off operations. Shoreside 
concrete ramp extending out seaward. Tug-barge operation, loading 
and unloading through bow and side ramps. Maximum draft 
approximately 18 ft. 

(c) Berwind Lines’ roll-on/roll-off shoreside ramp, barge-tug 
operation; loading and unloading at bow. Maximum draft 18 ft. 

U.S. Navy property under lease and operated by the Puerto Rico 
Ports Authority. 

Puerto Nuevo Docks: Terminals ‘‘A"’ and “‘B" marginal wharves. 
Two 500 ft. berths. 102,000 sq. ft. transit shed area. Two cargo sheds. 
Thirty ft. depth alongside. General cargo piers. Limited open storage 
area. 

Trailership Terminals: (3 at Isla Grande port zone, above, 5 at 
Puerto Nuevo port zone. Berths C, E, F, G and H and West side 
Army Terminal). 

Berth “C": TTT's roll-on/roll-off terminal. Shoreside movable 
ramps for side loading and unloading. Extra wide pier platform, 
ample trailer marshalling yards. 30 ft. depth alongside, approx. 

Berth “‘D": 100,000 sq. ft. of transit shed space for break-bulk 
operations and cargo stripping. Marginal wharf 40 ft. wide, 600 ft. 
long. Ample cargo shed used for distributing cargo coming in 
trailers for different consignees. Ample trailer marshalling yard. 
Thirty ft. depth alongside, approx. 

Berths “E", “F", “G", and ‘“‘H": 600 ft. each, continuous bulkhead 
wharves, lift-on/lift-off operation. Maximum draft alongside 30 ft. 
Extra wide pier platforms. Ample trailer marshalling yards. Five 
25-ton capacity pierside cranes are installed at Berth “F"’. 

Army Terminal Pier: Finger pier; three berths. Approximately 
50,000 sq. ft. transit shed area. East and West berths 600 ft. each. 
North berth 200 ft. Under the control of the Ports Authority. West 
side, ramp for roll-on/roll-off operation. 

Isla de Cabras Pier: Explosives handling pier at Isla de Cabras. 
Ports Authority property. 

Bulk Grain Handling Facilities: Berthing, silos and other shoreside 
installations for the receipt of shipments of bulk grains (Nebraska 
Mills, California Rice Mills, Red Seal, etc.). 

STEVEDORES: Arranged by the ship's Agents. 

MEDICAL: Medical attendance and services are available for 
seamen at the United States Marine Hospital in San Juan (out- 
patients). The Presbyterian Hospital handles internal cases. 
TANKERS: Caribbean Oil Refinery pile clusters berth, maximum 
permitted draft, 33 ft.; Navy Oil Pier, maximum permitted draft, 
29 ft. 

FRESH WATER: Most of the piers have adequate installations 
to supply water. 

FUEL: Served in barges either alongside the vessel at the pier or 
at anchor. Other combustible liquids are delivered in tank trucks 
by Shell, Esso and Texaco. 

REPAIRS: Abarca Dry Dock and Marine Terminals handles dry 
docking and major vessel's repairs. Stateside Shipyard and Marina, 
at Isla Grande, and Vaello Shipyard at La Puntilla, Catano, operate 
marine railways for dry-docking and repairs of small vessels. The 
Puerto Rico Lighterage Company handles minor ship repairs. 
DEVELOPMENTS: Two additional trailership berths are under 
construction at the Puerto Nuevo port sector. 

GANGWAY/DECK WATCHMEN: Ship provides own gangway 
watchmen. 


OPENING/CLOSING HATCHES: By stevedores. 
IDENTIFICATION CARDS: Required to go ashore. 
CONSULS: 


Belgium tel. 725-3179 Honduras _ tel. 723-5230 
Bolivia » 723-0180 Italy 1» 722-4344 
Colombia » 722-3562 Panama » 767-2175 
Denmark » 725-3885 Holland » 723-1442 
El Salvador » 723-9160 Mexico » 724-7812 
Finland » 7122-0283 Sweden » 725-1842 
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France » 722-3415, Uruguay yy» 723-1787 
725-4279 Venezuela ,, 725-4055 
Great Britain » 767-4435 Spain » 722-1045 
Dominican Rep. __,, 725-9550, Germany », 725-5912, 
22-4422 722-2595 


REPATRIATION: Arranged by ship's Agents. 

AIRPORT: On outskirts of port area, served by regular airlines. 
TIME: GMT minus 4 hours. 

HOLIDAYS: *New Year's Day (January 1st); Three Kings’ Day 
(January 6th); De Hostos Birthday (January 11th); Washington's 
Birthday (February, Third Monday); Emancipation Day (March 22nd); 
*Good Friday; De Diego's Birthday (April 16th); Memorial Day (May, 
Last Monday); *Independence Day (July 4th); Munoz Rivera's 
Birthday (July 17th); *Constitution Day (July 25th); Barbosa’s Birth- 
day (July 27th); *Labour Day (September, first Monday); Columbus 
Day (October 12th); Veteran's Day (November 11th); Discovery of 
Puerto Rico (November 19th); *Thanksgiving Day (November, last 
Thursday); Elections Day (November, 4 every years); *Christmas 
Day (December 25th). Any holiday falling on Sunday is observed on 
the following Monday. 

* No cargo operations on these dates. 
POLICE/AMBULANCE/FIRE: Police, 
765-9700; Fire, 343-2330. 

A Ports Authority ambulance stationed at Pier 14 is available for 
emergency service. 

AUTHORITY: Puerto Rico Ports Authority, Post Office Box 2829, 
San Juan, Puerto Rico 00936. Autorip, San Juan, P.R. Tel. 723-2260. 


AGENT: Continental Shipping, Inc. P.O. Box No. S-2467 San Juan, 
P.R. 00903. Cable: CONSHIP. Telex: R.C.A. (325) 2770. Tel. (809) 
725-2532. 


343-2020; Ambulance, 


YABUCOA: 18.03 N. 65.49 W. 


Man-made harbour and channel located at the South East corner 
of Puerto Rico. Berthing facilities for deep draft tankers and a barge 
dock. Port and shoreside installations for the receipt and shipment 
of fuel oils and liquid chemicals for the Puerto Rico Sun Oil 
Company, a petro-chemical complex. 

Facilities consist of the following: Ship channel 500 ft. wide, 40 ft. 
depth. Turning Basin. Dock and operating platform for a maximum 
of 100,000 tons dwt. tank vessels. Mooring, breasting and turning 
dolphins. Catwalks. Additional dock appurtenances (fire-fighting 
equipment, protective jetty, etc.). Pilot services and tugboats avail- 


able. 
AUTHORITY: Captain of the Port, Puerto Rico Ports Authority. 


Qatar 


DOHA: 25.17 N. 51.32 E. 


DOCUMENTS: The following documents will be required at this 
port: 
Agents: 

1 copy of the Arrival Report (supplied by the Agent on boarding). 

1 copy of the Crew List. 

1 copy of the International Declaration of Health. 

1 copy of the Passenger List (if applicable). 

Port Health : 

1 copy of Crew List. 

1 copy of Dates and Types of Inoculations. 

1 copy of the International Declaration of Health. 

Immigration : 

4 copies of Lists of Passengers Landing (if applicable). 
Customs: 

Bonded Store List (Bond will be sealed but issues are available). 

Port Clearance Certificate should be procured before the vessel 

sails. 
PILOTAGE: Application for a Pilot should be made through the 
Agent in Bahrain at least 24 hrs. before arrival. 

Pilot station keeps a VHF watch 24 hrs. a day on Channel 16. 
Call sign DOHA PORT. Similar watch kept on R/T 2182 K/cs. 

Pilot boat proceeds to the vicinity of the Doha Outer Buoy, posi- 
tion 25° 17’ 06” N. 51° 41’ 26” E. when the pitot is required. Pilot laun- 
ches are painted white. When the vessel is underway the Pilot 
requires a pilot ladder complete with manropes. When the sea is 
calm and the vessel is at anchor the accommodation ladder may be 
used. 

ANCHORAGES: Near the Outer Buoy and Southerly from it only. 
Minimum depth of water 5 fathoms. 

ENTRY RESTRICTIONS: Compulsory pilotage for all vessels 
of 14 ft. draft or more. Naval vessels exempted. Depth of water in 
entrance is 27 ft. plus tide and the minimum depth of water required 
under the keel for manoeuvring in the channel is 3 ft. 

Maximum draft for normal or average high waters is 28 ft. 9 in. 
MAX. SIZE: Maximum length 525 ft., maximum breadth 75 ft., 
maximum draft 28 ft. 9 in. Vessels of 560 ft. have been accepted in 
favourable conditions. 

HEALTH: The International Flag signals for pratique must be 
flown and remain up until the vessel is cleared by the Port Health 
Authorities. A Port Health Official will board the vessel in the 
anchorage or at the Deep Water Jetty when the vessel is alongside. 
There is no automatic or radio pratique available. 

RADIO: ETA and Agents messages should be routed through 
Bahrain Radio. Radio-telephone communications through Doha 
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Port signal station. Calling and listening 2182 kHz. Working 
quencies, 2638 kHz, 2738 kHz, 2570 kHz. 

TUGS: One Government tug M.T. Raiyan is normally availas 
assistin berthing operations. The only exception being when th 
is under repair. 

BERTHING: Berthing alongside the Deep Water Jetty (30 ft) 
2,400 ft. in length and can accommodate four vessels at any 
with drafts of up to 28 ft. A further two berths may be Construg 
a later date. 

Normally berthing and unberthing to and from the deep, 
jetty is not at any time without certain reservations: 

(a) Draft and trim of vessel. 

(b) Height of tide. 

(c) Visibility from Navigation Bridge. 

(d) Prevailing weather conditions. 

The duty Pilot has the option to berth or unberth a vessel ; 
discretion after consultation with the Senior Pilot, when the 
mentioned conditions are unfavourable. 

STEVEDORES: ETA advice is required on the number of g 
workable. Advance notice is required for any heavy lifts (s 
excess of 10 tons dwt.) and the consignees name if possit 
special arrangements have to be made for handling. Averag, 
charge rate is 75 tons per hook day. 

MEDICAL: Unless an emergency no advance notice is 
Hospital facilities do exist and a doctor will visit on request, ( 
Vaccination and Cholera Certificates are required. 
ress : The density of the water is salt (1025) at all states; 
tide. 

FRESH WATER: Fresh water is available in small quantiti 
tons) at the anchorage and larger quantities when alongsi¢ 
jetty and is supplied by motor tankers. 

FUEL: At present time no fuelling facilities available. 
GANGWAY/DECK WATCHMEN: The Public Security Ds 
ment (Police) post a guard at each gangway, but it is advisab) 
ship also supplies a watchman. Before landing every crew me 
must lodge his passport or seamen's identity card with the, 
when alongside the jetty and at the dock Police Station wh 
the anchorage. 

OPENING/CLOSING HATCHES: This work may be carrie 
by either crew or stevedores, but usually by the latter. 
CUSTOMS ALLOWANCES: Qatar is “dry” and no officiala 
ance is made. The bond is sealed on the ship's arrival. 
CARGO GEAR: No additional requirements apart from t 
required by International Law. 

CREW IDENTIFICATION CARDS: Discharge Books or} 
ports are required to be handed to the Police before any 
member may proceed ashore. 

CONSULS: The following countries maintain embassies inQ 


Iran Jordan 
Great Britain Egypt Yemen 
Saudi Arabia France Netherlands 
Kuwait India Tunisia 


Iraq 
REPAIRS: Only minor repairs can be carried out. Metal-lod 
bottom brushing and underwater welding. 
REPATRIATION: Crew changes can be carried out. The As 
will require to know the names, discharge book or passport num 
and necessary information of dates, etc. well in advance {0 
authorities. Repatriation is normally by air, but Asian crews c 
repatriated to Pakistan and India by sea. 

AIRPORT: It is about 3 miles from the port to the airport.1 
are regular flights to Europe, U.K. and India by British Ain 
M.E.A., Air India, P.I.A. etc. 

TIME: The standard time in Qatar is GMT plus 3 hours. 
HOLIDAYS: The holidays in Qatar are usually religious 
therefore fall on moveable dates. As far as shipping is conce 
there are only two days when work is not possible under any cit 
stances. 

Boece ort Police 4646; Ambulance ! 

ire 5252. 

TELEPHONES: Telephone available at the new Jetty. No. 2 
GENERAL: Particular attention must be paid to: 

(1) The Qatari flag must be flown at all times at the fore mas 

(2) Liquor is not allowed ashore and it is a serious offen 
offer alcohol to a Qatari. 

(3) Smoking is not permitted in any public places during the™ 
of Ramadan. ; 
SHORE LEAVE: Shore leave is permitted after the Immigt 
Authorities have cleared the ship and given permission, in Wf 
on the Crew List. Seamens’ documents or passports must be 
sited with the police at the gangway and retrieved on retu! 
aboard. j 
DELAYS: The only delays that can be expected for berthitt 
on draft. No delay exists for vessels up to 22 ft. 6 in. Over this 
may occur awaiting tides. Congestion delays for the disch@? 
cargo do occur from time to time but the maximum that @ 
expected is 1/2 days. og 
AUTHORITY: Port Department, Ministry of Communicati® 
Transport, P.O. Box 313, Doha, Qatar. 


AGENTS: The Qatar National Navigation & Transport Co 
PO Box 153, Doha, Qatar, Qatar Arabian Gulf. Telex: DH 2%, 
23864. General Manager: 22245. Shipping Manager: 21138. 
Supervisor: 21213. Cable address: ‘Navigation Dohao”. 


HALUL ISLAND: 25.38.55 N. 52.25.33 E. (See Plan) 


Halul Terminal S.B.M 
gational flag should be flown during hours of daylight. 
Qe MENTS: Master required provide 2 copies of crew list and 
Light Dues receipt. All other necessary papers will be sup- 
On oa arrival, by Berthing Master. 
pint TAGE: Berthing Master will board incoming vessels in 
PILOT te position with Halul lighthouse bearing 270°x 25 miles 
we to the Eastwards of the island) only. Vessels are requested 
= pass to the Westwards or the Southwards of the island when 
re roaching the anchorage or pilot cutter, as this is a hazardous 
due to numerous underwater pipe-lines. Masters requested 
ide a good lee for the launch to facilitate boarding of Berthing 
er and the lifting on board of equipment. 
ANCHORAGE: To the Eastwards of Halul Island centred in a 
jon with Halul lighthouse bearing 270° 2:3 miles. Depth about 
ft. and bottom sand. 

X, SIZE: SBM No. 1 up to 65 ft. draft (240,000 tons). SBM No. 2 
up to 100 ft. draft (500,000 tons). ; ' é 
HEALTH: If sickness on board, details should be included in 
eT message. No Doctor on Halul. In emergencies the services or 
advice of Company's Medical Officer based in Doha may be obtained. 
Medical Officer or patient has to be flown to or from Doha, the tanker 
concerned will be charged for helicopter hire. Round trip is approx. 


#00: Vessels should establish communications with Shell 
Company of Qatar Ltd., Doha, at least 48 hours before arrival Halul 
Teminal, giving ETA local time and quantity of cargo required in 
ing tons. Message to “Shell Qatar Doha" via Bahrain Radio. Any 
canges in ETA should be passed via Bahrain Radio, or if within 
ange, through station 2AA (see below). 

A private radio station, call sign “2AA", operated by Shell Com- 
pany of Qatar Ltd., situated in position 25° 17’ 12” N. 51° 34’ 39” E. 
4 continuous listening watch maintained on 500 kHz. Incoming 
aokers should listen for the 2AA traffic list which is transmitted 
9 438 kHz at 0400, 0800, 1200 and 1600 hours GMT after first calling 
» 500 kHz. Other details shown in Admiralty List of Radio Stations 
Volume 1. 

A standard information cable is passed to all incoming tankers 
ty station 2AA. 

Ship's radio station must not be used while tanker moored to SBM. 
VHF: A VHF station on Halul Island, call sign “Halul Control", 
maintains a continuous watch on the International Marine Band, 
Channel 6. The station has a range of approximately 50 miles and 
incoming tankers should establish communications with this station 
as soon as possible. Ship-to-shore communication during loading 
is by portable VHF Radio telephone provide by the terminal. 

TUGS: Not available. 

BERTHING: Approach is from the open sea, passing to the East- 
wads of Halul. There are two single buoy moorings. Number one 
$8M in position 25° 39’ 00” N, 52° 25’ 55” E. fitted with two 810 ft. x 16 
in, floating hose strings and connected to one x 30 in. shore 
submarine and two 12 in. x 150 ft. nylon floating mooring lines from 
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i 
4 the buoy. This berth will primarily accommodate vessels up to 
mts | 120,000 tons dwt., but however, may be used for larger vessels if 
ets | ‘equired. Loading rates of up to 8,000 m* may be given. Number 2 
the | S8Min position 25° 38’ 36” N, 52° 27’ 35” E. fitted with two 885 ft. x 24/20 
1 | ®. floating hose strings and connected to two double 15 in. x 150 ft. 
wylon mooring lines from the buoy. This berth will accommodate 
yet | vessels of over 120,000 tons dwt. with up to a draft of 100 ft. Loading 
ays, | ‘es of up to 15,000 m® will be given. In both berths, mooring lines 
fom the buoy are secured on the forecastle head using equipment 
wovided by the terminal. A suitable messenger rope should be ready 
ani | ‘use. No moorings are used aft. The Berthing Master will advise 
nei | “detail the mooring procedure. 
um | Hose Connections: No. 1 SBM amidships port side two 16 in. 
‘ses, Hose derrick should be rigged to lift at least 5 tons and two 
15; | ‘bin. reducers should be fitted on the port side only. 
No.2 SBM amidships, starboard, side two 20-in. hoses. Hose 
2. | “rick must be rigged to lift at least 10 tons and two 20-in. reducers 
would be fitted on starboard side only. 
, Hose connection carried out by ship's personnel with advice from 
elt| Shing Master. Tankers not permitted to immobilise main engines 
*auriliaries whilst moored to SBMs. 
ont | DENSITY: At berth, 1028/1030 (approx.). 
CARGO: Flash point below 32° Fahrenheit. 
tit | 4S content. Masters should refer to the International Oil Tanker 
ting, nd Terminal Safety Guide Section 1. 4. 2. on the subject quoted 
ep | “#e for easy reference. 
nig an Hydrogen Sulphide - H.S. Hydrogen sulphide has a disagree- 
® odour characteristic of rotten eggs which quickly deadens the 
) art be of smell so that a dangerous concentration may be present 
aaj | “ch cannot be detected by odour. 


qrreewe to hazardous concentrations of this gas is likely to 
4, appropriate safety precautions should be taken. Suitable 


_” protection should be available during ullaging and 


a LV is given as 10 p.p.m. but concentrations in enclosed 
‘i. Should be reduced as far below this level as practicable 
“sa are to work without breathing apparatus,.a nil concentra- 

meta be achieved before entry is permitted and effective 
'0n should be maintained. 

4g tankers regularly committed to the carriage of sour crude, 
a indicators should be provided. 

'Mportant to realise that the concentration of H,S can be 
ured and expressed in two different ways. 
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the p.p.m. in the liquid, by weight; 

the p.p.m. in the air, by volume. 

Producing and processing departments at terminal often use the 
liquid measure for H:S content, and this could be confusing to 
tanker officers who usually think of H.S as expressed in air volume 
measure. There can be a vast difference between the two measures. 
The measure in air is higher and can be very much higher. For 
example, chemists have measured a concentration of 7,000 p.p.m. 
(deadly) in the vapour stream coming out of an ullage opening when 
a tank is being topped off with a crude oil containing only 70 p.p.m. 
H,S in the liquid. Therefore, it is of vital importance to appreciate 
that a sour crude can release a lethal concentration of H,S into the 
air. 
The following guide to the effects on exposed persons of various 
atmospheric concentrations of H.S gives some indication of its 
dangers: 

Measured in air by volume 

50 to 100 p.p.m. Eye and respiratory tract irritation after ex- 
posure of one hour. 
Marked eye and respiratory tract irritation 
after exposure of one hour. 
Dizziness, headache, nausea, etc., within 15 
minutes; loss of consciousness and possible 
death after 30 to 60 minutes exposure. 
Rapidly produces unconsciousness and 
death occurs a few minutes later. 

1000 to 2000 p.p.m. Death is apparently instantaneous. 

Apparent death from H,S is not irreversible as prompt and efficient 
artificial respiration may restore life. 

The terminal should advise the Master if the cargo to be loaded 
contains H,S in concentrations which cause the gases vented during 
loading to be hazardous if inhaled. When handling cargo with a 
noticeable H.S content or when ballasting after discharge of such 
cargo, it is recommended that the following precautions should be 
taken. 

The officer supervising the operations should keep a sharp watch 

on personnel for signs of fatigue or distress. 

Lifelines, breathing apparatus and resuscitator should be readily 
available. 

Loading through the pumproom should be avoided where possible 
to reduce the possibility of H,.S contamination of the pumproom 
atmosphere. 

Gas should be vented through the cargo tank venting system and, 
if open ullaging is necessary, the ullage plugs should be kept 
open only for a minimum period of time. 

When ullaging tanks, personnel should work in pairs and stand at 
right angles to the wind direction in relation to the ullage 
Opening. 

Personnel should not enter a pumproom without first starting the 
ventilation, checking that there is no gas present, and without 
someone else standing by. If any gas concentration is recorded, 
a self-contained breathing apparatus should be worn. 

Other spaces into which H,S may have been drawn should be 
ventilated and checked before entry. 

Persons overcome by H.S should be moved to a gas free area 
immediately and artificial respiration should be administered 
at once. 

Gas tests should be made on deck and in accommodations at 
regular intervals and particularly during the topping-off periods. 
If concentrations exceed 10 p.p.m. inside the accommodations, 
or 50 p.p.m. on deck more than 10 feet from a gas outlet, the 
loading rate should be adjusted and if this does not result in 
a decrease of the gas concentration, loading should be stopped 
until conditions have improved or other suitable measures are 
taken. 

During discharge, the pumproom bilges should be kept dry. 

During loading or ballasting operations, conspicuous notices 
warning of potential danger should be posted on deck and at 
pumproom entrance, and at the entrance to any other space 
which could be affected. 

TIME: Local time is GMT plus 3 hrs. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPAIRS/STORES/LAUNDRY: Not available. 

TANK CLEANING: No facilities available and ships must arrive 
with clean ballast, lines and pumps. 

CUSTOMS: Trading in liquor is strictly prohibited and no alcoholic 
drink should be offered to Arab nationals. 

TIME: Local time GMT plus 4 hours. 

SHORE LEAVE: Not Permitted. 


AGENT: The Shell Company of Qatar Ltd., PO Box 47, Doha, 
Qatar, Arabian Gulf. Telegraphic address: “Shell Qatar Doha”. 


200 to 300 p.p.m. 
500 to 700 p.p.m. 


700 to 900 p.p.m. 


UMM SAID: 24.54 N. 51.34 E. (See Plan) 


When vessel enters port waters in ballast, the ballast water for 
overside discharge must be clean and a declaration signed by Master 
and delivered to representative of the terminal. Ashes, oil, oily water 
or other refuse must not be discharged overboard in port waters. 
Vessel’s scuppers must be effectively plugged and leakage or 
spillage of oil aboard“ship must not be swept or washed overboard 
whilst in port waters. 

DOCUMENTS: 

Health Declaration. 

Crew Lists, 

Light Dues Receipt. 
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Other necessary papers supplied on arrival. 

BUOYED CHANNEL: All vessels wishing to navigate the Umm 
Said buoyed channel must obtain prior clearance from Umm Said 
Control who can be contacted on VHF Channels 14 or 16 or by Telex 
via Bahrain Radio, addressed to Petrogat Umm Said. This precaution 
is essential to avoid unexpected encouniers with deep-laden oil 
tankers. 

APPROACHES: 

Depths. In Outer Channel there are at least depths of 37 ft. in 
vicinity of Nos. 1 and 2 buoys, 3 and 4 buoys and Nos. 9 and 10 buoys. 
Between Outer and Inner Channel, depth varies from 40 ft. at Nos. 
11 and 12 Outer Channel buoys through 72 and 78 ft. between “'S.E. 
Arrif" and “S. Arrif" buoys to 47 ft. close to No. 1 Inner Channel 
buoy. In Inner Channel, least depth is 38 ft. between Nos. 3 and 4 
Inner Channel buoys. 

From Inner Channel to anchorage, depths vary from 43 ft. between 

Channel and Turning buoy to 48 ft. at anchorage. 
Tides. Tides in this area have large diurnal component and at 
times there is only one high water and one low water in twenty-four 
hours. This irregularity is more pronounced at Umm Said than at 
Outer Channel entrance for which predictions are made. 

In December the higher high water, or the only high water during 
periods of single day tides, occurs between 0500 and 1400; in March 
between 2200 and 0900; in June between 1800 and 0100 and in 
September between 0900 and 2100. 

t Umm Said there are a few days in the year when tide does not 
rise above 5 ft. and there are considerable periods each day when 
predicted height of tide is greater than 3 ft. In vicinity of Nos. 3 and 
4 Inner Channel buoys, high water occurs about 1 hour after high 
water at Outer Channel entrance and rise of tide is slightly more 
than at Outer Channel entrance. Higher high water is normally 5 ft. 
or better, rising to 8 ft. at exceptional Springs. 

Meteorological conditions may affect all the above tides by +2 ft. 
Tidal Streams. \n general, flood stream sets to South south west 
and ebb stream to North north-east, the rate being up to two knots 
at Springs. 

Cross sets will consequently be experienced in the channel, more 

particularly in Northern part of Outer Channel, between Outer 
Channel and "'S.E. Arrif"’ buoy and between “S. Arrif"’ buoy and the 
Turning buoy. Outer Channel entrance stream continues to set to 
Southward for some time after tide has started to fall. 
PILOTAGE: 
Inward: Except on special request Pilots are not provided for the 
inward passage. Tankers should proceed to Eastern Anchorage, 
having first received clearance from Umm Said Terminal to enter 
channel. This is to ensure that all outward bound vessels are aware 
of traffic movements in channel. Pilot wiil board incoming vessels at 
“H" Buoy, if requested. 

Outward: Compulsory. Pilots will be disembarked off Hul (H) light 

buoy. 
NBvit is requested that tankers of 40,000 dwt and over should have 
rigged, when in light condition, an accommodation ladder lowered 
to about 12 ft. above the water. This can be adjusted to suit condi- 
tions. A pilot ladder should be rigged immediately abaft the accom- 
modation ladder, to within 2 ft. above the water. This will enable 
Pilot to ascend pilot ladder clear of launch, and then step on to lower 
platform of accommodation ladder. Vessels should comply with the 
current U.K. Merchant Shipping (Pilot Ladders) Rules. 

When automatic pilot hoists are used a responsible English- 
speaking officer must always be in attendance. 

Pilotage is compulsory for dry cargo ships bound for Umm Said 
anchorage. Pilotage performed by Doha Pilots. 

ANCHORAGE: Eastern Anchorage. Depth 48 ft. 

MAX. SIZE: Draft of laden tankers leaving Umm Said controlled 
by depth at outer end of Outer Channel. This is 37 ft. below Chart 
Datum and Zero of Predictions. Tide rarely falls below 1 ft. above 
datum, so that there is always 38 ft. or more in the channel. 

Even under worst weather conditions there is no appreciable 
movement on larger ships in Outer Channel. As deep-draft vessels 
always reduce speed between Nos. 3 and 4 Inner Buoys and in Outer 
Channel, there is very little ‘draw down" and an allowance of 3 ft. 
under the keel for safety is considered adequate. Deep-draft vessels 
should endeavour to pass between Nos. 1 and 2 Outer buoys at 
higher high water for the Outer Channel entrance. 

In general, limitations are as follows: 

(a) Ships drawing 35 ft. or less can sail at any time on any day. 

(b) Ships drawing 36 ft. will rarely have to use tides. 

(c) Ships drawing 37 ft. will usually have to use tides. 

(d) Ships drawing 38 ft. always have to use tides. 

(e) Ships drawing 39 ft. will occasionally be neaped. 

(f) Ships drawing 40 ft. wili be neaped 120 days+a year. The best 
months are April to August. 

(g) Ships drawing 41 ft. can sail occasionally. The best months 
are June and July. 

(h) Ships drawing 42 ft. are not worth programming as on the few 
days when predictions indicate they could sail, meteorological 
conditions may well cut the tides. 

Navigation in shallow waters : The navigation of deep drafted vessels 
at high speeds in shallow waters introduces certain hazards. Pilot/ 
Mooring Masters and Masters of ships should be guided by the 
following: 

(a) Due consideration should be given to the effect of draw down 
at speed on vessel's draft in shallow water, bearing in mind 
vessel's trim. 

(6) If possible, confirm actual height of tide against predictions 
and if not, bear in mind that after strong winds the actual 
height of tide may be reduced and extra caution must be 
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exercised for a few days during and after bad weather 
(c) Ensure accuracy of vessel's draft reading, including t) 
ship drafts, having in mind the tendency of vessels to 
the adverse effect of a small list. i 
(d) Reduce to a minimum safe speed to pass over and Neary 
areas. 
(e) Reduce to a minimum safe speed when negotiating tury 
order to reduce heel under helm. 
(f) Note that list can mean an appreciable increase in draft, 
(g) When strong tidal streams are running across a channel, 
vigilance is required, and allowance made for set, parti ? 
at reduced speed, to ensure vessel proceeds along 
channel. ’ 
HEALTH: (Quarantine and Medical Clearance). The 
Officer of Qatar Petroleum Company Ltd. will carry out these dy 
Medical attention to Masters and crews of ships arranged byQ 
Petroleum Company's Medical Officer when asked for by M 
RADIO: Vessels are requested to inform QPC Limited by 
ETA Hul (H) light buoy 48 hours prior to arrival. It should be ch 
indicated whether times quoted are Greenwich Mean Tim 
Local Time (GMT plus 3 hours). Also state quantity of Cargo, in) 
tons, and maximum loading rate required. Cables should be add 
“Petroqat, Umm Said", and passed via Bahrain Coast Radio Sig 
When advising ETA ships must state last port of call and if 
is any sickness on board. If last port of call Bahrain or Ras Tx 
the port previous to them must be stated. 
VHF: Tanker VHF Radio Communications. Terminal equip 
operate on six channels of International Maritime Mobile & 
Telephone Service as follows: 


— No. Transmit frequency mc/s. Receive frequency m 
: 156-05 


9 156°45 156°45 
11 156-55 156-55 
12 156-60 156-60 
14 156-70 156-70 
16 156-80 156-80 


Continuous listening maintained on Channels 16 and 14, cal) 

being “Umm Said" and range of station approximately 50 mix 
TUGS: No tug available. 
BERTHING: Pilots act in same capacity as Mooring Masters 
berthing, after which they supervise raising of flexible hose) 
connection to ship's manifold. During loading operation theyx 
company's representatives. 

Vessel’s crew are expected to assist with hose connecting. 

Mooring, loading and unmooring carried out night and day 
necessary standards of safety can only be maintained if ve 
have equipment suited to terminal requirements. 

North Berth is a Single Buoy Mooring in Position 24° 537 
51° 34’ 54” E. Vessels are moored by a single hawser from ba 
buoy. (See Plan section.) 

The following equipment should be carried by each vessel: 

(a) An 8 in. circumference x 120 fathom nylon hawser trallt 
a similar hawser, ready to run out from the bow. Als) 
spare 8 in. x 120 fathom nylon hawser. 

(6) One good boat rope 44 in. circumference at least 200 ft! 
at portside. 

(c) Derrick or crane rigged over the starboard side man 
should be capable of lifting 16 in. float hose to a height! 
to 30 ft. above deck. 

(d) Reducers or adaptors to be bolted to two ship's flanges? 
to take 16 in. hoses. 

Warning: Ship's anchors must never be used within halfam 
this berth or the 36 in. submarine pipeline and must thereftt 
well secured at all times. (See Plan section.) 

Vessels moored at South Berth by ship's anchors and mo 
buoys. Following equipment should be carried: 

(a) Port and starboard anchors to be fitted with marker buof 

sufficient line. 

(b) Two good boat ropes 4¢ in. circ., at least 200 ft. long. 

(c) A good line by the pilot ladder for hauling on board equi’ 
such as hose clamps, wrenches, reducers and elbows. 

(d) Four good mooring lines aft of a suitable size for the ves? 
which they are used. Each line should consist of 120!# 
hawser, tailed by a similar hawser and ready to run® 
required. 

Two good mooring lines forward similar to the after lint 
use on breast buoy if necessary. 
Two good rope stoppers to be available forward. Foul! 
rope stoppers to be available aft. 


(e) 
(f) 


(g) Derricks or cranes reaching over hose connection shot 
capable of lifting flexible hose from sea-bed to a he? 
up to 30 ft. above deck. 

Derricks should have a safe working load of 10 tons it! 
to lift 12 in. hose strings. 

(h) Reducers or adaptors to be bolted to ship's flanges, $% 
take 12 in. hose. 

(i) Carpenters stoppers are provided on loan by Q.P.C. i# 
with Company's 43in. wires and chain stoppers should® 
used. 

Note. Where a vessel has two or more loading connectio® 
ship's flanges should not be less than 4 ft. apart. 
TERMINAL INFORMATION: 

Fixed Strings @ 

Berth Max. t.p.h. sea-line flexible hot 

North (SPM) 5,000 One - 36” Two -! 

South (CBM) 4,000 One - 24” Two -tf 
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of water: Available depth of water at seaward end of sea- 
"S$! 
iets a8 follow th Berth (SPM) 65 ft. (19-6 m.) 
South Berth (CBM) 44 ft. (13°41 m.) } 
allowance of 8 ft. for South Berth has been made for height of 
hes end cradle above the sea bed. 
tations: 
a gerth (SPM) - None. 
h Berth (CBM) - Head North - All vessels under 900 ft. 

Sout Head South - All vessels under 1,100 ft. 

After the vessel has been securely moored in berth, the hoses are 

ed and connected to the ship's manifold. Tk : 

"The Mooring Master will not transmit any loading instructions to 
np shore until the officer-in-charge of the deck is satisfied that the 
he are connected correctly and that all valves have been set for 

ivi 0. 

eet berth, ships should be ready to move under their own power 
the event of their breaking adrift, catching fire, fire in adjacent 
perths or other emergency. No repairs should be carried out while in 
perth which would immobilise the ship or impair her fire-fighting 
he Mooring Master will instruct the Master of the vessel as to any 
signals needed for local requirements. : ‘ 

ve Mooring Master brings a portable radio to the ship. 

The radio may not be used for private conversation. Use of the 
ship's radio while at the loading berth is strictly prohibited. 

When loading is completed, hoses will be disconnected and 
iowered, under the supervision of the Mooring Master. : 

Ships will then proceed to an anchorage allocated by the Mooring 

Waster or direct to sea. 
BULK HANDLING FACILITIES: A Government Jetty has been 
constructed in Umm Said Bay connected to a Fertiliser Production 
pant and grain mill. There are facilities alongside the quay for 
joading bulk urea and bagged urea; for loading refrigerated liquid 
ammonia; discharging bulk grain. 

Vessels up to 60,000 dwt. may be accepted alongside. 

The jetty is 700 ft. long, 100 ft. wide; the deck level being 20 ft. 3 in. 
above. Admiralty Chart datum. There is a least depth of 40 ft. along- 
side. 
Government Pilots provide berthing assistance. See “Doha”. 

The Qatar Petroleum Company has started construction work 
fora liquid gas plant which will include a “T’'-head jetty extending 
approximately 380 metres seaward from position 24° 54’ 15” N. 51° 33” 
a” E. due for completion in 1974. 

OPERATIONAL EQUIPMENT 

Ammonia Arm: One 10 in. liquid ammonia loading arm and one 
fin. vapour loading arm at a fixed point serving the North berths. 

Ship Loaders: Two loading mobile machines (ship loaders) 
serving the whole of South side of the jetty, one of which is capable 
of loading bulk urea. 

Grain Unloading: Six unloading points for connecting two mobile 
grain unloading machines. 

oh gl System for export of bagged and bulk urea and import 
of grain. 

Crane: 10-ton swl dockside mobile crane serving the whole of the 
North side of the jetty. 

CARGO: 


1. Flash Point. Flash point of Qatar crude is below 32 degrees 
Fahrenheit. 

2.H,S Content. Qatar crude contains concentrations of H,S (sul- 
phuretted hydrogen). This is an evil-smelling poisonous gas which 
can be lethal depending on concentration of gas in the air inhaled. 
tcan be detected normally by smell, but unfortunately a high con- 
centration of the gas rapidly paralyses sense of smell and may lead 
oa false sense of security. It is, therefore, important that when the 
presence of the gas is detected the area or compartment concerned 
must be left with all possible despatch until adequate ventilation 
tan be carried out. The explosimeter will not detect this type of gas. 
The under-noted precautions have been evolved as necessary to 
provide against a possible accident. 

(@) During loading gas should only be allowed to escape via the 

agreed venting arrangements. 

(0) When ullaging tanks, personnel should keep to windward of 
the tank opening and avoid breathing fumes as much as 
possible. If H.S is inadvertently inhaled the man should leave 
the area and not return until his sense of smell has been 
restored, 

() No one should enter any pump room or any compartment 
when gas could collect unless another person is standing by. 

(9) Lifelines, breathing apparatus and resuscitator should be 
readily available. 

() As a Precautionary measure, the gas ejector for the pump 
room should be put into operation at any time entry is made 
into this space whilst the possibility of H,S gas entering 

LOADING: from cargo or empty tanks exists. 


(a) Readiness, Notice of Readiness will be received by Company 
* heentative provided vessel ready to load. Lay time will commence 
; Ours after receipt of Notice of Readiness, berth or no berth. 
Ompany will make every effort to load tanker on arrival provided 
available and weather permitting. 
Pe from vessel which states she is ready to receive cargo is 
sor sbi as final, and as indicating that every operation necessary 
signa an has been completed. As soon a possible after such a 
aan been received, and without further advice, loading will 
pen ce. Damage to hoses can occur if ship's valves are not 
at the start of loading. 
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(6) Pipelines. Each berth connected to shore installation by one 
or two submarine pipelines. The seaward ends of pipelines terminate 
in 12 in. flexible hoses, there being two such strings of hoses at each 
berth. 

A mooring barge is available to assist ships to raise hoses from 
sea bed and connect up. 

(c) Tank Dips. When loading, dips shall be taken frequently of 
vessel's tanks, thereby preventing loss of oil through a leaking hose. 
This particularly applies at night, as seepage of oil is practically 
invisible on the water during darkness. Inspection of vessel's tanks 
will be made before loading commences by a ship's officer and a 
representative of the Terminal. Opening dips and closing ullages 
will be taken and the quantity of cargo calculated. Particular care 
must be exercised by ship's personnel, towards completion of 
loading, in the “topping-off" of tanks to ensure that Terminal given 
timely advice of any decrease in pumping rate required. Adequate 
“Stand-by” notice should be given before the final “Stop”. 

(d) Loading Pumps. Cargo is loaded with two 1,200 h.p. pumps. 
Sudden shutting of valves or asking for pumps to be stopped whilst 
loading at full speed can cause pressure surges throughout pipe 
system. This has caused breakage in the lines and consequent loss 
of large quantities of oil with the serious risk of fire. Should a pres- 
sure surge occur causing damage to flexible hoses connected to 
vessel you can imagine the risk with large quantities of crude oil on 
the decks and in the surrounding sea. In order to avoid any possibility 
of this, please ensure that 15 minutes notice of requiring to stop 
pumping be given and that slow speed be asked for at this time. 


(e) Ballast. 

(1) Essential that vessel is adequately ballasted to ensure safe 
handling and manoeuvring. Please comply with Mooring 
Master's requests as to ballast quantity and disposition. 

(2) Umm Said is an open roadstead and subject to sudden changes 
in weather. On occasions it is of great advantage to commence 
loading whilst discharging ballast or prior to completely de- 
ballasting to avoid having the vessel in a flying light condition. 

(3) No cleaning of boiler tubes whilst ship is in port. 

(4) All pump-room seacocks must be closed before commence- 
ment of loading. 

FUEL: Bunkers not available. A vessel proceeding to a nearby 
bunkering port should repeat ETA to Qatar Petroleum Company 
Ltd. for information. If Qatar Petroleum Company Ltd. have sufficient 
information concerning expected arrivals, taking into considera- 
tion time taken to bunker, they will advise Masters when they consi- 
der that probable delay at Umm Said can be avoided by the vessel 
loading cargo before proceeding to the bunkering port. A similar 
request may be made in exceptional circumstances when there is a 
possibility that unduly large stocks of oil may necessitate shutting 
down the field. 

FRESH WATER: Not available. 

CUSTOMS ALLOWANCES: The State Laws of Qatar are very 
strict about import of liquor and its consumption both on main- 
land and on vessels in harbour. No employee, whether senior or 
junior, is permitted to import any liquor direct or to bring any 
liquor ashore from vessels, and under no circumstances should 
liquor be offered for consumption on vessel to any company em- 
ployee unless he is of staff status. At the present time vessels enjoy 
the privilege of not having to seal liquor stocks whilst in port, but 
this privilege would be withdrawn if above rules not strictly observed. 
DERATISATION: No facilities. 

DISCHARGE CERTIFICATE: The Master of every vessel load- 
ing at Umm Said is handed a Discharge Certificate for completion 
by the Customs or Port Authority at port of discharge and return 
by air mail to the Director of Petroleum Affairs, Government of Qatar. 
Doha, c/o Q.P.C. Umm Said within 40 days of sailing from Umm Said. 
It must be emphasised that failure to comply with this requirement 
may result in delay or even boycott of the vessel upon return to 
Qatar. It is therefore in best interest to ensure that Agent at port of 
discharge attends to despatch of this certificate with least possible 
delay and by airmail. 

OUTWARD PASSAGE: Same track is followed as for inward 
passage. Speed must be reduced before rounding the Turning 
buoy and passage of Inner Channel must be made at slow speed to 
avoid increase of draft due to “draw down" or “heel under helm". 
Outer Channel should also be taken at moderate speed to avoid 
“draw down" and “canal action" when passing close to shoal 
patches. 


AGENT: Agency carried out by Qatar Petroleum Company Ltd. 
Telegraphic address, “Petroqat" Umm Said. Postal address, Qatar 
Petroleum Company Ltd., PO Umm Said, Qatar, Arabian Gulf. 


Reunion Island 


POINTE DES GALETS: 20.55 S. 55.18 E. 


PILOTAGE: Pilot is normally ordered by the ship's Agent, or in 

particular cases by the Harbour Master if contacted by VHF before- 

hand. Pilot launch carries regulation pilot signals. Pilot boards at 

the entrance to the port about 1 mile from the breakwaters. 

ANCHORAGE: There are 3 anchorages in the roads near the port. 

(a) In Baie de St. Paul in depths of about 40 metres, well marked and 
safe except in very strong swell. 

(6) South of the port entrance in the immediate approaches, depths 
of 40 metres, only used in fine weather and calm sea. 

(c) In roads of La Possession unmarked anchorage and little used. 
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If vessel requires a Pilot for anchoring, then anchorage dues are 
incurred. Vessels anchoring by their own means do not incur 
charges. 

RESTRICTIONS: Entering port in daylight only. Before berthing 

vessels swing in the outer port using starboard anchor. 

MAX. SIZE: Length, 175 metres; draft, 9 metres. 

RADIO: Saint Denis Radio. Harbour Master's Office equipped 

with VHF. 

TUGS: Only used to assist vessel manoeuvring in the port. Tugs 

join vessel in outer harbour. Ship's lines always used. 

BERTHING: Berth assigned by Harbour Master, basis vessel's 

length and draft. Tankers berth in the outer harbour at dolphin berth. 

No slop facilities. 

DENSITY: 1025. 

FRESH WATER: Available by pipe-line at the quays. Rate 10 tons 

per hour. Not available at tanker berth. 

FUEL: Bunkers reporiad to be available. 

MEDICAL: Doctor and hospital facilities available. 

WATCHMEN: Not necessary. 

OPENING/CLOSING HATCHES: Normally performed by ship's 

crew. 

REPAIRS: Only minor repairs can be effected. 

REPATRIATION: All facilities available for crew change and 

repatriation. 

ee gett 30 kilometres away, daily connections to Africa and 
urope. 

TIME: GMT plus 4 hours. No alterations during the year. 

HOLIDAYS: Same as for “France”. 

SHORE LEAVE: Crew are allowed to go ashore. 

AUTHORITY: Capitain du Port. 


AGENT SCAC La Reunion P.O. Box 705, 97474 Saint Denis De La 
Reunion, Tel. 21.01.32., Telex 937. 


Romania 


CONSTANTZA: 44.12 N. 28.41 E. (See Plan) 


DOCUMENTS: As soon as vessel is boarded by the border control 
commission, the Master fills in a form of declaration in 4 copies, 
which together with Stowage Plan, Cargo Manifests, Sanitary 
Certificates, is handed to representative of the Agency. Also follow- 
ing documents are to be handed over at Harbour Master's Office: 

Derating Certificate. 

Certificate of Nationality. 

Tonnage Certificate. 

Safety Equipment Certificate. 

Load Line Certificate. 

Safety Radio-telegraph Equipment Certificate. 

Ship's Register. 

Safety Construction Cert. 

N.B. These documents will not be returned to the vessel until 

sufficient funds, in U.S. dollars, have been deposited by Owners 

to cover all vessel's disbursements. 
Crew Lists and Passengers Lists must be typed in several copies 
(up to 7). 
PILOTAGE: Upon arrival in roads, a cable must be sent through 
radio coast station to Agent, stating hour of arrival and asking for 
Pilot. If entrance is not possible immediately due congestion Agent 
will call back the vessel advising when Pilot may board near the port 
entrance in order to berth vessel. 

A Pilot is required for shifting in port, even for warping along the 
quay. Pilot-boat has black hull with “Pilot'’ in white on sides, and 
white upperworks. Pilots operate 24 hours a day on VHF Channel 14 


only. 

MINEFIELDS: Danger Area No. 3B (Constantza South). The area 
enclosed by the coast and by lines joining the following positions: 
(a) 44° 09.81’ N. 28° 38.25’ E. (b) 44° 08.99° N. 28° 39.96’ E. 

(c) 44° 08.50’ N. 28° 39.96°E. (d) 44° 08.50’ N. 28° 54.01’ E. 

(e) 44° 00.177 N. 28°54.01°E. (f) 44° 00.17’ N, 28° 39.88’ E. 

Danger Area No. 3A (Constantza North). The area enclosed by 
the coast and by lines joining the following positions: 


(a) 44° 21.79 N. 28° 41.10 E. (b) 44° 21,79 N. 28° 52.69’ E. 
(c) 44° 21.14’ N. 28° 54.01’ E. (d) 44° 10.19 N. 28° 54.01’ E. 
(e) 44° 10.19° N. 28° 42.18’ E. (f) 44° 10.48’ N. 28° 42.16’ E. 


(g) 44° 10.99’ N. 28° 40.76°E. (Ah) 44° 09.77'N. 28° 39.55’ E. 
ANCHORAGE: Anchorage areas in Constantza roads are just 
near the new port works in an area up to 44 ft. depth. Length and 
breadth have no special restrictions. Actual official permitted draft 
for tankers 30-6 ft. will be soon improved in new tanker berths. 
Constantza anchorage — East approach Nr. 2. Approach is between 
limits of Danger Areas Nos. 3B and 3A. Width 1:7 miles, length 15:3 
miles, direction 270°-90°. Centre line joins following positions. 

C1: 44° 09.35’ N, 29° 02.20’ E. At 17-5 miles on bearing 91° 12’ from 
Constantza main lighthouse (nr. 1-5). 

C2: 44° 09.35’ N. 28° 41.00’ E. At 2:25 miles on bearing 99° 12’ from 
Constantza main lighthouse (nr. 1-5). 

On this approach non-degaussed vessels with max. draft 12 metres 
may navigate. 

MAX SIZE: Vessels up to maximum draft 35 to 36 ft. may berth in 
Constantza. See “Tankers”. 

TUGS: Tugs normally join vessel near port entrance assisting them 
until berthing. 
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RADIO: Constantza coast radio station, call sign YQ1, freqy 
462 kc/s. Operation - daily starting at 0650, 1250 and 1850 GMT 
TANKERS: Five oil wharfs under construction capable of ber, 
tankers up to 80,000 dwt. 

MEDICAL: Crew members are offered medical assistang 
all working days between the hours of 0900-1200 and 1300-179), 
WATCHMEN: Watchmen recommended for special Qt 
cargoes. Cost will be arranged through Agent. 

CUSTOMS ALLOWANCES: Small quantity permitted for 
crew member out of bond but may be renewed if vessel Stays ley 
in port. 

REPAIRS: Largest dry dock in Constantza has 15,000 tons ig 
capacity, second dock up to 8,000 tons. 

TIME: Local time is GMT plus 2 hours. 

HOLIDAYS: Officiai holidays in Romania: New Year's Days) 
and 2nd January); Easter Orthodox Monday (April); Labow, 
Days (1st and 2nd May); Liberation Days (23rd and 24th A, 
Anniversary of Socialist Revolution (7th and 8th Noy 
Christmas (25th and 26th December); Proclamation of the Rep, 
(30th December). 

STEVEDORES: Working hours 0800-1700 and 2000-0500, Saty 
afternoons, afternoon of days before holidays, Monday mom 
and days after holidays until 0800 usually exempted in C/P althy 
work may be effected. Loading and discharging are generally efx, 
by shippers and receivers, respectively at their own expense angs 
may work also on holidays, Sunday and Saturday afternoon, 
overtime expenses being charged to the vessel for shore labo» 
but without payment of overtime to vessel's crew and wih 
counting the time. 

SHORE LEAVE: On completion of border inspection, crew cw, 
ashore taking their Seaman's Books (or Passports) and the pe» 
they receive from the soldier at the gangway. The permits muy 
returned to soldier upon coming back on board. In the events 
crew members desire to visit another place outside Consix 
they shall inform Agent. 

GENERAL: From the time a vessel enters the territorial wate 
Romania until she leaves the respective zone, i.e. 12 miles, itise 
pulsory to fly the Romanian flag. Ships that call at Constantn) 
the first time and have not got the Romanian flag on board musty 
it ordered through the Agent immediately upon berthing. 
SHIPMASTER'S REPORT: Rate of exchange is “Tourist & 
which is approx. three times official rate. It is illegal to take Roma 
money into or out of the country, any money which has noth 
spent must be returned to Agent in front of Customs when cleag 
is being given. : 

Any stages, gantlines or painting scows must be taken inboat 
night. First opening and closing of hatches are for ship's accw 
Motor-boats operate a ‘‘taxi"’ service in harbour at a cost off, 
per person per trip. 

Bunkering barge nr Monteoru delivers oil at approx. 60 metric 
per hour. Control will only issue clearance after all cargo w 
bunkering, etc., is completed. 

At Mineral Berth iron ore is discharged by two large Ge 
Cranes operating grabs, each working at approx. 200 tons pert 
Rate of discharge is frequently disrupted by shunting of re 
trucks - two tracks serve five berths. 


AGENT: Naviomar Shipping Agencies, Telex 014-259, C# 
“Naviomar Constantza". 


SULINA (including Galatz and Braila): 45.09 N. 29% 


DOCUMENTS: Within maximum 1 hr. from fulfilment of a 
formalities the Master or Chief Mate reports at the Harbour Mast 
Office where he hands the following documents: 

Certificate of Nationality. 

Tonnage Certificate. 

Safety Equipment Certificate. 

Load Line Certificate. 

Safety Radio-telegraphy Equipment Certificate. 

Safety Construction Certificate. 

Cargo Gear Certificate. 

The above certificates are to be valid and not to expire befores® 
sailing the port, Load Line Certificate and Cargo Gear Certilé 
not to be older than 12 months, and same remain with the Ha® 
Master until ship's departure when returned through the repre# 
ative of the Agency that accompanies the Control Commissi® 
departure. ; 
PILOTAGE: Notice of arrival to pilot station at Sulina is® 
sent in due time through Naviomar Sulina. 

Sulina - South-east approach nr. 5. Width 1-6 miles. Lenf 
miles. Direction 146°-326". Centre line joins the following post 

$1: 45° 03.01’ N., 29° 53.4’ E. At 11:5 miles on bearing 124 2#* 
Sulina Lighthouse (nr. 1-20). 

S2: 45° 08.9’ N., 29° 47.9’ E. At 5:75 miles on bearing 95° ae 
Sulina lighthouse (nr. 1-20). 

Thence on the No. 01 Sulina black light and whistle bud)! 
afterwards on the line of Sulina Entrance leading lights (#0 
into Sulina Channel and so to harbour. On this approach ® 
degaussed vessels with maximum draft 7 metres may navigal® 

The port of Galatz is situated on the left side of the Danut 

miles from the Black Sea. 
RESTRICTIONS: Vessels calling at Danube ports are oni 
to wait in roadstead of Sulina, at least one mile away from thee 
buoy (a black floating cylinder marked 01 in white, which is ligt 
at night by green flashing light). All vessels both entering and 
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annel as well as during navigation in the channel 


ch 
of Sulina obliged to have on board a Danube Administration 


Danube, are ! . - 
As arule, entering and leaving the Sulina channel, as well as 
ere in the channel, is prohibited after night-fall. 


AX SIZE: The draft at Sulina bar is 23 ft. passable. Any other 
¥ yes of official draft are broadcast daily, at 1150 hours on 1935 
‘res, long wave. Galatz: Maximum passable draft River Danube 
32 ft opty “A sen 4 TA tsulnal Tied nclosed b 
yINEFIELD : Danger Area nr. (Sulina). The area enc y 
the coast and by lines joining the following positions: — : 
15 1.27 N. 29°40.42°E, — (b) 45° 11.77 N. 29° 41.42’ E. 
(a) 45° 09.17" N. 29" 57.22’ E. (d) 45° 07.37’ N. 29° 57.22’ E. 
(e) 40° 03,07 N. 29° 54.82°E. (f) 45° 03.07’ N. 29° 39.34’ E. 
RANCE: On arrival in Sulina harbour vessel has to stop to 
mplete border and sanitary formalities and after vessel has 
completed same, with Danube Administration Pilot on board, pro- 
ed t0 destination. After the vessel has completed manoeuvring 
‘come alongside berth, she is boarded by the sanitary commission. 
ifthe vessel has passed the sanitary inspection she is boarded by 
sorder contro! commission which includes a representative of the 
Agency, the latter assisting the Master in fulfilling arrival formalities 
snd facilitating meeting of any requirements on ship’s part. The 
Waster fills in a form of declaration in 3 copies which together with 
the Stowage, Plan, Cargo Manifest, etc., are handed to representative 
ofthe Agency upon his leaving ship. A supplementary declaration 
isto be completed by the Master, stating: 1. Who supports disburse- 
ments expenses (name, mail address, telegraphic address, number 
telex). 2 Who supports the supplies of bunkers, provisions other 
services, etc. (name, mail address, telegraphic address, number 
aot: Constantza - coast radio station. Call signal YQ1, fre- 
quency 462 kc/s. Operation daily, starting with 0650, 1250 and 1850 
GMT. Contents of transmission: meteorological and navigation 
aotices. Weather forecasts are broadcast in clear English or codi- 
fed; radio notices to mariners and navigation warnings are broad- 
cast in Romanian, Russian, and English. : 
BERTHING: After arrival in Galatz roads and port Pilot boarded, 
the berthing of the vessel is done as ordered by the Port Authorities 
according to the possibilities of operation (loading/discharging) 
and to the availability of berths. 
MEDICAL: Crew members are offered medical assistance if neces- 
sary when the Master requests, and they have to come to the Agency 
Office between 0800 and 0900 hrs. every day, except Sundays and 
holidays. 
STEVEDORES: Working hours: 0700-1500 and 1500-2300 hours. 
CUSTOMS ALLOWANCES: For releasing cigarettes from Cus- 
toms seal itis necessary to notify the Agent who, in turn, will arrange 
with the Customs House. Attention is drawn to the fact that bringing 
into or taking Romanian currency out of the country is prohibited. 
According to requirements of crew, the Master gets from Agent 
any sum of Romanian currency. The respective sum is charged in 
the disbursements account at official exchange rate +200% premium 
granted to seamen. Before departure from port the Master is obliged 
toreturn to Agent the sums of Romanian currency unspent against 
receipt. The sums are returned in front of the representative of the 
Customs during the control for departure. 
HATCHES: Opening and closing of the hatches is to be performed 
by crew whenever requested due to weather conditions. 
CARGO GEAR: Rigging of derricks, the good working condition 
ofthe winches and derricks, are permanent obligations of the vessel 
according to requirements of working gangs, The hatch ways must 
de opened or closed to their full size. The removable beams or 
covers shall always be stawed on deck on the side where work is 
not being carried on, so that they may not hinder working gangs or 
cause accidents. During operations, the vessel is recommended 
‘oclose the hatches with rain tents, ship's property, if bad weather. 
It cargo handling gear gets out of order during operations, the wait- 
ra of ty ekg is charged against vessel and such time lost for 
@kcown of winches not to count as laytime. 
SHORE LEAVE: On completion of border inspection crew can go 
ashore taking their Seaman's Books (or Passports) and the permits 
they receive from the soldier at the gangway. The permits must be 
‘eturned to the soldier upon coming back on board. In the event 
oo pombers desire to visit another place out of Galatz they 
inform the Agent. 
GENERAL: From the time a vessel enters the territorial waters of 
omania until she leaves the respective zone, i.e. 12 miles, it is 
‘ompulsory to fly the Romanian flag. Ships that call at Galatz for 
a firsttime and have not got the Romanian flag on board must have 
Habe trough the Agent immediately upon berthing at Sulina 
dikes rowing garbage overboard or pumping out dirty ballast 
tla He water is allowed only beyond the territorial waters of Roma- 
‘a on-observance of these rules may result in fines varying be- 
" 3,000 and 10,000 lei imposed by the Harbour Master. 


MENT: Navlomar Shipping Agency. 
Ratz: 20, 13 Junie. Telex 225. Cables “Naviomar Galatz”. 
aila: 2 Imparatul Traian. Telex 10. Cables “Navlomar Braila”. 


St. Lawrence Seaway: 


ST. LAWRENCE SEAWAY (See Plan) 


A CUMENTS : For Agent in Montreal, three unfreighted copies 
: — Manifest for Seaway Toll purposes covering all cargo 
'scharged in the Great Lakes. 


ST. LAWRENCE SEAWAY 


The St. Lawrence Seaway Authority requires one unfreighted 
copy of the Complete Manifest, plus one Transit Declaration Form. 

In first U.S. port, a “Traveller” is made up by the Customs Inspec- 
tor with the following documents: 

2 complete sets of U.S. Cargo Manifests, plus 6 copies for Agents. 

1 set Manifest of Cargo for first U.S. port. 

4 Stores Lists. 

4 Personal Effects Lists. 

4 Firearms and Ammunition Lists. 

4 Crew Lists, Form |-418. 

4 Narcotics Lists. 

4 Vessel's Itinerary Lists. 

Vessel's Registry and copies of Paid Tonnage Tax Certificates. 

Health Pratique. 

Clearance from previous port. 

2 sets Bills of Lading. 

3 copies Stowage Plan. 

In subsequent U.S. ports the following are required: 

5 sets Manifest of Cargo for that port. 

The Traveller and Permit to Proceed issued in previous port. 

2 Stores Lists. 

2 Personal Effects Lists. 

2 Firearms and Ammunition Lists. 

2 Crew Lists. 

2 Narcotics Lists. 

2 sets Bills of Lading. 

3 copies Stowage Plan. 

Vessels navigating St. Lawrence Seaway are required to complete 
applications for: 

(1) Certificate of financial responsibility, 

(2) Certificate of Insurance, form FMC 225, 

(3) Oil discharge assurity Bond, form FMC 226, 

(4) petty in respect of liability for discharging oil, form FMC 

227. 

These applications have to be filed with the Secretary of the Federal 
Maritime Commission before a certificate is issued. The oil pollu- 
tion liability certificate should be retained aboard the vessel. 

ICE ADVISORY SERVICE: Ships inbound from seaward between 
December 15th and April 15th should advise the Ice Information 
Officer, Sydney, 36 hours prior to entering Cabot Straight, stating 
their position, destination, whether loaded or in bulk. This procedure 
will facilitate the passing of ice information to the ship as necessary. 
ice information is also available from radio stations at Halifax, 
Seven Islands, Wirringate and Grindstone. The Canadian Broadcast- 
ing Corporation Maritime Network also broadcasts ice information 
daily during the winter navigation season. Supplementary ice infor- 
mation may also be obtained from the Canadian Marine Service 
Icebreakers. 

During the ice season, radio broadcasts of ice information are 

made twice daily from Marine radio stations as follows: Cape Race, 
Newfoundland; Fox River, Quebec; Mont-Joli, Quebec; Halifax, 
Nova Scotia. 
PILOTAGE: The first pilot station when entering the St. Lawrence 
River is at Les Escoumins, 80 miles West of Father Point. This Pilot 
will take the ship to the Quebec pilot station 121 miles to the West. 
Off Quebec a new Pilot boards to take the ship to Trois Riviéres, 
where there is another change of Pilot for the remaining trip to 
Montreal. 

Pre-clearance: Vessels intending to transit the St. Lawrence 
Seaway must be pre-cleared by a representative who shall assume 
responsibility to the authority for payment of all tolls and charges 
to be incurred. 

Application for pre-clearance Form SLS 429 may be obtained from 
the St. Lawrence Seaway Authority, Cornwall, Ontario, or from the 
St. Lawrence Seaway Development Corp., Massena, New York. 
RESTRICTIONS: The average navigation season in the St. 
Lawrence River is from April 1st to December 16th. 

Locks Nos. 1 to 7: length, 860 ft.; width, 80 ft.; depth, 30 ft.; channel 
depth, 27 ft. 

Welland Canal Locks: No. 1: length, 865 ft.; width, 80 ft. Nos. 2 to 
7: length 859 ft.; width, 80 ft. No. 8: length, 1,380 ft.; width, 80 ft.; 
channel depth, 27 ft. 

St. Mary's River Locks: MacArthur: length, 800 ft.; width, 80 ft. 
Poe: length, 1,200 ft.; width, 110 ft.; depth, 32 ft. Davis: length, 
1,350 ft.; width, 80 ft. Sabin: length, 1,350 ft.; width, 80 ft. Canadian: 
length, 900 ft.; width, 59 ft. The channel depth (lower end) to the 
Canadian Lock is 20 ft., with a normal depth of 18 ft. 3 in. over the sill. 
As Easterly gales raise, and Westerly gales lower the water levels 
below the Loch temporarily, it is recommended that Masters of 
larger vessel ascertain the available depth from the canal office prior 
to locking. 

Speed Limits: 10 m.p.h. upbound, 12 m.p.h. downbound in the 
Beauharnois Canal; 9 m.p.h. Port Weller Harbour and 7 m.p.h. in 
all other canals. The speed limits vary from 10 m.p.h. to 18 m.p.h. in 
most remaining sections of the St. Lawrence River; Lower Detroit 
River 12 m.p.h.; St. Clare River 9 m.p.h. to 12 m.p.h.; St. Mary's River 
10 to 15 m.p.h. Speed limits are detailed in a seaway notice issued 
early in the year. 

MAX. SIZE: Length 730 ft., beam 75 ft. 6 in., draft 26 ft. Masts must 
not exceed 117 ft. above water level. 

HEALTH: All ocean-going vessels must obtain a free pratique 
before ertering the Seaway. Vessels entering the Seaway direct 
may receive quarantine inspection and clearance from the Canadian 
authorities at Montreal while at anchor awaiting entrance to the 
Seaway. 

RADIO: Notice of Arrival. Master must give at least 24 hours notice 
to Commander, 9th Coast Guard District, Cleveland, Ohio, of the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


vessel's ETA at Snell Lock. Also at least 24 hours notice of ETA at 

first U.S. discharge port is required. 

Welland Canal: A vessel arriving at either calling- in point will 
call the Welland Canal Traffic Control Centre on Channel 16 (156:8 
Mc/s) giving (a) name of vessel, and (6) position. Seaway Welland 
will acknowledge the call and request the vessel to shift to Channel 
14 (156-7 Mc/s). The vessel will then shift to Channel 14 and give: 
(c) destination, (d) draft, fore and aft, and (e) cargo. If the vessel is 
called directly into the canal, she will be told to remain on Channel 
14. If the vessel is not to come into the canal, she will be ordered to 
anchor and instructed to guard Channel 16 until called in. Unless 
instructed otherwise, vessels will guard Channel 14 during their 
entire transit from calling-in point 15 to calling-in point 16, or vice 
versa, and all transmissions will take place on Channel 14. 

Great Lakes: It is recommended that vessels within a radius of 
35 miles of a shore station use their FM transmitting and receiving 
equipment to ensure better connections. This pertains especially 
to vessels at anchor or in the proximity of a port or berth. 

Radio Stations: Buffalo, New York, marine operator. Port Burwell, 
Ontario, marine operator. Geneva, Ohio, marine operator. Loraine, 
Ohio, marine operator. Rogers City, Michigan, marine operator. 
IDENTIFICATION CARDS: In the first U.S. port, the immigra- 
tion officer requires an alphabetical crew list made up on Form |-418 
and visaed by the American Consul in the last overseas port. This 
crew list should contain the name of every crew member on board. 
Also needed are three copies of this crew list on the same form. 
The Immigration Officer will require all seamen's books and pass- 
ports, to issue the completed crew landing permits made out on 
Form I-95A. The Master will be given a crew list receipt which will 
indicate the names of crew members detained on board, if any. 
In case a crew member is detained on board, he cannot go ashore, 
and at irregular times an officer of the Immigration Service will 
check if the crew member is on board. A fine of $1,000.00 will be 
imposed on the vessel for each detained crew member who is not 
on board. 

TUGS: Whistle signals differ from those in international usage 

and are as follows: 

1. Ship to Tug: One Long and One Short (— . ) = ship ready to 
proceed, O.K. or all right. One Long and Two Short (—..) = let go 
the bow tow-line. One Long and Three Short (—...) = let go the 
stern tow-line. 

2. Both Ship to Tug and Tug to Ship: One Short (. ) = work propeller 
ahead when stopped, or, stop propeller when working, either 
ahead or astern. Two Short (..) = work propeller astern. Three 


Short (...) = slow down or check. Four Short (....) = work 
propeller strong in the same direction it is working at the time 
the signal is blown. Five or more Short Blasts(..... ) = the stand- 


ard danger signal. 

SEAWAY EQUIPMENT: Radio-telephone Equipment: All vessels, 
other than pleasure craft of less than 65 ft. in overall length, must 
be equipped with VHF radio-telephone equipment, in addition to 
the FM equipment otherwise required. The radio transmitters must 
have sufficient power output to enable the vessels to commun- 
icate with Authority Stations from a distance of 30 miles and must be 
fitted to operate from the wheelhouse and to communicate on 1566, 
156-55, 156-7 and 156-8 Mc/s. 

Stern Anchors: \t is strongly recommended that vessels in excess 
of 350 ft. in overall length be equipped with a stern anchor rigged 
and ready for immediate use. All vessels in excess of 350 ft., whose 
keels are laid after 1st January 1975, shall be equipped with a stern 
anchor. 

Propeller Direction Alarms: Vessels in excess of 260 ft. in overall 
length shall be equipped with propeller direction and shaft r.p.m. 
indicators or visible and audible wrong-way propeller direction 
alarms located in the wheelhouse and in the engine-room. 

Sewage and Galley Waste Disposal Systems: Sewage retention 
tanks and galley waste grease traps are required for vessels not 
otherwise equipped with containers for ordures. At Montreal, or 
at Port Colborne, vessels without retention tanks intending to call 
at Chicago must put on board portable chemical toilets which are 
offered for rental by two chemical companies. Two to ten chemical 
toilets are required for each ship at $30.00 each per week rental 
charge. 

Oily water separators: Vessels which cannot contain waste oil 
products are required to be equipped with oily water separators 
or other such equipment for the extraction of oil products or waste 
water discharge. 

Rudder Angle Indicators: Vessels in excess of 260 ft. in overall 
length shall be equipped with rudder angle indicators located in 
the wheelhouse. 

Gyro Compass: It is recommended that vessels be equipped with 
a gyro compass. 

Radar Equipment: \t is recommended that vessels be equipped 
with radar. 

Vessels not fitted for the Seaway as prescribed above, will incur 
comenene for the rental, installation and removal of compulsory 

ttings. 
REGULATIONS: For additional information on regulations and 
procedures, Masters and Owners are urged to refer to the Seaway 
Handbook and Seaway Notices. 
AUTHORITY: The St. Lawrence Seaway Authority. 
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St. Pierre and Miquelon 


ST. PIERRE: 46.47 N. 56.10 W. (See Plan) 


DOCUMENTS: Formalities completed on arrival. Advise; 
Service beforehand of vessels ETA, length, tonnage and drat, 

Declaration of Health. 

Derat Certificate. 

2 Crew Lists. 

2 Passenger Lists. 

2 Cargo Manifests of any cargo to be discharged. 

2 Crew Declarations (tobacco, liquor, souvenirs). 

Certificate of Registry. 

PILOTAGE: Contact pilot one hour before arrival calling Tp 
radio telephone on 2182 kilocycles. Permanent watch kept, 
boats equipped with VHF Channel 12, radar, and radio-te| 
Pilot launch available at entrance to North-east channel in poy 
46° 48’ N. 56° 08’ W. in the vicinity of the Land Fall Buoy, 

Pilot launch named Radar, length 45 ft. The hull is blaci, 
superstructure white with ‘‘Pilote’ painted on each side} 
pups carries the International Signals for pilot launch day, 
night. 

When the weather is bad contact Pilot on Channel 4 
instructions. 

Pilot is compulsory for vessel of 150 gross tons and over, 
ANCHORAGE: In the roads, depth 13 metres, not secure ins 
East winds. 

Shipmaster's Report; The anchorage in the roads where fy 
loaded ex-trawlers is absolutely not secure, even with mo 
winds from any direction, and engines should be on stay 
continuously. Several ships have gone on the rocks in a may 
minutes. 

MAX. SIZE: Maximum draft 8 metres. New Port: Max, lp 
110 metres. Old Port: max. length 70 metres. Channel depth 5m 
below chart datum. 

HEALTH: If suspected disease on board contact St. Pierre te 
Service, tel. 279. 

Masters of vessels arriving at St. Pierre may obtain free pat 
via TXU. Message to be sent to Harbour Master Saint Pierre 12h 
before arrival. 

In the message the Master has to specify name of vessel} 
number of crew members, where ship coming from, and if even 
on board healthy; in these conditions flag Q" is not necy 
on arrival, but if any suspected disease or fever on board, # 
Health authority as well as Agent, and stand by instruction 
berthing. Flag ‘‘Q" has to be flown in arrival in the roads. 
RADIO: St. Pierre Radio, call sign TXU, receiving on 2182 kilocy 
transmitting on 2410 kilocycles. 

Masters of vessels arriving are requested to send their ET 
Harbour Master Saint Pierre 12 hours before arrival and com 
by a further message if necessary. The ETA should be GMT 
advise maximum draft and length. 

Saint Pierre Radio is equipped with VHF Channels 16, 24a 
and maintains permanent watch on Channel 16. 

TUGS: No tugs available but the pilot launch (230 h.p.) wile 
on Master's request. 

BERTHING: Mole du Commerce; length 170 metres, depth# 
side 8-50 metres. 

Quai de Peche: length 135 metres, depth alongside 6 to 7m 

Mole Frigorifique: Three berths, No. 1; 120 metres length, 7™ 
depth. No. 2; 85 metres length, 6 metres depth. No. 3; 120m 
length, 55 metres depth. 

Old Port: Quai de la Douane: length 123 metres, depth 6m 

Quai de |'Alysse: length 50 metres, depth, 6 metres. 

Pilot will inform Master of berthing prospects and any # 
requirements. 

STEVEDORES: ETA notices are to be sent to Agent 4® 
prior arrival. Stevedore in Saint Pierre is Paturel Fréres (tel. & 
295). Cable Address ‘‘Reltupa Saint Pierre". Telex Reltupa 20? 

Approximately 100 men are available for working on board i 
when loading/discharging or transhipping in the port. Cre 
allowed to work only when no gangs are available. 

One normal shift 0730 to 1600 every week-day, Saturday 
1200: 
Day Overtime, Saturday 1200 to 1600 

Night overtime, every day after 1600 until 2400 

Extra overtime, night after 2400 until0700, and Sundays and ho# 

Work done with ship's derricks. 

It is requested that a net be put under the gangway before s# 
work. 

Pallets, slings, fork-lift and crane (5 tons) available at a chi? 
TANKERS: One berth alongside dolphins in depth of 8:50 
MEDICAL: All facilities available. 

FRESH WATER: Available at berths. Supplied by hose” 
25 cubic metres per hour. 

FUEL: Only diesel oil SG 825/840 at 15° C available at all be® 
IDENTIFICATION CARDS: Each man to carry pass 
seamen's book. 

CONSULS: Local representatives for Nether 
Norway, Portugal and Spain. 

REPAIRS: Small repairs can be effected. Floating dock, 
750 tons, for vessels up to 13 ft. 6 in. draft. 
REPATRIATION: Can be arranged. 

TIME: GMT minus 3 hours all the year round. 
AMBULANCE: Telephone: 279. 


Canada, 


girPORTS: Connections from St. Pierre to Sydney (Nova Scotia) 
| Airport. 
1 ONES! Not possible to place telephones on board. It is 
ible to contact the shore on Channel 16 via Saint Pierre Radio. 
TCHES: Opening/closing is normally carried out by crew. 
A VICES: Compass adjusting, radar repairs, radio, Decca, 
R o-compass repairs and maintenance possible. 


NORE Y: Officier de Port, POB 24, St. Pierre. Tel. 008. 


H 


Samoa 
APIA, Western Samoa: 13.50 S. 171.45 W. 


ENTS: 
eat from previous port of call. 

3 Crew Lists. d 

4 Passenger Lists. 

2 Health Documents. 

{ Manifest. 

Bills of Lading. L 

Ship's Papers (stores and poisons). f 
PILOTAGE: 24 hours ETA is required. Pilotage is compulsory for 
nerchant vessels. Pilot boards 14 miles outside harbour on line of 
gading beacons. Pilot boat painted white with red awning. “Pilot” 
witten on both sides of wheelhouse in brass lettering. 

By night, in addition to usual navigation lights, pilot boat carries 
standard identification, i.e. a red light on foremast with all-round 
sibility. Exemption from pilotage may be granted to Masters of 
vessels trading regularly to Apia, but pilotage dues are still payable. 

Pilotage District: This is defined as being all navigable waters 
contained within the segment of a circle of 3-5 nautical miles radius 
having as its centre Vaea beacon and having as its Western and 
fastern limits radii bearing 348° and 030° respectively from its centre. 
ANCHORAGES: In 20 fathoms outside a line drawn between the 
two reefs and preferably on line of leading beacons. Bottom is coral. 
RESTRICTIONS: No night-time or tide restrictions. Turning basin 
dredged to 36 ft., extending to 1,200 ft. from each end of the wharf. 
Arrivals preferred during daylight hours. 

MAX, SIZE: Shore bollards to take stern and bow lines for vessels 
up to 800 ft. in length. Maximum draft 36 ft. Maximum length 600 ft. 
it moored to buoy. No limit to beam. Tankers only use the buoy. 

Present arrangement for tankers not considered satisfactory 
now that there is a wharf. Oil companies are considering an alter- 
native arrangement. 

HEALTH: Doctor boards vessel on arrival. 

RADIO: Signals to incoming ships by radio or radio-telephone 
from Apia radio station 5WA. For radio, ships should call on 500 
ic/s and operate on 483 kc/s. For radio telephone, ships should call 
on 2182 and operate on 2162 or other available frequency as may be 
arranged once contact has been established. Apia maintains con- 
tinuous service. Call sign “Apia Radio" repeated. 

TUGS: Two tugs available, Pua/a/e, 450 h.p. and Savaii, 400 h.p. 
BERTHING : Small charge made for use of hawsers and moorings. 
Export Wharf - reinforced concrete wharf 604 ft. in length on the 
fast side of inner harbour. Maximum draft alongside 35 ft. All loading 
and discharging is carried out with ship's gear. No wharf cranes 
wailable, This wharf and all surrounding areas enclosed by fence is 
Customs area and all vessels trading to or from places outside 
Western Samoa must depart from or arrive at this wharf. 

Buoy - one mooring buoy (red with white top) for use by tankers 
only. Usual to moor to buoy by the stern, using two wires and two 
fopes. Length of moorings will be advised by Pilot or Harbour 
Waster having regard to sea conditions and interval between swells. 

New wharf 604 ft. long, vessels up to 700 ft. may be berthed. 
STEVEDORES: Arranged by ship's Agents. 

MEDICAL: Advance notice to Agents prefereble. No private doctors 
but good general hospital where seamen may be admitted. 
TANKERS: Shell, Mobil, and B.P. operating in Samoa, and have 
oo discharging facilities. Tanker terminal situated on West reef. 
weet 8 stern moored half way between reef and buoy. Discharge 
ng is 6 in. diameter. Launch service may be provided between ship 
ind shore at a small charge. 
TIDES: Mean high water intervals 6 hrs. 27 mins., spring range 
~'s Mean range 2.6 ft. Tidal stern normally slight, but after heavy 
me from rivers and streams can cause it to become quite 
rent WATER: Available at wharf from shore installation. 
FIRE hay light diesel fuel available. 
ai ares One: Fire services available on wharf, station is 
nt. 
WATS RMEN : Recommended and available. 
custome: Opened and closed by stevedores. 
Mettancierinn. ett 
co SULS: T H ot needed. ‘ 
Mt >: The New Zealand High Commissioner represents all 
Sh subjects; French Consul, tel. 156. 
PAIRS: Minor repairs only. 
and fone: 25 miles from Apia on Western side of Island. Regular 
M Pau mail and passenger services. 
HOLIDA T minus 11 hours. No alteration to clocks. 
recogni YS: No cargo on Sundays between 0300 and 2100. The 
Frida = holidays are Christmas, New Year, Boxing Day, Good 
Y, Easter Monday, Whit Monday, Anzac Day and Independence 
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holidays from ist June to 3rd June. 

TELEPHONES: Police and public telephones near wharf and pro- 
visions are available for telephone connection to tourist vessels 
berthed at the wharf. 

POLICE/AMBULANCE/FIRE: Hospital 364; Police 390; Fire 200. 
AUTHORITY: Port Administrator and Harbour Master, PO Box 
474, Apia, Western Samoa. 


Saudi Arabia 


TRAVEL FROM BAHRAIN: Travel is permitted from Bahrain to 
Saudi Arabia, provided travellers (a) hold a valid International 
Vaccination Certificate showing that the holder was immunised at 
least five days before travelling to Saudi Arabia, but not more than 
three months previously; (b) that any traveller proceeding to Saudi 
Arabia from Bahrain should have taken the prescribed doses of 
Tetracycline over the 48-hour period immediately before travelling. 
The fact that the passenger has taken the Tetracycline should be 
certified by the Bahrain Health Department. 


DAMMAM: 26.30 N. 50.12 E. 


LOCATION: Situated on the East coast of Saudi Arabia, in the 
Arabian Gulf, is operated by the Saudi Government Railroad. 
FLAG: In addition to the quarantine signals which are to be shown 
until pratique is granted, the Saudi Arabian Flag must be flown 
from vessel's foremast while in port of Dammam. 

DOCUMENTS: In order to cope with Port, Customs and Agent's 
requirements, following documents should be airmailed to Agents 
prior to arrival of vessel at Dammam port: 

12 copies of Cargo Manifest for each port of loading, all typed, 

stamped and signed. 

2 copies of Freight Manifest. 

3 copies of Hatch List. 

3 copies of Stowage Plan. 

1 copy of each non-negotiable Bill of Lading. 

List of Dangerous Cargo on board, if any. 

The particulars of the certificates required by the SOLAS regula- 
tions are entered in SGRRO Form No. 805 on the arrival of the vessel 
at the anchorage and the certificates are sighted after berthing. 
PILOTAGE: Pilotage at Dammam Portis compulsory. Manoeuvring 
of vessels in the vicinity of pier or in anchorage will always be per- 
formed under supervision of a Dammam port Pilot. 

The Dammam port Pilot will board vessels at anchor off approaches 

to port or when they are abeam of Dammam Beacon No. 2 (approxi- 
mate position 26° 33’ N., 50° 11’ E.), and will then pilot vessels to 
anchorage or berth at pier. 
ANCHORAGE: The approach anchorage area is situated South 
of parallel 26° 34’ 00” N., and may be demarcated on the East by the 
6 fathoms contour starting in proximity of Beacon No. 1 coming up 
to light buoy No. 3, and thereafter remaining West of line drawn from 
light buoy No. 3 to Beacon No. 6. On the West, the approach anchor- 
age area extends within the 6 fathom contour, starting from Beacon 
No. 2 up to Beacon No. 4 and thence remaining North of line joining 
Beacon No. 4 and Beacon No. 6. 

The vessels anchored in approach anchorage are required to keep 
fairway clear for access to and from port. 

WEATHER: The peninsula of Saudi Arabia is almost of an equa- 
torial climate. In winter the temperature is rather low but in summer- 
time it rises over 50 degrees Centigrade. Rain is generally scarce. 
During major part of year, but especially during summer, the relative 
humidity is high. From July to September it frequently exceeds 85%, 

Winds in this area are not predictable for more than a few hours. 
They vary in strength and direction, although prevailing winds are 
from North-west. 

Visibility is generally good. There are times, however, when it is 
reduced to a very short distance due to fog or dust held in suspen- 
sion in the atmosphere. 

TIDE: The Diurnal tide rise at port of Damman is approximately 
8 ft. at springs, and 5 ft. at neaps. Currents generally drift with tide, 
and run in or out of the port in counter clockwise rotation. Depending 
on weather conditions and other contributing factors, these currents 
are slow moving at all times, speed reaching maximum of three 
knots. 

MAX. SIZE: See “Berthing”. 

HEALTH: In accordance with international practice, quarantine 
signals must be displayed by all vessels approaching Dammam 
port. These signals shall be displayed continuously until pratique 
granted. Such signals are the following: Sunrise to sunset —- Quaran- 
tine Flag; Sunset to sunrise - Signal Lights - red over white. 

The Port Doctor or Quarantine Officer will board the vessel 
either at anchorage or at pier. Documents required for immediate 
inspection are the following: 

Maritime International Health Certificate (from the last port). 

Valid Deratisation or Deratisation Exemption Certificate. 

Crew List (3 copies). 

Passenger List, if any. 

Valid Smallpox Vaccination Certificates (of a date not exceeding 

three years) for all crew members and passengers. 

Valid Cholera Certificates (of a date not exceeding three months) 

for all crew members and passengers. 

Valid Yellow Fever Certificates for all crew members and passen- 

gers. 
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Certificates of inoculation against any communicable diseases 

prevailing at the ports of departure. 

Ship's Log Books. 

RADIO: (Also see “Agents"). Vessels bound to Dammam are 
required to notify their Agents 72 hours steaming-time prior to 
arrival, giving ETA in GMT, total weight tons of cargo for discharge 
at Dammam, number of workable hatches, maximum arrival draft 
and overall length of the ship. ETA notice should then be confirmed 
48 hours and again 24 hours before arrival. 

Vessels' messages to Agents can be given by contacting via 

wireless Aramco Radio Station “HZY" on 500 kc/s, which station 
provides free of charges service. 
TUGS: A number of tug-boats is available to assist vessels in 
mooring or unmooring. Whenever such assistance is provided, 
Master and crew of tug shall, in the performance of such services as 
they render to the vessel, become and be deemed to be the Agents 
and servants of the Owners and/or charterers of the vessel assisted. 
BERTHING: There are three piers at Dammam commonly referred 
to as North Pier, Main Pier and Small Craft Pier. 

(a) North Pier: Consists of steel and wood structure connected 
with mainland by means of 4:86 miles of railroad causeway with 
1:8 miles railway track laid on the breakwater to feed the North Pier. 
The use of the trestle as a means of access to the North Pier has 
been discontinued since the completion of the breakwater. The main 
wharf, located at outer end, is 744 ft. long and 86 ft. wide. The heading 
of main wharf is 346° true. It provides berths for two ocean-going 
vessels, one on each side, with approx. 33 ft. of water at LW. 

(b) Main Pier: Of the 9 berths at the Main Pier Nos. 3, 4, 5 and 11 
have been recently constructed and each berth is 180 metres long. 
The remaining 6 are old berths, their total length is 2,764 ft. The 
width of the apron of the Pier is 132 ft. Following are the drafts as 
indicated against respective berths: 


3,4, and 5 12 m. 
6to9 9m. 
10 to 11 11m 


(c) Small Craft Pier. \t is a steel and cement pier, located 575 ft. 
from North end of causeway, and protruding 342 ft. into the bay, 
Eastward. It is mainly designed for accommodating small coasters, 
barges, dhows, tugs, etc. This pier is 61-6 ft. wide and eauipped 
with cranes for handling cargo to/from barges or crafts. The depth 
of water is about 11 ft. Two large storehouses are also available. 

(d) Other port facilities (tugs - lighters - railway cars). 4 tug boats, 
12 lighters of from 150 to 250 tons capacity each, 10 reefer railroad 
cars of 1300 cu. ft. capacity, 1 railroad flat car of 80 tons capacity, 
A large stock of railroad cars of any type of 45 tons capacity each. 

No floating cranes, no water or oil barges, no repairs facilities, no 
transhipment facilities. 

(e) Priority: There is no berthing priority at Dammam Port for any 
ship or type of cargo carried whatsoever. However, vessels carrying 
small quantities of cargo, may be berthed, irrespective of turn, at the 
Main Pier No. 4 berth, immediately on arrival if such a berth is 
available and provided that there are no other vessels in port within 
such category. 

(f) Registration. Incoming vessels are assigned berth on a “first 
come, first served" basis. Every possible effort is made to berth 
vessels immediately upon arrival. If no berth available, vessels will 
be listed “in turn" in accordance with time of arrival at prescribed 
anchorage area (South of Beacon No. 2), pratique granted and 
presentation of cargo documents to the Port Authorities. 

In the event of long delay in berthing due to port congestion or 
otherwise, vessels once “in turn", may be allowed to take up registra- 
tion and proceed for any other Gulf port for any intended purpose, 
and return thereafter to Dammam still keeping their position “in 
turn". In order, however, that a registered vessel may be still conside- 
red in turn, is necessary that she return to Dammam within the time 
limit intimated to the Master at time the ship was cleared out. Failure 
to return to Dammam within such time limit, will automatically result 
in loss of ship's turn and postponement to bottom of waiting list. 
CRANES: Main Pier : Capacity 3-6 tons. North Pier : None available. 
DISCHARGE RATE: General cargo 100/125 tons per hatch per 
24 hours. Bagged cargo 150/175 tons. Steel products, 125/150 tons. 
STEVEDORES: Stevedoring operations at Damman are performed 
by the Saudi Stevedoring Company. Charges are levied on weight/ 
measurement basis, in accordance with current tariff. 

A limited amount of stevedoring gear and equipment can be made 
available by Saudi Government Railroad on request of Master or 
Agents. A charge is levied for rental of this equipment. 
MEDICAL: Masters may obtain medical attention for ship's person- 
nel from port doctor who may in case of serious illness or injury 
recommend treatment to local hospitals. The port doctor ordinarily 
will treat minor illness or injuries on board ship. 

Masters of vessels at sea may use services of Aramco Radio 
Station ‘HZY” without charge to obtain medical advice at any time. 
WATER: Well water is obtainable at all Dammam piers at the rate 
of 4/5 tons per hour. 

Both well water and distilled water, though in limited quantities, 

may be also obtainable in Ras Tanura but only in conjunction with 
and during bunkering operations. The maximum quantity of distilled 
water obtainable is 15 tons per vessel. 
FUEL: There are no bunker facilities at Dammam. Vessels requiring 
bunkers have to call at nearby port of Ras Tanura where bunkers 
facilities are operated by Aramco. No bunkers supplied however 
unless a nomination is made available at Ras Tanura through 
Aramco New York. To obtain such nomination, Owners/Charterers/ 
Operators are required to handle the necessary arrangements in 
advance of time directly with Aramco New York or one of its off- 
takers. 
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CUSTOMS: All materials to be either exported from or j 
into Saudi Arabia are subject to examination by Customs el 
ties. The importation of certain articles, such as the folj 
strictly prohibited: = 

Alcoholic beverages, including beer and wines. 

Explosives. 

Firearms. 

Implements of war of any kind, including antiques. 

Religious matter not pertaining to the Moslem faith. 

Playing cards and gambling devices. 

Narcotics. 

Trafficking in these items between ships or between ships ang 
is strictly prohibited, regardless of whether they are alongsidg, 
piers or at anchor. 

CONSULS: Except for the U.S. Consulate-General resigi 
Dhahran, no other foreign consulates are available. ‘ 
DEVELOPMENTS: Dammam port extension project to pry 
new berths for five vessels, extending the Main Pier 429 me 
Northwards to join the breakwater. Depths at the new berths 
between 12 and 14 metres. Deepening of approach channel anj 
of the basin to 12 metres in hand. Project scheduled for comple 
about 1976. The extension project includes provision for inctey 
cargo-handling facilities. 

REPAIRS: Relatively limited repair service is available from\y 
business concerns and replacement parts are practically unavalg 

Deep-sea divers, operating from modern and well-equipped @ 
boats, are available at Dammam. 

A Lloyds representative is available in Dammam. 
AIRPORT: Very good airline facilities available. Daily departy 
for any part of the world. 

TIME: GMT plus 3 hours all year round. 
POLICE/AMBULANCE/FIRE: Ambulance 3182; SGRR % 
3771; SGRR Fire House 2211. 

SHORE LEAVE: Ship's personnel and passengers are not pe 
ted ashore for any purpose whatsoever until pratique has) 
granted. All shore leave is contingent upon compliance with qu: 
tine regulations and subject to proper permission granted by) 
migration Authorities. The necessary arrangements can ben 
by ship's Agent on Master's request. While in port, the ve 
personnel is under jurisdiction of the Law of Saudi Arabia. 
GENERAL: 

(a) General Port Charges. Vessels arriving at Dammam por) 
required to pay for: Pilotage in and out; Handling of mooring ls 
Harbour dues; Quarantine fees; Dockage charges; Stevedo 
Tallying; Car and launch hire; Supplies and services as other 
required; Agency fee and commission. 

(6) Port working hours. Work at Dammam port is performedéé 
a week, from Saturdays to Thursdays, Friday being the regulars 
holiday. Two shifts are normally worked each day: from 0700 to! 
and from 1500 to 2300. On request, overtime work can be array 
from 2300 to 0700 hours. 

(c) Dangerous cargo. Vessels carrying explosives, ammunt 
highly inflammable liquids and/or any other cargo of dange 
natures, will not be berthed alongside piers. All discharging ow 
tions will have to be performed in anchorage into barges as avait 
and weather permitting. Only daylight work is permitted. 

(d) Lubricating oils. Lubricating oils are available in limited 
quantities if ordered in advance by letter or cable through Age 

(e) Provisions. A large variety of frozen, fresh and canned goot 
available in the local market. Supplies can be arranged thm 
recommended ship chandlers upon Master's request. 

(f) Laundry. Modern washing and dry cleaning facilities arew# 

able at Dammam and Al-Khobar. Deliveries can be arranged 
24 hours. 
AUTHORITY: Director-General, Saudi Government Ralt 
Organisation, Dammam, Saudi Arabia. Airmailing adi 
S.G.R.R.O. Dhahran, Saudi Arabia. Cable address, “Saudit 
Dammam. Tel. 3001. 


AGENT: Gulf Agency Co. (Saudi Arabia) Ltd., POB Airport 
Office, Dhahran, Saudi Arabia, Cables “Confidence Dammat 
Vessels equipped with VHF, can communicate, when within 
with Agent on stand-by Channel 16 by calling ‘Confit 
Dammam". Voice contacts may be also established via VHF, 0 
same channel as above, with Ras Tanura office, by calling? 
fidence Ras Tanura’’. Once contact is established on Channt 
communication will continue by switching on available wot 
channels as directed. 

Telephone: Normal working hours 2441, 23425, 23426 and 
After office hours 22861 and 41742. 


JEDDAH: 21.28 N. 39.11 E. 


DESCRIPTION: The port stands to South-west of the ci) 
island called Jazirat al Mafsaka approximately 600 acres in® 
The island is connected with mainland by a causeway. 

The harbour is sheltered by several long lines of coral reels! 
islands. The access is through two narrow channels. 
PORT LIMITS: The limits encompass all waters, islands, cha™ 
passages, piers, wharves, jetties, landing-places, sheds, ware 
workshops, basins, slipways and bridges, etc., contained with® 
paralles extending from shore seaward to 39° 06’ East lo 
and between 21° 27’ and 21° 31’ North latitude including Qaha®! 
the approach beacons, Mismari and Shib el Kabir. 
CLIMATE: Tropical desert, hot climate. Humidity very high # 


months, but wineris mild and pleasant. Rainfall is negligible 
— not exceed more than 3 to 4 inches per annum. 
od d088 1 ection of wind is mostly North-westerly, mild in inten- 
reds of gale force occur very rarely. The effect of high winds 
sty. they do occur in the harbour is not felt due to barrier reefs 
ing force of waves. Waves inside harbour not generally above 
jto2 metres, although waves up to 6 metres may sometimes occur 
r reef. 
oo orindian Ocean do not affect Red Sea due to construction 

n *pab-el-Mandab. There is, however, a local semi-diurnal tidal 
oly motion of the sea along its length, gi ing a high tide at 
9 nd and at the same time a low tide at the other. Jeddah Portis 

i" affected by these on and there are almost no currents 
these movements. 

tion between the summer and winter water levels is 
oximately 50/60 cm. only. ; 

visibility in the port area is generally good, occasionally obstruc- 
gin to vision occurs due to dust, but such occurrences are seldom of 

duration. 
JOCUMENTS: 

2Crew Lists. 

9 Passenger Lists. 

Last Port Clearance. 

Vaccination Certificates. 

Stores List. - : - 

Prior to the vessels arrival the following documents are required 
for translation and submission to the various authorities: 

Tcopies Cargo Manifest. 

‘ copy Freight Manifest. 

2copies Stowage Plan. 

gcopies Hatch List. f ‘ 

‘copy each non-negotiable Bill of Lading. ; ‘ 

{List of Dangerous Cargo, whether for discharge or in transit. 
PILOTAGE: The pilot station is off Kaham beacon (lat. 21° 27°02” N., 
jong. 89° 06’ 32” F.). Pilotage is compulsory and available during 
daylight hours only. Pilots do not usually keep station unless expect- 
ing a vessel. 

ANCHORAGE: If vessel arrives pilot station too late for entry, 
anchorage may be made 3 mile North or South of the Kaham Beacon. 

Arriving vessels will remain at Outer anchorage until turn for 

berthing, or proceeding into Inner Anchorage for discharge into 
lighters. 
RESTRICTIONS: No navigational aids marking approaches to 
port, and therefore there is no night navigation. A lighthouse and 
lighted marker buoys are scheduled for positioning in the develop- 
ment of the new port. 

Only Saudi nationals are allowed to board vessel. 

HEALTH: Doctor boards vessel before arrival at berth and grants 
free pratique. 

(a) Cholera: All arrivals from infected or endemic areas are 
required to possess a certificate showing two injections made 
not less than 7 days and not more than 30 days before arrival. For 
revaccination carried out within six months of a recorded vaccina- 
tion . re-vaccination, a single injection renders the certificate valid 
fora further six months. 

In addition, arrivals must submit a certificate dated not more than 
Tdays before their departure recording the negative results of stool 
perp This certificate must be delivered by a licensed laboratory 
and attested by the Health Authority. 

(6) Smalipox: All arrivals are required to submit a valid vaccination 
certificate in accordance with International Sanitary Regulations. 

(c) Yellow Fever; All arrivals from infected or endemic areas are 
eet to corsa a valid vaccination certificate in accordance with 
nernational Sanitary Regulations. 

(d) Mecca: All Muslim crew members who wish to visit Mecca and 
Medina should have in their possession two recent passport-size 
photos. These should bear the crew member's name and C.D.C. 
tumber to enable Agent to obtain permission for the pilgrimage. 
Crew members must also have in their possession the above-men- 
ee certificates, otherwise permission may not be gran- 

9 them to visit Mecca and Medina. 
RADIO: Masters should give their agents an ETA not later than 
ee eres Jeddah Radio ‘‘HZH"’ operates on 500 k/cs 
working hours. 
Lent There are two port department tugs one of 1,000 and one 
bert ii heme pas are supplied free for assisting berthing/ 
vessels. 
THING: 1. Berthing Rciaritys Generally priority in order of 

(a) Vessels in Pea ite 

a Vessels carrying pilgrims and passengers. 

¢) Vessels carrying army stores and equipment. 

zacenla instructed to have a special priority by the Ministry of 
munications. 

() Vessels carrying livestock. 

Vessels carrying explosives and other dangerous goods. 
€ssels carrying freezer cargo, fruit, vegetables and perishable 

g00ds, foodgrains and flour. 

") Vessels carrying less than 100 tons of cargo. 

, gular mail vessels. 

a See harbour there is a finger pier connected to the main 

dratt ot restle Bridge. The pier accommodates large vessels with 
: Of 29 ft. on the southern side and 32 ft. northern side. 

depth ey quay consists of eight berths for large vessels with a 

30 to 34 ft, alongside. These berths have large warehouses 


ad 
mento each berth. There are three more berths which are used 
Sasting vessels, 
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The Petromin Jetty can take two vessels atits floating pipe-lines. 
Vessels moor to two anchors with stern moorings to buoys. This 
is solely an oil berth used for discharging/loading tankers and 
bunkering other vessels. 

STEVEDORES: Working Hours: Normally every day except Friday, 
0600-1200, 1300-1500. Arrangements can be made to work overtime 
outside these periods. Discharging on barges can be continuous. 
BARGES: The Port Department operates about 16 barges of 
capacities 200 to 400 tons. These are supplied free to the vessels and 
are used for off-loading steel, drums, heavy lifts and marble. 

Sambouks are used for discharging timber and are supplied free 
but private barges may be used to expedite for which a charge will 
be made. 

CRANES: There are sheerlegs situated on the tip of the finger pier 
with alifting capacity of 40 short tons. Vessels can use this appliance 
for the discharge of heavy lifts. 

In addition there are several port department mobile cranes with 
capacities from 2 to 30 tons used for rehoisting cargoes discharged 
on barges and handling cargo in the storage areas. These are not 
normally available to ships. With the exception of heavy lifts dis- 
charged by sheerlegs all cargo is handled by ship's gear. 
MEDICAL: Doctors, dentists, eye specialists and hospitals are 
available. 

FRESH WATER: Only available at alongside berths as no water 
barges are available. Rate about 25 tons per hour. 

FUEL: Owners requiring bunkers should ask their normal suppliers 
to arrange the stem through Arabian-American Oil Company, New 
York. The latter will advise their Jeddah office who will in turn 
confirm the stem with Petromin. Spot bunkers are usually available 
on cash payment. If the Petromin Jetty is occupied by tankers, 
vessels requiring bunkers will have to wait until the berth is vacant. 
Private barges can also supply bunkers and prices are reasonable 
with no shifting expenses incurred. 

FIRE PRECAUTIONS: A fire-float is available. 

REPAIRS: Very limited, due to the difficulty of enabling non-port 
workers to enter the port area. Facilities exist for repairs to Decca 
radar. 

WATCHMEN: Two coastguards are stationed permanently on 
board and require accommodation and food. Coastguards keep 
oh ba check on liquor seals and may search personnel going 
ashore. 

CUSTOMS ALLOWANCES: The consumption of alcohol 
including beer is prohibited. Ship's bonded stores are sealed by 
the Coastguard after the vessel has been granted free pratique. 
Any alcohol found after this will be confiscated and a fine imposed 
of Riyals 1,000.00 per bottle and possible imprisonment for the 
offender(s). 

REPATRIATION: Several flights daily from Jeddah. A visa is 
required for entering or leaving the country. 

AIRPORT: Situated close to the city. A new airport is under 
construction about 40 km. to the North. 

TIME: GMT plus 3 hours. 

HOLIDAYS: Every Friday is a holiday, although vessels can be 
worked from 0700 to 1000 to finish, at overtime rates. 

SERVICES: Good laundry and ship-chandlering facilities. 
SHORE LEAVE: Permitted. 

IDENTIFICATION CARDS: Discharge books or passports must 
be left at the gate, and collected when re-entering the port area. 
GENERAL: The Saudi Arabian flag (in good condition) must be 
flown from 0600 hours to sunset. 

Communications by cable are lengthy, and about three days 
should be allowed to receive a reply to a cable. Exterior telephone 
calls require one day's notice. 

Vessels carrying explosives for discharge Jeddah or any other 
port are not permitted to berth inside harbour. Such vessels will 
be discharged at the Outer Anchorage and must be capable of 
discharging all cargo with ship's gear. 

DEVELOPMENTS: The entire harbour has been dredged to 11:0 
metres. The entrance to the harbour has been widened and made 
easier for vessels to enter and leave at any time of day and night. 
Night navigation has not, however, been introduced so far, but it is 
under active consideration and it is hoped that in the very near 
future it will be introduced. 

AUTHORITY : Saudi Government Railroad Organisation. 


AGENT: Gulf Agency Company (Saudi Arabia) Limited, King 
Abdul Aziz Street, POB 2038, Jeddah, Saudi Arabia. Tel. 2493. 
Telex: 40138 (AB ‘‘Meyaser SJ"). Cables: “Gulf Agency Jeddah”. 

Copies of correspondence to the Jeddah Office should be sent to 
Ras Tanura Office. 


JU’ AY MAH: 25.56 N. 50.04 W. 


Third Marine Terminal of Ras Tanura 

OPERATORS: Arabian American Oil Co. 

FLAG: In addition to the quarantine signals which are to be shown 

until pratique is granted, the Saudi Arabian flag must be flown from 

the vessel’s foremast while at Ju’aymah. Vessels should provide 

themselves with this flag before arrival but, if circumstances render 

this impossible, such flag may be purchased from the vessel's Agent. 
The Saudi Arabian flag is properly displayed when the writing 

appears on top and the sword on the bottom. 

CHARTS AND PUBLICATIONS: It is recommended that 

vessels scheduled to call at Ju’aymah should have on board suitable 

navigation charts such as the following: British Admiralty Charts 

2847, 2858, 2882, 2883, 2886, 3776, 3777 and 3788; U.S. H.O. Charts 
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62032, 62410, 62414 and 62415. Up-to-date ‘Sailing Directions”, 
“Pilot Book” and “Light Lists” should also be consulted. 
IMPORTANT FEATURES: 1. The Ju'aymah loading facilities 
are located approximately 20 miles North-northwest of the Port of 
Ras Tanura and 7 miles offshore in Saudi Arabian waters. The 
loading facilities consist of an oil platform, a control platform and 
three single point mooring berths. 

2. Pilots/Mooring Masters advise on the mooring and unmooring 
at the buoy moorings and supervise the movements of all vessels in 
the vicinity of the loading facilities. Presently no charge is made for 
this service. 

3. Mooring and unmooring, connecting and disconnecting of the 
cargo and bunker hoses are to be performed by the crew of the 
loading tanker under instructions from the Pilot/Mooring Master. 

4. Safety rules are strictly enforced. The Mooring Master will make 
a thorough inspection of the tanker prior to and during loading 
operations. 

5. When vessels are scheduled to load cargo at both Ras Tanura 
and Ju'aymah, Aramco reserves the right to advise the vessel at 
which berth the loading shall start and finish. 

6. Aramco maintains a radio station (call letters HZY) for the 
exchange of messages with ships. For frequencies and transmission 
times, see “Radio”. All incoming tankers should establish early 
contact with this station at least 72 hours before arrival in order to 
transmit ETA data and other information as requested in “Radio”. 

7. Unless instructed otherwise, vessels must arrive at Ju'aymah 
with propellers almost covered and trimmed not more than 8 ft. by 
the stern. Masters are urged to maintain radio contact with HZY or 
ship-to-shore communication by VHF voice radio in order to obtain 
the latest weather information. 

8. The consumption of alcoholic beverages is prohibited within 
the Kingdom of Saudi Arabia. All alcoholic beverages are to be 
under lock and key during the vessel's stay. Vessels moored at a 
Ju'aymah berth or anchored at the anchorage are considered to be 
in the kingdom of Saudi Arabia. 

9. Displays of quarantine signals on approach to Ju’aymah must 
be maintained until pratique is granted. Ships will not be berthed 
until the information requested in the quarantine message has been 
received. The flag of Saudi Arabia must be flown throughout the 
vessel's stay in port. 

10. To permit more rapid ship turnaround, an Early Departure 
Procedure is available. This procedure permits a quick departure 
of the vessel after loading, with no delay to await delivery of docu- 
ments at anchorage. 

11. No medical facilities are available at the Ju'aymah Terminal. 
Requirements for medical assistance or hospital service should be 
addressed to the ship's Agent. The Aramco radio station HZY, 
may be used at any time, without charge by vessels at sea to obtain 
medical advice. 

12. Small craft are not allowed in the vicinity of atanker and no one 
is permitted to board or leave a tanker while cargo loading operations 
are in progress. 

13. Water, galley fuel and diesel fuels are not available at the 

du’aymah Terminal loading buoys. 
DOCUMENTS: Some of the tankers which will load at Ju’aymah 
will have called at Ras Tanura first and will have been cleared by 
Saudi Arabian Government authorities there. The Ras Tanura 
Quarantine Customs and Coast Guard clearances will continue in 
effect at Ju'aymah and no further Government formalities will be 
required. Seals placed on ships stores at Ras Tanura must remain 
intact until the tanker has completed loading at Ju’aymah and been 
completely cleared for departure. 

Those tankers which call only at Ju'aymah will require appropriate 
arrival clearances. After loading operations are complete at the time 
of unmooring the tanker must have on board port clearance docu- 
ments, bill of lading and export manifest. 

To permit more rapid ship turnaround, an Early Departure Pro- 
cedure is available by which a ship may clear the port and depart 
without the necessity of waiting for the delivery of documents at 
anchorage. Use of this special service is encouraged and it should 
be requested and arrangements with the Agent should be made at 
the earliest opportunity. When operating under Early Departure 
Procedure, it is imperative that, after departure, HZY Traffic Lists be 
copied until cargo quantities are resolved and the ship's Agent is 
authorised to approve documents. 

Port Clearance and Cargo Documents: The port clearance documents 
consist of the following: 

(a) Permit of Departure: This form (in English) is filled out with 
information supplied by tankers in their quarantine radio message. 

(6) Port Clearance Application. This form (in Arabic) is filled 
out with information from the Permit of Departure form. 

(c) Saudi Arabian Government Port Clearance. This official port 
clearance form (in Arabic) must be filled out with information pro- 
vided by the Port Clearance Application. 

Both the Permit of Departure and Port Clearance forms are to be 
aboard the tanker at the time of unmooring. 

The cargo documents consist of the following: 

(a) Bill of Lading. This is an Aramco prepared document. The 
required information, except for the cargo quantity, will be filled prior 
to the arrival of the tanker and a copy will be given to the Master by 
the ship's Agent upon arrival of the ship. After the ship finishes 
loading, Shipping and Documentation Unit will radio the cargo 
quantities to the Master who will fill in these quantities on his copy 
of the Bill of Lading and will instruct his Agent to sign, on the 
Master's behalf, the original Bill of Lading. 

(b) Export Goods Manifest. This is a Saudi Arabian Government 
document required for every ship which has loaded cargo in Saudi 
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Arabia. The Master will receive from the ship's Agent the 
export goods manifest forms covering each consignment a 
loaded. It is imperative that the Master deliver these Papers ¢ 
consignee upon arrival at the discharge port(s). N 
PILOTAGE/ANCHORAGE: The Northern Holding Ang 
and Ju'aymah Pilot Boarding Area have been laid out to pe 
shipping and provide ready access to the Ju’aymah berth } 
anchorage area varies in depth from 12 to 28 fathoms (72 to 1h 
and holding ground is only fair. 

Vessels which have anchored at the Northern Holding Anche, 
should immediately advise Aramco, via radio HZY, of the follog 
information: 

(a) Time of arrival at the anchorage area (in GMT). 

(6) Approximate position in the anchorage area in Felatige 
du'aymah light beacon J1 and Ras Tanura light beacon No. 3, 

They should then contact Aramco Terminal Planning offic. 
Ras Tanura Pilot Office by VHF radio Channel 16 if vessel is equip 
with VHF. 

NAVIGATION AIDS: 
Light Beacon: “J1"' - black and white gp. fl. (3) every 8 SOCS, Ry 
reflector position: 27° 02.0’ N. 50° 07.8’ E. 
Light buoys: (all fitted with radar reflectors): 
“J2" — Can red- flash red every 6sec. Position 27° 01.9 N. 50°) 
“*J3"" - Conical black — flash white every 10 sec. Position: ary 
N. 50° 07.3’ E. 
“J4""- Can red - group flash (3) red every 12 sec. Poss 
26° 57.1’ N. 50° 09.8’ E. 
“\J5"' - Conical black - group flash (3) white every 12 sec. Posi 
26° 58.7’ N. 50° 04.6’ E. 
“J6" - Can red — flash red every 5 sec. Position: 26° sy 


50° 07.8’ E. 

“J7" - Conical black - flash white every 6 sec. Position: 26° 
50° 02.7’ E. 

“J8"' - Pillar red - flash white every 3 sec. Position: 26° 5) 
50° 03.3’ E. 


“JE" (Exit buoy) - Can red- flash white every 2 sec. Posi 
27° 10.5’ N. 50° 12.6’ E. 
“JD" (Departure buoy) - Can red - flash white every 4 sec. 
tion; 27° 10.5’ N. 50° 24.2’ E. 
Red light float: marked ‘‘Ju'aymah" 
Red - flash white every 10 sec. Racon x-bands (3 cm.) -» 
response Morse letter Zulu - Response pulse length is 2; 
sweep time is 48 sec. Position: 27° 10.5’ N. 50° 36.0’ E. 
Ras Tanura Channel 
Light buoy : (Mid-Channel Marker at Caution Area): 
“RT 1" - Spherical black - intermittent quick flash white. Post 
26° 56.2’ N. 50° 12.6’ E. 
A Northern holding anchorage: area bounded by 


North East 
(a) 27° 08.5’ 50° 13.5’ 
(b) 27° 08.0’ 50° 20.0’ 
(c) 27° 02.5’ 50° 17.0’ 
(d) 27° 03.0’ 50° 11.5’ 
Ras Tanura channel caution area: area bounded by: 
North East 
(e) 26° 58.7’ 50° 13.0’ 
(f) 26° 57.0’ — 50° 15.2’ 
(g) 26° 54.7’ 50° 13.0’ 
(A) 26° 56.5’ 50° 10.7’ 
Ju'aymah Pilot boarding area; area bounded by: 
North East 
(i) 26° 58.7’ 50° 13.0’ 
(/) 26° 56.5 50° 10.7’ 
(A) 26° 58.0 50° 09.5’ 
(/) 27° 01.0’ 50° 10.7’ 


The Northern holding anchorage area bounded by the folloe 
positions has been expunged: 


North East 
(w) 27° 04.5’ 50° 13.9° 
(x0) 27° 04.5’ 50° 17.0’ 
(y) 27° 02.5’ 50° 13.9’ 
(z) 27° 02.5’ 50° 17.0’ 


INBOUND TRAFFIC PROCEDURES: Arriving tankers ® 
will be loading at Ju'aymah, should proceed as follows: 

(a) Vesse/s with no Special Instructions: The vessel shoulda 
for a position approximately 2 miles North of Ras Tanura¥ 
Float position 27° 05.6’ N. 50° 57.5’ E. and then enter the int 
channel. This will take the vessel past the Approach Buoy tt! 
Entry Buoy. The vessel should then proceed to the Northern H 
Anchorage. The anchor time and position should be passed it! 
Aramco Terminal Planning Office and Ras Tanura Pilot Office 

(b) Vessel Proceeding to Ju'aymah: The vessel should make 
position approximately 2 miles North of the Ras Tanura Light 
position 27° 05.6’ N. 50° 57.5’ E. and enter the inbound chi? 
Proceed past the Approach Buoy and Entry Buoy and make # 
point approximately 2} miles North-east of Buoy 3A 
26° 56.3’ N. 50° 11.5’ E., and proceed into the Ju'aymah Pilot 
Area. The vessel should notify Ras Tanura Pilot Office on pa® 
the Ras Tanura Light Float and will in turn be advised of 
prospects. Should the Pilot not be boarding immediately ® 
vessel's arrival, the vessel may be instructed to anchor in the 
Boarding Area, and to pass the anchoring time and position 
Ras Tanura Pilot Office. 

(c) Vesse/ Proceeding from Northern Holding Anchorage to Ju? 
On receiving instruction to proceed to Ju'aymah, the vessel 
heave up anchor and re-enter the inbound channel making 
point approximately 24 miles North-east of Buoy 3A 


sg’ N. 50° 11.5 E. and proceed to the designated Ju'aymah Pilot 
Ld ng Area. If the vessel has been advised that the Pilot will 
board 9 immediately on arrival, it may be instructed to anchor in 

pijot Boarding Area and await further instructions. The anchor- 
a and position should be passed to the Ras Tanura Pilot 


‘vessel Proceeding from Ras Tanura to Ju'aymah: The vessel 
ig depart Ras Tanura and follow the departure channel towards 

oe ig-channel marker buoy, R.T.1, position 26° 56.2’ N. 50° 12.6’ E. 

“esse should proceed into the Ju'aymah Pilot Boarding Area, 

The jsing due diligence in this area. If the vessel has been advised 
one Pilot will not board immediately on arrival, it may be instruc- 
Oe anchor in the Pilot Boarding Area and await further instruc- 

vessel should inform Ras Tanura Pilot Office of its anchor 
fons. The ves 

time and position. r eth sates 

rn) Vessel Proceeding from Ras Tanura_to ern Holding 

Anchorage: The vessel should leave Ras Tanura and follow the 
departure channel observing the separation scheme to the Approach 
Buoy, 27° 06.5' N. 50° 42.0’ E. and then proceed to the Northern 
Holding Anchorage. The vessel should inform Ras Tanura Pilot 
Ofice of its anchor time and position and await further instructions. 
DEPARTURE FROM JU'AY MAH: A separate departure channel 
sas been provided for all vessels using the Ju'aymah facilities. The 
pijot will disembark and the vessel will proceed via the departure 
channel between Light Beacon Jd 1, 27° 02.0’ N. 50° 07.8’ E. and J 2 
puoy 27° 01.9" N. 50° 10.8’ E. The vessel should then proceed towards 
the exit buoy JE 27° 10.5’ N. 50° 12.6’ E. and from there set an Easterly 
course North of JD buoy 27° 10.5’ N. 50° 24.2’ E. to the Ju’aymah 
Light Float, 27° 10.5” N. 50° 36.0’ E. 

HEALTH: Quarantine information request (see ‘“Radio") must 
be received prior to berthing. Vessels failing to supply necessary 
information may incur extensive delays. 

ip accordance with international practice, quarantine signals must 
te displayed by all vessels approaching Ju'aymah. The following 
signals must be displayed continuously until pratique is granted: 

Sunrise to sunet - Quarantine flag 
Sunset to sunrise — Signal lights, red over white 

Radio Pratique: A modified radio pratique procedure is in use at 

W'aymah. Port conditions permitting, vessels supplying requested 
quarantine information (see ‘‘Radio") may be moored on arrival and 
proceed with hose connecting operations prior to arrival on board of 
a Quarantine Officer. Vessels failing to supply information may be 
delayed at anchorage until cleared by the Quarantine Officer. Exten- 
sve delay can be incurred by vessels failing to supply requested 
information promptly. 
RADIO: Vessels must keep Aramco Ras Tanura fully advised via 
HZY regarding estimated time of arrival (ETA) at the Northern 
Holding Anchorage, as well as actual arrival time and position in the 
anchorage. All messages, of any nature whatsoever, to radio station 
H2Y must be addressed to ‘“‘Aramco Ras Tanura”. It is required 
that vessels provide a minimum of three notices of ETA information 
a about 72, 48 and 24 hours “steaming time" from the Northern 
Holding Anchorage. Shorter notices may result in delays. If loading 
part cargoes at other Arabian Gulf ports prevents a vessel from 
fumishing an accurate ETA, steps should be taken to dispatch a 
message either directly to HZY or through the ship's Agent giving 
the best estimate possible at the time. This message should then be 
followed by an accurate ETA immediately upon departure for Nor- 
them Holding Anchorage. Failure to give at least 24 hours notice 
a in vessel delays for which Aramco will hold no respon- 
sibility. 

Radio Messages: Upon first contact with an inbound tanker 
scheduled for Ju'aymah berthing, HZY will transmit the following 
thee standard messages of 237, 50 and 32 words: 

BI word message: 

Master Rastanuraradio/HZY 
Contact HZY soonest advising one ETA GMT Northern Holding 
Anchorage two any later ETA changes three Agents name and 
equirements four arrival departure draft fore and aft five deballasting 
hours six maximum loading rate fullstop vessel urged to accept 
tighest possible loading rate stop advise if cargo or residue aboard 
'0 be commingled with Ju'aymah cargo fullstop if VHF aboard call 
Aramco Terminal Planning for berthing instructions when 100 miles 
out on 156-80 Channel 16 stop if no VHF aboard contact HZY 500 kHz 
ud Copy traffic lists on odd hours for berthing instructions stop 
* arrival anchorage advise HZY official arrival readiness time and 
Position relative beacon 3 and beacon J1 stop radio messages 
without charge stop Pilots require sufficient clean ballast for 
manoeuvring and will board in pilot boarding area for mooring stop 
ncommend Propellers almost covered and trim limited to 8 ft. stop 
ae will moor to loading buoy using one headrope forward from 
¥0j terminating in three inch chafing chain stop have one ship 
one minimum circumference messenger line or mooring rope 
ann for Passing to launch stop have derrick rigged on port side 
a 4'go manifold for lifting mooring gear cargo and bunker hoses 
bniPs two cargo manifolds to be 16 inch ANSI 150 and after 

m ® connection on midship manifold to be 12 inch ANSI 150 stop 

Seif reducers required and derrick lifting capacity. Aramco 
ered message: 
ion i“ Rastanuraradio/HZY 

=e vise any epidemic diseases or illness on board and status 
£ws International Certificates of Immunization and all ports 
net r met thirty days also destination stop Agent stop flag stop 
his ered tonnage stop vessel will not be allowed to berth until 
it iaration is received. Aramco 

Portant that you send a reply to the above two messages as 

8S possible after receipt. 
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32 word message 

Master Rastanuraradio/HZY 

Imperative that any ship operating under early departure procedure 

copy Aramco HZ2Y traffic list after departure until cargo quantities 

are resolved and Agent is authorised to approve documents. 
Aramco 

Traffic list transmitting and receiving times and frequencies of 
HZY are as follows: 

Transmits on 128113 kHz on even hours GMT from 0600 to 1600 
GMT, and on 8480 kHz on even hours GMT from 1600 to 0600 GMT. 

Listens on 12 mHz and 8 mHz bands after traffic list transmissions 
until all calls have been cleared. 

Also transmits on 16960 kHz at 1000 GMT and receives calls in the 
16 mHz band. 

Transmits on 430 kHz on all odd hours GMT after callup is made 
on 500 kHz. 

Weather advice, hydrographic notices and traffic lists are trans- 
mitted on 430 kHz and 8480 kHz at 0430 GMT and again on 430 kHz 
and 12811-3 kHz at 1630 GMT. It is requested that all vessels forward 
their local weather observations to this station, either in code or 
plain language, to assistin preparation of the Arabian Gulf forecasts. 

VHF radio working Channels 11, 12 and 14, and calling Channel 16 
are available for ship-to-shore communications at Ju'aymah. 
Channels 12, 13, 14 and 16 are monitored 24 hours a day at the 
Aramco Terminal Planning Office, which is located in Dhahran. Ras 
Tanura Pilot Office can be contacted on Channel 16. VHF equipped 
vessels should try to contact the Aramco Terminal Planning office 
on Channel 16 when they are within 100 miles range of Ju’aymah and 
while at anchor. Use of the high frequency radio transmitter or radar 
equipment is not permitted while vessels are moored at an oil 
loading berth. Use of the VHF is permitted to contact Pilots, Agents 
or the Aramco Terminal Planning Office. 

TUGS: There are two mooring launches available. 

BERTH DESCRIPTION AND FACILITIES: Ju'aymah is an 
Aramco crude oil and fuel bunker loading facility designed for 
loading and topping-off deep-draft tankers. The port area is located 
approximately 20 miles North-northwest of Ras Tanura and 7 miles 
offshore in Saudi Arabian waters. 

The offshore platforms consist of the following: 

(a) An Oil Platform (130 ft. by 190 ft.) located in 50 ft. of water at 
latitude 26° 54.8’ N. and longitude 50° 01.2’ E. This platform receives 
crude oil and fuel bunkers from the onshore storage tanks through 
two 56 in. submarine crude pipelines and one 24 in. submarine bunker 
pipeline, each being about 35,770 ft. long. The crude oil and bunkers 
are metered on this platform. The platform is well lighted with 
general purpose lighting. In addition, one fixed white light has been 
established on each corner of the platform, with a range of visibility 
of approximately 5 miles. 

(b) A control platform (70 ft. by 70 ft.), located 150 ft. North of the 
Oil Platform and connected to it by a walkway bridge, houses the 
communications and radar equipment, testing laboratory, offices, 
control system and meteorological equipment. This platform is 
marked by a fixed red aircraft warning light. 

Three single point mooring buoys have been established. Crude 
oil and bunkers are received at each buoy from the oil platform 
through one bunker and two crude oil submarine lines which are 
connected to the buoy by flexible submarine hoses. The floating 
hoses, which extend approximately 1,100 ft. from each buoy, consist 
of two 24-in. crude loading hoses with 16-in. tails and one 12-in. 
bunker loading hose, each with ANSI flanges for connection to the 
ship's manifold. The maximum loading rates through each buoy are 
130,000 barrels per hour for crude oil and 5,000 barrels per hour for 
bunkers. Each buoy is marked by a white flashing light with a range 
of visibility of approximately 5 miles. 

The three mooring berths at Ju'aymah are as follows: 

(a) Ju’aymah Berth No. 31 located at latitude 26° 55.6’ N. and 
longitude 50° 02.4’ E. Minimum water depth in the berth is 93 ft. 

(6) Ju’aymah Berth No. 32 located at latitude 26° 56.4’ N. and 
longitude 50° 02.1’ E. Minimum water depth in the berth is 102 ft. 

(c) Ju'aymah Berth No. 33 located at latitude 26° 57.0’ N. and 
longitude 50° 02.7’ E. Minimum water depth in the berth is 103 ft. 
BERTHING PROCEDURE: A Pilot and a Mooring Master will 
board the arriving tanker assigned a berth at Ju'aymah at the Pilot 
Boarding Arealocated approximately eight miles East ofthe Ju'aymah 
berths. They will carry portable VHF radio sets to be used while on 
board the tanker for communications with the Ju'aymah Control 
Platform and the mooring boats. They will advise the Master on all 
manoeuvres and operations relative to berthing, connecting and 
disconnecting the hoses and unberthing. The services of the Pilot 
and Mooring Master and of the mooring launches and their crews 
are provided without charge and upon the express understanding 
that they become the agents and servants of the owners and/or 
charterers of the vessel in every respect. Aramco shall not be 
responsible and shall be held harmless from all liability for any 
damage resulting from or caused by any action taken, order given 
or decision made (or any omission thereof) by the Pilot, Mooring 
Master or launch crew, or in any respect to the handling of such 
vessel. Damage or injury to any Aramco facility, equipment or 
personnel by any vessel calling at any loading terminal of the Port 
of Ras Tanura shall be the responsibility and liability of the owners 
and/or charterers of the vessel. 

Mooring equipment and other equipment supplied at Ju’aymah 
will be lifted aboard the tanker from the mooring launch which 
transports the Pilot and Mooring Master to the Pilot Boarding Area. 
This equipment will include such things as special mooring gear to 
be used at the bow, various gaskets, bolts, tools, adapter spool 
pieces (when required), and portable radios to be used for com- 
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munications with the Ju'aymah Control Platform during loading 
operations. 

A number of forms related to the oil loading operation will be 
carried aboard the tanker by the Pilot and Mooring Master. These 
include a form for description of pertinent parts of the tanker's 
loading manifold, an ullage calculation sheet for use by the First 
Officer of the loading tanker and forms for maintaining a log of the 
berthing, loading and unberthing operations. One form entitled 
“Instructions to Vessels and Conditions of Use of Loading Facilities” 
outlines the conditions of the use of the loading facilities and must 
be signed by the Master of the tanker prior to the start of the berthing 
operation. 

During the approach and while mooring, the tanker's anchors 

must be secured by stoppers to prevent accidental dropping with 
subsequent damage to the loading buoy mooring chains or the 
undersea pipelines. Mooring boats will normally assist in the berth- 
ing, mooring and hose handling operations. A boat will approach the 
tanker's bow, take the messenger line and secure it to the end of a 
10-in. polypropylene “pickup” line from the mooring arrangement. 
The “pickup” line will be hove through the centre or port mooring 
chock until the chafing chain is in the chock. A 15-in. nylon strop 
which previously will have been secured to the tanker's bollards will 
then be secured to the chafing chain using a 3-in. bow shackle 
between the strop and the chafing chain. On tankers equipped with 
a Smit's towing bracket or brackets, the chafing chain will be secured 
to an open link in the bracket using a bow shackle. Mooring and 
unmooring, connecting and disconnecting of the cargo and bunker 
hoses is to be performed by the crew of the loading tanker under the 
direction of the Pilot and and Mooring Master. Communications 
between the Pilot andthe Mooring Master orthe bridge and forecastle 
will be by means of portable VHF radio. 
PRELOADING PROCEDURE: Upon completion of berthing, a 
Pilot/Mooring Master, who will remain on board throughout the 
loading and unberthing of the tanker, will carry out activities related 
to Aramco safety requirements and planning, and monitoring of the 
loading operation. 

In order to avoid delays in connecting hoses, tankers scheduled to 
load cargo and bunkers at Ju’aymah should have an adequate 
number of reducing spools to fit 16-in. and 12-in. standard 150 pound 
ANSI flanges on the portside manifold. 

Aramcois amember of the International Oil Tanker Terminal Safety 

Group and participates vigorously in a programme developed to 
ensure adequate safety aboard tankers during the time they are at 
Aramco piers or berths. A part of this programme involves use of 
a check list by the Mooring Master to make a thorough inspection of 
tankers both priorto and during loading operations. This programme 
is in effect at Ju'aymah, and Mooring Masters who board tankers 
will be making necessary inspections, posting authorised smoking 
locations, issuing letters of protest for violations, and shutting down 
loading or refusing to load a tanker if unsafe conditions are not 
adequately corrected. 
BALLAST REQUIREMENTS: Due to the exposed location of the 
dJu'aymah berths, tankers scheduled to load crude at Ju’aymah 
should arrive with adequate clean ballast for safe handling having 
due regard for existing weather and sea conditions. Tankers will be 
required to arrive with propellers almost covered and sufficient clean 
ballast tanks available to allow a trim of 8 ft. by the stern. Masters 
should contact Ras Tanura Pilot Office for weather conditions at the 
loading facilities. 

Aramco is particularly interested in having vessels complete the 
deballating operation promptly after berthing in order to minimise 
time at berth. Simultaneous loading and deballasting is encouraged 
on properly equipped vessels. Owners/operators or charterers of 
vessels requiring time to deballast in excess of what Aramco con- 
siders standard will be so notified by letter with a copy to the Master. 

Discharge into the sea of oil or oil base products in combination 

with ballast water is not allowed. Since the Ju'aymah Terminal does 
not have facilities to receive any oil residues or oily ballast water, 
tankers arriving with such materials on abord will be sent to anchor- 
me i to await further orders unless the vessel agrees to load on top 
of such material or unless the ship's Master agrees to segregate 
such materials in a separate tank. Ships which release oil or oil 
residues including oily ballast water in either berth or anchorage area 
will be held responsible for all clean up costs. 
LOADING PROCEDURES: The oil loading operation will be 
controlled by VHF radio voice communications between the Mooring 
Master on the loading tanker and the Ju’aymah control platform. 
All operations including switching of tanks and topping off must be 
directly and personally supervised by a ship's officer. The maximum 
crude loading rate at any of the berths will be 130,000 bph. 

Upon being informed by the loading tanker's personnel that the 
tanker is ready to start loading, the Mooring Master will request the 
loading operation to proceed according to a previously agreed plan 
with respect to start-up rates, maximum loading rates and topping 
off rates. Need for emergency shutdown of loading aboard the tanker 
must be communicated via VHF from the loading tanker to the 
Ju’aymah control platform. 

In the event of the failure ofthe VHF communications system, the 
tanker will sound five long blasts on the ship's whistle followed by 
one, two or three short blasts for a tanker at berths 31, 32 or 33 
respectively. Loading operations will be stopped and will not be 
resumed until communications have been re-established. 
UNMOORING PROCEDURE AND DEPARTURE: Upon com- 
pletion of loading, documentation procedures, disconnection and 
removal of hoses, the tanker will be unberthed by the Mooring 
Master. To unmoor from the buoy, the pickup rope is taken to the 
winch and the weight is taken off the chain. The chain is then 
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unshackled and the rope is slacked as the tanker backs out 
berth. The end of the pickup rope is cast off and floats free : 

Upon completion of unmooring, the tanker will make a | 
mooring and hose connecting equipment will be transterreg 
mooring launch and the Pilot/Mooring Master will disembark. 

The tanker will then be free to leave the port via the du’ 
Departure Channelif the Early Departure Procedureis being f 
and all cargo and port clearance documents are completed 
board. Otherwise, the tanker must proceed to the Northern H 
Anchorage to await port clearance and document delivery by 
ship's Agent. : 
FUEL: Fuel bunkers are available at each Ju'aymah berth, Fajy 
a vessel to provide adequate advance notice of fuel bunker rq, 
ments could result in vessel delays. 

In addition to fuel bunkering facilities at berth, Aramco o 
a 20 mdwt bunkering vessel Lina Christensen stationed in Sty 
Available products and amounts are: 


Bunker 15,000 tons 
Black diesel 2,600 tons 
White diesel 1,400 tons 


WATER: Wash water and potable water are available from 
Lina Christensen in limited quantities. 

GENERAL: Onshore Facilities: The tank farm with all its assoc, 
facilities is located along the coast of Ras Al Ju'aymah, {j» 
Northwest of the Ras Tanura Refinery. A small boat pier for thy, 
of pilot boats, mooring launches and Agents’ launches is log 
8 miles Northwest of the Ju’aymah Tank Fram. 

Oil Inspection: No independent inspection service is availabs 
Ju'aymah. In cases of an abnormal difference between Ships 
terminal cargo quantities, it is essential that Aramco pers» 
investigate ship measurement of cargo. : 

Ship Agencies: Vessels calling at Ju'aymah should addres 
ships’ business messages to their Agent through “Aramco i) 
Matters concerning provision supply, minor repairs, local me 
or hospital services, mail, crew changes, etc. are to be handle 
the ship's Agent. 

Time Zone: The company generally bases its local time 
45th meridian (3 hours East of Greenwich). In order to avoid anys 
Seay all communications should be quoted in Greenwich & 

ime. 

Arab League Ban: All member states of the Arab League pro 
the export through their ports of any material consigned to |» 
Further, all ships having called at Israeli ports subsequent to& 
25, 1952, are banned from Saudi Arabian ports. 

Security Patrol! Boat: An Aramco Security Patrol! Boat will 
the Ju'aymah offshore area. 

Saudi Arab Government Regulations: Saudi Arab Governs 
Regulations are strictly enforced, and Masters having any do 
concerning the interpretation of these regulations are urge 
consult their agent. While in port, whether at anchorage or att 
the vessel's personnel are under the jurisdiction of Saudi Araby 

Consumption of alcoholic beverages, including beer and wk 
prohibited in Saudi Arabia. Penalties are severe and major delay 
vessels can be incurred for violations. 

Port Officials: Saudi Arab Government Port Authorities) 
located in the Customs House, the Port Office and the Quart 
Office at Ras Tanura. A Coast Guard Detachment is locat# 
Ju’aymah. 

A United States Consulate General is established at Dhat 
which is approximately 50 miles by road from Ras Tanura. 

A British Political Agent is established on Bahrain Island! 
very difficult, however, to contact Bahrain Island by shore telept 
from Ras Tanura or Ju'aymah, and Masters having business® 
usually arrange to call at the port of Sitrah (sometimes spelled? 

Inbound Clearance: The ship's Agent will develop inform 
necessary to fill in clearance application and port clearance {* 
Cargo requirements will be reconfirmed, and information rew 
to expedite mooring, hose connection and other operational ¢@ 
will be exchanged with the Ras Tanura Pilot Office on VHF® 
prior to the tanker's arrival at Ju’aymah. 

Swimming: or other activities involving life boats in the vici® 
a tanker are not permitted. 

SAFETY REGULATIONS: Genera/: The Port of Ras T# 
(including the Ju'aymah Loading Facilities) maintains a vige 
safety programme. Aramco is a member of the Internation 
Tanker Terminal Safety Group (IOTTSG) and as such follow 
procedures recommended by this organisation. As is doneal® 
Gulf oil ports, the Pilot/Mooring Master as terminal safety ® 
sentative will discuss in detail with the tanker Master, each lt? 
the ‘Declaration by Master" which reviews safety requirement! 
procedures. Prior to start of loading cargo and at several times® 
the loading, the Pilot/Mooring Master, in company with one d! 
ship's officers, will check to ensure that safe loading practict! 
being observed. % 

Procedure in Case of Fire or Explosion; What will be done 
event of a fire or explosion on board a vessel which is berthet! 
dJu'aymah buoy, depends upon the particular facts and cl® 
stances of the incident. It is impossible to indicate exactly f 
practices will be applied before an evaluation of the specific # 
gency situation can be made by the Pilot/Mooring Mastét! 
decisions will be based on the following principles: 

(a) An evaluation of the particular emergency will be made 0 
Pilot/Mooring Master. His decision as to course of action 
based on the location, type and extent of fire, or explosion, 
into account tide and wind conditions, buoy location and prow 
of other vessels. 

(6) Circumstances permitting, a burning vessel will not be? 
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o remain moored to the buoy, and the Master will unmoor the 
J when directed to do so by the Pilot/Mooring Master. 

see" ssistance will be rendered by available launches, tugs and 

& craft to the extent possible, as requested by the Pilot/Mooring 


yee consideration governing action to be taken will be to 
W ersonnel, terminal facilities and other vessels, and to 
d control the emergency. 
fire or explosion occur at a buoy mooring, the oil loading 

Horm or control platform, all cargo operations will be stopped and 
’ ssels should stand by to disconnect and unmoor when so 
structed by the Mooring Master, or when the need to take such 
tion becomes self evident. : Aint we 
The signals for emergency are a continuous ringing of the ship's 
ym bells supplemented by six short blasts followed by one long 
’ st of the ship's whistle or siren. Assistance may be summoned 
° VHF Channel 16. Location, nature of emergency and type of 
mesistance required should be given. : 

iis the responsibility of the tanker’s personnel to watch its tanks 
ual times and to give ample warning to reduce the loading rate or 
shut off the pumping. 
AGENT: Gulf Agency Company (Saudi Arabia) Ltd. PO Box 621, 
gas Tanura, via Dhahran. Cable Address: Confidence Bahrain, 
siting “for Ras Tanura”. ; mre 

Agent will be responsible for all ships business, which includes 
obtaining inward and outward clearance, pratique, medical facilities, 
provisions, repatriation, repairs and diving services. 
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RAS-AL-KHAFUJI: 28.25 N. 48.32 E. 


Ras-al-Khafji is situated in divided Neutral Zone approximately 
§ miles South of Kuwait, this area is under joint jurisdiction of the 
Saudi Arabian and Kuwaiti authorities; vessels are therefore required 
to fly the flags of both Governments from the foremast, Saudi 
Arabia starboard side, Kuwait port side of mast. Onshore base 
situated in approximately 28° 25’ North, 43° 31° East, and within a 
distance of 6 miles (10 km.) offshore, the Company has laid two 
conventional sea-berths and two single-buoy moorings for loading 
tankers and also an anchorage area for cargo ships working cargo. 
Outside this distance is an anchorage area for tankers. 

(n addition to exporting crude oil, fuel oil and naphtha are also 

exported. 

OPERATORS: The Arabian Oil Co. Ltd. (Japan). 

APPROACHES: Approaches to Ras-al-Khafji marked on appro- 
priate U.S.H.O. and British Admiralty Charts, and are deep enough 
for majority of vessels using the port to proceed with normal caution 
using the buoys as centreline markers. A single patch with a depth of 
5 ft. (17-07 metres) exists North of courseline between Buoys Nos. 2 
ind 3, and this necessitates caution on the part of large tankers 
leaving Ras-al-Khafji in loaded condition. 

For tankers arriving Ras-al-Khafji without necessary charts, the 

{ull information will be given by telegram if request is sent to “Arabia- 
ol Kuwait" (via “9KK", Kuwait Radio Station) a few days before 
arival. Alternatively, if vessel has VHF, the buoy positions will be 
given to them upon request to ‘‘Ras-al-Khafji” as the vessel approa- 
thes, but prior notice of requiring this service should be given in 
vessel's arrival message. 
NAVIGATIONAL AIDS: All geographical positions given al- 
though approximately correct, are intended for reference purposes 
only as certain differences are known to exist between these 
positions and those shown on the U.S.H.O. and British Admiralty 
Charts of the area. 

Conspicuous Marks. Flare stacks in offshore field and ashore 
guind visible at a great distance, but may occasionally be extin- 
vished, 

No. 1 Flare Latitude 28° 28.3’ North Longitude 48° 57.0’ East 


No, 2 Flare 28° 27.0’ 48° 54.8’ 
No. 3 Flare 28° 29.8’ 48° 56.0’ 
No. 4 Flare 28° 30.3’ 48° 58.0’ 
Onshore Flare 28° 24.5’ 48° 32.4’ 


UMENTS: (a) Clearance. Master should submit following 
a to Saudi Arabian Government through Agent (2 copies 


Maritime Declaration of Health. 
Health Condition of Crew. 
Details of Air-conditioning. 
rew List, 
Vaccination List, 
yatssenger List (if any). 
Forms 1-3 are supplied by the Agent. 
we Cargo. All cargo documents and shore figures are usually 
med on shore, and this takes about 1.5 hours with a futher 30 
tes before the documents arrive at the ship. Ship's Statement 
Voorn’? is, however, prepared on board. Wherever necessary 
Folin’, Master will sign documents on behalf of the Company. 
N owing cargo documents are to be completed after loading: 
tice o Readiness. 
Bill of Lading. 
Ma Sheet. 
'p's Statement of Cargo*. 
*rtificate of Deliveryt. y 
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Note: *Ship's Statement of Cargo includes the items for “clean 
ballast declaration” and ‘dry inspection" altogether in one form. 

t Certificate of Delivery should be handed to ship's Agent at port 
of discharge for certification by Customs Authorities. Agent should 
then return Certificates to the Company as soon as possible. Non- 
compliance with this requirement could involve vessel in serious 
difficulty. Masters therefore advised to ensure that their Agents at 
each discharging port return the Certificates at the earliest possible 
moment. 

All certificates are to be sent direct to Arabian Oil Company and 
the Agents should be notified accordingly. It is understood that 
Arabian Oil Co. do not require legalised certificates and only certifi- 
cates attested by the Customs at discharging ports will suffice. 
EARLY DEPARTURE DOCUMENTATION: This documenta- 
tion system aims to assist ships to depart early from this port after 
they complete loading by saving time awaiting documents. For this 
reason, relevant tanker documents will be signed previously by 
ship's Master or signed by their Agents at this port, depending on 
Master's choice on the request sheet. Completed tanker documents, 
therefore, will not be despatched to ships after completion of 
loading. 

It must be noted that this system is not compulsory at this port, 
but itis at Master's option on condition that ships can communicate 
on Harbour Service VHF Radio or Marine Communication Band 
2150 mc/s. to receive shore figures and time after departure. 
READINESS: Master should present Notice of Readiness to load 
to Company's Mooring Master who will sign it on behalf of the Com- 
pany. The Notice should be tendered as the time of the vessel's 
arrival at tanker anchorage area, which is, in principle, understood to 
be either time of dropping anchor in anchorage, or if vessel does not 
anchor, the time that Mooring Master boards to commence berthing. 
MOORING MASTER: Compulsory for berthing and unberthing at 
Ras-al-Khafji, and Company's Mooring Masters will board vessels at 
anchorage area to take them to allocated berths. After berthing, 
Mooring Master will remain on board vessel until it is unberthed and 
cargo documents are completed. During this time he will act as the 
Company's representative in charge of all operations and shore 
personnel where the Company is concerned. 

Notwithstanding presence of Company's Mooring Master on 
board, the Master of the vessel remains responsible for his vessel at 
all times and in all respects. In event of any emergency, however, the 
necessary steps should be taken by joint action between the Master 
and the Mooring Master. 

The Master of each vessel shall give to Mooring Master all infor- 

mation necessary for safe handling and safe operation of vessel 
while it is in berth. 
BALLAST: All vessels required to have on board sufficient clean 
ballast to give safe draft for manoeuvring purposes. Vessel arriving 
with too little ballast may be required to increase quantity, should 
Mooring Master feel that it would not be safe to berth vessel in its 
arrived condition. Recommended arrival condition is with propeller 
completely or almost completely immersed and vessel trimmed not 
more than 10 ft. (3.05 metres) by stern. 

In good weather conditions, Mooring Masters will normally per- 

mit vessels to start deballasting as they approach the berth in order 
to save ship's time. 
BOARDING: All vessels required to provide safe means of access 
for personnel boarding and leaving and should have accommodation 
ladder rigged on port side. In the case of vessels assigned to Berth 
No. 3, an accommodation ladder which leads down forwards is liable 
to be blocked by floating hoses, and in such cases the ladder should 
be rigged on starboard side. A ladder aft is always suitable on the 
port side. 

For the benefit of people boarding at the anchorage area, vessels 
should provide a safe means of access on the lee side. 
ANCHORAGE: (a) Tankers: Within 1 mile radius of position 28° 
29.5’ N. 48° 39.0’ E. 

The following are the details of the buoys marking the approach 
channel from sea to the tanker anchorage: 


Buoy No. Lat. Long. 
1 28° 36°00" N. 49°10’ 00" E. 
2 28° 3600" N. 49° 00’ 00” E. 
4 28° 34’58" N. 48° 51’ 19” E. 
5 28° 32’ 34” N. 48° 48’ 58” E. 
6 28° 33’ 48" N. 48° 48° 00" E. 
7 28° 3251” N. 48° 47 10" E. 
8 28° 33’ 24” N. 48° 45’ 41” E. 
9 28° 31°24” N. 48° 43’ 53” E. 
10 28° 29’ 29" N. 48° 37’ 48” E. 
11 28° 28’ 17" N. 48° 39’ 12” E. 


The Western extremity of tanker anchorage is marked by No. 11 
Lighted Buoy. Tankers should not pass East of this buoy. 

(b) Dry-cargo. Anchorage for dry-cargo ships located about 4 
miles to West of tanker anchorage, and is centred in position 
28° 26’ 08” N., 48° 33’ 04” E. and marked by a flashing white buoy. 
Cargo ships should anchor within a half mile radius of this buoy, 
where depths are between 36 ft. (10-97 metres) to 50 ft. (15°24 metres) 
in good holding ground of clayey mud. 

(c) Prohibited Area. An area bounded by straight lines joining 
following points is prohibited to anchoring and fishing due to pre- 
sence of well-heads, Flow Stations, Gathering Station, etc. and 
numerous pipelines and power transmission cables on the sea bed. 
Additionally, the area bounded by five light-buoys is prohibited to 
navigation by all vessels or craft except those operating on direct 
instructions from the Company. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Latitude Longitude 
(a) 28° 24’ 48” North 48° 31’ 57° East 
(b) 28° 25’ 33” 48° 32’ 55” 
(c) 28° 26’ 45” 48° 35’ 16° 
(d) 28° 25’ 50” 48° 35’ 40° 
(e) 28° 29’ 04” 48° 52’ 34” 
(f) 28° 32’ 00” 48° 54’ 00” Red. Fl. Yellow 3 secs, 
(g) 28° 35’ 00” 49° 00’ 00” Red. Fl. Yellow 3 secs. 
(A) 28° 32’ 00” 49° 04’ 00” Red. Fl. Red 3 secs. 
(i) 28° 28’ 00” 49° 04’ 00” Red. Fl. Red 3 secs. 
(j) 28° 24’ 00” 48° 52’ 00” Red. Fl. Red 3 secs. 
(k) 28° 26’ 53” 48° 52’ 00" 


(/) 28° 23’ 13” 48° 31’ 48” 

HEALTH: No radio pratique will be given. Vessels must be cleared 
by quarantine office on arrival. (In the past, tankers were given free 
pratique at the request of Agents and on the production of the copy 
of telegrams from vessels confirming that all crew members possess 
valid cholera and vaccination certificates and that there is no sick- 
ness on board. This procedure has changed recently and all vessels 
are boarded by quarantine officer and pratique is given only after 
checking the documents concerned.) 

RADIO: (Also see “Approaches"”). Advise ETA Khafji at least 4 
days, and again 1 day, before arrival through normal radio services. 
As an alternative to the route through Kuwait Radio Station (call 
sign: 9KK), vessels may send their first message through Singapore, 
Bombay or Bahrain Radios. Confirmation of ETA should be made 
a few hours before arrival by calling ‘“Ras-al-Khafji' on Channel 
16 VHF. All cables should be addressed to ‘‘Arabiaoil Kuwait". 

The first message should be sent according to following form, 
but any items which are the same as a recent previous voyage to this 
port may be omitted. 

(1) ETA Ras-al-Khafji 

(2) Last port 

(3) Debailasting time 

(4) Quantity and type of cargo and bunkers required 

(5) Maximum loading rate 

(6) Diameter of cargo and bunker connections 

(7) Distance from manifold to ship's side 

(8) Derrick capacity 

(9) soe Ras-al-Khafji is first or second port (when taking part 

cargo 
Note: Item (9) should only be answered in cases where vessels are 
taking part cargo at Ras-al-Khafji. lf second port, the first loading 
port should be mentioned. 

Communications between shore and loading berth mainly sent 
and received by means of FM wireless telephone, which is brought 
on board tankers at time of arrival. 

VHF: Short-range communication can be made with Terminal 
Office by calling “Ras-al-Khafji on VHF Channel 16. Working 
channels are 9, 11, 12, 13 and 14. Vessels should call Ras-al-Khafji 
several hours before arrival to confirm ETA and receive berthing 
instructions. After anchoring they should advise their anchoring 
time and then maintain watch on Channel 16 until the Mooring- 
Master boards. Terminal VHF normally operative between 0400-1400 
GMT, and is used outside these hours by special arrangements with 
individual ships. 

TUGS: The undermentioned tug-boats are available for mooring 
and unmooring purposes: ‘“‘Chiyoda Maru No. 22" 200 g.r.t., 1,320 
b.h.p.; “Chiyoda Maru No. 3" 175 g.r.t., 1,320 b.h.p.; “Chiyoda Maru 
No. 4" 236 g.r.t., 2,200 b.h.p. 

One of these tugs stands by near the berths as long as any vessel 

remains moored. Two mooring boats are used for handling ropes 
and hoses, 
BERTHING: 1. Personnel. After vessel berthed, Company's Load- 
ing Operator and Mooring Crew will board. Loading Operators work 
shifts and there will always be one on board vessel while in berth. 
This man acts as assistant to Mooring-Master, and should be 
treated as such at all times. In particular he will carry out Safety 
Inspections and handle communications between ship and shore, 
particularly those communications regarding cargo. 

Ship's personnel requested to give Loading Operator all required 
information and necessary assistance to allow him to do his job 
properly. Any disputes arising from his actions should be referred 
to Mooring-Master for final decision. 

Mooring Crew will connect and disconnect hoses as required, 
but may at any time be transferred to another vessel for the same 
purpose. While they remain on board, vessels are requested to 
provide them with following: use of Smoking Room, toilet and wash- 
ing facilities; hot and cold drinking water; utensils for eating and 
drinking (it is not normally necessary to supply food). 

2. Description of berths. 
(a) Sea-Berth No. 1 

Position: 28° 26’ 10” North, 48° 34’ 57” East. 

Depth: 53 ft. (16.15 metres) at Indian Spring Low Water. 

Permitted draft: 47 ft. (14.33 metres) maximum. 

Type of berth: Conventional four-buoy system where vessel 

moors to two anchors and one buoy forward and to three buoys 


aft. 

Length: Designed for tankers of 800 ft. (245 metres) length but can 
be used by tankers of any size, although tankers of less than 
650 ft. (200 metres) overall length sometimes experience difficulty 
in mooring if their lines are less than a full 720 ft. (220 metres). 

Submarine Pipelines and Hoses: From the ex-Loading Dock one 
26 in. crude oil line and one 18 in. fuel oil line have been laid 
to the manifold position. Two 10 in. rubber hoses for crude oil 
and one 12 in. rubber hose for fuel oils are connected to ship's 
manifold. These hoses approximately 225 ft. (69 metres) long 
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and maximum lifting weight of the two crude oil hoses t 

is 4.5-5 tons, For bunkering purposes one section of 6 in, 

is attached to the end of the 12 in. fuel oil hose, : 
(6) Sea-Berth No. 2 

Position: 28° 25’ 55” North, 48° 35’ 28” East. 

Depth: 56 ft. (17.07 metres) at Indian Spring Low Water, 

Permitted draft: 50 ft. (15.24 metres) maximum. 

Type of berth: As Berth No. 1. 

Length of berth: As Berth No. 1. 

Submarine Pipelines and Hoses: From the ex-Loading Dog 
26 in. crude oil line, one 10 in. bunker line and one 4 in, 
diesel line have been laid to the manifold position. Two 
rubber hoses for crude oil, one 6 in. rubber hose for 
and one 4 in. rubber hose for marine diesel oil are COnngs 
to ship's manifold. All these hoses approximately 225 & 
metres) in length, and the maximum lifting weight Of two oy, 
oil hoses together is 4.5-5 tons. 

(c) Loading Rates at Berths No. 1 and No. 2 

Crude oil rate is 30,000 bbls/hr or 4,000 tons/hr. 

Fuel oil loading rate at Berth No. 1 is 7,000 bbls/hr or 1,000 tony 
(d) Preparation on Board before Berthing at Berths No. 1 and \y 

Vessels should have ready: 

(i) Both anchors. 

(ii) Three ropes forward and nine ropes aft. 

Some wires are acceptable in place of equivalent numb 
ropes. No shore wires used from buoys to ship. All jm 
and wires should be in good condition and preferably wit 
splices. 

(iii) Port derrick rigged for a minimum lift of 5 tons, using ay 
runner and a hook. 

(iv) Two 10 in. ASA 150 hose connections for crude oil, ang, 
12 in. ASA 150 for fuel oil cargo (at Berth No. 1 only), a 
ship's port side manifold. 

If ASA 150 is not available, the Company should be adi 
before arrival. 
(e) Mooring and Unmooring at Berths No. 1 and No. 2 
On approaching berth a ship's line is passed to one tug from cy 
fairlead aft. This line should be of good strength and well made} 
on board. 

When in position off berth, starboard anchor is let go and siay 
away easily to about 9 or 10 shackles on deck. Port anchor jst 
let go and paid out easily as vessel swings round into berth 
tugs and engines as required. At same time, starboard anchy 
hove-in to about 6 or 7 shackles on deck and then made reat 
slacking away again. 

As vessel backs down berth the anchors are slacked aw 
necessary, and ropes sent to forward (No. 4) buoy. Whens 
passes close to starboard quarter (No. 1) buoy, ropes are sents 
to this buoy, hove-in tight and put on bitts ready for slacking ifns 
sary. Ropes then run to port quarter (No. 3) buoy, hove tight, 
lateral position in berth adjusted between port and starboard qu 
buoys. Lastly, ropes are run to the stern (No. 2) buoy and tu! 
also passed to this buoy. The fore-and-aft position is then adjust 
between the anchors and the sternlines. A second tug is us# 
assist in lateral positioning of the vessel, and two mooring ® 
are used for running lines to buoys, normally taking two ropes! 
time. 

In wintertime three ropes are used to each buoy, but in sum 
two of these may be dispensed with at Mooring-Master's discr# 

When properly positioned in berth, distance from ship's s@ 
manifold marker buoy should be about 50-66 ft. (15-20 metres). 

When hose disconnection completed, vessel unmoors by #@ 
go all lines on buoys No. 3 and No. 4, followed by those ont 
No. 2 and lastly those on buoy No.1. Vessel then heaves bothant 
as necessary until they are up and clear, and vessel can leavel 

Tugs used as required to keep vessel away from manifold m 
and mooring buoys. 

Mooring-Master may vary this procedure according to pre 

weather. 
(f) Hose Connection and Disconnection at Berths No. 1 and™ 
After completion of mooring, mooring boat will pull hose ™ 
buoys to ship, and connect to ship's port derrick runner. Th 
crude oil hoses are lifted together from seabed by ship's dé 
and connected directly to manifold by Company's Crew. 

Fuel oil hose at Berth No. 1 is lifted separately and connect 
similar manner. A 

Time taken for hose connection about 1-1.5 hours depend 
number of hoses connected. Hose disconnection takes 4* 
hour, and is done in reverse manner to connection. 

(g) Loading Restriction at Berths No. 1 and No. 2 

Due to there being only one cargo pipeline between ex-Low 
Dock and the shore, it is not possible to load vessels in 
No. 1 and No. 2 simultaneously. Therefore, when these berths! 
occupied, one vessel will be loading while the other is deballa® 
the latter arranging to finish ballast about 1 hour before the 
vessel finishes cargo. 

(h) General Description of Berth No. 3 

Position: 28° 27’ 06” North, 40° 36’ 28° East. 

Depth: 62-64 ft. (18.90-19.51 metres), but 59 ft. (17.98 metres!’ 
pipelines, at Indian Spring Low Water. 

Permitted draft: Normally 54 ft. (16.46 metres), but 56 ff 
metres) permissible using rise of tide. 

Type of berth: Single-buoy-mooring system consisting of#? 
30 ft. (9.14 metres) in diameter, moored to eight pendant 
3.5 in. high strength chain shackled to anchor piles até 
of 575 ft. (175 metres), and having a rotating deck 
pipeline and mooring connections. 


ings: Attached to mooring connections on the buoy are two 
gin. nylon ropes (97 mm. dia., breaking strain 150 tons). These 
, are 120 ft. (37 metres) long, and have at their free end a 
iength of stud link chain which includes a “sister-plate" for 
receiving the shackles used on deck of tanker. From outer end 
of this chain is connected a 10 in. polypropylene “pick-up” 
rope about 180 ft. (55 metres) in length. Rope supported by 
sgoughnut" floats, and chain hung by large plastic buoys 5 ft. 
in diameter, coloured red and green. — a9 
pmarine Pipelines and hoses: One 36 in. crude oil line and two 
2 in. fuel oil lines have been laid approximately 30,000 ft. (9 km.) 
from shore to position close under buoy. From underwater 
manifold the crude oil goes to the buoy through 20 in. under- 
water hose; fuel oil lines joined at manifold and fuel oil led to 
puoy through one 10 in. submarine hose. From deck of buoy 
9 in. crude oil hose and 10 in. fuel oil hose are supported by 
floats, and have a length of 660 ft. (201 metres) to a hose raft, 
at which position the 20 in. hose is divided into three strings of 
{2in. floating hose. These, together with the 10 in. fuel oil hose, 
extended for a further 120 ft. (37 metres) making a total length 
of 780 ft. (238 metres) including the raft. At their free end the 
hoses are paired and connected to two large plastic buoys 
each 4 ft. in diameter. fn 
Loading Rate: Maximum loading rate of crude oil is 45,000 bbis/hr 
or 6,200 tons/hr. The fuel oil loading rate is 5,000 bblis/hr or 
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D4 100 tons/hr. i 
te| () Preparation on Board before Berthing at Berth No. 3 
gefore arriving at anchorage, vessels assigned to Berth No. 3 
in| should have ready: : 
(a) Two mooring ropes forward, together with rope stoppers, 
ony and also one or two steel crowbars. 
the} (0) Port derrick rigged for 10 tons, or maximum lift if 7-10 tons. 
(c) Three 12 in. ASA 150 hose connections for crude oil, and one 
4 10 in, ASA 150 for fuel oil cargo, at the port side manifold. 


lf ASA 150 is not available, the Company should be advised 
before arrival. 
() Mooring at Berth No. 3 , 
Wooring-Master will board from tug which carries mooring and hose 
connection materials. Vessels should have crew standing-by ready 
to receive these materials, and should maintain a lee until this is 
completed. 

Mooring-Master will instruct crew in setting-up of forward moor- 
ings, where two 12 in. nylon ropes are made fast round port and 
starboard bitts with their attached shackles about 12 ft. (3.66 metres) 
inboard from the fairleads of panama leads as far forward as possible 
Size of fairlead opening should be at least 12 in. to prevent chain 
jamming in fairleads. 

Approaching berth, tanker should lower a mooring rope from 
each bow as a messenger. Mooring boat will take port rope first, 
and connect it to the port “‘pick-up"’ rope which should then be 
hove-in while the boat returns to take the starboard rope for connec- 
tion to its “pick-up” rope. These two ropes are then hove-in until 
the chains come into the fairleads, and the shackles can be made 
fast in the “sister-plates". The ‘‘pick-up"’ ropes are then slacked 
back until the nylon ropes have the weight. 

Usual time from sending away first line until all fast is about 
2 minutes. 
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m| (t) Unmooring from Berth No. 3 
| Alter hose disconnection completed, the weight is taken on “pick- 
ti} up" ropes, nylon ropes are unshackled, and as vessel backs off 


terth the “pick-up” ropes are slacked off and then dropped into the 
water, The tug will come alongside either before or after vessel 
backs off berth, whichever is convenient, and the nylon ropes and 
- zone shackles are passed to the tug. Unmooring time usually 
minutes. 
) Hose Connection and Disconnection at Berth No. 3 
After completion of mooring, the mooring boat which has been 
holding the hoses clear during berthing, will bring the hoses to the 
ship and connect the derrick runner to the buoy having two 12 in. 
tude oil hoses. These are usually lifted aboard together and con- 
ected directly to ship's manifold, making any necessary separation 
meee as may be required according to lifting capacity of ship's 
The hoses are hung off on 2 in. diameter nylon ropes and lashed 
\othe rail to prevent shock loads due to wave action being trans- 
mitted to manifold flanges. 
ij r the first pair of hoses have been connected, the second buoy 
7 ifted and the remaining crude oil hose and the fuel oil hose con- 
ra in similar manner to the first two hoses. If a vessel requires 
me rate of 5,000 tons/hr or less, only two crude oil hoses are 
; nected. According to the number of hoses to be connected, 
*nnection takes 1.5-2.5 hours. 
a °se disconnection is done in a reverse manner to connection, 
4 takes about 1-1.5 hours. 
" Berth No. 4 (S.B.M.). 
ree 2 miles East-north-east of Berth No. 3. Permitted draft 
LoADIN 66 ft. using rise to tide. 
able NG: Loading crude cargo on top of oily residue is accept- 


rs Ory Inspection 
the tang Diation of deballasting the Mooring-Master will inspect 
a tanks are not satisfactory, he may require further pumping 
l uch time as they reach the required standard. 
Whag lig Operations 
Oper oe 's ready for loading, ship's officer must inform Loading 
Or who will transmit necessary orders to Control Room 
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on shore. 

Loading is started by booster pump, and after everything has been 
checked and found satisfactory on board loading rate will be gradu- 
ally increased by starting further booster pumps and then main 
pumps in sequence until the required loading rate is reached; 
provided always that required loading rate is within capacity of the 
pumps. 

Loading rates can be varied at any time during loading upon 5-10 
minutes notice to the Mooring-Master or Loading Operator on 
board. 

In case of emergency, the immediate stopping of all loading can 
be accomplished. 

When loading is completing, the rate is gradually reduced first 
by stopping the main pumps and latterly the booster pumps, one 
by one according to the request of the ship's officer. At the final 
stage of loading only booster pumps should be on the line, and the 
ship's officer should tell the Loading Operator to “Stand-by” at 
least 5-10 minutes before finishing cargo. 

Shore pumps will stop about 15 seconds after their control buttons 
are pressed, but the oil will continue to flow for several minutes, 
depending on amount of time since main pumps were stopped. 

All stops for cargo completion must be given by the ship, as 
“‘shore-stop" is NOT practised at this port. 

(c) Overflows and Spillage 

In the event of overflow or spillage during loading, cargo will be 
stopped immediately and will remain stopped until such time as 
Mooring Master considers it safe to resume loading. This will 
normally be when all the overflowed oil has been cleared off the deck 
and there is no longer any unusual danger involved. It is ship's 
responsibility to clear oil away as soon as possible after occurence. 
(d) Ullaging and Gauging 

After loading completed, Mooring Master will witness final ullaging 
on board so that ship's figures can be calculated. 

Onshore a group of Government and Company gaugers will take 
manual gauges of the shore tanks before and after loading, and from 
these gauges the Bill of Lading figures will be calculated. 

(e) Saybolt inspection 

The oil inspectors of E.W. Saybolt & Co., S.A., based in Mina 
Abdullah, Kuwait, are available at this port upon consignee's 
special request. They will carry out or witness gauging of the shore 
tanks, dry inspection and ullaging of the ship’s tanks, calculation 
of shore and ship's figures, analysis of oils, etc., issuing the neces- 
sary certificates according to consignee's requirements. 
STEVEDORES: Dry-cargo vessels calling Ras-al-Khafji to give 
at least 72 hours notice to Agents to arrange labourers. Stevedores 
will be arranged from Kuwait. Ship's gear used for discharging, 
which takes place at anchorage into barges. 

MEDICAL: Company operates a clinic and a hospital at Ras-al- 
Khafji. Medical and dental treatment can be given in cases of emer- 
gency or serious illness or injury. Epidemic diseases or cases of 
serious injury or disease requiring operations, etc. are normally 
transferred to State hospitals in Kuwait. Company's doctor will not 
normally attend on board unless patient is incapable of attending 
clinic. Requests for medical attention should be given to ship's 
Agent as early as possible before arrival. 

FRESH WATER: Not available except in cases of extreme emer- 
gency. 

FUEL: (Also see ‘‘Berthing”) 

(a) Grades. Marine diesel oil (MDO), light bunker oil (LBO) and heavy 
bunker oil (HBO) are supplied. Each loading berth has pipeline 
which can deliver light and heavy bunker oils, but only berth No. 2 
has marine diesel line. At Berths No. 1 and No. 3, marine diesel oil 
supplied from barge for which no extra charge made. 

“Bunkering Information" booklet, which gives full details of bun- 
kering services at this port, is available from the Company upon 
request. 

(b) Bunker Nomination. Owners, Operators or Charterers should 
nominate their vessels’ bunker requirements to the Company's 
Head Office in Tokyo. 

Vessels requested confirm grade and quantity of bunkers required 

direct to‘ Arabiaoil Kuwait" (via ‘‘9KK"') through normal radio services 
at least 4 days before arrival; or in cases where vessels receive 
instructions less than 4 days away, they should advise bunker re- 
quirements as soon as possible. 
(c) Bunkering Operation, Bunkers normally supplied to vessels in 
berths while they are discharging ballast or loading crude oil. At 
Berths No. 1 and No.3 MDO supply from a barge will be done usually 
before loading cargo. 

Except in special circumstances when previously agreed, bunker 
supply is Stopped Onshore when requested quantity has been 
pumped according to shore tank gauging. 


Berth Marine diesel oil Light and heavy bunker oils 
No. 1 4” 80 t/hr* 6” 400/300 t/hr 

No. 2 4” 40 6” 400/300 

No. 3 4” 80* 10” 400/300 


Note: (a) * Supply from a barge with 4” rubber hose. 

(6) In winter time the rates for light and heavy bunker oils 
decrease due to the low sea-water temperature increasing 
the viscosity of these oils. 

Bunkering for Cargo Vessels 

Bunker supply to cargo ships from a barge or a coastal tanker is 
available. 
CUSTOMS: Upon arrival Master required submit to Customs a 
manifest of any cargo to be landed at Ras-al-Khafji and to sign a 
declaration that no intoxicating liquors or drugs will be landed. 
After loading completed, Customs will sign an Outward Manifest 
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and issue Port Clearance. These will be handed to Master by Agent. 

In normal circumstances Customs Officers do not board tankers, 
but board cargo ships and leave a Customs Guard on board through- 
out vessel's stay. 

Import of following articles forbidden: 

Alcoholic beverages. 

Pornographic literature, photographs, pictures and films. 

Explosives. 

Fire arms or implements of war of any kind. 

Religious matters not pertaining to the Moslem faith. 

Playing cards and other gambling devices. 

REPAIRS: Some minor repairs may be made on board using shore 
assistance in case of extreme emergency, but such repairs must be 
made only with prior permission of Company's Terminal Office 
should it be required to do them in berth. Preferably all repairs 
should bu carried out at anchorage. In all cases when shore assis- 
tance is required Master should notify ship's Agent well in advance. 
DRY DOCKS: None. 

REPATRIATION: May be accomplished by making special 
arrangement through the ship's Agent, well in advance of vessels 
arrival. 

Marine Superintendent of Owners, or Owners Representatives and 
businessmen visiting Kuwait must have valid visas. Such visas can 
be obtained from Kuwait Government's diplomatic missions abroad. 
AIRPORT: Crew joining must be routed through Dhahran. Kuwait 
Airport 110 km. Dammam 325 km. 

TIME: GMT plus 3 hours throughout year. 

TELEPHONES: No facilities for placing on board. 

SERVICES: Swedish Welfare for Seamen, Lloyd's Surveyor, 
Butterworth Tank Cleaning Machines and Equipment and Under- 
water cleaning. 

Provisions and deck stores are available from ship chandlers in 
Kuwait in limited kinds and quantities. Prices at Khafji may be a 
little more expensive than in Kuwait due to the transportation char- 
ges made. In all cases the ship's Agent should be advised of the 
requests at the earliest possible time before arrival. 

SHORE LEAVE: Not normally permitted by Authorities except by 
arrangement through the ship's Agent. 

AUTHORITY: Arabian Oil Company Offices. Head Office Chiyoda 
Denden Building, 1-6, Otemachi, Chiyoda-ku, Tokyo, Japan. Tel. 
(201) 6821. Central PO Vox 1679, Tokyo, Japan. Cable ‘‘Arabiaoil 
Tokyo” or Telex TK 2416 (Araboil). 

Field Office (Neutral Zone Office): Ras-al-Khafji, Saudi Arabia- 
Kuwait Zone, (There is no direct telephone connection between 
Field Office and the Kuwait telephone system.) Ras-al-Khafiji, 
Neutral Zone, Kuwait. Cable “‘Arabiaoil Kuwait". 


AGENT: See “Kuwait”. 


RAS TANURA: 26.38 N. 50.10 E. (See Plans) 


OPERATORS: Arabian American Oil Co. (“Aramco”). 
FLAG: Saudi Arabian flag must be flown from vessel's foremast 
while in port. Vessels should provide themselves with this flag 
before arrival but, if circumstances render this impossible, such 
flag may be purchased from the vessel’s Agent. Saudi Arabian flag 
is properly displayed when writing appears on top and sword or 
swords on the bottom. 

IMPORTANT FEATURES: 

1. There are two piers and a Sea Island having a total of eighteen 
oil-loading berths. In addition, a small oil-loading pier is located 
on West side of Ras Tanura peninsula. A 20 mdwt bunkering 
vessel is stationed in the anchorage area to refuel vessels that 
require bunkers only. 

2. Aramco Harbour Pilots moor, unmoor and supervise movement 
of all vessels in vicinity of piers except coastal tankers loading at 
West Oil Pier. Normally no charge made for this service. 

3. Safety rules strictly enforced. Receipt of instructions must be 
acknowledged before vessel will be berthed. 

4. Aramco maintains radio station (call letters HZY) for exchange 
of messages with ships. All incoming tankers should establish 
early contact with this station order transmit ETA data, etc. 

5. Vessels arriving at Ras Tanura shall retain sufficient clean water 
ballast on board for the safe handling of the vessel from the 
anchorage area to the piers. Every effort should be made to reduce 
the quantity of ballast on board to a minimum and to have the 
ballast in as few tanks as practical in order to reduce the time 
spent draining. During adverse weather conditions sufficient 
ballast shall be retained on board the vessel to assure easy 
handling and good steering qualities. Ballast pumping equipment 
should be ready to commence discharging ballast when the 
vessel is in position in the berth. 

6. Consumption of alcoholic beverages prohibited within Kingdom 
of Saudi Arabia. Local officials carry out inspection to confirm 
that all alcoholic beverages under lock and key during vessel's 
stay. Vessels moored at loading piers or anchored in harbour 
considered to be in Kingdom of Saudi Arabia. 

7. Display of quarantine signals on approach to Ras Tanura must be 
maintained until pratique is granted. The flag of Saudi Arabia 
must be flown throughout the vessel's stay in port. Ships cannot 
+4 lag until the quarantine message has been received (see 
“Radio"’). 

8. To permit more rapid ship turnaround, an “Early Departure 
Procedure” is available. This service provides for a quick depar- 
ture of the vessel after loading, without necessity of waiting for 
delivery of documents at anchorage. This special service should 
be requested and arranged with Agent at earliest opportunity. 


9. All vessels transiting the “deep-water departure channg) 

maintain a minimum 5 ft. keel clearance. 4 
LOCATION: Aramco's shipping and refining facilities 
on Saudi Arabian coast of Arabian Gulf on peninsula kno, 
Ras Tanura. The peninsula, which has a total length of 13 
miles, has as Southern extremity a 5 mile-long sandspit with 
mum width about 5 mile. Near its tip are Company's piers, gh 
tanks, and terminal offices. Refinery and its storage tanks log 
about 7 miles to the North. There is a survey reference point loc 
at Southern tip of peninsula, over which a beacon tower has 
erected. Exact position of this beacon is Latitude 26° 37’ 95 
Longitude 50° 09’ 50” East. All bearings are referenced to this 
which is officially known as Ra's at Tannurah. The name "Ray 
Tannura" (variously spelled) appears on most charts and Dube 
tions. 

Port of Ras Tanura is a roadstead and there are Only » 
anchorage areas for oil tankers and other vessels. Some pr 
is afforded by land on the West and shoals to the North, Eay, 
South. These shoals tend to keep the sea down to such an & 
that vessels do not ordinarily register heavy movement. 
APPROACHES: The inner channel at Ras Tanura port has, 
buoyed for the safe navigation of deep-drafted outward 
vessels where marine navigation aids, in accordance with » 
national standard, have been installed. The channel has a cog 
depth of 69 ft. at ISLW. 

The Port of Ras Tanura should be approached from the y 
Vessels approaching in ballast should pass Westward outsid 
close to, the buoyed deep-water departure channel in ory 
provide adequate sea room within the lines of buoys. The by 
channel, designated as the “deep-water departure channel" » 
clear depth of 71 ft. except for a shoal area about 6,500 ft. long) 
has a clear swept depth of 69 ft. at ISLW. The buoyed width» 
shoal area passage between buoys 15, 16, 17, and 18 is 800ft, 
Caution: 

All vessels approaching the Ras Tanura anchorage from 
North or South, shall reduce their speed sufficiently to ensuy 
safety of other vessels and themselves, and when passing thy 
the anchorage the speed shall not exceed 5 knots per hour, 

All vessels approaching the ports of Ras Tanura and/or Dam 
are to stay clear of the “deep water departure channel”. Thelp 
draft vessels approaching should give way and endeavour tos 
getting into crossing situations that might require an ow 
bound vessel to alter course. Such vessels may be extremely lin 
in their room to manoeuvre due to their deep draft. Vessels depy 
the ports of Ras Tanura and/or Dammam are required to us 
“deep water departure channel”. 

The areas around the approaches to Ras Tanura and northy 
along the Arabian coast have many drilling platforms, well: 
other structures which may be hazards to navigation. Approp 
navigation charts should be kept up to date and consulted, 
sailing in this area. 

Separation Zone (arriving vessels): 

(a) All arriving vessels should stay within the lane. 

(6) From Approach Buoy or Entry Buoy to Buoy No. 4 the se 

tion zone is ? mile. 

(c) From Buoy No. 4 to Buoy No. 5 the separation zone is}! 

(d) om Buoy No. 5 to Buoy No. 7 the separation zone decit 
to nil. 

(e) From Buoy No. 7 to Buoy No. 17 all arriving vessels are te! 
to the West of Buoys, No. 7, 9, 11, 13, 15 and 17. 

Separation Zone (Departing Vessels): 
(a) All departing vessels should stay within the lane. 
(b) From Buoy No. 17 to Buoy No. 5 all departing vessels# 
keep to the East of Buoys No. 17, 15, 13, 11, 9, 7, and 5. 
(c) The separation zone starts at Buoy No. 7 and increase 
width of $ mile at Buoy No. 5. 
(d) Buoy No. 4 to Buoy No. 5 the separation zone is $ mile we 
(e) From Buoy No. 4 to the Entry Buoy or Approach Bus 
separation zone width is ? mile. 
Special Notes : 

The following regulations and special notes are promulgait 
the use of ship's Masters entering and leaving Ras Tanut 
Dammam ports: 

Inbound Vessels: 

1. Vessels fitted with the appropriate VHF radio equipmet 
requested to monitor Channel 16 when in the vicinity ® 
Tanura channel and anchorage area. 

2. Vessels shall report time of passing Beacon No. 3 to Ras Tf 
pilot station. 

3. Vessels shall report time of passing Buoy No. 7 to Ras T 
pilot station. 

4. Vessels proceeding within the area bound by Channel! 
No. 9 and the southern extremity of Ras Tanura ancl 
should limit speed to a maximum of 5 knots. 

5. No overtaking is permitted in the Ras Tanura arrival of 
after passing Buoy No. 9. 

6. A minimum distance of one mile shall be maintained be 
vessels proceeding in the same direction after passing 
No. 9. 

7. Vessels passing Buoy No. 17 must navigate with extreme® 
and give way to vessels departing from the berths. 

8. Freighters transmitting the Ras Tanura port area, bov® 
Damman, should alter course Eastward after passing @ 
Buoy No. 17 and keep to the Eastern sector of the® 
anchorage. 

9. Under no circumstances shall inbound vessels navigate’ 
buoyed deep water departure channel. 


nd vessels: a oy 
All vessels are to monitor Channel 16 when in the vicinity of 


Tanura channel and anchorage area. 


ahs departing from Ras Tanura anchorage must advise 
pas Tanura pilot office of their intentions thirty minutes before 
departing. 


4, Freighters outbound from Dammam shall, when passing 
Dammam Channel Beacon No. 1, alert Ras Tanura pilot office 
of their estimated time of arrival at the southern extremity of 
the tanker anchorage. Freighters should keep to the Eastern 
sector of the tanker anchorage and avoid the manoeuvring area 
from the anchorage to the piers. 
Vessels manoeuvring within the area bound by the southern 
extremity of the Ras Tanura anchorage and the entrance to 
the departure channel (Buoys 17 and 18) should limit speed to 
a maximum of 5 knots. , 
Any departing vessel shall not overtake any vessel ahead until 
both vessels have passed clear of Buoy No. 5. 
A minimum distance of one mile is to be maintained between 
yessels proceeding in the same direction until clear of Buoy 
No. 5. A : 
1. Under no circumstances shall outbound vessels navigate in 
the arrival channel. 
Keel Clearance: No vessel may transit either channel unless it has 
atleast five (5) ft. of keel clearance. } 

Communication - VHF Radio: Maintaining a continuous radio 
watch aboard all vessels in the Ras Tanura vicinity cannot be over- 
emphasised, particularly in the event of unforeseen circumstances 
developing in the port area. A two-way exchange of information is 
a essential prerequisite to a safe, efficient port operation. Vessels 
inthe Ras Tanura anchorage that are not fitted with VHF radio are 
requested to maintain a radio watch with the local station HZY. 
DOCUMENTS: ; j ‘ t 

(a) Following documents required for immediate inspection by 
boarding officials: 

Maritime International Declaration of Health. (1 copy from last 

loading port to be surrendered). 

Valid Deratisation or Deratisation Exemption Certificate. 

Crew List. 

Passenger List. 

Smallpox Vaccination Certificate, of a date not exceeding three 
years, for all passengers and crew members. 

Certificates of Inoculation against any communicable diseases 
prevailing at the ports of departure. 

Acomplete set of Log Books covering the period since the vessel's 
last call at Ras Tanura. In the case of a first visit, log books 
must cover the period from the date of a vessel's first sailing 
or from April 25, 1952, whichever date is most recent. 

(6) “Early Departure Procedure."" To permit more rapid ship 
tunaround, an “Early Departure Procedure” is available. This 
service provides for a quick departure of the vessel after loading, 
without the necessity of waiting for delivery of documents at ancho- 
rage. This special service should be required and arranged with 
Agent at ship's earliest opportunity. When vessel is ready to leave 
port, a Ministry of Health permit and port clearance will be given to 
Master by ship's Agent. 

(c) Export Goods Manifest. Masters will receive from Agents, 
Export Goods Manifest forms covering each consignment of cargo 
loaded. A letter addressed to the consignee will accompany these 
forms. This letter provides detailed instructions as to requirements 
and disposition of the Export Goods Manifest forms. It is imperative 
that Master delivers these papers to consignee upon arrival at the 
discharge port(s). 

(¢) Discharge Certificates. According to local procedure, certi- 
ficates showing details of cargo loaded at this port on any tanker, 
ae airmailed by Agents to the receivers of cargo at the port of 
discharge along with a self-addressed envelope, and returned to 
the Arabian American Oil Company in Ras Tanura signed by the 
recipient Customs Authorities. 

PILOTAGE: 

(a) Channel Pilots. Approach channels well marked by lighted, 
‘adar-reflecting beacons and buoys. For these reasons, Channel 
Pilots not provided. 

(0) Harbour Pilots. Harbour Pilots provided for assistance to 
Masters of vessels using the Port. Aramco Pilots are on duty con- 
‘tinuously. If a berth is available and the ship's radioed quarantine 
message and notice of arrival and readiness have been received, 
& Aramco Harbour Pilot will board the incoming vessel while it is 
underway. The al of boarding will be South of Buoys 17 and 18 
ind East of the Sea Island. Aramco Harbour Pilots will pilot vessels 
arn at all piers. All manoeuvring of vessels in vicinity of or at 

Piers will be under supervision of an Aramco Harbour Pilot. 
radio contact may be made between ships and the Port Control 
ind the Pilot's Office at frequencies listed under “Radio”. 
b € services of the Pilots are presently provided without charge, 
eg Company reserves the right to charge for these services. 
the freeboard of a vessel exceeds 30 ft., an accommodation 
€r is required in conjunction with the pilot ladder. This require- 

, does not involve vessels equipped with approved pilot hoists. 
is edeck of the Ras Tanura pilot launch, from where the Pilot boards, 

approximately 6 ft. above the water. 

ote fequest from ship's Master, additional pilotage assistance 
jan Ras Tanura departure channel is available to all VLCC 
or me, °f 150,000 dwt and above which have a deep draft of 60 ft. 

more when fully loaded. 
riled departure from Ras Tanura an Aramco Harbour Pilot will 

'N On board until vessel is aligned with the channel on a safe 
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course providing the Pilot can disembark safely. The additional 
pilotage is also available when it is necessary for a VLCC to proceed 
to anchor to await a favourable tide or make repairs. The Pilot will 
remain on board until the vessel arrives in the anchorage; however, 
the Master will be responsible for the actual anchoring of the vessel. 
During adverse sea and weather conditions, a proper lee shall be 
made so as to allow the Pilot to safely disembark. 

Pilot ladder requirements: 

1. The ladder should be kept in good order, cleaned, should be 
of adequate length and strength. 

2. The vertical distance between steps should not exceed 15 in. 
The outboard edge of the step should project from 5 to 6 in. 
from the hull. Ladders must be so constructed that the steps 
will remain flat or at right angles to the hull while supporting 
the weight of a person. 

3. Spreaders at suitable intervals should be provided to prevent 
the ladder twisting and the ladder should be properly secured 
with the steps level. 

4. The deck in the vicinity of the ladder should be clean and free 
of oil and grease. 

5. When possible, on vessels so equipped, the pilot ladder shall 
be made fast alongside of an area where there is a break in the 
rail or an opening in the bulwark. This allows a person to step 
directly on the deck and is considered most desirable. The 
boarding position should be as near midships as possible. 

6. During the hours of darkness, it is necessary that the pilot 
ladder be adequately lighted. It is emphasised that not only the 
ladder but the deck area close by the head of the ladder should 
be illuminated. 

7. A manrope or safety line should be rigged in the close proximity 
of the ladder. 

8. Responsible deck department personnel are to be in attendance 
when the Pilot boards or leaves the ship. 

ANCHORAGES: All vessels must have anchors well secured 
when approaching or departing from the Sea Island facilities. No 
anchor or chain clearing operations are permitted while alongside 
any berth. 

The suggested anchorages in the port of Ras Tanura have been 
laid out to facilitate shipping in general. They provide vessels with 
ready access to the piers. The anchorage area ranges in depth 
from 5 to 12 fathoms. Holding ground in these areas is only fair, as 
the bottom is varied in character, it is recommended that anchored 
vessels lie to a long scope of chain whenever the weather is 
unfavourable. 

Any vessel having anchored in the suggested anchorage area 

should immediately advise Aramco, via Radio HZY, the following 
information: (a) Time of arrival in the anchorage area (in GMT). 
(6) Approximate position in the anchorage area in relation to the 
North Pier. (c) Contact Aramco Terminal Planning Office by VHF 
radio Channel 14 or 16 if vessel is so equipped. 
Holding anchorage: Due to the increase in the ship traffic and con- 
gestion in the Port of Ras Tanura, an area designed as a ‘Holding 
Anchorage” has been established outside of the port. When a tanker 
is nominated to load at Ras Tanura and the port anchorage is 
congested, the tanker may be instructed to proceed to the “Holding 
Anchorage" to await instructions and its turn for a loading berth. 
Normally, this procedure will only be instituted when a port 
anchorage is congested or will become congested and it is antici- 
pated that the vessel will have an extended period. 

The perimeter lines for the port of Ras Tanura “Holding Anchor- 
age” join the following points: 


Points Latitude North _—__ Longitude East Directions 
1 27° 04’ 30° 50° 14’ 00” East to 
2 27° 04’ 30° 50° 17’ 00” South to 
3 27° 02’ 30” 50° 17’ 00” West to 
4 27° 02’ 30” 50° 14’ 00” North to Point 1 


The area designated as the Ras Tanura anchorage for tankers is also 
being expanded. The new perimeter lines for the Ras Tanura tanker 
anchorage join the following points: 


Points Latitude North Longitude East Directions 
1 26° 41’ 00” 50° 12’ 45” East to 
2 26° 41’ 00° 50° 14’ 00” South East to 
3 26° 37’ 45” 50° 15’ 15” West to 
4 26° 37’ 45” SOMiI615" North East to Point1 


MAX. SIZE: Vessels up to 250,000 dwt. (part-cargo) have been 
handled. Departure channel 69 ft. ISLW - see “Approaches”. 
Water depth at Sea Island berths is a minimum of 85 ft. at ISLW, 
but depth of water in departure channel and not depth of Sea Island 
berths limits the draft of vessels calling at Ras Tanura. 
HEALTH: A modified Radio Pratique procedure is in use. Vessels 
supplying requested quarantine information can be berthed on 
arrival and proceed with normal loading operations prior to arrival 
on board of quarantine officer. Vessels failing to supply information 
will be delayed at anchorage until cleared by quarantine officer. 
Extensive delay can be incurred by vessels failing to supply reques- 
ted information promptly. Quarantine information (see “Radio"’) 
must be received prior to berthing. In accordance with international 
practice, quarantine signals must be displayed by all vessels when 
approaching Ras Tanura. These signals shall be displayed continu- 
ously until pratique granted. These signals are: Sunrise to sunset, 
quarantine flag. Sunset to sunrise, Signal lights, red over white. 
Quarantine officer may board vessels awaiting berth in prescribed 
anchorage area; however, vessels proceeding directly to a berth at 
one of the piers will be boarded at the pier etter being tied up. Pier 
personnel are normally allowed on board prior to arrival of quarantine 
official. Vessels at anchor awaiting berth should not rig an accommo- 
dation ladder, but instead should provide a safe pilot ladder in good 
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repair, properly secured. At night, the pilot ladder must be ade- 
pe lighted. 

ADIO: 

(a) Station. Aramco owns and operates marine radio station call 
letters HZY, maintained for transacting company business with 
“in-or-outbound vessels” and is open 24 hours daily. Station HZY 
will also accept and forward messages concerning ship's agency 
matters to Agents. However, agency messages to Masters are not 
permitted. No charge for either incoming or outgoing messages. 
Marine transmitting antenna of HZY located at Latitude 26° 18’ 36” 
North, Longitude 50° 07’ 12” East. 

Due to its inland location Masters strongly advised not to use this 
antenna for radio direction-finding purposes since inaccurate 
bearings will be obtained due to coastal refraction. 

(b) Messages. All vessels must endeavour keep HZY fully advised 
regarding estimated times of arrival at Ras Tanura, as well as times 
of actual avrival and position in anchorage. It is required that vessels 
provide HZY with a minimum of three notices of ETA information 
at about 72, 48 and 24 hours ‘steaming time" from Ras Tanura. 
Shorter notices may result in berthing delay. If loading part cargoes 
at other Arabian Gulf ports prevents a vessel from furnishing an 
accurate ETA, steps should be taken to dispatch a message either 
direct or through ship's Agent giving best estimate possible at the 
time. This message should then be followed by an accurate ETA 
immediately upon departure for Ras Tanura. Failure to give at least 
24 hours notice will result in an addition to allowable laytime in the 
event a demurrage claims is filed against Aramco. 

Upon first contact with an inbound tanker, HZY will transmit the 
following two standard messages of 181 and 50 words: 

181 word message 
Master Rastanuraradio/HZY 
Contact HZY soonest advising one ETA GMT Rastanura two any 
later changes three Agent's name and requirements four arrival 
departure draft fore and aft five arrival displacement tonnage six 
deballasting hours seven maximum loading rate fullstop vessel 
urged to accept highest possible loading rate stop vessels loading 
cargo advise previous cargo and if cargo or residue aboard to be 
commingled with Rastanura cargo fullstop if VHF aboard call 
Aramco terminal planning for berthing instructions when 100 miles 
out on 156:°8 Channel 16 or 156-7 Channel 14 stop if no VHF aboard 
contact HZY 500 kHz and copy traffic lists on odd hours for berthing 
instructions stop on arrival anchorage advise HZY official readiness 
time and position relative North Pier stop radio messages without 
charge fullstop Pilots require sufficient clean ballast for manoeuvring 
and will board in anchorage for mooring stop recommend propellers 
almost covered and trim limited to 15 ft. stop have gangway ready 
stop all tanks and lines must be gas free prior loading white products 
fullstop suggest copy HZY traffic lists several days after departure. 
Aramco 
50 word message 
Master Rastanuraradio/HZY 
Please advise any epidemic diseases or illness on board and status 
of crew's International Certificates of Immunisation and all ports 
called past thirty days also destination stop Agent stop flag stop 
net registered tonnage stop vessel will not be allowed to berth until 
this information is received. Aramco 

It is important that you send a reply to the above two messages 
soonest after receipt. 

(c) Traffic list transmitting times and frequencies of HZY are as 
follows: 

Transmits on 12811-3 kilohertz (kHz) on even-hours GMT from 
0600 to 1600 GMT, and on 8480 kHz on even-hours GMT from 1600 
to 0600 GMT. 

Listens on 12 megahertz (mHz) and 8 mHz bands after traffic list 
transmissions until all calls have been cleared. 

Also transmits on 16960 kHz from 0500 to 1300 GMT and picks up 
calls in the 16 mHz band. 

Transmits on 430 kHz on all odd-hours GMT after callup is made 
on 500 kHz. 

Ras Tanura local time is GMT plus 3 hours. 

N.B.—To facilitate contacting a vessel after departure, it is sugges- 
ted that vessels copy HZY traffic lists for several days after leaving 
Ras Tanura. 

(d) Weather. Weather advice, hydrographic notices and traffic 
lists are ‘‘dualled"’ on 430 kc and 8,480 kc at 0430 GMT and again on 
430 kc and 12,811°3 kc at 1630 GMT. It is requested that all vessels 
forward their local weather observations to this station, either in 
code or plain language, to assist in preparation of the Arabian 
Gulf forecasts. No charge for the incoming traffic or for weather 
observations from vessels. 

(e) Agents. Messages to ship's Agents are handled by HZY, free 
of charge. However, the shipping Agents are not permitted to use 
HZY for outgoing traffic. Address message to Aramco and indicate 
Agent's name as the first words of text. 

(f) Beacon. An aircraft radio beacon, call sign RT, which transmits 
= 335 kc is located at Latitude 26° 37’ 36” North, Longitude 50° 09’ 47” 

ast. 

(g) VHF/RT/VHF radiotelephone Channels 13, 14, and 16 are 
available for ship-to-shore communication at Ras Tanura. Channels 
13, 14, and 16 are monitored 24-hours-a-day in the Aramco Terminal 
Planning Office which is located in Dhahran, approximately 25 miles 
South of Ras Tanura. Harbour Pilots can be contacted on Channels 
14 and 16. VHF equipped vessels should try to contact the Aramco 
Terminal Planning Office when they are within 100 mile range of the 
port and while at anchor. Use of VHF while alongside the oil piers 
to contact the Aramco Terminal Planning Office, Pilots, or Agents 
is permitted. 
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HZY will, on request via CW, utilise voice radio, trans 
4372-4 and 8780 kHz and receiving in the 2, 4, 8, and 12 mHz rf 

(h) Radio Silence. The main wireless and radar equipment gj { 
ship must not be operated while the vessel is alongside oj y 
Use of VHF while alongside the oil piers to contact Aramco Tern : 
Planning Office, Pilots, or Agents is permitted. ‘ 
TUGS: Under normal operating conditions, no tow-boat OF ‘ 
craft is to come alongside any vessel before Harbour Pilot . 
vessel. Should Harbour Pilot deem assistance of a tug to be 
sary, he will give proper signal. Ship's personnel must not . 
for tugs or boats to come alongside except as directed to do a 
the Pilot. Mooring and unmooring assistance is provided by 
tugs, which are regularly stationed in immediate vicinity of 
At present no charge is made for these tugs when employed ing 
mal mooring and unmooring operations, but a charge is Made) | 
additional or unusual services. Tugs are fitted with fire Pumps» : 
water/foam monitors to assist in fighting fires. | 

Aramco operates three 4,000 h.p. tugs, bollard pull capacity, 
65 tons each, three 2,000 h.p. tugs with bollard pull capacity of 3 
each, and one 1,600 h.p. tug with bollard pull capacity 29 tons, 
BERTHING: Harbour Pilot will direct the manoeuvring of, 
vessel to the assigned berth. Berthing draft should be sufficien, 
immerse or almost immerse the propeller, with a maximum of 
stern trim. Full power and manoeuvrability should be available 

(a) Turn. Incoming ships are assigned berths in accordance» 
time of arrival, product to be loaded, size of vessel, and loaded dy 
Vessels loading crude oil or crude blends will normally be assigy 
berths as follows: Below 60,000 dwt. Usually assigned to North» 
(or South Pier in case of some refined products). 60,000 to in 
dwt. May be assigned either to North Pier or Sea Island de; 
on berth availability. Above 100,000 dwt. Usually assigned toy 
Island. Endeavour is made to berth vessels immediately upon am 
and Master should maintain radio contact with station HZY, |; 
berth available, vessels to anchor in prescribed anchorage » 
maintain radio contact with station HZY or Ras Tanura Port Com 
office by VHF radio frequencies listed under ‘‘Radio”’. 

(6) Ballast. Storage space is extremely small for dirty ballast» 
residue. Prior clearance must be arranged for discharge of reclain 
oil or dirty ballast ashore. The Sea Island does not have facilities) 
handling this material. Aramco strongly recommend the “ly 
on Top" procedure wherein such residues are commingled @ 
crude cargo whenever possible and that new vessels be builtw 
ballast system independent of cargo tanks. A separate ballast sys 
shortens time in port by about 5 hours. Vessels should arrives’ 
minimum clean ballast to enable manoeuvring under prevail 
weather conditions. Masters are encouraged to take advantage: 
the favourable weather which prevails much of the time, particu 
during summer and fall months, to minimise ballast in order: 
reduce turn-around time. Masters should maintain radio cone 
with HZY or ship-to-shore communication by voice radio in om 
to obtain latest weather information and advice on appropre 
ballast. Aramco particularly interested in having vessels compe 
deballasting promptly after berthing order minimise time at de? 
Simultaneous loading and deballasting is encouraged on prope 
equipped vessels. Vessels requiring excessive time to compe 
deballasting will be given Letters of Deficiency. To avoid # 
possible pollution of local waters, all tankers calling at Ras Tan 
to load must do necessary tank cleaning prior to arrival. Prior? 
arriving at a loading berth Masters must assure themselves that 
tanks, pipe-lines, and pumps are free of oil. All tank cleaning m 
be done East of 52nd meridian. Regulations in this regard strc 
enforced to protect local fishing and pearling and reduce fire haze 
If, after arriving alongside, a vessel is found to have oil ballast we 
on board, it will be sent to sea to accomplish necessary tank clean 
A new notice of readiness to load must then be given. 

(c) Gangway. All vessels required to furnish their own gange 
which should be made “ready" prior to berthing at North or Sot 
Pier. At the Sea Island, Aramco can furnish a gangway in so 
berths. 

OIL LOADING PIERS: There are two “T" head piers (piers prof 
from Eastern face of peninsula and are commonly referred to? 
South Pier and North Pier) and a Sea Island. 

(a) South Pier. Designed to handle T-2 class tankers. Ships uf? 
25-30,000 dwt, are efficiently handled. An 8 ft. tide permits so” 
flexibility in loading. Ships up to 35,000 dwt. will be topped off # 
unberthed on rising tide. The pier is mainly used to load refine 
products and has one 15,000 b.p.h. crude loading system to ser 
small crude ships. South Pier connected to peninsula by cause 
and trestle, 2,300 ft. in length. Pier has four berths and is 1,200 
long and 105 ft. wide. Depths South Pier as follows: Berth 1, 8! 
at ISLW; Berth 2, 33 ft. at ISLW; Berth 3, 33 ft. at ISLW; Bert! 
324 ft. at ISLW. 

(6) North Pier. This pier handles mainly crude shipments ® 
loading rates up to 60,000 barrels per hour. Some refined pr 
as well as refrigerated propane and butane are also available. 
berths were designed for 45,000 dwt. tankers; however, vessels! 
excess of 100,000 dwt. have been safely handled, berthed and loads 
with sufficient attention given to approach velocities and t@# 
conditions. North Pier located about 3/4 mile to North of South Pi 
and has causeway and trestle that extends some 3,600 ft. from 
peninsula. Pier is 2,200 ft. long and 110 ft. wide, and comprises® 
berths. Depths North Pier as follows: Berth 6, 48 ft. at ISLW; Be 
42 ft. at ISLW; Berth 8, 50 ft. at ISLW; Berth 9, 48 ft. at ISLW; 8 
10, 50 ft. at ISLW; Berth 11, 50 ft. at ISLW. 

(c) Sealsland. Located about 5,600 ft North-east of the North Pt 
The Sea Island has eight berths in service. Sea Island No. 4, 

19 and 20, the largest of these off-shore loading installations 
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pydraulic crude oil loading arms, was inaugurated on 9th 

Led per, 1972. Berths 12-17 are capable of routinely handling 
pao up to 200,000 dwt. Berth 18 is designed to handle vessels 

65 and 400,000 dwt. Larger vessels can be berthed under 
wig conditions. Depths Sea Island as follows: Berth 12, 85 ft. 

SLW; Berth 14, 85 ft. at ISLW; Berth 15, 85 ft. at ISLW; Berth 16, 
git ISLW; Berth 17, 85 ft. at ISLW; Berth 18, 85 ft. at ISLW. 

island, or pair of berths, consists of four mooring dolphins 

a platform with four breasting dolphins on each side. Length of 
island No. 1 (Berths 12 and 14) is 1,250 ft. whereas length of 
islands No. 2 and 3 (berths 15, 16, 17, and 18) is 1,400 ft. and 

th of Sea Island Berth No, 4 (Berths 19 and 20) is 1,750 ft. each 

n outer mooring dolphins. Sea Island facility equipped with 

eight submarine crude loading lines having a combined capacity of 

g0,000 b.p.h. and one bunker fuel line having a capacity of 7,500 
p. and one black diesel oil line having a capacity of 400 b.p.h. 

Prevailing wind is from a N.N.W. quarter. Sea Island design is 

for berthing of ships at wind velocities up to 30 m.p.h. and wind 
ssure of 5 pounds per square foot on pier structure, and 3 pounds 
square foot on vessel. : : 

West Oil Pier. A small oil-loading pier with maximum water 
depth 32ft. Located on Westside of peninsula. However, the departure 
channel is presently limited to 16 ft. at ISLW. Pier is used for fueling 

small craftand loading coastal tankers. Vessels taking cargo subject 
io same safety regulations applicable to other piers. 

MOORING: ‘ 

{, Full power must be available for manoeuvring to and from 
wharves. 

2 An Aramco Pilot will pilot vessel to berth assigned. 

4, All manoeuvring in vicinity of, or at piers, will be under super- 
vision of an Aramco Pilot. 

4, Aramco tugs will assist in mooring and unmooring. 

5, All tank tops, ullage plugs and sighting ports will be closed 
before berthing. 

§, Vessel's Master must notify the Pilot of any special conditions, 
difficulties or peculiarities such as defective equipment, lines or 
gear which might impose special hazards in connection with 
handling mooring or loading of vessels. 

1, Steering gear, engine-room telegraph, whistle and all naviga- 
tional equipment must be tested before any manoeuvring to or 
from piers is started. 

§, Pilot will decline to moor vessel with unsatisfactory equipment, 
lines, gear, etc. 

9. Aramco will loan additional mooring lines if Pilot deems them 
necessary. 

{0. Vessels must be moored to entire satisfaction of Pilot. 

fi, Vessels must be ready to put out more lines as required by 
weather changes or at request of Pilot or oil-loading personnel. 

{2 Winches must be ready at all times for immediate use. 

13, Except in emergency, no mooring lines will be let go without 
permission of the Pilot. 

{4 While alongside wharves, maintain engines and propulsive 
machinery ready at all times to leave wharf on short notice under 
full power. 

15, No repairs are permitted that will delay or interfere with this mano- 
euvring. 

18. Non-compliance with 13 and 14 constitutes a serious safety 
hazard. Any towage and delay resulting from non-compliance 
will be for vessel's account. 

17. If fire or other grave emergency occurs or danger appears 
imminent on either the vessel or pier, do not await arrival of Pilot- 
immediately let go mooring lines and personally remove vessels 
from a in such manner as to best avoid damage to pier or other 
vessels, 

18 Upon completion of loading and/or bunkering and immediately 
after disconnection of hoses, vessel must leave berth and 
await clearance in stream. 

Note: Most vessels will be loaded using all-metal Chiksan arms. 
The use of nylon or other highly elastic line is prohibited. Mooring 
lines should be checked frequently and kept tight to prevent exces- 
siv@ movement of vessel in berth. All vessels moored with automatic 
tension winches shall set manual brakes on these winches. Pier 
“ews on duty continuously to handle oil hoses/arms and mooring 
lines, Mooring lines on board vessels will not be handled by Aramco 
personnel, All loading connections equipped with electrical insulat- 
ing flanges, Therefore ship-to-shore bonding cables are not used. 
LOADING: A commonly-used design criterion for tanker loading 
rates is as follows: 

Loading rate in barrels per hour equals dead weight tonnage of 

Yessel (bph. equals dwt.). This rate results in loading a vessel in 

Tto 8 hours. 

This Criterion can be achieved for vessels up to 60,000 dwt. at the 

5 h Pier, for vessels up to 90,000 dwt. at Sea Island berths 12, 14, 
and 16 and for vessels up to 120,000 dwt. at Sea Island berths 

Pt 18. With the installation of the fourth 16 in. loading arms in 

tam $15 and 16, the maximum loading rate at these berths will also 

te ®ase to about 120,000 bph. Achieving these loading rates will 

f Pend upon availability of loading systems, whether vessel's mani- 

é nated connecting all the arms at a berth, and the loading rate 
Ww ich &xcessive arm vibration begins to occur. 

Ph sad Diurnal tidal rise approximately 8 ft. at spring and 5 ft. at 
te If at any time a ship's draft approaches to within about 3 ft. 

és : depth of water at the berth, loading will be suspended until 
ng ning tide increases the depth to permit resumption of 


meet and provide for safe draft of the fully loaded ship on de- 
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SAUDI ARABIA 


(a) Loading Rates. Following table shows products available at 
each berth and nominal loading rates: 


Cargo Available at Berths Barrels per Hour 
Crude oil 12, 14, 15, 16, 17, 18, 19, 20 40,000 to 280,000 
Crude oil 6, 7,8, 9,10, 11 15,000 to 90,000 
Crude oil 1,2,3,4 12,000 
Fuel oil 6, 7, 8, 9, 10, 11 12,000 to 22,000 
Fuel oil 1,2,3,4 12,000 to 22,000 
Black diesel 1,2,3,4 5,000 
White diesel 8,9 12,000 
White diesel 1,2,3,4 8,500 to 15,000 
Gasoline 1,2,3,4 6,000 
Kerosene (see X-2-34) 1, 2,3,4 6,500 
Jet fuel (see X-2-34) 1,2,3,4,8,9 10,000 
Bunker fuel oil 1,2,3,4 5,000 
Bunker fuel oil 6, 7, 8,9, 10, 11 5,000 
Bunker fuel oil 12, 14, 15, 16,17, 18,19,20 7,500 
Bunker diesel 1,2,3,4 1,400 
Bunker diesel 6, 7, 8, 9, 10, 11 1,200 
Bunker diesel 15, 16, 17, 18, 19, 20 400 
Refrigerated LPG 6 8,000 to 28,000 
Naphtha 6, 7, 8,9 15,000 


Products can be loaded simultaneously at the respective berths if 
shown above as being available. itis expected that most ships will be 
able to receive any cargo, except crude oil, as fast as it can be deli- 
vered. Officers in charge of loading must have due regard for all 
safety precautions as well as for individual ship hazards. If loading of 
crude oil or products is too slow, Aramco will so advise the vessel. 
Should a demurrage claim be filed against Aramco the slow loading 
may result in an addition to allowed lay time. 

To prevent ignitions by static electricity the loading rates for 
kerosene, jet fuel and similar white products will be reduced. 

(b) Responsibility. All operations in connection with starting of 
loading, discharging, switching tanks and topping off must be 
directly and personally supervised by a ship's officer. Upon comple- 
tion of loading vessel will normally be required to leave berth im- 
mediately after disconnecting hoses/arms to await clearance in 
tanker anchorage. 

(c) Manifold Connections. Since most tankers have manifolds 
located near midships, the berths at Ras Tanura are designed ac- 
cordingly. Aramco recommend midship manifolds for all vessels 
loading at Ras Tanura. Cargo loading arms at the North Pier have 
12 in. and 16 in. standard 150 lb. ASA raised face flanges. The two 
refrigerated LPG loading arms at North Pier Berth 6 have 12 in. and 
8 in. standard 150 Ib. ASA raised-face flanges. Cargo loading arms 
at the Sea Island have 16 in. and 24 in. standard 150 Ib. ASA flanges. 
Cargo loading hoses/arms at the South Pier have 8 in. standard 
150 Ib. ASA raised face flanges. All vessels calling at Ras Tanura 
should be equipped with reducing spools to fit these loading con- 
nections. These fittings should be in place prior to berthing to help 
expedite ship turnaround time. 

(d) Refrigerated LPG. Facilities for loading Refrigerated LPG loca- 
ted in Berth 6. LPG loaded at approximately —40°F. for propane and 
30°F. for butane. Maximum loading rate 8,000 bhp. for butane and 
20,000 bph. for propane for simultaneous loading through separate 
systems. Ships arriving for Refrigerated LPG cargo should have 
cargo tanks chilled to desired temperature upon arrival. Before 
loading can start the atmosphere in cargo tanks must be too rich 
to explode, as shown by acombustible gas indicator, or must contain 
less than 9 per cent oxygen. RLPG loading facilities consist of 
following: 

(i) Two 22-in. insulated loading lines each with a 6-in. liquid 
return line from pier to storage tanks. 4,800 ft. lines mani- 
folded to permit loading propane in one, and butane in the 
other simultaneously. 

(ii) Two PCMA Chiksan loading arms, one 8-in. and one 12-in. 
The arms are 9 ft. 5 in. centre to centre and are located about 
11 ft. Gin. from ship's rail (12-in. arm is on the North side). The 
48-ft. long arms designed for maximum operating elevation of 
61-5 ft. above ISLW. Arms equipped with 150 |b. USAW raised 
face flanges. The 8-in. and the 12-in. arms manifolded to 
permit propane or butane loading through either arm. Using 
12-in. arm propane can be loaded at rates up to 17,500 bhp. of 
—40°F. (20,000 bhp. equivalent 60°F. liquid). Alternatively 
butane can be loaded through same arm at rates up to 10,000 
bhp. of +24°F. liquid (10,000 bhp. equivalent 60°F. liquid). 
Using 8-in. arm propane or butane can be loaded at rates up to 
8,000 bhp. of —40°F. C, or +24°F. Cy. 

(iii) One 20-in. ship-to-shore LPG vapour return line with 12-in. 
hose connection to ship's vapour manifold. The 12-in. vapour 
return riser is located 9 ft. North of 12-in. LPG loading arm. 

(e) Blended Cargoes. 

(i) Fuel/Crude. If vessel's draft permits, a full cargo of fuel or a 
split cargo of fuel and crude can be loaded at the North Pier. 
In the latter case vessel design should permit simultaneous 
loading of both fuel oil and crude. The maximum fuel oil 
loading rate on the North Pier is 25,000 bhp. No facilities to 
load fuel oil cargoes at Sea Island. However, fuel portion of 
split cargo could be loaded at North Pier after which vessel 
would be shifted to Sea Island to load crude portion. Bunker 
“C"' fuel oil is available at Sea Island at rates up to 7,500 bph, 
metered. 

(ii) Crude/Crude Blends. Many large vessels calling at Sea Island 
load two or more segregated parcels of crude and/or crude 
blends. Order assure satisfactory loading rates under these 
conditions, the piping arrangements aboard vessels should be 
such as to permit loading each parcel consecutively, at rates 
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(iii) 


(iv) 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


of 60 mbph., through two or three 16-in. Chiksan arms, Simul- 
taneous loading of another non-blended crude is possible if 
ship's manifolding allows this. 

Commingled. A 60 mbh. blender is used to supply blends of 
crude oil/products/LPG to both North Pier and Sea Island. A 
30 mbh. blender is used to load blends at North Pier only. Both 
blenders required full time to load blends containing LPG 
where homogeneity is critical. Blends that do not contain 
LPG not required to be homogeneous during loading. There- 
fore whenever possible Aramco use “batch blend” method, 
sometimes referred to as “commingling” or “ship board blend- 
ing". Blenders used to supply Sea Island with blends contain- 
ing naptha. 

Spiked Crude. Blends of Arab Light and Arab Medium crudes 
and LPG are commonly referred to as spiked crude. Order 
assure that boiling mixtures are not delivered to a ship at any 
time, blend vapour pressure calculations are made prior to 
each loading taking into consideration such factors as crude 
vapour pressure, LPG vapour pressure, and blend tempera- 
ture. LPG and crude stream rates carefully controlled in In- 
line Blender and spiked crude blend continuously monitored 
by a Hallikainen Vapour Pressure Analyser so as to at no time 
exceed a Reid Vapour Pressure of 13 lb. or a True Vapour 
Pressure of 14.7 psia. For the amount of vapour to be vented, a 
non-boiling mixture with a True Vapour Pressure equal to 
atmospheric pressures will have only about 10-20 per cent 
more than for a stabilised crude of 4-5 lb. RVP. 


(f) Loading Arms/Pressure. 


(i) 


(ii) 


Piers. Chiksan loading arms used extensively for loading 
crude, crude blends, bunkers, and refrigerated LPG at Ras 
Tanura over North Pier. Hoses used at South Pier and for 
occasional product and bunker loading at North Pier. North 
Pier has six berths handling vessels up to 150,000 dwt., equip- 
ment as follows: Type of Arms: Chiksan HMLA®* arms for 
crude oil, crude blends, and bunkers; Chiksan PCMA** arms 
for refrigerated LPG (one 8-in. arm and one 12-in. arm — both 
at North Pier berth 6). Number and Size: Most North Pier 
berths have four 12-in. arms per berth for cargo with an addi- 
tional 8-in. or 12-in. arm for bunkers. The bunker arm is loca- 
ted South (aft) of cargo arms (except for 11 berths where arm 
located North of cargo arms). One berth (No. 8) has 12in.- arm 
for loading white products (located North of cargo arms) and 
three berths (Nos. 6, 8, and 9) each have a 12-in. arm in dual 
service for fuel oil cargoes or bunkers. Berths 8, 9, 10 and 11 
each have two 12-in. arms through which fuel oil cargo can be 
loaded. Spacing of Arms: All arms on North Pier with excep- 
tion of LPG loading arms are spaced 66 in. apart, centre to 
centre. Capacity: Each 12-in. arm has a capacity of 15.000 
barrels per hour. The point at which vibration of arm and ship's 
manifold becomes excessive limits loading capacity. Flanges: 
All 12-in. arms have 12-in., 150 Ib. USAS raised face flanges. 
All 8-in. arms have 8-in. 150 Ib. USAS raised face flanges. 
* HMLA - Hydraulic Marine Loading Arm. 

** PCMA - Pantograph-Counterweighted Marine Arm. 

Sea Island. Double Counterweighted Marine Arms. Number 
of Arms: Sea Island berths 12 and 14 have three 16-in. arms 
for cargo and on 10-in. arm for bunkers in each berth. Bunker 
arm located South (aft) of cargo arm in each berth. A hose 
length is used if vessel bunker connection is forward of mani- 
fold. Sea Island berths 15 and 16 have four 16-in, Chiksan 
cargo loading arms. Berths 17 and 18 have four 16-in. cargo 
loading arms. Two loading arms in berth 18 are 72 ft. long. All 
other loading arms 60 ft. long. Two 10-in. bunker arms (one on 
each side of the cargo arms) provided in each of these four 
berths. Berths 19 and 20 are each equipped with four 24-in. 
crude loading arms and two 16-in. bunker arms and are limited 
to ships of 150 mdwt-500 mdwt sizes. Spacing of Arms: 
All arms on Sea Island spaced on 11 ft. centres. This large 
space required to permit rotating travel of counterweights. 
Elevation of Arms: Sixty-foot arms designed for maximum 
operating elevation of 72 ft. above ISLW whereas 72-ft. arms 
operate 97 ft. above ISLW. Capacity: Capacity of each of 
16-in. arms is 30,000 barrels per hour. Actual capacity limited 
by vibration - thus ship's manifold design should be adequate 
and well supported. Flanges: Flanges on 16-in. arms of Sea 
Island berths 12 and 14 are 16-in, 150 Ib. USAS flat faced. 
Flanges on 10-in. arms of Sea Island berths 12 and 14 are 
10-in., 150 Ib. USAS flat faced. Flanges on 16-in. and 10-in. 
arms of Sea Island berths 15-18 same as above except that 
they are raised face. An alarm sounds when pressure in 
loading arm reaches 100 psig and pier operator shuts down 
loading. A motor-operated valve upstream of loading arms 
is throttled during “topping-off" operations to prevent 
over-pressuring. In addition to alarm which sounds when 
loading system pressure reaches 100 psig at Sea Island, 
loading pumps shut down automatically when pressure 
reaches 125 psig. This feature does not protect against 
high surge pressures associated with sudden shut-off against 
a high loading rate. Loading rate control is by means of an 
hydraulic coupling between pump and motor of each loading 
system. Speed of pump (and thus loading rate) is remotely 
controlled from Sea Island. Push button controls at loading 
arms and in control room shuts down loading pumps and 
cleses a motor-operated valve in loading line. Pump discharge 
pressure on shore is 150 psig. Pressure at ship's manifold 
depends on size and number of ship's lines, number of 
tanks being loaded, loading rates, etc. Aramco design basis 


at 75,000 barrels per hour through Chiksan arms, 
recommend this same ship's manifold pressure for big 
rates, also. 

(g) Valves. Calculations indicate valves closing in /ess 
seconds when loading at high rates will cause excessive Surge 
sure and will possibly damage Chiksan arms and ship's | 
manifold. Aramco strongly recommend that hydraulically Contry, 
valves be adjusted to close in no less than 30-40 seconds, 
ships which have called at Ras Tanura have hydraulically Opere 
valves in their cargo handling systems which close in 5to 10 
Closure of valves in 5 to 10 seconds while loading at high rates 
result in momentary surge pressures well above pressure rat 
ship's loading system fittings and maximum pressure rat 
Chiksan arms. Aramco presently limits loading rate of ships 
ped with fast closing hydraulic valves. As an example, ships 
valves capable of closing in 10 seconds would be limited to lage 
rates of 22,000 bph. per system. 

MEDICAL: When necessary, Master may obtain medical atten, 
for ship's personnel from port doctor (quarantine officer), Why 
in the case of serious illness or injury recommend treatmer, 
Dammam Government Hospital, Government or private Clinics, 
Ras Tanura, or Al-Sharg hospital in Al-Khobar. Port doctor og 
arily will treat minor illness or injuries on board ship. A Charge 
made for medical attention or supplies furnished by port docte, 
other private sources. Medical facilities of Aramco made avai 
in emergency only when referral is warranted medically. A cha, 
made for medical attention or supplies furnished by the Compa 
Aramco radio station, HZY, may be used without charge by ves 
at sea to obtain medical advice at any time. 

WATER: The natural well water obtainable in Ras Tanura js q 
brackish and is used mainly for washing. Well water obtainabis; 
all berths on North and South Piers at a rate of 50 tons per hy 
Water is not available at Sea Island. Vessels will be supplied» 
well water usually up to a limit of 100 tons at a cost of approxima 
$1.25 per ton. Distilled water also obtainable at all berths on Ne 
and South Piers, at a rate of 20 tons per hour, but supply usw 
limited to 25 tons per vessel. The cost is $4.00 per ton. No wate; 
bunkering barges in port of Ras Tanura. 

FUEL: The maximum viscosity of fuel oil bunker is 60 SF at ig 
The maximum viscosity of black diesel bunker is 55 SU at iv 
About 72 hours advance notice is needed for large lifting of thy 
fuel grades. 

It is recommended that vessels taking bunkers only, call ah 
Tanura prior to loading cargo elsewhere. By following this recommen 
tion vessel will avoid delays caused by draft and berth assignne 
problems. 

Bunkering facilities are operated by Aramco. Failure of a ship) 
provide advance notice of bunker requirements could result in vex 
delays. Majority of bunkering effected through temperature-ce 
pensated positive displacement meters which record on printa 
forms the net barreis at 60°F. delivered. Galley fuel is available di 
berths at the North and South Piers at approximately U.S. $u 
per ton. Not available at Sea Island. Lubricating oils avail 
in limited drum quantities if ordered in advance by letter or ra 
through ship's Agent. 

Sea Island. One 20/22 in. line supplying bunker “C" bunkers wi 
a maximum of 7,500 barrels per hour. Bunkering is simultaneous® 
cargo loading. A diesel supply line (black diesel) has been extent 
to berths 15 and 16 of Sea Island for bunkering vessels when aly 
side to either one of such berths. 

In addition to bunkering facilities at berth, Aramco operate 
20 mdwt bunkering vessel Lina Christensen stationed in str 
Available products and amounts are: 


is for pressure of 30 psig at ship's manifold when loag 
A 


Bunker 15,000 tons 
Black diesel 2,600 tons 
White diesel 1,400 tons 


Raw water and sweet water are available from Lina Christen 

in limited quantities. 
SAFETY: Master should acquaint himself with Aramco's s## 
regulations, and obtain copy of regulations from terminal repres# 
tative. Port of Ras Tanura maintains vigorous tanker loading sé# 
programme. Arabian American Oil Company is a member of Int 
national Oil Tanker Terminal Safety Group (IOTTSG) and as 
follows procedures recommended by this international organisa® 
Each ship's Master is presented a “Declaration by Master" by# 
safety representative who discusses each item in detail with Mast 
Prior to start of loading cargo and at several times during !oae® 
pier safety inspectors will personally visit vessel and, in compl 
with one of ship's officers, will check to ensure that safe load 
practices being observed by both ship and shore. 

Hydrogen Sulphide Hazards: Aramco crudes may contain @ 
solved hydrogen sulphide in concentrations which would cause? 
gases vented during tanker loading to be hazardous if in 
Aramco recommend that Masters review instructions issué 
Owners/Charterers about hydrogen sulphide hazards. If loading! 
H,S bearing crude oil is not covered by such instructions, Aran 
has available, upon request, a list of recommendations to aid Ve 
ters. 

Signals for Emergency: (a) Ship should sound an “Emerge 
Stations” signal consisting of a continuous ringing of ship's a 
belis supplemented by a series of short blasts of ship's whist# 
siren. (6) Telephone is fitted on jetty. Normally, Aramco per 
will telephone for assistance. If no Aramco personnel avai 
ship's personnel may call for emergency assistance by dialing # 
phone number 3100 from any berth. (c) Assistance can be sum vi 
on VHF radio if necessary. Use International Channel 16 on 
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on and extent of assistance required. (¢d) Shore signal in 
mergency is either a fire siren or a series of short 
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of an @' 
ett yan alarm or horn, 


vast OMS: All materials to be either exported from or imported 
Saudi Arabia subject to examination by Customs authorities. 
- nation of certain articles is strictly prohibited. Such articles 
de: alchoholic beverages, including beer and wines; explos- 
eos rms; implements of war of any kind, including antiques; 
vous matter not pertaining to the Moslem faith; playing cards 
gambling devices; narcotics. Trafficking in these items between 
aiso is strictly prohibited. This applies to ships at anchor as 
elias t0 ships at piers. Almost without exception, all other commo- 
subject to close examination and to Customs Duty if impor- 
ied, Saudi Arab Government discourages trafficking between mem- 
ass of ship's crews and shore personnel. t 
SULS: United States Consulate General established at 
Dhahran, about 50 miles by road from Ras Tanura. British Political 
A t established on Bahrain Island. It is very difficult, however, to 
act Bahrain Island from Ras Tanura, and Masters having busi- 
sess there usually arrange to call at port of Sitra. 
REPAIRS : Relatively limited repair service available from local 
qusiness concerns. Aramco will assist in making emergency re- 
on vessels only if approved by Aramco Marine Superintendent 
o Port Captain. Suggested that Master discuss repair charges 
with ship's Agent prior to authorising or requesting any repair 
york. Deep sea divers, Operating from modern and well-equipped 
ging boats, available under same conditions as repair services. 
when alongside Aramco piers, vessels must maintain engines and 
opulsion machinery in readiness to leave the pier under full power 
» short notice. No repairs permitted which would interfere with 
is requirement. Violation of this rule will entail towage from the 
perth at the vessel's expense and Aramco will not accept responsi- 
piity for the resulting delay to the vessel. é 
REPATRIATION: Arrangements can be made through ship's 
Agent, All crew leaving or joining vessel require valid passport or 
Saudi Arabian visa. 

The following countries are considered cholera-infected areas: 
3yrma, Cambodia, India, Indonesia, Laos, Nepal, Pakistan, Philip- 
sines, Singapore, Thailand, Vietnam. 

All concerned persons, including regular passengers and crew 
members, must bring in a stool culture Certificate, and five-day 
stay in a cholera-free area Certificate, in addition to the usual Health 
Certificate, for entry into Saudi Arabia. Persons not possessing the 
above-mentioned Certificates will be denied entry by Immigration 
Authorities, and returned to the place of their embarkation. 
AIRPORT: Ras Tanura terminal about 50 miles from Dhahran 
Airport, This airport is serviced by many international airlines. 
TIME: Company generally bases local time on 45th meridian (3 
hours East of Greenwich). In order to avoid any confusion all 
communications should be quoted in Greenwich Mean Time. 
HOLIDAYS: Ras Tanura port operates 24 hours a day, 365 days a 
year, irrespective of holidays. 

EMERGENCY TELEPHONES: Emergency (fire, serious injury), 
400; Port Control, 00-6216; Pilots’ Office, 9195; Pier Foreman: North 
Pier, 7140; South Pier, 7161; Sea Island, 7152. 
SERVICES: (a) Recreation Centre. Seaman's Recreation Centre 
located at shore end of South Pier causeway. The route to the cen- 
teand area itself is prescribed and no one should attempt to violate 
these limits, as Coast Guard personnel guard the route. Violators 
subject to arrest. Arrangements may be made through ship's Agent 
for launch transportation from North Pier. During limited hours, 
soft drinks and ice cream available at nominal cost. Motion pictures, 
games, and a barber shop also located at this facility. (b) Provisions. 
Ship's chandlers available through ship's Agent at piers, but are 
fot allowed to board vessel. (c) Oil Inspectors. Oil inspection 
sevice maintained by following independent agencies: Charles 
Martin Inspectors of Petroleum Inc., 61 Broadway, New York, New 
York 10006; E. W. Saybolt & Co., S.A., 400 Swenson Drive, Kenil- 
worth, New Jersey 07033; B. & R. Redwood, Orchard Lea, Winkfield, 
Nt. Windsor, Berks., England; U.S. Navy. (d) Surveyors. American 
Bureau of Shipping and Lloyds of London maintain a marine sur- 
feyor at nearby Manama on Bahrain Island. 
SHORE LEAVE: Ship's personnel and passengers not permitted 
ashore for any purpose whatsoever until pratique granted. This 
‘squlation includes going to pier to read arrival draft. Personnel may 
90 to pier if actually engaged in duties connected with discharging 
ballast, loading, etc., but only after pratique granted. All shore 
bad contingent upon compliance with quarantine regulations. 
rect transit to or from Seamen's Recreation Centre requires no 
Special government approval. Centre is open to seamen usually 
ten the hours of 1430 and 2230 local time each day (during sum- 
Pee months of May through September, Centre is open between 
- Of 1330 and 2130 local time.) Saudi Arab Government regula- 
fo “4 Strictly enforced, and if Masters have any doubts with regard 
b €sé regulations they are urged to consult their Agent. While 
bort, vessel’s personnel under jurisdiction of Saudi Arab laws. 
GCeUTION : Discharge into the sea of oil or oil-base products 
Sines alone or in combination with ballast water is not allowed. 
baa terminal does not have facilities to receive any significant 
on of oil residues or oily ballast water, tankers arriving along 
ae materials on board will be sent to anchorage to await 
me eeters unless the vessel has prior clearance to load on top 
pear material or unless the ship's Master agrees to segregate 
de atials in a separate tank. Ships which release oil or oil 
= a including oily ballast water in either berth or anchorage 
ill be held responsible for all clean up costs. 
famco vigorously observes, investigates and documents all 
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cases of oil discharge to the sea and reports such releases to the 
Saudi Arabian Government in accordance with its requirements. 
VISITORS: Ras Tanura - Shipowners' Representatives requiring 
special permission for visits to port areas: The Port Authorities in 
Ras Tanura and Dammam state that in the future they will strictly 
follow the regulations for the ports, stipulating that unauthorised 
personnel will not be allowed to enter the port areas under any 
circumstances. 

This will also apply to temporary visitors, the purpose of whose 

visits partly might be to see the ports, e.g. shipowners’ representa- 
tives. However, exceptions to this rule will be made, provided 
applications for special permits are sent to the port authorities in 
Dammam well in advance of the visit. As regards visits to the port 
area the shipowners must themselves apply for a permit with the 
head office of one of the Aramco parent companies, i.e. Chevron, 
Esso, Mobil, Texaco, etc. 
AUTHORITIES: The Arabian American Oil Company, Dhahran, 
Saudi Arabia. Cable Address, Aramco, Dammam. Port Officials: 
Saudi Arab Government port authorities located in Customs House, 
Port Office, and Quarantine Office at Ras Tanura. 


AGENTS: Mail Address: Gulf Agency Co. (Saudi Arabia) Ltd., 
Aramco Mail Box 621, Ras Tanura, Via Dhahran, Saudi Arabia. 
Telephones: 7118, 7190. Cables: “Confidence”, Dammam. Due to 
slow cable communication, messages of any urgency should be 
sent via the telex of Bahrain office, telex: 211 Bahrain, Answer 
back: “Gacship 211", stating “For Ras Tanura’. Radio: Vessels 
can communicate with SSB radio station, frequencies 3539 and 6910, 
call ‘Confidence Ras Tanura". For ship to shore communication 
Ras Tanura office is also equipped with VHF radio, call “Con- 
fidence Ras Tanura”, on Channel 16, and switch to Channels 13, 6, 
9, or 14 for communication. 


YEMBO (Yenbo): 24.05 N. 38.03 E. 


FLAG: Saudi Arabian flag must be hoisted. 

LOCATION: On Red Sea coast, about 218 nautical miles North 
of Jeddah. 

CHANNEL: Ships entering port pass a channel of the following 
measurement: Length 1647 metres, width varying between 70 to 130 
metres, width at entrance between beacons 310 metres. 
BEACONS: 11 miles outside port, beacon at Al-Sharm. Height 
23 ft. White flash every ten seconds. At entrance of port channel 
two beacons, height 15 ft. Starboard-hand beacon (black), green 
flash every second. Port-hand beacon (red), red flash every second. 

795 metres from channel entrance on port hand is another beacon, 
height 15 metres (black and white squares), white flash every second, 
BUOYS: Channel is buoyed with red and green port and starboard- 
hand buoys. 

PILOTAGE: Compulsory. Vessels requiring Pilot should exhibit 
code flag or International light signal. 

DOCUMENTS: Ali vessels calling Yembo should provide the 
authorities with the following: 

Passenger Vessels 

Certificate of Registry. 

International Safety Certificate (issued and validated from one of 

the signatory states of the pact). 

Radio-telegraphy Safety Certificate. 

Cargo Vessels 

Certificate of Registry. 

Load Line Certificate. 

Safety Construction Certificate. 

Safety Equipment Certificate. 

Safety Wireless Certificate for vessel of 1,600 tons dwt. or more 

Safety Wireless and Telephone Certificate for vessels of 300 tons 

to 1,600 tons dwt. 
Requirements of Cargo and/or Pilgrim Documents: 
For Doctor 

2 copies Passenger List - landing. 

2 copies Passenger List — transit. 

2 copies Crew List. 

2 copies Declaration of Health. 

For Customs 

2 copies Passenger List —- Landing. 

2 copies Passenger List - Transit. 

2 copies Crew List. 

2 copies Ship's Bond (tobacco, spirit, wine and beer). 

For Immigration 

6 copies Passenger List - Landing. 
For Agents 

6 copies Passenger List - Landing. 

1 copy Crew List. 

Prior to the vessels arrival the following documents are required for 
translation and submission to the various authorities: 

7 copies of the Cargo Manifests. 

1 copy of Freight Manifest. 

2 copies of Stowage Plan. 

2 copies of Hatch List. 

1 copy each non-negotiable Bills of Lading. 

1 List of dangerous cargo whether for discharging or in transit. 
HEALTH: All incoming vessels should abide by health regulations 
and present necessary documents to the authorities in accordance 
with international laws, i.e. as under: Q if the health condition is 
clean. QQ if there is a suspicious case in the vessel. QLif there is an 
infection or epidemic case on board. 

RADIO: Until the implementation of a Beacon Station for naviga- 
tion, all ships entering port before passing the channel should 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


contact Port Department by radio/telephone during following times: 
0500 to 0600 GMT; 100 to 1100 GMT; 1400 to 1500 GMT. 

These are the decided times during normal days, but during the 
Hajj Season a new publication is issued to cover additional times. 
BERTHING: The port has two quays built at right-angles. The 
Northerly berth is 170 metres long and the Easterly berth is 210 metres 
long. The depth is 28-29 ft. The port can accommodate 2 big and 
1 small ship or 4 small ships. Turning circle is 360 metres. 

Mobile cranes with a capacity of between 1 and 5tons are available. 
There is also a supply of fork-lifts to meet with present port require- 
ments. Discharge is mostly carried out by ship's own gear. 

There are no barges at Yembo, but 70 native lighters (sambouks) 
with a capacity of between 5 to 80 tons are available. The total capa- 
city of these native lighters is 1,034 tons. 

STEVEDORES: Like Jeddah, stevedoring at Yembo, is based on 
daily paid basis. There are no stevedoring companies and labour is 
engaged >n day to day basis. 

There is one custom warehouse at the moment (at Easterly berth) 

which can accommodate about 10,000 tons of cargo. This shed is 
near quay and can receive cargo direct into shed from vessel. 
FRESH WATER: Ships receive fresh water alongside quay and a 
24 hours advance notice by the Master should be given. There are 
no facilities to supply water at anchorage. 
CUSTOMS: Each crew member may have 200 cigarettes or + Ib. 
tobacco, but all alcohol and wine, beer, etc., must be sealed. This 
applies to all persons on board. For each flask/glass/bottle contain- 
ing alcohol found by the customs, there is a penalty of £100 sterling. 
SHORE LEAVE: Passengers may only go ashore if they have a 
valid visa. Crew may go ashore if they have written permission from 
Master and leave their passports with passport office at the port. 


AGENT: Head Office. Gulf Agency Co. (Saudi Arabia) Ltd., Ships- 
brokers and Agents, POB. Airport Post Office, Dhahran, Saudi 
Arabia. Cables: “Confidence Dammam”. Tel. 2441, 23425/26/27. 
After office hours. 22861-41742. 


ZULUF TERMINAL: 28.23 N. 49.14 E. 


Second Marine Terminal of Ras Tanura. 

DOCUMENTS: (See also Ras Tanura). All tankers which have 
called at Ras Tanura will have all EDP documents aboard and will 
have cleared quarantine. In this case, no further government formali- 
ties will be required. Seals placed on ship's stores at Ras Tanura 
must remain in place until the tanker has completed loading at Zuluf. 

Those tankers which have not called at Ras Tanura will require 
appropriate clearance and must have Port Clearance Documents, 
Bill of Lading and Export Manifest aboard at time of departure. 

This group of documents consists of: 

1. Permit of Departure form in English which is filled out with 
information supplied by tankers in their quarantine radio 
message; 

2. Port Clearance Application in Arabic which is filled out with 
information from the Permit of Departure form. 

3. The official Saudi Arabian Government Port Clearance form in 
Arabic which must be filled out using the information from the 
Port Clearance Application. 

(Both the Permit of Departure (English) and Port Clearance 
(Arabic) forms are to be aboard the tanker at the time of 
departure). 

4. Bill of Lading is an Aramco document. A supply of these forms 
will be maintained on the F, A. Davies and the required informa- 
= will be typed in by the clerk prior to arrival of the loading 
tanker. 

5. The Export Manifest is a Saudi Arabian Government document 
which is normally required. 

The preceding documents will be filled out in advance using 
information received primarily from OSPAS (Aramco) via teletype 
and telephone. These documents will be carried aboard the loading 
tanker by the Mooring Master. 

IMPORTANT FEATURES: 

1. These facilities are located 37 miles off-shore in the Arabian 
Gulf. There are two SBM berths, one with a floating storage vessel 
permanently moored to it; the second is for loading tankers. 

2. Aramco mooring Masters direct the mooring, unmooring and 
supervise the movement of all vessels in the vicinity of the loading 
facilities. Normally no charge is made for this service. 

3. Safety rules are strictly enforced. Receipt of instructions must 
be acknowledged before a vessel will be berthed. 

4. When vessels are scheduled to load cargo at both Ras Tanura 
and Zuluf, Aramco reserves the right to advise the vessel at which 
the loading pier shall start and finish while meeting the cargo 
nomination safely. 

5. Aramco maintains a radio station (call letters HZY) for the 
exchange of messages wih ships. All incoming tankers should 
establish early contact with this station in order to transmit ETA 
data, etc. 

6. Vessels should arrive at Zuluf with minimum clean ballast 
water to enable manoeuvring under prevailing weather conditions. 
Masters are urged to maintain radio contact with HZY or ship to 
shore communication by VHF voice radio in order to obtain the 
latest weather information. 

7. The consumption of alcoholic beverages is prohibited within 
the Kingdom of Saudi Arabia. All alcoholic beverages are to be 
under lock and key during the vessel’s stay. 

8. Display of quarantine signals on approach to Zuluf must be 
maintained until pratique is granted. The flag of Saudi Arabia must 
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be flown throughout the vessel's stay in port. Ships ca 
berthed until the quarantine message has been received, 

9. To permit more rapid ship turnaround, an early depan, 

procedure is in effect. This service provides for a quick depan, 
of the vessel after loading, without the necessity of Waiting 
delivery of documents at anchorage. \ 
APPROACHES: Zuluf is located in the Arabian Gulf in 
Lat. 28° 21’ N., Long. 49° 15’ E., in water depths ranging from iy, 
130 ft. Aramco's Floating Storage Vessel (F. A. Davies) is m 
a SBM in this position with a SBM loading berth one Mile aya, 
a South-Easterly direction. Both buoys exhibit flashing white 
and the F. A. Davies is well lighted during hours of darkness, 4 
oil separator platform (GOSP) is located at Lat. 28° 23’ y, 4 
49° 12’ E. A flare from this platform should be visible from'ag 
siderable distance depending on atmospheric conditions. Thea 
between Lat. 28° 18’ N., and Lat. 28° 33’ N., and between 
49° 08’ E., and Long., 49° 45’ E., is an area with submarine pj 
drilling rigs and GOSP platforms in several locations. Ships g 
navigate in this area with extreme caution and avoid anchoring» 
pipe-lines. 
PILOTAGE: A Mooring Master will board the loading tanker in, 
anchorage area about 2 miles South of the SBM berth. He will 
two portable VHF radio sets to be used while on board the vey 
for communications with the F. A. Davies and mooring boats, Hy, 
advise the Master on all manoeuvres relative to berthing, connes 
and disconnecting the hoses. 

Mooring equipment and other equipment supplied at Zuluf wi, 
lifted aboard the loading tanker from the mooring launch w 
delivers the Mooring Master. Included are such things as sp 
mooring equipment to be used at the bow, various gaskets, by 
tools, adaptor spool pieces (if required) and portable radios, 
Pg The designated tanker anchorage is within 
oining: 

(a) 28° 19’ 0” N. 49° 13.5’ E. 
(b) 28° 19’ 0” N. 49° 15.5’ E. 
(c) 28° 17.5’ N. 49° 15.5’ E. 
(d) 28° 17.5’ N. 49° 13.5’ E. 

The anchorage area ranges in depth from 15 to 20 fathoms. Hol 
ground in this area is only fair. 

Any vessel having anchored in the suggested anchorage» 
should immediately advise Aramco, via Radio HZY, the follow 
information: 

(a) time of arrival in the anchorage area in GMT; 

(6) approx. position in the anchorage area in relation to the S¥ 

(c) contact Zuluf by VHF radio Channel 16 if vessel js; 

equipped. 
RADIO: Masters are urged to maintain radio contact with HZ); 
ship to shore communication by VHF voice radio in order to obs 
the latest weather information. 

VHF Radio-telephone, Channels 12, 13, 14 and 16, are aval 
for ship-to-ship communications at Zuluf. Channel 16 is monite: 
24 hours per day aboard the F. A. Davies. 

HZY will, on request via CW, utilise voice radio, transmitting: 
4372.4 and 8780 kHz and receiving in the 2, 4, 8 and 12 mHz bané 

Use of the high-frequency radio transmitter is not permitted w 
vessels are moored at the SBM. Use of the VHF is permitted! 
contacting the F. A. Davies. 

Radio Messages : 

Upon first contact with a Zuluf bound tanker, HZY will trans 

the following two standard message of 218 and 50 words: 
218 word message: 
Master Rastanuraradiol 

Contact HZY soonest advising one ETA GMT Zuluf two any# 
changes three Agents name four arrival departure draft five? 
ballasting hours six maximum loading rate fullstop vessel urge’ 
accept highest possible loading rate stop advise if cargo or res® 
aboard to be commingled with Zuluf cargo fullstop if VHF abe 
call Zuluf for berthing instructions when 100 miles out on # 
Channel 16 stop if no VHF aboard contact HZY 500 kHz and # 
traffic lists on odd hours for berthing instructions stop on am 
Zuluf advise HZY giving official arrival readiness time to F. A. Dat 
stop radio messages without charge stop suggest copy HZY 
lists several days after departure stop Mooring Masters rej 
sufficient clean ballast for safe manoeuvring stop Mooring Me 
will board vessel in anchorage for mooring stop vessel will mot’ 
SBM using one headrope forward from SBM terminating in 
inch anchor chain stop have one ship messenger line or moo® 
rope forward for beoere to launch stop have derrick rigged 01 
side at cargo manifold for lifting mooring gear and connecting® 
sixteen inch cargo hoses stop ship's manifolds to be 16 inch 
150 stop advise if reducers required and derrick lifting cope 


50 word message: ; 
Master Rastanuraradio# 
Please advise any epidemic diseases or illness on board® 
status of Crew's International Certificates of Immunization am! 
ports called past thirty days also destination stop Agent stop 
stop net registered tonnage stop vessel will not be allowed to 
until this information is received ane 


PRATIQUE: In accordance with international practice, quarat® 
signals must be displayed continuously until pratique is 9 
A modified Radio Pratique procedure is in use at Zuluf. V 
supplying requested quarantine information can be be 
arrival and proceed with normal loading operation. Vessels 
to supply necessary information will be delayed at anch 
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ye delays can be incurred by vessel's failure to supply 
information promptly. 
DESCRIPTION: The SBM for loading tankers has a 
flow system for crude oil designated for a flow rate of about 
p,p.h. Itis in approx. 124 ft. of water. The loading hoses consist 
” strings of 24-in. underbuoy hoses 175 ft. in length from the 
a in, undersea pipe-lines to the buoy and two strings of 24-in. 
ing hoses 1,050 ft. in length from the buoy to the loading tanker, 
string terminating in three lengths of 16-in. hoses for connecting 
ip the tanker's manifold. 
FLOATING STORAGE VESSEL: The 228,000 dwt tanker F. A. 
< moored at SBM about 30 miles offshore in water depths of 
‘yf, The storage vessel may move temporarily from its mooring 
in severe weather conditions. The storage vessel also acts as base 
tor Pilots and production crews, and is provided with a helicopter 


WORING: Mooring, and unmooring, connecting and disconnect- 
ing of cargo hoses is to be performed by the crew of the loading 
yoker under the supervision of the Mooring Master. Communications 
setween the Mooring Master and his assistant or the chief mate will 
se by means of portable VHF radio-telephone. ‘ 
During the approach and while mooring, the vessel's anchors 
myst be secured by stoppers to prevent accidental dropping with 
uent damage to the SBM's mooring chains and undersea 

subse) , A 

lines. Two mooring launches will normally be used. As the 
ynker approaches the SBM from down-wind one launch will tow the 
foating hose clear. The other launch will approach the bow and take 
he ship's messenger line and secure the end of a 12-in. poly- 
propolene “pick-up” rope. The port “pick-up” rope will be hove 
through the centre of port mooring chock until the port chafing 
chain is in the chock. This chain will be secured to a 15-in. nylon 
sop previously secured to the tanker's bollards using a 3-in. 
p-shackle between the strop and the chafing chain. The starboard 
peadrope will be secured in a similar manner. On tankers equipped 
wth a Smit's towing bracket or brackets the chafing chains will be 
secured to the bracket(s) using the 3-in. open link on the end of the 
chains. If required on very large tankers additional strops may be 
secured from other bollards on the bow to the open links on the ends 
ofthe chafing chains or additional mooring lines may be run from 
the bow to the buoy. 
HOSES: All vessels calling at Zuluf should have two reducing 
spools to fit 16-in. standard 150 pound ASA raised face flanges on 
the port manifold to avoid any delay in connecting hoses. 
LOADING: The oil loading operation from the F. A. Davies to the 
loading tanker will be controlled by VHF radio voice communication 
between the Mooring Master on the loading tanker and the F. A. 
Davies, All operations including switching of tanks and topping off 
must be directly and personally supervised by a ship's Officer. The 
max. rate of loading will be 65,000 b.p.h. 

Upon being informed by the loading tanker’s personnel that the 
tanker is ready to start loading, the Mooring Master will request the 
loading operation to proceed according to a previously agreed plan 
with respect to start-up rates, max. loading rates and topping-off 
rates, Need for emergency shutdown of loading aboard the loading 
tanker must be communicated via VHF from the loading tanker to 
the FSV. No remote control shutdown device is provided to effect 
shutdown of loading from the loading tanker. 

In the event of the failure of the VHF communications system, the 
loading tanker will sound five long blasts on the ship's whistle. 
Loading will be stopped and will not be resumed until communica- 
tions have been re-established. 

BALLAST: Due to the exposed location of the berth, tanker should 
arive with adequate clean ballast for safe handling, having due 
fegard for existing weather and sea conditions. Masters should 
contact Zuluf for advice on an appropriate ballast draft and weather 
conditions at the loading facilities. Aramco is particularly interested 
having vessels complete the deballasting operation promptly after 
terthing in order to minimise time at berth. Simultaneous loading 
id deballasting is encouraged on properly equipped vessels. 
Owners/Operators or charterers of vessels requiring time to deballast 
"excess of what Aramco considers standard will be so notified by 
letter with a copy of letter to the Master. 

CONSTANT READINESS: When moored at the SBM vessels 
re maintain engines and propulsion machinery in readiness to 
*ave under full power on short notice. Steam turbine vessels to have 
awtomatic gear in astern operation position. When unmooring, 
engines should be warmed up in astern position. No repairs are 
feed which would interfere with this requirement. Violation of 

'srule will entail towage from the berth at the vessel's expense and 
He or will not accept responsibility for the resultant delay to the 
DEPARTURE: Upon completion of loading, documentation pro- 
phd and removal of hoses, the loading tanker will be unberthed, 
é mally with the assistance of at least one mooring launch. It is 
pst that tankers will unmoor without assistance from the 

a launches in adverse weather conditions. 

oo from the SBM the “pick-up” ropes are taken to the 

that and the weight is taken off the strops. The strops are un- 

tanks ed from the chafing chains and the ropes are slacked as the 

cut Soy out of the berth. The ends of the “pick-up” ropes are 
ott and float free to await the arrival of the next vessel. 

00 completion of unmooring, the tanker will make alee and the 
ng facility equipment will be transferred to the mooring launch 

Mooring Master will disembark. 
ee will then proceed to the anchorage to await cargo 
x ponte and final clearance by Aramco, or depart if final clear- 

as been given by Aramco. 


ae 


SENEGAL 


MEDICAL: No medical facilities are available at Zuluf. Emergencies 
should be handled by Ras Tanura Port Doctor (Quarantine Officer). 
The Aramco radio station, HZY, may be used without charge by 
vessels at sea to obtain medical advice at any time. 

FRESH WATER: Not available. 

FUEL: Not available. 

REGULATIONS: The Saudi Arabian flag must be flown from the 
foremast while vessel is in the coastal waters of Saudi Arabia. Such 
flags are available for loan and may be obtained from the Mooring 
Master. The Saudi Arabian flag is properly displayed when the 
writing appears on top and the swords at the bottom. 

Importation and/or use of liquor or contraband items, or trafficking 
in such items, is absolutely prohibited. The Saudi Arabian Govern- 
ment rigidly enforces these regulations and penalties are severe. 
In the event of violation, considerable delay to the vessel involved 
could occur. 

SHORE LEAVE: Crew members of loading tankers are not allowed 
to leave their vessels. 

SERVICES: Crew changes, mail delivery, spares, etc., should be 
performed at Ras Tanura when passing in ballast or calling for 
bunkers. 

TERMINAL OPERATOR: Arabian American Oil Co. 


Senegal 


DAKAR: 14.40 N. 17.26 W. 


PORT LIMITS: North: from the point of Bel-Air by a parallel from 
North East of the N.E. Jetty of the harbour, to 1 mile North East by a 
meridian passing 2,900 metres East of the Round-Point determined 
by the crossing of Felix Eboue and Avenue de la Jetee Nord and by 
the parallel passing 2,060 metres North of Goree Island. 

East: By the meridian passing 1 mile East of Goree. 

South: By a line joining the Cape Manuel from the South point 
of Goree prolonged until it encounters the meridian passing 1 mile 
East of Goree. 

DOCUMENTS: 

5 Crew Lists. 

2 Lists of Vaccinations. 

6 Lists of Passengers in Transit. 

6 Lists of Passengers Disembarking. 

4 Lists of Crew Personal Effects. 

4 Lists of Ship's Stores. 

1 Maritime Declaration of Health. 

2 Lists of Ports of Call. 

5 Ship's Report Inwards. 

1 Hatch List. 

PILOTAGE: Pilots meet vessels off the North point of the island of 
Gorée in a naturally sheltered area. 

RESTRICTIONS: During the rainy season, ali vessels with a 
draft of more than 32 ft. 6 in. could be delayed due to the effects of 
swell to stay at anchorage in outer-roads and await meteorological 
conditions permitting their entry into the harbour. 

Use of whistle signals to call Pilot is forbidden between 2200 and 
0600 hours. The harbour area is dredged to a depth of 10 to 11 
metres. 

MAX. SIZE: Ships of 33 ft. draft are able to enter at all stages of the 
tide by day and night. Vessels up to 36 ft. draft may enter at high 
tide except possibly during the stormy season, between mid August 
and mid October. 

HEALTH: Health Officials board vessel immediately after berthing 
alongside. For passenger vessels, these formalities are effected 
before berthing to avoid delays. Vessels at sea may obtain medical 
advice by VHF via Dakar Radio. 

Inoculation/Vaccination can be arranged through Agent during 
weekdays. 

Free pratique can be granted via radio by Agent, by using Inter- 
national Code Words “MIBDU/MIJMA". 

VHF: The Port Captain's Office, pilot station and tugs are equipped 
with VHF, with the following channels: Channel 16 used by vessels 
approaching to contact pilot station or Port Captain's Office; Chan- 
nel 12 used during manoeuvres for communications between Pilots 
and tugs; Channel 6 used only by the tug station. 

TUGS: Operated by a private company, 4 tugs available up to 
2,000 h.p. Compulsory for loaded tankers. 

BERTHING: 9,000 metres of quay length available of which more 
than half has depths of 8 to 12 metres alongside. 

Mole D'Escale: 6 berths, depth alongside 10 metres, can be used 
for vessels refuelling simultaneously with cargo operations. 

Pier 718 Phosphate quay (Pechiny). 215 metres long, max. draft 
of 25 ft. 7 in., loading average of 200 T/hour. 

Pier 52 Phosphate quay (TA IBA). 170 metres long, max. draft 
of 36 ft., loading average of 1,000 T/hour. 

The South area has three wharves with a depth of 26-33 ft. 

Dock | is 460 metres long. 

Berth No. 12 Draft 26 ft. 3 in. 
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Dock III 
360 metres long. Max. draft of 32 ft. 10 in. 

TANKERS: The Petroleum Basin is dredged to a depth of 10 to 11 
metres. Two jetty berths can receive tankers up to 200 metres length, 
max. draft 32 ft. 6 in. Petroleum Wharf: 4 berths, depth alongside 
12 metres (depth in approaches 11 metres) can receive tankers up 
to 250 metres length with a draft of 36 ft. 

STEVEDORES: Normal working hours, weekdays from 0800 to 
1200 and from 1400 to 1800. Saturdays from 0800 to 1200. Overtime, 
week-days from 0500 to 0800; from 1200 to 1400; from 1800 to 2200; 
from 2200 to 0500. Holidays and Sundays from 0000 to 0500; from 
2200 to 2400. 

MEDICAL: Vaccinations: Possibilities from 0800 to 1200 and 
1500 to 1700. Sunday and holidays excluded. Doctors: All kinds of 
specialists available. Hospita/s: With qualified doctors and good 
equipment. 

FRESH \VATER: All quays are fitted with water hydrants. Water 
supplied by 3 hoses simultaneously, with a rate from 60 to 100 cubic 
metres per hour. Can also be supplied by barge up to 400 tons 
capacity. 

FUEL: All grades can be supplied from the quays up to 1,000 tons 
per hour. Fuel can also be supplied by barge. Also see “Shipmasters' 
Report”. 

REPAIRS: All types of repair can be effected by the Naval Arsenal 
or by private companies. 

DRY DOCK: At the Naval Arsenal, one dry dock length 189 metres, 
width 23 metres, depth up to 9.50 metres. 

REPATRIATION: Seamen can be repatriated to Europe without 
delay by air. 

AIRPORT: International airport with regular services to Europe. 
TELEPHONES: All berths are equipped with telephone apparatus 
which is placed on board vessels without charge. 

HOLIDAYS: New Year (ist January); Tabaski (Variable Date); 
National Day (4th April); Easter (Variable Date); Labour Day (ist 
May); Ascension Day (7th May); Whit Monday (Variable Date); 
Maouloud (Variable Date); National Day (14th July); Assumption 
(15th August); All Saints’ Day (ist November); Korite (Variable 
Date); Christmas (25th December); 

SHIPMASTER'S REPORT: With a draft in excess of 15 metres 
it is not possible to anchor in the inner roads due to the swell. The 
swell is worst from July to October (rainy season). 

The Pilot directed us to an anchorage half a mile North-east of 
|. de Goree but in my opinion it is a little too close. However, the 
nearer a vessel can anchor North-east of Goree the better. The 
holding ground is very good. 

itis possible to talk to Mory Fuel Company direct on VHF Channel 
2. They have a barge which is able to deliver fuel oil and diesel oil, 
capacity 500 tons. 

Three tugs available, be sure to order one well in advance before 
completion of bunkering or the vessel may have to wait. Bunkering 
undertaken day and night. 

AUTHORITY: Port Autonome de Dakar. 


AGENT: Socopao Senegal, 47 Avenue Albert Sarrault, B.P. 233. 
Tel. 26600/7. Telex 521-621-622. Cables “Freight Dakar”. 


KAOLACK: 14.09 N. 16.06 W. 


DOCUMENTS: 
2 Crew Lists. 
2 Store Lists. 
2 Manifest pacotille (tobacco, wine, etc.). Agents deposit to 
Customs office. 
PILOTAGE: Pilot taken on board, and lands in Dakar. When 
paeene do not require tank-washing, the Pilot disembarks in road- 
stead. 
ANCHORAGES: Sufficient for three vessels only. About six 
metres deep. 
RESTRICTIONS: Night navigation forbidden in river Saloum. 
MAX. SIZE: Length 105 metres (because of river Valor). 
HEALTH: Agent signals to Harbour Master. Provisionally vessels 
quarantine in Dakar. No hospital. 
TUGS: No tugs. (Only from Dakar.) 
BERTHING: Signalled by flag when berth available. Vessels enter 
at flood tide so that they can turn at anchorage to be ready for sailing. 
MEDICAL: Yellow fever vaccinations only at Dakar. No hospital 
facilities. 
DENSITY: August to December: sea water. January to July: 1°55. 
FRESH WATER: Available at ten tons/hour. 
FUEL: None available. 
GANGWAY/DECK WATCHMEN: Arranged by Agent. 
OPENING/CLOSING HATCHES: By stevedores. 
CUSTOMS ALLOWANCES: Tobacco, No restrictions, but Cus- 
toms control on board (declaration on manifest). Crew going ashore 
only allowed cigarettes marked “Vente au Senegal". Wine and/or 
Spirit, Not limited, Customs controlled. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: None (Dakar only). French Consulate Agent: Mr Jean 
Guillemot. UTRAM. Tel. 87. Telex Mafic 781 SG. 
REPAIRS: None (only Dakar). 
REPATRIATION: Not possible (Dakar only). 
AIRPORT: None. 
TIME: GMT Permanent. 
HOLIDAYS: Independence Day (4th April) no loading. Tabasky 
(dependent on moon phase). 
FIRE: Fire Tel. 324. 
TELEPHONES: Not possible to place on board. 
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SHORE LEAVE: Crew members allowed ashore. 
REGULATIONS: Vessels must hoist Senegalese flag ang 
Agent before entering port. “i 
AUTHORITY : Harbour Master Tel. 92. 


AGENT: See “Dakar”. 


Seychelles 


PORT VICTORIA, Mahe: 04.37 S. 55.28 E. 


DOCUMENTS: 

Health Certificate - forms obtainable from Medical Officer, 

Deratisation Certificate. 

5 Crew Lists and Passengers’ Lists. 

Dangerous Cargo List. 

Ship's Register. 

Crew Declaration Form. 

Declaration of Stores. 

Parcels List. 

Firearms List. 

List of Animals remaining on board. 

Un-manifested Cargo List. 

Cargo Manifested. 

PILOTAGE: 24 hours notice, giving draft and length. Telegrap 
address “Harbour Master’’ through Cable & Wireless (on 6 
schedule 500 kc/s. and 8714 megs.) Schedule published in fy 
List, VHF to be installed 1974 (Channel 16). Pilot boat: whites 
with blue cabin, flies ““H" flag. Signals for Pilot: “G" by flag an 
whistle, and by night G" by morse. Pilot boat stationed ashor, 
proceeds to sea to meet approaching vessels 5 cables Nor. 
St. Anne Island. Pilot can board in any weather. While awe 
Pilot, vessel can anchor in any suitable anchorage in approach 
harbour. Pilotage compulsory for vessels over 150 tons net ents 
Inner Harbour. From beginning of 1974 vessels should call "® 
Office’ on VHF Channel 16 two hours before arrival between 
and 1800. Between 1800 and 0700 the station may not be manne 
ANCHORAGES: (1) Anchorage A. In depth of 66 to 72 ft,é 
sand and shells. Good holding, 9-75 cables, 058 degrees from Vic» 
Lighthouse. 

(2) Anchorage B. In depth of about 64 ft., sand and coral, Gs 
holding, 8:25 cables, 074 degrees from Victoria Lighthouse, 

(3) Anchorage D. In depth of 78 ft. coral and sand. Good holt 
3 cables, 048 degrees from Victoria Lighthouse. 

(4) Anchorage E. In depth of about 78 ft., sand and shells, G 
holding, 1:25 miles, 0895 degrees from Victoria Lighthouse. S$» 
tankers and large vessels anchor outside the Fairway Buoy inr 
suitable anchorage. The Master should always contact Port 0f 
for anchorage instructions if not familiar with harbour. 
RESTRICTIONS: All shipping movement in Inner Harbor: 
take place during daylight hours only. In Outer Harbour, % 
movement at discretion of Master. No tide restrictions. 
HEALTH: “Q" Flag or international red over white. Medical 0% 
boards vessels at anchor and before entering Inner Harbour. 
Lists with vaccination dates against smallpox, yellow fever® 
cholera if vessel from infected places. Health clearance give! 
Port Victoria only. Hospital facilities available. Vessels proces 
to the inner harbour may be disinfected. 

RADIO: Cable and Wireless, Port Victoria, Mahe. Call sign 20 
Post Office equipped with VHF. 

TUGS: None. 

BERTHING: Due to limited space no berth can be reserved 
alongside or at anchorage. All assistance given to position 
ship in best available place. 

STEVEDORES: ETA advice required two to three days be 
ship's arrival in port. Loading and Discharging: General Ce 
average 8 to 10 tons per hour per gang (subject weather condi 
Bagged Cargo: average 10 to 15 tons per hour per gang (sul 
weather conditions). 

TANKERS: Usual safety requirements. Maximum length # 
No night discharge at present. Discharge line 6 inches. 
DENSITY: Average 1025 at all states of tide. 

FRESH WATER: In good supply. By mains when alongside? 
steel barges when at anchor. All water supplied is chlorinated. 
special steel water barges with capacity of 100 and 80 tons each® 
pumping capacity of 40 tons an hour per barge. 

FUEL: Marine diesel, viscosity Redwood 42 secs. at 100°F. Gs 
viscosity Redwood 35 secs. at 100°F. Due to limited stock," 
advisable to give one week's notice, preferably through Shell !® 
national, London. 

DEVELOPMENTS: New harbour nearing completion. New 
to accommodate one vessel of 50 ft. draft and one tanker or ce® 
carrier of 400 ft. long. Inner harbour will be provided with ligt 
facilitate night navigation. Lighthouses constructed on Outer|s#* 
New harbour tug may be acquired in 1974/75. 
GANGWAY/DECK WATCHMEN: Customs Officer on duly® 
times if vessel is discharging cargo. 

OPENING/CLOSING HATCHES: Normally carried out by * 


dores. 

CUSTOMS ALLOWANCE: At Custom Officer's discretio®’ 
fixed allowance. 

CARGO GEAR: No local safety regulations required for cargo” 
All cargo slings and gears supplied by ship. 
IDENTIFICATION CARDS: Not required. 


SULS: French, Mr Andre Delhomme, Le Chantier, PO Box 69, 
a] con ‘, Mahe. Tel. 2253. 
etheriands, Norway, Sweden, Denmark, Finland and Iceland, 
yy Harold Hunt, Port Victoria, PO Box 83, Mahe. Tel. 2353. 
gepAIRS: Only minor repairs to deck: gas welding, pipe bending, 


pay pocKS: None. bs elder: 
sEPATRIATION : Crew changes for British ships and nationalities 


ed. Repatriations for same by Agents. 

vapor: In Geerihion. Several flights weekly. 
TIME: GMT plus four hours, throughout year. 
HOLIDAYS: Public and Estate: New Year (ist and 2nd); Good 

day; Easter Monday; Official Anniversary of the Birth of the 
sovervign (8th June); Corpus Christi (15th August); Saints day 
November 1st)); Immaculate Conception (December 8th); Christ- 
‘sss Day (December 25th). ; ; 

LEPHONE NUMBERS: Police 2011 ; Fire 2555; Ambulance 2555. 
Atelephone is placed on board ships alongside for a fee of Rs. 25/- 
nda daily rate of Rs. 5/-. ; ~ 4 
gERVICES: No tank-cleaning equipment, no facilities for dis- 
charge of tank washing, no compass adjusting, radar or radio 
wgineer available for small repairs. 
SHORE LEAVE: All members of the crew are allowed ashore. No 
nit to shore leave. 
DELAYS: Berthing: limited berth, adverse weather conditions. 
(eading or discharging: weather conditions. Bunkering: space 
gongside and weather conditions. 
AUTHORITY: Port Manager/Harbour Master, Port & Marine 
Department, Victoria, Mahe. 
AGENT: The Union Lighterage Company Limited, PO Box 38, 
Wahe, Seychelles. Tel. 2424 and 2425. Telex Unilight SZ 219. Cable 
sidrass: “Lighterage Mahe Seychelles.” 


Sierra Leone 


FREETOWN: 08.30 N. 13.14 W. (See Plan) 


DOCUMENTS: 

5 Crew Lists. 

§Ports of Call Lists. 

5 Passengers in Transit Lists. 

5 Passengers Landing Lists. 

{Crew Declaration (signed by Crew Members). 

1 Store List. 

{Arms Ammunition List. 

1 Port Health Declaration. 

1 Vaccination List (smallpox, cholera and yellow fever). 

Port Health Declaration, Crew Declaration Form and Arms and 
Ammunition List, all special forms, which obtained from boarding 
party or, if required, mailed in advance to ship's owners. 

‘for vessels working cargo (discharging) : 

(2) From each port of loading, by air mail to vessels Agent: 8 
copies of Cargo Manifest, 1 copy of Freighted Manifest. 

(0) On arrival: 4 copies of Cargo Manifests, 1 copy each Bill of 
lading (non-negotiable). 

Note: Customs and Port Authority insists on documents in English, 

ind that Manifests should show weights and measurements. Non- 
compliance with these instructions places vessel's Agent in difficult 
position, and vessel may not discharge without payment of fine. 
LRequired by Port & Stevedores for vessels working cargo: 4 copies 
mate Plan, 4 copies Hatch Lists. 
PILOTAGE: Vessels can enter and leave port anchorage without 
Pilot, Pilotage only compulsory for vessels berthing alongside Queen 
Slizabeth 2nd Quay or Kissy Oil Jetty. Upon Master's request, Pilot 
wailable at Fairway Buoy with 24 hours notice. Normally only at day- 
‘ght hours. Port entrance is between Cape Sierra Leone to South 
ind Fairway Buoy to North. Is approximately 1 mile wide and mini- 
num draft 36 ft. To West harbour is protected by sand shoals, 
tearest to entrance is O'Farrell Shoal about 14 mile North of Cape 
letra Leone, 

Pilots board from a launch painted black, with white super- 
Structure, with letter “P" on each bow. 

Aberdeen Signal Station will give an anchorage to every vessel 
mat or, if a vessel is berthing on arrival, will advise where the 
.'0tis boarding. This is normally off the quay. The Signal Station 
's equipped with VHF, standing-by on Channel 16, switching to 

mee for communication. 

L Pilot Office, Queen Elizabeth I! Quay, is also equipped with 
és , Standing-by on Channel 16, switching to Channel 12 for com- 
Pray The Port Operations Manager is available on this link. 
low HORAGE: With Falconbridge Point Beacon bearing as fol- 
pn (all bearings true): Note: Falconbridge Point Beacon circular 
tower 8 ft. high, painted white with two horizontal black bands; 
_ ‘Twhite every 2 seconds. 


Bearing Distance 
Anchor Berth (T) (Cables) 
E.3 138 10.5 
E.4 154 9 
E.5 180 8 
E.6 207 8 
F.5 136 7 
F.6 154 6 
FT 184 5 


SIERRA LEONE 


Bearing Distance 

Anchor Berth (T) (Cables) 
.8 210 5 
F.9 232 7 
F. 10 242 9 
F.11 249 11 
G.1 99 15 
G.2 100 12 
G.3 104 7 
G.4 126 3 
Het 184 2 
H. 2 234 3 
H.3 252 5 
H. 4 258 7 


With Cline Point bearings as follows 
(T) ae in cables. 
Ps | 


232 5:5 

D.2 253 7 

D.3 253 3 

D.4 273 5-5 

C.1 244 4 
With Kissy Oil Jetty bearing as fol- 
lows (T): 

B.2 235 1 mile 


No draft restriction at anchorage, also no length and beam restric- 
tions and vessels can arrive and sail any hour day and night. 
RESTRICTIONS: Only draft, recommended maximum 48 ft. at 
5 hours flood tide. 
HEALTH: Pratique by radio or on boarding. See “Agents Cable 
Requirements". 
RADIO: Watch maintained on 500 kc/s from 0700 to 2100 GMT on 
week-days and 0800 to 1000 hours and 1600 to 1800 hours GMT on 
Sunday, Christmas Day, Good Friday and other holidays. 

Time GMT _ VPU freq. Search-band for reply 


1230-1245 17175 16708 to 16748 kc/s 
1330-1400 6411 6265-5 to 6280-5 kc/s 
1600-1630 13042-5 12531 to 12561 kc/s 
1800-1830 13042:5 12531 to 12561 kc/s 
1939-2000 8710 8354 to 8374 kc/s 
On Sundays and other Holidays HF schedule as 
follows: 

0830-0900 0710 8354 to 8374 kc/s 
0930-1000 13042:5 12531 to 12561 kc/s 
1600-1630 13042:5 12531 to 12561 kc/s 
1700-1730 8710 8354 to 8374 kc/s 


Traffic lists broadcast at commencement of every HF schedule, and 
repeated at intervals during schedule. 

Ships' Radiotelephone and Harbour Service: Watch kept on 2182 
kc/s for casual R/T traffic from 0730 to 2000 hours GMT on week- 
days and 0800 to 1730 hours GMT on Sundays and holidays. Ships 
advised arrange calls in advance by W/T where possible order 
ensure called party available take call. Calls can be connected to or 
from any number on Freetown telephone exchange. Longer range 
contacts should be in 8 mc/s maritime band, frequency of VPU in 
this band being 8768-9 kc/s. 

Other Services: Navigational warnings broadcast on W/T. GTC 
beacon signals transmitted upon request. Spoken telegrams accepted 
at ordinary W/T rates on R/T. 

VHF: Watch is kept 24 hours on Channel 16, switching to Channel 26 
for communication. Calls can be connected to Freetown telephone 
exchange. Masters advised that fullest use should be taken of this 
service, particularly after office hours and during early hours of 
morning or late at night when no cable service available. 

AGENTS CABLE REQUIREMENTS: Masters requested cable 
ETA as early as possible. Following information required: 

(a) For vessels working cargo: 1 Discharge or Loading Hatch dis- 
tribution. 2 Gangs required. 3 If Explosives on board for Freetown or 
in transit. 

(6) For vessels bunkering: 1 Bunkers and water required. 

(c) For Tankers discharging: 1 Total Displacement. 2 Draft. 
3 Cargo particulars (quantity and grade). 

(d) For vessels embarking/disembarking krooboys: 1 If krooboys 
provisions required and for how long. 2 Cash requirements. 3 If ser- 
vice on arrival if arriving between 10 p.m. and 7 a.m., bearing in mind 
the high costs for Customs overtime and port service. 

(e) In general: 1 Cash requirements. 2 Water requirements. 
3 Medical attendance, if required on arrival. 

When ETA received and confirmed agent will cable vessel inform- 
ing despatch prospects and if not berthing on arrival, anchor berth. 

Note: For vessels returning to Freetown from round trip to coast, 
information should be cabled if any over-carried cargo, etc., to be 
discharged. 

TUGS: Two tugs available, Sewa (2,000 h.p.) which is sea-going and 
Fourah (1,000 h.p.). Both are twin-screw with diesel engines and 
are equipped for salvage having fire-fighting equipment and a10-ton 
derrick. Normally one tug used for berthing and unberthing opera- 
tions, but if necessary two. Charges for berthing and unberthing 
include use of one tug, whether required or not. Tugs' lines £3.50. 
BERTHING: All alongside berths: between hours of 0630 and 
2330. Kissy Oil Jetty: vessels of 15,000 tons and upwards, berthing 
flood-tide only. 

Queen Elizabeth Il Quay No. 1: Berthing length: no restriction; 
breadth: no restriction; maximum draft 31 ft. 6 in. At this draft vessels 
must be 180 ft. from steps East end of quay. Vessels up to draft not 
exceeding 24 ft. may berth as far east as steps. Unberthing not per- 
mitted from 1 hour after high water until 1 hour after low water. 
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Pilots may at their discretion, under favourable conditions, extend 
these times. 

Berth No. 2: As for Berth No. 1, maximum draft 31 ft. 6 in. 

Berth No. 3: Berthing and unberthing, length and breadth no 
restrictions. Maximum draft 31 ft. 6 in. No tidal restrictions. 

Berths 4, 5, and 6, Maximum draft 33 ft. 

Quay is equipped with 3 electric travelling cranes, the maximum 
lift being 5 tons. The port is not equipped with any heavy-lift equip- 
ment. Produce is loaded from both berths and transported by 
trailers to ship's side from shipper's shed, close to port area. Facili- 
ties for loading Palmkernel Oil available only at Berth No. 1. 

Grain discharge facilities also only at Berth No. 1. 

Kissy Oil Jetty: Berthing and unberthing restricted as follows: 
length 600 ft. Pilots at discretion extend this length, taking into 
account mooring facilities on vessel being available. Breadth no 
restriction. Maximum draft 32 ft. Jetty restricted to 30,000 tons dis- 
placemeiit. Regulations: 18,000 tons to 30,000 tons displacement 
must berth bows West at slack water or when flood tides does not 
exceed 2 knots at approach route and alongside jetty. 15,000 tons to 
18,000 tons displacement berth slack water or anytime during flood 
tide, must berth bow West. 15,000 tons displacement or less any- 
time during flood or ebb tide, bows East or West. Ship's anchor 
must be used for all vessels. 

Pilotage also undertaken to and from Kissy Cold Store Jetty, a 
private jetty, but pilotage not compulsory. 

Kissy Cold Store Jetty: Berthing or unberthing (daylight hours 
only) maximum length 270 ft. breadth no restriction. Weather must 
be calm, no swell in harbour, no wind of more than force 2 to 3. 
Maximum draft 14 ft. 6 in. These vessels can be berthed under less 
favourable conditions at Pilot's discretion. Berthing and unberthing 
only 1 hour after high water. 

During discharging and/or loading, Customs Officers, normally 2, 
as well as 2 Port Authority Discrepancy Clerks (only when dis- 
charging) will be on board. In accordance with regulations same 
should be provided with food during normal meal hours. Recom- 
mended that vessels provide food in order not to encounter unneces- 
sary delays. 

Loading of Transhipment Cargo: Due extremely lengthy procedure 
and consequently high cost in having transhipment cargo released 
and brought alongside ready for shipment, officers requested 
accept this cargo (when consisting of a small number of packages) 
immediately upon its release from Custom's Warehouse order 
minimise transhipment expenses. 

Sherbro River: Anchorage daylight only. Length of vessel up to 
470 ft. Breadth, no restrictions. Max. draft, 24 ft. 6 in. 

The Channel between Buoy Point and Yangsai Tree must be 
navigated only during period two hours to high water, and on a 
rising tide, buoy point being area which restricts draft. Bagru River 
Anchorage Buoy 8, length and breadth unlimited. Maximum draft 
24 ft. 6 in. Limitations as regards vessel's dimensions, drafts and 
times at which movements may be carried out should not be deviated 
from without prior permission of the Harbour Master. 
DANGEROUS CARGO: Dangerous cargo, explosives, small arms, 
ammunition, must not be unloaded either alongside or into lighters 
unless Port Authority has been notified on approved form, and has 
given permission for cargo to be discharged. Vessels should cable 
Ee arrival if dangerous cargo for discharge on board. 

IGHTERAGE: Sierra Leone Ports Authority operates lighter fleet, 

presently 2 lighters, 1 pontoon and 2 tugs for handling. Lighters 
mostly used order minimise berthing delays and generally only bulk 
cargo such as sugar in bags, etc., discharged by lighters. Lighterage 
effected 24 hours a day at anchorage, and capacity each lighter 
about 100 tons/5,000 bale. Lighterage fleet operated from former 
lighterage quay east of Queen Elizabeth II Quay. Lighterage will take 
place only at discretion of Port Manager, and condition of the 
lighterage fleet is rather poor. 
STEVEDORES: (See “Agents Cable Requirements") ETA as 
soon as possible. Discharge/loading hatch distribution. Gangs 
required. Bunkers and water requirements information re explosives. 
For tankers discharging —- total displacement and draught. Work 
ashore undertaken by Sierra Leone Ports Authority on cargo quay, 
Queen Elizabeth I! Quay, whilst work on board as well as dis- 
charging and/or loading to or from lighters at stream undertaken by 
Sierra Leone National Shipping Co., stevedoring division. 

Working hours alongside quay: Total hours: from 0800 to 2200 
hours. Normal working hours from 0800 to 1200 hours, from 1300 to 
1700 hours, Saturdays: from 0800 to 1200 hours. 

No meal-break but the hour 1200 to 1300 counts overtime. 

Working at Stream: Discharging and/or loading to or from lighters 
effected 24 hours a day. Gangs can be arranged at anytime between 
0730 hours and 1800 hours week-days. On Sundays and holidays 
work must be arranged on the previous day. 

MEDICAL: Hospital facilities available. 

TANKERS: No special requirements. One berth, maximum length 
600 ft. (may be extended by arrangement with Pilot). Maximum draft 
32 ft. Maximum disp. tonnage 30,000. 

DENSITY: 1018 to 1025. 

FRESH WATER: Queen Elizabeth Quay 30 tons per hour; Water 
barge 30 tons per hour; Kissy Oil Jetty 12/15 tons per hour. 

FUEL: Most grades 12 hours. 

BUNKERS AND FRESH WATER FACILITIES: Each berth 
(Queen Elizabeth !| Quay) gives opportunity for bunkering, sup- 
pliers Shell and Mobil, and also supplies fresh water. Vessels can 
also take bunkers and water at Kissy Oil Jetty as well as ex. barge. 
Fresh water ex. barge and on quay supplied by Ports Authority and 
3 barges of 110/130 tons capacity available. Bunkers barge supplied 
by Texaco/Caltex/BP, by two barges, each with capacity about 700 
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tons d.w. Delivery rate for bunkers about 150/200 tons an hy 
water between 20/35 tons. ie) 
GANGWAY/DECK WATCHMEN: Strongly recommended, 
able through Agent. & 
OPENING/CLOSING HATCHES: By stevedores, exce 
cal hatches. 
CERTIFICATES: 
Ship's Register. 
Deratisation Certificate. 
Deck Passengers Certificate. 
Radio Certificate. 
CUSTOMS ALLOWANCES: Tobacco, 40 cigarettes or), 
tobacco. Wine and/or Spirits, } bottle of spirits. Master ~200 cigar 
and one opened bottle of spirit. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 
Liberian, tel. 2322 
U.A.R., tel. 2224 
U.S.S.R., tel. 3991 
Ghana, tel. 3461 
Holland, tel. 5340 
Sweden, tel. 6208 
Norway, tel. 6208 
Denmark, tel. 6208 
Ivory Coast, tel. 3983 
REPAIRS: All repairs if spares supplied. 
DRY DOCKS: No dry docks in Freetown. Slipway of 50» 
capacity. 
REPATRIATION: Can be arranged. 
AIRPORT: By bus and ferry to Lungi Airport, one hour jour 
Served by regular airlines. 
TIME: GMT throughout year. 
HOLIDAYS: Several religious and anniversary holidays. Porty 
every day except Good Friday and Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 3001; Ambulance » 
Fire 2001; Emergency for all above No. 009. 
TELEPHONES: Not available for placing on board. 
GENERAL: Always confirm time of entering harbour with; 
Aberdeen Hill Signal Station to ensure turn for berthing. Dry 
should be indicated. 
SERVICES: Tank cleaning. Tank and hull scaling. 
SHORE LEAVE: Allowed. 
DELAYS: Berthing, loading or discharging — up to 2 days. Bus 
ing - up to 12 hours. 
AUTHORITY: Sierra Leone Ports Authority, Queen Elizabe 
Quay, Cline Town, Freetown, Sierra Leone. Tel. Freetown 
Cables ‘‘Portman, Freetown." 


AGENT: Sierra Leone National Shipping Company, PO Bat 
peers; Sierra Leone. Tel. 5637. Telex 273. Cables “Leong 
reetown”. 
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Lebanon, tel. 3513 
British, tel. 3961 
Chinese, tel. 3636 
French, tel. 2477 
German, tel, 2511 
Guinea, tel. 2331 
Italian, tel. 3895 
American tel. 4451 


PEPEL: 08.34 N. 13.04 W. 


On Sierra Leone River, 15 miles upstream from Freetown. Appr 
Channel between Freetown anchorage and Pepel is fully buoyet! 
night navigation. 

DOCUMENTS: See “Freetown”. 

PILOTAGE: Private pilotage undertaken by mining Compe 
Pilots who board Freetown anchorage, 48 hours ETA requ 
cable ‘Mags Freetown Sierra Leone", giving ETA Fairway te 
quantity water/fuel required, asking free pratique, and if Pil! 
quired to Freetown anchorage. 

ANCHORAGE: See "Freetown." 

RESTRICTIONS: Draft only, decided at discretion of bet 
master. Entry daylight hours only. Channel between Pepe? 
Freetown is now deepened so that depth in channel is 38 ft? 
height of tide. According official tide tables, range of high tite 
from approximately 7 ft. to 11 ft. above Admiralty Chart Datum 
MAXIMUM SIZE: Length 840 ft., beam 128, depth water 38 fp 
height of tide which ranges from 7 to 11 ft. above Chart Da 
September to December additional draft restrictions due chi 
silting. 

HEALTH: See Freetown. 48 hours advance warning for free prae 
TUGS: Not used. 

BERTHING: Milton Margai Pier only. Loading up to 3,000 ton! 
hour according to size of vessel. 

New dolphin mooring system installed to permit handling # 
ships. Depth alongside 45 ft. 

Shiploaders maximum boom height when in horizontal pos 
is 71 ft. above Chart Datum, with maximum outreach 87 ft 
berthing line. Loading rate now increased to 4,000 tons per hoe 

Under the new conditions, limiting dimensions for ships (# 
must be equipped with satisfactory mooring equipment): L# 
overall 840 ft. Moulded breadth 128 ft. 

Allowance must be made for safe navigation, permissible s# 
draft of all ships will, as at present, remain absolutely at disc® 
of Berthing Master at Pepel or his deputy. It is possible that * 
during the months of September to December an addition@ 
allowance will have to be imposed by reason of seasonal silt? 
the channel, but it is intended to carry out annual main 
dredging. 

Company will be prepared to consider acceptance of ships ne 
dimensions in excess of those above but only after specific 
of fully detailed plans of each ship concerned and, in any @ 
in excess of dimensions Length overall 870 ft. Moulded breadth 
Moulded depth 73 ft. 
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ing displacement 63,000 tons on an even keel ballast draft of 
#. forward and aft on berthing. 
5 yEDORES: Available. 
ste H WATER: Available, 48 hours notice required. 
pres! Limited supplies available, 48 hours notice required. 
AE RAL: See Freetown for all general information. 
1 —£: GMT throughout year. 
TELEPHONES : None available. 
RE LEAVE: Not allowed. Customs and Immigration regula- 
s prohibit any member of crew from disembarking at jetty or 
works. 
DELAYS: First come first served. 
THORITY/AGENTS: Mining & General Services Ltd., PO Box 
" Freetown. Tel. Freetown 4427; Telex Freetown 226. Cables 
fags". Lloyds Agents. 


Singapore 


SINGAPORE (incl. Jurong, Pulau Bukom, Pulau Ayer 
Chawan, Sembawang and Tanjong Penjuru): 01.16 N. 


103.50 E. 


DOCUMENTS: 

4Ships Passenger Lists. 

{0 Crew Lists. 

5 Cargo Manifests. 

Customs Declaration of duty free liquor and tobacco Form (C and 

E117) to be furnished by Master to Customs boarding officers. 
Waster, mate, or authorised officer required to furnish information 
asked for by Officer i/c of Customs Boarding Party for Boarding 
Officer's Report (this only required if ship is to be searched). 
immigration: Four copies Crew List and two copies each of Disem- 
parking and Through-passenger Lists on arrival. At departure, two 
copies Crew List and two copies Passenger List. 

Declaration regarding presence on board of any stowaway, 
unauthorised person and/or repatriate. 

Marine: All vessels: General Declaration on arrival or departure. 

Port Health ; Entry Declaration. Deratisation or Exemption Certificate. 
Vaccination Certificate requirements — Cholera: from infected local 
areas, except children under 1 year of age. Smallpox: from all coun- 
tries, except children under 1 year of age if they arrive from a non- 
infected area or under 6 months of age if they arrive from an infected 
area, 

Note; Additional measures may be applied to unberthed passen- 
gers if ship comes from infected port or a port in free communication 
with infected areas. 

Crew Lists. Passenger List. 

PSA (The Port of Singapore Authority): Arms and Explosives, and 
Dangerous Goods and Petroleum Declaration. 
TRAFFIC LANES: 

|, The Sisters Channel defined as the navigable water contained 
between Sisters Island and West St. John's Island, extending from 
aline joining Beacon 15 (Terumbu Selegi) to the Northern end of 
Pulau Tekukor, and along the navigable channel margins projected 
‘angential to the Eastern side of the Southern Sisters Island and the 
Western side of West St. John's Island until they meet a line joining 
the Southern extremity of West St. John’s Island to Beacon No. 45, 
isdesignated an Inwards Channel Only. 

2 The Middle Channel defined as the navigable water contained 
tastwards of a line projected in a 131° direction from the charted 
position of the Sisters Buoy, to where it meets a line joining the 
Southern extremity of West St. John's Island to Beacon No. 45, 
thence along that line Eastwards, to where it intersects a line lying 
a 131°-311° direction drawn through the charted position of a 
shannel buoy laid in position bearing 266° at one mile from S.W. 
titremity of Southern Sisters Island. Thence 311° to the Southern 
limit of the Alternative Quarantine & Immigration Anchorage, thence 
dong that limit to the charted position of the Sisters Buoy, is 
designated an Inwards Channel Only. 

4, The Sebarok Channel defined as the navigable water contained 
Nestwards of a line projected in a 131° direction from the charted 
bosition of the Sisters Buoy to where it meets a line joining the 
omnes extremity of West St. John's Island to Beacon No. 45, 
Dine Westwards along that line to where it meets a line joining 
Pose Jong Trig. Station to Beacon No. 45, thence 313° to Pulau 
ote thence along a line extending from Pulau John Trig. Station 

h € charted position of the Sisters Buoy is designated an Outwards 
co, Only, except for those inward bound ships of such draught 
precludes their safe use of the aforementioned Middle Channel. 

. The Southern Fairway defined as the navigable water contained 
¥ fen lines joining Beacon No. 45 to the Southern extremity of 

'est St. John's Island, thence to Peak Island Light Beacon, thence 
Sout No. 39 in transit with Peak Island Light Beacon to the 

€mn port limit, thence Westwards along the Port Limit until 

i Pot No. 45 bears 313°, thence along that line to Beacon No. 45 
Deet Signated a fairway for vessels intending to enter or leave the 
tan the Sisters Channel, Middle Channel, or Sebarok Channel, 
ne from or to sea, or from or to the Eastern sector of the port. 
line ¢ Cuthern Fairway is to be considered sub-divided by a median 
xtending from the Western limit to the Eastern limit of the fair- 
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way. All Westbound vessels are to keep Northwards of the median 
line, all Eastbound vessels are to keep Southwards of the median 


ine. 
PILOTAGE: Compulsory in Keppel Harbour, including East 
Lagoon, the Western Sector and Sembawang from Johore Shoal 
Buoy to the Causeway. Contact Pilot with not less than two hours’ 
notice, telegraphic address “Singapore Port Operations”. Vessels 
requested to report ETA when within 20 miles of the port. VHF safety 
and calling, Channel 16; portinformation, Channel 12; Pilots, Channel 
20 and alternative Channel 12. 

Vessels approaching from West pick up Pilot in approx. position 

01° 12’ 24” N., 103° 51’ 30” E., and from East at approx 01° 13’ 4” N., 
103° 51’ 8” E. Vessels bound for Jurong can obtain Pilot at West 
durong Anchorage by calling ‘Jurong Control” on Channel 21. 
Pilot ladder required. 
ANCHORAGES: As indicated on BA Charts of port area. Note: 
Revision and realignment of anchorages is due; these will appear on 
the appropriate charts. Anchorage prohibited in vicinity of SBM 
moorings. 

Masters are required to notify Port Authorities of anchorage 
bearings after anchoring using reference positions: Fullerton 
Lighthouse - (Eastern sector). Tg. Rimau Light (Beacon 47a) - 
(Western sector) Sultan Shoal Lighthouse - Gurong & special 
purpose anchorage. This may be passed to Mt. Faber Signal Station 
in the form of bearing and distance from the above, using VHF 
Channel 12, visual signalling, telephone 76021 ext. 652 or 600, or 
through Agents. 

Ships changing their location within the port limits are also 
required to report their new positions. Ships leaving should report 
their departure time prior to leaving. 

MAX. SIZE: Length, no restrictions. Breadth, no restrictions. 
Draft, Keppel Harbour 33 ft. at zero tide; Empire Dock 28 ft. at zero 
tide; Jurong Wharves being dredged to 38 ft. at zero tide. 

Oil Installations: see ““Tankers" page 594. 

CLEARANCE: The Master of any vessel entering Singapore may 
apply for radio pratique to the Port Health Office through his local 
Agent, not less than 12 hours or more than 24 hours prior to arrival 
in Singapore. 

All applications should be accompanied by answers to the Port 
Health Questionnaire. 

Free Radio Pratique will not be granted in the following cases: 

(a) be with a case or suspected case of infectious disease on 

oard. 

(b) Vessels with a dead body on board. 

(c) Vessel which has visited plague-infected ports during the 

current voyage. 

(d) Passenger vessels, excluding cargo vessels with 12 or less 

passengers. 

The provisional pratique by radio is a quarantine clearance by the 
Port Health Officer on duty. The clearance permits a vessel to pro- 
ceed directly to berths or working anchorages and begin normal 
business activities without the inspection of the Port Health Officer. 

The granting of radio pratique clears the vessel only as far as the 
Port Health Officer is concerned, and it neither exempts the vessel 
from the requirements of other government agencies prior to com- 
mencing operations, nor a vessel from quarantine inspection and 
other control measures, subsequently deemed necessary by the 
Port Health Officer. 

Vessels wishing to communicate with the Port Health Officer 
should do so on VHF Channel 14. 

All ships other than gazetted mail ships, arriving within 5 days 
of departure from a cholera infected port, or within 14 days of 
departure from a smallpox infected port, or from a Vietnam port, 
should await health clearance at Quarantine Anchorage displaying 
appropriate signals. 

All ships with suspected infectious disease on board should radio 
information to Port Health Officer and await clearance at Quarantine 
Anchorages. All vessels upon arrival required to anchor in Eastern 
Principal Anchorage (alternatively Western Principal Anchorage 
during the N.E. monsoon, approx. December to March), unless 
Health and Immigration exemption has previously been granted. 
Vessels from non-infected ports can obtain free pratique. Vessels 
from infected ports must fly ‘Q” flag for Port Health. Vessels must 
also fly pennants 2 over 5 (alternatively 3 over 4 when there are 
passengers aboard) for immigration. 

Corresponding night lights red over white for Port Health and two 
green for immigration. Once vessel has been cleared by Port Health 
and/or Immigration she must proceed to allotted berth/anchorage. 
On sailing, unless exemption granted, vessels must return to 
Principal Anchorage for Immigration Clearance; 2 hours notice 
required of departure. 

The Port Master, Port of Singapore Authority has issued the 
following regulations regarding vessels requesting Immigration 
and Port Health Clearance: 

(1) All Masters, Owners and Agents are reminded that vessels 
when requesting Immigration and Port Health Clearance must 
anchor in the designated Immigration and Quarantine Anchorage 
and exhibit the appropriate signals. 

(2) The Senior Health Officer has advised that delays have occur- 
red due to ships not anchoring at the designated achorage or not 
displaying quarantine signals. 

(3) Failure to comply with the above may result in action being 

taken against the vessels. 
RADIO: Medium range (HF) telephone service is available con- 
tinuously and normally provides satisfactory communication up to 
a range of about 800 miles. Ships wishing to contact Singapore 
radio may do so on any of the following carrier frequencies: 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Call Frequency kHz 
Station sign Coast Ship Hours Remarks 
Singapore 9VG4 2182 2182 
Radio 9VG40 44349 4136-9 24 Call, reply and 
9VG8 6204 6204 safety 
9VG5 2760 2527 : 
9vG38 4364-7 40661 f 4 Working 
9VG43 8751-2 8217-2 


After establishing contact, the call will be booked and both stations 
will change to one of the following frequencies prior to connection 
with the Subscriber: 


Call Frequency kHz 
Station sign Coast Ship 
Singapore 9VG39 4377-4 4078-8 
Radio 9VG44 8757°6 8223-6 
9VG45 8799-2 8265-2 
VHF: 
Hours of 
Station watch Channel Functions 
Singapore 24 16 Calling and distress 
Radio Channel 
Singapore Port 24 12 Port information other 
operations than in Keppel harbour 
limits 
Berthing 24 20 Berthing/unberthing in 
control Keppel harbour limits 
only 
Singapore Port 24 20 Pilotage services and 
Operations information 
Bukom 24 19 Berthing/unberthing at 
operations Pulau Bukom and CBM 
Esso 24 5 Berthing/unberthing at 
operations Pulau Ayer Chawan 
and S 
Jurong 24 21 Berthing/unberthing in 
control Jurong wharves 
Sembawang 24 21 Pilotage services and 
control berthing/unberthing in 
East Johore Straits 
within Singapore port 
limits 
Waterboats 24 18 Supply of fresh water 
to vessels at anchor 
Public 24 24 For connection to 
correspondence Singapore Telephone 
Board 
Public 24 26 For Connection to 
correspondence Singapore Telephone 


Board 


Channel 22 is retained as an alternative for pilotage operations and 
ships should initially call Singapore Port Operations on Channel 20 
to advise their respective ETAs and/or relevant communications. 
TUGS: PSA operates 7 tugs - 6 of 1,100 bhp and 1 of 500 bhp. Three 
tugs of 3,000 bhp operational early 1974. Shell operates 2 tugs 
approximately 1,500 bhp. A number of privately owned salvage tugs 
make the port their base. 

Tugs join anywhere in port limits by pre-arrangement with Pilots. 
Normally ship's line used. All PSA and Shell tugs carry tow ropes 
for use if required. PSA charge for use of tow rope. 
BERTHING: Vessel's Agents should submit to Authority a 
Schedule A" (Application for Berth) giving overall length, maxi- 
mum draft alongside, ETA and ETD of, and list of dangerous cargo 
on board vessel at least 24 hours before berth required. 
CARGO-HANDLING FACILITIES: Vessels working only general 
cargo will normally be berthed at PSA Wharves in Keppel Harbour. 
Adjacent to these Wharves is the East Lagoon Container Port. 

East Lagoon Container Port: Length of quay, 3,000 ft. Depth 44 ft. 
at zero tide. Able to handle three large container vessels at one time. 
Four container gantries of 35 tons lifting capacity available. There 
is also a feeder berth for coastal vessels. Length of quay 700 ft. 
Depth 34 ft. at zero tide. 

Bunkering facilities available. Bunker fuel pumped at a rate of 
1,000 t.p.h. through 18-in. diameter mains. There are 11 outlets along 
the quay with 10-in. tap-offs. Marine diesel and fresh water also 
available. 

Sembawang Port: Situated on the North side of Singapore. PSA 
operate two berths at the stores basin. Length of berths Nos. 1 and 2, 
1,197 ft. Depth of water alongside 34 ft. at zero tide. The port is 
used extensively for loading bulk sawn timber and logs. 

Jurong Port: The port is a new bulk-handling facility to serve the 
Jurong industrial estate. The marginal wharf has five berths. Total 
length 3,000 ft. and depth 38 ft. at zero tide. 

The terminal has facilities for the discharge of grain (by elevator), 
sugar, fertilisers, cement, clinker, sulphur, etc. Shore bulk-handling 
cranes are used. 

The equipment includes a kangaroo crane conveyor, unloading 
capacity of 300 t.p.h. 

Two gantry type unloader cranes each with a capacity of 450 t.p.h. 
wer ee ore hopper/conveyor loading system with a capacity of 

t.p.h. 


594 


Grain silos with capacities up to 20,000 tons. 

Bulk grain suction-conveyor unloading system with discharge 
of 200 t.p.h. and loading rate of 100 t.p.h. ’ 
STEVEDORES: Labour should be ordered by 0900 hours fy, 
shift (1500 to 2300) on same day and by 1300 hours for 1st shite 
to 1500 hours) for next day, by 1100 hours for 3rd shift (2300 ts 
on same day. : 

No work is performed during meal hours, 1100-1200 and 183.9 
MEDICAL: When infectious disease not suspected, Permissigg 
be granted by Port Health Officer to Agent to take doctor on 
and remove the case, if necessary, to hospital. Preferably ag 
notice as possible. Several hospitals, General Hospital, Glen 
Mt. Alvernia. Cholera, smallpox, plague, etc., are not endent 
Singapore. 

TANKERS: Eastern and Western Petroleum anchorages o;; 
lations. Limited slop (residue) discharge facilities at Shei 
Bukom and Mobil, Jurong. Maximum i/d of discharge hose: ( 
Smoking not permitted during period tanker alongside PSA wh... 
Grades permitted for discharge along PSA wharves: (a) may 
diesel oil, (b) fuel oil. 
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Shell ‘ 
Pulau Bukom - 10 berths and conventional buoy mooring, | 
Max. 
Berth Draft Max. length displacement Remarks 
(m.) m.) (tons) 
1 9-75 173-7 33,000 | 
2 9-75 91-4 33,000 Continuous 
3 10-95 82:3 33,000 ( 
4 10-65 189-0 43,000 
5 12:20 193-6 45,000 
6 13-85 243-8 92,000 | 
7 11-30 185-9 65,000 ! 
8 10-95 230-1 65,000 | 
9 13-10 198-1 33,000 | 
10 15:15 243-8 84,000 min. length 
acceptable 
172-2 m. 
CBM 19:35 365-8 250,000 
Esso 


5.B.M.—A large orange coloured Single Buoy Mooring for dischy 
ing VLCC’s has been established at the western entrance to S 
Sinki, exhibiting a quick flashing orange light in position Lat.) 
51” N., Long. 103° 41’ 29” E., B. A. Chart No. 2165 and H. 0. 374) 
the sea bed, a submarine oil pipeline extends from the SBM tes 
southern shore of Pulau Ayer Chawan. A floating pipeline ext 
from the SBM for several hundred feet into the surrounding » 
The floating pipeline revolves around the buoy, and its directions 
the buoy at any time will depend on wind and tide. The floating) 
will be marked with a flashing blue light at its outer end from sux 
to sunrise. Mariners are advised to give the SBM a wide bertha 
times, and on no account to attempt to pass between the flast 
orange coloured light and the flashing blue light. 

Pulau Ayer Chawan 


Berth 1 length 82-4 m. draft 7-6 m. 

Berth 2 length 189-1 m. draft 10-7 m. 
Berth 3 length 225-7 m. draft 12:8 m. 
Berth 4 length 250-1 m. draft 15-9 m. 


Caltex 

Tanjong Penjuru - Two berths (No. 1 and No. 2) accommo 
vessels alongside up to 13:71 m. maximum draft. 

Mobil Jurong - Maximum depth alongside: 


Berth 1 14:3 m. LWOST 
Berth2 128m.LWOST 
Berth 3 6-7 m. LWOST 
Berth 4 6-1 m. LWOST 


B.P. Refinery 

Pasir Panjang - Three berths at refinery. Small jetty inside hat 
known as Jetty No.2 and can receive small vessels up to 1,000to® 
as water depth only 6-1 m. below ACD. 

No. 1 Jetty at South-west side of Tanjong Berlayer can act? 
modate vessels up to 33,000 tons at off-shore mooring where dre? 
channel 10-97 m. below ACD. Berthing cannot be effected forS@ 
of year due strong tidal currents. 

At Jetty No. 1A which is Northwards extension from Jetty 
trunkway, vessels up to 5,000 tonnes can be berthed; water 
7-62 m. below ACD. Simultaneous mooring of vessels at Je 
Nos. 1 and 1A not allowed as floating hose used to connect # 
No. 1 to ship at mooring buoys. 

There are slop reception facilities at Pulau Sebarok, adminis? 
by the PSA, and at Sembawang Shipyard. 
DEVELOPMENTS: Dry docks: Keppel: A new dry dock for ves® 
of 150,000 tons dwt to become operational in 1975. 

Mitsubishi Heavy Industries: are to develop a large shipyatt! 
the first phase a 400,000 dwt repair dock is planned. 4 
DENSITY: Usually between 1019 and 1022 unaffected by tit! 
temperature variations. Variation due to periodic heavy ru 
rain water. 

FRESH WATER: Good pure water available at wharves Ke? 
Jurong, Pulau Bukom and Mobil Jurong. Also by PSA Wat 
Shore supply through hoses (2¢ in. dia., approx. 20 to 25 tons? 
hour outlet). 

FUEL: All grades available alongside PSA wharves and ex insist 
tion, otherwise by barge. Marine diesel oil 40 sec. to 100 sec. 
fuel oil 700 sec. to 1,000 sec. Thinned fuel 433 sec. to 450 sec. 
fuel 200 sec. to 430 sec. 
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UTIONS: Normal precautions with respect to cargo 

Ane ee under repair, etc. Fire boats available, Oil companies 
Oren regulations at installations. 
we eWAY DECK WATCHMEN: Recommended, particularly 
GAN ds. Agents normally arrange. Cost varies. 
foatiG CLOSING HATCHES: Conventional 
ore ores. Mechanical hatches usually by ship's crew. 

TIFICATES : lf dangerous drugs on board, an export autho- 

n from country of origin and an import authorisation from 
atry to which drugs being conveyed should be available for 


ting and endorsement. 
Ay vessels 


hatches by 


Certificate of Registry or Tonnage Certificate. 
International Load-line Certificate or equivalent. 
Passenger Safety Certificate issued under Inter- 
national Convention for Safety of Life at Sea 1960 
or the Simla Rules 1931. 
Safety Equipment Certificate (if over 500 tons 
gross) or equivalent. 
Radiotelegraphy Certificate or 
Certificate whichever is applicable. 
cuSTOMS ALLOWANCE: Tobacco: for crew and transit adult 
ssengers. First day of arrival 50 cigarettes or 15 cigars or other 
ts 60 gms.; and for each subsequent day to the maximum of 
days. 25 cigarettes or 7 cigars or other tobacco 30 gms. 
‘wine and/or Spirit: Wine allowance, one bottle per day to 
euimum of 8 days. Spirit allowance, % reputed quart (in opened 
settles) on first day of arrival and }¢ reputed quart per day for rest of 


pyssenger ships 


Cargo ships 
Radiotelephony 


tARGO GEAR: Possession of valid test certificates. At PSA 
wares, if gear appears faulty, an inspection by competent Port 
Oficer may be required. p ; 
IDENTIFICATION CARDS: Sect. 22 (1) (c) of Ordinance provides 
origsue of Seamen's Identification Card as set out in First Schedule 
othe Immigration Regs. 1966, but rarely issued nowadays. Normally 
acept passports, discharge books or any identification cards 
issued by masters of vessels for purpose of granting shore leave to 
ew members, provided these documents sufficiently identify 
person concerned. 

Gate Passes issued against crew list at wharves and installations. 
No passes required from roads, although some form of identification 
advisable. 

CONSULS: Consuls, Embassies and High Commissions. America, 
Amgentina, Australia, Austria, Belgium, Brazil, Bulgaria, Burma, 
Denmark, Finland, France, Germany, Greece, Hungary, India, 
indonesia, Ireland, Israel, Italy, Japan, Khmer Republic, Korea 
(North and South), Nepal, Netherlands, New Zealand, Norway, 
Pakistan, Panama, Philippines, Poland, Romania, Saudi Arabia, 
Spain, Sri Lanka, Sweden, Switzerland, Thailand, Trinidad, Turkey, 
Republic of China, Russia, U.A.R., U.K., Vietnam, Yugoslavia. 
REPAIRS: All types of repairs (hull, engine and electrical including 
tavigational aids) carried out. Facilities also available for repairs 
out afloat while vessel in anchorages. 

DRY DOCKS: Jurong: Two dry docks. No. 1 length 270 m.; breadth, 
4 m.; capacity 90,000 tons dwt. No. 2 length 350 m.; breadth 56 m.; 
capacity 300,000 tons dwt. One floating dock length 86 m.; breadth 
‘6m; lifting capacity 2,000 tons. 

Keppel Shipyard: largest dock, length 885 ft., beam 92 ft. 6 in., 
depth 33 ft. 

Sembawang Shipyard: 


Length Beam Draft Tonnage 
capacity 
King George VI 1,045 ft. 130 ft. 40 ft. Yin. 95,000 dwt. 
New Dock 1,260 ft. 210 ft. 30 ft. 


Five floating docks from 1,000 tons to 30,000 tons lifting capacity. 
Serth cranes up to 30 tons lift. Floating crane of 152-4 metric tons. 
Hitachi Zosen: One dry dock for vessels of 300,000 ton dwt. 
(380m. x 60 m.). Depth 11-5 m. 
REPATRIATION: Ships’ Agents responsible for repatriating 
seamen. Mercantile Marine Office undertakes repatriation of dis- 
essed British seamen on behalf of Board of Trade, United Kingdom, 
whenever necessary. Seamen who hold proper documents which 
sure entry into their countries of origin, citizenship and destina- 
‘on are normally granted Special Passes after discharge for purpose 
repatriation, 
IRPORT : Six miles from city. Regular and frequent services to all 
arts of the world. 
ioe Singapore time, GMT plus 7} hours. No seasonal change. 
‘ LIDAYS: Work can be arranged on all eleven Public Holidays. 
ir Year's Day; Chinese New Year; Hari Raya Haji; Good Friday; 
— Day (ist May); Vesak Day; National Day (9th August); 
Potreei Hari Raya Puasa; Christmas Day. 
- ICE/|AMBULANCE/FIRE: City Police 999; Fire/Ambulance 
228111; Flag signal: S over T. VHF Channels 12 or 16. PSA 
4 ice 222; Fire 209 or 333; Ambulance 76021. 
vlice assistance at anchorage: 
oo information we quote the contents of Port Circular No. 
ih 'ssued by the Port of Singapore Authority: 
tn Circumstances arising on board ships at anchor within port 
(mits which require the assistance of Marine Police, ships 
Suitably equipped with VHF radio-telephony in the 156-174 mHz 
on band are to communicate this requirement on Channel 
i °"Singapore Port Operations” which maintains a continuous 
'stening watch, 
in order to facilitate and arrange for police assistance to the 
aly following information shall be transmitted by the ship 
en radio contact has been established on Channel 12: 
#) Name of ship. 
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SINGAPORE 


(b) Location (from a reference point). 
(c) Brief description of incident. 

(3) The ship making this request for police assistance shall also as 
soon as possible hoist up the appropriate flag signals by day 
and light signals by night. Day signal: International Code Hoist 
“CB3". Night signal: Red-Red-White (Red at top). 

(4) The ship is required to sound on her whistle or siren at intervals 
of about 1 minute three long blasts so that the police on patrol 
duties and other ships in the vicinity are alerted. 

(5) Ships not equipped with VHF facilities may communicate with 
Mount Faber or Jurong Signal Station by means of directional 
morse lamp. 


Mount Faber Signal Station: Lat. 1° 16’07°N 
Long. 103° 49’ 29" E 
Jurong Signal Station: Lat. 1° 18 26” N 


Long. 103° 43’ 20’ E 
(6) Adherence to the procedures described in the above will enable 
assistance being given to the ships in the quickest possible 
manner. 
TELEPHONES: Available on board vessel at PSA wharves only. 
GENERAL: Master of any vessel in territorial waters of Singapore 
shall obey any signal from a preventive vessel and any instruction 
from officers of Customs. Customs officers shall have free access to 
any part of vessel and have powers to mark, lock or seal any dutiable 
oods on import including sea stores. 
SERVICES: Following additional services available: Cleaning cnd 
preparing ship's tanks. Cleaning, scaling and painting. Insulation. 
Interior decorating and furnishing. Refrigeration and air-condition- 
ing. Chemical cleaning of boilers, etc. SCAMP underwater cleaning 
service. 

Services of following Classification Societies available: Lloyds 
Register of Shipping. Det Norske Veritas. American Bureau of 
Shipping. Bureau Veritas. Nippon Kaiji Kyokai. Germanischer 
Lloyd. Polski Register Stratkow. China Corporation Register of 
Shipping. 

d Compass adjusting and DF Calibration. Radar and Radio servicing 
epots. 
SHORE LEAVE: No restriction on crews landing after Immigration 
and Health formalities have been satisfactorily completed. With 
rare exception (e.g. CPG Crew), all bona fide crew of a vessel 
allowed shore leave on strength of their passports, discharge books 
or identification cards. 
The following circular was issued in May 1973 by the Singapore Port 
Authority. 
“In line with the Government's decision that action should be taken 
to deal with the ‘long-hair’ problem as part of a campaign against 
undesirable alien influences, the Port of Singapore Authority would 
be most grateful for your co-operation in implementing this decision 
by advising all your employees, including ships’ officers and crew 
members, wishing to come ashore to be more tidy in their general 
appearance. 

“To assist you to decide whether an individual's hair is long, the 
following definition of long hair may be used as a guide: 

(i) Hair reaching below an ordinary shirt collar; 

(ii) Hair covering the ears; 
(iii) Hair falling across the forehead and touching the eyelashes.” 
POLLUTION: No oil or mixture containing oil shall be discharged 
into Singapore waters from any vessel. The Master or person in 
charge of the vessel committing such an offence shall be liable on 
conviction to a fine not less than 500 dollars and not exceeding 
500,000 dollars or to imprisonment for a term not exceeding two years 
or to both such fine and imprisonment. 

No refuse, garbage, waste matter, substance of a dangerous or 
obnoxious nature or trade effluent is to be discharged from any 
vessel into Singapore waters. The Master or the person in charge 
of the vessel committing such an offence shall be liable on conviction 
to a fine not exceeding 10,000 dollars or to imprisonment for a term 
not exceeding two years or to both such fine and imprisonment. 

Any person who puts, throws, casts or deposits into Singapore 
waters, or causes to be put, thrown, cast or desposited there into, 
any oil mixture containing oil, refuse, garbage, waste matter, carcase, 
substance of a dangerous or obnoxious nature, or trade effluent, 
shall be guilty of an offence and shall be liable on conviction to a 
fine not exceeding 10,000 dollars or to imprisonment for a term not 
exceeding two years or both such fine and imprisonment. 

If any oil or mixture containing oil is discharged into Singapore 
waters: 

(a) for the purpose of securing the safety of the vessel or of 
preventing damage to the vessel or her cargo, or of saving 
life; or 
is found to be escaping, or to have escaped into Singapore 
waters from a vessel in consequence of damage to the vessel, 
or by reason of leakage, the Master or the person in charge 
of the vessel shall report the occurrences to the Director of 
Marine and the Port Master. Failure to do shall be an offence 
and shall be liable on conviction to a fine not exceeding 
5,000 dollars. 

DELAYS: Normally none. Occasional congestion due to prolonged 
rainy weather or other abnormal conditions. 

AUTHORITY: Port of Singapore Authority (PSA), POB 300 
Singapore. Tel. 76021. Telegraphic: ‘‘Tanjong" Singapore. 

The Marine Department is administered by the Director of Marine 
(who is also Port Master). 


AGENT: Intrasea (Pte) Ltd., Faber House, 5th Floor, 234 E/236 E 
Orchard Road, Singapore 9, Tel. 375-688. Telex. 21617 ASIBOIS. 
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Society Islands 


BORA BORA (Vaitape): 16.31 S. 151.45 W. 


DOCUMENTS: All vessels arriving in French Polynesia must 
first call for clearance at Papeete, or at Uturoa, or at Taiohae. 
See “Papeete” for documents required. 

PILOTAGE: There is no pilotage station at Bora Bora; a Pilot 
will be provided at Papeete. Vessels are requested to advise their 
Agents at least 15 days before arrival of their ETA, length and draft 
of ship. In addition, Masters should confirm their ETA to the Port 
Captain of Papeete at least 3 days before arrival. Telegraphic address 
is Capitaine de Port, Papeete. 

ANCHORAGE: Vessels may anchor in the port roads in depths 
of 34-21 metres. Good holding ground in sand and coral. 
RESTRICTIONS: Night pilotage is impracticable due to the ab- 
sence of lighted navigation marks. 

MAX. SIZE: Lengths 220 metres, beam 30 metres, draft 9-60 metres. 
HEALTH: Vessel should ask for free pratique by radio message to 
Santé Maritime Papeete, via coast station Mahina. This message 
to be sent 24 hours before arrival. 

RADIO: Mahina Radio, call sign FJA, operating 24 hours per day 
on 500, 2,182 and 8,230 kHz. 

TUGS: No tugs available at Bora Bora. 

BERTHING: One quay, 132 metres length, situated in Faanui Bay. 
Depth alongside 7:30 metres. This quay was constructed during 
the 2nd World War and is in poor condition, only used by small 
warships and yachts. One other quay 40 metres long and with depth 
alongside 4 metres. Situated at Vaitape. Used by barges. 
MEDICAL: No doctor available, but there is a local infirmary. 
FRESH WATER: Not available. 

FUEL: Not available. 

CUSTOMS ALLOWANCES: No restrictions for crew members, 
but all tobacco and alcohol must be declared. Crew men going 
ashore may not take more than 2 packets of cigarettes. 
AIRPORT : Situated 7 kms. from Vaitape, only inter-island services, 
TIME: GMT minus 10 hours. No change during the year. 
HOLIDAYS: See “Papeete”. 

SHORE LEAVE: Allowed. 

AUTHORITY: Chef de Post, Bora Bora. 


PAPEETE: 17.33 S. 149.34 W. (See Plan) 


DOCUMENTS: 
Required by Port Health: 

Maritime Declaration of Health (form provided by the Pilot). 
Required by Police: 

Crew List. 

List of Passengers Disembarking. 

List of Passengers in Transit. 

Required by Customs (2 copies of each): 

Manifest of Cargo for Discharge. 

Provisions List. 

Mail List. 

Crew Personal Effect List. 

Bonded Stores List. 

Ship's Spares List. 

Crew List. 

List of Passengers Disembarking. 

List of Passengers in Transit. 

List of Animals Disembarking. 

List of Animals in Transit. 

Complete Cargo Manifest. 

Required by Port Captain: 

Entry Declaration (from supplied on arrival). 

Crew List. 

List of Passengers Disembarking. 

List of Passengers in Transit. 

PILOTAGE: Vessels are requested to advise their Agents at least 
3 days before arrival giving their ETA, length and draft of the ship, 
amount of cargo for discharge and any other requirements. In addi- 
tion, Masters must give their ETA 24 hours before arrival to Capitaine 
de Port, Papeete. Pilot station and pilot launches are equipped with 
VHF and may be contacted on Channel 16 when within 30 miles. 
Pilot launches have grey painted hull with a white band, with wheel- 
house on the fore part. The pilot flag is described as the colours of 
code flag “W" upside-down. International code flag signals may 
be used to call Pilot. Pilot boards about 14 miles from the entrance 
pom ot There is no anchorage outside the port for ships awaiting 
a Pilot. 

Pilotage is effected from 0500 to 2200 for entering vessels. For 
departing vessels, pilotage available up to 2400 hours. 
ANCHORAGE: Vessels up to 170 metres length can anchor in the 
port roads in depths of 18-25 metres. Good holding ground in mud. 
MAX. SIZE: Length 245 metres, beam 30 metres, draft 10 metres. 
HEALTH: Vessels should ask for free pratique by radio to Santé 
Maritime Papeete, via Coast Station Mahina Radio. This message 
should be sent 24 hours before arrival. Pratique is automatic for 
vessels coming from another Polynesian port. 

RADIO: Mahina Radio, call sign FJA, operating 24 hours per day 
on 500, 2,182 and 8,230 kHz. 

VHF: The Port Captain's Office is equipped with VHF. Watches 
are kept on Channel 16 when a ship is expected. 

TUGS: Tugs join ships as soon as they are in the entrance 
channel. Generally, tow-lines are not required, as tugs push the 
vessels only. There are three tugs available up to 1,200 h.p. belonging 
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to the Port Authority, and in addition, there are two naval tugs 
700 h.p. which may assist if required. % 
BERTHING: Passenger Quay: 233 metres length, two bes 
depth alongside 9 metres. 

Cargo Quay: 450 metres length, depth alongside 10-50 
STEVEDORES: Cargo information should be confirmed t) 
Agents with ETA 48 hours before arrival. ' 
MEDICAL: Advance notice required if medical attendance 
on board. Two hospitals available. Passengers disembarking 
present a valid vaccination certificate. ® 
TANKERS: One tanker berth, 105 metres long. Max. alloweg 
9-60 metres. Discharging hoses are: Mobil Oil 8 in., Standar) 
6 in. 

FRESH WATER: Available from pipe-lines on all quays, 
rate is 50 tons per hour at passenger and cargo quays and Ny 
per hour at the tanker berth. 

FUEL: Diesel and light fuel available subject to one week's Nth, 
DEVELOPMENTS: Construction of a new quay for Passe 
vessels up to 300 metres length. 

Dredging harbour entrance to widen channel to 160 metres we 
12-50 metres depth. 

A quay is to be constructed in the fishing harbour, length 10h; 
depth 6 m. (1974-1975), 

A Container Quay is to be constructed, length 200 ™,, dep 
12 m. (1977-1978). 

WATCHMEN: Services of shore watchmen are necessary, Hate 
opened and closed by crew if they are of mechanical type, o 
wise the stevedores will perform this operation. 
CUSTOMS ALLOWANCES: No restrictions for crew men 
but all tobacco and alcohol must be declared. Crew Members 9p 
ashore must not take more than 2 packets of cigarettes. Passeng 
disembarking may take 200 cigarettes or 50 cigars or 400 grap 
of tobacco and one bottle of alcohol. 

CONSULS: The following countries maintain representativs, 


Papeete: 
Austria Denmark Netherlands 
Belgium Italy Norway 
Chile Finland Sweden 


REPAIRS: Woodwork, electrical and welding repairs ca) 
effected. There are 2 floating docks for vessels up to 3,500 tom 
REPATRIATION: Can be effected. 

AIRPORT: Tahiti - Faaa Airport is situated 6 kms. from the» 
Regular international flights. 

HOLIDAYS: ist January, Easter Monday, 1st May, Ascension 
Whit Monday, 14th July, 15th August, 1st November, 11th Novem 
25th December. No work is carried out on Sundays or on ist 
All other holidays can be worked on double overtime rates. 
TIME: GMT minus 10 hours. No alterations during the year. 
POLICE/FIRE/AMBULANCE: Police 17; Fire 18; Ambua 
2 96 74. 

TELEPHONES: Can be installed on board vessels at all quays 
SHORE LEAVE: Allowed without restriction. 
AUTHORITY : Capitaine de Port, Papeete. Tel. 20189. 


Solomon Islands 


GIZO: 08.05 S. 156.52 E. 


Gizo is the copra and cocoa receiving centre for Western Solon 
Situated on Gizo Island West of New Georgia. Entrance to hat 
is beaconed and a jetty with depth alongside of 9ft. Sheltered anc 
age available in 16 fathoms. The British Solomons Trading Come 
Ltd. provides stevedores and conducts a lighterage handling? 
warehousing service to Importers and Exporters. Framework 
ing stations at foot of 300 ft. hill near Eastern end of township. W 
one board displayed, vessel occupying timber loading whart. W¥ 
two boards displayed, vessel occupying copra loading/generdé 
charge anchorage. When three boards displayed, approaches ® 
be kept clear as vessel is preparing to leave. 


HONIARA: 09.25 S. 159.58 E. (See Plan) 


DOCUMENTS: 
Special Documents 

Store List, Form C1. 

Crew's Store List, Form C2. 

List of Unmanifested Cargo, Form C3. 

Ship's Report Inward, Form C4. 

Entry Outwards/Content Ship, Form C13. 
Legalised Documents 

None. 
Advance Documents 

None. 
Landing Cards 

Finally landing passengers need special I.c. 
Health Officer 

1 Transit Passenger Manifest. 

1 Landing Passenger Manifest. 

1 Crew List. 

1 Maritime Declaration of Health. 

1 Rhinocerus Beetle Free Certificate from Suva. 

Deratisation Certificate. 
Health Certificate. 


it Passenger Manifest. 
trang Passenger Manifest. 


«Crew List. 


{ ai Passenger Manifest. 
+ Landing Passenger Manifest. 
List. 
on Lists, Form C1. 
Crew Store Lists, Form C2. 
q Ship's Reports Inwards, Form C4. 
pists of Unmanifested Cargo, Form C3. 


g Entry Outwards/Content Ship, Form C13. 


(s ; 
Meransit Passenger Manifest. 

‘Landing Passenger Manifest. 

+ Crew List. ; : 
pILOTAGE: 24 hours notice ETA stating number of passengers, 
dangerous cargo, etc., to Harbour Master, Honiara, via Honiara 
mado. Usual signals. Pilot boards from launch marked PA about 3 
nie NE. Pelope Shoal. Vessels normally berthed port side to. Pilot 

ort gangway in calm weather. 
WCHORAGES: East of Port Main Leoding Lights. F1. white and 
aed green, in about 20 fathoms; coral bottom. 
— boats are not available for transporting crew from anchorage 
tthe shore, and ship's boats have to be used. The landing stage is 
y noes Jetty on the east side of the main pier at Point Cruz. 
tt doa y 
yeight above water level is 2 ft. at high tide and 5 ft. at low tide. 
jpPROACHES : Approaches free from dangers provided vessels 
izep at least 2 cables off Point Cruz Beacon, identified by quick 
ashing red light. On foreshore in front of Shell Oil Storage Tanks 
isbeacon with fixed green light, and above on Vavaya Ridge is white 
ight flashes every5 seconds from car on radio station building. When 
ine these two lights give correct approach to anchorage in 20 
fathoms on, or oa of, the line. Prevailing winds during aacont 
season blow from North-easterly direction sometimes reaching force 
4105 in early afternoon. During North-west season direction and 
force variable generally between North and West up to force 4 and 
occasionally force 5. 
RESTRICTIONS: Berthing in daylight hours only - departure 
any time. 
WAX. SIZE: New Wharf, up to 600 ft. long and max. 27 ft. draught. 
Old Wharf, up to 200 ft. long and max. 13 ft. draught. Tankers, moor- 
ing at buoys, 600 ft. long and 32 ft. draught. 
HEALTH: Pratique can be obtained by radio. Cable Port Health. 
Vessels suspect should inform Health Authorities and Harbour 
Master by radio for doctor to board on arrival. 

Cable to Quarantine Officer Honiara between 12 and 4 hours 
tefore arrival the following message: ‘Request Radio pratique 
negative answers all health questions maritime declaration of health 
Waster." Normally, the P & T Radio Officer may grant pratique 
immediately whilst he is in radio contact with the ship. After arrival 
the Health Officer will check for rhinocerus beetle and will clear. 
RADIO: Radio Honiara VQJ (Vee Kiu Jay). Watch continuous. 
ae kHz ag kc/s 500. GMT Schedule 0020-0030 transmits 

z receives 8 or 16 mHz. 

TUGS: There is a small 100 h.p. tugboat assisting with moorin 
when necessary. pare ? ; 
BERTHING: At Point Cruz, berth length 235 ft., depth alongside 
Nit. Vessel berths starboard side alongside. 
STEVEDORES: At least 24 hours notice, usually 3 gangs, indicate 
uy extra gangs required. To facilitate quick turn around advisable 
have ov in middle holds evenly distributed not at extreme end or 
massed in one hold only. 
MEDICAL : Notice sion be given in advance if medical attendance 
fequired on board. Smallpox vaccination required by all arriving on 
— available at clinic on Fridays only. Limited hospital 

liities available. 
ane: et if arriving from infected area. Vaccination certi- 

‘ates are checked individually by those passengers permanently 
disembarking. 

For all other passengers and the crew ship's doctor must provide 
@ statement advising that all passengers and crew comply with the 
7 regulations and vaccinations required. 

N case some passengers have for health reasons not been 
mid, a letter from their doctor giving reason why no vaccina- 
A abhad must be produced. Passengers will be allowed to go 

Cetra Hospital, tel. 09-61 

ergency and Ambul 1. 09-33 

Doctors, tel. 09-44 od aera 

Dentist, tel. 09-43 
Pi medical facilities are provided from the Hospital. One private 
Takes: Dr. J. Higgs, tel. 566. 

‘S: Tanker buoys, 8 in. pipe-line, max. draft 32 ft. New 

‘ari, 4 in. pipe-line, max. draft 27 ft. Old Wharf, 4 in. pipe-line, 
00), max. draft 13 ft 

ENSITY TIDE: Approx. 1025. Tidal range about 3 ft. 

H WATER: At wharf by hoses, 10 tons an hour. 
FIRE polesel and gas oil available. 48 hours notice, butane gas. 
RECAUTIONS: Normal fire precautions, with gang stand- 
£3 y with fire pump 
SANGWAY/DECK WATCHMEN: Watchmen to be recom- 

“ded. Customs provid tive officer for duty at a ch 
OPENING provide a preventive officer for duty at a charge. 
trig pear (CLOSING HATCHES: Stevedores assist crew. Crew 
SHIP's ¢ 

HIP'S CERTIFICATES: Certificate of Registry. 


SOMALI REPUBLIC 


TOBACCO ALLOWANCE: 200 cigarettes or $ Ib. tobacco per 
crew member. 

WINE AND/OR SPIRIT ALLOWANCE: 3 quart bottles of beer 
per crew member. 

IDENTIFICATION CARDS: Required. 

CONSULS: Nil. 

REPAIRS: Limited facilities only. 

DRY DOCKS: Nil. 

REPATRIATION: Facilities available. 

AIRPORT: Situated approximately 10 miles from the wharf. TAA 
flights 3 times per week from Sydney via New Guinea, and Air 
Pacific have two flights a week from Suva via New Hebrides. One 
flight from Port Moresby. 

TIME: GMT plus 11 hours all year round. 

HOLIDAYS: Cargo work can be arranged on all holidays except 
Christmas Day and Easter period. 

POLICE/AMBULANCE/FIRE: Emergency phone numbers: Police 
666; Ambulance 933; Fire 299. 

TELEPHONES: Ships connections can be arranged. 
SERVICES: Labour can be hired for assistance with painting and 
cleaning. Other services not normally available. 24 hours notice 
required. 

SHORE LEAVE: Permitted. 

VISAS: Transit passengers: not required. Disembarking passen- 
gers: require visa for a stay over 48 hours. Visa can be obtained from 
nearest British Consul. 

LANDING CARDS: Only permanently disembarking passengers 
need special Landing Cards which can be obtained from Immigra- 
tion Officer on arrival. 

WEATHER: Cyclone season December to April, winds N.W. to 
variable, strength 0-5. From April to November winds are from N.E., 
strength 4-5. 

DELAYS: Nil, except when other ships being worked. 


AGENT: E. V. Lawson Pty Ltd., Box 3, Honiara, British Solomon 
islands. Tel. 644 Telegraphic Address: EVLAS. 


YANDINA: 09.04 S. 159.14 E. 


Yandina is situated in Russell Islands and is copra export port for 
Lever's Pacific Plantations Pty Ltd. A concrete and steel wharf on 
South side of entrance with 175 ft. base and depth approximately 
25 ft. alongside. 

Sheltered anchorage for vessels of up to 500 ft. in length, available 
in Renard Sound. Lever's Pacific Plantations Pty Ltd. provide 
stevedores and conduct handling and warehousing service to 
importers and exporters. 


Somali Republic 


BERBERA: 10.26 N. 45.01 E. 


DOCUMENTS: 

Health Certificate. 

Crew List. 

Passenger List. 

Provision List. 

Ship's Register. 
PILOTAGE: Vessels await Pilot on the outer roads 5-10 cables 
South-west of Tamar lighthouse. In case of stormy weather and 
rough sea, it is permitted to wait for Pilot on the inner roads. Pilotage 
for all ships for berthing, unberthing and shifting is compulsory. 
The Pilot will board arriving vessels only after having received 
written request from the Agent. 
ANCHORAGE: Outer anchorage 5-10 cables South-west from 
Tamar lighthouse. Inner anchorage limited by the line between 
10° 26’ 16” N. 45° 00’ 14” E. and 10° 26’ 26” N. 45° 00’ 40” E. and between 
perpendiculars from the ends of this line towards Cape of Tamar. 
RESTRICTIONS: All ships should anchor in such a position 
that with any wind they should not get upon the Light in line or 
Southward from it, or opposite deep water pier. 
MAX. SIZE: Draft 28 ft., length/breadth no restrictions. 
HEALTH: Until free pratique is received nobody except Pilot is 
to board or to leave the ship. 
RADIO: Cable Agents giving ETA, draft, length and cargo via 
port radio station - 60 Y (SIX OU WAI) call and reply in the frequency 
500 kc, working 450 kc. Working hours from 0700 to 1700 local time. 
Traffic list 3 times a day at 0800, 1200 and 1600 hours. 
TUGS: Use ship's lines. There is one tug of 300 h.p. and one of 
700 h.p. 
BERTHING: Depth at pier 28 ft., length of pier 320 metres. 

Transhipment of general cargo is allowed to be loaded and 
discharged at Berbera with exemption of Harbour Tax and Ware- 
house Dues. Only handling charges are levied according to port 
tariff. 
STEVEDORES: Stevedore gangs are ordered by the port, all neces- 
sary gear supplied by the Port Authority including heavy lift handling 
gear. Work can be arranged on official holidays on overtime basis. 

General cargo for trans-shipment at Berbera does not incur har- 
bour tax and warehouse fees, only handling charges are levied. 
TANKERS: Discharge on two mooring buoys, Shell Company 
has Russian, American and English standards of connecting 
hoses -— draft 28 ft. 
DENSITY: From 36.00% to 37.00%. 
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FRESH WATER: Supplied only alongside pier. No water barge. 
FUEL: None available. 

WATCHMEN: Available but not compulsory. 
CPENING/CLOSING HATCHES: On liners normally by crew, 
with the assistance of stevedores, otherwise according to charter party. 
CUSTOMS ALLOWANCES: Each crew member is allowed 100 
cigarettes or 100 grams tobacco and one bottle of any beverage. 
CONSULS: Not available. 

REPAIRS: Port management has well-equipped mechanical 
workshop which is able to carry out minor repairs for ships. 
HOLIDAYS: Muslim Edd-Al-Duha (say between 15th and 20th 
of February); Muslim New Year (about 21st-23rd March); African 
Solidarity Day (15th April); Labour Day (1st May); Prophet Moha- 
med's Birthday (22nd May); Independence Day, Northern Somalia 
(26th June); Independence Day of the Somali Democratic Republic 
(1st July); National Flag Day (12th October); United Nations Day 
(24th Cctober); Human Rights Day (10th December); Revolutionary 
Day (21st October). 

TELEPHONE NUMBERS: Port Manager, No. 42; Harbour Master/ 
Pilot, No. 58; Senior Port Officer, No. 21; Customs, No. 38 and 12; 
Port Radio Station, No. 41; Workshop, No. 53; Main Gate, No. 50. 
AUTHORITY: Ente Portuale Della Somalia, POB 935, Mogdisho 
Berbera Port, P.O. Box 141, Berbera. 


CHISIMAIO (or Kismayu); 00.22 S. 42.34 E. 


DOCUMENTS: 

6 Lists of Crew. 

2 Stores Lists. 

2 Lists of Articles owned or in possession of Master, officers and 
crew (alcohol, cigarettes, cigars, tobacco, radios, cameras, 
binoculars). 

1 Cargo Manifest (must be made out in accordance with original 
B/L issued. In the column “Consignees" the name of the party 
to be notified must be mentioned complete with full postal 
address. Should specify weight in kilos and measurement 
in cubic metres). 6 copies to be sent in advance unfreighted; 
2 copies to be sent in advance freighted; 2 copies to be sent by 
ship's box. 

1 Copy not negotiable of B/L for each B/L issued. 

2 Transit Cargo (total numbers of packages and total weight for 
each destination). 

6 Lists of Passengers to be Disembarked. 

2 Lists of Passengers in Transit. 

1 Health Document will be prepared at the arrival of the Vessel 
in port, on special tocal form. 

PILOTAGE: Pilotage is compulsory. Thirty-six hours before arrival 
a cable must reach the Agent with vessel's ETA. The Agent will 
inform the Pilot who will pick up the vessel in approx. position 
0° 20’ S., 42° 34’ E., two miles South-east of Fairway buoy. Pilot boat 
is a tug which is used while berthing. 

ANCHORAGES: In the port basin, from 27 to 30 ft. deep, excellent 
holding ground. 

RESTRICTIONS: Entrance channel about 200 metres wide, 
marked by buoys. Entrance may be effected during daylight hours 
only. Port closed from 1800 to 0600 hours. 

MAX. SIZE: Port consists of two L-shaped quays, one 340 metres 
length the other 280 metres. Maximum draft 28 ft. at lowest low tide. 
HEALTH: Pratique granted after Port Authorities, including doctor, 
board vessel. Any suspected contagious illness aboard to be re- 
ported immediately to the doctor at the arrival. Vessel calling from 
other Somali ports subject same procedure. 

RADIO: Use Mombasa and/or Aden Radio. Mogadiscio Radio 
does not keep a 24 hours service. 

TUGS: Tug, one only, takes the Pilot aboard and after joins vessel 
whilst berthing and sailing, Ship's lines used. 

BERTHING: No specific requirement to berth in the port. Vessel 
entering into port basin after 05.45 p.m. will berth next day at 06.30 
a.m. Vessel must sail before 05.30 p.m. otherwise sailing will be 
postponed to next day at 06.30 a.m. No vessel permitted berth and/or 
sail without Pilot. 

STEVEDORES: Vessel must give accurate ETA at least 36 hours in 
advance to enable Agent order necessary gangs. Average loading/ 
unloading rates per gang, per hour; 

(a) General cargo, 17 to 20 tons. 

(6) Cargo in bags, 22 to 25 tons. 

No shore facilities, all cargo to be loaded and unloaded with ship's 

gear on dock or pontoons. 

MEDICAL: No advance notice required for medical attention. 
Hospital facilities available, but specialised treatment and surgery is 
not. Smallpox, yellow fever and cholera vaccination certificates 
inspected on arrival. 

FRESH WATER: Available at wharf, rate 15/16 tons per hr. 
FUEL: Not available. 

GANGWAY/DECK WATCHMEN: Gangway watchmen service 
carried out by the Customs Police. Food on vessel's account; no 
other charges. Deck watchmen not used. 

OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores with the help of the crew. Vessel’s crew may, if required by 
the vessel, do so. Crew may close the hatches prior to dialling. 
CUSTOMS ALLOWANCES: 200 cigarettes, or } |b. tobacco or 
4 lb. cigars. One bottle spirits opened. Bond sealed but can be re- 
Opened upon application. Cigarettes and spirits trafficking between 
alongside and between vessel and shore strictly prohibited. It 
should be noted that tea, coffee and sugar are sealed in bond in 
addition to the usual items of spirits, cigarettes, tobacco and cigars. 
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IDENTIFICATION CARDS: Not required. 

CONSULS: Italian Consul only. No telephone. 
REPAIRS: Repairs only by vessel's own facilities. 
REPATRIATION: Air communication via Mogadiscio, 
AIRPORT: About 6 km. from the port. Two local flights y 
to Mogadiscio only. 

TIME: GMT plus 3 hours. 

HOLIDAYS: Port is completely closed on 1st day of A 
day of Idd El Fitr, 1st July (Independence Day). On all Other, 
holidays and on Friday (local Sabbath) work performed g, 
premium rates of pay. 

TELEPHONES: No possibility for placing telephones on be 
GENERAL: Vessels should not dispose any waste into hy 
or on to quays, lower lifeboats, or use radio station withoy 
permission from authority. 

SHORE LEAVE: No restrictions. 

REGULATIONS: Banana vessels are given priority. 
AUTHORITY : Somali Port Trust, Chisimaio. 


AGENT: Sica, F. Boearo and Siglio S.p.A. Shipping Agency 
Box 42, Chisimaio. Cable address: ‘“Dogliani" or “Sica Bos: 


MOGADISCIO: 02.02 N, 45.21 E. 


DOCUMENTS: 

2 Lists of Crew. 

2 Stores Lists. 

2 Lists Articles owned or in possession of Master, office: 
crew (alcohol, cigarettes, cigars, tobacco, radios, ca 
binoculars). 

Cargo Manifest (must be made out in accordance with » 
B/L issued. In the column “Consignees” the name of the 
to be notified must be mentioned complete with full, 
address. Should specify weight in kilos and measurem 
cubic metres). 6 copies to be sent in advance unfre; 
2 copies to be sent in advance freighted; 2 copies to } 
by ship's box. 

Copy not negotiable of B/L for each B/L issued. 

2 Lists Transit Cargo (total numbers of packages and total, 
for each destination). 

6 Lists of Passengers to be Disembarked. 

2 Lists of Passengers in Transit. 

1 Health Document will be prepared at the arrival of the 
in port, on special local form. 

PILOTAGE: The Pilot will board arriving vessels only after! 
received written request from the Agent. 

ANCHORAGE: About 4 mile off-shore in depths up to 4 
open roadstead. Because of occasional heavy swell, ma 
recommended draft 31 ft. 

HEALTH: Pratique granted after Port Authorities, including: 
board vessel. Any suspected contagious illness aboard to 
ported immediately to the doctor at the arrival. Vessel callin 
other Somali ports, subject same procedure. 

RADIO: Use Mombasa and/or Aden Radio. Mogadiscio 
does not keep 24 hours watch. 

BERTHING: Cargo vessels work cargo to lighters at the anch 
TANKERS: One berth available for tankers up to 30 ft. dral 
FRESH WATER: Not available. 

FUEL: Not available. 

STEVEDORES: Vessel to give accurate ETA at least 24 
advance to enable Agent order necessary gangs. No shore fac 
all cargo to be loaded and unloaded with ship's gear. 
MEDICAL: No advance notice for medical attention requ 
vessel's arrival. Hospital facilities available, but specialised 
ment and surgery is not. Smallpox vaccinations and yellow 
Certificates inspected on arrival. 

GANGWAY/DECK WATCHMEN: Gangway watchmen : 
carried out by the Custom Police; food on vessel's accoun! 
OPENING/CLOSING HATCHES: Normally carried out by 
dores with the help of the crew. Vessel's crew may, if requ 
the vessel, do so. Crew may close the hatches prior to saili 
CUSTOMS ALLOWANCES: 200 cigarettes, or 5 Ib. tobe 
+ lb. cigars. One bottle spirits opened. Bond sealed but can 
opened upon application. Cigarettes and spirits trafficking alo 
and between vessel and shore strictly prohibited. It should be 
that tea, coffee and sugar are sealed in bond in addition to th 
items of spirits, cigarettes, tobacco and cigars. 
AIRPORT: Situated 8 km. from the port. Regular intern 
flights. 

TIME: GMT plus 3 hrs. All year round. 

HOLIDAYS: Muslim Edd-Al-Duha (say between 15th an 
of February); Muslim New Year (about 2ist-23rd March); é 
Solidarity Day (15th April); Labour Day (1st May); Prophet 
med's Birthday (22nd May); Independence Day, Northern S 
(26th June); Independence Day of the Somali Democratic Ré 
(1st July); National Flag Day (12th October); United Nation 
(24th October); Human Rights Day (10th December); Revolu! 
Day (21st October). 

DEVELOPMENTS: A new deep-water harbour is under co! 
tion at Mogadiscio, expected to be ready June 1976. 
AUTHORITY: Harbour Master. 


south Africa 


OWN (Table Bay): 33.56 S. 18.26 E. (See 
cAPET Plan) 


RT LIMITS: Westwards by a straight line between Green Point 
Robben Island lighthouses, and Northwards by a straight line 
robben Island lighthouse East (true) to the Eastern shore of 
Bay, thence Southwards along high water mark, so as to 
ee the foreshore to the Castle, thence back to Green Point 
nthouse. 
SocuMENTS: 


FDA, Report Inwards/Outwards for Ships. 


Form DA.3, Certificate of Clearance for Ships. 

form DA.4, Transire - for a destination in the R.S.A. 
form DA.5, List of Sealable Goods on board Ship. 
Ships Crew List (Customs Department). 

Livestock Form (Customs Department). 


e: 

hy Notification of Departure of Vessel. 
121, Certificate of Departure of Vessel. 
94 49, Ships Mail Declaration. 
pot, Post Office Certificate. 

Health: 
Miertime Declaration of Health. 
Crew List with last vaccination dates. 
De-ratisation Certificate. 
Port Authority: 
7.958, Report of Arrival. 
1.962, Departure/Shifting Notification. 
Ship's Manifest. ; ‘ 
PILOTAGE: Compulsory. One hour advance notice to be given to 
he Port Captain through VHF radio, call sign Port Operations, on 
Channel 16, working channel 12. Pilot boat fitted with multi-channel 
VHF. Motor pilot boat, black hull, white housing. Pilot taken aboard 
at port entrance. 
HELICOPTER SERVICE: Available for mail and small items of 
stores for vessels not wishing to enter harbour. 
LAUNCH SERVICE: For vessels not wishing to enter harbour, 
Agent may arrange launch service for mail, stores, etc. In this case 
senice only permissible in area North and West of position at least 
Smiles due West of Robben Island. 
ENTRY RESTRICTIONS: Vessels not permitted to enter unless 
agents have been appointed. Oil tankers and ships carrying explo- 
ses or dangerous goods restricted to daylight hours. 
MAX. SIZE: Passenger and dry cargo vessels: max. length up to 
{0 ft. overall; draft 38 ft. Tankers: max. length 820 ft. overall; 
draft 43 ft. (tidal). 
HEALTH: Pratique granted at first port of entry in South Africa. 
Pratique message 24 hours prior to arrival to ‘Port Health” at port 
ofentry. If radio pratique not granted ‘'Q" flag to be flown until 
ship has been cleared. Valid certificates must be held for smallpox 
ind yellow fever. Ships from Eastern ports must also have valid 
cetificates for cholera and typhoid. 


Depth at Cranes 
LWOST (electric) 
Lifting 
Wharfage Length Max. Min. No. capacity 
ne (m.) (m.) —(m.) (tons) 
Victoria Basin 
No.1 Jetty 158-5 - 6-09 neq 
(being reconstructed) 146°3 -- SAane> 
0. 2 Jetty 195-1 — 10:7 9 4 
a 195-1 _ 11:0 
Collier Jetty 208-5 94 61 ~ 
212-4 9-8 73 
. 1 15 
uth Arm (Berths i, 600-5 _ 8-2 17 4 
4 3 
161-5 98 6 4 
No.4 Quay 29:0 3 
q 18-3 ne inieage 
: 5 Quay 94-5 _ 4:3 _ 
6 Quay 183-8 =a 82 6 4 
T Quay 6 4 
192-0 — 11:3 { 1 15 
t Pier 239-6 = 10:7 
ty) Berth 137-2 = 61 s : 
vay 1-1 ‘ a 
Basin i 
Sst Quay 225:9 a OT vised 4 
itn 134-1 a 7301 4 
Ou" No. 1 Berth 100°6 — 58 = 
{Que No. 2 Berth 70:7 _ 67 _— 
Out No. 3 Berth 64-0 - 70 — 
vay, No. 4 Berth 54-9 
39-6 rr tg 
Qua 
y 45-7 _ 46 = 
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Depth at Cranes 
LWOST (electric) 
Lifting 
Wharfage Length Max. Min. No. capacity 
(m.) (m.) (m.) (tons) 
Duncan Dock 
Berth “A" 274-3 — 12:2 10 4 
Berth “B" 243-8 — 12:2 
Berth “C" 213-4 12:2 10-7 21 4 
Berth “D"” 185-0 10:7 91 15 
Berth “E" 2256 — 12:2 
Berth "F" 249-9 a 12:2 
Berth "G" 249-9 os 12:2 2 15 
Berth “H" 3185 12:8 —- 45 4 
Berth ‘‘J" 249-9 12:8 10:7 1 3 
Berth “K" 249-9 _ 10:7 
Berth “L” 285-0 a 10:7 
Berth “M", N.W. Side 268-0 — 5:3 
Repair Pier, N.E. Side 13-7 10-7 6-1 
329-8 — 10-7 1 
Repair Pier, S.W. Side (137 107 64 15 
329°8 — 10-7 
Graving Dock Landing 274:3 _ 12:2 _ 
Wharf: 
N.E. Side 2743 — 14:0 — 
S.W. Side 274-3 a 12:2 — 
274-3 a 14-3 — 
No. 1 Eastern Mole 259-1 13-7 13-4 — 


New basin under construction adjacent to Duncan Dock will 
provide additional seven deep-sea berths including two berths fully 
equipped for containers. Completion date 1977. 

CRANE: Floating crane: Lifts 60 tons at 24-4 m. radius. 

BULK HANDLING FACILITIES: Grain Elevator: One terminal 
grain elevator of 27,220 tons storage capacity, with loading conveyors 
to the Collier Jetty. Continuous intake capacity of elevator, 750 tons 
per hour; shipping capacity, 1,000 tons per hour. 

MEDICAL: Unrestricted hospital facilities. Medical assistance 
must be arranged through Agents. 

TANKERS: Diameter of line 8 in. Two Tanker berths, max. length 
820 ft., max. draft 43 ft. (tidal). Slop tank available for oily ballast 
from tankers back-loading white oil. 

DENSITY: 1025. 

FRESH WATER: Delivery by hose ex-wharf hy drants. 50tons per hr. 
FUEL: 48 hours notice required. All grades of fuel available. 
DEVELOPMENTS: An outer harbour is to be constructed initially 
providing 8 berths for dry cargo ships with a depth alongside of 
42 ft. at LWOST. 

GANGWAY/DECK WATCHMEN: Ship's Agent makes neces- 
sary arrangements. 

OPENING/CLOSING HATCHES: Mechanical hatches opened/ 
closed by crew. Other types of hatches by stevedores. 
CERTIFICATES: Safety Certificates in respect of construction 
and gear. 

Radio Certificate. 

Load Line Certificate. 

Deratisation Certificate. 

Certificate of competent officers (passenger ships only). 
CUSTOMS ALLOWANCES: 200 cigarettes per man. Officers 
allowed one bottle spirits. 

CARGO GEAR: All cargo handling equipment must be in good 
condition and certificates available for inspection. 
IDENTIFICATION CARDS: Required, otherwise National Iden- 
tity Cards, if available. 


CONSULS: 
Argentine Germany Portugal 
Australia Greece Spain 
Austria Italy Sweden 
Belgium Japan Switzerland 
Canada Mexico U.K. 
Chile Netherlands U.S.A. 
Denmark Norway Uruguay 
Finland Panama 
France Peru 


REPAIRS: All types of repairs can be undertaken. 

DRY DOCKS: 

Sturrock Graving Dock: Situated at South-eastern end of Duncan 

Dock: 

Dimensions—Overall docking length 360-0 m. 
Length on keel blocks (first to last keel block) 338:3 m. 


Length on bottom (dock floor) 350-4 m. 
Width at coping 47-5 m. 
Width at entrance top 45-1 m. 
Maximum width at bottom 38-4 m. 
Depth on entrance sill, HWOST 13-7 m. 
Depth on inner sill, HWOST 15:1 m. 


A docking length of 369-6 m. can be obtained by placing the caisson 
in the emergency stop at the entrance. 

The dock can be divided into two compartments of either 132.5 m. 
and 216-1 m. or 205-7 m., and 142-9 m. respectively. 

One 50-ton and one 10-ton electric cranes on 7:6 m. gauge track, 
two 5,080-2 kg. electric cranes on 4-9 m, gauge track and two 4-ton 
electric cranes on 49 m. gauge track are available. 

The dock can be emptied in four hours. 

A landing wharf 548-6 m. in length is provided on the port side of 
the graving dock to facilitate the dry-docking of ships. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


A repair pier 343-5 m. in length with a depth along both sides of 
10:7 m, at LWOST is provided off M berth. One 15-ton electric crane 
on 9-1 m. gauge track is available. 


Robinson Graving Dock: Situated in Alfred Basin: 


Dimensions—Overall docking length 161-2 m. 
Length on keel blocks (first to last keel block) 142-6 m. 


Length on bottom 152-4 m. 
Width at coping 27-4 m. 
Width at entrance top 20-7 m. 
Maximum width at bottom 17:2 m. 
Depth on entrance gill, HWOST 8-3 m. 
Depth on inner sill, HWOST 7-9 m. 


Two 4-ton electric cranes on 4-1 m. gauge track and one 15-ton 
electric crane, on 4-1 m. gauge track are available. 
The dock can be emptied in three hours. 


Floating Dock No. 2: 


Dimensions—Extreme length 62:8 m. 
Length on bottom 61-0 m. 
Length on keel blocks 58-2 m. 
Extreme width 19-2 m. 
Width at entrance 13-7 m. 
Height of keel blocks 1:2 m. 
Draft on keel blocks, HWOST 5-6 m. 
Lifting capacity 1,016 tons 


A 4-ton electric crane is mounted on a side wall of the dock. 
Syncrolift (under construction) : 


Dimensions—Lifting capacity 1,778 tons 
Maximum length of vessel 61 m. 
Maximum width of vessel 15 m. 


Slipwavs: 
There are four boat slips for yachts and small craft. 


REPATRIATION: All facilities available. 


1. Vessels docking 

(a) Any personnel arriving to join a vessel at Capetown should 
possess a valid travel document and a brief letter of introduc- 
tion. Entry Permits can be extended if the vessel is late in 
arriving. 

(b) Application to spend time (longer than 48 hours) in South 
Africa prior to repatriation should be made to the local im- 
migration authorities. 

2. Vessels calling off Port Limits 

(a) The same requirements apply as for 1(a) with the exception of 
personnel who have entered the country from a vessel calling 
off Port Limits. 

(6) The following applies to all personnel disembarking from 
vessels calling off Port Limits. 

(i) Repatriation must be made within 48 hours from time of 
offsigning. 

(ii) In order to comply with local immigration authorities the 
agency requires the following details, for each individual, 
at least 72 hours before disembarkation: 

(a) Full name and nationality. 

(6) Rank and, if Technician, name of employers. 
(c) Passport number, place and date of issue. 

(d) Place and date of birth. 

(e) Destination and class of travel. 

(f)_ If air ticket held on board, full details of routing. 
(g) Reasons for disembarkation. 


In the case of personnel transferring from one company vessel to 
another, the same conditions apply except the maximum time 
permitted for such transfer is 78 hours. If they have not joined the 
vessel within this period, repatriation must be arranged forthwith. 

There are no difficulties for any personnel disembarking for 
medical reasons. 


AIRPORT: D.F. Malan Airport - 15 miles: from harbour. Daily 
flights to Johannesburg connecting with overseas flights by regular 
airlines. 

TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day (ist January); Van Riebeeck Day 
(6th April); Good Friday, Easter Monday, Ascension Day (date 
varies); Republic Day (31st May); Family Day (2nd Monday in July); 
Settlers’ Day (1st Mondayin September) ; Kruger Day (10th October) ; 
Day of the Covenant (16th December); Christmas Day (25th Decem- 
ber); Boxing Day (26th December). Cargois not worked on Christmas 
Day and New Year's Day. 

POLICE/AMBULANCE/FIRE: 38-3471 ; 

51-5151; Fire, 438-2978 or 438-3431. 

TELEPHONES: Telephones can be supplied at all berths. Arrange 
through Agents. 

SHORE LEAVE: Allowed. 

SHIPMASTER'S REPORT: Off limits launch (and helicopter) 
service. 

Port, Immigration, Customs and Health Authorities have made it 
clear that this service is a privilege and not a right. It is therefore of 
the utmost importance that the regulations are strictly adhered to. 

The Agent must apply to the Port Captain for permission to service 
the vessel and the following details must be submitted. Name of 
vessei, time and date of arrival, draft, where from, where to, stores 
required and other reasons for call. 

Launch is only allowed to be alongside vessel for one hour maxi- 
mum otherwise vessel will have to enter port limits and incur port 
dues. Tariff R.15.00 per half hour, minimum R.60.00. 

If personnel embarking, Immigration Authorities require name of 
vessel, tonnage, whether ballast or loaded and names of persons 
embarking. If persons disembarking then full names, dates and 
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Police, Ambulance, 


places of birth, nationality, passport or discharge book Num 
expiry date, whether South African visa held and comp 
reason for leaving vessel, arrangements made for departuy 
South Africa (usually 24/48 hours allowed), and flight Numbe 
does not apply to medical cases. Guarantee from Agent 
full responsibility and liability regarding maintenance and 
tion expenses. Persons disembarking must report immed; 
Passport Control. Failure to report or leave South Africa» 
booked flight is an offence and in addition to any fine or| 
ment the Owners will be refused any further off limits Serve 
any of their vessels. 

Port Health require application for radio pratique 48/24 
before arrival. Customs require all bonded stores loaded ; 
signed for and ship's stamp applied. Stores or spares being 
must have prior notification to Agent and an accompanying, 
giving full description and disposal instructions. 

Agents require 168, 96, 48, 24, and 12 hours’ notices folloy 
any amendemnt to ETA. Stores requirements should be» 
least 96 hours before arrival. Three copies of Crew List toy 
ashore with launch (or helicopter). 

Services operate 24 hours per day and usual rendezvous py 
is 5 miles West of Green Point lighthouse for launch (and i) 
West for helicopter). Launch can carry up to 30 tons stor 
helicopter up to 2,000 Ib). Vessels should not anchor but pry 
good lee and have derrick rigged. Contact should be made w 
launch (or helicopter) two to one hour before arrival rend 
point using Channel 16. 

AUTHORITY: South African Railways, Port Captain, Tay 
Harbour. Tel. 438-3413. 


AGENT: Freight Services Ships Agency Co., Pearl Assy 
House, Heerengracht, POB 702, Cape Town. Tel: 45-4011) 
5-7614. Cables: SEAFREIGHT CAPE TOWN. 


DURBAN (Port Natal): 29.53 S. 31.02 E. (See Pk: 


PORT LIMITS: The area of sea bounded by: (1) to the Ne 
line drawn from the coast in position: 29° 48’ 42” S. 31° 02’ Zt 
090° (true) direction to position 29° 48’ 42” S. 31° 7’ 30” E.; 
South, aline drawn from the coast in position: 29° 54’ 06” S. 31 
E. in a 090° (true) direction to position 29° 54’ 06” S. 31°71 
(3) to the East, a line joining the seaward positions in (1) and! 
DOCUMENTS: 
Customs: 

Form DA.1, Report Inwards/Outwards for Ships. 

Form DA.3, Certificate of Clearance for Ships. 

Form DA.4, Transire - for a destination in the R.S.A. 

Form DA. 5, List of Sealable Goods on board Ship. 

Ships Crew List (Customs Department). 

Livestock Form (Customs Department). 

Post Office: 

P.160, Notification of Departure of Vessel. 

P1/27, Certificate of Departure of Vessel. 

P1/149, Ship Mail Declaration. 

P.21, Post Office Certificate. 
Port Health: 

Maritime Declaration of Health. 

Crew List with last vaccination dates. 

Deratisation Certificate. 
Port Authority: 

T.958, Report of Arrival. 

T.962, Departure/Shifting Notification. 

Ship's Manifest. 
PILOTAGE: Compulsory. One hour advance notice to | 
to Port Captain through VHF radio — Port Operation - calling’ 
nel 16, working Channel 12. Call Pilot by Aldis lamp if ne# 
Pilot boats fitted with multi-channel VHF. Motor pilot boat~ 
hull, white housing. ‘“Pilot-Loods" painted in black on h® 
Steam pilot boat — black hull, brown housing and yellow® 
Pilot taken aboard at outer anchorage. 
RESTRICTIONS: Vessels not permitted to enter unless 4 
have been appointed. Oil tankers and ships carrying explo 
dangerous goods restricted to daytime hours. The depth of 
and outer channels is 12:8 m. at LWOST. 
MAX. SIZE: The draft permitted is 38 ft., but the Port 
allows a draft of up to 40 ft. with special permission from™ 
Captain. The length of 800 ft. is also regularly exceeded # 
Port Captain's approval. 
HEALTH: Pratique granted at first port of entry in South? 
Pratique message 24 hours prior to arrival to “Port Health’! 
of entry. If radio pratique not granted “Q" flag to be flow 
ship has been cleared. Valid certificates must be held for s# 
and yellow fever. Ships from Eastern ports must also hat 
certificates for cholera and typhoid. Shipmaster's Report 
Yellow Fever Certificate not required. 
RADIO: Duban Radio - ZSD. / 
TUGS: Eight first-class tugs available. Join vessels in of 
channel. Tug's wires used at no extra charge. 


gERTHING : 
wee Depth at Cranes 
LWOST (electric) 
*- we 
Length Max. in. No. capaci 
wherfage (m.) (mm) (tons) 
. “T" Jetty 
point and 715 1:7 «Of 4 
Atoc Berths 1 Pe 
1,024 9-1 70 35 4 
to H Berths D ; é 
ied M Berths 651 122 11-0 7 4 
w Berth 262 122 122 6 4 
gand P Berths 620 122 11:0 5 - 
1 15 
11 4 
gand R Berths 366 11:0 11:0 ; + 
ension 
ody 62 Oi to Hoye 
Repair Quay (Shop 17) 183 6-7 67 1 3 
Pier No. 
229 128 128 4 4 
Berth 101 $ 
gerth 102 213 128 128 4 4. 
perth 108 235 128 128 ¢ ; 
Berth 104 351 128 128 . a 
Berth 105 235 128 128 4 4 
2 75 
Berth 106 213 128 128 ‘ Se 
Berth 107 238 128 128 ‘ ah 
Cross Berth (temporarily suitable for containers) 
Berths 108 and 109 545 128 128 — 
Bluf Berths . 
Berth 1 148 9-1 a 
Berth 2 177 104 104 — 
Berth 3 180 9-1 gpemics 
Berth 4 238 10-7. 10-787" 
Dolphin Berths— 
Island View 
Berth 1 213 128 128 — 
Berths 2 and 3 
(1675 m. each) S85 f07 107 a 
Berth 4 . . EF 
Berths 5 and 6 
(186 m. each) 372 11-0 10-7 _ 
Berth 7 229 128 128 — 
Berth 8 209 128 128 — 
Berth 9 244 128 128 — 
Salisbury Island 
Berths 1 ans 2 
(213 m. each) 427 9-1 76 1 3 
Harbour Craft Quay 276 12:8 9-1 _ 
Harbour Craft Quay 103 6-1 6-1 — 
(works foreman) 
Maydon Wharf 
) * ss 
rt 152 . ; — 
Berth 2 152 9-9 9° — 
Berth 3 152 9-9 99.50 — 
Berth 4 152 9-9 99 
Berth 5 201 9-9 gu a), a 
Berth 6 198 99 99 #86 4 
Berth 7 198 99 99 5 ‘ 
Berth 8 165 99 99 — 
Berth 9 160 ee, 3 
Berth 10 283 10-7 oy 8 4 
Berth 11 160 99 99f 1 15 
Berth 12 275 61 61 10 4 
ea ee ne 
175 9-9 ‘oe ns — 
Berth 15 213 9 99 = 
Saving Dock Return 
Wall 79 1192 eR iies 
Repair Quay 155 OS i aaotuelt es 
1 5 
gsh Wharf 152 ere eaes 
ip-repair Jetty 413 85 a. 1 10 


one two berths Pier No. 2 will be fully equipped for containers. 

wt NES: Floating Cranes: Two, lifting capacities of 25 tons and 
ons, respectively. 

12. ile Cranes: Diesel-electric road cranes: One 6-5 tons, four 
tons, four 15/35 tons, one 15/43 and one 33-ton crane. Two 

te Side-loaders (for container handling). 

K HANDLING FACILITIES: Grain Elevator: One terminal 


*evator of 38,100 tons storage capacity, with shipping gallery. Intake 
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capacity of elevator, 1,271 tons per hour; shipping capacity 1,271 tons 
per hour. 

Privately owned facilities : 

(1) Manganese Ore Loading Facilities. Electrical conveyor plant 
at Congella. Shipping capacity 318 tons per hour. 

(2) Sugar Terminal. At Maydon Wharf. Storage capacity of 
400,000 tons and a shipping rate of 711 tons to 762 tons per 
hour. 

(3) Alumina Handling Facilities. At the Crossberth. Storage 
capacity of 33,000 tons and conveyor system with discharge 
rate of 160 tons per hour. 

(4) Bulk Soda-Ash Facilities. At Maydon Wharf. Storage capacity 
of 20,865 tons and conveyor system with discharge rate of 
91 tons to 136 tons per hour. 

Bulk-loading Facilities : Electrically-driven appliances for the loading 
of coal, pig iron, manganese ore, iron ore, etc., are provided at the 
Bluff. There are three dumpers with capacity of 1,220 tons, 711 tons 
and 1,220 tons per hour, respectively. Two belt loaders capable of 
loading at the rate of 610 tons per hour and three bucket transporters 
with an aggregate capacity of 1,220 tons per hour are available. The 
overhead storage bins have a capacity of 10,160 tons, while concrete 
bins are provided for ground storage with the following capacities: 

1. Anthracite throughout—64,630 tons. 

2. Mixture of anthracite and pig iron: Anthracite—48,000 tons. 

Pig iron—43,345 tons. 

Anthracite Storage Facilities: Concrete ground storage bins of 

18,290 tons capacity at Salisbury Island. 


STEVEDORES: Stevedoring undertaken by private enterprise 
stevedores appointed by ship's Agent. 


MEDICAL: Unrestricted hospital facilities. Medical assistance 
must be arranged through Agents. 


TANKERS: Off-shore Single Buoy mooring suitable for tankers up 
to 200,000 tons situated in position 30° 0’ 30” S., 30° 58’ 29” E. 

Mooring Master boards in position 2 miles East of SBM. Rope 
messengers should be available on forecastle, and manifold prepa- 
red to connect two 16-in. hoses ASA 150 flanges. Stores launch 
can be arranged for up to 30 tons stores, provided that vessels anchor 
outside port and territorial limits. No bunkers, no fresh water, and no 
shore leave for vessels at single buoy mooring. 

In harbour four tanker berths, for vessels of max. length 800 ft.. 
max. draft 38 ft. Slop tanks available. Crude discharge through 10 in, 
hoses, white oil 8 in. hoses, loading products through 8 in. hoses. 

Additional Crude Oil Discharge Berth with depth alongside of 42 
ft. under construction, but maximum permissible draft 38 ft. 
DENSITY : 1025. 

FRESH WATER: Delivery by hose ex-wharf hydrants. Rate of 
delivery 100 tons per hour. 

FUEL: All grades of fuel available. 48 hours notice required. Fuel 
may be obtained alongside berths or by barge. No barging outside 
harbour area. 

OPENING/CLOSING HATCHES: Mechanical hatches opened/ 
closed by crew. Other types of hatches by stevedores. 
CERTIFICATES: 

Safety Certificates in respect of construction and gear. 

Radio Certificate. 

Load-line Certificate. 

Deratisation Certificate. 

Certificate of competent officers (passenger ships only). 
CUSTOMS ALLOWANCES: The following are allowed for 
Master, officers and crew respectively: Tobacco in any form, 8 oz., 
6 0z., 4 0z. Spirits: 26-7 fl. oz., 26-7 fl. oz., nil. Wine: 106-6 fl. oz. each. 
Beer: 106°6 fl. oz. 106-6 fl. oz., nil. 

CARGO GEAR: All cargo handling equipment must be in good 
condition and certificates available for inspection. 
IDENTIFICATION CARDS: Required, otherwise National 
Identity Cards, if available. 


CONSULS: 

Austria tel. 69512 Netherlands _ tel. 20387 
Belgium » 25968 Norway » 21694 
Chile » 356171 Panama » 20653 
Denmark » 20731 Portugal 1» 22603 
Finland » 21694 Sweden » 66591 
France », 20181 Switzerland » 21130 - 
Germany » 29474 Thailand » 20731 
Greece », 25086 U.K. » 313131 
Italy » 64107 U.S.A. » 28388 
Japan » 78517 


REPAIRS: All types of repairs can be undertaken. 
DRY DOCKS: Prince Edward Graving Dock: 


Dimensions—Overall docking length 352-044 m. 
Length on keel blocks 327-660 m. 
Length on bottom 352-044 m. 
Width at coping 42-215 m. 
Width at entrance top 33-528 m. 
Maximum width at bottom 33-528 m. 
Depth on entrance sill HWOST 12-497 m. 
Depth on inner sill HWOST 13-106 m. 


A docking length of 364-44 m. can be obtained by placing the 
caisson in the emergency stop at the entrance. 

The dock can be divided into two compartments: 

Outer 206-906 m. and inner 138-684 m. 

One 25 ton electric crane with 27-342 m. radius and one 10 ton 
crane on 7-925 m. gauge track and one 10 ton and two 5 ton electric 
cranes on 4-572 m. gauge tracks are available. The dock can be 
emptied in four hours. 
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Floating Dock No. 3: 


Dimensions—Extreme length 106-680 m. 
Length on bottom 106-680 m. 
Length on keel blocks 104-546 m. 
Extreme width 26-822 m. 
Width at entrance 19-482 m. 
Height on keel blocks 1-219 m. 
Draft on keel blocks, HWOST 5°334 m. 
Lifting capacity 3629 tons 
Crane 4 tons 


REPATRIATION: All facilities available. 

AIRPORT: Louis Botha Airport - 15 miles from harbour. Daily 
| to Johannesburg connecting with overseas flights by regular 
airlines. 

TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day (1st January); Good Friday, Easter 
Monday, Ascension Day (date varies); Republic Day (31st May); 
Settlers’ Day (1st Monday in September); Kruger Day (10th October); 
Day of the Covenant (16th December); Christmas Day (25th Decem- 
ber); Boxing Day (26th December). Cargo is not worked on Christmas 
Day and Good Friday. 

POLICE/AMBULANCE/FIRE: Police, 310-2716 or 887; Ambu- 
lance, 62333 or 310-2104; Fire, 310-2104 or 62333. 

TELEPHONES: Telephones can be supplied at all berths. Arrange 
through Agents. 

GENERAL: A copy of the Regulations for the Republic of South 
Aiea and of South West Africa supplied gratis to Masters on 
arrival. 

SERVICES: Tank-cleaning facilities, compass adjustments and 
repairs to all electronic gear can be undertaken. 

SHORE LEAVE: Allowed. 

AUTHORITY: South African Railways, Port Captain, Durban. 
Tel. 23285. Telegraphic Address: Portcap Durban. 


AGENT: Freight Services Ships Agency Company, Aliwal House, 
Fite , Aliwal Street. Tel. 318174-9. Telex: 7540. Cables: Seafreight 
urban. 


EAST LONDON: 33.02 S. 27.55 E. (See Plan) 


PORT LIMITS: These are defined in the ‘Regulations for the 
Harbours of the Republic of South Africa” as follows: 

The area of the sea bounded by a line drawn from the Nahoon 
Point in position 32° 59’ 50° S. 27° 57’ 074” E. in a 114° direction for 
1 sea mile to a position 33° 00’ 13.9” S. 27° 58’ 12.8” E. thence in a 
2164° direction to a position 33° 03’ 14.46” S. 27° 55’ 37.18” E. and 
thence in a position 295° direction to the coast in position 33° 02 
36” S. 27° 53’ 57” E. (All bearings are true.) 

For Harbour Revenue purposes, a vessel “arrives” when it passes 
into the harbour proper. 

DOCUMENTS: 
Customs: 

Form DA.1, Report Inward/Outward for Ships. 

Form DA.3, Certificate of Clearance for Ships. 

Form DA.4, Transire — for a destination in the R.S.A. 

DA.5, List of Sealable Goods on board ship. 

Ships Crew List (Customs Department). 

Livestock Form (Customs Department). 

Post Office: 

P.160, Notification of Departure of Vessel. 

P1/27, Certificate of Departure of Vessel. 

P1/149, Ship's Mail Declaration. 

P.21, Post Office Certificate. 

Port Health: 

Maritime Declaration of Health. 

Crew List with last vaccination dates. 

Deratisation Certificate. 

Port Authority: 

T.958, Report of Arrival. 

T.962, Departure/Shifting Notification. 

Ship's Manifest. 

PILOTAGE: Compulsory. One hour advance notice to be given 
to Port Captain through VHF radio - Port Operation — calling Chan- 
nel 16, working Channel 12. Pilot boats fitted with multi-channel 
VHF. Motor pilot boat — black hull, white housing “Pilot-Loods” 
painted in black on housing. Steam pilot boat — black hull, brown 
housing and yellow funnel. Pilot taken aboard at outer anchorage. 
RESTRICTIONS: Vessels not permitted to enter unless Agents 
have been appointed. 

Port operates from: 0600 to 2200 Mondays to Fridays 0600 to 1300 
Saturdays 0600 to 1900 Sundays. Tankers are handled in daylight 


only. 

MAX SIZE: Tankers: max. length 670 ft. overall, draft 32 ft. 6 in. 
Passenger and dry cargo vessels: max. length 800 ft. overall, 

draft 32 ft. 6 in. 

HEALTH: Pratique granted at first port of entry in South Africa. 

Pratique message 24 hours prior to arrival to “Port Health" at port 

of entry. If radio pratique not granted “Q"' flag to be flown until 

ship has been cleared. Valid certificates must be held for smallpox 

and yellow fever. Ships from Eastern ports must also have valid 

certificates for cholera and typhoid. 

RADIO: East London Radio, call sign ZSA. 

TUGS: Two tugs available. Join vessel in entrance channel. Tug's 

wires used at no extra charge. 
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BERTHING: 
“anna. wh ath he Geet Atciean vlan tele eae 
ania Cranes (el 
pth a Liftin, 
Wharfage Length LWOST No. (ton: 1p 
(m.) (m.) 
East Bank = 
Fish Wharf 109-7 6-1 _— 
No. 2 Quay (C Berth) 205-7 10-7 _ 
No. 3 Quay 359-7 98 1 10 tons 
No. 4 Quay ' be 
. ; 5 
(Hely-Hutchinson) 1820 85 3 re: 
No. 5 Quay 83-8 10-7 _ 
No. 6 Quay 505-9 10-7 { y 15 tong 
: 14 4 tong 

Repair Quay 109-7 9-1 _ 
West Bank 
West Quay 457:3 85 tt 20 tg 
Slipway Wharf 80-2 46 _ _ 
New Commercial 

Berths (S and T 

Berths) 388-1 10-7 + 
Oil Tanker Berth 259-1 10-7 — 


CARGO HANDLING FACILITIES: One berth equipped with; 
loading of maize. One berth equipped for discharging bulk petray 
products. All other berths for general cargo. Provision for hang 
of containers under consideration. Grain Elevator: Storage cay 
75,300 tons; loading rate 1,633 t.p.h. through four spouts. 
MEDICAL: Unrestricted hospital facilities. Medical assigy 
must be le through Agents. 

TANKERS: One tanker berth suitable for vessels of 670 ft.» 
with maximum draft 32 ft. 6 in. Diameter of hoses, 12 in. 
DENSITY : 1025. 

FRESH WATER: Delivery by hose ex-wharf hydrants, Re 
delivery 60 tons per hour. 

FUEL: 48 hours notice required. All grades of fuel available, 
OPENING/CLOSING HATCHES: Mechanical hatches op 
closed by crew. Other types of hatches by stevedores. 
CERTIFICATES: 

Safety Certificates in respect of construction and gear. 

Radio Certificate. 

Load-line Certificate. 

Deratisation Certificate. 

Certificate of Competent Officers (passenger ships only). 
CUSTOMS ALLOWANCES: 200 cigarettes or 5 Ib. tote 
Officers only allowed one bottle spirits. 

CARGO GEAR: All cargo handling equipment must be ing 
condition and certificates available for inspection. 
IDENTIFICATION CARDS: Required, otherwise Nationa 
tity Cards, if available. 


CONSULS: 
Belgium Germany Norway 
Denmark Italy Portugal 
France Netherlands Sweden 


REPAIRS: All types of repairs can be undertaken. 
DRY DOCKS: Princess Elizabeth Graving Dock: 


Dimensions—Overall docking length 19 
Length on keel blocks 1w 
Length on bottom 1% 
Width at coping oH 
Width at entrance top ni 
Maximum width at sill level bo 
Depth on entrance sill, HWOST | 
Depth on inner sill, HWOST it 


A docking length of 209-2 m. can be obtained by placij 
caisson in the emergency stop at the entrance. 

Two 15-ton and one 5-ton electric cranes on 4-9 m., gauge? 
are available. 

The dock can be emptied in four hours. 


Slipway : 
Extreme length a 
Length of cradle & 
Draft on keel blocks, HWOST: 
Forward end t 
Aft end g 
Git! 


Capacity 
REPATRIATION: All facilities available. 
AIRPORT: Ben Schoeman Airport - 6 miles from harbour.) 
flights to Johannesburg connecting with overseas flights by 
airlines. . 
TIME: GMT plus 2 hours. 

HOLIDAYS: See “Durban”. | 
POLICE/AMBULANCE/FIRE: Police 2-5555; Ambulance # 
Fire 2-1212. Sea Rescue Service 21000. | 
TELEPHONES: Telephones can be supplied at all berths. A® 
through Agents. 

SHORE LEAVE: Allowed. 

AUTHORITY : South African Railways, Port Captain, East Le? 
Tel. 2-2155. 


AGENT: Freight Services Ships Agency Co., Marine Chae, 
31 Cambridge Street, POB 2, East London. Tel: 26781-8 
75-761. Cables: Seafreight East London. 


yosSEL BAY : 34.10 S. 22.10 E. (See Plan) 


TLIMITS: Within aline drawn from Cape St. Blaize lighthouse 
pon mouth of the Little Brak River, thence along the highwater 
Oe a to include the foreshore between these points, together 
th Seal island, the estuary of the Little Brak River as far as the 
ScUMENTS : Refer to Durban”. ; < 
LOTAGE: Compulsory. One hour advance notice to be given to 
tain through VHF radio. Port operation calling Channel 16, 
Channel 12. Motor pilot boat — black hull, white housing 
ds” painted in black on housing. International pilotage 
d, Pilot boards about 2 miles north of Cape St. Blaize 


Working 

*Pilot-L0O! 

ggnals use 

ANCHORAGE: Open anchorage, depth 8 fathoms about one mile 
Seal Island. 

i GRICTIONS : Vessels not permitted to enter unless Agents 


n appointed. No night berthing for tankers. 
we SIZE: Anchorage: no restrictions. Tankers: up to 32,000 dwt. 
ygALTH: Pratique granted at first port of entry in South Africa. 
pratique message 24 hours prior to arrival to “Port Health" at port of 
wiry, Ifradio pratique not granted ''Q" flag to be flown until ship has 
jeared. 
wid certificates must be held for smallpox and yellow fever. Ships 
tom Eastern ports must also have valid certificates for cholera and 
} typhoid. 
holo: Cape Town Radio, ZSC. Port Elizabeth Radio, ZSQ. 

TUGS: One tug of 300 h.p. available. 


| BERTHING: 
or Depth at Cranes 
Dimensions LWOST (electric) 
Cope level 
above Lifting 
Wharfage Length LWOST Max. Min. No. capacity 
(m.) (m.) (m.) (m.) (tons) 
No. 1 Jetty 
(two sides) each 107 56 46 30 1 2 
"Low Level Wharf 61 2-6 7. 1:7 
‘No. 1 Quay 44 4-4 17 1-7 
‘No. 2 Quay 50 4-4 i a a! 
No. 3 Quay 213 35 67 55 1 4 
No. 4 Quay 274 3:7 73 «= o73 2 4 


* Suitable for small fishing craft only. 
TANKERS: Conventional buoy mooring designed for 32,000 dwt 
vessels up to 670 ft. length. Situated offshore at Voorbaai. No slop 
facilities. 
DENSITY: S.G. 1025. 
FRESH WATER: Not available. 
FUEL: Not available. 
MEDICAL: Cape St. Blaize lighthouse on 24-hour watch. Requests 
for medical assistance passed through lighthouse to harbour master 
and Pilot. 

Hospital facilities available. Vessels in port should arrange medical 
facilities through Agent. 
CUSTOMS ALLOWANCE: 200 cigarettes for each man. No 
dcohol, 
CARGO GEAR: All cargo handling equipment must be in good 
condition and certificates available for inspection. 
IDENTIFICATION CARDS: Required. Otherwise National Iden- 
tity Cards, if available. 
REPAIRS: Only minor repairs can be undertaken. 
TIME: GMT plus 2 hours. 
HOLIDAYS: New Year's Day (1st Jan.); Van Riebeeck Day (6th 
April); Good Friday, Easter Monday, Ascension Day (dates vary); 
Republic Day (31st May); Family Day (2nd Monday in July); Settlers’ 
Day (ist Monday in September); Kruger Day (10th October); Day of 
the Covenant (16th December); Christmas Day (25th December); 
Boring Day (26th December). Cargo is not worked on Christmas Day 
ind Good Friday. 
SHORE LEAVE: Allowed. 
AUTHORITY: South African Railways. Port Captain, Mossel Bay. 


AGENT: See “Durban”. 


PORT ELIZABETH (Algoa Bay): 33.58 S. 25.37 E. 
(See Plan) 


PORT LIMITS: Bounded on the Southward by a line drawn from 
be Recife, East (true) to a point in the Indian Ocean, distant 
é Aes on the Northward by a line drawn from the extreme point of 
“ ast bank of the Zwartkops River, East (true) distant 1,609 m.; 
’ ‘el Eastward by a line drawn between these two points, and shall 
ae rede foreshore between high and low water marks from Cape 
* tlighthouse to the aforesaid line at East bank of the Zwartkops 
wud’ including that portion of the said river which lies on the sea- 
ane of the bridge carrying the railway line to Alicedale. 
; UMENTS: Customs 
a DA.1 Report Inwards/Outwards for ships. 
fen DA.3 Certificate of clearance for ships. 
coe DA4 Transire—for a destination in the R.S.A. 
“Ae DAS List of sealable goods on board ship. 
rai Crew List (Customs Department). 
Ofc Form (Customs Department). 
p60 Notification of departure of vessel. 
ertificate of departure of vessel. 


SOUTH AFRICA 


P1/149 Ship mail declaration. 

P.21 Post Office Certificate. 
Port Health 

Maritime Declaration of Health. 

Maritime Declaration of Health. 

Crew List with last vaccination dates. 

Deratisation Certificate. 
Port Authority 

T.958 Report of Arrival. 

T.962 A Departure/Shifting Notification. 

Ship's Manifest. 
PILOTAGE: Compulsory. One hour advance notice to be given to 
Port Captain through VHF radio. Port operation calling Channel 16, 
working Channel 12. Pilot boats fitted with multi-channel VHF. 
Motor pilot boat — black hull, white housing ‘Pilot-Loods” painted 
in black — Black hull, brown housing and yellow funnel. 

Pilot taken aboard at outer anchorage. 
RESTRICTIONS: Vessels not permitted to enter unless Agents 
have been appointed. 

Dry-cargo ships 0600 hours to 2200 hours. Pilot must be aboard by 
2030 hours. 


MAX. SIZE: 
Max. length Draft 
Passenger and dry-cargo 
vessels Unlimited 34’ 6” 
Tankers 667 ft. 32’ 
overall 
Ore carriers 825 ft. 38 ft. 
overall (tidal) 


HEALTH: Pratique granted at first port of entry in South Africa. 
Pratique message 24 hours prior to arrival to "Port Health” at port of 
entry. If radio pratique not granted ‘‘Q” flag to be flown until ship 
has been cleared. 

Valid certificates must be held for smallpox and yellow fever. 
Ships from Eastern ports must also have valid certificates for cho- 
lera and typhoid. 

RADIO: Port Elizabeth Radio. Call sign ZSQ. 
TUGS: Three tugs available, fitted with VHF. Tugs join between 
anchorage and harbour entrance. Tug's wires used at no extra 


charge. 
BERTHING: 
Depth at Cranes 
Dimensions LWOST (electric) 
Lifting 
Wharfage Length Cope level Max. Min. No. capacity 
(m.) (m.) (m.) — (m.) (tons) 
Charl Malan Quay 1,086 Beg ube pyaye spre Oils Siam wth 
No. 2 Quay 519 52 10 11044, 
North Jetty 240 5-2 6-1 3.0 
Trawler Quay 136 3-4 5:5 5:5 
Fish Wharf 101 3-4 40 0-9 
No. 3 Quay 576 5-2 100 55 ne ic 
Tanker Berth 242 37-46 9-9 9-9 
Ore Berth 360 5-2 122 12-2 1 4 
Coal Berth 76 5-2 12-2 5:5 


In 1977 one berth at Charl Malan Quay will be fully equipped for 
containers. 
BULK HANDLING FACILITIES: Ore Loading Plant: Storage 
capacity approx. 460,000 tons. Rated loading capacity 1,360 tons per 
hour. 
Ore loaders: 
Maximum reach from quay face 19:35 m. 
Extreme elevated height of loaders above HWOST 13-92 m. 
MEDICAL: Unrestricted hospital facilities. Medical assistance must 
be arranged through Agent. 
TANKERS: Diameter of line 8 in. Max. length 667 ft. Max. draft 32 ft. 
DENSITY: S.G. 1025. 
FRESH WATER: Delivery by hose ex wharf hydrants. 160 tons per 
hour. 
FUEL: 48 hours notice required. Bunker fuel and gas oil available at 
oil tanker berth and ore berth. 
CUSTOMS ALLOWANCE: 200 cigarettes per man. Only officers 
allowed one bottle spirits. 
CARGO GEAR: All cargo handling equipment must be in good 
condition and certificates available for inspection. 
IDENTIFICATION CARDS: Required. Otherwise National 
Identity Cards, if available. 


CONSULS: 
Belgium tel. 46561 Netherlands tel. 21986 
Denmark ,, 21958 Norway » 21614 
Germany ,, 49711 Peru » 23213 
Greece _,, 25634 Portugal » 48451 
France » 41684 Sweden » 21414 
Italy » 45125 U.K. »» 22319 


REPAIRS: Minor deck and engine room repairs. 
REPATRIATION: All facilities available. 

AIRPORT: Airport two miles from harbour. Daily flights to Johan- 
nesburg connecting with overseas flights by regular airlines. 
TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day (ist January); Van Riebeeck Day (6th 
April); Good Friday, Easter Monday, Ascension Day (dates vary); 
Republic Day (31st May); Family Day (2nd Monday in July); Settlers’ 
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Day (1st Monday in September); Kruger Day (10th October); Day of 
the Covenant (16th December); Christmas Day (25th December); 
Boxing Day (2€th December). Cargo is not worked on Christmas 
Day and Good Friday. 

POLICE/AMBULANCE/FIRE: Police 50-2781; Ambulance 2-2222; 
Fire 2-1111. 

TELEPHONES: Telephones can be supplied at all berths. Arrange 
through agents. 

SHORE LEAVE: Allowed. 

AUTHORITY: South African Railways. 
Elizabeth. Tel. 502043. 

AGENT: Freight Services Ships Agency Co., Astra House, Jetty 
Street, POB 1108, Port Elizabeth. Tel. 521721/8. Telex 574-7181. 
Cables: Seafreight Port Elizabeth. 


Port Captain, Port 


RICHARDS BAY: 28.50 S. 32.06 E. 


This is a new harbour, situated approximately 200 kilometres North 
of Durban and will cover a large area. The initial purpose of the 
port is to provide an outlet for large tonnages of coal mined in the 
Eastern regions of South Africa, and later will provide facilities for 
the export of other minerals and ores, and to cater for bulk imports 
such as bauxite, etc., required for the aluminium factory situated at 
Richards Bay. In due course other similar industries will be located 
in that area. 

By April 1976 two dirty berths (coal) will be operative for the bulk 
export of coal. Adequate bulk cold storage facilities adjacent to the 
berths will be provided, as well as the required rai! links with the 
coal mining area in the Eastern Transvaal, also a modern bulk 
coal loading appliance. These coal berths are situated on the South 
side of the harbour. 

On the North side of the harbour two clean general bulk cargo 
berths will be provided, the first being available early 1977 and the 
second later that year or early 1978. These berths will have adequate 
back-up areas, railway lines, roads, etc., but it is not intended that 
they should be provided with cranes or sheds. 

Each of the aforementioned berths will be approximately 350 metres 
long and the minimum draft will be 19 metres. Initially the port will 
handle up to 150,000 bulk carriers but the port is being constructed 
to handle vessels up to 250,000 tons. 

As with all South African ports, Richards Bay will be controlled 
by the S.A.R. & H. and the usual pilot services, tugs, shore facilities 
(water, bunkers) will be provided. 

The above embraces stage 1 of the Richards Bay Harbour Develop- 
ment plan and later stages will include further berths, dry dock, 
repair facilities, etc. Extension of the town and surrounding areas 
will be rapid and large-scale industrial and commercial developments 
are taking place now. 


WALVIS BAY (South West Africa): 22.57 S. 14.30 E. 
(See Plan) 


PORT LIMITS: Seaward limits are a line drawn due North from 
Pelican Point Lighthouse for 4 km, thence due East to the 
mainland. 

DOCUMENTS: As for “Durban.” 

PILOTAGE: Compulsory. One hour advance notice to be given to 
Port Captain through VHF radio. Port operation calling Channel 16, 
working Channel 12. Motor pilot boat — black hull, white housing. 
Pilot taken aboard North-west of Fairway Buoy. 

ANCHORAGE: To avoid fishing boat traffic vessels should not 
anchor East of the fairway buoy. 

RESTRICTIONS: Entrance channel 440 ft. wide, depth 33 ft. 
LWOST. Vessels not permitted to enter unless agents have been 
appointed. Oil tankers and ships carrying explosives or dangerous 
goods restricted to daylight hours. 

MAX. SIZE: Max. length 630 ft. overall and draft 31 ft. 

HEALTH: Pratique granted at first port of entry in South Africa. 
Pratique message 24 hours prior to arrival to ‘Port Health" at port 
of entry. If radio pratique not granted ‘‘Q" flag to be flown until ship 
has been cleared. 

Valid certificates must be held for smallpox and yellow fever. 
Ships have valid certificates for cholera and typhoid. 

RADIO: Walvis Bay Radio. Call sign ZSV. 

TUGS: Two tugs available each 2,500 h.p. Join vessel in entrance 
channel. Tug’s wires used at no extra charge. 

BERTHING: 

Berths 1, 2 and 3; 1600 ft. length, 33 ft. depth 

Berths 4 and 5; 1250 ft. length, 35 ft. depth » 

Berths 6, 7, and 8; 1750 ft. length; 35 ft. depth 

Tanker berth: 630 ft. length; 33 ft. depth 
CRANES: Berths 1, 2 and 3: 1 crane at 3 tons capacity. 9 cranes at 
4 tons capacity and 1 crane at 7 tons capacity. 

Berths 4-8: 17 cranes at 4 tons capacity, 1 crane at 15 tons capacity 
and 1 crane at 3 tons capacity. 

There is also a mobile crane of 15 tons capacity. 
SPECIALISED CARGO-HANDLING FACILITIES: No. 3 Berth 
is equipped with a belt conveyor loader for loading ore concentrates, 
max. loading speed 300 t.p.h. This loader is owned by Tsumeb Corp. 

No other special facilities are available for loading or discharging. 
Cargo is worked by shore cranes except under special circum- 
pase Twenty-seven 4-ton, one 7-ton and one 15-ton cranes are 
available. 
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MEDICAL: Unrestricted hospital facilities. Medical ASsigg 
must be arranged through Agent. 

DENSITY: S.G. 1025. 

FRESH WATER: Delivery by hose ex wharf hydrants, Ry 
delivery 15 tons per hour. Also available by tug at 40 tons Per hy, 
FUEL: Light diesel oil only, but special prior arrangements 
made as supply is effected ex-tank wagons. Coal bunkey 
available in an emergency only. : 
CUSTOMS ALLOWANCES: 200 cigarettes per man, 
CARGO GEAR: All cargo handling equipment must be jp 
condition and certificates available for inspection. ’ 
IDENTIFICATION CARDS: Required. Otherwise Nw 
Identity Cards, if available. 
REPAIRS: Major boiler and engine room repairs can be te 
out at anchor. 

TIME: GMT plus 2 hours. 

HOLIDAYS: New Year's Day (ist January); Van Riebeeck Day 
April); Good Friday, Easter Monday, Ascension Day (dates » 
Republic Day (31st May); Family Day (2nd Monday in July); Seg 
Day (ist Monday in September); Kruger Day (10th October); 
the Covenant (16th December); Christmas Day (25th Deceny 
Boxing Day (26th December). 

(a) Vessel may leave/enter port and cargo may be worked aly 
time rates: 1st January (New Year's Day) 23rd May (Ascension) 
31st May (Republic Day), 16th December (Day of the Covenay 

(b) Vessel may leave/enter port between 0600 and 0900 by 
cargo will be handled: 12th April (Good Friday), 25th Dece 
(Christmas Day). Please note that 6th April (Van Riebeeck) 
and the 2nd Monday in July (Family Day) are to fall away as fro 
beginning of 1974. 

SHORE LEAVE: Allowed. 
AUTHORITY: South African Railways. Port Captain, Walvis} 


AGENT: Freight Services Ships Agency Co., Third Streets 
POB 4, Walvis Bay. Tel: 2211. Telex: 48-747. Cables: Seaty 
Walvis Bay. 


South Atlantic Islands 


ASCENSION ISLAND, GEORGETOWN: 073 
14.20 W. 


DOCUMENTS: Crew and Passenger lists, Health docum 
Manifests and Bills of lading if discharging cargo. 
PILOTAGE: No pilots are available and not required as iti 
open anchorage. Require 48 hours of ETA. VHF 16, and Ascas 
radio operated by Cable & Wireless will reply. 
RESTRICTIONS: None - but if vessel has not been here& 
it would be advisable to wait until daylight. 
ANCHORAGE: Only one ship can anchor at a time. There! 
fathoms of water in the anchorage and vessels of 28,705 tons! 
used this anchorage. The other anchorage used by tankers! 
English Bay and there is a special berthing procedure whit 
Oil Company give to Captains of tankers. 

HEALTH: Pratique should be requested when giving the ETé 
will be granted by either Cable or VHF. 

RADIO: If coming from the North via Freetown Radio, and fr 
South via Cape Town. 

TUGS: No tugs available. 

BERTHING: Open anchorage only, no berthing alongside. 
MEDICAL: Facilities available, if possible 48 hours notice rew 
There is a 12-bed hospital in Georgetown and a second for Am 
personnel at the U.S.A.F. Base. Inoculation, vaccination andj@ 
fever certificates not required. Other than Government per 
no one is allowed to land on Ascension without an entry per 
TANKERS: Only one berth available at anytime. 

FRESH WATER: None available. 

FUEL: None available. 

WATCHMEN: Not necessary. 

OPENING/CLOSING HATCHES: Usually done by stevedt™ 
CONSULS: No Consulates. British Administrator attends! 
requirements. 

REPAIRS: Only minor repairs can be effected. 
REPATRIATION: No facilities for crew changes. Repél® 
can be arranged but only in the case where a person has 
hospitalised. If a ship puts in with a medical case on board # 
will visit the ship. Fees paid to the Cable & Wireless represe™@ 
If the patient is hospitalised the Master must guarantee in® 
that all hospital fees and the air fare to Antigua will be honow# 
his shipping line Agent. As so few ships call at Ascens® 
hospitalised patients can be evacuated by sea. All patients re 
from ships are evacuated on M.A.C. flights to Antigua. Thes? 
are run weekly. 

AIRPORT: Airport 2 miles. U.S.A.F. No civil airlines call 
TIME: Always GMT. 

HOLIDAYS: Cargo vessels are discharged during public hold 
no night work. 

GENERAL: There are no facilities for visitors on the islané 
Anchorage must be vacated when a mail vessel is due. 
SHORE LEAVE: Not permitted. 
AUTHORITY: The Administrator, 
Atlantic Ocean. 


Ascension Island. 


gf, HELENA, JAMESTOWN: 15.56 S. 05.40 W. 
NTS: 

— of Crew List. — 

scopies of Passenger List. 

1 copies of Manifest. 


Health form. met : } ' 
TAGE: No official pilot. Agents sometimes hire a pilot (re- 


Union Castle Captain) for ships requiring one. 
We HORAGE: The harbour consists of an open roadstead with 
Me orages shown on charts. . 
x, SIZE: Any size vessel can anchor in the roadstead. Depth 
to 20 fathoms. ’ ' 
LTH: Pratique will be granted by the boarding party or by 
vam from Port Health Officer. If suspected disease or fever, the 
dort Health should be informed by telegram in advance of anchoring 
go that the necessary precautions can be taken. 
plo; ETA message should be relayed through Cape Town 
gadio. Agents have VHF service. 
TUGS: None. There are 3 towing launches (from 16 to 28 h.p.) for 
pyrdour use only. 4 
BERTHING: Vessels anchor in 18-20 fathoms offshore, in open 
wadstead. There is deep water (sufficient for ocean-going vessels) 
fight in to the area where cargo lighters and other small craft are 


SEVEDORES: 48 hours notice required by Agent, also particu- 
iys of tonnage of cargo. ; ’ ; : ; 
WEDICAL: Agent should be notified if medical attention required. 
A resident staff of three doctors, plus nursing staff, in a well-equip- 
ged modern hospital. The basic requirements for intending visitors 
sacertificate of vaccination against smallpox. 

FRESH WATER: Delivered by floating pipeline at a rate of approxi- 
nately 14 tons an hour, : N : 
FUEL: No stocks of marine fuel. Ordinary diesel oil is available in 
gums of 45 gallons (supplied ex South Africa) and only limited 
socks for local needs are held. 

OPENING/CLOSING HATCHES: Stevedores can do this, but 
yeferable for crew to Open on arrival so that work can start as soon 
as stevedores arrive On ship. 

CERTIFICATES: Vaccination certificates required for all crew. 
Derating certificate should be valid. 

CUSTOMS ALLOWANCES: No restrictions. Free use on board. 
CARGO GEAR: All discharge carried out by vessels derricks into 
lighters. Agents provide own cargo nets, etc. 

CONSULS: French Consul. Appointed representatives for Den- 
mark and Norway. 

REPAIRS: Small repairs can be carried out (welding or turning 
pipes, etc.). 

REPATRIATION: No facilities for crew changes. Only for those 
left behind for hospitalisation. 

AIRPORT: No airport on St. Helena. 

TIME: GMT throughout the year. 

HOLIDAYS: New Year's Day (1 January); Good Friday; Easter 
Monday; St. Helena Day (21 May); Whit Monday; Queen's Official 
Birthday; August Bank Holiday; Christmas Day (24th December); 
Boxing Day (25 December). Cargo work can be arranged except on 
Christmas holidays. 

GeerFiRE/AMBULANCE: No telephone nos. Must ring ex- 
change, 

Sone LEAVE: Allowed. No restrictions provided vessel has free 
pratique. 

DELAYS: No delays in berthing, loading or discharge can be de- 
layed by bad weather due to swell alongside wharf. 

AUTHORITY: Harbour Master, Colonial Treasurer's Office, The 
Castle, St. Helena, S.A.O. 


AGENT: Solomon and Company (St. Helena) Ltd., Jamestown, 
St Helena. Cables: “Solomon St. Helena.” 


Spain 


AGUILAS and HORNILLO: 37.24 N. 01.35 W. (See 
Plan) 


aSUMENTS : See “Almeria”. 

= TAGE: Hornillo port has no Pilot. The Pilot of port of Aguilas 

oe less than a mile from Hornillo, does pilotage services of 

a enter both ports Hornillo and Aguilas, anchor a mile or a 

we and half distance from entrance of Aguilas. Wait for Pilot 

mes 9.08 Stopped. To call Pilot give three long blasts several 

ines. Pilot's launch is small motor boat painted white, with letter 

7 coe On both sides of boat. During night it carries white light 
TRI mast, and 8 ft. lower a red light, besides the usual lights. 
iW. CTIONS: It is not possible to enter Hornillo port during 
X ait till dawn outside Aguilas. 

HEAL SIE: Length up to 110 metres, draft about 22 ft. 

Tues. See “Almeria”. 

BERTHINS® in port. Not necessary for either port. 

wea abo G: Aguilas port has a commercial quay with a berth 

port has ut 200 metres and depths of between 8-12 metres. Hornillo 

nd denne et te handle minerals with berth area of 90 to 100 metres 

Spths between 6-10 metres. 
Det hou ANDLING: Two conveyor belts each of 100 tons grain 
‘ capacity. May be used for other bulk cargoes. 


SPAIN 


STEVEDORES: Team of stevedores who belong to “Port Workers’ 

Trade Unions" (Sindicato de Obreros Portuarios). 

MEDICAL: Captain can send cables to consignee requiring this 

kind of service. There are a number of doctors and a hospital. 

FRESH WATER: In Aguilas port are small supplies of water. It is 

supplied by the town hall by means of tank lorries. 

FUEL: There are no supplies of fuel in either port. 

GANGWAY/DECK WATCHMEN: Not necessary, usually this is 

done by crew. 

OPENING/CLOSING HATCHES: Usually this is done by crew. 

CONSULS: There is only Vice-Consul of Norway in Aguilas. 

Tel. 411035. 

REPAIRS: No facilities. 

REPATRIATION: Facilities for effecting crew changes exist. 

Repatriation can be done by train to Madrid and by plane from there. 

TIME: GMT plus 1 hour. 

HOLIDAYS: See “Almeria”. 

POLICE/AMBULANCE/FIRE: Ambulance and fire services can 

be requested from Port Authority. If the police services are required 

call to ‘‘Caseta de Vigilancia” of the Civil Guard in either port. 

GENERAL: Hornillo port is used only for loading and discharge of 

minerals, and for this purpose a pier is provided with a railway. The 

nearest port of Aguilas, less than a mile distant on the West, is the 

commercial port, with a quay for loading/discharging and a crane 

of 10 tons capacity. 

SHORE LEAVE: Crew members are allowed ashore. 

AUTHORITY: Ayudante de Marina o Capitan del puerto (Port 

Authority or the Assistant) tel. Aguilas 411074. Cable address 

re Aguilas. Hornillo portis in this respect subordinated to 
guilas. 


ALGECIRAS: 36.07 N. 05.26 W. 


DOCUMENTS: 

Maritime Declaration of Health. 

5 Crew Lists. 

2 Manifests of Cargo for the Port. 

2 Manifests of Cargo in Transit (if coming from Spanish port a 

Manifest is sent by the Customs officials of that port). 

1 Bill of Lading of cargo for the port. 

2 Ship's Stores Lists. 

2 Lists of Crew Personal Effects. 

If the vessel carries passengers the following are required: 

8 Lists of Passengers Disembarking with baggage declaration 

for each passenger. 

5 Lists of Passengers in Transit. 

2 copies of Arrival Report. 

1 Manifest of Vehicles belonging to Passengers Disembarking. 
If the vessel is a tanker the following are required: 

Certificate of Quantity of Cargo. 

Certificate of Quality of Cargo (or Ballast Certificate). 
PILOTAGE: Vessels entering the port call Pilot by international 
code signals, sound or light. Notice of ETA should be radioed to 
Agent 72, 48 and 24 hours before arrival. Pilots cannot be contacted 
by radio, and are ordered by Agents on the basis of Master's ETA. 

Pilot boat is painted white with a letter ‘‘P" in black on both sides. 
By day they carry a blue flag with the letter P" in white. By night 
they carry regulation pilot lights. The pilot boarding zone is a circle 
of 4 mile radius with centre 1 mile East of the Northern breakwater 
head (red light). 

ANCHORAGE: Vessels waiting for a Pilot may anchor North of 
the parallel of the Barranco beacon in depths of 30 m. 
RESTRICTIONS: Vessels may enter by day or night. 

MAX. SIZE: Puerto de Algeciras — no length restrictions, maximum 
Hey 29 ft. Refineria Gibraltar - maximum length 283 m. Draft up to 
65 ft. 

HEALTH: Free pratique is obtained automatically when authorities 
board on arrival and Maritime Declaration of Health is completed. 
In case of suspected disease or fever on board full details should be 
sent by radio to Sanidad Maritima, Algeciras, before arrival. 
RADIO: Aranjuez Radio and Cadiz radio. Vessels proceeding to 
Refineria Gibraltar should announce their arrival by VHF to the 
Capitania of the port using Channel 16 for calling and Channel 13 
for communication. 

TUGS: Four tugs are available up to 1,500 h.p. and assist according 
to Pilot's directions. Ship's tow lines used. 

STEVEDORES: Ordered by vessel's Agent on basis of Master's 
ETA. 

MEDICAL: Doctors and hospital facilities available. International 
vaccination certificates only required if vessel is proceeding from 
an infected area. 

TANKERS: Refineria Gibraltar - 5 berths for tankers up to 283 
metres length, two of which can accept draft up to 65 ft. The other 
three berths can accept vessels up to 57 ft. draft. Loading/discharge 
lines are 12 in., 10 in., 8 in., 6 in. and 4 in. Refineria Gibraltar has two 
slop tanks each of 600 cubic metres capacity which can accept oily 
residues. 

FRESH WATER: Available from all berths in Algeciras and at 
Refineria Gibraltar at a rate of 40 tons per hour. Can also be supplied 
by barge at the rate of 15 tons per hour. 

FUEL: All grades can be supplied with three hours notice. Loading 
rate 250 tons per hour for fuel and 150 tons per hour for diesel and 
gas oil. Supply is effected by barge at all quays which are not con- 
nected by pipe-line. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, ' 


DEVELOPMENTS: In Algeciras Commercial Port a new berth is 
under construction in the South part of the dock for vessels up to 
9 metres draft. It is planned to dredge the whole commercial port 
to 10 metres depth. 

WATCHMEN: Not available from shore. 

HATCHES: Are opened and closed by ship's crew. 

CUSTOMS ALLOWANCES: Maximum quantity of tobacco 
permitted in ship's stores is 3 kilos per crew member and two kilos 
per passenger. The quantity that may be held out of bond is 40 gram- 
mes tobacco per person per day. Wine/Spirits. One decilitre per 
person per day may be held out of bond. 


CONSULS: 
Great Britain tel. 67.14.50 Germany tel. 67.22.37 
Morocco 67.36.98 Denmark » 67.27.95 


Norway, Italy, France, all tel. 67.27.20. 
REPAIRS: Small repairs afloat can be effected. No dry docks. 
AIRPORT: Nearest is at Malaga, 120 kms. from Algeciras. 
TIME: GMT plus one hour all the year round. 

HOLIDAYS: New Year's Day, 6th January, 19th March, Maundy 
Thursday, Good Friday, Easter Saturday, 1st May, Ascension Day, 
Corpus Christi, 29th June, 18th July, 25th July, 15th August, 1st 
October, 12th October, 1st November, 8th December, 25th December. 
POLICE/FIRE/AMBULANCE: A/lgeciras: Police, tel. 67.15.55; 
Fire, tel. 67.20.20; Ambulance, tel. 67.22.90. Refineria Gibraltar: 
Police, tel. 67.15.55; Fire, tel. 76.17.00; Ambulance, tel. 76.12.47. 
SHORE LEAVE: Crew members are permitted to go ashore sub- 
ject to police control. 

AUTHORITY: Comandancia de Marina. Telephone: 67.14.60. 
Cables: Comtemar Algeciras. 


ALICANTE: 38.23 N. 0.28 W. 


PORT LIMITS: The line drawn from Cabo de las Huertas and 
Cabo de Santa Pola. 
DOCUMENTS: 

3 Crew Lists. 

6 Passenger Lists. 

2 Manifests for Cargo, including cargo in transit as well as cargo 
for Alicante. Tobacco and Cargo Manifests to be visaed by 
Spanish Consulate in port of origin. 

3 Stores Lists, for Customs. 

For the Agent 

4 Manifests of cargo destined for Alicante, with one copy of each 
Bill of Lading. 

PILOTAGE: Pilotage service is permanent and Pilots are sum- 
moned by displaying international code flag “G"’, (same signal at 
Tee by light), or by sounding three long blasts on ship's 
whistle. 

Pilot launch is a white-painted motor launch with a black letter 
“P" on both sides. The launch flies a black flag with white letter 
“P" by day, and shows usual pilot lights at night. The launch will 
meet arriving vessels about one mile from breakwater entrance in 
good weather. 

In bad weather from the East, the launch goes out as far as the 
breakwater and meets vessel opposite the green light at the break- 
water head. Pilot boards on the lee side, which is generally the port 
side. 

ANCHORAGE: Vessels waiting to enter port may anchor at a 
distance of half a mile east of the breakwater in depths of 16 metres. 
MAX. SIZE: Vessels of up to 225 metres length and 33 ft. draft 
can be berthed alongside. For tankers, max. draft 29 ft. 

HEALTH: Report in advance to Pilot if there is any problem. If 
situation is normal, then after ship berths the health inspector boards 
and quickly grants pratique. In the event of any suspected disease or 
fever on board the Pilot (without boarding) will show the anchorage 
area then Health Inspectors and Authorities will board and give 
necessary instructions. 

Vessels entering after calling at another Spanish port have no 
problems obtaining pratique. 

RADIO: Radio-telephone communication through Radio La Costera, 
Seg medium range approx. 220 miles and short range approx. 
40 miles. 

Port Radio station situated at the Western end of Muelle B, is 
equipped only to receive messages by R/T. Messages received by 
this station are passed to destinations within the port by telephone 
lines. VHF communication in operation. 

TUGS: Only one tug available to assist berthing of 176 g.t. and 
1295 h.p. Normally ship's lines used for connection with tug. 
BERTHING: The breakwater extends in a South-westerly direction 
and vessels berth within the breakwater. Maximum depth being 
available at the outer end of the breakwater, decreasing in the North- 
easterly direction. 

Muelle 14: Extends along the length of the N.E./S.W. breakwater 
and depths vary alongside the berth from 11 metres at the South- 
west end to 8 metres at the North-east end. Depths in the outer port 
vary from 12 metres at the South-west end to 9 metres at the North- 
east end. 

Muelle 12: Depth alongside 7-5 metres, depth for the berth 9 metres. 

Muelle 10: Depths alongside the berth vary from 6 to 8-75 metres. 

Muelle 9: Depth alongside berth 8-75 metres. 

Muelle 7: Depth alongside the berth 8-75 metres. 

Muelle 11: A combined tanker and dry cargo berth. Depth alongside 
berth 8-75 metres. 

STEVEDORES: Agents should be advised of ETA and shore 
cargo gear requirements. 
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Grain Discharge: effected by grabs normally at Muelle 11, Dj 

three to four tons per gang per hour. " 
General Cargo: discharge about 10 tons per gang per hou, 
Bagged Cargo: discharge about 150 tons per gang per hoy 

MEDICAL: Many hospitals and medical services available, 

TANKERS: Tankers discharge takes place at Muelle 4 

“Berthing"). There is no refinery and the only products | 

are fuel oil, diesel oil, gasoline and aviation spirit. There ares 

pipe-lines available for cargo discharge. 

DENSITY : 1025. 

FRESH WATER: Available from hydrants at the quays at thy 

of 10 tons per hour, per hydrant. 

FUEL: Supplied by Campsa. Vessels requiring fuel are r 

to berth alongside Muelle 11 and will incur delays if that 

already occupied. Maximum advance notice is essential. 0 

vessels requiring fuel are required to pay a bank deposit iM fy 

currency. 

CUSTOMS ALLOWANCES: Total tobacco allowed on ty 

three kilos per crew member, two kilos per passenger. All my 

declared in ship's provision list and any in excess of these 

declared in a separate visaed manifest as tobacco in transi, 

“Documents"’). 

DEVELOPMENTS: Two new tanker berths expected to bear 

about 1974. 

GANGWAY/DECK WATCHMEN: Agent normally ame 

watchmen. 

OPENING/CLOSING HATCHES: Normally opened by crgy, 

closed by stevedores using cranes. 

CARGO GEAR: All berths have cranes, varying from abouti) 

capacity. There is one heavy lift crane capacity 30 tons, ani 

capacity 10 tons. 

REPAIRS: Only minor repairs available. If dry docking, orm 

taking major repairs, vessels should proceed to Cartagena, 

AIRPORT: About 8 km distance from Alicante, and service 

international flights. 

IDENTIFICATION CARDS: Additional identification card; 

required by crew members of communist-flag ships. 

TIME: GMT plus one hour. 

TELEPHONES: Telephones may be connected, provided su% 

notice is given, subject to payment of installation costs of@ 

7,500 Pts. plus the cost of calls. 

AUTHORITY: Comandante Militar de Marina. Tel. 211514.) 

66026 (A/B Marale). 


ALMERIA: 36.52 N. 02.30 W. 


DOCUMENTS: 

4 Crew Lists. 

4 Passenger Lists or negative. 

2 Cargo Manifests of goods destined to Almeria, as well as? 

cargoes in transit. 

Store List in duplicate, including tobacco, spirits, radios: 

belonging to vessel. 

Details list in duplicate of all personal effects of crew and pat 

gers (tobacco, spirits, cameras, radios, etc.). 

Note: Tobacco. In case vessel carries more than 3 kilos of tox 
per man, excess must be declared in a separate manifest, # 
must be visaed by a Spanish Consul. In absence of Consul: 
document will have to be visaed by an Authority of former pr 
clearance. Otherwise, the vessel would be fined. 
PILOTAGE: Is compulsory and service is permanent. Pilots® 
vessels by motor-boat in roads, near entrance formed by twom 
waters. This entrance is 287 metres wide. Pilot boats are pe 
white and letter “P’’ is painted in black on each bow. Also# 
have a blue flag hoisted on mast, with letter ‘‘P'' in white on! 
sides of flag. At night, boats have white light, under this ligt 
red light. When weather is bad vessels approach as close sf 
sible to entrance so that Pilot can easily board the vessel. 
ANCHORAGE: When harbour is congested, vessels can &# 
at West Mole while waiting for berth. 

MAX. SIZE: Only limitation is draft (maximum 30 ft.). 
HEALTH: Pratique is obtained immediately after berthing,* 
Health Officer boards vessel. In case of suspected disease 0! 
on board Master must send a radio message to Agents, in? 
that they advise the Health Officer. Following documents are® 
red by Health Officer upon berthing: Maritime Declaration of H# 
Deratisation Certificate, 1 Crew List. 

RADIO: Nearest important radio stations are Cadiz-Radl! 
Palos-Radio. 

TUGS: One available but not compulsory, is employed acc™ 
to Master's requirements. 

BERTHING: Prior to ship's arrival and in accordance with Ma? 
ETA Agent attends port Authorities to procure a proper & 
berth. Commercial quays have a length of 500 metres with @ 
sheds, 360 metres with single shed with maximum depth 
and about 700 metres uncovered for goods in bulk with dept 
tween 24-30 ft. : 
STEVEDORES: It is necessary that Master sends ETA # 
Agent can inform Receiver’s stevedores accordingly and at 
for proper reception of cargo and berth. Timetable of shifts ave 
at the port; Daytime, normal working hours, from 08.00-1 
14.00-18.00 (one shift), 08.00-14.00 (one intensive shift), 14 
(one intensive shift). Night time, from 18.00 to 24.00; Sundae 
holidays, from 09.00 to 12.00 and 14.00 to 18.00. 

MEDICAL: Medical facilities are available; only it would be# 


for Master to send a radio message if a crew member is in 
on urgent medical attention. 
om H WATER: Always available. Deliveries from quay available 
berths, supplying about 30 tons per hour. 
ee . Ordinary fuel oil and gas oil is available at local refinery of 
‘q", It is advisable that Shipowners stem bunkers through 
’ 004 Contractors, with an ETA of 48 hours, so that the order 
sgn be received in time. ’ 
PRECAUTIONS: Tankers perform their operations at 
ar oh of “Campsa" at East Pier, which has the necessary fire 
ytions. No special precautions at other piers. 
ryGWAY /DECK WATCHMEN: Available but not compulsory. 
HENING CLOSING HATCHES: This work normally carried 


ON FICATES : Vessel should have the usual documents 

poard, but only the Safety Wireless, Safety Equipment and 
isation Certificates are required by Authorities. 

sTOMS ALLOWANCES: The quantity allowed per each crew 

aember is 3 kilos tobacco. (See “‘Documents".) Wine and/or Spirits: 

Only one bottle for each crew member. 

RGO GEAR: All commercial piers are served by electric shore 

canes able to lift 3/6 tons (18 cranes in total), and one crane with a 

iting capacity of 15/25 tons situated on Pier Costa. 

IDENTIFICATION CARDS: Not required. 

CONSULATES: 


denmark, Alvarez de Castro 22 tel. 212245 
Sweden, Alvarez de Castro 22 212245 
Belgium, Paseo Generalismo 151 » 214455 
Norway, Paseo Generalismo 151 » 214455 
xolland, Paseo Generalismo 151 » 214455 
finland, Aguilar Martell 7 » 215954 
\taly, Paseo Generalismo 18 215790 
France, Avenida Vivar Tellez » 220050 
Columbia, Navarro Rodrigo 18 » 213171 
Panamanian, Jaul 27 220073. 


REPAIRS: All types deck and engine available. 

REPATRIATION: Good facilities available. 

AIRPORT: Airport is located about 6 km. from town, well served 
by regular airlines. 

TIME: GMT plus 1 hour. 

HOLIDAYS: 1st January; 6th January; 19th March; (St. Joseph) 
Good Thursday afternoon; Good Friday; 1st May (Labour Day); 
Corpus Christi; 29th June (St. Peter and St. Paul); 18th July National 
Holiday; 15th August; (Ascension Day); 12th October; 1st Novem- 
ber; 8th December; 25th December and 26th December second 
Christmas Day. 

POLICE: AMBULANCE/FIRE: Police 214081; Ambulance 215780; 
Fire 220044. 


AGENT: Hijo De Alfredo Rodriguez, Ltda., Alvarez de Castro 22, 
PO Box No. 28. Telegrams “Calvache"’. Tel. 212245, 213306, 214475. 
Almeria. 


AVILES: 43.35 N. 05.56 W. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists or a negative. 

1 Cargo Manifest of goods destined for the port. 

Another Manifest covering transit cargo. 

2Store Lists, including tobacco, cigars, cigarettes, coffee, spirits, 

radios, cameras, etc., in possession of crew. In all cases make 
and number of radios to be indicated. 

Safety Wireless Certificate and Safety Equipment Certificate. 
ifvessel carries over 3 kilos tobacco per man, the excess to be de- 
tlared in a separate manifest, which must be visaed by the Spanish 
Consul at the last port, otherwise vessel exposed to heavy fine. 
RESTRICTIONS: Entrance channel 90 m. wide, 1,000 m. long up to 
San Juan de Nieva Dock. Depth at low water from 6 to 9 metres. 
MAX. SIZE: Length 150 m. draft 9 m. 

HEALTH If vessel proceeds directly to berth, pratique can be ob- 
‘ained immediately after berthing. Otherwise, at anchorage at ves- 
$el's arrival, 

vessel has sickness on board of a contagious nature Master 
should advise Health Authorities by radio, and they will examine 
a rscletely upon arrival, to enable vessel to be granted 

ique. 
os Five tugs available up to 1,200 h.p. 
he THING: Muelle de Raices, length 823 m., depth alongside 8 m. 

hard de Nieva length 776 m., depth alongside 6 m. 
fn an Agustin, Ensidesa East, length 300 m., depth alongside 9 m. 

Sidesa South, length 715 m., depth alongside 7 m.; length 108 m., 
depth alongside 5 m. 

Ue Tnaran, Endasa East length 133 m., depth alongside 7 m. 
pe OMS ALLOWANCE: Normally Customs permit to have 200 
iz fever per man out of bond. Additional quantities needed on the 
ORY Dee in port. One bottle of spirit per man. 

Tay OCKS: one dock at Las Canteres, owned by Entrecanales Y 
FRESH Gngth 50 m., width 9.50 m. 

ber h H WATER: Can be supplied from Ensidesa berths at 40 cu.m 
our. Supply from other berths at a low rate. 


wae Fuel and gas-oil can be supplied by barge at 200 tons per 


TIME: 
Hous Always GMT plus 1 hour. 


h Ja YS: Work can be arranged on the following holidays: 
Nuary; 19th March; Easter Monday; Ascension Day; 29th 


SPAIN 


June; 28th August (San Augustin); 8th September (Nuestra Senora 
de Covadangoa); 12th October (La Hispanidad). 

Work not done on the following holidays: 1st January; Good 
Friday; 1st May (San Jose); 1st November (All Saints); 8th Decem- 
ber (Immaculate Conception); 25th December (Christmas); Trade 
Union holiday, 16th July. 
ee Junta del Puerto Ria de Aviles, Juan Ochoa 9, 

viles. 


BARCELONA: 41.25 N. 02.10 E. (See Plan) 


DOCUMENTS: 

(1) Manifest of Barcelona cargo: one set covering all loading 
ports; make sure that this manifest is in perfectly good order 
before ship's berthing, as Customs will board the vessel 
immediately and take it away as it is; thereafter any omission 
or excess of pages may lead to a fine. It is important that the 
Master has copies as Manifests mailed by Agents in loading 
ports sometimes arrived too late or not at all. 

(2) Manifest of Transit Cargo: two sets (same recommendations 
as above). 

(3) 3 Crew Lists. 

(4) 1 Negative of Passengers. 

(5) 2 sets of Bills of Landing of the Barcelona cargo. 

(6) 2 Provisions Lists. 

Of items (3), (4) and (6) above several copies will be required for 
distribution among various authorities, therefore it would be well 
for the Master to have at least three copies of each ready at hand 
on arrival. Tobacco allowed per crew member is 3 kg. 

All tobacco in excess of the 3 kg. allowed by the Spanish authori- 
ties should be manifested and signed by the Spanish Consul at 
the last port of call before Spain. If there is no Spanish Consul at 
the last port before calling at Spain, then the consulate of a country 
friendly to Spain or the port authorities could carry out the same 
formality. The same procedure must be followed when the vessel 
loads a cargo of tobacco for discharge in Spanish ports, or when 
the tobacco cargo is loaded in transit. 

lf any item of cargo manifested for Barcelona should be dis- 
charged in error at any other port in the ship's itinerary before 
arrival at Spain, there would be a fine imposed here for shortage of 
goods if no advice of such shortage is given before arrival. 
PILOTAGE: Pilot boats painted black, with letter “P" in white 
on each bow. Telegraphic address: “Pilot Station-Barcelona”. 
Required notice of ETA 24 hours before arrival. Signals to be made 
by vessels requiring Pilot: the letter ‘‘G" in sound and/or light. 

Pilot boats have no radar and are reluctant to venture more than 
just outside port entrance in poor visibility. Pilots give priority to 
vessels nearest port entrance. Pilotage is compulsory and the 
service is permanent. In case of port congestion vessels remain 
at anchor at the roads. 

ANCHORAGES: In the Outer port for small vessels only, with 
depths over 50 ft. Also at the roads 4 mile away from breakwaters 
where vessels usually remain at anchor. 

MAX. SIZE: Only limitation is draft; max. 39 ft. 

HEALTH: Pratique obtained immediately after berthing, when 
Health Officer boards vessel. In case of suspected disease or fever 
on board Master must send a message to Agent, to advise Health 
Office. Following documents are required by Health Officer upon 
berthing: Maritime Declaration of Health, Deratisation Certificate, 
1 Crew List. 

RADIO: Aranjuez Radio, call sign EAD. 

TUGS: Tugs join vessel at entrance of port. Usually use ship's 
lines; if tug's lines used usual charge 10% of official tariff. It is normal 
for two tugs to be used for vessels from 5,000 to 15,000 grt. 

Ten tugs available, from 300 to 900 h.p. 

BERTHING: Commercial quay, length 11,300 metres and depths 
minimum 8 metres, max. 14 metres dependent location. Depth 
alongside Grain Elevator in Pier Contradique is 32 ft. Pier Barcelona, 
berths for transoceanic maritime passenger traffic, depths 26 ft. 
and 31 ft. Shore fenders keep vessel about 1 metre off quay. 
CARGO-HANDLING FACILITIES: For unloading grain, there is 
a silo with a 65,000 ton storage capacity, provided with four suction 
pumps capable of unloading vessels at a rate of 400 tons per hour 
and loading rail or road trucks at the rate of 200 tons per hour. 

Liquid methane reception and gasification plant with a storage 
capacity for 249,000 cubic metres of liquid gas. Potash reception and 
loading plant with mechanical loading bridges which can load up to 
450 tons per hour of this product. 

General cargo handling is fully mechanised and, apart from the 
pier cranes, there are fork-lift trucks, truck cranes and a palletisation 
process. 

A container wharf with a berthing frontage of 400 increasing to 

650 metres, 14 metres water depth, 9-8 acres surface area, with a 
capacity for 1,250 20-foot containers. Two cranes available at 50 tons 
and reach of 35 metres. There will be a terminal with berthing space 
for six ferries for operating a roll-on/roll-off service. 
TANKERS: There are six berths for oil tankers, max. size 60,000 
dwt., discharge rate 1,000 tons per hour, depth alongside 12 metres 
(2), 11 metres (2), 8-5 metres (2). Diameter of loading lines 4 in. and 
8 in., diameter of discharge lines 10 in., 12 in. and some of 18 in. 

There is one natural liquid gas berth, depth alongside 12 metres. 

There are five berths for inflammable liquids, asphalt, vegetable 
oil and tallow, depth alongside 12 metres. 

STEVEDORES: (a) Daytime, normal working hours, from 
08.00-12.00 and 14.00-18.00 (one shift); (b) 08.00-14.00 and 14.00-20.00 
(two “intensive” shifts). Night time, from 20.00-02.00 and 02.00-08.00 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


(two intensive night shifts). Extra costs are involved for intensive 
shifts. Nightwork is paid on an overtime basis. Average rates for 
discharge of grains in bulk are about 7,500/8,000 tons per day of 
24 consecutive hours; for general cargo a rate of 100 tons within 
normal working hours. 
MEDICAL: All medical facilities are available; it would be appre- 
ciated for the Master to advise in advance if a crew member is in need 
of urgent medical attention. 
FRESH WATER: All piers have water available by shore pipes or 
by barge. Rate of delivery about 16/20 t.p.h. Rate 150 t.p.h. by barge. 
FUEL: Fuel oil and gas oil available at “‘Campsa", installation. It is 
advisable that Shipowners stem bunkers through their own con- 
tractors, with advance notice of 48 hours. Delivery either by barge, 
or at the bunkering pier of ‘“Campsa"’. Bunker barges allowed 
alongside vessel during cargo-handling. 
DEVELOPMENTS: Lengthening under construction of breakwater 
Dique del Este, and pier Contradique. A wharff or 6 berths for tankers 
only, plus 4 berths for vessels loading/unloading crudes in bulk 
with a depth of 39 ft. Dry dock planned for vessels up to 215 metres 
length and 40,000 tons. 
GANGWAY/DECK WATCHMEN: Available but not compulsory. 
OPENING/CLOSING HATCHES: Normally carried out by crew, 
except in liner vessels which is contracted for by stevedores. 
CERTIFICATES: Vessels should have all usual certificates 
aboard but only the Safety Wireless, Safety Equipment and Deratisa- 
tion Certificates are required by authorities. 
CUSTOMS ALLOWANCE: Quantity allowed for each crew mem- 
ber is 200 cigarettes and one bottle wine/spirits. 
CARGO GEAR: 
58 Quay cranes upto 3tons 
SR? OF iv if 6 tons 
or i » 10 tons 
anh > » 15 tons 
146 Mobile cranes 1-50 tons 

4 Floating cranes up to 160 tons 

Ae etl cand ead CARDS: Not required. 


CONSULS: 

Argentine Tel. 2211629 Italy Tel. 2151654 
Belgium s» 2270707 Japan » 2102097 
Brazil » 2219560 Liberia 1 2212544 
Chile » 2215436 Norway » 2150094 
Dnmark » 2191550 Panama » 2312957 
Finland » 2216357 Poland 1» 2224307 
France yw 2211533 Portugal » 2212031 
Germany » 2317307 South Africa ,, 2220604 
Great Britain ,, 2220791 Sweden » 2323334 
Greece » 2214496 U.S.A. » 2199550 
Guatemala » 2104325 Yenezuela » 2150112 
Holland 2210011 and others 


REPAIRS: All types deck and engine. 

DRY DOCKS: Two floating docks, (a) length 111 metres, lifting 
power 6,000 tons; belonging to Port Management. (6) length 110 
metres, breadth: 20-30 metres, lifting power 4,200 tons. Shipyard: 
Union Naval de Levante, S.A., tel. 2194200. 

REPATRIATION: Good facilities available. 

Led aged Located about 7 km. from town, well served by regular 
airlines. 

TIME: Always GMT plus 1 hour. 

HOLIDAYS: 1st January; 6th January, The Three Kings; 19th 
March, St. Joseph; Good Thursday, after 2 p.m.; Good Friday; 
Resurrection Day; 1st May Labour Day; Ascension Day; Whit 
Monday; Corpus Christi; 24th June local holiday; 29th June, St. 
Peter and St. Paul; 18th July, National Holiday; 25th July, St. James; 
15th August; 24th September local holiday; 12th October; 1st 
November; 8th December; 25th December and 26th December, 
second Christmas Day. 

POLICE/AMBULANCE/FIRE: Police 091; Ambulance 2410600; 
Fire 2535353. 

TELEPHONES: Not available on board. 

AUTHORITY: Junta del Puerto de Barcelona, Puerto de la Paz 1, 
Barcelona 2. Tel. 2219306. 


BILBAO: 43.17 N. 02.55 W. 


DOCUMENTS: 

3 Cargo Manifests. 

2 Negative Passengers. 

3 Crew Lists. 

2 Stores Lists. 

2 Crew Personnel Effects Lists. 

The maximum quantity of tobacco and/or cigarettes allowed per 
crew member, Master included, is 3 kilos. Any surplus must be 
separated and manifested as cargo in transit and the manifest 
duly visaed by a Spanish Consular Representative atthe loading port. 
Should there be no Spanish Consular Representative of a friendly 
nation, Port Authority (Custom House) or Chamber of Commerce 
in the sailing port. In case a vessel carrying an excess amount of 
tobacco or cigarettes and not in possession of a Manifest duly 
visaed by the competent Authority is diverted at sea to a Spanish 
port while on voyage to another, the Master should cable to the 
Administrator de Aduanas of Bilbao, notifying the diversion and the 
excess of tobacco manifested without official visa. On arrival the 
Master should submit the Manifest and other documents to the 
Custom Authorities. 

PILOTAGE: Pilotage is compulsory for vessels entering and leaving 
Bilbao Port. Pilot will board incoming deep laden or ballast tankers 
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in a position about 1 mile South-West of Punta Galea Lighthoys, 
The pilot ladder for boarding is usually rigged off port side, 4 
Pilot is unable to board on account of bad weather, the pilot S 
will display the signal “follow in my wake" and lead the vegsa) 
the sheltered harbour. ™ 

Pilots keep on watch 24 hours on Channel 12. 
ANCHORAGE: Good anchorage in Outer Harbour inside bray, 
waters. Depths at LW about 26-33 ft. Also anchorage 
breakwaters, lightening operations sometimes performed 
weather good. The recommended anchorage zone for dee 
vessels is 1:3 miles South-west of Punta Galea Lighthouse 
12 fathoms, sand. “ 
RESTRICTIONS: None, except when draft exceeds 13.4, 
and proceeding to berths inside river, which case must await tig 
See ‘Max. Size". 

MAX. SIZE: No restrictions length or breadth. Maximum Advisaby 
draft 30-31 ft. Tankers: The entrance channel and oil berths » 
dredged to 44 ft. lowest normal LW, deepest draft recommendes, 
incoming tankers is 43 ft. and vessel must be on pilot Station « 
least 2 hours before HW. 

HEALTH: If proceeding direct to berth, pratique obtained ima 
diately after berthing. Otherwise, at anchorage on arrival, Cy 
suspected disease or fever on board, Master must radio Agent, 
advise Health Office. On berthing Health Authorities require Hes 
Declaration, Derat Certificate and Crew List. 

RADIO: Cabo Mayor Radio. 

TUGS: No tugs required for entering port, only for berthing» 
shifting inside river. Ship's lines used, the tug employed according 
Pilot's advice. 

BERTHING: Canal de Deusto 26 ft. alongside. Tankers: Voss 
will berth day and night, but vessels deep laden must be on pig 
station two hours before HW. Mooring lines should be of po. 
propylene or fibre, etc.; if wires are used they should have a fix 
pennant. For average weather conditions 18 mooring lines » 
recommended, five head ropes, five stern, four breasts and fo 
springs. 

STEVEDORES: Very important send advance messages givty 
ETA. Agent then inform Shippers or Receivers’ stevedores. Offcs 
working hours Monday/Saturday 0800-1200; 1400-1800 hours. 
MEDICAL: Medical service must be arranged by the Agent. 
emergency send cable in advance to Agent. 

TANKERS: “Campsa" have private berths at Santurce and Zorou 
Cargo manifest must be visaed by Spanish Consul, or in absencey 
Consul by Authority at loading port. Petronor Terminal is loca 
at Santurce, at the entrance of Abra Bilbao. There is a pier off 
metres with two berths, No. 1 (West) and No. 2 (East). Both bert 
are fitted with good rubber fenders. The pier is dredged to14 mets 
in LW. For crude vessels to discharge, there are four booster pum 
on the jetty, reaching a rate of about 1,000 LT per hour. 

The West berth is equipped with a bank of five metallic am 
2-12 in. for unloading crude oil/ballast-deballasting/loading fuel 
2-8 in. for loading white products and 1-6 in. for bunkering. 

The East berth is equipped with a bank of 4 metallic arms; 2-128 
1-8in. for loading white products, 1-6 in. for bunkering. 

Masters are requested to advise ‘‘Petronorbilbao” by cable 
departure and 72 hours in advance and if any changes in the vess#! 
ETA additional advice is required. Petronor Terminal keeps wat? 
24 hours on VHF Channels 16 and 12. 

DENSITY: 1025. 

FRESH WATER: Always available. Delivery by tugs. Minime 
10 tons. 

FUEL: Ordinary fuel oil and gas oil available at local “Camps 
refinery. Advisable that Shipowners stem bunkers 48 hours p® 
arrival. Delivery by barges, or at the bunkering pier. Bunkers aval 
at Petronor. Advise Agent in advance. 

DEVELOPMENTS: Oil refining plant under construction (Petron 
and completion expected by 1975. Crude oil discharging term® 
will be constructed for vessels of up to 200,000 dwt. at that time. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally by crew, except’ 
liner vessels, when contracted by stevedores. 
CERTIFICATES: Have usual documents on board, but ® 
Safety Radio, Safety Equipment and Deratisation Certifice® 
required by authorities. 

CUSTOMS ALLOWANCES: Normally, customs permit 20°F 
rettes, and one bottle wine/spirits per man. 

CARGO GEAR: Usually shore cranes employed in loading or 
charging but if require lightening then ship's derricks used #8 ™ 
one floating crane is available. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Argentina Ecuador Norway 
Austria El Salvador Paraguay 
Belgium Finland Peru 
Bolivia France Portugal 
Brazil Greece Sweden 
Colombia Guatemala Uruguay 
Costa Rica Haiti U.S.A. 
Chile Italy United Kingdom 
Denmark Liberia Venezuela 
Dominican Republic Nicaragua W. Germany 


REPAIRS: Good repair facilities, and several important shipys® 
DRY DOCKS: Five graving docks. Biggest: length 152 
breadth: 20 metres (naval shipyard). 

REPATRIATION: Good facilities. wat! 
AIRPORT: About 10 km. from town. Regular services te 
and Barcelona. Also direct flights London and Paris. 


P lus 1 hour (permanent). 

Te: oe ist January; 6th January; 19th March (St. Joseph); 
Thursday afternoon; Good Friday; 1st May (Labour Day); 
sion Day; Corpus Christi; 29th June (St. Peter and St. Paul); 

parr’ (National Holiday); 31st July (local holiday); 15th August; 

= October; 1st November; 25th December. 

it OP AMBULANCE/FIRE: Police 091; Ambulance (hospital) 

181.00; Fire 21 .30.00. 


CADIZ: 36.30 N. 06.20 W. 


MENTS: 
ee Declaration. 
Health Declaration, — 
List of Crew on Arrival. 
List of Crew on Departure. ; ‘ 
Uist of Passengers on Arrival (if applicable). 
List of Passengers on Departure (if applicable). p 
All vessels must be represented by a local Agent who will be 
sponsible for completing the required Customs, Health and Port 
authorities documentation. : ; ; 
PILOTAGE: International Code Signals used to call pilot. Pilot 
can be contacted by VHF or through telegraphic address “Praticos 
Cadiz". Six to eight hours notice of ETA preferred. é 
pilots operate a steam launch and a diesel launch both painted 
black with yellow funnel on which letter “P" is painted in white on 
soth sides. Pilot boat does not remain at station but comes out 
wen ordered. Pilot boards in an area between the Rota light and 
San Sebastian light. In case of bad weather the pilot will board 
nearer Los Cochinos shore and meanwhile signal instructions to 
the vessel until the pilot is able to board. 
ANCHORAGE: Vessels waiting for a Pilot may anchor in any safe 
position according to draft and weather conditions. Tankers or deep 
daftvessels may anchor West of the Diamante buoy in 16-18 metres 
depth where the Pilot boards at first opportunity. 
RESTRICTIONS: Entry is restricted only by the depth of the ent- 
rance channel, maximum safe draft 30 ft. 
HEALTH: Master should radio, not more than 50 hours and not 
ess than 5 hours before arrival, the following information to the port 
authority: name and nationality of ship, date and time of arrival, 
last port of call, number of passengers and crew aboard, if doctor 
on board and details of any sickness noted on voyage. Message to 
te addressed to ‘“Sanidad Maritima Cadiz". International code 
qarantine signals to be shown on arrival when free pratique will 
be given provided health situation is satisfactory. 
TUGS: Normaily join vessel off the berths. 7 tugs available, up to 
1,500 h.p. 
BERTHING: 
Mole No. 1, 220 metres length, depth alongside 10 metres. L.W. 
Mole No. 2. 460 metres length, depth alongside 10 metres. ,, 
Mole No. 3. 440 metres length, depth alongside 10 metres. _,, 
Generalisimo Franco Mole: 365 metres length, depth alongside 
10 metres. 
Muelle Armamento: 200 metres length, depth alongside 9-50 
metres. 
Muelle Embacadura: 110 metres length, depth alongside 9-50 
metres. 
TANKERS: 3 tanker berths for vessels up to 27 ft. draft at the piers 
inthe Zona Franca, operated by Campsa. Hoses: Fuel oil 10 in., 
gas oil 8 in., gasoline 8 in. No slop discharge facilities. 
International Terminals Corp. Berth, length 170 metres, depth 
$50 metres. 
“xy Fuel, gas oil and several types of marine diesel can be sup- 
plied, 
REPAIRS: There are three shipyards — Astilleros Espanoles SA, 
a Cadiz and Matagorda. Empresa Nacional Bazan-Carraca, and 
Several workshops of Auxiliar de la Construccion Naval. All types 
of repairs can be effected. 
DRY DOCKS: Largest is 245 metres long, 57 metres wide. In 
addition Astilleros Espanoles have two floating docks, one of 
Bt metres length, 24 metres breadth, lifting capacity 39,400 tons, 
an other 100 metres length, 17-54 metres breadth lifting capacity 
900 tons, 
At Matagorda, thereis a dry dock of 150:97 metres length, 19 metres 
width, and 6:23 metres max. draft. 
OPENING/CLOSING HATCHES: This work is normally effected 
by the stevedores, 
NSULS: 


Argentina, Belgium, Bolivia, Colombia, Denmark, France, Germany, 
Teece, Italy, Liberia, Netherlands, Norway, Sweden and Finland, 
cusee Venezuela. 
“USTOMS ALLOWANCES: Maximum of three kilos of tobacco 
pn person on board. All to be declared. Wine or spirits, one 
‘ame per man per day. 
re RPORT: Nearest at Seville, about 150 kms. away. Daily flights 
adrid, Barcelona and overseas. 
TeLEpOMT plus 1 hour all the year round. 
SHOR HONES : Connection to vessels can be arranged by Agents. 
aaa LEAVE: Crew are permitted to go ashore subject to police 
RVELOPMENTS : Astilleros Espanoles is building a new dry 
AUTH accommodate vessels up to 400,000 tons. 
THORITY: Comandante Militar de Marina, Comandancia 


marco certo de Cadiz. Telephone 233902/233903. Cables: Comte- 
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SPAIN 


CARTAGENA: 37.35 N. 00.59 W. 


DOCUMENTS: 

6 copies of the Crew List. 

6 copies of the Passenger List, or 2 negative copies as the case 
may be. 

2 sets copies Manifests covering cargo destined to Cartagena and 
carried in transit. 

Store Provision List, in duplicate, including items such as: tobacco 
spirits, radios, coffee, tea, bunkers, and any other items be- 
longing to the vessel. 

2 copies of all Personal Effects Lists, from passengers and ship's 
crew. 

The amount of cigarettes allowed for each member of crew/ 
passenger is 3 kilos; any amount over has to be manifested as to- 
bacco in transit, and this manifest must be visaed by a Spanish 
Consul in the last loading/discharging port. If there is no Spanish 
Consul in the port of call before Cartagena, the Master is requested 
to send a cable to: Direccion General de Aduanas, Madrid, quoting 
as follows: “m.v.'...' coming from ... order to proceed to Cartagena 
tobacco manifest unlegalised = Master." 

This cable to be inserted in the radio log-book, and copy of same 

to be delivered to local Customs Authorities when boarding the 
vessel. 
PILOTAGE: Compulsory. Position of pilot station 37° 34.6’ N. 0° 
59’ W. Position with green light of Dique de Curra bearing 000°, and 
the white light of Las Losas bearing 090°. This is the position at 
which Pilot normally boards. 

Vessels bound for Escombreras wait for Pilot in position 37° 34.2’ N. 
0° 59’ W., with green light of Dique de Curra bearing 000° and the 
green light of Dique Bastarreche bearing 090°. 

Pilot launch is a motor-boat with cabin, about 9 metres long, white 
hull, red below water line, black letter ‘‘P” painted on both sides. 

When bad weather prohibits Pilot boarding in the above position, 
vessel may be required to embark Pilot inside the harbour break- 
waters. 

Vessels call Pilot in daytime by code flag “G", or by sounding 
three prolonged blasts on the whistle. 

At night, Pilot may be called by flashing code signal “PT”, or by 
three prolonged blasts on whistle. 

Radio messages, with ETA, may be sent direct to PRACTICOS 

CARTAGENA with 24 hours notice, and confirmed 12 hours before 
arrival, messages should include vessel's seawater draft and, if 
calling for the first time, vessel's length overall. Pilot station equipped 
with VHF. 
APPROACHES: Escombreras bank with datum depth of 95 
metres situated West of Escombreras Island, extends from 200 to 
400 metres West of the Eastern tip of the island. This bank is un- 
marked. 

Area of underwater obstructions exists between the coast, the 
meridian of Santa Ana buoy, and the parallel of Las Losas beacon. 

There is a zone used for submarine exercises which is marked on 
the charts. Occasionally, naval divers carry out exercises in the 
vicinity of the port entrance. These are accompanied by naval 
vessels showing appropriate signals. 

Ships bound for Escombreras, to enter the port, should steer 
for a point situated at the intersection of the N.S. line of the red 
light at the extremity of Curra Pier, and the E.W. line through the 
green light at the extremity of the Bastarreche Pier, at which point, 
approximately, the Pilot boards the vessel. 

The least recorded depth in the entrance to the port is 25 metres. 

The approaches to the port of Escombreras do not present any 
difficulties. 
ANCHORAGE: Vessels anchored within the port limits should not 
carry out repairs affecting main engines as the possibility of sudden 
storms in winter may make it necessary to move to a sheltered an- 
chorage North of Cabo Tinoso, or to put to sea. 

Vessels under 29 ft. 6 in. draft may anchor inside the breakwater 
provided they do not obstruct other vessels’ movements. 

Anchorage for larger vessels in Cartagena Roads, approx. posi- 
tion 37° 35’ N., 0° 59’ 30” W. in depths of 40 metres. 

Anchorage for tankers off Escombreras in approx. position 37° 
34’ N., 0° 58’ 23” W., in depths of 42 metres. 

MAX. SIZE: No length limitations. For Cartagena max. draft 31 ft. 
6 in. For Escombreras max. draft 68 ft. 

HEALTH: Free pratique is immediately obtained when vessels 
berth any time from sunrise to sunset. Port Health Officers, require 
Maritime Health Declaration, Deratisation Certificate, and copy of 
crew and passenger lists. 

RADIO: Cabo Palos Radio, Aranjuez Radio, and/or Gibraltar Radio. 
TUGS: Three tug-boats 500-1000 h.p. with fire-fighting capabilities. 
All three tugs on duty 24 hours duly equipped, with two shifts of 
crew. 

Tugs join vessels in vicinity of port entrance, vessel's lines norm- 
ally used. 

The tugs available to assist berthing tankers in Escombreras are 

all diesel tugs, equipped with fire-fighting equipment. Five tugs 
available of up to 2,400 h.p. 
STEVEDORES: In the case of a vessel calling at Cartagena at 
night time, Sundays or holidays, it is important that Master cable 
24 hours in advance to advise his ETA in order that Agents are able 
to arrange stevedores' operations. Gangs can be called on as fol- 
lows: on weekly working days 08.00 and 13.30 hours. On Sundays/ 
holidays 08.00 hours (with prior advice to Union by 12.00 hours 
on Saturdays or day preceding holidays. The official working hours 
are: Monday/Saturday 08.00 to 12.00 and from 13.30 to 17.30 hours — 
Sundays/holidays: from 08.00 to 14.00 hours. 
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MEDICAL: Medical services rendered as soon as requested but, 
in case of emergency, Master required to send urgent cable in ad- 
vance. 

TANKERS: These vessels call at port of Escombreras 2 miles 
away from Cartagena port, this port owned by Refineria de Petroleos 
de Escombreras S.A. Slop discharge facilities available at Escom- 
breras. 

For ships of 250,000 dwt. Berth Number 7, of recent construction, 
consists of four dolphins, in a line parallel to Bastarreche Pier. 
Between the first and the third dolphin is situated a loading platform 
with loading/discharging lines. The centre of this platform is situated 
ata distance of 230 metres from the head of Bastarreche Pier, bearing 
140°. 

The least depth in Berth No. 7 is 21:45 metres or 70 ft. 4 in. at the 
extreme South of the berth. The rest of the area has a depth of be- 
tween 24 to 28 metres. 

The maximum length foreseen for tankers of 250,000 tons dwt. 
is 250 metres or 1,145 ft., since the total length of the berth is 430 
metres. 

The maximum allowable draft is 21 metres or 68 ft. 1 in. 

Shore lines for crude oil are one of 40 in. diameter and 3,500 metres 
length, and another of 24 in. diameter and 3,500 metres length. 

The Woodfield hose-handling gantry has four 16-in. hoses of 
which the two outside hoses should be used for loading bunkers 
as well as for discharging. Connecting flanges of 16 in. diameter, 
type 150 ASA. 

Fresh water can be supplied by pipe-line at all berths at a rate of 
45 tons per hour. 

Only vessels up to about 100,000 dwt. may be berthed at night. 

Eight berths suitable for tankers from 29 ft. 6 in. to 43 ft. draft. 

Two beiths for LPG carriers up to 29 ft. 6 in. draft. 

FUEL: At Cartagena, only gas oil available from tank trucks. At 
Escombreras all grades of fuel available subject to advance notice 


given. 
FRESH WATER: Available from quay by hose connections, only 
on working days. On Sundays/holidays notification to be required 
before 1400 hours preceding day. 

FIRE PRECAUTIONS: The port area has its own Fire Depart- 
ment under Supervision of Port Director. Although there is 
no water-borne equipment available, tug “Brio’’ will assist as re- 
quired as well as Cartagena City Fire Department. 
DEVELOPMENTS: There is a big programme to increase berthing- 
places by building new piers close to breakwaters, available for three 
vessels, provided with 4 shore cranes, capacities 3-6 tons each. 
CONSULS: The following countries are represented in Cartagena: 


Finland Peru Norway 

France Italy Holland 

Sweden Denmark Belgium 
Panama Greece 


GANGWAY/DECK WATCHMEN: Not compulsory, only used 
when required by Master under Immigration Police Supervision. 
OPENING/CLOSING HATCHES: Usually by ship's crew. 
CUSTOMS ALLOWANCES: 200 cigarettes per each crew mem- 
ber, out of bond. The excess to be declared as cargo in transit. 
Wine and/or Spirit: One bottle for each crew member or passenger. 
CREW IDENTIFICATION CARDS: Not required. 

REPAIRS: There are very good repair facilities. A private shipyard 
“Empresa Nacional Bazan" and two other private repair shops. 
DRY DOCKS: One dry dock can accept vessels of 566 ft. length 
and 73 ft. beam. Two floating docks for vessels up to 333 ft. length. 
REPATRIATION: All facilities available. 

AIRPORT: San Janvier airport situated 27 miles from Cartagena 
with daily service to Madrid, Barcelona and Almeria. 

TIME: GMT plus 1 hour. 

HOLIDAYS: ist January; 6th January; 19th March (St. Joseph); 
Good Thursday from 14.00 hours; Good Friday; 1st May (Labour 
Day); Ascension Day; Corpus Christi; 29th June (St. Peter and St. 
Paul); 18th July (national holiday); 15th August; 12th October; 1st 
November (All Saints’ Day); 25th December. 
POLICE/AMBULANCE/FIRE: Police tel. 501456; Ambulance 
503470; Red Cross 501727; Fire Department 501111; Port Fire De- 
partment 503100. 

AUTHORITY: Capitan de Navio, Comandante Militas de Marina 
de Cartagena, Comandancia de Marina, tel. 501653. 

AGENT: Danie! Gomez Gomez, S.A. Mayor, 6-1°, PO Box 100, 
Tel. 505750 (3 lines)-500156 and 503333. Cables ‘'Frutera’’, Cartagena. 
Telex: 68013 Dago. 


CASTELLON DE LA PLANA: 39.58 N. 00.01 W. 
(See Plan) 


DOCUMENTS: 

Manifest of Castellén cargo: 1 set covering all loading ports; make 
sure that this manifest is in perfectly good order before ship's 
berthing, as the Customs will board the vessel immediately and 
take it away as it is; thereafter any omission or excess of pages 
may lead to a fine. 

Manifest of the Transit cargo: 2 sets (the same recommendations 
as above). 

3 Crew Lists. 

2 Negative of Passengers. 

2 sets of Bills of Lading of Castellén cargo. 

2 Provisions lists. 

2 Manifests of personal effects. 

PILOTAGE: Compulsory, and service is permanent. Pilots board 
vessels by a cutter in roads near entrance formed by the two break- 
waters. 
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Pilot cutters are painted white and have the letter “P" jn pj 
each bow. Cutters have a blue flag, with letter "P"” in white Sign 
to be made by vessels requiring Pilot: three long blasts. Teleg 
address: “Praticos, Comandancia Marina, Castellon". ve 
ANCHORAGE: Vessels can remain at anchor at the roads, R 
mended anchorage: 5 a mile East of lighthouse in depth of 19 
RESTRICTIONS: Maximum draft 22 ft. for vessels of about 4 
metres length. For vessels of more 120 metres, to 140 metres | 
maximum draft is 20-21 ft. - 
HEALTH: Pratique obtained immediately after berthing 
Health Officer boards vessel. In case of suspected disease OF fy 
on board Master must radio Agent to advise the Health Office. Foj., 
ing documents are required by the Health Officer upon 
Maritime Declaration of Health, Deratisation Certificate, 1 Crey 
RADIO: Aranjuez Radio, call sign EAD, 36-48 hours Prior ary 
nearest radio station is El Grao Radio, call sign EAV. 
TUGS: Tugs join vessels at entrance of port. Vessels of MOTE thy 
100 metres length normally use one or two tugs. Ship's FOPES uy 
STEVEDORES: Very important that Master sends in advance sh. 
radio notice regarding vessel's ETA so Agent can inform Shippe, 
or Receivers’ stevedores accordingly. Official working hours Of pe 
are: Monday/Saturday 0830-1230 — 1400-1800 hours. 
MEDICAL: All kinds of medical services can be arranged. In Cat 
crew member needs medical attendance urgently, it is advisables, 
Master sends a radio message in advance. 

TANKERS: “Campsa” berth in Muelle Serrano Lloberes. 
Esso Petroleos Espanoles, S.A. Refinery Terminal. Br 
Island: Lat. 39° 56’ 7” N. Long. 00° 01’ 6” E. for tankers with unliniy 

length. Depth of water in the berth is about 12:5 m. (41 ft.). 

Vessels berth heading either E. or W. The Breasting Islan, 
built on piles. A central platform about 70 m. (230 ft.) long and {i 
(49 ft.) wide will accommodate the loading arms and the js 
services. Two mooring dolphins are located at about 128 m. (4H 
from the centre of the platform. They are linked with the maingy 
form by a walkway. The platform elevation from the sea level js, 
average of 6-8 m. (22 ft.). 

Both sides of the Breasting Island central platform and the Ease 
dolphin are provided with a resilient fendering system. No fen 
system is installed on the Western dolphin. Vessels can be doce 
at both sides of the Breasting Island. 

Two “swamped” breasting wires are anchored about 2%); 
(640 ft.) off both sides of the Breasting Island. Quick-release how 
are provided on the platform corners and on both mooring dolphin 

Hoses: Two loading arms of 10’—150 Ibs/ASA and two 8" loats 
arms 150 Ibs/ASA. 

Any vessel from 3,000 dwt. through 37,000 dwt. can be accope 
at the Breasting Island having a deepest draft of 37 ft. 6 in. 

Sea berth: For crude oil cargoes with submarine pipels 
Lat. 39° 56’ 4” N. Long. 00° 02’ 7” E. Unlimited length. 

Depth of water in the berth is about 25 m. (82 ft.). Vessels bet 
heading 075/080 true using both anchors forward, with about 2 
(900 ft.) of chain out on each anchor and two swamped moorings 
if it is necessary. 

The stern is secured to five lamgar buoys equipped with\ 
release hooks on each. These buoys have flashing lights. 

One navigational range consisting of two lighted buoys, is use! 
proceed to the sea berth and drop the anchors. 

Any vessel from 27,000 dwt. to 165,000 dwt. can be accepted in® 
sea berth. 

Bunkering available. Water available by barge. Provisions avail 
Pilotage compulsory — Esso Pilots. Tugs: two tugs compulsory 
BALLAST: All ballast must be discharged to shore tanks! 
exception will be made to this rule. A total of 17,000 cubic? 
(110,000 bbls) can be received by the Refinery ballast tanks. 
FRESH WATER: Ali piers have water available by shore pit 
The rate of delivery is about 8-9 tons per hour. 

FUEL: Available with five days notice and subject to “Camp 
berthing availability. 

GANGWAY/DECK WATCHMEN: Available but not compu 
OPENING/CLOSING HATCHES: Normally carried out by 0 
CERTIFICATES: Vessels should have usual documents? 
board, but only the Safety Wireless, Safety Equipment and De 
tisation Certificates are required by authorities. 

CUSTOMS ALLOWANCES: Normally, Customs permit 209 
rettes per man out of bond and one bottle of spirit per man. 
CARGO GEAR: All commercial piers served by electric s* 
cranes able to lift 3, 6 and 8-9 tons. 

CREW IDENTIFICATION CARDS: Not required. 
CONSULS: italian, postal address Plaza Huerto Sogueros, 2 
tel. 212288; France, Plaza Borull, 9, 220180; Sweden, Maestro Ripolt 
28, 220053; Norway, Trinidad 85, 224511. 

REPAIRS: Work shop for small repairs. 

REPATRIATION: Good facilities exist. 

AIRPORT: Valencia, 70 km. away. 

TIME: Always GMT pius 1 hour. 

HOLIDAYS: 1st January; 6th January; 19th March, St. Jo 
Good Thursday after 2 p.m.; Good Friday; 1st May, Labour ® 
Ascension Day; Corpus Christi; 14th June, local holiday ; 29th 
St. Peter and St. Paul; 18th July, National holiday; 25th Jul 
James; 15th August; 12th October; 1st November; 8th Decem™ 
25th December; and two or three local holidays more, variable 
POLICE/AMBULANCE/FIRE: Police: tel. 220516; Am 
213944; Fire 221222. 


AGENT: Gerénimo Mallach Pachés, General Aranda, 22, Cast 
DeLa Plana. Telegrams "Gemapa”. Tel. 220061, 220064, 
(Shipbroker and Stevedore.) Telex: 65541-Gemap-E. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, | 


sTRO-URDIALES: 43.24 N. 03.14 W. 


MENTS: } ' 
o Manifests. One visaed by the consular authority. 
o Manifests for other ports if the vessel has called at and 

joaded in other ports. ‘ : 
Ballast Manifests (if the vessel has arrived in ballast). 
s Passenger Lists (if passengers are carried). bri 

§ Captain's Certificates to the effect of ‘No Passengers" if no 

passengers are carried. 

Crew Lists. 

gstores Lists. ays 

Crew's Store Lists - cameras, radios, spirits, cigarettes, etc. 
yealth Certificate. — As . ' 

Certificate of Derating and fumigation against insects. 

{pills of Lading. : 

intemational Freeboard certificate. 

international Safety Certificate. 

international Radio Certificate. 

tertificate of Stowage of cargo. 
pLOTAGE: To request pilotage: 1. Advise the arrival of the vessel 
hours in advance. 2. Hoist flag G of the International Flag Code. 
+ anchor within the pilotage limits of the port. 
“pod pilotage limits: Coastal zone comprised between the Onton 
svidian and that of the Punta del Rabanal at one mile from the 
ast. The Pilot goes out to a limit of one mile outside the port. 
‘yee are no means Of radio communication with the pilot boat or 
sipt station. ETA to be given 24 hours in advance. Sound signals 
‘summon the Pilot - three long blasts. In the event of bad weather, 
se Pilot does not proceed to sea, and the vessel must enter the 
ytand anchor in the bay. 

Anchorage to await Pilot: In the mouth of the port at one mile 
istant. The pilot boat carries a blue flag with the white letter “P” 
won it. The pilot boat is blue and is a small motor-launch. 
ANCHORAGES: The best anchorage is 045°-800 m. from the green 
sdoured beacon of the breakwater at the port entrance, in a depth 
12 metres. 
XSTRICTIONS: There are no entry restrictions. Vessels with a 
dalt greater than six metres cannot enter the port. 
WAX, SIZE: Length 105 m., draft 5 m., depth at the entrance 9-14 m. 
HEALTH: The Health Official boards the vessel as soon as it is 
tethed alongside. In the event of suspected illness or fever, advise 
Agent by radio and anchor near the port until the Health Doctor 
uthorises entry. 
RADIO: The best radio station to pass the ETA telegram to con- 
signees or Agents is Santander radio station call sign “EAS”. 
frequency 500 kHz. 
TUGS: None available. 
BERTHING: Irrespective of tide. The S.E. pier has a total length 
#980 ft., of which 500 ft. forms the commercial wharf, mainly for 
coasters sundry cargoes. No cranes. Fresh water supply. Depth 
‘TH. at low water. 

ron ore loading tips: Along open coast adjoining Castro-Urdiales 
we several cantilever piers connected with the Iron Ore Mines, partly 
sheltered in creeks or small coves. All vessels bound to load iron ore 
here should clear and apply at Port of Castro Urdiales. Steamers 
cannot remain at these berths during rough weather but may find 
qood anchorage in roads, or immediate shelter at the port of Castro- 
Uniales, or better at Bilbao Harbour 9 miles East. 

The Iron Ore Loading Berths (no length limit) are as follows: 
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Approx. Loading rate 
Name Situation ebbtide draft per working hour 
Dicido 1 mile E. 21 ft. 800 tons 
Satacaballo 14 miles E. 22 ft. 800 tons 
Onton 2 miles E. 21 ft. 1,000 tons 


STEVEDORES: Ordered by Agent or Shipper. No ETA to steve- 
tores necessary. 
HEDICAL: It is not necessary for Agent to receive advance notice 
‘at medical attention is required. In the port there is a corps of 
tectors and one of them is always on duty for any emergency. 
furthermore, there is a permanent Spanish Red Cross service with 
imbulances to transport any patient to a large hospital centre. There 
Salsoa hospital in this town. 
ln the case of serious illness, patients are taken by ambulance 
“the Cruces Medical Aid Centre (province of Vizcaya-Bilbao) 
‘kilometres from Castro Urdiales. 
International Vaccination Certificates are required. 
DENSITY : 1016. 
FRESH WATER: Water may be taken on board at the San Luis 
Quay (also known as the Ocharan Mazas Quay). By means of hoses 
id at a rate of delivery of about forty tons per hour. 
A L: Not available. 
sRGWAY/DECK WATCHMEN: Not necessary. 
teRING/CLOSING HATCHES: Carried out by crew. 
+> IFICATES: Safety Wireless, Safety Equipment, and De- 
‘tisation generally inspected. 
bar OMS ALLOWANCE: Normally 200 cigarettes per man. 
onger stay, new allotment out of bond obtainable. Wine/and/or 
tit: one bottle per man. 
ted GEAR: At the small commercial wharf ship's derricks are 
“23 tthe iron ore loading berths along the coast with Cantilever 
IDENTIFOd or belt employed with spout at the tip. 
cONSULg GON CARDS: Not required. 
: None. 
PeAIRS : Limited. 
ATRIATION : Crew changes and repatriation can be effected, 
"9 in mind that any consular negotiation must be made in 
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SPAIN 


Bilbao, since there are no Consulates in this port. 

AIRPORT: Nearest Sondica (Bilbao) 40 km. by road. 

TIME: Always GMT plus 1 hour. 

HOLIDAYS: Sundays; 1st January; 19th March (Saint Joseph); 
April, Holy Thursday and Friday (variable each year); 1st, 23rd May; 
13th and 29th June; 18th and 25th July; 15th August; 12th October; 
1st November; 25th December. On holidays, work may proceed if 
requested. 

POLICE/AMBULANCE/FIRE: Police C.G. tel. 861146; Ambulance 
Red Cross 861147 and 861191; Hospital 860196; Fire 861294. 
TELEPHONES: No arrangements for placing telephones on board. 
SHORE LEAVE: Crew allowed ashore. 

DELAYS: The only delay that can normally be expected are those 
due to bad weather. 

AUTHORITY: Military Marine Adjutant - Port Captain. Tel. 861147. 
Telegraphic Address: ‘‘Ayudamar Castro Urdiales". No telex. 


AGENT: J. Ibanez, Castro-Urdiales, Muelle 6. Tel. office 860193, 
home 861176. Telegraphic address “Ibanez”. 


CEUTA: 32.54 N. 05.17 W. 


DOCUMENTS: 

Health Declaration. 

2 Cargo Manifests. 

2 Stores Lists. 

4 Crew Lists. 

5 Passenger Lists. 
PILOTAGE: Radio Agent advising ETA 24 hours in advance. 
International code signals used to call Pilot, or give three long blasts. 
Sound signal used day and night. Pilot boards within one mile of the 
breakwater. Pilotage compulsory. 
ANCHORAGE: N. W. of the harbour in depths from 10 to 12 fath- 
oms, at about 2} cables off breakwater but vessels should leave this 
anchorage with strong winds from E. or W. The bottom off the N. 
W. side of Muelle de Poniente is mostly rocky. The existence of 
submarine cables is marked by a hemispherical buoy painted in 
white, moored at about 3} cables bearing 74° from the red light at the 
head of Muelle de Levante. No light is exhibited. For this reason, 
anchorage is prohibited to the North of a line extending from the 
root of Muelle de Levante bearing 298° to position of the buoy already 
mentioned. 
MAX. SIZE: Length, 220 metres. Maximum draft, 33 ft. 6 in. 
HEALTH: Pratique obtained immediately after berthing when vessel 
boarded by health officials. 
RADIO: Tangier, or Cadiz Radio. 
TUGS: Usually two available of 1,200 h.p. Tugs use ship's lines. 
BERTHING: West Mole five berths for vessels up to 33 ft. 6 in. 
draft. East Mole: two berths for vessels up to 31 ft. draft. Dato wharf, 
2 berths, up to 20 ft. draft. 
STEVEDORES: Accurate advance notice of ETA necessary to 
order gangs required. Gangs are ordered at 0730, and 1630 hours. 
For Sundays and holidays, gangs ordered before 1730 previous day. 
Average cargo handling rates: General cargo, 7 tons per gang/hour; 
bagged cargo, 10 tons per gang/hour; drums, 13 tons per gang/ 
hour. Overtime from 2000 hours, Sundays and holidays, 40% sur- 
charge. 
MEDICAL: Advance notice by radio preferred. Hospital facilities 
available. 
DENSITY: About 3-64%. 
FRESH WATER: Available, but may be some restriction in Summer 
months. 
FUEL: All grades available, to be ordered in advance. 
GANGWAY/DECK WATCHMEN: Available but not essential. 
OPENING/CLOSING HATCHES: Performed by stevedores. 
CUSTOMS ALLOWANCES: Maximum 3 kilos tobacco for each 
crew member. Normal daily consumption of wine and spirits allowed. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
Great Britain, Tel. 512522 Denmark, Tel. 512254 
France » 512521 Italy » 511053 
Belgium 1 512521 Panama ,, 513431 
Sweden » 511801 Portugal ,, 512990 
Norway »» 511700 Netherlands 511408 


REPAIRS: Only minor repairs can be effected. Slipways for vessels 
up to 500 tons. 
REPATRIATION: All facilities available. 

Seamen's Books, in lieu of passports, accepted by Spanish 
Immigration Authority for Seamen of the following nationalities only: 

Belgium, Federal Republic of Germany, France, Greece, Holland, 
Italy, Ireland, Luxembourg and Portugal. 

Seamen of other nationalities will require valid passports and it is 
advisable to check with Agent regarding visas required in some 
cases. 

AIRPORT: Nearest international airports at Tangier, 100 km. away, 
and at Malaga, 137 km. away. 

TIME: GMT plus onehour in Winter, GMT plustwo hours in Summer. 
HOLIDAYS: New Year's Day, 6th January, 19th March, Holy 
Thursday (afternoon), Good Friday, 1st May, Ascension Day, 
Corpus Christi, 29th June, 18th July, 25th July, 5th August, 15th 
August, 12th October, 1st November, 8th December, Christmas Day. 
All holidays may be worked by voluntary labour. 
POLICE/FIRE/AMBULANCE: Police, tel. 513324; Fire, tel. 513333; 
Ambulance, tel. 514509. 

TELEPHONES: No arrangements for placing telephones on board. 
AUTHORITY: Harbour Master, tel. 512900. 
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AGENT: Ybarrola, Depositos de Aceite Combustible, S.A. Avenida 
de Espana, 11. PO Box 46, Ceuta. Tel. 511800. Cables, Ybarrola 
Ceuta. 


CORUNNA: 43.23 N. 08.22 W. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists or a negative. 

1 Cargo Manifest of goods destined for the port. 

Another Manifest covering Transit Cargo. 

2 Store Lists, including tobacco, cigars, cigarettes, coffee, spirits, 
radios, cameras, etc., in possession of crew. In all cases make 
and nt'mber of radios to be indicated. 

Safety Wireless Certificate and Safety Equipment Certificate. 

If vessel carries over 3 kilos tobacco per man, the excess to be de- 

clared in separate manifest, which must be visaed by Spanish Con- 

sul at the last port, otherwise vessel is exposed to heavy fine. 
peed ha Lod Compulsory. International code signals used to call 
ilot. 

RESTRICTIONS: Approaches to port are deep water, depth about 

15 metres. No restrictions on night manoeuvres. 

MAX. SIZE: Length and beam not restricted. Tankers up to 13 m. 

draft. Cargo vessels 32 ft. draft for berthing. 

HEALTH: If vessels proceed directly to berth, pratique can be ob- 

tained immediately after berthing. Otherwise, at anchorage at 

vessel's arrival. 

If vessel has sickness on board of a contagious nature Master 
should advise Health Authorities by radio, and they will examine 
patients immediately upon arrival, to enable vessel to be granted 
free pratique. 

TUGS: Available up to 800 h.p. 

BERTHING: 
East Quay, length 1,148 ft. depth alongside 19 ft. 
Palloza Quay, 7 984 ft. ,, ts 21-27 ft. 

Santa Lucia Quay, ,, 754 ft. ,, ¥ 18-21 ft. 

Calvo Soutlo Quay, two berths, depth alongside 30 ft. 

San Diego Quay, depth alongside 33 ft. 

TANKERS: Oil Refinery No. | pier depth alongside 13 metres. No. 

Il pier depth alongside 13 metres. Facilities for reception of dirty 

ballast ashore. 

FRESH WATER: Can be supplied by pipeline at most berths or by 

barge. 

FUEL: Can be supplied by pipeline at most berths. No barges. 

CUSTOMS ALLOWANCES: Normally Customs permit to have 

200 cigarettes per man out of bond. Additional quantities needed 

depend on the stay of ship in port. One bottle of spirits per man. 

REPAIRS: Minor repairs can be effected in shore work shops. 

DEVELOPMENTS: New pier under construction. 

AIRPORT: Nearest international airport at Santiago de Compos- 

tella 60 km. away. 

TIME: Always GMT plus 1 hour. 

HOLIDAYS: Work can be arranged on following holidays. New 

Year's Day (January 1st full day); Epiphany (January 6th full day); 

January 7th (full day); St. Joseph (March 19th full day); Easter 

Thursday (half day); Easter Friday (full day); St. Joseph Artizan 

(May 1st full day); St. Peter (June 29th full day); Labour Day (July 

18th full day); July 16th (full day); Patron Saint of Spain (July 25th 

full day); Ascencion Day (August 15th full day); Corpus Christi 

(full day); Holiday of Hispanisicm (October 12th full day); All Saints’ 

(November 1st full day); Immaculate Conception (December 8th 

full day); Christmas Day (December 25th full day). 

AUTHORITY: Junta de Obras Y Servicios del Puerto. 


FERROL: 43.28 N. 08.16 W. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists or a negative. 

1 Cargo Manifest of goods destined for the port. 

Another Manifest covering transit cargo. 

2 Store Lists, including tobacco, cigars, cigarettes, coffee, spirits, 
radios cameras, etc., in possession of crew. In all cases make 
and number of radios to be indicated. 

Safety Wireless Certificate and Safety Equipment Certificate. 

If vessel carries over 3 kilos tobacco per man, the excess to be 
declared in a separate manifest, which must be visaed by Spanish 
Consul at the last port, otherwise vessel is exposed to heavy fine. 
PILOTAGE: Compulsory. International code signals used to call 
Pilots. Pilots board off Cape Priorino. 

—- SIZE: Cargo vessels up to 32 ft. draft. Tankers up to 35 ft. 
draft. 

HEALTH: If vessel proceeds directly to berth, pratique can be ob- 
tained immediately after berthing. Otherwise, at anchorage at ves- 
sels arrival. If vessel has sickness on board of a contagious nature 
Masters should advise Health Authorities by radio, and they will 
examine patients immediately upon arrival, to enable vessel to be 
granted free pratique. 

TUGS: Available up to 1,250 h.p. Also salvage tug normally sta- 
tioned at Ferrol. 

BERTHING: Depth alongside quays 25-32 ft. 

TANKERS: Campsa Oil Terminal, three berths, can accommodate 
tankers up to 656 ft. length and 35 ft. draft. Facilities available for 
discharging slops ashore. 

FRESH WATER: Can be supplied from the quays. 
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FUEL: All grades available at the oil berths. 

REPAIRS: All ships repairs can be effected. 

DRY DOCKS: 5 dry docks for building and repairing Naval 
merchant ships. Largest dry dock length 1,020 ft., width 155 i 
vessels up to 80,000 dwt. ‘ 
CUSTOMS ALLOWANCE: Normally Customs permit to 
200 cigarettes per man out of bond. Additional quantities Ney 
depend on the stay of ship in port. One bottle of spirits per 
AIRPORT: Alevedro Airport (La Coruna), two services g 
Madrid. Labacolla Airport (Compostela), regular services tO Orig 
Santander, Bilbao, San Sebastian, Barcelona, and Madrid, 
TIME: Always GMT plus 1 hour. 

HOLIDAYS: Work can be arranged on following holidays, \y 
Year's Day (January 1 full day); Epiphany (January 6 fyj 
January 7 (full day); Saint Joseph (March 19 full day); Easter4, 
days); St. Joseph Artisan (May 1 full day); St. Peter & St Pauli), 
29 full day); Labour Day (July 13 full day); July 16th (full day); Py. 
Saint of Spain (July 25 full day); Assumption Day (August 154 
day); Martyrs’ Day (August 30 full day); Holiday of Hispan) 
(October 12 full day); All Saints (November 1 full day); Christy 
Day (December 25 full day). 

AUTHORITY: Junta del Puerto, Comandancia de Marina, 


GIJON-MUSEL: 43.33 N. 05.39 W. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists or a negative. 

1 Cargo Manifest of goods destined for the port. 

Another Manifest covering transit cargo. 

2 Store Lists, including tobacco, cigars, cigarettes, coffee, spa 
radios, cameras, etc., in possession of crew. In all cases my 
and number of radios to be indicated. 

Safety Wireless Certificate and Safety Equipment Certificate. 
If vessel carries over 3 kilos tobacco per man, the excess to) 
declared in a separate manifest, which must be visaed by Span 
Consul at the last port, otherwise vessel is exposed to heavy f 
RESTRICTIONS: Approaches to Musel are open deep watere 
low-water depths greater than 19 m. The Puerto Local is approacs 
through a channel 150 m. long, 15 m. wide, with a depth of 4m 
water. 

MAX. SIZE: Musel; length 200 m., draft 11 m. Puerto Local; ley 
60 m., draft 4.6 m. 

HEALTH: If the vessel preceeds directly to berth, pratique ca) 
obtained immediately after berthing. Otherwise, at anchorage; 
vessel's arrival. 

If vessel has sickness on board of a contagious nature Ma 
should advise Health Authorities by radio, and they will exam 
patients immediately upon arrival, to enable vessel to be grat 
free pratique. 

TUGS: 3 tugs available up to 1,000 h.p. 

TANKERS: 1 tanker berth owned by Campsa accommodating 
kers of 600 ft. length and maximum draft 29 ft. 6 in. 
BERTHING: Musel. 


North Breakwater No.1 length 627 m. depth alongside 14 m. 
No.2 , 107m. ,, = 12-14 m 
No.3 ,, 328m. .,, a 7.50-9.5 
Ribera No.1 ,, 288m. ,, oy 6.50-7.8) 
Noa hye 108) mifrrex “e 7.50-808 
Ne SSeugnA 156 me : yy 5 7.50-O.8 
Espigon | North berth length 220 m. depth alongside 8-10." 
South ,, ye 814m _ 9,50-105 

Coal Quay aay 220 nig * 8.50 m. 
Espigon // Northberth ,, 503m. _ ,, sf 8-12.00 
South ,, » 160 m. “ 8-12.00 


Puerto Local Depth alongside berths less than 4 metres. 
CUSTOMS ALLOWANCE: Normally Customs permit to hart! 
cigarettes per man out of bond. Additional quantities needet? 
pend on the stay of ship in port. One bottle of spirit per mat 
DRY DOCKS: 3 companies own a total of 6 dry docks at Gijon” 
largest of which is 170 m. length, 27.40 m. wide, for vessels # 
26,000 tons. 

FRESH WATER: Supplied from the quays at the rate of 2" 
per hour. 

FUEL: Can be supplied from the quays at variable rates up te! 
tons per hour. 

TIME: Always GMT plus 1 hour. 

HOLIDAYS: New Year's Day (full day); Epiphany (Januay)! 
full day); St. Joseph (March 19th, full day); Easter Thursday ® 
day); Easter Friday (full day); St. Joseph (May 1st, full day); A® 
sion Day (full day); Corpus Christi (full day); St. Peter and” 
(June 29th, full day); National Holiday (July 18th, full day); P® 
Saint of Spain (July 25th, full day); Assumption Day (August 
full day); Provincial Holiday (September 8th, full day); Holié® 
Spanicism (October 12th full day); All Saints (November 2%’ 
day); Immaculate Conception (December 8th, full day). 
AUTHORITY: Junta del Puerto Gijon. 


HUELVA: 37.16 N. 06.55 W. 


DOCUMENTS: 
3 Crew Lists. 
2 Passenger Lists or a negative. 
1 Cargo Manifest of goods destined to Huelva. 
Another Manifest covering transit cargo. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Lists, including tobacco, cigars, cigarettes, coffee, spirits, 
radios, cameras, etc., in possession of crew. In all cases make 
number of radios to be indicated. 
Wireless Certificate and Safety Equipment Certificate. 
i yessel carries over 3 kilos tobacco per man, the excess to be 
edin a separate manifest, which must be visaed by the Spanish 
yj at the last port, otherwise vessel is exposed to heavy fine. 
poTAGE: Compulsory. Services from middle to high tide, 
ding on draft of vessel on arrival or departure. Pilot's motor- 
inted white. Letter “P"' in black at both bows. Agent must be 
se contact with Pilot Office. Pilots are informed by Agent of 
qa at bar. In rough weather Pilots will not be available for entries. 

x sailings. Depths of water depend on location, ranging from 
to 30 ft. in high tide. Pilot station equipped with VHF Channel 16. 
“telegraphic address of Pilots - “Practicos-Huelva"’, 24 hours 

of ETA required. 

So eioht the regulation lights are exhibited. Contact must be made 

HF to take Pilot on board. Regulation ladder required. 

the event of bad weather the Pilot will board at Cascajera. 

yx. SIZE: Max. length for entry to Cascajera, 200 metres. Max. 
n for entry from Punta del Sebo to Tharsis Quay, 180 metres. 

ai, draft, at spring tides up to 28 ft. 6 in. entering and 30 ft. sailing 
from Cascajera. 

he entry to port is always subject to tides and maximum sizes 
vessels gel el so naner quay berths will depend upon 

perth and the tidal constant. 

tor max. sizes of tankers, see below. 
pRATIQUE: As long as Captains of vessels notify Medical Office 
y cable that there arn no sick on board and that the a5Ip proceeds 
om an area free from contagious diseases as specified by the 
Somational Sanitary Regulations, free pratique will be granted 
athe vessel, although this does not eliminate all the sanitary 
~sasures specified in the Exterior Sanitary Regulations in force. 

Notice should be given en-route towards the Port of Huelva and 
wficiently in advance to permit the free pratique to be granted. 

When there is any sickness on board, no operation will be carried 
»t until the vessel or its personnel have been inspected by the 
vedical Authorities. 

The granting of free pratique does not signify that the Yellow 
Fig may be lowered. This will be done once the Medical Authorities 
“ye carried out their inspection or are inposnaasion of the Maritime 
4saith Declaration Form signed by the Captain. 

A010: Nearest Radio Station, Cadiz. Station most used for 
hipping business Radio Sreniuesi due to larger range, unless vessel 
vthin 400/500 miles distance to Cadiz. 

TUGS: Only used inside harbour. Ship's lines employed, four. 
ws available. Number required to assist vessels at the discretion 
ithe Pilot in charge. 

BERTHING: Berths available, depths alongside 15-30 ft. 
STEVEDORES: 48 hours advice to Agent necessary to engage 
abour. 

WEDICAL: Agent must give at least 24 hours advance notice where 
nedical aid is required. There is a provincial hospital. Vaccination 
oe against fevers and cholera are issued by the Provincial 
ealth Authority. 

TANKERS: Rio Gulf de Petroleos operate a SBM tanker-mooring 
miles offshore, about 20 miles distant from Huelva. Mooring is 
witable for vessels 900 ft. long with draft up to 70 ft. salt water. 
Yooring 66 ft. is used for discharging only. Discharge rate is about 
‘M0 tons per hour through two 12-in, lines and a 30 in. submarine 
ae, 

Within Huelva port, Rio Gulf have two tanker berths, and Campsa 
we one. The two berths at the ‘Torre Arenillas’ quay permit a 
iait of 12 metres at low water but the maximum length permitted 
atthe oil quay is 200 metres. 

Berth No. 1 (North) loading/discharging: 

LPG 


8 in. line 
Gasoline 1Ouns tne 
Naphtha 10in. ,, 
Diesel 10:ins aw 
Fuel oil 10 in. and 12 in. lines 
Berth No, 2 (South) loading/discharging: 
Benzine 8 in. line 
Cyclohexan Bin. ,, 
Gasoline Linas 
Diesel 10. insrnys 
Distillates 10in. ,, 


re Fuel oil 10 in. and 12 in. lines 
tsidues: there is a receiving station near the oil quay for tank 
— together with a product separator. Connection lines are 


Product S.G. A.P.I. 
Propane 0-507 — 
Butane 0-573 


Gasoline 85-Ron 0-693 72:68 
Gasoline 96-Ron 0-735 61-02 


Campsa G.O. 0-832 38-57 
R.D. 2494 0-789 47-84 
Industrial F.O. 0-945 18-24 


aistry Water at this port is salt water. Fresh water, in quantity 
RESH Ty in., only present in heavy rainy weather. 

ree WATER: The supply of drinking water is made at the 
Thi (Levante) quay at the rate of 20 tons per hour per vessel. 
ber 


- also be provided by means of tugs at a rate of 50 and 30 tons 
EL: Fuel oil and diesel available in main port. Not available at 


Ore tanker terminal. 


SPAIN 


DEVELOPMENTS: Projects are in being to increase depth of 
water down to 35 ft. for tankers using the Rio Gulf berths, but this 
implies dredging of bar and channel, a distance of 8-9 miles; it is 
not known when the project will be completed. 
GANGWAY/DECK WATCHMEN: The employment is at the dis- 
cretion of Masters, who are free to either employ or do without any 
watchmen, 

OPENING/CLOSING HATCHES: Normally effected by crew, 
liner vessels excepted. 

CERTIFICATES: Safety Wireless, Safety Equipment and Deratisa- 
tion Certificates should be at hand for production if requested. 
CUSTOMS ALLOWANCES: 200-300 cigarettes per man out of 
bond. If necessary permit may be obtained from Customs Authori- 
ties to open bond and provide crew with fresh supplies, if stay in 
port justifies procedure. Wine and/or Spirit Allowances: One/two 
bottles per man. 

IDENTIFICATION CARDS: Not necessary. 


CONSULS: 
Belgium Holland Portugal 
Denmark Norway Sweden 
Germany Panama 


REPAIRS: Any kind in engine room, and hull above water. 

DRY DOCKS: Only one small dry dock available for vessels up to 
3,500 GRT. 

REPATRIATION: No difficulty in this respect. 

AIRPORT: The nearest is at Seville - San Pablo, a distance of 
100 km. from Huelva. 

TIME: GMT plus 1 hour. 

HOLIDAYS: ist January; 6th January; 20th January; 19th March; 
Thursday preceding Good Friday as from 2 p.m. Good Friday; 1st 
May; Corpus Christi; 29th June; 18th July; 3rd August; 15th August; 
1st October; 12th October 1st November; 8th December; 25th 
December. 

Permit to work on any of the mentioned holidays (ist January 
Good Friday and 25th December excepted) can be obtained, but 
sufficient reasons must be given to justify permission. 
POLICE/AMBULANCE/FIRE: Police and Civil Guard 216000, 
213136; Fire-brigade 214421; Customs 215174. 

SHORE LEAVE: Permitted. 

TELEPHONES: No arrangements exist, for the time being, to place 
telephones on board vessels. 

AUTHORITY: Marine Military Commandant, Plaza de la Marina, 
Huelva. Tel. 213700 (3 lines). Telex 75503. 


IBIZA: 38.54 N. 01.28 E. (See Plan) 


DOCUMENTS: Passenger Liners: 

5 Crew Lists (Customs, Comandancia de Marina, Health, Police 

and Consignee). 

6 Passenger Lists (Customs, Police, Guardia Civil, Obras del 

Puerto, Health and Consignee). 

2 Lists of crew and passengers personal effects (Customs). 

2 Store Lists (Customs). 

Health Certificate (Health Department). 

2 Cargo Manifest, if any. (Customs). 

2 Negative Cargo manifest, if no cargo. 

Cargo Ships: 

5 Crew Lists. 

2 Lists of crew personal effects. 

2 Store Lists. 

Health Certificate. 

2 Cargo Manifests. 

PILOTAGE: Pilotage compulsory. No ships allowed to go further 
than imaginary line between Botafoch lighthouse and Isla Negra del 
Este, without a Pilot. Advisable to give 24 hours notice of ETA. 
Shortly VHF will be installed in Pilot Station and boats. Pilot's boat 
is of the canoe type with white sides and letter “P" in black on both 
sides. Vessels requiring a Pilot must give three long whistles. By 
night flash morse “G". 

Pilot will board between Botafoch lighthouse and Isla Negra del 
Este. In bad weather vessel should follow Pilot's canoe till he is able 
to board. 

ANCHORAGES: Anchorage area situated inside of imaginary 
line: Botafoch—-Negra del Este with depths of 40 to 50 ft. Pilot required 
to anchor. 

MAX. SIZE: Maximum length for berthing, 135 metres. Maximum 
draft 21 ft. 

HEALTH: Report in advance to Pilot if there is any problem. If 
situatior. is normal, then, after ship berths the health inspector 
boards and quickly grants pratique. In event of any suspected dis- 
ease or fever on board, the Pilot (without boarding), will show the 
anchorage area, then health inspectors and authorities will board, 
and give necessary instructions. 

Vessels entering after calling at another Spanish port have no 
problems obtaining pratique. 

TUGS: Not available. 

STEVEDORES: Available, ETA required 24 hours in advance. 
MEDICAL: Civil hospital, military hospital, and three private clinics 
available. 

TANKERS: Load/discharge lines 10 in. and 8 in. No facilities for 
discharging residues. One berth. Maximum draft of the ship is 21 ft. 
FRESH WATER: Available at the quays. 9 metric tons per hour. 
FUEL: Available. Notice required, 24 hours. 

FIRE PRECAUTIONS: Tankers should have a rope over bows, at 
water level while the ship is berthed. 

DEVELOPMENTS: Increasing depths in the port to 7 metres. It 
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has also been approved to enlarge berthing quays to 220 metres and 
7 metres depth, and build a fishing dock. 

GANGWAY/DECK WATCHMEN: Performed by crew. 
OPENING/CLOSING HATCHES: There are no fixed rules on 
this matter: it varies according to the circumstances. 

CUSTOMS ALLOWANCE: Quantity permitted for each crew 
member to be held out of bond: 1,000 cigarettes and 100 cigars. 2 
litres of alcohol (whisky, cognac, etc.) 

IDENTIFICATION CARDS: Required. 

REPAIRS: There are good work shops and engineers but with 
limited possibilities. There is a shipbuilder's yard where they build 
and repair yachts and canoes. 

REPATRIATION: Facilities for effecting crew changes and 
arranging any necessary repatriations. 

AIRPORT: 8 kilometres away, served by scheduled flights daily. 
TIME: GMT plus 1. 

HOLIDAYS: Cargo work can be arranged on the official holidays 
with an extra charge of 40% to the workmen. 

New Year; Epiphany (6th January); Saint Joseph (19th March); 
Maundy Thursday: half-day (the evening); Good Friday; Ascension 
of our Lord (40 days after Resurrection); Saint Joseph the Artisan 
(1st May); The Holy Heart (last Friday of June); Exaltation to work 
(18th July); Santiago, Lord of Spain (25th July); Our Lady of the 
Snows, Lord of Ibiza (5th August); Ascent of Blessed Virgin Mary to 
Heaven (15th August); Feast of the Hispanicism (12th October); 
All Saints’ Day (1st November); Festival of the Immaculate Concep- 
tion (8th December); Christmas Day (25th December). 

Although not yet official there will be introduced as a holiday Easter 
Monday and 26th December. 

POLICE/AMBULANCE/FIRE: Police 301131; Ambulance 301214; 
Fire telephone call to the Comandancia de Marina, tel. 301190. 
SERVICES: Compass adjusting. 

SHORE LEAVE: Crew members are allowed ashore. 
AUTHORITY: Comandante de Marina de Ibiza, Comandancia 
de Marina, tel. 301190. 


MAHON: Minorca, 39.52 N. 04.18 E. 


DOCUMENTS: Health Department: 

Health Document. 

Crew List. 

Passenger List. 

Disinfect and Deratisation Certificates. 

Port Authorities : 

Crew, Passenger List. 

Ship characteristics and other details. 

Cargo. 

Indication of previous Port and destination. 

Muster Roll, to be produced. 

Customs: 

Cargo Manifest. 

Bill of Lading. 

Crew List and Passenger List. 

ae the Captain will produce, if required, Log book and passports 
of crew. 
PILOTAGE: Compulsory to take Pilot in entry, departure and any 
movements within port. On approaching port, during day, ships 
will hoist flag corresponding to International Code “I need a Pilot’. 
By night, by means of lights, according to International Code. 

During day Pilot's boat is recognised by a square blue flag with 
letter “'P"' (painted white) in centre of flag. Pilotage area comprises 
e fhe estuary, from inside port to outside Capes of La Mola and San 

arlos. 

ANCHORAGES: Inside are good anchorages, for instance Cala 
Llorga and Plana de Cala Figuera. 

MAX. SIZE: Unlimited length and width, but draft is limited to 
commercial port, 25 ft.; and to anchorage, 43 ft. 

HEALTH: Hoist correct flags of International Signals Code to 
indicate health situation of ship. Before pilot boards, he should ask 
for health situation. If ship suspected, he will lead it to Lazareto 
anchorage and once anchored Pilot will report by means of Port 
Authority to Health Department. Port is provided with service of 
disinfection and means to kill rats. 

Ships coming from Middle East and East Africa should carry 
certificate of anticholeric vaccination, antivariolic, antimarilic and 
antityphus. Also from North Africa and South America. All others 
only antivariolic and antityphus. 

TUGS: A military tug, from Naval Station, can give private services 
if required with 24 hours notice, payment in advance. 
BERTHING: Allocated in South of port, in front of Naval Station, 
The commercial berth is 216 metres long, 25 ft. depth. Berth of Cala 
Figuera only for oil, limit of draft 25 ft. 

STEVEDORES: Stevedores available. Loading/discharge rates 
200 metric tons per day. They should be notified before 8 a.m., 
those ships that berth first having preference or priority. 
MEDICAL: In case of accident or illness of any member of crew 
medical assistance and hospitalisation will be in civil hospital. 
FRESH WATER: One supply in Cala Figuera, two in Maritime Club 
and three in Commercial berth. The minimum supply is 2 metric tons. 
FUEL: Available from Campsa at Cala Figuera. 
DEVELOPMENT: Scheme to increase Commercial Quay by 
another 60 metres, towards the West. 

OPENING/CLOSING HATCHES: Carried out by crew. 
IDENTIFICATION CARDS: Not required. 

CONSULS: No consuls, but consular agents: France, tel. 351907; 
Holland tel. 351167; Italy tel. 351264. 
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REPAIRS: Small repairs available. 

DRY DOCKS: Military floating dock of 2,000 metric tons, 
AIRPORT: Mahon, 5 kilometres distance, with daily flighty, 
Peninsula. ' 
TIME: GMT plus 1 hour. 
HOLIDAYS: Work can be arranged on holidays, provided 
men are paid extra. b 
POLICE/AMBULANCE/FIRE: Police 351095; Hospital iy 
Airport firemen 351193. 

TELEPHONES: No facilities available. 

AUTHORITY: Capitan de Navio, Comandante Militar de May 
de Menorca; tel. 352394 Estacion Naval de Mahon, tel. 351600, 


MALAGA: 36.43 N. 04.23 W. (See Plan) 


DOCUMENTS: 

5 Crew Lists. 

5 Passenger List or Negative. 

1 Cargo Manifest of goods destined to Malaga, as well as Of oy 
cargoes in transit. 

Store List in duplicate, including tobacco, spirits, radios, e 

belonging to vessel. 

Details list in duplicate of all personal effects of the crew» 
passengers (tobacco, spirits, cameras, radios etc.). For ves 
bigger than 499 grt., Safety Equipment Certificate. 

Note: Tobacco; In case vessel carries more than 3 kilos of toby. 
per man, the excess must be declared in a separate manifest, we 
must be visaed by Spanish Consul. In absence of Consul, said dy, 
ment will have to be visaed by an Authority or Consul of a frieg 
7 at the former port clearance. Otherwise, vessel may be sev: 

ined. 

PILOTAGE: Pilotage is compulsory and service is permane 
Pilots board vessel by cutter in roads, near entrance formed by 
breakwaters. Pilot cutters are painted white and have letter"? 
black on each bow. Cutters have a blue flag hoisted on mast,» 
the letter ‘‘P"’ in white, at both sides of flag. At nights, cutters t» 
white light, and under this light, red one. Entrance between brs 
waters is 320 metres wide and easily accessible. When weathe: 
the roads is rather bad, which seldom happens, vessels appre 
as close as possible to entrance in order that Pilot can board ex 
ANCHORAGE: Vessels can anchor outside of breakwaters: 
roads in depths of 60-70 ft. Anchoring is prohibited in viciniy; 
tanker moorings, the pilot will advise best position. Weatherish 
occasionally when East wind blows, during Winter. 

MAX. SIZE: No restrictions in respect of length or breadth, le 
mum advisable draft to enter port is 31-32 ft. Vessels like "e 
Amsterdam” and “Cristoforo Colombo” enter regularly. 

The tanker sealine berth can accept vessels up to 300,000 dwt 
HEALTH: If vessels proceed directly to berth, pratique cart 
obtained immediately after berthing. In case of any suspet 
disease or fever on board, Master must radio to Agents, in ow 
that they can advise Health Office. 

RADIO: Nearest important radio station is Cadiz, or Gibralter# 
Aranjuez. Master's messages should be received at least 24 he 
before arrival. 

TUGS: Ship's lines are used, tug-boats are employed accortt 
to Pilot's advice, and upon request. There is one 600 h.p., anot 
1,000 h.p., and two of 1,500 h.p. 

BERTHING: Pilots will advise Masters whether vessel has ¢® 
berth or not. Also if she has to anchor in roads. Further particle 
can also be obtained from Pilot. Berth depths at L.W. from 26tp®! 
SPECIALISED CARGO-HANDLING FACILITIES: Quay 
includes 15,000 tons silo for grain, and two new electric cranes? 
being set up at present for pneumatic loading and unloai® 
holding approximately 100 tons per hour. 

Quay Number 6 can handle all cargo in bulk. Also three toni 
lifts and a Hyster 620 capable for handling containers up to 261 
There are regular car ferries for passenger and cargo, roll-on/r 
plying daily with Tangiers and weekly with Genoa, Marseilles® 
Casablanca, all of them direct. For butane gas a special pier 
outside the port Westward, along the beach in front of the de 
For LPG and chemicals the inner side of the Western breakt® 
can be used, though loading and unloading has to be done®™ 
tank trucks. 20 ft. containers can be handled with a Hyster 
with appropriate spreader, eventually 30 ft. containers too. 

By the end of 1973 it is expected that a 35-ton gantry crane wi! 
available at Quay Number 1. 

STEVEDORES: It is important that Master sends adi 
message regarding the vessel's ETA. Agents can inform Ship™ 
or Receivers’ stevedores accordingly, to arrange opert® 
properly. Official working hours of port are: Monday/ Saturday ® 
1200, 1400-1800 hours. 

MEDICAL: Any kind of medical service can be arranged. In ce 
crew member needs medical attendance urgently, it is ad 
that the Master radio in advance. 

TANKERS: Petrol pier in the port can take ships of 30,000 t= 
and 31 ft. draft. Ships up to 300,000 dwt tons, can unload at 
sealine berth, a five point buoy mooring in depth of 70 metres. 
DENSITY: 1025. 

FRESH WATER: Always available. Deliveries are perfor 
directly from the quay or occasionally by tugs. Minimum t 

17 tons, occasionally supplies by tank-barge. F 
FUEL: Ordinary fuel oil and gas oil are available at local refine? 
“Campsa”. It is advisable that Shipowners contract bunkers th 
their own contractors, with anticipation of 48 hours, so that 


pe received in time. Delivery can be performed at bunkering pier 
ankers. 
0 GRECAUTIONS: Tankers perform their operations at the 
aie berths of ‘Campsa" which have necessary fire precautions. 
vyELOPMENTS: An extensive plan to increase facilities of 
and for building new piers. Other important work being effected 
peakwater, to erect new piers for large passenger ships. 
NGWAY/DECK WATCHMEN: Available but not compulsory. 
NING/CLOSING HATCHES: This work effected normally by 
ew, except in liner vessels, which is contracted by stevedores. 
gRTIFICATES : Vessels should have the usual documents on 
rd, but only Safety Wireless, Safety Equipment and 
tisation Certificates are required by authorities. 
qusTOMS ALLOWANCES: Normally, customs permit to have 
mcigarettes per man out of bond. One bottle of spirit for each 
ember. 
“iRGO GEAR: Usually shore cranes are 2-3-6-15 tons lifting 
sower employed in loading or discharging operations, if vessels 
squire any lightening then vessel derricks are employed, as only 
we floating crane is available at the port of 25 tons and 15 m. height. 
pENTIFICATION CARDS: Not required. 
tONSULS: Practically all countries have consulates at Malaga. 
#PAIRS: Facilities of a limited nature. 
prY DOCKS: There is a floating dock for vessels up to 2,000 


tons. 

#PATRIATION : Good facilities. 

4RPORT: The airport is about 8 km from town. Daily services 
a Madrid, Barcelona, Seville, Valencia, Tangier and Melilla. Also 
fect flights to London, Paris, Amsterdam, Brussels, Frankfurt, 
gockholm, Helsinki, Geneva, Zurich, Nice. 

TIME: GMT plus 1 hour. 

HOLIDAYS: 1st January; 6th January; St. Joseph (19th March); 
good Thursday afternoon; Good Friday; Labour Day (1st May); 
Ascension Day; Corpus Christi; St. Peter and St. Paul (29th June); 
wtional holiday (18th July); 25th July; 15th August; 12th October; 
is: November; 8th and 25th December. 
POLICE;-AMBULANCE/FIRE: Police, tel. 211302; Ambulance, 
i, 275250; Fire, tel. 234567. 


MOTRIL: 36.43 N. 03.30 W. (See Plan) 


DOCUMENTS: 

Health Certificate. 

Passenger Manifests (1 Health, 2 Customs, 1 Police, 1 Agent). 
‘Crew Manifests (1 Health, 2 Customs, 1 Agent). 

2Store Lists (for Customs). 
PILOTAGE: Arranged by Agent basis ETA given 24 hours in ad- 
ance, Pilot boat distinguished by painted “P". Night pilotage 
possible approx. 40% extra. Vessels await Pilot just outside port. 
Plot compulsory for all foreign vessels and Spanish vessels arriving 
fom abroad. Pilot should be requested when 1 mile from the port 
ymeans of international signals. 
ANCHORAGE: Area near port. The roads to the East of the port 
twe very little depth. The sea is rough in this area and vessels can 
unthe serious risk of beaching. The best location for anchorage is 
wiside the port 0:25 miles from the port entrance, in 14 to 15 metres 
dwater, mud bottom. 
RESTRICTIONS: None, vessels may enter day or night. 
WAX. SIZE: Maximum draft 23 ft. Length maximum 150 metres. 
HEALTH: Free pratique given on board. 
RADIO: Telegraph office, no radio. 
TUGS: Available. One tug 500 h.p. 
CARGO-HANDLING FACILITIES: Berths equipped with shore 
op 6-ton capacity, for handling bulk cargoes (grain, ore, fertili- 
sefs, etc.). 
STEVEDORES : No ETA advice necessary. Agents arrange gangs. 
Work normal hours except holidays. 
MEDICAL: No advance notice required. All facilities available. 
TANKERS: Vessel about 8,000 tons. No special requirements. 
DENSITY : Normal Mediterranean. 
FRESH WATER: Available. 
FUEL: Available from Malaga. 
SANGWAY/DECK WATCHMEN: Agent arranges. 
OPENING/CLOSING HATCHES: Crew open and close hatches. 
CUSTOMS ALLOWANCE: Tobacco: About 100 cigarettes per 
nan, Wine and or spirit. None. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: None in Motril. The nearest Granada or Malaga. 
REPAIRS : No repairs possible. 
EPATRIATION : Facilities available. 

IRPORT: The nearest airports Malaga 105 km. Granada 75 km. 
Monet Local time GMT plus 1 hour. 
rDAYS: see “Malaga.” 
pCE AMBULANCE FIRE: Police 601221; Ambulance 600200; 
(LEPHONES:: No facilities for placing telephones on board. 
ere LEAVE: Crew members are allowed ashore. 
LHORITY : Harbour Master, Capitan de Corbeta, Ayudantia 
tarde Marina, Puerto de Motril (Granada). Tel. 601059. 


ptENT: Munoz Chapuli, Iribane y Garvayo Asociados S.A., 
Vath enues POB 55, Motril (Granada). Tel. 600627. Cables: Muirigar 


SPAIN 


PALAMOS: 41.50 N. 03.08 E. 


DOCUMENTS: 

3 Crew Lists. 

1 Passenger List or negative. 

Manifest of goods destination Palamos and in transit. 

Store List in duplicate, including tobacco, spirits, radios, etc., 

belonging to vessel. 
Detailed list in duplicate of all personnel effects of crew and 
passengers (Tobacco, spirits, camera, radios, etc.). 

Tobacco — any excess over 3 kilos per person must be stated ona 
separate manifest duly visaed by Spanish Consul. 

If on inspection differences are found in more or less, articles 
removed and heavy fine imposed. 
PILOTAGE: Pilotage is compulsory and service is permanent. 
Often no berths available between 2400 and 0600 owing to port 
occupied by fishing boats. Pilot is informed by Agent of vessels 
ETA given 24 hours in advance. When vessels approach the break- 
water, pilot will board. Pilot boat is white with a black “P" painted on 
the side. 
BERTHING: Depth of water in centre of harbour 42-52 ft. Commer- 
cial Wharf length: North 689 ft., depth 18-26 ft. South 246 ft., depth 
15-24 ft. Pier Wharf or breakwater: not available for commercial 
traffic. Length 2,100 ft. 
RESTRICTIONS: None but for draft. Vessels carrying danger- 
ous cargo should get authorisation for berthing prior to arrival of the 
ship. 
MAX. SIZE: No restrictions in respect of length. The maximum 
advisable draft for berthing is 24 ft. stern, 20 ft. bow. 
HEALTH: Pratique is obtained immediately after berthing. In case 
of suspected disease or fever on board the master must radio to 
Agent in order inform Health Office in time. 
RADIO: Radio Costera of Barcelona. 
TUGS: None but Barcelona's tugs could be hired should the 
vessel's size make it necessary. 
STEVEDORES: Information about ETA time is advisable to get 
gangs ready. 
MEDICAL: Any kind of medical services can be arranged if infor- 
mation received in time. 
FRESH WATER: Plentiful supply of water by means of hoses from 
the pier to vessel. 
FUEL: Can be supplied if required. 
DEVELOPMENTS: Steps are being taken to get the breakwater in 
condition to berth tankers and liners. 
GANGWAY/DECK WATCHMEN: It is not compulsory but ad- 
visable at night. 
OPENING/CLOSING HATCHES: Normally opened/closed by 
the crew, otherwise according to Charter Party. 
CERTIFICATES: Usual documents on board. Safety Wireless, 
Safety Equipment, Deratisation and Registered Tonnage Certifi- 
cates are the only ones required by the Authorities. 
CUSTOMS ALLOWANCES: Crew: 3 Kilos tobacco per person. 
Passengers: 2 kilos per person. Any excess on this amount must be 
declared on a separate Manifest as in transit. Wine and/or Spirit: 
Only one bottle per man. Any excess, must be declared on a separate 
Manifest as cargo in transit and stowed apart from the tobacco and 
spirits carried under the Provisions List. This Manifest must be 
visaed by the Spanish Consul at the last port of call. Any infringe- 
ment of this regulation will subject the vessel to the immediate 
imposition of heavy fines and confiscation of the excess tobacco. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 

France Tel. 314472 Portugal Tel. 320148 
Denmark ,, 314400 Sweden ,, 320850 
Italy 320200 


REPAIRS: Only small ones. 

REPATRIATION: There exist good facilities. 

AIRPORT: Gerona Airport situated at 40 km. distance and half an 
hour time by car from Palamos. Regular flight services with Madrid, 
Barcelona, Palma Mallorca, London, and all over the world with 
transhipment at Madrid and/or Barcelona. 

TIME: Always GMT plus 1 hour. 

HOLIDAYS: New Year's Day (1st January); The Three Wise Men 
(6th January); St. Joseph (19th March); Good Thursday — afternoon 
only; Good Friday; Easter Monday; Whit Monday; Labour Day (1st 
May); Ascension Day; Corpus Christi; Main Holiday (24th June); 
St. Peter and St. Paul (29th June); National holiday (18th July); 
St. James (25th July); Our Lady's Assumption (15th August); Col- 
umbus Day (12th October); All Saints Day (1st November); Immacu- 
late Conception (8th December); Christmas Day (25th December); 
Second Christmas Day (26th December). 
POLICE/AMBULANCE/FIRE: Police 31 41 87; 
31 43 50; Fire 31 43 50. 

AUTHORITY: Captain of the Port. 


Ambulance 


PALMA, Majorca: 39.34 N. 02.38 E. 


PILOTAGE: Compulsory. Order through Agent. 

ANCHORAGE: In outer harbour in depths up to 13 metres. 
RESTRICTIONS: Depth in harbour entrance up to 15 metres. 
TUGS: Available if required. 

VHF: The Spanish Telephone Company has established a station 
for ship-to-shore communications. 

BERTHING: Quays at Puerto Pi with 12 metres depth alongside. 
Quays at Puerto de Palma with up to 10 metres depth alongside. 
FUEL: Supplied at the quays, rate 150 tons per hour. 
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FRESH WATER: Available at the quays. 
AIRPORT: Palma Airport well connected with the Peninsula 
(mainland) and with foreign airports. 


PASAJES: 43.21 N. 01.54 W. (See Plan) 


PORT LIMITS: In this port a vessel is considered to be an “arrived 
ship" (subject to C/P Terms) when the Pilot leaves the vessel once 
she is inside the harbour. Can be on the roads awaiting for berth or 
alongside the quay. The laytime will commence when the Master 
has delivered by writing the notice of readiness. 

DOCUMENTS: 

4 Crew Lists. 

2 Passenger Lists or negative. 

2 Cargo Manifests with an individual copy of each Bill of Lading 
for parcels to be discharged at port of Pasajes. 

Copy of Manifest covering other cargo on board in transit for other 
ports. 

Stores List in duplicate, including tobacco, cigarettes, spirits, 
radios, etc., belonging to the vessel. 

Detailed Crew's Stores List, in duplicate, of all personal effects 
pertaining to crew and passengers (tobacco, cigarettes, spirits, 
cameras, radios, arms, etc.). 

For vessels exceeding 499 tons grt Safety Manifest Certificate; 

Safety Equipment Certificate, Deratisation Certificate should be on 
board ready for production. 
PILOTAGE: Pilot service is compulsory and permanent. Pilots 
board vessel in an area about one-and-a-half miles out from leading 
lights of entrance of port. The telegraphic address is: Corporacion 
Practicos, Pasajes. Notice should be given 24 hours before arrival; 
generally Agents keep Pilots informed of vessel's time of arrival 
when they are advised by Masters. VHF service in operation. 

Pilots’ cutter is painted in naval-grey with letter “P" painted in 
white on both sides of bridge; flag with letter ‘‘P" in white, is hoisted 
on cutters’ mast. 

International pilot signals are used by Pilots, by means of Aldis 
lamps, when approaching vessel at night. International light and 
sound signals to be made by vessel when requiring the Pilot. 

In event of bad weather Pilots cannot board vessel at usual one/ 
one-and-a-half miles location. Then vessel has to wait for instruc- 
tions (VHF or radio) for coming in port. 

With respect to boarding and safety measures the international 
safety regulations are to be carried out. 

ANCHORAGES: A limited number of vessels may anchor in 
roads inside the port, in good shelter. Depth in area of anchorage is 


25-30 ft. 
RESTRICTIONS: The entrance channel has a length of 1,200 
metres, breadth 80-120 metres and a depth of 20 metres LWS. Vessels 
over 130 metres length must enter at high water and in daylight. 
MAX. SIZE: 170 metres length and 28 ft. draft. When dredging 
works are completed in the entrance channel, the port will be able 
to accept vessels of up to 180 metres length and 30 ft. draft. 
HEALTH: If vessels proceed directly to berth pratique can be 
obtained immediately upon berthing. Vessels anchored in bay, 
pratique can be obtained after anchoring. In case of any suspected 
disease or fever on board, the Master must advise the Agents, by 
radio, in order they inform the Sanitary Authorities in advance. 
RADIO: Nearest Radio Station is Cabo Mayor Radio. Messages by 
radio-telephone can be transmitted via Radio Arcachon (France). 
Notice of ETA should be sent to Agent 24 hours before arrival. 
TUGS: No tug-boats required for vessels of normal steering when 
entering port. Tug-boats are required for berthing or shifting to and/ 
or from quays Muelle De Ancho, Muelle De Molinao, Muelle De 
Capuchinos for vessels from 80 metres length on. Ship's lines are 
used and tug-boats are employed according to Pilot's advice. 

Eleven tugs available, the largest being 800 and 1,250 h.p. 
respectively. 
BERTHING: Berths are appointed by Port Aurhorities after notice 
of arrival and information regarding cargo given by Agent. Pilots 
inform Masters of location of berth appointed, if any. No tidal 
difficulties for berthing or shifting inside the port. 

Berths belonging to Port Authority. 


Name Length Depth 

(m.) (m.) 

Ancho 305-40 10-00 
Molinao 348-60 10:00 
Capuchinos 298-30 10-00 
Petroleos 159-50 10-00 
Lezo. 1 298-40 10-00 
Lezo. 2 163-20 10-00 
Transatlantic 234-10 8-00 
Avanzado (North) 63-60 6-00 
i (East) 114-60 6-00 

" (West) 120°30 6-00 
Petrol Basin 50-00 6:00 
Herrera 422-80 5-00 
Reloj 240-00 5-00 


CARGO HANDLING: Berth equipped for containers with two 
cranes of 12 tons. A new quay under construction for roll-on/roll-off 
traffic. There are two berths for discharging through pipe-line; 
tallow, codfish-oil, etc. 

Whenever a vessel arrives with inflammable products, such as 
gas, propane, etc., the quey where vessel is discharging is fenced 
off. 
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CRANES: 
No. Capacity 
(metric) 
8 3 tons 
13 34-6 tons 
13 6 tons 
1 6-10 tons 
7 12 tons 


2 30 tons 
STEVEDORES: ETA advice should be received by Agent 24h. 
before arrival in order arrange loading/unloading Operations ya 
stevedores. The official working time in the port is: Monday/Sa. 
day 0800 to 1200 and 1330 to 1730 hours. 
MEDICAL: Any kind of medical assistance is available, |p 
urgent surgical or medical assistance required on vessel's be 
Agent should be timely informed for making the necessary ana 
ments. 

No particular inoculations required or vaccination/fever cert, 
cates to be produced unless epidemic at port wherefrom Vessel, 
proceeding or has called during voyage. ‘ 
TANKERS: Slop discharge to shore possible under agree 
Oil/tallow/asphalt-carriers berth alongside quays with 30 tt 
water. Diameter of discharge shore-lines are 6 in. and 8 in, 
FRESH WATER: Fresh water available at all wharves. Rate, 
delivery 70 cu/m. per hour. 

FUEL: Fuel supplied at Ancho, Molinao, Capuchinos and Pet, 
Wharves by CAMPSA. Rate 100 t.p.h. Owners should Stem th 
bunkers with CAMPSA 48 hours before delivery. 
FIRE PRECAUTIONS: No specific precautions required Unley 
the vessel carries inflammable cargo. Special harbour fx 
fighting corps. 
DEVELOPMENTS: Extensive developments respecting 
construction of new quays and amelioration of the entrance chany 
are actually under way. The works in the entrance channel # 
permit a draft and length increase. 
GANGWAY/DECK WATCHMEN: Not compulsory. Shore wats 
men available. 
OPENING/CLOSING HATCHES: Normally carried out by cr 
CERTIFICATES: To be produced if required, specially Sap 
Wireless, Safety Equipment and Deratisation Certificates. 
CUSTOMS ALLOWANCES: In case the vessel carries more thy 
three kilos tobacco per each crew member and more than two ki 
per passenger, the excess must be declared in a separate Manis 
which must be legalised by the Spanish Consular Authorities.) 
absence of Spanish Consular Authorities that Manifest will haves 
be legalised by an Authority of last port of clearance wherefromty 
vessel proceeds. Prudent, limited amount of spirits allowed perma 
IDENTIFICATION CARDS: Not required. 
CONBULE: Consulates/Vice-Consulates at San Sebastian andy 
asajes: 


Argentina El Salvador Netherlands 
Belgium Finland Norway 
Brazil France Panama 
Columbia Germany Paraguay 
Costa Rica Great Britain Peru 

Chile Greece Portugal 
Denmark Italy Sweden 


REPAIRS: Repair shops and shipyards available, where repais? 
overhauls may be carried out. 

DRY DOCKS: One floating dock 66:27 metres long, 23:25 met# 
wide, 9-125 metres draft. with lifting power of 1,900 tons. Two s# 
ways (one for vessels of up to 1,000 tons — one for vessels of up? 
300 tons). 

REPATRIATION: Good facilities for repatriation. 
AIRPORT: Airport of Fuenterrabia is situated at 15 km. from Past 
jes. Regular daily services with Madrid and Barcelona. 

TIME: GMT plus 1 hour. 

HOLIDAYS: ist January; 6th January; 19th March; Maun 
Thursday (afternoon); Good Friday; 1st May; Ascension D& 
Corpus Christi; 29th June; 7th July; 18th July; 25th July; 3tst dv 
15th August; 12th October; 1st November; 8th December; # 
December. 

POLICE/AMBULANCE/FIRE: Police 351841; Ambulance 4i## 
Fire from 08.00 to 19.30 tel. 351400, from 19.30 to 08.00 tel. 352391; f# 
Cross (local) 351032; Hospital, San Sebastian, 423632. 
TELEPHONES: No possibility of placing telephones on boaré 
SERVICES: Divers, compass adjusting. ‘ 
SHORE LEAVE: Crew allowed to land immediately upon ari 


AGENT: Sobrinos De. M. Camara Y Compania, Telegrams "Ce 
ara". Tel. 357045, 357046 and 357047. Telex 36241. 

(Shipbrokers, Customs/Forwarding Agents, Chartering Age™ 
Lloyd's Sub-Agents.) 


RIBADEO: 43.33 N. 07.05 W. 


DOCUMENTS: 

Manifest of Cargo, including cargo in transit. 

3 Crew Lists. 

2 Passenger Lists or negative. 

2 Stores Lists. 

If vessel carries over 3 kilos tobacco per man, the excess tod 
declared in a separate manifest which must be visaed by S 
Consul at last port, otherwise is exposed to heavy fine. 
PILOTAGE: Prior advice of ETA required by Pilot, who boe® 
at the mouth of the river at the time advised by Agent. Pilot 
white-painted motor launch, carrying international pilot signals 


case of bad weather, Pilot will instruct vessel by signals to pro- 
4 to anchorage or to berth. 
The Pilot always boards on the lee side, in the latitude of Isla Pan- 


NCHORAGE: At Ensenada de Arneo, approx. position 43° 33’ N. 
wn ¢ W. in depth of 9 metres LW. od 
TRICTIONS: Vessels enter night and day, limited only by 
gaitand state of tide. ; 
SIZE: Length and beam not limited. Max. draft 15 ft. 
LTH: Pratique given on arrival on production of clean Bill 
th, International quarantine signals to be used. Port Authori- 
tobe advised if any case of suspected disease or fever on board. 
old: Messages may be routed through coastal stations at 
ygo, La Coruna : ae 
: None available. 
1S DORES: Stevedore services operated only by Servicio de 
tabajadores Portuarios. ‘ 
“eRTHING: Vessels may berth at the mole at any time, or state of 
#tide, according to draft. f ; 
yEDICAL: There are two clinics and one hospital locally. Advance 
site not essential. 
SITY : 1025. ; . 
mRESH WATER: Water connections exist along the length of the 
«sie. Rate, 20 tons per hour. 
HEL: There is a gas oil supply for small vessels, rate 5 tons per 


JGWAY/DECK WATCHMEN: None required. 
)PENING/CLOSING HATCHES: Performed by crew. 

tWSTOMS ALLOWANCES: 200 cigarettes and one bottle wine/ 
girts per man. 

CONSULS: Nearest at La Coruna. — ¢ 
H#EPAIRS: Minor mechanical repairs can be effected. Slipway 
ievessels up to 200 tons. ; 

\RPORT : Nearest at La Coruna, 150 km. away, or Aviles, 165 km. 
may, with regular services to Madrid. 

TIME; GMT plus one hour all year round. 
POLICE;AMBULANCE/FIRE: Tel. Ribadeo 110650. 

AUTHORITY: Ayudante Militar de Marina, C/San Roque 12. 
Tel, 110005. 


ROSAS: 42.14 N. 03.10 E. 


DOCUMENTS: 

Crew List. 

Passenger List. 
(One of each) Ship's Papers. 

PILOTAGE: No pilots in this port. 

ANCHORAGE: Bay of Rosas is anchorage area. 

WAX. SIZE: Draft in Commercial Port is 4 metres, which berths 
urgo ships of about 1,000 metric tons of net register. 
HEALTH: Once ship is anchored in the bay it requires pratique by 
mans of signals, and by raising the yellow health flag. When vessel 
ntering after calling at another port in the same country, this pro- 
vedure is not required; health inspector boards at the quay side. 
RADIO: No radio station in the port, but can contact Coastal Radio 
Station of Barcelona (1730 kc/s. — 173-4 m.), power 150 W. 
TUGS: None. 
BERTHING: Advisable during daylight only. 
Been: Port Health Doctor available. Hospitals 18 kilometres 
istance, 
FRESH WATER: Available at Commercial Port at rate of 8 to 10 
metric tons per hour. 
FUEL: None available. 
POLICE/AMBULANCE/FIRE: Police Service 25-62-72; Ambu- 
ince Service 24-21-20; Fire Service 24-10-00. 
AUTHORITY : Ayudante Militar de Marina de Rosas. Tel. 25-63-23 


SAGUNTO: 39.42 N. 00.14 W. 


PORT LIMITS: The East/West line through the point of Cape 
collera de Levante. 
DOCUMENTS: 

2 copies Entrance Manifest. 

$copies Crew List. 

Passenger List disembarking at this port. 

assenger List in transit. 

efer to “Barcelona” for other important information concerning 
Ocumentation. 
PILOTAGE: Port is privately owned, and Pilots employed by Altos 
Hornos de Viscaya S.A. As Pilots are employed in Consignees 
‘fice, no separate ETA is necessary. They are sent out to meet 
'88sels as required. Pilot boat is not fitted with radar or VHF. Boat 
*splays signals in accordance with international regulations. 
wCHORAGE: Bearing 073° from Cape Escollera de Levante. 
ESTRICTIONS: Delays may be caused by berth being occupied. 
‘ger vessels may be delayed by bad weather (the Levante), as 
edged channel is narrow. 
He X. SIZE: Draft 29 ft. 5 in. No other limitations. 
2 ALTH: Pratique can be arranged at any time by Consignees. 
ADIO: Cadiz Radio-EAC, Cabo Palos Radio-EAP. 
: : Normally join vessel either in anchorage or $ mile from 
‘tance. Ship's lines are used. Tugs should be ordered in ETA 
Benge also mentioning vessels length and cargo. 

RTHING : Subject to berth occupation and to berthing priority 


SPAIN 


that Altos Hornos gives to different cargoes. Overnight berthing is 
allowed, in cases of emergency, or for ship safety. 
STEVEDORES: Employed by consignees. 

MEDICAL: Medical assistance should be ordered in advance. 
All kinds of medical assistance available. One hospital owned by 
Altos Hornos. 

TANKERS: No facilities. 

DENSITY: Salt water. 

FRESH WATER: Available. 

FUEL: None available. 

FIRE PRECAUTIONS: Fire service organised by Altos Hornos. 
GANGWAY/DECK WATCHMEN: Usually by crew. The Civil 
Guard keep watch on all ships for contraband. 
OPENING/CLOSING HATCHES: Effected by ship's crew. 
DEVELOPMENTS: Port to be expanded during the next five years 
bs pacoramodate 300,000 tonners, at specialised cargo handling 
acilities. 

CUSTOMS ALLOWANCES: 200 cigarettes only. One bottle 
spirits per man but bottle should be opened. Spanish spirits 
allowed; one bottie per man. No control of Spanish wines. 
IDENTIFICATION CARDS: Passport only. 

CONSULS: Nearest at Valencia. 

REPAIRS: No facilities exist. 

REPATRIATION: Facilities for effecting crew changes and 
arranging repatriation. 

AIRPORT: Manises Valencia, 40 kilometres away. 

TIME: GMT plus 1 hour. 

HOLIDAYS: On religious festivals or Sundays no cargo work can 
be arranged. These are as follows: Our Lady of the Marine (16th 
July) no cargo work; National Festivity (18th July) no work; National 
Festivity (25th July) no work; Hispanic Festivity (12th October) no 
work; Maundy Thursday, work can be done till 1400 hours; Good 
Friday, no work. 

TELEPHONES: None on board. Telephones placed in Boat house 
and Pilots’ office. 

SHORE LEAVE: Crew members allowed ashore. 
AUTHORITY: Ayudante Militar de Marina, Calle General Mola 
No. 75. Tel. No. 5. 


SAN FELIU DE GUIXOLS (Gerona): 41.46 N. 03.01 E. 


GENERAL: Refer to Palamos for all general information. 
PILOTAGE: Pilotage is compulsory. Service between 07.00 to 24.00 
hours. 

ANCHORAGE: Vessels arriving after midnight or due to port 
congestion are anchored outside the breakwater. 

MAX. SIZE: The maximum advisable draft for berthing is 25 ft. 
and up to 115 metres length. 

TUGS: No tugs available. 

BERTHING: Due to the fact that a few vessels can work at the 
same time, it is advisable to know as soon as possible the ETA for 
berthing arrangements. 

Commercial Wharf. Length 108m. Depth 24-25 ft. 

Breakwater Length 116 m. Depth 27-28 ft. 

A pier for coasting vessels with a maximum draft of 18 ft. 
MEDICAL: Any kind of medical services can be obtained in San 
Feliu or Gerona hospital. 

FRESH WATER: By means of hoses from the pier. 

FUEL: Can be supplied in small quantities. 

CARGO GEAR: Commercial pier is served by an electric crane 
able to lift up to 6 tons. Normally vessels derricks are used. 


SANTANDER: 43.28 N. 03.49 W. 


PORT LIMITS: Between Cabo Menor and Punta Galizano. 
DOCUMENTS: 

5 crew lists. 

7 passenger lists, or 3 negative. 

3 cargo manifests of the goods destined to the port of Santander, 

two sets of manifests for cargoes in transit. 

Store list in triplicate, including tobacco, spirits, radios, etc., 

belonging to the vessel. 

Detailed list in triplicate of all personal effects of crew and 

passengers (tobacco, spirits, cameras, souvenirs, radios, etc.). 

For vessels exceeding 499 grt: Safety wireless certificate and 

Safety equipment certificate. 

Legalisation required for manifests covering tobacco and tobacco 
products. This legalisation to be effected at the port prior to the 
first Spanish port of call. 

Master and each member of crew of vessel can carry for his own 
consumption up to 3 kilos of tobacco in whatever form, and, if 
passengers are carried, up to 2 kilos per passenger, all of which 
must be declared in provisions list (1 kilo of tobacco = 1,000 cigar- 
ettes = 100 cigars). If Masters carry greater quantity than stated 
above, it cannot be manifested as tobacco for consumption on board, 
but must be included in Consular Manifest as being in transit, and as 
such must be separated in the holds from other cargo and hatches or 
lockers will be sealed by Customs until ship leaves Spanish waters. 
This Consular Manifest has to be legalised by a Spanish Consul. In 
the absence of Consul, said document will have to be visaed by an 
Authority of the former port of clearance. Otherwise, vessel would be 
severely fined. 

PILOTAGE: Compulsory and service is permanent. Pilots board 
vessel by a cutter at the road, near the entrance off Mouro Island. 
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Pilot cutters are painted white and have the letter “P" in black, on 
each bow. Cutters have blue flag with letter “P"’ in white, at both 
sides of flag. At night cutters have a white light, under this a red 
one. VHF available. 

ANCHORAGES: The harbour consists of a large bay which pro- 
vides good anchorage. 

RESTRICTIONS: Entrance is well marked and there is no bar. 
Depth at entrance is at max. (dependent on tides) 33 ft. 

MAX. SIZE: No restriction in respect of length or breadth, the 
maximum advisable draft to enter port is 33 ft. 

HEALTH: If the vessels proceed directly to berth, pratique can be 
obtained immediately after berthing. Otherwise, at anchorage at 
vessel's arrival. 

If vessel has sickness on board of a contagious nature Masters 

should advise Health Authorities by radio, and they will examine 
patients immeuiately upon arrival, to enable vessel to be granted 
free pratique. If vessel has to be fumigated or deratised a charge 
is made. 
RADIO: Nearest important radio station is Cabo Mayor Radio, and 
itis advisable that messages received at least 24 hours before arrival. 
TUGS: No tug-boats required for entering the port, only for berthing 
or shifting when in port. Ship's lines are used, and tug-boats are 
employed according to Pilot's advice. 


BERTHING: Length Depth 
Calderon quay 650 ft. 12 ft. 
Maura/Albareda quay 423 ft. 12 ft. 
Bloques quay 30 ft 
Anaos ; 3,940 ft. 32 ft 
Maliafio ,, 27 ft 
Maliafio _,, orth Section 1,500 ft. 32 ft. 
Campsa quays 900 ft. 24-28 ft. 
Nueva Montafia quay 350 ft. 18 ft 


All depths of water quoted above correspond to LWOST and 13-14 ft. 
should be added for depths at HWOST. Bottom is generally soft. 
Calatrava Wharf: for discharge of chemicals. Depth alongside 34 ft. 
with overall length limitation of 980 ft. Up River, at Astillero, beyond 
the harbour area, there is one spout called Orconera Tip for loading 
iron ore. Vessels up to 260-270 ft. length are allowed with a maximum 
draught, fully loaded, of 19 ft. Loaded vessels can only sail from that 
place at high water. A modern installation for dismantling and scrap- 
ping vessels is operating up river, on the way to Astillero. 
CARGO-HANDLING FACILITIES: There are berths for handling 
bulk cargoes, grain, ore, coal, etc. There are also berths for handling 
bulk liquids chemicals. Berth available for roll-on/roll-off traffic. 
STEVEDORES: It is very important that Masters send advance 
notice regarding vessel's ETA. With this notice, Agents can inform 
Shippers or Receivers’ stevedores accordingly. Official working 
hours of port, are: Monday/Saturday: 0800-1200; 1400-1800. 
MEDICAL: Any kind of medical services can be arranged. 
TANKERS: “Campsa" (Spanish State Monopoly) has private 
berths. Installation is served by two identical concrete wharves 
situated in Nueva Montafia Basin, berthing space of which is 500 ft. 
with a depth alongside of 29 ft. New wharf under construction for 
tankers up to 35,000 dwt. 
DENSITY: Sea water. 
FRESH WATER: Always available. Supply is performed by tug- 
boats and from shore connections at various quays. 
FUEL: Ordinary fuel, diesel and gas oil are available at ‘‘Campsa”. 
Advisable that shipowners stem bunkers through their own Con- 
tractors, with an anticipation (at least )of 48 hours. Delivery can be 
performed either by tank-trucks or at bunkering pier. 
DEVELOPMENTS: There is an extensive plan to increase the 
facilities of port, and also for building new piers. A new basin 
named Puerto de Raos is under construction (19,000 ft. of new quay 
line) including container terminal. 
GANGWAY/DECK WATCHMEN: Not compulsory but available 
upon request. 
OPENING/CLOSING HATCHES: Effected normally by crew, 
except in liner vessels, which is contracted by stevedores. 
SHIP'S CERTIFICATES: Vessels should have the usual docu- 
ments on board, but only the Safety Wireless, Safety Equipment and 
Deratisation Certificates are required by Authorities. 
CUSTOMS ALLOWANCE: Normally, Customs permit to have 
200 cigarettes per man out of bond. Additional quantities needed 
depend on the stay of ship in port. One bottle of spirit per man. 
CARGO GEAR: Shore cranes are usually employed in loading/ 
fo ne operations. 
1 


xed electric crane on Maura concrete quay 30 T. 
4 movable electric cranes on Maura quay 3-6 T. 
9 ” » »  » Bloques quay 3-6 T. 
11 ie ie 1» Maliafio quay 3-6 T. 
4 t "9 ,. 0 Magee ON? quay 6T. 
5 x: y, 8S We 9a PON quay 12 T. 
2 " » (grain) ,, =, N.quay 250 T/hr. 
2 vo i » N.Montafia quay 3-6T. 


Also movable motor cranes, mechanical shovels and similar, avail- 
able. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 

Germany Finland Pays Bas 
Belgium France Panama 

Bolivia Greece Peru 

Colombia Haiti Portugal 

Costa Rica Honduras Santo Domingo 
Chile Italy Sweden 
Denmark Monaco Guatemala 
Ecuador Norway 
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Note. Acting as Consul of those countries with no Consular p, 
sentation: Valentin Lavin del Noval, Dominican Consul, ™ 
REPAIRS: Good repair facilities with various shipyards at 
All types of deck, engine, etc., repairs are possible. | 
DRY DOCKS: Three dry docks, one of which is within the h 
area and the other at Astillero (beyond the harbour area), pj 
sions are: —_ 


Extreme length 405 ft 434 ft. 722 ft. 
Breadth at entrance 58 ft. 54 ft. 105 ft. 
Depth on sill (high water) 23-7 ft. 20 ft. 38 ft. 


REPATRIATION: No difficulties. 
AIRPORT: About 4 miles from town. There are regular 5 
with Madrid and Barcelona. Also charter flights to U.K, aNd offy 
European countries. 
TIME: Always GMT plus 1 hour. 
HOLIDAYS: 
January 1 New Year's Day Full day Work can b 
January 6 Epiphany . y © arrange 
March 19 Saint Joseph a 
Holy Thursday — Half day (from noon) ,, 
Good Friday Full day 
May 1 Saint Joseph Artisan fs 
Ascension Day 7 
Corpus Christi “ 
June 29 Saint Peter & Saint Paul . 
Labour Day as 
July 25 Patron Saint of Spain "4 
August 15 Assumption Day 
August 26 Anniversary of Santander 
Liberation 2. 
August 30 Martyrs’ Day oa - 
September 15 Virgin La Bien Aparecida, Patron of Santander, Fy 
day, work can be arranged 
October 12 Holiday of Hispanicism Full day Work can be arrangel 
November 1 All Saints - 
December 25 Christmas Day me 
POLICE/AMBULANCE/FIRE: Police 222543; Civil § 
Guards 232004; Hospital, Casa de Socorro 221214, Valdecilla 2314p 
Fire 231662; Ambulance Cruz Roja 270235. 
TELEPHONES: On very special instances, can be arranged, 
SERVICES: Available for tank cleaning, washings, compay 
adjusting, hull cleaning whilst floating, radio installation repairs, 
SHORE LEAVE: Crew allowed ashore at any time. 


AGENT: Modesto Pineiro y Compania, S.R.C. PO Box 14, Pass 
de Pereda, num. 27, Santander. 

Telegrams “Pineiro-Santander”. Tel. 273600. Telex 35832. (Ship 
brokers, stevedores and chartering Agents, Lloyd's Sub-agen 
Greek, Netherlands and Peruvian Consulates.) 


Work can be arrange, 


SEVILLE: 37.25 N. 06.00 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

2 Cargo Manifests, including cargo for discharge and in transi 

Declaration of Health 

2 Lists of Provisions and Stores. 

2 copies of Bills of Lading. 

If vessel carries over 3 kilos tobacco per man the excess tot 
declared in a separate manifest which must be visaed by Spanitt 
Consul at last port, otherwise is exposed to heavy fine. 
PILOTAGE: At the Bar: Vessels may commence to enter and leat 
the river one and a half hours after low water. Bar Pilots are station! 
at Chipiona and come out to board vessels when requested, 2 milt 
North of Chipiona Lighthouse. 

Pilot motor launches about 9 metres long, painted white with bisa 
“P"' on sides. They carry regulation lights and signals day and nigit 

River Pilots: Vessels should radio their ETA at least 24 hours? 
advance to “Practicos Sevilla’. River Pilots are stationed at the pt 
at Bonanza, 36.48 N. 06.20 W. Sound signal to call Pilot is three /0% 
blasts. Pilot boards from white-painted launch marked by bis 
letter “P" and carrying regulation signals. Pilots require means? 
embarkation in accordance with International Conventions. 
ANCHORAGE: At Bonanza, in depth of 20 ft. below chart datu™ 
RESTRICTIONS: Navigation in the river above Bonanza is p* 
hibited at night to vessels of more than 115 metres length, and i 
ft. draft, and to tankers or vessels with dangerous cargoes. | 

Draft is controlled by height of tide and this should be ascertai# 
by Owners or Agents in advance for the probable date of entry. 
MAX. SIZE: Length 185 metres, beam 24 metres, maximum @ 
about 24 ft. dependent on height of tide. Tankers are required® 
have an additional 1 ft. keel clearance. 

HEALTH: Pratique is obtained on arrival at Bonanza, on prese™ 
tion of International Health Certificates. 

RADIO: Coastal stations of Cadiz, EAC, or Aranjuez, EAD 3. 
TUGS: Normally join vessel in the anteport. Ship's tow line is use 
BRIDGES: Vessels berthing at Delicias Quay must pass th 
the Alfonso XIII drawbridge. May be opened at any time of da). 
STEVEDORES: 24 hours notice should be given by Agents 
confirmed 12 hours before vessels arrival. 

MEDICAL: All medical and hospital facilities available. 
TANKERS: There are two berths, depth alongside 20 ft. 

At Quay No. 2, hoses 8-in. diameter 

At Quay No. 3, hoses 8 and 10-in. diameter. 

DENSITY: Fresh water. The tide has no influence at Sevillé. 


" 


piel: All grades available. 

GWAY/ DECK WATCHMEN: Not considered necessary. All 

o are watched by the Guardia Civil. j 

GiviING CLOSING HATCHES: Performed by ship's crew. 
TOMS ALLOWANCES: 38 kilos tobacco per crewman, and 

fod per passenger; this includes tobacco in bonded stores. No 

nction on wines/spirits. 

gENTIFICATION CARDS: Not required. ' 
SULS: The following countries are represented at Seville: 


‘ Great Britain Panama 
m 
Hee Greece Peru 
*sjombia Honduras Portugal 
oa Italy Sweden 
Liberia Uruguay 
Nicaragua Venezuela 


rk 
vennican Republic Netherlands United States 


rman 

PAIRS ” all types of repairs can be effected. 

y DOCK: Astilleros Espanoles S.A. have one dock, length 149 
sares, breadth 25 metres. ! 
#PATRIATION: All facilities available. ‘ 
AIRPORT: Situated 12 km. away, regular daily flights to Madrid, 

selona, other parts of Spain. Some transatlantic flights. 
TiME; GMT plus one hour, all year round. 
yOLIDAYS: 1st January; 6th January; 19th March; Maundy Thurs- 
wy, Good Friday; 1st May; Ascension Day; Corpus Christi; 29th 
june; 12th October; 1st November; 8th December; 25th December. 
tiholidays may be worked with overtime. y 
r0LICE,AMBULANCE/FIRE: Police: 091; Fire Brigade: 232123; 
Ambulance: 231945. : 
TELEPHONES: Can be installed on board if requested ten days in 

ance. 
ORE LEAVE: No restrictions. 
SERVICES : Fresh provisions and stores available, refuse collec- 
fn, correction of compasses. i of 
AUTHORITY : Comandancia Militar de Marina, Avenida de Molini, 
Suille, Tel. 232527. Telex 72075. 


SOLLER: Majorca, 39.47 N. 02.46 E. 


DOCUMENTS: See “'Bilbao”’. 

PILOTAGE: None available. Two intermittent lights situated on the 
Wola indicate the Entry Channel. 

WAX. SIZE: Advisable length and draft 60 and 4-50 metres respec- 
trely. 

6S: None available. 

WEDICAL: It is advisable to give advance notice if medical 
tention is required. There are no hospitals. Medical service is 
wailable 5 kilometres from the port. 

FRESH WATER: Not available at the quay. 

FUEL: None available. If required the order should be placed to 
(ampsa through the Agent. 

GANGWAY/DECK WATCHMEN: Crew do this operation. 
OPENING/CLOSING HATCHES: Crew. 

\DENTIFICATION CARDS: It is advisable to have these avail- 
dle. 

CONSULS: None. 

REPAIRS: No facilities exist. 

AIRPORT: The airport is situated 40 kilometres away; the island is 
wl connected with the Peninsula (mainland) and with foreign 
uports. 

TIME: GMT plus 1 hour. 

SHORE LEAVE: Allowed. 

AUTHORITY: Jefe Encargo del Despacho de Buques, Oficianas 
te! Destacamento de la Comandancia Militar de Marina en Soller. 


TARRAGONA: 41.06 N. 01.17 E. 


DOCUMENTS: Cargo Manifest of all goods in ship, stating any 
ieign port from where those goods come. This procedure should 
ways be done in the first Spanish port. 

in first Spanish port ship should produce an Itinerary Manifest; 
id those ships which carry goods to discharge should produce 
is Manifest in those ports in which they will discharge the goods. 
Supplies Certificate for those ships that not having any goods to 
pacnarge in any Spanish port, had previously being in other Spanish 


Register of the Supplies and Equipments in ship. 
Register of the Crew's Belongings, if the ship comes directly 
ftom a foreign port. 
@ssenger List (if there are passengers). Negative Passenger List 
(if there are not passengers) 
Crew List. 
Health Certificate, if the ship comes from another Spanish port. 
LOTAGE: Every ship upon arrival should note following signals: 
hen day, hoist flag letter “G" of International Signals Code. 
“oustics signal, three long whistles. During the night, flash signal 
hw G" of code or the letters PT". Cable Address: Practicos 
oe Tarragona. No VHF station. 
ilot boats: White colour with letter “P" painted on both sides. 
‘its: according to International Regulations. Pilotage area begins 
weximum distance of two miles from port entrance. Ships await- 
for Pilot anchor in the Rada and East of the lighthouse. If weather 
' Snot allow, Pilot will meet ship at port entrance. Ladder for 
‘tto be placed at leeward side. 


SPAIN 


ANCHORAGE: The West limit is marked by imaginary line 
between lighthouse and cathedral tower. East limit is marked by 
imaginary line between the Paseo de Sta. Clara with the cathedral 
tower. Depths in Rada are 16 metres and 30 metres; quite good for 
anchoring (mud and sand), 

RESTRICTIONS: No restrictions to enter port during day or 
night. No tides. 

MAX. SIZE: Maximum length 230 metres, maximum draft 32 ft. 
Outside port the plant of Pantalan de Assesa, one mile West of 
lighthouse, allows berth of tankers up to 30,000 tons dwt. 
HEALTH: Hospitals and clinics available. There is a doctor service 
in health department of port, which is authorised to vaccinate, and 
give certificates against yellow fever authorised by the OMS. 
RADIO: No radio station. 

oe Four tugs. Tugs join vessel outside port. Ship's lines are 
used. 

BERTHING: All berths are made of stone with rubber protection 
every 20 metres in the port. In Pantalan de Assesa, quays over iron 
pillars and berth is on the platform. 

STEVEDORES: Advisable to report ETA, in order to have all the 
necessary equipment and necessary number of workmen required 
for operations. If there are not enough cranes at a given time, own 
ship equipment is used. 

General Cargo: Estimated speed of 80-100 tons per person in a 
working day of 8 hours, except in particuar cases due to the nature 
of the cargo. 

Cargo in Bulk: Speed varies according to the nature of the goods. 
For instance: 

Minerals 500-800 tons per person in a working day of 8 hours. 

Grains: 400-600 tons per person in a working day of 8 hours. 

Goods in bags: 150-200 tons per person in a working day of 8 hours. 
GANGWAY/DECK WATCHMEN: Not compulsory, if Master 
requires them he is provided with specialised staff for this purpose. 
OPENING/CLOSING HATCHES: Although this work is normally 
carried out by crew it can be done as well by the stevedores if requi- 
red at extra charge. 

TANKERS: Outside the port is the Pantalan of Assesa for berthing 
oil carriers. 

Storage of residues: There is a plant for slop (residue) discharge 
facilities connected with all platforms of the Pantalan and plant of 
residues disposal is available to all vessels. 

There are three platforms to berth with the following draughts: 
Platform “A” — 38 ft. Platform ‘‘B” - 29 ft. Platform ‘'C" — 23 ft. In 
inner port there are berths to discharge refined goods available to 
the tankers of the Compania Arrendataria of the Oil Monopoly. 
FRESH WATER: Supply of fresh water by means of an under- 
ground pipe in all the commercial quays of the port. 

FUEL: Available. The grade of viscosity available is below 20 E. to 
50 C. Request of this supply should be done with 24 hours notice 
through the Commercial Agent of Campsa. 

DEVELOPMENTS: Building of quay in Levante Dock, with alength 
of 550 metres and 12 metres draft, with a probable extension of 
another 300 metres of quay with 14 metres draft. The draft in the 
port will then be 12-70 metres and in the entrance channel 13-40 
metres. 

CUSTOMS ALLOWANCES: It is permitted to have a packet of 
tobacco per person per day. Unlimited allowance with national 
drinks. 

CREW IDENTIFICATION CARDS: Not required. 

CONSULS: Various available. 

REPAIRS: Small repairs available. 

DRY DOCKS: None. 

REPATRIATION: Facilities exist. 

AIRPORT: The town of Reus 12 kilometres distance has a military 
airport that is also used for charter flights. 

TIME: GMT plus 1 hour. 

POLICE/AMBULANCE/FIRE: Police 20-11-29; Ambulance at 
local hospitals; Fire 20-19-50. 
SHORE LEAVE: Allowed. 
AUTHORITY: Capitan del 
de Marina, telephone 20-16-22. 


TORREVIEJA: 37.58 N. 00.40 W. 


DOCUMENTS: 

2 Crew Lists. 

Customs Documents. 

Health Declaration. 

Manifests, 

Bills of Lading are done by Agents. 
PILOTAGE: Requested by Agent. Permanent service. White- 
painted boat with letter ‘‘P"’ on sides. Pilot goes out of port as far as 
one mile. 
ANCHORAGE: Outside, 0:5 mile off lighthouse of Eastern quay. 
Inside, according to Pilot's judgement. 
MAX. SIZE: Unlimited length and breadth; limiting draft 27 ft. 
RADIO: Alicante Coastal Radio. 
TUGS: None available. 
BERTHING: West quay is 220 metres long with a depth of 10 metres 
used only for loading salt, 200-400 tons metric tons per hour. 
STEVEDORES: Available, employed by the consignees. 
MEDICAL: Hospital situated 45 kilometres distance. Medical 
services and Emergency Clinic in port. 
DENSITY: 1034. 
FRESH WATER: Available at the quay. Price 50 pesetas per metric 
ton. 
FUEL: None available. 


Puerto en Comandancia Militar 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


GANGWAY/DECK WATCHMEN: If required can be contracted. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CUSTOMS ALLOWANCES: 200 cigarettes. Two bottles wine. 
IDENTIFICATION CARDS: Not necessary but convenient. 
CONSULS: Sweden Vice-Consul 101; Norway, Denmark and 
Liberia Vice-Consul 135. 

REPAIRS: Small repairs in engines, electrical, etc. 
REPATRIATION: There are no problems in this respect. 
AIRPORT: 30 km. distant at Alicante. Regular flights to Madrid. 
TIME: GMT plus 1 hour. 

HOLIDAYS: See Huelva. 

POLICE/AMBULANCE/FIRE: Police tel. 99, Ambulance and 
Firemen tel. 83. 

TELEPHONES: There are no connections on board. One on the 


quay. 
SHORE LEAVE: No restrictions. 

AUTHORITY: Ayudante Militar de Marina and Captain of the 
Port, Telephone 42. 


VALENCIA: 39.27 N. 00.19 W. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists or a negative. 

1 Cargo Manifest of goods destined for the port. 

Another Manifest covering transit cargo. 

2 Store Lists, including tobacco, cigars, cigarettes, coffee, spirits, 
radios, cameras, etc., in possession of crew. In all cases make 
and number of radios to be indicated. 

Safety Wireless Certificate and Safety Equipment Certificate. 

If vessel carries over 3 kilos tobacco per man, the excess to be de- 
clared in a separate manifest, which must be visaed by Spanish 
Consul at the last port, otherwise vessel is exposed to heavy fine. 
PILOTAGE: Pilotage is compulsory for this port. The pilot launch is 
painted black with a letter “P"’ painted in white on the sides. 
ANCHORAGE: There is a good anchorage outside the port, 
vessels are required to keep the entrance channel clear. 
RESTRICTIONS: Entrance to the port faces S.S.E. and is 260 m. 
wide, with a low water depth of 12 m. 

MAX. SIZE: Length 250 m. draft 11 m. Vessels with greater draft 
have berthed in the Port. 

HEALTH: If the vessels proceed directly to berth, pratique can be 
obtained immediately after berthing. Otherwise, at anchorage at 
vessel's arrival. 

If vessel has sickness on board of a contagious nature Master 
should advise Health Authorities by radio, and they will examine 
patients immediately upon arrival, to enable vessel to be granted 
free pratique. 

RADIO: Coastal radio station with international frequencies 
1580 kHz. 

TUGS: Not compulsory for entering port. 7 tugs available up to 
900 h.p. Two tugs normally used for berthing and unberthing. 
BERTHING: Espigon Del Turia: Berths for 8 vessels, depth along- 
side 9-11 metres. 

Muelle de Poniente: 3 berths, depths alongside 7-11 metres. 

Muelle de Levante: 3 berths, depth alongside 8-9.5 m. 

inner Dock: Berths for 6 vessels, depth alongside 7 m. 

Turia Quay: 3 berths with 9 metres depth of water. 

South Quay: 5 berths (600 m.) with 14 metres depth of water. 
CARGO-HANDLING FACILITIES: Grain, coal, fertilisers, etc., 
in bulk are handled at Espigon del Turia and Muelle del Turia. Also 
at Muelle del Turia is a chemical-handling installation, depth along- 
side 9:25 metres. 

Containers: Two berths at the Turia pier, North side, with crane 
of 30 metric tons capacity, also, and using conventional means, 
they are discharged at the Western quay. 

There are two work-points for .roll-on/roll-off vessels at the 
Eastern transversal quay and the Western transversal quay. 
TANKERS: Berth at Muelle de Poniente, up to 30 ft. draft. 
MEDICAL: All medical services available in the port and in the 
city. 

REPAIRS: All types of hull and machinery repairs can be effected. 
FLOATING DOCK: 1 floating dock available, owned by Union 
Naval de Levante. Interior length 143 m., interior width 24.60 m. 
Lifting capacity 8,000 tons. 

CUSTOMS ALLOWANCE: Normally Customs permit to have 
200 cigarettes per man out of bond. Additional quantities needed 
depend on the stay of ship in port. One bottle of spirit per man. 
FRESH WATER: Available at all main berths at the rate of 30 tons 
per hour. 

FUEL: Campsa can supply by pipelines at the Turia berths, at the 
rate of 750 tons per hour and at Muelle de Poniente at the rate of 
200 tons per hour. 

TIME: Always GMT plus 1 hour. 

AIRPORT: Situated at Manises, 10 kilometres away from the port. 
CONSULS: The following countries are represented in Valencia: 


West Germany U.S.A. Nicaragua 
Argentina El Salvador Norway 
Belgium Finland Netherlands 
Bolivia France Panama 
Brazil Great Britain Portugal 
Colombia Greece Sweden 
Costa Rica Guatemala Switzerland 
Chile Honduras Uruguay 
Denmark Iceland Venezuela 
Dominican Republic Italy Yugoslavia 
Ecuador 
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POLICE/AMBULANCE/FIRE: Police 091; Fire 271234; Ambul, 
230304 


HOLIDAYS: Work can be arranged on following holidays hy 
Year's Day (January 1 full day); Epiphany (January 6 full day " 
Joseph (March 19 full day); Easter (two days); Saint Joseph Arig 
(May 1 full day); Saint Peter & St. Paul (June 29 full day): ae 
Day (July 13 full day); Patron Saint of Spain (July 25 fyyj 4° 
Assumption Day (August 15 full day); Martyrs’ Day (August 
day); Holiday of Hispanicism (October 12 full day); Ajj g 
(November 1 full day); Christmas Day (December 25 full day) 
AUTHORITY: Direccion del Puerto de Valencia, Muelle % 
Aduana, Valencia. 


Fee. 


VIGO: 42.14 N. 08.40 W. (See Plan) 


DOCUMENTS: 

Maritime Declaration of Health. 

Crew List. 

Passenger List. 

Manifest of Cargo for the Port. 

Manifest of Cargo in Transit. 

Ship's Stores List. 

Crew's Personal Effects List. 

Ship's Particulars Declaration. 

Note: Tobacco. In case the vessel carries more than 3 kilos, 
tobacco per man, the excess must be declared in a separate ny 
fest, which must be visaed by a Spanish Consul. In the absences, 
the Consul, said document will have to be visaed by an a 

of the former port of clearance. Otherwise the vessel would, 
severely fined. 

PILOTAGE: Pilotage at Vigo is compulsory and the service pm 
nent day and night. Pilots board in auxiliary motor-boats wis, 
letter “‘P"' in white at both sides of the hull and a blue flag withs 
letter ‘P" in white, near the entrance of the harbour, in the x 
included inside Punta Lameda-Cabo Vicos on the channel oj 
South entrance and inside Punta Caballo-Subrido, on the chars 
of the North, both situated to the West of the harbour. At night 
pilot boats have a white light visible around the horizon and uy 
this light another red one, also visible around the horizon, Intem 
tional code signals used to call Pilot, or four long blasts on& 
whistle. Pilot station situated at Cabo de Mar. Three pilot bos 
normally on station on a line connecting Borneira and Cabo dele 
ANCHORAGE: Several suitable anchorages in the Vigo Rix 
naturally sheltered, in depths of more than 35 metres. The me 
anchorage opposite the port on the South side of the rivers 
depths of 15-25 metres. 

MAX. SIZE: No limitation for length and beam, unlimited de 
water approaches. 

HEALTH: If vessels proceed directly to the berth, pratique cant 
obtained immediately after berthing. Otherwise, at the anchor 
on vessel's arrival. In case of suspected disease or fever on bom 
the Master must send a radio message to the Agent in ordert 
they advise the Health Office. 

RADIO: The nearest Radio Station is Vigo Radio, situated int 
limits of Vigo port. 

TUGS: No tug-boats are required for entering the port. Only ue 
for berthing ships from 120 metres length upwards according! 
Pilot's advice. At Vigo there are 2 modern tugs of 1,000 h.p, ea 
Tugs join vessel off the berth. Tug's line used at no extra cham 
BERTHING: The commercial piers to load or unload have a det 
of about 28 ft. and the Transatlantic Pier, depth of about 40 ft 
LW. The tide difference between high water and low water is abv 
3-50 metres. 

At Rande, in the lower harbour, there are very modern spit 
loading installations for mineral ore, at an average rate of 2,000 0 
per hour. The depth alongside this installation is 36 ft. LW. 

Containers are handled at Muelle de Arenal by cranes of 15# 
20 tons capacity. Depth alongside 10 metres. : 

Roll-on/roll-off traffic berths, depth 6 metres, situated ins? 
Transatlantic Pier. 

TANKERS: Tankers berth at a pier depth alongside 11 metre! 
low water. Tankers up to 300 metres length acceptable. Inner be? 
suitable for vessels of less than 100 metres length with a drat! 
6 metres. Discharge lines 12 in., 10 in. and two of 8 in. diamett 
STEVEDORES: It is very important that Masters send adv? 
notice regarding the vessel's ETA. With this notice, Agents @ 
inform Shipper's or Receivers’ stevedores accordingly, so that 
arrange operations properly. The official working hours of the 
are: Monday/Saturday, 0930/1300 - 1400/1800 hours. 
MEDICAL: Doctors and hospital facilities available. Adv” 
notice preferred in urgent cases. 

DENSITY: Average 1026. 

FRESH WATER: Available from the quays at the rate of SH 
tons per hour. Can also be supplied by tugs at 500 tons per how 
FUEL: Available from the Oil Pier or delivered by barge. 24 he 
notice of requirements recommended. d 
DEVELOPMENTS: Bulk carrier berth under construction sullt® 
for vessels up to 300 metres length and 16 metres draft. 
WATCHMEN: Available from shore if required. 

HATCHES: Opening may be done by crew to avoid delays. Clos 
hatches usually performed by crew. i 
CUSTOMS ALLOWANCES: 200-250 cigarettes or three — 
tobacco and 2 bottles spirits may be held out of bond for 
person. Wine not restricted. ; , 
IDENTIFICATION CARDS: Shore passes are provided 
Agent. 

CONSULS: Practically all countries have consulates at Vid 


_ 


ppAlRS : All types of deck and engine repairs are possible. 
AOATING DOCKS: One floating dock available: length 128 m., 


yeast 22-40 m. iin 
ae ag : Crew changes and repatriation can be arranged 
ifficulty. 
at Local airport, situated 8 kms. from the port, has at least 
daily flight to Madrid. International airport of Santiago de 
stela is 100 km. away. 
qwe: GMT plus 1 hour all the year round. 
DAYS: 1st January; 6th January; 19th March (St. Joseph); 
Thursday afternoon; Good Friday; 28th March (local holiday, 
iconquest Day); 1st May (Labour Day); Ascension Day; Corpus 
vwnsti; 29th June (St. Peter and St. Paul); 18th July (National! Holi- 
ig); 25th duly (St. James’ Day); 15th August; 12th October; 1st 
sender; 25th December. 
CEFIRE;AMBULANCE: Police, tel. 
9.00; Ambulance, tel. 21.25.09. 
reLEPHONES: No arrangement for connecting on board. 
sHORE LEAVE: Allowed without restriction. 
jTHORITY : Director del Puerto, Junta del Puerto y Ria de Vigo, 
nya del Puerto. Tel. 21.13.24. 


21.00.00; Fire, tel. 


Spanish Sahara 


{LAAIUN : 27.04 N. 13.28 W. 


\OCATION : Lighthouse at phosphate terminal in position 27° 03’ 
 N. 13° 27’ 45” W. 

DOCUMENTS: See “Villa Cisneros”. 

APPROACHES: There is a light located at the end of the bulk 
phosphate terminal in position 27° 03.9’ N. 13° 27.7’ W. at the top of 
nineral silos, at a height of 180 ft. One flash every 5 seconds, range 
i) miles. 

There is also a fixed green light located at the Northern part of the 
minal range 10 miles, and a fixed red light at the Southern part 
dthe terminal, range 10 miles. 

The phosphate terminal installations give a good radar target ata 
istance of 25 miles. Vessels approaching from the North should 
ep 10 miles off the coast until the pier is bearing 090° and then 
steer towards the pier. 

Atnights the installation lights are always visible and with a clear 
imosphere can be seen from 25 miles off the coast. 

PILOTAGE: Compulsory. Pilot boards about 0-75 miles off the 
pier head. 

ANCHORAGES: Good anchorages can be found in 10 fathoms of 
wer, When waiting for the Pilot it is recommended to anchor 
5 miles Westward of the pier. No shelter in strong winds. Service 
tipowerful auxiliary boats is available when standing at anchor. 
WAX. SIZE: Depth 17-5 metres at LWL at the phosphate terminal 
teth, and 9-5 metres LWS at the berth for general cargo ships, 
cated at the middle of the pier. 

QUARANTINE: Valid smalipox, yellow fever and cholera certifi- 
tales are required. Otherwise, usual clearance. 

RADIO: Via Tenerife Radio on HF, call sign EAT. Via Las Palmas 
fadio on MF, call sign EAL. 

There is no coast radio station in Spanish Sahara for communica- 
ton with El Aaiun. VHF radio communication is being placed at the 
phosphate terminal to work in future on Channels 12 and 16. 

Ships calling at the terminal are required to send ETA cables 72, 
Sand 24 hours prior arrival to “‘Cargadero Fosbucraa el Aaiun"” and 
Fosbucraa Madrid", 

TUGS: 2,000 h.p. tugs are called from Las Palmas to assist when- 
terthe ship requires their service. Assistance has to be requested 
ty Master or Owner 60 hours prior arrival. 
SERTHING: Aaiun Mineral Terminal located approximately 6-5 
niles South of El Aaiun City. 

he terminal head is in a North-South direction. Vessels are 
eaored alongside dolphins that cover the three loading stations for 

10,000, 40,000 and 20,000 tons dwt. ships. The loading pier has a 
‘eight above water of 50 ft. and the dolphins approx. 20 ft. 

Facilities consist of modern equipment available for handling 
Pesphate in bulk at a loading rate of 4,000 tons per hour in two of 

® Stations, and 2,000 tons per hour at the third. The phosphate is 

ed by means of moveable loading machines with telescopic 
outs to permit perfect trimming. 

acilities at the general cargo berth available for vessels up to 
® tons dwt. are two cranes of 6 tons each, and one derrick of 

tons capacity. 
Meg gangway to be rigged at this terminal. Communication from 

Nappnore is by means of elevator from the loading machines. 
Rp ORT: Aaiun (30 km. from harbour). 
wRS: No repairs can be effected at this port. 

RONERS: No bunkers available. 

VISIONS : Provisions may be obtained if requested by vessel 
Ours prior arrival. 
RATORS: Fosfatos de Bucraa S.A. (Fosbucraa), Boix y 


rat 6 Madrid 3. Cables: “Fosbucraa Madrid”. Telex: 27356. 


SRI LANKA 


VILLA CISNEROS: 23.42 N. 15.55 W. 


DOCUMENTS: Foreign Vessels 

Crew List. 

Health Pratique. 

Passenger List. 

Cargo Manifest. 

Spanish Vessels, in addition to the above: 

Safety Equipment Certificate. 

Radio Safety Certificate. 

Seaworthiness Certificate. 

PILOTAGE: Pilotis necessary to cross the bar and for river naviga- 
tion. Pilot joins at anchorage. Pilotage compulsory for all vessels 
over 50 grt. Contact Pilot by radio-telephone, via Puerto de Villa 
Cisneros Radio operating on 2182 and 2626 kHz. from 0800 to 1300 
and from 1500 to 2000 hours GMT. 

ANCHORAGE: In depths of more than 10 metres about 0°6 mile 
East of the breakwater head. This situation is well protected from 
swell from the S.W. but open to winds from the N.E. which are 
frequently strong creating difficult conditions for very small vessels. 
There are no mooring buoys. 

Vessels loading trans-shipment cargo anchor in position with 
Punta Galera Light bearing 030° T, 1-2 miles off. The prevailing winds 
blow mostly from the north up to force 3 with along low swell mostly 
from a north westerly direction. 

MAX. SIZE: Length 100 metres, beam 12 metres, draft 5 metres. 
HEALTH: Masters are required to complete a health certificate for 
the Comandancia declaring that the vessel has not called at any 
infected ports. 

TUGS: None available, only one small launch which may assist. 
BERTHING: Breakwater of 750 metres length extends towards the 
S.E., berths alongside the last 200 metres, one concrete pier for small 
vessels, three small jetties enclosing two docks, can be used by 
vessels of medium size. 

STEVEDORES: Employed by Port Authority and engaged by ship's 


Agent. 

MEDICAL: Hospital available for any kind of medical attention; 

doctors and ambulance service available. 

TANKERS: Moor at jetty No. 2. Pipelines 4 in. diameter. 

FRESH WATER: On the quays are 3 hydrants, capacity 3 tons per 

hour and 4 of 2 tons per hour. 

FUEL: Atlas Company can supply fuel subject to advance notice. 

HATCHES: Opened and closed by crew. 

CUSTOMS ALLOWANCES: Crew are allowed to take only 

sufficient tobacco ashore for their own consumption. It is not 

permitted to take alcohol ashore. 

IDENTIFICATION CARDS: Seamen going ashore must take an 

identity card or a shore pass, issued by the Master. 

CONSULS: No local representation. 

REPAIRS: Only facilities for very minor repairs. 

REPATRIATION: Can be arranged provided that documentation 

is in order. 

AIRPORT: Situated 1 kilometre from the port. Iberia Airlines have 

5 flights per week. In case of emergency, military aircraft may be 

used. 

TIME: GMT is used all year round. 

HOLIDAYS: ist January; 6th January; Maundy Thursday; Good 

Friday; Corpus Christi; Ascension Day; 29th June; 16th, 18th and 

25th July; 15th August; 12th October; 1st November; 25th December. 
Mohammedan Holidays: Aid el Queber (2 days); Aid el Mulud 

(1 day); Aid el Seguer (2 days). 

POLICE/FIRE/AMBULANCE: Police Station situated 100 metres 

from the quays. Fire: tel. 18. Ambulance: tel. 17. 

SHORE LEAVE: Allowed without restriction. 

AUTHORITY: El Comandante, Militar de Marina. 


Sri Lanka (formerly Ceylon) 


COLOMBO: 06.56 N. 79.50 E. 


DOCUMENTS: 

5 each of Crew and Passenger Lists. 

8 Manifests. 

1 Arrival Report for Pilot. 

1 Master's Declaration for Immigration, and same for Police. 

2 Private Property Lists of officers and crew for Customs. 

2 copies of Preliminary Report by Master for Customs. 

1 Maritime Declaration of Health for Port Health Officer. 

1 Master's Declaration of Cargo for Quarantine Department. 
PILOTAGE: Vessels approaching port apply for Pilot by flying the 
G flag by day or two red lights at night. They can, in addition, flash 
the pilot station or use VHF Channel 16. The telegraphic address of 
pilot station is ‘Pilot Station Port Commission Colombo” and a 
provisional ETA 24 hours ahead is advisable with corrections there- 
after. However, these are best channelled through the vessel's 
Agent. Pilot boat is a wooden motor launch with the word ‘‘Piiot" on 
its side. It flies the H flag by day or red and white lights by night 
according to the international code. The Pilot boards within an 
area of about 1 mile of the harbour entrance. Advice of where to 
anchor can be obtained from the Pilot by VHF or signal light. 
ANCHORAGES: The usual anchorage off port is within 3 miles of 
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the harbour mouth where up to 14 fathoms of water is available. 18 
fathoms of water is available within 6 miles. 
RESTRICTIONS: Entry may take place at all hours of the day and 
night but it is unusual for the Pilot to board vessel between mid- 
night and 0400 hours. 
MAX. SIZE: For entering harbour, max. draft 36 ft. and a length of 
800 ft. is permissible. Beam is not critical. There is no appreciable 
rise and fall of tide. 

Tankers’ max. dimensions for berthing alongside: length 750 ft., 
draft 34 ft. 
HEALTH: The vessel entering port must fly the Q flag until boarded 
by the Port Health Officer to grant pratique. Pratique may be granted 
by radio if there is a doctor on board provided the ship is not calling 
from a port in India. A radio message should be sent within 24 hours 
of the vessel's ETA in the following terms ‘‘Last port —— no quaran- 
tinable disease vn board — Doctor on board" and the Port Health 
Officer will reply to the Agent confirming pratique being granted by 
radio. Pratique is automatic if the vessel enters after calling at 
another port in Sri Lanka. If any quarantinable disease on board 
double Q flags must be hoisted prior to entering harbour. 
RADIO: “Colombo Radio” with a call sign 4PB is the usual channel 
for communicating with Colombo. 

The pilot station is presently available on VHF Channel 16 and the 
Port (Cargo) Corporation on VHF Channel 11. 
TUGS: Tugs normally join the vessel at the harbour mouth and use 
their own lines. 
BERTHING: There are no specific requirements relating to berth- 
ing space but early advice of draft is most advisable. 
STEVEDORES: The stevedores at Colombo are the Port (Cargo) 
Corporation, a nationalised concern having the monopoly of steve- 
doring and lighterage. ETA at least 24 hours in advance if possible. 
Gangs for the day shift which commences at 0730 hours must be 
ordered by 0700 hours and gangs for the evening shift, commencing 
at 1630 hours, by 1600 hours. This excludes the Poya Day on which 
only the day shift is worked, and gangs must be ordered by 0930 
hours on the previous day. 
MEDICAL: Although advance notice of medical assistance re- 
quired is helpful, particularly when port stay is limited, it is not es- 
sential. Comprehensive hospital facilities are available either in 
private nursing homes or in the Government hospitals. The follow- 
ing inoculations are required: Smallpox and cholera, yellow fever if 
calling from ports in East Africa and Mozambique. 
TANKERS: There are 3 tanker berths, one for importing crude oil 
suitable for tankers of 750 ft. length, max. draft 34 ft. One berth for 
white oil tankers with max. draft 33 ft. One berth for fuel oil imports 
for vessels with a max. draft of 3% ft., and this same berth is used for 
exports when permissible draft is 33 ft. 

The diameter of discharge lines; 


Crude oil, 24 in., giving capacity 1,000 tons per hour. 
White oil, 10 in., capacity 250 tons per hour. 
Gasoline, 10in., capacity 170 tons per hour. 


Furnace oil, 14 in., capacity 500 tons per hour. 

Naphtha, 122 in., capacity 450 tons per hour. 

Pumping will not be commenced after nightfall. No residue dis- 
charge facilities are available. 
DENSITY : 1025. 
FRESH WATER: Fresh water is readily available by barge. The rate 
of mr is approximately 40 tons per hour. The water is of good 
quality. 
FUEL: Furnace diesel and gas oil available. Advance notice of at 
least 24 hours is advisable as the bunker requirements of the port 
often exceed the ability of the oil companies to supply immediately. 
Supplies are by barges which can pump at 300 tons per hour. 
DEVELOPMENTS: One new alongside dry-cargo berth with a 
draft of 34-42 ft. should be ready by 1976 and there are plans for 
further development. 
GANGWAY/DECK WATCHMEN: Watchmen are available and 
are to be recommended unless members of the crew are available 
to provide this service. 
OPENING/CLOSING HATCHES: This work is normally carried 
out by the stevedores except in the case of McGregor or similar 
hatch covers which they will not handle. 
CERTIFICATES: Register showing vessels name, port of regis- 
try, gross and nett tonnages and owner. Safety Equipment Certifi- 
cates quadrenninal and annual, Ship's Articles (British) and clearance 
from previous port and deratisation Certificate. 
CUSTOMS ALLOWANCES: Cigarettes 25 per man per day. 
Tobacco 1 oz. per man per day. Snuff 1 oz. per man per day. Spirits 
+ bot. per man per day. Wine 1 bot. per man per day. Beer 2 bots. 
per man per day. 
IDENTIFICATION CARDS: These are not essential but the crew 
is expected to carry some form of identification with a photograph 
on it when they leave the vessel. 


CONSULS: 

America Indonesia Denmark 

Belgium Indonesia Thailand 

Burma Italy Rumania 

China Japan Soviet Union 
Czechoslovakia Maldives Switzerland 

France Netherlands United Arab Republic 
Germany Philippines Yugoslavia 

Greece Poland 


REPAIRS: Most main engine and boiler repairs and minor hull 
repairs can be effected. 

DRY DOCKS: Maximum length 630 ft. overall 72 ft. breadth deepest 
draft 30 ft. Maximum possible notice required for booking. 
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REPATRIATION: There is no difficulty in arranging repatie 
and crew change. — 
AIRPORT: It is 18 miles to the international airport which is 

by regular airlines. ory 
TIME: Ceylon standard time is 54 hours in advance of GMT 


alterations are made during the year. 1 ity 


HOLIDAYS: Cargo work can normally be arranged on ali ty 
: 


the following holidays: 


1st January; Sinhalese & Tamil New Year 1 day in April; 1St My 


Wesak Full Moon in May; Republic Day 22nd May; 26th Septem. 
Christmas Day. 4 
POLICE/AMBULANCE/FIRE: Harbour Police tel. 21075; 4. 
lance 20428; Ambulance launch: Exhibit A.L. flags; Port Fire & 
gade 32331. 
TELEPHONES: None are available for placing on board, 
GENERAL: Ships should not discharge oil within territorial 
dispose any waste into harbour or on to quays, immobilise 
engines without prior permission, use radio for transmission 
harbour. Ships should hoist national flag during daylight hours, : 
SHORE LEAVE: There is no restriction on crew members bely 
allowed ashore. 
DELAYS: Delays for vessels working cargo are seldom over 
hours. However, it is very unusual for vessels calling for bunker 
fresh water, stores, etc., to be delayed for more than a few hours, 
pike plaid Colombo Port Commission, POB 528, Colomby: 
el. 21201. ; 


AGENT: Aitken, Spence & Co. Ltd., Lloyd's Building, Sir Bare 
dayatilaka Mawatha, PO Box 5, Colombo 1. Tel. 27861-7 (7 Viney, 
Telex 1142. Cable Address ‘‘Aitken Colombo.” 


GALLE: 06.01 N. 80.14 E. 


PORT LIMITS: To the Eastward Unawatuna Point, to the We. 
ward Gindurah Point, to the Southward the usual sea league fp 
the line between these points. 

DOCUMENTS: Pilot brings on board: 

Arrival Report and Maritime Declaration of Health. 

Port Health Officer boards vessel after berthing and colle 
Crew List, Passenger List, Maritime Declaration of Health. Examin 
crew, passengers and International Certificates of Vaccination, 

Customs. Manifests, Bonded List, Passenger List, Cargo ls 
List of Currency, Port Declaration. 

Immigration, 3 Crew Lists. 

PILOTAGE: Apply for Pilots via local Agents. Send ETA notmm 
than 24 hrs. prior arrival via Colombo Radio. Vessels telegr 
direct to Master Attendant, Galle, via Colombo Radio. Vess 
advised listen-in on Channel 16, VHF. 

Pilot launch about 60 ft. long with white hull carrying word “Pit 
Pilot launch proceeds to vessels from Master Attendant's Of 
and Pilot will board about + mile to South of bell buoy. Ves 
should anchor until pilot launch arrives and heave-up on approw 
of pilot launch; due to heavy swell prevalent essentia/ vessels » 
vide good lee for Pilot. Proper pilot ladder and two man ropes shot 
be ready. Vessels anchoring should do so to the South or East 
bell buoy. See ‘‘Anchorages”. 

ANCHORAGES: Best anchorage lies to Eastward of bell tw 
where depth 9 fathoms. To Southward of bell buoy depth increas 
to 15 fathoms. Vessels should anchor about 4 mile from bell buy 
RESTRICTIONS: Vessels should not proceed north of bell but 
Entry prohibited after 1700 hrs. and may be delayed by bad weatte 
Generally a wind force of over 25 kts. and a swell of over 4 ft. dey 
entry. 

MAX. SIZE: North-east Monsoon. 1 vessel of 500 ft. up to #t 
draft, 2 vessels of 500 ft. up to 26 ft. draft, 1 vessel of 450 ft. up toa! 
draft, 1 vessel of 350 ft. up to 20 ft. can be berthed at stream bet 
South-west Monsoon. 1 vessel of 475 ft. up to 25 ft., 1 vessel of Hilt 
up to 21 ft., 1 vessel of 350 ft., up to 18 ft. can be berthed at str# 
berths. 

Two alongside berths available for vessels up to 350 ft. length® 
18 ft. draft. 750 ft. of quay space available. 

HEALTH: The International Declaration of Health, handet! 
Master by Pilot, must be completed and returned to Port He® 
Officer, who boards after berthing. PHO also requires 2 Crew L® 
synopsis of Vaccination Certificates, Deratisation Certificate ® 
examines Certificate of Vaccination. 

RADIO: Colombo Radio. 

TUGS: At present only one tug of 250 h.p. available throughouty# 
If sufficient notice given (over 24 hrs.) an additional tug could be# 
from Colombo (only available during N.E. Monsoon). Tug ™* 
vessel at berth, tugs lines used. Charges for tugs included in 
(pilotage) charges irrespective of ownership of towing lines. 
BERTHING: Vessel berthing in stream lies to both anchors® 
picks up 4 to 6 mooring lines from buoys aft. To pick up move 
lines, vessel should have ready at stream two messenger wires! 
24 in. diameter and 60 fathoms length. 

STEVEDORES: All stevedoring carried out by Gover 
Corporation. Gangs, lighters etc., are all arranged by Port (Cat 
Corporation. 16 lighters of approx. 15 dwt capacity available 
working vessels in stream berths. 

MEDICAL: Vessels arriving in Galle and requiring medical attent? 
should cable Agent and Port Health—-Galle at least 12 hrs. inad 
DENSITY: 1025. 

FRESH WATER: In cases of emergency up to 20 tons fresh 
could be supplied daily in stream in 400 gallon tanks conve’ 
lighters. Alongside main quay up to 50 tons per night ¢ 
supplied by Bowser. 
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: Bunkering Division of Ceylon Petroleum Corporation, 
sawa (off Colombo) can service vessels with small quantities 
ye. 5 days prior notice required. ; 
. LOPMENTS: Building of breakwater and all dredging 
jons stopped indefinitely. 
ging main quay to 30 ft. depth, and channels to 33 ft. depth. 
yGWAY/DECK WATCHMEN: Ceylon police station two 
w en aboard every vessel in harbour. For vessels berthed 
side policemen stationed aboard through day. For stream 
policemen stationed only during hours when cargo worked. 
NING/'CLOSING HATCHES: Shore labour, but there is no 
jon to hatches being opened prior to labour boarding. 
TOMS ALLOWANCES: Present allowance 200 cigarettes/ 
wei 2 bottles beer/day. Others proportionally. 
SULS: All consular officers in Colombo, 72 miles away, 2 
s by train, 2} hours by road. : 
AIRS: No repairs possible as Galle open to S.W., essential 
as vessels have engines ready at all times. No shutdown permitted. 
#PATRIATION: Sub-collector of Customs acts as Shipping 
waster and will sign on/off properly authorised crew changes. 
4RPORT : Colombo. 
TE: Standard Time GMT plus 54 hrs. ‘ 
yQLIDAYS : Non-working days in the port (dates variable yearly): 
gnhala and Tamil New Year in April; Good Friday, 1st May; Wesak 
zy Moon in May; 22nd May; 26th September; Christmas Day. 
POLICE/FIRE/AMBULANCE: Harbour Police 3222; Ambulance 
No fire brigade available. 
TELEPHONES: No telephones available aboard. 
SHORE LEAVE: Crew allowed ashore. : 
UTHORITY: Assistant Master Attendant, Master Attendant's 
(fice, Galle, tel. 2824. 


AGENT: Clark, Spence & Co. Ltd., PO Box 11, “Clan House", 
uChurch Street, Fort, Galle. Tel. 2083 (after hours 2392). Cables 
Spence, Galle. Lloyd's and Steamship Agents. 


your’ 


TRINCOMALEE: 08.36 N. 81.15 E. 


DOCUMENTS: 

international Maritime Declaration of Health. 

fcopies Crew List. 

copies Passenger List. 

Smallpox Vaccination Certificates are compulsory. al 
Cholera or Yellow Fever Certificates required if vessel is arriving 

from an infected port. | 
PILOTAGE: No means of communication between Pilot Station 
ni vessels calling at port. Vessels should indicate ETA through 
Colombo Radio, either to Agent or direct to Deputy Master Attend- 
i, Trincomalee, at least twenty-four hours before arrival. No night 
plotage. Pilot boards incoming vessels between hours of 0600 and 
‘@ about 2 cables Northward of Round Island (8° 30’ 48” N. 81° 13’ 
WE). Vessels embarking pilot should whenever possible lower an 
xcommodation ladder; if this is not practicable should let down a 
plotladder and provide two man ropes not less than three inches in 
orumference. Vessels awaiting a pilot should anchor half a mile 
\oth-eastward of Round Island light tower in depths from 11 to 13 
fathoms. > 
Vessels arriving between 1800-2100 hours may be brought in at 
Deputy Master Attendants discretion if they come to anchorage 
Seables North-East of Round Island. 
ANCHORAGES: Trincomalee Harbour is the only entirely sheltered 
tural harbour in Sri Lanka. Good anchorage may be found in 
dmost any part of harbour in good weather. 
RESTRICTIONS: Vessels may enter during hours of daylight 
tly. Range of tide is very small and does not restrict entry. 
WAX. SIZE: Almost unlimited length and draft can be accom- 
nodated in anchorage. Only one berth which can accommodate up 
© 0 ft. length, and 32 ft. draft. This jetty used for discharging 
inkers and bunkering. 
HEALTH: The Port Health Officer boards vessels after arrival at 
Mchorage to grant pratique. Pratique automatic for vessels arriving 
fom another port in Sri Lanka. 
RADIO: All cables to Deputy Master Attendant, Agents, Receivers, 
&c, should be routed through Colombo Radio; call sign 4 PB. 
Pilot carries a portable VHF set, Channel 16, with about 2 miles 
range, 
TUGS: One tug attends when required. Tow-lines generally not 
sed; but if required tug lines used. 
STEVEDORES: Stevedoring operations have been nationalised 
‘dare carried out by the Port (Cargo) Corporation, Trincomalee. 
TANKERS : One tanker berth at which vessels of 600 ft. length and 
Rit. draft are discharged. 
YENSITY : Salt water. 
FRESH WATER: Available, supplied by water lighters, and from 
dunkering jetty. 
: Marine heavy diesel and furnace oil can be supplied at 24 
‘ours notice, 
{ANGWAY/DECK WATCHMEN: Watchmen are provided by 
H Port Tally and Security Services Corporation. 
PENING/CLOSING HATCHES: Carried out by stevedores. 
CUSTOMS ALLOWANCE: Tobacco issued as required. Wine 
o or Spirit issued as required. 

ENTIFICATION CARDS: Identity Cards or Passports are 
Muired to be carried by crew members ashore. 
NSULS: All Consular officers are in Colombo. 

AIRS: Only minor repairs can be carried out. 

ATRIATION: Crew changes and repatriation can be effected. 


SUDAN 


AIRPORT: No International flights through Trincomalee. Internal 
service of Air Ceylon operates daily flights between Trincomalee 
and Colombo. 

TIME: GMT plus 54 hours. 

HOLIDAYS: Dates of holidays are not fixed. Cargo work can gener- 
ally be arranged on any holiday. 

TELEPHONES: Police 308; Ambulance 448; Fire 335. There are no 
telephone connections for ships. 

SHORE LEAVE: Allowed. 

AUTHORITY: Deputy Master Attendant, Port Commission, 
Trincomalee. Tel. Dockyard 212. 


Sudan 


PORT SUDAN: 19.37 N. 37.14 E. 


DOCUMENTS: 

Port Sudan Harbour Master's Declaration. 

Sudan Customs Declaration. 

Quarantine Form. 

(All above forms to be filled by Master on arrival). 

3 Crew Lists. 

3 Passengers Lists. 

1 Crew Declaration. 

1 Dutiable Stores. 

4 copies Manifest. 

1 copy B/Lading. 

1 Provisions List. 
PILOTAGE: 24 hours notice ETA. VHF. Channel 16. Pilot boards 
South of South Wingate Beacon. Pilotage compulsory. 
ANCHORAGES: Towartit Anchorage, approx. 8 km. S.E. of 
harbour. 
RESTRICTIONS: No restrictions providing berth available. 
MAX. SIZE: Length 850 ft. maximum. Draught at Oil Terminal 37 ft., 
other berths 34 ft. 6 in. 
HEALTH: Radio pratique obtainable if message sent not more 
than 24 and not less than 8 hours before arrival to ‘Quarantine, Port 
Sudan", with following information: Name of ship and ETA; Name 
of Agent; Whether surgeon carried or not; Whether illness on board, 
if so, what illness; Port of departure and last port of call. On receipt 
the Quarantine Medical Officer will inform ship by wireless whether 
pratique is granted or not. 
RADIO: Port Sudan Radio (call sign STP). Operates daily on High 
Frequency as follows: 8652 Mcs from 0400 hours to 1600 hours GMT; 
4356 Mcs from 1600 hours to 0400 hours GMT; 0500 kcs — continuous 
listening watch for first ten minutes of every hour. Radiograms may 
be handed in at Port Sudan Post Office at all times and at Port 
Sudan Quays Post Office during office hours. 
TUGS: About one mile from harbour entrance. Either ship's or 
tug's lines at Pilot's discretion. 


BERTHING: 
Depth 

Berth Length Winter Summer 
Nos.1to5 main berths 456 ft. 30 ft. 28/33 ft. 
No. 5 426 ft 35 ft. 33 ft. 
Nos.6&7 606 ft 35 ft. 33 ft. 
Nos.8&9 600 ft 37 ft. 35 ft. 
No. 15 642 ft 37 ft. 36 ft. 
No. 16 230 ft 37 ft. 35 ft. 
Nos. 17 & 18 908 ft 39 ft. 374 ft. 


CARGO HANDLING: Grain silo of 50,000 tons capacity situated 
at Berth No. 15. Heaviest lift normally acceptable is 30 tons; special 
arrangements necessary for heavier items. 

Span of coal transporters is 420 ft. 

TANKERS: At berth No. 16 vessels up to 600 ft. length can berth 
with overhang. Max. draft 34 ft. 6 in. 

Berths 17 and 18 accommodate tankers up to 37 ft. draft. Berths 
connected by pipe-line to refinery 8 km. South of Port Sudan. 

Used for discharging crude oil and loading refined products. 
STEVEDORES: Require 24/48 hours advance notice of ETA and 
stowage of cargo. Rate of Discharge and Loading: General cargo, 
5-10 tons per hook per hour. Bagged cargo, 15-20 tons per hook per 
hour. 

Exports. Main exports, cotton, cottonseed, gum Arabic, oilcakes, 
MOP shells, trocas shells, senna, beans, domnuts, oilseed, hides, 
skins, salt, beeswax, durra, wheat bran, chick peas, karkadeh and 
castor seed. 

Tea. Following exports should not be stowed with tea: castorseed, 
hides, linseed, edible oil, oilcake. Cottonseed may be stowed with 
tea with separation of 3 ft. but it is preferable to stow in separate 
compartment from tea. 

Cotton. Gum should never be stowed with cotton. 

Transhipment cargo. Is normally not accepted at Port Sudan 
without prior permission, except in very small quantities. 

Weight. Deadweight of cargo is expressed per ton of 1,000 kilos. 
MEDICAL: Advance notice advisable. Hospital facilities available, 
Crew and passengers must have International Health books valid. 
DENSITY: 1025. 

FRESH WATER: Available ex quay and ex barge. 

FUEL: Marine Fuel oil (normally 1000 secs.); marine diesel oil 
(42/45 secs.); gas oil (35 secs.). 24/48 hours advance notice advisable 
Name of suppliers is required. 

GANGWAY/DECK WATCHMEN: Recommended. 
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OPENING/CLOSING HATCHES: Normally by stevedores. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per person. 
Wine and/or Spirit, two bottles of different kinds per person. Only 
ersonal requirements may be taken ashore. 
DENTIFICATION CARDS: Not required. 
CONSULS: UAR and Nigeria. 
REPAIRS: Minor deck and engine repairs. 
DRY DOCKS: None. 
REPATRIATION: Not recommended. Formalities take 2/3 days. 
AIRPORT: 3 miles away. Flights 4 days per week Port Sudan to 
Khartoum. 2 days per week Port Sudan to Cairo. 
TIME: GMT plus 2. In summer, GMT plus 3 hours. 
HOLIDAYS: The following government holidays for the year 1974 
will be considered as port holidays (The dates may vary in other 
years): 1st January (Independence Day, 1 day); 3-7th January (Kurban 
Bairam, 5 days); 24th January (Mohammedan New Year, 1 day); 
3rd March (National Unity, 1 day); 5th April (Mulid el Nabi, 1 day); 
15th April (Sham el Naseem, 1 day); 25th May (Revolution Day 
1 day); 12thOctober(RepublicDay, 1 day); 16-19th October( Ramadan, 
Bairam, 4 days); 23-27th December (Kurban Bairam, 5 days); 
25-27th December (Christmas, 3 days). 

The port will not work on the following days: 1st January (Inde- 
pendence Day); 4th January (First Day Kurban Bairam) ; 24th January 
(Mohammedan New Year); 5th April (Mulid El Nabi); 25th May 
(Revolution Day); 17th October (First day of Ramadan Bairam); 
24th December (First day of Kurban Bairam); 25th December 
(Christmas Day). 

Overtime will be worked on all other days. 
POLICE/AMBULANCE/FIRE: Police 2424; 
Fire 3001. 

TELEPHONES: No arrangements exist for placing telephones on 
board. 

GENERAL: No foreign currency allowed ashore. Crew are per- 
mitted to go ashore with any amount Sudanese Currency. 


AGENT: May Trading and Services Co., PO Box 17, Port Sudan. 
Telegraphic address: “‘Mayo” Portsudan. Telex: No. 6. Tel. (during 
office hours) 2437; 2029, 2389; after office hours 2652, 2040. 


Ambulance 2400; 


Surinam 


MOENGO: 05.38 N. 54.25 W. 


A bauxite mining town about 70 miles up the Cottica river, atributary 
of the Commewijne river, which latter joins the Surinam river at Fort 
Nieuw Amsterdam. 

DOCUMENTS/PILOTAGE/GENERAL INFORMATION: refer 
to Paramaribo.” 

TUGS: Two tugs are available, the larger is 1,750 h.p. 

MAX. SIZE: Ships of 525 ft. can be accommodated. Ore vessels call 
daily. Draft depends on bar draft Surinam river. 

BERTHING: Moengo has two piers at which ore is loaded by a 
transporter at the rate of 800/1,000 tons per hour. One pier is 430 ft. 
long and has a depth of 24ft. alongside. Both will accommodate 
ships of 525 ft. length. Tracks are laid on the 430 ft. pier and a 25 ton 
crane is available. 

PROVISIONS: Not available. 

FUEL: Small quantities can be supplied. 

FRESH WATER: Small quantities can be supplied. 

AIRPORT: About 5 km. from docks. 

AUTHORITY: District Commissioner acts as Harbourmaster. 


AGENT: Alcoa Shipping Co. 


NEW NICKERIE: 05.57 N. 56.59 W. 


DOCUMENTS: 

2 copies Crew List. 

2 copies Passenger List. 

Customs Documents; Crew Declaration Lists; for instance, 

souvenirs, electric apparatus, etc. 

2 copies Ship's Store Lists. 

3 copies Manifests of Import. 

3 copies Manifests of Export. 

1 copy Transit Manifest. 

2 copies Manifests of Coastal Cargo. 

Ship's Papers to be shown on request. 
PILOTAGE: Pilotage is compulsory for the Nickerie River for ships 
bigger than 50 gross tons. There is always a pilot available; ETA to 
be sent 48 hours before arrival and 12 hours before arrival give 
necessary correction message to the Agent. 

Ships can only enter the river at or about the time of high water. 

The Pilot boards near the sea buoy (buoy No. 1). The pilot boat is 
a small wooden, grey and white painted vessel. The pilot boat does 
not use the international red-white pilot lights at night. It is not 
possible to make radio telephone contact with the boat. There is a 
signal lamp on board. 

Send ETA-message to Agent who will order the Pilot. Awaiting 
a water the vessel can anchor about 3 miles N.N.E. of the sea 

uoy. 
ANCHORAGES: With a draft of 15 ft. the ship can safely anchor 
3 miles N.N.E. of the sea buoy. It is not advisable to anchor in the 
Nickerie river for a long time, the river is too narrow. 
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MAX SIZE: With springtide the maximum draft must not 
14 ft. 9in. and at neaptide 12 ft. The vessel has to use the highs 
while passing the bar. ty 
Maximum permissible length of vessel is 130 metres (426 
low water ships are seated in the mud without consequence ty 
rudder or propeller alongside the wharf. There are berths 
carriers. 
HEALTH: There is no pratique-procedure. Only in the event of 
suspected disease or fever on board a doctor must be called ‘ 
RADIO: Send ETA cables to Paramaribo Radio. The pilot of, 
Nickerie has a radio telephone transmitter. Frequency 8233-9 
listening hours: 07.00, 12.00, 18.00 local time. SSB and VHF equipny: 
also used, 
TUGS: No strong tugs available. 
STEVEDORES: The Agent orders the gangs (Maximum thy 
gangs available). 
MEDICAL: No advance notice required for medical treatm, 
There is one hospital in Nickerie with a surgeon. 
TANKERS: There are three piers in Nickerie: Esso, Shel w 
Texaco pier. Maximum permitted draft 14 ft. 9 in. at Springtidg 
DENSITY: In the dry season the density on the river near 
Nickerie is 1015. In the rainy-season the density is 1005 near HW, a 
100 near LW. These all depend upon springtide or neaptide, 
FRESH WATER: Fresh water is available alongside the wha, 
New-Nickerie. It is loaded from shore by hose. 
FUEL: Small quantities of fuel available from Esso or Shell, dy 
grease and petrol. 
DEVELOPMENTS: In the future a bigger and deeper port wily 
built in the Corentyne river, about 20 miles up the river, 
GANGWAY/DECK WATCHMEN: It is recommended to hay, 
watchmen during the night. 
OPENING/CLOSING HATCHES: Patent hatches must be ope 
ed by the crew, other hatches by the stevedores. 
CUSTOMS ALLOWANCES: Captain included: for every 72 ho» 
staying in port: 15 cigars or 60 cigarettes or 30 cigarillos or 15)» 
tobacco plus ¢ bottle spirits or 5 bottles beer or 1 bottle wing, 
IDENTIFICATION CARDS: Not needed. 
CONSULS: No consuls in Nickerie. 
REPAIRS: Small engine repairs and shaft repairs and some we 
ing repairs can be done. 
REPATRIATION: Is possible via Paramaribo. 
AIRPORT: The airport is 10 miles from the port of Nickerie. Ty 
times per day there is a flight to Paramaribo arranged by ali 
company, called S.L.M. 
TIME: Local time is GMT minus 3.30 hours. No alteration in tin 
HOLIDAYS: New Year's Day; Good Friday; Phagwa; Ques) 
Birthday (April 30); Ascension Day; Labour Day (May 1st); Day: 
Liberties (July 1st); Idul Fitre; Christmas Day and Boxing Day.} 
these days work can be done by paying overtime. 
POLICE/AMBULANCE/FIRE: Police 356; Ambulance 241; f 


333. 

TELEPHONES: No arrangements can be made for a teleph 
connection on board. 

SHORE LEAVE: Without reserve. 

DELAYS: Delays in berthing: there are only two wharves wilt 
total length of 700 ft. Banana ships have priority. Delays in loaiy 
and discharging: there are only three gangs of stevedores. The 
can be enlarged to five ‘small gangs”. 

AUTHORITY: District Commissioner acts as Harbour Masté. 


PARAMARIBO: 05.49 N. 55.09 W. 


PORT LIMITS: The seaward boundaries of the port, within wie 
a vessel is considered to be “arrived" is the entrance of the Surinst 
Matowijne, Coppename, Corantijn and Nickerie rivers. Layi® 
commences to count after vessel has anchored or berthed. 
On the left bank of the Surinam river about 8 miles above ® 
Amsterdam and 21 miles from light-vessel at river entrance. 
DOCUMENTS: 

5 Incoming Cargo Manifests (if any cargo), otherwise three cop# 

1 Cargo Transit Manifest. 

4 Outward-going Manifests. 
These above-mentioned must be sent ahead to the Agent soi 
they can be translated into Dutch. 

4 Crew Lists. 

2 Store Lists. 

2 Crew Declaration Lists. 

6 Passengers Lists. 
PILOTAGE: Compulsory. All ships are requested to amend 
estimated time of arrival in local time, at least twelve hours in adv” 
by special message through the wireless station to their Agents! 
to the Harbour Master. Arrival message should include draft! 
vessel and other requirements. Six hours prior to arrival the’ 
has to be confirmed and if necessary corrected. The pilot wil? 
dispatched after receiving the confirmed ETA. As there i* 
shipping but in the Surinam river, the Commenwijned rivef,® 
Cottica river and the Nickerie river, all Pilots except one for Ni 
are stationed at Paramaribo. Paramaribo Pilots board the f] 
at the light-vessel of the Surinam river. All vessels have to sto? 
the light-vessel. 
ANCHORAGE: Anchorage off town in 18-35 ft. of water at Lit 
Government officials board vessels immediately on arrival 
ward clearance. Vessels which are required to anchor off the p@™ 
wait for berths may be boarded at the anchorage. 
RESTRICTIONS: Bar has minimum depth of 15 ft. 5 in. Rise 
tide 6 ft. 7 in. springtide 8 ft. 10 in. Due to the fact that the® 
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is of very soft mud, vessels regularly leave the ports with a 
ft. (by springtide). 
ea There a by hours radio telephone service at the Harbour 
ment on SSB and VHF. The coast station, PZN, also maintains 
et radio telegraph (500 kc.) and telephone service in the 2182 
od. The lightvessel Surinam River is equipped with VHF 
oon Port doctor will visit an arriving ship only if there is a case 
jous disease aboard, or if one of the preceeding ports of 
‘sas been declared to harbour contagious disease. No bill of 
isrequired. A ship with an infection on board must advise the 
agpourmaster by special message through the wireless station 
rival. 
weTHING : 0.G.E.M. wharf, 120 ft. long least depth 18 ft. Oil/gas 
gscharge for public undertakings. ¢ 
BEM. wharf, 110 ft. long, least depth 18 ft. Private cement and 
puel discharge wharf, Moorings 450 tt. apart. 
gynana export pier, 297 ft. long, least depth 18 ft. Fresh water can 
lied. 
wil terminal, Moorings 570 ft. apart. Least depth 18 ft. 
sour pler, Long 36 ft. Moorings 160 ft. apart. Least depth 16 ft. Only 
ible to discharge flour with a grain elevator. 
jensur Cement wharf, 180 ft. long, least depth 14 ft. Moorings 600 
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Ne hart Ltd., 1,815 ft. long. Least depth 19 ft. at LWS. Fresh 
wer can be supplied. } ; 

gelwaarde; 3 miles above Fort Nieuw Amsterdam on the right bank 
Jthe Surinam river. Length of pier: 279 ft., least depth 18-20 ft. 


nding sugar. } 
Shell Oil Terminal: Moorings 540 ft. apart. Least depth at LWS 
piexclusively for oil and gas. : 
WEDICAL: Excellent medical and dental attention is available to 
ww members of all vessels. 

#RESH WATER: The water is of excellent quality. Available at 
sost berths as mentioned above. 

AUEL: Ship's bunkers are available in most ports of Surinam in 
inted quantities. Advice regarding quantities and specifications of 
si should be given to Agent's representative immediately after 


docking. 
3jSTOMS ALLOWANCES: 60 cigarettes or 15 cigars or } pound 
dtobacco. + litre of spirits, } litre of wine, 2 litre of beer, for each 
sew member. All quantities in excess of the above, will be put 
woder seal. 

REPAIRS: No facilities for major ship repairs. Local workshops 
ando repairs of minor nature. There are two floating dry docks and 
ma floating derrick owned and operated by the Surinam Drydock 
(. Lifting capacities dry docks: 400-650 tons. 

WATCHMEN: The customs board the vessel while riding at anchor 
yalongside one of the docks. All vessels are required to make a 
woper gangway available to the custom boarding officer. 

The local authorities assign one or more custom guards to each 
wssel during its stay in port. The charges for guarding are for the 
xcount of the vessel. These officials must be provided with meals 
mboard at regular meal hours, and rooms if necessary. 
REPATRIATION: Under special circumstances vessels may sail 
wihout all crew members on board (sickness, etc.). The Master 
lmishes a letter to his Agent authorising him to accept responsi- 
ility for the missing seaman or seamen. 

CONSULS: 


US.A. Belgium Ecuador 
Britain Denmark France 
Norway Dominican Republic Austria 
Venezuela West Germany Portugal 
il Indonesia Sweden 


Guyana 

TIME: Local time is 3 h. 30 m. slow of GMT. Vessels are required 
‘ouse local time in ETA messages and when dealing with Agents. 
HOLIDAYS: 1st January; Good Friday; Easter Sunday; Queen's 
jithday (April 30th); 1st May; 1st July (Freedom Day); 25th and 

h December; Holy Pagwha and Idul Fitre. 

SHORE LEAVE: Under normal circumstances no restrictions are 
mposed by the Government Immigration Authorities on shore leave. 
SENERAL: While alongside vessels must maintain engines and 
xopulsion machinery in readiness to leave the pier under full power 
® short notice. No repairs are permitted which should interfere 
*th this requirement. While alongside, oil tankers should have their 
‘shore anchor out about 50 ft. 

All vessels except ships of war, must furnish a statement, of the 
mount and character of explosives carried, also a certificate to 
show how they are stored and manner of packing. 

Special anchorage areas are provided in the harbour for vessels 
wth dangerous cargo. 

fire-arms and ammunition must be manifested on store lists 
nd Must remain in bond on board during vessel's entire stay in 
he orial waters of Surinam. Any violation of this regulation renders 
ema subject to fines and confiscation of fire-arms and am- 
RALLAST : Vessels must arrive with sufficient ballast to permit 

handling. All vessels should enter port with clean ballast water 
Mbit, be pumped overboard while in the harbour, as it is pro- 
the mark PUMP dirty ballast water or oil residue or sweepings into 

r 

AUTHORITY : Harbourmaster, P.O. Box 888, Paramaribo. 


“RENT: Alcoa Steamship Co., PO Box 1842, Paramaribo. Tel. 72941. 
*s: “Alcoaship Paramaribo". 


SWEDEN 
PARANAM: 05.38 N. 55.05 W. 


A bauxite mining town, located on the left bank of the Surinam river, 
about 40 miles from the entrance. 
DOCUMENTS/PILOTAGE: and all General Information: refer to 
“Paramaribo”. 
MAX. SIZE: Vessels can load to outer bar draft and usually top 
off at Trinidad. 
HEALTH: Health officer does not board unless there are quarantin- 
able diseases aboard. 
TUGS: Not available. 
BERTHING: There is a concrete dock of about 350 ft. Mooring 
660 ft. apart. Least depth 30 ft. 

New Pier: Least depth 30 ft. length 680 ft. Capable of handling ore 
carriers up to 40,000 tons. 

Equipment: 75-ton crane.. 

Loading Capacity: Bauxite 2,000 tons per hour. Alumina 850 tons 
per hour. Loading by conveyor. 
FUEL: Small quantities can be supplied. 
FRESH WATER: Can be supplied. 
REPAIRS: None can be effected. 
AIRPORT: At Zanderij 45 km. from dock. 
AUTHORITY: District Commissioner acts as Harbourmaster. 


SMALKALDEN: 05.38 N. 55.05 W. 


A bauxite mining town on the left bank of the Surinam river about 
20 miles upstream from Paramaribo. 

DOCUMENTS/PILOTAGE and al! General Information; refer to 
‘*‘Paramaribo". 

TUGS: None available. 

BERTHING: Wharf with length of 218 ft. Moorings, 535 ft. apart, 
least depth 30 ft. Ships can load to outer bar draft. Bauxite loaded 
by two conveyors with an average of 800 tons per hour. 
DEVELOPMENTS: New wharf under construction capable of 
handling ore ships up to 40,000 tons deadweight. Moorings 680 ft. 
apart. 

FUEL: None available. 

FRESH WATER: Small quantities can be delivered by trucks. 
REPAIRS: None. 

AIRPORT: At Zanderij, 45 km. from dock. 

AUTHORITY: District Commissioner acts as Harbour Master. 


Sweden 


AHUS: 55.56 N. 14.19 E. (See Plan) 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: Pilots meet vessels at PAallagrund. Telegraphic 
address: “Sjéfartsstyrelsen, Ahus”. Tel. 044-240027. VHF. Channel 
16 call sign: “Pilot station, Ahus.” Awaiting Pilot, anchor outside 
“Pallagrund". Depth 15-20 metres. (Also see “Stockholm”.) 

ANC HORAGE: Anchorage forbidden in dredged entrance channel. 
RESTRICTIONS: No special regulations. 

MAX. SIZE: Maximum length 150 metres, maximum draft 7-6 metres. 
HEALTH: No special regulations. 

RADIO: Karlskrona Radio, call sign SAA. 

TUGS: Tugs only used in harbour basin, when turning. 
STEVEDORES: Ahus Stevedore A/B. 

RADAR/ VHF: Radar on pilot station. VHF call sign: Pilot station, 
Abus. Channel 16. 

FRESH WATER: Delivered from pipe-line. 

FUEL: Available day and night. 

FIRE PRECAUTIONS: No special regulations. 
GANGWAY/DECK WATCHMEN: If wanted, watchmen avail- 


able. 

OPENING/CLOSING HATCHES: Normally by the crew. 
CUSTOMS ALLOWANCES: See “Stockholm”. 

CARGO GEAR: Normally loading or discharging with cranes. 
IDENTIFICATION CARDS: Crew list needed. No cards. 
CONSULS: Danish Vice-Consul: Vasagatan 17B, 29153 Kristian- 
stad. Tel. 044-114841. Norwegian Vice-Consul Mast. Bonggatan 2, 
29154 Kristianstad. Tel. 044-115605. 

RE PAIRS: Minor repairs only. 

DRY DOCKS: No dry dock. Nearest dry dock Sélvesborg. 
AIRPORT: Nearest airport about 10 miles away. Two flights per 
day. 

TIME: GMT plus one. Permanent. 

HOLIDAYS: See “Stockholm”. 

POLICE/AMBULANCE/FIRE: Police 242030; Ambulance 90000; 
Fire 90000. 

TELEPHONES: No arrangements for placing telephone on board. 
Two public telephones on quays. 

AUTHORITY: Harbour Office, 290 20 Ahus. Tel. 044-240014. 


GAVLE: 60.41 N. 17.11 E. (See Plan) 


PORT LIMITS: A line from Utvalnas (approx. 60° 45.2 N. 17° 
21.4 E.) over Bakharen to Langharen (approx. 60° 41.0 N. 17° 17.5 E.). 
DOCUMENTS: 

4 Crew Lists (for European vessels). 

2 Crew Lists (for other vessels). 

2 Manifests. 

2 Bills of Lading. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


1 Tobacco List. 

1 Stores List. 

Following documents supplied by Agent and signed by Master: 
On arrival from foreign port: 

1 Maritime Declaration of Health. 

4 Report of Arrival (customs). 

1 Declaration of Master (of persons on board). 

1 Declaration of living animals (if any). 

On arrival from any port: 

1 Report of Arrival (Harbour Office). 

1 Report of Receivers (Harbour Office). 

1 Cargo List (or Manifest). 

1 Transfer. 

On departure to foreign port: 

4 Report of Departure. 

1 Declaration of Master (of persons on board). 
On departure to any port: 

1 Report of Shippers (Harbour Office). 

1 Declaration by foreign Master. 

PILOTAGE: (a) Sea Pilots: Pilot station: B6nan Telephone Nos. 
991 10 and 992 20. Telegraphic address: Pilotstation, Gavie. Five 
hours advance notice of ETA pilot station. Notice of ETA can be 
given over any Swedish coastal radio station or free of charge on 
VHF over any Swedish pilot station or Grundkallen lighthouse. 

VHF: Channels 16: Calling and Safety | Pilot station and Pilot 

13: Pilotage traffic boats. 

All pilot boats orange. International signals for calling pilot. Pilot 
boards: South-east of Grasjalsbadan 60° 43’ N., 17° 27’ E., and on 
request South of Eggegrund Lighthouse, 60° 43’ N., 17 34’ E. In° 
case of bad weather closer to pilot station. Anchorages: Graberget 
roadstead North-east of Bénan Lighthouse (approx. 60° 44.8’ N. 
17° 20.5’ E.), about 350 metres (0-2 m.) from shore and in 18-21 metres 
(10-13 fathoms) deep. Open for Easterly winds. (6) Harbour Pilots: 
Available for moving within harbour area on application to Port 
Administration, Telephone Nos. 12 49 10 or 11 31 56 or by VHF to 
Gavle Port Radio, channels 16, 14 and 13. 

ANCHORAGES: See “‘Pilotage”’. Outer roadstead situated inside 
of Northern entrance and in red sector of Fredriksskans light. Outer 
roadstead well protected, depth of 15-11 metres (8-6 fathoms). 
Anchoring forbidden: 

(a) In dredged channel between lights in Northern channel and to 
a point 800 metres (875 yds.) West-south-west of Light No. 4. 

(6) In white sector of Fredriksskans light East-north-eastward 
within a distance of 2,000 metres (2,190 yds.) from same. 

(c) In navigable channel from Fredriksskans Light to Gavie Dolphin 
Light. 

(d)In Fredriksskans Harbour basins. 

(e) In Gavle River from berth No. 18 to berth No. 10. 
RESTRICTIONS: Two fairways lead to harbour. Northern fairway 
is 11,1 m. (36 ft. 6 in.) deep and has bottom width of 60 m. (196 ft. 11 in.) 
Day-time: maximum draft 10-6 m. (34 ft. 5 in.); maximum length 210 m. 
(689 ft.); maximum breadth 28 m. (91 ft. 10 in.). Night-time: maximum 
draft 7-55 m. (24 ft. 5 in.); maximum length 172 m. (565 ft.). Southern 
fairway (daylight only) permits draft of 3 m. (9 ft. 9in.). All depths 
are referred to mean water level. Ships on way from outer roadstead 
or passing from Fredriksskans Harbour to Inner Harbour shall give 
way to vessels proceeding in opposite direction. This shall not 
apply to vessels with tow unless vessel approaching also has tow. 
MAX. SIZE: Maximum permissible draft (at mean water) as follows: 
Fredriksskans Harbour 


Real 
Maximum Draft depth Allowance 
metres feet metres metres 
Oil berth No. 21 10-5 3405” 10-9 0-4 
Maximum length 
210 m. (689 ft.) 
Oil berth No. 1 745 2405" 78 0-35 
Maximum length 
200 m. (656 ft.) 
Oil berth No. 2-3 5:3 17/05” 5:5 0-2 
Berth No. 4-8 745 2405” 78 0-35 
Berth No. 9-14 9-0 29'06” 9-4 0-4 
Inner Harbour 
(River Gavle and Nyhamn) 
Berth No. 25-38 4-7 15’05” 5-0 03 
Berth No. 8-23 4-85 0-15 
Korsnas Works 
Kastet Pier, North side, 
outer end. Length 77 m. 
(252 ft.) 7-45 24'05” 78 0-35 
Kaster Pier, South side, 
outer end. Length 105 m. 
(344 ft.) 
Kastet Pier, North side, 
inner end. Length 53 m. 
(174 ft.) 63 2008” 6-6 0-3 
Kastet Pier, South side, 
inner end. Length 45 m. 
(148 ft.) 
Karskar 
Berth No. 105-106 6-6 2108” 6-9 0-3 
Length 195 m. (640 ft.) 
Berth No. 107-108 79 25/11” 8-2 0-3 
Length 196 m. (640 ft.) 
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Berth No. 109 47 1505” 49 02 
Length No. 90 m. (295 ft.) 

Berth No.110,Southend. 4-7 15°05" 49 02 
Length 35 m. (115 ft.) 

Berth No. 110, Northend. 6:1 20°00” 6-4 03 
Length 75 m. (246 ft.) 

Salt Pier 

Berth No. 111 55 1801” 58 03 
Length 75 m. (246 ft.) 

Berth No. 112 6-5 21'04” 6:8 03 


Length 80m. (262 ft.) 

HEALTH: Pratique always automatic. If any suspected diseas, 
fever on board, notify ship s Agent. . 
RADIO: Stockholm Radio (SDH) or Harnésand Radio (SAH). 
RADAR/VHF: No port radar service, but Bénan pilot 
Eggegrund Lighthouse, and one pilot cutter equipped with 
radar and VHF and assists any ship approaching pilot Station» 
request. After calling pilot station on VHF Channel 16, ships willy 
given assistance on Channel 13, 12, or 6. 

TUGS: Join vessel outside Fredriksskans Lighthouse or oyjy 
Korsnas Works for berthing, and outside Northern entrance chan 
for passage through same. Ship's lines always used. 

CARGO HANDLING: Container berth, maximum draft 9 mety 
One crane with 30-ton capacity. 

Roll-on/roll-off berth, maximum draft 4-7 metres. 
STEVEDORES: 24 hours notice (if possible) order arrange 
MEDICAL: Notice of medical attention to Agentas early as possi, 
All kinds of medical and hospital facilities available. § 
vaccination required on arrival from non-European ports, Oty 
vaccinations necessary on arrival from diseased areas. (Comny 
for all Swedish ports.) Quarantine station established at Gavlew 
quarantine anchorage on outer roadstead. 

TANKERS: Tanker berth No. 21 Maximum length: 210 mety 
(689 ft.). Maximum draft (at mean water) 10-5 m. (34 ft. 5in.). Dischay 
lines for all products diameter 200 mm. (8 in.) at ships’ connectioy 
Pipe-lines connecting berth with oil depots have diameters » 
follows: Heavy fuel oils, 450 mm. (18 in.); gas oil, 400 mm. (16i:) 
gasoline, 350 mm. (14 in.); kerosene, 250 mm. (10 in.). Tankerbes 
No. 1: Maximum length 200 metres (656 ft.). Maximum draft (at me 
water): 7-45 m. (24 ft. 5 in.). Discharge lines for different produg 
have diameter at ships connections as follows: All fuel oils, 250m 
(10 in.); gasoline, 200 mm. (8 in.); kerosene, 200 mm. (8 in.). Pipe-ling 
connecting berth with oil depots diameters as follows: All fuel ok 
350 mm. (14 in.); gasoline, 300 mm. (12 in.); kerosine, 250 mm. (10i 
Tanker berth No. 2 and 3: Maximum length: 125 metres (407 ti) 
Maximum draft (at mean water): 5-3 m. (17 ft. 5 in.). Discharge line 
for all products 150 mm. (6 in.) at ships connections. Pipe-lines cw 
necting berth with oil depots 150 mm. (6 in.). Tanker berth No. i 
106 (or 107-108) if the draft is more than 6-6 m. (21 ft. 8 in.) at Karsié 
(Korsnas Works). No. 105-106: Maximum length: 195 m. (640% 
Maximum draft (at mean water) 6-6 m. (21 ft. 8 in.). Discharge line 
for all products: 200 mm. (8 in.) at ships connections. Pipe-lini 
connecting berth with oil depots 250 mm. (10 in.). No. 107-108 Ma 
mum length: 195 m. (640 ft.). Maximum draft (at mean water): 745 
(25 ft. 11 in.). Same dimensions as above. 
DENSITY: Fresh water. 
FRESH WATER: Delivered from water posts at all quays in Fie 
riksskans Harbour. Inner Harbour, at Korsnas Works and on rout 
fresh water delivered by water boat. 
FUEL: All kinds of fuel oils available either from pipelines a 
berths or by lorries at all other quays. Following viscosities (Re 
wood !) normally in stock: 35, 225, 650, 1500, and 3500 secs. Ott 
st can also be delivered. Notice of delivery is required 
efore. 
DEVELOPMENTS: New shipping terminal tor coal and col 
where discharging capacity will be very high. 

The Port of Gavle is at present negotiating with two big fort 
industries concerning the building of a port terminal at Granuddt 
which is situated opposite Fredriksskans Harbour. The terminal 
comprise 350 m. of quay with a roll-on/roll-off berth, having dralté 
10 m., two warehouses each having an area of 22,000 m.’, as ¥ 
as extensive storage space. The total terminal areas wil L 
150,000 m?. and it will have an annual maximum capacity of 12 mili 
tons forest products. The terminal will have very good connecti® 
with both main roads and the railway system. The termina * 
expected to come into operation during 1977. 
GANGWAY/DECK WATCHMEN: Available, but not come 
sory. 

OPENING/CLOSING HATCHES: Can be done by either crew? 
stevedores. Only patent hatches have to be opened by crew. 
CERTIFICATES: 

Tonnage Certificate. 

Derat Certificate (Not older than 6 months). 

Certificate of Nationality (for Swedish ships only). 
CUSTOMS ALLOWANCE: Tobacco: each crew member ® 
cigarettes or 100 grammes of tobacco out of Bond. 

Wine and spirit: Each crew member 1 bottle (75 centilitres) * 
spirit and moderate quantities of wine and beer out of bond. A’ 
a week in Sweden the same quantity may be taken out on request? 
Customs Office. 

IDENTIFICATION CARDS: Not needed. 


CONSULS: 
Denmark Netherlands 
Finland Norway 
France Portugal 


Great Britain 
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IRS: The former shipyard Gavie Varv carries out all types of 
and engine repairs along fitting-out quay 200 m. (656 ft.) long, 
yater depth 3:8 m. (12 ft, 6 in.) and with maximum draft 3-65 m. 

q.i1 in.) at mean water. One 10-ton luffing crane. Another berth 
South side of former slip-way with water depth 5:9 m. (19 ft. 
‘and maximum draft 4-7 m, (15 ft. 5 in.) at mean water also avail- 
rs can also be carried in out all parts of harbour. 
“i CKS: None. aft 
ppATRIATION : Crew changes and repatriations arranged by 


RporT: Stockholm Airport (Arlanda) 145 kilometres (90 miles) 
py regular airlines. Rérberg airport 16 km. (10 miles). Regular 
to Swedish airports. 

Mg; GMT plus one hour. Permanent. 

DAYS: New Year's Day (Jan. 1); Twelfth Day (Jan 6); Good 
faster Day; Easter Monday; First May (May 1); Whit Sunday; 
sit Monday ; Midsummer Day (Saturday nearest to June 24); All 
vats’ Day (first Saturday in Nov.); Christmas Day (Dec. 25); 

Dec. 26). 
stp AMBULANCE/FIRE: Police 11 53.00; Ambulance 129090; 
1290 90. Emergency 90 000. 
fLEPHONES: Fredriksskans and Inner Harbour: Telephones 
be placed on board at all berths in Fredriksskans Harbour and 
vee berths in Inner Harbour. At Korsnas Works: Telephones 
» be placed on board at two berths in Karskar and one at Kastet 


FAVICES:: (a) Minor quantities of oil and other liquid residues 
» be discharged into tank lorries with special suction equipment 

x,6 cubic metres = 210 cubic ft. per lorry). (6) Compass 
sting by licensed adjusters. (c) An area for compass adjusting 
sstablished on outer roadstead. (d) Speed trials can be made on 
asured mile between Eggegrund Lighthouse and island of Limo 
sLAYS: Normally no delays in berthing, loading, discharging or 


ring. 
THORITY : Gavile Hamn (Gefle Port Authority). Address: 
ottninggatan 56, 803 50 Gavle. Tel. 026-11 58 30 (No Telex). 


OTHENBURG: 57.42 N. 11.57 E. (See Plan) 


OCUMENTS: 
3Cargo Declarations (Imco model). 
{Crew Lists. 
Passenger Lists. 
?Tobacco Lists (must be signed by each crew member). 
{Stores List. 
{Health Document. 
Ship's Papers. 
Nationality Certificate. 
fstay more than 48 hours, Articles to Consulate. 
Manifests, Bills of Lading. 
ILOTAGE: Cable address: 404 47 Vinga. Vessels with VHF 
wipment may contact on international call frequencies 156.8 Mc/s 
yannel 16). Working frequencies for Sea Pilots 156-65 Mc/s 
nannel 13) and for Harbour Pilots 156-6 Mc/s (Channel 12). Pilot 
tion located at Vinga Lighthouse. Sound or light signal G towards 
nga lookout. Pilot boat located outside Trubaduren Lighthouse, 
wee Pilot taken on board. Approved pilot ladder, if rail is high 
xommodation ladder, heaving line, and a man standing-by to 
ceive Pilot. (also see ‘*Stockholm”.) 
NCHORAGE: At Riv6 Fiord. 
AX. SIZE: Torshamnen, water depth 65 ft. (198 m.). Tankers of 
5000 tons dw. received. Skarvik Harbou:, water depth 42 ft.(13 m.). 
inkers up to 50,000 tons d.w. Skandia harbour, general cargo, 
ntainer vessels, water depth up to 39 ft. (12 m.). General cargo 
udours: for other cargo and passenger vessels 33 ft. (10 m.). 
later depth at MWL. Tide of no importance. 
EALTH: The Master of every ship, whose voyage has touched 
nds outside Europe (excepting U.S.A., Canada, Azores, Canaries, 
aderia and Morocco), and who within 28 days arrives at Gothen- 
4g from a portin any such land, shall submit to customs on demand 
Declaration of Health for the ship in the prescribed form. If ship 
‘wes within 14 days of calling at any such port she must not touch 
id until inspected by the Quarantine Medical Officer and permis- 
to land granted. Master must be prepared to state whether all 
*80ns on board possess internationally valid evidence of inocu- 
ton for smallpox. Compulsory medical examination not required 
here 4 ship liable to inspection has undergone an approved 
luarantine Inspection in either a Danish, a Norwegian or a Finnish 
‘land all questions in the Declaration of Health have been an- 
"ered negatively. Exemption may also be granted any other ship 
‘ich would otherwise be liable for examination, if Master, pursuant 
) Article 21 of Quarantine Regulations for Sweden, has previously 
Mood all information regarding state of health on board to Health 
wihorities (radio-pratique). Telegraphic address: ‘Portsan, 
othenburg"’. Messages must be made not less than 4 hours prior 
’ €stimated time of arrival. (Preferably, messages should not be 
Mi during night.) Free-pratique messages should include: Name 
a? estimated time and day of arrival; number of crew; 
ward t of passengers; information as to whether all persons on 
ith Possess valid certificates of vaccination for smallpox (issued 
wr the last 3 years); names of the last two ports called at outside 
my and dates of departure therefrom; replies to the 6 questions 
BIO. in Declaration of Health. 
ie Gdteborgs Radio, call sign SAG. 
nd Tugs normally join vessel between the island Nya Alvsborg 
¥@ Nabbe. Vessels use their own lines. 


SWEDEN 


BERTHING: No restrictions at any time of day and night. 
BRIDGES: Alvsborg Bridge (suspension bridge) in Western part 
of city, clearance 147-5 ft. (45 m.). Gétaalv Bridge in centre of city, 
clearance 64 ft. (19-5 m.). Ships should give three long blasts with 
whistle for bridge to be opened. If opening not required they have to 
give one long and one short blast. It is possible to contact Gétaalv 
Bridge on frequency 156-80 Mc/s. (Channel 16). Working frequencies 
are 156-70 Mc/s. (Channel 14 )and 156-60 Mc/s. (Channel 12), 
STEVEDORES: Géteborgs Hamnarbetskontor provides dock 
workers. 

CONTAINERS: The Skandia Harbour for container handling with 
four terminals including fourteen berths and six ferry ramps. Depths 
up to 36 ft. (11 metres). 


TANKERS: 
Permitted Lines 
draft diameter 
Tors Harbour 2 berths for disch. 62’6°at MWL 12 & 16” 
crude oil. 
Skarvik Harbour 1 berth for disch. 40’6” at MWL 10” 
and loading. 
4 berths fordisch. 37’6’ at MWL 
and loading. 
Rya Harbour 4 berths for disch. 316” at MWL 8” 
In Oil Harbour 13 berths for coast- 
distribution. 


Reducing pieces available in oil ports. 
DENSITY: Average density 1030. Tide of no importance. 
FRESH WATER: Available from quay or water boats. 
FUEL: All grades available at short notice. 
GANGWAY/DECK WATCHMEN: Watchmen accepted by Har- 
bour and Fire Authorities on tankers and vessels loaded with explo- 
sives. On other vessels not necessary. 
OPENING/CLOSING HATCHES: By crew or stevedores. 
CUSTOMS ALLOWANCES: Tobacco, per week 200 cigarettes 
or 250 gram other tobaccos. Wine and/or Spirits, per week 1 bottle of 
spirits and 1 litre of wine, alternatively 2 litre of wine. 

Require report latest 24 hours prior to arrival, and re-confirmation 
of arrival time latest 2 hours in advance. 
CARGO GEAR: Certificates that equipment is approved. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: The following countries are represented in Gothen- 
burg: 


Argentina Great Britain Norway 
Austria Guatemala Pakistan 
Barbados Honduras Panama 
Belgium Iceland Paraguay 
Bolivia Ireland Peru 

Brazil Italy Portugal 
Chile Ivory Coast Senegal 
Colombia Japan Rep. of South Africa 
Costa Rica Lebanon Spain 
Denmark Liberia Switzerland 
Dominican Republic Mauritania Tunisia 

El Salvador Morocco Uruguay 
Fed. Rep. of Germany Mexico U.S.S.R. 
Finland Netherlands Venezuela 
France Nicaragua Yugoslavia 


REPAIRS: All kinds of repairs possible. 

DRY DOCKS: Seven floating docks with lifting capacities up to 
30,000 tons. 

REPATRIATION: Excellent communications by air or by rail. 
AIRPORT: Distance of Torslanda Airport 10-20 km. depending on 
where ship is berthed. Airport served by regular airlines. 
HOLIDAYS: 1st January; 6th January; Good Friday; Easter Sunday; 
Easter Monday; 1st May; Ascension Day; Whitsun; Whit-Monday; 
Midsummer Day; All Saints’ Day; Christmas Day and Boxing Day. 
No work in port on Sundays and holidays except in terminals for 
container and passenger traffic. 

POLICE/AMBULANCE/FIRE: Tel. 90 000, ask for “Polislarm", 
“Ambulans", or “Brandlarm". 

TELEPHONES: At all quays ships can be connected to telephone. 
GENERAL: Seaman's Institute, Amerikagatan 2, open weekdays 
1000 to 2000, Sundays 1400 to 2000. 

SERVICES: Tank-cleaning equipment and facilities for discharge 
of tank-washing in the Skarvik Harbour. Compass adjusting. 
AUTHORITY: Port of Gothenburg. Address: Norra Hamngatan 
8 PO Box 2553, 403 17 Gothenburg 2. Tel. 17 17 00. Telex 20 957 scan- 
port, Cable “Scanport”. 


HALLSTAVIK: 60.03 N. 18.35 E. 


DOCUMENTS: 4 Crew Lists; other documents see “Stockholm”. 
PILOTAGE: Svartklubben Pilot Station. VHF Channel 16 and 
others. Radar at station and in boats. 5 hours notice prior to arrival. 
Phone: Hallstavik 0175/10006. Cable: “Pilotstation Hallstavik". 
ANCHORAGE: Good and protected anchorage places available. 
RESTRICTIONS: Tankers are navigated in daylight only. 

MAX. SIZE: Draft not to exceed 23 ft. 

HEALTH: No special action except for suspected disease. In case 
of disease contact Agent for information. 

RADIO: Stockholm Radio. 

STEVEDORES: Loading effected by factory. Ordinary working 
hours: 0630-1530, maximum 1 hour overtime. Saturdays no work. 
MEDICAL: Medical attendance available day and night. 
TANKERS: Max. draft 23 ft. Connection 6 in., pipe quay-cisterns 
is about 1,000 metres, discharging rate about 200 tons/hour. 
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DENSITY: Practically fresh water. 

FRESH WATER: Available from quay; rate 1 ton/hour. 

FUEL: Delivered by lorries from Stockholm. 

CONSULS: At Stockholm, 100 kilometres away. 

REPAIRS: Minor repairs only. 

HATCHES: Ship's crew to open and close. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle of 
spirits out of bond. 

CARGO GEAR: Loading by ship's gear. One crane available for 
discharge of bulk cargoes. 

AIRPORT: Stockholm Airport Arlanda, 75 kilometres away. 
TIME: GMT plus one hour. Permanent. 

HOLIDAYS: Easter; Whitsuntide; Midsummer; Christmas and 
New Year's Day. 

POLICE/AMBULANCE/FIRE: Alarm tel.: 90000. 

GENERAL: Shippers: Holmens Bruk AB. Export about 250,000 
tons of newsreel/year. Import about 130,000 tons of fuel oil. Two 
ordinary loading quays and one roll-on/roll-off berth available. 


AGENT: Hagbard Denne! AB, 740 73 Hargshamn. Telex: 7442. 
Tel.: 0173/20071. Cables: ‘‘Dennelab Hargshamn”". 


HALMSTAD: 56.40 N. 12.52 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

3 Manifests. 

2 Bills of Lading and Ship's Papers. 
PILOTAGE: Advance notice of ETA five hours before required. 
Pilot station and pilot boat equipped with VHF, Channels 16, 13, 6. 
Pilot boards by lightbuoy Halmstad Road (FI. 3 second.) Pos. 
56° 38’ N. 12° 48.9’ E. (Also see “Stockholm".) 
ANCHORAGES: Good holding ground in 30-40 ft. on road one 
to two miles S.E. of breakwater. 
MAX. SIZE: Max. length 700 ft.; max. draft 26 ft. 
RADIO: Gothenburg Radio. 
TUGS: meet at Halmstad Road. Ship's lines used. 
MEDICAL: Hospital facilities available. 
TANKERS: Max. draft at oi! berth 26 ft. Diameter of discharge 
lines 8 and 10 in. 
FRESH WATER: Fresh water available from berth 35 tons/hour. 
FUEL: Viscosities available 1-2 englergrades/20°C. By arrangement 
ship's Agent. 
GANGWAY/DECK WATCHMEN: Not necessary. Available if 
required. 
OPENING/CLOSING HATCHES: Normally carried out by crew, 
but if carried out by stevedores cost charged to vessel. 
SHIP CERTIFICATES: Bill of Measure, Nationality Certificate 
and Derat Certificate. 
CUSTOMS ALLOWANCES: Tobacco/Spirits, one bottle spirits, 
one bottle wine and 200 cigarettes free on board. Quantity over will 
be closed under customs seal. No other restrictions. 
IDENTIFICATION CARDS: Only needed in oil harbour. 
CONSULS: 

Danish Consulate, tel. 11 8600 

Dutch Consulate, tel. 11 8550 

Norwegian Consulate, tel. 11 9500 

Finnish Consulate, tel. 11 8700 

German Consulate, tel. 11 9500. 
REPAIRS: Shipyard carries out ship repairs. 
DRY DOCKS: Two slips. 
REPATRIATION: Facilities exist for changing crew and repatria- 
tion. 
AIRPORT: Halmstad Airport, one mile from town centre. Two 
flights per day for Stockholm. 
TIME: GMT plus one hour. No alterations. 
HOLIDAYS: New Year's Day; Twelfth Day; Good Friday; Easter 
Day; Easter Monday; All Saints' Day; Christmas Day; Christmas 
Monday, Labour Day. No work can be arranged these days. 
POLICE/AMBULANCE/FIRE: Tel. 90 000. 
TELEPHONE: For placing a telephone on board cost is 10 crs., 
and 5 crs. a day for hire. 
SHORE LEAVE: Crew members allowed ashore. 
AUTHORITY: Halmstad Hamnférvaltning, Tullhuset, 
gatan. Tel. 035/11 80 30. VHF Channels 16 and 9. 


Strand- 


HARGSHAMN: 60.10 N. 18.29 E. 


The port is situated in the Archipelago of Oregrund, about 130 km. 
North of Stockholm and about 110 km. South of Gefle. Only ore 
products are exported, and the port is managed by the shippers, 
AB Dannemora Gruvor. It is a natural and well sheltered harbour, 
suitable for vessels up to about 25,000 dwt, bigger vessels are 
loaded with limited cargoes. 
DOCUMENTS: ETA is to be given 48 and 24 hours in advance 
by cable or phone to Agent. On arrival a cargo-plan is to be given to 
the Agent or foreman, stating quantity required and loading-rotation 
of hatches, as well as estimated draft on sailing. 

Tonnage Certificate (Certificate of Registry). 

Certificate of Nationality. 

Swedish Light Dues receipts for current year. 

3 Crew Lists. 

1 Crew Effects Declaration. 

1 Ship's Stores Declaration. 
PILOTAGE: It is not compulsory to engage a Pilot except for 
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tankers and other vessels carrying dangerous cargoes, 
without a Pilot is not recommended and should not be atten, 
without the most detailed local knowledge and previous ex, 

of the port. Pilotage dues will only be charged if a Pilot 18 acy, 
employed. 

Pilot is embarked off Svartklubben lighthouse (60.09 N, 18.5 / 
and has to be ordered 5 hours before needed. Pilot can be : 
via the Agent, the Svartklubben pilot station, phone: Has 
(0175) 100 06, Cable: pilotstation Hallstavik or by VHF at any of 
Swedish pilot-stations. Distance to Hargshamn is about 17 », 
For vessels arriving from ports in Gefle district, Pilot will boa 
dag at Oregrund or North thereof, such request to be made 
above. 

RESTRICTIONS: Loaded vessels with draft over 23 ft. 6), 
MWL are navigated in daylight and good visibility only. ’ 
MAX. SIZE: Maximum draft allowed (at MWL in FW) 344, 
metres). Density of water: 1,006. Max. length about 575 ¢ 
metres). Max. breadth about 80 ft. (24-4 metres). The breadth ling 
tions may be increased in the case of ore-carriers with side 
Maximum distance water level to hatch coamings about 334) 
metres). 

TUGS: A steam tug of 800 h.p. is available from Hallstavik, ang 
normally used to assist vessels over 9,000 dwt on departure » 
A small tug of 130 h.p. is available at the port. 

BERTHING: There is an ore quay about 90 metres in length » 
depth alongside of 36 ft. The loading conveyor moves alongs 
quay over a distance of 85 metres, therefore only the biggest vem 
have to shift during loading. Loading capacity 650-800 tons)» 
Stowage factor ore 17-18 cu. ft./ton, concentrate 13-14 cu, ity 
STEVEDORES: Work is effected in 2 shifts: 0600-2200, Satum 
and days before holidays 0600-1200. Work on night shift an, 
Sundays/holidays can be arranged on request. However, on) 
following holidays work cannot be arranged: New Year's Day, Gy 
Friday, Easter Eve, Easter Sunday, 1st May, Whitsun Eve after iy 
Whit Sunday, Midsummer holidays (last Saturday/Sunday in Ju 
All Saint’s Day (1st Saturday in November), Christmas Eve, Chy 
mas Day, New Year's Eve (after 1200). 

FRESH WATER: Available. 

CUSTOMS ALLOWANCE: 100 cigarettes per man and onete 
of spirits per officer. 

AUTHORITY: AB Dannemora Gruvor, S-740 62 Dannenp 
tel. Dannemora (0295) 207 20. Cable “Gruvkontoret Dannemoy 
Port office at Hargshamn, tel. Osthammar (0173) 201 92. 


AGENT: Hagbard Denne! AB, PO Box 3, S-740 73 Hargshe 
Cable ‘“‘Dennelab Hargshamn/Uppsala”. Telex 76042 (Hdhay 
Tel. Osthammar (0173) 200 71 and 201 32. 


HARNOSAND (Hernosand): 62.37 N. 17.58 E. 


DOCUMENTS: 

2 Crew Lists and/or 2 Passenger Lists (stating what tobe: 

cigarettes or spirits each man has). 

Deratification Certificate. 

Manifest and/or Bills of Lading. 

Register, and if vessels before in Sweden same year, bills forly 

dues paid. 
PILOTAGE: Applications for licensed Pilots should be mati 
least 5 hours before arrival. When making application, specify m 
of vessel, tonnage, draft and destination. Also give estimated® 
for taking Pilot on board and route. If this procedure not follow 
the Maritime Service cannot guarantee to supply a Pilot wit 
considerable delay to vessel. 

Preferable make application by telephone or by radio via a co® 
station or by some other method direct to pilot station. Also pos? 
request Pilot by VHF. 

Pilot Station at Harnoklubb. 

ANCHORAGES: In port approaches in depth of 20 to 40 met 
RESTRICTIONS: Harbour can be closed by ice some time a" 
winter but assistance given by State Ice-breakers as long as 
sible. 

MAX. SIZE: Up to 33 ft. draft. ! 
RADIO: Cable Agents to give ETA, draft and cash requir’ 
either Hernosand Radio SAH or Stockholm Radio SDJ. 
HEALTH: Vessels arriving from ports outside Europe mus’ 
inward clearance, provide Customs Office with written decla® 
of freedom from infection. Further instructions will be issvt! 
Customs Office where such a declaration cannot be given. 
TUGS: Tug assistance is available. 

BERTHING: Depth alongside main quays from 7 to 8 metres 
TANKERS: Oil pier, depth alongside 10-50 metres. 
DENSITY: Nearly fresh water. 

FRESH WATER: Available from the quays or by barge. 
FUEL: Can be supplied. 

GANGWAY/DECK WATCHMEN: Available for gangwé 
compulsory. 

OPENING/CLOSING HATCHES: Normally done by crew. F) 
CUSTOMS ALLOWANCES: 200 cigarettes and one bottlé 
centilitre per man/week. Extra granted on request. 

SHIP'S CERTIFICATES: See “Stockholm”. 
IDENTIFICATION CARDS: Not necessary. 

REPAIRS: Most repairs possible. 

DRY DOCK: At Gustavsvik. 

TIME: GMT plus one hour permanent. we 
HOLIDAYS: New Year's Day; Epiphany; Good Friday; og 
Monday; Labour Day; Ascension Day; Whit Monday; Mids¥ 
Day; All Saint's Day; Christmas Day; Second Christmas D# 


“ 


working ceases at 1130 on the following eves of holidays and is 
and paid with 100 per cent overtime: Easter Eve; Whitsun 
“widsummer's Eve; Christmas Eve and New Year's Eve. 
ucl AMBULANCE FIRE: Telephone numbers: Accidents, 
melee 90000; Fire: ask for alarm 90000. 
\THORITY : Harnésands Hamn, Box 200, Harnésand. 


yLSINGBORG: 56.03 N. 12.41 E. 


MENTS: See “Stockholm”. 
pLOTAGE: Call Pilot on the VHF Channel 16. Pilots board about 
wi nautical mile off jetty of Helsingborg Northern Harbour. Good 
ponorage within area of about half natutical mile off jetty. 

CHORAGES: Areas as above, depths of water 50-70 ft. 
uSTRICTIONS: Tankers not berthed during darkness. 

_ SIZE: Permissible length about 220 metres; breadth un- 
inted; draft 34 ft. on MLW. No tides but certain variations following 
perailing winds. : 

\ALTH: Pratique automatic for all vessels arriving from non- 
sacted ports. In cases where pratique should be obtained, notice 
de given through ship's Agent. Further directions given by Pilot. 
#4010: For communication - Géteborgs Radio. 

16S: Join vessel outside entrances. Vessel's lines used. 

four tugs available, up to 1,700 h.p. 

HERTHING : Basin No, 1, depth 6 to 7 metres. 

pasin No. 2, depth 5 to 7:3 metres. 

Basin No. 3, depth 5 to 7 metres. 

fasin No, 4 (Ocean Terminal), depth 8 to 10 metres. 

gasin No. 5 (Tanker Terminal), see “Tankers”. 

gasin No. 6, depth 8 metres. 

Basin No. 7 (Skane Container Terminal), depth 8 and 11-5 metres. 

Basin No. 8 (Copper Mill Harbour), depth up to 11-5 metres. 
WEDICAL: For attention, application to be made through ship's 
Agent, Hospital facilities available. 

TANKERS: Dimensions of pipe-lines — for oils, 14 in., 12 in., 8 in., 
wo, 12 in., 10 in., 6 in., slops, 6 in. Discharge facilities for slops 
srough pipe-lines from berths numbers 504 and 601. Tankers berth 
quay numbers 503 and 504 with depth of water alongside 36 ft. 
WW, and quay number 601 depth of water alongside 26 ft. MLW. 
DENSITY: 1007. No tides, but slight variations in accordance with 
pevailing currents. 

FRESH WATER: Available for quay connections. 

FUEL: Bunker fuel delivered from pipe-lines. No advance notice 
quired. Any grade available. 

DEVELOPMENTS: New ferry terminal under construction located 
West side of basin 4. Two new ferry berths for large vessels to be 
wnstructed with adjacent terminal building, marshalling areas, 
wads, etc. The name of the new harbour is the Sound Terminal, and 
wibe ready for operations in Summer 1975. 

WATCHMEN: Watchmen generally at Master's option. 
OPENING/CLOSING HATCHES: By crew or stevedores. 
SHIP CERTIFICATES: 

Certificate of Nationality. 

Bill of Measurements. 

Bill of Health, 

Deratification Certificate. 

Crew List. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes or equiva- 
ent quantities for each person on board. Wine and/or Spirit, one 
wottle of each kind for every crew member to be held out of bond. 
CARGO GEAR: Usual Board of Trade Regulations valid. 
IDENTIFICATION CARDS: Not needed. 


CONSULS: 
Belgium tel. 15 10 00 Netherlands tel. 12 09 20 
Finland » 11 4370 Portugal » 1135 16 
Germany » 127510 Denmark » 1205 20 
United Kingdom ,, 1209 20 Iceland » 1100 78 
France 11 06 00 Norway » 12 06 00 


REPAIRS : All kinds of deck and engine repairs can be carried out. 

DRY DOCKS: Length of largest dry dock 354 ft. Depth on sill 

ihout 16 ft. One smaller dry dock. 

REPATRIATION: Repatriation possible, by air and by train. 

NRPORT : Kastrup 60 km., Sturup 70 km., Angelholm (domestic) 
m. 

TIME: GMT plus 1 hour. No alterations. 

HOLIDAYS: Official holidays 1st and 6th January, 1st May, 1st 

Saturday November, 25th and 26th December, plus 2 holidays for 

faster, one holiday for Whitsun and one holiday for Midsummer on 

‘propriate dates. 

POLICE, AMBULANCE/FIRE: Police 14 40 40; Ambulance and 

Th orin an emergency situation all functions via tel. 90 000. 

SERA HONES : Quay-connected telephones are placed on board. 

wRVICES : Tank cleaning, discharge of tank washings, compass 

ial etc., can be carried out after application through local 

DELAYS: No other delays than berths being occupied by working 

Pree can be expected. 

AUTHORITY : Port of Helsingborg, PO Box 260, 521 04 Helsing- 

9, Tel. 042-13 92 10. 


NOGANAS : 56.12 N. 12.33 E. 
tattly-owned port serving only owning company — Hoganas AB. 
om and pilotage arranged through authorities in Helsingborg 
morta miles South of Hoganas). 
UMENTS: See “Stockholm”. 


SWEDEN 


PILOTAGE: Pilot obtainable at Hoganas or at Helsingborg. Pilot 
service day and night, available after request to pilot office at Helsing- 
borg. 
RESTRICTIONS: Depths: in the entrance channel, 6-6 metres; 
at the West quay, 4-2 to 6-6 metres; at the East quay (the ore quay), 
5-1 metres to 6-6 metres. 

The harbour is seldom closed by ice. 
MAX. SIZE: Vessels up to 110 metres in length, drawing 5-9 metres, 
can enter the harbour. 
TUGS: There are no tugs stationed at Hoganas, but tugs are avail- 
able after request to the Harbour Office at Helsingborg. 
CARGO HANDLING: There are two cranes of 2 to 5 tons capaci- 
ties and a mobile 25-ton crane. 
REPAIRS: Machine-shop repairs only. 
STEVEDORES: Working hours: a normal working day, Monday 
to Friday from 0653 hours to 1600 hours. Normally no working on 
Saturdays. 
FRESH WATER: Available. 
FUEL: Can be supplied. 
AUTHORITY: Hoganas AB, Fack, S-26300 Hoganas. 
Tel. Helsingborg 42400. 


HORNEFORS: 63.37 N. 19.54 E. 


DOCUMENTS: Documents necessary are: 

1 List of Bonded Stores. 

2 copies Tobacco List. 

3 Crew Lists, 

3 Passenger Lists. 

Health documents, none - if all on board healthy. In case of illness 

on board, this must be reported to customs on arrival. 

Copy B/L and copy Manifest. 
PILOTAGE: Pilot station, Bredskar, tel. 090/45021; Pilot must be 
ordered 5 hours before arrival. If change in position, this must be 
informed at least two hours before arrival. Pilot can also be taken at 
Skagsudde pilot station 0660/66003. (Also see “Stockholm”.) 
ANCHORAGES: Will be informed by Pilots from case to case. 
RESTRICTIONS: Vessels over 100 metres length only taken in 
and out of harbour during daylight. 
MAX. SIZE: Maximum length 145 metres, and for such vessels 
max. draft 20 ft. For vessels under 100 metres, max. draft 20 ft. 10 in. 
RADIO: Harnésand Radio, 0611/12733. 
TUGS: Available. 
BERTHING: No particular arrival times necessary. 
STEVEDORES: Labour must be ordered latest 1430 day before 
commencement loading, and if such day is Monday labour to be 
ordered before 1100 Saturday. 
MEDICAL: No special regulations. Hospital and doctors available 
day and night. 
TANKERS: 8-in. connections. 
FRESH WATER: By pipe, 2 tons/hour. 
FUEL: No fuel available in port. Must be ordered from Holmsund. 
GANGWAY/DECK WATCHMEN: Not compulsory, but can be 
arranged. 
OPENING/CLOSING HATCHES: Normally done by ship's crew 
CERTIFICATES 

Lighthouse dues (receipts). 

Oil Record Book. 

Deratisation Exemption Certificate. 

Nationality Certificate. 

Ship's Register (International form). 

For open/closed ships - Freeboard Certificate. 
CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes man/week 
or 250 grams of tobacco man/week. Wines/Spirits, 1 bottle of wine 
and 1 bottle of spirits man/week. Note: age must be 21 years before 
crew member is allowed to have spirits or wines. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: None. 
REPAIRS: No facilities available. 
REPATRIATION: No facilities for crew changes. 
AIRPORT: 25 kilometres from port. Served by domestic services 
Linjeflyg, flights to Stockholm 6 times a day. 
TIME: GMT plus 1; no changes during year. 
HOLIDAYS: Christmas Eve; Christmas Day; Second day after 
Christmas; New Year's Eve; New Year's Day; Easter Friday; Satur- 
day and Sunday; Midsummer Eve and Midsummer Day; Whitsunday; 
Epiphany (1st May); Ascension Day; The day of All the Saints 
(1st weekend November). 
POLICE/AMBULANCE/FIRE: Tel. 90 000. 
TELEPHONES: None available for placing on board. 
AUTHORITY: Norrlands Skogsagares Cellulosa AB, 910 20 
Hérnefors. Tel. 0930/20900. 


HUDIKSVALL (including 
61.44 N. 17.07 E. (See Plan) 


PORT LIMITS: Vessel is considered to be an “arrived vessel” 
when berthed alongside quays in port or if berths not available, 
at anchor in inner roads, outside berths, but not when vessels, 
owing to darkness, etc., are anchored outside pilot stations or in 
outer fairways. 

DOCUMENTS: If arriving direct from foreign port, following docu- 
ments presented to customs officer who embarks during office times 
(0800-1700). 


Iggesund and Stocka): 
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3 Crew Lists. 

2 Tobacco Lists. 

Deratification Certificate (not over 6 months old.) 

Certificate of Nationality. 

Certificate of Tonnage. 

2 Manifests covering incoming cargo. 

Receipts of Light Dues, paid to Swedish authorities during year. 
PILOTAGE: Hoelick Pilot Station 61° 37’ N.; 17° 28’ E. Open for 
ordering pilots every day 0530-2100 local time. VHF Channel 16, after 
contact — working Channel VHF 13. Pilot to be ordered 5 hours be- 
fore arrival. If ordered before 2100, vessel can obtain pilot also during 
hours between 2100-0530. Pilot boat: orange painted cutter. Inter- 
national pilot signals. Pilot boards near ‘“Myran" lightbuoy: 61° 
36’ N., 17° 29’ E. Telegraphic address of pilot station at Hoelick: 
“Pilotstation Hudiksvall."’ (Also see “‘Stockholm”.) 
ANCHORAGE: Anchorage places for vessels awaiting pilot or 
anchoring owing to weather conditions: 61° 37.5’ N. 17° 25.0’ E.; 
61° 37.0’ N. 17° 22.0’ E.; 61° 37.7’ N. 17° 21.3’ E. depending upon pre- 
vailing winds etc. Bottom mud and/or sand. Depth 10-30 metres. 
RESTRICTIONS: No tidal water at Hudiksvall. Tankers of more 
than 100 metres in length between p.p. not during darkness because 
of narrow channel with some curves. Dry cargo vessels up to 150 
metres length after dark. 

MAX. SIZE: Tankers: Daylight 45,000 dwt. Length 210 metres, 
draft 9-2 metres. After dark 6,000 dwt, length 100 metres, draft 7-5 
metres. 

Other Vessels: 16,000 dwt, length 160 metres, draft 8-7 metres. 

iow water between 0:2-0:5 metres may occur often, sometimes as 
much as 0:7 metres below mean water level. Low water periods may 
occur when North-westerly winds blowing over Northern Sweden. 
HEALTH: Praticue automatic. No doctor visits incoming vessels 
if not specially ordered for treatment on board, etc. 

RADIO: Vessels coming from South and having not yet passed 
the Stockholm area are recommended to call Stockholm Radio - 
VHF Channels 25 or 28 for vessels between Gotland/Sweden, 
24 outside Stockholm South, 28 Stockholm East and North, 23 North 
of Aalands Sea, and in Gefle Bay, Hernoesand Radio SAH Channels 
25 Hudiksvall area, 24 Sundsvall area, 23 Hernoesand area, 28 
Oernskoeldsvik area. Hudiksvall harbour office: Channel 16. 
Working Channel 9. 

TUGS: Tug compulsory for tankers over 6,000 tons dw. and for 
other vessels over 8,000 tons dw. in fairway. Vessels met near isle 
of “Enbarsskar” at 61° 39.5’ N.; 17° 17.0’ E. For mooring purposes 
tug compulsory for tankers over 6,000 tons d.w. and for other vessels 
exceeding 5,000 tons dw. Ship's lines used. Ice-breaking tug Ago, 
203 tons, 1,650 EHP available in Hudiksvall during the whole year. 
STEVEDORES: Ordered 1600 on day preceding vessel's arrival. 
For loading starting Monday morning, gangs to be ordered before 
1100 local time Saturday. 3-5 gangs available at Hudiksvall and 
Iggesund; Stocka 3 gangs. Working hours: Monday-Friday, 0700- 
1600; Meal hours: 0900-0930, 1230-1300.2 hours overtime at extra 
cost of 50% Monday, Tuesday, Thursday, Friday (1600-1800). For 
completing vessel, further 3 hours Monday, Tuesday, Thursday, 
Friday (1800-2100). Extra cost of 100%. For completing vessel 5 
hours’ overtime can be obtained on Wednesdays (1600-2100), 2 
hours at 50% and 3 at 100% extra. 

On Saturdays no normal work, but stevedores available for maxi- 

mum eight hours work, but 100 per cent overtime has to be paid 
and for minimum five hours even if vessel working less than five 
hours on Saturdays. 
BERTHING: Main berth Hudiksvall draft allowed at mean water 
8-7 metres alongside 165 metres, thereafter 5-4 metres alongside 
30 metres and therefore 4:9 metres alongside 160 metres. One 
Ro/Ro ramp draft allowed 8-7 metres at mean water. 

Pier at Iggesund 7-4 metres draft allowed mean water 150 metres 
length of pier. Ro/Ro berth 17-4 mertres draft if more than 12 metres 
from Ro/Ro berth, if less draft allowed 63 metres. Ro/Ro berth II 
7-4 metres draft allowed if more than 12 metres from berth, if less 
6:7 metres. 

Pier at Stocka 110 metres iength, draft allowed mean water 4-9 
metres. On Southern side of pier draft allowed 3-9 metres alongside 
48 metres. 

TANKERS: One berth only. Draft allowed: 9:2 metres at mean 
water. Pipe diameter for fuel: 10 in. light oils: 8 in Connecting hoses 
between pipes and vessel: 8 in. diameter, both types. Shore tanks 
lie about 100-200 metres from berth, 5-8 metres above sea. Surface 
of jetty about 2 metres above sea level. 

DENSITY: Average 1002-1001. 

FRESH WATER: Fresh water available all berths. Delivery capacity 
about 15-20 tons per hour. During winter it is difficult to arrange 
hoses, vessels assist with own hoses. 

FUEL: Available all berths. Delivered by tank-lorries from Sundsvall 
50 miles North of Hudiksvall. 24 hours’ notice required. 

FIRE PRECAUTIONS: No special precautions. Within bounded 
area oil jetty smoking prohibited. Also on new quay outside sawmill. 
GANGWAY/DECK WATCHMEN: Available in all ports, not 
necessary if not required by vessel. 

OPENING/CLOSING HATCHES: By crew. 

CUSTOMS ALLOWANCE: Crew over 18 allowed 200 cigarettes; 
one bottle of spirits out of bond. If vessel stays in Swedish ports 
but still in foreign traffic, above quantities obtained from bond oncea 
week (every 7 days). Instead of spirits one bottle wine or 6 bottles 
export beer. 

IDENTIFICATION CARDS: Not needed. If crew going to doctor 
or to hospital preferable has passport. 
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CONSULS: 

Country Address Tel. Office Tel. Home | 

Denmark Marknadsgatan 1 0650/11 712 0650/10 gg, | 
Hudiksvall | 

Finland Varvsgatan 2-4 0650/15 250 0650/10 0% 
Hudiksvall 

Gt. Britain Drottninggatan 48 026/18 03 00 
Gefle 

West Germany Skeppsbroplatsen 060/15 55 00 060/15 244 


Sundsvall 060/62 29) 
REPAIRS: Small engine and deck repairs. To be ordered th | 
vessel's Agent or through stevedoring foreman onboard . oO 
DRY DOCKS: None. | 
REPATRIATION: Possible. 
AIRPORT: Nearest regular airport: “Midlanda", near Sundgy, 
60 miles North of Hudiksvall. Regular Swedish inland aia 
Regular flights to Swedish main airports. | 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: No work on following days, although not alj 
holidays. New Year's Day; Epiphany; Good Friday (Easter); fay 
Eve; Easter Monday; Labour Day; Ascension Day; Whitsun 
Whit Monday; Midsummer Eve; Midsummer Day; All Saint's p, 
Sgt Eve; Christmas Day; Second Christmas Day; New Yex. 

ve. 

POLICE/AMBULANCE/FIRE: 


Police Hudiksvall 0650/15 600 ,, 90 000 
Police Iggesund 0650/20 820 ,, 90 000 
Ambulance Hudiksvall 0650/10 670 ,, 90 000 
Ambulance Iggesund 0650/10 670 ,, 90 000 

Fire Hudiksvall 0650/10 670 ,, 90 000 

Fire Iggesund 0650/20 329 ,, 0650/20 812 
Doctor Hudiksvall 0650/17 370 ,, 90 000 
Doctor Iggesund 0650/70 026 ,, 90 000 
Hospital Hudiksvall 0650/92 000 

Hospital Iggesund 0650/92 000 


TELEPHONES: At Stocka and Iggesund: no telephones aval 
for connecting onboard. At Hudiksvall telephones available § 
25 per day plus cost of calls. ! 
GENERAL: Hudiksvall port is very near town. Railway stations 
station, etc., very near port. Oil port about 700 metres from tow: 
SERVICES: No tank cleaning or discharge of tank washings, Ce 
pass adjusting: 0650/10 339 (Pilot office). Ordered through Age 
PORT REGULATIONS: Speed limit: max. 5 knots within 
harbour basin. As plastic pipe is laid out on the bottom around) 
oi! berth, anchoring during berthing is prohibited. Pipe filled 
compressed air after vessel's mooring, comes up to the sure 
forming ring around vessel and oil jetty as shelter against oil lealay 
DELAYS: During winter (December-April) delays on bertiy 
sailing owing to ice in fairways and alongside quays. Special me 
ing delays will occur owing to ice between vessel and quay. 


| 
| 
{ 
AGENT: Main office, Hudiksvall. Aktiebolaget, J. E. Arndt, Gat | 
‘ 
q 
f 
E 


| 
! 
: 
' 
| 
For Stocka: as Hudiksvall. 
|! 
| 
| 
| 
' 


gatan 5, PO Box 7, S-824 01 Hudiksvall, Sweden. Telegrams: Am 
bolaget Hudiksvall. Telex: 8225. Answer back: Arntds. Tel. (ofa 
0650/15 330. 0650/15 338. Tel. (private): 0650/13 097, 0650/10 036. 0& 
time 0830-1200, 1300-1700. 


KALMAR: 56.40 N. 16.20 E. (See Plan) ( 


DOCUMENTS: See “Stockholm”. 
PILOTAGE: Compulsory for vessels carrying dangerous cap | 
Pilot may be ordered on VHF, Channel 16 or by telephont 
0480/10719. Approaching from North, Pilot boards at Skaggenai! 
Krongrundet, from the South at Tradgardsgrundet. Round-the-c# 
service provided. (Also see “Stockholm”.) [ 
ANCHORAGE: Good anchorage outside port available. r 
MAX. SIZE: Largest vessel 25,000 tons deadweight, draft MI 5 
Channel and harbour depth 26 ft. ¢ 
TUGS: Available, order by tel. 15775. ’ 
RADIO: Stockholm Radio. ( 
STEVEDORES: Available weekdays 0700-1630. Overtime is wom § 
Saturdays and eves of public holidays. The operations comp™ . 
work on board, work ashore and rough sorting. ( 
TANKERS: Oi! dock has depth of 26 ft. alongside and has d# y 
with partly loaded ships of 25,000 tons. Discharge capacity.a® 
28,000 cubic ft. an hour. ¢ 
MEDICAL: Hospital available. 
FRESH WATER: Available, from wharves. 
FUEL: Available. R 
DEVELOPMENTS: In connection with a scheme to builda™ g 
harbour pier Southwards, a new entry channel will be prom R 
West of Grimskar right up to the oil dock. It is planned to make® 
depth of water there about 36 ft. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Crew or stevedores. — & 
CUSTOMS ALLOWANCE: 200 cigarettes plus 1 bottle spi" ¢ 
CONSULS: P 
Danish Vice-Consulate. T 
Finnish Consulate. C 
Icelandic Vice-Consulate. 0 
The Netherlands Vice-Consulate. ti 
a 
A 
LY 


Norwegian Vice-Consulate. ; 
German Consulate. 
REPAIRS: Available. Divers for underwater repairs; major rep 
undertaken. 


yy DOCKS: Floating dock for up to 3,000 tons, also slip for 
sasel up t0 850 tons. 

pORT: Ten kilometres. from the port. 
MTHORITY : Harbour Master, Tel. 15779. VHF Channel 16. 


yarRLSBORGSVERKEN (Kalix Haparanda District): 


650 N. 23.08 2 


Karlsborgsverken — Karlsborg, 20 ft. 6 in. 
Axelsvik, 29 ft. 6 in. 
pidepot 4 miles East. 


(ARLSHA MN: 56.10 N. 14.52 E. 


UMENTS: 
1Crew Lists (3 for tankers), 
pPassenger Lists. 
‘Tobacco List. 
‘Store List. 
| Manifest. 
| Bill of Lading. ‘ 
#LOTAGE: Vessels approaching port call on VHF Channel 16, 
iishamn pilot station 5 hours in advance. Pilot boat orange 
soured, Lights and sound signals as international regulations. 
met boat always located 2 nautical miles South from pilot station 
jolmen, this point marked on charts. Location of anchorage in 
ne area where Pilot taken. (Also see “Stockholm".) 
IWCHORAGE: Depths of water in anchorage area about 20-25 


mutes. 
isTRICTIONS: Tankers not allowed enter during darkness. 
Juimum draft for tankers 33 ft. 

WX. SIZE: Maximum length 180 metres, maximum draft 33 ft. 
)i pier outside main harbour, K6l6 harbour, length unlimited, 
sximum draft 41 ft. No tide. 

#ALTH: If infectious disease on board captain must immediately 
wad information to Agent. 

4DI0: Kariskrona Radio. 

{ADAR/VHF: The pilot station fitted with radar and VHF. 

GS: Join vessels about one nautical mile outside Harbour 
yundary. Ship's lines always used. 


#ERTHING : 
ter harbour: 
Length Depth 
Qeean Quay 150 m. (490 ft.) 10 m. (33 ft.) 
$ya Quay 220 m. (722 ft.) 8-5 m. (28 ft.) 
West Quay 600. m. (1,970 ft.) 6:5-8-5 m. (21-28 ft.) 
fist Quay 650 m. (2,130 ft.) 5-6-5 m. (16-21 ft.) 
fst Mole 170 m. (560 ft.) 8-5 m. (28 ft.) 
i Harbour 100 m. (330 ft.) 11 m. (36 ft.) 
Wer harbour: 
Semo Stone Pier 150 m. (490 ft.) 6:5 m. (21 ft.) 
Sipyard Quay 200 m. (660 ft.) 5 m. (16 ft.) 


HEDICAL: Hospital facilities available. 

TANKERS: Different lines used. From 12 to 6in. depending on 
wo to load/discharge. Two different loading/discharging berths 
wlable. One at Inner Harbour 33 ft. draft, and one at K6I6 Harbour, 
folo Oil Harbour: Position 56° 09’ N. 14° 43’ E. Pilot boards by 
uinallarna, position 56° 07’ 8” N. 14° 53’ E. Berthing during daylight 
my. Max. size 250 m., draft 41 ft. Depth at berth and approaches 
Si. 2tugs are generally used. 

The pipe-line is 20 in., length 400 m. and hose connection 12 in. 
fu. rate, 1,500 cbm/hour (hfo). There are no ballast facilities and 
‘clean ballast can be discharged into harbour. Vessels are allowed 
‘clean tanks and gas free in the roads only. 

fresh water available at 20 G./tons/hr. by pipe-line. 

UNSITY : 1003, 

RESH WATER: Fresh water available and delivered by hoses. 
WEL: All grades available. 

UNGWAY/DECK WATCHMEN: Watchmen only necessary 
men tankers discharge petroleum products. 

PENING/CLOSING HATCHES: By crew. 

HIP CERTIFICATES: Certificates of Tonnage, Derat Certifi- 


tae, 

WSTOMS ALLOWANCES: Tobacco, 200 cigarettes per man/ 
Wine and/or Spirits, one bottle per man/week. 

QNTIFICATION CARDS: Not needed. 

SONSULS : 


te Netherlands, tel. 10041 Denmark, tel. 52080 
ety: tel. (0454) 14225 Finland, tel. (0454) 11319. 
® AIRS: Small deck and engine repairs can be effected. 
Y DOCKS: None. 
ATRIATION: Facilities for repatriation of crew possible. 
~ gid Distance from airport 3 Swedish miles. Three flights 


“UDaYS: January 1st and 6th; Easter; May 1st, 15th, 26th; June 

me, vrammber 1st; December 25th, 26th. No work can be arranged 
Olidays. 

SUCE AMBULANCE /FIRE: Tel. 90 000. 

. EPHONES: Telephones onboard arranged at cost of 25 Sw. 


VELOPMENTS: New oil harbour expected to become opera- 


- during 1974. Length of jetty will be 80 metres, and depth 
unite jetty will be 13 metres. 
ly RITY: Harbourmaster, Hamnkontoret O:a kajen, Karls- 


tel. (0454)-1 2092. 


SWEDEN 


KARLSKRONA: 56.10 N. 15.36 E. 


DOCUMENTS: See “Stockholm”. 
PILOTAGE: Vessels obtain Pilot at Aspo pilot station. Tel. 0455/ 
39016. (Also see “Stockholm"’.) 
ANCHORAGE: On roadstead. Reference to nautical chart no. 821 
(Swedish). 
MAX. SIZE: Length 180 metres, draft 7-5 metres. For oil vessels, 
max. draft 8-5 metres. 
HEALTH: See “Stockholm”. 
RADIO: Blekinge Radio. 
TUGS: Tugs meet vessels on roadstead. 
BERTHING: Total quay length 4,700 ft., oil terminal 400 ft. (being 
extended), depth alongside quay 13-26 ft., oil terminal 29-5 ft. 
STEVEDORES: Available, tel. 105-18. 
MEDICAL: Advance notice to Agents desirable. 
TANKERS: No specific requirements applicable on oil carriers. 
Two tanker berths available. Draft 7-0 and 8-5 metres. 
FRESH WATER: Available, customary delivery from quay-berth. 
FUEL: All grades available. No advance notice required. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
CONSULS: 

Finnish Vice-Consul, tel. 13077 

Danish Vice-Consul, tel. 15006 

Netherlands Vice-Consul, tel. 10926 
REPAIRS: All types of deck and engine repairs possible. 
DRY DOCKS: Largest dry dock: length 185 metres, breadth 20:76 
metres, depth 8-80 metres. Six smaller docks. 
REPATRIATION: Not allowed. 
AIRPORT: 30 kilometres from port. 
TIME: GMT plus one hour. Permanent. 
POLICE/AMBULANCE/FIRE: Tel. 90000. 
TELEPHONES: None available. 
SERVICES: Compass adjusting. 
AUTHORITY: Harbourmaster, Olandsgatan 2, Karlskrona. tel. 
0455/10712. 


KOPING: 59.31 N. 16.00 E. 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: Via Sddertalje: Pilots obtainable for inward bound 
vessels from Landsort to Sédertalje and from Sédertalje to Képing; 
for outward bound vessels from Képing and Sédertalje. Via Stock- 
holm: Pilots obtainable for inward bound vessels from Simpnas, 
Furusund, Sandhamn, Dalaré and Landsort to Stockholm and from 
Stockholm to Képing; for ourward bound vessels from Képing and 
Stockholm. (Also see “Stockholm"’.) Harbour pilotage obtainable 
but not compulsory in harbour area. 

Distances: Landsort - Sédertalje (nautical miles), 34; Séder- 
talje - Kdping, (nautical miles) 69; Landsort - Dalaré, (nautical 
miles), 32; Dalaré - Stockholm, (nautical miles), 46; Sandhamn - 
Stockholm, (nautical miles), 36; Stockholm - Koping, (nautical 
miles), 78; Vasteras —- Képing, (nautical miles), 27; Harbour Pilotage, 
(nautical miles), 2. 

ANCHORAGES: At the “Broken” light buoy, clay bottom. 
RESTRICTIONS: Ice is prevalent in Lake Malaren and the inlet 
from the Baltic from January to March, but the entrance channel is 
usually kept open during a normal winter season with the aid of ice- 
breaking tugs. No current. 

MAX. SIZE: The pilot station on Lake Malaren, tel. Sédertalje 
30467, will give information on the max. admissible sizes of vessels. 
In general the following applies: 


Max. Admissible Via Sdédertalje Via Stockholm 


Length 120 metres 110 metres 
Breadth 18 metres 15 metres 
Draught 6 metres 5-65 metres 
Height of masts 35 metres 26 metres 


above water level 

The figures stated for the draught are subject to variation accord- 
ing to the water level. The entrance fairway to the port has been 
dredged to a depth of 6-2 metres, the width of the bottom being 40 
metres. 

VHF: Work freq. Channel 14. Call Képing Port Radio, Channel 16. 
TUGS: Available day/night. 

BERTHING: Deep-water harbour. Has 529 metres of quayage with 
depth of 6:2 metres alongside and is equipped with three 6-tons 
portal cranes and four 7-tons level-luffing jib cranes, two having 
max. lifting capacity 10 tons. Also 80 metres cross-quay — without 
cranes — loading/unloading with vessels own winches. Quays are 
rail-connected and equipped with electricity, telephone and fresh 
water. About 10,000 m.* of concrete stockyards within reach of 
cranes and outside this area at short distance from cranes, space 
of about 25,000 m.’ available for storage of goods. Also about 
18,000 m.* sheds of different types in connection to quays. 

Cranes well equipped with lifting devices such as grabs of differ- 
ent types, etc. Conveyor belts of varying length, fork trucks, trim- 
ming and other cargo handling equipment also available. | 

Old Harbour: Has 400 metres of quayage with depth varying from 
3:6 to 4-5 metres alongside, mobile cranes are used. 

Oil Harbour: A modern oil harbour (built 1969) is situated at the 
mouth of River Kopingsan (North side), the jetty having one outside 
and one inside berth with depth of 6-2 and 5-7 metres respectively. 
STEVEDORES: Working hours: 0700-0900, 0930-1300 and 1400-1630 
(Monday to Friday). Special conditions on Christmas Eve, New 
Year's Eve, Easter Eve, Whitsun Eve and Midsummer Eve. 

Overtime work: can usually be executed on Mondays, Tuesdays, 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


OPENING/CLOSING HATCHES: Stevedores. 

SHIP'S CERTIFICATES: See “Stockholm”. 

CUSTOMS ALLOWANCE: (Tobacco) 200 cigarettes {o, 
crew member once a week. (Wine/Spirits) $ litre for each 
member over 21 years old, once a week. a 
IDENTIFICATION CARDS: Not necessary. 


Thursdays and Fridays for 2 hours daily and 5 hours on Saturday. 
Overtime on the day of departure can be extended to five hours 
totally Mondays-Fridays and to 8 hours on Saturdays. 
GANGWAY/DECK WATCHMEN: Always available. 

FUEL: Water, provisions, coal and oil obtainable. 

REPAIRS: Minor mechanical, electrical and other repairs can be 
carried out by different local firms. Diver available. 

AUTHORITY: Port is owned by town of Képing and adminis- 
tered by a Harbour Board. Harbour Office (close to quay), tel. 0221/ 
18315. Cables: Midlandport. 


LANDSKRONA: 55.52 N. 12.48 E. (See Plan) 


DOCUMENTS: See Stockholm. 

PILOTAGE: Pilot available on request from Helsingborg pilot 
station or from Landskrona pilot station in daytime. Five hours’ 
notice required. Pilot stations and boats equipped with VHF. (Also 
see 'Stockholm”.) 

ANCHORAGE: Vessels of up to 10m. draft can safely anchor 
North of Staffans Bank. 

MAX. SIZE: Depth in channel and harbour 11 metres (36 ft.) Max. 
draft 10 metres. Vessels up to 253 metres length have sailed from 
harbour. 

HEALTH: See “Stockholm”. 

RADIO: Gothenburg Radio call sign SAG; Malm6 Radio call sign 
SDP. The harbour office, pilot station, pilot boats and tug boats 
equipped with VHF. 

TUGS: Tugs usually meet off Pilhaken lightbuoy. Ship's lines to be 


used. 

BERTHING: Terminal for handling bulk cargoes. Rock phosphate 
can be discharged with a capacity of 8,000 tons per 24 hours. 
MEDICAL: Medical attention and hospital facilities available. 
TANKERS: No oil berth in Landskrona. 

DENSITY: Density of water changes with currents. 

FRESH WATER: Available from quay. 

FUEL: Small quantities of fuel oil can be obtained from quay. 
WATCHMEN: Available. 

OPENING/CLOSING HATCHES: Usually carried out by ship's 
crew. 

CERTIFICATES: See “Stockholm”. 

CUSTOMS ALLOWANCES: See “Stockholm”. 
IDENTIFICATION CARDS: Not needed. 


CONSULS: 

Finnish Vice-Consulate tel. 0418/16020 
Danish Vice-Consulate fe oni61S0 
Hollandish Vice-Consulate ,,  ,, 16020 
Norwegian Vice-Consulate ,, ,, 77000 


REPAIRS: All types of deck and engine repairs. 

DRY DOCKS: Dry dock for ships up to about 25,000 tons dw. 
(189 m. length). Floating dock for up to about 5,000 ton dw. 
AIRPORT: Sturup, 60 km. 

TIME: GMT plus 1. Permanent. 

HOLIDAYS: See “Stockholm”. 

POLICE/AMBULANCE/FIRE: Tel. 90000. 

TELEPHONES: Can be placed aboard. 

SERVICES: Compass adjusting. 

REGULATIONS: Anchoring prohibited between and up to 50 m. 
from harbour lights. 

AUTHORITY: Landskrona Hamnférvaltning, Lilla Strandgatan 1, 
Box. 275, 261 23 Landskrona. Tel. 0418/17911. 


LULEA: 65.35 N. 22.09 E. 


DOCUMENTS: See "Stockholm". 
PILOTAGE: Telegraphic address, ‘Pilotstation Lulea”. Advance 
notice, 5 hours. VHF Channel 16, 156.80. Pilot boat, orange with 
international signals. Pilot is boarding about 1 mile South-west of 
Rodkallen Pilotstation. Location of anchorage when awaiting Pilot, 
South of pilot station. (Also see “Stockholm".) 
ANCHORAGE: Germandéfjarden and inner road. 
RESTRICTIONS: Navigation season approx. April to December. 
MAX. SIZE: Max. draft 37 ft. at mean water (8-90 metres.) 
HEALTH: No special regulations. 
RADIO: Harnésand Radio, call signa] SAH. 
TUGS: At the inner road for the ore dock, and in Sandéleden 1 n.m. 
South of the oil terminal. Ship's lines to be used. 

A new tug, Victoria, 4,600 h.p. is available. The tug is also used for 
ice-breaking in the channel and harbour. 
BERTHING: Ore Quay: Length 415 metres. Depth at quay 13-2 
metres. Two ore loaders, 4,000 tons per hour each. 

Deep Quay: Length 345 metres. Depth 9 metres. General cargo 
and wood for wood loading. 

NJA Quay: Length 498 metres. Depth 7-8 metres. Iron, steel load- 


ing. 
BRIDGES: When passing up to Northern side of port, notice has 
to be given 2 hours in advance for opening of Bergnasbridge. 
STEVEDORES: Bottenviken Stuveribolag. 

TANKERS: Dia. of lines from 150 mm. up to 350 mm. 2 oil jetties 
depth 7:8 m. and 12-6 m. 

DENSITY: Fresh water, 1000. 

FRESHWATER: Fresh water available at any berths. 

FUEL: All grades of oil available. 

GANG/DECK WATCHMEN: Safety watchmen are to be on board 
all tankers when loading or discharging. 
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CONSULS: 
British 16329 Norwegian 13070 
Finnish 10440 Netherland 12019 
France 10440 German 23025 


REPAIRS: Only small engine repairs. 
AIRPORT: 10 km. from port. Served by regular airlines, 
TIME: GMT plus 1. Permanent. 
HOLIDAYS: See “Stockholm”. 
POLICE/FIRE/AMBULANCE: Telephone 90000. 
TELEPHONES: Connections available at oil terminal, ore docs 
southern dock. ' 
GENERAL: All ships mooring at oil terminal over 3,000 dwt, 
ore dock have to use tugs. : 
DEVELOPMENTS: A coal terminal is to be built one Mile f 
of the oil terminal. The capacity will be 1-5 million tons per 
The coal will be used in Norrbottens Jarnverk AB new Coke fatlp 
Pd is expected to be ready 1975. Depth alongside 124; 
a 2 
pant tanh Lulea Hamnstyrelse, 0920/93000. Varvsgatan 4) 
ulea. 


LYSEKIL: 58.17 N. 11.26 E. 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: Latest 5 hours prior arrival pilot station Tovas Uy 
or Gaeven to be ordered either by phone Lysekil 10271 or via Ap 
(Also see “Stockholm".) 

ANCHORAGES: Safe anchorages both for small and large vey 
inside harbour or just outside harbour in Gullmarsfiord. 
RESTRICTIONS: No restrictions night entry, except max 
possible 30 ft. No tide. 

MAX. SIZE: Maximum permissible length for berthing abouts 
Draft 30 ft. 

HEALTH: Declaration of health only when required from cus 
or for vessel coming from outside Scandinavia. 

RADIO: Cable Agents giving ETA, draft, cargo and cash requ 
via Gothenburg Radio. 

H sere P~: No port radar service, VHF for calling Pilot, Char 
TUGS: Must be requested from Uddevalla or Gothenburg ate 
1 day before arrival. 

STEVEDORES: Ordered by Agents. 

MEDICAL: Hospital in town. 

TANKERS: Oil berth Munkedal, discharge line 12 in. conned 
8 in. See “Developments”. 

DENSITY: About 1027. 

FRESH WATER: Available from shore installation. 

FUEL: Only Gasoil and Diesel available. 
GANGWAY/DECK WATCHMEN: Available but not compultt 
OPENING/CLOSING HATCHES: Normally opened by crew. 
SHIP'S CERTIFICATES: Registered Tonnage Certificate. 
CUSTOMS ALLOWANCE: See “Stockholm". 
IDENTIFICATION CARDS: Not required. 

CONSULS: Denmark, Finland, Iceland, Norway. 
REPAIRS: Only small repairs possible. 

HOLIDAYS; See “Stockholm”. 

REPATRIATION: Change of crew and repatriation possible. 
AIRPORT: None. 

TIME: Local time GMT plus one. Permanent. 
TELEPHONE: Police 90000/13030; Ambulance Taxi 10101) / 
Brigade 10254. 

DEVELOPMENTS: New tanker berth at Brofjorden for vei 
up to 500,000 dwt is under construction and expected to be ® 
1975. Position of berth: 58.20.7. N. 11.24.5 E. 

Crude Oil Pier: Max. length 350 m., max. beam 60 m., max.® 
25 m. Max. dwt 350,000 tons to be increased at a later date. Min® 
depth of water 27 m., minimum underkeel clearance recomme 
is 10%. 

Products Piers: 


Mit 

Max. Max. Max. Max. depiht 

length Beam Draft Dwt walt 

m. m. m. m 

No. 1 120 40 7-9 7,000 8 
No. 2 230 40 18 70,000 2 
No. 3 230 40 18 70,000 i) 


AUTHORITY: Lysekils Hamnforvaltning. Gullmarskajen, © 
Lysekil. Tel. 10181. 

AGENT: A. B. Ferm & Olsson AB, Gullmarskajen, 45300 L* 
Telephone 10007-10372-11107. Telex 42080. Cables ‘‘Fermson” 
10372-12493-10472-10970-10151. 


MALMO: 55.37 N. 13.01 E. (See Plan) 


DOCUMENTS: 
2 Crew Lists. 
1 Passenger List. 
2 Lists of Personal Effects (Tobacco List). 


aor=> 


aration of Health. 


SWEDEN 


Depth of water at 
ssrores Lists. Berth No. Quay length Mean Water Leve/ 
jcargo Manifests. (m.) (ft) (m) (ft. 
‘Bil of Measurement. — aes 
-tetificate of Nationality. Outer Harbour 
,peratisation Certificate. : Angbatsbron, West 410-411 205 670 72 234 

mOTAGE: Vessel applies for Pilot by telegram, by telephone or “ North 40 «131 7-2 234 

telegraphic address, Pilotstation, Malm6; tel. 186470; VHF jew Harbour 

# «| 16 and 6). Advance notice required 5 hours before pilotage = Car ferry 170 560 55 18 

Oence. Pilot boat orange-coloured cutter equipped VHF and __ pijot-boat Quay 30 100 55 18 

** pilot boards at Malmé roadstead. In case of bad weather Train ferry 503-504 

coset awaits Pilot at roadstead. (Also see “Stockholm”.) A Car ferry 505-506 170 560 7-2 

HORAGE: Vessels anchor about five cables North of fairway Stockholm Quay 507-511 320 1,050 7-2 
»poder Prick" and East of leading lights Centralhamnsrannan Jérgen Kocks Quay 512-513 200 656 7-2 2 

jee and Ovre, and South-west of leading lights Malmo Oljehamn, 3m. 10 ft. 

wire and Malmo Oljehamn Ovre. Depth 12 to 14 metres and bottom fr.quay fr. quay 

pd clay. pe Hull Quay 514-520 600 1,970 72 234 

ierRICTIONS: Speed must be reduced inside breakwaters. 3m. 10 ft. 

yen red flag hoisted (red lantern at night) at the North Eastern fr.quay fr. quay 

ty dock pier head, indicating dock gates open, vessels may pass i 521-523 343 1,12 7-2 234 

water at minimum speed. Bridge opening signal for passing . 45 148 55 18 

ion South Wharf Basin two long blasts, followed by one short. ,, (formerly East Pier) 525-526 140 459 5-5 18 

yx. SIZE: Maximum length recommended in Oil Harbour 740 ft. Free Port 

daft not exceeding 34 ft. Maximum length recommended at Oil Free Port Quay, 

in Free Port 650 ft. on draft not exceeding 24 ft., or 600 ft. on outer part 600-604 508 1,666 9-2 30 
iat not exceeding 26 ft. Maximum length recommended in new Free Port Quay, 

pour is 490 ft. on maximum draft 21 ft. and in Industrial Harbour inner part 605-609 495 1,628 9-2 30 

mit, on maximum draft 26 ft. No tides. Oil Jetty (60 m.) 170 560 9-2 30 

¥ALTH: Free pratique automatically granted arriving from non- /ndustrial Harbour 

«ested areas. If arriving from infested areas health declaration must BASIN | 

presented immediately on arrival. If diseases on board suspected, Iron Quay, outer part 801-804 363 1,194 7:2 234 

ase allowed to enter after approval City Medical Adviser, but + on 6 ANNCEs 805-810 600 1,970 72 i 

spody allowed on board until vessel’s crew examined by doctorand South Quay 118 387 72 

ge approval of medical adviser. Coal Quay 812-816 500 1,645 72 234 

udI0: Vessel can route ETA cables to Gothenburg Radio (call arene 150 490 9-0 294 

gyn SAG or Channel 28 on VHF), open all page: Radio stations can South Quay 901-907 880 2,887 90 294 

ysobe called by radio-telephone on 2182 kHz. Coal Disch Q 120 304 72 

VHF; Port Control Office equipped with VHF iChepael 16, tend SE neue SewUay 120 394 7-2 oot 

, open 24 hours a day. Masters can receive information abou ne . ‘a : 

wang place, present traffic and existing hazards to navigation in Sean ee _ ie a rr 

intour area. Ath. Oil Harbour 

TGS: Tugs usually meet vessels at roadstead. Ship's lines used. Jetty 1 (70 m.) 1 235 770 11-0 36 

furtugs, supplied at all hours, also carry out ice-breaking. » 2(70m.) 1 235 710 11-0 36 

va 1,006-1,007 150 492 6-0 194 

ERTHING : ea 1,008-1,009 150 492 60 1 

pF ae) 1,010 30 98 6-0 1 
Quay: Depth of water at Wharf area 

Berth No. Quay length Mean Water Leve! Fitting-out Quay 21 190 623 50-70 16-23 

(m.)  (ft.) (m.) (ft.) A Quay 22 
: : ai (near Wharf Canal) 210 690 42-60 134-23 

Hest Pier 201 95 311 aA Quay 26 (near Dry 
z 2 Dock 1) -- 150 493 5:0 16 

fr.quay fr. quay Fitti tQ 24 

South Wharf Basin eee eee 

Wet Basin Quay formerly Dock Quay) — 180 590 72 234 
tthe Wharf Canal) 301-308 330 1,083 30 10 Otay OH oun y 

- j y) — 175 575 72 
fast Basin Quay 304-305 230 755 72 Quay 32 pili 100 328 72 
Suth Beijer Quay 306-307 190 623 72 V3 x 300 984 79 231 
RAI 10S) , 84 150 492 92 30 
f fr.quay fr. quay of 35 a 250 820 9-2 30 
\wth Beljer Quay 308 ign Guenther Fitting-out Quay 23 iE 235 770 60 194 
re quay fr quay * Quay 25 - 615 2,017 6-0 1 

eer aintia 110 361 60 194 

tilmare Quay 401-404 360 1,180 50-60 164194 Sy Sates ia ae 

Seppsbro Quay 405-409 405 1,330 50-55 16-18 Quay 28 = ec A 

Privately-owned Quayside Silos: 
Intake capacity, tons of grain 
per hour Storage 
Berth From From From capacity 
Owner Situation No. ship railway vehicle in tons 
AB Kvarnintressenter South Wharf basin 304 100 100 180 40,000 
Skanska Lantmannens New Harbour, Jérgen 
Centralférening upa Kocks Quay 513 50 120 210 18,000 
Skanska Lantmannens New Harbour, 
Centralférening upa Hull Quay 521 100 130 130 17,000 
AB Carl Engstrém New Harbour, 603* 100* 
Hull Quay 520 100 100 200 15,000 
AB Saltimporten New Harbour, 
Hull Quay 523 300 60 60 10,000 
AB Malmé Silo Industrial Harbour, 
basin | 803 60 40 90 19,000 
AB Kontrollfoder Industrial Harbour, 
basin | 816 50 50 50 4,000 
Harald Fors & Co. AB Industrial Harbour, 
basin Il 901 120 60 60 8,000 


* Unloading at Berth 603, Free Port, thence by conveyor belt to the silo in New Harbour. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


CRANES: ; for : ae 
Harbour Area No. Type of Crane 
Inner Harbour 2 Portal, luffing 
1 Portal, luffing 
New Harbour 4 Semi-portal 
3 Portal 
1 ” 
1 Bridge, swing with grab 
3 Portal, luffing with grab 
Free Port 3 Portal, luffing with grab 
1 ” ” ” ” 
2 Portal, with grab 
1 ” ” ” 
5 Semi-portal 
1 Semi-portal, luffing with grab 
9 Semi-portal 
1 Portal 
(Can be equipped with an 
automatic lifting spreader) 
Industrial Harbour 3 Portal, luffing with grab 
2 Portal, luffing 
4 Portal, luffing with grab 
2 ” ” ” ” 
1 ” ” ” ” 
4 ” ” 
2 ” ” 
3 


grab 


BRIDGE: Will be opened with certain exceptions 07.00-17.00 week- 
days. May be opened other hours on request Harbourmasters Office. 
STEVEDORES: Work in shifts from 0500 through to 0200. 
BULK HANDLING FACILITIES: In Free Port, two container 
berths with 40 tons capacity container crane. Also in Free Port a 
berth for roll-on/roll-off traffic, where is 36 tons capacity side loader. 

A 25-ton capacity fork lift truck available. See “Berthing”. 
MEDICAL: No advance notice required for medical attention. Good 
hospital facilities available. See also ‘‘Health”. 
TANKERS: The two jetties for ocean-going vessels equipped with 
Mannesmann transfer equipment enables quick coupling to ship's 
manifold. Nominal size 12 in., reducing pieces down to 10 in. pro- 
vided. Depth, 36 ft. can accommodate tankers 32,000 tons dw. fully 
loaded. Pipeline system can transfer 2,000 tons/hour. See also 
“Maximum Size”. 
DENSITY: Average density 1010. No tide experienced. 
FRESH WATER: Fresh water available all berths and delivered by 
private company (AB Malm6é Skeppshijalp, tel. 970470, 978789). Rate 
of delivery 60 tons/hour. 
FUEL: All normal grades available. No special advance notice 
required. 
FIRE PRECAUTIONS: Apart from usual non-smoking precau- 
tions, vessel discharging or loading dangerous goods of Class | 
in IMCO code required to have a fireguard on board at all times. 

In Oil Harbour the shore-valve watchman also serves as fireguard. 
GANGWAY/DECK WATCHMEN: Not considered necessary. 
Decision to be made by Master. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores on ocean-going vessels. 
CERTIFICATES: 

International Bill or Measurement. 

Certificate of Nationality. 

Deratisation Certificate. 

Load-line Certificate. 

Radio Certificate. 

Safety Equipment Certificate. 

Gear Certificate. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes or 40 cigars 
or 150 grams of smoking tobacco per week out of bond. Spirits, 0-7 
litre spirits per week out of bond. 
CARGO GEAR: No additional requirements. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: 

Austrian Consulate 

Belgian Consulate 

British Consulate 

Chile Consulate 

Danish Consulate-General 

Dutch Consulate 

Finnish Consulate-General 

French Consular Agent 
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Italian Consulate 

Lebanon Consulate 
Norwegian Consulate General 
Peruvian Consulate 

Polish Consulate 

Portuguese Consulate 
Salvador Consulate 

Swiss Consular Agent 


Range 
outside 
Capacity Radius quay 
(tons) (metres) (metres) Owner 
3-0 16-0 115 Malmé Hamnférvalniy 
5-0 10:5 6-0 
3-0 18-0 12-0 4 4 
5-0 13-0 70 
2-0 27:0 16-5 Malm6é Hamnforvaltnin 
3-0 20:0 9-5 
5-0 15-0 45 
3-0 13-0 9-2 a 7 
5:0 13-0 9-2 on =f 
6-2 15-0 10-9 Sydsvenska Kraft AB 
6-0 21-25 11:73 Malmé Hamnférvaltniny 
6-0 28-0 22:0 Malmé6 Frihamns Ag 
10-0 28-0 22-0 ~ Met 
30-0 16-0 10:0 ; 
40-0 11:5 eed 
5-0 13-0 95 Malmé Hamnférvaltniny 
3:0 13-0 95 ni . 
25 145 111 - F~ 
6-0 16:0 11:7 + 7 
2-0 27:0 20-75 Malm6 Frihamns Ag 
3-0 20-0 13-75 
5-0 15:0 8-75 
32-0 31-5 24-5 Malmé Hamnforvaltniny 
40-0 24-0 17-0 
6-0 21-25 11-8 Malm6 Hamnférvaltniny 
3-0 22-0 13-0 +4, + 
5-0 15:0 6-0 
6-0 27:5 15:0 = . 
6-0 28-0 19:0 > re 
6-5 20:0 14-75 Sydsvenska Kraft AB 
6-0 28-0 19-0 Malm6 Hamnférvaltniny 
10:0 32:0 24-0 os = 
20-0 18-0 10-0 
10-0 32:0 24-0 << a 
20-0 18-0 10:0 
8-0 32:0 24-0 
16:0 18:0 10-0 


German (West) Consulate 
Grecian Consulate-General 
Guatamala Consulate 
Icelandic Consulate 
REPAIRS: Ship and engine repairs of all kinds, and dock 
carried out by Kockums Mekaniska Verkstad, one of biggests 
yards in world. Certain kinds of repairs carried out by other fim 
town. 
DRY DOCKS: Two dry docks for ships up to 25,000 tons’ 
and one dock with a capacity of 750,000 tons. Efficient crane em 
ment permits single lifts of up to 800 tons. Kockum are also# 
manufacturers of ship's engines, in particular MAN diesels! 
De Laval steam turbines. 
REPATRIATION: Facilities exist for effecting crew changeit 
arranging repatriations. 
AIRPORT: Sturup Airport, served by regular airlines, sil 
about 25 kilometres from Port of Maimé. 
TIME: GMT plus 1 Permanent. 
HOLIDAYS: See “Stockholm"’. Cargo work can be arrange 
those days after agreement with Stevedore Company. Oil tet 
can be dispatched all hours. 
POLICE/ AMBULANCE/FIRE: 90000. 
TELEPHONES: Can be connected at most berths. Cost St 
10:-/day plus actual cost of long-distance calls. 
SERVICES: All services available. 
DELAYS: No delays expected. 
AUTHORITY: Malm6é Hamnférvaltning, Hjalmaregatan 1,” 
Maimé6, Sweden. Tel. Malmé (040) 71300. 


Spanish Vice-Consulate 
Turkish Consulate-Gener 
Yugoslavia Consulate 


NORRKOPING: 58.36 N. 16.12 E. (See Plan) 


DOCUMENTS: 

3 Customs Documents. 

3 Health Documents. 

3 Crew Lists. 

3 Passenger Lists. 

3 Manifests. 
Master of ship arriving from abroad to first Swedish port has! 
Maritime Declaration of Health on special form. 
PILOTAGE: See “Stockholm”. Ships will be received 2 
miles North of the lighthouse Gustav Dahlén. The Pilot m# 
ordered on radio, telephone or in some other way at least 5® 
before piloting to start. 
ANCHORAGES: 58° 38.7’ N. 16° 22.5’ E. Depth 70 ft. 
RESTRICTIONS: Tankers loaded with more than 2,000 tons? 
line must not move in port at night time. Tankers over 5,000 . 
not be shifted at night time. Pampushamnen Oil Jetty: T 
loaded with more than 10,000 tons must not enter at night tim® 
Harbour: Tankers loaded with more than 5,000 tons must n& 
at night time. 


Oe ee 


siZE: Pampushamnen Oil Jetty can berth vessel of about 
ae with max. draft 314 ft. Gastgivarehagen Oil Jetty can berth 
with a max. draft 26} ft. and length 600 ft. Ramshall and Tall- 
Oil Jetty can berth vessel with max. draft 264 ft., length 580 ft. 
woe? g0 ft., daytime only. General cargo quay can berth vessel 
draft 264 ft. Inner Harbour can berth vessel max. draft 20} ft. 
010: Stockholm radio, Tingstade radio. 
uOkR VHF: VHF radio Channel 14 and 16. No radar. 
16s: Join vessel off St. Juten 58° 38.1’ N. 16° 19.6’ E. Ship's lines 
a NG: No specific requirements except at Oil Jetty Tall- 
perth and RamshAll, which require daylight docking and undocking. 
erths specially equipped for grain, berths equipped for 
aaiginers, berth for roll-on/roll-off traffic, berths handling liquid 


EVEDORES: Gangs must be ordered before 1500 hours day 

riving. 

WoICAL: Arranged by Agent. All services available. 

TANKERS: Pampushamnen Oil Jetty: Fuel oil: one 18 in. and one 
in, pipelines for discharging. 2 connections with 8 in. hoses. Gas 
si: 14 in. pipes with 2 connections to 8 in. hoses. Asphalt: 10 in. 
ges. Kerain: 10 in. pipes with 1 connection to 8 in. hose. Gasoline: 
+p pipes with 1 connection to 8 in. hose. Connection to bigger 
x smaller hoses possible through existing flange-connections. No 
igiities for receiving slopwater. RamshAll: 3 connections for 
qrable kinds of oil, all 10 in. with 8 in. hoses. Tallbacken: Shell. 
jconnections for variable kinds of oil, 8 in. hose connections. 
gistgivarehagen: Gulf. 4 connections for variable kinds of oil, 8 in. 
sose connections. 

sRESH WATER: Delivered by two water boats of 30 and 60 d.w. 
fUEL; All grades available. Notice: day time not necessary. 
DEVELOPMENTS: The new Ohmansquay ready for use. Berths 
sip with a draft of 27 ft. 

Strengthening of the heavy-weight-lifter has been effected, now 
gable of up to 350 tons. A new ro/ro quay has been built close to 
be heavy-weight lifter, and a further ro/ro quay will be built during 
4, Dredging at the Pampushamnen to about 12:5 m. will allow 
ager tankers to berth. 

GANGWAY/DECK WATCHMEN: Watchmen are not necessary. 
dose-watcher required during loading and discharging. 
OPENING/CLOSING HATCHES: Decided from case to case. 


CERTIFICATES: International Tonnage Certificate, Derating 
Cerificate, Trade Certificate. and Radio Safety Certificate. 
DENTIFICATION CARDS: Not needed. Crew List to be used in 
Oil Jetties. 

CONSULS: 

Belgian v. Consul, tel. 011/18 62 60 

British Kingdom, ,, 011/10 00 40 

Danish Consul », 011/10 00 40 

Finnish Consul » 011/12 90 80 

French Consul », 011/10 61 00 

Dutch Consul » 011/10 11 20 

Norwegian Consul ,, 011/18 62 60 

German Consul » 011/10 02 50 

Uruguay Consul » 011/12 03 18 


REPAIRS : Slipway for vessels of 2,000 d.w. Small repairs of mach- 
#ycan be made. No repairs in port without permission of Harbour 
master. 

DRY DOCKS: None. 

REPATRIATION: Can be arranged. 

AIRPORT: Distance from Airport “Kungsangen" about 4 miles. 
daly communications with Copenhagen 

TIME: GMT plus 1. Permanent. 

HOLIDAYS: All work stopped on December 24th from 18.00 p.m. 
i % hours. Holidays are: New Year's Day; Twelfth Day; Good 
Friday; Easter Monday; May Day; Ascension Day; Whit Monday; 
Midsummer Day. 

POLICE, AMBULANCE: These services can all be reached on 
‘eohone number 90 000. 

TELEPHONES: Available at different quay berths. 

SERVICES: Arrangements for discharging waste oil and ballast. 

DELAYS: No delays normally expected. 

AUTHORITY: Hamnférvaltningen, Norrképing. Tel. 011/10 02 80. 


NORRSUNDET: 60.56 N. 17.10 E. (See Plan) 


SOCUMENTS: 

2 Crew Lists, 

2Provision Lists. 

assenger List, 
*MOTAGE: Pilot available at Eggegrund Gavle for ships coming 
aa South and by Séderhamn for ships coming from North. Pilot 
ltl day and night. Contact pilots by VHF on Channel 16, 5 hours 
Nek arrival. (Also see ''Stockholm”.) 

CHORAGE: South GAshallan in white section of Hallstenéren 


MIRICTIONS: During darkness max. length 100 metres and 
ui SIZE: Draft 21 ft. 4 in. and length 146 metres. 
BERT. Stockholm Radio or Harnésand Radio. 


eure: Max. draft by woodpulp pier 21 ft. 8 in. and timber 


mess tug-boat available, can be ordered from Pilot or Agent. 


ANG WATER: Available from shore installations. 
WAY/DECK WATCHMEN: Available for gangway. 


SWEDEN 


CUSTOMS ALLOWANCES: 200 cigarettes and 1 bottle spirits 
per man. 

Ter ee HATCHES: Crew allowed to open and 
close. 

STEVEDORES: Ordered by Agents. Ordinary working time, 
Monday-Friday, 0700-1600. To finish a vessel max. 3 hours’ overtime 
can be done. 

REPAIRS: Next wharf in Gavie, 40 kilometres from Norrsundet. 
Most repairs possible. 

FUEL: Delivered by truck alongside vessel on pier. 
IDENTIFICATION CARDS: Not required. 

TELEPHONE NUMBERS: Police 10030, 10213; Fire Brigade 10609 
or 90000; Gavie Pilot 026 99110, 026 99220; Séderhamn Pilot 0270 54185, 
0270 60205. 

AUTHORITY: Kopparfprs AB, 5-816 00, Ockelbo. 


AGENT: G. E. Lindgren & Son, PB 5, 817 01 Norrsundet 1. Tel. 
0297 22003, 22570, 22650. Telex 81115. Cables Lindgrenetson. 


NYKOPING: 58.45 N. 17.01 E. 


DOCUMENTS: 

Tonnage Certificate. 

5 Crew Lists. 

2 Manifest. 

1 Provisions List. 
PILOTAGE: Pilot station at Havringe (58° 33’ N. 17° 19.0’)E., about 
15 miles from Nyk6ping. Pilot must be ordered 5 hours before 
arrival Havringe. (Also see “Stockholm”.) 
RADIO: Stockholm. 
STEVEDORES: Ordered by Agents. 
FUEL: Ali grades available. 
WATCHMEN: Ordered by Agents but not compulsory. 
OPENING/CLOSING HATCHES: Normally by crew. 
CUSTOMS ALLOWANCE: Each crew member 200 cigarettes or 
25 cigars or 200 grams tobacco and 1 bottle spirits. 
CONSULS: V. Consulate for Denmark and Finland, tel. 0155/30600. 
REPAIRS: Most deck and engine repairs possible. 
DRY DOCKS: None. 
AIRPORT: Norrkdéping 80 km., and Stockholm 120 km. 
HOLIDAYS: New Year's Day; Good Friday; Easter and Easter 
Monday; Labour Day (1st May); Whit Monday; Midsummer Day and 
Christmas Day. 
POLICE/FIRE/AMBULANCE: Police 17100; Ambulance 90000; 
Fire 90000. 
TELEPHONE: None available for placing on board. 
SERVICES: None. 
AUTHORITY: Hamnkontoret Nykoping. Tel. 121-36. 


NYNASHAMN: 58.55 N. 17.58 E. 


OIL HARBOUR 
DOCUMENTS: 

2 Crew Lists, and 3 Crew lists on Imco form. 

5 copies General Declaration (form supplied on arrival). 

Bill of Health. 

Deratisation Certificate. 

3 copies Cargo Manifest/Bills of Lading. 

Tonnage Certificate. 

Certificate of Nationality. 

Stores and Personal Effects Declaration. 
RESTRICTIONS: Draft limited by the passage through the Great 
Belt where depth 43 ft. Tankers berth and unberth in daylight only. 
MAX. SIZE: Pier No. 1 - Length from bow to manifold 175 metres; 
draft 17 metres, subject to “Restrictions” (see above). Pier No. 3 - 
Length from bow to manifold 100 metres; draft 12.20 metres, 
maximum. 
HEALTH: Vessels arriving from ports outside Europe must, for 
inward clearance, provide Customs Office with written declaration 
of freedom from infection. Further instructions will be issued by 
Customs Office when such declaration cannot be given. 
RADIO: Stockholm Radio; call sign SDu. 
BERTHING: Nynas-Petroleum A.B., Refinery Harbour. Piers No. 1 
and 3 for ocean-going tankers. Piers No. 2, 4 and 5 for coasters only. 
Facilities available for reception of dirty ballast ashore. 
FRESH WATER: Can be supplied from the piers. No barges. 
FUEL: All grades can be supplied from the piers. No barges. 
CUSTOMS ALLOWANCES: 200 cigarettes per person per week. 
One bottle of wine and spirits per person per week. 
CONSULS: All consuls available at Stockholm. 
REPATRIATION: Can be arranged. 
AIRPORT: Nearest at Stockholm. 
TIME: GMT plus 1 hour. Unchanged throughout the year. 
SHORE LEAVE: No restrictions. 
AUTHORITY : Nynashamnsraffinaderiet, S-14901 Nynashamn. 


ORNSKOLDSVIK: 63.17 N. 18.43 E. 


DOCUMENTS: 
1 Crew List. 
1 Passenger List. 
4 Customs Documents. 
1 Health Document 
1 Manifest. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


1 Bill of Lading. 

1 Ship's Paper. 
PILOTAGE: Pilot station, Ornskéldsvik, tel. 0660/66003. 5 hours’ 
notice. VHF Channel 16. Orange-coloured motor launch fitted with 
radar and VHF. International signals. Station 2 miles South Skag- 
sudde Lighthouse. Pilots serve all ports between Umea and Harn6- 
sand, also sea Pilots and ice advisers for Gulf of Bothnia. (Also see 
“Stockholm”’.) 
ANCHORAGE: Ornskdldsvikfjarden 30-75 ft. Anchorage forbidden 
in area Raskars6n—Malm6n-Burén. 
MAX. SIZE: Length, 700 ft.; breadth, 100 ft.; draft, 34 ft. 
HEALTH: Customs authorities give pratique on arrival from foreign 
ports. In case of suspected disease inform customs and port authori- 
ties. 
RADIO: SAH, Harnésands Radio. 
RADAR/VHF: Radar service in Skagsudde Lighthouse. VHF 
Channel 16. 
TUGS: In port, available. Ship's lines used. 
STEVEDORES: Inform stevedores at latest 1530 day before gangs 
required, also if available space, for truck-loading in holds. Loose 
timber, 35 stds./gang/day. Packaged timber, 80 stds./gang/day. 
Board and wood pulp, 250 tons/gang/day. 
TANKERS: 2 tankers berths 34 ft. and 33 ft. 6, 8 and 10 in, lines. 
DENSITY: Fresh water. 
FRESH WATER: From quay or boat. 60 tons/hour. 
FUEL: Gas oil, light fuel, heavy fuel. 
GANGWAY/DECK WATCHMEN: Watchmen available if desired. 
OPENING/CLOSING HATCHES: Stevedores or crew. 
CERTIFICATE: Cargo Gear Certificates. 
CUSTOMS ALLOWANCE: (Tobacco), 200 cigarettes per week. 
(Wine/Spirits), 1 bottle per week. 
CARGO GEAR: Not needed. 
CONSULS: Norwegian, Danish, Portuguese, Finnish. 
REPAIRS: Medium sized repairs carried out. 
DRY DOCKS: None. 
REPATRIATION: Available. 
AIRPORT: 10 miles. 3 flights daily Northbound and Southbound. 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: Cargo work can be arranged on holidays. 
POLICE/AMBULANCE/FIRE: Police 10800; Fire 10400. 
TELEPHONES: Cost 20 Sw. crs. to be placed on board. 
DELAYS: None. 
AUTHORITY: Hamnférvaltningen, Strandgatan 15, Ornskdldsvik. 
Tel. 0660/12123, 12127. 


OSKARSHAMN: 57.15 N. 16.27 E. (See Plan) 


DOCUMENTS: See “Stockholm”. 
PILOTAGE: Pilot boards at Furon, 6 miles east of Oskarshamn. 
Give ETA at least 5 hours prior arrival. VHF Channel 16. Tel. 
0491/10036 (also see “Stockholm"’). 
ANCHORAGES: S. of Furon, depth 25 metres. 
RESTRICTIONS: Channel to Oil Harbour depth 11 metres. 
Channel to Inner Harbour depth 8-5 metres. 
MAX. SIZE: Draft 34 ft. 6 in. in oil harbour; 23 ft. elsewhere. 
VHF: Channel 16. 
TUGS: One tug available of 1,720 h.p. 
BERTHING: Oi! Harbour: Quay length 41 metres, depth alongside 
12 metres. 
Inner Harbour: South Quay length 470 metres, depth 5-7-2 metres. 
Bradholm Quay: Length 140 metres, depth 4-8 metres. Length 88 
metres, depth 4 metres. 
North Quay : Length 452 metres, depth alongside up to 7-8 metres. 
Extensions to North Quay for 50 metres in depth of 8 metres and 
for length of 200 metres in depth of 8-50 metres. 
Kopparverk Quay: Length 200 metres, depth 8-5 metres. 
Shipyard Quays: Up to 6 metres depth. 
Vasa Quay: at Figeholm, quay length 50 metres, water depth 
5 metres. 
BULK HANDLING FACILITIES: Roll-on/roll-off berth for goods 
traffic situated at the North Quay, depth alongside 8-50 metres. 
CRANES: 3 Portal cranes, 10 tons capacity. 6 mobile cranes, 
10-36 tons capacity. One ASEA crane, 200 tons capacity. 
TANKERS: One berth, depth at quay 36 ft.; draft 34 ft. 6 in. Dis- 
charge lines 8 in. 
FRESH WATER: At every berth. 
FUEL: Available. 
CERTIFICATES: See “Stockholm”. 
oes ALLOWANCE: 200 cigarettes, one bottle spirits out 
of bond. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Norwegian Tel. 0491/14090; Denmark Tel. 0491/10015. 
DRY DOCKS/REPAIRS: Dry dock length 427 ft. Repair facilities 
available. Oskarshamn Shipyard. Tel. 0491-17080. 
AIRPORT: Oskarshamn, 3 km. away, 2 flights daily to Stockholm. 
TIME: GMT plus 1 hour. Permanent. 
HOLIDAYS: See “Stockholm”. 
POLICE/AMBULANCE/FIRE: Police tel. 15090; Alarm, Police/ 
Ambulance/Fire 90000. 
TELEPHONES: Available, for connection on board. 
SERVICES: Compass adjusting. 
AUTHORITY: Hamnforvaltningen, Oskarshamn 0491/14320. 


OXELOSUND: 58.40 N. 17.08 E. (See Plan) 


PORT LIMITS: The seaward boundaries of the port is, 
between the Eastern point of Ljungholmen and the ore quay 
ever, for ore-loading ships, a vessel is considered to be an yy 
vessel" when at anchor at the roads West of Vinterklassen 
DOCUMENTS: : 
4 Crew Lists (3 for Customs and 1 for Ship's Agent), 
4 Passenger Lists, if passengers are not inserted in Crew 
2 Customs Documents, showing all alcoholic liquors and tobar, 
belonging to officers, crew and passengers. 
2 Customs Documents, showing ship's store of alcoholic jj 
and tobacco. mm 
Health Documents, not necessary. 
Manifests, at least 4 copies, normally only for general car 
Bills of Lading, at least a copy if not otherwise stipulated, 
Ship's Paper, Ship's Register and Deratisation Certificat, 
older than 6 months. ; 
PILOTAGE: (See “Stockholm”".) Pilot station located at Har 
Lighthouse, tel. 0155/32920 or 30200. ETA required 5 hours in adie. 
in order to avoid charge for waiting. When ships in open Se2 inty 
pilot station over telephone, transfer over Stockholm Radio, » 
sign SDJ or Gothenburg Radio, call sign SAG, will be Tey 
mended. VHF Channel 16 can be used for contacting pilot stati, 
pilot boat. Approaching vessel applies for Pilot when daylight» 
flag signal G and when dark with pilot-light or Morse Code PT», 
boats orange. Ships advised to proceed by Northern inlet, wy 
Pilot will board at Norra Krankan Lighthouse, lat. N. 58° 37; i» 
E. 17° 27’. International requirements with respect to boarding» 
safety measures. Vessels awaiting for Pilot are prohibited tong 
anchor North of Lighthouse “Gustaf Dalén”’. 
ANCHORAGES: Suitable anchorages West of Vinterklasen:a 
holding ground, depth 30-40 metres, and between Beten Lighthy 
and Harbour, clay-holding ground, depth 20 metres. Ships are: 
allowed to berth until receive orders and in the meantime they» 
anchor and await orders. 
RESTRICTIONS: No tides. Draft not over 44 ft. 4 in. at meanye 
level. No other special restrictions with exception of berthings 
of and over 30,000 tons dw. 
MAX. SIZE: Ore loading berth: No restriction regarding lengt 
ship. Vessels between 3,000 and 80,000 tons d.w. can be low 
Depth at quay 45 ft. Berth for unloading coal, iron ore: Ships oly 
40,000 tons d.w. can be discharged. Depth at quay 39 ft. 4 in, & 
for general cargo: Depth at quay 32 ft. 10 in. Container terms 
Depth at quay 32 ft. 10 in. Oil pier: Oil carrier up to 80,000 tonsé 
can be berthed. Depth at quay 45 ft. 
HEALTH: No special regulations. 
RADIO: Stockholm Radio, call sign SDJ, or Gothenburg Re 
call sign SAG. 
VHF: Harbour authorities and Clearance Department for: 
loading ships has VHF Channel 16. 
TUGS: Two modern combined tugs and ice-breakers of 1,68: 
1,260 IHP. Ship's lines to be used. Tugs normally join vessels 
Beten Lighthouse, just near harbour. 
BERTHING: Harbour Pilot compulsory and normally order 
ship's Agent. No tides. Depths in harbour can vary occasio# 
from minus 1 ft. 6 in. to plus 1 ft. according to temporary alterat 
of mean water level. Ships of and over 30,000 tons d.w. cannt 
berthed when dark. 
CARGO-HANDLING FACILITIES: The port has, among® 
things, one ore quay equipped with a travelling ore-loader wit) 
average capacity of 2,000 tons per hour. One quay for unloading 
iron ore and similar equipped with two travelling cranes 
capacity of 600 tons per hour. One quay equipped for conlat 
handling with a 35-ton travelling container crane of Paceco 
In connection with the container quay there is a 25-metre tt 
ferry ramp equipped to accommodate roll-on/roll-off traffic. 
STEVEDORES: No special ETA advice required. Master olf 
with general cargo has to inform Agent in advance number of gf 
required. ‘ 
MEDICAL: Necessary for Agents to receive advance notit 
required medical attention, informing Agent if doctor should® 
upon ship's arrival, if ambulance is required for transport to how 
and promptness required. No special vaccination/fever certifi 
necessary. Hospital at Nyképing, about 8 miles from Oxeldsu® 
TANKERS: One tanker berth, depth at quay 45 ft. Connecl® 
load/discharge lines, have diameter of 12 in. for products and* 
for heavy products. Almostall types of oils. No slop/residue/fac® 
DENSITY : 1006-1016, 75%, fresh water. No tides. 
FRESH WATER: Always available. Delivery through lines’ 
quays at a rate of 10 tons/hour. Fresh water can also be delive® 
tugs which have fresh-water tanks. 
FUEL: All grades of heavy fuels can be delivered. At least one@ 
notice. 
FIRE PRECAUTIONS: Watchman necessary loading/disch®? 
gasoline. 
GANGWAY/DECK WATCHMEN: When ship berthed, @ 
gangway must be arranged to quay. Tankers discharging/o# 
gasoline must have watchmen, arranged through ship's Age 
OPENING/CLOSING HATCHES: Normally carried out by® 
CERTIFICATES: Usual international certificates. In order® 
delay despatch, important that following certificates are 
and valid: Measurement, Life-boat, Radio and Deratisation (note 
than 6 months). 
CUSTOMS ALLOWANCES: (Tobacco), each crew m™ 
permitted out of bond about 200 grams tobacco and 5 pat 
cigarette-paper. (Wine and/or spirits), each crew member is! 


2 iG Gt ea amen eee a 


cz_ = 


arn OUD ABO TANS seo nae GC 


. 
b 
i 
M 
J 
i 
s 
Y 
pH 
oe 
J 
} 


ated to have Out of bond 1 bottle spirits or 2 bottles of wine, if he 


2inco GEAR: International certificates necessary. No additional 
aqurement TION CARDS: Not needed. 

DENTINE: Denmark, Percy Tham AB, tel. 0155/30600; Finland, 
- Tham AB, tel. 0155/30600; Norway, Harbour Office, tel. 0155/ 


WPAIRS: Minor repairs can be undertaken at workshop on No.1 

way. Tel. 0155/30547. 

py DOCKS: None. 4 
ggPATRIATION : Crew changes can be effected and necessary 
repatriation arranged by Agent. 
4iRPORT: Arlanda 40-4 miles outside Stockholm. Distance Oxe- 
jgund-Stockholm 92:8 miles. Total distance 133-2 miles. Served by 
nquiar airlines. r é 
TIME: GMT plus one hour. No alterations during year. 
HOLIDAYS: General holidays on which no cargo work can be 
nanged: New Year's Day; Epiphany; Good Friday; Easter Monday, 
Coat Day; Ascension Day; Whit Monday; Midsummer Day; All 
sents Day; Christmas Day; Second Christmas Day. 

On the following eves of holidays cargo work ceases for general 
cargoes at 1100 and for loading iron ore and for discharging coal, 
coke breeze, limestone and special ores at 1450 with maximum 2 
sour's overtime to complete vessel: New Year's Eve; Whitsun Eve; 
vidsummer Eve; Christmas Eve. ote 
POLICE, AMBULANCE/FIRE: Dial tel. 90 000 and ask for ''Police- 
garm", “Ambulance” or “Brandalarm” (Fire alarm). 

TELEPHONES: Arrangements for placing telephones on board 
gist at berth Nos. 9, 94 and 10. Cost for connection is charged per 


SERVICES: Licensed compass adjuster. No tank-cleaning equip- 
ment or facilities for discharge of tank-washings. 

SHORE LEAVE: No restrictions. 

REGULATIONS: Ice-breaking dues equal to harbour dues are 
charged 21st December-20th March each year. _ ’ 
DELAYS: Normally no delays. Modern installations for loading and 
ischarge. 

AUTHORITY : Port is owned by Granges AB, Stockholm, and 
siministered by the railway company, Granges TGOd, Eskilstuna. 
Tel, 016/137585. Local Authority: Granges TGOuJ, Harbour Office, 
$-613 0| Oxelésund. Tel. 0155/31940. Telex Portox 64025. 


PITEA (Inc., Haraholmen, Pitsundet) : 65.19 N. 21.29 E. 


DOCUMENTS: 

2 Crew Lists. 

2Lists Spirits and cigarettes. 

Manifests and Blading of incoming cargoes to be presented to 

customs. 

1 Deratting Certificate. 

PILOTAGE: Pilot to be taken at Gaasoeren-Skelleftea district. 
Must be ordered at least 5 hours prior. arrival. All VHF channels 
wed - also onboard pilot-boats. (Also see “Stockholm’’.) 

Outward-bound vessels must order Pilot from Harbour Office 
during office hours. 

Signal station at Pitsund is closed. 

ANCHORAGES: Accordance Pilots advice. 

RESTRICTIONS: No entry in darkness to smaller ports in dis- 
trict. 

MAX. SIZE: Max. size through Pitsundet draft up to 12 metres. 
Wax. draft to Skuthamn 22 ft. Lodholmen and Pitea Town 17 ft. 
ToLoiholmen and Pitead max. d.w. about 6,000 tons. No tides. 
HEALTH: No spec. restrictions. Diseases must be reported to 
Customs before entering port. 

RADIO: Stockholm Radio, Hornésand Radio. 

Radar and VHF on all pilot stations. VHF also at signal station in 
Pitsundet - entrance to Pited. Channel 16 only. Harbour Office, 
Channels 16 and 9. 

TUGS: Tugs available if ordered beforehand. Tugs compulsory 
lor larger vessels. Costs for three tugs about Skr 10,000:-. 
BERTHING: At Pitea, larger vessels berth in daylight only. 

Haraholmen: Quay recently completed, length 300 metres, depth 
'25m., max. draft 11-5 m. Quay is equipped with electricity, tele- 
phones, water and oil. Quay is very strong, capable of taking loads 
4p to 250 tons. 

Harbour isspecially built for all year round traffic. Four propeller 
*igines are installed under the quay to keep water running and quay 
‘etree. Special lights are installed to assist in bad visibility. 

Yay is to be equipped with 2 ‘‘Asea"” cranes of 12:5 tons and 
HL metres outreach (about May 1974). 

TEVEDORES:: Bottenvikens Stuveri AB - Pitea. Labour must be 
ordered latest at 1400 for morning start following day. Tariff avail- 
able from Agents. 

HEDICAL: All treatments available without notice. 

ANKERS : Only one berth at Haraholmen. Max. draft 37 ft. 10 in. 
FRE No further restrictions. 3 tugs compulsory. 

ESH WATER: Available by pipe and lorries. 
can All grades available. 
fone WAY DECK WATCHMEN: Not necessary but available 
tUEtING CLOSING HATCHES: Normally done by ship's crew. 

'STOMS ALLOWANCES: (Tobacco), 200 cig.iman per week. 
iDEN; and Spirit), 1 bottle man/week. Only crew members over 18. 
0 TIFICATION CARDS: Not needed. 

NSULS: None. 


SWEDEN 


REPAIRS: All types of repairs can be affected. 

DRY DOCKS: None. 

AIRPORT: Regular flights 4 times per day. Kallax airport at Lulea. 
Distance 50 kilometres from port. 

TIME: GMT plus 1 hr. No alterations during year. 
POLICE/AMBULANCE/FIRE: Tel. 90.000. 

TELEPHONES: No facilities for placing on board. 

GENERAL: Masters to note the signals to be given before passing 
Pitsundet. Master must not forget that Pilot must be taken at Gaaso- 
eren-Skelleftea district. If Pilot on bridge all way from Skelleftea to 
Pitea, a distance fee is charged. Piloting from Nygraan Lighthouse 
(entrance Pitea) only normal fee. 

AUTHORITY: Hamnkontoret Pitea, Sjéfartshuset-Haraholmen, 
Fack, S941 01 Pitea 1, Tel. 0911/46070. Telex 8307. Shipexp S. 


RONNEBY : 56.10 N. 15.17 E. (See Plan) 


DOCUMENTS: 

2 Number of Crew Lists. 

2 Passenger Lists. 

4 Customs Documents. 

1 Health Documents. 

2 Manifests. 

1 Bill of Lading. 
PILOTAGE: Pilot is taken at Karlshamn or Aspé (Karlskrona) 
pilot stations. Tel. Karlshamn 0454/14102, Aspé 0455/29016. Ordered 
over Karlskrona Radio on 3289 KHz or by VHF on Channel 16 (156.80 
mo Pilot should be ordered 5 hours in advance, (Also see “Stock- 
holm".) 
ANCHORAGE: Open roads. 
MAX. SIZE: Limited by depth in fairway: 20 ft. 9 in. 
RADIO: Karlskrona Radio, 2182 kc/s. 
VHF: VHF call sign Ronnebyhamn, Channel 16, 12, 13. 
TUGS: None, when necessary such ordered from Karlsham or 
Karlskrona. 
STEVEDORES: ETA given to ship's Agent sufficient. 
MEDICAL: Medical attention required ordered from Agents. 
TANKERS: Only small tankers with max. draft 20 ft. 6 in. One 10 in. 
and 6 in. line. No facilities for residue discharge. 
DENSITY : 1000. No tide. 
FRESH WATER: From water post on quay. 
FUEL OIL: Diesel oil from tank-lorries. 
OPENING/CLOSING HATCHES: Performed by crew. 
CERTIFICATES: 

Deratification Certificate not over 6 months old. 

Certificate of Nationality. 

Certificate of Tonnage. 
CUSTOMS ALLOWANCE: 200 cigarettes plus one bottle spirits 
out of bond. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Danish Consulate, tel. 0457/10675. 
REPAIRS: Minor repairs only. 
DRY DOCK: None. 
AIRPORT: About 6 miles from Ronneby Harbour; daily flights to 
Malm6, Stockholm and Visby. 
TIME: GMT plus 1 hour Permanent. 
POLICE/AMBULANCE/FIRE: Police 90000; Ambulance 90000; 
Fire 90000. 
TELEPHONES: None available. 
AUTHORITY: Ronneby Hamnstyrelse (Harbour Board). Harbour- 
master: Capt. Sven O. Hall. Tel. 0457/70080. Harbour Office, 370 14 
Ronneby Hamn. 


SIKEA: 64.9 N. 20.59 E. 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: See “Umea/Holmsund”. (Also see “Stockholm".) 
ANCHORAGES: Port area about 700 « 450 m. Depths 18-27 ft. At 
wharf 15 ft. 

MAX. SIZE: At roads all vessels draft less than 26 ft., At wharf 
144 ft., but no longer than 60 m. 

HEALTH: See “Stockholm”. 

RADIO: See “Umea/Holmsund”. 

TUGS: Tugs must be ordered from Holmsund. 

STEVEDORES: Gangs have to be ordered day before loading/ 
unloading — start, latest 1700 hrs. 

TANKERS: No oil carriers call. 

FRESH WATER: Available. 

FUEL: All grades fuel oils. 24 hours notice required. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
SHIP CERTIFICATES: See “Stockholm”. 

CUSTOMS: ALLOWANCE: Tobacco Wine and Spirits. See 
“Stockholm”. 

CARGO GEAR: No shore cranes in harbour. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: No consuls. 

REPAIRS: Only small repairs possible. 

AIRPORT: Distance 55 km. Regular airlines, 5 flights a day. 
TIME: GMT plus one hour. Permanent. 

HOLIDAYS: Easter; Whitsuntide; Midsummer; Christmas and 
New Year's Day; no service in port. 
POLICE/AMBULANCE/FIRE: 90 000. 

TELEPHONES: None available. 

AUTHORITY: AB. J. A. Henriksson & Co., Branch office Sikea, 
tel. 0934/15039. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


SKELLEFTEHAMN: 64.41 N. 21.15 E. 


DOCUMENTS: 

2 Copies of Crew Lists (at Rénask&rsverken 3 copies). 

1 List of Provisions. 

Measure Bill. 

Manifests and Bills of Lading. 
PILOTAGE: Telegraphic address: ‘Pilot station. Skelleftehamn”. 
Advance notice required, 5 hours. Contact pilot boat or pilot station 
on VHF Channel 16. Calling signal ‘‘Skelleftea Pilot” (pronounced —- 
Shellefteo Pilot). Pilot motor boats usually orange. Pilot taken on 
board 2 miles East of Gaséren Lighthouse. (Also see “Stockholm”.) 
RESTRICTIONS: No tides or tidal current. 
MAX. SIZE: Maximum permissible length of tanker 590 ft. in accor- 
dance to dredged basins length. 
HEALTH: In case of disease or suspected disease, ship should call 
for medical assistance in common Swedish order. 
RADIO: Stockholm Radio or Harnésand Radio. When in reach of 
VHF station of harbour office, at 08.30-12.00 and 13.00-17.00, or else 
through pilot station VHF. Call signals “Skelleftea Hamnradio” or 
“Skelleftea Pilot Station”. 
RADAR/VHF: Radar service available when entering or leaving 
port. Contact pilot station (Channel 16). 
TUGS: Normally meet at passage of Gasdéren Lighthouse. Ship's 
lines should be used. Tug of 3,000 h.p. also acts as local icebreaker. 
BERTHING: No special requirements. Burea. Good anchorage but 
somewhat narrow loading place. Depth inner harbour 16 ft., depth 
outer harbour 16/21 ft. Depth in roads 21/26 ft. Kage. Depth in harbour 
at quay 23/20 ft.; length 609 ft. Rénnskdrsverken. Southern quay 
(jetty), depth 30-5 ft.; length 394 ft Northern quay, depth 42/19-4 ft. 
and length 1,814 ft. Skel//leftehamn. North quay, depth 26/21 ft. and 
length of 1300 ft. Oil Terminal, (jetty), depth 34 ft. and length 300 ft. 
with dredged basin of 656 ft. Orviken, depth of 12 ft. along a wooden 
whee of a length of 200 ft. Siporex, quay depth 19-7 ft. and a length 
of 150 ft. 

Rénnskarsverken. Northern quay, depth 42/19-4 ft. Bjursklubb. 
Length 230 ft., depth 17:5 ft. 
STEVEDORES: No stipulated ETA regulations. 
MEDICAL: Available at short notice. Government hospital in town. 
TANKERS: One tanker berth. Max. draft 33 ft. Diameter of dis- 
charge lines 8 in. Flanges Din 2633. 
FRESH WATER: At oil terminal 25 tons/hour. Elsewhere 15 tons/ 
hour except at Rénnskarsverken, where fresh water delivered by 
road tanker. 
FUEL: All usual grades available. 
FIRE PRECAUTIONS: Standard. 
DEVELOPMENTS: Planned to build jetty for drafts of about 
42:5 ft., 1974. 
GANGWAY/DECK WATCHMEN: Watchmen recommended. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CERTIFICATES: See “Stockholm”. 
CUSTOMS ALLOWANCES: (Tobacco): 200 cigarettes. (Wine 
Spirits), 1 bottle of wine and one bottle of spirits. 
CARGO GEAR: No additional requirements. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: Denmark, Norway, Finland and Netherlands. 
REPAIRS: Minor repairs only. Patent slip, max. size 1,000 tons 
displacement. 
REPATRIATION: Every kind of facility for effecting changes of 
crew. 
AIRPORT: 18 km. Regular airlines, two flights a day. 
TIME: GMT plus one hour. Permanent. 
HOLIDAYS: New Year's Day; Good Friday; 1st and 2nd Day of 
Easter; Ascension Day; 1st and 2nd Day of Whitsuntide; 1 May; 
Midsummer Day; and ist and 2nd Day of Christmas. Cargo work 
cannot be arranged. 
POLICE/AMBULANCE/FIRE: 14070, 31080; 90000; 17200. 
TELEPHONES: Available for placing on board at the Northern 
quay in Skelleftehamn. 
GENERAL: All waste to be taken to special waste containers 
ashore. 
SERVICE: Small amounts of tank-washings can be taken ashore. 
Compass adjusting carried out. Tug stationed in harbour. 
DELAYS: In exceptionally bad weather. 
AUTHORITY: Harbour Board of Skelleftea, S:a Hamngatan 35, 
932 00 Skelleftehamn. 31006. 


SKREDSVIK: 58.25 N. 11.30 E. 


Oil-harbour in the Lysekil area. 
DOCUMENTS: 

3 Crew Lists, on Imco form. 

1 Cargo Manifest. 

1 Copy Bill(s) of Lading. 

1 Stores List. 

1 Personal Effects List. 

Derat Certificate. 

Tonnage Certificate. 

Certificate of Registry. 
PILOTAGE: Pilot station at Lysekil, tel. 0523/10271. VHF Channel 
16. Five hours’ notice of ETA required. Pilot vessel is an orange- 
coloured motor launch fitted with radar and VHF. International 
signals. Pilot boards between Gaeven and Tovas Ungar, about 
6 miles West of Lysekil. 
ANCHORAGE: Gullmarsfiord, South-East of Lysekil, depth about 
60 m. 
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RESTRICTIONS: Draft not to be in excess of 40 ft. on p 
from Pilot to Skredsvik. ast 
TUGS: Have to be ordered either from Gothenburg o, thy 
Uddevalla. 

MAX. SIZE: Length 700 ft. draft 36 ft. No limit on breadth, 
FRESH WATER: Can be supplied from the pier. 

FUEL: Can be supplied from the pier. 

CUSTOMS ALLOWANCES: 200 cigarettes and one bottle 
or wine per person per week. 

IDENTIFICATION CARDS: Not required. 
TELEPHONES: Police 0522/14920, or 0524/10068 and 90000; Am 
lance and Fire 0522/10051, or 0524/10550 and 90000. 
AIRPORT: Nearest at Gothenburg. 

TIME: GMT plus one hour. 

SHORE LEAVE: No restrictions, but photographing ashore iS 
permitted. 

AUTHORITY: OE.E.F. Skredsvik. Tel. 0524/20100. 


AGENT: Ferm & Olsson AB. Post Box 66, 45300 Lysekil. Tel. ny 
10007, 10372, 11107. Telex: 42080. Cables: ‘‘Fermson" Lysekil, 
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SLITE, Gotland Is.: 57.42 N. 18.50 E. 


DOCUMENTS: 
Crew Lists. 
Customs Documents. 
Health Documents. 
Bills of Lading. 
Measurement Bill 
National Certificate. 
Valid Derat Certificate. 
All compulsory (also see 'Stockholm”.) 
PILOTAGE: Service centralised to main station at Visby. Seny 
day and night. Tel. 0498/10138. 5 hours notice required VHF Chan 
16 (also see “Stockholm"). 
ANCHORAGE: Sheltered anchorage on Inner Road with up: 
7 m. depth of water. 
para yh BBs ka No restrictions. Entrance possible day # 
night. 
MAX. SIZE: Draft not to exceed 21 ft. 6 in. 
HEALTH: Restrictions only if fever on board or vessel coming fw 
a port where disease or fever in existence. 
RADIO/VHF: Tingstade Radio Station, call sign SAE, VHFs 
“Pilotage”. 
TUGS: No tug available. 
BERTHING: No restrictions if due notice to Port Authority gig 
STEVEDORES: Notice to be given latest noon on day bel 
arrival, order to make start next morning (unless special arrane 
ments or agreements made). 
+ a Attention by doctors-in-charge. Central hospitd: 
isby. 
TANKERS: Pipe-line connection flange 8 in. 
FRESHWATER: Available alongside quay. 
FUEL: Practically all grades bunker oil available subject prior note 
DEVELOPMENTS: No developments presently contemplated. 
WATCHMEN: Not compulsory but available. 
HATCHES: Ship's crew to open or close. 
CUSTOMS ALLOWANCES: Presently 200 cigarettes per he 
week. Practically no spirits allowed out of bond. 
IDENTITY CARDS: Seamen's book or passport if travelling & 
side port area. 
CONSULS: No consul representations at Slite. Nearest cons 
(for Denmark, Norway, Finland, West Germany) at Visby. 
REPAIRS: Only minor repairs possible. 
DRY DOCKS: None. 
REPATRIATION: Good possibilities for changing crew. 
AIRPORT: About 40 km. to Visby Airport. 
TIME: GMT plus 1 hour. Permanent. 
TELEPHONE: Alarm central tel. 90 000. 
SERVICES: No services for tank-cleaning tank washing, or 
pass adjusting. 
SHORE LEAVE: Permitted. 
AUTHORITY: AB Cementa, Storgatan 90, Slite. 


AGENT: Aktiebolaget Rob. Myrsten, 620 30 Slite, Telex 4137-4 
Myrsten. Cables: ‘‘Myrsten — Slite." Tel. 0498/20001 /02/03, After hor 
0498/20102/20021 /20014. 


SODERHAMN: (includes Stugsund, Langror oilbe* 
and Sandarne factory berth) 61.18N.17.05E. (See Pl# 


DOCUMENTS: 

2 Crew Lists. 

3 Bills of Lading. 

3 Manifests. 

1 Tobacco List. 
PILOTAGE: Pilot must have 5 hours notice. Telegraphic add 
“Soderhamn Pilot Station", Ljusne. VHF Channel 16 for ca 
pilot boat and pilot station (frequency 156°8 mHz). and 13 (freque® 
156-656 mHz). Pilot boat is orange. International signals to be us 
Vessels can normally receive Pilot between Hallgrund and St 
frun. In case of bad weather or ice, Master consults Pilot for a” 
(also see “Stockholm"). 
ANCHORAGE: Lilljungfru anchorage S.W. Lilljungfrun, wr 
depths are 15-20 m., is W. or S.W. of Norrutharet. Branthalls® 
chorage W. BranthAll isl., depths 10-15 m. 


SIZE: Langrér oil berth. Breadth of entrance fairway 55-60 m. 
wed depth #5 m. at mean level. Max. ship length about 170 m. at the 


2 ame. Breadth 30 m., depth 72m. m.l. 55-60 m. in unlit 


igirway- 
Breadth 30 m., depth 6-2 m. m.l. 
Sup Breadth 10-15 m., depth 3-7 m. m.l. 

‘h varies about one foot below and one foot above m.|. Breadth 
at narrowest point in fairway. ‘ 

LTH: No special action except for suspected disease. In case 
i disease contact Agent for information. 

DIO; Stockholm Radio when vessels come from South and 
ve Radio from North. Within reach Master may call Séder- 
a Port Radio. Tug station is Stugsund. Tug fitted VHF, Channels 
ais a radar station at Soderhamn. Pilot station, Ljusne, and 
ome of the pilot boats are fitted with radar. } ; 

TGS: Normally meet large vessels at Otterhallans Lighthouse and 

shers off quays on request. Ship's lines to be used. 

BERTHING : Boatmen can be ordered by Pilots or Agents. Large 
ships berth oil berth only in daylight because channel not lit. 
STEVEDORES: Gangs to be ordered by Agent usually at 1500 
ip starting next morning at 0700. — ; 

WEDICAL: Medical attendant available day and night. ; 
TANKERS: 6-or 8-in. connections. Only one berth and maximum 
depth at quay 8:5 m. 

DENSITY : Practically fresh water. ; 
FRESH WATER: Available in all ports. Delivered through pipe- 
ines on wharf. Rate: 10 tons/hour. ; 

FUEL OIL: Any normally used grade on request to oil company 
with few hours’ notice. J 

DEVELOPMENTS: A new quay at Langrér berth for general 
cargo will be established in a few year's time. F 
GANGWAY/DECK WATCHMEN: Watchmen available. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
SHIP'S CERTIFICATES: Traffic permission (not necessary for 
sorts within the custom district boundaries), Nationality and Reg. 
Certificate (or interim Nationality Certificate, Bill of Measurement, 
Swedish Sailor's Roll (only Swedish ships), Foreign Nation Crew 
Passport, Derat Certificate (6 month), Certificate of Health. 

CUSTOMS ALLOWANCE: (Tobacco), out of bond, 200 cigarettes 
of 100 gr. tobacco and 100 cigarettes. (Wine/Spirits), out of bond, 1 

bottle of spirits, 75 cl. 

CARGO GEAR: Valid cargo gear certificates. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Danish, French and Dutch. 

REPAIRS: Minor plate-work and welding can be carried out. 

REPATRIATION: Facilities exist for effecting crew changes. 

AIRPORT: Nearest international airport. Stockholm. 

TIME: GMT plus 1. Permanent. 

HOLIDAYS: No work on official holidays, but may be possible on 

special request. New Year's Day (1st January); Twelfth Day (6th 

January); Good Friday; Easter Sunday and Easter Monday; 1st May; 

Whit Sunday and Whit Monday; Midsummer Day; All Saints’ Day; 

ith December and 26th December; New Year's Eve; Easter Eve; 

Whitsun Eve; Midsummer Eve; Christmas Eve. 

POLICE AMBULANCE/FIRE: Police 90000 0r0270/10020; Ambu- 

lance 90000; and Fire 90000 or 0270/12249. 

TELEPHONES: In Sandarne, quay telephones can be placed on 

board. Two telephones. 

GENERAL: There is a VHF port radio at the Port Office, Séder- 

tama. Working time 0800-1700. Channel 16 for call and working 

channel. During the ice-breaking season the tug may be out even at 

night. Tug has same channels. Séderhamn custom district includes 

me tli llljungfrun Pilot also serves ports of Ala, Ljusne and 
allvik, 

SERVICES : Facilities for discharge of tank-washings max. 20 tons. 

Tank-cleaning and facilities for discharge of tank-washings of great 

ee Stockholm and Sundsva!l. Compass adjusting in Stug- 

sund berth. 

REGULATIONS : Port regulations available from Agent or Port 
fice 


DELAYS: Fog, ice and bad weather may delay berthing. Rain and 
snow can delay loading and discharging of dry cargo. 


AUTHORITY : Hamnforvaltningen, Soderhamn, tel. 0270/14828 or 


SOLVESBORG: 56.03 N. 14.35 E. (See Plan) 


DOCUMENTS : See “Stockholm”. 

ILOTAGE: Pilot station at Ahus, tel. 044/240027, needs five hours’ 
ry Pilot station and pilot boat can be ordered by VHF Channel 
: (156, 80 mHz). Harbour office in Sélvesborg can be called on 
ANG frequency. (Also see “Stockholm".) 

h CHORAGE: Roadstead to S. of harbour 25 ft. deep with good 
diding ground, 

ee SIZE: Depth in outer harbour 8-2 metres (27 ft.) and in inner 
my our 7-5 metres (25 ft.) Recommended for ships to have 1 ft. 6 in. 

water under keel. Maximum length 200 m. (656 ft.) Breadth 30 m. 
to +). Draft 7:7 m. (25 ft.) for vessel entering harbour. Largest ship 

snter harbour was 20,000 tons oil tanker with load of 9000 tons. 
tenho however, not the upper limit. Harbour entrance has bottom 
HEA th of 65 metres (213 ft.). 

RaDratt: See "Stockholm". 
0: Malmé Radio and Gothenburg Radio. 


SWEDEN 


VHF: Harbour Office can be reached by VHF, Channel 16 (156.80 
mHz). Working frequency Channel 14 (15.70 mHz). 

rime Available. Ordered through Agent or directly to Harbour 

ice. 

STEVEDORES: Need notice before 1500 if loading/discharging 

shall start at 0730 hours following morning, or notice before 1000 

hours if loading/discharging shall start 1300 hours the same day. 

TANKERS: 3 Shore-lines for oil products from oil jetty to depots. 

1, 250 mm. for bunker C (2nd fuel); 2. 200 mm. for paraffin oil; 

3. 200 mm. for petrol. For discharge coasters use ship's equipment. 

Bigger ships discharging bunker C oil use harbour's 8 in. rubber 
ose. 

FRESH WATER: Fresh water available. 

FUEL: Ordered from oil companies by ship's Agents. 

GANGWAY/DECK WATCHMEN: Watchmen normally not 

needed. Can be ordered by ship's agents. 

OPENING/CLOSING HATCHES: Normally opened/closed by 

crew. 

SHIP CERTIFICATES: See “Stockholm”. 

TOBACCO ALLOWANCE: Basis for forming an estimate is ship's 

stay in Swedish ports. Normally 200 cigarettes/week. 

WINE/SPIRIT ALLOWANCE: Normally 1 bottle/week. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Royal Danish Vice-Consulate. Railway Station Build- 

ing. Tel. 0456/10115. 

REPAIRS: Carried out by Solvesborgs Shipyard. Tel. 0456/10950. 

DRY DOCKS: Dry dock in ship yard, 341 ft. long, 51 ft. wide at 

entrance, 144 ft. deep on sill HWOST. 

REPATRIATION: No facilities. 

AIRPORT: 50 km. to Kristianstad Airport and 60 km. to Ronneby 

Airport. Served by regular inland airlines. 

TIME: Local time = GMT plus 1 hour. Permanent. 

HOLIDAYS: See “Stockholm”. 

POLICE/AMBULANCE/FIRE: Dial 90 000 and ask for Police, 

Ambulance or Fire Department. 

TELEPHONES: Telephones available in Agent's offices at quay 

and telephone boxes. 

DELAYS: Normally no delays. 

AUTHORITY: Chairman of the Harbour Board, Valjegatan 17, 

294 00 Sdlvesborg. Tel. 0456/10247. Harbour Office, Box 49, 294 00 

Sélvesborg. 


STENUNGSUND: 58.04 N. 11.49 E. 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists. 

1 Tobacco and/or Stores List. 

1 Manifest. 

1 List of Animals on Board (if any). 

Access to the usual ship's papers (measurement, register, certi- 

ficate, etc.). 

If away from Sweden more than 15 days: Bill of Health. 
PILOTAGE: Pilots board West of Skallen Lighthouse outside 
Marstrand. Pilots will not take big ships during darkness. Those 
ships must anchor and await daylight. Calling for Pilot can be made 
in usual manner and on VHF, Channel 16. Give twenty-four hours 
notice of ETA through Agents. (Also see ‘‘Stockholm”.) 
ANCHORAGE: While awaiting berth vessels anchor outside 
harbour N.W. of jetty. Safe anchorages everywhere, but fairway 
South of Galterén Lighthouse has to be avoided. 
RESTRICTIONS: Large vessels daylight entry only. 

MAX. SIZE: 65,000 d.w. Draft at berth is only limit, 12-7 m. at North 
side, and 11 m. at South side of jetty at mean water level. 
HEALTH: No special pratique necessary. If any disease or fever 
suspected on board, doctor must be called on arrival. Pratique 
automatically granted when entering from another port in Sweden. 
RADIO: Gothenburg radio. 

VHF: Channel 16. 

TUGS: Tugs from Gothenburg will join at bridge South of harbour. 
Ship's lines always used. 

STEVEDORES: None. Tanker port only. 

MEDICAL: Doctors and dentists available at short notice. Hospitals 
situated at Uddevalla and Kungalv, ambulances at Stenungsund. 
TANKERS: 8 in. hoses at jetty. At North side of jetty tankers berth 
starboard side to, and at South side port side to. 4-ton crane situated 
on jetty but ship's derrick also used for hoses. 

FRESH WATER: Supplied by hose at a rate of 25 tons/hour. 
FUEL: Only available by barge from other places (i.e. Gothenburg). 
Bunkering only during daylight. Can be ordered at short notice. 
FIRE PRECAUTIONS: Normal. 

GANGWAY/DECK WATCHMEN: Watchmen from ashore 
necessary when telephone connected. 

CUSTOMS ALLOWANCES: 200 cigarettes. One bottle of spirits. 
IDENTIFICATION CARDS: Not required. 

CONSULS: None at Stenungsund, but at Gothenburg. 
REPAIRS: Some minor repairs may be effected. 
REPATRIATION: All facilities exist. Consu!s at Gothenburg. 
AIRPORT : Gothenburg 50 km. away. Regular airlines. 

TIME: GMT plus 1 hour. Permanent. 

HOLIDAYS: Tankers load and discharge all year round. 
TELEPHONES: Connected on board if wanted. Watchmen attend 
calls. Fireman and alarm on jetty during whole operation. 
AUTHORITY: Statens Vattenfallsverk, Varmekraftverken, 444-00 
Stenungsund, Sweden. Cables ‘‘Kraftverket"’. Tel. 0303-70670. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


STOCKHOLM: 59.19 N. 18.03 E. (See Plans) 


DOCUMENTS: 

(a) Crew List; normally 2 copies; for oil harbour at Loudden and 
Free Port, 3 copies 

(b) Passenger List: regular passenger services 2 copies; cruise 
ships (lists for cruise ships must be sent in advance to Agent 
for forwarding to Immigration Authorities), 2 copies. 

(c) Customs Documents: arrival report (form can be obtained on 
arrival), 4 copies. 

(¢d) Quarantine Certificate or Bill of Health: Deratisation Certifi- 
cate not more than six months old to be shown. Note: Addi- 
tional quarantine regulations may be imposed in special cir- 
cumstances. 

(e) Manifest: 3 copies. 

(f) Bills of | ading: 1 copy of each. Liners may be subject to other 
regulations with regard to (e) and (f) above. 

(g) pune documents: Tonnage Certificate. Certificate of nation- 
ality. 

PILOTAGE: (Sweden general). Applications for licensed Pilots 
should be made at least five hours before pilotage is due to com- 
mence. When making application specify name of vessel, tonnage, 
draft and destination. Also give estimated time for taking pilot on 
board and route. if this procedure not followed, the Maritime Service 
cannot guarantee to supply a Pilot without considerable delay to 
vessel. 

Preferable make application by telephone, or by radio via a coastal 
station or by some other method direct to pilot station nearest point 
where pilotage is to begin. Also possible request Pilot by VHF 
(ultra shortwave) telephone to any Maritime Service pilot station, 
Pilot waiting point or lighthouse which is equipped with VHF. 

The Maritime Service's network of permanent VHF telephone 
stations has been extended to give almost complete coverage of all 
pilot stations and waiting points and is also operative for a number of 
lighthouses. The radio stations can operate on different channels 
and are equipped for frequency modulation. During hours when 
pilot stations are open, a constant watch is kept on frequency 
156:80 mc/s (Channel 16). This frequency should be used for all 
signals and replies - and for distress traffic. Outside these hours, 
normal traffic transmissions, i.e. applications for Pilots, etc. should 
be made on frequency of 156-65 mc/s (Channel 13) or on reserve 
operating frequency of 156-60 mc/s (Channel 12). 

When making VHF telephone call, the type of call signal that 
should be sent is “‘Lotsarna (or pilot station) plus the name of the 
pilot station or the pilotage attendance”. 


Arholma Sandhamn Landsort 
Cable address Furusund Stockholm Nynashamn 
pilot station pilot station pilot station 
Notice of 
arrival 5 hours 5 hours 5 hours 
VHF channels __ 6, 12, 13, 16 6, 12, 13, 16 6, 12, 13, 16 


Description of Pilot boat on day duty flies international flag “H”™. 


pilot boat Pilot boat on night duty carries lights conforming 
to International Regulations for Preventing Col- 
lisions at Sea, Rule No. 8. 
33 ft. steel 33 ft. steel 40 ft. steel 
cutter painted cutter painted cutter painted 
red-orange red-orange red-orange 
Calling Pilot: 
During daylight Flag G Flag G Flag G 
At night International International international 
PT with morse PT with morse PT with morse 
lamp lamp lamp 
Audible signal International International International 
in reduced PT with siren PT with siren PT with siren 
visibility 
Pilot may be called by radio or VHF. 
Arholm Sandham Landsort 
Boarding point At Bjérk6 out- 2n.m.S.E. of Fe n.m. S. of 
side outer Revengegrund ja 
Skerries, 2-3 _ light 
n.m. N.W. or 
E. of Simpnas- 
klubb 


Near position 
stated above 


Anchorage for 
vessels await- 


Near position 
stated above 


Near position 
stated above 


ing Pilot 
ANCHORAGES: 
Arholma Sandhamn Landsort 
(a) Prohibited 59° 30’ N. 59° 17’ N. 
anchorage 19° 05’ E. 18° 54’ E. 
59° 45’ N. 
19° 14’ E. 
(6) Suitable 2-4 n.m. 2-4 n.m. E. 6-8 n.m. S.S.E. 
anchorages N.N.W. of and S. of of Landsort 
Simpnasklubb Revengegrund 
(c) Depth 33-33 fathoms 11-22 fathoms 11-16 fathoms 


RESTRICTIONS: Very large passenger vessels and fully-loaded 
tankers of approx. 15,000 tons dwt or over not allowed pass through 
Skerries during darkness. Via Landsort 40 ft. draft; via Sandhamn36ft. 
draft; via Simpnas 30 ft. draft. 

Ships with gross tonnage exceeding 400 tons must proceed only 
with an Easterly course in Lindalssundet. Ships with gross tonnage 
exceeding 400 tons must not proceed through Kodjupet and Sand- 
hamnssundet (between Sandon and Korso). 

Tankers with gross tonnage exceeding 22,000 tons must be 
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accompanied by a tug from the narrows at Dalaro and Sandhy, 
through the Archipelago to Stockholm and nearby ports, 

Ships with a gross tonnage exceeding 400 tons, not using, 
must be equipped with VHF telephone which must be CONtinup, 
watched on Channel 16. 

Ships with gross tonnage exceeding 1,000 tons must FEDOrt es 
to and exit out of the Archipelago as well as arrival to, and depan, 
from the port, to the nearest manned pilot station. 

Tankships with gross tonnage exceeding 1,200 tons 
crude oil products, mineral oil and certain chemicals must}, 
licensed Pilot in the passages Arholma-Stockholm; Soderhan 
Stockholm; Sandhamn-Stockholm; Landsort-Stockholm; Landy. 
Nynashamn; Landsort-Sodertalje and in the Lake of Malaren, 


MAX. SIZE: Via Sandhamn: 

Overall length = approx. 820 ft. 
Beam = » 100 ft. 
Draft = ts 36 ft. 
Via Landsort: 

Overall length = approx. 820 ft. 
Beam = » 100 ft. 
Draft = i 39 ft. 
Via Simpnas: 

Overall length = approx. 650 ft. 
Beam == » 100 ft. 
Draft = Ww 29 ft. 


There are no tides. 
HEALTH: Vessels arriving from ports outside Europe mus; 
inward clearance provide Customs Office with written declaratios 
freedom from infection. Further instructions will be issued by ( 
toms Office where such a declaration cannot be given. 
RADIO: Stockholm Radio, call sign: SDJ. 
RADAR/VHF: All three pilot stations have radar for interna » 
No harbour radar service. VHF Channels 16 and 12. 
TUGS: Very large vessels may be met by tugs by special array 
ment at pilot boarding point. Tugs available to special ord; 
assist with berthing; the rendezvous usually near berth. 

Rates: According to fixed tariff. 

BRIDGES: 
RULES CONCERNING VESSELS CROSSING SEALANE 
AT LIDINGO BRIDGE 

In force as from 1st May 1970 until further notice. Movable par) 
Lidingé Bridge is opened after request for letting vessels » 
through 5 minutes before full- and half-hour, in accordance # 
following table. 

For vessels in regular traffic: Weekdays excepting day before % 
day or Holiday, 5.55-6.55 hrs., 9.25-11.25 hrs. and 18,.55~-20.55 & 
Day before Sunday or Holiday, 5.55-6.55 hrs., 9.25-11.25 hrs, # 
15,55-20.55 hrs. 

For pleasure crafts not passing at same time as vessels in reg 
traffic: Weekdays excepting day before Sunday or Holiday, §§ 
6.55 hrs., 10.25-15.55 hrs. and 19.55-20.55 hrs. Day before Sunda! 
Holiday, 5.55-6.55 hrs., 9.25-11.25 hrs. and 16.55-20.55 hrs. 

For all types of vessels: Sundays and Holidays, 5.55-20.55 hrs 
opening of bridge required between 20.55-5.55 hrs., application tt 
given to bridge watchman stating time for opening, latest 17.0" 
previous evening. 

HOURS OF OPENING ARSTA BRIDGE 

Arsta bridge is opened after requestto Train Controller, Stockh 
Central, tel. 22 60 00, extension 2171, for vessels passing until fit 
notice on following hours: Monday and day after holiday, 0\# 
01.25 hrs., 02.25-02.40, 03.00-03.40 hrs. Other weekdays, Tues 
Saturday, 02.25-02.40 hrs. Sundays and Holidays, 01.40-03.35, 
04.30 hrs. Applications regarding opening of bridge must be loi 
latest 16.00 hrs. (Saturdays 12.00 hrs.) on previous day. Openiny! 
bridge subject to train traffic condition not causing any obstruct# 

HOURS FOR OPENING FOR MOVABLE ROAD BRIDGES 

OVER HAMMARBY SEALANE 

Movable parts of road bridges over sealane of Hammarby openet! 
request for vessel unable freely to pass under the bridges! 
through the year at regular hours. 
BERTHING: Special harbour Pilots available round clock to a 
arrival, departure and warping. Use of harbour pilot servicet! 
optional. Services of boatmen available to order at any time of da 
night. See Table opposite 
STEVEDORES: Stevedores available at 7.00, 9.30, 11.00 and # 
hrs., Stevedores required for 7.00 hrs. must be booked previous@ 
otherwise can be booked for next starting time. A pricelist can bet 
tained from Stockholms Férenade Stuveriaktiebolag, Stockholm 
MEDICAL: Duty medical officer available all hours day or 0% 
Tel. Stockholm 21 55 49, 11 83 31 or 20 30 91. Seamen admitiet’ 
hospital with note from Medical Officer for Seamen, but not ne 
sary for emergency admissions. Valid certificates of vaccing® 
must be produced. Any necessary vaccinations carried out! 
Medical Officer for Seamen. 


TANKERS: 
Tanker discharge Diameter of No.of Depth of water 
quay discharge tanker at quayside 
pipelines berths 

Bergs oil harbour 12°-20° 1 40’ 0” 

Flaxenvik 12° 1 36’ 0° 

Gashaga 6"-12" 2 34’ 6°-36' 0° 

Kvarnholmen 8°-14" 3 36’ 0°-39" 6” 

Loudden 6°-12° 4 29’ 6”-39' 4” 

Rasta 8*-10" 1 39° 6” 

Stora Héggarn 6”-10" 1 39° 0” 

Telegrafberget 6-8" 1 40’ 0” 

Vartan 8" 4 25’ 0°-35' 6° 


SWEDEN 


—s Depth of water 


at mean water 


Quay cranes** 


Warehouses, sheds etc. 


Length 13 ft. from Lifting 
Quays and harbours Berth numbers of quay quay* Number _ capacity Number Kind Notes 
an feet _ ft. in. - ft. in. tons 
on Balle 3-37 6,332 31 3-182 11 50-75 3 Custom-buildi 
amnen F stom-buildings 
gudsgirdsh 2 Sheds 
1 Warehouse 
sieppsbrohamnen 101-108 1,870 1910-178 1 5:0 3  Custom-buildings 
gira Blasieholmshamnen 902 11 6 
wworohamnen 1-10 1,539 18 2-100 
ndvagen 11-27 3,291 16 5- 84 
ahamnen 500-507 6,827 35 9-215 13 3-0-10-0 
509-511 
515-526 
tree Port Harbour 610-611 5,794 34 1-249 41 2:5-24-0 17 Sheds 
620-625 7 Warehouses 
630-638 1 Grain-silo Suction installation 
640-641 building for 120 tons 
650-655 per hour 
oy harbour at Loudden 701-710 3,346 39 0-292 Shore with 8 
loading jetties and 
1 pier 
Nora Hammarbyhamnen 1-44 5,545 20 8-117 12 5-0-6:0 1 Custom-building 
1 20-0 1 Shed Fixed crane 
Sidra Hammarbyhamnen = 1-8, 10, 16-27 4,564 20 8-129 5 5:0-7°5 
Small wharves 1,407 29 2- 82 
Total for installations 
on the Baltic-side 41,417 84 
On Lake Malar 
Aiddarholmshamnen 230 13 3 
Norr Malarstrand 1-13 2,523 21 2- 67 1 Shed 
Sider Malarstrand 10-21, 25-26 3,012 1411-130 5 3-0-5:0 
Ballstahamnen 686 16 7-137 
Hornsbergsstrand 1,207 22 10-137 1 6-0 
Hasselbyverkskajen 948 23 2-134 1 8-0 Administered by 
the Energy Supply 
Authority 
Small wharves and quays 2,231 2210- 98 
Total for installations 
onthe Lake Malar-side 10,837 7 
Grand total 52,254 91 
Principal private quays and wharves 
On Baltic 
inside and close to the Port of 
Stockholm area 4,840 42 4-122 
On Lake Malar 
inside the Port of Stockholm area 4,305 2210-133 
Water level Baltic Lake Malar 
ft. in. ft. in. 
High water highest observed HHW +2 0 +3 3 
normal MHW +0 10 +1 10 
Mean water MW -—1 0 +1 0 
Low water normal MLW —2 6 +0 6 
lowest observed LLW —2 11 —0 4 


"Different heights of the water refer to the Swedish State Measure Datum: 
"Besides the quay cranes there are 4 pontoon cranes of 6-260 tons lifting capacity, the biggest one with own propelling machinery.The 
tumber of cranes is thus 98. In addition to these there are 12 cranes in private ownership. 


CONSULS: 


DENSITY : Salt content of 0:5%. No variations. 
FRESH WATER: Fresh water may be obtained from quayside as 
vel as from water barges or tugs. 1,000 cu. ft. per hour can be 
idivered from quayside, but at Loudden maximum 3,500 cu. ft. per 
hour can be delivered. Water supply capacity of tugs and water- 
boats varies up to maximum of 1,750-5,250 cu. ft. per hour. Special 
telivery charges payable for delivery of water to tanker discharge 
quays outside Port area by water-boat. 
FUEL: All grades bunker oil, lubricating oil, etc. can be supplied. 
DEVELOPMENTS: Container terminal in Free Portarea completed. 
Deoth at quayside = 34 ft. 6 in. 
SANGWAY/DECK WATCHMEN: Not essential, but recom- 
mended for large tankers. 
oPENING/CLOSING HATCHES: If opened and closed by steve- 
ores, subject to extra fee. 
CERTIFICATES : 
Tonnage Certificate. 
Certificate of Nationality. 
Sratisation Certificate not more than six months old. 
hip's articles, crew list or similar document listing all persons 
Signed on aboard. 
~STOMS ALLOWANCES: Tobacco: 200 cigarettes per person 
a week or 200 g. (7 0z.) of tobacco per person per week. Wine and/ 
Spirit: One bottle of spirits per person per week, one bottle of wine 
ben per week. 
en 60 GEAR: Cargo vessels carrying goods which constitute a 
eat explosion hazard or other flammable or otherwise dangerous 
on must notify Port Authorities in advance of nature and quan- 
be goods concerned. In certain cases a red flag or red light must 
iD aed at masthead. 
ok TIFICATION CARDS: Passport or seaman's discharge 
with photograph. 


Algerian Embassy 

Argentinian Embassy 

Argentinian Consulate 

Australian Embassy 

Austrian Consulate-General 

Belgian Embassy 

Brazilian Embassy 

British Embassy 

Canadian Embassy 

Chilean Embassy 

Chinese People’s Republic, 
Embassy of the 

Colombian Embassy 

Danish Embassy 
— Consulate and Visa Office 

Dominican Republic Consulate- 
General 

Ecuadorian Embassy and Consulate 

Finnish Embassy 

Finnish Consulate and Passport 
Office 

French Embassy 

German Embassy (Federal Republic) 

Greek Embassy 

Guatemalan Consulate 

Haitian Consulate-General 

Honduras Consulate, Republic of 

Hungarian People's Republic, 
Embassy of the 

Icelandic Embassy 

Indian Embassy 
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63 66 41, 67 66 22, 67 12 65 


770 
9 58, 20 26 99 
2 85, 61 73 10 
1 40 
9 20 
6 90 
5 39 
89, 21 84 90 
60 
80 
92 
01 
15 
60, 10 29 30 
70 
80 
60, 61 78 80 
20 
11 
85 
62, 62 56 75 
16, 67 27 52 
37, 11 32 13 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Indonesian Embassy 63 54 70 

Iranian Embassy and Consulate 62 70 68, 62 73 68 
Iraqi Embassy 63 91 10, 63 91 20 
Irish Embassy 61 80 05, 61 74 09 
Israeli Embassy 63 52 40 

Italian Embassy 62 12 69, 61 21 55 
Italian Consulate 33 18 00 
Japanese Embassy 62 72 10, 62 72 75, 62 77 58 
Jugoslav Embassy 10 11 80, 10 11 81 
Korean Embassy 62 30 00, 61 86 50 
Lebanese Consulate-General 67 08 80 

Liberian Embassy 62 20 90, 62 10 40 
Luxemburg Consulate-General 22 94 50 

Mexican Embassy 61 

Moroccan Embassy 62 62 07 58 
Netherlands Embassy 24 

Nicaraguan Consulate-General 23 

Norwegian Embassy 76 

Norwegian Consulate-General 10 

Pakistani Embassy 67 , 67 87 42, 67 87 43 
Panamanian Consulate-General 63 

Panamanian Consulate 20 

Paraguayan Consulate 67 


Peruvian Embassy 
Peruvian Consulate-General 
Poiish Embassy 
Polish Consulate-General 
Portuguese Embassy 
Portuguese Consulate 
Rumanian Embassy 
Salvadorian Consulate 
Singapore, Republic of 
South African Legation 
Spanish Embassy 
Swiss Embassy 
Tanzanian Embassy 
Thai Embassy 
Thai Consulate-General 
Tunisian Embassy 
Turkish Embassy 
Turkish Consulate-General 
Union of Socialist Soviet Republics, 
Embassy of the 
- Consular Department 
United Arab Republic, Embassy 
of the 
United States Embassy 
Uruguayan Embassy 
Uruguayan Consulate-General 53 27 55 
Venezuelan Embassy 62 93 15, 16 74 58 
REPAIRS: All types of deck and machinery repairs can be carried 
out. 
DRY DOCKS: Gustav V Dock, length 598 ft., width 79 ft., depth 
31 ft. Also three other dry docks and five floating docks. 
REPATRIATION: Crewmen may be signed-on and paid-off. 
Whether paid-off crewmen will be allowed to remain in the country 
and seek new employment, depends on existing bilateral agreements 
between countries. Generally, only a citizen of a Scandinavian 
country may seek work in Sweden without a special labour permit. 
AIRPORT: Arlanda, approx. 22 miles from central Stockholm. 
Served by regular airlines. 
TIME: GMT plus 1 hour. Unchanged throughout year. 
HOLIDAYS: New Year's Day (January 1st); Epiphany (January 
6th); Good Friday (variable Friday in March/April); Easter Monday 
(variable Monday in March/April); May 1st; Ascension Day (variable 
Thursday in May/June); Whit Monday (variable Monday in May/ 
dune); Midsummer Day (variable Saturday in June); All Saint's 
Day (first Saturday in November); Christmas Day (December 25th); 
Boxing Day (December 26th). No work is normally done on these 


ays. 

POLICE/AMBULANCE/FIRE: Tel. 90 000. 

TELEPHONES: Ship-to-shore telephone connections can be 
provided at most quays. 

GENERAL: Degaussing station available. 

SERVICES: Electric current can be laid on at some quays. Port has 
a special barge for collection of oil residues. Licensed compass 
adjusters available. 

SHORE LEAVE: No restrictions. 

DELAYS: Occasionally shortage of stevedores. Some delay may 
be caused by ice, but port kept permanently open by ice-breakers. 
AUTHORITY: Stockholms Hamn, Sandhamnsgatan 57, S-115 28, 
Stockholm, Sweden. Tel. 63 55 00 (routing code 08). Telex 10 612. 
Cables: Capitalport. 
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STORUGNS, Gotland Is.: 57.50 N. 18.49 E. 


Situated on Eastside of Bay of Kappelshamn on the North coast of 
Gotland and about 18 km. North of Slite. 
DOCUMENTS: 
Crew Lists. 
Customs Documents. 
Health Certificate. 
Bills of Lading. 
Measurement Certificate. 
Valid Derat Certificate. 
All compulsory. (Also see ‘‘Stockholm”.) 
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ANCHORAGE: Good anchorage. N.W. of quays. Sand ang 
bottom. 4 
PILOTAGE: Service centralised to main station at Visby. Sey 
day and night. Tel. 0498-10138. 5 hours notice required. VHF Cha, 
16 (also see Stockholm"). 

ANCHORAGE: Good anchorage available. 
RESTRICTIONS: None. Entry day or night. 

MAX. SIZE: Depth at entrance and at quay 10 m. Vessels 
20,000 tons have loaded to full draft. » 
HEALTH: No restrictions provided no disease or fever or boas 
vessel not arriving from port where disease or fever in exis: 
RADIO/VHF: Tingstade Radio Station - SAE. VHF see “Pilotay 
TUGS: None. 

BERTHING: Main harbour for loading limestone. Modern loa 
facilities. Load rate about 500 tons/hour in two shifts, Up» 
metres depths at quays. 

MEDICAL: Central hospital at Visby. 

FRESH WATER: Not available. 

FUEL: Most grades available from Visby subject prior notice 
WATCHMEN: Not compulsory but available. 

HATCHES: Ship's crew open and close. 

CUSTOMS ALLOWANCES: Presently 200 cigarettes per, 
week. Practically no spirit allowed out of bond. 

IDENTITY CARDS: Seamen's book or passport if travelling, 
side port area. 

CONSULS: No consul representations at Slite. Nearest com 
(for Denmark, Norway, Finland, West Germany) at Visby. 
REPAIRS: Only minor repairs possible. 

DRY DOCKS: None. 

REPATRIATION: Good possibilities for changing crew, 
AIRPORT: Visby. 

TIME: GMT plus 1 hour. Permanent. 

SHORE LEAVE: Permitted. 

AUTHORITY: AB Gotlands Forenade Kalkbrott. 


AGENT: Aktiebolaget Rob. Myrsten, 620 30 Slite. Telex 4137-1 
Myrsten. Cables ‘‘Myrsten - Slite."" Tel. 0498/20001/02/03, & 
hours: 0498/20102/20021 /20014. 


STROMSTAD: 58.56 N. 11.10 E. 


DOCUMENTS/PILOTAGE: See “Stockholm”. 

ANCHORAGE: Available within port to vessels up to and ing 

ing 3,000 d.w. 

MAX. SIZE: Cargo ships (not tankers), max. 3,000 d.w. 

BERTHING: No particular restrictions for berthing within thes 

FRESH WATER: Available. 

FUEL: None available. 

GANGWAY/DECK WATCHMEN: Necessary. 

OPENING/CLOSING HATCHES: Carried out by crew. 

IDENTIFICATION CARDS: Needed. 

CONSULS: Norwegian Consul: Karl Krohn, Adr: Karlsgatant 

REPAIRS: No repairs possible. 

REPATRIATION: Facilities exist for effecting crew changes. 

AIRPORT: Torslanda (Gothenburg). Distance: 200 km. 

HOLIDAYS: Cargo work can not be arranged on holidays. 

POLICE/AMBULANCE/FIRE: Police 12530; Ambulance # 

(ask for ambulance); Fire 11160. 

sho rate ga Arrangements exist for placing telephones! 
oard. 

TIME: GMT plus 1. Permanent. 

DELAYS: No delays in load or discharge. 

AUTHORITY : Hamnférvaltningen Stromstad. 


SUNDSVALL: 62.25 N. 17.20 E. 


DOCUMENTS: 

3 Crew Lists and/or 3 Passenger Lists, also stating what tobi 
cigarettes or spirits each man has. 

Deratification Certificate. 

Manifest and/or Bills of Lading. 

Register, and if vessel has been before in Sweden same year? 

for light dues paid. 

PORT LIMITS: The seaward boundaries of the port is?! 
between the following points: Kubikenborg (62° 22’ 42” N. 172! 
E.); Eastern Point of Tjuvholmen Isle; Korsta (62° 23’ 54” N. 1 
48” E.). 

PILOTAGE: There are two main entrances to Sundsvall. 

From Bremo Island in white sector to Draghallan Light. Dé 
in the passage 10-4 metres. ; 

from Bremo Island via Gubben Light and Spikarna Ligt 
Draghallan Light. Depth in the passage 14-0 metres. Pilot in® 
cases obtainable at Gubben Lighthouse. 

Pilot station at Spikaren South point of Alné island. Pilot 
able at position North 62.21 East 17.39. Pilot VHF frequency 'f 
possibility to shift to another wavelength when ships calling. 
other length. Signals made either by sound or light and by hoist 
G or PT flag during daytime. If very bad weather ship can # 
from Bremé island on white sector of the Draghallan Lightho# 
entrance of Sundsvall, but only ships less than 25 ft. draft.9 
notice of ETA to ship's Agents and any change of position # 
be given at least 2 hours before ETA Pilot. (Also see “Stockh | 
ANCHORAGE: Between islands of Tjufholmen and Alné ant 
in Svartvik bay. 


MAX. SIZE: There are no restrictions on length and pres! 


- i i i ee i 


ft for vessels bound to Sundsvall is about 12 metres. 
soe aide at the oil terminal is 40 ft. 
* perthing” and “Tankers”. 
LTH: See “Documents”. ; 
WEA Cable Agents giving ETA, draft and cash required via 


DIO: nosand Radio SAH or Stockholm Radio SDu. 
GS; Tugs to be ordered by Agent and compulsory at Sundsval 
v ‘inal for tankers of more than 3,000 dwt. 
wATHING: Any time. No restrictions except draft. 
pol max. draft 20 ft. 
Fagervit " ” = + 
heave "49 ft. (salt-berth) 
eg Go) cet | 
oo h " 16 ft. (saw-mill) 
ba 7 mmy 32 ft. (Sundsvall terminal) 
gundsvall »—~-: 16-27 ft. (town-quay) 
Wokajen ” " 20 ft. 
xybikenborg) " 32 ft. 
Stockvik 21 ft. 


: DORES: Ordered by Agents, but if vessel to load various 
pete different destinations, this must be stated to Agents, 
ind also if possible to work with trucks on board. 
ordinary working hours : Monday to Friday 0700-1600. Meals 0900-093 

1400. 
—. Two hours may be worked on Monday, Tuesday, Thursday 
wd Friday. Five hours may be worked to complete cargo, except 
turday. 

Sundays 0700-1530 (minimum of 5 hours at double time). Two hours 

nay be worked to complete cargo. 


TANKERS: 

Ostrand max. draft 23 ft. 

Ortviken ‘* ee h 

Vindskarsudde ,, » 37 ft. Gin, 
29 ft. 


Svartvik " " 


ssvik ” ” 
4 Nyhamn » 19 ft. (mooring aft for large vessels) 


DENSITY: Nearly fresh water. 

FRESH WATER: Nearly all berths supply water by own installa- 
pons, 

FUEL: All grades, but if delivery on Saturday or holidays, notice 
oust be given in good time, otherwise all installations are closed 
over weekend. 

fIRE PRECAUTIONS: Tankers discharging, smoking only 
diowed in special rooms on board, not on deck or on quay. 
GANGWAY/DECK WATCHMEN: Available for gangway. Not 
compulsory. 

OPENING/CLOSING HATCHES: Normally done by the crew. 
MEDICAL: Yellow fever, cholera and smallpox inoculations obtain- 
able only in hospital. 

CUSTOMS ALLOWANCE: 200 cigarettes and 1 bottle of 75 centi- 
ire per man/week. Extra granted on request. 

CERTIFICATES: See “Stockholm”. 

IDENTIFICATION CARDS: Not necessary. 

CONSULS: Finland, Norway, Denmark, Germany, Holland, Bel- 
gum, Great Britain, France, Iceland. 

CARGO GEAR: No additional requirements. 

REPAIRS: Most repairs possible. 

TIME: GMT plus 1 Permanent. 

DRY DOCK: At Hernésand or Gavle. 

HOLIDAYS: New Year's Day; Epiphany; Good Friday; Easter 
Wonday; Labour Day; Ascension Day; Whit Monday; Midsummer 
Day; All Saints' Day; Christmas Day; Second Christmas Day. Work 
teases at 11.30 on the following eves of holidays and is voluntary 
id paid with 100% overtime, Easter Eve; Whitsun Eve; Midsummer 
te; Christmas Eve; and New Year's Eve. 
POLICE;AMBULANCE/FIRE: Telephone numbers: Accidents, 
Police 90000; Fire, ask for alarm 90000. Foreign call 001. Ambulance 
128200. Taxi 15 72 00. Pilot station 86000. Board of Trade 11 32 91. 
DEVELOPMENTS: Harbour can be closed by ice some time dur- 
nq rome but assistance given by State ice-breakers as long as 
Dossible, 

AUTHORITY : Sundsvalls Kommun, Hamnforvaltning. 


AGENTS: Chartering, Tramp & Liner Agents. Aktiebolaget Emil 
Yedenberg, Sjégatan 1, 851 02 Sundsvall. Tel. 060/11 11 47, Telex. 


oo Bankers: Svenska Handelsbanken, Sundsvall, A 0.11 38 11 
undsvall, 


21 ft. (mooring aft) 


TRELLEBORG : 55.21 N. 13.09 E. 


DOCUMENTS: See “Stockholm”. 

ILOTAGE: Available day and night. Meet inward-bound ships on 
Po with motor boat. Outward-bound pilot obtained from pilot 
Pog of Trelleborg. Tel. 10141. Pilots also attend warpings and 
bene moorings. Pilot boats provided with short-wave radio 
wehone, and in pilot station an up-to-date radar set is installed. 
pr See Stockholm”. 

NCHORAGE: Recommended West of entrance fairway between 
me buoy and No. 1 light buoy. Depth varies from 23 ft. to 46 ft. 

ark ground good - clay and sand. 
F RICTIONS: Entrance a straight, perch-buoyed fairway of 
an ft. length, having measured depth of 28 ft., and a bottom 
HEALT CS” ft. Distance between moles 282 ft. 

: See “Stockholm”. 


SWEDEN 


TUGS: Tug-boats can be promptly obtained from Malmo. 
BERTHING: New Harbour has depth of 26 ft. with quay on Northern 
side of basin. It is 1,640 ft. long and served by two bridges cranes 
and two gantry cranes. Western harbour basin has depth of 23 ft. 
in Western and Northern part and 26 ft. in Eastern part. Eastern 
harbour basin has depth of 21 ft. in Eastern and Northern part and 
26 ft. in Western part. Oil quay 230 ft. long has depth at quay of 26 ft. 
is situated on Southern side of New Harbour. Tankers of maximum 
length 570 ft. can approach this quay. From oil harbour area direct 
importation of oils is made to Svenska Fina, Statens Jarnvagar 
(the Swedish State's Railway Company), the Trelleborgs Gummi- 
fabriks AB (Trelleborg Rubber Factory Ltd.). Five berths equipped 
for Ro/Ro traffic. 

STEVEDORES: Available (tel. 112 66, 112 69). 

FRESH WATER: Available on all quays at request in Harbour 
Office. 

FUEL: All grades bunker oils supplied at oil quay through direct 
pipe-line from sea depot. Orders on phone Trelleborg 107 76. Bunker 
coal can be ordered. 

REPAIRS: Available through private firms. Tel. Trelleborg 150 60, 
109 66 or 124 50. Diver available. 

TIME: GMT plus 1 hour. Permanent. 

TELEPHONES: Ship's telephone available at oil quay, tel. 148 28, 
and at the Harbour Bridge, tel. 147 67. Order is made through Harbour 
Administration. 

AUTHORITY: Trelleborgs Hamnférvaltning. 


UDDEVALLA: 58.21 N. 11.56 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Health document. Derat. Certificate when ship arrives from 
abroad, except from Denmark and Norway. 

8 Manifests. 

2 copies of Bills of Lading. 

Tonnage Certificate. 

Nationality Certificate. 
PILOTAGE: Pilotage at Marstrand. Address ‘‘Marstrand Pilot- 
station". Required ETA five hours. VHF 16 and 6. Pilot boat South 
of Pater Noster Lighthouse. (Also see ‘‘Stockholm”’.) 
MAX. SIZE: Draft 10:5 m. 
HEALTH: Cableto Agentand he will arrange with health authorities. 
RADIO: SAG. Gothenburg Radio (Goteborg radio). 
RADAR/VHF: No port radar service, VHF Channels 14 and 16. 
TUGS: Tugs will join in port where otherwise agreed on. 
STEVEDORES: Arranged with Agent. 


BERTHING: 

Length Depth 
Berth metres metres Cranes 
Skeppsholmspiren 270 11 5, 10-25 t. 
Badokajen 430 up to 10 8, 7-12 t. 
Bavekajen 180 venta: 3, 5-6 t. 
Inner Harbour 480 Sree mobile cranes 
Junokajen 200 


oo 7 ” ” 

TANKERS: Draft in the Skeppsviken Oilport, 10:5 m.; at the Bad6é 
Oilport, 9-5 m. 
CARGO-HANDLING FACILITIES: Thenewly completed “Skepp- 
sholmspiren" has 270 metres of wharf with 11 metres depths at 
MW. Five electric cranes of 12 to 25 tons capacity. This wharf is 
especially constructed to handle the loading/unloading of bulk 
cargoes ore, coal, coke, scrap iron, etc. Very large storage areas. 
Connected to the National Railway System. 

Grain Cargoes: Three silos owned by private companies. 
FRESH WATER: Available at any quay. 
FUEL: All grades available. 
FIRE PRECAUTIONS: Only for Benzine tankers, when a fireman 
shall be on duty as a watchman. 
GANGWAY/DECK WATCHMEN: There are watchmen avail- 


able. 
OPENING/CLOSING HATCHES: Preferably by crew. Can be 
arranged by stevedores. 
CERTIFICATES: Tonnage Certificate, Nationality Certificate; 
Derat Certificate. 
CUSTOMS ALLOWANCE: 200 cigarettes and one bottle of 
spirits for each man as a normal quantity. Possible to be increased 
for Master. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 

Danish, tel. 10186 Norway, tel. 10055 

Finland, tel. 11631 Holland, tel. 34430 
REPAIRS: Facilities available. 
DRY DOCKS: Dock for 20,000 tons d.w. 
REPATRIATION: In accordance with instructions of consul. 
AIRPORT: Gothenburg, 100 kilometres. 
TIME: GMT plus 1. Permanent. 
POLICE/AMBULANCE/FIRE: Police, 90 000; Ambulance, 90 000; 
Fire 90 000. 
TELEPHONES: Available for placing on board. 
AUTHORITY : Harbour Manager, 451 01 Uddevalla 1. Tel. 149 40. 
AGENT: Anders Smith Shipping AB, Bavebacksgatan 19, POB 31 
S-451 01 Uddevalla 1. Telex 42044 Smith S. Tel. 0522-36280; 30040; 
after hours tel. 0522-16729. Cables: ““Andsmith Uddevalla”’. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


UMEA: 63.49 N. 20.16 E. (See Plan) 


DOCUMENTS: 
Ship's Documents: 
Tonnage Certificate. 
Certificate of Nationality. 
Deratisation Certificate (not older than six months). 
Supplied by Master on arrival: 
1 copy of each Manifest. 
1 copy of each Bill of Lading. 
Supplied by Agent and signed by the Master on arrival from foreign 


ts: 

1 Maritime Declaration of Health. 

3 Crew Lists (one set). 

2 Passenger Lists (one set). 

1 Crew Effects Declaration. 

2 Ship's Stores Declarations. 

2 Cargo Declarations. 

4 Reports of Arrival. 

1 Declaration of Living Animals (if any) (supplied by the Customs 

Officer). 
Furthermore on arrival from any port: 
1 Report of Arrival, with double net tons, if applicable (Harbour 
Office). 
1 Passenger List (if anv in transit). 
1 Crew List. 
On departure to a Foreign Port 

5 Reports of Departure. 

PILOTAGE: Umea Pilot Station: Bredskar. Tel. 090-45021 and 
090-45544. Telegraphic address “Pilotstation Umea”. 

At least 5 hour's advance notice of ETA at pilot station, stating 
time and pilot station and destination, can be given over any Swedish 
coastal radio station or free of charge on VHF over any Swedish 
pilot station and some lighthouses. 

Pilot station and pilot boats fitted with VHF Channel 16 - calling 
and safety; Channel 13 - pilotage and traffic; Channel 12 - spare 
channel. 

All pilot boats orange with flag “H" and equipped with radar. 

Boarding point, 63° 36.5’ N. 20° 25.5’ E., 0-5 nautical miles South 
of Vaktaren Lighthouse. In case of bad weather, in the fairway, 
closer to the pilot station. 

Anchorage for vessels awaiting Pilot: 63° 36’ N. 20° 28’ E., 1-5 
nautical miles South East of Vaktaren Lighthouse. Depth 18 to 30 
metres. 

ANCHORAGES: See “Pilotage”. 

Osterfjarden roadstead between Umea Uthamn and Obbola. 
Length about 2,800 metres and about 400 metres wide, midstream 
in River Umea. To the North and South of 63° 42.3’ N. 20° 21.0’ E. 
and with a depth of 12 to 22 metres. 

Anchorage is forbidden around position 63° 40.5’ N. 20° 20.0’ E. 

Cables and fresh water pipe-line on Osterfjarden roadstead 
passing East-West around lat. 63° 42.5’ N. 

RESTRICTIONS: Entry permitted during darkness, for tankers, 
not more than 13,000 tons dwt. and a maximum draft of 7.62 metres, 
and dry cargo vessels with a draft not exceeding 8-53 metres. 

During unsuitable weather conditions, according to the Pilot 
on duty. 

Tankers, exceeding 1,600 grt. and with a cargo of mineral oil 
products and other dangerous cargoes, must take a Pilot. 

MAX. SIZE: Maximum depth and maximum permissible draft (at 
MW) in the fairway as follows: 
Maximum draft 
The fairway to: metres 
Ferry Station No. 1-2 8-0 
Ferry Station No. 3 Oil Berth, 


Stormskar Berth No. 1-10 and Obbla 10-2 

Holmsund Oil Jetty 5:5 

Umea Inner Harbour and Gimonas 

Oil Jetty 3-0 
No tide. 


PRATIQUE: Free pratique automatically for ships arriving from 
non-infected areas. In event of any suspected disease or fever on 
board notify the Agent, who will give necessary directions. It is 
possible to send a telegraphic message to “Sanitary Authority, 
Umea” containing state of health on board, in ordinary items or 
code. (Also see “‘Documents”".) 

RADIO: Harnosands Radio (SAH) on 2182 k/Hz or on VHF Channel 
23-26 or 28 (depending on ship's position). 

Port radio: Umea port radio keeps watch, Monday to Friday, 
0830 to 1630 hours on VHF Channel 16. Working Channels 11 and 
13. At other times Umea pilot station. No port radar service, but 
Umea pilot station and the pilot boats are equipped with VHF and 
can assist on request. 

TUGS: Normally necessary only for larger tankers when berthing. 
Tugs join vessels just off the oil jetty. Ship's lines always used. 
BERTHING: Depth alongside (at MW) as follows: 


Depth in 

Umea Outport: metres 
Ferry Stations: 
No. 1 Hillskar 6-0 
No. 2 Hillskar 70 
No. 3 Truthallan 7-0 
No. 4 (see South Quay) 
Oil Berth, Stormskar 11-0 
Pilot Berth 5:3 
South Quay, Berth Nos. 9 to 10 9-0 
Pier Quay, Berth Nos. 7 to 8 9-0 


Pier Quay, Berth No. 7 7-0 
North Quay, Berth Nos. 2 to 6 70 
North Quay, Berth Nos. 1 to 2 6-0 


TANKERS: Oil berth at Umea Outport. 

Stormskar, depth 11 metres. Reducing pieces for all qj 
between 6 in. and 12 in., and all types of flanges available. Ong 
for handling hoses. bs) 

Obbala: Oil Jetty, depth 7-1 metres. Max. draft with ONE ting 
raft between 6-7 metres. Max. draft with two timber rafts detny 
7-1 metres. 

Holmsund: Oil Jetty, depth 5-5 metres. Max. draft with {WO ting 
rafts between 4-57 metres. 

DENSITY: Nearly fresh water. 

STEVEDORES: Holmsunds Stuveri AB. Tel. 090-40970, 7, 
ordered before 1300 iocal time, day before gangs required ¢ 
work on Saturdays, Sundays, and holidays, special regulations 

Working hours: Monday-Friday 0600 to 1500, meal hour 10 
1100. Coffee breaks 0300-0810; 1300-1310. ; 
MEDICAL: All kinds of medical attention and hospital facil 
available. Notify Agent as soon as possible. 

FRESH WATER: Delivered from water posts in Umea Outper, 
Ferry Station No. 1, oil berth, Berth Nos. 1-10 and in Umea |p, 
Harbour. 

FUEL: All kinds and grades of fuel oil available in Umea 0; 
Bunkering at Berths 1-10 possible during normal loading ory 
ing from pipe-line. At ferry station Nos. 1 and 2 and the oi 
also bunkering trom pipe-line. Fuel can also be delivered from |om 
Notice as soon as possible. 

FIRE PRECAUTIONS: Security watchmen from port of Up 
while alongside the oil berth. Alarm regulations in writing wij, 
delivered on arrival. 

GANGWAY/DECK WATCHMAN: Available but not compulp 
except for tankers. 

OPENING HATCHES: Can be done by stevedores if necegy 
except patent hatches. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes 9 
grammes of tobacco (7 oz.) 

Spirits and Wine: One bottle of each (75 centilitres), minimumy 
21 years. 

Above mentioned quantities are per crew member and perm 
in Sweden. After a week quantities are taken out after requestts 
Customs Office. 

IDENTIFICATION CARDS: Not required, Seaman's books 
cient. 

CONSULS: Following countries have representatives in Um 
Denmark, Finland, Netherland, Norway. 

REPAIRS: Most deck and engine repairs. 
REPATRIATION: Facilities exist for effecting crew changess 
arranging repatriations. 

AIRPORT: Umea, approx. 20 km. away, served by regulat aire 
TIME: GMT plus one hour. Permanent. 

HOLIDAYS: New Year's Day (1st Jan.); Twelfth Day (6th de 
Good Friday; Easter Monday; May Day (1st May); Whit-Suna 
Whit-Monday; Midsummer's Day (nearest Sat. to 24th dune);! 
Saints’ Day (1st Sat. in November); Christmas Day; Boxing Dy 
POLICE/AMBULANCE/FIRE: Alarm central 90-000 and asi! 
service required. 

TELEPHONES: Available for placing on board at berths © 
and oil berth at Stormskar. 

AUTHORITY: Port of Umea, Umea uthamn, S 913 00 Holmss 
Tel. 090-41230. 


VALLVIK: 61.11 N. 17.10 E. (See Plan) 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: Pilot station at Lilljungfrun. For further informa® 
see ‘Port of Séderhamn”". (Also see “Stockholm”".) 
ANCHORAGE: (a) Ljusne bight sheltering for W., N. to N.E.we 
depths 6 to 8 fathoms. (6) North side of Storjungfrun island she 
ing for S. to S.W. winds, depths 10 to 12 fathoms. 
RESTRICTIONS: No direct restrictions. Ships of about 5,00 
d.w. or more are recommended not to enter or leave the harbor 
darkness (due to pilot and weather conditions). 

MAX. SIZE: Maximum draft in fairway 25 ft. 6 in. Loading pit? 
ft., available on both sides (West side up to 320 ft. only). De® 
East side, from 28 ft. at the outer end to 18 ft. at the inner, with® 
breadth 50 ft., breadths more than 50 ft. allow only 23 ft. 5 in. ab® 
of the pier. West side, from 28 ft. at the outer end to 20 ft. at the™ 
max. breadth 50 ft. 

HEALTH: No special action except if suspected disease. |** 
case contact Agent. 

RADIO: Northward bound ships contact Stockholm Radio, S# 
ward bound Harnésand Radio. 

RADAR/VHF: No port radar service. There is a radar stat® 
Lilliungfrun. Pilot station and some of the pilot boats are fitted 
radar. Master may contact Pilot by means of VHF Channel 16 
quency 156.8 mHz) and 13 (frequency 156.656 mHz). F 
TUGS: Usually only needed when ships are leaving. Ship's™ 
always used. 4 
BERTHING: Ship's Agent keeps contact with port authorities 
STEVEDORES: Agent arranges needed or available 
according to the Shipmasters wishes. ; 
TANKERS: 10 in. diameter discharging hoses and pipe 
Tanker berth at loading pier, 3 different connecting points. 
FRESH WATER: Delivered by hose from quay. Rate about®® 
per hour. 


EL: Tanker lorries ordered through Agent, available with a few 


meWAY DECK WATCHMEN: Not necessary. If wanted, can 

peaange CLOSING HATCHES: Normally carried out by crew. 
be done by stevedores. ‘ 

cago GEAR: Cargo gear certificates valid. 

CANTIFICATION CARDS: Not needed. 

iDEISULS: Danish, Dutch, and French Consuls in Séderhamn. 

PAIRS : Machinery repairs, plate-work and welding can be 

a ed out to. a certain extent. 

pry DOCKS: None. 

REPATRIATION: Facilities for crew changes available. 

AiRPORT: Nearest airport Arlanda, about 15 miles North of 

m. 

acs time GMT plus 1. Permanent. 

HOLIDAYS: See “Soderhamn”. ; 

POLICE AMBULANCE/FIRE: See “Soderhamn”. 

TELEPHONES: No arrangements for placing telephones on board. 

Telephone for ship's use, available in Harbourmaster's Office. 

AUTHORITY : Hamnkontoret, Vallviks fabriker, 820 21 Vallvik. 

Tei, 0270/69050. Telex 81011. 


VARBERG: 57.07 N. 12.15 E. (See Plan) 


DOCUMENTS: 

Crew List. 

Passenger List. 

Maritime Declaration of Health (inci. Certificate of Derating). 

Ship's Certificate of Registry. 

Manifests and B/L copies. 
PILOTAGE: Application for sea pilot through ship's Agent. 
Telephone to pilot station 0340/10300. Pilot to board vessel on the 
road about $ nautical miles off Varberg. (Also see “Stockholm”.) 
ANCHORAGE: On the roads 33 ft. depth. 
RESTRICTIONS: No tide or other entry restrictions. 
MAX. SIZE: Length 170 metres, breadth 25 metres, draft 23 ft. No 
tide. 
HEALTH: Vessel to be kept in quarantine if disease on board 
suspected. 
RADIO: Gothenburg Radio, SAG. VHF Channels 16 and 26. 
TUGS: Tugs to be ordered 12 hours in advance. 
STEVEDORES: Gangs to be ordered in advance through ship's 
Agent. 
MEDICAL: Hospital facilities available. Desirable to give advance 
notice. 
TANKERS: Two tanker berths, maximum draft 23 ft. 
FRESH WATER: Available all docks 35 tons/hour. 
FUEL OIL: Nr. 1-5 available from tank trucks. 
FIREPRECAUTIONS: Oil no. 1 and petrol to be discharged under 
supervision of watchman. 
DEVELOPMENTS: Planned increases of draft at the entrance to 
§metres = 29 ft. and in the harbour to 8 metres = 26 ft. 
GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Generally done by stevedores. 
SHIP'S CERTIFICATES: Certificates of Registry and Derating 
and also Crew List. 
CUSTOMS ALLOWANCE: (Tobacco), 200 cigarettes per man. 
(Wine/Spirits), 1 bottle per man. 
IDENTIFICATION CARDS: Not needed. 
CONSULS: 

Vice-Consul of Finland, tel. 0340/16000 

Vice-Consul of Netherland, tel. 0340/16270 

Vice-Consul of Denmark, tel. 0340/16190 
REPAIRS: Only minor repairs. 
REPATRIATION: Can be effected. 
AIRPORT: Nearest airport with regular airlines, Torslanda/ 
Gothenburg, 50 miles North Varberg. 
TIME: Local time GMT plus 1 hour. Permanent. 
HOLIDAYS: Principle Swedish Holidays — when no cargo work is 
dbtainable: New Year's Day; Good Friday; Easter Day; 2nd Easter 
Day; Labour Day (May 1st); Whitsun Day; 2nd Whitsun Day; Mid- 
summer Day; All Saints’s Day (November); Christmas Day; 2nd 
Christmas Day, 
POLICE, AMBULANCE|/FIRE: Tel. 90 000. 
TELEPHONES: Available on dock but not for placing on board. 
AUTHORITY : Port Authority of Varberg, Hammnkontoret, $432.00, 
Varberg/Sweden. Tel. 0340/10120. 


VASTERAS: 59.37 N. 16.33 E. 


DOCUMENTS: 
Ship's Register. 
Tew Lists. 
| Tobacco List, signed by all hands on board. 
Valid Deratting Certificate. 
Sopy of Manifest or Bill of Lading for each Swedish port of call. 
mug dues receipts, if on board. 
be TAGE: Incoming ships receive Pilot from Landsort. Pilot 
ae by VHF Channel 16 (=165:80 m/c) or by RT. Pilot boats 
— VHF. Give order 3 hours before Pilot required. Pilots 
ina Ships about 2 nautical miles outside Landsort. Light and signals 
cordance with the international rules. (Also see “Stockholm”.) 
TORAGE : Within harbour area. Depths 9-10 m. 
RICTIONS: None. No tides. 


SWEDEN 


MAX. SIZE: Vessels reach port through two deep navigable 
channels — through Sédertalje Ship Channel or via Stockholm 
through Hammarby Ship Canal. Lowest depth of channels at aver- 
age water level is 7-3 m. (24 ft. 1 in.). 

Sizes of Locks: 


Length Width Depth 
Sédertalje 136 m. 20 m. 7-5 m. 
Hammarby 115 m. 174m. 70m. 


HEALTH: No special requirements or health documents, only 
valid deratting certificate. Disease or fever on board must be de- 
clared before entering port. 

RADIO: Stockholm Radio. 

VHF: The harbour office. VHF Channels 16 and 14. Monday-Friday 
0800-1600. 

TUGS: One tug for unberthing. Ship's lines. 

BERTHING: Deep Harbour ; 730 metres quay length, depth along- 
side 6:5 metres. Roll-on/roll-off ramp. Container handling cranes 
up to 55 tons. 

Old Harbour; 1,100 metres quay length, depth 4-5 metres to 7°6 
metres. Container handling cranes up to 210 tons. 

Little River Harbour: Quay 120 metres length, 7-6 metres depth 
alongside. 

Power Plant Harbour: Quay 200 metres length, 6-5 metres depth 
alongside. 

Oil Harbour: Quay 125 metres length, 7-6 metres depth alongside. 
BRIDGES: Four bridges. All of them to be opened at passage 
except bridge at Sédertalje which closed from 1630 until 1830 week- 
days and 1300-1500 Saturday or day before a holiday. 
STEVEDORES: Stevedores for next working day ordered at least 
1500 hours day before and ETA to be given in due time. 
MEDICAL: Necessary service given by local hospital and private 
doctors. Vaccinations carried out. 

FRESH WATER: Ordered through port administration. 

FUEL: Bunkering of all grades of oil can be carried out at all quays 
from trucks. 

FIRE PRECAUTIONS: Accordance harbour regulations. 
DEVELOPMENT: Constant new development and extensions. 
Additional room for extension in old harbour, deep harbour and 
oil harbour. 

GANGWAY/DECK WATCHMEN: Can be obtained from shore- 
watch companies at different rates for night/day work. 
OPENING/CLOSING HATCHES: Crew. Can be carried out by 
Stevedores. 

SHIP'S CERTIFICATES: Measurement certificate and all gear- 
test certificates required, if ships gear to be used. 

CUSTOMS ALLOWANCES: (Tobacco), 200 cigarettes or 200 
gr. tobacco. Additional allowance depending on expected stay in 
port and size of vessel. (Spirits), 1 bottle of 0-75 c.l. for each crew 
member over 21. Additional allowance on request. 
IDENTIFICATION CARDS: None required. 

CONSULS: Denmark, Finland and Norway. 

REPAIRS: Most deck and engine repairs, as well as electrical. 
DRY DOCKS: None. 

REPATRIATION: Yes. Accommodation to be ordered in good 
time. 

AIRPORT: Arlanda, 120 kilometers. International lines. 

TIME: GMT plus 1 hour. 

HOLIDAYS: See “Stockholm”. 

POLICE/AMBULANCE/FIRE: Tel. 90000. 

TELEPHONES: In oil and deep-water harbour, most quays fitted 
with telephones. 

SERVICES: Compass adjusting. Small radio repairs by local radio 
men. 

SHORE LEAVE: Crew can leave vessel after customs clearance 
and immigration control. 

AUTHORITY: Vasteras Harbour Board, Sigurdsgatan 2, 722 10 
Vasteras. Tel. 021-180100. 


VASTERVIK: 57.46 N. 16.38 E. 


PILOTAGE: Pilot boards at Ido, available day and night. 
BERTHING: Outer Harbour; Djuphamnskajen, length 200 metres, 
depth 8 metres. 

Oil Quay: depth 8 metres, equipped with three 8 in. pipe-lines. 

Ferry Harbour: quay length 100 metres, depth 5-5 metres. 

Inner Harbour: quay length 900 metres, depth alongside from 4 to 
6 metres. 

Oil berth: depth alongside 6 metres. 
FRESH WATER: Can be obtained from all quays. 
AUTHORITY: Vasterviks Hamn, Box 73 593 01 Vastervik. 


VISBY : 57.38 N. 18. 17 E. (See Plan) 


DOCUMENTS: See “Stockholm”. 

PILOTAGE: Tel. 0498-10138 at 0600-2200, if possible five hours 
before arrival. Pilotage day or night. Embark/disembark outside port 
entrance. Radar-VHF on pilot station. (Also see “Stockholm”.) 
ANCHORAGE: Outside harbour, water depth 30 to 50 m. Clay 
bottom. No mooring buoys anywhere. 

RESTRICTIONS: No tide in harbour. Currents outside harbour 
up to 4-5 knots running along coast. Prevailing winds, Summer time 
mostly S.W., Winter between N.W. and N.E. Harbour open to winds 
between S.W.-W., which with strong winds will make swell along 
the piers. 

MAX. SIZE: Largest vessel, 2,500-3,000 d.w. Max. length about 
100 m., turning in harbour. 
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TUGS: None available. 

BERTHING: Four roll-off/roll-on berths. Oil Quay. Depth at all 
quays 5 to 6 metres. No mooring buoys inside harbour. Prohibited 
anchor in inner basin. 

BRIDGES: No bridges or overhead cables. 

STEVEDORES: Working hours, Monday-Friday 0700-1700. Over- 
time possible. 

FRESH WATER: Available. 

FUEL: Coal, oil. 

REPAIRS: Only small repairs are possible. 

AUTHORITY: Visby Harbour Office. Tel. 0498-10427, 0498-10162. 


WALLHAMN: 58.01 N. 11.42 E. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

2 Passenger Lists. 

1 Tobacco and/or Stores List. 

1 Manifest. 
PILOTAGE: Pilots board West of Skallen Lighthouse outside 
Marstrand. No pilotage of big ships during darkness. Big ships will 
have to anchor and await daylight. Address: ‘‘Marstrand Pilot 
Station", tel. 0303-60004, VHF Channel 16. Twenty-four hours’ notice 
to be given through Agents. 
ANCHORAGE: Whilst awaiting berth, vessels can anchor South 
of the entrance. 
RESTRICTIONS: Large vessels entry only in daylight. 
MAX. SIZE: About 35,000 dwt. Draft not to exceed 25 ft. (20 ft. at 
the inner quay for stone-loading). 
HEALTH: No special action except for suspected disease, in which 
case Agent shuuld be contacted for further information. 
RADIO: Gothenburg Radio. 
TUGS: Tugs from Gothenburg will join at entrance. 
BERTHING: Two berths for roll-on/roll-off; 200 metres of quay for 
conventional handling; 50 metres of quay for loading of stone- 
products. 
STEVEDORES: ETA given to Agents is sufficient. 
MEDICAL: Doctors and dentists available at short notice. Nearest 
hospital in Kungaelv, 45 km. 
FRESH WATER: Supplied from quay. 
FUEL: Most grades of bunker oil available with short notice. 
GANGWAY/DECK WATCHMEN: Available and recommended 
at least when connecting ship's telephone (0304-60383). 
OPENING/CLOSING HATCHES: By crew or by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes, 1 bottle of spirits 
allowed each man. 
IDENTIFICATION CARDS: Not necessary. Seamen's Book or 
Passports should be carried. 
CONSULS: In Gothenburg, 55 km. away. 
REPAIRS: Smaller repairs performed by own workshop. More 
complicated repairs by experts from Skaerhamn, 30 km. away. 
REPATRIATION: All facilities available. 
AIRPORT: Torslanda International Airport, Gothenburg, 55 km. 
away. 
TIME: GMT plus 1 hour, all the year round. 
HOLIDAYS: Stevedoring and clearance of vessels can be per- 
formed every day of the year, 24 hours’ service. 
TELEPHONE: Connected onboard if wanted. 
POLICE/AMBULANCE/FIRE: Tel. 90 000. 
SHORE LEAVE: No restrictions. 
AUTHORITY: Wallhamn AB Port Authority, S-444 01 Stenung- 
sund, Sweden. Tel. 0304-60250. Cables: “Wallhamn”. 


AGENTS: Wallhamn AB - Roto Line, POB 103, S-444 01 Stenung- 
sund, Sweden. Tel. 0304-60250. Telex 2429. 


YSTAD: 55.26 N. 13.50 E. (See Plan) 


DOCUMENTS: 

Crew List. 

Passenger List. 

Custom Documents. 

Manifests. 

Bills of Lading. 

Ship's Papers, etc. 
PILOTAGE: Vessels approaching Ystad's Harbour must apply for 
Pilot at Trelleborg at least 5 hours before pilotage due to commence. 
Tel. 10141 or VHF (Channel 16), stating tonnage, draft and destina- 
tion. VHF tel. call sign “Lotsarna plus name of pilot's station”. 
(Also see “Stockholm".) 
ANCHORAGE: Inner road: 0:5 n.m. S.W. harbour entrance, 7-9 
metres depth; sand and clay. Outer road: 1:0 n.m. S.W. harbour 
entrance, 9-10 metres depth; sand and clay, good anchorage ground. 
The road is open for winds between S.S.W. Spanska redden: 
1-5 n.m. S.W. to S. harbour entrance, 13-16 metres depth. The road 
is open for winds between S.E. to S.W. 
RESTRICTIONS: Vessels draft. 20 ft. can enter harbour during 
darkness, and during day draft of 22 ft. 6 in. 
BERTHING: Vessels of 160 metres length and 20 metres breadth 
can enter harbour. 
MAX. SIZE: Largest fully loaded vessel that can enter harbour 
about 5,000 d.w. 
RADIO: Goteborg, Malmé6 and Kariskrona. 
VHF: Between 0500-1900 possible contact pilot station by VHF 
Channel 16. Outside these hours frequency 156-65 mc/s (Channel 13) 
or operating frequency 156:50 mc/s (Channel 12). 
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TUGS: Tug usually meets vessel about 1 mile S.S.W, hath, 
entrance. Ship's lines used. Tugs not compulsory. 
STEVEDORES: Stevedores must be ordered from Ystads 
AB. working hours Monday-Friday 0700-1630. Meal intervals ty 
0930 and 1200-1300. 

MEDICAL: Agents to be notified in advance if medical attens, 
wanted. 

TANKERS: Load/discharge lines 8 in. diameter, but req 
pieces for 6 in. and 10 in. diameter. | 
FRESH WATER: Available from quays. About 20 tons/hour 
FUEL: Coal and oil can be obtained. ‘ 
GANGWAY/DECK WATCHMEN: Can be arranged. 
OPENING/CLOSING HATCHES: Crew. 
CERTIFICATES: See “Stockholm”. 

CUSTOMS ALLOWANCES: (Tobacco), about 200 cigaretts,, 
200 gram of tobacco for each member of crew. (Spirits), one bos 
for each member of crew. 

CARGO GEAR: Loading/discharging with shore cranes, 
IDENTIFICATION CARDS: Not needed. 

CONSULS: Danish Consul, tel. 13800. Finnish Consul, tel, ja 
Norwegian Consul, tel. 13930. 

REPAIRS: Slipway for vessels up to about 500 d.w. 
AIRPORT: 40 km. distant and served by regular airlines, 
TIME: GMT plus 1 hour. Permanent. 

HOLIDAYS: Christmas; New Year; Easter; Whitsun and 4 
summer. No cargo work. 

POLICE/AMBULANCE/FIRE: Police tel. 13620; Ambulance gy 
Fire 96000. 

SHORE LEAVE: Permitted. 

AUTHORITY: Ystads Hamnférvaltning, Ystad. Tel. 10005, it 
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GENERAL: Restricted Entry into Syrian Territorial Waters: Vess 
destined for Syrian ports (Lattakia, Banias and Tartous) are» 
allowed to enter the territorial waters of Syria between 060» 
1600 hours - subsequently only during day-time. 

The Master should communicate with the Port Authorities: 
Lattakia over radio frequency 2182-500 and Channel 16 stating» 
arrival, position and speed of the vessel. Consequently no vess 
are allowed to leave during darkness. 


BANIAS 35.14 N. 35.56 E. 


PILOTAGE: Pilots board all tankers approaching the Termin 
These Pilots act in the same capacity as Mooring Masters int 
berthing of vessels, after which they supervise the raising off 
flexible hoses and their connection to the ship's manifold. Due 
loading operation they act as the Company's Representatives.) 
Company's Mooring Masters will meet tankers in the vicinity’ 
Marqab Light Buoy. 

It is requested that tankers of 40,000 dwt. and over should 
tigged, when in light condition, an accommodation ladder lower 
to about 12 ft., above the water. This can be adjusted to suit cow 
tions. A pilot ladder should be rigged immediately abaft the acc 
modation ladder, to within 2 ft. above the water. This will enable? 
Pilot to ascend the pilot ladder clear of the launch and then step’ 
to the lower platform of the accommodation ladder. United Kingt? 
Merchant Shipping (Pilot Ladders) Rules 1965 is relevant. 
APPROACHES: Vessels approaching the port should keep to” 
authorised passsage, defined by the following co-ordinates: 

(a) Lat. 35° 13’ 00” N. Long. 35° 42’ 00” E. 

(b) Lat. 35° 13’ 00” N. Long. 35° 56’ 00” E. 

(c) Lat. 35° 16’ 00” N. Long. 35° 55’ 24” E. 

(d) Lat. 35° 16’ 00” N. Long. 35° 40’ 34” E. 

ANCHORAGE: In the event of a berth not being available’ 
suspension of mooring operations on arrival, a good anchorag 
to be used South of the berths in the vicinity of the Margab 
Buoy. 

Shore control will keep you advised of expected time of berth 
etc. It is important and in your own interests to maintain a list™ 
watch on Channel 16 R/T or visual on the shore signal statio’’ 
avoid delays. 

On being advised of expected time Mooring Master will bow 
heave short your anchor before his arrival. 

MAX. SIZE: No. 2 Berth - draft 50 ft. Winter - 52 ft. Summer 

No. 3 Berth - draft 51 ft. ,, -53 ft. " 

No. 4 Berth - draft 42 ft. — 44 ft. 1” 

No. 5 Berth - draft 34 ft. 
NOTICE OF READINESS: Time of your Notice of Read™® 
tendered will be considered when vessel arrives in the very ™ 
vicinity of the Marqab Light Buoy (position Lat. 35° 12’ 7” N. 
35° 54’ 46” E.), where the Mooring Master, who is the Compa 
Representative, will board and receive ship and remain on 
throughout the entire operation. ish 
HEALTH: Masters of tankers due may obtain free pratiqu® 
addressing the usual quarantine message to their Agents throw 
commercial radio channels. 
RADIO: Syrian Company for Oil Transport, Banias Terminal ® 
be informed 48 hours prior to arrival of a vessel's ETA, quant 
cargo required if in a state to load and maximum loading 
required. All times to be given in GMT. 


inal Radio Station. Call sign: “YKM 5". Frequency: 
¥ rsa? ke/s and VHF Channel 16. ; 
soc MVHF Radio Communications. Vessels approaching Banias 
. municate with the Terminal by FM, VHF, Channel 16. Range- 
oh miles. Frequency 156-8 Mc/s. Simplex Operation. Call sign: 
ato arrival, ships radio installations will be sealed off accord- 
normal practice and the boarding Mooring Master will put his 
oa ortable equipment on board. Communications will then be as 
» equipment: Fixed station sited in the Terminal. Call sign: 
3", Frequency: Transmitting 163-6 Mc/s. Receiving 159-1 Mc/s. 
peer g miles. Watches: Continuous whilst vessels are in port or 
; icinity. 
oa ion, Equipment: Placed aboard vessel on arrival at 
= Call sign: Ship's name. Frequency: Transmitting 159-1 Mc/s. 
owt 163-6 Mc/s. Range: 5 miles. Watches: Mutually agreed 
enn rte and the Terminal on first establishing contact. 
Note: The radio telephone circuit is connected with the main 
Company Communications network in Banias Terminal. 
Communication with the Petroleum Company should be through 
*t a pactiel that tankers bound Banias communicate with 
station ODC-8 at least 48 hours before arrival and thereafter maintain 
t. 
WooRING REQUIREMENTS: 
ue as follows: 


d 7 
coe to be fitted with marker buoys with 20 fathoms of line. 


9 120 fathom mooring lines. 


stoppers. i 
t ootable ore stopper (preferably carpenter patent) for use with 


4p in, to 54 in. mooring lines. 


follow 
ania 


For tankers loading at Banias 


A . 
A 120 fathom mooring lines. 
ope stoppers. ’ 
semeble wire stoppers (preferably carpenter patent) for use with 
42 in, to 53 in. mooring lines. 
Boat Ropes MSO 
To be dogo on either side of ship, and of not less than 4 in. cir- 
cumference. : 
BERTHING: At all berths vessels moor using both anchors for- 
yard, with wires to a buoy on the port bow, one buoy astern and one 
on each quarter. Hoses are lifted on the port side. 
Berth No. 1: Out of commission. 
Berth No. 2: depth 56 ft., 2x 20 in./16 in. hoses. 


BerthNo.3: ,, 57 ft., 2x20 in./16 in. hoses. 
BerthNo.4: ,, 48 ft., 2x16 in./12 in. hoses. 
BerthNo.5: ,, 40 ft., two 12 in. hoses. 
BerthNo.6: ,, 46 ft., two 12in. hoses. 


HOSES: A SWL of 7 tons is recommended. Must be capable of 

sumbing overside abreast of Loading Manifold. 

loading Manifold: Two suitable reducers already fitted and to 
be connected to our hose connections (12 in. series 150 flanges). 

Two spanners ~ in. of non-sparking metal; two spanners § in. 
non-sparking metal; two hammers 7 Ib. of non-sparking metal. 
One axe 24 Ib. Four sets of hose clamps complete with bolts. 
Gaskets for the 12-in. hose connections. Four slings Terylene rope, 
thin, diameter, 9 ft. from end to end. Four stoppers Terylene rope, 
{}in. diameter, 18 ft. long with one 12-in. eye at the end. Two stop- 
lines Terylene rope, 2-in. diameter, 50 ft. long, complete with a hook, 
spliced at one end. Hook tested to 8 tons. Two Terylene ropes, 
itin. diameter, 120 ft. long, to be ready on stoppage loading. Two 
rubber mattresses to be used under stop-lines to protect them from 
chafing. 

Ship's crew with an officer in charge to assist all operations, as 
advised by the Mooring Master. This includes lifting, connecting, 
disconnecting, lowering of hoses and tending anchor cables and 
moorings. 

FRESH WATER: Facilities are not available for the supply of 

potable or boiler water. 

FUEL: Bunkers are not available at Banias. 

BALLAST: All tankers should ensure ballast is clean. Authorities 

#e most strict and impose heavy fines for the slightest contraven- 

tion. Ballast quantity should be kept to the minimum required to 

ensure safe manoeuvring. No facilities for disposal of ballast ashore. 

Banias is an open roadstead and sudden changes in weather can 
de experienced especially during the winter months. It is good prac- 
‘ice to commence loading as soon as hoses are connected and 
whilst ballast discharge is stillin progress, always providing this can 
de achieved safely and with no danger of contamination. 
POLLUTION: The Port Authorities will, in cases where pollution 
‘ascertained, collect a declaration from the Master of the offending 
Ship, in which declaration he authorises his agents to pay any fine 
‘0 be levied by the official committee in the future. 

Inthe light of the above and to avoid any delay to vessels, owners 
ae kindly requested to: 

'. Supply vessels with necessary chemicals to destroy any quantity 
of oil overflowing into the sea. 

2 Provide a bank guarantee of Stg. £5,000 to be deposited against 
eventual fines. Such a guarantee (or cash) must be given before 
fending vessel is released. 

\OADING: Ships' Personnel are solely responsible for the loading 

Spération, i.e. starting, loading rate, tank switching, topping off, 

Stopping, etc. The Mooring Master will pass requirements to the 

Shore control. Itis in vessel's interest to advise loading rate required, 

tld give 30 minutes’ notice of expected time of commencing 

‘ading. Order to start will be taken as final. 
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The Mooring Master must be advised when ship estimates 1,000 
tons to go for completion of loading. 

Ensure scuppers are effectively plugged. On no account are 
plugs to be removed. 

A complete watch on deck must be maintained throughout the 
operation, especially towards the shore signal station, to ensure 
safe loading and avoid delays. 

Loading Rates: No. 2, 7,000 tph.; No. 3, 8,500 tph.; No. 4, 6,500 tph.; 

No. 5, 4,000 tph. 
REGULATIONS: Vesse/ in berth: Ships are not allowed to remain 
in berth for any reason when loading operation stopped. Hoses 
disconnected and dropped to sea unless stay authorised by Terminal 
Superintendent. 

Lighting : During hours of darkness the manifold and poop mooring 
area of the sea in vicinity of ship should be adequately lit. 

Main Engines: Must be kept on shore notice. Repairs which will 
immobilise must not be carried out in berth. 

Deck Machinery: Must be ready for immediate use at all times. 

Whistle or Siren: To be available at all times. 

Signalling: An ‘‘Aldis" type lamp to be readily available. 

Stores, provisions, etc.: |t is strictly forbidden for provisions, 
stores or other items to be received or discharged whilst loading 
is in progress. Launches or other craft must not lie alongside during 
the same period. 

Tanker Safety Regulations: Tanker Safety Requirements must be 
strictly adhered to at all times. The Mooring Master is authorised 
to stop all operations should he consider the safety regulations are 
not being complied with. 

Boarding: The boarding of a vessel whilst in mooring should be 
restricted to persons holding valid passes which are issued by the 
IPC on application to ship's Agents and authorised chandlers. 

This restriction is carried out in conjunction with the Syrian 
Harbour and Security Authorities. 

WEATHER: The Director of Port Authorities has issued statistics 
of the weather conditions along the Syrian coast after an experience 
of 20 years. 

State of winds and whirlwinds on the Syrian Coast 


Winter Kind and direction of winds 

December Regular winds blowing from N.E. to S.E., sometimes 
S. to S.W., the alteration of winds is accompanied 
with rains. 

January Excess of storms starting to blow from S.E. to N.E. 
The alteration of winds from the E. is occasionally 
accompanied by heavy rains with probability of hail. 

February Excess of storms and heavy rains blowing from S.W. 
to N.E. and E. 

Spring 

March Variable winds from S.E. to S.W. and accompanied 
by heavy rains and altering to N.W. slight. 

April Variable winds from N.W. and S.W., and S. winds 
accompanied with light rains. 

May Regular winds blowing S.W. to N.W. and altering to 
S. sometimes accompanied by rain. 

Summer 

June Slight winds from S.W. and S. 

July Moderate winds from S. to S.W. 

August Slight N.W. winds. 

Autumn 

September Winds S.W. and N.W. accompanied by some rain 
from 15th September. Winds will lighten during the 
end of the day and will alter at night to slight E. 

October Variable winds from W. to S. and N.W. accompanied 
by rain will alter at night to E. 

November The winds are variable from N.E. and N.W. accom- 


panied sometimes by rain which will alter to E. 

SERVICES: In the event of tankers requiring assistance to lift 
loading hoses, recover lost anchors, and cables, etc., limited aid 
may be given during normal working hours. Current charges are 
available on application from Agent. 
SHIPMASTER’S REPORT: Cigarette allowance is strictly en- 
forced at 40 cig. per man, and has to be carefully declared. If the 
Chief Steward has a slop-chest, it has to be carefully declared. 
Whisky has to be declared separately from other spirits, but in 
practice it is better to declare each type of spirits separately. 

The ship's Log Book is stamped by the police. 

The new flag is red, white and black, with an eagle in the centre 
and may be obtained through the Agent. 
AUTHORITY: Syrian Company for Oil Transport, P.O. Box 13, 
Banias. Cables: SCOT, Banias. Telex: 20031. 


AGENT: Gulf Agency Co. (Syria) Ltd., Banias, Syria. Cables 
“Gacship", Banias. Tel. 455. Telex 20906 Beirut. 


LATTAKIA: 35.31 N. 35.46 E. 


PORT LIMITS: Anchorage: Within a circle of 1 mile in diameter 
centred in position 35° 31’ 6” N. 35° 45’ 0” E. 

A vessel is considered to be an “arrived ship’ when moored at 
anchor in the above-mentioned area, and announced her arrival to 
the Pilot Station. 

Free pratique is granted between 0700 to sunset. Passenger ships 
at any time. 

Laytime commences to count according to Charter Party Terms 
or Genweight C1 or if not mentioned from the time of nomination 
to work after granting free pratique. 
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DOCUMENTS: 

4 Arrival Declarations. 

4 Crew Lists (with Passports). 

4 Lists of Transit Passengers (with Passports). 

4 Lists of Landing Passengers (with Passports). 

1 List of Cargo in Transit. 

2 Cargo Manifests for Discharging. 

1 List of Cigarettes and Spirits. 

1 Stores List. 

APPROACHES: Vessels approaching the port should keep to the 
authorised passage defined by the following co-ordinates: 

Lat. 35° 32’ 30” N. Long. 35° 31’ 00” E. 

Lat. 35° 32’ 30” N. Long. 35° 45’ 06” E. 

Lat. 35° 30’ 36” N. Long. 35° 45’ 24” E. 

Lat. 35° 30’ 36” N. Long. 35° 30’ 30” E. 
PILOTAGE: Advise ETA 24 hours in advance. Pilot boards at 
anchorage. 

ANCHORAGE: Within a circle of one mile diameter centred in 
position 35° 31’ 6” N., 35° 45’ 0” E. 

MAX. SIZE: Harbour draft maximum 31 ft. for cargo vessels and 
23 ft. passenger vessels. Oil terminal draft 52 ft., length 600 ft. 
HEALTH: Free pratique granted by Authorities who board vessel 
at entrance. Certificate of Health signed by Master required. If 
coming from another port in same country, pratique granted im- 
mediately, free of charge. 

RADIO: Call sign YKM7 continuous watch on 2182 kc/s and 500kc/s. 
TUGS: 800 h.p. tugs always ready with pilot boat. Ship's lines 
usually used. 

SPECIALISED CARGO-HANDLING FACILITIES: Silos for 
grain export capacity 4,500 tons with three loading ways with full 
capacity of 500 tons per hour. 

Silos quay length: 180 metres with 9-5 metres depth. Import of 
grain only for bagging. 

No berths for handling liquid chemicals or LPG carriers only two 
berths for fuel, benzine and light fuel. 

In accordance with the five-year Development Plan (1971 to 1975) 
the Lattakia Harbour will be enlarged and container quays fully 
equipped will be constructed. 

MEDICAL: Several hospitals available. 

POLLUTION: See “Banias”. 

TANKERS: One berth, max. size of vessel 600 ft. length, 52 ft. draft. 
Hose connections 10 in. 

DENSITY: 1025. 

FRESH WATER: Available by barge in basin and from pipeline on 


quay. 

GANGWAY/DECK WATCHMEN: Can be supplied at Master's 
request. 

OPENING/CLOSING HATCHES: Performed by crew. 
CUSTOMS ALLOWANCES: 2 packets cigarettes per man per 
day. One bottle of spirits per man. No control on beers or wines. 
CREW IDENTIFICATION CARDS: Only Passports required. 
REPAIRS: Engine and deck repairs available. 

TIME: Local time: GMT plus 2 hours. Summer time (1st May - 30th 
September): GMT plus 3 hours. 

TELEPHONES: At present available only at passengers’ quay. 
Facilities will eventually extend to all ships. 

GENERAL: No vessels allowed to cross line from end of break- 
water up to shore at following point: 35° 32’ 30” N. 35° 31’ 30” E. 
SHORE LEAVE: Permitted within regulated limits. 

HOLIDAYS: New Year's Day (January 1st); Ramadan; Revolu- 
tion Day (March 8th); Adha; Mohammedan New Year; Easter 
Sunday; Evacuation Day (April 17th); Labour Day (May 1st); Birthday 
of the Prophet; Ramadan; Christmas Day (December 25th). 

The dates of the Mohammedan holidays are stated approximately. 
Friday: weekly day of rest. Arrangements for work on Fridays must 
be made at least 24 hours in advance. Working hours: 07.00-14.00. 
With the exception of the first 3 days of both the Ramadan and 
Adha holidays, May 1st and Revolution Day, the port operates all the 
year round, weather permitting, against payment of the prescribed 
overtime fees outside ordinary working hours. 

WEATHER: See “‘Banias”. 
AUTHORITY: Directorate of Lattakia Port. 


AGENT: Gulf Agency Co. (Syria) Ltd., POB 210, Lattakia, Syria. 
Cables “Gacship", Lattakia, Tel. 12214, 12670. Telex 20906 Beirut. 


TARTOUS: 34.53 N. 35.45 E. 


DOCUMENTS : Bill of Health —- The usual International form should 
be filled in on arrival and the Agent will deliver on board the Bill of 
Health and Port Clearance upon departure. 

Manifests - Should be certified by the Syrian Consulate at port of 
loading in four copies, 

Ship's Registry - To be presented to the Port Authorities upon 
request. 

rew List - In four copies should be handed over to the Agent 
along with passenger or transit manifests. 

Store List - Two copies required by Customs who will allow 40 
cigarettes to be retained by each person on board, the balance of 
slop chest and stores shall be sealed during ship's stay in port. 
Customs officers are at liberty to search crew quarters. 

Deratisation Certificate - Valid certificate required and no exten- 
sion can be obtained. 

APPROACHES: Vessels approaching the port should keep to the 
authorised passage defined by the following co-ordinates: 

Lat. 34° 56’ 24” N. Long. 35° 38’ 00” E. 

Lat. 34° 56’ 24” N. Long. 35° 48’ 36” E. 
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Lat. 34° 59’ 00” N. 
Lat. 34° 59’ 00” N. 


Long. 35° 50’ 00” E. 
Long. 35° 52’ 36” E, 

Lat. 34° 54’ 24” N. Long. 35° 51’ 12” E. 

Lat. 34° 54’ 24” N. Long. 35° 37’ 48” E. 
ANCHORAGE: Vessels proceeding to Tartous pick up Pilot 
Anchorage which is 4 mile South-west of the main breakwate, 1 
rocky bottom constitutes good holding ground with a depth Of wp 
20 metres of water. 
MAX. SIZE: At present minimum depths are at the entrance 9 
harbour about 2 cables seaward of the green light on the Sout 
Breakwater. Depth about 33 ft. Maximum draft 32 ft. dependen, 
swell. 

Tankers: See below. 

RADIO: Tartous Radio, call sign YKO, continuous watch on te 
kHz from 0600 to 2400. 

BERTHING: Mooring Masters are temporarily supplied by 
port and vessels should therefore contact Agents at Lattakia 9; 
them their ETA and requirements. Vessels berth heading to the ps, 
dominant South-western winds, i.e. stb. side alongside unless cm. 
trary winds prevail at the time of the berthing. 

Southern breakwater — 2,650 metres long called Main breakway 

Northern breakwater— 1,650 a ts 1 Lee breakwaty 

The distance between the two heads of these breakwaters jp 
metres with a depth of 10} metres, which is being dredged in Ont 
to bring it up to 13 metres. 

The harbour is divided into three basins which are protected by 
two breakwaters: (1) The North basin; (2) The Middle basin; (3), 
Southern basin. The Southern basin is the only one used presen, 
for the discharge of cargo. { 

Twelve vessels can be moored at anchor inside the breakwate, 
this basin, the depth being between 8-13 metres. The turning cig 
at the entrance is 450 metres diameter with a depth of 11-13 mety 

The main quay which is 150 metres wide offers on its southern ss 
from the shore side 300 metres of jetty with a depth alongside off, 
metres, 300 metres with 8 metres and 200 metres with 9 to 10:5 mete 
depth. A standard gauge railway line is installed on the entire leng 
of the quay. 

POLLUTION: See ‘‘Banias”’. 
TANKERS: Tartous Sealine Terminal: 

Maximum safe length of tankers acceptable — 1,500 ft. 

Maximum safe draft of tankers acceptable — 68 ft. 

Maximum deadweight of tankers acceptable — 100,000 tons, 

This is a one-berth Terminal that offers the same approaches we 
to reach the port of Tartous. Vessels await pilot 1-6 miles West: 
berth and the loading capacity is 4,000 tons per hour. Mooring, 
light only. 

This operation performed without tug assistance but should thy 
be a situation necessitating the help of a tug, same can be ordey 
from nearby Tartous port where 300 h.p. tugs stationed. 

There are two breast buoys, two aft buoys and one astern, 
vessel holding on its two anchors forward. In view of the rate 
sudden South-westerly winds, it may be decided to supplement 
mooring lines with steel wires to assist in holding vessel in mooring 

The two flexible 10 in. hoses forming a “Y" will be connected! 
ship's manifold for side loading and the Terminal will supply ® 
necessary standard flanges for the connection if required. 

The Berthing Master will also supervise the loading and will ke 
in close contact with the contro! room by portable VHF radio sit 
the vessel's own equipment has to be sealed during the ship's s 
in port. 

FRESH WATER: Unlimited supplies available to vessels bert 
alongside the main pier. 

FUEL: Only available in very limited quantities by tanker truck 
MEDICAL: Medical facilities are available, but serious cases ™ 
involve transportation to Lattakia or Damascus. 
DEVELOPMENTS: A new quay for phosphate is now uni 
construction 300 metres long and 4 metres depth and will be prol 
ged by a quay of 250 metres long and 11 metres depth for vess® 
loading phosphate up to 25,000 tons capacity. 

A dry dock will be soon under construction for repairing ves 
and tankers with a capacity varying between 40 and 60,000 tos 
Also two slip-ways for general overhaul for small vessels of 1 
tons and less. 

FLOATING CRANE: A floating crane of 100 tons lifting capa 
available. 

SHORE LEAVE: No amenities for the crew exist in the tow!’ 
Tartous but crew may, if required, proceed ashore with a land 
permit issued by the local security services. 

WEATHER: See “‘Banias". 

AUTHORITY: Harbour Master. 


AGENT: Gulf Agency Co. (Syria) Ltd., Houssein Ali Build 
Alnarges Street, PO Box 19, Tartous, Syria. Cables “Gacsh¥ 
Tartous. Tel. 21897, 22287. Telex: Beirut 20906. 
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HUALIEN: 23.59 N. 121.38 E. 


PORT LIMITS: Radius of 1 mile from the centre of Hualien # 
Breakwater Beacon (23° 59’ 11.3” N. 121° 38’ 35” E.). 
DOCUMENTS: 

Ship's Register. 

Derat Certificate. 

Last Port Clearance. 


taiwan Tonnage Dues Certificate. 
Pratique- ; 
i rew List. 

1 List visaed by office of China Mission (applicable to 

hmerican and Philippine vessels.) 

g copies Passenger List - Landing and transit. 

jist showing dates of vaccination (within 3 years) of all crew and 

- janding passengers. WHO “yellow Books" may be examined. 

‘Chinese Maritime Customs Stores List. 

{list Foreign Currency in safe. 

{list Narcotics in safe. 

«list Arms and Ammunition, 

+ set of COPY Bills of Lading. 

2 Manitests of Inward Cargo. 

4 Manifests of Through Cargo. 

pists of Unmanifested Inward Parcels. 

dlists of Mail for landing. 

Vessel's Log Book. : 
pILOTAGE: Compulsory. At anchorage hoist G flag. 
ANCHORAGE: Bearing of Hualien Kan Lighthouse (23° 58’ 40” N. 
9° 36 20° E. is 315° distant about 3/4 miles. 
RESTRICTIONS: Hualien Harbour closed to all ships at 0000 
yot 0500. Large ships not allowed to enter after sunset. 
WAX, SIZE: Draft not exceeding 23 ft. and length 450 ft. may enter 
dyalien Harbour at present time. 
HEALTH: At anchorage hoist Q flag. 
RADIO: Hualien Radio XSY; ETA reported 24 hours at least before 

I. 

TGS: Normally used in harbour. Ship's lines should be used. 
STEVEDORES: Stevedores will be assessed against ships except 
otherwise agreed between ships and consignees or shippers. 
MEDICAL: Hospitalization can be arranged through Agent. 
FRESH WATER: Hoses from water-lines to tanks. 
FUEL: Fuel viscosity, SUS at 122°F, max. 225; SUS at 85°F, min. 225; 
SUS at 122°F, max. 200; Diesel fuel viscosity, SUS, 100°F 35-45. Fuel 
ine 6 in, connection, otherwise notify in advance. 
DEVELOPMENTS: The second stage of harbour extension will 
be completed in 1973, This will increase harbour capacity by three 
ship berths. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 


dores, 
CERTIFICATES: 

Ship's Nationality Certificate. 

Load Line Certificate. 

Tonnage Certificate. 

Certificate of Inspection of Ship. 

Ship Safety Equipment Certificates. 
IDENTIFICATION CARDS: Required. 
AIRPORT: Domestic airport connected to Taipei and Kaohsiung 
International Airport (4 flights daily). 
TIME: GMT plus 8 hours. 

AUTHORITY: Hualien Harbour Bureau. 


AGENT: (see Keelung). Recommended Owners contact their 
Taiwan Agents before sending vessel to Hualien as berthing facili- 
ties very limited. 


KAOHSIUNG: 22.37 N. 120.16 E. 


PORT LIMITS: Ship considered to be an “arrived vessel” when 
anchored at a location within 2 miles distance from the harbour 
lighthouse, 
DOCUMENTS: 

10 Crew Lists. 

1 Customs Stores List. 

1 Narcotic List. 

1 Foreign Currency List. 

1 Crew's Declaration List. 

1 Arms and Ammunition List. 

1 Parcel, Passenger and Mail List (all nil items may be put in one 
Statement). 

1 set of Bills of Lading and Manifests. 
PILOTAGE: Compulsory. Agents will arrange for pilot to board 
vessel at anchorage outside breakwater about 14-2 miles West of 
Kaohsiung Lighthouse. Pilot boat flies code flag “H”. 
MICHORAGE: Depth 15 metres, or anywhere clear of dredged 

nel. 

RESTRICTIONS: Port closed for entry after sunset; vessels can 
sail at 2300 hours latest. Tankers with maximum draft 34 ft. must 
await high tide. 
MAX. SIZE: Length and breadth no restriction (maximum size ever 
entered: 849’ 08" LOA and 131’ 06” b). Draft for dry cargo or bulk 
‘arriers 32 ft.; tankers 34 ft. during high tide. Tankers with draft over 
4 ft. up to 55 ft. discharge at Monobuoy outside main port area, 
postion: 22° 30’ N. 120° 18” E. 

HEALTH : Free pratique granted at anchorage after Master’s com- 
erik Quarantine Declaration Form furnished by Quarantine 
one No quarantine necessary if second port in Taiwan. Quaran- 
ren will attend only in case any suspected contagious disease 
RADIO: Kaohsiung Radio (XSW). Normally used by Agents when 
cabling vessels, 

— with the Agent and Port Authorities may be made via 
AD Radio on VHF Channel 16. 
CARG MHF: No radar service. VHF will be used soon. 

vr GO-HANDLING FACILITIES: Container Terminals: The 

container terminal includes the piers No. 40, 41 and 42. The 
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second container terminal includes the piers No. 63, 64 and 65. 
Container handling equipment includes: two straddle carriers for 
handling 20 ft. to 24 ft. containers, another seven straddle carriers 
for 30 ft., 35 ft. and 40 ft. containers. One side loader for handling 
20 ft. containers. One lateral straddle carrier for loading 20 ft. con- 
tainers. One truck weigher, another two weighers for handling 
20ft. and 40 ft. containers. 

Grain, and other bulk handling equipment: One silo, 40,000 tons 
capacity, unloading 300 tons per hour. 35 grabs for unloading grain 
and 15 grabs for other cargo. 

Sulphur unloaded by hoist with nets, 25 tons can be discharged 
per hoist per hour. 

TUGS: Harbour tugs usually join vessel after entry and while 
berthing. Ship's lines always used. 

BERTHING: No specific requirement except tankers with maximum 
draft of 34 ft. must berth high tide. Wharves: There are at present 
40 wharves (including one shallow water wharf) with a total length of 
6,925 metres, capable of accommodating 49 vessels - 32 ships of 
10,000 ton or over and 16 of 3,000 ton or over simultaneously. Buoys: 
The harbour has in all 24 mooring buoys, including 4 sets of 20,000- 
ton class, 15 sets of 10,000 ton class and 5 sets of under 10,000-ton 
class, capable of berthing 20 vessels. 

STEVEDORES: All Government stevedores ordered by Agents 
as required. 

MEDICAL: No advance notice required unless emergency case. 
Vaccination Certificates against smallpox (3 years) and Cholera 
inoculation (6 month) required. 

TANKERS: Discharge lines at oil terminal inside harbour 8 in, 
(two berths), and 12 in. at Monobuoy outside with necessary redu- 
cers supplied from ashore. In latter case, Master must inform Agents 
size of ship's manifold. 

A single buoy mooring Chinese Petroleum Corp terminal is situa- 
ted in position 22° 30’ 17” N. and 120° 17’ 56” E. A white flashing 
signal light is mounted at the centre of the buoy with a range in 
excess of five miles. The light appears for one second and goes off 
for three, it then appears for one second and goes off for twelve. This 
cycle is repeated. 

The area around the mooring buoy has a depth of 68 feet and can 
accommodate tankers up to 140,000 dwt. The current runs at a maxi- 
mum of 24 knots. 

A second monobuoy installed in the position of 22° 29’ 45.1” N. 
120° 16’ 40.8” E., capable of discharging tankers up to 250,000 dw tons. 

The buoy mooring has facilities for two 12” hose connections and 
one 10” bunker line. Fresh water is not obtainable. Stores can be 
arranged for delivery by boat under police escort. Other services 
available to tankers at the buoy are confined to those of anemergency 
nature. 

Vessels programmed to use the Talnpou SBM Terminal are 
required to anchor off Kaohsiung Harbour for quarantine and im- 
migration clearance, then to proceed to the SBM about 7 miles 
S.S.E. of the harbour anchorage. 

Should the berths be occupied, the vessel is required to anchor 
1-5 nautical miles North of the SBM in 14 fathoms. The Pilot/Cargo 
Supervisor and his hose-handling party board in this vicinity from a 
tug. 

After the discharge of cargo, the vessel is required to return to 
Kaohsiung harbour anchorage for inspection and outward 
clearance. 

DENSITY: Average 1015 in Summer, 1023 in Winter. 

FRESH WATER: Most berths supply from shore lines, otherwise 
from barge. 

FUEL: All grades, mostly received from barge. Owners must 
contact suppliers for nomination through Chinese Petroleum Corp. 
before ship's arrival. 

FIRE PRECAUTIONS: No specific regulations, but routine pre- 
cautions should be enforced. 

DEVELOPMENTS: Three new berths have just been completed. 
No. 45 will handle general cargo vessels; No. 46 will be specifically 
for sugar loading; and No. 47 will be equipped with a silo of 40,000 
tons capacity as a grain berth. In addition, one berth (Wharf No. 62) 
to handle chemical liquid cargo is under construction. A second 
entrance now being cut. When completed 1975, port will accommo- 
date o.b.o. carriers of 75,000 tons, and later 100,000 tons. 

A dry dock is under construction capable of handling 450,000 dwt. 
VLCC's. To be completed in 1976. 

GANGWAY/DECK WATCHMEN: Recommended to meet local 
security requirements. 

OPENING/CLOSING HATCHES: Mostly handled by stevedores 
except steel hinged covers, which are to be done by crew. 
CERTIFICATES: Ship's Registry, Load-line Certificate and Safety 
Equipment Certificate must be inspected by Customs/Harbour 
Authorities. 

CUSTOMS ALLOWANCES: 200 cigarettes or 1 box cigars and 
1 bottle of wine or spirit allowed each. 

CARGO GEAR: No additional requirements, but Cargo Gear 
Certificate must be valid. 

IDENTIFICATION CARDS: Not required. 

CONSULS: Japanese General Consulate, tel. 226620. Others in 
capital city Taipei, 230 miles North of Kaohsiung. 

REPAIRS: Good for minor repairs. The Bureau's two ship repairs 
yard are separately located at pier No. 10 and Basin No. 6 in Chi-hou. 
Pier No. 10 yard includes a main office, a dry dock, vehicle repair 
plant etc. Chi-hou yard: repair workshops, slipways, etc., complete 
with appliances and equipment. Offers repair service to various 
types of ships under 4,000 tons. 

DRY DOCK: Only small one: 116 17-0 metres takes vessel under 
4,000 gt and draft less than 12 ft. 6 in. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


REPATRIATION: Crew changes arrangeable. 

ree ato 7 miles from main port area. Open for international 
ights. 

TIME: Local: GMT plus 8 hours. No alterations during the year. 

HOLIDAYS: New Year's Day (Jan. 1-2); Yough Day (Mar. 29); 

Labour Day (May 1); Confucius’ Birthday (Sept. 28); National Day 

(Oct. 10); Taiwan Restoration Day (Oct. 25); Dr. Sun’s Birthday 

(Nov. 12); Constitution Day (Dec. 25); and Chinese Lunar New Year's 

Day (2 days mostly in Feb.). No work on New Year's Day (Jan. 1), 

Labour Day and Chinese Lunar New Year's Eve and New Year's Day. 

Double stevedoring rates for rest of holidays. 

POLICE/AMBULANCE/FIRE: Police and ambulance: call 555183; 

Fire: 555183 or 226119. 

TELEPHONE: Telephone on board. 

SERVICES: Competent technicians available for repairs of radar, 

radio, compass adjusting and other navigational aids. Tank cleaning 

equipment and facilities not available. 

SHORE LEAVE: Normally granted. 

REGULATIONS: A curfew exists in the port area between 0100- 

0400 hours daily. No traffic is allowed during this period. Anybody 

going aboard must obtain a boarding pass. 

DELAYS: Generally about one day's berthing delay for general 

cargo liners and 2-3 days for bulk cargo ships, especially during 

typhoon season in the months of July to Sept. 

AUTHORITY: Ministry of Communications, Taipei, Taiwan. 


AGENTS: Jardine, Matheson & Co. Ltd., 36 Kwei Teh Street, PO 
Box 81, Taipei, Taiwan. Shipping Agents, Lloyd's Agents, Cargo 
Surveyor. Tel. 571281 (10 lines). Telex TP391. Cables: “Jarocean”,. 

Sub-Agent: Loong Gon Co. Ltd., 65 Lin Hai Yit Road, Kaohsiung. 
Tel. 553757, 555023. Cables “‘Loonggon", “Jarocean”. 


KEELUNG: 25.09 N. 121.44 E. 


PORT LIMITS: Considered to be an “arrived ship" once she has 
reported to Keelung Signal Station by VHF or visual signals whether 
she has entered the outer harbour or not. However, quarantine 
and customs inspectors do not attend ships outside the breakwater 
(as they do not have adequate transportation) and they do not 
consider a ship is an “arrived ship” unless she enters the outer 
harbour. 

DOCUMENTS: 

Ship's Registry. 

Last Port Clearance. 

Crew List. 

Fumigation Certificate. 

Import Manifests. 

Through Cargo List. 

Store List. 

Arms and Ammunition List. 

Narcotics List. 

Foreign Currency List. 

Parcel List. 

Passenger List. 

Yellow-book for every person on board. (Vaccination Certificate). 
PILOTAGE: Compulsory from anchorage to dock and any other 
movements in port. Pilot may also meet ship within one mile outside 
breakwater upon ship’s/Agent's request. VHF and Signal Station 
25° 09’ 27” N. 121° 44’ 23” E. VHF radio listening on Channel 16, 
records arrival time and passes information to Agents or Pilots. 
ANCHORAGES: Area is in Outer Harbour depth 8 to 16 metres 
but can only take eight ocean-going vessels, ship may also anchor/ 
remain outside breakwater waiting for Pilot or entry instructions. 
RESTRICTIONS: Permission must be granted from Naval Signal 
Station located at Lat. 25° 09’ 43” N. Long 121° 45’ 08” E. for entering 
breakwater. Ship's agent should declare ship's ETA to Port Authori- 
ties 24 hours ahead. Port closes from 0001 to 0500 hours daily. 
MAX. SIZE: Maximum draft 35 ft. and length overall preferably 
less than 700 ft. Navigation Channel-length 2 kilometres, breadth 
150 to 350 metres. 

HEALTH: Radio pratique not acceptable. Quarantine will clear 
vessel at anchorage area. Stool test will be conducted if vessel 
arrives from an affected area within five days. 

RADIO: Radio Keelung. Send cables to ‘Harbour Master Keelung” 
report ETA, draft, etc. Channel 16-156:8 mc/s for safety and calling 
purposes. Channel 14-156-7 mc/s for harbour control after contact 
and identified. 

RADAR/VHF: No radar service to assist navigation in port. VHF 
only used on ship's arrival. However, pilots carry pocket walkie-talkie 
to communicate with tugs and line-men on dock. Also see “Pilotage” 
and “Radio”. 

TUGS: Three main tugs with more than 1,000 h.p. each assist 
mooring and unmooring. Join at any point within breakwater. Ship's 
lines used. 

BERTHING: Docking during day only. Pilot compulsory. Vessels 
usually anchor in outer harbour first for pratique and inspection. 
SPECIALISED CARGO HANDLING FACILITIES: Wharf No. 2 
to 4 and 14 to 18. 2 at 4 tons stationary shore cranes on each wharf. 

Berth 2 and E2, passenger ships. 

Berth 20, for receiving ore, sulphur, etc., and loading fertiliser. 

Berth 22-26, for container ships and “lash” vessels. Equipment 
includes 3 gantry cranes, 4 straddle-carriers for 20-40’ containers 
and 1 side-loader for landing 30’ containers. 

Berth 30, 3 elevators for grain in bulk. 

Generally ship's gear is required for cargo handling on all except 
fully containerised vessels. 
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One berth for handling liquid chemicals sulphur: is unlog 
hoist with nets, 35 tons can be discharged per hoist per hour, 
STEVEDORES: Owned and operated by Harbour By 
government organization. Stevedores paid by tonnage instead 
hours. Stowage plan and cargo details must be presented tO tq 
cerned offices 24 hours prior operation. 

MEDICAL: Clinics with English-speaking doctors available 
Keelung and modern hospitals available in Taipei, 30 kilomeiy 
from port. 

TANKERS: Wharf No. 33 specially reserved for tankers, 
limited to 34 ft. For other procedures in port tankers are treated 
as other carriers. 

DENSITY : 1002 to 1023. 

FRESH WATER: Available subject 24 hours advance Not, 
Usually delivered by barges. No limitation on quantity. 

FUEL: Ordinary bunkers available but require 3-5 days advany 
notice. Fuel barge operated by C.P.C. 

FIRE PRECAUTIONS: Red flags will be flown on dock and fry 
fighting automobile and tug will be standing by while tanke, 
Operation. 

DEVELOPMENT: A proposed five-year development plan ber 
carried out. After completion, which is expected in 1973, another) 
deep-water berths will be added to this port. Container berth toy 
completed 1973. 

GANGWAY/DECK WATCHMEN: Harbour policeman alway 
assigned by authorities at gangway free of charge. Other gangyy 
deck watchmen are recommended. : 
OPENING/CLOSING HATCHES: Normally carried out by ste. 
dores, excepting new designs on modern vessels. 
CERTIFICATE: International certificates, Safety Equipment, Loy 
Line, Cargo Gear, etc. 

CUSTOMS ALLOWANCES: Each crew member allowed » 
packs cigarettes for own use. Master enjoys some privileges a 
can keep several cartons if he thinks necessary. Wine and/or Spa 
no restrictions but slopchest will be sealed on arrival. 
IDENTIFICATION CARDS: Passport or other identificaty 
papers are needed. 

CONSULS: None. Mostly stationed at Taipei. 

REPAIRS: All types of deck and engine repairs can be carried 
in port. 

DRY DOCK: One for vessels under 100,000 tons and the otherly 
25,000 tons. 

REPATRIATION: Crew repatriation usually carried out throw 
International Airport in Taipei, and Immigration prefer either® 
dividual or group visa for landing crew from ship. 

AIRPORT: International airport in Taipei only 30 minutes by cw 
TIME: GMT plus 8 hours. No alterations. 

HOLIDAYS: New Year's Day (1-2 Jan.); Lunar New Year's Dy 
(2 days in Feb.); Youth Day (29 Mar.); Labour Day (not a nation 
holiday but only for labourers) (1 May) ; Confucius Birthday (Teacher 
Day) (28th Sept.); National Day (10 Oct.); Taiwan Restoration Dy 
(25 Oct.); Dr. Sun's Birthday (12 Nov.); Constitution Day (25 Dec} 
POLICE/AMBULANCE/FIRE: The gangway guard assigned} 
Harbour Police or ship's Agent will act in emergencies. 
TELEPHONE: Local telephones available to be placed on boat 
GENERAL: Shore pass issued by Immigration for each crew me 
ber on ship's arrival and will be collected on ship's departure. Ay 
one who loses a shore pass is subject to fine. 

SERVICE: Harbour Master prohibits discharge of tank washiy 
etc., in port. 

SHORE-LEAVE: Crew allowed ashore except for crew membe 
from Communist countries. 

REGULATIONS: Searching for stowaways is strictly carried # 
on arrival and departure. 

DELAYS: Keelung has rainfall on about 240 days in a year, por! 
sometimes congested after continuous rain, 

AUTHORITY: Ministry of Communications. Taipei, Taiwan. 


AGENTS: Jardine Matheson & Co. Ltd., 36 Kwei Teh Street, 
Box 81, Taipei, Taiwan. Shipping Agents, Lloyd's Agents, Cam 
Surveyors. Tel. 571281 (10 lines). Telex TP391, Cables: “Jarocea? 
Sub-Agent: Loong Gon Co. Ltd., 10 Chung Yit Road, Keelut} 
Tel. 22443, 22444. Cables “'Loonggon" “Jarocean”. 
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GENERAL: Ajl/ Ports: (Ship's Officer's Report): The Boardti 
Customs require crew declarations on their special form duly sig® 
by each individual member of crew. The excess private prope 
or the items not required during the ship's stay in port, are to” 
collected and placed in a locker or room and sealed by the Custom 
This seal has to be kept intact even in the case of the vessel saill 
from Tanzania to Kenya or vice versa. On arrival at the next pa 
the previous Custom’s seal is replaced by the local authorities. 

new crew declaration is needed if once filed at first port. Hower® 
it is recommended that an extra copy of the crew declaration is he 
on board as a record in case it is requested by the local authori 


CHAKE CHAKE: 05.14 S. 39.46 E. 


DOCUMENTS, HEALTH: Refer to “Zanzibar”, where ves 
required call for clearance by Port Officials. 
PILOTAGE: Not compulsory, but restricted to daylight only. 


sTRICTIONS: Entrance approached through Owen Channel or 
h passage between Mesale Island South and Ras Kingojelin. 
wee from 10 to 22 fathoms but there are patches of 24 fathoms. 
owest part of channel is 1-5 cables wide. ‘ : 
Wessels may enter and leave at any state of the tide, but in day- 
only. 
NORAGE: No mooring buoys. Vessel's work cargo to lighters. 
: tp decreases to 3 fathoms for coastal anchorage off Ras Banani. 
aX. SIZE: 170 ft. length; 15 ft. draft. 
TUGS: Not available and not required. 
fRESH WATER: Not available. 
FUEL: Not available. “ 
AUTHORITY : See “Zanzibar”. 


pAR-ES-SALAAM: 06.50 S. 39.17 E. 


porT LIMITS: The port of Dar-es-Salaam includes all tidal 
waters enclosed by a boundary which, commencing at high water 
oint South east of Ras Koronja (approximately 9-66 km. 
mark at a p . a 
fast of the city of Dar-es-Salaam), follows a straight line due North 
io the West tip of the Outer Sinda Island. Thence a straight line to 
Vakatumbe Lighthouse, thence a straight line drawn to South tip 
of Mbudya Island, thence a straight line drawn 254° to the high water, 
narkat a point on the mainland South of the entrance to Mto Peremji. 
Thence following the high water mark around Msansani Bay, Dar-es- 
Salaam Inner Harbours to the first point due South of Outer Sinda 
Island. 
DOCUMENTS: ‘ . 

Health Certificates (forms supplied by Pilot). 

6 Crew Lists. 

{0 Passenger lists. 

Ships Manifest. 

Heavy Lift List. 

Dangerous Cargo List. 

Ship's Register. 

Declaration and Advice of Consumable Stores (Form C-7 supplied 

by Customs). 

Crew Declaration (Form C-8 supplied by Customs). 

PILOTAGE: Compulsory South of Makatumbe lighthouse, for all 
yessels over 200 nrt. The pilot launch is painted white and shows 
the conventional day and night signals. Vessels wishing to enter 
must await the arrival of the pilot launch at the Outer Anchorage, 
and, ifnecessary, must anchor clear of the leading marks. During the 
hours of darkness ships entering or leaving the port are limited to 
45 ft. OA on tides not exceeding 9 ft. range. 

ANCHORAGE: Shipmaster's Report: In good weather tankers 
waiting can anchor in a depth of 18 metres, 12 cables from Makatumbe 
Light true bearing 250 degrees. 

RESTRICTIONS: Movements in and out of the basin are subject 
to restrictions depending on drafts and state of the tide at spring 
tides. Tankers and vessels carrying explosives are not allowed to 
leave or enter during hours of darkness. 

Thereis a signal station (with tower, flagstaff and red roof) on East 
Ferry Point (lat. 6° 50’ S, long 39° 18’ E.). Entry prohibited signals are: 
day signal — black flag is masthead; night signal — three red lights 
disposed vertically, and distant signals - black square on white 
background. 

The entrance channel at North end of the basin is about 14 miles in 
length from its outer entrance between the edges of the banks front- 
ing North and South Reefs to the Inner Harbour, South of West 
Ferry Point, 

There is a sharp bend in the channel at West Ferry Point. Minimum 
depth of 24 ft. LWOST, and minimum width of 420 ft. between the 4 
‘fathoms contour lines. A very strong ebb and flood runs through the 
channel at periods of spring tides. Maximum current at spring tides - 
% knots. During period of S.E. monsoon strong winds and heavy 
seas may make entry difficult, but in Inner Harbour port working is 
formally unaffected by weather. 

MAX. SIZE: Twin-screw vessels not exceeding 600 ft. and single- 
screw vessels not exceeding 575 ft., 28-33 ft. depending tide. Tankers 
35 ft. 32 ft. draft. Also refer to “Mjimwema”. 

HEALTH : Radio Port Health officer giving ETA, name last port and 
health condition of passengers and crew. Q Flag to be displayed until 

"ee pratique given. 

BERTHING: In the Inner Harbour there are mooring and anchorage 
terths for up to 9 deep-sea ships ranging from 350 ft. to 600 ft. in 
length and from 23 ft. to 30 ft. in draft. Deep-water quays total length 
3024 ft. giving 5x 600 ft. (Berths 1 to 8) with 35 ft. depth at LWOST. 

In addition there are 2 coaster anchorages. The Southern Creek, 
athe South-east corner of the basin has a navigable distance of 12 
nies for ships drawing up to 30 ft. of water. 

CARGO-HANDLING FACILITIES: The port has no special 

‘cilities for bulk handling cargoes but, subject to advance notice 

‘Ng given, vacuvators and grabs can be made available. 

Wo berths, Nos. 7 and 8, are capable of accommodating container 
Tas: but the port has no handling facilities. 

ANKERS: Bulk Oil Jetty at which tankers up to 575 ft. OA, and 32 

eral can discharge to tanks ashore. Depth alongside of 35 ft. 
j *re is a refinery on the opposite side of the creek to the Bulk Oil 

aity; the tankers serving the refinery are not to exceed 20,000 dwt 

ea for the time being. Also refer to “Mjimwema”. 

a EVEDORES: Week days (except Saturdays) 0700 — 1500 (45 

pres break, 1500-2200 hours (no break), 2200-0600 hours (no 

rien Saturdays 0700-1345 hrs. (no break), 1400-2100 hours (no 

“en Sundays and public holidays 0700-1500 hours (45 minutes 
*ak), 1500-2200 hours (no break). 


TANZANIA 


FRESH WATER: Available at deep-water berths, and a water 
barge supplies water to ships at anchorage. All water is chlorinated 
but should be boiled and filtered.-Water for boiler requires feed 
treatment (formal solutions adequate). 

FUEL: Not generally available. 

MEDICAL: Doctors and good modern hospital facilities exist. 
DEVELOPMENTS: Three more deep-water berths are under 
construction with an option of two more. 

REPAIRS: Several light engineering workshops. There is an East 
African Harbours Corporation Dockyard for construction and main- 
tenance of East African Harbours Corporation's lighters and other 
small craft. This has a slipway for vessels up to 100 ft., lifting power 
100 tons. The Port Administration employs a skin diver. 
REPATRIATION: Can be arranged. 

CUSTOMS ALLOWANCE: Each crew member is allowed one 
carton of cigarettes, one opened bottle of spirits and 8 small beers. 
AIRPORT: International airport with daily connections to all parts 
of the world. 

TIME: GMT plus 3 hours. No alterations. 

HOLIDAYS: Christmas Day and International Workers’ Day are 
the only holidays on which no work is performed. Other holidays on 
which restricted working may be carried out are: Zanzibar Revo- 
lutionary Day (12th January); Id-el-Fitr (two days); Id-el-Haj; Good 
Friday; Easter Monday; Union Day (26th April); Maulidi Day; Saba 
Saba Day (7th July); Tanganyika Independence and Republic Day 
(9th December). 

SHORE LEAVE: Allowed. 

AUTHORITY: East African Harbours Corporation, Port Manager, 
Box 1130, Dar-es-Salaam. Cables “Harbours Dar-es-Salaam”. 


AGENT: East African Commercial & Shipping (Dar-es-Salaam) 
Ltd., Deep Water Berth Kurasini, PO Box 3015, Dar-es-Salaam. 
Tel. 25591. Telex 41075. 


MJIMWEMA TERMINAL: 06.49 S. 39.22 E. 


Robes a sre and all General Information; refer to “Dar-es- 
alaam”. 

LOCATION: The position of the Mono Buoy is Lat. 6° 49’ 20” South, 
Long., 39° 22’ 00” East, lying approximately 14 miles offshore in 
Mjimwema Bay. The buoy lies in 24 metres depth of water. The 
currents are up to about one knot and the direction varies. 
PILOTAGE: Mooring Master/Pilot boards in an approximate 
position Makatumbe Island lighthouse bearing 240°. True distance 
34 miles. Should the Pilot not be available on arrival, vessels are 
advised to keep underway and await the Pilot rather than anchor. 

After mooring operations a Mooring Master/Pilot will remain on 
board. \ 

Vessels must provide adequate means of boarding for Pilot, 
Customs and other officials. A pilot ladder with spreaders 4 ft. from 
the water and manropes are required. 

The Mooring Master shall be provided with meals and accom- 
modation comparable to a senior officer on board. The crew of the 
mooring launch will be provided with food comparable with ratings 
on board. No special foods need be provided. 

RESTRICTIONS: Initially, berthing and unberthing will be in 
daylight hours only. It is expected after experience is gained that 
there will be no pilotage restrictions. It is anticipated that after the 
first few departures, night departures will be allowed and night 
arrivals may later be allowed at the discretion of the Harbour Master. 
MAX. SIZE: The Mono Buoy accommodates tankers up to 100,000 
tons dwt. Minimum length allowed, 650ft. Maximum draft allowed, 55ft. 
PRATIQUE: Customs, Port Health and Immigration will board 
vessels on arrival. 

RADIO: Within six hours of clearing the loading port, each tanker 
shall provide the Agent with the following information: 

(a) Name of Ship. 

(b) Name of last port from which the vessel cleared and the loading 

port if different from above. 

(c) Estimated date and time of arrival at Dar-es-Salaam (Mjim- 


wema). 

(d) Cargo loaded. 

(e) API gravity. 

(f) Arrival draft, fore and aft. 

(g) Lifting capacity of derricks. 

(A) Size of manifolds. 

(i) Personnel requirements. 

72 hours from the pilot station, a second cable should be sent to 
Agent with following information: 

(a) Name of ship. 

(b) Amended time of arrival. 

(c) Names of crew leaving the vessel (if any). 

(d) Requirements of doctor and dentist. 

(e) Any other requirements. 

A final cable should be sent about 36 hours from the pilot station 
giving finally amended ETA. 

When within 20 miles of Dar-es-Salaam Signal Station vessel 
should call the Signal Station on either Channel 12 or 16. A con- 
tinuous watch is kept on both channels. Call sign is Dar-es-Salaam 
Signal Station. 

VHF Channels 16 calling, 12 berthing. VHF Channel whilst dis- 
charging to be decided. 

Portable radios can be provided for vessels not having a VHF set 
and the Agent should be so informed in order to allow time to 
dispatch a portable radio on arrival. A vessel arriving without suitable 
means of communication and not having informed the Agent of the 
fact could occur delays which would be to ship's account. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


The Mooring Master will be in direct control of all radio communi- 
cations on the vessel while in the terminal area. Any unauthorised 
communications may r2sult in the immediate cessation of all opera- 
tions and removal from the berth. 

READINESS: Notice of readiness will only be accepted by the 
Pilot/Mooring Master on behalf of the Harbour's Corporation, when 
the ship is berthed and connected. 

Any vessel which is not, in the opinion of the berth controller, 
ready in all aspects to discharge, may be rejected until corrections 
are made. The Harbour Master's decisions are final. 

BERTH: The Mono Buoy is a single point mooring buoy. The body 
of the buoy being secured in a fixed position with 6 moorings and the 
top of the buoy is in the form of a turntable allowing the ship, moor- 
ings and hoses to take up the position the vessel lies naturally due 
to tide, wind and current conditions. ? 

MOORING: “he following equipment is required to moor with 
safety: Two 10-in. nylon circumference ropes. 100 ft. in length. Four 
end joining shackles. 

The vessel approaches the Mono Buoy head to wind and tide or 
the resultant of these forces, and should have two mooring ropes 
lowered to the water, each having a 15 ft. lashing of 3-in. rope on it. 

As the vessel nears the mooring, a launch will take the port rope 
from the ship and connect it to the port pick-up rope and return to 
me ship to take the starboard rope and repeat the operation on that 
side. 

The vessel should heave on the ropes as soon as they are inboard 

and heave herself to the buoy until the chain is on the fairlead. The 
ship wire should then be shackled to the chain and turned up on 
bits. This applies to both sets of moorings. 
HOSES: Raising and lowering of, connecting and disconnecting 
of hoses as well as other shipboard duties will be performed by the 
ship's crew under the advice of the Mooring Master. The ship should 
be capable of lifting 10 tons on her derrick, with a minimum of 74 
tons. 

When the vessel is securely moored, the launch will bring the 
hoses alongside on the port side. The vessel will lower the cargo 
hook to the boatman who will hook it on to the lifting ring on the 
forward hose. The hose will then be lifted to full height on the boom 
and secured on the “Hang off Chains" supplied. The hose is then 
lowered to the deck and the operation repeated with the after hose. 

After completion of discharge the hoses will be filled with sea 
water by the ship. The hoses can then be disconnected from the 
manifold and lifted over the side of the ship and hung there on the 
slip ropes to be slipped off simultaneously with the moorings. This 
last operation will be carried out on the advice of the Mooring 
Master. 

UNMOORING: On sailing, hoses will already have been discon- 
nected and ready to be slipped at the direction of the Mooring 
Master. 

The weight will be taken on the two approach ropes by heaving 
slowly with the winch. The shackles will then be released and the 
ropes slacked away until they are finally paid out through the fairlead 
and dropped into the sea. 

The shore equipment should then be collected together under the 
derrick and returned to the boat. 

BALLAST: Ballasting will be allowed during discharge but only 
with the express permission of the berthing controller, and inthe case 
of ballasting in dirty tanks a dry certificate must be issued. Vessels 
will not be allowed to tank clean. There are no sludge tanks ashore. 
FUEL: No bunkers available. 

FRESH WATER: Only very limited quantities of fresh water in the 
region of about 50 tons can be provided. 

STORES: Stores are available in Dar-es-Salaam, but the East 
African Harbours Corporation cannot undertake to transport stores 
to the Mono Buoy. Transport of stores to the buoy will be the 
responsibility of the Agent. 

REPAIRS: During periods of calm and the fact that there is little 
current, it is foreseen that the problem of riding up on the buoy may 
occur. The vessel's engines shall therefore be available at all times 
and the telegraph shall be on stand-by while the vessel is in the 
berth. Engine repairs are not permitted. Should a vessel not be able 
to use her engines the cargo will be stopped and the vessel towed to 
a safe anchorage at the vessel's cost, until she can safely return to 
the berth. 

SHORE LEAVE: Shore leave will not be permitted. Should any of 
the crew require to be landed for medical or relief reasons, the 
Agent will be responsible for providing transport to the Inner 
Harbour. East African Harbours Corporation craft will on no account 
be available to ferry crew members to and from the passenger 
pontoon. The Mono Buoy lies 44 miles from the passenger landing 
pontoon, which is situated in the Inner Harbour. 

POLLUTION: It is the Master's responsibility to see that no oil of 
any kind is pumped or spilled overboard from his vessel. This 
includes oily water from bilges, crude residues from the previous 
voyages or any other matter that may result in the pollution of the 
area. Owners and Masters should comply with any international 
regulations and recommendations concerning the prevention of 
pollution of the sea. 

Serious consequences will arise if the above rule is broken. All 
costs and expenses involved will be for the account of the vessel 
concerned and the Master may be prosecuted under the Tanzania 
Merchant Shipping Act. 

REGULATIONS: While in the berth the vessel should provide a 
pilot ladder on the opposite side of the vessel to the gangway, 
secured at the rail and ready for use. 

No boats of any kind shall be lowered without permission from the 
Customs, Immigration and Harbour Master, except in an emergency. 
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East African Harbours Corporation maintains vessels to assis. 
berthing. These vessels are under the direct supervision Pr 
Mooring Master/Pilot. Any service or facility provided by the 4 
African Harbours Corporation, including the services of them 
Master/Pilot and boats are the vessel's risk. The furnishie® 
Mooring Master/Pilot and launches or other services and { " 
shall not be construed to be or give rise to a personal cont 
AUTHORITY : Harbour Master, Dar-es-Salaam, for Port Manaye 


MKOANI (KOHANI): 05.21 S. 39.38 E. 


DOCUMENTS, HEALTH: Refer to “Zanzibar.” 

PILOTAGE: No pilot available. 

RESTRICTIONS: Vessels passing through channel b 

Zanzibar and Pemba should inform Port Authorities 24 hours 

advance. ’ 
Entrance through Mkoani leading marks, buoyed and well-lit chy 

nel, depth of 11 fathoms. Vessels may enter and sail any time 9) 

and day. ° 

ANCHORAGE: No mooring buoys. Minimum depth 6 f 

ot fet op work cargo to lighters. Sandy bottom with mud Close 

shore. 

MAX. SIZE: Length 250 ft. 

TUGS: Not available and not required. 

FRESH WATER: Not available. 

FUEL: Not available. 

AUTHORITY: See Zanzibar". 


MTWARA: 10.16 S. 40.12 E. 


DOCUMENTS, HEALTH: Refer to Dar-es-Salaam". 
PILOTAGE: Compulsory. Pilot boards half mile North of Shangy 
Reef buoy. Pilot can be contacted by VHF Channels 16 and | 
Radio operating only between 0800 and 1600 hours. 
ANCHORAGE: No safe anchorage outside port. Anchorage 
six vessels inside harbour. 

RESTRICTIONS: Port closed from 1800 to 0600 hours. Buow 
entrance channel 1-5 cables wide at narrowest point. No tik 
restrictions. 

MAX. SIZE: Length 575 ft., draft 32 ft. 

RADIO: Dar-es-Salaam or Mombasa Radio. 

TUGS: Join vessel off Signal Station. Tug's lines used. 
BERTHING: Deep-water Quay; 1,248 ft. length; 32 ft. depth aloy 
side. Two berths available at quay. 

CARGO GEAR: Vessels load/discharge using ship's gear. 
eit hang bg Stowage plan required preferably before shi) 
arrival. 

MEDICAL: Doctor available. All crew require valid smallpox w 
cination and yellow fever inoculation certificates. 

DENSITY : 1025 

FRESH WATER: May be available in emergency but only betww 
2100 and 0500 hours. 20-30 tons per hour. 

FUEL: Not available. 

GANGWAY/DECK WATCHMEN: Arranged by Agents. 
IDENTIFICATION CARDS: Required. 

REPATRIATION: Possible. 

AIRPORT: 7 miles distant. Daily service to international airport 
TIME: GMT plus 3 hours. 

HOLIDAYS: All holidays worked as Sunday except following wht 
no work done: Christmas Day and 1st May. 

TELEPHONES: Direct connection on board not possible. 
SHORE LEAVE: Crew allowed ashore. 

AUTHORITY: East African Harbours Corporation, PO Box Sif 
Dar-es-Salaam. 


AGENT: See “Dar-es-Salaam”. 


TANGA: 05.04 S. 39.08 E. 


PORT LIMITS: From high water mark at Ras Kwawa 090° to! 
meridian of 39° 15’ E., thence 180° to the parallel of Lat. 5° 05 
thence 270° to the mainland at high water mark. Time of anchor 
within port limits to constitute an ‘arrived vessel”. 
DOCUMENTS, HEALTH: Refer to Dar-es-Salaam. 
PILOTAGE: ETA required via Mombasa Radio, if not giver? 
Agents at previous port of call. Pilot embarks from white launch’ 
vicinity of Ulenge Beacon on Ras Kazone leading line. Pilot ladé 
required on port side in North-east monsoon, and on starboard s# 
in South-west monsoon. 

Vessels wishing to enter must await the arrival of the Pilot at™ 
eye anchorage and, if anchored, must anchor well clear of the le 
ing lines. 

APPROACHES: Tanga is approached from the South-e# 
through channel on line of Ulenge leading marks bearing 319° 1 
3-fathom bank to starboard is marked by ship channel buoy. 
should be taken in this vicinity as there is frequently a strong s# 
the North-east. On the port hand, Niule Reef is marked on North 
tip by a buoy. After passing Niule Reef Beacon it is necessa’ 
turn to port on to Ras Kazone leading marks bearing 266° T. 
Ulenge Beacon is sighted. 

A signal Station is situated immediately below Ras Kazone Hf 
light. Signals are exhibited to indicate if inner channel to harbouw? 
clear. Morse lamp messages may be exchanged with inco 
vessels. p 

Late afternoon arrivals to Tanga may encounter poor visib® 


—_ 


4 marks due to haze from setting sun, buta chimney on the 
ser factory site on Ras Kazone with three vertical red lights at a 
nt of 100 metres is conspicuous. ‘ 

10: Mombasa Radio. Ras Kazone Signal Station keeps 24- 
VHF watch on Channel 16, working on Channel 12. 
CHORAGES : Inner Harbour provides safe anchorage for four 
sels up to 600 ft. length and 27 ft. maximum draft also one coaster 

ve 250 ft and 17 ft. draft. In addition there are six anchorages in 
er Harbour for vessels of draft greater than 27 ft., least depth of 

being 45 ft. LWOST. Incoming vessels without Pilot should 
we chor within one mile of Ras Kazone. 
RTHING: All except bulk cargo work is carried out at anchor. 
ssels are not berthed in Inner Harbour during hours of darkness 
vent by special request in cases of urgency. 30 lighters available, 
saci) up to 250 tons each. 
¢ARGO-HANDLING FACILITIES: One 20-ton fixed crane is 
giable on lighterage wharf for heavy lifts. A jetty on the Eastern 

. of Ras Kazone provides one berth for vessels of 20,000 dwt. 

seuipped for the discharge of bulk cargoes and liquid ammonia. 

ei portal cranes of 7 tons capacity fitted with grabs. Jetty currently 
undiing bulk products for fertiliser factory. ae ; 
pASSENGER FACILITIES: All passengers and visitors to ships 
gass through the customs passenger terminal at the Eastern end of 
tse new lighter wharf, and embark or disembark from the pontoon 
wing stage. Private hire launches available. 

FRESH WATER: Not available. 

FUEL; Not available. 

GENERAL: Refer to “Dar-es-Salaam” for all general information. 

AUTHORITY : Tanga Port Manager. 


AGENT: Notco (Tanzania) Ltd., PO Box 5029. Tanga. 


WETE (Pemba): 05.14 S. 39.43 E. 


DOCUMENTS, HEALTH: Refer to Zanzibar. 

PILOTAGE: Not compulsory, but restricted to daylight only. Ves- 
sais passing through channel between Zanzibar and Pemba should 
form Port Authorities 24 hours in advance. 

RESTRICTIONS: Entrance through Uvinje Cap, channel depth 
tecreasing to 11 fathoms, with shallow patches to be avoided, 
\arowest part of channel is 1-5 cables wide. Vessels may enter and 
gave at any state of tide but in daylight only. 

ANCHORAGE: No mooring buoys. Vessels work cargo to lighters. 
Depth decreases to 24 fathoms. Mud bottom. 

WAX. SIZE: 240 ft. length; 25 ft. draft. 

TUGS: Not available and not required. 

FRESH WATER: Not available. 

FUEL: Not available. 

AUTHORITY : See “Zanzibar”. 


TANZIBAR: 06.09 S. 39.11 E. 


DOCUMENTS: 

Bill of Health. 

3 Crew Lists. 

§ Passenger Lists. 

Cargo Manifests. 
iCustoms Manifests. 

PILOTAGE: Compulsory. Vessels approaching from English pass 
embark Pilot at Seagull Buoy, and vessels approaching from South 
pass meet Pilot at Penford Buoys. Pilot takes vessel in and out, day 
ind night. Notice of ETA required 6 hours in advance. 
ANCHORAGE: Six anchorages to accommodate vessels drawing 
pa 82 ft. Additional anchorage provided for vessels carrying 
uplosives, 

RESTRICTIONS: Two entrances, English pass and South pass. 
The former is approximately 1 mile wide and has minimum depth of 
§fathoms and 4 ft. and a very narrow angular turning corner of 1-7 
ables width. South pass wider and deeper than English pass. 
asses are well buoyed and lighted. In English pass, tidal stream 
‘uns North and is stronger on ebb than on rising tide. South pass, 
‘ial stream runs N.N.W. and stronger on flood than on ebb-tide. 
Vessel may enter or leave at any state of tide at any time. 

a SIZE: (Anchorage) Length 1,100 ft., beam 110 ft., draft 32 ft. 

EALTH: Pratique given by Quarantine Officer who boards on 
‘al. All crew required to be in possession of valid smallpox 
"ecination and yellow fever inoculation certificates. 

} S: Two tugs of 88 h.p. and one of 176 h.p. employed for towage 
e's. No tugs for berthing vessels. 

RTHING : Concrete pile wharf 800 ft. long to North of Ras Shan- 
pari used mainly for lighterage purposes and for berthing Govern- 
“eit coasters. Under special circumstances, upon prior request to 
St Officer, vessels of less than 375 ft. length and drawing less than 
ary be permitted to berth alongside, but due prevailing on- 
steveinds this practice not encouraged. 

4 EDORES: Normal working hours 0700 to 1500 Monday to 

4), and 0700 to 1200 Saturdays. Overtime may be worked up to 
ttishin Mondays to Saturdays with one hour extension to 2300 for 
matin’ Ships only. All work on Sundays and public holidays is 
ten ime, and may be either from 0700 to 1600 with two hcurs exten- 

'0 1800 for finishing ship, or 1200 to 2000 with 2 hours extension 
for finishing ship. 
anime rates: bagged cargoes 15 tons per gang hour, general 
gue tons per gang hour. 
TERS: 18 lighters, capacities from 150 tons to 261 tons, 
Capacity 3,674, 


T.F.A.I. 


FRESH WATER: Water at wharf, and can also be supplied to 
vessels at anchorage by one water boat total capacity 240 tons. 
FUEL: Not available. 

AUTHORITY: Serikali ya Zanzibar, Port and Marine Dept., San- 
duku la Posta, 263, Zanzibar. 


Territoire Francaise d’Afars et Issas 


DJIBOUTI: 11.36 N. 43.08 E. (See Plan) 


DOCUMENTS: Crew List for ship's agent. Crew Manifests and 
Manifests of Passengers in transit or for disembarkation, for whom 
disembarkation cards are to be completed. Presentation of Health 
Declaration and verification of compulsory immunisations by the 
health representative. Cargo Manifest, required in five copies prior 
to any discharging operations, also deposit of one copy at port 
operation office. 

PILOTAGE: Is compulsory. Pilot boards in vicinity of buoy No. 2 
of the Heron Bank, where all vessels must wait. Call signals are 
regulated by International Code. Vessels at the quay wishing to put 
to sea must call Pilot half an hour beforehand by three long blasts 
(in addition to the “G" flag). VHF radiotelephony station to liaise 
with ships. Ships must ensure a permanent watch on Channel 12, 
at the latest after clearing parallel of Muskali beacon. 

MAX. SIZE: Entrance to inner roads dredged to 11 metres depth. 
ANCHORAGE: Anchorage zone is within following limits: 

1. Eastern limit: a line parallel to and 0-25 miles West of the North 
passage. 

2. Southern limit: Latitude 11° 37’ N. 

3. Western limit: a bearing with the Western extremities of 
Penguin and Ambouli Banks in alignment. 

It is forbidden to anchor within 5 miles on each side of the align- 
ment of Ambouli and d'Ayabele lights. 

Average depth is of 15 to 20 metres. Anchor hold is excellent, even 
with a strong South-west monsoon when there is often a heavy swell. 
RESTRICTIONS: Entry during the day or night. Highest tide 2 
metres 90. Mean tide is approximately 1 metre 60, and lowest are 
0 metre 20. Tidal currents are very weak in bay and rarely exceed 
1 knot. 
HEALTH: Generally free pratique by radio can be granted to all 
ships applying through Coastwise Station Djibouti Radio. Ships 
must radio in plain or international code, a maximum of 12 hours 
and a minimum of 4 hours prior to arrival in port. In all cases, when 
Pilot boards vessel he gives Captain a copy of Maritime Health 
Declaration which must be filled in by Captain and countersigned 
by ship's doctor, if the crew includes one. An examining official 
comes on board when vessel arrives to receive the Maritime Health 
Declaration. Smallpox certificate required from all travellers coming 
from all countries. Cholera certificate required from all travellers 
aeeine from an infected area, excepting children of under six months 
of age. 
RADIO: For short distance communications, ships contact shore 
by radio telephone VHF through Harbour Master's office. Port office 
is equipped with a VHF station transmission and reception: Channel 
12 (156-6 mHz). For medium or long distance communications, ships 
contact shore by radiotelegraphy and radiotelephony through 
Djibouti coastwise station, call sign: TXZ; call frequency: 8-682 and 
500 kc/s; working frequency 8-682 and 464 kc/s. 
TUGS: In winter (slight Easterly monsoon), a single tug is generally 
sufficient for manoeuvring. In summer during the Khamsin period, 
berthing or sailing often requires two tugs. There is a 1,320 h.p. 
diesel tug “Henri Lambert", a 1,000 h.p. tug “Administrateur Bernard” 
and two auxiliary 600 h.p. tugs. 
BERTHING: Exterior docks comprise: 

Dock11 depth of 11 m. 


Dock12 depth of 12 m. 
Dock10 depth of 11 m. 
Dock13 depth of 10.80 m. 
Dock 9 depth of 9 m. 


Average depth of remaining roadstead is between 15 and 20 m. 
STEVEDORES: Available three companies, hours from 7 to 17.30 
hours. 

MEDICAL: Port Medical Service directed by medical practitioner 
specialised in industrial medicine is situated in a building neighbour- 
ing the port offices. It operates a dispensary. Passengers and sailors 
in transit are treated by private doctors from town who may visit the 
ships. Serious cases can be hospitalised in Djibouti's civil or military 
hospitals. 

TANKERS: Reception lines: berths 12 to 13 specially equipped for 
reception of bunkering products are linked with installations of the 
petroleum companies by a 16-in. dock-line and 12-in. (FO) and 
another of 12-in. (DO). Pier No. 10 is connected to the installation 
with a dock-line of 12-in. Rate of discharging can reach between 
2,000 and 2,500 tons per hour. Reception of white products is assured 
from quay No. 13 by an 8-in. line; for gas there is a 4-in. line. 
FRESH WATER: Each quay provided with three to five 200 mm. 
water-hydrants. Delivery of 40 cubic metres of water per hour. 
Regardless of the season, there is never any shortage of fresh water. 
FUEL: A complete range of different viscosities and products is 
available. Meet all the usual requirement of bunkering vessels. Ample 
supplies of fuel and diesel oil are always available. 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores. 
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IDENTIFICATION CARDS: Required. 


CONSULS: 

Belgium Rue de Bruxelles Tel. 360 

Ethiopia Rue Clochette » 318 

Germany 23, Avenue Maréchal Foch » 421, 207 

Holland Rue de la Jetée yee B22 
(Vice-Consulate) 

India Place Lagarde » 119 

Italy Avenue Saint-Laurent du Var » 462 
(Vice-Consulate) 

Norway Place Lagarde oy. tae 

Sweden Rue de la Jetée » 822 

United States Place Lagarde 126 

of America (Correspondance Ets Condayan) 

Yemen Rue du Ras-Makonnen » 181 


REPAIRS: [mall repairs available. 

REPATRIATION: Good facilities exist. 

AIRPORT: Local airport with regular flights. 

HOLIDAYS: Section A: New Year's Day (1 January); Aid Seghir 
(El Fithir) and the following day; Labour Day (1 May); Ascension 
Day; Aid El Kebir and the following day; Muslim New Year (1st 
Mouharam); National Holiday (14 July); Mouloud El Nabi; Armistice 
Day (11 November); Christmas Day (25 December). 

Section B: Easter Sunday; Easter Monday; Whit Sunday; Whit 
Monday; Assumption (15 August); All Saints (1 November). 

Dates referring to religious holidays vary every year, particularly 
where Muslim holidays are concerned. Loading and discharging 
Operations as well as bunkering can be carried out during all of 
above holidays when other services are also available. Where loading 
and discharging are concerned, days in Section B are paid as ordi- 
nary working days but if work is carried out on days in Section A 
then special tariffs will apply to hourly and daily wages which are 
increased by 100%. 

TELEPHONES: Available on every berth. 

SHORE LEAVE: Allowed. 

AUTHORITY: Directeur, Port de Commerce de Djibouti, P.O.B. 7, 
Djibouti. T.F.A.1. 


AGENT: Socopao - Djibouti, P.O. Box 57. Tel. 24.50. Telex 827 
Djibouti. Cables ‘Marill”. 


Thailand 


BANGKOK: 13.42 N. 100.34 E. (See Plan) 
KOHSICHANG: 


North-east Monsoon 13.09 N. 100.50 E. 
South-west Monsoon 13.11 N. 100.50 E. 


PORT LIMITS: A vessel is normally considered to be an “arrived 
ship" on passing the Paknam Customs Station. 

DOCUMENTS: Ship's forms: Crew List; Passenger List; Store 
List; List of arms and ammunitions for ship's use; List of Arms and 
Ammunitions in possession of passengers; List of opium and 
harmful habit-forming drugs; List of crew private belongings (cigar- 
ettes, radio, gramophone, camera, etc., including foreign currencies 
and liquors); Dangerous Cargo List; List of heavy lifts; Stowage 
plan; Inward cargo manifest; Transit cargo manifest; Through 
Cargo manifest; list of containers. 

Documents to obtain from officials and agents: Immigration forms 
No. 3, 4 and 35, obtainable from Agents. International Maritime 
Declaration, obtainable from Quarantine Officer. 

APPROACHES: The entrance of the river Chao Phraya is marked 
by the Bangkok bar light beacon situated at the lat. 13° 26’ 24-3” N., 
long. 100° 35’ 48-1” E. Sea-going vessels have to cross the bar at the 
mouth of the river through an 18 km. long bar channel, which is 
dredged to a depth of 8:5 m. from MSL (mean sea level), and a 
bottom width of 100 m. in the straight section and 250 m. in the curve. 

The depth of the river within the port area varies from 8-5 m. to 
11 m. from MSL. 

The MSL at the Bangkok bar and at Klongtoi is 2:3 m. and 1-63 m. 
above lowest low water respectively. 

At present the limiting length of vessels entering the port is 172-2 
m. (565 ft.). The limiting draft of vessels will be determined by the bar 
adder plus the depth of water (predicted in the Tide Table published 
yearly by the Hydrographic Department RTN) from LLW at the 
Bangkok bar, but the maximum draft of vessels allowed to cross the 
bar is not over 27 ft. 

The MSL at the Bangkok bar and at Klongtoi is 2:3 m. and 1-63 m. 
above lowest low water respectively. 

PILOTAGE: Compulsory at Bangkok; Kohsichang not required; 
Advance notice required 48 hours prior to arrival. 

Location pilot vessel Bangkok: lat. 13° 23’ 33” N., long. 100° 35’ 12” 

E. Area waiting pick-up Pilot will be anchorage close to pilot vessel, 
preferably 500 to 600 metres from pilot vessel, enabling pilot boat to 
get alongside safely. Pilot vessel marked by white flashing light 
every two seconds. 
ANCHORAGE: (Map/DeLong Pier site). Capacity - Ten deep draft 
ships. Location — North-east of Ko Khram Yai Island between 12. 
43 N. and 12. 44 N. Minimum depth 74 fathoms. Good holding ground. 
(Deep water port site.) Capacity unlimited. Location - South and 
South-west of Channel entrance between 12. 34 N. and 12. 35 N. 
Minimum depth 9 fathoms. Good holding ground. No protection 
from weather. 
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RESTRICTIONS: Bangkok: No restrictions, able enter day 
night, dependent tide at Bar Channel. Kohsichang: No rest MW 
able enter day and night. | 
MAX. SIZE: Bangkok: not exceeding 565 ft. LOA Kohsichang 
“Berthing”. 4 
HEALTH: Radio Pratique : According tothe Thai Ministry Of Hea, 
Regulations and International Health's Regulations article 35. 

Under the responsibility of ship's captain and shipping 4, 
vessels from infected areas may apply for exemption of Qu 
through radio pratique by telegram sent to Quarantine Ba 
stating name of ship, last port, number of passengers and hey 
of crew and passengers. 

(a) Vessels with passengers from infected areas Proceeding 
the berthing places in Bangkok must slow down at Paknam enaty 
Port Health Officer to board the ship for inspection, 

(b) Vessels without passengers from infected areas go dips 
to berthing places in Bangkok where they will receive Port Hu: 
Officer for inspection. 

Remarks: \n case of suspected infectious disease on boar» 
ship or anything wrong about health or ship sanitation, the stip 
captain is requested, as early as possible, to inform the Port 
Officer at International Quaratine Office (Medical) Section, Immig, 
tion Division, North Sathorn Road, Bangkok, Tel. 39588. 

Documents Required: 1 copy of Maritime Declaration of Hes 
1 copy of Crew List; 1 copy of Passenger List; Derating or Deraty 
Exemption Certificate. 

Vaccination ; Vaccination Certificates required: Smallpox; Chip 
(only when leaving from infected areas); Yellow fever (only we 
leaving from infected areas). 

However, vaccination may be done as deemed necessary by Py 
Health Officer even if the crew or passengers are from non-iniey 
areas. 

Vaccination certificates will be shown collectively for try 
passengers/crew members and individually for disembary 
passengers/crew members only. 

Exemption from Vaccination: \f the Port Health Officer is off 
Opinion that vaccination is contra-indicated on medical grout 
he shall provide the persons with reasons, written in English, unt 
lying that opinion, which health authorities should take into accor 

Death on Board : |n the case of death on board after the ship wai 
the anchorage or at the port, permission to land the corpse musi 
obtained after the inspection of the Port Health Officer, which® 
cause of death was not quarantinable diseases. 

Ship's captain or shipping Agent must inform the Port Het 
Officer for inspection if there are cadavers and/or remains on bo 
who died in a foreign port, in order to pass through the quaranis 
The dead should be accompanied by a death certificate (or ats 
copy), signed by the medical officer and placed in a coffin heme 
cally sealed in a casket, which is air-tight and waterproof. 

According to Immigration Law B.E. 2493 (1950): The traveller’ 
Thailand must be free from diseases forbidden under section 14) 
of the Immigration law such as: trachoma, leprosy, tuberculot 
venereal diseases, including physical or mental defects who cant 
earn their living. 
RADIO: 

Name of Station 
Bangkok Radio: 
HSA Long Wave 


HSA Short Wave 


Frequencies Remarks 
500 kHz (for calling) 
480, 512 (for traffic) 
8686 kHz (for calling) 
8686, 12800 kHz (for 
traffic) 


operate 24 hours 


operate 7 timeé 
day every day be 
ginning hours 
0000, 0200, 0500, 
0800, 1100, 1400 
and 1600 (GMT). 
In addition to above, communication can be made through the?r 
Radio and Pilot Radio; however these two stations can be reat 
within steaming time of less than 24 hours prior to arrival at Bang 
their particulars as follows: 


Port Radio 

HSC 61 500 kHz operate 24 hour 
Port Radio 

HSC 60 500 kHz operate during 


office hours 
Information to be supplied by incoming Vessel: 
(1) Last port od departure. 
(2) Estimated time of arrival pilot station. 
(3) Draft (fresh water). 
(4) General cargo tonnage for discharge. 
(5) Dangerous cargo. 
(6) Heavy lift required. 
(7) Fresh water required. 
(8) Number of passengers (landing and transit). 
(9) Time of dropping anchor at pilot vessels. 


VHF: VHF communication with port radio and pilot radio thr 
Channel 16 (24 hours service). Also VHF communication with 
for International Maritime Mobile Service under following: 
Channel 24 rw ; 

For ship transmitting frequencies 161-80) p¢"Or calling) 


For shore + ij 161.80) 

Channel 26 - - 
For ship transmitting frequencies 157.30) se 
For shore _,, » 161.90) f for traffic) 94 hous 
Channel 28 ; 

For ship transmitting frequencies 157.40) 

For shore _,, 162,00) f fOr traffic) 


. ill join when vessel approaches berth, using tug’s line 
we ov charge. Six tugs available, 25 tons static pull. : 

erHING : No difficulties in approaching berth. Agents will 
ee Master to inform when Pilot has been ordered to board 


i yeam: 21 anchorage places and mooring buoys for sea-going 


sar in front of Co-operative Salt wharf for 500 ft. vessels 
veths in front of Customs boarding station for 300 ft. vessels. 
berths at Bangplakod for 565 ft. vessels. 

‘perth at Bangplakod for 500 ft. vessels. 

sperths South Sathupradit (6 mooring buoys) for 450 ft. vessels. 
jberths North Sathupradit for 400 ft. vessels. 

iperths North of Krungthep bridge for 280 ft. vessels. 

hs: 66 wharves on both sides of the river for sea-going vessels: 

berths for imported general cargo (km. 27 to km. 29) on the left 
nk of the river at Klongtoi operated by the Port Authority of 
naiiand for 565 ft. vessels. ; 

perth for imported general cargo (km. 394) on the right bank of 
server operated by Thai Maritime Company for 400 ft. and 280 ft. 


ah for imported general cargo (km. 46) on the right bank of 
se river operated by Thai Maritime Company for 250 ft. vessels, 
“4¢berths for imported petroleum product operated by private and 
syenment organization for 150 ft., 350 and 565 ft. vessels. 

berths for export cargo operated by private companies for 
mit. to 565 ft. vessels. 

¥ dolphins in front of Klongtoi wharf. A row of 36 dolphins along 
server at a distance of 275 m. from the Klongtoi wharf, to accom- 
sedate 7 ocean-going freighters for exported cargo. 

Kohsichang: Seven berths available, no limit on length, max. 
galt 35-47 ft. - 

CRANES: 2 floating cranes at 125 tons capacity may be used for 
sanding cargo in the ship's holds. Both are owned and operated by 
givate companies. / / 
BRIDGES: Bangkok port has one bridge only. However, as bridge 
w river, vessel permitted to pass bridge with LOA not exceeding 


ft. 
HEVEDORES: Vessel to advise Agents 48 hours prior arrival, 
wt required in this cable to be ETA, Drafts, Tonnage of cargo 
woard for Bangkok, number of Crew/passengers, Dangerous 
ago/Heavy lifts, Gangs required. 
WEDICAL: Hospital facilities available, advance notice of ETA 
wired. 
TANKERS : Diameter of shore line various from 6 in. to 20 in. All 
wminals able provide reducers. 
DENSITY: Bangkok: Minimum 1000, maximum 1011; Kohsichang: 


(21, 

FRESH WATER: Available, supply can be made through barges 
ndshore line, capacity of barges from 120 to 250 tons, rate of supply 
wproximately 30 tons per hour. Advance notice 24 hours. 

FUEL: Available. Supply can be made by barge and alongside 
eminals, no delay on bunkering, advance notice 48 hours. 
DEVELOPMENTS: East Quay wal/ expansion at Klongtoi Wharf: 
This project will provide 6 more berths for ocean-going vessels, 
consisting of 4 berths for conventional freighters, 2 berths for special 
container ships and a 450 m. long wharf for lighter aboard ship 

\ASH). The construction work is now being carried out and ex- 
pected to be completed in 1976. 

New alignment for Bangkok Bar Channel: This project is the result 
tia study on the siltation in the Bangkok Bar Channel aimed at 
ducing the expensive maintenance dredging cost. It is also pro- 
nosed to widen the existing channel from 100 m. to 150 m. for safety 
‘Navigation. A project for the new alignment of the Bangkok Bar 
“rannel is now under consideration. 

lem Chabang deep sea port: The location of this deep sea port is 
upected to be at Laem Chabang on the Eastern side of the Gulf 
‘Thailand near the town of Sriracha and about 120 kilometres 
South East of Bangkok. A Dutch engineering firm has been appoin- 
‘to make the initial survey and final design under the financial 
‘sistance of the Dutch Government. 

SANGWAY/DECK WATCHMEN: Necessary. 
oPENING/CLOSING HATCHES: In general carried out by 
Stiedores without extra charges. (Ordinary hatch covers, not new 
‘zich cover system.) 

TOBACCO ALLOWANCE: 200 cigarettes for officers, while crew 

"ember only 100 for 3 days. 

YINE'SPIRIT ALLOWANCE: One bottle each, opened. 
aneo GEAR: Supplied by stevedores except cargo tent and fork- 

ck. 


OENTIFICATION CARDS: Required for all crew and officers. 
CONSULS: 


ating 36911-3 
alia 35970-9 
Austria 58327, 59071, 517208 
pum 30840 
azi 59070, 5-6030 
ma 30237, 31698 
; nada 3-2956-7, 3-0746, 3-8215 
we 5-8051-4, 51-3912 
oon 26-3930 
inland 33617 
gue 3-0957-9, 3-0950, 3-4644 
any 86-1041 
Seat Britain 53291, 517952 
Greece 52-1686 
India 3-5065 


THAILAND 


Indonesia 5-8045-7, 51-8915 
Iran 86-0950, 86-1350 
Iraq 229353 

Ireland 39454 

Israel 5-3371-2, 51-8915 
Italy 3-4508, 3-7230, 3-7819 
Japan 5-3301-9 

Korea 86-1074-5 

Khmer Republic 57650, 57709, 55223 
Laos 86-1041 

Malaysia 86-1390-1 

Monaco 31437 

Nepal 917240 
Netherlands 5-3360, 5-3368-9 
New Zealand 3-5936-7 

Norway 3-0271 

Pakistan 5-7006-8 

Panama 911289 

Philippines 910008, 910211 
Portugal 30372 

Saudi Arabia 37941-2 

Sri Lanka 8291168 
Singapore 30509, 33117, 38735, 38741 
USSR 31824 

Spain 56502, 58368, 55167 
Switzerland 58002-4 

Sweden 863907-8 

Turkey 73999 

United Arab Republic 53358 


United States of America 59800, 59801-9, 53101, 55981, 517986, 
516939, 519914, 58478, 522723 
Vietnam 517201-3 
Vatican 31804 

REPAIRS: Only minor repairs. 

DRY DOCKS: One for vessels up to 360 ft. LOA. 

REPATRIATION: Possible; however, no facilities for crew 

changes. 

Hee 25 aad About 25 kms. from Bangkok, regular services by air- 

ines. 

TIME: GMT plus 7. No change of clock during the year. 

HOLIDAYS: Able work all around the year except December 

31st and January 1st. 

POLICE/AMBULANCE/FIRE: Police (Highway) 816240, 816241, 

816250. (C.1.D.) 219111, 225151; Ambulance 811544; Fire 816666, 

811544. 

TELEPHONE: Available when alongside PAT berths. 

SERVICES: No tank cleaning equipment. No facilities for discharge 

of tank washings. Compass adjusting, but spare parts unavailable. 

Radar/VHF/radio repairs. Lloyd’s/ABS/Veritas/Nippon Kaiji Kentei 

Kyokai, Surveyors available. 

SHORE LEAVE: Permitted. 

DELAYS: Occasionally congestion, delay 1 to 2 days. 

AUTHORITY: Chairman: Admiral Prajum T. Mokaves, R.T.N. 

Tel. 861021 ext. 101. Director: Admiral Abhai Sitakalin, R.T.N. 

Tel. 861541. Deputy Director (Operations) Captain Lapo Israngkura 

R.T.N. Tel. 86349. Deputy Director (Administration) Mr. Komon 

Kamonnawin. Tel. 861021 ext. 114. 


PHUKET: 07.50 N. 98.25 E. 


DOCUMENTS: 

PRIOR TO ARRIVAL AT PHUKET: 

Entry documents and advance information. 

Custom and Immigration Entry forms as well as list of other docu- 
ments required on vesse/'s own forms to be completed in advance 
for presentation on arrival Phuket will be sent in advance to the 
Agent at one of the previous ports together with request for the 
following information required 4 days in advance of vessel's arrival. 

Confirmation of ETA and any subsequent revised ETA. 

Captain's name. 

Last port of call before Phuket. 

Next port of call after Phuket. 

Net registered tonnage (n.r.t.). 

Hatch distribution and gangs workable. 

Cash advance of Master. 

Flags: Vessels are required to fly the Thai flag and display the code 
flag “‘Q" on arrival. 

PILOTAGE: There is no official Pilot available. 

ANCHORAGE: The following anchorages are regularly used by 
ocean carriers of deep draft calling Phuket for loading or discharging 
cargo. 

During the North-east Monsoon Season: prevailing wind from 
November through March and periods of strong Easterly winds, 
vessels are recommended to anchor in position 7° 53’ N. and 98° 27’ 
15” E. about half a mile off Laom Mai Pai to pick up the boarding 
party and stevedores before proceeding to the actual anchorage for 
loading at position 7° 57’ N. and 98° 33’ E., about one mile off Koh 
Yac Hyai, draft approx. 16 metres (50 ft.) at LWOS. However, during 
calm weather periods cargo operation will be carried out at the 
first mentioned anchorage. 

During the South-west Monsoon season: Prevailing from April 
through October and any periods of strong Westerly winds, vessels 
are recommended to anchor at position 7° 53’ N. 98° 27’ 15” E. about 
half a nautical mile off Laom Mai Pai, draft approx. 14 metres or 45 ft. 
at LWOS. 

To facilitate cargo operations during swell from South, vessels 
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are requested to anchor as close as possible to the above anchorage 
positions according to the Master's judgement. 

No Pilotis require¢ on approaching the above anchorage; however, 
it should be noted three ocean-going dredges are operating in the 
area between Koh Dok Mai and Kon Khai Nok which should be 
passed at a distance of about 1,500 ft. to keep clear of their anchor 
lines. The dredgers are lit up and clearly visible at night. 

It should also be noted during the new moon period there are 

several small fishing craft in the area. 
RESTRICTIONS: Channe/: The channel around Koh Tapae Kyai 
is normally passed clockwise and is marked by a system of buoys, 
the position of which are shown on Thai charts. However, it is also 
possible to turn around by swinging on the anchor between just 
after passing buoy No.3 on arising tide (South to North) just before 
high tide. 

Width of Channel; Minimum 230 ft. at buoy No. 6 measured (chart 
datum at LLW) at 6 metre depth curve. Maximum 900 ft. at buoy No. 4 
measured at 6 metre depth curve. 

Restriction in Navigation : (1) Entering or leaving through the North 
channel involves a rather sharp turn with a radius of about 1,000 ft. 
and angle of about 115° between the axis of channel in a restricted 
area between buoy No. 6 and Koh Tapai Noi Island. Please also note 
the wreck buoy between buoy No. 6 and Koh Tapao Noi. 

(2) The draft at buoy No. 6is about 24 ft. 6 in. at Lowest High Water. 

(3) At buoy No. 5 are placed two pairs of mooring buoys parallel 
in the channel, occasionally used by tankers discharging petroleum 
products to Esso and Shell installations ashore. The width between 
the narrowest pier is about 150 ft. and vessels are required to pass 
between these mooring buoys. 

HEALTH: All crew and passengers must have valid health certifi- 
cates for small-pox and cholera. , 
RADIO: Messages to and from vessels at sea on the West coast of 
the Malayan Peninsula are best transmitted via Penang Radio in 
time to allow retransmission to Phuket at about the following local 
times: 

Weekdays at 0930 hours, 1400 hours, and 1630 hours. Sundays at 
1630 hours. 

For vessels outside this area, messages can be sent via Bangkok 
or Singapore as applicable. Cables via Bangkok Radio are normally 
transmitted every second hour from 0800 to 2100 hours local time, 
whereas cables via Singapore are sometimes retransmitted via 
Bangkok Radio and sometimes via Penang Radio. 

There are no facilities for ship-to-shore communication in Phuket, 
but vessels are not required to close down their radio station or VHF 
set while in port. 

There is long-distance telephone connection with Bangkok, 
Penang, Singapore and Kuala Lumpur from Phuket at all hours. 

Despatch Cables: Agent will in all probability need to send cables 

via the ship's radio reloading results, etc., subject to the Captain's 
approval. The cost of all such cables is to be borne by the vessel. 
TUGS: No tugs available. 
BERTHING: Pier Facilities: At Laen Klusi, Thailand Smelting and 
Refining Co. Ltd. have built a crossway connected by a short bridge 
to a pier which is parallel to the channel. The pier and channel are 
presently only suitable to accommodate vessels up to about 10,000 
dwt. and approx. 430 ft. long, not exceeding 22 ft. draft. Vessels 
berthing at the pier are recommended to anchor at position 7° 48’ 
24” N. and 98° 25’ 12” E. to await loading and favourable tide. 

Dimensions of the pier: Length 61 m. (200 ft.), width 12 m. (40 ft.). 
Depth about 24 ft. 6 in. at LLW. 

Fenders: The pier is protected by a system of wooden fenders 
in addition to which there is one fender at each end of the pier with 
solid rubber buffers. 

Mooring Buoys: There are two mooring buoys about 700 ft. apart 
each at equal distance from the end of the pier. 

MEDICAL: It is only possible to get a doctor on board in the most 
severe cases, but otherwise there are two hospitals in Phuket, one 
of which is managed by American Seventh Day Adventists Mission 
Doctors and the other is a Government Hospital. 

FRESH WATER: Limited and difficult to obtain. 

FUEL: Limited and difficult to obtain. 

CONSULS: None. 

SURVEYORS: No marine surveyors in Phuket; however, a surveyor 
can be called from Bangkok. 

REPAIRS: No facilities. 


SATTAHIP: (Military port, Royal Thai Navy). Chuk 
Samet Port 12° 30’ 40” N. 100° 55’ 00” E. Tungprong 
Port 12° 41’ 58” N. 100° 50’ 21” E. 


PORT LIMITS: Extend to approximately 1,500 yards from the quay 
wel at Chuk Samet Port, and 1,000 yards from piers at Tungprong 
ort. 
DOCUMENTS: See “Bangkok”. 
PILOTAGE: Recommended working daily during the day time only. 
Advance notice required 4 hours prior to arrival on working day (on 
holiday notice required at 0830-1200) Radio frequency used when 
handling the vessel is 27125 mHz. 
ANCHORAGE: Anchorage area for waiting berth and Pilot: 
Chuk Samet Port ; Capacity: eight deep-draft ships minimum depth 
8 fathoms. 
Lat. 12° 34’ N. Lat. 12° 36’ N. 
Long. 100° 50’ 35” E. Long. 100° 51’ 35” E. 
Tungprong Port; Capacity: four deep-draft ships minimum depth 
10 fathoms. 
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Lat. 12° 43’ N. Lat. 12° 45’ N. 
Long. 100° 49’ E. Long. 100° 49’ 30” E, 
RESTRICTIONS: Berthing day time only. 
MAX. SIZE: See “Berthing”. 
RADIO: Radio telephone. 
Name of station Frequencies 
MSC 2738 mHz 
Portsat 2738 mHz 
ee Join when vessel approaches berth, char 
ines. 
BERTHING: 
presrrer of Draft: 
huk Samet Port: Depth 32 ft. below LWOS or 36 ft. 
(1) For cruising in the channel , below My 


Remarks 
Day time 
Day time 
ge for use Oty 


— $ ft. for squat, tidal phenomena, etc. 
— 2 ft. for under keel clearance 
Draft = 27 ft. at LWOS 
(2) For staying in port 
32 ft 


rou ft. for under keel clearance 
Draft=30 ft. at LWOS 


(3) Draft of the vessel could be increased for the day of 
by adding the figure of the height of tide at low water of that 
the figure of draft in (2) above (30 ft.t-height of tide at LW), 

Tungprong Port: Depth 29°8 ft. below LWOS or 33 ft. below 
aioe the vessel to be brought and stayed alongside is 274}, 


Number of Berths Max. LOA (ft.) Re 

Chuk Samet 4 600 Generali 
1 600 Tanker 

Tungprong 3 600 Ammunitiog 


Cruise passenger ships are permitted to berth at Sattahip, 
STEVEDORES: Vessel to advise Agent 7 days prior to ary 
Text required in this cable are: flag, ETA, draft, tonnage of 
aboard for port, number of crew/passengers, dangerous cay 
heavy lifts, gangs required. 

MEDICAL: Hospital facilities available. 

TANKERS: Diameter of shore lines are 6, 12 and 20 in, 
DENSITY: 1021. 

FRESH WATER: Limited, 200 tons per trip, addition 100 tons: 
boiler. Supply can be made by water trucks, advance notice off 
required. 

FUEL: Available, supply can be made by barges, advance notiy 
ETA required. 

GANGWAY/DECK WATCHMEN: Necessary. 
OPENING/CLOSING HATCHES: Carried out by steveds 
without extra charge. 

CUSTOMS ALLOWANCES: 200 cigarettes for each officer! 
for vet crew member for 3 days. One bottle each, wines and spa 
opened. 

CARGO GEAR: Supplied by stevedores. 
IDENTIFICATION CARDS: Required for all crew and office: 
REPAIRS: Only for minor repairs. 

TIME: GMT plus 7 hours. Throughout the year. 
POLICE/AMBULANCE/FIRE: Security centre 2187; Duty o& 
2102 (after duty hours); Police 3180; Ambulance 116; Fire 117. 
TELEPHONES: Available (U.S. military circuits). 

SHORE LEAVE: Permitted. 

AUTHORITY: Director, Captain Watanapo!l Seneewong! 
Ayudhaya 986-2693. 


SRIRACHA: 13.07 N. 100.51 E. 


DOCUMENTS: 
For Customs 

6 copies Crew List. 
» Personal Belonging List. 
Provisions — Stores List. 
6 ,, Foreign Currency List. 
6 , Deck Stores List. 
6 , Arms - Ammunition List. 
6 ,, Opium List. 
6 
6 
6 


am 


» Drug Store List. 
» Bonded Store List. 
» Passenger List(to be typed alsoif no passengers abe 
For Immigration 

3 copies No. 3, 4 Inward Form. 

» No. 3, 4 Outward Form. 

2 =~, No. 35 Immigration Form. 

2 , Crew List. 

The above forms No. 3-4-35 will be handed to Master bi’ 
Agent's representative on arrival. 
For Quarantine 

2 copies Vaccination List (Cholera-Smallpox). 

1 copy Maritime Declaration of Health. 
PILOTAGE: Not compulsory. The terminal will provide a Mov 
Master to give assistance in berthing. Advance notice requitt 
hours prior to arrival. No VHF communications between ship? 
terminal. 

The Mooring Master boards off the berth in approx. post 
13° 07’ N., 100° 50.5’ E. 

It is reported that, when crossing the Bar with Ko Nok Islet ab 


7 


ce 15 miles, vessel steering 048T, least recorded depth 
srenately 56 ft. LW. vt 

Mooring Master acts as supervisor and liaison between ship 

shore and remains on board until clear of berth. 

mmodation ladder required. 
ppROACHES: The recommended courses approaching sea- 
4p through the Southern part of Ko-Sichang are as follows: 
tion point named “A" Lat. 12° 43’ 00” N. 


fom June Long. 100° 44’ 36” E. Shes: 
junction point named “B" Lat. 12° 56’ 14” N. 
' Long. 100° 44’ 36” E. 
tion point named “B" Lat. 12° 56’ 14” N. 
fom Junction p Long. 100° 44’ 36” E. ets yey 
Junction point named ug? Lat. 13° 00’ 00” N. 
” Long. 100° 46’ 12” E. 
som Junction point named “C' Lat. 13 00’ 00° N. 
Long. 100° 46’ 12” E. | +, _ 937 


Lat. 13° 06’ 20” N. 
Long. 100° 51’ 00” E. 
om point “D" A/C to 000° (T) up to Anchorage Area or point “E”. 
point “E" Lat. 13° 07’ 00” N. 
Long. 100° 51’ 00” E. 

ANCHORAGE: Within 1 mile of position “E” in a depth of 12 
athoms. The bottom‘is mud. y ; 

RESTRICTIONS: Tankers berth in daytime only. 

WAX, SIZE: Length 900 ft., max. draft 50 ft. 
HEALTH: If vessel arriving from foreign port, cable required 48 
squrs prior to arrival at Quarantine Bangkok, stating number of crew 
wd passengers, ETA, last port of call and date of sailing, any sick- 
ess or death arising during the voyage, otherwise confirming all well. 
Vessels shall have derating certificates valid on arrival as well as 
a passengers’ and crew members’ valid vaccination certificates 
qainst cholera and smallpox. 


is junction point named “D" 


RADIO: : 

Name of Station Frequencies Remarks 

gangkok Radio: 

#$ALong Wave 500 kc/s (for calling) 
554, 512 operate 24 hours. 
480,468 (for traffic) 

4SA Short Wave 8686 kc/s (for calling) operate 5 times a 
8450,8420,8400 day every day begin- 
8380,8360,8330 ning hours of 0900, 


8320 kc/s (for traffic) 1200, 1500, 1800 and 
2100. 

\asters of all vessels proceeding to Sriracha are to notify their 
Agent by radio of their expected time of arrival at least 3 (three) 
dys prior to arrival. This notice shall be amended in the event of 
ay change in the time of arrival. 

\n addition to the above, the ETA message shall be confirmed 
hours before arrival. The first notice of arrival is to contain the 
iolowing information: 

Cargo grade and quantities to be discharged. 

Discharging rates, barrels per hour. 

Deepest salt water draft. 

Bunkers and water on arrival. 

Urgent stores to be delivered on arrival, if any. 

Bunkers and water to be delivered, if any. 

laundry service, if any. 

Nature of any extraordinary repairs to be effected. 

Any other matter to be attended to on arrival as electronic equip- 
ment repairs, medical attention or hospitalisation, crew repatria- 
tion (inthis case advise name, age, nationality, passport number). 

Cash required, if any. 

Crew's liberty launch service, if any. 

BSERTHING: One buoy berth for tankers up to 50 ft. draft. Other 
teths where draft 43 ft. 6 ins. and 32 ft. 6 ins. Reducers available. 
\ofacilities for discharge of tank washing. 

Each berth consists of six buoys — one at either bow and quarters, 
id inshore beam buoys abreast of focsle and poop breaks. The 
nan berth is arranged to accommodate a tanker of 90,000 dwt. The 
‘quired moorings are two ropes and a wire to each bow and quarter 
‘voy, and one wire to each breast buoy. The offshore anchor is 
ed (1 to 2 shackles) but only for purposes of dredging in to the 
‘eth, and holding the vessel's bow whilst moorings are run out. 
The discharge hoses connected to the vessels manifold are 
W412i, being in turn connected to 2 16 in. hoses which leads into 
‘common manifold on the sea bed. The submarine line to the shore 
$of82 in. diameter and of about 1 mile in length. 
wes permissible discharge pressure at ships rail, approx. 
: Upon completion of discharge and clearing berth, vessels proceed 
on anchorage off the berths, in order to carry out the Immigration 

*erance, which necessitates the signing of an Immigration Form 
4 every crew member in the presence of the Immigration Officer. 
VED Signing the form the vessel is free to sail. 


ICAL: Hospital facilities available, advance notice of ETA 
heferred, 


RNSITY : About 1021. 

ESH WATER: Can be supplied by barge. 24 hours notice required. 

Dee: Can be supplied by barge. 48 hours notice required. 
ELOPMENTS: A project for a new deep-sea port at Sriracha 

cise approved and is under survey. 

ter TOMS ALLOWANCES: 200 cigarettes for each officer, 100 
fach crew member for three days. 

or allowed one opened bottle wine/spirits. 

CON IFICATION CARDS: Required for all officers and crew. 
SULS: At Bangkok: 


TOGO REPUBLIC 


Argentina 36911-3 Korea 31940 
Australia 35970 Laos 32010 
Austria 58327 Malaysia 36927 
Belgium 30840 Netherlands 53368 
Brazil 59070 New Zealand 31318 


AIRPORT: Situated about 25 km. from Bangkok, regular interna- 
tional services. 

TIME: GMT plus 7 hours. No changes during the year. 
AUTHORITY: Director General, Maj. Gen. Prachuab Suntharang- 
kul. 861021 912229. Deputy Director, Captain Lapoh Israngkul Na 
Audhya, 862021 72306. 


Togo Republic 


KPEME: 06.12 N. 01.30 E. 


DOCUMENTS: 

2 Crew Lists. 

2 Stores Lists. 

2 Private Property Declaration Lists. 

2 Lists of last two Ports of Call. 

2 Passenger Lists (if no passengers, 2 lists stating same). 

2 Cargo Manifests (if no cargo for Kpeme, 2 lists stating same). 
PILOTAGE: The limits of the port of Kpeme are fixed at 1 mile 
from all points of the jetty. Pilot boards out of the above limits. The 
Company Pilot remains on board while ship is berthed and dis- 
embarks when vessel cleared port limits. International code pilot 
signal used. At night, vessel should anchor between 110° and 180° 
at least 1 mile from the end of jetty. 

APPROACHES: By day the extremity of the jetty (three artificial 
islands and two loading machines) forms an obvious landmark. 

At night a white light (situated at the extremity of the jetty, 23 
metres above the sea) all around horizon - light 3 sec., occulting 
1 sec., light 1 sec., occulting 1 sec. 

RESTRICTIONS: Vessels should signal twice the date and pro- 
bable time of her arrival. The first time 72 hours and the second time 
24 hours prior arrival. Vessels berth in daylight only from 0530 to 
1530 GMT. Unmooring can be effected day and night. Water appro- 
aches are clear. Any ship should have both fore anchor cables in 
perfect order and capable of being used in their entirety. Any ship 
should be able to leave immediately if she receives order to do so 
from Harbour Master. With this in mind, engines must be on standby. 
Ships are not authorised to cross port entrance without a Pilot on 
board. 

MAX. SIZE: Tankers up to 31 ft. draft on arrival. Bulk carriers up to 
38 ft. draft on sailing. 

PRATIQUE: Send message for free pratique within 24 hours of 
arrival to Port Health Officer, Kpeme. 

RADIO: Until vessel within 600 miles, communicate through 
Portishead. Within 500 to 300 miles via Abidjan Radio TUA 487 kHz. 
and within 300 miles via Lome Radio 5VA 472 kHz. 

VHF: VHF radio station, call “‘Kpeme Port” on Channel 16. 
TUGS: No tugs available. Two mooring launches of 150 h.p. each 
are at vessel's disposal. 

BERTHING: Loading facility comprised of three artificial islands 
carrying conveyor belts for loading phosphate only. They are 
breasted by a row of four dolphins. Vessel moors using port anchor 
and wires to four buoys which hold the ship parallel to the dolphins 
and about 20 metres off. Springs are run to the dolphins. Each loader 
delivers at a rate of 1,250 tons per hour and two holds can be loaded 
at same time. 

TANKERS: Moor at a special berth situated to the East at 0-4 
miles away from the extremity of the phosphate pier. Submarine 
lines 12 in. diameter, hose connections 8 in. diameter. 

FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: No facilities at Kpeme. In emergency, doctor obtained 
from Lome, about 25 miles away, or from Anecho, 7 miles away. 
CONSULS: Nearest at Lomé. 

REPAIRS: No facilities available. 

CUSTOMS ALLOWANCES: 200 cigarettes or 2 0z. tobacco; 
one bottle of spirits. No Customs Authorities board the vessels 
or seal bonded stores. 

REPATRIATION: No facilities exist for effecting crew changes. 
However, in emergencies repatriation can be arranged. 
AIRPORT: Nearest Lome - four flights a week to Europe. 

TIME: GMT. 

TELEPHONES: Placed on board, charges included in stay-in-port 
tax. 

SHORE LEAVE: Not allowed. 

GENERAL: In the rainy season, high winds and swell may delay 
berthing operation. 

AUTHORITY: Compagnie Togolaise des Mines du Benin. 
PO Box 379, Lome. Telex Phosphates Lome 5214. Cables: Phosphat 
Lome Togo. 


LOME: 06.08 N. 01.17 E. 


DOCUMENTS: 
5 Crew Lists. 
5 Kru-boy Lists. 
5 Passenger Lists. 
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4 lists Previous Port of Call. 

1 Maritime Declaration of Health. 

1 List of arms and ammunition. 

APPROACH: The approach to the port, by night, is assisted by 
three lights: 

(1) Baguida (pos. 06° 09-5’ N. and 01° 19-5’ E.), occulting white and 
red. Lt. 2-5 sec., occ. 0-5 sec., period 3 sec. Vis. 17 miles. Sector: 
red 042°, covers the breakwater as well as the old Lomé Wharf (pos. 
6° 07’ N. and 1° 13-5’ E.). 

(2) Lomé Togo-Port situated on head of West breakwater (pos. 06° 
08’ N. and 01° 17-5’ E.). Qk. Fi. (4) white and red every 10 sec. Vis. 5 
miles. Red light sector covers only old wharf and is not visible 
seawards. 

(3) Lomé Light situated near town of Lomé (pos. 06° 07’ N. and 01° 
13’ E.). Group Fl. (2) white every 10 sec. Vis. 15 miles all around 
horizon, 

By day, large, light-coloured transit sheds and a high, grey water 
tower (pos. 06° 08-5’ N. and 01° 16-5’ E.) are the first indications of port 
from seawards. 

PILOTAGE: Pilots available seven days a week from 0600 to 1800 
only. Pilot station equipped VHF radio and works 24 hours per day 
on Channel 16. Pilot boat green motorboat with orange superstruc- 
ture and international flag ‘‘H"’. Pilot boards half a mile to one mile 
South-east of breakwater. 
ANCHORAGE: Vessels which arrive during darkness should 
anchor about a half to one mile South to South-east of breakwater, in 
white sector of Baguida light in 8 fathoms, where good holding 
ground (sand) obtained. Northern boundary of anchorage is red 
sector of Baguida light. 
MAX. SIZE: Maximum length 900 ft. (270 m.) and max. draft 31 ft. 
(9-5 m.). 
HEALTH: Health Inspector will board on arrival alongside and 
examine for cases of infectious diseases, after which will declare 
vessel free or not. Vessels entering must fly international quaran- 
tine signal ''Q"’. Large hospital situated in Lomé with doctors in 
attendance. 
RADIO: Lomé radio station can be contacted on 472 and 500 kHz, 
call sign ''5VA". Port operations carried out on VHF Channel 16, 
with range of approximately 30 miles. Aero beacon (pos. 06° 10-7’ N. 
and 01° 16-3’ E.) call sign “*LME" on 379 kHz. 
TUGS: One tug 960 h.p. available. For vessels of more than 500 
rt tug is obligatory when berthing or unberthing. 
STEVEDORES: Agent should be informed as soon as possible of 
ships' ETA, length, maximum draught, tonnage to load and/or dis- 
charge and number of gangs required. Agents should advise pilot 
station of vessel's ETA. 
TANKERS: Togo-Port has sea pipe-line belonging to the Société 
Togolaise d'Entreposage. Tankers should moor at three large 
mooring buoys inside breakwater. Diameter of pipeline 8 in. Dis- 
charging about 230 tons per hour (depending on ship-pumps). 
Maximum length which can be handled at buoys is 720 ft. (220 m.) 
maximum draught 31 ft. (9-5 m.). 
DENSITY: Density 1025. Harbour open to sea. 
FRESH WATER: Available at every berth except tanker berth 
Delivery rate 45 tons/hour. Fresh water examined monthly for purity 
by Sanitary Authority. 
FUEL: Diesel fuel only available for small craft, such as fishing 
vessels, small motor-ships and tugs. 
FIRE PRECAUTIONS: No extraordinary precautions are required. 
Vessels with hazardous cargo should declare this on ETA telegram 
to Agent. During time in port these vessels should take necessary 
precautions themselves, and all fire hoses should be ready rigged 
on deck. By day international code signal “B" should be displayed 
and by night a red light should be shown at masthead or at an all- 
round visible place. 

Smoking on berths and within sheds strictly prohibited. Infringe- 
ments of fire regulations punishable by fine. 

DEVELOPMENTS: A second quay, a fishing harbour, a slip for 
small vessels and a tanker berth are projected for the Eastern section. 
GANGWAY/DECK WATCHMEN: Gangway watchmen and 
hatch security watchmen available; they wear a distinctive uniform. 
OPENING/CLOSING HATCHES: Either ship's crew or dock- 
workers, 

CERTIFICATES: All normal ship certificates should be available 
for inspection. 

CUSTOMS ALLOWANCES: Because Togo-Port is a Free Port, 
no individual declaration by crew members necessary. 

CARGO GEAR: No extraordinary regulations. No cranes available 
and ships’ own gear used for discharging and loading. 
IDENTIFICATION CARDS: Shore landing passes issued by 
port police and should be supplemented by personal ID-Cards. 
CONSULS: Ambassadors or Consuls from nearly all major mari- 
time nations at Lomé 

REPAIRS: Minor repairs only. 

DRY DOCKS: Not available at present, but a slip for small vessels 
is included in future development. 

AIRPORT: Lomé airport with daily flights to Europe. 

SEAMEN'S CLUB: A modern Seamen's Club with swimming- 
pool, bar and library situated 4 mile from port. 

LOCAL TIME: GMT throughout year. 

PUBLIC HOLIDAYS: New Year's Day (1 January); Indepen- 
dence Day (27 April); Labour Day (1 May); Christmas Day (25 Decem- 
ber). All other holidays will be worked in port with supplementary 
labour charges. 

POLICE/AMBULANCE/FIRE: Push-button fire alarms situated 
in every shed and on exterior South wall of shed “B". Telephone 
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for contacting Police, Fire-Station or Hospital available day 
night in Harbour Masters office. 4 
TELEPHONES: Three public telephones within the Port |j 

No telephones on board. " 
SERVICES: No tank cleaning or compass adjusting available 
DELAYS: Ships berth in rotation of arrival at anchorage, p 

given to passenger ships as well as to vessels having less thy 
tons of cargo for discharge. | 
GENERAL: Distance from port to Lomé city-centre is 4 miles Ti 
available at entrance of port. a 
AUTHORITY: Port Autonome de Lomé, BP 1225, Loma 
West Africa. Cables: “Togoport". Telex. 243. 5 


AGENT: Socopao Togo, B.P. 821, Lome. Tel. 5588/89; Telex 
Cables, “Freight Lome”. 


Tonga (Friendly Islands) 


NUKU’ALOFA: 21.08 S. 175.12 W. 


DOCUMENTS: /mmigration Dept. 

2 Crew Lists. 

2 Passenger Lists. 

Customs Dept. 

2 Crew Lists. 

2 Passenger Lists. 

1 Bond List. 

3 Cargo Manifests. 

Agents 

1 Crew List. 

1 Passenger List. 

3 Cargo Manifests. 

PILOTAGE: Order through Agents at least 24 hours prior to any 
Pilot boat may be contacted on R/T one hour before arrival at 
station. This position is indicated on B.A. Chart (approaches: 
Nuku'alofa). There are two approaches, namely the Ava Lahif: 
sage and the Piha Passage. 

Vessels may anchor in the vicinity of No. 1 Buoy if required toam 
Pilot, but this is not normally necessary as the Pilot is available: 
requested. Pilot boat carries usual signals. 

ANCHORAGES: Vessels may anchor wherever they wish wie 
the port, subject to the approval of the Harbour Master. 

MAX. SIZE: length unlimited, beam unlimited, draft 40 ft. 
HEALTH: Radio pratique may be requested from Tongan 
na nrg Any suspected disease or fever must be reported) 
radio. 

TUGS: No tug is required for berthing, but a tug is available ins 
of breakdown. 

STEVEDORES: There is a Master Porter employed by the Que 
Salote Wharf Administration, who will supply whatever gangs 
required. The number of hatches to be worked and the tonnage 
cargo must be passed by the Agent to the Harbour Master atl 
24 hours before vessel arrives. 

MEDICAL: It is advisable to inform Agent in advance shw 
medical attention be required. Hospital facilities are avail 
Vaccination certificates are required for visitors who are stayij 
Ship's crew do not require them generally. 

DENSITY: 1025 at all states of tide. 

FRESH WATER: Available ex Queen Salote Wharf at 25 tons 
hour delivery. 

FUEL: A small quantity of light diesel fuel could be supplied, suffice 
to enable a vessel to make the port of Suva. 
DEVELOPMENTS: Queen Salote Wharf to be extended to at lt 
600 ft. Land is to be reclaimed on the Eastern and Western sides! 
the wharf. 

GANGWAY/DECK WATCHMEN: Not necessary as ent)’ 
wharf is restricted. 

OPENING/CLOSING HATCHES: This work 
optional. 

CERTIFICATES: Normal requirements. Harbour Master @ 
require to inspect cargo gear record. 

CUSTOMS ALLOWANCE: A reasonable quantity is allowed! 
Customs according to expected stay in port. There are he 
penalties for smuggling. 

CARGO GEAR: Valid certificates issued by competent author’ 
are recognised. 

IDENTIFICATION CARDS: Not necessary. 

CONSULS: None. 

REPAIRS: Repairs can be carried out in the Marine workshop. 
REPATRIATION: No facilities. 

AIRPORT: 14 miles from town. Flights to and from Suvt? 
Tuesdays, Thursdays and Saturdays. 

TIME: Local time 13 hours fast on Greenwich. 

HOLIDAYS: No work of any description is permitted on the Sabie 
This is strictly enforced. Official Holidays are: Christmas Day; 
Day; Good Friday; New Year’s Day; Easter Monday; Anzac Df 
Emancipation Day (June 4th); Constitution Day (4th Novemb 
H.M. Queen Elizabeth Birthday; King's Birthday (July 4th). 
POLICE/ AMBULANCE /FIRE: Telephone numbers not nec 
Just ask for the Department required. ; 
AUTHORITY: Harbour Master, Queen Salote Wharf, Nuku'ai#® 
Tel. 264. Telegraphic address: “Marine, Nuku'alofa.” 
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—R PORTS: Panga, Ha'api Group; Neiafu, Vava'u Group; 

these ports are suitable for any size of vessel at anchor. Service 

py lighter. Vessels of 400 ft. in length with a maximum draft of 
tt may berth at Neiafu. 


Trinidad 


gRIGHTON (Texaco Oil Terminal): 10.15 N. 61.38 W. 
pocUMENTS/HEALTH/CONSULS, etc.: Refer to “Port of 


n”. 
MOTAGE: Compulsory. — 1 

iNCHORAGE: Good holding ground in roadstead. Loading pier 
giuated 10° 15° N. - 61° 38’ W., extending in a N.W. direction for 2010’. 
ESTRICTIONS/ MAX. SIZE: Outer Berth East, 29 ft. 6 in. 
yWST; Outer Berth West, 24 ft. 6 in. MLWST; Centre Berth East, 
nit. 6 in. MLWST; Centre Berth West, 21 ft. 6 in. MLWST; Inner 
gerth West, 21 ft. 6 in. MLWST. 

TUGS: Not used. Launch assists with lines. 

sTEVEDORES: Supplied by Agent if necessary for loading 
Asphalt in drums only. 

FRESH WATER: Available only at berth. Pumping rate 15 to 20 
tons per hour. 

wel: All grades of fuel alongside or by barge. Fresh water. 
WATCHMEN: Customs guard on 24 hours duty at ship's side. 
CUSTOMS ALLOWANCES: 200 cigarettes and moderate amount 


spirits. 
DENTIFICATION CARDS: Not required. 
REPAIRS AND DRY DOCKS: At Chaguaramas. 
WEDICAL: All facilities available. 
REPATRIATIONS: Can be arranged. 
AIRPORT: See ‘Port of Spain". 
TIME: GMT minus 4 hours. 
TELEPHONES: No facilities for telephones on board. 
SHORE LEAVE: No restrictions. 
DELAYS: Not usual. 


AGENT: See ‘Port of Spain”. 


CHAGUARAMAS (Chaguaramas Terminals Ltd.): 
1040 N. 61.39 W. 
DOCUMENTS/HEALTH/CONSULS, etc.: Refer to ‘Port of 


PILOTAGE: Compulsory. Pilots board in Chaguaramas Bay - 
WY 46° N. - 61° 43’ W. 

ANCHORAGE: Safe anchorage in Chaguaramas Bay between 
mainland and Gaspar Grande Island about 4 mile off the dock. 
RESTRICTIONS/MAX. SIZE: No restrictions night operation. 
Two docks - main wharf with overhead cranes for loading and dis- 
charging bauxite — 960 ft. long, maximum draft 32 ft. Smaller wharf - 
ft, draft 25 ft. 

TUGS: Not used. Launch assists in mooring. 

STEVEDORES: Not necessary. All loading/discharging done 
 Chaguaramas Terminals employees. 

FRESH WATER: Available from dock, 40 tons per hour. Also 
supplied by barge. 

FUEL: Can be delivered from dock or supplied by barge. 
WATCHMEN: Customs guards on duty at ships side. 

CUSTOMS ALLOWANCES: 200 cigarettes and a moderate 
amount of spirits. 

IDENTIFICATION CARDS: Not required. 

CARGO GEAR: Loading - carried out with travelling tower rate 
| tons per hour. Conveyor system. Discharging - carried out 
"th travelling rig of two 4 ton grabs. Conveyor system. 
REPAIRS/FLOA TING DOCK: Operated by Swan Hunter Docks. 
displacing Up to 11,380 tons, 560 ft. long vessels. Also good berthing 
dongside, draft to 35 ft., and a safe close anchorage, draft 50 ft. 
eneral extensive repairs undertaken. 

MEDICAL: All facilities available. 

REPATRIATION : Can be arranged. 

AIRPORT: See Port of Spain. 

Tae: GMT minus 4 hours. 

SaEPHONES : No facilities for telephones on board. 

HORE LEAVE: No restrictions. 


AGENT: See “Port of Spain". 


fRONSTADT ISLAND: 10.39 N. 61.38 W. 


‘eminal owned and Operated by Barytes and Minerals Ltd., hand- 

"9 bulk barytes. 

aoe from abroad calling at Cronstadt are required to proceed 
ot Chaguaramas for clearance formalities. 

ye /MENTS/HEALTH/CONSULS, etc.: Refer to “Port of 


TLOTAGE Compulsory. 
ise One tug used for berthing if required. 
tay RICTIONS: Berthing/unberthing in daylight only. 
SIZE: 400 ft. length. This size vessel would overhang wharf 


mame fore and aft. Draft not limited as depth of water along- 


TRINIDAD 


BERTHING: Vessel moored with 2 springs, 3 head and stern lines 
to dock. Discharging carried out with shore crane grab bucket 
3 tons capacity. 

FRESH WATER: available by barge. 

FUEL: Available by barge. 


AGENT: See “Port of Spain". 


GALEOTA POINT: 10.05 N. 61.00 W. 


LOCATION: Galeota Single Buoy Mooring Terminal is located 3 
miles on a bearing of 192° from Galeota Point Lighthouse, and is an 
open, unsheltered roadstead. Galeota Point is a narrow headland 
about 210 ft. high and located in lat. 10° 08’ 00” N. and long. 60° 59’ 30” 
W. The lighthouse, situated on top of the point, exhibits a light 
240 ft. above sea level which flashes white every five seconds, and is 
seen for 22 miles. The buoy itself exhibits a quick flashing (one 
flash per second) red light, 10 ft. high, and visible for four miles 
through 360°. 
DOCUMENTS: 

Health Declaration, International Health Form to be filled out by 

Master on arrival. 

Derat Certificate/Derat Exemption. 

4 Crew Lists. 

Ship's Register. 

2 Stores Lists, signed by Master. 

2 Passenger Manifests, if any passengers on board. 
Bonded-stores List, each crew member is allowed to retain in his 

possession 200 cigarettes and one bottle of spirits. The balance 

must be listed and will be sealed in a locker by the Customs. 

Clearance from last port of call. 

Manifest, or if no cargo a statement that vessel is in ballast. 
PILOTAGE: Vessels arriving should approach to within three to 
four miles of Galeota lighthouse, on a bearing of 220/230° and will 
be met by the Amoco Mooring Master and a Trinidad/Tobago Pilot. 
The Pilot will be stationed on the bridge and will advise the vessel 
on the approach to the buoy. The Amoco Representative will be 
positioned in the bow to advise the ship's crew in picking-up and 
making fast the floating nylon mooring lines. 

Vessels are requested to have a pilot ladder safely and securely 
rigged, ready for immediate use, and long enough to reach the 
Mooring Master's launch. If at night, adequate lighting must be 
rigged overside for the Mooring Master to approach the side of the 
ship and climb the safety ladder. 

ANCHORAGE: Approaching vessels should never anchor to the 
East or North-east of Galeota Point. A submarine pipe-line from a 
platform in lat. 10° 10’ 24” N. and long. 60° 39’ 56” W. enters the 
Galeota Point area about 4 mile Northward of the lighthouse. Vessels 
should approach from the South-westward, and never anchor in 
the vicinity of the SBM or between the buoy and the coastline. 
RESTRICTIONS: The Galeota Terminal operates twenty-four 
hours per day, seven days a week. Ships are loaded and unmoored 
at any hour, weather and other circumstances permitting. Vessels 
are moored during daylight hours only; however an exception to this 
rule may be made at the discretion of the Terminal. 

NOTICE OF READINESS: The company will make every effort 
to load vessels upon arrival or as promptly as berth is available, 
weather permitting. 

Notice of Readiness will not be accepted as at time of arrival, 
unless the vessel is in all respects ready to load. Arrival time will 
be considered as the time the Mooring Master boards the vessel or 
the time that the vessel anchor, whichever occurs first. 

In the event that the berthing is delayed on account of weather, 

vessels will keep their position in line. Vessels required to leave the 
port area on account of weather (port closed) should keep in contact 
with the Terminal via radio in order that they will be available when 
the weather moderates. 
RADIO: Incoming tankers must send ETA via commercial radio 
station 9YL three days before arrival, on the marine HF frequencies. 
Galeota Point listens on 2182 kc/s and operates with Amoco's 
marine units on 2398 kc/s. 

Ships equipped with FM/VHF radio may call Galeota Point on 
156-8 Mc/s, Channel 16. 

The first ETA messages should also include a definite statement 
of the details of any equipment required from shore for connecting 
submarine hoses to ship's manifold. Further ETA messages should 
be sent to Amoco when the vessel is 24 and 12 hours distant from 
Galeota Point and at any other time any appreciable change occurs 
in the original ETA or those subsequent thereto. The 12 hours ETA 
should include a positive statement regarding ship's readiness to 
load on arrival and the number of hours that will be required to 
discharge ballast after ship is berthed in mooring. 

Ship-to-shore communications while ships are in moorings will 
be by portable VHF radio telephone units. The Mooring Master will 
advise Masters and Officers regarding the emergency whistle signals 
set up for usein event VHF radio telephone units become inoperative. 
The use of the ship's radio station and/or battery-charging equip- 
ment is prohibited during cargo transfer operations. 
CLEARANCE: Trinidad and Tobago Customs Officials will be 
stationed at Galeota and in most instances the Customs Officer 
will also handle the duties of the Quarantine and Immigration Officers. 
Should Customs guards be stationed on board vessel while in the 
moorings, it is expected that ship will provide foods for these guards 
and other officials. All vessels calling at Galeota Terminal must 
provide an accommodation ladder for the officials. 

SINGLE-BUOY MOORING: The tankers load by means of a 42- 
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in. pipe-line from shore to SBM which is 3 miles offshore. The ballast 
water is pumped ashore through a 16-in. submarine line. The buoy 
piping consists of two 20-in. diameter for crude and one 16-in. 
diameter for deballasting with a by-pass. The loading hoses 
from the buoy to the tanker consist of two 20-in. floating hoses, 770 
ft. long ending in 12-in. hoses of 105 ft. length. 

This SBM is designed for maximum tanker size of 250,000 dwt. 
and is located in 95 ft. water depth. Amoco maintains launches to 
assist in mooring and unmooring vessel. 

Tankers to have ready two nylon or manila messenger lines of not 

less than 6 in. circumference and at least 300 ft. long. 
HOSE CONNECTIONS: After the tanker is securely moored the 
floating loading/deballasting hoses must be lifted to the rail with 
ship's equipment. The two 12-in. hose lifts weigh about 5 tons each. 
The flange connection on each hose is for a 12-in. manifold. Hoses 
are lifted individually by the ship’s gear, and may be connected on 
either the port or starboard side. The 12-in. hoses are connected 
direct to the manifold and tankers should have their manifold fittings 
available. 

The Mooring Master and the hose crew will sling and connect the 

hoses to the vessel's manifold. The ship's personnel are expected 
to operate the winch and assist where necessary. A deck officer 
should be present at all times. 
BALLAST: No dirty ballast will be pumped overboard. A separate 
ballast disposal line (16 in.) is available at the terminal to pump 
ballast to a pit on shore where oil and water can be separated, and 
disposal made. 

A vessel must have sufficient ballast for safe manoeuvring, and 
usually one-third of its tonnage is adequate. However, by a careful 
watch of the weather information and berthing instructions and by a 
knowledge of the behaviour of his own vessel a Master may desire 
to come to the terminal with minimum ballast. 

In addition to the lights usually displayed, vessels discharging 
ballast or loading cargo during darkness will illuminate the area 
around the ship to the satisfaction of the Mooring Master, in order 
that any oil on the surface of the sea may readily be detected, and 
appropriate action taken. Vessels unable to illuminate the sea 
satisfactorily may not discharge ballast during darkness. Vessels 
should provide suitable flood-lights for working on deck during 
night operation. 

Vessels equipped with a separate system of ballast tanks will be 
allowed to discharge ballast and load oil simultaneously, providing 
approval is received from the Terminal Superintendent. 

All precautions shall be taken to prevent any loss of oil overboard, 
drip pans must be in place, and used when disconnecting oil hose 
from manifold. The waters in and adjacent to the Galeota Terminal 
must never be polluted. 

LOADING: Maximum crude oil loading rate through two 12-in. 
deck hoses is about 25,000 b.h.b. The flow is by pump and the line 
pressure will not exceed 60 psi. 

Tankers valves must not be closed against incoming oil stream. 
At least three minutes is required to shut down pumps and stop 
flow of oil. 

If ship-to-shore communications fail, the emergency signal is a 

continuous blast on the tanker's whistle. 
MEDICAL: Vessels requiring emergency medical assistance should 
immediately contact the terminal by Marine VHF radio, and supply 
the necessary pertinent information which will be passed to the 
Agent. 

Neither medical nor hospital facilities are available at Galeota or 
provided by Amoco. Limited facilities are available in Mayaro, which 
is about 30 min. drive, and unlimited service is available in Port of 
Spain, which is 2 hours drive. 

FRESH WATER: Only available by barge from Port of Spain. 
FUEL: Only available by barge from Port of Spain. 

REPAIRS: Masters of vessels loading or discharging at Galeota 
Terminal are advised that this portis considered an “open roadstead" 
and under no circumstances may engines be shut down for repairs 
while their ships are moored in the SBM system. There are no 
facilities for making vessel repairs, but arrangements may be made 
through vessel's Agent to utilize the Port of Spain facilities. 

It is emphasized that all vessels in the SBM system must be in 
readiness to clear immediately on instructions to do so. 
CONSULS: Nearest at Port of Spain. 

TIME: GMT minus 4 hours, and daylight saving (Summer time) is 
not applicable. 

SHORE LEAVE: Shore leave for personnel of vessels loading or 
unloading at the terminal arranged through the vessel's Agent. All 
personnel going ashore must land at the Amoco small-boat harbour. 
Sufficient crew must be aboard at all times for letting go lines in 
order to clear the mooring immediately if necessary. 

All vessels are required to fly the Trinidad and Tobago ensign on 
we foremast during daylight hours. Flags may be obtained from 

gent. 

The presence of unauthorized craft alongside is extremely hazard- 
ous. Ship's Masters are requested to require all non-Amoco craft 
to clear ship's side as soon as personnel have been embarked or 
disembarked. 

No stores may be handled on the weather deck while ship is load- 
ing cargo, discharging dirty ballast, or while any ullage hatches, 
loading hose, or tank tops open. 

A safety check-off list and terminal rules for safety will be delivered 
by the Mooring Master. 

TERMINAL OPERATORS: Amoco Trinidad Company, POB 714, 
Mery 4 West Indies. Cables “Amocotri Trinidad". Telex “Amoco 
287. 
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POINTE-A-PIERRE (Texaco Oil Terminal & 
Refinery): 10.19 N. 61.28 W. 


DOCU MENTS/HEALTH, etc.: As for “Port of Spain”, 

Officials require accommodation ladder to be rigged, Usualy 
port side, for boarding and clearance. ' 
PILOTAGE: Compulsory. Pilot ordered by Agent after Tey 
of ETA. Pilot ladder conforming to International Safety Regulat, 
to be supplied by vessel. 

ANCHORAGE: Safe anchorage and good holding ground jp 
roadstead. On account of Pierre Shoal, a 21 ft. patch about 13 cay, 
South-west of the head of the main viaduct, vessels of m 
draft should approach with the main viaduct bearing more thay 
The main viaduct consists of pipe-lines supported by rej 
concrete piling, located at 10° 20’ N. - 61° 30’ W. and extends), 
W.S.W. direction for 6,190 ft. 

RADIO: Texaco Trinidad Inc. maintains their own radio stati, 
frequency 2638 Mc/s. and VHF Channels 16, 13, 12, 11, 8 andg 
MAX. SIZE: 

. 1 berth North: 40 ft. MLWST; 720 ft. LOA. 

. 2 Berth North: 40 ft. MLWST; 775 ft. LOA. 

. 2 berth South: 35 ft. MLWST; 330 ft. LOA. 

. 3 berth North: 35 ft. MLWST; 640 ft. LOA. 

. 3 berth South: 204 ft. MLWST; 350 ft. LOA. 

. 4 berth North: 21 ft. MLWST; 350 ft. LOA. 

. 5 sea berth: 40 ft. MLWST; 900 ft. LOA. 

. 6 sea berth North: 48 ft. MLWST; no limit. 

No. 6 sea berth South: 48 ft. MLWST; no limit. 

No. 7 berth: 35 ft. MLWST; 700 ft. LOA. 

No. 8 berth: 33 ft. MLWST; 570 ft. LOA. 

TUGS: Texaco Trinidad Inc. maintains three tugs to assis; 
berthing. 

FRESH WATER: Available alongside or by barge (if availabley 
adequate notice given prior arrival). 

FUEL: All grades supplied alongside or by barge. 
SPECIAL PRECAUTIONS: Tankers loading or dischargiy 

Bonding: When a ship has docked, the bonding cable and hy 
shall be connected. 

Weather: Loading and discharging of dangerous petroleum» 
be stopped during an electrical storm and ullage screens or tly 
plugs must be put in place. 

Emergency alarm: This safety device is conveniently placed on 
docks and is under the control of the jetty personnel. This isw 
only in cases of emergency and has the effect of stopping all sty 
pumps immediately it is used. Owing to the size of vessels us 
No. 6 Berths, loud-sounding horns are situated on the hose sty 
tures and are sounded by the jetty attendant when urgent atten 
from the ship is required. 

Hose pressure: The maximum discharge pressure allowed ont 
jetty hose is 130 pounds. Pressure of jetty hose for loading si 
not exceed 130 pounds. 

Hot work: No burning, welding or major repairs can be cam 
out in the harbour without permission. Repairs involving hotw 
may be started only if a permit has been issued and the neces# 
gas-free certificate granted by the Company's qualified inspect 

Hoses: Loading hoses are connected up by dock personnel, 
must be supported by ship's tackle at the rail during loading! 
discharging. Ship's officers should keep a close watch on thet# 
during operations and stop loading and/or discharging operaitt 
if anything untoward happens to the hoses. A drip pan is te? 
placed under all hose connections in use. After loading fuelt 
Marine diesel or NOR, air is used for displacing hose contents® 
the vessel before being disconnected. For all other products thet 
is drained into ship's tanks or jetty slop tank. 

Towing wires: On completion of mooring on arrival, a sultt? 
wire shall be hung over the bow and stern on the side away from? 
dock so that, in an emergency a tug can tow the ship off. The# 
should be properly secured on board and it should be long ent# 
to reach the water's edge at the ship's lightest draft. 

No Smoking: Smoking is prohibited on all the piers and launc® 
Smoking on board ship is permitted only in those enclosed spe 
that are specifically designated by the Master as “Smoking Are 

Tank lids: Tank lids must be closed while handling cargo, ® 
at all other times if tanks are not free of gas. Flame screens ™ 
be in position on all open ullage plug holes. 
GANGWAY/DECK WATCHMEN: An efficient watch must! 
maintained on deck and in the engine room of all ships in por.® 
a sufficient number of men must be on board at all times to move? 
vessel either for harbour operations or in emergency situations 
CUSTOMS ALLOWANCES: 200 cigarettes and moderate am 
of spirits. 

IDENTIFICATION CARDS: Not required. 

MEDICAL: Advance notice of medical attention preferred. Mod# 
hospital facilities. 

TELEPHONES: On dockside and at all sea berths. ; 
SHORE LEAVE: Crew not allowed ashore at Pointe-a-Pitt 
Regular launch service from ship to San Fernando, 3 miles aW# 


AGENT: See ‘Port of Spain". 


POINT FORTIN (Shell Oil Terminal): 10.12 N. 61.42" 
DOCUMENTS/HEALTH/CONSULS, etc.: Refer to “pont 


Spain". 


jetty (Lat. 10° 12° N. - Long. 61° 42° W.). 


| 
; 
| 
| 
| 
| 
' 
; 


PILOTAGE: Pilotage is compulsory. Pilots board + mile ‘| 


cHORAGE:: There is safe anchorage $ mile off the head of 
wi SIZE: Jetty 2 miles long with “T" head providing two outer 
$ 


a 
wt “ a depth of 35 ft. and other inner berths of 300 ft. length 


and over and for unberthing vessels with a draft of 36 ft. or 

1, Also required for berthing and unberthing at conventional 

mooring. Launch assists in berthing and unberthing. 

ATHING : Bottom alongside, mud; back pressure (hose), 100 Ib; 

ah flood South-westerly, ebb North-easterly 2 to 5 knots; 

ide, 4 ft. 

mee WATER: Not available at CBM. 

«Not available at CBM. 

pat BALLAST: No facilities available. Only small amount 
ox, 200 tons) tank drainings acceptable on jetty and only if 

f4at ambient temperature. — ; 

pRECAUTIONS : Normal oil terminal safety precautions appli- 


ansis su 8 


wATCHMEN : Customs guards on duty at ship's side. 
tySTOMS ALLOWANCES: 200 cigarettes, and a moderate 
nt of spirits. 

SNTIFICATION CARDS: Not required. 

#PAIRS AND DRY DOCKS: At Chaguaramas. 
yEDICAL: All facilities available. 

#PATRIATIONS: Can be arranged. 

AIRPORT : See ‘Port of Spain". 

TiME: GMT minus 4 hours. 

TELEPHONES: No facilities for telephones on board. 
SHORE LEAVE: No restrictions. 


AGENT: See “Port of Spain”. 


POINT LISAS: 10.22 N. 61.29 W. 


DOCUMENTS: 

1Copies Crew List. 

1Copies Ship's Stores List. 

{Copy Crew Stores List. 

‘Copies Immigration arrival Report (supplied on arrival). 
{Declaration of Health (supplied on arrival) 

Ship's Register. 

PLOTAGE: Pilots ordered through Agent; 48/24/12 hour ETA 
seded, Pilotage is compulsory. Pilots board at Head of Pt. Lisas 
Channel (10° 22’ 37” N., 61° 39’ 38” W.); Pilot ladder conforming to 
senational Safety Regulations to be supplied by vessel. 

launch hire arranged by Dock Master to take out Pilot to vessels 
narival, and again take off Pilots from vessels on departure. 
CLEARANCE: Point Lisas being a port of entry is palener with 
mident Customs Officer and Guard. Ships arriving from abroad 
wid proceed directly to Point Lisas as Customs officer acts for 
fartour Master/Immigration/Port Health. Tel. 659 2221. 
ANCHORAGE: Safe anchorage { mile off head of channel. On 
teasions, when port congested, vessels may be requested to anchor 
tut of Spain Roads (10° 41’ N. — 61° 33’ W.) before proceeding Pt. 


\isas, 
STRICTIONS: No restrictions on night entry — departure. 
WAX, SIZE: Point Lisas “Liquid Pier" (vessels handling bulk 
‘yar, molasses, caustic soda and Anhydrous Ammonia in Liquid 
vm), Maximum LOA: 600 ft. Maximum draft: 28 ft. LW. 
Point Lisas “Solids Pier" (vessels discharging plant equipment, 
tdloading sulphuric acid in drums and bagged and bulk fertiliser). 
tuimum LOA: 400 ft. Maximum draft: 20 ft. LWOST. 
HEALTH: Crews of vessels arriving must have valid Vaccination 
tlificates, covering smallpox. If not in possession, Master should 
_ when giving ETA and Port Health Officer will vaccinate on 
val, 
for quarantine if required, or authentication of vaccination certi- 
®, Honorary Port Health Officer could be in attendance at short 
wee. Tel. 656 2311. 
GS: Molasses, bulk sugar and LPG carriers use a tug to assist 
‘tething and unberthing at Pt. Lisas “Liquid Pier". Tug will be 
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Ms ered by the Agent. 
the STEVEDORES:: If necessary will be ordered by Agents. No ETA 
“stevedores necessary. 


pes WATER: Supplied at both piers. Also by barge. 
EL: All grades supplied by barge. At “Solids Pier" gas oil only 
ie Supplied ex shore installation. 
wr AUTIONS : When loading LPG - no smoking on pier or on 
eck, 
JATCHMEN : Customs guards on 24 hours duty at ship's side. 
ENING/CLOSING HATCHES: Normally by crew. 
Wied ALLOWANCES: 200 cigarettes and a moderate 
of spirits. 
DNTIFICATION CARDS: Not required. 
NSULS: At Port of Spain. 
amis AND DRY DOCKS: At Chaguaramas, 20 miles North 
as. 


puDAYS : New Year's Day (January 1st); Good Friday; Easter 
1 


ay; May Day (May 1st); Whit Monday; Corpus Christi; Dis- 
tet Day (August 5th); Independence Day (August 31st); Diwali 
late October/early November); Eid-ul-Fitr (December 21st- 
' proximately); Christmas Day (December 25th); Boxing Day 
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Gossamer 26th). Work is possible, except for May Day, on these 
holidays. be 
POLICE/FIRE/AMBULANCE: Accidents - Police - Help, 62999; 
Fire — First Aid, 62998; Foreign Calis, 6216. 

VHF SERVICE: Pt. Lisas Dockmaster can be contacted on VHF 
Channels 16, 14 and 12. 

MEDICAL: Advance notice of attention required will assist. Modern 
hospital facilities available. 

REPATRIATIONS: Crew changes and repatriation can be 
arranged. 

AIRPORT: Piarco International Airport - 30 miles from Point 
Lisas. Daily flights to world-wide destinations. 

TIME: GMT minus 4 hours. 

TELEPHONES: No facilities for telephones on board. 
SERVICES: Efficient maintenance gang available for normal work, 
tank cleaning, painting, etc. 

SHORE LEAVE: No restrictions. 

DELAYS: Due to congestion, sometimes delays are unavoidable, 
usually not more than 24 hours. 

AUTHORITY : Federation Chemicals Ltd. 


AGENT: Melville Shipping and Trading Ltd., Steamship Operators 
and Agents, 68/70 Sackville Street, Port of Spain. Tel. 54060, 54218, 
52384, 54977, 54287. Telex POS 265. Cables ‘“'Meltra”. Code: New 
Boe. Bankers: Royal Bank of Trinidad & Tobago Ltd. AO Tel. 23009, 
41950, 43149, 22212. 


PORT OF SPAIN: 10.39 N. 61.32 W. (See Plan) 


DOCUMENTS: 

For Immigration. On boarding, 3 Crew Lists and 3 Passengers 
Lists if passengers on board. Inspection of Derat. Certificate. 
Health Declaration and arrival report forms supplied by Immigration 
on boarding to be made up. Passengers and Crew must have valid 
smallpox certificates. 

For Customs. 2 Crew Lists and 1 Passengers List if passengers 
on board, 2 Customs Ship's Stores Lists, 1 Crew's Stores List. 
Forms supplied on boarding. 

Port doctor will board if calling from quarantine port. No forms 

required other than inspecting smallpox certificates of crew and 
passengers. 
PILOTAGE: Not compulsory to Port of Spain anchorage but if 
required will attend from outside Bocas or where required through 
Agents in ETA message. Calling Pilot International Code Flag “H" 
by day and white light over red at night or International Code signal 
“G" on whistle. 

Gangway or standard type pilot ladder with spreaders about 
10 ft. apart. Ladder must be clean. It is desirable that 1 stanchion 
be securely fitted in the bulwark at the top of the ladder. 

Pilot station is situated on Port of Spain Wharf. 
ANCHORAGE: Depends entirely on draft but should not be nearer 
than $ mile from Grier Channel entrance. except in cases of vessels 
loaded with explosives; this anchorage is clearly defined on Chart. 

Open roadstead in Gulf of Paria but can be considered as shelte- 
red with choppy seas at times. Bottom shelves gradually from shore- 
line to 7 fathoms at Western end of harbour limits, increasing to 
20 fathoms outside harbour limits Westward. Type of bottom, mud. 
Swinging area unlimited. No mooring buoy. Distance from ancho- 
rage to shore 2} miles at 5 fathoms to 5 miles at 7 fathoms, vessel 
will swing to the tide if loaded, and to the wind if light. 

Currents + to 14 knots flood and ebb rise and fall of tides, variable 
minimum 1 ft. 5 in. maximum 4 ft. Rainy season June-December. 
Dry season December-June not always predictable. Rain squalls 
occur during months of July, August and September up to 30 to 
40 knots unpredictable hurricane most unusual. Prevailing winds 
are mostly Easterly. Normally stronger during daylight. 

RADIO: Advise through North Post wireless or telephone, call 
sign 9 YL. ETA 48 hours and 24 hours with other requirements. 
RESTRICTIONS/MAX. SIZE: The Grier Channel, 350 ft. wide, 
leads to a dredged basin in which are the docks. No restrictions 
length, but maximum draft in channel, in basin and alongside is 
30 ft. There is 4,600 ft. of docking area. 

HEALTH: Crews of vessels arriving must have valid Vaccination 
Certificates, covering smallpox. If not in possession, Master should 
advise when giving ETA and Port Health Officer will vaccinate on 
arrival. 

TUGS: There are 3 tugs in Port of Spain to assist in docking opera- 
tions. 

BERTHING: Eight berths with 32 ft. depth. Length of wharf 4,500 ft. 
Width of apron: King's Wharf 50 ft., extension 75 ft. Warehouses: 
Seven on wharf face, 254,250 sq. ft. Nine other warehouses, 136,147 


sq. ft. 
S TEVEDORES: Labour on Docks and labour on ships: Controlled 
by Port Contractors Ltd. Ordered by Agents. Gang size on Docks: 
14 to 18 men. Gang size on vessels: 13 men, 1 gangman, 2 winch 
drivers, 8 hold men, 1 cooper, and 1 hatch foreman. 
CARGO HANDLING: One berth on the Eastern side is an open 
wharf without a seafront warehouse. This berth is strictly used for 
containerised and passenger (cruise) vessels. The Eastern wharf 
is 3,300 ft. with five seafront warehouses. On the Western side the 
wharf is 1,200 ft. long with two seafront warehouses for general 
cargo, but at these two berths there are also facilities for receiving 
bulk cargo, i.e. grain, liquid oil, fats and molasses. These cargoes 
are usually discharged by vessel's equipment, but grain can be 
discharged by shore equipment at a slower rate. 

There are now one floating crane, 60 tons capacity, one crawler 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, | 


crane of 160 tons capacity and also one 125-ton fork lift for handling 
20 ft. containers. There is also a trailer service for 20 ft. containers 
from dock to consignee's warehouse. 

FRESH WATER: Supplied alongside all berths. 

FUEL: All grades supplied by barge. 

WATCHMEN: Customs guards on 24 hours duty at ship's side. 
OPENING/CLOSING HATCHES: This is handled by stevedores. 
CUSTOMS ALLOWANCES: 200 cigarettes and a moderate 
amount of spirits. 

CARGO GEAR: Vessels normally load and discharge with their 
own gear but shore cranes and heavy lift cranes available on the 
dock. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium 6238711 Italy 6236255 
Bolivia 6254123 Japan 6232866 
Columbia 6236601 Lebanon 6231652 
Costa Rica 6254123 Liberia 6222322 
Denmark 6251901 Mexico 6254040 
Dominican Republic 6241217 Norway 6236871 
El Salvador 6226247 Panama 6223497 
Greece 6232186 Portugal 6234930 
Guatemala 6252441 Spain 6238851 
Haiti 6232876 Sweden 6232166 

EMBASSIES: 
Argentina 6254069 India 6231276 
Brazil 6225779 Jamaica 6224995 
Britain 6252861 Netherlands 6251722 
Canada 6234787 U.S.A. 6226471 
France 6251437 Venezuela 6253872 
Germany 6251898 


REPAIRS AND DRY DOCKS: See “Chaguaramas”. 
HOLIDAYS: New Year's Day (January 1st); Good Friday; Easter 
Monday; Labour Day (June 19th); Whit Monday; Corpus Christi; 
Discovery Day (August 5th); Independence Day (August 31st); 
Diwali Day (late October/early November); Eid-ul-Fitr (December 
21st/22nd, approximately); Christmas Day (December 25th); Boxing 
Day (December 26th). 

POLICE/FIRE/AMBULANCE: Accidents - Police, 62999; Fire - 
First Aid, 62998. 

MEDICAL: Advance notice of attention required will assist. Modern 
hospital facilities available. 

REPATRIATIONS: Crew changes and repatriation can be 
arranged. 

AIRPORT: Piarco International Airport - 17 miles from Port of 
Spain. Daily flights to world-wide destinations. 

TIME: GMT minus 4 hours. 

TELEPHONES: No facilities for telephones on board. 
SERVICES: Efficient maintenance gang available for normal 
work, tank cleaning, painting, etc. 

Shipping Service: Two government-owned vessels, Scarlet Ibis 
and Bird of Paradise operate a regular passenger and cargo service 
between Trinidad and Tobago. 

SHORE LEAVE: No restrictions. 
AUTHORITY: Port Authority of Trinidad and Tobago. Wrightson 
Road, Port of Spain, Trinidad, W.1. Tel. 32901-5. P.O. Box 549. 


AGENT: Sprostons (Trinidad) Ltd., 17 Chacon Street, P.O. Box 8, 
Port of Spain. Tel. 34121-9 (nine lines). Telex SPROS WG286 
Cables: “Sprostons", Port of Spain, Trinidad. 


SOBO (Pitch Point): 10.15 N. 61.37 W. 


Crude Oil Terminal operated by B.P. Trinidad Limited. Vessels 

from abroad calling at Sobo are required to proceed first to Brighton 

for clearance formalities. 

See ER ESAS CONSULS: etc.: Refer to “Port of 
pain". 

PILOTAGE: Compulsory. 

TUGS: Not used. Launch assists berthing. 

RESTRICTIONS: Berthing/unberthing only on flood tide. 

MAX. SIZE: Controlled by depth alongside jetty — 29 ft. 

deel e Vessel moored with springs on jetty. Other lines to 
uoys. 

FRESH WATER: Not available. 

FUEL: Available by barge. 


AGENT: See “Port of Spain”. 


TEMBLADORA (Alcoa Bauxite Terminal): 10.41 N. 
61.35 W. 


Abn d A) OU raat etc.: Refer to “Port of 
pain”. 

Rane nes Pilotage is compulsory. Pilots board 4 mile off instal- 
ation. 

ANCHORAGE: Safe anchorage $-? mile off head of jetty. 
RESTRICTIONS/MAX. SIZE: There are two wharves: No. 1 
with a length of 976 ft. and No. 2 with a length of 675 ft. Both are 
dredged to 36 ft. 

TUGS: Alcoa maintain their own tug to assist in docking opera- 
tions. 

STEVEDORES: Not necessary. 

FRESH WATER: Supplied at both piers, also by barge. 

FUEL: All grades by barge. 

WATCHMEN: Customs guards on duty at ship's side. 
OPENING/CLOSING HATCHES: Handled by crew. 
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CUSTOMS ALLOWANCES: 200 cigarettes and a 
amount of spirits per man. | 
CARGO GEAR: As “Port of Spain". Loading: Carried 
travelling tower conveyor system, rate 1,200 tons per hour, pj | 
ing: With travelling towers grabs two each 5 tons capacity 
tons per hour. 
IDENTIFICATION CARDS: Not required. 

REPAIRS AND DRY DOCKS: At Chaguaramas. 
MEDICAL: All facilities available. Advance notice of requires 
should be given. 

REPATRIATIONS: Can be arranged. 

AIRPORT: See “Port of Spain”. | 
TIME: GMT minus 4 hours. 

TELEPHONES: No facilities for telephones on board. 
SHORE LEAVE: No restrictions. 


AGENT: See “Port of Spain”. 


Tunisia 


BIZERTE: 37.17 N. 09.54 E. 


DOCUMENTS: 
3 Crew Lists. 
3 Passenger Lists. 
4 Crew Personal Effects Lists. 
Health Declaration. 
Manifest of provisions on board. 
2 copies vessel's particulars declaration. 
PILOTAGE: International Code signals are used to call Pil! 
pilot station can be contacted by VHF or radio/telephon 
Goulette Radio, call sign 3VW. Pilot's telephone number 02% 
Vessels awaiting Pilot may anchor outside the port entrance§ 
from the breakwaters in depths of 13 m. 
RESTRICTIONS: Entry at night is forbidden for tankers, # 
must complete their berthing operations one hour before suny 
MAX. SIZE: 
Petrol Harbour Berth A maximum length 225 m., Draft 40 ft. 
Berth B maximum length 130 m., Draft 27 ft. 
Commercial Harbour 3 berths maximum length 220 m. Draft 
Cement Wharf Maximum length 150 m., draft 25 ft. 
Douaria Quay Maximum length 150 m., draft 27 ft. 6% 
Melasse Pier Maximum length 130 m., draft 30 ft. 
Coal Quay Maximum length 150 m., draft 16 ft. 
HEALTH: Free pratique normally given at the quays after mow 
Pratique is automatic for vessels coming from another Tunisiany 
In case of suspected disease on board vessel will be orden 
quarantine anchorage. 
RADIO: Messages for the port authorities can be sent by! 
Bizerte Radio call sign 3 VW 3. Other messages to Agent shoul 
sent through Tunis Radio call sign 3 VT. 
TUGS: Tugs normally join vessel about 100 m. outside the entt 
pe ti and if requested will come further out. Ship's lines at 
used. 
BERTHING: Can be carried out at any time. 
STEVEDORES: Minimum of 24 hours advance notice of ET! 
Agent is required. 
MEDICAL: Doctor available to board vessel. Hospital, pf 
clinics and all facilities available. 48 Hours notice required for 
pox, Cholera, and Yellow Fever inoculations. 
TANKERS: Berth A. Loading arms for fuel, gas-oil and petro 
products all 10 in. diameter. Ballast line 12 in. diameter. 
Berth B. Loading arms for all products except LPG are 8in! 
LPG. two loading arms of 4 in. diameter. 
S.1.T.R. are equipped with an oil/water separator for ballast® 
They are not able to accept residues from tankers. 
FRESH WATER: Available from the quay at most berths? 
10/15 cubic metres per hour. 
FUEL: Can be supplied subject to 48 hours notice. 
FIRE PRECAUTIONS: The Petrol Harbour is equipped wit 
hydrants. A tug of 1,200 h.p. is required to be permanently stat 
by when tankers are moored alongside the quay. 
WATCHMEN: It is recommended to employ shore watch® 
OPENING/CLOSING HATCHES: Carried out by stevedort 
the request of Masters. 
CUSTOMS ALLOWANCES: Each crew member is allowet! 
carton of cigarettes and one opened bottle of wine or spirits. In@ 
of a prolonged stay in port, Customs may renew these quantiti® 
IDENTIFICATION CARDS: Crew members’ identification @ 
will be collected by the Immigration service and exchanged for 
passes while vessel is in port. 
CONSULS: France Tel 02.31.466. Italy Tel. 02.31.747. 
REPAIRS: All hull, deck and engine repairs can be effected. 
DRY DOCKS: Three dry docks available the largest being 20* 
35 m. x12 m. 
REPATRIATION: Can be arranged. 
AIRPORT: Tunis and Carthage airport is situated 70 km. & 
Bizerte. Served by international airlines. i 
TIME: GMT plus 1 hour all year round. 
HOLIDAYS: There are 17 days official holiday during the 
Work can be carried out on all holidays except 1st May on pay’ 
100% overtime. 


uctFIRE/ AMBULANCE: Police Tel. 02.31.200; Fire 02.31.022; 
jnpuiance 02.31.422. 
gHORE LEAVE: Allowed. 

ORITY: Direction du Port de Bizerte, Rue Tanak bn 
wipers Tel, 02.31.139-02.31.412. 


AGOULETTE (including Tunis): 36.49 N. 10.18 E. 


UMENTS: Required by Police: 
pCrew Lists. — 
pPassenger Lists. 

jred by Customs: 
Crew List. 
pPassenger Lists. 
2Crew Manifests. 
saquired by Port Health: 
Crew List. 
;Passenger List. : f 
pLOTAGE: To call Pilot contact Goulette Radio station, call sign 
W, 24 hour watch on 2182 kc/s. Pilot boats are in permanent 
get contact with Goulette Radio. International code visual and 
quad pilot signals may be used on arrival at the sea buoy. 
pilot launches are stationed inside the port, and proceed on call 
y meet vessels about a ¢ mile beyond the sea buoy, i.e. the buoy 
yo, in the entrance channel to the port. 
{NCHORAGE: Anchorages in the port roads are safe except 
wing strong winds and heavy seas from the North or North-east; 
good holding ground. ; . 
lager vessels anchor about 4 mile North-east of the sea buoy in 
goths of 12-14 m. Small vessels may anchor either North or South 
ute approach channel in depths of 7-9 m. in the vicinity of buoys 
ios, 4 and 5 provided that they do not obstruct navigation in the 
wirance channel. 
RESTRICTIONS: Tankers and ore carriers are not allowed to 
six and leave port during the hours of darkness. Depth of water 
alow water is 27 ft. 6 in. 
WAX, SIZE: La Goulette: up to maximum draft 27 ft. 6 in. Max. 
iegth 200 m. Tunis: up to maximum draft 21 ft. 6 in. 
HEALTH: Master is required to complete Declaration of Health 
marival. Vessels which have previously called at another Tunisian 
wtare given automatic free pratique except in time of epidemic. 
RADIO: Tunis Radio 24 hour watch on 2182 kc/s, radio-telephone 
nich from 0600 to 2200 on 500 kc/s. Goulette Radio call sign 3VW 
hour watch on 2182 kc/s. 
TGS: Are available to assist berthing as directed by the Pilot. 
Tugs join vessels in the vicinity of buoys Nos. 4 and 6, that is 400 or 
$m. from the berths. Vessels lines always used. 
§TEVEDORES: Gangs are ordered before 0600 for morning 
wrk; before 1300 for the afternoon and before 2000 for night work. 
HEDICAL:: Preferable to advise Agent in advance if doctor required 
mboard. Crew members should possess international vaccination 
wtificates. 
TANKERS: One berth is reserved for tankers with a maximum 
tat of 27 ft. 6 in. 
4) RESH WATER: Hydrants are situated on the quays supplying 
fish water at a rate of 12-15 cub. metres per hour. A water barge 
#Ntons capacity can supply vessels at anchor. 
fRE PRECAUTIONS: A watchman has to be permanently em- 
toyed on board tankers when alongside. A tug equipped with 
‘efighting equipment is required to stand by tankers discharging. 
UEVELOPMENTS: Dredging is being carried out to provide a 
fth of 11.60 m. in the entrance channel, and a depth of 11 m. at 
Seoll berth. When dredging is completed the maximum allowable 
tt will be 32 ft. 
SICHMEN: The employment of gangway watchmen is 

sary. 
PENING/CLOSING HATCHES: Are performed by ship's crew. 
WSTOMS ALLOWANCES: Each crewman is allowed two 
welets of cigarettes or 4 cigars or 50 gr. of tobacco and one opened 
wile of alcohol. 

SULS: Following countries are represented in Tunisia: 


Australia Italy Panama 
ith fa) Denmark Morocco Algeria 
ani france Norway Venezuela 
HPAIRS: Machinery and boiler repairs can be effected on board. 
chi large repairs it is necessary to send part to the Shipyards of 
ores #) ;*0ema at Menzel Bourguiba — 70 miles away. 


mY DOCKS: at Menzel Bourguiba 4 dry docks, the largest of 
— 253 m. long 41 m. wide, 10.5 m. depth. 
i ATRIATION: Can be arranged. 

RPORT: Situated 10 km. from the port. Regular daily flights to 
@and N. Africa. 

ME: GMT plus 1 hour. No alterations during the year. 
DAYS: 20th March (Independence Day); 1st May (Labour 
}; 8th July (Republic Day); 15th October( Evacuation Day). In 
on there are 13 other holidays on which work is carried out on 
% nt of overtime. 

LICE/FIRE/AMBULANCE: Tunis Police, tel. 5389; Goulette 
%@, tel. 275.028; Fire. 198; Ambulance 260.022. 
tlphones can be connected on board vessels and are compul- 
%) for tankers. 
RE LEAVE: Crew members are permitted to go ashore obtain- 
2dass from the Port Police. 
ORITY: Office des Ports Nationaux Tunisiens, Port de la 
®. Tel. 275.300. Telegram “Ofpornatu”. Telex 386. 


TUNISIA 


AGENT: Compagnie Tunisienne de Navigation, Head Office: 
5, Avenue Dag Hammarskjoeld, Tunis/Tunisia. Cables ‘“‘Cotunav- 
Tunis"; Teleprinter 475 & 479. Tel. 242.999. 


LA SKHIRRA (Terminal Platform): 34.18 N. 10.09 E. 
(See Plan) 


DOCUMENTS: 

5 Crew Lists. 

2 Lists of Crew Personal Effects. 

2 Stores Lists. 

5 Passenger Lists, if passengers carried. 

Manifest of cargo on board. 

Manifest of cargo in transit. 

PILOTAGE: Compulsory for berthing alongside. Pilot employed 
by TRAPSA. ETA required 48 hours and 24 hours before arrival. 
Call pilot by international code signals on arrival, or by VHF Channel 
16. TRAPSA will advise if vessel required to anchor, or berth imme- 
diately. Pilot boards one mile off the terminal by black and white 
motor launch. 

ANCHORAGE: Vessels should anchor outside the prohibited 
zone which is limited to the South by the parallel of Buoy No. 5 and 
to the East by bearing 350° from the terminal platform light. 

MAX. SIZE: Length 300 metres. Draft 47 ft. 6 in. or up to 51 ft. at 
high water. 

HEALTH: International Quarantine signals to be shown on arrival. 
Vessels normally receive free pratique at the quay after berthing. 
Suspect vessels must wait at anchor until pratique is given. 
RADIO: TRAPSA operate coastal station Laskhirra Radio, (3VP). 
Messages for TRAPSA passed by other stations should be addres- 
sed Rapetrol Laskhirra. 

VHF: The harbour office and loading terminal are equipped with 
VHF on the following channels: 156.8 Mc/s (calling), 156.6 Mc/s. 
156.7 Mc/s. 156.55 Mc/s. Contact with tugs can be made on all four 
channels. 

TUGS: Two tugs 1,500 h.p. each, normally used for berthing. Lines 
provided by tugs. 

BERTHING: Two loading berths situated one each side of terminal 
platform connected by a jetty to the shore. For safe manoeuvring 
tankers are recommended to arrive with ballast up to 30% of summer 
deadweight. Mooring may need to be doubled during months of 
December to April, when sudden violent squalls sometimes occur. 
A vessel alongside requiring tug assistance may sound one long 
blast at frequent short intervals. 

Depth alongside loading berths is 15 to 16 metres. Loading plat- 
form is served by three 30 in. oil pipe-lines and two 24 in. ballast 
lines. Each berth equipped with four 12 in. flexible hoses. 
MEDICAL: Advance notice required of any medical assistance 
needed. Hospital facilities available. Crew members require valid 
vaccination certificates. 

BALLAST: All ballast, except permanent, to be pumped to shore 
installation. Heavy fines for water pollution. 

FRESH WATER: Not available. 

FUEL: Not available. 

CUSTOMS ALLOWANCES: Two packets cigarettes allowed 
each crew man. No alcohol allowed. 

CONSULS: Following countries are represented at Sfax: France, 
Sweden, Great Britain, Netherlands and Italy. 

REPAIRS: There are no facilities for repairs. Nearest at Sfax. 
REPATRIATION: Can be arranged. 

AIRPORT: Nearest at Tunis 350 km. away. 

TIME: GMT plus 1 hour all year round. 

SHORE LEAVE: Not allowed in Trapsa installation. Can be 
arranged through Agent. 

AUTHORITY: T.R.A.P.S.A., BP B, Sfax. Telex 40811, La Skhirra. 
Cables “Rapetrol Laskhirra’’. 


SFAX: 34.44 N. 10.46 E. 


DOCUMENTS: Within 24 hours of arrival Masters must submit a 
written declaration giving the name of ship and of the Master, Owner 
or Charterer, vessel's tonnage, draft, cargo, port of origin and 
destination, number of crew on board. Also required: 

Customs Manifest. 

Crew List for Police. 

List of Dangerous Cargo. 

Health Declaration. 
PILOTAGE: Compulsory for all vessels over 100 gross tons. 
Pilotage commences at the outer buoys of the entrance channel. 
Day signals for Pilot, International Code Signal “P.T." or Code 
flag ‘‘S" hoisted alone or below code pennant. Night signals accord- 
ing to international rules. For entry at night, vessels must radio 
Harbour Master at the latest one hour before sunset to confirm their 
intention. Before boarding, Pilot will check that vessel does not 
exceed the maximum authorised draft. If the “Entry Prohibited” 
signal is not hoisted at the port signal mast, vessel may await Pilot 
in the channel axis about 1 mile off the outer buoys. Pilot boards 
from a launch 11 metres long, displaying international pilot signals. 
Pilot may be contacted by radio through Radio Port de Sfax. Agent 
must give advance notice of vessels arrival to Harbour Master 24 or 
48 hours beforehand. 
ANCHORAGE: In immediate vicinity of the port, depths up to 15 
metres, good holding ground. 
MAX. SIZE: Length 192 metres, beam 26 metres, draft 33 ft. 
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HEALTH: To request free pratique, hoist “Q" flag on arrival, or 
radio to Port Health Service. Pratique normally given at the berth 
after mooring. Suspect vessels are required to wait at anchor until 
pratique is given. 
RADIO: Sfax Port Call—call sign 3VW2, operating from 05.00-09.00 
and 15.00-19.00. GMT. 
Calling frequency 2182 kc/s., working frequency 1743 kc/s. CR3. 
Used only for communications with port services. Meteorological 
information provided on request. 
TUGS: Join vessel at outer buoys or according to circumstances in 
the outer port. 
BERTHING: North-east Quay 820 m. long phosphate berth. 
West Quay 150 m. long phosphate berth. 
Petrol Pier 105 m. long. Max. size: length 180 m., draft 33 ft. 
Salicole Pier salt loading berth. 
STEVEDORES: Available, arranged by Agent basis vessel's ETA. 
MEDICAL: Advance notice preferred if medical attention required. 
Hospital facilities available. Vaccination certificates required for all 
crew. 
DENSITY: 1025. 
FRESH WATER: Hydrants fitted on all quays. Written request for 
replenishing water is required by Harbour Master. 
FUEL: Available by barge. 
DEVELOPMENTS: Entrance channel to be widened to 60 metres. 
Dredging to 12:50 metres of channel and principal quays. These 
projects are under study. 
WATCHMEN: Normally ship's crew. Available from shore if 
required. 
OPENING/CLOSING HATCHES: 


crew. 

IDENTIFICATION CARDS: Required by all crew. 

CONSULS: Local representatives for France, Great Britain, Nether- 
lands, Norway, Sweden, Denmark, Spain, Italy, Greece, Portugal 
and Belgium. 

REPAIRS: Small engine repairs can be effected. Floating dock for 
vessels less than 350 tons. 

REPATRIATION: Can be arranged. 

AIRPORT: There is an airfield 7 km. from the city. No regular ser- 
vices. 

TIME: GMT plus 1 hour. 

HOLIDAYS: ist January; 18th January; Aid El Kebir; Hegirian 
New Year; 20th March; 9th April; 1st May; Mouled; 1st and 2nd 
dune; 25th July; 3rd August; 13th August; 3rd September; 15th 
October; Aid Es Seghir. 

POLICE: Tel. 21-700. 

SHORE LEAVE: Allowed. 

AUTHORITY: Direction du Port de Sfax. Tel. 21644, 21532, 21486. 


Normally performed by 


SOUSSE (Suza): 35.50 N. 10.38 E. 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

4 Crew Personal Effects Lists. 

Health Declaration. 

Manifest of Provisions on Board. 

2 copies vessel's particulars declaration. 
PILOTAGE: Contact Pilot Station. Tel. 03.20.401. 
RESTRICTIONS: Entrance to the port coming from the sea is 
East to West. Channel 820 m. long, dredged to 10 m. depth. Depth 
in port area 9:50 m., height of tide 0-60 m. 
BERTHING: One basin for ocean-going ships, yacht basin and 
fishing vessel harbour. 

Length of quays 830 m. 8 berths. 
HEALTH: Free pratique normally given at the quays after mooring. 
Pratique is automatic for vessels coming from another Tunisian 
port. In case of suspected disease on board vessel will be ordered 
to quarantine anchorage. 
STEVEDORES: Minimum of 24 hours advance notice of ETA to 
Agent is required. 
MEDICAL: Doctor available to board vessel. Hospital, private 
clinics and all facilities available. 
REPAIRS: No facilities. 
WATCHMEN: It is recommended to employ shore watchmen. 
OPENING/CLOSING HATCHES: Carried out by stevedores at 
the request of Masters. 
CUSTOMS ALLOWANCES: Each crew member is allowed one 
carton of cigarettes and one opened bottle of wine or spirits. In case 
of a prolonged stay in port, Customs may renew these quantities. 
IDENTIFICATION CARDS: Crew member's identification cards 
will be collected by the Immigration service and exchanged for 
shore passes while vessel is in port. 
TIME: GMT plus 1 hour all year round. 
HOLIDAYS: There are 17 days official holiday during the year. 
Work can be carried out on all holidays except 1st May on payment 
of 100% overtime. 
AIRPORT: Skanes Monastir - 13 km. from the port. 
AUTHORITY : Direction du Port, Rue Assad Ibn. E. Fourst, Sousse 
Tunisia. 


Turkey 


GENERAL: ; 
On arrival off Canakkale, coming from the Aegean, or off Buyily 
coming from the Black Sea, ships must stop for sanitary inspec 
However, tankers with a dwt. over 100,000 tons Proceeding 4 
Gulf of Izmit to discharge or load petroleum products may ! 
pratique there without stopping at Canakkale, provided Ag ‘ 
notified 96 hours in advance. be | 

In the event of bad weather at Canak, vessels may be all 
continue their voyage to Istanbul and undergo the sanitary ; 
tion there. Permission to do so is notified to them by the 
Sanitary Office with the signal ‘H.M." in day time and three 
lights (green, white, green) at night. “ 

Pilotage through the Dardanelles and the Bosphorus is no} 
pulsory. Pilot stations, equipped with VHF operating on 
16, are located at Canakkale, Istanbul and Telli Tabia 
Bosphorus). 

Turkish Flag: All foreign ships are required to fly Turkish 
during their stay in Turkish ports or when passing through; 
Straits (Dardanelles and Bosphorus). 

Sanitary and Port Inspections: On arrival at a Turkish port, » 
ship is boarded by a Sanitary Officer for examination, Nobody, 
join or leave the ship before this inspection is completed. 

The ship must produce the following documents: 

Sanitary Declaration Form. 

Deratisation Certificate. 

Ship's Register. 

Load-line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Cargo Ship Safety Construction Certificate. 

Police Customs Controls: After obtaining free sanitary pray 
the ship must likewise produce: 

(1) 3 Crew Lists together with every member's passport, disc 

book or Z-card. 

(2) 1 List of Provisions, Stores and Bunkers. 

(3) 1 Decierelion of all Monies or cheques carried in the s 
safe. 

(4) Manifests of all cargo on board, whether for dischary 
Turkish or foreign ports. 

(5) 1 List of Passengers landing in Istanbul showing nation 
number, date and source of entrance visa (if such ve 
required) together with the passports. 

(6) 1 List of Transit Passengers together with the passports 

Documents covered by items 1, 2, 3, 4 and 6 as well as aly 
passengers embarking at Istanbul are also required on depariy 

Police and Customs Controls are effected at Istanbul # 
arriving from the Aegean and at Biyiikdere when arriving fron! 
Black Sea. However, vessels under 500 n.r.t. have to undergo co 
formalities at Canakkale, both inwards and outwards, apart 
those to be effected at Istanbul. It is recommended to prepar! 
accommodation ladder to facilitate the boarding of officials. 

Excepting the case of tourist vessels, the Customs Offices) 
seal stocks of provisions and tobacco, spirits, as well as any@ 
items in bond. Sufficient quantities of the foregoing will te! 
unsealed for the needs of the ship during the stay in port. 

If stores left unsealed are exhausted while a ship is in pe 
request to the Customs Officers will ensure further withdrawal 

The seals must not be broken before the ship's exit from tent 
waters or if sailing from one Turkish port to another Turkish pt 

Special Rules for the Passage of the Bosphorus: Art. 35 0) 
“International Regulations for Preventing Collisions at Sea’# 
not apply to ships navigating in the Bosphorus. Ships proced 
up the Bosphorus must keep to the European side, and co 
down must keep to the Asiatic side of mid-stream; that is tof 
they must always keep to the left in so far as is consistent! 
safety. 

During their passage through the Bosphorus, ships must rege 
their speed, without exceeding the 10-knot limit over the bo® 
so that piers, landing stages, etc., or other craft (sailing and 1m 
boats, etc.) may not be damaged by their wash. Further, they® 
take care not to hinder fishing and diving operations or to dam 
submarine telephone, telegraph or electric cables. 

Sound Signals, Wireless Sets: \t is forbidden to make use of # 
or steam whistles in the harbour, except for manoeuvring pum 
as laid down in the regulations for the avoidance of collisions. 

Wireless transmitters are not sealed on arrival of a vessel 
recommended that their use in Turkish territorial waters be res® 
to cases of emergency. 

Refuse: No refuse such as garbage, ashes, polluted oil and! 
like can be thrown or pumped overboard, nor any scraping, © 
of tanks and/or bilges can be effected inside port limits. 


ALIAGA: 38.50 N. 26.57 E. 


Aliaga Refiaery Terminal. 
LOCATION: Northern Point: Lat. 38° 50’ N. Long. 26° 57° wet 

Southern Point: Lat. 38° 50’ 10” N. Long. 26° 46’ 33” E. 
DOCUMENTS: See “Izmir”. , 
PILOTAGE: Pilot boards 1 to 2 miles N.W. of Tasli Burnu 
ANCHORAGE: The port itself is situated about 40 miles 
of Izmir on the Southern arm of the Gulf of Candarli and the 
age is considered safe for large ships. 


SS 


TRICTIONS: Water depth at entrance about 14 fathoms. 
depth at crude oil wharf 15 metres. 
a SIZE: Crude oil berth designed for up to 100,000 dwt. Pro- 
WAX ® th designed for up to 40,000 dwt. 
we TIQUE: Customs: Customs post at refinery. 
gration: None locally. Incoming and outgoing personnel 
to be processed at Izmir and escorted under guard to and fro. 
we h: No office locally. Officials have to be brought from Izmir. 
p10: Cable address of Aliaga Refinery: ‘Petrol Izmir”. 
four days prior arrival, Agents require notice of ETA (time and 
ate) followed by any subsequent change. ' 
S$; Two 2,000 h.p. tugs are on order. Meanwhile tug can be 
ined, if free, from Port Monopoly Izmir at additional cost. Moor- 
poat also on order, meanwhile local boat available for hire. 
RTHING: Incoming tankers discharge at a “T'’-type oil jetty 
South of Tasli Burnu Light. The jetty runs parallel to the coast- 
ad is situated 39° 49’ 30” N. 26° 57’ 30” E. approximately. The 
sder arm of the jetty, 317 metres long, is designed for crude oil 
pers of 75/100,000 dwt. on the outer side and for tankers of 40,000 
#ton the inner. The outer S.E. arm is designed for products tankers 
sup to 22,000 dwt. and the inner berth for small tankers of up to 


wt. 
crude oil berth is roughly in the centre of the N.W. arm and 
us four loading arms. The jetty is protected by four pivotal concrete 


Products berth is similarly in the centre of the arm and is 
suipped with flexible hoses. Crude oil pumping rate up to about 
jo) tons per hour. x 

fRESH WATER: Not available. 

FUEL: Not available. ‘ 
AIRPORT: Izmir is not an international airport and cargo is nearly 
sways transhipped leading to unforeseen delays. — 

SUPPLIES : From local towns; adequate fresh fruit and vegetables 


wd meat. 
AUTHORITY : See “Izmir”. 
AGENT: See “Izmir. 


CANAKKALE 40.08 N. 26.24 E. 


DOCUMENTS: Vessels in transit through the Dardanelles must 
sop at Canakkale and produce following documents to boarding 
Oficer: 

Certificate of Registry. 

Derat. Certificate. 

Crew List. 

Name of Agent in Istanbul. 
fessels proceeding to a Turkish port will require in addition: 

‘Crew Lists. 

2Personal Effects Lists. 

2Currency Lists. 

2Stores Lists. 
PILOTAGE: Not compulsory for vessels proceeding to Istanbul. 
Compulsory for vessels over 1,500 GRT proceeding to Canakkale. 
Vessels requiring a Pilot use International Code signals, or signal 
|G" by light or whistle. No advance notice required. Telegraphic 
udress of Pilot Station, Kilavuzluk Canakkale, via radio station 
| TAM 7. Pilot boards off Khepez lighthouse, where vessel should 
sow down but no need to anchor. In bad weather pilot boat will 
uchor in Gulf of Kilya. 

Also see “Shipmaster's Report". 
ANCHORAGE: Vessels may anchor in position 40° 09’ 00” N., 
§ 23°09" E. in depths of 12 to 16 fathoms. 
WAX. SIZE: Vessels of any size may navigate Canakkale Strait. 
HEALTH: All vessels bound for a Turkish port must stop for Sani- 
‘wy Clearance at Canakkale. Any suspected disease on board must 
declared. Sick crew members may be landed for hospitalisation. 
Also see “Shipmaster's Report”. 
#ADIO: Radio Station TAM 7 situated at local Post Office. 

GS: One tug available, belonging to pilot station. Ship's tow 
bs always used. 

THING: Agents require at least 24 hours notice to arrange 
tething at Canakkale Pier. Vessel may be required to shift to anchor- 
§eto give place to Turkish passenger vessels which have priority. 
STEVEDORES: Arranged by Agent on basis of Master's ETA. 
MEDICAL: 12 hours notice required to arrange medical assistance. 
**spital facilities available. 

NSITY : Salt water. No tide. 

3 a WATER: Only available from the pier, rate approx. 10 tons 
ur, 

VEL: Marine grades not available. 

ee LOPMENTS : New installations and berths under con- 
on. 

YATCHMEN : Customs guard compulsory for vessels at the pier. 

BIHES : May be operated by crew or stevedores according to 
t Party, 

‘USTomS ALLOWANCES: Crew allowed retain only quantities 

Deyn?! consumption. 

“ATIFICATION CARDS: Required for crew members going 

wNSULS: Italy, tel. 1008. 

ep : Minor repairs can be effected. 

Wi ATRIATION : Can be arranged if visa requirements are 

ry. 

ReORT: Situated 2 km. from Canakkale, internal services only. 

E: GMT plus 2 hours all year round. 


TURKEY 
HOLIDAYS: Cargo work can be arranged on all holidays by agree- 


ment. 
POLICE/FIRE/AMBULANCE: Police tel. 1181; Fire 00; Ambulance 
1098 


SHORE LEAVE: Allowed at all times. 

SHIPMASTER'S REPORT: Dardanelles and Bosporus: A pilot 
station has been established at Mehmetcik Point (Cape Helles); if 
the weather is too bad to embark the Pilot here vessel should proceed 
to Canakkale. If a Pilotis required for both Dardanelles and Bosporus, 
give 24 hours’ notice through Istanbul Agent. Same Pilot remains on 
board for full transit, Sea of Marmara included, and this applies for 
both North- and South-bound traffic. Pilots at Dardanelles and 
Bosporus work VHF Channel 16. 

Sanitary Control: White launch. Officers do not board but require 
Chief or 2nd Officer to go down into boat. Canakkale required Ship's 
Register, Derat, Crew List and Quarantine Declaration of Health. 
It is also required to fill in a form giving details of ship, cargo, last 
port, number of crew and passengers, etc., also name of ship's 
Agent in Turkey. 

AUTHORITY: Canakkale Liman Baskanligi, Tel. 1121. 


DERINCE: 40.45 N. 24.49 E. 


PILOTAGE: Pilotage in the Gulf of Izmit is compulsory for foreign 
flag vessels. The Izmit Gulf Pilot will disembark at harbour limits. 
Harbour Pilot also compulsory for all foreign flag vessels. 
ANCHORAGE: Suitable anchorage at harbour entrance. 

TUGS: Two tugs are available, 970 h.p. each. 

BERTHING: Pier length 207 metres, depths alongside vary from 
5 metres up to 7:35 metres. 

BULK HANDLING FACILITIES: Two silos with storage capacity 
5,000 tons each. Loading capacity 160 tons per hour, discharging 
capacity 120 tons per hour. 

AUTHORITY: General Directorate of Turkish State Railways. 


EREGLI (Karadeniz Eregli), including Usunkum: 41.18 N. 
31.27 E; 


DOCUMENTS: 

5 Crew Lists. 

5 Passenger Lists. 

3 Provisions Lists, including Bonded Stores. 

3 Cargo Manifests. 

3 sets Bills of Lading. 

PILOTAGE: Pilotage available night and day for use in port under 
all weather conditions. Pilotage is carried out by qualified and 
experienced Pilots. 

Compulsory for ships over 500 tons to have pilot service, and for 
ships over 1,000 gross tons to have pilot and tug-boat service. 

Ships will take Pilots on board at a reasonable distance off the 
breakwater’s red light. It is strongly advised that ships awaiting 
Pilot should avoid drifting South a the transit line of the green 
light on the breakwater ruin (Boshane Mendiregi) and the Citadel 
ruin which can be seen on top of the hill. (Transit direction is approxi- 
mately 041° true.) The distance from the entrance of the port to the 
dock is approximately 4-6 cables, and the depth gradually decreases 
from 10 fathoms to 5 fathoms at the dock side. 

In stormy weather, if the Pilots are unable to board, ships will 
proceed to a point in the Inner Port enabling the Pilots to board. 
ANCHORAGE: Vessel waiting Pilot may anchor about 1 mile West 
of breakwater red light. The bottom of the port is muddy and sandy, 
and therefore ships can lay at anchor in any weather without fear 
of drifting. 

RESTRICTIONS: Ereg/i: The depth of water in Outer Harbour 
is 15 metres (49-2 ft.) and Inner Harbour has 10 metres (35 ft.) 

Usunkum: The length of Usunkum breakwater is 1,250 metres. 
The depth of water is 42 ft. Under normal weather conditions ships 
up to 34 ft. (inclusive) can enter into the Inner Harbour and berth 
alongside the dock safely. Average tide is about 1 ft. The width of 
channel is 200 metres but safe lane is 144 metres wide. 

MAX. SIZE: Ereg/i: Under normal weather conditions ships up 
to 35 ft. draft can enter Inner Harbour and dock safely. 

Usunkum: Up to 34 ft. draft can be berthed. 

HEALTH: Pratique given after port doctor's visit on vessel's 
arrival. Crew vaccination certificates should be presented if required. 
Sanitary certificate required for any live animals on board. 
RADIO: Istanbul Radio, TAH. 

TUGS: Available. Normally join vessel outside the breakwater. 
Ships lines always used. Towing is done by one or two 600 h.p. 
diesel tugs. Towage is required for entering, leaving, berthing and 
shifting according to the size of the ship. Ships having a draft of 
over 20 ft. shall not use their own propellers in the Inner Harbour 
except in case of danger or absolute necessity. 

Vessels with a draft greater than 30 ft. may be asked by the Port 
Authority to use a second tug at a very high cost. 

BERTHING: Ereg/i: Inner quay is about 400 metres long for general 
cargo and 135 metres for coal loading. 

The normal depth alongside quay is 30 ft. The docks have loading 
and unloading facilities, a railway track and open and closed ware- 
houses at a very short distance. The railroad is a local system and 
is not connected to the Turkish railroad network. It has a length of 
approximately 16 km. for coalmine operations. 

Buoys: There are four mooring buoys in the port 105 metres apart 
and at a distance of 170 metres from the breakwater at an average 
depth of 8 fathoms, buoys anchored with 50 tons concrete blocks 
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and marked I, Il, Ill and IV starting from the main breakwater head. 

It is possible and safe to moor to the buoys with or without anchor 
and to moor to the breakwater by the stern (if the ship's length is 
adequate). 

Usunkum: Usunkum has one loadout dock of about 172 metres 
length and one ore unloading dock about 195 metres length and 
a small general-purpose quay for small ships. 

STEVEDORES: At least 24 hours notice required to order gangs. 
MEDICAL: All details of any medical assistance required to be 
given to Agent with one hours notice. Hospital facilities available. 
Vaccinations can be arranged. 

FRESH WATER: Can be delivered at 40 tons per hour. 
REPAIRS: Small repairs such as lathing, levelling, welding, black- 
smith work and woodwork can be effected ashore. 

HATCHES: Opened and closed by either stevedores or crew 
according to Charter Party. 

CUSTOMS ALLOWANCES: 200 grams tobacco and two bottles 
wine/spirits allowed each man per week. 

IDENTIFICATION CARDS: Needed for crew going ashore. 
CONSULS: No local representatives. 

REPATRIATION: No facilities exist. 

TIME: GMT plus 2 hours all year round. 

HOLIDAYS: Cargo work can be arranged on all holidays. 
POLICE/FIRE/AMBULANCE: Police tel. 28; Fire tel. 00; Ambu- 
lance tel. 500. 

TELEPHONES: Cannot be connected on board. 

SHORE LEAVE: Crew permitted to go ashore at all times. 
ec og Karadeniz Eregli Liman Baskanligi, Eregli-Kara- 

eniz. Tel. 7. 


GIRESUN (Kerasunda): 40.56 N. 38.24 E. 


PILOTAGE: Pilot ordered by Agent who requires 24 hours notice 
in advance of vessel's arrival. Compulsory for all foreign flag vessels. 
ANCHORAGE: Good anchorage in Outer Harbour. Vessels should 
keep the entrance channel clear. 
TUGS: Available in the harbour, but normally not required for 
vessels entering and leaving. 
BERTHING: Entrance between breakwaters with width 275 metres 
depth 14 metres. 

Berth A for passenger vessels, berth length 150 metres, depth 
alongside up to 8-5 metres. 

Berth B for cargo vessels, berth length 275 metres, depth alongside 
up to 85 metres. 

Berth C length 135 metros, depth alongside up to 8 metres. 
Other berths for Port Administration vessels. 
STEVEDORES: Working hours normally from 0800 to 1200 and 
from 1300 to 1700. 
FRESH WATER: Not available. 
FUEL: Not available. 
REPAIRS: No repairing facilities. 


GOLLUK: 37.14 N. 27.38 E. 


DOCUMENTS: The following documents have to be prepared by 
Masters before arrival: 

4 copies of Crew Lists. 

2 copies of Store Lists. 

1 copy Health Document. 

4 copies of Passenger Lists. 

3 copies of Customs Documents. 

3 copies of Manifests for cargo destined to port. 

1 copy of Manifest for all transit cargo aboard. 
N.B. Ship's particulars Form is to be filled by Masters upon arrival 
and remitted to the Port Authorities. 
RESTRICTIONS: Golluk is a well-protected natural harbour, 
not affected by winds from any direction. Deep water approaches 
to pier. 
PILOTAGE: Pilot unavailable. 
HEALTH: Vessels to show their Sanitary Certificate if available 
aboard and also their Registry. Presentation also of Vaccination 
Certificate of all the crew, if required by sanitary officials. Pratique 
is necessary on arrival even if vessel has called at another port in 
the same country. Sanitary Certificate is required for live animals 
aboard. 
RADIO: Izmir radio station, call letters TAN2. Istanbul radio station, 
call letters TAH. 
TUGS: Not available. 
BERTHING: One pier 170 metres long used for handling emery 
ore in bulk. Depths alongside 39 ft. shelving to 20 ft. at ninety metres 
from seaward end, 
CUSTOMS ALLOWANCES: 50 cigarettes for each member of 
crew going ashore. Aboard the vessel each member of the crew is 
permitted to have one carton out of Bond. One litre wine/spirits for 
each member of the crew in opened bottle is permitted out of Bond. 
However, this allowance is to be kept aboard the vessel. 
TIME: Local time GMT plus 2 hours. No alterations during the year. 
HOLIDAYS: New Year's Day (from December 31st 1200 hrs. to 
January 1st 2400 hours); National Sovereignty Day (from April 22nd 
1200 hrs. to April 23rd 2400 hours); Spring Day (1st May); Constitu- 
tion Day (27th May); Sports Day (19th May); Victory Day (30th 
August); National Holiday (28th October 1200 hrs. to 30th October 
2400 hrs.); Sheker Bayram (3 days movable); Kurban Bayram (4 
days, movable). 
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ISKENDERUN: 36.35 N. 36.10 E. 


DOCUMENTS: 

5 Crew Lists. 

4 Passenger Lists. 

2 copies Transit Cargo Manifest. 

3 copies Inward Cargo Manifest, of which one must be | 

by Turkish Consula'e at loading port. If no consulate 
same to be certified by local Customs Officer or Authoriti 

1 set Bills of Lading. 

2 copies Cargo Stowage Plans. 

Health Documents. 

2 Stores Lists. 

Ship's Certificates. 
PILOTAGE: Compulsory. Ordered by Agent on basis of 
ETA. International Code signals used to call Pilot who boay 
harbour entrance. Two pilot boats available. 
ANCHORAGE: Safe anchorage in open roadstead at } tod; 
from shore. Vessels over 30,000 tons dwt. work cargo at anche 
using ship's gear to lighters and pontoons. Vessels load 
charging to lighter should anchor as close as possible to hay 
entrance but not less than 800 metres from the pier. 
MAX. SIZE: At anchorage, no limitations. Alongside Pier, le 
166 metres, draft up to 30 ft. Also see ‘Tankers’. 
HEALTH: Pratique obtained on arrival. Master required tog 
vessel's Health Declaration and Certificate of Registry. Crew» 
nation certificates to be produced if required. Sanitary Cert 
required if live animals on board. 
RADIO: Istanbul Radio, call sign TAH. Izmir Radio, call Sign Th 
TUG Four tugs available of 300, 700, 970, and 1,200 h.p. regy 
vely. 
BERTHING: Jetty 509 metres long can accommodate two} 
vessels and several small vessels simultaneously. 

Berth No. 1 at jetty head, 48 metres length, 35 ft. depth, 

Berth No. 2, South side, 166 metres length, 28-32 ft. depth, 

Berths 3 and 4, suitable only for tugs and small vessels, 

Berth No. 5, North side, 166 metres length, 29-34 ft. depth, 

Due to shelving depths vessels of 20,000 to 30,000 dwt. berth» 
alongside and lighten cargo then shift once or twice further in 

The T.M.O. have a silo of 20,000 tons capacity which can de 
up to 300 tons per hour. Loading capacity of ore, 200 tons perk 
Unloading capacity for coal, 150 tons per hour. 

Inner Port, used only by pontoons, lighters and tugs. 
Priority given to Army, food relief and passenger ships. 
STEVEDORES: Two consecutive shifts of 8 hours each dy 
anchor, approximately 100 tons can be handled each shit 
general cargo. Baled cargo, 125 tons per shift. Bagged cargo) 

tons per shift. 

Gangs secured by Agent through the Port Monopoly, 24h 
prior arrival. 

MEDICAL: Master to inform Agent by cable if urgent meé 
assistance required on arrival, also indicating, if possible, ser 
ness of case in order to take adequate steps. 

TANKERS: Two buoy mooring berths operated by Mobil Oli 
Petrol Ofisi, suitable for vessels up to 50,000 tons dwt. 

No slop reception facilities. 

FRESH WATER: Supplied only by barge, two available eat 
250 tons capacity. 

FUEL: Not available. 

DEVELOPMENTS: A new port complex is under constructit 
prolongation of the inner port area. Quays to be completed! 
WATCHMEN: Services of watchmen recommended. Three# 
of 8 hours each. Extra tariff for Sundays and holidays. 
HATCHES: May be opened/closed by ship's crew. May be! 
formed by stevedores at tariff rates. 

CUSTOMS ALLOWANCES: 50 cigarettes for each mang 
ashore. On board the vessel each man may hold 200 cigarettes! 
one open bottle wine/spirits out of bond. 
IDENTIFICATION CARDS: Seamen's Book is sufficient. 
CONSULS: Vice-consulates of Sweden, Norway, Nether 
France, Greece, Italy and Iran. 

REPAIRS: Welding and other minor types of repairs are pos# 
REPATRIATION: Can be arranged. 

AIRPORT: Adana Airport, served only by domestic lines? 
routes to Beirut and Istanbul. Airport situated 140 km. fromi# 
derun. Twice daily service to international airport Istanbul. 
POLICE/AMBULANCE/FIRE: Police 1044; Ambulance * 
Fire 1000. 

TIME: GMT plus 2 hours all year round. 

HOLIDAYS: New Year's Day (commencing 1200 Dec. ® 
National Sovereignty Day (April 23rd, half day April 22nd); S? 
Day (May 1st); Constitution Day (May 27th); Sports Day (May # 
Victory Day (August 30th); October 28th (half day); Octobe! 
and 30th; Sheker Bayram (3 days, movable); Kurban Bayram (4@ 
movable). 

SHIPMASTER'S REPORT: Customs and health cleara™@ 
performed at anchor outside the port. Vessels should anchor 
$ mile North of the landing stage in the main part of the tows 
officials and Agents arrive by boat and when clearance is 9 
Pilot comes out. Vessels with cargo for the chemical | 
Sariseki (3} miles North of the main port) the procedure ® 
same except that a Pilot is not required. 

Customs, immigration, and health officials require 4 crew lis 
arrival. The Agent will require 2 more crew lists prior to the 
departure for clearance with the Harbour Master. On depart 
vessel will anchor off again while outward clearance is obtainé 


mmer time is in operation all over Turkey from 1st April until 


ber each year. 
wHORITY : Harbour Master, Iskenderun. 


- Gulf Agency Company (Turkey) Limited, POB 277, Isken- 
GENT: OU 77, 2077, 3290. Telex 4 ISK MAKZUME. Cables: 


wACSHIP Iskenderun.” 


\gTANBUL: 41.01 N. 28.58 E. 


UMENTS: Operating Vessels 

5 Crew Lists. 

i Passenger Lists. 

ores Lists. 

ransit Cargo Manifest. 

p Inward Freighted Manifests. 

} Inward Non-freighted Manifests. ; 

Copies of relevant Bills of Lading accompanying Inward Manifests, 
Ship's Certificates (Deratisation, Tonnage, Safety, Safety 
Radio, Class or Freeboard). 

jships safe money lists. (If there is no money on board, 
please issue three lists as follows: THERE IS NO MONEY ON 

ARD). 

Ser slistare Sailing Permit (which must be exchanged at 
each Turkish port and kept on board). 

Tansiting Vessels Niky i 

Waster to present only Tonnage and Deratisation Certificates 
during Sanitary Control at both Straits (Canakkale and Buyuk- 

re). 

mLOTAGE: For both operating and transiting vessels, Pilot se- 
cwed by the Agent through the Port Monopoly Administration. 
vaster to wire ETA notices 48 and 24 hours prior to arrival. Pilot 
soarding vessel with service boat hoisting red and white flag. Pilot 
soarding vessel off Haydarpasa and Seraglio or off Kavak. Pilotage 
jorentering and berthing in harbour areas is compulsory. Pilotage 
| trough Bosphorus is optional. All Pilots can be contacted by VHF 
: Channel 16. 

Also see “Shipmaster's Report”. 

ANCHORAGE: Free and safe anchorage in roads off Marmara 
coast approach to Instanbul. It is however recommended to anchor 
the nearest possible to the harbour. Anchoring at other anchorage 
weas is subject to special permission via Harbour Mastorate. Good 
mehorage off Haydarpasa and off Yenikapi, Ahirkapi for large 
wssels and for smaller vessels there is a good anchorage between 
Dolmabahce Palace and Kurucesme. 

RESTRICTIONS: Ships carrying hazardous cargoes(inflammable, 
uglosives, corrosives, etc.) are not allowed to enter the harbours. 
Sins can anchor in roads outside the harbour at any time without 
Plot. Ships to operate upon arrival at night can enter the harbours 
wth Pilot and with special permission through the Port Monopoly 
Administration. Forty-eight hours’ notice has to be given to the 
Harbour Master of Istanbul for vessels calling at Istanbul and/or 
tassing in transit through Bosphorus. 

Vessels entering the Black Sea must keep to the European side 

indthose leaving the Black Sea must keep to the Asiatic side of the 


WAX. SIZE: No limitation of draft in open roadstead, at anchor. 
\aximum draft in port alongside quay: 10 metres for dry cargo ships. 
Tankers up to 48 ft. draft can berth at Haramidere oil port. 
HEALTH : Sanitary control of both transiting and operating vessels 
weformed at the Straits entrance (Canakkale and Buyukdere). 
Stips entering from South must slow down at Canakkale and ships 
tiving from North must slow down at Buyukdere for Sanitary Con- 
tol In case of non-performance of such control due to bad weather, 
Waster has to inform Agent in time and have to stop and wait at 
South Entrance of the Bosphorus until Sanitary Control is performed 
therwise heavy fine would be levied. 
Also see “Shipmaster's Report”. 
*ADIO: Wirelesses to be routed to Agent via Istanbul Radio. 
{al sign ot Istanbul Radio Station is THA. Frequency MW 500 m. 
i9scan also communicate with Agent by radio telephone on fre- 
Wency 2182 kc/s. It is recommended that ships be on watch for any 
wotelephone call by Agent for any berthing and operation arrange- 


TUGS: Arranged by Agent. Tug-boat compulsory for vessels over 
grt, charged per hour or fraction of each operation. 
jlnoot 970 h.p., 1 of 620 h.p. and 1 of 200 h.p. Lighters: 1 of 100 tons, 
aya tons and 3 of 230 tons. 
RTHING: Priority to Army, food relief and passenger ships. 
Nberth available then ships to wait for turn in roads at anchor. 


Length in Depth of Water 

WHARVES : metres in metres 

oy (ex Galata) exclusively for 
gfissenger vessels 520 7-10 

pazari 600 10 

yournu 240 6 

laltiand Haskoy (Golden Horn) 68 34 

“pasa. This port, protected by two breakwaters of an overall 


ath of 1,709 metres, has quays of 1,988 metres total length, that 

Simultaneously accommodate six medium-sized vessels and 

tty nee Operations may be made direct to and from wharves or 
tucks, 


€ draft of water at the quays varies between 6 and 10 metres. 


TURKEY 


Silos: 4 grain silos are available: 


Capacity Delivery per hour Intake per hour 
34,500 tons 200 tons 100 tons 
20,000 tons 120/150 tons 90/100 tons 
10,800 tons 120/150 tons 90/100 tons 
5,280 tons 120/150 tons 90/100 tons 


Equipment - Total number of cranes: 31. 
Electrical Cranes along the quays: 
3 of 1:5-ton capacity 


1057 So on " 

6 ” 5 ” ” 

T 68 ss ” 

1-9 e,? " (coal winch) 

1. Pp2B 58) it (fixed with swinging boom) 
1. 3525 (gantry crane on rails) 


Rubber Wheeled Mobile Cranes: 


with caterpillar tracks 

1,10 ” ” ” ” 

1, 18 ,, ” 
BULK HANDLING: Three grain silos are available: 

One of 34,500 ton capacity with 200 ton delivery/100 ton intake per 
hour. 

One of 10,800 ton capacity with 120-150 ton delivery, 90-100 ton 
intake per hour. 

One of 5,280 ton capacity with 120-150 ton delivery, 90-100 ton in- 
take per hour. 
TANKERS: The oil port called Haramidere is a small bay open to 
Southern winds and 60 km. distant from Istanbul in the Sea of Mar- 
mara. There are buoys and oil pumping platform in this bay. Tankers 
can berth by dropping two anchors and mooring by stern at these 
buoys or at platform. Average sea depth is 48 ft. 
BRIDGES: There are two bridges: Galata Bridge is between Emi- 
nonu and Karakoy: Ataturk bridge is between Unkapani and Azap- 
kapi. Both bridges are opened in the morning for vessels entering 
the Inner Harbour (Golden Horn). Vessels wanting to pass through 
2 manors have to give notice in due time to the Harbour Master of 
stanbul. 
STEVEDORES: Gangs of stevedores secured by the Agent 
through the Port Monopoly, 24 hours prior arrival. Average loading 
and discharging rates of about 150-200 tons per gang per shift de- 
pending also on the kind of goods. Discharging operations are 
generally performed alongside the wharves and loading operations 
at buoys; however, as stated above, can also be effected alongside 
simultaneously with discharging. Working hours: Monday to Friday 
0800/1200 and 1300/1700 hours; Saturday 0800/1200 hours. 
MEDICAL: Master to inform Agent by cable if urgent medical assis- 
tance is required upon arrival, also indicating if possible seriousness 
of case in order to take adequate steps. 
DENSITY: Always variable due to strong currents, however, can 
be reckoned as 1015. 
FRESH WATER: Supplied by barge and shore installation at the 
rate of 30-60 tons per hour. 
FUEL: Diesel oil, gas oil and bunker fuel can be supplied by barge 
at transit cost, subject 48 hours pre-advice. Fuel supplied only 
against advance payment in foreign exchange (dollars, sterling 
or Swiss francs). 
GANGWAY/DECK WATCHMEN: Recommended. 
OPENING/CLOSING HATCHES: Owners or Master to decide 
whether this work should be undertaken by the stevedores or by the 


crew. 
CERTIFICATES: Safety, Safety Equipment, Safety Radio, Class 
and Freeboard documents. 

CUSTOMS ALLOWANCE: 40 cigarettes and one bottle wine/ 
spirits per crew member. 

CARGO GEAR: Generally shore cranes operating. However, ship 
using Own means when such cranes are not available. Full lights to 
be supplied by ship. 

IDENTIFICATION CARDS: Seaman's book is sufficient. 


CONSULS: 
Albania Greece Pakistan 
Austria Holland Poland 
Belgium Hungary Portugal 
Brazil Iceland Romania 
Bulgaria Iraq Spain 
Czechoslavakia Iran Sweden 
Chile Israel Switzerland 
Denmark Italy Syria 
Dominican Rep. Japan Thailand 
Finland Yugoslavia U.A.R. 
France Lebanon U.S.A 
West Germany Mexico U.S.S.R 
Great Britain Norway 


REPAIRS: At the Golden Horn are three graving-docks: 
One 388 ft. length, 72 ft. width at entrance 
Two 279ft. ,, 62 ft. Ww 
Three 600 ft. ,, 63 ft. ‘3 
At Istinye (in the Bosphorus) are: 
1 floating dock 137-50 m. length, 21:25 m. width with 8,500 tons lifting 
capacity. 1 floating dock 67-82 m. length, 30-40 m. width with 5,000 
tons lifting capacity. 1 floating dock 126-14 m. length, 34-0 m. width 
with 10,000 tons lifting capacity. In cases of necessity floating docks 
of 5,000 and 10,000 tons capacity can be united and be put in opera- 
tion as single floating dock with 15,000 tons lifting capacity. Every 
kind of repair can be effected at Istinye docks. 
At Fener (Golden Horn) is a dry dock for vessels up to 600 tons, 
and at Kaskoy (Golden Horn) is a dry dock for vessels up to 176 


667 


eee 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


tons, length 176 ft. and 176 ft. respectively. There are also some pri- 
vately owned. All kinds of repairs can be effected. 

SURVEYORS: American Bureau of Shipping, Bureau Veritas, 
Germanischer Lloyd, Lloyd's, Norske Veritas. 

REPATRIATION: Crew exchange and repatriation is possible for 
citizens of Italy, Great Britain, Benelux, Sweden, Norway, West 
Germany, Austria, Switzerland, France, Ireland, U.S.A., Iceland, 
Pakistan, Monaco, Australia, Canada, Japan, New Zealand, Spain, 
Cyprus, Portugal, Tunis, Kenya, Iran, Yugoslavia, Romania, 
Morocco. Citizens of other states not specified above are subject 
to a Turkish visa. 

AIRPORT: Yesilkoy Airport is an international airport with daily 
connection to everywhere. Airport distant 15 km. from Istanbul. 
TIME: GMT plus 2 hours, GMT plus 3 hours in Summertime. 
HOLIDAYS: New Year's Day (Dec. 31st p.m. and January 1st); 
National Sovereignty (April 22nd p.m. and April 23rd); Spring Day 
(May 1st); Sports and Youth Day (May 19th); Sheker Bayram (3 
days) (movable); Courban Bayram (4 days) (movable); Liberty/ 
Constitution Day (May 26th p.m. and May 27th); Victory Day (August 
30th); Proclamation of the Republic (Oct. 28th p.m. to Oct. 30th). 
In the event of a holiday ending on a Friday, the Saturday that follows 
is considered also as a holiday in full, and normal working starts 
as of Monday morning 0800 hours. 

POLICE/AMBULANCE/FIRE: Fire Istanbul 214222, Uskudar 
33 20 30; Police 274500; Ambulance Istanbul 211595, Beyoglu 
44 49 98, Uskudar 33 04 01. 

TELEPHONES: No installation for connection facility on board. 
SERVICES: Tank cleaning (gas-free service), deratisation, com- 
pass adjusting carried out by experts of shipyards or Turkish Mari- 
time Lines. 

SHORE LEAVE: Crew members are allowed ashore at all times. 
SHIPMASTER’S REPORT: Dardanelles and Bosporus : \f a Pilotis 
required for both Dardanelles and Bosporus, give 24 hours’ notice 
through Istanbul Agent. Same Pilot remains on board for full transit, 
Sea of Marmara included, and this applies for both North- and South- 
bound traffic. Pilots at Dardanelles and Bosporus work VHF 
Channel 16. 

Sanitary Control: Required at Buyukdere, Ship's Register, De-Rat, 
Crew List and certificate issued at Canakkale North-bound. 
AUTHORITY: Marmara Bulgesi Liman ve Denizisleri Mudurlugu. 
Tel. 44.21.97; Director 44.23.91; Harbour Master 44.23.74. 


AGENT: Gulf Agency Co. (Turkey) Ltd., POB 1230-Karakoy, 
Istanbul/Turkey. Cables: “Gacshipping - Istanbul". Telex 213 1st 
Mayou. Tel. 44 29 80. 


IZMIR: 38.25 N. 27.09 E. 


DOCUMENTS: 
5 Crew Lists. 
4 Passenger Lists. 
2 Manifests of Transit Cargo. 
3 Manifests of Inward Cargo, one of which must be legalised be- 
fore arrival by Turkish Consulate at loading port. 
1 set Bills of Lading. 
2 sets Cargo Stowage Plans. 
2 Stores Lists. 
Health Documents. 
Ships Certificates. 
N.B. Ship's particulars form is to be filled in by Masters upon arrival 
at Izmir, and remitted to the Port Authorities. 
PILOTAGE: Vessels are permitted to arrive and sail from Izmir 
ay day and night. After entering the Gulf of Izmir, Masters who are 
not familiar with the waters, require a pilot at Pelican Spit. The 
pilotage from Pelican Spit to Izmir is not compulsory and Masters 
must notify their Agents at least 12 hours in advance giving their 
ETA at Pelican Spit and ask for a Pilot. 
Pilot can be contacted on VHF Channel 16. 
ANCHORAGE: In the Outer Harbour, 300 metres outside Old Port 
breakwater, ample space for vessels to anchor. Cargo operations 
cannot be performed at anchor unless vessels have red label cargoes 
aboard for Izmir or in transit. 
RESTRICTIONS: Docking of ships at the old port is not 
permitted during night, but ships can sail any time during night. 
At the new port, docking is permitted during night (weather permit- 
eo also ships can sail any time during night. There are no tides at 
zmir. 
MAX. SIZE: Vessels of any size with a maximum of 33 ft. draft can 
Operate at Izmir. There is a pipe-line for oil-carriers in the Gulf 
of Izmir where tankers with a maximum draft of 33 ft. can operate. 
In Old Port, length restricted to 165 metres, max. draft 8 metres. 
HEALTH: Vessels to show their Sanitary Certificate — if available 
aboard - also their Registry. Presentation also of Vaccination 
Certificate of all the crew, if required by sanitary officials. Pratique 
is necessary on arrival even if the vessel has called at another port 
in the same country. Sanitary Certificate is required for live animals 
aboard. If quarantine (fumigation) of the vessel is necessary, very 
considerable time is lost for vessel to proceed to Fumigation Station 
at Klazomene, located at about 20 miles from Izmir (in the Gulf of 
Izmir) where fumigation can be effected and bad cases hospitalised. 
Very costly and loss of time caused. 
RADIO: Izmir Radio Station: call letters TAN2. Istanbul Radio 
Station: call letters TAH. 
TUGS: Tugs are compulsory for vessels of more than 2,000 grt. 
At Harbour's Master's estimation, two tugs will be used for vessels 
over 4,000 grt in case of bad weather. Dues will be collected for 
each tug. 
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Four tugs of 200, 300, 970 and 1200 h.p. continuously ay, 
BERTHING: O/d Port: Location Lat. 38° 25’ N. Long, op 
Harbour entrance to port 130 ft. wide, depth 40 ft., harbour 
1,200 metres, harbour width 700 metres. (Pilot boards } mile 
trance). 

Precaution to be taken against North-east and South winds, 
ing stern to quay. Operations effected by means of lighters. 
gether 8 vessels can berth in Inner Harbour with a draft of 24 

Alsancak - New Port; Located at a distance of about 2 Miles, 
the old port. Depth alongside berths 22 to 33 ft. Pilot's 
vessels outside breakwater of old port. Presently 9 cargo 
of various sizes (mainly medium and small sizes) otherwise, 
vessels of big size can operate at the new port. There is alsoay 
for one big size passenger vessel or 2 small size vessels, 
BULK HANDLING FACILITIES: Grain silo has capacity 
tons. The conveyor can deliver between 2,500 and 3,000 tons; 
hours 

Bulk ore loaded by grabs. Daily loading capacity per shi, 
hours is between 750 to 1,000 tons. 

STEVEDORES: Straight time 08.00/12.00, 13.00/17.00, 
18.00/02.00, 13.00/17.00 (Saturdays). Sundays and holidays a) 
as Saturdays from 13.00: overtime charges 50% increase on) 
charges. 

For overtime discharging operations at the new port hay 
charges (overtime) from ship's tackle to the Custom’s ware 
are for account of the ship. 

9 men per gang aboard (6 labourers, 2 winchmen, 1 hatch te 
3 lightermen or men on the Dock. 

Extra men used to reinforce regular gangs and in hatches 
ted with cargo to be discharged thus securing a quick despaty 
MEDICAL: Advance notice optional. There is a local En 
speaking doctor for service on board vessels. 

Hospitals: U.S. Military Hospital, French Hospital, Govern 
Hospital (Memleket). Doctors available to board ships or patie 
proceed to their clinics. 

U.S. Military Hospital for emergency cases but not accy 

regular patients. 
TANKERS: Izmir is a discharging port for tankers. Socony 
Oil receives petroleum products in bulk through a pipeline aty 
tance of about 1 mile from their shore installations. Depthe 
end of the pipeline is 33 ft. The pipeline is of 12 in. and the pum 
is effected through a flexible of 10 in. at an average of about@ 
tons per hour. 

British Petroleum, receives petroleum products at a Jetty» 
the tankers berth stern to with a draft of maximum 23 ft. Pumps 
effected by the vessel from her stern with a flexible hose off 

Petrol Ofisi receives petroleum products at their jetty. Ve 
berthed stern to with a draft of 17 ft. Same procedure for pum 
as for British Petroleum. The above three installations are locé 
the Gulf of Izmir opposite to the new port of Alsancak. 
FRESH WATER: Fresh water is available for drinking. Thee 
is given both from dock or by barge. Water is supplied by! 
Monopoly. Delivery at the dock about 20 tons per hour. By 
about 40 tons per hour. 

Two barges each of 200 tons capacity available. 

FUEL: All kinds of fuel available subject to 24 hours’ advancens 
Fuel supplied only against advance payment in free foreign exc 
direct to Agent of the vessel. 

DEVELOPMENTS: New port of Alsancak to be extended # 
the next five years by the construction of a breakwater, # 
warehouses totalling a berthing capacity of additional 5 to6a 
vessels. 

GANGWAY/DECK WATCHMEN: Services of watchme 
commended. Three shifts of 8 hours per day. 
OPENING/CLOSING HATCHES: This work can be carritt 
by crew. If carried out by stevedores the cost is charged to # 
CERTIFICATES: 

Deratisation Certificate. 

Registry. 

Vaccination Certificates (if required). 

Health Certificate. 

CUSTOMS ALLOWANCES: 50 cigarettes for each memi 
the crew going ashore. Aboard the vessel each member @ 
crew is permitted to have one carton out of Bond. Wine # 
spirits: One litre for each member of the crew in an open bot 
permitted out of Bond. However, this allowance is to be kept 
the vessel. 

IDENTIFICATION CARDS: Seamen's Book is sufficient. 


CONSULS: 
U.K. General Consulate tel. 32501 
West Germany Consulate » 34916 
U.S. Consulate General », 32137 
Italian Consulate », 33882 
Greek Consulate » 32622 
Belgian Consulate (Hcnonary) » 24110 
Danish Consulate (Honorary) », 24018 
Norwegian Consulate (Honorary) » 32066 
French Consulate General » 23116 
Luxemburg Consulate (Hononary) _,, 35737 
Swedish Consulate (Hononary) » 24878 
Netherlands Consulate (Honorary) ,, 32064 
Finland Consulate (Hononary) », 24930 
Spanish Consulate (Honorary) » 33689 

REPAIRS: Ship's repair shops available: Denizcilik Br 


(Turkish State-owned), Lui Tius (private). Deck and engine 
are possible. 
DRY DOCKS: No dry docks available. 


ATRIATION: All facilities available for crew changes and 
ing necessary repatriations. 
wepORT: Airport from dock - distance 30 kilometres. Airport is 
AR py Turkish Airlines with 5 flights per day (local flights in 
wen with Istanbul International flights). Also one daily 
Lr from Izmir to Athens (Greece) and back by Turkish Airlines. 
TIME: Local time 2 hours ahead of GMT. No alterations made to 
docks during the year. 
DAYS: New Year's Day (from December 31st 12.00 hrs. to 
ry 1st, 24.00 hours); National Sovereignty Day (from 22nd 
1, 12.00 hours to April 23rd, 24.00 hours); Spring Day (May 1st); 
restitution Day (May 27th); Sports Day (May 19th); Victory Day 
+ 30th); National Holiday (October 28th, 12.00 hours to Octo- 
ber doth, 24.00 hours); Sheker Bayram (3 days) movable; Kurban 
am (4 days) movable. ; ; 
these days Offices are closed. Workin port is allowed by paying 
gf, overtime to the S.T. wages. The overtime for the National 
Holiday (Oct. 29th) is paid 100% on the total regular overtime, which 
makes 300%: vol Neg first days for Sheker and Kurban Bayram work 
is doubtful. 
wie AMBULANCE FIRE: Police, tel. 
ig 22319; Fire, tel. 22222. 
TELEPHONES: It is possible to place telephones aboard vessels 
athe new port of Alsancak. 

ORE LEAVE: Crew members are allowed to go ashore. 
REGULATIONS: Berths at the new port of Alsancak are 
sbiained on basis of the time and date of arrival of each vessel. If 
he port is congested, vessels wait for their turn at anchor. 
DELAYS: During the active export season, some delays occur 

ing one or two days. ; 
AUTHORITY : Izmir Harbour Master, Ataturk Caddesi 178, Izmir, 
Turkey. Tel. 23693. 


AGENT: Gulf Agency Company (Turkey) Limited, POB 857, Izmir. 
Tel, 32755 and 32864. Telex 71 IZR Makzume. Cables: ‘tGACSHIP 


lamin.” 


22771; Ambulance, 


MERSIN: 36.47 N. 34.38 E. 


DOCUMENTS: 

5 Crew Lists. 

4 Passenger Lists. 

2Transit Cargo Manifests. 

3inward Cargo Manifests, one of which must be legalised prior 
arrival by Turkish Consulate at loading port; if no Turkish 
Consulate, same to be certified by local Customs Authorities. 

teach of the Bills of Lading accompanying Manifests. 

2 Cargo Stowage Plans. 

Health Documents. 

Ship's Certificates (Safety Equipment, Safety Radio, Class and 
Freeboard Documents). 

2 Store Lists. 


PILOTAGE: Agent orders Pilot through Port Monopoly Admini- 
station, Master to wire ETA notices 48 and 24 hours prior to arrival. 
Pilot boards vessel with service boat hoisting red and white flag. 
Sound signals: two long and one short blast. Pilot boards vessel 
tuiside main breakwater. Shipmaster can use VHF station according 
tuisting international frequencies. 
Ber ORAGE: Safe anchorage in open roads outside main break- 
water, 
RESTRICTIONS: No particular restrictions. Ships can anchor 
noads outside main breakwater at any time without Pilot. 
WAX. SIZE: No limitation of draft in open roadstead, at anchor. 
Maximum draft in port alongside quay: 14 metres for tankers, 10 
netres for other ships. 
HEALTH: Clearance is effected on arrival. Vaccination Certificates 
{0 be presented if required. If suspected disease on board radio 
Agents full details before arrival. 
RADIO: Istanbul Radio, call sign TAH, Izmir Radio, call sign 
TAN2, Mersin Radio TAMS. Wireless messages to be routed to 
Agent, preferably via Istanbul Radio. Port VHF service in operation. 
S: Tug boat compulsory for vessels over 1,000 grt. charged 
eet or fraction of each operation. Four tugs available up to 


Pp. 
SERTHING : Priority to Army, food relief and passenger ships. 
0 berth available then ships to wait for turn in roads at anchor. 


Length metres Depth metres 
Quay No. 1 (Passenger Quay) 175 10 
Quay Nos. 2 and 3 274 10 
Quay No, 4 150 10 
Quay Nos. 5, 6 and 7 493 10 
Quay Nos. 8 and 9 275 10 
each side 

Quay Nos. 10, 11, 12 and 13 577 6 to 8 

vay Nos. 18 and and 19 (ore and coal) 10 


wULK HANDLING FACILITIES: At Quay Nos. 8 and 9 there is 
isch stem which can deliver 600 tons per hour from each spout 
arging rate 100 tons per hour from each of the two suckers. 
thro EDORES: Gangs of stevedores secured by the Agent 
ugh the Port Monopoly, to be ordered 24 hours prior to arrival. 
ely two consecutive shifts of 8 hours per day. Discharging/ 
ng rates average: 
tons per shift general cargo. 
tons per shift bagged cargo 


TURKEY 


150 tons per shift baled cargo 

175 tons per shift bulk ore 
Max. rate for ore 400 tons per shift if grab loading. 
MEDICAL: Master to inform Agent by cable if urgent medical aid 
is required upon arrival, also indicating if possible seriousness of 
case in order to take adequate steps. 
TANKERS: Quays No. 20 and 21, 350 metres long, berths on 
each side with depth of 12-5 metres. 
ATAS Refinery Terminal: Depth in harbour channel, 11-2 metres 
and, in approaches to channel, 12:3 metres. Turning basin 1,148 ft. 
diameter, depth 42 ft. 8 in. Depth alongside berths 48 ft. 6 in. 

Maximum length 229 metres, draft 11:6 metres. Tankers up to 
12:19 metres draft have berthed. 

Tankers in ballast up to 15,000 dwt. may berth/unberth at any time, 
day or night. Other vessels manoeuvre in daylight hours only. 

One finger pier, berths for two tankers, 10-in. hose connections 
to 26-in. shore line. No facilities for slop disposal ashore. 

Fresh water available from barge 100 tons each load. 
DENSITY: Salt water 1025. 
FRESH WATER: Fresh water supplied to tankers by barge but 
otherwise by shore installation at the rate of 30/35 tons per hour. 
FUEL: Almost all kinds of fuel available in transit and facilities for 
delivery to ships. Fuel supplied only against exchange in advance. 
GANGWAY/DECK WATCHMEN: Available and recommended. 
OPENING/CLOSING HATCHES: Owners or Masters to decide 
whether this work should be undertaken by the stevedores or by the 
crew. 
CUSTOMS ALLOWANCES: 40 cigarettes and one bottle wine/ 
spirits per crew member. 
CARGO GEAR: Generally shore cranes operating. However, ship 
using her own means when such cranes are not available. Full lights 
to be supplied by ship. 
IDENTIFICATION CARDS: Seamen's Book is sufficient. 
CONSULS: Lebanon, Italy, Norway and Sweden. 
REPAIRS: Welding and other minor types of repairs are possible. 
REPATRIATION: Repatriation can be arranged by air. 
AIRPORT: Adana Airport served only by domestic line THY 
(Turkish Airlines) with routes to Beirut and Istanbul. Distance is 
75 km. from Mersin. Twice per week to Beirut in winter and thrice 
during spring summer. Twice daily to Ankara and Istanbul. 
TIME: GMT plus 2 hours all year round. 
HOLIDAYS: New Year's Day (6th February); Kurban Bayrami 
(23rd April); Labour Day (27th May); Constitution Day (30th August); 
Victory Day (29th October); Republic Day (20th November); Rama- 
zan Day; and other minor holidays. 
POLICE/AMBULANCE/FIRE: Telephone numbers: Police 3439; 
Ambulance 3555; Fire 0000. 
TELEPHONES: No installation for connection on board. 
GENERAL: Two consecutive shifts every day, the first one starting 
0800/1700 and the second one at 1700/2400/0100. Agent may provide 
extra men if necessary to help ship’s despatch. Ships have to hoist 
a Turkish flag. 
SHORE LEAVE: Crew allowed shore leave. 


AGENTS: Gulf Agency Company (Turkey) Limited, PO Box 328, 
Mersin, Turkey. Cable address: GACShip. Telex: 11. Telephones: 
1080-3731. 


SAMSUN: 41.19 N. 36.21 E. 


PILOTAGE: Refer to “Canakkale” and “Istanbul.” 

Harbour Pilot compulsory for all foreign vessels. Ordered by 
Agent subject to vessel's advance notice of ETA. 
ANCHORAGE: Good anchorage in the Outer Harbour. 
TUGS: Tugs are available. 
BERTHING: Harbour protected by two breakwaters, entrance 
width 300 metres, depth 11-9 metres. 

One quay, 956 metres long, depth alongside from 6-5 to 11 metres, 
providing 4 deep-water berths. 
FRESH WATER: Available from the quay. 
FUEL: Not available. 
STEVEDORES: Working hours for general cargo: From 0800 to 
2400 hours in two shifts. 

For bulk cargo: 24 hours operations in three shifts. 


TRABZON: 41.01 N. 39.46 E. 


PILOTAGE: Refer to Canakkale” and “Istanbul”. 

Harbour Pilot compulsory for all foreign flag vessels. Arranged 
by Agent subject to vessel's notice of ETA in advance. 
ANCHORAGE: In the Outer Harbour off the breakwater. 

MAX. SIZE: Vessels up to 29 ft. draft. 

TUGS: Two tugs available. Towage compulsory for vessels over 
550 tons. 

BERTHING: Main wharf 410 metres long, depth alongside 10 
metres. Vessels may be loaded and discharged while moored stern 
to the breakwater. 

FRESH WATER: Obtainable from the quay. 

FUEL: Fuel oil obtainable in limited quantities. 

STEVEDORES: Working hours from 0800 to 1200 and from 1300 
to 1700. Overtime can be arranged. 

REPAIRS: There are no repair facilities. 
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ZONGULDAK: 41.28 N. 31.49 E. 


PILOTAGE: Refer to “Canakkale” and “Istanbul”. 

Harbour Pilots obtainable from Coaling Company, Pilot boards 
off port entrance by launch. Ordered by Agent subject to vessel's 
ETA given at least 24 hours before arrival. 

ANCHORAGE: Good anchorage off the harbour in depth of 13 
fathoms, sand and mud bottom. 

Anchorage prohibited South of a line drawn in direction 292.5° 
distance 7-5 cables from head of the Northern breakwater. The 
Southern limit of this area is a line drawn in direction 262° from the 
head of the Northern breakwater to the shore. 

RESTRICTIONS: Harbour entrance between breakwaters. En- 
trance width 600 ft. 

Traffic signals displayed from signal mast on Northern break- 
water, as follows: 

Two black bulls or two red lights, meaning ‘Harbour closed.” 

Two black cones or two green lights, meaning “Harbour open.” 

A black ball over black cone or red light over green light, meaning 
“Do not attempt to enter". 

A black cone over a black ball or green light over a red light, 
meaning ‘No tug available.” 

A black ball between two black cones or red light between two 
green lights, meaning ‘Wait. You will be piloted into the harbour.” 

Three black balls, or three red lights, meaning ‘Because of un- 
favourable weather you cannot be piloted into the harbour.” 
TUGS: Available. 

BERTHING: Coal quays length 1,650 ft. depth alongside 10 metres. 

Cargo quay length 500 ft. depth alongside 10 metres. 

Northern Breakwater, two berths, at inner end with depth of 7 
metres alongside. 

FRESH WATER: Available from the quays. 
FUEL: Only coal bunkers available. 


Union of Soviet Socialist Republics 


ALL PORTS: 


GENERAL: 
(a) List of Soviet ports and port roads opened for foreign vessels: 
!. Arctic Ocean Ports 
1. Murmansk 3. Archangel 5. Naryan-Mar 
2. Onega* 4. Mezen 6. Igarka 
* Since 1971 the port of Onega is closed for foreign vessels from 
1st September to 31st December early. 


Il. Baltic Sea Ports 


1. Leningrad 4. Tallinn 7. Ventspils 
2. Vysotsk 5. Pyranu 8. Klaipeda 
3. Vyborg 6. Riga 
lil. Black Sea Ports 
1. Reni 6. Odessa 11. Batumi 
2. Izmail 7. Kherson 12. Yalta 
3. Kilia 8. Novorossiysk 13. Sochi 
4. Belgorod- 9. Tuapse 14. Sukhumi 
Dnestrovsky 10. Poti 
5. llyichevsk 
IV. Azov Ocean Ports 
1. Zhdanov 2. Berdyansk 
V. Pacific Ocean Ports 
1. Nakhodka 4. Octyabrsky 9. Makarov Road 
2. Aleksandrovsk- 5. Shakhtersk stead 
Sakhalinsky 6. Uglegorsk 10. Poronaisk 
3. Makarevsky (or 7. Kholmsk 
Due) Roadstead 8. Nevelsk 


(b) Addresses and telephone numbers of V/O “Sovinflot", V/O 
“Sovfracht", V/O ‘‘Sovsudopodyom" and V/O ‘‘Soyuzvneshtrans" : 

Vsesoyuznoe Obyedinenie ‘“Sovinflot’’ acts as General Agent 
for all Soviet shipping companies abroad and co-ordinates agency 
services rendered to foreign flag vessels at U.S.S.R. ports through 
the local Inflot agencies. 

Postal address: V/O “Sovinflot", 1/4 Zhdanov Street, Moscow, 
K-12, U.S.S.R. 

Tel. 296-50-32. Cables “Sovinflot Moscow". Telex 7217 (answer 
back 7217 Sovinflot Su, 7236 Sovinflot Su). 

Vsesoyuznoe Obyedinenie ‘Sovfracht"—All Union Chartering 
Association carries out operations connected with chartering of 
foreign and Soviet tonnage for transportation of goods, both for the 
Soviet foreign trade organisations and foreign charterers respec- 
tively. 

Postal address: V/O “Sovfracht", 32/34 Smolenskaya Square, 
Moscow, G-200, U.S.S.R. 

Tel. 244-24-11. Cables “Sovfracht Moscow". Telex 7168-7172, 
7541, 7542, 7217, 7636. 

Vsesoyuznoe Obyedinenie “Sovsudopodyom" performs off- 
shore and deep-sea salvaging, ship-raising and underwater 
engineering works, deep-sea towage and dredging. 

Postal address: 1/4 Zhdanov Street, Moscow, K-12, U.S.S.R. 

Tel. 151-02-32. Cables “Sovsudopodyom Morflot Moscow”. 
Telex 7197 (answer back 7197 Morflot-SU). 
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Vsesoyuznoe Obyedinenie “Soyuzvneshtrans''—handles bh 
portation and forwarding of export and import cargoes On & 
territory as well as transit of goods via the U.S.S.R. 

Postal address: V/O “Soyuzvneshtrans", 32/34 Smoleng 
Square, Moscow, G-200, U.S.S.R. 
paid 244-39-51. Cables ‘‘Suyuzvneshtrans Moscow", Telex) 
(c) Guiding principles to comply with when calling at y 
ports: When calling at U.S.S.R. ports Masters of all foreign 
vessels are requested to comply with the Instructions and 
sions of the Government of the U.S.S.R. published annuallyjp 
No. 1 of the U.S.S.R. Notices to Mariners, Special Instruct 
vessels calling at U.S.S.R. ports and General Rules for % 
merchant and fishing sea ports. 

All vessels calling at U.S.S.R. ports must also abide by) 
Customs and Obligatory Harbour Regulations of each 
port of call which are obtainable through the local Inflot agen 
viz. shipping agents for foreign flag vessels at U.S.S.R. ports 
(d) Ship/shore radio link: Ships’ communication with ports hy 
is usually maintained through the local port radio Stations, » 
information of which is given in the respective entries for the 

Ships' radio stations and/or radio-telephones (excluding \y 
must not be operated when the vessel navigates or lies at ay 
within the limits of the port boundaries as well as when cally 
or leaving the port, except in emergency, e.g.: 

when giving distress signals; 

when rendering assistance to other vessels in distress; 

while making way through the ice; 

after having obtained special permission of the Harbour Mase 
(e) Notice of arrival: At least 48 hours prior to arrival May 
should give notice through Inflot agency to the Port Administra, 
stating the following particulars: 

Name and call-sign of the ship. 

Nationality (flag). 

Last port of call. 

Draft for and aft and length. 

Net and gross register tonnage. 

Nature and total quantity of cargo to be discharged or loaded: 

stowage plan. 

Number, location and weight of heavy lifts (over 3 tons), ifa 

Number and length of oversized pieces (over 9 metres), if ay 

Shipowners' cable address and telex number. 

Quantity and location of tanks with ballast water and time regs 

for deballasting (for tankers only). 

Whether vessel requires supply of electric power from shor) 

lighting purposes. 

Health and sanitary conditions both aboard the ship and 

last port of call. 

Quantity of fresh water, bunkers, provisions, etc., if required. 

Estimated time of arrival (ETA). 

Likewise, Masters of incoming vessels shall also report tol 
agency twelve hours before arrival the following particulars ony 

Name and call sign of the ship. 

Draft. 

ETA as definite and final. 

Masters should immediately advise the Port of Call Admins 
tion through Inflot agency of all unforeseen delays. 

Masters should also notify charterers in due time and as} 
conditions of the relevant Charter Party or Sale Contract. 

All possible damages to a vessel which may occur either fort 
of all relevant details mentioned above or due to untimely a 
incorrect information given by the Master to the Port Autho® 
when advising ETA, etc., are to be for the vessel's account, 

Vessels calling at ports for bunkers, fresh water, provisions,é 
only, should advise their ETA, etc., to the Port Administration 
per details shown above. 

In case a vessel is not equipped with radio the Master shall att 
ETA and relevant details to the next Port of Call Administ 
through the radio station of the last port of call. 

The Port of Call Administration should provide Masters of ci! 
vessels with all necessary information regarding anchorage, ber™ 
and handling of cargo not later than 2 hours prior to vessel's a” 

Since for some ports time and terms of giving Notice of Am 
are different from those mentioned above, Masters are advist 
en for the precise information in the entry for the particular 
of Call. 

(f) Pilotage: Pilotage is compulsory for all vessels that ent” 
leave U.S.S.R. sea and river ports, as well as when mooring, unm™® 
ing and shifting berths in the harbour. 

A Pilot having boarded a vessel shall be obliged to hand of 
the Master a pilotage receipt conforming to a specimen establi® 
by the Ministry of the Merchant Marine of the U.S.S.R. 

The following data shall be entered by the Master on the ret 
name of the vessel, its flag, draft, length, breadth, net registe’® 
nage as well as the time and place of the Pilot's arrival. 

The Master of a vessel shall be obliged to pay a fine in ané 
of double the rate due as pilotage fee for incorrectly declaring? 
draft, length or breadth of a vessel or its net register ton 
irrespective of the liability established by law for the consequé 
which may occur as a result of the incorrect information. 

(g) Anchorages: A vessel approaching the Port of Call and? 
having been boarded by a Pilot immediately on arrival, of tort 
other reason, shall anchor in the anchorage area § 
designated for the purpose. 

All vessels when at anchor shall carry the lights or the maris! 
to the International Regulations for prevention Collisions at 9 
Apart from that every vessel by night, when at anchor, $ , 


: 


nated from stem to stern with additional lights placed so that 
hull be as far as possible visible from the surface of the water. 
vessels using a kedge anchor shall, in addition to the lights and 
marks as to the International Regulations for Prevention Colli- 
5 at Sea, conspicuously display by night a white light and by 
jae red flag lowered from the stern by the anchor chain to the 
6! t of half of the side's height. 
in restricted visibility whether by day or night, every vessel when 
anchor shall use sound signals conforming strictly with the 
igternational Regulations for Prevention Collisions at Sea. 
ail vessels when in port must hoist their national flags on the 
‘ staff. 
weet winter months all vessels when in Arctic ports must hoist 
pair national flags daily until they are visible and during summer 
im 0800 to 2000 hours. 


Restrictions: : 
No vessel shall anchor beyond or on the boundaries of the recom- 


sended anchorage area and/or obstruct leading lines, buoys, 

syigation lights and marks. a 
No anchorage is allowed in the prohibited zones shown on the 

charts in the Sailing Directions and/or in the Obligatory Harbour 

zequiations as well as announced in the appropriate Notices to 
iners. 

SS exchorage is allowed at a distance of less than 1.5 cable length 

of fairways and leading lines as well as in depths not providing a 

vessel with a safe anchorage while drifting on the anchor chain. 

No vessel shall anchor within the water area of a shipbuilding yard 
ster being refused to carry out repairs. i 

tis prohibited to change a vessel's anchorage by drifting. 

Vessels carrying explosives or inflammable liquids must anchor 
inthe areas recommended for them only. 

Masters of all vessels when at anchor are not allowed without the 
Harbour Master's consent, except in emergency, and/or in case of 
Port and Boarding officials, to give anybody permission to come 
siongside in a private launch or a small rowing boat whether under 
gars or sail and board a vessel. 

Swimmers must not be allowed to come on board a ship. 

Should, in case of emergency, swimmers have been taken on board 
o strangers have been discovered aboard a vessel, the Master of 
such ship shall forthwith without delay report the fact to the Harbour 
Master and shall later hand those people over to the Representatives 
ofthe Port Administration. 

()) Regulations for entering and leaving U.S.S.R. ports: Every vessel 

coming from abroad shall hoist quarantine signals of the Inter- 

national Code of Signals depending on health and sanitary condi- 
tions on board. 

For entry permit a vessel must contact the Port Control service 
either by VHF radio-telephone or by means of visual signals, viz. 
ty day hoisting her call-sign and by night making call-sign signals 
in Morse Code by search-light or by Morse-lamp. 

No ship shall enter the harbour until the proper signal has been 
hoisted atthe Signal Station or by a pilot boat authorising such entry. 

No vessel is allowed to enter the harbour until the prohibition 
signals hoisted at the signal station have been lowered down. 

lfentry is refused a vessel must immediately slow down, alter 
course and if possible go off the fairway and have to drift or drop 
anchor in the recommended area. 

Turn of entry to the harbour is controlled by the Port Administra- 
tion with regard to tonnage of vessel, nature of cargo, weather 
conditions in the port area, readiness of the port to start cargo 
operations and other circumstances. 

Simultaneous entry of two or more vessels to the harbour or vice 
tesa is not allowed in the majority of ports. 

Under all circumstances a vessel entering the harbour must give 
way to the outgoing one not preventing her manoeuvrability. 

When approaching U.S.S.R. ports all vessels must follow the 
fecommended course announced in issue No. 1 of the U.S.S.R. 
Notices to Mariners. 

) Sanitary and Quarantine requirements: Cargo vessels arriving 
om ports subject to cholera at Azov and Black Sea ports of 

USS.R., and not equipped with retention tank for sewage should 

have all toilets sealed whilst at the U.S.S.R. ports, passengers and 

sew being obliged to use the shore toilets. 

According to the requirements of the U.S.S.R. Medical Authorities 
Sumping of sanitary wastes from vessels equipped with retention 
= Mg allowed at sea, not less than 50 miles off the U.S.S.R. 

e line, 

The discharge of oil-contaminated water and/or oil residues is 

wohibited in all sea areas within 50-100 miles from the U.S.S.R. 

cust as to the Regulations of the International Convention (1967) 

‘the Prevention of Pollution of the Sea by Oil. 

Not later than 6 hours before arrival Masters of all vessels coming 
— foreign countries to the U.S.S.R. ports should advise Quaran- 
> Authorities by radio through Inflot Agency giving full details 
sthealth conditions on board as well as sanitary conditions at the 
st port of call, 

, ‘medical assistance is required on board Master has to contact 

Mot Agency by radio. 
orgy connection is allowed to a vessel until free pratique is 

foreign vessels are granted free pratique after the arrival formali- 
oat been accomplished by the boarding officials, viz. Health 

orities, Customs and Immigration. 

“mb are advised to ask a Sanitary Officer for inoculation, 
Cination, fumigation, decontamination, etc., if required, whilst 
\§ 0n board a ship together with the other boarding officials. 
stetinary Certificates of Good Health are required for livestock, 


U.S.S.R. 


all kinds of meats, animal food and raw meat stuff brought to U.S.S.R. 
ports from abroad. Certificates should be issued by the proper 
authorities of the country from which the cargoes have been 
exported. 

Masters should have a Phytoquarantine Certificate for goods of 
vegetable nature. 

It is prohibited to take ashore fruit, vegetables, grain, seeds, 
plants, plant products, etc., without a certificate issued by a local 
branch of the U.S.S.R. Agricultural Quarantine Inspection. Animals 
and birds are not allowed to be brought ashore without a Veterinary 
Certificate. 

(j) Documents: 

(A) Upon arrival at a U.S.S.R. port: The following ship's docu- 
merits should be produced by the Master to the representative of 
Inflot Agency for further examination by the boarding officials upon 
arrival at a U.S.S.R. port: 

Ship's Patent. 

Ship's Certificate of Registry. 

International Radio Certificate. 

International Class Certificate. 

Measurement Certificate. 

wr yeoe Certificate (or Internation Load-line Exemption Certi- 
icate). 

—— Ship Safety Certificate. 

Safety Construction Certificate. 

Safety Equipment Certificate (or Safety Equipment Exemption 
Certificate). 

Safety Radiotelegraphy Certificate. 

Safety Radiotelephony Certificate. 

Loading Certificate. 

Health Certificate. 

Model Clearance Forms introduced as from 1st January 1974: 

On arrival of the ship the Master is to submit to the representatives 
of the Port Authorities the following documents (IMCO Forms) duly 
signed by ship's administration: 

5 copies of General Declaration (Form 1) (filling in of points 8 

and 11 is not compulsory). 

4 copies of Cargo Declaration (Form 2) (filling in of point 6 is not 
compulsory). Points 7, 8 and 9 are to be filled in for: 

(a) cargoes for which Bills of Lading were not issued (names 
of Shippers and Consignees to be stated); 

(b) transit cargoes; 

(c) cargoes for other Soviet ports; 

(d) agricultural cargoes. 

Ship's Stores Declaration (Form 3) - not required. 

2 copies of Crew's Effects Declaration (Form 4) (amount of 
Captain's and crew members’ valuables: gold, silver, platinum, 
jewellery, bonds, travel cheques,\etc., personal fire arms and 
cartridges (ammunition), explosives and narcotics are to be 
stated in point 2). 

4 copies of Crew List (Form 5). 

4 copies of Passenger List (Form 6). 

The Master has also to produce to Port Authorities for checking: 

Deratisation Certificate. 

Main Ship's Articles Book (Muster Roll). 

Passports (Seamen's Books) 

Vaccination Certificates of crew and passengers. 

In accordance with article 38 of the Merchant Shipping Code of 
the U.S.S.R. a foreign flag ship which, on calling at a U.S.S.R. port, 
raises doubts as to her meeting the requirements of safe navigation 
may, irrespective of whether she possesses the necessary ship's 
papers mentioned above, be subjected to an examination by way of 
technical survey on the same basis as ships sailing under the State 
Flag of the U.S.S.R. 

The Obligatory Harbour Regulations to be complied with fully 
during a vessel's stay at a U.S.S.R. port should be handed over to 
the Master either by Pilot or by representative of the Harbour Mas- 
ter’s Office, or by Agent. 

(B) Before sailing from a U.S.S.R. port: 

No other documents apart from those mentioned under item “A" 
are required in order to obtain the authorisation to leave the port. 

No vessel is to get under way without having obtained the permis- 
sion of the Harbour Master. 

The authorisation to leave the port shall be given after a vessel 
herself and her draft shown in the Master's Statement have been 
checked by a Port Authorities’ representative. 

The Harbour Master may not allow a vessel to leave the port, 
in case: 

1. The Cargo Loading Regulations have not been fulfilled. 

2. In view of the seaworthiness of a vessel which may cause a 
threat to the safety of life at sea or on board. 

3. In case the ship’s documents regulations have been broken 
and the port dues, tolls and fines have not been paid. 

All expenses which may occur due to a vessel's possible delay 

in the port in connection with the reasons stated above are to be for 
the Owners’ account. 
(k) Customs Regulations and Allowances: Commodities and articles 
not designed for the port of call are not allowed to be taken ashore 
and should be sealed by a Customs Officer, if necessary, immedia- 
tely after the clearance formalities have been accomplished or after 
the part of the delivered cargo loaded and stowed at the same place 
has been discharged. 

It is prohibited to bring in or to take out of the country any Soviet 
currency. No articles are to be taken ashore or brought on board 
a ship without a permission of the Customs Authorities otherwise 
all the articles concealed should be regarded as smuggled goods 
and a fine shall be imposed. Likewise, sale of any articles of foreign 
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origin on U.S.S.R. territory shall be also regarded as smuggling. 
In all U.S.S.R. ports tobacco is allowed to be taken ashore in small 
quantities and for personal consumption only. No wine or alcohol 
is allowed to be brought ashore. 

(/) Berthing: Berthing can only be effected with a State Pilot on 
board. Likewise, no vessel shall leave or shift berth without employ- 
ing the services of a Pilot authorised by the Port Administration to 
make the voyage in question. 

Vessels must take up the berths assigned to them and conform 
strictly to the Obligatory Harbour Regulations in force. 

A Pilot or the Agent shall provide the Master with all necessary 
information as regard to depths, tugs, conditions in the Harbour, 
etc., before mooring starts. 

The responsibility for the safety of a vessel during her manoeuvr- 
ing and berthing as well as for possible damages to a berth or other 
port facilities shall always rest with the Master. 

No vessel is allowed to change berth due to handling of cargo or 
for any other reason unless the main engines, the mooring winches, 
the stearing gear, etc., are in good working order and there is suffici- 
ent number of the members of the crew to ensure shifting berth 
when required. 

It is strictly prohibited to work with vessel's propellers when lying 
alongside berth. To avoid damage to the underwater parts of a berth 
while mooring or unmooring every vessel must have the main 
engines going “dead slow" until her stern is 10 metres from the 


quay. 

When berthing, Masters should use strong and reliable mooring 
lines and make them fast over the quay pile-moorings and bollards 
only. It is strictly prohibited to make fast mooring lines over any part 
of the quay equipment which has not been intended for that purpose. 

When lying alongside berth, every vessel must have a gangway 
or a gangway board with a lifeline secured along, led ashore and 
made fast. There should be a life net under the gangway platform 
and a lifebuoy nearby. Gangways must be sufficiently illuminated at 
night. 

(m) Stay in port: When lying alongside berths, all vessels to be 
moored by long safe ropes which are to be kept fast at all times, 
and constant watch should be kept by day and at night. 

All mooring ropes must be fitted with rat-guard plates. 

From sunset to sunrise all vessels’ decks, cargo decks and gang- 
ways must be illuminated. 

Every vessel, whether in the outer roads or in the harbour, must 
always have on board a sufficient number of crew to be able to ensure 
both the ship's safety and her everyday routine. Vessel's fire- 
fighting and life-saving equipment must always be ready for use on 
board or to render assistance to other vessels or shore objects in 
case of emergency. 

When in port, no vessel is allowed, without having obtained the 
Harbour Master's permission, to make repairs to the main engines 
orto the ship's auxiliary equipment thus depriving her of the opportu- 
nity to shift berth at short notice in case of emergency. 

It is not allowed, without the permission of the Port Administra- 
tion, to use vessel's boats, underwater oxygen and any underwater 
apparatus of other types. 

No vessel is allowed to clean boilers or dischage any sort of 
chemicals or organic products into the water. 

It is strictly recommended to avoid giving off smoke and sparking 
from vessels’ funnels. 

No rubbish, bottles, waste foodstuff, baskets, carcasses, stones, 

dirt, ashes or any objectionable or malodorous matter shall be 
thrown into the water or on the quay. The Master of any ship shall 
cause anything of this nature to be removed by special barges or 
lorries day by day. No oil or oily water is to be pumped out or allowed 
to escape into the harbour. Washing water and/or oil residues must 
be discharged into shore facilities only. 
(n) Ship's movement in the harbour and shifting berths: No vessel 
shall leave or shift berths without the permission of the Port Author- 
ities. In case there are no provisions in the Contract of Carriage of 
Goods by Sea or in the Bill of Lading, a vessel shall accomplish one 
shifting from berth to berth during the course of her loading and 
shifting upon unloading to the loading berth at the Owners’ risk 
and expense. Any subsequent shifting shall be at the expense of the 
goods. 

All shiftings in the port connected with a vessel's needs, viz. 
bunkering, loading supplies and/or provisions, making repairs, etc., 
shall be at the expense of the vessel. 

All haulings both during the course of loading and unloading 
shall also be at vessel's expense. 

(0) Tugs and salvage assistance: Tugs and salvage craft for render- 
ing necessary services and assistance to foreign vessels are avail- 
able in all the U.S.S.R. ports. 

If necessary, Masters should order tugs from the Port Controller 
through Inflot Agency in time stipulated by the Obligatory Harbour 
Regulations. 

Tugs, if necessary, are usually ordered by the Master according 
to a Pilot's advice. 

In some ports use of tugs during mooring and shifting berths is 
compulsory due to the heavy conditions of navigation. 

Masters shall be charged for tug assistance, if required, according 
to the current port rates. Time for use of tugs shall be counted from 
the moment of leaving their usual berthing place up to the moment 
they return. 

Notes: In all the U.S.S.R. ports one hour time is fixed for passage 
of a tug-boat to a vessel from her usual berthing place and vice versa 
after she has accomplished her assistance, except the port of 
Archangel where two hours time is applied. For detention of a tug- 
boat a vessel shall be charged as per usual working time. 
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For cancellation of a tug, a vessel shall be charged full rate 
ing detention time and time of passage of a tug from ther it 
the vessel and vice versa. ben 

When ordering a tug for unmooring, Master should fill in ang 
a special application form given by the Agent. The actual 
completing the towage shall be approved by the Master of a 
vessel. bs) 

In ports where the towage is compulsory when mooring ang 
ing berths, the Master shall be charged for the tugs’ ASSigty 
whether used or not, and having refused tugs shall be held 
sible for the consequences thereupon. ” 
(p) Notice of readiness: In case there are no special provisj 
the Contract of Carriage of Goods by Sea, the Master shall 
the established office hours upon the accomplishment of C 
formalities and having obtained free pratique, deliver throug), 
Agent in the port, viz. Inflot Agency, a notice of the ship's r 
for loading or unloading to the consignee or the shipper. 

The notice of the vessel's readiness shall be considered a 
if she is actually ready to load the cargo into or unload it Out ofa 
vessel's holds or tanks. 

(q) Handling of cargo: All cargo handling areas in the Ports, 
under control of the Port Administration which shall Provide veg 
with labour, tally staff, sheds and warehouses, employees, ete. 

To ensure successful handling of cargo the vessel Shall, ® 
required by shippers or consignees, receive or discharge Cargny 
and night, as well as on Sundays and holidays, furnishing fry 
charge all necessary cargo handling gear. Though in Most pp 
the cargo handling is done by port cranes both from the quayse 
lighters, a vessel shall, in some ports, use her own cargo hang 
equipment, which has to be in good working condition. 

In the latter case, the Master shall produce to the Agent the Cy 
Equipment Certificate which must be valid. 

Loading or unloading time is calculated as to the rates stipug 
in a Charter Party or according to the Customs of the Port in; 
absence of same. 

Should the port labour participate in the opening or Closing, 
hatches, a vessel's administration shall be responsible for them 
of safety engineering to be complied with. 

Opening and closing of mechanised ship's hatches Shall aly 
be done by the ship's crew. 

Should shore cranes be used for loading or unloading instex 
a vessel's cargo-handling equipment, the Master shall beforety 
remove aerials, aerial halyards, stay rods, wires, etc., Crossing} 
air space over a ship's hatches and preventing the shore cram 
derricks from free circulation. 

Overloaded and/or wrongly loaded vessels shall not be allo 
to leave the port until the cargoes are properly stowed. 

A vessel shall be considered overloaded or wrongly loadet 

(a) a vessel's load lines corresponding to the maximum dept 
which she should have been loaded are underwater without anyi 

(b) the cargoes loaded in the holds and/or on deck have notte 
made fast enough or have not been made fast at all; 

(c) a vessel has a bad list caused by faulty loading or her stati 
does not correspond with the ship's documents; 

(d) a vessel loaded with bulk or liquid cargoes has not used! 
necessary materials or accommodations to prevent cargoes 
shifting or overflowing in case of vessel's pitching and rolling; 

(e) the deck cargo is considered as a danger for the safety? 
vessel and the safety of life on board caused by faulty loading; 

(f) in the course of loading some other loading regulations # 
been broken. 

(r) Agency: All foreign vessels upon arrival at the U.S.S.R. 
are attended by the maritime agencies Inflot. 

Inflot agencies provide foreign vessels with the following seni 

inform the Port Authorities and other organisations about ves# 
expected time of arrivals (ETA), nature and quantity of cargo! 
handled, expected time of loading or discharging, etc.; 

render assistance to the Masters in obtaining Pilots, tugs, bet 
launches, etc.; 

fulfil all the necessary formalities connected with the vest 
arrival and departure; 

ensure that Masters are acquainted with the Port Rules, Obliga? 
Harbour Regulations as well as other documents and instruci# 
issued by the Port Authorities; 

give advice to the Shipowners and other interested parties re? 
ing vessels' movement and the prospects for the handling of cof 

render help in speeding up loading and/or unloading of the caf 

provide vessels with supervisors and tallymen; 

make time sheets and submit them to the Masters, Port Aut! 
ities, Shippers and/or Receivers for their further approval; 

sign on Masters’ behalf cargo and other documents; , 

organise bunkering, delivery of fresh water, provisions, tech®™ 
supplies and all kinds of ship-repairs; 

render help to the members of the crews in obtaining me® 
assistance; 

make payment of dues, charges, fines (if any), etc., on behé! 
the Shipowners and for their account; 

take all necessary measures for improvement of the handlitf 
cargoes and ships' services; 

look after the Court (Arbitration) cases and cargo claims on bet 
of the Shipowners; 

make Sea Protests as well as translation and duplicating of 
documents on Masters’ requests; 

repatriate members of the crews from the U.S.S.R. to their 
ports; 

invite surveyors qualified by the U.S.S.R. Register of Ship? 
to conduct vessels’ surveys; 
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extension of ships’ documents; Pea 
der help to the Shipowners in delivering and redelivering of 
rw yesselS ontime charter; 
ist in arranging cargo fumigation on board; t 
orm any commissions on the instructions of the Shipowners 
rd to the ships’ services and protection of their interests 
8 pe Authorities. f ; 
ig in the interest of the Master to advise Inflot Agency timely 
Be jon as regard to a vessel's name and nationality; her net 
ross register tonnage; draft fore and aft; kind of cargo to be 
rged or loaded per each hold (stowage plan); number, weights 
jocation of heavy lifts, number and length of oversized (over 9 
naires) pieces and Owners' cable address and telex number thus 
ag the Agent in a position to calculate the approximate sum of 
gisbursement expenses and ask the Shipowners to remit same 
‘spursement accounts are to be paid before vessel's departure). 
Note: Bearing in mind the fact that most of the shore offices are 
on Sundays and holidays, the Master shall cable to Inflot 
ncy well in advance his order for bunkers, repairs, technical 
sipplies and cash to enable the Agent to make necessary arrange- 


wT hanches of Inflot Agency work round the clock, including 


Moh aildress of any branch of Inflot Agency is “Inflot”, e.g. 
isflot Archangel, Inflot Novorossiysk, etc. i 

(9) Fire safety measures: Fire safety measures on all foreign vessels 
staying at U.S.S.R. ports must comply with the Fire Safety Regula- 
tons of the 1960 International Convention for the Safety of Life at 
sea as well as with the provisions of the International Code for the 
turiage of Dangerous Goods by Sea. Every vessel upon arrival at 
tport must keep constant fire watch day and night and have fire- 
fghting and life-saving equipment always ready for action. Mem- 
yers of the crews must keep strictly to the Fire Safety Regulations 
specially during vessels’ stay at oil and timber berths. Giving off 
smoke out of the funnels is strictly prohibited. In all the U.S.S.R. 
sorts a fire brigade could be called through the Agent, or over the 
shone by dialing 01 in case of fire. 

) Medical assistance: Medical assistance, if required, is available, 
including vaccination and inoculation as well as dispensary and 
tospital treatment in all the U.S.S.R. ports. In case of emergency 
ambulance or a doctor should be called through the Agent or by 
wlephone - 03 in all the ports. 

i) Customs of the ports: Customs of the ports should apply in case: 

(t) there is no Contract of the Carriage of Goods by Sea; 

(2) there are no provisions in a Charter Party or in the Bills of 
lading in respect of items covered by these Customs; 

(3) a Charter Party or a Sale contract and/or any other Contracts 
othe Carriage of Goods by Sea specially refer to these Customs 
othe Ports. 

) National and general holidays of the U.S.S.R.: National and 
general holidays in the U.S.S.R. are fixed. 

five days working week with two holidays has been introduced 
iy most of the industrial enterprises, government and commercial 
vices and other institutions. Saturdays and Sundays are weekly 
tolidays in the U.S.S.R. 

The other holidays are: 

ist January (New Year's Day); 8th March (International Women's 
Day); ist and 2nd May (Days of International Workers’ Solidarity); 
%h May (World War II Victory Day); 7th and 8th November (Anniver- 
say of the Great October Socialist Revolution, 1917); 5th December 
WS.S.R. Constitution Day). 


ARCHANGEL: 64.32 N. 40.31 E. 


Port open for navigation from May to November. 
LOCATION : A White Sea port. Archangel is situated at the mouth 
tithe Severnaya Dvina river, in the South-east corner of Dvina Bay. 
Apart of the harbour is situated at the Northern end of the Povrakul- 
tiy|sland, at the junction of the Maimax river and the Kuznechikha 
er, and is called the Economia Avant-port. The total length of the 
port area is about 30 miles. 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Notices of ETA in accordance Soviet 
Wood Charter Party. Pilot boat located in area 64° 57’ N., 40° 05’ E. 
‘HF Channel 16. Pilot boat is tug-boat with word “Pilot” on wheel- 
‘ouse. Vessels awaiting Pilot may anchor at safe distance to North 
om pilot boat location. In event bad weather pilot boat goes to 
‘ielter, being available by VHF radio. 

While waiting for a Pilot, vessels may lie at anchor at a safe 
*slance to the North from the pilot boat location. 

nthe event of bad weather a Pilot shall board a vessel at a sheltered 
Pace shown by him. 

hen a Pilot is not able to board a vessel due to weather condi- 
‘ms, a pilot boat is usually situated on the Southern side of the 
4dyug Island. In this event vessels should anchor at the entrance 
‘he channel from seaward and wait for a Pilot's arrival. 
NCHORAGES : Anchorages in port area usually indicated by 
%!, depending upon draft, etc. 

here are several anchorages on the way to the port of Archangel. 

depths are about 10 m. and the holding ground is sand and mud. 

fy pchorages are: 

\) Quarantine anchorage - in the Chizhov roadstead. 
Re At the entrance of the channel leading through the Beresovy 
ftom seaward. 
On the South-western and Southern sides of Mudyug Island. 


4) In the channel of Beresovy Bar vessels may anchor at the line 
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of the leading lights not obstructing them from seaward, in depths 
of 6 m.-7 m. The bottom is sand and mud. The anchorage however, 
is open to South-westerly and North-westerly winds and not recom- 
mended for large vessels. 

(5) All vessels may obtain good anchorage at the islands Muravoy 
and Lebedin. The holding ground is sand. The anchorage is well 
sheltered from all winds except those from North-westward. 

(6) Vessels waiting for Customs and Quarantine formalities to be 
accomplished should anchor in the Northern part of the Maimax 
river, opposite the Customs post, situated at Chizhov Island at a 
distance of 0-5 mile to the South of it, in depths of 4-5 m.-9 m. Vessels 
with drafts exceeding 4-5 m. are recommended to anchor to the 
North of the parallel of the rear light mark of the Lapominsky leading 
light marks. 

(7) A good anchorage may be obtained in the Solombala Roads. 
When at anchorage at the Solombala Cat Island, vessels are not 
recommended to cross the 2 m. isobath. 

(8) Vessels may also obtain a good anchorage in depth of 7:5 m.- 
19 m. in the Town roadstead which is opposite the town of Archangel. 
MAX. SIZE: Vessels longer than 150 m. not recommended enter 
port. Draft not to exceed 26 ft. 

HEALTH: All vessels coming from foreign countries inspected by 
Sanitary Office. If no diseases vessel obtains free pratique. If vessel 
entering after calling at another U.S.S.R. port, pratique automatic. 

RADIO: All information from sea may be routed through Murmansk 
Radio (UMN) and Archangel Radio (UGE), A1 500 ke/s., A3 2182 kc/s. 

All vessels when approaching the port of Archangel should 
establish radio contact through the coastal “Archangel radio” 
station which operates 24 hours perday on the following frequencies: 


Type of 
Frequencies trans- 
Call sign working calling mission Time Remarks 
(kc/s) (kc/s) 
UGE 500 500 Al H24 
UXN 6505-5 6270 Al HX 
8610 8357 
12795 12540 
17205 16726 
Archangel-radio 2182 2182 A3 H24 During 
13119-5 _ A3H HX navigation 
— 12340-5 A3 HX only 
(mc/s) (me/s) 
“Port” (Port 
control) 160-65 156-80 F3 H24 4 
“Lotswakhta” 
(Pilots' watch) 156-65 156-80 F3 H24 & 
“Inflot" 
(Inflot agency) 156-65 156-80 F3 HX PE 


Storm signals are shown from a mast on the roof of the Port of 
Archangel Authority (lat. 64° 32’ N., long. 40° 31’ E.) and from a mast 
of the Solombala signal station situated in the suburbs of the town 
of Archangel, on the embankment of the Severnaya Dvina river 
named after George Sedov (lat. 64° 35’ N., long. 40° 30’ E.). 

Signals can be made by the International code of Signals by day 
and by Morse system at night. 

Masters of vessels proceeding to the port of Archangel should 
advise ETA and all necessary information to the Inflot Agency as 
per conditions of the ‘Soviet Wood" Charter Party. 

24 hours prior to arrival advise ETA to the Harbour Master. Four 
hours prior to approaching the Beresovy Bar Masters should advise 
more precise time of arrival. 

TUGS: If necessary ordered two hours before arrival and normally 
join vessel near berth. Usually use ship's lines. 

BERTHING: To certain extent depends upon tides. 37 berths avail- 
able with depths alongside up to 8-25 m. 

There are a large number of berths in the port along the river 
front, as well as at the Economia Avant-port. 

Berths are equipped to handletimber, wood-pulp, paper, machinery 
and general cargo. There are enclosed warehouses and concrete 
floor sheds in the port. 

BRIDGES: Vessels proceeding to load cargo at sawmills 2 and 3 
have to pass under bridge which is opened twice a day. 
STEVEDORES: No particular ETA advices to stevedores/shippers 
required except those mentioned in Soviet Wood C/P. Loading rates, 
etc., also stipulated by Charter Party. 

Mobile electric cranes of up to 20 tons capacity are operated on the 
quays. There are also floating cranes of up to 50 tons capacity, 
other cargo handling equipment and intra-port transport facilities. 
Sometimes, cargo handling is by vessels’ gear. 

MEDICAL: If any medical attention or prompt assistance required, 
Master has to contact Agent. No advance notice required. Clinic and 
hospital available. 

DENSITY: Fresh water practically throughout port. 

FRESH WATER: Usually delivered by lighters (minimum charge 
for 15 tons). A few berths equipped with shore water lines. 

FUEL: Some grades available. Delivery on by barge. 

FIRE PRECAUTIONS: While lying alongside timber berth vessel 
to take maximum fire precautions. 

DEVELOPMENTS: For the immediate future no draft increase 
expected. Some berths under reconstruction and cranes being 
installed to load timber. 

GANGWAY/DECK WATCHMEN: Not available from shore. 
Usual watch kept by ship's crew. 

OPENING/CLOSING HATCHES: Normally carried out by ship's 


crew. 
SHIP'S CERTIFICATES: 
Seaworthiness. 
Measurement. 
Loading Line. 
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Cargo Equipment. 

Safety Equipment Certificates. 

Deratisation Certificate. 

CUSTOMS ALLOWANCES: Tobacco/wine: No quantity limits, 
but not allowed to be brought ashore. 

IDENTIFICATION CARDS: Only Seamen's Books required. 
CONSULS: No Consuls in Archangel. 

REPAIRS: All types of repairs possible. 

DRY DOCKS: Largest dry dock 140 m. max. length; length at 
coping level 126 m.; suitable for ships not exceeding 5,000 tons and 
18 m. beam. There are other smaller docks. 

REPATRIATION: Repatriation and crew changes require visa 
formalities. 

AIRPORT: Airport near town. Served by regular airlines. 

TIME: GMT plus 3 hours. 

HOLIDAYS: General holidays: all Sundays and Saturdays: 
January 1st (New Year's Day); March 8th (World Women's Day); 
May 1st, 2nd (World Labour Day); May 9th (Victory Day); November 
7th, 8th (Great October Socialist Revolution Day); December 5th 
(U.S.S.R. Constitution Day). Cargo work on these days at shippers’ 
discretion. 

POLICE/AMBULANCE/FIRE: Police 02; Ambulance 03; Frie 01. 
TELEPHONES: Can be arranged on board. 

SERVICES: Compass adjusting, radar and radio repairs, etc. 
SHORE LEAVE: Each crew member properly signed in Ship's 
Articles and having valid Seamen's Book allowed ashore. 
DELAYS: On account of rain when loading timber. 
NAVIGATION: Masters proceeding for loading timber should 
bear in mind that the swing bridge on their way to timber mills No. 2 
and No. 3 is open twice daily. 

All vessels with drafts of less than 3-6 m. especially when engaged 
in towing timber rafts, should keep out of the way of a deep-drafted 
vessels when passing through narrow places and approaching 
channels both at sea and in the river, and should not hamper their 
safe passage in such places. They should also safely pass vessels 
engaged in dredging of a channel. 

When approaching a bend in a channel, every vessel should 
beforehand give a signal by one prolonged blast on her whistle or 
siren, reduce her speed and when it is safe and practicable, keep to 
that side of the channel which lies on the starboard side of such 
vessel. 

Every Master when passing through a narrow channel, or approch- 
ing a bend in a channel should take positive early action prescribed 
by the International Regulations for Preventing Collisions at Sea to 
avoid a risk of collision with a vessel approaching from the other 
direction. 

Low-drafted vessels shall not overtake each other when navigating 
in the channel of the Beresovy Bar. A vessel proceeding to the 
port along the course of the channel must keep out of the way of 
another vessel leaving the port. 

No vessel shall navigate in the port harbours in restricted visibility 
when navigational lights, marks, leading lights, buoys etc. are not 
visible. 

Ice: At the head of Dvina Bay drift-ice extends as far as 12 miles 
from the shore by the end of November. The Severnaya Dvina estuary 
usually gets frozen over at the beginning of November. At Dvina 
Bay the ice usually breaks up in April and at the Severnaya Dvina 
estuary — at the beginning of May. Thus, navigation in the port area 
lasts between 6-7 months from May till October. 

Powerful ice-breakers, ice-strengthened vessels and tugs are 
maintained by the Port of Archangel Authorities to assist in naviga- 
tion of the Dvina Bay waters and off the coast when ice conditions 
prevail. 

Tide: The tidal range at the head of Dvina Bay reaches 0-8 m.-1 m. 
and at Mudyug Island 0-1 m.-0-5 m. 

The in-going flood stream is usually stronger and about one hour 
longer in duration than the out-going ebb stream. 

Sometimes the in-going stream at the bar of Severnaya Dvina 
may be hardly observed, being reduced to a few minutes of slack 
water. It may run steadily for some time then gradually attains its 
usual strength and goes on to set up to the time of high water. 

The tidal streams in the Severnaya Dvina are considerably in- 
fluenced by both strength and direction of the wind. 

Moderate Northerly and Westerly winds increase the height of the 
tide and hold the fall of the water. 

Only the in-going flood streams have been observed at the 
Severnaya Dvina estuary at springs. The extreme tidal range of the 
water level observed there is about 4 m. 

AUTHORITY: Harbour Master, Nab. Lenina, 26, tel. 3-96-72. 
Deputy Harbour Master, tel. 9-73-74. 


AGENT: Shipping Agency “Inflot”, Archangel. Tel. 35874, 38573, 
34040. 


BATUMI: 41.39 N. 41.38 E. (See Plan) 


DOCUMENTS: Refer to beginning of U.S.S.R. section. 

PILOTAGE: Compulsory. Batumi situated in South of Black Sea 
Caucasian coast, at head of Batumijsky Bay. Navigation is year 
round. Navigational range marks to note when approaching port are: 
Batumijsky beacon, Burun-Tabia light, Batumijsky light buoy with 
siren and Batumijsky leading light marks. When proceeding Batumi, 
Master should give 96 hours notice prior arrival, advising Port 
Controller and “Inflot" Agency: time of arrival, description and 
quantity of cargo brought in, location, ship's draft and length, as 
well as declare services required. Four hours prior to approaching 
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port, Master shall advise more precise time of arrival, Inf. 
arrange Pilot. : 

Pilot boards vessel either at the Receiving Buoy or in th. 
port roads. Watch is kept by a pilot boat day and night. ; 
ANCHORAGES: A mole protects port from seaward; safe 
age provided except during periods of winds blowing from se 
and N.W. when “Tyagun” is formed at port (strong variablen. — 
with surge). At time of “Tyagun" ships recommended stop | 
discharging operations and to head out of berth using a . 
mooring buoy, orto put to sea. S.W. wind is particularly troy 

Outer roads, some 5 cable's lengths wide and with depths 
20 m., stretch for about 14 miles N.E. from Batumijsky light buoy 
shoal's border. Roads’ bottom is mud and sand. 

Inner roads situated between Western shore Batumijsky By 
shoal stretching from Bay's Southern and Eastern shores, ! 
over 11-5 m. at roads. Roads open to N. winds, but with other 
blowing strongly, anchorage not safe on roads; ship must ta 
cautions not to lose her anchors. In case of stormy w 
autumn and in winter particularly, ships without cargo Must» 
port with sufficient ballast on board. 

The recommended anchorage is in the outer roads at a dis 
of 7-8 cables to N.N.E. from the Eastern side of Batumi Point, de 
9-14-4 m. 

in the outer roads vessels may anchor only after having Obty 
the Harbour Master's permission and according to Pilot's rey 
mendation. 

In the inner roads vessels may obtain anchorage only Easty 
of the entrance leading line. It is strictly prohibited to lie at a» 
both on the leading line and to the West of it. 

BALLAST: In case of stormy weather, in Autumn and \ 
particularly, vessels without cargo must enter the port with ta 
water on board, having ensured fore draft not less then 1:5 m- 

Ballast water should not be contaminated with oil residues, 
RESTRICTIONS: Vessels may enter and leave the port a; 
time of day and night. All vessels when entering or leaving the, 
must have keel clearance of not less than 0:3 m. (1 ft.). 

In the event of stormy weather vessels approaching the pe 
time of South-westerly and North-westerly winds particu 
should obtain Harbour Master's entry permit. If due to the “Ty 
vessels are not allowed to enter the harbour, they should ay 
either in the outer or inner roads. 

All necessary information as regard to changes of wind, ps 
bility or turn of entry to the port for vessels at anchor in then 
roads, is given by the Harbour Master over the VHF radio-telepy 
or by the signal station by flags of the International Code of Sig 
in Morse Code or by semaphore signals. 

MAX. SIZE: For oil carriers: Berth No. 1, 175 m. LOA 31-6 ft.e 
Berth No. 2, 165 m. LOA 30:5 ft. draft; Berth No. 3 165 m. LOA® 
draft; Berth No. 4, 150 m. LOA 29-5 ft. draft; Berth No. 5, 212ml! 
29-5 ft. draft. For Cargo ships: Two berths where vessels mayi 
charge. Maximum draft 32:5 ft. 

BERTHING: The berths of the port with depths alongside ¢ 
to 10:3 m. are equipped to handle crude oil and oil products, w 
(coal, grain, ores) and generals (machinery and mechanical e 
ment) as well as passenger shipping. There are covered warehos 
and concrete floor sheds in the port. 

A vessel should lie at a berth with her bow directed to the; 
entrance and with her anchor dropped from the proper side. Bett 
in the harbour may only be effected with tugs’ assistance. 

A vessel may be berthed at the outer side of the Oil Jetty? 
having obtained the Harbour Master's permission. 

Vessels entering or leaving the harbour are not allowed to# 
vessels loading at the outer (Northern) side of the Oil Jetty! 
distance of less than 80 metres. 

The berths of the port are equipped with electric cranes off 

10 tons capacity. There is also a floating crane of 100 tons cape 
Other cargo handling equipment, covered warehouses and con® 
floor sheds are available. 
TIDE: The range of water level in the port area is small andis! 
to the effects of strong winds. The maximum range observed /# 
RADIO: All vessels when approaching the port of Batumi s® 
establish radio contact via Batumi Radio port radio station ope® 
24 hours per day on the following frequencies: 


Type of 
Frequencies (kc/s.) Trans- 
Call Sign Working Calling mission Tt 
UFA 484 500 Al 
UKK 8456 8366 Ai fl 
Batumi Radio 2182 2182 A3 ff 
“Polden 7" ("“Noon- 15665 mc/s__—_156:80 mc/s F3. «of 
7T'-Port Control) 
“Polden-1" 156-70 mc/s 15680 mc/s Fa # 


Shore signal station is situated 1:6 cables from Batumi Point. !# 
national Code signals, and sometimes storm signals, are ho® 
at the mast of the signal station. 

MEDICAL: Medical attendance in local seamen's hospital. Ma* 
to advise by radio prior arrival of medical attendance requift® 
board. 

DENSITY: 1018:5. 

FRESH WATER: Supplied ex-shore to ship directly. Mau®™ 
pressure 20 tons per hour. Also supplied ex water barge. Mm 
quantity delivered by barge is 650 tons. Pressure about 

per hour. 

FUEL: Ships can be supplied with bunkers: heavy fuel oil, light? 
oil, diesel oil. Bunkers may be taken at the oil berths and can 
delivered by bunkering vessel to a ship handling non-dange 


in the latter case fire precautions must be strictly observed 


| taking bunkers. ‘ 
» ECAUTIONS: No special precautions. There is one fire- 


t. 
24g CLOSING HATCHES: According to Charter Party 


oS ALLOWANCES: Tobacco. No restrictions. Wine 
or spirits. No restrictions. ; 
SINTIFICATION CARDS: Not required. 
SULS: Turkey. 
AIRS: Only light hull repairs, machinery and gear. ; 
RT: Batumi connected by airlines with different towns in 
t Union. Airport situated about 5 km. from port. 
yime: GMT plus 4 hours. ’ 
DAYS: New Year's Day; 8th March (Women's Day); 1st May; 
h November; Sth December; but port works those days. 

ORE LEAVE: Crew members allowed ashore till midnight. 
sHIPMASTER'S REPORT: There is now a sea-loading berth at 
ais port immediately outside the harbour, the vessel lying to two 
yehors and stern on close to the breakwater and close Eastward of 
te harbour entrance. : oY 

The stern is secured to two buoys, using ship's ropes, five to a 
yort quarter buoy and three to a starboard quarter buoy. 

The bow is in about 60 ft. of water and the stern in about 42 ft., and 
yssels of up to about 40,000 tons dwt. are loaded there, this vessel 
sading safely to a draft of 37 ft. 6 in. 

Two ten-inch pipe-lines are connected on the starboard side, 
we for discharging ballast ashore and one for loading at a rate of 
spout 1,600 tons per hour. The charge for discharging ballast ashore 
;Tkopeks per ton and it is not permitted to discharge any ballast 
ito the harbour. » 

One copy of a money list was required. ‘ 

AUTHORITY: The Port of Batumi Authority, postal address: 18 

Gogedashvili Street, Port of Batumi, U.S.S.R, Cables: Morport 

gatumi, Tel. 9-22-20. 

| AGENT: The port of Batumi Main Maritime Agency “‘Inflot”, postal 
sdress: 5 Gogebashvili Street, Port of Batumi, U.S.S.R. Cables: 

ipflot Batumi. Tel. 9-24-15. 


| BRRDYANSK: 46.45 N. 36.48 E. (See Plan) 


DOCUMENTS: Refer to beginning of U.S.S.R. section. 
APPROACHES: The port of Berdyansk is situated in the North- 
astern part of Berdyansk Bay, on the Northern coast of the Azov Sea. 

inner roads and port facilities are protected from Southern and 
South-westerly winds by a mole and a breakwater. 

Navigation in the port is year round, but in Winter ice-breaker 
assistance is necessary for about two months. 

Vessels should proceed to the harbour through the approach 
channel, with least depth of 6-6 m. 

PILOTAGE: Pilot meets vessel at Reception buoy No. 12, situated 
ithe beginning of the approach channel. 

ANCHORAGE: Vessels may obtain good anchorage in Berdyansk 
wler roads situated on both sides of the approach channel leading 
mo the harbour. 

The outer roads are well protected from Northerly winds, but 
ting Southern and South-westerly winds the anchorage is trouble- 
some, 

Attime of strong South-westerly swell ships in the outer roads 
ueusually effected by heavy pitching and rolling, and plenty of cable 
sould be paid out on both anchors. Holding ground in outer roads 
sshell and mud. 

Ben nONs: Vessels can enter and leave at any time of day 
ind night. 

Atleast 0-3 m. (1 ft.) kell clearance at low tide is required to enter 
wleave the port. The maximum permitted draft for entry to the port 
$67 m., and length 160 m. 

Speed of vessels proceeding through the approach channel should 
‘exceed 6 knots. Vessels are not allowed to enter the approach 
Sannel or navigate in the harbour in restricted visibility and fog. 
SERTHING: Berths of the port with depths alongside of up to 
"are equipped to handle general and bulk cargoes (ores, mineral- 
‘siding materials), metals, cotton, foodstuff, vegetables, etc., and 
mssenger traffic. There are covered warehouses and concrete 
“tor sheds in the port. 

_ Quays are equipped with electric cranes of up to 10 tons capacity. 
here is also a floating crane and other cargo-handling equipment 
2d intraport transport facilities. 
10: Master should not later than 4 hours prior to arrival to 
, ption buoy No. 12 advise time of arrival and the maximum 
‘tit of the ship to the Harbour Master. 
Vessels should establish radio contact through “Berdyansk Radio” 


a station operating 24 hours daily on the following fre- 
les: 


Type of 
Call Si : trans- 
(BH ign Working Calling mission Time 
500 kc/s. 500 kc/s. Al H24 
Ber 418 kc/s. Al H24 
dyansk-Dispet- 
“herskaya 156-6 mc/s 1568mc/s F3  H24 
Berdyansk-Port 


Available in limited quantities. 
WATER: Supplied at berths. 


U.S.S.R. 


REPAIRS: Only minor hull and machine repairs. 

AUTHORITY: The Port of Berdyansk Authority. Postal address: 
9 Uritsky Street, Berdyansk, U.S.S.R. Cables Morport Berdyansk. 
Tel. 90-81 (switchboard). 


AGENT: Branch of the port of Zhdanov Main Maritime Agency 
“Inflot’ at the port of Berdyansk. Postal address: 9 Uritsky Street, 
Berdyansk, U.S.S.R. Cables Inflot Berdyansk. Tel. 31-87; 90-81 
(ext. 39). 


GRIGOREVSKY : 46.35 N. 31.10 E. (approx.). 


GENERAL: New port under construction in Grigorjyevskiy Liman, 
about 16 miles N.E. of Odessa. Port expected to commence opera- 
tions 1976, and to have a depth of about 14 metres. Portis to be used 
for shipment of chemical products. 


IGARKA: 67.24 N. 86.30 E. (See Plan) 


GENERAL: A sea and river port, Igarka is situated about 344 miles 
Southward of the mouth of the Enisei river which flows into the Enisei 
Gulf of the Kara Sea. 

The port is open for navigation about 4 months (110-115 days) from 
July till October. Ice first begins to form in the second half of Octo- 
ber. Ice-breaker assistance is rendered within half a month. 

No tidal range is observed in the port waters. 

The port of Igarka is well protected from the effects of the wind. 
It specialises in timber exports. 

DOCUMENTS: refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory for Yenisei River and entering port. 
Pilot vessel Meridian is located in the following positions: 71° 45’ N., 
83° 0’ 0” E., and 71° 37’ N., 83° 30’ E. Pilot radio station OEFV, operates 
on 500 kc/s at the following times (Moscow time): from 00.00-03.00, 
07.00-13.00, 15.00-17.00, 19.00-21.00 and 23.00-24.00. Master to give 
notice 96 hours before arrival at the pilot station and confirm ETA 
5 hours before arrival. Within 15 miles of the pilot station, com- 
munication is made through “Akatsia” radio, OKV on 132 Mc/s or 
VHF Channel 16. 

On approaching pilot boat, vessel should reduce speed to dead 
slow, or stop engines if requested. In the event of bad weather, 
tera is embarked or disembarked at a place as directed by the pilot 

Oat. 

Distance of pilotage from the pilot station to Igarka is 360 miles, 
and 2 Pilots together are usually required. 

If pilot not available, vessel should anchor in vicinity of pilot 
reek Berthing Pilots and Pilots for departing vessels are arranged 
by “‘Inflot”. 

ANCHORAGE: Information on best location of anchorage, if 
required, will be given by the pilot boat. 

The anchorage in the outer roads is bounded on the East by tke 
leading lines of Igarka and Northern Igarka leading marks, on the 
West by the leftbank of the Enisei river, on the North by the beam 
line of the buoy of Igarka Oseryodok, on the South by the leading 
line of Port of Igarka entrance leading marks. 

All vessels when at anchor in the outer roads anchorage should 
lie at anchor as close to the bank of the river as possible, not to 
obstruct vessels’ traffic along the Karmakulskie, Igarka and Northern 
Igarka leading lines. 

In the event of bad weather or main engine trouble a vessel should 
lie at anchor in a place as directed by a river Pilot, who shall advise 
a Master all necessary data about the anchorage: depths, direction 
and speed of the current, etc. 

RESTRICTIONS: Vessels can enter or leave the port 24 hours 
per day. 

To ensure safe passage across the Lipatnikovsky and Turushinsky 
bars of the Enisei river, vessels proceeding to the port of Igarka 
must have draft not exceeding 7:3 m. (see ‘‘Max. Size.) 

MAX. SIZE: Length 160 metres, draft is limited by river depths, 
maximum 24 ft. 

HEALTH: Not later than 4 hours before arrival, Master to radio 
“Inflot'’ advising health condition on board. International code 
quarantine signals to be shown on arrival at port limits. No one, 
except Pilot and Port Authorities, may board or leave the ship until 
free pratique is given after port health inspection. 

RADIO: Communications with Agent through Igarka radio, 
sign UFR, operating 24 hours on 500 kc/s and 470 kc/s. Ship's radio 
station must not be operated when vessel is at anchor. 

TUGS: Normally join vessel with Harbour Pilot on approaching 
port. Vessels at anchor order tugs through “Inflot". Ship's tow 
lines used. 

BERTHING: Tug assistance for berthing is compulsory. A berthing 
Pilot boards a vessel from a tug either in the outer roads or in the 
port. 

After having approached a berth at a safe distance, a vessel, in 
most cases, should cast two anchors and then with tug assistance, 
turn stern to the Island and moor with three mooring ropes led from 
the stern. When mooring, a vessel should have ready on board 4 
mooring ropes each not less than 100 metres in length (3 ropes to 
be led ashore and 1 prepared for a tug.) 

Vessels moored in the inner roads must have strong ropes which 
should be made fast over the pile moorings only. 

If 3 or 4 vessels are moored at the quay, the outside ones should 
have a red light exhibited in the middle of each mooring rope led 
ashore. 

Notice of readiness and other conditions of loading - as per the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


“Soviet Wood" Charter Party. Opening and closing of mechanised 
hatches by ship's crew, otherwise by port workers. 
When a vessel is moored in the inner roads, stern to the Island, 
loading is by floating cranes; when at berth - ship's derricks are used. 
Loading is by use of ship's soft manila strops, 6 cm. in diameter 
and 12 metres total length. 
A test label should be attached to every strop. 
MEDICAL: Medical assistance is free, hospital facilities available - 
all arrangements made by “Inflot”’. 
DENSITY: Fresh water. 
FRESH WATER: May be taken from the river. 
FUEL: Available. 
WATCHMEN: Ship's crew to provide watchmen services. 
HATCHES: Mechanical hatches operated by crew, otherwise 
handled by stevedores. 
IDENTIFICATION CARDS: Required for crewmen going ashore. 
CUSTOMS ALLOWANCES: Only reasonable quantities for 
personal consumption may be taken ashore. 
REPATRIATION: No facilities. 
AIRPORT: Situated 1-5 km. away, one daily flight to Krasnogarsk. 
TIME: GMT plus 7 hours. 
HOLIDAYS: No official holidays are observed during the naviga- 
tion season. 
POLICE/AMBULANCE/FIRE: Police, tel. 0-02; Ambulance, tel. 
0-04; Fire, tel. 0-01. 
TELEPHONES: Telephones cannot be connected on board vessel. 
SHORE LEAVE: Permitted during 06.00-24.00 subject to police 
control. 
GENERAL: It is forbidden for crew to swim in the harbour. 
AUTHORITY: Port Office, 47 Gorky Street, Igarka. Tel. 4-10. 
Cables: Morport, Igarka. 


AGENT: “Inflot’. Cables: “Inflot” Igarka. 


ILICHEVSK: 46.19 N. 30.40 E. (See Plan) 


GENERAL: The port of Ilichevsk is situated on the North-western 
coast of Black Sea, on the right bank of the Sukhoi Liman, about 
15 miles to the South-west from Odessa City. 

The Sukhoi Liman is divided by dams into three parts called 
Basin No. 1, Basin No. 2 and Basin No. 3. 

A part of Basin No. 1 bounded by the leading line of the Port of 
llichevsk leading lights, thence by the South-western coast of the 
Liman, thence by the Southern Sand Headland, is called the Inner 
Roads. 

The berths for large sea-going vessels are along the Western 
side of the Southern Sand Headland, thence along Southern and 
South-western sides of Basin No. 1. 

The berths of the Western side of Basin No. 1 are used by fishing 
trawlers. 

Navigation at the port is year round. Ice usually begins to form in 
the second half of December and finally disappears in February. 
Ice-breaker assistance is required in severe winters for about a 30 
day period. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Master shall give agent preliminary 
information not less tha 96 hours prior arrival stating: Vessel’s 
name and E.T.A., type and quantity cargo on board (or required), 
draft, length and beam, number and weight of each heavy lift and 
where stowed (if any), number of passengers, service required, In 
case of delay, Master shall advise agent accordingly. Approaching 
port communication can be established by radio-telephone on 
international frequencies. Vessels which have entered inner roads 
are prohibited to broadcast except in emergency. Call sign of port 
Radio Station UEH-2. Inwards and outwards pilotage of all foreign 
vessels is compulsory. Pilot and Boarding Officials embark or 
disembark in outer roads near Pilot Buoy. Position of embarkation 
or disembarkation may be changed as agreed upon with Master 
when weather conditions unfavourable. Embarkation and disembarka- 
tion of Pilot and Boarding Officials shall be effected in compliance 
with Regulation 17 Chapter V of “International Convention for Safety 
of Life at Sea" 1960. Position of Pilot buoy 46° 18’ N.; 30° 45’ E. 
APPROACHES: The approach channel leads from seaward into 
Basin No. 1. Depths in mid-channel are 12:2 m. Strong Easterly and 
Southerly winds may cause heavy surge in the channel influencing a 
vessel's manoeuvrability. 

ANCHORAGES: When vessel not boarded by Pilot immediately on 
arrival it shall anchor in anchorage area specially designated in 
outer roads south of Pilot buoy and await boarding of officials or 
Pilot. The leading entrance line extending from Harbour gates to 
Pilot buoy and further seawards, marks northern limit of anchorage 
area. No vessel shall anchor north of or on this line. 

A good anchorage can be obtained in the outer roads situated at 
a distance of 2 miles off the coast between the parallels of 46° 17’ N. 
and 46° 21’ N. The outer roads are open to all winds blowing from 
N.E. via S. up to N.W. 

The anchorage (on charts marked as No. 24) is situated about 
1:2 mile to the South-east of the port entrance. It is bounded by the 


following points: 
46° 18° 12” N. 30° 41’ 36” E. 
46° 17’ 12” N. 30° 41’ 00” E. 
46° 17’ 12” N. 30° 42’ 10” E. 
46° 17° 48” N. 30° 42’ 48” E. 
The holding ground is grey mud and clay. 
RESTRICTIONS: Vessels entering Channel shall make way for 
vessels leaving. Passage in and out governed by shore Signal Station 
located on Port Radar Building. If no signals exhibited on signal 
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mast, both in and out simultaneous navigation is permitted % 
of vessel shall not exceed 5 knots except for emergency Cty 
improve manoeuvrability. Vessels prohibited anchor in Cha 
except in emergency when necessary prevent immediate 
drifting aground, or engine or rudder damage, or other in 
reasons. Such cases shall be immediately reported to Hey 
Master. 
MAX. SIZE: The maximum permitted draft is 11 m. length 9% 

Vessels drawing over 11 m. must obtain the Harbour Mag 
permit for entry to the port. 
HEALTH: Foreign vessels granted free pratique when be 
alongside and all arrival formalities accomplished by the b 
Officials, irrespective whether day or night. If berthing delayed,» 
certain circumstances vessel may be granted free pratique a 
where anchored. Event suspected disease Master shall inform 
by radio. When arriving from another Soviet Black Sea Port) 
pratique automatic. 
RADIO: Channel 16 (156, 80 m.c/s.) for radio-telephone Use 
calling only, with subsequent switch to any other Channg 
information addressed to ship's Agent, Cable address % 
llichevsk", Telex No. 232448. Port Radio UEH.2. 

Radio contact can be established through the port radio s 
“Ilichevsk Radio" operating 24 hours daily on the following, 
quencies: 


Type of 

trans- 
Call sign Working Calling mission } 
UEH-2 500 kc/s 500 kc/s Al 4 
“Buran-13" 156:80 mc/s 156-80 mc/s F3 
llichevsk-Radio 2535 kc/s 2535 kc/s A3 + 


(main port control) 

The port radar station gives all possible information to all yy 
navigating in restricted visibility and in the absence of fig 
marks, from the point of a Pilot's embarkation up to the port, 

Radar navigation is controlled by a Pilot. 

A signal postis situated at the Northern side of the entrancey 
port. 

TUGS: Normally join vessel when approaching mooring & 
Ship's lines used. 

BERTHING: Quays with depths alongside of up to 115", 
equipped to handle oil, general, bulk and other cargoes. They 
mechanised warehouses and open concrete floor sheds. 

Electric cranes of up to 41 tons capacity are operated on them 
and by the warehouses. There are floating cranes with lifting cay 
of up to 100 tons, other cargo-handling equipment and intr 
transport means. 

Opening and closing of mechanised hatches is always dow 
the ship's crew. 

TIDE: The range of the water level caused by strong winds 
reach 2 m. The rise of the water level is due to Northerly winds 
the fall of the water level - to Southerly winds. 

The changes of the water level caused by variation in atmosp 
pressure (‘‘Seish" phenomena) and are observed periodically.) 
phenomena can last from a few minutes up to several days at 
range of the water level may reach 0-6 m. 

STEVEDORES: No particular ETA advices required. 
RADAR: Port Radar Station gives all possible technical inforné 
to any vessel navigating within Station's broadcast zone, if requet 
Navigation in channel controlled by Port Radar Station. Comm 
cation between Station and vessels established by radio-telest 
on international frequencies. 

MEDICAL: Medical assistance rendered immediately whet 
quested. Hospital facilities available. Particular inoculation 
quired prescribed by International Sanitary Regulations. 
DENSITY: Average density 1.010. 

FRESH WATER: Available. Delivered from berth or applie® 
FUEL: Following grades available: (a) Fuel Oil Redwood vist 
at 50°C 1250-1500. (b) Marine Fuel Oil Redwood, viscosity a! 
187-360. Diesel Oil Redwood, viscosity at 20°C 32-47. Orden 
bunkers preferably 3 days prior arrival in port. 
DEVELOPMENTS: Presently port only partially constw 
Work of further development being carried out. 
GANGWAY DECK WATCHMEN: Watch carried out by of 
OPENING/CLOSING HATCHES: By crew. 
CUSTOMS ALLOWANCES: No restrictions. Free use ont# 
CARGO GEAR: No additional requirements. Cargo work u# 
carried out by means of shore cranes. 

IDENTIFICATION CARDS: Required. 

CONSULS: None. 

REPAIRS: Good facilities. All kinds of repairs for vessels o!# 
60,000 dwt. can be carried out. 

DRY DOCKS: Docking arrangements settled with Blacl ! 
Steamship Co. of Odessa, Lastochkina 1 Street. A floating # 
250 metres length, 18 metres depth. There is a new floating # 
with a lifting capacity of 15,000 tons. 

AIRPORT: The distance from Odessa Airport about 30 km. 
TIME: GMT plus 3 hours. 

HOLIDAYS: Official Holidays are Sundays and following Cale 
dates: January 1st, March 8th, May 1st, 2nd, 9th, November 7th 
December 5th. 

POLICE-AMBULANCE-FIRE: All mentioned services ® 
obtained through agent. 

TELEPHONES: Can be placed on board. 

GENERAL: Shipowners recommended deposit funds for dist? 
ments prior to arrival. All bank operations carried out by Vn 
bank of Moscow. 


£S: Shipchandler's supplies, Technical equipment sup- 
aa Car Hire. 
HORE-LEAVE : Permitted. 

yS: Vessels berthed at specialised berths depending upon 
He slays if berths occupied. Normally no delays in bunkering. 
ORITY : Odessa-18, Management of the Ilyichevsk Merchant 
gaa Port, USSR. Cables: “Morport llichevsk. Tel. 6-99-36-05; 6-99- 


GENT: The Port of Ilichevsk Maritime Agency “Inflot". Postal 
y ss: The Port of llichesvk, Odessa-18, Ukrainian S.S.R., U.S.S.R. 
Cables “Inflot llichevsk". Tel. 6-99-36-58 ; 6-99-36-61. Telex 448. 


MAIL: 45.20 N. 28.51 E. (See Plan) 


NERAL: A sea and river port, Izmail is situated on the left bank 
gthe Kiliiskoe Ghirlo (Kilia Mouth) of the Danube river, between 
the 92nd and 94th km. 

Navigation in the port lasts about 317 days per year. The Danube 
jer usually becomes frozen over at the end of December or early 
january. In the less severe winters navigation can be effected with 
ce-breaker assistance. vite ' 
pOoCcUMENTS: Refer to beginning of U.S.S.R. section. 
pILOTAGE: Compulsory. Pilot should be ordered through “Inflot” 
sefore leaving the port of Sulina giving vessels ETA at Izmail. Altera- 
fons in ETA whilst vessel is navigating the Sulinsky channel should 
seadvised to “Inflot"’. Also refer to Sulina, Romania. 

Navigation in the Kilia Mouth up to the port of Zhdanov is allowed 
witha port of Izmail Pilot on board, who should be ordered through 
infot Agency after leaving the port of Sulina. ETA at the Chatal of 
mail should be stated in the message. Masters should keep the 
dort of zmail Harbour Master informed of all delays in the Sulina 
Channel and, if necessary, advise alterations in ETA at the Chatal 

Izmail. 

INCHORAGE: Vessels can obtain anchorage in the roads situated 
inthe area between 91-4 km. and 92 km. Depths in the roads from 
5m-i5 m., the holding ground is soft mud. 

RESTRICTIONS: Izmail port is situated on the left bank of the 
K\achannel, channel depths are 10-20 metres. Reni portis situated 
othe left bank of the Danube, channel depths are 10-20 metres. 
\ce-breakers assistance is available during periods when the Danube 
is rozen. Draft and length of the vessel entering the port of Izmail 
should be the same as of vessels navigating through the Sulina 
Channel. 

HEALTH: International code quarantine signals are to be shown 
on arrival and free pratique is given by the quarantine doctor who 
wil board the vessel to examine Master's Health Declaration. 
RADIO: Vessels can establish radio contact via the port radio 
station Izmail Radio operating 24 hours per day on the following 
frequencies: 


Type of 
trans- 
Call sign Working Calling mission Time 
WJ0-3 472 468 Al HX 
WJ0-5 1296 12552 
8586 8361 
4357 4186 


“tzmail” (Port) 156-6 mc/s 156-8 mc/s F3 HX 
TUGS: Vessels normally berth and unberth without tug assistance. 
Atug can be made available if particularly requested. 

BERTHING: Vessels drawing up to 8:25 m. can enter the port and 
moor at berths with same depths alongside. 

Quays are equipped to handle general and bulk cargoes, metals, 
chemicals, timber and passenger shipping. 

There are enclosed warehouses, open concrete floor sheds and a 
grain elevator, 

Simultaneous berthing and shifting berth of two or more vessels 
tt neighbouring berths is not allowed. On the quays there are 
Hectic cranes of up to 15 tons capacity. There are floating grain 
evators, floating cranes with lifting capacity of 15 tons and other 
ta'go handling equipment and machinery. 

According to the customs of the port opening and closing of 
‘itches is usually by ship's crew but it can also be done by steve- 
ores for vessel's account. 

FRESH WATER: Available in unlimited quantity. 
EL: Heavy fuel oil available. 
GAT CHMEN : Gangway watchmen compulsory, carried out by 
W. 
HATCHES: Normally opened and closed by ship's crew. Steve- 
rin can perform this work at special request. 
fUSTOMS ALLOWANCES: No restrictions on crew consump- 
ao and alcohol on board. It is prohibited to take these 
Ore. 

RINTIFICATION CARDS: Required for crewmen going ashore. 
te AIRS: Hull and machine repairs can be effected. 
LRATRIATION : Can be arranged. 
T ORT: Regular connections with internal services. 
Toe GMT plus 3 hours all the year round. 
vad 2 Changes of water level in the river are due to effects of the 
hai and seasonal increase and decrease of the amount of water 
hy ght down from the land in Winter; rise of water level is due to the 

piling up, 
ane tise of water level is in April, May and June, usually 

. by Easterly winds. The least water level is observed in August 
WOuDe and October, due to Westerly winds. 

AYS: New Year's Day (1st January), National Women's 


U.S.S.R. 


Day (8th March); Workers’ Day (1st and 2nd May);.Victory Day 
(9th May); Anniversary of October Revolution (7th and 8th Novem- 
ber); Soviet Constitution Day (5th December). 
POLICE/FIRE/AMBULANCE: Izmail - Police, tel. 316; Fire, tel. 
524; Ambulance, tel. 600. Reni — Police, tel. 205; Fire, tel. 210; Ambu- 
lance, tel. 203. 

SHORE LEAVE: Allowed up to midnight. 

AUTHORITY: The Port of Izmail Authority. Postal address: 
1 Parakhodnaya Street, Izmail, U.S.S.R. Cables ‘Morport Izmail". 
Tel. 9-04-06, 4-71. 


AGENT: The port of Izmail Shipping Agency “Inflot’. Postal 
address: 14 Port Street, Izmail, U.S.S.R. Cables “Inflot Izmail". 
Tel. 9-01-81, 9-05-29. 


KHERSON: 46.37 N. 32.37 E. (See Plan) 


GENERAL: The sea and river commercial port of Kherson is situ- 
ated on the right bank of the Dnieper river and on the left bank of the 
Koshevaya river. 

The port is open for navigation all the year round but in severe 
winters ice-breaker assistance is required. 

Ice at the estuary of the Dnieper finally disappears in the first 
half of March. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
APPROACHES: The port is accessible for sea-going vessels. 
The approaching channel is very well marked by navigational marks; 
therefore, there are no difficulties in navigating a vessel along it 
when entering or leaving the port. 

PILOTAGE: Compulsory. Navigational range marks, leading marks 
of Stanislov, Adjigolsky beacons, Verbchansky and Maliy Kasperov- 
sky leading light buoys, and spar buoys. Master advises Port Control- 
ler and Inflot Agency ETA minimum of 96 hours prior notice. 

Masters of vessels proceeding to the port of Kherson must advise 
ETA to the Harbour Master and Inflot Agency at the Port of Odessa 
24 hours prior to arrival at the Vorontsov lighthouse. More precise 
time should be given 6 hours before approaching the lighthouse. 

After having embarked a Pilot at the Vorontsov lighthouse, vessels 
proceed farther to the port of Kherson. Upon passing the Port of 
Odessa, Master should advise ETA to the local Inflot Agency at the 
port of Kherson. 

ANCHORAGES: A part of the Dneiper river from the Northern 
border of the town of Kherson, nearly up to the Maly Potemkin Island, 
is considered as the Port of Kherson Roads. 

Anchorages are situated in the following places: (a) in the Dnieper 
river between leading lines No. 6 and No. 7 (broad reach); (6) at the 
estuary (Liman) of the Dnieper river, 2 miles South-westward off the 
Stanislav Point. 

The roadstead for foreign vessels is situated between the beam 
line of creek No. 2 (46° 38’ N., 32° 38’ E.) and the upper leading marks 
line, marking the place where a submarine cable is laid 6-5 cables 
S.W. of the creek. 

RESTRICTIONS: The permitted draft for passing through the 
channel is 25 ft. (7-62 m.) but it may vary depending on weather 
conditions. 

In the summer the channel is open for navigation 24 hours a day. 

Speed of vessels having draft over 5 m. should not exceed 10 
knots whilst navigating through the channel. 

There are no length restrictions for vessels entering the port. 

Navigation through the channel in restricted visibility is strictly 
prohibited. 

HEALTH: No automatic pratique. 
RADIO: Ship-shore radio link can be established through the 
port radio station operating 24 hours on the following frequencies: 


Type of 

trans- 
Call sign Working Calling mission Time 
UHZ 500 kc/s 500 kc/s Al H24 
“Kherson Radio” 2182 kc/s 2182 kc/s A3 H24 
“Glazur” (Port 156:80 mc/s 156-80 mc/s F3 H24 


Control) 

A signal mast is located on the roof of the sea and riverside 
passenger terminal. 

BERTHING: Nine berths, depths up to 8 m. 40 cm. 

Mooring is effected with port Pilot assistance. Number of tugs 
required for mooring is determined by Pilot with Master's consent. 

Cranes of up to 10 tons capacity are operated on the quays and by 
the warehouses. There are floating cranes with lifting capacity of 
up to 27 tons and other cargo handling equipment, intra-port trans- 
port included. 

Berths of the port, with depths of up to 8-40 m. alongside are equip- 
ped to handle general and bulk cargoes (ore, chemicals, building 
materials), metals, grain, timber, cotton, cement, food products, 
etc., as well as passenger traffic. There are enclosed warehouses, 
a grain elevator and open concrete floor sheds. 

Opening and closing of hatches is usually done by the ship's crew. 
It may also be done by port workers for vessels account. 

TIDE: Changes in the water level observed in the port are due to the 
effects of the wind and variation in atmospheric pressure. The maxi- 
mum range of the water level caused by winds may reach 2 m. 

The changes of the water level due to variation in atmospheric 
pressure (“‘Seish" effect) are observed at times. They may last from 
a few minutes up to several days and may reach 0:58 m. 
MEDICAL: Hospital facilities available. 

FRESH WATER: Available. 
FUEL: Fuel oil, diesel oil of certain viscosities, also coal. 
OPENING/CLOSING HATCHES: By shore workmen. 


677 


Ls 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


REPAIRS: Only minor repairs can be carried out. There are no dry 
docks in the port. 

TIME: GMT plus 3 hours. 

AUTHORITY : U! Ushakova, 4 Kherson, Ukrainian S.S.R., U.S.S.R. 
Tel. 291402. Telegraphic address, Morflot Kherson. 


AGENT: The Port of Kherson Maritime Agency “Inflot". Postal 
address: The Sea Passenger Terminal, Port of Kherson, U.S.S.R. 
Cables “Inflot Kherson”. Telex 132. 


KHOLMSK: 47.03 N. 142.03 E. (See Plan) 


GENERAL: The seaport of Kholmsk is situated on the Western 
coast of Sakhalin Island, in the Tartarsky Strait of the Japan Sea 
and at the head of the Gulf of Nevelskoy. 

The port is cpen for navigation all the year round. The port is 
frozen over in January. Ice finally disappears in the middle of March. 
The formation of fast ice along the coast is usually of small account. 
At times drift ice appears from the North. The action of the wind and 
sea sometimes packs pieces of drift ice into large hammocks along 
the shore. 

Despite the fact that the port harbours are surrounded by moles, 
the port area is subject to effects of the wind and waves between 
October and March in particular. During this period a strong variable 
current with surge (““Tyagun”) or heavy waves occur in the port. Due 
to this reason vessels are recommended to use manila ropes for 
mooring berths. 

When Westerly or North-westerly winds begin to blow, vessels 
are recommended to leave the port for sea. 

The outer roads of the port are bounded by an arc of 7 cables 
length radius, the centre of which is marked with a light located on 
the Southern mole of the Commercial Harbour. 

The port is divided into three parts: The Kovsh, The Commercial 
and Fishing Harbours. The Commerical Harbour is situated in the 
centre of the port area. Itis protected by the Southern and Northern 
moles. The entrance to the Harbour 150 m. wide, is situated between 
these two moles. Due to shoal water along the coast, there is not 
much space for vessels manoeuvrability in the Commercial Harbour. 
Cargo berths are situated in a basin of the Southern part of the 
Harbour, 

The port of Kolmsk, due toits position, size and weather conditions 
in the area, cannot be used as a shelter port. 

The Commercial Harbour is not protected at all from heavy swells 
caused by strong Westerly and North-westerly winds blowing more 
often in the period between October and March. Therefore, vessels 
are recommended to leave the port for sea after having received a 
storm warning about a gale coming from Westerly or North-westerly 
directions. 

All vessels proceeding to the port of Kholmskin the Autumn and/ 
or Winter must have available on board a sufficiency of fuel, fresh 
water, provisions and safe manila ropes, be seaworthy in all respects, 
thus ensuring vessel's safety during a possible stay in the open sea 
roadstead. 

In case there are no vacant berths in the port, vessels are not 
allowed to enter the harbour without prior permission. 

it is also prohibited to enter the harbour after a storm warning 
has been received by vessel despite the fact that there are vacant 
berths in the port. 

PILOTAGE: Pilot meets a vessel in the outer roads. In the event of 
bad weather, when Pilot is unable to come on board, vessel should 
follow in the wake of pilot boat. 

ANCHORAGES: There are no anchorages protected from the 
wind in the Gulf of Nevelskoy. 

During off-shore winds vessels may anchor in the outer roads 
situated opposite the port entrance. The outer roads are open to 
Westerly winds; depths are from 16 m.-40 m. The bottom is sand and 
mud, 

Masters should bear in mind that during the period of navigation 
fish nets are usually laid in the outer roads. The seaward side of the 
border of the fish nets, situated about 8 cables length off-shore, is 
usually marked by wooden buoys with flagstaffs. 

Anchorage in the outer roads may also be obtained at 4-6 cables 
length off shore. Depths are from 18 m. to 20 m. Holding ground sand 
and stone. 

A vessel should proceed to the anchorage along the leading line 
of the port of Kholmsk leading lights. At a distance of half a mile 
off the port entrance, a vessel should steer off the leading line at 2-3 
cables length and then cast anchor. 

The holding ground is better in the Southern part of the outer 
roads than in the Northern part. 

When at anchor, a vessel may not approach the leading line closer 
than 1-5 cables length. 

RESTRICTIONS: Vessels may enter the port at any time of day 
or night. 

MAX. SIZE: The maximum permissible draft for the entry to the 
port is 6 m. length - 100 m. Since depths in the channel may vary at 
times, the Port Authorities shall undertake to advise the Masters of 
incoming vessels accordingly. 

RADIO: Ship-shore radio link can be established through the port 
radio-station Kholmsk Radio operating 24 hours a day on the follow- 
ing frequencies: 
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Type of 

: trans. 
Call sign Working Calling mission }, 
UFO 500 500 Ai 
UFO 522 480 Ai 
UQB 8675 8370 Ain 
UQB 3605 4186 Ai a 
Kholmsk Radio 4361-6 ee A3A 8 
Kholmsk Radio — 4066-1 A3 i 
Reclama (Port 2182 2182 AS 
Control) J 

161-90 mc/s 156-80 mc/s F3 


The port signal station is situated at the Southern mole 
There is also a radar station in the port. 
BERTHING: Berths with depths from 2 m. up to 6-5 m, alongs, 
are equipped to handle general and bulk cargoes, metals ting 
nna BPcuc, etc., as he hme passenger traffic. , 

umber of tugs required for assistance is usually agre 

Pilot and Master. ; 7 ne 
: Cranes of up to 41 tons capacity are operated on the quays. Ty 
is also other cargo-handling equipment and intra-port trang 
facilities. There are enclosed warehouses and open concrete & 
sheds. 
FUEL: Not available. 
FRESH WATER: Available. 
REPAIRS: Only minor repairs can be carried out. There are no) 
docks in the port. : 
TIDE: Changes in the water level are of small account and; 
usually caused by tides. The tide is diurnal with one high wate; 
one low water a day. The time difference between high and low wa 
is irregular, The range of the tide is very small, reaching only 0%, 
at mean springs. 
TIME: GMT plus 11 hours, 
AUTHORITY: The Port of Kholmsk Authority. Postal add» 
1 Katernaya Street, Port of Kholmsk, Sakhalin Region, US 
Cables ‘‘Morport Kholmsk". Tel. 3-04, 3-05. 


AGENT: The Port of Kholmsk Main Maritime Agency “ing 
6 Morskaya Street, Port of Kholmsk, Sakhalin, U.S.S.R. Cy 
“Inflot Kholmsk". Tel. 22-86; 34-92. 


KLAIPEDA: 55.43 N. 21.07 E. (See Plan) 


GENERAL: A Baltic seaport, Klaipeda is situated in a narrows 
called the Morskoi Canal, which connects the Kursky Gulf witht 
Baltic Sea. 

The port of Klaipeda comprises the Morskoi (Sea) Canal cons 
ing of three harbours; The Zimnyaya (Winter), The Novaya (le 
and the Zavodskaya (Industrial), then the Boat Basin, the Fist 
Port and the Danghe river quays situated down the auto-bridge 

The Southern half of the port water area a part of the Danghes 
up to the mouth, and the Kursky Gulf become frozen over e 
winter for quite a long time. Part of the port situated to the Nom 
the Danghe river mouth very seldom gets frozen over, bul! 
entrance to the Morskoi Canal may be packed by the drift ice int 
course of a few days. 

The port is open for navigation all the year round but in the we 
time ice will be managed with ice-strengthened tugs’ assistance 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
APPROACHES: The width of the approaching channel to then 
is about 80 m. and depth 8-4 m. Depths of the channel at a dist 
of 400-600 metres from the entrance to the Sea Canal are subjet 
changes due to lots of sand and mud brought down from the Kut 
Gulf by the spring floods, in particular. The entrance to the Sea Ce 
is protected by the Northern and Southern moles. 

The length of the fairway of the Sea Canal from the entrancew! 
the Secluma-Kyaules—Nugara shoal at the entrance to the Kut 
Gulf is 4 miles, width varies from 180 m. to 300 m. and the de 
are from 6 m. to 9 m. at the mean water level. 

The permissible drafts for vessels navigating along the Sea@# 
are as follows: Up to7 m. from the canal entrance up to the Zima 
(Winter) harbour. 

Harbour: up to 6 m. from the Winter Harbour; up to the Fis® 
Port; from the Fishing Port up to the Timber. 

Harbour - not more than 4 m. 

PILOTAGE: Report 96 hours, then 24 hours prior arrival by @ 
giving ETA, name vessel, fresh water draft. Pilot compulsory int 
outward and shifting. Pilot meets vessel at buoy No. 1 unless® 
force above 5 Beaufort or fog. In such cases pilot station insi® 
Master by radio-telephone and fixes meeting with Pilot. 

Pilot station is situated at the entrance to the Zimnyaya (W@ 
Harbour. 

ANCHORAGE: A good anchorage can be obtained in the # 
roads at receiving light buoy No, 1 (55° 44’ N., 21° 00’ E.). 

The outer roads are situated at a distance of 2 miles to WA! 
from the entrance to the Morskoi (Sea) Canal. Depth are from !? 
23 m. 

The holding ground is sand and clay. Anchorage in the @ 
roads is not safe during heavy seas caused by Westerly winds. 
ENTRY RESTRICTIONS: Day and night entrance. Mau™ 
permissible draft 8 m. Anchorage at inner roads limited to 
under 100 m. length. 

MAX. SIZE: Length and breadth unlimited. Maximum permis 
draft for all vessels entering the port, 8 m.; and for tankers !oa' 
installations outside main port area, 9 m. 

BERTHING: No specific requirements. Vessels allocated oe 


i 
" 
. 


kind of cargo to be loaded/discharged and their turn. 


ms of the port with depths alongside of up to 9:75 m. are 


s : 
The eg handle general, bulk and liquid cargoes as well as 
wesengel shipping. There are enclosed warehouses and concrete 


electric cranes of up to 45 tons capacity are operated along 

av and by warehouses. There are also other cargo handling 
“a including a coal loading installation. 

‘wll 10: Vessels can establish radio contact through the port radio 

vation Klaipeda Radio operating 24 hours per day on the following 


sequencies: 


Type of 
trans- 
y)/ sign Working Calling mission Time 
ee 500 500 Al H24 
er 455 454 Ai H24 
4343 4183 Al HX 
6475 6275:25 Al HX 
8701 8370 Al HX 
12703 12552 Al HX 
da Radio 2181 2182 A3 H24 
sepetcher (Port 156-45 mc/s 15680 mc/s F3 H24 
trol 
= Plot watch) 161-90 mc/s 156:80 mc/s F3 H24 
\eftegavan (Oil 15665 mc/s  156:80 mc/s F3 H24 
Harbour Port 
ntrol) 
aon Radio 161:95 mc/s 156-80 mc/s F3 H24 


PR)* 

, Central Port Radio Station. 

Vessels’ traffic in the roads and harbours is controlled by the 
signals exhibited at the signal stations situated at the entrances to 
the port and New Harbour. : 

Storm signals are shown at the same stations and also at the 
fishing Port signal station. } 

TUGS: Ordered by Pilot if necessary. Mooring and unmooring of 
age sea-going vessels can be effected with tugs’ assistance only. 
Number of tugs to be ordered depends on the weather conditions 
and can be agreed upon between Master and Pilot. Master should 
oder tugs by radio well in advance. 

STEVEDORES: Report 48 hours, then 12 hours prior arrival giving 
fTA, and 72 hours then 12 hours prior arrival advising perishable 
goods, characteristics of vessel, gross capacity, number and 
measurement of hatches, tween-decks, shelter-decks, description 
wd quantity of cargo, stowage plan, heavy lifts, pieces of above 3 
fons each especially indicated. Day and night loading/discharging 
operation, Sundays and holidays included. 

MEDICAL: Master to advise by radio prior arrival if medical atten- 
dance required onboard. 

TANKERS: Three berths. Maximum draft 9 m. Shore facilities for 
tischarge of ballast. 

FRESH WATER: Most berths supply by shore installations, other- 
wise barge. Quantities under 15 tons from barge charged as 15 tons. 
FUEL: Deliveries only by bunker barge. 

WATCHMEN: Compulsory for gangway checking. Guard net and 
ife buoy required. 

OPENING/CLOSING HATCHES: Normally by crew. Possible by 
shore workers. 

CONSULS: No Consuls at Klaipeda. 

REPATRIATION: No facilities for crew changes. Arranging any 
pwnd repatriation at Captain's request effected by Immigration 
uthorities. 

AIRPORT: At Palanga (25 km. from Klaipeda), served by regular 
‘ines: Palanga-Moscow, Palanga-Leningrad, Palanga-Riga. Airport 
Klaipeda - some regular flights per day: Klaipeda-Vilnius, Klai- 
peda-Kaunas, Klaipeda—Kaliningrad. 

RLICE/AMBULANCE/FIRE: Tel. Police, 02; Ambulance, 03; 

re, O1. 

GENERAL: In case of stormy weather or dense fog vessels are lying 
Outer Roads until entering permitted by Harbour Master. In such 
tases vessels lying alongside berth to be shifted to Inner Road. 
CERTIFICATES: All ship certificates required on every call. 
CUSTOMS ALLOWANCES: Cigarettes and wine/spirits on board 
imited by personal requirements; take ashore maximum 2 packets 
“garettes, no wine/spirits. 
REPAIRS: Urgent repairs possible. Pre-advise 2 days. Dry dock 
550. Ordered only on special agreement with Lithauen Steamship 
oo” All kinds of repairs for vessels of 10,000 dwt. can be 
ed. 
TIME: Moscow time, GMT plus 3 hours. 

E: There are periodical alterations in the water level, chiefly 
eto the effects of the wind. In general, strong Westerly, Northerly, 
Orh-westerly and sometimes South-westerly winds raise the 
"ater and Southerly and Easterly winds lower it. 

The water level usually begins to rise suddenly. It rises very quickly 
“lasts for a very short period of time. The maximum difference 
tetween high and lowlevel is usually observed in Autumn and Winter. 

Ometimes the changes in the water level can be caused by the 
Te werable variation in atmospheric pressure (“‘Seish" effect). 

LEPHONES : May be arranged on board. 

ORE LEAVE: Crew members allowed ashore with shore-pass 

nable from Immigration Authorities. 

UTHORITY : The Port of Klaipeda Authority, 18 Plachioi Street, 
pe U.S.S.R. Cables “Morport Klaipeda”. Tel. 6-22-18; 6-45-94. 
MENTS: “Inflot’ Agency. Address: Klaipeda, ul. Platchioy 18. 

642-70, 6-32-36. Cables: Inflot, Klaipeda. Telex: 179. 
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LENINGRAD: 59.54 N. 30.15 E. (See Plan) 


GENERAL: A Baltic Sea port, Leningrad is situated on the islands 
of the Neva Delta, at the head of the Nevskaya Guba (Neva Bay), 
in the Eastern extremity of the Gulf of Finland. Year-round navigation 
is possible with ice-breaker assistance from the end of November 
until about 20th April. Ice first begins to form in the middle of 
November, when usual winter frosts come, and in January (time 
ares with the season) all the area becomes completely covered with 
ast ice. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
APPROACHES: The Kronstadt Korabelny Farvater (Kronstadt 
Ship's Channel) which is about 12 miles in length, extends from 
the port of Leningrad Entrance light buoy to the Leningrad Morskoi 
Canal, which is about 15 miles in length, and leads to the entrance 
of the sea commercial port of Leningrad. The least bottom width 
of about 80 m. is in the part of the Canal which is protected by two 
dams (moles). 

PILOTAGE: Compulsory, ship shall inform Agent before approach- 
ing Leningrad entrance buoy, 60° 02’ N. 29° 26’ E. 96, 48 and 24 hours 
prior arrival. VHF with pilot boat, Channel 16, call signal “pilot 
Leninets"; if bad weather pilot boat leads ships to Kronstadt road 
where Pilot comes aboard. 

ANCHORAGE: Vessels approaching the port from seaward 
should take anchorage off the port of Leningrad Entrance light 
buoy. The depths in the roads are between 20 -25 m. and the holding 
ground is mud and sand. 

RESTRICTIONS: No restrictions night entry, no tide in Leningrad. 
Vessels with drafts from 9-5 m. to 9-8 m. must be towed into the 
harbour with main engines stopped. 

All vessels navigating within the port must keep strictly to the 
following regulations: 

(a) Vessel'’s speed should not exceed 10 knots when navigating 
in the Kronstadt Korabelny Farvater and in the open part of the 
Leningrad Morskoi Canal (from the entrance up to the moles). 

(b) When navigating in the channel between the moles of the 
Leningrad Morskoi Canal as well as in the Bolshaya Neva river from 
the Neva Gates up to Lieutenant Schmidt bridge and also in the 
Ekateringofka river, vessels speed should not exceed 6 knots. 

(c) In the inner roads and in the port harbours, Masters should 
navigate with a speed ensuring the safety of vessel but never exceed- 
ing 6 knots. 

MAX. SIZE: Draft restriction 9-8 metres. The maximum permissible 
draft is 9 m. at mean water level. No restrictions as to the length of a 
vessel, 

HEALTH: Master of vessel coming from foreign port shall report 
every sick passenger or crewman; Health Authorities board together 
with Customs and Immigration and if find all in order grant free 
pratique. Each vessel shall produce Deratisation Certificate and 
Sanitary Patent. 

RADIO: Cable Agent “Inflot’’ ETA, draft and other data, informa- 
tion required via Leningrad Radio Station. All vessels when approach- 
the port of Leningrad should establish radio contact via the coastal 
Leningrad Radio station operating 24 hours a day on the following 
frequencies: 


Type of 
trans- 
Call sign Working Calling mission Time 
UDB 500 500 Al H24 
484 480 
URD 6,354 6,273 Al H24 
8,687°6 8,365 
12,693 12,546 
URD 2,182 2,182 
LNG-Radio 8,767-2 _ A3 H24 
LNG-Radio — 8,236°4 A38A HX 
LNG-Radio (Port 160:95 mc/s 156-8 mc/s F3 H24 
Control via CPR*) 
LNG-Port (pilots 156°45 mc/s 156-45 mc/s F3 H24 
watch) 156:70 mc/s 
Leninets (pilot 156-8 mc/s 156-8 mc/s F3 H24 
vessel) 
Raskat 156-45 mc/s 156-45 mc/s F3 H24 
156-65 mc/s 
161-50 mc/s 
161-80 mc/s 
Inflot (via CPR) 160:95 mc/s 158-8 mc/s F3 H24 


* CPR - Central Port Radio Station. 

Port radar station gives all possible information to any vessel 
navigating in the Kronstadt Korabelny Farvater and Leningradsky 
Morskoi Canal during restricted visibility, from the Leningrad 
entrance light buoy (lat. 60° 02’ N., long. 29° 26’ E.) up to the dams 
(moles) of the Leningrad Morskoi Canal. Navigation is usually 
controlled by a Pilot. 

Signals regulating vessels traffic in the harbour gates, called the 
Nevskie Vorota (Neva Gates), as well as signals indicating that the 
Leningrad Morskoi Canal is closed for Westward bound traffic are 
hoisted at the Commercial port signal mast situated on Kanonersky 
Island, at the Western side of the Neva Gates. Storm signals are 
shown at the same mast. 

Signals for vessels approaching the entrance to the Commercial 
port of Leningrad from seaward are hoisted at the pilot vessel. 

Traffic prohibition signals, when the pilot vessel is absent from her 
usual position may be exhibited at a vessel specially designated for 
this purpose. 

TUGS: Normally join incoming vessels at Inner Road. Ships lines 
usually used. Vessels drawing 8 m. and over must be towed when 
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proceeding in the Leningrad Morskoi Canal from the Lesnoi Mole 
Roads (Timber Mole Roads) up to the Neva Gates. 

The number of tugs a Master should order for inward and outward 

towage as well as for shifting berths in the harbour depends on 
Pilot's advice. 
BERTHING: Berths of the port, with depths alongside of up to 
11-5 m. are equipped to handle general and bulk cargoes (coal, 
ores, grain, building material), sugar, metals, timber products, etc., 
as well as passenger vessels. Enclosed single and multifloor ware- 
houses, an elevator, cold stores and concrete floor sheds are 
available in the port. 

Opening and closing of hatches is usually done by the ship’s crew, 
otherwise according to the charter party conditions. 

The port of Leningrad is equipped with modern cargo-handling 
facilities. There are floating, fixed and mobile shore cranes, an 
elevator, coal Icaders, fork lifts and other mechanical equipment. 
TIDE: No tide at Leningrad but, considerable rises of water level 
may be caused by strong Westerly winds - and falls by Easterly 
winds. Usually the changes in water level are greater during the 
Autumn and Winter months. During Autumn and Winter the range 
of level may reach 1-2 m. from the mean water level and sometimes 
even more. 

During Spring and Summeritis never morethan0:5 m. The greatest 
rises in the water level are observed in the Neva Bay. The extreme 
difference in level between the maximum rise and the minimum fall 
of these seasonal changes is about 3:5 m. At the mouth of the Neva 
river the greatest changes in the water level are caused by the 
South-westerly autumn gales. The difference in level usually reaches 
0:2 m.-0:3 m. and only sometimes up to 1 m. 

STEVEDORES: Ordered by Agent. 

RADAR: Pilot in contact with radar service. 

MEDICAL: Masters to advise Agent prior arrival if medical atten- 
dance required aboard. 

DENSITY: Fresh water in port area. 

FRESH WATER: Most berths supplied by shore installations, 
otherwise barges. 

FUEL: All grades available. 

FIRE PRECAUTIONS: No smoking allowed in port area, except 
n places specially allocated. 

WATCHMEN: Not compulsory. 

OPENING/CLOSING HATCHES: According to charter party. 
CERTIFICATES: 

Passenger Ship Safety. 

Safety Equipment. 

Safety Radiotelephony. 

Safety Radiotelegraphy. 

Exemption Certificate. 

CUSTOMS ALLOWANCES: No restrictions on board. 
IDENTIFICATION CARDS: Needed, will be given on arrival. 
CONSULS: The Consulates of Finland and German Democratic 
Republic are situated in Leningrad. 

REPAIRS: All types of repairs for vessels of up to 10,000 dwt. 
can be carried out in the port. 

DRY DOCKS: Available. 

TIME: GMT plus 3 hours, no alterations during year. 
POLICE/FIRE/AMBULANCE: Police 9692; First-Aid from Port 
503; from Town 03; Port Fire 8509, 8536, 8973; Town Fire 01. 
AUTHORITY: Port of Leningrad Authority. Postal address: 5 
Mezhevoy Canal, Leningrad, L-35, U.S.S.R. Tel. Commercial port 
99-94, 97-61 ; Timber port- 99-75. Cables ‘‘Lenmortorgport Leningrad, 
L-35". 

AGENT: “Main Maritime Agency Inflot", Post - “Inflot", Leningrad 
L-35 U.S.S.R. Tel. 164812, 169921. Telex 505. 


MESANE, (Mezen): 65.53 N. 44.07 E. 


GENERAL: A commercial seaport, Mezen is situated at a distance 
of 22 miles to the South of the mouth of the Mezen river flowing into 
the head of the Gulf of Mezen, in the White Sea. 

The port area is bounded on the North by a line connecting the 
Ryabinov and the Nerpinsky points and on the South by the parallel 
of 65° 50’ N., Northward of the town of Mezen. The anchorage at the 
Kuloi river mouth is also included at the port of Mezen area. 

Drift ice in the Gulf of Mezen appears in the first half of November. 
By the middle of February the Gulf becomes completely frozen over. 
Ice finally disappears in the first half of May. 

The portis open for navigation about 6 months of the year, starting 
from the end of May or beginning of June. 

Ice-breaker assistance cannot be effected in the outer roads in the 
event of fast ice. 

Tidal streams are observed in the Mezen river. The tide is semi- 
diurnal with two high waters and two low waters a day. 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Vessels met by pilot boat in area of pilot 
buoy (66° 12’ N., 44° 04’ E.) about 22 miles from port. No direct con- 
nection between ships and pilot station. Alternative area‘in event of 
bad weather Outer Roads of Mesane, entering direction 183°. These 
Roads used for boarding Pilot only on Pilot's option. Information to 
be in accordance with Soviet Wood Charter Party. Pilot boat 
equipped radio telephone (2182 kc/s, call name “Petchoretz Dva"), 
word ‘‘Pilot’’ painted on wheel house. Pilot boat to be given a good 
lee. 

Pilotage cannot be effected at night. 

A Pilot cannot board a vessel earlier than 2 hours before the high 
water in the Semzha river, and a vessel may be piloted into the 
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port not later than one hour before the water in the river reachs, 
high level. \ 

Pilots do not board vessels in rough water (if the wind is Over, 
6 Beaufort scale). 

In case Pilot cannot embark a vessel in the outer roads, My 
should follow in the wake of pilot boat up to Tolstic Point) 
66° 04’ N., long. 44° 05’ E.) where a Pilot will board ship. After lex, 
the port Master should disembark Pilot on to pilot boat andy 
follow it up to the outer roads of the port of Mezen. 

The pilot station is located at one cable length North-eastway, 
the Semzha light mark. 

ANCHORAGE: Depths at anchorages 5-7 metres. Anchoragey 
be obtained in the outer roads and in certain places of the 
river situated between the outer roads and the Kamenka Settlen 

The outer roads are situated at the Mezen river mouth, T a 
bounded on the South by a line connecting the Ryabinoy ands 
Maslyany Points. 

Vessels in the outer roads are subject to effects of the Nog 
westerly and North-easterly winds and heavy waves cause, 
them. The depths in the outer roads are about 7 m. The h 
ground is sand, mud and rocks. Anchorage can be obtained ing 
inner roads with depths at low water of up to 4:5 m.-5 m. (lengt; 
area is 1-5 mile and width up to 150 m.). 

The inner roads are situated opposite the Kamenka settlene 
A good anchorage can be obtained there by two vessels sin, 
taneously. The anchorage at Burnovsky point with depths f 
4-5 m.-5:5 m. can be used by two loaded vessels drawing up tod, 
RESTRICTIONS: Vessels may enter port only in daytime ony 
water. Masters have to pay full attention to Pilot's advice as rivers 
varying bends. 

MAX. SIZE :The permitted draft forthe entry to the portis annoum 
monthly by the Port Authorities. It should not exceed 3:9 m4, 
The maximum permitted length is 70 m. 

HEALTH: As for “Archangel”. 

RADIO: Besides Murmansk and Archangel, messages ma} 
routed through Mesane Radio (UZT, A1 500 kc/s, VHF Channelg 

Vessels can establish radio contact through the port radio sta 
Mezen Radio operating 24 hours a day on the following frequence 


Type of 
trans- 
Call sign Working Calling mission Tin 
UZT 500 ke/s 500 kc/s Al it 
Dispetcher (Port 160-65 mc/s 156-80 mc/s F3 soit 
Control of the cargo 
handling area) 
Port (Harbour 156-70 mc/s 156-80 mc/s Fs soi 


Master's Office) 

BERTHING: The floating dams are used as mooring berths int 
port. The depths alongside at low water are about 3-5 m. Vesw 
drawing over 3:9 m. are usually grounded while loading at low we 
(not always afloat but safe aground). 

The port of Mezen specialises in timber exports but other care 
are also handled at berths. Covered warehouses and open concs 
floor sheds are available. 

Tug assistance for mooring berths is not compulsory. Berthin) 
usually done in the day time. Tugs, if necessary are ordered} 
Master. 

Rendering of Notice of Readiness opening and closing of hatte 
are usually done in accordance with the “Soviet Wood” che 
party. 

Loading of timber is done by ship's winches. 

TIDE: The difference between high waters and low waters iss 
but the range of the tide is comparatively big. It reaches at m@ 
neaps 2:8 m. and 3-1 m. at mean springs, except for the Sezmha®™ 
area where the mean spring tide reaches 7-7 m. Everywhere in® 
Gulf of Mezen the differences in the times of high and low we 
are large and in some places they may reach 5 hours. 

Considerable changes in the water level are observed in® 
Spring. They are usually caused by the seasonal increase in® 
amount of water (due to melting snow) brought down by the rit 
REPAIRS: Only minor repairs can be effected. There are no® 
docks in the port. 

FUEL: Supplies not guaranteed. 

FRESH WATER: Fresh water can be supplied from the berths 
TIME: GMT plus 3 hours. 

AUTHORITY: The Port of Mezen Authority, Morport, Kame* 
Settlement, Mezen, Archangel region, U.S.S.R. Cables “Mom 
Mezen”. Tel. The Timber mill exchange — Port. 


AGENT: A branch of the Port of Archangel Main Maritime Age 
“Inflot" at the Port of Mezen. 

Port - “Inflot", Kamenka Settlement, Mezen, Archangel reg® 
U.S.S.R. Cables “Inflot Mezen-Kamenka". Tel. The timber 
excahnge - “Inflot”. 


MURMANSK: 69.00 N. 33.03 E. (See Plan) 


GENERAL: A Barents Commercial Seaport and Fishing P* 
Murmansk, is situated at the Eastern coast of the Southern elt™ 
shaped bend of the Gulf of Kolsky, between the Zeleny (Green) # 
Khaldeev Points. It is the last unfrozen port of the Northern # 
route. 

In very severe winters the Southern and middle elbow-shat 
bends of the Gulf get frozen over for a short period of tim 
February or March, during calm and frosty weather. In mild 
drift ice is observed. The Northern part of the Gulf never gets 


The port of Murmansk is open for navigation all the year round, 
he event of ice conditions in the Gulf of Kolsky, ice-breaker 
Msistance will be effected in compliance with the Harbour regula- 

in force. 

oy - area occupies nearly all Southern elbow-shaped bend 
ithe Gulf of Kolsky. The port of Murmansk consists of two harbours: 

Commercial and the Fishing Harbours. The Commercial Harbour 
ee vided into 4 areas: The Rudny (Ore), The Ugolny (Coal), The 
a tral, and Passenger Terminal. 
The Fishing Port extends to the South of the Passenger Terminal. 
UMENTS: Refer to beginning of U.S.S.R. section. 
pILOTAGE: Compulsory. Pilot station is situated at Tuva-Goobay 
+ Kilsky Bay, position 69° 11’ 09" N., 33° 34’ 08” E. ETA to be given 
ig Agents 96, 48, 24 and 12 hours before arrival. Pilot launch is dis- 
yished by word “'Pilot' in black letters on both sides. Pilots 
can be contacted on VHF Channel 16. Every vessel should drift 
wist waiting for Pilot since depths in the pilot station are too big 
to permit anchorage. 2 j ; 
During rough sea Pilot is not able to board a ship at the pilot 
gation area. In this event vessel should follow the Pilot boat in the 
yaie of it up to the Salny Island and embark a Pilot Southward of 
ihe Island at a place indicated by Pilot boat. 
ANCHORAGE: At the pilot station depths are too great to permit 
wchorage, but there is sufficient sea room for vessel to await Pilot 
wth engines stopped. Anchorage with depths from 20 m.-35 m. is 
situated in the Southern elbow-shaped bend of the Gulf of Kolsky, 
westward of the Kievaraksky leading line (the port outer roads). 
The holding ground is good. 

fyery vessel waiting for mooring berth should anchor Westward 
ofthe Kievaraksky leading line but not obstructing other vessels 
traffic. 
"is strictly prohibited to lie at anchor Eastward of the Kievaraksky 
ading line. If, in case of emergency, a Master has to lie at anchor 
athe prohibited area, he should immediately report the fact to the 
Harbour Master of the Commercial port of Murmansk. 
RESTRICTIONS: Vessels can enter the inner roads of the port 
atany time of day or night. 

The speed of vessels navigating within the limits of the Gulf of 
Kolsky is restricted by the following limits: 
(a) It shall not exceed 12 knots in the area bounded by the 
parallels of the Letinsky Point and the Northern side of the 
Salny Island. 

(d) It shall not exceed 10 knots in the area bounded by the parallels 
of the Northern side of the Salny Island and Pinagory Point. 
(c) It shall not exceed 6 knots in the area Southward of Pinagory 

Point. 

MAX. SIZE: Vessels up to 32 ft. maximum draft for berthing. 
HEALTH: International quarantine signals to be used on arrival 
No later than 6 hours before arrival at the inner area Master should 
radio Agents giving full details of state of health on board, and 
requesting pratique which will be given on arrival. 

RADIO: Murmansk Radio operating 24 hours on 2182 kHz. Coastal 
radio station UMN operating 24 hours on 500 and 472 kHz. Coastal 
radio station UMV operating 24 hours on 13080 kHz. 

Radio contact can be established through the port radio station 
Murmansk Radio, operating 24 hours a day on the following fre- 
quencies: 


Type of 
trans- 
Call sign Working Calling mission Time 
UMN 500 500 Al H24 
472 468 
UMV 12,730 12,555 Al H24 
UMY 6,400 6,274:5 Al HX 
8,690 8,368 
"1660 16,716 
Murmansk-Radio 2,182 2,182 A3 H24 
Murmansk-Radio 8,757-6 _ A3H HX 
— 82,236 A3 HX 
Rascat (Radar & 161-50 mc/s 156-90 mc/s F3 H24 
Pilot Service) 161-70 mc/s_ 157-10 mc/s F3 H24 
Port (CPR)* (Pilot 160-95 mc/s 156-35 mc/s F3 
Service) 161-90 mc/s_ 157:30 mc/s 
ae 161:95 mc/s 157-35 mc/s 
Inflot” (Shipping 156:70 mc/s 156-70 mc/s F3 


; Agency) 

CPR - Central Port Radio Station 

The pilot service operates through the Port" (CPR) and “Rascat” 
(CPR) - Central Port Radio Station. 

All vessels when at anchor or navigating in the Gulf of Kolsky 
Must keep constant radio watch. 

The port radar station gives all possible information to any vessel 
'avigating in the Gulf in the restricted visibility. Radar navigation is 
‘sually controlled by a Pilot on board a vessel. 

The storm and tide signals are made by the International Code of 

rnd by day and by Morse system at night from Murmansk storm 

one Station (lat. 68° 59’ N., long. 33° 03’ E.) located on the roof of 
Harbour Master's office. 

“ he signals are shown at the Western yard-arm and storm signals 
the Eastern yard-arm of the station. 

Kos e of Arrival: Every foreign vessel on approaching the Gulf of 
sly must ask for entry permission into the Gulf from the Toros 

d signal station by exhibiting her International Code Number 
Marchlight at night her call sign should be made in Morse code by 
HF; Port VHF maintains contact between Pilots and ship within 
Dour limits, and between ship and shore. Calling on Channel 16 


U.S.S.R. 


working channel will be according to instructions from shore. 
TUGS: Normally join vessel in the inner area of the port..Tug's 
lines are used. 

BERTHING: Main berths, depth alongside 32 ft. at low water. 
Average height of tide about 3-9 metres. Vessels berth port or star- 
board side alongside at Master's and Pilot's discretion. The berths 
of the Commercial Harbour with depths alongside of up to 10:5 m. 
are equipped to handle general and bulk cargoes, metals, machinery, 
chemicals, foodstuffs, etc. 

There are enclosed mechanised warehouses for apatite including 
open concrete floor sheds. 

It is prohibited to approach a berth without sounding a prolonged 
blast of the whistle. Same signal should be sounded when leaving 
an outer berth and the inner basin, as well as when passing a vessel 
lying at anchor in the outer roads. 

Berths of the port are equipped with mobile electric cranes of up 
to 40 tons capacity. There are floating cranes with lifting capacity 
of up to 90 tons, and other cargo handling equipment and intra-port 
transpori. Since loading/unloading is usually done by the port cranes, 
there are no specific requirements to vessels cargo gear. 
STEVEDORES: Arranged by Agent on basis of Masters ETA. 
Loading and unloading is carried on throughout 24 hours a day 
including holidays. 

MEDICAL: Hospital and medical facilities available. Vaccination 
can be arranged. If doctor required on board Master should inform 
Agents by radio or VHF. 

DENSITY: At the berth varies between 1006 and 1025. 

FRESH WATER: Available from most berths, otherwise supplied 
by barge. To avoid delay recommended to order before arrival. 
FUEL: All grades available. Delivered by barge. Advance notice 
required. 

DEVELOPMENTS: Reconstruction is being carried out in order 
to speed up loading of iron-ore and other cargoes. 
WATCHMEN: Not obligatory. 

HATCHES: Opening and closing of hatches is usually performed 
by ship's crew. 

CERTIFICATES: At first Russian port of call certificates of 
tonnage and those required by International Convention will be 
required for examination. 

CUSTOMS ALLOWANCES: No restrictions on crew's con- 
sumption of tobacco and alcohol on board. It is forbidden to take 
these items ashore. 

CONSULS: There is no local representation. 

REPAIRS: All kinds of repairs can be carried out for vessels of up 
to 40,000 dwt. 

DRY DOCKS: Large dock; length 173 metres, width 45 metres. 
Small dock; length 141 metres, width 30 metres. 

TIDE: Changes of the water level in the Gulf are due to the tides. 
The tide is semi-diurnal with two high waters and two low waters a 
day. The difference in time of high and low water is about 6 hours. 
The range of the tide at mean neap is about 2:4 m. and at mean 
spring 4-5 m. The maximum tidal range observed in the Gulf of Kolsky 
is 4-5 m. The extreme range of water level is usually observed during 
the Autumn months and the lowest during Spring. 

TIME: GMT plus 3 hours. 

TELEPHONES: Ambulance, tel. 003, 395 and 442; Fire service, 
tel. 252 and 524. 

AUTHORITY: Murmansk Sea Trade Port, 19 Port Settlement, 
Murmansk. Tel. 25177 and 25627. Telex: 128. Cables: Mortorgport, 
Murmansk. 


AGENT: The Port of Murmansk Main Maritime Agency “Inflot”, 
19 The Port Settlement, Murmansk 24, U.S.S.R. Cables “‘Inflot 
Murmansk”. Tel. 2-56-66; 2-51-97. Telex 128. 


NAKHODKA: 42.48 N. 132.54 E. (See Plan) 


GENERAL: A commercial port, Nakhodka is situated in Nakhodka 
Bay, in the North-western part of the Japan Sea. 

At first America Bay is covered with sludge or sometimes thin ice 
due to snow falling into the cooled water. After ice has formed, it 
is often broken up by winds into pieces of drift ice which is frequently 
driven out by strong winds from the bay into the sea. 

Nakhodka Bay is usually covered with fast ice from the beginning 
of January until March. 

The port is open for navigation all the year round with ice- 
strengthened tug's assistance during ice conditions. 

The Northern part of Nakhodka Bay from the entrance up to the 
line connecting the Lindgolm and Basnin Points is occupied by the 
Commercial port. The Fishing port is situated Southward of this 
line. 

The port of Nakhodka area is bounded on the East by a straight 
line connecting Astafyev and Shefner Points, on the South-west by 
a straight line connecting Lindgolm and Basnin Points. 

Part of America Bay water area bounded on the South by a line 
connecting the Povorotny (Turning) and Likhachev Points is also 
included in the port of Nakhodka area. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Radio “Inflot" 96, 48 and 24 hours before 
arrival, advising ETA, ship's dimensions, cargo details, number of 
passengers and any other requirements. 4 hours before arrival an 
accurate confirmation of ETA is required to order Pilot. Vessels 
approaching port should first make for position 42° 27.2’ N., 132° 
56.3’ E. Approach to this area is indicated by radio signals “Gannov” 
and “Povorotny”. On arrival in this position Master should again 
report to the Harbour Master via “Inflot". 

From this position vessel should follow course No. 1 along the 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


2 mile wide fairway. As soon as the light at the entrance of America 
Bay is visible vessel should steer towards that light as far as quaran- 
tine anchorage “A" where the Pilot boards. Tankers proceeding 
to the oil terminal should approach port along parallel 42° 47’ N. and 
enter anchorage area ‘D" on course 270°. Further movement to 
berths from anchorage areas may only be carried out with a Pilot 
on board. Pilots are ordered by radio via “Inflot". Pilot boards from 
a white motor boat with the word “Pilot” in black letters painted on 
the wheelhouse. International Code Pilot Signals are used. The 
Pilot boat is normally located near the entrance to the port. In 
winter the pilot launch may be replaced by a powerful tug. 

Every vessel approaching the port of Nakhodka should keep the 
Commercial port leading light marks in line, berthing 267-9° and on 
this course enter the port. 

Vessels entering or leaving America Bay, when Northward of 
parallel 46° 46’ N., must proceed at slow speed thus ensuring the 
manoeuvrability of vessel. 

ANCHORAGE: Depths in anchorage area “A" are from 13-20 
metres. Anchorage area “D" has depths of from 18-28 metres. 

The holding ground in both anchorages is mud, sand with mud, 
stone. 

“A" — Quarantine anchorage is limited by a line connecting the 
following positions: 

42° 48’ 36” N., 132° 56’ 30” E. 
42° 48’ 36” N., 132° 58’ 06” E. 
42° 47’ 42” N., 132° 56’ 30” E. 
42° 47’ 42” N., 132° 58’ 06” E. 

The “A" area (Quarantine Harbour) serves as a Pilot-boarding 
zone and as an anchorage for dry cargo vessels over 3,000 g.r.t. 

Anchorage “D" (area No. 177) is bounded by the following points: 

42° 46’ 36” N., 132° 54’ 30” E. 
42° 46’ 48” N., 132° 54’ 30” E. 
42° 47’ 24” N., 132° 55’ 18” E. 
42° 47’ 24” N., 132° 55’ 36” E. 
42° 46’ 36” N., 132° 55’ 36” E. 

Anchorage “D" is used by vessels proceeding to the Chadaudzha 
Oil Harbour. 

Temporary anchorage is allowed only in America Bay, Eastward 
of the line cormnecting Astafyev and Shefner Points not closer than 
1 cable length from the entrance leading line, areas prohibited for 
anchorage excluded. 

Temporary anchorage is allowed for vessels drawing up to 6 m. 
off the side of the fairway Southward of the Commercial port leading 
light marks. 

To lie at anchor in the fairway and in the dredged harbours of 
Nakhodka Bay, except in emergency, is strictly prohibited. 
RESTRICTIONS: Vessel may not enter port without first obtain- 
ing permission of port control. Anchorage of oil tankers is only 
allowed in area 'D”. Vessels can enter or leave the port at any time 
of day or night. 

MAX. SIZE: The permitted draft for vessels proceeding to the 
Commercial port is 9-6 m., and 9 m. for the Fishing port and the 
Passenger Terminal. 

Vessels drawing over the permitted draft must obtain Harbour 
Master's permission prior to entry to the port. 

HEALTH: Advise “Inflot" by radio in advance if there is any case 
of quarantine illness on board the ship. Smallpox vaccination is 
compulsory for all crew members. If vessel is arriving from a cholera 
area, then cholera inoculations are also required. 

RADIO: Nakhodka Radio, call sign UKI, operating 24 hours on fre- 
quencies 500, 532 and 8475 kHz. 


Type of 
trans- 
Call sign Working Calling mission Time 
UKI 500 kc/s. 500 kc/s. Al H24 
UKK-3 8,510 kc/s. 8,448 kc/s. Al HX 
12,990 kc/s. 12,627 kc/s. 
6,439 kc/s. — 
Port 5 160:65 mc/s. 156:05 mc/s. F3 HX 
Lotos (Port Control) 156-45 mc/s. 156-45 mc/s. F3 H24 
Golos-1 (Port 156-70 mc/s. 156-70 mc/s. F3 H24 
Service & Pilot 156:80 mc/s. 156-80 mc/s. 
Watch) 


The traffic and storm signals are exhibited at the Signal Station 
situated 2-5 cables Westward of Shefner Point. 

TUGS: Tug and mooring launch assistance available. Tugs join 
the vessel in America Bay as directed by Master or Pilot. Ship's tow 
lines are used. 

BERTHING: May be effected at any time of day or night. In daytime 
vessels mooring position will be marked by a flag and at night be a 
red lantern. These signals mark the point where the ship's bow 
should be at the mooring. 

The quays of the port with depths alongside up to 9-6 m. are 
equipped to handle general and bulk cargoes, metals, cotton, timber, 
cement, etc., and passenger shipping. 

Electric cranes of up to 41 tons capacity are operated on the 
quays. There are also floating cranes with lifting capacity of up to 
100 tons and other cargo handling equipment, intra-port transport 
included. 

Loading and/or unloading is usually done in accordance with 
conditions and rates stipulated by Charter Parties and Sales 
Contracts. 

STEVEDORES: Arranged through “‘Inflot". 

MEDICAL: Medical service is free. All requirements should be 
ordered in advance through “Inflot". 

FRESH WATER: Can be supplied at the berth or by barge. 
FUEL: Available subject to advance notice. If fuel required by barge 
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at the anchorage a written request to the Agent is required at|, 
hours in advance. “ 
TANKERS: Slop reception facilities are available. 
DEVELOPMENTS: Constructing new port at Urangel, 3 
from Nakhodka, having: Coal pier, annual capacity 10 millions 
Coal conveyor, annual capacity 5 million tons. Wood chip CON, 
system, annual capacity 800,000 tons. Container system. 
HATCHES: May be opened and closed by stevedores at May 
request. 

CUSTOMS ALLOWANCES: No restrictions on tobacco , 
alcohol on board ship. Only tobacco required for personal CONSE, 
tion may be taken ashore. 

CONSULS: North Korea, tel. 5310. Japan, tel. 7519. 

WIND: The most dangerous wind for vessels lying in N 
Bay is the strong Southern wind of long duration caused by typhop 
The wind usually gives rise to water level and sends heavy wy 
of up to 4 m. height into the Bay. 

REPAIRS: All kinds of repairs for vessels of up to 30,000 dwt 
be carried out. 

REPATRIATION: Can be arranged during summer Months p 
vided passport and documentation in order. During winter mons 
there are no facilities for foreigners to reach nearest inte 
airport so repatriation is only possible via infrequent Passen 
ships to Japan. 
AIRPORT: Nearest international airport is at Khabarovsk, 4 
kilometres away. Vladivostok is now closed to foreigners or jx 
national traffic, though sometimes used for air freight. 

TIME: GMT plus 10 hours all the year round. 

SHORE LEAVE: Permitted subject to police control. 
AUTHORITY: Port Office, ul Portovaya 22, Nakhodka, Primoy 
Krai U.S.S.R. Telephone: 62-98. Cables: Torgport, Nakhodka, 


AGENT: “Inflot’, Leninskaya, ul 2. Telephones: 54-05, % 
Cables ‘“‘Inflot’, Nakhodka. 


NARYAN-MAR: 67.38 N. 53.00 E. 


GENERAL: A commercial port, Naryan-Mar is situated in} 

South-eastern part of the Barents Sea, at a distance of 70 milesty 

ns _— river mouth on the right bank of the Gorodetsky § 
reek. 

The port is open for navigation for a period of 100-110 days int 
year, starting from July. 

In the Pechora river inlet ice first begins to form between 20thr 
25th October, but sometimes appears at the beginning of the mot 

The inlet becomes completely frozen over at the middle of Dew 
ber. Ice finally disappears at the end of June or sometimes begin 
of July. Changes in the water level in the Pechora Inlet, due to met 
of ice in spring, have not been observed. 

The formation of ice in the rivers flowing into the Pechoralt 
usually depends upon the time of the appearance of ice in the 
itself. Rivers, as a rule, become frozen over by the middle of Octo 
The ice in the rivers usually breaks up earlier than it finallyé 
appears in the Pechora Inlet. 

The Pechora river at the Kuya settlement area becomes {rte 
over at the end of October, and the ice there finally disappw 
by the end of May. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Besides information stipulated in Se 
Wood Charter Party, vessels approaching pilot buoy may cot 
Port Authorities or Pilot in first fifteen minutes of any odd 
from 0700 till 2300 (Moscow time), frequency 2182 kc/s. Signals! 
Pilot to be given in accordance with International Code. Pilot 
wooden, standard type, white painted, with word ‘Pilot’ in be 
letters on wheel-house. Pilot usually boards vessel at the Pt 
Anchorage light buoy (lat. 68° 30’ N., long. 54° 32’ E.). In cast! 
bad weather, and in extraordinary circumstances Pilot shall em 
vessel in the Srednevskie Islands area. In this event a vét 
approaching the port from seaward should follow pilot boat in® 
wake of it, up to the Srednevskie Islands leading line where P* 
will be able to board ship. 

Master of a vessel proceeding to the port of Naryan-Mar sho 
order a Pilot through the Harbour Master 24 hours prior to am 
at the Pilot Anchorage light buoy and advise more precise ETA® 
later than 4 hours before approaching it. 

Master should order Pilot not later than 2 hours prior to shift 

berth and/or leaving the port. 
ANCHORAGE: Depths at anchorage 18-21 ft. Also Inner Rot 
where anchorage will be indicated by Pilot. A recommended anc? 
age for foreign vessels is situated in the area with the central p® 
68° 30’ N., 54° 33’ E. The depths in the anchorage are from 54* 
6-6 m. 

An anchorage can be obtained at the right bank of the Pect™ 
river off Urpinsky leading line No. 24. Depths are from 4 m-t!! 
The bottom is sand and mud. 

Good anchorages with depths from 5 m.-10 m. can also? 
obtained opposite Zakhrebetny Bay and North-eastward of the tof 
of Naryan-Mar. 

All vessels arriving from abroad or leaving the port for abjee 
must anchor opposite Zakhrebetny Bay for the performance of 
formalities. 

RESTRICTIONS: Vessels can enter or leave the port at any™ 
of day or night. : 

The permitted draft for entry to the port is about 45 m. but! 
usually advised by the Port Authorities at the beginning of : 

tion. The maximum permitted length of a vessel is 110 m. 


‘ 


i 


t 


ass to the port is by the fairway leading from the Pilot Anchor- 
ight buoy across the Pechora river bar. , 
* vbet itself is the extensive shoal water area extending North- 
Ly ‘the Bolvansky Nos Point. Three channels are dredged across 
wr: The Receiving Channel, the Bar Channel and the Povorotny 
anel. The last one serves as turning-point from the Receiving 
nel into the Bar Channel. Vessels drawing not more than 4:3 m. 
ss across the bar only at high water level. 
is prohibited to enter or leave the port through the Bar Channel 
- Receiving Channel as well as to navigate in the port area 
e dense fog, heavy rain and snow falls, strong winds of over 
- 6 and absence of the floating marks. 
with the appearance of ice in the Pechora Inlet and in the Pechora 
a, entry to the port is not allowed without Harbour Master's per- 
nission. P 4 J F 
; d of a vessel navigating from the Pilot Anchorage light 
enough the Receiving Bar Turning, Alekseevsky, Polovsky, 
ae Urpinsky and other Channels shall not exceed 6 knots, 
— the exception of the part of the Pechora river between the 
hibrebetny and Srednevsky Channels where itis allowed to navigate 
win speed not exceeding 12 knots. ; . 
When passing floating cranes nearby, lighters and vessels lying 
yongside the port quays, every ship should proceed at dead slow 


we SIZE: Draft declared by Port Authorities after being checked 
athe beginning of the season, and is about 15 ft. 

HEALTH: Vessels inspected by sanitary officer. If no diseases, 
yessel obtains free pratique. Pratique automatic when vessel arrives 
yom another Russian port. 

RadlO: Archangel and Naryan-Mar Radio (UOY, A, 500 kc/s.). 


Type of 
trans- 
Call sign Working Calling mission Time 
oY 500 ke/s. 500 kc/s. Al HX 
Pogruzka (Port 156-80 mc/s. 156-80 mc/s. F3 HX 
Control) 156-45 mc/s. 156-45 mc/s. F3 HX 
21-2 (Pilot Watch 15680 mc/s. 156-80 mc/s. F3 HX 


atthe Zeleny/ 

Green/Island) 

The Pechora storm signals station (lat. 67° 39’ N., long. 52° 59’ E.) 
located on the roof of the Port of Naryan-Mar Authority Office. 

Storm signals for vessels traffic in the Pechora Inlet are shown by 
day and night at the mast and yardarms of the station. 

Notice of Arrival: Should be given in accordance with the “Soviet 
Wood" Charter Party conditions. 

BERTHING: The port of Naryan-Mar specialises in timber exports. 
Depths at the berths are up to 6:5 m. There are enclosed warehouses 
ad open concrete floor sheds. 

The necessary number of tugs for entering or leaving the port 
aswell as for shifting berth shall be agreed upon between Pilot and 
Master. 

A mooring berth is usually indicated by a Pilot. Shifting berths 
vithout having obtained Harbour Master's permission is not 
dlowed. Ship's tow lines are usually used during towage. 

Diesel portable cranes of up to 4 tons capacity are operated on the 
ways. There are also track-laying cranes of up to 12 tons and 
foating cranes with lifting capacity from 5-40 tons. 

STEVEDORES: As per Soviet Wood Charter Party. 

MEDICAL: No advance notice required. Clinic and hospital avail- 
ale, 

DENSITY: Fresh water irrespective of tide. 

FRESH WATER: Delivered by tanker. 

FUEL: Not available. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
SHIP CERTIFICATES: 

Seaworthiness. 

Measurement. 

Load line. 

Cargo Equipment. 

fety Equipment. 
Deratisation Certificates. 


CUSTOMS ALLOWANCES: Tobacco/Wine. No quantity limits. 
IDENTIFICATION CARDS: Only Seamen's Books. 
SONSULS : No Consuls. 
REPAIRS : Small repairs only. 
DRY DOCKS: None. 
MPATRIATION : Repatriation and crew changes require visa 

alities, 
AIRPORT: Airport served by regular lines and situated near town. 
TIME: GMT plus three hours. No seasonal alterations. 
q DE: Changes in the water level in the port area depend upon 
‘tts and effects of the wind. 
he tide is semi-diurnal with two high waters and two low watersa 
tay, The range of the tide varies from 0-9 m.-1:8 m. Changes in water 
Ht are caused by the effects of the wind and may reach 1 m.-1:5 m. 
DAYS: See “Archangel”. 
TEHGE/AMBULANCE/FIRE: Police 02; Ambulance 03; Fire 01. 
Hh EPHONES: Can be arranged on board. 

ORE LEAVE: Each crew member properly signed in ship's 
) les and having valid Seaman's Book is allowed ashore. 
eo Caused by rains, when vessel loading cargo of sawn 


MTHORITY : The Port of Naryan-Mar Authority, 11 Embankment 
fet, Port of Naryan-Mar, Archangel region, U.S.S.R. Cables 
Sport Naryan-Mar". Tel. 2-43; 5-54. 


U.S.S.R. 


AGENT: A branch of the Port of Archangel Main Maritime Agency 
“Inflot" at the port of Naryan-Mar. Pechora Timber Mill Khatanzeisky, 
the Port of Naryan-Mar, Archangel Region, U.S.S.R. Cable 
“Inflot Naryan-Mar". Tel. “‘Inflot" via the timber mill switchboard. 


NOVOROSSIYSK: (including Sheskharis-Oil 
Harbour) 44.43 N. 37.48 E. (See Plan) 


GENERAL: The port of Novorossiysk is situated in the North- 
eastern part of the Black Sea, in the Bay of Novorossiysk, 60 miles 
South-eastward of the Kerch Strait. 

The port is open for navigation all the year round. Ice very seldom 
appears in the port area. Sometimes, in the very severe winters 
particularly, a very narrow strip of thin ice (so called “zabereghi") 
may be formed on the coast line. 

In winter, strong gusty North-easterly winds (called “Bora"), 
reaching hurricane force at times, blow from the coastal mountains. 
Due to these winds, vessels lying at anchor in Novorossiysk Bay 
may very quickly become covered with ice when the temperature 
of the air is cooled below freezing-point. 

It is impossible to enter the port when “Bora” blows, therefore, all 
vessels are recommended to leave Novorossiysk Bay for the open 
sea beforehand or lay at anchor in the Yuzhnaya Ozereika roads, ata 
distance of 85 miles Westward of the entrance to the port of 
Novorossiysk, until the weather improves. 

The range of water level in Novorossiysk Bay caused by the 
effect of the winds, does not exceed 0:6 m. The changes of water 
level, due to variation in atmospheric pressure (‘‘Seish"” effects), 
are observed at times. The ‘“Seish” may last up to several days. 
The maximum range of water level, due to the “Seish"”, observed in 
Novorossiysk Bay is 0-6 m. 

The port consists of two harbours - the Dry Cargo Harbour and 
Oil (Sheskharis) Harbour. 

The inner roads are situated at the head of Novorossiysk Bay and 
divided from the outer roads by the Western and Eastern Moles. 
The outer roads are situated between the moles and the Southern 
border of the port. 

The Dry Cargo Harbour situated inside the inner roads is protected 
by two (Western and Eastern) moles. 

Two passages, the Western and Eastern, divided by Penaisky 

Shoals, lead to the inner roads through the port area. The Western 
passage is wider in comparison with the Eastern, and vessels may 
enter outer roads passing through it by one course. 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory: 96 hours prior arrival cable Inflot giving 
ETA, name vessel, gross tonnage, exact draft, type of engine. Flag‘ 
sound and Morse signal G. Pilot meets vessel at 44° 37’ N.; 37° 52’ E. 
Movement of vessel within inner harbour —- only under Pilot guidance. 
If Pilot is not available vessel should anchor in area No. 52, opposite 
the Kabardinka settlement, recommended as an anchorage, and 
wait until Pilot arrives. 
ANCHORAGES: 44° 37’ 7” N.; 37° 52’ E.; depth up to 22 m.; Outer 
Roads anchorabe unsafe during N.E. winds (gales). Master must 
keep engine ready or proceed for anchorage to S. Ozereika Roads 
under these sea conditions. Vessels obliged to receive daily weather 
message at 15.00 LT on 420 kc/s. 

In the outer roads there are four recommended anchorages: 

1. Anchorage No. 52 is situated Northward of Doob Point. Depths 
are from 12 m.-27 m., holding ground is mud. In the event of winds 
blowing from seaward vessels are recommended to leave this area 
for the inner roads. 

2. Anchorage area No. 16 is situated 2:5 cables length Westward 
of Penai Point. Depths are from 13 m.-27 m. holding ground is mud, 
and mud with shell. 

3. Anchorage area No. 63 - 8 cables length westward of Penai 
Point. Depths are from 13 m. to 27 m., the holding ground is mud 
and mud with shell. 

4. Anchorage No. 51 - 6 cables length South-eastward of 
entrance to the port. Depths are from 20 m. to 24 m. 

Anchorage beyond the borders of the recommended areas is 
strictly prohibited. 

Vessels approaching the port of Novorossiysk with North- 
easterly gales (“Bora"’) blowing, or caught by the storm whilst 
lying in the outer or inner roads, or after having received storm 
warning, should use every opportunity to proceed to sea or lay at 
anchor in the Yuzhnaya Ozereika Roads, having the main engines 
ready and keeping constant anchor watch. 

Under the circumstances, every vessel should keep regular radio 
contact with port radio station. 

Masters of vessels lying at anchor in the outer roads and/or in the 
port, are usually warned beforehand about the forthcoming North- 
easterly winds. Since these winds may reach hurricane force during 
a very short period of time, particularly in winter, all Masters lying at 
anchor in Novorossiysk Bay are recommended to pay careful 
attention at every change of the weather, to watch position of vessel 
to be able to prevent her drifting about anchor and proceed to sea 
in due time. 

RESTRICTIONS: No restrictions on night entry. Mooring and/or 
unmooring, both in the Dry Cargo Harbour and the Sheskharis Oil 
Harbour cannot be effected during Southerly or North-easterly 
winds over Force 7. 

MAX. SIZE: The permitted length for entry into port is 250 metres, 
draft 11 m. for dry cargo vessels and 13:5 m. for tankers. 

HEALTH: Free pratique automatic for vessels coming direct from 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


U.S.S.R. port. From other countries, usual procedure of sanitary 
inspection applies. 

RADIO: Vessels can establish radio contact through port radio 
station Novorossiysk Radio operating 24 hours a day on the following 
frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UDN 450 kc/s. 500 kc/s. Al H24 
Novorossiysk 

Radio 2,182 kc/s. 2,182 kc/s. A3 H24 
Novorossiysk 

Radio 4,364-7 kc/s. 4,066-1 kc/s. A3 H24 
UFN 12,822 kc/s. 12,537 kc/s. Al H24 

17,100 kc/s. 16,730 kc/s. Al H24 
“Tiraj" (Port 

Control) 156-45 mc/s. 156:45 mc/s. F3 H24 
“Lotsman” 

(Pilot Watch) 156-30 mc/s. 156-30 mc/s. F3 H24 
“Inflot" (Ship- 

ping Agency) 156-80 mc/s. 156-80 mc/s. F3 H24 


The port signal station is equipped with radar which gives all 
possible information for ensuring safe pilotage, and also helps 
Pilots in shifting vessels within the port inner roads. 

TUGS: The following number of tugs and their power are stipulated 
for mooring operations in accordance with size of vessels to be 
berthed: 
Ship's length 
from 50 to 100 m. 
from 101 to 150 m. 
from 161 to 200 m. 


Number of tugs and power 

1 tug, from 150 i.h.p. to 600 

2 tugs, from 600 i.h.p. to 1,200 

2 tugs, 1 x 2,300 i.h.p., 1 x 1,200 i.h.p. 
or 31,200 i.h.p. 

3 tugs, from 1,200 i.h.p. to 2,300 

4 tugs, from 1,200 i.h.p. to 2,300 


from 201 to 250 m. 
over 250 m. 
Notes: 

1. Exceptions to the above regulations are possible if the Ship- 
master consents to deviations and the Harbour Master grants 
permission for the same. But the deviations should not effect the 
safety of mooring operations. 

2. While manoeuvring ships to the Sheskharis Berths or jetty 
No. 25 one more tug of 150 i.h.p. is engaged regardless of the ship's 
size in view of the constructive features of the berths. 
BERTHING: When proceeding in inner harbour vessels must keep 
both anchors ready to let go; ships to be moored by safe ropes 
which to be kept tight at all times. Also be ready to use anchor chain 
over bollard according to Pilot's recommendation. Strictly prohibited 
to work with propellers lying alongside berth. All mooring ropes must 
be fitted with rat-guard plates. 

The quays of the Dry Cargo Harbour with depths alongside of 
up to 11:5 m. are equipped to handle general and bulk cargoes 
(coal, ore), metals, timber, sugar, grain, cement, fruit and vegetables. 

Berths of the port are equipped with modern cargo handling 
facilities. There are portal cranes of up to 40 tons capacity, a floating 
crane with lifting capacity of up to 100 tons, automatic and electric 
cargo lifters and other equipment. 

Opening and closing of hatches is usually done by ship's crew 
with the help of portal cranes at dry cargo berths, if ordered by 
Master, grain berth excluded. 

Ores are loaded in compliance with the Temporary Regulations 
for Carrying Ores handed over to the Shipmaster by Inflot Agents 
during inwards clearance. 

Following are the basic requirements of the above Regulations 
to the ores being loaded. (a) moisture contents not higher than 
12% (if other percentage is not stipulated by Charter Party); (b) angle 
of repose is not less than 35°. 

Grain and other bulk cargoes are to be loaded in strict conformity 
with the International Convention. 

STEVEDORES: All necessary services including stevedoring 
work available under Port Authority guidance. Port cargo-handling 
regions where ships berth managed by Port Authority and used for 
stevedoring, tallymen service, storage, etc. On the matters con- 
nected with services available, foreign vessels have to apply to Port 
Authority through Maritime Agency “Inflot"’. 

MEDICAL: In case of accident (emergency), medical attendance 
rendered at any time. Hospital facilities available. Also inoculation, 
vaccination, etc. 

TANKERS: Bearing in mind N.E. gales, oil carriers lying alongside 
oil pier must have boat-ropes lowered to water and illuminate them 
at night. All scupper holes on main deck must be closed tightly. 
Master responsible for overflow of oil in the vicinity of harbour and 
has to bear harbour cleaning costs. No repair work can be done on 
tankers lying alongside oil pier. No ballast water may be pumped out, 
no garbage or refuse thrown overboard. Ballast water to be pumped 
into shore slop tank. 

The Sheskharis Oil Harbour is situated in the Eastern part of the 
outer roads, 2:2 miles North-westward of the Penai Point. It is 
protected by a mole from the North and an oil jetty from the South. 
The base of the jetty is used as a berth for fire-fighting boats. 

Large vessels are not recommended to approach the head of the 
oil jetty since the rock-bottom with depths from 12 m.-15 m. extends 
at 50 m. length Westward. 

Since it is not safe to stay alongside berths in the Sheskharis Oil 
Harbour during strong winds blowing from any direction, all tankers, 
after having received a storm warning should take urgent measures 
to leave for sea. 

Depths at the berths of the Sheskhari Oil Harbour are up to 14-5 m. 

To ensure safe loading/unloading of oil products as well as to 
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expedite the vessel's turn around time, every tanker sh 
equipped with cargo-receiving valves capable of fitting by 
shore-loading connections. 

These valves should allow the upward connection with 
cargo flanges of not less than 1 m. in height and located on 
at 3 m.-5 m. length from side of vessel. 

DENSITY: About 1010-1014. 

FRESH WATER: Available from shore; minimum Quantity 
voiced at 15 tons. 

FUEL: Most grades available. Fuel for tankers can be sy 
ae Bunkers for dry cargo vessels are usually delivers, 
ighters, 

FIRE PRECAUTIONS: All operations involving open fir 
sparks are prohibited on oil pier. Two fire-extinguishers, thik, 
and sand must be ready beside hose connection. 
WATCHMEN: Gangway watch compulsory and carried Oo 
crew. 

OPENING/CLOSING HATCHES: Normally by crew, Other, 
according Charter Party. 
CUSTOMS ALLOWANCES: No 
allowed to be taken ashore. 
IDENTIFICATION CARDS: Crew members get shore passe 
CONSULS: No Consulates in port orits vicinities. 
REPAIRS: All kinds of repairs for vessels of up to 60,000 dwt» 
be carried out. 
DRY DOCKS: None. 

REPATRIATION: No facilities exist for effecting crew changs, 
crew member may be repatriated due to family reasons or Sick 
but repatriation requires visa formalities. 

AIRPORT: Nearest airport (Krasnodar) served by regular jp 
lines is situated at 150 km. from port. 

TIME: GMT plus 3 hours; no alterations during year. 
HOLIDAYS: New Year's Day, 8th March (World's Women's) 
May ist, 2nd (Labour Day); May 9th (Victory Day); November) 
8th (Great October Socialist Revolution Day) ; December 5th (US§ 
Constitution Day). Cargo work can be arranged on those days, 
POLICE/AMBULANCE/FIRE: Police, 02; Ambulance, 03; Fir) 
TELEPHONES: Can be arranged to be fitted on board. 
SHORE LEAVE: Crew members are allowed ashore. Crew memy 
of foreign vessels get shore passes which grant them permisg 
to stay ashore till 2400 hours. Crew members who lose their sy 
passes as well as those late from ashore, are not granted se 
leave any longer in conformity with local regulations. 
AUTHORITY: The Port of Novorossiysk Authority, 14 le 
Street, Novorossiysk, Krasnodarsky Krai, U.S.S.R. Cables "Mom 
Novorossiysk". Tel. General Manager of the Port: 9-92-41; $7 
Harbour Master: 9-95-16; 9-95-82. Telex 829. 


AGENT: Main Shipping Agency “Inflot’', 13 Portovaja Str, i 
99-2-49, 99-2-85, 99-2-60. Cables: “‘Inflot" Novorossiysk. Telex:f 


quantity limits but now 


ODESSA: 46.29 N. 30.44 E. (See Plan) 


GENERAL: The port of Odessa is situated on the North-west 
coast of the Black Sea in the South-western part of Odessa By 

The port is open for navigation all the year round, but witht 
breaker assistance in severe winters about 30 days of the year! 
first begins to form in the second half of December and fit 
disappears in February. After ice has formed it is often broke! 
by strong winds and stormy weather. In mild winters ice hast 
been observed in Odessa Bay. ; 

Range of water level caused by winds depends on force and pert 
they blow, and may reach 2 m. 

Atmospheric pressure has also a direct influence on the @ 
level (‘‘Seish" effect), but is weaker than effects of the wind? 
“Seish" may last from a few minutes up to several days calif 
change of water level up to 0-58 m. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Arranged through Inflot, but vess 
give 96, 24 hours and 6 hours notice through Odessa radio. 
boat recognised by international pilot flag. Vessel requiring 
shows international flag 'G"’. Pilot boards vessel in region! 
from Vorontzov lighthouse. In bad weather vessel enters i# 
Roads according to instructions given by radio. Fenders shoul! 
on side where Pilot boards. 

Vessels leaving the port of Odessa for the port of Kherson sh 
proceed there under control of a State Commissioned Pilot. 
ANCHORAGES: The Outer Roads, between the port and Se@ 
Odessky Cape, depths up to 14 m. Open to winds from N.E. toss 
Good holding ground. 

On arrival at the outer roads, vessels should lie at anchor we 
waiting for a berth. 

RESTRICTIONS: Vessels enter only with Pilot and should# 
lights according to Pilot's instructions. Vessels berthed de 
on kind of cargo carrying or loading. 7 

Vessels can enter and leave the port at any time of day or nige 

Medium size vessels when entering or leaving port must 
keel clearance not less than 1 ft.; large vessels not less thange 

Vessels are allowed to moor at berth only after having obte® 
Harbour Master's permission, and when the corresponding 
is exhibited at the signal station. : 

The speed of a vessel shall not exceed 4 knots when | 
through the channel and/or in the port water areas market 
navigational marks. 

Large vessels laden with ballast water only, are allowed to 
to berths if winds do not exceed Force 6. A vessel of small si# 


jymed broadside on to a loaded vessel of a larger size, but not 

» 

errctly prohibited to turn a third vessel broadside on to two 

me esse! having been turned broadside earlier. In the event of 
yesse! may turn broadside on to another vessel only after 

» obtained Harbour Master's special permission. 

jx SIZE: The maximum permitted draft is 11 m. Length up to 


mn. Free i i berthi In f suspected 
: pratique given on berthing. In case of suspec 
Hea acister must inform Inflot by cable. Free pratique cannot be 
automatically. \ 
pl0: Vessels can establish radio contact through the port radio 
Odessa Radio operating 24 hours a day on the following 


| eeacles: 
boy Type of 
trans- r 
? Working Calling mission ime 
Pha 500 ke/s. 500 kc/s. Al —-H24 
if 8,685 kc/s. 8,361 kc/s. Al H24 
12,950 kc/s. 12,535:5 kc/s. fs Fe, 
Radio 2,182 kc/s. 2,182 kc/s. 

= 3,310 kc/s. 3,180kc/s. A3  H24 
17,258-5 kc/s. _ A3H HX 
_ 16,463-5 kc/s. A3 HX 
22,706 kc/s. _ A3H HX 
_ 22,080-5 kc/s. A3 HX 
4,364-7 kc/s. —_ A3H HX 
_ 4,066-1 kc/s. A3 HX 

‘Neptun-1" 

(Chief Port 

Control) 156-80 mc/s. 156-80 mc/s. F3 H24 

*Neptun-7"" 
Pit Watch) 156:80 mc/s. 156-80 mc/s. F3 H24 

“pflot" (Ship- 

ping Agency) 156-80 mce/s. 156-80 mc/s. F3 H24 


Trafic and storm signals are exhibited at the port signal station 
cated on quay No. 2 of Quarantine Mole. 

RADAR: Vessel's radar not to be used in Outer Roads. 

UGS: Tugs meet vessel in place indicated by Master through Pilot. 
SERTHING : Thirty eight berths available with depths alongside up 
0120 m. 

STEVEDORES: Portal electric cranes of up to 45 tons capacity 
we operated on the quays by the warehouses. There are grain- 
waders and floating cranes with lifting capacity of up to 100 tons, 
ther cargo handling equipment and intraport transport. 

Opening and closing of mechanised hatches is always done by 
the ship's crew. 

Opening of hatches on arrival and closing of non-mechanical 
tuches after loading of cargo has been completed, is done by 
ship's crew. 

Opening and closing of non-mechanised hatches in the course of 
tading or unloading is done by port workers. 
WEDICAL: Advance notice for medical attendance required. 
\otice should be given to Inflot. Hospital facilities available in case 
dlemergency. 
TANKERS: No reducing pieces necessary. Oil slop facilities 
walable. The Oil Harbour is situated in the Northern part of the port 
theinner roads), Northward of Rabochaya Harbour which is formed 
ya"T"-shaped mole extending East-south-eastward off-shore. The 
toltom of the Eastern side of the moleis dangerous, therefore vessels 
ue recommended not to approach it closer than 100 metres. 
DENSITY: Average density 1.0012 varying with season. 
FRESH WATER: Fresh water may be supplied ex shore or ex 
miler barge. Minimum quantity ex barge 15 tons. 
= Bunkers can be supplied, and to be ordered 72 hours before 
urival 
SANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: By stevedores. 
WSTOMS ALLOWANCES: Tobacco. No limits on board vessel, 
Mtwhen going ashore not more than 1 or 2 packs. Wine and/or 
nits not to be taken ashore. 

ARGO GEAR: All cargo gear must have certificates for maximum 
Weight capacity. 
DENTIFICATION CARDS: Necessary. 
CONSULS: 


§ulgarian Consulate tel. 2-45-72 
dian Consulate tel. 2-37-10 
Cuban Consulate tel. 5-14-69 
) PAIRS : All types of deck and engine repairs can be carried out. 
Hy DOCKS: Available. 
PATRIATION: Can be arranged. 
AI PORT: Distance to airport 10 miles. Direct airlines with several 
‘ealist countries and with the rest of the world through Moscow. 
es fly to Moscow 3 times a day. 
ton: Local time GMT plus 3 hours. 
LIDAYS : Work can be arranged on below mentioned holidays 
m gh Sovfracht, Moscow, at special rates. Holidays: 1st January, 
— 1st and 2nd May, 9th May, 7th and 8th November, 5th 


mder 
cE AMBULANCE/FIRE: Police (Militia), 02 from town; 902 


GEPHONES : Telephones may be installed on board. 
HOUSES: Tank-cleaning equipment available. 
"ORE LEAVE: Crew members allowed to stay ashore till mid- 
mugllaster without limitation. 
Nr YS: Vessels berthed in turn. 
HORITY: The Port of Odessa Authority, Postal address: 


U.S.S.R. 


1 Vakulenchuk Square, Odessa, V-4, U.S.S.R. Cables ‘‘Morport 
Odessa". Tel. 293-34-91 ; 293-35-00. 


AGENT: The Port of Odessa Main Maritime Agency “Inflot”. 
Postal address: 1 Vakulenchuk Square, Odessa, V-4 U.S.S.R. 
Cables “Inflot Odessa". Tel. 293-37-62; 293-37-81. Telex 185. 


ONEGA: 63.54 N. 38.06 E. 


GENERAL: The port of Onega is situated on the right bank of the 
Onega river (3-4 miles up from the mouth), flowing into Onezhsky 
Bay off the White Sea. 

Port open for navigation for about 6-7 months per year, starting 
from May. In autumn, when the river is covered with ice, assistance 
of ice-breaker is required but may not be rendered regularly. 

Opening and closing of the port for navigation as well as turn and 
order of entering the portis usually regulated by the Port Authorities. 

Changes of water level in the river depend on tide, spring floods 
and effects of the wind. 

The tide is semi-diurnal with two high and two low waters a day. 
At the Onega river mouth the range of the tide at mean springs may 
reach 2:7 m. 

The rises of the water level are due to North-westerly, Northern 
and North-easterly winds. The falls of the water level are usually 
caused by South-easterly, Southerly and South-westerly winds. 

The Onega river becomes frozen over at the beginning of Novem- 
ber. Ice begins to form in October and usually breaks up at the end 
of April or early May. 

A vast area of shoal waters is situated at the mouth of the Onega 
river. 

Access into the Onega river is by the Karelsky Fairway. Vessels 
drawing up to 4-8 m. may pass through it at high water. 

Since depths in the river vary, Masters are recommended to get 
in touch with the Harbour Master to make enquiries about the existing 
least depth in the fairway before entering the river. 

The port specialises in timber exports. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Pilot station can be called on 500 ke/s 
(call signal UQQ, watch hours 0400-0600, 0800-1000, 1200-1400, 1800- 
2000 GMT) and on 2182 kc/s. Information to be given in accordance 
with Soviet Wood Charter Party. Pilot boat wooden standard type, 
white painted with word ‘Pilot’ in black letters on wheel-house. 
Signals to be made in accordance with International Code. Pilot 
taken on board near Letnij Orlov East light buoy (64° 55’ N., 36° 25’ E.). 
In case of moderate sea vessel to proceed one or two cable's lengths 
to South, keeping distance of one mile off shore. In respect of safe 
boarding Pilots require vessel to make a lee for pilot boat. Vessel 
awaiting Pilot may anchor to the South of the East light buoy at dis- 
tance of one mile off shore. 

ANCHORAGE: When sea is moderate or rough and winds are 
from N.W. quarter, recommended anchorage is in area of Solovetzky 
island under point Petchak, where vessel may approach shore as 
close as one mile and anchor at depths of 33 ft. Vessels lying on 
Karesky Roads recommended anchorage in event of storm from 
N.W. quarter is at Purnema area where a light anchorage buoy 
installed (64° 20’ N., 37° 27’ E.), depths are 6-10 m. 

During Southerly winds of Force 5-6, a safe anchorage with 
depths of 10 m. can be obtained in the Konyukhov Inlet, 1 mile 
off-shore. 

RESTRICTIONS: Vessels having draft not more than 3 metres 
may enter port at any time, but with draft more than 3 m. only one 
hour before high water. 

MAX. SIZE: The maximum permitted draft is usually announced 
at the beginning of the navigation season after sounding of the 
fairway has been accomplished. It varies from 5-1-6:-4 m. Maximum 
permitted length is 124 m. 

HEALTH: Alongside or on the Roads all vessels coming from 
abroad inspected by Sanitary Office representative. If no diseases, 
vessel obtains free pratique. If vessel enters directly after calling at 
another Russian port, pratique automatic. 

RADIO: Besides Murmansk and Archangel, Onega Radio (UZS), 
500 kc/s.; VHF of pilot office at port of Onega (Channel 16). 

Vessels can establish radio contact through the port radio station 
Onega Radio operating 24 hours a day on the following frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UZS 500 kc/s. 500 kc/s. Al HX 
“Onega Port” 

(Port Control) 156-45 mc/s. 156-45 mc/s. F3 H24 
“Inflot” (Ship- 

ping Agency)  156:65 mc/s. 156-80 mc/s. F3 HX 

“Portnadzor” 156-65 mc/s. 156°80 mc/s. F3 HX 
(Harbour 
Master) 


The Onega storm signals station is located on the roof of the 
Harbour Master's office. Day signals warning about forthcoming 
storms and strong winds in the Onega Bay area are exhibited at 
mast of the signal station. 

TUGS: If necessary, ordered by Pilot or Master and join vessel near 
berth. Usually ship's lines used. 

BERTHING: Depths at the port berths are up to 65 m. There are 
enclosed warehouses and open concrete floor sheds. 
STEVEDORES: No particular ETA advices to stevedores/shippers. 
Loading of timber usually carried out by ship's winches at average 
rate of 24 stds. per hatch per working day. 
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MEDICAL: Doctor and hospital facilities available. 

FRESH WATER: Available. Usually delivered by tankers. 

FUEL: Availability not guaranteed. 

GANGWAY/DECK WATCHMEN: Usually by ship's crew. 
OPENING/CLOSING HATCHES: Usually by ship's crew. 
CUSTOMS ALLOWANCES: No restriction on quantity, but 
nothing to be taken ashore. 

IDENTIFICATION CARDS: Only Seamens Books required. 
REPAIRS: Small repairs only. 

REPATRIATION: Subject to visa formalities. 

AIRPORT: Nearest at Archangel. 

TIME: GMT plus 3 hours. 

HOLIDAYS: See “Archangel”. 

SHORE LEAVE: Allowed up to midnight. 

AUTHORITY: The Port of Onega Authority. Postal address: 198 
Oktyabrsky Prospekt, Archangel Region, U.S.S.R. Cables “Morport 
Onega”. Tel. 21-33 (Harbour Master) 21-51, 24-91 (Port Controller). 


AGENT: A branch of the port of Archangel, Main Maritime Agency 
“Inflot” at the port of Onega. Postal address: OLDK Office. Timber 
Mill No. 32/33 Settlement, Onega-2, Archangel Region, U.S.S.R. 
Cables “Inflot Onega”. Tel. Timber Mill Switchboard 33-33, “Inflot”’. 


POTI: 42.09 N. 41.39 E. (See Plan) 


GENERAL: The port of Poti is situated 2 miles North of the Rioni 
river mouth and on the South-eastern coast of the Black Sea. 

Port open for navigation all the year round. 

Changes of the water level in the port area are caused by the winds 
and usually reach 0-6 m. 

The maximum range of the water level observed in the river is 
0-9 m. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Radio 96, 48 hours prior arrival to Port 
Controller and Inflot Agency advising ETA, description and quantity 
of cargo, location and weight of heavy lifts, if any, number of pas- 
sengers, ship's length and draft, as well as any services required. 
Confirmation of ETA required 4 hours prior arrival. Inflot will arrange 
Pilot basis above information. 

Pilot will board vessel in the outer roads at 5 cables length from 

the Poti light buoy. 
ANCHORAGE: In outer port which protected by Novy Severny, 
Yuzhny, and Zapadny Moles, and by Zapadny Breakwater. Safe 
anchorage for deep drafted vessels, except in periods when ‘Tya- 
gun", a strong variable current with surge, occurs, with winds from 
N.W., W., and S.W. 

The outer roads are bounded by two parallels - 42° 12’ N. and 
42° 08’ N., by the meridian of 41° 35’ E. and the coast line. 

The roads are open to winds blowing from the sea. Therefore, in 
the event of stormy weather vessels are recommended to leave 
anchorage in the outer roads for sea. 

A good anchorage with depths of 10 m. to 30 m. can be obtained 
at a distance of 1-3 miles North-west and 1-1 mile West of the head 
of the Western mole. 

Vessels are prohibited from anchoring in the South-western part 
of the Southern Harbour and in the centre of the Inner Basin. 
RESTRICTIONS: Strong winds from W., S.W. and E. can make 
it difficult to enter port. At least 25 cm. keel clearance required to 
enter or leave port. 

Vessels are prohibited from entering the port in case the entrance 
and the leading lights are covered with fog. 

Vessels speed shall not exceed 4 knots in the port areas marked 
by navigation marks. 

There are no restrictions for night entry. 

MAX. SIZE: The maximum permitted draft for entry to the port is 
9-4 m. and the length - from 170 m. to 190 m. 

HEALTH: Free pratique automatic for vessels from another U.S.S.R. 
port. Other vessels are boarded on arrival. 

RADIO: Vessels can establish radio contact through the port radio 
station Poti Radio operating 24 hours on the following frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UVB 421 kc/s. 500 kc/s. Al H24 
“Zapad" (Port 

Control) 156:45 mc/s. 156-45 mc/s. F3 H24 
UFC 17,190°5 ke/s. 16,736 kc/s. Al XH 

4,295 kc/s. 4,185 kc/s. Al XH 
8,695 kc/s. 8,366 kc/s. Al XH 


BERTHING: The port of Poti comprises three harbours: the 
Yuzhnaya (Southern), Severnaya (Northern) and Vnutrenniaya 
(inner) harbours. Fifteen berths in port, with depths up to 8-35 m. 
alongside. 

Berthing in the port can be effected with tug assistance only. 

The berths of the port are equipped to handle general and bulk 
(ore, coal) cargoes, mineral oil products, metals, fruits, vegetables, 
etc., as well as passenger traffic. 

Portal electric cranes of up to 20 tons capacity are operated on 
the quays. There are also floating cranes with lifting capacity of up 
to 100 tons. 

MEDICAL: Qualified medical service is available free of charge, 
including dispensary and hospital treatment. 

STEVEDORES: Arranged by Inflot. 

DENSITY: About 1015, variable with season. 

FRESH WATER: Fresh water supplied ex shore to ship directly 
or ex water barge in boundaries of port. Minimum quantity delivered 
by barge is 15 tons. 
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Quantities over 500 tons supplied only subject 4 to 5 days 
notice. 

CUSTOMS ALLOWANCES: No restriction on 
nothing to be taken ashore. 

CONSULS: See “Odessa”, 

REPAIRS: Floating cranes up to 100 tons capacity available 
minor repairs can be effected. There are no dry docks in the py 
AIRPORT: Nearest at Odessa. 

TIME: GMT plus 4 hours all year round. 

HOLIDAYS: 1st January (New Years Day) ;8th March (Int 
Women's Day); 1st, 2nd May (Workers' International Solidarity, 
9th May (Victory Day); 7th 8th November (Anniversary Of Ory 
Revolution); 5th December (U.S.S.R. Constitution Day), 
POLICE/FIRE/AMBULANCE: Police service, tel. 0-2; Ambul 
tel. 0-3; Fire Service, tel. 0-1. 

SHORE LEAVE: Crew members allowed ashore up to midnigy 
AUTHORITY: Address: ul. Lenina, 50 Poti, Georgian SS) 
9 32 02, 9 32 05. Cables, Morport Poti. 


AGENTS: Main Maritime Agents, Inflot, ul. Lenina, 50, Poy: 
9 32 27. Cables, “Inflot" Poti. 


FUEL: All types of fuel available except marine diesel for a. 


Quantities, 


RENI: 45.26 N. 28.18 E. (See Plan) 


GENERAL: The port of Reni is situated at a distance 25 mix 
from the Izmail Chatal Point on the left bank of the Danube rig 

The port is open for navigation for about 317 days of the» 
In severe winters ice-breaker assistance is required. 

The Dunai river and Kilia Mouth become completely frozen, 
only in severe winters, at the end of December or early Jay 
Ice finally disappears in February or early March. 

Changes of the water level are due to effects of the win; 
spring floods. 

Maximum rises of the water level are usually observed in 
May and June, maximum falls August, September and Octobe 

Maximum range of the water level observed in the river iss 
DOCUMENTS: Refer to beginning of U.S.S.R. Section. 
PILOTAGE: Compulsory. All vessels proceeding from the lp 
Chatal Point up to Reni and vice versa must navigate under cos 
of a State Commissioned Pilot. 

ANCHORAGE: Vessels should anchor in the port roads, 
depths from 10 m. to 20 m. The holding ground is clay and mu 
RESTRICTIONS: There are no time restrictions for the eny 
the port. Both draft and length of vessels are limited by depths; 
width of the Sulin channel. 

RADIO: Vessels can establish radio contact through the pore 
station Reni Radio operating 24 hours per day on the folloe 
frequencies: 


Type of 
trans- 
Call sign Working Calling mission Te 
UJN-3 (Port) 489 kc/s. 468 kc/s. Al Hi 
“Reni” (Port) 161-90 mc/s. 157-30 mc/s. F3 Ht 
Vaza" (Port) 156-80 mc/s. 156-80 mc/s. F3 Hi 


BERTHING: Tug assistance is not compulsory. Tugs are avae 
if requested by Master. 

The port is accessible for large ships. The berths with de 
alongside of up to 8-25 m. are equipped to handle general and! 
cargoes, crude oil and oil products, grain and food products. 

Cranes of up to 10 tons capacity are operated on the quays.# 
there are floating cranes with lifting capacity of up to 100 tons 
other cargo handling equipment. 

FUEL: Available. 

FRESH WATER: Can be supplied ex shore and by barges. 
TIME: Local time: GMT plus 3 hours all the year round. 
AUTHORITY: The Port of Reni Authority. Postal address’ 
Dunai Street, The Port of Reni, U.S.S.R. 


AGENT: The Port of Reni Maritime Agency “Inflot"’. Postal adi# 
192 Dunai Street, The Port of Reni, U.S.S.R. Cables “Inflot fe 
Tel. 3-47, 3-46. 


RIGA: 56.57 N. 24.05 E. (See Plan) 


GENERAL: A Baltic seaport, Riga is situated at the mouth 
Daugava (Western Dvina) river falling into the Gulf of Riga. 

The water area of the port is formed by the lower part 0’ 
Daugava river from the mouth up to a railway bridge, thence!’ 
Milgravis channel and Sarcandaugava Creek. 

The roadstead of the port is situated at the mouth of the Daw 
river. 

The port is open for navigation all the year round, but ice-bie 
assistance is required round about 4 months of the year. 

The Gulf of Riga is frozen over for quite a long time. On the® 
of the Gulf, ice first appears in December and finally disap 
in April. The middle part of the Gulf gets frozen over only in 
winters and for a short period. Usually ice in this area is 
drift ice. 

Considerable changes of the water level may be caused by 
winds and variation in atmospheric pressure (““Seish" effects). 

The range of the water level caused by winds depends on the 
of the wind, direction and period of time it blows. f 

Most sharp rises and falls of the water level are observed # 
mouth of the Daugava river. They may reach at times 1:3 m™ 
higher and 0-9 m.-1-1 m. lower than the datum at Kronshtadt. 


; 
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level of the water in the port usually depends on the ordinary 


in the Daugava river. 
im um rise of the water level caused by winds may reach 


ser and fall - 1 m. lower than the mean water level observed 
CI ee eriod of many years. ; 
ot MENTS: Refer to beginning of U.S.S.R. section. 
, mocunGe: Compulsory. Inflot will arrange Pilot on receipt of 
“a + Daugavgriva Buoy, which to be given 96, 48, 24 and 4 hours 
m) oA ‘rival. Also advise with ETA details of cargo, last port of 


ssengers if any, ship's draft and length. ; 
wot meets vessel at receiving light buoy No. 1 Daugavgriva. In 
bad weather, when Pilot is unable to come aboard, vessel 

4 follow in the wake of a pilot boat, up to the mouth of the 
where Pilot will board vessel. : , 

Vessels leaving the port should navigate under Pilot control to 

waiving buoy No. 1 Daugavgriva. / : 

iCHORAGE: The best anchorage can be obtained in the port 

, roads, at a distance 4 miles off the Daugavgriva lighthouse, 

0° Westward of light buoy No. 1. Depths in the anchorage 
yom 22 m. to 35 m. The bottom is mud and sand. Itis not recom- 

sanded to come closer to the shore without a Pilot on board. 

the port of Riga roads are situated North-west of the entrance 

the mouth of the Daugava river. 

The roads are open to winds blowing between South-west and 

joth-east; therefore, in autumn, when these winds prevail, anchor- 

yp there is unsafe. : 

in periods when heavy waves in the roads are caused by fresh 

\otherly winds, vessels are recommended to leave the roads for 

dele in the port or go to the open part of the Gulf of Riga. 

The depths in the roads are from 15 m. to 30 m. Holding ground 
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usTRICTIONS: Permitted draft for the entry into portis between 
+5m.-95 m. at the mean water level. 

fntry to the Daugava river and the port of Riga is accessible for 
wssels having drafts ensuring safe passage across the river bar. 

Asa rule, vessels passing along the channel are requested to 
te keel clearance not less than 0°45 m. 

The speed of vessels navigating in the Daugava river should not 
aceed 6 knots. 

There are no restrictions as to length of vessel and time of entry 
tothe port. 

WAX. SIZE: Maximum draft allowable is between 7-5 m. to 8-25 m. 
HEALTH: Pratique obtainable after vessels mooring when Health 
Ofcials visit vessel with Immigration and Customs Officers. Health 
bspector to be informed of any medical assistance required. 

RADIO: Notice of Arrival: In winter when the Irben Strait and the 
Gu of Riga are completely frozen over and ice-breaker assistance 
srequired, vessels proceeding to the port of Riga should advise 
Harbour Master their ETA to the edge of the ice, vessel's ice classi- 
{cation and estimation in days for the expenditure of fresh water 
od fuel available on board to the moment of approaching the edge 
athe ice. 

Vessels can establish ship-shore radio contact via the port radio 
sation Riga Radio, operating 24 hours a day on the following 
fequencies : 
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Type of 
d trans- 
Call sign Working Calling mission Time 
J 500 kc/s. 500 kc/s. Al H24 
1) KB 489 kc/s. 468 kc/s. Al H24 
UDH 4,236 kc/s. 4,184 kc/s. Al H24 
/ 8,660 kc/s. 8,367 kc/s. 
13,070 kc/s.  12,547-5 kc/s. 
‘Riga Radio" — 4,066-1 kc/s. A3H HX 
436-7 kc/s. — A3 HX 
Riga Radio" 
(SPR-Central 
Port Radio) 156-80 mc/s. 156-80 mc/s. F3 H24 
Port He 156-70 mc/s. 156:70 mc/s. F3 H24 
(Port Control) 156-70 mc/s. 156-70 mc/s. F3 H24 


SERTHING : Berths of the port with depths from 7:5 m. to 9-7 m. 
iogside are equipped to handle general and bulk (ore, coal) 
‘goes, metals, timber, grain, food products and passenger traffic. 
Number of tugs to be ordered for entry assistance or for shifting 
bk is decided by Master in accordance with Pilot's recommenda- 


Cranes of up to 45 tons capacity are operated on the quays and 
the warehouses. Also, there are floating cranes with lifting 
“pacity of up to 100 tons, other cargo handling equipment and 
‘a-port transport. 
;pening and closing of hatches is usually done in accordance 
"ih conditions of Charter Party and B/L. 
SICAL: All medical assistance available. 
EVEDORES: Arranged by Inflot who should be given neces- 
%y information in advance. 
YENSITY : About 1002. 
rest WATER: Available at quays. 
EL: Fuel is usually taken at the oil jetties. Bunkers may also be 
“ered to the roads or supplied by lighters at a berth during 
tang nlcading of non-inflammable cargoes. 
je GWAY/DECK WATCHMEN: Recommended. These duties 
open performed by crew. 
tusy CLOSE HATCHES: Normally by ship's crew. 
TOMS ALLOWANCES: No restriction on quantities, but 
DENS May be taken ashore. 
CONSIRICATION CARDS: Seaman's Book required. 
SULS: None. 


U.S.S.R. 


REPAIRS: Repairs possible for hull, machinery, radio and naviga- 
tional equipment. Floating crane available, capacity 100 tons. All 
kinds of repairs for vessels up to 30,000 dwt. can be carried out. 
REPATRIATION: Only subject to visa restrictions. 

TIME: GMT plus 3 hours all year round. 

HOLIDAYS: 1st January, 8th March, 1st and 2nd May, 9th May, 
7th and 8th November, 5th December. 
POLICE/FIRE/AMBULANCE: Advise Inflot. 

SHORE LEAVE: Crew allowed ashore. 

AUTHORITY : Port of Riga Authority. Postal address: 6 V. Latsis 
Street, Riga-33, U.S.S.R. Cables ‘‘Morport Riga”. Tel. 33-92-35; 
33-92-54; 33-93-54. 


AGENT: The Port of Riga Main Maritime Agency “Inflot". Postal 
address: 6 V. Latsis Street, Riga-33, U.S.S.R. Cables “Inflot Riga”. 
Tel. 33-15-37; 33-97-03. Telex 1157. 


SOCHI: 43.34 N. 39.43 E. (See Plan) 


GENERAL: The port of Sochi is an ice-free port, situated at the 
mouth of the Sochi river, South-easterly of the Uch-Dere Point, in 
the Eastern part of the Black Sea. 

The port is protected by the Caucasian chain of mountains from 
cold North-easterly winds but it is open to winds blowing from 
Southerly and Westerly directions when heavy waves may roll over 
the port moles causing heavy swell in the harbour, 

The port mostly handles passenger traffic. 

There are passenger terminals, one of which serves hydrofoil 
ships only. About 3 million passengers visit the port yearly. 

A cargo pier is equipped to handle fruit, building materials and 
cars. There are enclosed warehouses on the cargo pier and on one 
of the passenger terminals. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Pilot boat usually meets vessel at a distance of about 
1 mile from the port. In the event of bad weather or restricted visibi- 
lity, vessel should anchor or drift at a safe distance from the port 
until Pilot arrives. 

ANCHORAGE: Deep drafted vessels may obtain anchorage in the 
outer roads Westward of the Northern mole, in the area encircled 
by a 9 cables length radius with the Sochi lighthouse as centre of 
circle. The depths in the roads are from 11 m. to 13 m., where there 
are mooring buoys. 

Anchorage may also be obtained in depths of about 10 m. at 
5 cables length from the shore. 

Anchorage can also be obtained at 1-3-1-5 mile distance S.S.W. 
of the Sochi lighthouse. Depths there are about 29 m. The bottom is 
mud with sand, and small stone closer to the shore. 

Anchorages are open to winds blowing from the sea. 

Area No. 141 prohibited both for anchorage and fishing is situated 
at a distance of 1-3 miles South-westward of the light located on the 
Northern Mole. It extends for 9 miles to N.W.-S.E. The areais shown 
on charts. 

RESTRICTIONS: There are no time restrictions for entry to the 
port. 

In case of stormy weather entry to the port is difficult due to the 
swell caused by heavy waves in the approach and in the narrow 
entrance to the port. 

The maximum permitted draft is 8 m., length 180 m. 

In the event of heavy surf vessels must anchor in the outer roads 
since entry to the port is impossible. 

During the Autumn-Winter period the port of Sochi cannot be 
used as a shelter port, because lying in the port is dangerous due 
to the strong variable current (““Tyagun") usually caused by gales 
blowing between S.E. and N.W. 

Under these circumstances the Port Authorities cannot guarantee 
safety to a vessel which, after having received a storm warning, did 
not make for sea, and bear no responsibility for the consequences. 
RADIO: Vessels can establish ship-shore radio contact through 
the port radio station Sochi Radio, operating 24 hours a day on the 
following frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UZB 516 kc/s. 500 kc/s. Al H24 
Port Control 156-80 mc/s. 156:80 mc/s. F3 HX 
Pilot Watch 156-30 mc/s. 156-30 mc/s. F3 HX 
“Inflot” (Ship- 

ping Agency) 156-80 mc/s. 156-80 mc/s. F3 HX 


A signal station is located at the Sochi lighthouse. 
BERTHING: Tug assistance for vessels over 2,000 g.r.t. which 
enter or leave the port is compulsory. 

A vessel intending to enter port with tug assistance should keep 
the Sochi mid-channel leading marks in line ahead and stop the 
main engines in due time to allow vessel to come to the state of 
“no motion” at a distance of 1 mile from the port entrance. 

Only under these conditions is a tug allowed to approach a vessel 
and receive or cast off the tow rope. 

A 5-ton crane is operated on the cargo berth. There are also 
truck-layer cranes with lifting capacity of 10 tons, diesel cranes and 
other cargo handling equipment. 

FUEL: Not available. 

FRESH WATER: Can be supplied by pipe-lines at nearly all 
berths. 

REPAIRS: Not available. 

TIME: GMT plus 3 hours all the year. 

AUTHORITY: The Port of Sochi Authority. Postal address: 
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1 Voykov Street, Sochi, U.S.S.R. Cables “Morport Sochi". Tel. 
996-63--64 ; 996-63-63; 996-62-04. Telex 128. 


AGENT: A branch of the port of Novorossiysk Main Maritime 
Agency “Inflot" at the port of Sochi. Postal address: 1 Voykov 
Street, Sochi, U.S.S.R. Cables “Inflot Sochi'’. Tel. 99-05-86; 
996-62-70. Telex 128. 


SUKHUMI: 42.59 N. 41.01 E. (See Plan) 


GENERAL: A Black Sea passenger port Sukhumi is situated at 
the head of the Sukhumi Gulf, 2 miles East-northeast of the Sukhumi 
Point. The port is open for navigation all the year round. Both the 
port itself and the Gulf are open to winds blowing from the sea. 

Eaunens berths of the port are equipped to handle passenger 
traffic. ; 

The port area is bounded on the South-west by the line of the 
Sukhumi leading light marks, (bearing 105°-285°) extended up to 
the shore. 

The port is visited by regular and cruise passenger vessels. 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: A Pilot meets a vessel in the outer roads. 
ANCHORAGE: Anchorages are situated in the outer roads on the 
Northern coast of the Sukhumi Gulf, opposite the mouth of the 
Beslet river. 

A good anchorage can be obtained at the line of the Sukhumi 
leading light marks. Depths are from 12 m. to 50 m. The bottom 
is mud. 

Master should watch carefully the Sukhumi leading light marks 
when approaching the anchorage and cast anchor only at the 
moment when the leading light marks are in line or some small 
distance closer to the shore. 

At 2 cables length seaward of the leading line, the depths increase 
sharply and reach 130 m. 

Whilst waiting for a berth vessel should lie at anchor at the line of 
the Sukhumi leading light marks. This anchorage is unsafe during 
the gales blowing from the sea. 

RESTRICTIONS: Vessels may enter or leave the port at any time 
of day or night. 

MAX. SIZE: The maximum permitted draft is 7-6 m., length 180 m. 
RADIO: Ship-shore radio contact can be established via the port 
radio station Sukhumi Radio operating 24 hours a day on the follow- 
ing frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UFF 458 kc/s. 500 kc/s. Al H24 
Sukhumi Radio 2,182 kc/s. 2,182 kc/s. A3 H24 
“Zarya" (CPR)*- 

Port 160-95 mc/s. 156-35 mc/s. F3 H24 

156-80 mc/s. 156-80 mc/s. A3 H24 
“Zarya" (Pilot 
Watch) 156-60 mc/s. 156-60 mc/s. F3 H24 


* CPR-Central Port Radio Station. 

Storm signals are exhibited at a signal mast located on the roof 

of the Port Authority's office. 
BERTHING: Vessels are not allowed to moor to berths during the 
dense fog and in restrictea visibility when navigational lights and 
the current indicator on the passenger berth are not visible. In this 
event vessel should anchor and disembark passengers in the outer 
roads. 

When mooring, Master should bear in mind the direction of the 
current and the effect on the mooring angle of vessel. 

By day, the direction of the current indicated by a sparbuoy 
located at the head of the passenger pier, and at night, by lights 
exhibited from the elevation of the front leading light. 

A green light shown lower than the front leading light indicates 
Easterly current, and a red light, current of Westerly direction. 

The rate of the current is usually determined by the Master himself. 

Due to the constant influence of the current, mooring is usually 
effected without tug assistance. 

There are no portal cranes on the passenger pier. Handling of 
cargo is done by the truck-layer cranes with lifting capacity of 10 tons. 
FUEL: Can be supplied by lighters. 

FRESH WATER: Supplied ex-shore. 

TIME: GMT plus 4 hours all the year. 

AUTHORITY: The Port of Sukhumi Authority. Postal address: 
66 Rustaveli Street, Port of Sukhumi, U.S.S.R. Cables ‘‘Morport 
Sukhumi". Tel. 34-00; 34-13; 82-02. 


AGENT: A branch of the Port of Batumi Main Maritime Agency 
“Inflot" at the Port of Sukhumi. Postal address: The Port of Sukhumi, 
U.S.S.R. Cables ‘Inflot Sukhumi”. 


TALLINN: 59.27 N. 24.45 E. (See Plan) 


GENERAL: A Baltic seaport, Tallinn is situated in Tallinn Bay on 
the South-west coast of the Gulf of Finland. Year-round navigation 
is possible. Tallinn Bay is usually frozen over in severe winters only. 
In the winter months the port of Tallinn is kept open for navigation 
by ice-breakers. The tidal range in Tallinn Bay is of very small account. 
The difference of the water level in the Bay is due solely to the effects 
of the wind. A rise of the water about 0:4-0:5 m. from mean water 
level is observed during North-westerly and Westerly winds. The 
fall of the water is caused by South-easterly and Easterly winds. 
It usually reaches 0:2-0-4 m. below the mean water level. 
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DOCUMENTS: Refer to beginning of U.S.S.R. section, 
PILOTAGE: Compulsory. Advise Agent of vessel's ET, 
and 24 hours before arrival. If the time of passage to the pox 
than 48 hours, ETA should be given no later than one hoy, 
departure from previous port. 

Radio Agent 4 hours before arrival requesting a Pilot. Pj 
compulsory, 24 hour service. Pilot boards at Western Talli 
bank, approximate position 59° 42.5’ N., 24° 38.0’ E. 

International code signals may be used to call Pilot who wij 
out in a motor-boat as ordered by Agents on basis of Masten 
Pilot boat can be contacted on VHF Channel 16. ; 

N.B. Vessels should proceed to Tallinsky Bay thro | 

Northern Passage. The Straits of Sooripy are temporarily Cloty 
navigation. 
ANCHORAGE: Vessel awaiting Pilot may anchor in pilot bow 
zone. The main anchorage for Tallinsky bay is situated to the 
Tallinsky light and limited by a line connecting the following » 
tions: 59° 28.5’ N., 24° 47.1’ E. 50° 28.7’ N., 24° 48.8’ E. 59° ar 
24° 49.1’ E. 59° 27.8’ N., 24° 47.7’ E. 

Anchorage is not protected from the seaward side, depth 
12-5 to 26 metres. Anchorage is forbidden in other parts Ofte 
sky Bay. 

RESTRICTIONS: Entrance to the harbour inside the br 

is through the North or the South entrance. Maximum p 
draft for both entrances is 23 ft. At South entrance depth, 
according to current and tide. Pilot will advise regarding depthy 
able. At the Northern entrance a submarine cable is laid, and yey 
passing through are required to have both anchors secured.& 
and departure can be effected by day and night. Movement of 
through both entrances is controlled by a signal exhibited at they 
of the north pier. 

MAX. SIZE: Vessels up to 23 ft. draft can enter harbour. Tay 
with cargo to discharge are limited to maximum length 100 me 
Vessels arriving for bunkering or supplies are not required toe 
harbour. 

HEALTH: International quarantine signals to be used onay 
No later than 6 hours before arrival at the inner area Master se 
radio Agents giving full details of state of health on board, ay. 
questing pratique which will be given on arrival. 

RADIO: All vessels when approaching the Port of Tallinn ss 
establish radio contact via Tallinn Radio port radio stations 
operates 24 hours a day on the following frequencies: 


Type of 
trans- 
Call sign Working Calling mission Tr 
UNS 500 kc/s. 500 kc/s. Al 8 
UAH 6,485 kc/s. 6,276-75 kc/s. Al i 
UAH 8,476 kc/s. 8,369 kc/s. Al Ht 
12,723 kc/s. 12,541:5 kc/s. 
17,077 kc/s. 16,732 kc/s. 
Tallinn Radio 2,182 kc/s. 2,182 kc/s. A3 1) 
“Tallinn Port” 
(Port Control) 156-80 mc/s. 156-80 mc/s. F3 Ke 
156-45 mc/s. 156-45 mc/s. F3 | 
“Portnadzor” 
(Harbour 
Master) 156-80 mc/s. 156-80 mc/s. F3 ie 


Vessels entering and leaving the Old Harbour should « 
signals exhibited at the signal station situated at the Nom 
Gates (the North Entrance) to the port. 

TUGS: Tugs assistance available for berthing subject to 
advice. Tugs can be ordered through Agents. Ship's lines nom 
used. When tugs are ordered in advance the cost will be chart 
the vessel whether tugs are used or not. 

BERTHING: Vessel will not be allowed to berth unless mai! 
gines and steering mechanism are in good working order. All vet 
in port are required to fly their national flags between 0800 anis 
set. On holidays and special occasions vessels may be request 
dress their ships if requested by Port Authorities. 

The berths of the port with depths alongside up to 825m! 
equipped to handle general bulk and liquid (chemical prod 
cargoes, sugar, cement, metals, foodstuff, etc., as well as pass# 
traffic. Covered warehouses with mechanical equipment and con 
floor sheds are available. 

STEVEDORES: Arranged by Agent on basis of Master's & 
Loading and unloading is carried on throughout 24 hours #? 
including holidays. 

Loading and unloading is usually done by shore mobile ee 
cranes of up to 10 tons capacity, by floating cranes of up to 10 
capacity and by other cargo handling equipment. 
TANKERS: Tankers moor at berth No. 19, length 207 metres, ® 
alongside 9 metres. No slop facilities available. Tankers are 
mally required by the charter party to reserve a slop tank onb# 
Discharge of tank washings is prohibited within 100 miles 
coast. 

FRESH WATER: Supplied by pipe-lines at all berths. 
FUEL: Bunkers are available and can be taken from the que 
delivered by lighters. 

FIRE PRECAUTIONS: Masters of tankers are presented ® 
copy of Safety Regulations by the Agent on arrival. 
WATCHMEN: Compulsory to maintain a gangway watch bys 
crew. 

HATCHES: Normally opened and closed by ship's crew. int 
weather hatch covers are put on by stevedores. 
CERTIFICATES: At first Russian port of call, certificates @ 
nage and those required by international convention will be 

for examination. 
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TOMS ALLOWANCES: No restrictions on crew's consump- 
oi tobacco and alcohol on board. It is forbidden to take these 
e. 
SES: No local representation. 
sePAIRS Only minor repairs may be effected at machine shop 


wee: GMT plus 3 hours all the year round. 

(UDAYS: All holidays are worked by stevedores. 
PHONES: Connection on board vessels can be made free of 
e at berths number 7, 8, 9, 10, 13, 14, 15 and 16. I 
ORITY: Tallinn Sea Port, 25, Uus-Sadama Street, Tallinn. 

(ables: Morport Tallinn. Tel. 2-70-09, 2-70-70, 2-70-80. 


T: “Inflot,” 7, ul. Uus-Sadama. Telephone: 48825, 48512. 
teex: 107. Cables: “Inflot", Tallinn. 


TUAPSE: 44.06 N. 39.04 E. (See Plan) 


pESCRIPTION : The port of Tuapse is situated between the 
squths of the rivers Tuapse and Pauk at the head of Tuapse Bay 
don the Caucasian coast of the Black Sea. Year-round navigation. 

The port is protected by the Western, South-western and 
teyomaisky breakwaters and by the Southern mole. 

The Western part of the port, called the Old Port, is used by 
ishing trawlers, and the Eastern part of the New Port by cargo 

ls. 
whe entrance to the port, about 220 m. wide, is situated between 
te heads of the South-western breakwater and the Southern Mole. 

A part of the port area bounded by the shore and navigational 
sarks is considered as the port inner roads. 

Despite the fact that the harbour is protected by breakwaters and 
imole, lying in the portis not always safe due to heavy waves caused 
y Southerly gales. 

Waves may roll over the breakwaters when strong winds blow and 
say cause heavy swell in the harbour. 

During strong winds blowing from directions between the South- 
ast and North-west and, at times, even without winds, lying in the 
wrtis dangerous due to strong variable current with surge (called 
‘Tyagun"). In this event vessels are recommended to leave the 
port for sea. 

Changes in the water level in the port area are caused by the 
sfects of the wind. The maximum range of the water level observed 
is06m. 

Also, the changes in the water level may be caused by variation 
natmospheric pressure (“‘Seish" effect), which may last from a few 
minutes up to several days. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 

PILOTAGE: Vessels wait for Pilot at anchorage. Compulsory in 
ind out, Master to advise Port Controller and Inflot Agency ETA, 
Shours in advance (confirmed 4 hours before arrival; 2 hours 
tefore, apply for entry permit), description of cargo, location and 
weight of heavy lifts, number of passengers, ships draft, length 
ad services required. 

Pilotage is effected, in turn, in accordance with sequences of 
ressels orders received by the ‘‘Port Control”. 

Inthe event of bad weather (wind Force 6 and over) when Pilot 

sunable to board vessel in the outer roads, Master should either lie 
itanchor or wait with engines working at speed ensuring safety of 
he vessel until weather improves. 
ANCHORAGES: Available in depths up to 23 m. Vessel arriving 
itanchorage should inform time anchored, time required for debal- 
sting ashore, overall length, deepest draft as per seasonal marks, 
idawait berthing orders. Despite jetties and breakwater, anchorage 
totalways secure since S.W. winds bring confused swell or variable 
current with surge called ‘‘Tyagun”, during which vessels sometimes 
Swept from moorings. Advisable put to sea during strong S.W. 
winds and ““Tyagun”. 

Area No. 142 prohibited for anchorage and fishing, is situated 
“pale entrance to Tuapse Bay. Borders of the area are shown 

charts, 

There are 2 anchorages situated in the outer roads South-west- 
wad of the South-western breakwater. Depths there are from 
16m, to 24 m. The bottom is fine sand and shell. 

The outer roads of the port extend South-westward of the break- 
talers up to the border of area No. 142. The outer roads are bounded 
othe South by the meridian of the base of the Southern Mole. 

During winter, all vessels lying at berths should constantly be 
tady to leave the port for sea after having received a storm warning. 
RESTRICTIONS : There are no time restrictions for entry to the 


The entrance channel, 100 m. wide starts at 0:9 cables length off 
SeWestern side of the head of Pervomaisky breakwater and extends 
©W.N.W. for 2-7 cables length. The depths in mid channel, all the 
"through, are 13-7 m. 

Every vessel should lie at anchor in the outer roads whilst waiting 

Pilot and mooring berth. 

tery Master when navigating along the leading line and in the 
“et roads, should proceed at moderate speed ensuring the 
"eoeuvrability of vessel. 
i SIZE: The maximum permitted draft for entry to the port is 
HEALTH : Sanitary officer boards on arrival or when berthed. No 
tomatic pratique. 
oe 10: Ship-shore radio contact can be established through the 
hapa Station Tuapse Radio operating 24 hours a day on the 

Wing frequencies: 


U.S.S.R. 


Type of 
trans- 

Call sign Working Calling mission Time 
UVW 430 kc/s. 430 kc/s. Al H24 
“Tuapse Radio” 2,182 kc/s. 2,182 kc/s. A3 H24 
“Firma” (Port 

Control) 156-70 mc/s. 156-70 mc/s. F3 H24 

161-80 mc/s. 157-20 mc/s. F3 H24 
“Lotsman” 
(Pilot Watch) 156-60 mc/s. 156-60 mc/s. F3 H24 
“Inflot" (Ship- 
ping Agency)  156:80 mc/s. 156-80 mc/s, F3 H24 


Entry permit and Pilot should be asked for by radio through the 

“Port Control” 2 hours prior to approaching the port. 

TUGS: Compulsory. Ship's lines. 

BERTHING: Berthing at any time. 14 berths with depths up to 10-8 
metres. Mooring can be effected during winds up to Force 6. 

Cranes of up to 10 tons capacity are operated alongside the quays 
and by the warehouses, There are floating cranes and other cargo 
handling equipment, intra-port transport included. 

Opening and closing of hatches is usually done by the ships crew 
if not otherwise stipulated in a Charter Party. 

Loading and/or unloading of cargo is usually done by shore 
cranes. 

RADAR/VHF: VHF only. Channel 16. Communication with Inflot 
on VH available. Business radio messages from vessels at anchor- 
age also permitted. International radio watch should be kept by 
vessels at anchorage for business purposes. 

MEDICAL: All patients to visit polyclinic on weekdays only, to be 
reported by Masters to sanitary doctor on arrival. 

DENSITY : 1010/1015. 

FRESH WATER: Available from any berth. Boiler water can be 
delivered by barges to the outer roads. 

FUEL: Only heavy fuel oil and gas oil. Available at oil berths. Also 
available ex-lighters. Masters giving 48 or at least 24 hours notice. 
FIRE PRECAUTIONS: Smoking strictly prohibited on all decks of 
any vessels moored to oil piers. Naked lights and flashlights strictly 
prohibited. No work that can produce a spark is allowed 

During bad weather essential shore leave should be granted only 
to limited part of staff and crew to ensure that sufficient crew on 
board at all times to shift vessel at short notice in case of emergency. 

Plug holes. Flame arresters must be placed in all plug holes during 
loading; and all scuppers must be plugged. 

When receiving bunkers remember that in all cases orders to stop 
pumping oil upon completion of bunkering should be given from 
ship with 5 or 10 minutes standby notice to pier workmen. 
GANGWAY/DECK WATCHMEN: Not required. 

CUSTOMS ALLOWANCE: No restrictions. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: All kind of repairs for vessels of up to 10,000 dwt. can 
be carried out. 

Main engine should not be immobilised when alongside berth 
without special permission by Harbour Master through Agent. 
REPATRIATION: Possible in emergency. 

AIRPORT: 5 hours by train. 

TIME: GMT plus 3. 

HOLIDAYS: 1st January, 8th March, 1st, 2nd May, 9th May, 7th, 
8th November, 5th December. 

TELEPHONES: Only available for tankers. 

GENERAL: Ballast: No ballast water, clean or dirty, to be pumped 
overside in Roads and in harbour. Deballasting into shore storage 
compulsory and cost and time for ship's account. 

Photographing: Photography within harbour or installations, 
railway bridges, etc., except regular views in town, prohibited. 

Ratguards: All mooring lines should be provided with ratguards 
immediately upon mooring, otherwise fine is imposed without notice. 

Smoke: The emission of dense smoke from vessel's funnel in 
harbour is prohibited and subject to fine without notice, as well as 
sparking from funnel. 

Boats: Vessels not allowed to use their boats, while at anchorage, 
and swimming prohibited. Gangways should be lowered only for 
Officials. 

Intoxicated seamen not allowed on oil piers and medical atten- 
dance to them is rendered by Sobering Station for special charge. 

No articles should be taken from and to ship without Custom’s per- 
mission. No import or export of Soviet currency is allowed. 

Painting of shell plating is allowed in daytime and only from quay. 

No garbage or refuse should be thrown overboard, and all outlets 
facing quay to be closed or protected by shields. 

SERVICES: Compass adjusting. 

SHORE LEAVE: Crew allowed ashore to midnight. Master no 
restrictions. 

AUTHORITY: UI. Maxima Gorkogo 2, Tuapse, Krasnodarskykrai, 
U.S.S.R. Tel. 0-79, 2-15. Telegraphic address Morport Tuapse. 


AGENT: Maritime Agency “Inflot". Telex: 865. Tel. 322, 427. Postal 


address: 25 Gagarin Street, Tuapse, Krasnodarsky Krai, U.S.S.R. 
Cables: “Inflot Tuapse.” 


VENTSPILS: 57.24 N. 21.31 E. (See Plan) 


GENERAL: A Baltic Sea port, Ventspils is situated at the mouth of 
the Venta river. Navigation is year round. 

There are periodical alterations in the water level of the Venta 
river, chiefly due to the effects of the wind. The rise of the water 
level is usually due to moderate Westerly winds, and the fall is caused 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


by Easterly winds. 

The maximum rise of the water level in the Venta river is at the time 
of spring floods. 

The port of Ventspils area includes the Avantport and the Com- 
mercial port. A fairway, 330 metres wide, leads to the port from 
seaward. The draft of vessels passing through the fairway should 
not exceed 9-4 m. 

Vessels with drafts over 9-4 m. leave the port by another fairway, 
depth 11-4 m., width 80:0 m., which branches off the approach 
fairway at a distance of 3 cables to the North-westward from the 
entrance to the Avant-port, and extends in true line bearing 306-5° 
up to mid-channel Receiving light-buoy No. 2. 

Vessels can enter the port by this channel only after having 
obtained the Harbour Master's permission. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Vessels approaching port apply for Pilot through 
Maritime Agency “Inflot’ (Telegr. Inflot Ventspils, Telex 86122, Tel. 
6213, 51369 or by R/T on 2182 k/cs., or on Channel 16 short range 
VHF), reporting 96 hours, 48 hours and 24 hours and 4 hours ETA. 
Pilotage compulsory for all merchant vessels. Pilot boat has word 
“Pilot painted in large letters on each side and carries a pilot fiag 
or signal at masthead. Sound signal for Pilot is "G". Pilot boat has 
radio telephone, Channel 16 short range VHF. Pilot taken on board 
in area of anchorage. In bad weather Pilot can board inside of break- 
water by prior arrangement with Harbour Master through Inflot. 

Pilot service is available by day and night. Pilot usually boards a 
vessel at Ventspils Reception Buoy No. 1. 

ANCHORAGES: The Avant-port is protected by the Northern and 
Southern moles. The anchorage in the Avant-port, with depths from 
3 to 10 metres, is not safe during strong Westerly winds. 

Recommended anchorages for vessels with medium drafts are 
situated at a distance of 3-4 miles Westward of the port of Ventspils. 
Depths are from 15-18 metres. The holding ground (sand) is good. 
RESTRICTIONS: Vessels exceeding 140 metres length and 25 ft. 
draft enter harbour with Pilot on board only in daytime. 

A valid ice-class certificate is required for entry to the port when 
the fairway is covered with ice. 

When proceeding along the fairway and in the Venta river from 
the entrance to the Avant-port up to the railway bridge speed not 
to exceed 5 knots. 

MAX. SIZE: Length 220 metres and draft 36 ft. for Tankers, and 
180 metres length and 29 ft. draft for other ships. Breadth not limited. 
HEALTH: Pratique obtainable after mooring. Sanitary Inspector 
visits vessel after mooring together with Immigration and Custom 
House Officer. If medical care required the Sanitary Inspector has 
to be informed. 

RADIO: Radio contact should be established via the Ventspils 
Radio port radio station which operates 24 hours a day on the 
following frequencies: 


Type of 
trans- 

Call sign Working Calling mission Time 
UNI 500 kc/s. 500 kc/s. Al H24 
“Ventspils 

Radio” 2,182 kc/s. 2,182 kc/s. A3 H24 
“Ventspils 

Radio” 156:8 mc/s. 156-8 mc/s. F3 H24 
“Nadzor" 
(Pilot Watch) 156-8 mc/s. 156-8 mc/s. F3 H24 


Vessels’ traffic both in the roads and in the harbours is controlled 
by signals exhibited at the Signal Station located on the Pilot tower, 
at the base of the Southern mole. 

TUGS: Tugs normally join vessel inside breakwater using ship's 
lines only. Masters must order tugs in the following circumstances. 

1. When a vessel is in ballast and her length is over 120 metres 
or when a vessel is fully loaded and her length is over 100 metres. 

2. Master of a fully loaded vessel, the length of which is less than 
100 metres, or in case of a vessel laden with ballast when her length 
is less than 120 metres, should order tugs in accordance with the 
Pilot's recommendation, weather conditions and the vessel's 
manoeuvrability. 

. 3. As a rule, Masters should order two tugs when mooring at a 
erth. 

Normally tugs join vessels within the port. 

BERTHING: The commercial port is situated along the Venta 
river front and extends for about 2 miles up to the mouth of the river. 
The width of the mouth is about 100 metres. Depths in the Com- 
mercial port area are from 6 to 10 metres. The river becomes wider 
farther up from the mouth and reaches 150 m. in the area of the town 
of Ventspils. 

There are two harbours - Rybnaya (Fish Harbour) and Zimnyaya 
(Winter Harbour) on the left bank of the river at 3 cables length 
from the mouth. 

Berths with depths of up to 11-5 m. are equipped to handle general, 
bulk (coal, mineral building materials) and liquid (oil, oil products), 
cargoes, timber, metals, etc. 

There are enclosed warehouses, open concrete floor sheds and 
a grain elevator. 

Quays are equipped with electric cranes of up to 45 tons capacity. 
There are floating cranes of up to 100 tons capacity, pipe lifters and 
other cargo handling equipment and machinery. 

Opening and closing of hatches is normally done by the ship's 


crew. 

STEVEDORES: Master's and/or shipowner's information of cargo 
details, stowage — especially for ships with inward general cargoes - 
is required in proper time. Information has to be addressed to Inflot 
Ventspils. 
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however depends on kind of sickness. Particular inno 
vaccination/fever certificates etc. not required. 
TANKERS: All grades oil loaded by shore loading hoses jp 
meter of 200, 250, 280, 300 and 350 mm. Total 4 berths all fitted, 
deballasting installation for slops. Maximum draft from 30 ups 
DENSITY: In port about 1,002. ' 
FRESH WATER: Fresh water available, delivered from shore 
barge. Minimum for 15 tons vessels are charged if supplied bia, 
FUEL: All grades available subject to prior inquiry. Bunkers 
taken from the oil-jetty or supplied by lighters. a 
GANGWAY/DECK WATCHMEN. Service of watchmen fey 
mended; however, Captain's option. 
OPENING/CLOSING HATCHES: Opening and Closing 
hatches normally is carried out by crew; however, at the Mas 
request may be carried out by shore men. 
SHIP CERTIFICATES: Required to be on board: 

Intern. Tonnage. 

Intern. Class. 

Load-line. 

Safety Equipment. 

Intern. Radio. 

Certificates of Deratisation. 
CUSTOMS ALLOWANCES: There is no restriction for crey, 
and bond locker is not sealed. 
IDENTIFICATION CARDS: Seaman's Book required. 
CONSULS: No Consulates. 
REPAIRS: Small deck and engine repairs can be carried oy, 
DRY DOCKS: None. 
REPATRIATION: Repatriation of crew left behind a vesy / 
hospital is arranged by other tramp-ships with Captain's con. 
No facilities exist for effecting crew changes. 
TIME: GMT plus 3 hours. No alterations during year. 
HOLIDAYS: 1st January (New Year's Day); 8th March (Inter 
tional Women's Day); 1st and 2nd May (May Day Holidays); 4 
May (Victory Day); 7th and 8th November (The Great Oca 
Socialist Revolution Day); 5th December (The U.S.S.R. Cong 
tion Day). Cargo work never stopped on Holidays. 
POLICE/AMBULANCE/FIRE: If required have to be ore 
through Maritime Agency “Inflot”. / 
eee No arrangements exist for placing telephone) 

oard. 
SERVICES AVAILABLE: Tankers’ deballasting installation 
slops; service for radar and VHF repairs; compass adjusting; » 
shop for ordinary deck and engine repairs; ship chandler sem 
bunker supply. 
SHORE LEAVE: Crew members allowed ashore. 
AUTHORITY: The Port of Ventspils Authority. Postal adie 
22 Dzintaru Street, Ventspils, U.S.S.R. Cables: ‘Mortomy 
Ventspils"’. Tel. 5-12-22; 5-13-95; 5-14-30. 


AGENT: The Port of Ventspils Maritime Agency “Inflot”. Po 
address: 18 Dzintaru Street, Ventspils, U.S.S.R. Cables: “it 
Ventspils. Tel. 6-12-13; 5-13-69. Telex: 122. 


MEDICAL: Hospital facilities available. Advance notice - 
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VOSTOCHNY: 42.44 N. 133.03 E. 


New port being constructed. Log-loading berth understood tol’ 
Operation and a chip berth to be completed 1974. Container 
coal berths to be constructed and completion expected 19 
depths up to 17 metres. 


VYBORG: 60.43 N. 28.44 E. (See Plan) 


For Saimaa Canal see Index. 
GENERAL: A Baltic Sea port Vyborg is situated at the head 0? 
Gulf of Vyborg in the North-eastern part of the Gulf of Finland. 

There are two harbours in the port: the Southern Harbour ant? 
Harbour of the Vyborg Hydro-base. 

The Southern harbour is situated on the Western side o® 
peninsula between Krepostnoy Bridge, at the Fortress of Vt 
in the North, and Smolyanoy Point in the West (lat. 60° 4! 
long. 28° 44’ E.). 

The Harbour of the Vyborg Hydro-base is situated 2:5 ca? 
North-westward of Smolyanoy Point. It is protected by a “T"-s@ 
pier. 

The port is open for navigation from April up to the midde! 
December. Ice in the Gulf of Vyborg begins to form normally a 
the middle of November. The Gulf usually becomes frozen ove? 
the middle of December and the last ice finally disappears in Av 

Whilst tidal range in the Gulf of Vyborg is of small acco# 
considerable changes in the water level may be caused by str 
winds (up to 1-6), variation in atmospheric pressure (up to!® 
and the seasonal increase of the amount of water brought o* 
from the land. The rise of the water level is usually caused! 
Southerly, South-westerly and sometimes by Northerly winds. 
maximum range of the water level in the Gulf is about 2:0 m. 

The Vyborg Fairway (least depth 7:3 m.) leads from the ent? 
to the Gulf of Vyborg across the Transund roadstead up !@ 
entrance of the Inner Vysotsky Roads. The Vyborg Sea © 
(least depth 6-1 m.) leads from the Inner Vysotsky Roads inte® 
port, situated at the head of the Gulf. Both of these and the F 
and the Channel, are open for navigation any time of day or nigh 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Pilot is ordered through “Inflot”. 
of arrival to be given 96 hours in advance and confirmed four 


arrival. Pilot station “Vikrevoz" can be contacted on VHF 


panel roceeding to the Port of Vyborg from the Gulf of Finland 
lots at Vikhrevoy Island (Whirlwind Island), lat. 60° 34’ N., 


rE. : 
9 eT roceeding from the port of Vyborg to the Gulf of Finland 
“ Pilots either at the Brusnichnoe Lock of the Gulf of Novinsky 
Small) Vysotsky Island, or in the Port of Vyborg, depend- 


location of the place where a vessel's movement 


a 
gat Maly ( 
on the 


ig the panel of bad weather when a Pilot is not able to board or 
a vessel at Vikhrevoy Island, the position of embarkation or 
we parkation may be changed to a point Eastward of the Island, 
Master's consent. : 
incase a Master cannot embark or disembark a Pilot Eastward of 
yanrevoy Island, he shall: ‘ y 
When approaching the port from seaward either lie at anchor 
turn to sea until the weather improves. 
is) While proceeding along the Vyborg Fairway or the Vyborg 
ga Channel, lie at anchor in the area indicated by Port Control and 
wt for the time when a Pilot is able to board. : 
iNCHORAGES: There are several anchorages at Vyborg Fairway 
wd at Vyborg Sea Channel areas. ‘ ‘ 
These anchorages are bounded by the following points: 
werorage No. 1. Large Transund Roadstead 
(1) 60° 35’ 34” N., 28° 30’ 18” E. 
(2) 60° 35’ 17" N., 28° 30’ 54” E. 
(3) 60° 35’ 00" N., 28° 30° 21° Ee 
(4) 60° 35’ 17” N., 28° 29° 43” E. 
iehorage No. 2. Large Transund Roadstead 
(1) 60° 36’ 54” N., 28° 28’ 40” E. 
(2) 60° 36’ 31” N., 28° 29’ 30” E. 
(3) 60° 36’ 05” N., 28° 28’ 42” E. 
(4) 60° 36’ 29” N., 28° 27’ 49” E. 
iehorage No. 3. Small Transund Roadstead 
(1) 60° 37’ 34” N., 28° 31’ 40” E. 
(2) 60° 36’ 05” N., 28° 32’ 30” E. 
(3) 60° 36’ 05” N., 28° 31’ 42” E. 
(4) 60° 37’ 29” N., 28° 30’ 49” E. 
iochorage No. 4. South-eastward of the Sea Channel 
(t) 60° 39° 16” N., 28° 36’ 52” E. 
(2) 60° 38’ 59” N., 28° 37’ 28” E. 
(3) 60° 38’ 41” N., 28° 36’ 54” E. 
(4) 60° 38’ 58” N., 28° 36’ 18” E. 
ichorage No. 5. North-westward of the Sea Channel 
(1) 60° 40’ 56” N., 28° 39’ 18” E. 
(2) 60° 40’ 46” N., 28° 39’ 30” E. 
(3) 60° 40’ 41” N., 28° 39” 08” E. 
(4) 60° 40’ 50” N., 28° 39’ 55” E. 
The holding ground in the anchorages is sand, mud, stone and 
tay. The depths are from 11 to 17 metres. 
HSTRICTIONS: Maximum permitted speed in the Vyborg 
firway and in sections No. 1 and No. 3 of the Vyborg Sea Channel 
585 knots. In other sections of the Vyborg Sea Channel and 
‘yough the Saimaa Canal, the maximum permitted speed is 5 knots. 
for Saimaa Canal, see Index.) 
WAX. SIZE: The maximum permitted draft for entry to the port is 
iim, length 120 metres at mean water level. Vessels with draft 
aceeding 58 m. are allowed to enter port only after having obtained 
fardour Master's permission. 
HEALTH: International code quarantine signals to be shown on 
wwal. Vessels placed in quarantine will be instructed where to 
wchor by the pilot station. 
fADIO: Radio contact can be established through the Vyborg 
fidio port radio station operating 24 hours daily on the following 
"equencies: 


ee 


e Type of 
trans- 

» | Cell sign Working Calling mission Time 

ANN 500 kc/s. 500 kc/s. Ai H24 
‘ 444 kc/s. Al H24 
; tiorg Radio 156-8 mc/s. 156-8 mc/s. F3 H24 
* | Port Control 
"| WaCPR*) 
«| ‘01g Radio 156-6 mc/s. 156-6 mc/s. F3 HX 
, | Pilot Service 

tithe Saimaa 
r Canal) 
‘ Ostrov 
y | Vkhrevoy 156-6 mc/s.  1566mc/s. F3 HX 
{ (Whirlwind 
" Island) 
‘ *ist Station. 
) YNovinskogo 156-6 mc/s. 156-6 mc/s. F3 HX 
n | 21 Of Novinsky 
1 re Station 
¢ | tg Radio 156-8 mc/s. 156-8 mc/s.  F3 H24 


“Wot Agenc 
ar Central Port Radio Station. 

Cinthe Vyborg Sea Channel and Saimaa Canal is controlled 
®Signals exhibited at the signal masts located on the Northern 
Sa isotsky Island and on the roof of the Gulf of Novinsky 

ion. 

vessel whilst proceeding along the Fairways and the Channel 
have VHF tadio-telephone in good working order, being able 

“sure a reliable radio contact with the port of Vyborg and between 

8. If a Vessel is not equipped with VHF radio, a Master can 


—=. &@a2 = 
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hire a VHF portable radio-set from a pilot station (via Pilot) for a 
fixed charge. 

TUGS: Available, ordered through “'Inflot"’. 

BERTHING: Can only be effected with Pilot on board. Berths of the 
port with depths alongside of up to 8-25 m. are equipped to handle 
general and bulk cargoes, timber, etc., as well as passenger traffic. 
There are enclosed warehouses and open concrete floor sheds. 

Berths are equipped with electric cranes of up to 10 tons capacity. 
There are floating cranes of up to 15 tons capacity and other cargo- 
handling equipment and machinery. 

Opening and closing of hatches is usually done by the ship's 
crew, but if required it can be done by port labour for vessel's 
account. 

MEDICAL: “Inflot" to be advised in advance if any medical atten- 
tion required. 

DENSITY: Salinity 5%. 

FRESH WATER: Available. Can be supplied by pipe-lines at all 
berths or delivered by barges. 

FUEL: Not available. 

WATCHMEN: Not required. 

HATCHES: Usually opened and closed by crew. Can be operated 
by stevedores on request. 

CUSTOMS ALLOWANCES: No control on board the vessel. It 
is forbidden to take alcohol off the ship. 

REPAIRS: Minor repairs can be effected. 

TIME: GMT plus 3 hours all year round. 

HOLIDAYS: Cargo operations can be carried out on all holidays. 
TELEPHONE: Connection to vessels is not possible. 

SHORE LEAVE: Permitted subject to police control. 
AUTHORITY: The Port of Vyborg Authority. Postal address: 
1 Yuzhny Val Street, Vyborg, U.S.S.R. Cables “Morport Vyborg”. 
Tel. 12-34, 12-44, 28-11. 


AGENT: The Port of Vyborg Maritime Agency “Inflot’. Postal 
address: Inflot, PO Box 40, Vyborg, U.S.S.R. Cables “Inflot Vyborg”. 
Tel. 12-86, 37-33. Telex 521. 


YALTA: 44.30 N. 34.10 E. (See Plan) 


GENERAL: An ice-free Black Sea passenger and commercial port, 
Yalta is situated at the head of Yalta Bay and on the Southern coast 
of the Crimea Peninsula. 

The port is open for navigation all the year round. 

The port is formed by a harbour protected by a mole. Depths in 
the harbour are up to 10 m. 

Yalta is mainly a passenger port, but it is equipped to handle dry 
cargo vessels. 

DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Pilot meets vessel in the outer roads, at a distance of 
1 mile South-easterly of Yalta lighthouse. 

ANCHORAGES: Vessels can obtain anchorage at a distance of 
1-2 miles, bearing 180 m. to 20 m. Holding ground is good. 

The port outer roads are situated in Yalta Bay South-easterly and 
Southerly of the port entrance. They are open to winds blowing 
between E.N.E. and S.W. At times vessels may be turned broadside 
to waves caused by Southerly winds. 

A good anchorage may also be obtained at 5:5 cables length 
South-south-westerly off the head of the New Mole with depths 
from 15 m. to 17 m. The bottom is mud. 

RESTRICTIONS: Vessels may enter or leave the port at any time 
of day or night. Vessels entering or leaving the port must have keel 
clearance of not less than 0:2 m. 

MAX. SIZE: Permissible draft is 9 m., length 215 m. 

RADIO: Ship-shore radio contact can be established through the 
port radio station Yalta Radio operating 24 hours a day on the 


following frequencies: Type of 
trans- 
Call sign Working Calling mission Time 
co 500 kc/s. 500 kc/s. Al H24 
Yalta Radio 2,464 kc/s. 2,100 kc/s. Al HX 
Lazur (Port 
Control) 156-80 mc/s. 156-80 mc/s. F3 H24 


BERTHING: Cranes of up to 7 tons capacity are operated along 
cargo quays. 

Handling of cargo at the passenger terminal is usually done by 
ship's cargo gear. A 5-ton shore crane may be ordered, if necessary. 
TUGS: Tug assistance for mooring is compulsory. Masters of 
vessels entering the port must order at least one tug when mooring. 

Masters of deep-drafted vessels must order a tug-boat when 
unmooring from berths Nos. 1, 3 and 5 if it is impossible to leave 
berth by drifting with the assistance of off-shore blowing wind. 
FUEL: Not available. 

FRESH WATER: Can be supplied by pipe-lines at all berths. 
REPAIRS: Not available. 

TIME: GMT plus 3 hours. 

AUTHORITY: The Port of Yalta Authority, Postal address: 
5 President F. D. Roosevelt Street, Port of Yalta, U.S.S.R. Cables 
“Morport Yalta". Tel. 2-23-73; 2-42-42. 


AGENT: A branch of the Port of Odessa Main Maritime Agency 
“Inflot” at the Port of Yalta. Postal address: 5 President F. D. 
Roosevelt Street, Port of Yalta, U.S.S.R. Cables “Inflot Yalta”. 
Tel. 2-46-91. Telex 815. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


ZHDANOV: 47.06 N. 37.35 E. (See Plan) 


GENERAL: A sea cf Azov port, Zhdanov is situated 14 miles 
Northward of the entry into the Taganrog Gulf, at the Western end 
of it and at the mouth of the Kalmius river. 

All-year round navigation is possible but during 30-90 days period 
of ice conditions with ice-breaker assistance for ice-strengthened 
vessels only. 

Ice usually begins to form at the end of November or the beginning 
of December, and 3-4 weeks later the Gulf becomes completely 
frozen over. The increase of fast ice usually lasts up to the first half 
of February. As a rule the ice usually breaks up in the middle of 
March. It finally disappears at the end of March or, as an exception, 
in the first half of April. 

The port of Zhdanov consists of the Outer and Inner Roads, the 
Ugolnaya(or the Coal) Harbour, the Grain Harbour, the Ship-repairing 
Basin, the Schmidt Harbour at the mouth of the Kalmius river, and 
the port of Azovstal situated Eastward of the mouth of the river. 
DOCUMENTS: Refer to beginning of U.S.S.R. section. 
PILOTAGE: Compulsory. Inform Kerch Harbour Master ETA 96 
hours 24 hours and 6 hours, off Kerch Strait. On arrival Kerch Pilot 
Buoy No. 21 (Lat. 45° 13’ 37” N. Long. 36° 27’ 45” E.), drop anchor and 
await Pilot; also keep continuous radio watch. 48 hours prior arrive, 
advise Port Controller and “Inflot" Agency, ETA description and 
quantity of cargo, location and weights of heavy lifts (if any), number 
of passengers, draft and length, and declare services required, 24 
hours at latest but giving more precise information 4 hours prior 
to arrival at mouth Zhdanov canal. Entering and sailing day and night. 

Not later than 4 hours prior to arrival at the mouth of the Coal 
Harbour approach channel, buoy No. 16, a Master should order a 
Harbour Pilot. 

ANCHORAGE: With protection from seaward by moles, the port 
is a safe anchorage. Outer Zhdanov Roads depth up to 8-2 m. Limits 
of Roads on Eastern side are meridian of Kosa Liapina (headland), 
on Northern side - the five metre isobath. At anchor in Roads 
Master should bear in mind that Roads are open to winds veering 
from N.E. via S. to S.W. and in autumn the water level is subject to 
falls and rises on account of winds. The bottom holds anchors well. 
Inner Roads are within port's aquatorium and protected by dike 
erections. 

RESTRICTIONS: Vessels can enter or leave the port at any time 
of day and night. All vessels entering or leaving the port should have 
keel clearance not less than 0:5 ft. (15 cm.). 

The maximum allowed speed in the approach channels is 4-5 knots 
and in the part of the Coal Harbour approach channel, protected by 
a wooden dam, only 3 knots. 

The speed of a vessel may be increased in case of necessity to 
keep her course along the leading line or prevent her drifting off the 
channel due to the effect of current or wind. 

MAX. SIZE: Draft 7:7 m., length/breadth no restrictions. 
HEALTH: After presenting Vaccination Certificates free pratique 
obtained. After proceeding from one port of U.S.S.R. to another free 
pratique obtained automatically. 

RADIO: Vessels approaching the port of Zhdanov should establish 
radio contact through Zhdanov Radio port radio station operating 
24 hours daily on he following frequencies: 


Type of 
trans- 
Call sign Working Calling mission Time 
UDC 500 kc/s. 500 kc/s. Al H24 
416 kc/s. 
UBN 12,732 kc/s. 12,550 ke/s. Al HX 
17,085 kc/s. 16,734 kc/s. 

UBN 22,616 kc/s. 22,247-5 kc/s. 
UBN 8,620 kc/s. 8,363 kc/s. Al H24 
Zhdanov Radio 2,182 kc/s. 2,182 kc/s. A3 H24 
Port Control 156-45 mc/s. 156-80 mc/s. F3 H24 
Port Nadzor 156-70 mc/s. 156-80 mc/s. F3 HX 


RADAR: The port of Zhdanov radar station gives all possible 
information to any vessel navigating along the Coal Harbour 
approach channels in the restricted visibility and during the absence 
of the floating navigation marks. 

Radar navigation is controlled by a Pilot in charge. 

Storm signals are exhibited at a signal mast located at the Dividing 
Pier. 

TUGS: Available. Use ship's lines. Tug assistance for shifting 
berths is compulsory. Number of tugs to be ordered shall be advised 
by Pilot. 

BERTHING: The berths of the port with depths of up to 7-7 m. are 
equipped to handle general, bulk and liquid cargoes, timber, metals, 
food stuff, fruit, vegetables, etc., and passenger shipping as well. 
There are enclosed warehouses, open concrete floor sheds and a 
grain elevator. 

On the quays there are electric cranes of up to 15 tons capacity, 
coal and grain loaders. There are floating cranes with lifting capacity 
of up to 100 tons and other cargo handling equipment. 

The Grain Harbour is bounded by two piers — by the Dividing Pier 
from South-westward and by the Eastern Pier from North-eastward. 

It is protected from South-easterly winds by the Inner Roads 
Breakwater. There are numerous piles and dolphins along the East- 
ern Pier. The depths in the central part of the Grain Harbour are 
from 8-7 m. to 9-1 m. 

The Schmidt Harbour is situated at the right bank of the mouth 
of the Kalmius River, at the South-eastern outskirts of the town of 
Zhdanov. It is used by small vessis. The access to the Schmidt 
Harbour is by an approach channel dredged in the coastal shoal 
water. Navigation along the channel is ensured by leading lights. 
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Storm signals are shown at the station situation Southwarg 7 
entry to the Schmidt Harbour. « 
The Coal Harbour approach channel is the main fairway fo, 
to the port of Zhdanov. It passes through a coastal shoals 
enters the Southern part of the Coal Harbour. ’ 

Navigation along the Avant-port and the Coal Harbour app, 
channels is also ensured by leading lights, light buoys ang 
buoys. ' 

The access to the port of Azovstal is by a channel branchj : 
North-eastward of the Coal Harbour approach channel, 
MEDICAL: Masters to advise by radio prior arrival of 
attendance required on board. Hospital facilities available, y 
tion Certificates to be presented. 

DENSITY: About 1005. 

WEATHER: Changes of the water level in the Taganrog Gy 
caused by strong winds and variation in atmospheric pI 1 
(“Seish"). " 

Rise of the water level is due to South-westerly winds. Fal) 
water level is usually caused by Easterly and North-easterly 
Range of water level is about 1 m. " 

Maximum range of water level due to variation in atm 
pressure observed in August is about 0-6 m. The “Seish” usy 
starts in calm weather and may last for several days. 

FRESH WATER: Delivered at berth. Also delivered by lighten 
FUEL: Only heavy fuel and gas oil available. Supplied fron} 
quays, and also delivered by lighters. 

OPENING/CLOSING HATCHES: Crew allowed open and cy 
stevedores placing beams. 

CERTIFICATES: Registered Tonnage Certificates required, 
CUSTOMS ALLOWANCES: No quantity restrictions, Now 
to be taken ashore. 

IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS: The Ship-repairing Basin is situated in the Norty 
part of the Inner Roads. It is bounded on the South-west by) 
Eastern Pier and on the East by the Eastern Damb. The entrance 
the Basin is situated between the heads of the Eastern Pier any 
Eastern Damb. The depths in the Basin are from 6-1 m. to 99 

All kinds of repairs for vessels of up to 9,000 tons dwt, cay 

carried out. 

DRY DOCKS: 2,500 and 5,000 tons. 

REPATRIATION: All facilities for repatriation subject tor 
formalities. 

AIRPORT: 15 km. from port with regular airlines. 

TIME: Local time GMT plus three hours. 

HOLIDAYS: ist January; ist, 2nd, 9th May; 7th, 8th Novem 
5th December. 

AMBULANCE/FIRE: Ambulance 025; Fire 01. 
TELEPHONES: Can be placed on board. 

AUTHORITY: Manager of Sea Trading Port Zhdanov, tel. + 
34. Postal address: 99 the Port Street, Zhdanov-10, Donetsk rex 
U.S.S.R. Cables ‘“Morport Zhdanov". 


AGENTS: Zhdanov Main Maritime Agency “Inflot" head ofa 
port Zhdanov, branches in port Berdjansk and Kerch. Post adég 
Portovaya 99, Zhdanov, U.S.S.R. Tel. 3-95-271, 3-95-415. Cah 
Inflot. Telex: 195. 


United Arab Emirates 


ABU AL BU KHOOSH: 25.26 N. 53.08 E. 


LOCATION: The terminal is bounded by the following co-ordie 
South of Sassan Oil Field. 

(a) 25.21 N. 53.05 E. 

(b) 25.29 N. 53.12 E. 

(c) 25.26 N. 53.05 E. 

(d) 25.26 N. 53.12 E. 

Anchoring is prohibited within this area. 

OPERATORS: Total ABK - Abu Dhabi. Telex AH 2347. 
DOCUMENTS: Total ABK act as Agents and prepare all cru 
loading documents. 

Early departure procedure: At the Master's option, he mé 
order to expedite the turn-round of vessels and avoid undue dt 
caused by weather or other circumstances, use the early depe® 
procedure. In this case Masters are requested to sign blank@ 
documents. 

Normally completed cargo documents required by the Me 
will be placed on board prior to sailing. If this is not possible wi 
incurring delays of undue nature, the relevant documents ¥ 
airmailed to the Master to await the vessel's arrival at disc™# 
port. 

The official cargo, quantity loaded, will be transmitted by@ 
whilst unmooring. In the event of a dispute, the receipt of alé 
of protest will be acknowledged by the Mooring Master. 

Any protests by the Master concerning the quality of cargos 
be made before departure and any resulting investigation sh 
made before the vessel sails. 

Outward clearance: A tanker will be considered clear to @ 
Total ABK Terminal when the crude oil loading documents *® 
been delivered to the Master, or in the case of E.D.P., clearanc! 
be given through the Mooring Master. 

Mail : Official ship's mail and crew's personal mail will be hat? 
by Total ABK and shipowner's debited accordingly. : 
PILOTAGE: Compulsory within the Terminal limits. Vessels 
moored at Total ABK Terminal will be boarded by a Total 
Mooring Master in the anchorage area. The Mooring Masi 


the ship's Master on approaches to the storage tanker, 

west and unmooring, connecting and disconnecting hoses and 

wong operations within the Terminal area including all manoeuvr- 

’ ithe vessel. A qualified deck officer must be on watch at all 
F pile the vessel is alongside the storage tanker. 

; STORAGE: An area immediately South of Terminal limits is 

ated as the Anchorage Area, centred on position: 25° 26’ N., 

we This co-ordinate represents the centre of a circle with a 
g off mile which must be used by vessels requiring to wait at 
a Anchoring within the Terminal limits is strictly prohibited. 
PIGATION AIDS: The S.P.M. is fitted with a white light flash- 
a morse letter “U" every 30 seconds visible for a distance of 

: A platform AK1 is situated in position 25° 29’ 30-5” N., 

ie 123" E. and another in position 25° 29’ 37-5” N., 53° 08’ 43-4” E. 

shows two flares in the North-east direction (approximately) 
oetres and 600 metres. 

X, SIZE: Length 280 metres, breadth 43:40 metres, max. dwt 
goo tons. Max. size will probably be increased at some future 

» Depth of water 30 metres. 

DIO: Initial communication between vessels and Total ABK 

id be via Bahrain Radio (call sign GOU) which operates on a 

basis. ETA in GMT to be sent 72, 48, and 24 hours prior 
wal, through Bahrain Radio. — 1 : 
Communications within 60 miles of Terminal: Once ships are 
vain 60 miles of ABK Terminal, communication may be established 
radio telephone on International Marine VHF Channel 16 (156-8). 
ms frequency is monitored continuously. 

Qnce contact has been made on Channel 16, further conversation 
gould be conducted on either Channel 14 (156-7 mc/s), Channel 12 
«60 me/s) or Channel 6 (156-3 mc/s). _ 

Communications after Total ABK Mooring Master has boarded : A 
ti ABK Mooring Master will board incoming tankers in the 
pehorage area and will bring with him portable VHF radio telephone 
wis. From that time onwards, all and any communications between 
ipand the storage vessel will be conducted by the Mooring Master. 
Patio transmissions for advice of tanker arrivals: Telegram to be 
wot by the storage tanker to the export tanker about 80 hours before 
ber arrival: 
mse advise your ETA in GMT 72, 48 and 24 hours before arrival 
» Total ABK Abu Dhabi, Telex AH 2347, via Bahrein Radio stop 
(wgo requirements stop Deballasting time if any stop Maximum 
sading rate acceptable stop Distance in metres from bowto manifold 
sop Flange dimensions of vessel's manifold connection stop 50 
sles before arrival please contact terminal by VHF Channel 16 to 
melve berthing instructions stop Total ABK. 

Mooring instructions : \f vessels are obliged or instructed to anchor, 
sy should do so in the recommended area about 3 nautical miles 
tom the storage vessel. 
READINESS: After arrival at the anchorage area and when the 
| aier is ready in every respect to load, the Master may tender his 
notice of readiness. 
Notices of readiness will be accepted provided one or other of the 
lowing events shall have transpired: (a) the Master shall have 
| weived the Mooring Master on board, or (b) the Master shall 
| ‘ve dropped anchor in the anchorage area. 
| fortclosed: Notices of readiness will not be accepted during periods 
wen the portis closed. The portis closed when the weather is such 
bat it is too rough for incoming tankers to berth. The decision 
marding the opening and closing of the port will rest with the 
ABK Terminal Superintendent or his deputy. 
WOORING : Weather permitting, Total Abu Al Bu Khoosh Terminal 
werates only from sunrise to sunset, seven days a week. Vessels 
noor port side to the storage tanker ‘‘Jaranda”’ equipped with five 
fohohama fenders on her starboard side, which is moored to the 
SPM, Launch may assist in berthing vessels under the direct 
tontrol and supervision of the Mooring Master. 
Preparation for mooring: Vessels are requested to have, on their 
Sardoard side, a pilot ladder and/or pilot hoist or accommodation 
adder safely and securely rigged for immediate use and long enough 
‘reach the Mooring Master's launch. Vessels will provide a lee 
sie Mooring Master on the starboard side both when boarding 
eaving. 
for vessels with a freeboard of 30 feet or more, the accommodation 
‘dder shall be rigged out, lowered down so the platform is not more 
an 10 feet from the water level and a short pilot ladder, rigged to 
‘ver the access to the platform. Tankers are requested to have 
‘ady on theforecastle headtwo head lines, polypropylene if possible. 
Tankers are requested to have ready on the port side amidships a 
Stick rigged and ready to pick up the hoses (16 in. diameter). 

Ss: The hoses shall be hoisted by the storage tanker's crane, 
‘connected by ship's crew. The Mooring Master will advise the 
S's Officer in charge concerning lifting techniques. 

ADING : all communications relative to the loading of the vessel 
Yall be routed through the Mooring Master who will remain in 
‘ontact with the storage tanker constantly via portable VHF units. 

tase of temporary breakdown of the portable VHF circuit, contact 
"4 be continued on International Marine Channels 16, 14 or 8. 
ov of communications: Should all communications with the 

age tanker fail, loading will cease immediately. 
ergency shut down: An emergency cessation of loading may be 

ed by use of the ship's VHF Channel 16. 

ber 'ng rates; Maximum loading rate will be 6,000 metric tons per 


Gases : ABK crude oil contains H?S (sulphurated hydrogen). This 
RS quickly deadens the sense of smell so that a dangerous concen- 
le ° cannot be detected by odour. During loading, gas should 

‘ented off through the tanker’s normal venting system. Personnel 
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engaged in ullaging tanks should keep to windward and avoid breath- 
ing fumes as much as possible. Resuscitators, breathing apparatus 
and life-lines should be readily available. 

Valve closure against high-speed loading : No valves which will stop 

or seriously impair or reduce the flow rate of oil from the storage 
tanker are to be operated without pricr agreement with the Mooring 
Master. The practice of throttling back on the ship's cargo valves 
is to be avoided. If a lower rate is required, the storage tanker is 
to be advised and the pumping rate will be reduced to the required 
level. The Master will be held liable for any damage arising from the 
sudden cessation of flow caused by default of the ship. It cannot be 
over emphasised that to do so can be extremely dangerous and 
cause extensive damage to equipment. 
BALLAST: Due to the exposed location of the crude oil loading 
berth, vessels are required to carry sufficient ballast for safe handling, 
having due regard to existing weather and sea conditions. A vessel 
found by the Mooring Master to be not adequately ballasted will be 
rejected. 

Clean ballast: As there are no ballast discharging facilities, vessels 
must arrive at the Terminal with clean ballast, ensuring that all 
pipelines, pumps and strainers have been flushed out prior to 
arriving. The Mooring Master will inspect ship's ballast on boarding 
and has the power to reject any vessel that he thinks would cause 
pollution of the sea area, in which case vessel must proceed to sea 
and return only when ballast is completely free of oil. Any vessel 
rejected besause of dirty ballast will automatically nullify its Notice 
of Readiness and will lose any priority of position for loading. 
Ballast discharge should not be commenced without the prior 
agreement of the Mooring Master. 

Inspection during loading; At night the sea around the vessel shall 
be adequately lit, as frequent inspection by the Mooring Master will 
be made during the discharge of ballast. Any pollution whatsoever 
will be cause for rejection. Similarly, any hull leaks causing pollution 
during loading will be cause for rejection and the vessel will not be 
re-accepted unless satisfactory evidence of repairs has been certified 
by a qualified surveyor. 

MEDICAL: Medical and dental services are not available at the 
Terminal. In emergencies requiring hospitalisation, the patient will 
be hoisted to the helideck on the storage tanker and flown by 
helicopter to Dubai or Abu Dhabi. 

FRESH WATER, FUEL, etc.: Bunkers, fresh water, stores, 
boats for hire, repair facilities, facilities for changing ship’s crew 
are not available at the Terminal. 

GENERAL: 

Radio equipment: Radio, radar or other electric equipment must 
not be energised while the vessel is alongside the SPM except 
VHF radios, telephone and communications equipment approved 
by the Terminal. 

Repairs: While berthed at the Terminal, the ship's boilers, main 
engine, steering machinery and other equipment essential for 
manoeuvring shall be maintained in a condition to permit the ship 
to move away from storage vessel at short notice. Repairs or other 
work which may immobilise the ship should not be undertaken 
without prior arrangement with the Terminal. 


DAS ISLAND: Abu Dhabi, 25.09 N. 52.52 E. (See 
Plan) 


Note: Shipping operations Das Island governed by Abu Dhabi (Port 
of Das Island) Regulation, 1963 (Queen's Regulation No. 2 of 1963). 
Owners recommended provide Masters in advance with copies 
of Regulations obtainable from H.M. Stationery Office. 
DESCRIPTION: Das Island some 160 miles South-east of Bahrain 
and is part of State of Abu Dhabi, largest of Arab Emirates. The 
Island is base for off-shore drilling and export of crude oil by Abu 
Dhabi Marine Areas Limited - ADMA. 

DOCUMENTS: 

Bills of Health for Ports visited on voyage. 

2 Crew Lists. 

3 Manifests (1 original and 2 copies). 

1 International Maritime Declaration of Health. 

APPROACHES AND PROHIBITED ANCHORAGES: Umm 
Shaif and Zakum drilling areas situated some 20 miles East and 48 
miles South-east of Das Island together with pipeline to Das Island 
from Zakum field are marked on Admiralty Charts. Only selected 
towers equipped with lights, all other wellheads, drilling rigs and 
towers within drilling areas are unlighted. Wellheads in Umm Shaif 
field telemetered and controlled by microwave radio beams trans- 
mitted from radio tower on Das Island. Unburied pipelines from well- 
heads to Island also in this area and it is essentia/ that vessels do not 
steam into or anchor in it. Cautions have been issued in Notices to 
Mariners warning vessels against entering both Umm Shaif and 
Zakum areas and against anchoring in vicinity of Zakum Pipeline. 

Southern Route. Vessels should normally approach port from 
South and must pass not less than 3 miles South of drilling rigs and 
towers in Umm Shaif area, thence towards South-east corner of 
Island. Vessels must leave port by this route unless they have to use 
Northern buoyed channel. 

Northern Route. |s via buoyed channel which primarily intended 
for use of deep draughted vessels sailing from port. Vessels arriving 
should normally use the channel only if their draught is such that 
Southern Route cannot be used with safety. Prior radio advice of 
vessel's intention to use channel to enter port should be given to 
ADMA. When using Northern Route vessels should not pass at 
greater distance than 14 miles East of shore of Das Island when 
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negotiating area between No. 2 berth and channel entrance buoys. 
PILOTAGE: Berthing Master will undertake pilotage, berthing and 
unberthing of tankers save that Master shall remain solely respon- 
sible, on behalf of owners for safety and proper navigation. Berthing 
Master will normally board vessels approaching Das Island by 
Southern Route approximately 2 miles South-east of southern 
extremity of Das Island. When approaching Das Island by Northern 
Route via buoyed channel Berthing Master will board from position 
030° 3 miles from Das Island Light. If adverse weather prevents 
boarding in this position Berthing Master will board in lee of Das 
Island. Vessels requested not to navigate at greater distance than 
14 miles off Das Island when passing through cautioned area East- 
wards of Das Island where anchoring is prohibited. 
ANCHORAGES: Main anchorage for dry-cargo vessels is in about 
40 ft. of water, approximately 4 mile from Harbour South of tanker 
loading berth. Other anchorages for dry-cargo vessels lie to South- 
west and West of the Island. Tankers should normally anchor 
approximately 14 to 2 miles South-east of the Southern loading plat- 
form, should a berth not be immediately available. 

Vessels should avoid anchoring in vicinity of submarine pipe- 
lines established to Eastward of Das Island. 

Sea bed all round Island is rock, covered with a few inches of 
loose sand. Holding is poor and vessels are advised to pay out at 
least 60fathoms of chain. Vessels at anchor, awaiting berths, lighters 
or any services provided by the port must at all times keep a listen- 
ing watch using Channel 16 where possible. If a vessel is not equip- 
ped to operate on this Channel then any of the frequencies may be 
used by arrangement. 

MAX. SIZE: No. 1 Tanker Berth is suitable for berthing tankers in 
ballast condition up to 90,000 Summer dwt. and when fully loaded 
up to 50,000 dwt. Minimum depth of water alongside the berth is 55 ft. 

No. 2 Tanker Berth is suitable for berthing tankers in ballast 
condition up to 260,000 Summer dwt., fully loaded tankers of up to 
130,000 dwt. and partially loaded tankers of up to 165,000 tons dis- 
placement with mean draft not exceeding 56 ft. Minimum depth 
alongside is 67 ft. 

No. 3 Tanker Berth is suitable for berthing tankers in ballast 
condition up to 300,000 tons S. dwt. and with a loaded draft not 
exceeding 73 ft. 

WEATHER AND TIDE: Prevailing winds are from the North-west. 
The rise of the tide can be up to 5 ft., usual variation is 3 ft. 
HEALTH: Vessels arriving at Das must carry the usual Bills of 
Health for ports visited on the voyage. Masters of vessels are re- 
quested to inform ADMA if there is any person ill on board or if there 
has been sickness within the week prior to arrival. Pratique is granted 
PY ie Port Medical Officer through the Berthing Master or Agency 

erk. 
RADIO: Das Radio Station. Position: 25° 08’ 43” N. 52° 52’ 38” E. Call 
sign: 2AI 15. 
Details of Transmission : 


Service Frequencies kc/s Transmission Radiated Power kw 
(i) 500 and 420 Al 0-5 
(ii) 8,666 and 13,026 Al 0-3 
(iii) 4,325 Al 0-3 
(iv) 3,270 A3 0-3 
(v) 156,600 and 156,800 F3 0-01 
(vi) 161,600 and 161,700 F3 0-01 
Procedure: 
Service Traffic List Transmission 


(i) On 420 kc/s after call on 500 kc/s at 0500, 0900, 1300 and 1700 
hours GMT — half hour periods. 

(ii) On 8,66 kc/s at 0530, 1530, 1330 and 1730 hours GMT. 

Listens 8,354-8,374 kc/s. 

On 13,026 kc/s at 0930. Listens 12,531-12,561 kc/s. 

Watch kept for 15 minutes after each traffic list. 

(iii) On 4,325 kc/s by arrangement. 

(iv) On 3,270 kc/s radio telephone for ADMA Project shipping 
only. 

(v) Continuous watch kept on 156:8 mc/s International VHF 

(Channel 16). 

Port operations on 156-6 mc/s (Channel 12). 

Continuous watch kept on 157-1 mc/s - reply on 161-7 mc/s 

(Channel 22). Watch kept on 157 mc/s — reply on 161-6 mc/s 

(Channel 20) by arrangement. 

Arrival Messages. All vessels bound for Das Island should contact 

ADMA Radio Station and give 72 hours notice of ETA. Where this is 
not practicable they should give at least 48 hours notice. In the event 
of difficulties this information should be transmitted to Das via the 
Cable Wireless Station at Bahrain. As soon as direct contact is 
established between a vessel and ADMA Radio Station, the latter 
will advise the route to be followed in approaching the Island. 
TUGS: Tugs provided by ADMA must be used by all tankers when 
berthing and unberthing. 
BERTHING: Full power must be available on main engines during 
berthing operations. Berthing Masters will not berth vessels if not 
properly equipped with satisfactory mooring lines, or if deck appli- 
ances inoperable, or if steering gear, telegraphs and whistles not in 
an efficient condition. Master should notify Berthing Master of any 
defects or peculiarities of vessel. 

No.1 Berth: No.1 Tanker Berth approximately ? mile off East coast 
of Das Island is served by submarine pipeline from tankage on Island. 
Tankers berth against four flexible dolphins which protect berth 
operating platform. Six mooring dolphins are each provided with 
twin bollards. Each dolphin carries permanent mooring wire secured 
to Senhouse slip enabling quick release in emergencies. Hooks for 
backsprings located on operating platform are each equipped with 
48 ft. length of 18-in. cable-laid manilla spring. Loading installation 
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(iv) 


comprises four booms each equipped with 10-in. bore flexibly, 
for loading crude oil. Two similar booms available for loa 
discharging bunkers. Fittings available to connect these 
8-in., 10-in. and 12-in. manifolds to ASA 150 or BS 1560-19" ¢ 
300 or BS. “H" details. ' 

No. 2 Berth: No. 2 Tanker Berth is sited to the North of 
Tanker Berth. It is of similar construction to No. 1 berth ex \ 
quick release hooks are provided on the mooring dolphins I 
the breasting dolphins for securing vessels’ backsprings, Pe 
mooring wires are provided on the four inner mooring don y 
The loading installation comprises three 16-in. booms with y | 
hoses for crude oil loading, one 16 in. boom with 12-in, ; 
crude oil loading and bunker discharging, and two 12-in, \. 
with 10-in hoses for bunker loading. Fittings are available to, f 
to 4-in., 5-in., 6-in., 8-in. and 10-in. manifolds for crude Oil log § 
with flanges to BS., ASA and metric standard details. 

No. 3 Berth: No. 3 Berth is a Single Point mooring buoy a» | 
situated approximately 7,500 ft. East of the East coast, in pow 
Lat. 25° 08’ 53” North, Long. 52° 54’ 07” East. 

The mooring for tankers are comprised of two 15 in. circu 
floating nylon ropes, terminating in a 3 in. dia. stud Link chy 
chain which is secured to the tankers forward mooring bittsya | 
15 in. circumference nylonsnotter. This equipment is provi | 
the Company. | 

The loading installation comprises two 20 in. diameter fig | 
hose strings terminating in 16 in. diameter tail hose for crude |g | 
For bunker loading and discharge one 16 in. floating hose y 
terminating in one 12 in. tail hose, is provided. The flanges» | 
BS 1560. 

Vessels using this berth will be required to be fitted witha ! 
fairlead on or near the centre line to accept the chafing chain! | 
minimum aperture dimensions are 24 in. horizontally andy 
vertically to permit direct connection. Alternative arrangemeny t 
provided for mooring vessels with smaller size apertures. 

Vessels also require a derrick or crane capable of plumbq 
least 2 ft. outboard of the ships side over the entire length¢ | 
port manifold (including the bunker connection if required),§ | 
of the crane/derrick to be in accordance with the following re ; 
ments: 


Less than 45,000 tons S. dwt 7 tons SWL | 
45,000-100,000 tons S. dwt 8tonsSWL 
Over 100,000 tons S. dwt 10tonsSWL 


Berths cannot be occupied during adverse easterly wed 
Loaded tankers only berthed at discretion of Port Officer andda 
from tidal conditions, awaiting daylight, etc., may be incw 
Minimum acceptable length overall 525 ft. Vessels other thang 
must not approach nearer than 2 miles to premises witha 
Berthing Master on board unless otherwise instructed by? | 
Officer. In approaching and leaving berths it is essential toa | 
anchoring in area of submarine pipelines which run in approxing | 
east and west direction some 2,500 ft. north of No. 2 berth. Wet 
and other conditions permitting, tankers can berth and unbet | 
all times. Every vessel berthing must fit adequate rat guards® . 
mooring ropes and wires. , 
GENERAL CARGO OPERATIONS: 7 

(a) Declaration of Dangerous Cargo: Attention is drawn to Se | 
58 of the Queen's Regulation whereby any dangerous cargo, wie - 
intended for Das Island or not, must be declared to the Port 0f , 
on arrival. | 

(b) Discharge or Loading of Dry Cargo: Cargo vessels disct . 
in the anchorage into barges using their own gear, and shoulda | 
with derricks rigged. } 

A series of dumb barges (average capacity 120 tons dwt)! , 
normally available for landing all cargo. Charges are usuallym 
for stevedoring services up to under ship's tackle and for supp 
tally clerks on board the vessels. . 

For the handling of cargo, a labour force of up to 50 menis ust 
available. 

Whenever possible, the Island craft will come alongside int 
ately a vessel anchors and the Cargo Superintendent will boat! 
discuss handling procedure with the Chief Officer. Dischay 
cargo is carried out continuously provided weather and @ 
conditions permit. 

Vessels may be asked to provide winchmen. 

(c) Cargo Manifests: One original and two copies of ge 
cargo manifests are required. 
LOADING: Two grades of crude are available on each eo 
Zakum Crude average API 40:5 and Umm Shaif Crude with ait 
API 37-5. | 

Loading: Loading will not commence until the ship's lott 
officer reports the ship ready for loading and the shore loadings 
are satisfied with the connections and preparations made 
loading. 

Loading and Discharging Rates : 

No. 1 Berth 
Crude oil loading maximum 5,000 tph with a maximum of 1,20 
through each hose . 
Bunker discharging 1,800 tph approximately 
Bunker loading 650 tph approximately 
No. 2 Berth 
Crude Oil loading 
Bunker discharging 
Bunker loading 
No. 3 Berth 
Crude oil loading 
Bunker discharge 
Bunker loading 


10-12,000 tph approximately 
2,000 tph approximately 
750 tph approximately 
10-15,000 tph approximately 


1,000 tph approximately 


rmissible maximum loading rate is entirely atthe Company's 
and will vary according to the circumstances and the type of 
concerned, subject always to the Master's over-riding 


ah 
rn 
eng Signals; Pumping Operations are controlled by a cable 
ee system between the berth operating platform and the 
we Room on the Island. The platform is also linked to the 
ta tomatic Telephone Exchange. Bd Ke : 

the event of failure of direct communications the following 
gal and sound signals should be used between tankers and the 


wine Office Signal Station: 


, Whistle by night Flag Signal ; 
t Signal and day by day Light at night 
My iyady t0 load 6 short blasts Code flag N Morse N 
g d  1long blast 1 square red 1 red light 
Sow Spee 
' shape or flag 
tl Speed 2short blasts 2 square red 2 red lights 
' shapes or flags 
J $09 3 long blasts Shapes or flags Lights lowered 


lowered 

At No. 3 Berth, pumping operations are controlled by portable 

yf radio telephone between the vessel and the Control Room on 
d. 

MST: There are no facilities for receiving vessels ballast 

for treatment. All vessels must have clearn ballast for over- 
ischarge. 

Wo using No. 3 Berth will be required to deballast and load 
eously so that in normal circumstances they will not be 

iyog light whilst moored at the buoy. It is therefore essential that 

= tompany be promptly informed should the vessel be unable 

sdeballast and load simultaneously with risk of admixture. \ 

WDICAL: Medical Officer resident on Island and ADMA main- 

spsmall hospital. Medical attention only available in case of serious 

ness of emergency. 

fESH WATER: Not available. 

HEL: Medium fuel oils available from shore storage. Average 

491175 and maximum viscosity 1,500 seconds Redwood. Diesel 
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jlable. 
ta PRECAUTIONS: Three fire-fighting tugs available. 
(ANGWAY: Ship's gangway required on No. 1 tanker berth. 
BACCO ALLOWANCE: No restrictions. 
WNESPIRIT ALLOWANCE: Conveyance of alcoholic liquor 
ton any vessel to the shore or from the shore to any vessel, or from 
wevessel to another, is prohibited without the appropriate written 
wnits from the Political Agent and the Port Officer. 
(CONSULS: HBM Hon. Consul, Marine Department, ADMA Ltd., 
hsisland, Abu Dhabi, Arabian Gulf - Tel. 546, Cables, Admarine 
Das Bahrain. 
fEPAIRS: Not available. 
DRY DOCKS: None. 
HPATRIATION: Limited. 
NRPORT: ADMA operated private Airport. 5 flights per week. 
lnited capacity, seats subject to availability. 
TIME: GMT plus 4 hours. 
HOLIDAYS: ist January; Easter Sunday; 25th December and 
tosiem holidays. 
Be eULANCEIFINE: Tel. Police 258; Ambulance 333; 
$53 


SHORE LEAVE: Not permitted. 
UNVELOP MENTS: Gas liquefaction plant to be built with expected 
ual capacity of about three million tons of liquefied gas. The 
jt will also produce naphtha and sulphur and is expected 
rational in 1976. Operators will be Abu Dhabi Marine Areas Ltd. 
DMA). Sulphur produced will be moved from the plant by on-shore 
tocking-out conveyors to form a stockpile. It will then be taken to 
‘sshiploader on its own jetty offshore by 1,450 metres (1,190 yards) 
tconveyor handling 500 tons an hour. 

ORITY: Marine Superintendent, ADMA Ltd., Das Island, 
{wu Dhabi. Tel: Das Island 546, 412 or 331. 


MSENT: (Protecting only) See “Mina Zayed”. 
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WBAI: 25.16 N. 55.18 E. 


efi| #80 see “Port Rashid”. 
‘URTESY FLAG : Dubai flag resembles an “H" or pilot flag, and 
"Scould be shown until Agent's representative brings one on 


ROHIBITED AREA: Work on the construction of the Dubai 
i" 7 fock has commenced and all shipping is warned to keep clear 
W# | °*) area contained within a line drawn from Port Rashid Main 
fo} “Mt (lat. 25° 16.0’ N., long. 55° 16.2’ E.) to a position (lat. 25° 16.2’ N., 
1%. sv 15.1’ E.) i.e. 272-1,850 metres from this light thence to the 
“4 line on a Bearing of 180°. This has been declared a prohibited 


te} Small cratt, dredgers and hooper barges will be operating within 
area, The main breakwater will consist initially of an island with 
akwater extending both seawards and shorewards from it. 
ite flashing beacons will be positioned at 400 m. intervals along 
manttvater and in addition various construction lights will be 


: wail steps will be taken against any negligence whatsoever from 
; SCUMENTS : Following should be airmailed to Agent prior 

tele: 6 copies Dangerous Cargo List, Stowage plan in 
i €, Hatch list in duplicate, 7 copies of cargo manifests, 1 copy 
%ch Bill of Lading. On arrival, 3 crew Lists required. 


UNITED ARAB EMIRATES 


APPROACHES: Open roadstead. Cargo discharged into barges. 
ANCHORAGE: Marked by light buoy in position 310°, 1-06 miles 
from Nayif Tower. Recommended anchor to N.E. of light buoy in 
approx. position 25° 17’ 4” N., 55° 16’ 16” E. Depth 36 to 40 ft., holding- 
ground considered poor, bottom sand and coral. The closer ships 
are able to anchor to the buoy, the faster turn-around on barges will 
be attained. Warning: Occasional strong N.W. winds, known as 
“Shamal” will make discharging impossible and it is very important 
that ships have engines on “stand-by” during such times. Ships 
allowed enter and leave anchorage at any time of day or night. 
Launch service through Agent's ship to shore from anchorage, and 
ship's own boats can also be used without Authorities’ permission. 
PILOTAGE: None. 

RESTRICTIONS: All cargo discharged into barges at anchorage. 
Coasters with drafts of 11 ft. 6 in. or less can enter creek and dis- 
charge alongside. Such vessels usually require a tug boat to pilot 
them into the creek. Tugs available through Agent. Importation of 
artificial pearls is prohibited. Purchase of liquor forbidden except 
by permit. 

HEALTH: Prior arrival, Masters are required to send a cable to the 
Port Health Dept. addressed “Quarantine-Municipality-Dubai” on 
the following lines: 

(Vessel’'s name)... ETA...Hour... Date... 

Crew all healthy request free pratique 

Master 

Normally all vessels declared healthy by the Master are auto- 
matically allowed to berth immediately on arrival, and Health Dept. 
personnel will board vessels after berthing. 

Arrival : Ships boarded immediately upon arrival weather permitting, 
and Masters then have to complete a short Arrival Report. No 
formalities of any kind with Port Authorities and ships allowed to 
arrive and sail at any time. 

Departure: No port clearance is issued in Dubai. A letter will be 

issued by Agent which may be produced at next port of call instead 
of usual departure clearance. 
RADIO: No port radio station. Cables from vessels outside Gulf 
may be routed through Muscat Radio, and from inside Gulf through 
Bahrain Radio. Vessels should advise Agent of ETA 72, 48 and 24 
hours prior arrival. Some Agents also equipped with VHF calling 
Channel 16. Ship’s radio station may be operated at anchorage. 

Nearing Dubai and approximately 8-10 hours prior to arrival vessel, 
should switch on VHF Channel 16 and call Agent. On contact, 
change to one of Channels 14, 13, 12, 9 or6 for further communication. 
Regular contact then maintained until departure from Dubai. 
DISCHARGE TURN: Priority of discharge given to ships carrying 
mail and/or passengers for Dubai. Ships carrying less than 100 
weight or measurement tons have priority and are supplied with one 
barge for discharge of cargo immediately on arrival, whether turn is 
in force or not. Should there be congestion, Agents require Stowage 
Plan showing clearly that all Dubai cargo is freely available and 
Master's signature on a request for discharge turn. Based on this, 
vessels will be registered for turn. Registration can only performed 
during office hours. 

After confirmed registration, at which will be given a deadline for 
turn, ships may proceed to other ports for discharge, but must 
return Dubai prior time and date given, otherwise turn is lost. 
Particular cargoes for H.H. The Ruler have priority. This should be 
evidenced by Manifests which will be produced to Customs 
Authorities in Dubai for approval. The cargoes must be accessible 
for immediate discharge, which should be verified by stowage plan. 
STEVEDORES: Loading/Discharging Rates: Stevedores, tally 
clerks, supervisors, etc., will be supplied from shore at the same time 
as ships are supplied with barges. These people working under 
vessels’ supervision and reponsibility. 

First Shift: from 0800 hours to 1800 hours. Second shift: from 
1800 hours to 2400 hours. Third Shift: from 0000 hours to 0800 hours. 
Very difficult to get stevedores to work third shift unless ship will 
complete within a reasonable time into the third shift. First two shifts 
always worked. 

Drinking water must be supplied by ship free of charge to all men 
from shore but food to supervisors, tally clerks, watchmen and 
foremen. 

Expected outturn working three hooks: 

Bagged cargo 400-500 tons 


Cased cargo 150-200 ,, 
Timber on deck 300-350 ,, 
Timber in hatches 200-250 ,, 


Usually five ships can work at one time. 
MEDICAL: Qualified doctors available ashore and also a hospital. 
Most medicines available at fairly low prices. Dentist also available. 
Walking cases should be brought ashore in the morning for treatment, 
but in emergency, a doctor will board the ship. 
TANKERS: See “Port Rashid”. 
FRESH WATER: Can be supplied at Dubai anchorage at following 
rates (approx.): quantities 600 tons, 75 tons, or 25 tons at one time. 
FUEL: See ‘Port Rashid”. 
FIRE FIGHTING: No facilities available at anchorage. 
DEVELOPMENTS: Three dry docks for vessels up to one million 
tons dwt. under construction, completion planned for 1976. Dimen- 
sions as follows: Length 1,230 ft., breadth 230 ft. for vessels up to 
500,000 tons dwt. 

Length 1,361 ft., breadth 262 ft. for up to 500,000 dwt. and for vessels 
of special design, such as shallow-draft tankers. 

Length 1,722 ft., breadth 410 ft. for 1,000,000 tons dwt. 

In addition to the three dry docks, there will be eleven berths and 
five moorings for handling all types of repair fabrication and main- 
tenance work. The agreement for the construction of this complex 
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was signed in September 1973, and when fully operational the facility 

is expected to employ about 4,000 people. 

CUSTOMS ALLOWANCES: Tobacco: 1,000 cigarettes or 200 

cigars or one kilo of tobacco. Perfumes: One litre of toilet water 

(Eau de Cologne) and not more than 150 grams of perfume. Currency: 

Unlimited. Alcoholic Liquor: 14 litres of wine and 14 litres of other 

relly beverages provided that the arriving passenger is a non- 
uslim. 

CONSULS: The British Embassy, the Kuwait Embassy, the Indian 

Consulate and the Pakistan Consulate. 

REPAIRS: Fully equipped engineering workshops capable of 

carrying out fairly extensive repairs available. 

DRY DOCK: See “Developments”. 

REPATRIATION: Official signing-off and signing-on can be made 

only for British flag vessels as no other country represented in 

Dubai. However, crew change can be effécted through Agent. 

Arriving or departing crew do not require visas but must hold valid 

Seaman Books. The Seaman Book will substitute the visa which 

otherwise is compulsory. 

AIRPORT: Regular international scheduled flights. Also domestic 

flights within Gulf area. 

TIME: GMT plus 4 hours. 

HOLIDAYS: Every Friday which is Muslim Sabbath. Banks closed 

on this day. During the year there are the following Idd Holidays: 

Idd al Adha (about end February); New Year's Day (19 March); 

Idd al Fitr (about beginning December). Holidays shift according 

to the Muslim Year. 

SHORE LEAVE: Officers and crew may come ashore during day- 

light hours for shopping and recreation. They shall then carry a 

valid passport, |D-card or Seaman Book, which will be placed at the 

Immigration Office when landing. The passport, |D-card or Seaman 

Book will be returned upon returning to ship. No alcoholic beverages 

allowed to be brought ashore. 

GENERAL: Dunnage - not available. Heavy lifts - not available 

at anchorage. Shore cranes have lifting capacity up to 30 tons. 

LAUNDRY: Available but about two-three days required. 

PROVISIONS: Fresh vegetables, frozen stuff, bonded stores, 

etc., available. Requirements should be given immediately on 

arrival. (The liquor and beer prices are low.) 

SURVEYORS: Lloyds. 

AUTHORITY: Port and Customs Dept. Dubai Port Authority. 


AGENT: Gulf Agency Co. (Dubai) Ltd. POB 2404, Dubai, Trucial 
States. Cables: ‘Confidence’, Dubai. Tel: 31300. After office 
hours: 31549, 31367. Telex DB 448 (answer-back: “Confidence DB 
448") Radio: Marine VHF radio, stand-by on Channel 16 (156,8 MHz) 
Callsign ‘Confidence, Dubai’. 

Operators of ship-servicing and supply organisation: Crew- 
changes, mail spares and/or delivery of provisions undertaken 
at sea without deviation to serviced vessel. 


FATEH TERMINAL (offshore Dubai). (See Plan) 


Oil Loading Terminal of the Dubai Petroleum Company. 

Note; All tankers loading Fateh Terminal cleared by Dubai Petro- 
leum Company, taking care of all necessary documentation concern- 
ing cargo. DPC does not charge owners/operators for this service. 
However, for all other agency services DPC refers owners/operators 
to regular shipping agents in Dubai. 

According present oil company regulations vessels not allowed 
receive any deliveries or any launch alongside while loading at Ter- 
minal. Deliveries of mail, spare parts and performance of crew 
changes will, therefore, take place at Terminal anchorage, Dubai 
anchorage, or at a rendezvous point. 

Weather permitting, Fateh Terminal operates 24 hours a day, 7 

days a week and provided berth not occupied, tankers will be berthed 
upon arrival, day or night. 
LOCATION: Fateh Terminal consists of the crude oil production 
and export facilities of the Fateh and South-West Fateh Fields 
offshore Dubai, United Arab Emirates. The Terminal Limits are 
bounded by the following co-ordinates: 


(1) 25° 40’ N. 54° 30’ E. 
(2) 25° 40’ N. 54° 26’ E. 
(3) 25° 33’ N. 54°18’ E. 
(4) 25° 30’ N. 54° 15’ E. 
(5) 25° 28’ N. 54°17’ E. 
(6) 25° 28’ N. 54° 30’ E 


Within this area the anchoring of vessels is prohibited and the 
Terminal Safety Regulations have effect. 

NAVIGATIONAL AIDS: Both SPMs are fitted with a white light 
flashing the Morse letter ‘“‘U" every 30 seconds visible for a distance 
of 5 miles. 

The three submerged oil storage tanks, platforms, bridges and 
production units exhibit lights flashing “U" in Morse and are also 
equipped with foghorns sounding “U" in the Morse Code every 30 
seconds. Various working lights are also shown. ~ 

The two oil storage vessels Majmaa | and Majmaa II are fitted 
with a white light flashing the Morse letter “U" every 30 seconds 
visible for a distance of 5 miles. 

Each vessel is also equipped with a continuously operating fog- 
horn sounding the letter U" in Morse at intervals of 30 seconds. 

The Central Production and A Platforms exhibit lights flashing 
“U" in Morse and a foghorn every 30 seconds sounds the letter “U" 
in Morse. 

Various working lights are also shown from the well platforms 
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within the area. All are fitted with a white light flashing they 

letter “U" every 30 seconds. 
Each well platform is fitted with foghorns sounding “U" jp 

Code every 30 seconds. \ 
Four flares in position: 


(1) 25° 35’ 50” N. 54° 25’ 50” E. 
(2) 25° 35’ 56” N. 54° 25’ 20” E. 
(3) 25° 35’ 48" N. 54° 25’ 18” E. 
(4) 25° 29° 44” N 54° 18’ 29” E, 


give an orange light which may be visible at a great Cistancs) 
the Terminal, depending on atmospheric conditions, in additi 
flare structures show a white light flashing “U" in Morse 

seconds visible for 5 miles. * 

Numerous small unlit buoys for the use of working Craft m 
encountered within the Terminal area. 

APPROACHES: On approaching Terminal, Masters of inem 
tankers should head for Anchorage Area (see “ Anchorage’ 
under normal conditions, their vessel will be boarded by 4) 
Mooring Master. 
ANCHORAGE: An area immediately East of Terminal Ling 
designated as the Anchorage Area, centred on position as fol 
25° 36’ N. 
54° 31’ E. 
This co-ordinate represents the centre of a circle with a rade 
approximately one mile which must be used by vessels requis 
wait at anchor. Anchoring within the Terminal limits is Strict 
hibited. For reference purposes, the anchorage area bearing) 
Port Rashid (Dubai) Light is 298° true, distance 44-6 miles ang, 
Jazirat Sirri Light 187.5° true, distance 17:5 miles. 

If a tanker is not scheduled to berth on arrival (e.g. another» 
is in the berth, or the port is closed on account of adverse wx 
conditions, etc.) Masters will be advised by radio and reques 
anchor. 

FACILITIES: For the export of crude oil two single point my 
buoys have been installed in positions: 

(1) 25° 35’ 12.6” N. 

54° 25’ 46.3’ E. 

Bearing 261° true 4-8 miles from anchorage. 

(2) 25° 35’ 12.6” N. 

54° 24’ 35.0" E. 

Bearing 262° true, 5:7 miles from anchorage. 
READINESS: After arrival at the Anchorage Area and whe 
tanker is ready in every respect to load, the Master may tent 
Notice of Readiness. 

Notices of Readiness will be accepted provided one or other 
following events shall have transpired: 

(a) The Master shall have received the Mooring Master ont 


or; 

(b) ae Master shall have dropped the anchor in the Anch 

rea. 

Port closed: Notices of Readiness will not be accepted & 
periods when the port is closed. The port is “closed” whe 
weather is such that it is too rough for incoming tankers tod 
The decision regarding the opening and closing of the portwi 
with the Fateh Terminal Superintendent or his Deputy. 

Order of Berthing : Vessels will normally berth in order of am 
DOCUMENTS: Documentation and ship's agency: \n the® 
course of events, DPC acts as tanker Agent and prepares alt 
oil loading documents. For these services no charge is mad 

Early Departure Procedure: At the Master's discretion. In o# 
expedite turn-round of vessels in this port and avoid undue 
caused by weather or other circumstances, Masters of vess# 
arrival are requested to sign blank cargo documents. 

Normally, completed cargo documents required by the Masi 
be placed on board prior to sailing. If this is not possible w 
incurring undue delays, the relevant documents will be airmat 
the Master to await the vessel's arrival at her discharge port. 

The official cargo, i.e. quantity loaded, will be transmitted by? 
whilst unmooring. In the event of a dispute, the receipt of ale 
Protest will be acknowledged by the Mooring Master. Any pt 
by the Master concerning the quality of cargo should be made 
departure and any resulting investigation should be made belt 
vessel sails. 

Outward Clearance: A tanker will be considered clear to# 
Fateh Terminal when the crude oil loading documents have! 
delivered to the Master, or in the case of early departure, cle# 
will be given through the Mooring Master. 

Mail: Official ship's mail and crew's personal mail will be h® 
and shipowners debited accordingly. 

PILOTAGE: Pilotage is compulsory within the Terminal! 
Vessels to be moored at Fateh Terminal will be boarded by! 
Mooring Master in the Anchorage Area. The Mooring Mas# 
advise the ship's Master on approaches to the SPM, moor® 
unmooring, connecting and disconnecting hoses and 4! 
operations within the Terminal area including all manoeuvring 
vessel. The Master or one of his qualified deck officers mus!? 
the bridge at all times while the tanker is being manoeuvred 

The services of a Mooring Master are provided without @ 
upon the express understanding and condition that wh 
Mooring Master furnished by DPC goes aboard a vessel © 
purpose of assisting such a vessel, he becomes for such 
the servant of the owners of the vessel and DPC shall not 
for any damage or injury resulting from the advice or @ 
given or made by such Mooring Master while aboard or in thet 
of the assisted vessel. 

MOORING: Preparation for Mooring : Vessels are requested 
pilot ladder, hoist and/or accommodation ladder safely and * 
q 


for immediate use and long enough to meet the Mooring 
a jaunch. Vessels will provide alee for the Mooring Master on 
= side both when boarding and leaving. f 
yessels with a freeboard of 40 ft. or more, the accommodation 
r shall be rigged out, lowered down so the platform is not more 
10 ft. from the water level and a short pilot ladder rigged to 
the access to the platform. 
Tankers are requested to have ready on the forecastle head the 


wing ropes, polypropylene if possible. 

() 2 ona Hoe ropes, minimum lengths of 300 ft. ; i 
Tankers are requested to have ready on the port side amidships the 

Merrick rigged and ready to pick up from a launch. 

(9) Mooring shackles. ; 

(c) Wire strops and hose connection gear. 

Securing of the Terminal's Nylon Ropes: On the near approach to 
the buoy, 4 lJaunch will attach a ship's line to one of the Terminal's 
fgating nylon ropes. This will be hove aboard and secured to the 
wowing bracket if the ship is so fitted, or otherwise secured by a 
o's or Terminal mooring wire previously passed aboard. The 

ee operation will be repeated with the second nylon rope. 
LOADING: Lifting Hoses: : : on 

SPM |: Two 16 in. diameter hoses will be lifted by ship's gear on 
he port side. Each lift is five tons. ‘ } le 

SPM II: Two 16 in. diameter hoses will be lifted by ship's gear on 
the port side. Each lift will be seven tons. ! 

The hoses shall be hoisted and connected by ship's crew. The 
yooring Master will advise the ship's officer in charge concerning 
iting techniques. / d ’ 

Sundry Hose Connecting Equipment: Tankers shall be equipped 
wih the necessary blocks, tackle, wrenches, gaskets, bolts, nuts, 
sic, to efficiently effect the hose connection. 

flange sizes ; 16 in.-12 in. reducers will come on board the tankers 
with the mooring gear thus enabling tankers with either 16 in. or 
(Qin. ASA 150 Ib. flanges to connect directly to the Terminal hoses. 
flange size 16 in.-12 in., 16 in.-10 in. reducers with ASA 150 Ib. 
fanges are available if required to enable tankers with 12 in.-10 in. 
nanifold connections to connect to the Terminal hoses. 

Communications During Loading : (See Radio.) All communications 
lative to the loading of the vessel shall be routed through the 
Wooring Master who will remain in contact with the Production 
Platform constantly via portable VHF units. In case of temporary 
treakdown of the portable VHF circuit, contact may be continued 
on international Marine Channels 16, 14 or 8 if the vessel is so fitted. 

failure of Communications: Should communication with the 
Production Platform fail, loading will cease. 

Emergency Shut down: An emergency cessation of loading may be 
#lected by the ship’s VHF Channel 16. 

loading rate: At SPM No. 1 the maximum loading rate will be 
4000 barrels per hour. At SPM No. 2 the maximum loading rate will 
be 100,000 barrels per hour. 

RADIO: Communications with DPC: Cable Address: Dupetco, 
Dubai. Telex: DB 423. 

Initial Communication : \Initial communication between ships and 
DPC should be via Bahrain Radio (call sign GOU) which operates on 
22-hour basis. 

Communications within 60 miles of Terminal: Once ships are 
wthin about 60 miles of Fateh Terminal communication may be 
tslablished by radio telephone on International Marine VHF Channel 
{6 (1568). This frequency is monitored continuously. Once contact 
has been made on Channel 16, further conversation should be 
conducted on either Channel 14 (156-7 mc), Channel 13 (156-65 mc), 
Channel 12 (156-60 mc), or Channel 8 (156-40 mc). 

Communications after DPC Mooring Master has Boarded: A DPC 
Mooring Master will board incoming tankers in the anchorage area 
ind will bring with him portable VHF radio telephone units From 
that time onwards all communications between ship and platform 
willbe conducted by the Mooring Master via the portable VHF units, 
tnless owing to failure of portables it is necessary to revert to mains 
VHF Channels 
Advice of Tanker Arrivals: 

Initial Estimated Time of Arrival (ETA): When a tanker bound for 
aieh Terminal is within 72 hours of arrival at Fateh Terminal, the 
Master should notify DPC by cable via Bahrain Radio giving the fol- 
lowing information: 

(2) Name of tanker. 

(t) ETA in GMT (Dubai time is GMT-+-4 throughout the year). 

(c) Quantity of cargo required. 

(¢) Maximum loading rate. 

(@) If the ship's hose connections are different from 16-in. or 

12-in. standard ASA 150 Ib. type, the size should be stated. 

Subsequent ETAs : Section (a) and (b) of the above message should 

fepeated via Bahrain Radio when the tanker is within 24 hours and 
49ain when within 12 hours of arrival at the Fateh Terminal. 

Unreasonably insufficient or inaccurate ETA messages may alter 
order of berthing of ships to the disadvantage of those ships 
Wing sufficient and accurate ETA messages. 

édio Telephone Communication when Approaching Fateh Terminal : 

hen about 60 miles off the Terminal contact may be made by radio 
ephone on International Marine VHF Channel 16, and communica- 
oa continue via this method until a DPC Mooring Master 


iglowing 
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BALLAST; Precautions Regarding Pollution: \t is the responsibility 
the ship's Master to see that no crude oil (or bunkers’, diesel or 
: ) or dirty ballast is pumped or spilled overboard from his ship 
ilst in the area. Drip pans should be used, especially when 
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disconnecting hoses in order to prevent spillage overboard. 

Scuppers to be Plugged: Before loading commences, all overside 
scuppers shall be made oil-tight. 

No facilities for Receiving Dirty Ballast: At Fateh Terminal there 
are no slop tanks or facilities for receiving dirty ballast. Tankers must 
arrive with clean ballast. In the event a tanker does have dirty ballast 
it will not be allowed to be pumped overboard. The dirty ballast will 
be collected inte one tank, measured and left aboard. 

Discharging Ballast at Night: During the discharge of ballast in 
darkness, the sea shall be adequately lighted in the area of discharge. 
MEDICAL: At Fateh Terminal medical and dental services are not 
available. In emergencies requiring hospitalisation, the patient will 
be taken by boat from the tanker to the production platform, hoisted 
to the upper deck of the platform and flown by helicopter to Dubai. 
The shipowner will be charged for all expenses incurred. 

FUEL: Bunker "C" is available at the Fateh Terminal Anchorage 
from an awaiting bunkering tanker, providing sufficient notice has 
been given. Arrangements should be made through local shipping 
agents in Dubai. 

GENERAL: The following are not available at Fateh Terminal: fresh 
water; stores; boats for hire; repair facilities; facilities for changing 
ship's crew. 

There is no shore leave. 


AGENT: Gulf Agency Co. (Dubai) Ltd., POB 2404, Dubai, U.A.E. 
Cables: “Confidence”, Dubai. Tel. 31300, after office hours 31549, 
31367. Telex: 448 (answerback: “Confidence DB448"). 

VHF Radio: standing by on Channel 16 (156-8 mHz) communicating 
on Channels 14, 12 or 6, call sign “Confidence Dubai”. 

SSB Radio: standing by on 6910 mHz lower side band, communi- 
cating on frequencies 3539, 6910 and 7010 mHz. Call sign “Confidence 
Dubai”. 


JEBEL DHANNA, Abu Dhabi: 24.11 N. 52.38 E. 


FLAG: See ‘Mina Zayed”. 
APPROACHES: (/nward Passage). 

Outer Route between Jazirat az Zarqa and Ghasha Tower Beacon 
marked by two light floats and four buoys. The two light floats are 
both port hand marks, and the buoys starboard hand, as indicated 
by shape, colour and light characteristics. Depths along route vary 
and shown on chart. 

Inner Channel, from Ghasha Tower to berths at Jebel Dhanna 
marked by 21 light buoys. Least depth in this channel is 46 ft. and 
minimum width of 800 ft. between Nos. 7 and 10 buoys. 

(Outward Passage) 

After clearing berth an outward bound vessel should steer to pass 
midway between Nos. 13 and 20 buoys, leaving Alaq Island to star- 
board. From Nos. 13 and 20 buoys the same track is followed as for 
inward passage. 

DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

2 Manifests. 

1 International Maritime Declaration of Health. 

READINESS: Vessels calling at Jebel Dhanna terminal tender 
their notice of readiness on arrival at Gasha pilot station while 
awaiting for Pilot and/or berth. Even though Masters tender their 
notice of readiness on arrival at Gasha pilot station over radio, the 
Form of Notice of Readiness will be supplied to Masters when the 
Pilot/mooring master boards the vessel and the Master can put his 
arrival time as the time “notice of readiness tendered". The Pilot/ 
mooring master is physically receiving the notice of readiness on 
behalf of the oil company at the time he boards the vessel, and he 
inserts the time as ‘notice of readiness received". However, the oil 
company is recording the actual time of Master's tendering time in 
the loading time-sheet, and the same time will be considered as 
vessel ready to load from that time. 

EARLY DEPARTURE PROCEDURE: 

A. Early Departure Procedure is presently in effect at Jebel 
Dhanna. 

B. This procedure will be offered to Masters on a voluntary basis 
but will exclude voyages of less than ten days’ duration. 

C. Official declaration indicating acceptance/non acceptance will 
be signed by the Master on arrival. 

D. If EDP is requested, Bill of Lading and Manifest will be pre- 
pared in advance except for cargo figures and be presented to 
Master for signature. Master may authorise Agent to sign all other 
documents on his behalf. 

E. Bills of Lading and Manifest will be retained on board as indi- 
cated by documentation. 

F. On completion of loading, the Terminal will endeavour to 
pres ent completed cargo documents on board prior to sailing. In the 
event that the vessel sails before documents are completed vessel 
to maintain continuous radio watch after sailing, until cargo loaded 
quantities have been passed to the vessel by the Agent via Bahrain 
radio. Advice of cargo loaded quantities should be transmitted to 
the vessel within two hours of sailing, and the quantities so advised 
should be inserted on Bills of Lading and Manifests. 

G.In case of disagree ment on Cargo figures, Master may authorise 
Agent to serve an official Letter of Protest. 

H. All ship's documents, sent to London office under this pro- 
cedure must be endorsed “EDP applied”. 

This procedure is used by all vessels loading at Jebel Dhanna 
terminal, but the oil company pointed out that a very limited use of 
this procedure is actually made inasmuch as all ship’s documenta- 
tion is generally put on board by the time a vessel has disconnected 
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hoses, unmoored and is ready to sail. 

PILOTAGE: Give 48 hours notice of ETA, etc., to Agent via Cable 
and Wireless, Bahrain. On confirmation of ETA on VHF Channel 16 
either to “Jebel Dhanna Radio" or ‘Jebel Dhanna Pilots", Pilot will 
meet and board inward bound ship to West of Gasha Tower Beacon 
on request and will conduct through Inner channel to berth. Pilots 
act in same capacity as Mooring Masters in berthing vessels, after 
which they supervise raising of flexible hoses and connection to 
ship's manifold. Pilots disembark off Ghasha Tower outwards. 
TIDES: In outer approaches, i.e. from Zarqa to Ghasha Tower, 
tides almost purely diurnal, but semi-dirunal effect becomes more 
evident as Dalma is approached and is (comparatively) most marked 
at Jebel Dhanna. However, this semi-diurnal effect not of great 
significance and for all practical purposes it can be taken that there 
is only one high water and one low water per day throughout length 
of approach ard at Jebel Dhanna, but times of high and low water at 
various control points are not coincident. 

High water at 01 buoy occurs on average about 14 hours before 
high water at Jebel Dhanna, but differences may be from about 4+ 
hour up to 24 hours. 

Tidal Streams. \n berth area, streams generally do not exceed } 
knot and are predominantly confined to S.E. and S.W. quadrants. In 
outer approaches, streams appear to attain a maximum of 1 knot 
approximately along line of route, but this information should be 
regarded with caution as it depends on limited observation. 
ANCHORAGES: !f berth not available, or if ships cannot sail 
immediately after loading, they can anchor in an area South of Buoys 
Nos. 13 and 20 and North of Berths. This area marked by No. 15 buoy 
to West, No. 22 buoy to East and by berths to South. Alaq Island lies 
in the middle of this area and is marked by two buoys No. 17 and N. 
Alaq and by S. Alaq Beacon. 

RESTRICTIONS: Vessels must receive clearance from Jebel 
Dhanna Terminal to enter channel. This is to ensure that all out- 
ward-bound vessels are aware of traffic movements in channel. 
Mooring, loading and unmooring carried out by day and night. 
MAX. SIZE: (Also see “Berthing"). Maximum length: 1,100 ft.; 
Maximum breadth: 180 ft. 

Note; Draught of laden tankers leaving Jebel Dhanna controlled 
by depth in Inner Channel between Nos. 7 and 10 Buoys. This is 46 ft. 
below Chart Datum and Zero of predictions. An allowance of 3 ft. 
under keel is considered sufficient for vessels to up 100,000 tons. 
4 ft. required for vessels in excess of 100,000 dwt., and 5 ft. for vessels 
over 225,000 dwt. 

EQUIPMENT: Port and Starboard anchors to be fitted with anchor 
buoys and sufficient line to facilitate recovery of anchor in the event 
of loss. 

Four good mooring lines of not less than 150 fathoms each and 
of a suitable size for the vessel. Two additional 150 fathoms lines 
securely tailed to the first lines for occasions where 150 fathoms may 
not reach the stern buoys initially. 

For vessels of 50,000 dwt and larger, powered mooring winches 
with 200 fathoms wire mooring rope are recommended. 

Suitable new rope stoppers to be available forward and aft. 

Two good stoppers for use on 54 in. circumference wires. Pre- 
ferably patent carpenter's stoppers. 

Two good boat ropes 44 in. circumference of at least 200 ft. long. 

A clean, safe pilot ladder of adequate length battened so as to 
prevent turning. A suitable line to be ready for hauling gear on board, 
such as hose clamps, reducers and elbows. A lifebuoy should be 
placed handy to this ladder. 

Tankers of 40,000 dwt and over should have rigged, when in 
ballast, an accommodation ladder lowered to about 12 ft. above water 
This can be adjusted to suit the conditions. A pilot ladder should be 
rigged immediately abaft the accommodation ladder, to within 2 ft. 
of the water. This will enable the Pilot and others when the vessel 
is moored to ascend the pilot ladder clear of the launch and then 
step on to the lower platform of the accommodation ladder. 
HEALTH: International Maritime Declaration of Health. In case of 
suspected disease Agent to be informed on VHF Channel 16. 
Smallpox and cholera inoculation required. 

RADIO: Cables to Agent, Receivers, etc., should be sent via 
“Bahrain Radio”. When vessels within range they should confirm 
ETA on Channel 16, 156:8 mc/s to either Jebel Dhanna Terminal Call 
Sign “Jebel Dhanna"” or Jebel Dhanna Pilots call sign ‘Jebel 
Dhanna Pilots”; ship's Agent in Jebel Dhanna also equipped with 
Channel 16. 

TUGS: No tugs available. 

BERTHING: Berthing is by mooring to 2 anchors and stern buoys. 
Arrangements in advance by contacting Jebel Dhanna Pilots on 
Channel 16. 

Berths are approached on W.S.W. course passing S.E. of Alaq 
Island. Leading lights have been established which will lead ships 
on the line of the two anchors when in berth. A small marker buoy 
has been established to assist the Mooring Master in placing star- 
board anchor in correct position. Vessels berth heading N.W. Hold- 
ing ground good. Bottom consists of clayey silt. 

Sea Line Loading Berths. Four sea-line berths Nos. 1, 2, 3 and 4. 
Nos. 1 and 2 supplied by single 36-in. lines, and Nos. 3 and 4 supplied 
by 42-in. lines, each terminating in a header which passes under 
vessel in berth. 


Draught Approximate Maximum Strings of Length 

Berth acceptable deadweight loading flexible of 
acceptable rate hoses sealine 
No.1 45° 83,000 6,000 t.p.h. Two 12” 16,269’ 
No. 2 46° 85,000 6,000 t.p.h. Two 16° 16,427 
No.3 49’ 90,000 11,000 t.p.h. Four 16” 19,000’ 
No. 4 49° 90,000 11,000 t.p.h. Four16” 17,000’ 
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* Deadweights shown for vessels loading full cargoes. Part 
goes may be greater. Nos. 2, 3 and 4 Berths can ACCOMM 
250,000 dwt. tankers. 

Depth of water available in berth, and swinging circle, after d 
6 ft. for height above sea bed of sea line end cradle is as foley 
No. 1 Berth, 51 ft.; No. 2 Berth, 52 ft.; No. 3 Berth, 55 ft. 

Swinging circle defined as 14 ship's lengths from dropping 
tion of ship's inshore anchor. m 

With 3 ft. under keel general limitations as follows: 

(a) Ships drawing 44 ft. may sail at any time on any day, 

(b) Ships drawing 45 ft. will rarely have to use tides. 

(c) Ships drawing 46 ft. will usually have to use tides. 

(d) Ships drawing 47 ft. will a/ways have to use tides. 

(e) Ships drawing 48 ft. will occasionally be neaped. 

(f) Ships drawing 49 ft. will be neaped 276 days + per year, They 
months are June, July and August. 

Seaward ends of pipelines, terminate in 12 in. or 16 in, 
hoses, there being four such strings of hoses at each berth, } 
taken up on each side of vessel. 

Additional information obtainable from Jebel Dhanna Pilg, 

Channel 16 prior to vessel's arrival. 
HOSES: Derricks or cranes must be capable of lifting a s 
of hoses from the sea-bed to a height of 30 ft. above the deck: 
lifting 16 in. diameter hoses, the lifting gear should have ay 
of not less than 10 tons and for 12 in. diameter hoses a SWL oj; 
less than 5 tons. 

Gear should be rigged on both sides of the vessel in orderty 
hoses on either side or both sides simultaneously as required 

It may be convenient to handle blank flanges, reducers, etc,» 
the derrick or crane. Reducers or adaptors should be bolted to; 
ships flanges, so as to take 12 in. or 16 in. hose as may be necegy 

Note: Where a vessel has two or more loading connects 
those used should not be less than 7 ft. apart. 

Hose Hang off bitts are required at about 10 ft. from the sy 
ae at the loading manifold to secure the submarine hoses on} 
sides. 

LOADING: Crude oil SG 0-8250/0:8340. API 38/40. The oil lou 
stream of the ship is controlled on shore and it is extremely dary 
ous if a ship's valve is closed against the flow of oil. 

Particular care must be exercised by ship's personnel, tow 
completion of loading, in the ‘topping off" tanks to ensure thal 
Terminal is given timely advice of any reduction in loading rat) 
quired. Adequate “stand-by" notice should be given before thes 
“stop”. To prevent excessive pressure from surge on shipjs 
connections, ship valves should be closed slowly. 

The Terminal facilities at Jebel Dhanna have been designe 
that tankers can be loaded by gravity at rates up to 6,000 tons; 
hour in Berths 1 and 2 and 11,000 tons per hour in Berths 3 and 
BALLAST: No facilities for disposal of slops or dirty ballast 

When a vessel enters port waters in ballast, the ballast wate’ 
overside discharge must be clean and a declaration signed by! 
Master and delivered to the representative of the Terminal tot 
effect. Ashes, oil, oily water or other refuse must not be dischay 
overboard in port waters. Vessel’s scuppers must be effect 
plugged and leakage or spillage of oil aboard ship must not bese 
or washed overboard whilst in port waters. 

It is essential that vessel is adequately ballasted to ensures 
handling and manoeuvring. Please comply with the Mooring Mast 
requests as to ballast quantity and disposition. 

Jebel Dhannais an open roadstead and subject to sudden chay 
in weather. On occasions it is of great advantage to commencelt 
ing whilst discharging ballast or prior to completely deballat 
to avoid having the vessel in a flying light condition. 
DEVELOPMENTS: The pumps for loading have been inst 
and commissioned towards the end of 1972. Also, one Produé 
Station will be commissioned during the next year. 

During 1973 a fourth berth will be constructed in addition tt! 
existing three, and is scheduled to be in operation on 1st date 
1974, 

DENSITY: Specific gravity 1-031. 

FRESH WATER: Not available. 

FUEL: Not available. 

FIRE PRECAUTIONS: As laid down in the Abu Dhabi (Pe 
Jebel Dhanna) Regulations 1967. Also |OTTSG Safety Guide. 
GANGWAY/DECK WATCHMEN: Not necessary. 
CUSTOMS ALLOWANCES: Tobacco: No restrictions in# 
tity on board but must not be conveyed ashore or from one ves# 
another without appropriate written permit from Customs Au 
ties and Port Officer. Wine and/or Spirit: Conveyance of alco 
liquor from any vessel to the shore or from the shore to any v 
or from one vessel to another, prohibited without appropriate 
permits from Port Officer and Customs Authorities. 
IDENTIFICATION CARDS: Not required. 

CONSULS: None. 

REPAIRS/DRY DOCKS: No facilities. 

REPATRIATION: With sufficient notice, Agents will assist" 
repatriation. Valid Seamans Book essential. If urgent, via Abu 
but facilities are limited and if possible crew changes sh 
made at other ports. 

AIRPORT: One mile distant, small air strip owned by Abu 
Petroleum Company for private use. Nearest International Ae 
is Abu Dhabi the capital of the State. 

TIME: Local time GMT plus 4 hours. No alterations made to 
during year. 

MEDICAL: A male nurse can occasionally be obtained * 
LAMNALCO, the piloting company, upon request of ship's 
but in case of extreme emergency an aeroplane can be ch 
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Bahrain or Abu Dhabi to pick up the patient at Jebel Dhanna 
ie enster and treatment in Abu Dhabi, Bahrain or Dubai. 
CE/AMBULANCE/FIRE: No Fire or Ambulance facilities 


Abu Dhabi Defence Force, Oilfield Security Section 
aaintains @ police post at Jebel Dhanna and is responsible to act 
case of accident or other emergency, whether ashore or in terri- 
: | waters. 

PHONES: None. 

ES: None. 

EOE LEAVE: Crews not allowed ashore. 
REGULATIONS: The Abu Dhabi (Port of Jebel Dhanna) Regula- 
‘ 7. ; 
THORITY : Port Officer, Jebel Dhanna, c/o Abu Dhabi Petro- 
igum Company Ltd., PO Box 270, Abu Dhabi, Arabian Gulf. 


AGENT: National Shipping Gulf Agency Co. (Abu Dhabi) Ltd., 
Jebel Dhanna. Cables: “Confidence Abu Dhabi". Tel.: Jebel 
Danna Hotel. Radio: Marine VHF radio, stand-by Channel 16 (156-8 
siz) call sign “Confidence Jebel Dhanna”. 


MINA ZAYED (Abu Dhabi): 24.29 N. 54.20E. (See 
Plan) 


COURTESY FLAG: Vessels calling at ports in the State of Abu 
Dhabi should fly the flag of the United Arab Emirates as a courtesy 
flag, and not the flag of the State of Abu Dhabi. : 
pOCUMENTS: Eight copies of Cargo Manifest are required, with 
juicargo particulars, such as Bill of Lading number, marks/numbers, 
description, weight and measurement. It is essential that all this 
information is given on the manifest for each consignment, and the 
manifests should reach the Agent prior to arrival of vessel in order 
fo be submitted to the Port/Customs Authorities 48 hours before 
the ship is berthed. 

Also stowage particulars should be given in full in order for Agent 
to advise the Port Authorities the equipment and labour required 
for efficient handling of the vessels. 

REGISTRATION: The Ministry of Communication, Ports Depart- 
nent, Abu Dhabi, have issued the following information regarding 
the registration of vessels for berthing at Abu Dhabi: ‘ 

“As from the 8th May 1973 ships may register themselves with the 
Port Authority and then decide, if they wish to proceed to another 
port reporting back on the given approximate date of berthing. 

"Ships with any tonnage of cargo may register subject to proof 
being given to the Port Authority that the Abu Dhabi cargo is 
immediately available. 

“As the registration of ships is a new procedure at this port, the 
Port Authority reserves the right to impose or alter any restrictions 
that may be found necessary in the light of the practical experience 
gained in its operation. 

“furthermore, only an approximate date of berthing can be given 
until such time as the port is fully supplied with its cargo handling 
equipment, and the Port Authority cannot be held responsible for 
any delays that may occur after the vessel's return, although every 
endeavour will be made to keep the agencies fully informed of the 
situation.” 

PILOTAGE: Pilotage into Mina-a-Zaid compulsory, but not to 
the oo anchorage situated in the area around position 24° 34’ N. 
419 E, 

Ships should wait for Pilots in the area stated above and not 
enter the channel unless instructions to the contrary are given, 
and hoist the international pilot signal. 

Ships should have ready an efficient pilot ladder complying with 
the international convention of safety of life at sea and properly lit 
anight. Ships should afford the Pilot a good lee. 

RESTRICTIONS: Port and starboard hand buoys have been 
tstablished marking the new channel approaches to Abu Dhabi 
Harbour. The channel is dredged to 31 ft. and is 500 ft. wide. 

Inthe first instance and until further notice, ships will only enter 
orleave during daylight hours. Max. draft 32 ft. 

ANCHORAGE: Position 24.27 N., 54.17.6 E., 44 miles off shore. 
Depth at anchorage about 5-6 fathoms. Holding ground good but 
“chorage exposed to North and Westerly winds when precautions 
‘0 be taken against anchor dragging. 

RADIO: Ships should inform their Agents, 48 hours prior to arrival, 
their ETA and draft, and confirm 12 hours before arrival. They 
should also contact “Abu Dhabi Pilots" on VHF Channel 16 earliest 
dossible, with the above information. 

UGS: Itis a requirement that two tugs are required on every ship 
when berthing and unberthing at this port. Any reduction in this 
tumber will be solely at the discretion of the Pilot. 

BERTHING: Anchors and mooring ropes and wires should be 
'eady for making fast before entering. 

There are six berths each of 600 ft. length with depth of 32 ft. at 
‘ve of the berths and 34 ft. at the other berth. 

Tower crane for discharging available. 

Presently there are 15 mobile cranes of sizes varying from 5 tons 
“pacity to approx. 40 tons capacity and these are now used on the 
‘ghterage wharf as well as in the storage area. 

electric cranes are now available 5x5 tons 110 tons. 
‘ ort Authority are purchasing ample cargo equipment which is 
st arriving in batches as delivery and shipping space avail. 
di EVEDORING: Arranged through Agent. Labourers work under 
fect supervision of vessel and her officers. Stevedores do not 
to ptany responsibility for loss or damage to cargo, nor for steve- 
),, 3 damages to vessel. One gang consists of 2 Serangs, 1 Tindal 
winchmen and 15 labourers. Local custom proclaims that ship's 
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responsibility for cargo ceases only after cargo landed ashore. No 
special regulations for dangerous cargoes but vessels having such 
cargoes aboard expected anchor at safe distance from other ships 
at anchorage. Vessels carrying cement must lighter cargo from 
anchorage. No floating-cranes for heavy lifts but mobile crane of 
45 tons capacity available for hire on shore work. 

Official port working hours are from 0700 to 1900 from Saturday to 
Wednesday, on Thursday from 0700 to 1500 only, and Friday as the 
week-end holiday. Normal working hours for stevedore labour are 
from 0700 to 2230. 

Discharging rates are presently: Generals 60/80 tons per day/per 
hook; pipes 120/150, and bagged cargo 80/100; but are to be improved 
as result of increased cargo-handling facilities. 

MEDICAL: Fully equipped Government Hospital. Qualified person- 
nel, and most medicines available. 

TANKERS: See “Das Island" and “Jebel Dhanna”. 

FRESH WATER: Available at all berths in moderate quantities as 
availability of distillate plants permit. 

FUEL OIL: Diesel oil and gas oil is expected to be available by barge 
by the end of the year (1974). 

LAUNDRY : Reasonably good laundries available at moderate rates. 
PROVISIONS: May be arranged subject 48 hours notice to Agent. 
AIRPORT: Regular scheduled international flights, also domestic 
flights within Gulf area. 

TIME: GMT plus 4 hours. 

HOLIDAYS: Friday is weekly holiday. Otherwise usual Muslim 
holidays observed. Cargo work generally not affected by holidays. 
SHORE LEAVE: Not generally encouraged, but if Masters notify 
Agent names of crew wishing to go ashore a permit can be obtained 
from Immigration Department. Absolutely necessary that every crew 
member be in possession of valid seaman’s book. 

CLEARANCE: Port clearance must be obtained prior to departure. 
AUTHORITY: Govt. of Abu Dhabi, Port Department. 


AGENT: National Shipping, Gulf Agency Co. (Abu Dhabi) Ltd. 

POB 377, Abu Dhabi, Trucial States. Cables “Confidence”, Abu 

Dhabi. Tel. 43008/9. Radio: Marine VHF radio, stand-by on Channel 16 

al at Call sign ‘Confidence, Abu Dhabi". Telex, AH-248- 
acship. 


MUBAREK TERMINAL: 25.49 N. 55.11 E. 


LOCATION: The Mubarek Oil Terminal is situated off the island of 
Abu Musa, and is under the jurisdiction of the Emirate of Sharjah 
and operated by the Crescent Petroleum Company. 
DOCUMENTS: 

Customs: One Crew List. 

One Crew Declaration of Personal Effects (including cigarettes, 

etc.). 

One Store List. 

Six copies of Cargo Manifests for terminal discharge. 

The copy of Cargo Manifest for transit cargo with a summary. 

Health: The vessel should have a clean Bill of Health or equivalent 
document from the last port of call. The vessel's Master and all 
members of the crew shall possess international Certificates of 
Health showing valid Smallpox Vaccination Certificates. From time 
to time Cholera Vaccination Certificates may be required and it is, 
therefore, prudent that all crew members are in possession of valid 
Certificates. 

Police: The police will require four copies of a crew list and a 
passenger manifest if any passengers are on board. 

Crew Lists and Crew Declaration of Personal belongings must be 
on the approved Government Documents. Vessels are advised on 
their initial visit to the terminal to obtain sufficient forms for future 
visits. 

Clearance from the last port of call will be required by the Govern- 

ment authorities. 
PILOTAGE: Vessels to be moored, anchored or manoeuvred at 
Mubarek Oil Terminal will be boarded by Company Mooring Master 
in the close vicinity of the suggested anchorage area. Vessels must 
not enter the restricted limits of the terminal unless a Company 
Mooring Master is on board. 

Ships are requested to have a pilot ladder safely and securely 
rigged and ready for immediate use and long enough to reach the 
Company Mooring Master's launch. A combination of pilot ladder 
and ships accommodation ladder so arranged that personnel can 
first use pilot ladder until part way up the vessel's side and then 
transfer to the accommodation ladder is recommended, especially 
on very large ships. A light line should be ready to take aboard the 
Company Mooring Master's portable radio. There should be ade- 
quate lighting at night. Vessels will provide a lee for the Company 
Mooring Master's launch when boarding and leaving. 

The Company Mooring Master may require the vessel to anchor 
at any time he deems it necessary for the safety of the vessel or 
moorings or both or for infringement of the terminal regulations. 

The Company Terminal Superintendent shall be the sole authority 

as to when the terminal is open or closed for normal working due to 
weather conditions. 
NAVIGATION AIDS: A floating barge named Baraka /, 546 ft.long, 
used for storage of crude oil and for accommodation and head- 
quarters of terminal personnel, lies permanently moored in position 
25° 49’ 43” N., 55° 11’ 49” E. approximately 065° 6,000 ft. from the 
terminal's single buoy mooring. Baraka / is equipped with normal 
navigational warning lights and aids as required by convention. 

A permanent fixed oil production platform, incorporating crude 
oil treating facilities, rises approximately 50 ft. above water at 
25° 50’ 43” N., 55° 11’ 49” E., approximately 000° 6,079 ft. from the 
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aforementioned Baraka /. Also atripod drilling platform rises approxi- 
mately 50 ft. above water at 25° 51’ 44” N., 55° 12’ 55” E., approximately 
044° 1-7 miles from the production platform. Said structures are 
equipped with one clear light flashing “‘U" code on each corner 
and a fog horn operating two seconds on and 18 seconds off. 
A permanently fixed flare structure (tripod) rises 150 ft. (flare tip) 
above water at 25° 30’ 56” N., 55° 12’ 00” E., approximately 037°, 1,716 ft. 
from the oil production platform. 

READINESS: Notice of Readiness will not be accepted as at time 
of arrival unless the vessel is in all respects ready to load. Arrival 
time will be considered the time the Company Mooring Master 
boards the vessel, or the time the vessel is within the approved 
anchorage area, whichever occurs first. Notice of Readiness is to 
be in English. 

ANCHORAGE: An anchorage area diameter 6,000 ft. has been 
Sear seah with the centre in position 25° 46’ 45” North, 55° 13’ 13” 

ast. ‘ 

When arriving by day display flag “Q"’; by night display Red Light 
over White Light for Quarantine Service. 

RESTRICTED AREA: A restricted area of approx. 38 sq. miles has 
rt established with a boundary formed by an imaginary line 
rom: 

(a) 25° 54’ 26” North 55° 13’ 49” East in a WSW direction to 

(b) 25° 15’ 14” North 55° 07’ 19” East thence in a SSE direction to 

(c) 25° 46’ 33” North 55° 09’ 37” East thence in a ENE direction to 

(d) 25° 49’ 44” North 55° 16’ 08” East thence in a NNW direction to 
the position above. 

HEALTH: Customs, Federal Police and Immigration Officials will 
board the vessel as soon as possible after arrival to give inward 
clearance and “pratique” service. 

RADIO: Initia! communication by radio between ship and Crescent 
Petroleum Company should be via Bahrain Radio, call-sign "GOU", 
which operates on a 24 hours basis and by HF/SSB International 
Maritime Radiotelephone Service to Mubarek Oi! Terminal. 

Company Mooring Master will have sole control of radio installa- 
tions during the period a vessel is manoeuvring or moored, and no 
radio transmissions will be permitted on board ship except by the 
express permission of the Mooring Master in each case, only the 
Mooring Master may transmiton Channels 12 and 6 during the period 
he is on board. He will have a VHF radio telephone with him. 

Mubarek Oil Terminal Radio Station call sign “Crescent-2" particu- 
lars are as follows: 

Operated by Crescent Petroleum Company, Sharjah, position 

lat. 25° 49’ 32” North, long. 55° 11’ 49” East. 

Frequencies 

2,182, 2,788-0, 4,139-5, 6,213-5 and 8,284-4 kHz. 

Hours of operation: 24 hours per day. 

Mubarek Oil Terminal Control Centre keeps continuous watch on 
VHF radio-telephone Channel 16. Vessel approaching the terminal 
should make contact on Channel 16 when the terminal will request 
her to switch to an alternate channel. 

TUGS: The Company maintains launches to assist in mooring and 
unmooring vessels. These are under the direct supervision and 
control of the Company Mooring Master. 

BERTHING: Vessels to load crude oil cargo will be normally 
accepted and berthed in chronological order of arrival provided such 
vessels have current nomination for cargo valid at the time of tender, 
carry clean ballast if any, and have cargo tanks in a fit condition 
to receive cargo. Also, they must be in all respects properly 
equipped and ready to moor. Should berthing be delayed on account 
of bad weather, vessels will keep their position in line. 

Vessels required to leave the terminal area on account of bad 
weather should keep in contact with the terminal via the Company 
radio station at Mubarek Oil Terminal, call sign Crescent-2, in order 
that they may be available when the weather is fit for resumption 
of operations. The Company reserves the right to load vessels out of 
turn following the return of good weather, to the extent that such 
loading “out of turn" does not materially delay the loading of other 
vessels in line. Further the Company reserves the right to decline 
to moor a specific vessel if its condition or facilities are unsafe for 
mooring or loading even though the terminal may be open to other 
vessels. 

The Company Terminal Superintendent's decision on this will be 

final. 
S.P.M.: The single point buoy mooring berth (SBM), eleven metres 
in diameter and located in 163 ft. of water, is designed to handle 
tankships in the 350,000 dwt. class, but fitted at present with hoses 
for vessels of 250,000 dwt. ASA 150 pound flanged connections and 
one 20” floating hose, reduced to 16”. Tanker Rail Hose for connec- 
tion to export tanker's loading manifold, the length of hose being 
940 ft. 

Loading rates will be in the 40,000 barrels per hour range. The 

SBM is also provided with two permanently attached 18 inch cir- 
cumference synthetic fibre floating mooring lines. 
EQUIPMENT: Vessels must have suitable winches or capstans in 
good operating condition on the forecastle deck. Constant tension 
type winches may not be used except when they can be solidly 
locked and the constant tension feature not used. 

All vessels should have ready messenger lines on forecastle head 
for bringing two mooring lines aboard from single point mooring 
SBM). 

. Mooring winches on forecastle head for handling two 10 inch 
circumference synthetic fibre floating pick up lines from SBM. 

Adequate chafing gear to prevent damage to mooring lines. 

Adequate mooring bitts to secure mooring lines. 

HOSES: After the vessel is securely moored the cargo hose will 
be hoisted on the port side. The berth is equipped with 1x16" 
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loading hose, the weight of the hose lift being approximately i 
and a half tons. Therefore, all lifting equipment and tackle 
have a safe working load of at least seven and a half tons. The 
is lifted by ship's gear and crew, and all connecting of the hoy 
be done by them. The lifting derrick, equipment tackle, etc,, 
be topped off and ready on arrival. Terminal loading hose js 
with ANSI 150 pound flat face flange and ships should havea 
and fittings to enable this hose to be connected to the ship's n, 
fold. The Company Mooring Master advises the ship's person 
hose lifting and connecting procedure; however, a deck officer 
be present and must direct the ship's crew in all handling » 
Company Mooring Master may reject a ship for unsatisfactory), 
handling. 

Do not close valves against crude flow. 

Emergency flow stop signal if all communications fail will, 
continuous sounding of the ship's whistle from either export tay 
or Baraka /. 

FRESH WATER: Not available. 

FUEL: Not available. 

eee ts os Various consulates are located in Abu Dhabi, 
ubai. 

REPAIRS: No repairs, painting, etc., are to be made while bert 

unberthing, or in the berth. 

CUSTOMS: Cigarettes, cigars, tobacco, matches, spirits, wa 

beers, perfume, arms, ammunition and possibly other items hay 

be locked up under Customs seal from time of arrival of ship» 

time of leaving territorial waters. 

TIME. Local time is GMT plus 4 hours throughout the year, 

SERVICES: Nosupplies of any kind and no medical services (em 

in case of emergency and subject to a doctor being available), 

other services are available at Mubarek Oil Terminal. 

SHORE LEAVE: No shore leave is permitted. 

GENERAL: Light Dues: The Middle East Navigation Aids Sey 

(MENAS) charges light dues according to the size of the vessey 

the number of visits to the Gulf during the year. At the presents 

these dues are charged at the rate of stg. £0-:26 per 100 n.rt. 

Positively no provision is made for dirty ballast: Any ship ane 
with dirty ballast will be rejected and all costs accruing theres 
will be to the ship's account. Notice of readiness shall not be as 
ted until vessel returns with clean ballast and tanks fit to reg 
i og will on second arrival tender a new notice of ready 
to load. 

AUTHORITY : Crescent Petroleum Company PO Box 211. Shay 
UAE. Cables “Crespet"”, Sharjah. Telex 5496 (‘5496 Crespt SH’ 


AGENT: Gulf Agency Co. (Sharjah) Ltd. Cables “Confidew 
Sharjah. Telex 5719 (‘5719 Confid SH"’). 


MUBARRAS ISLAND, Abu Dhabi: 24.28. N, 532 
(HALAT AL MUBARRAS) 


FLAG: All vessels calling at Mubarras are required to fly thew 
nal flag of The United Arab Emirates which is available fromst 
Agent. 

LOCATION: Mubarras Island is located approximately Lat, #) 
North, Long. 53° 22’ East, some 55 miles west of Port of Abu Du 
United Arab Emirates, Arabian Gulf. 

The Island constitutes export terminal of crude oil produce 
Abu Dhabi Oil Company Limited (Japan). Crude oil produced! 
the Company's Mubarras oilfield is transported to Central Fac 
Platform (CFP) situated approximately 19 miles east northes 
Mubarras Island by 4” to 14” flowlines, thence relayed by? 
transmission line to the Island. The Company has tank storag 
1,548,000 barrels of crude oil on the Island. 

Tanker loading is accomplished by means of a singlet 
preoriig (SBM) system installed about 8 miles offshore east® 
sland. 

Average API Gravity of crude oil to be loaded is 38 degrees! 
flash point is below 35 degrees Fahrenheit. 

PORT LIMITS: The port area of Mubarras and its approw 
cover the area bounded by straight lines connecting the follor 


points: 
(a) 24° 30.0’ N. 53° 36.0’ E. 
(b) 24° 24.0’ 53° 36.0’ 
(c) 24° 24.0’ 53° 27.0’ 
(d) 24° 26.7’ 53° 21.7’ 
(e) 24° 30.0’ 53° 21.7’ 


Masters of all vessels entering the Port must follow instw 
by the Company's Port Master as to approaches, anchoring, ® 
ing and unberthing. 

APPROACHES: Refer to M.E.N.A.S. Navigation Notices 

Buoys have been laid as follows to mark the channel leading 
Oil Loading Terminal which is established at Halat Mubarras. 


Buoy Latitude Longitude Buoy Light characlé 
name North East colour 
Mubarras 25° 01°00" 53° 37'80" Black FI. W. ev. 5 sec. 
Approach Fitted radar refle® 
Mubatras 24° 53'50° 53° 28'40" Black FI. W. ev. 10 s& 
ntry 
» 24° 43°65" 53° 28’10" Black FI. W. ev. 2 see 
Fitted radar refie? 
3. 24° 38’ 55" 53° 32°05" Black FI. W. ev. 3 sec 
Fitted radar re 
5. 24° 34°00" 53° 40°10" Black FI. W. ev. 5 se 


Fitted radar re 


24°31°95" 53° 40°65" Red FI. R. ev. 2 sec. 
94° 31°95" 53° 40°15" Black FI. W. ev. 2 sec. 
24° 3085" 53°41°00° Red Fi. R. ev. 5 sec. 
94° 30’ 35" 53° 40°50" Black Fi. W. ev. 3 sec. 
94° 30'00" 53° 40°80" Red FI. R. ev. 3 sec. 
94° 27°35" 53° 38°10" Black FI. W. ev. 5 sec. 
94° 2895" 53° 40°50" Red FI. R. ev. 5 sec. 
94° 26° 45" 53° 36°65" Black FI. W. ev. 3 sec. 
94° 26'25" 53°37'00" Red FI.R. ev. 3 sec. 
94° 26°00" 53° 33'05" Black FI. W. ev. 2 sec. 


the section of the channel from the Approach Buoy to No. 5 
- the depth reduces from 85 ft. to 55 ft. Between No. 5 Buoy and 
“r buoy the channel requires to be navigated with care, the least 
pon being about 48 ft. with a least width between the paired buoys, 
(a) No. 7 and No. 6 
(p) No. 9 and No. 10 
{c) No. 13 and No. 14 , 
giabout 3 cables. After passing Nos. 13 and 14 buoys the channel 
deepens to 50 to 55 ft. 


‘| pocUMENTS: 
2Crew Lists. 

| Passenger Lists. 
2 Manifests. 


{international Maritime Declaration of Health. 

PILOTAGE: Pilot is provided by the Company free of charge at 
ihe request of vessel's Master based on express understanding and 
condition that he is aboard the vessel for purpose of assisting the 
ijsster and becomes, for such purpose, the servant of the owners 

ssel. 

“ts recommended that the Master of vessel calling at Mubarras 
ior the first time requests Pilot to go on board the vessel for both 
award and outward passage of the channel. The Pilot will normally 
yard the vessel in the vicinity of No. 5 Buoy and will advise the 
\aster on approaches to the berth and he will remain on board to 
actas Mooring Master and direct loading operations. 

Mooring Master: The Mooring Master provided by the Company 
wilundertake pilotage, mooring and unmooring of the tankers. 

The Mooring Master shall board vessels to be moored at SBM in 

the anchorage area or in the vicinity of No. 15 Buoy. The Mooring 
Waster will advise the Master of vessel on approaches to the SBM, 
nooring, unmooring, connecting and disconnecting hoses and all 
ather operations within the port area. All manoeuvring of vessels 
wthin the port area shall be done only in accordance with the 
atvice of Mooring Master, subject to the understanding that in all 
cases and circumstances the Master of the vessel shall remain 
solely responsible for the safety and proper manoeuvring of the 
tanker, Master or one of his qualified deck officers must be on the 
ridge at all times while vessel is being manoeuvred. 
ANCHORAGE: The tanker anchorage is within 2 mile radius of 
lat, 24° 26’ 8” N., long. 53° 34’ E. Depth of water varies from 15:5 to 
18 metres (51 to 59-5 ft.). The sea bed all around the anchorage is 
coral with a few inches of loose sand. Holding is poor and a vessel 
sadvised to pay-out at least six shackles of chain. 

Vessels will be advised by radio of a suitable anchorage if above 
anchorage and the berth are not immediately available. Vessels shall 
not anchor or wait at the South area of lat. 25 N. without obtaining 
uy information from the Port Master. 

Anchorage for Dry-cargo Ships: Anchorage for dry-cargo ships 
isdirected by Port Master by VHF radio. 

Prohibited Area for Navigation and Anchorage: The area within 
‘miles radius from CFP is prohibited for navigation and anchorage. 
Novessels shall anchor within the range of 1-5 miles from submarine 
pipe-lines, 
pda See “Approaches” - depth over shoal areas; also 
see “Tides”. 
PRATIQUE: Vessels arriving at Mubarras Terminal must carry 
the usual Bills of Health for ports visited on the voyage. Masters of 
fessels are requested to inform the Company if there is any person 
itlon ete or if there has been sickness within the week prior to 
arrival, 

Pratique is usually granted by Port Medical Officer through the 
Mooring Master or Agency Clerk. 

RADIO: Tankers bound for Mubarras should advise their ETA and 
other information at least 72 hours before arrival, confirming the 

A again at least 24 hours before arrival. 

Vessels may find it helpful to route their first message through 
Singapore, Bombay or Bahrain Radio Station. All cables should be 
addressed to the Company through ship's Agent. 
ite first message should be sent according to the following 
9m, but any items which are the same with a recent previous voyage 
‘othis port may be omitted. 

{!) ETA Mubarras. 

2) Last Port, 

(3) Next Port, 

(t) Deballasting time. 

8) Quantity of cargo required. 

aximum loading rate. 
Diameter of cargo manifold. 
Distance from manifold to ship's side. 
errick capacity. 
‘ameter of fairlead. 
“oe of < fev 
Mber of crew. 
(1 Whether Pilot is required or not. 
dio Station in Mubarras Terminal Office. 
ort-range communication to Mubarras Terminal Office can be 
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made by calling ‘‘Mubarras Terminal" on VHF or SSB radio tele- 
phone. Vessels should inform the office with their ETA preferably 
when they pass the Strait of Hormus. After anchoring, vessels 
should advise anchoring time and maintain a listening watch on 
Channel 16 until Mooring Master boards. 

Call Sign: ‘“‘Mubarras Terminal”. 


Frequency: Reception Transmission 
F3 Ch. 16 Ch. 10, 12, 14 
A3 2182 Ke/s. 2638 Kc/s. 


Operating Periods: Round the clock. 

BALLAST: All vessels arriving at this port are required to have on 
board sufficient clean ballast to give a safe draft for manoeuvring 
purposes. Vessels arriving with insufficient ballast may be required 
to increase the quantity, should the Mooring Master consider that 
it would not be safe to berth the vessel for loading. As a general 
rule, vessels shall not start discharging ballast until mooring is 
completed. 

Upon completion of deballasting the Mooring Master will inspect 
the tanks. If the tanks are not satisfactory, he may require further 
pumping until such time as they meet the required standard. 

It is strictly prohibited to discharge oil, oily water or other refuse 
that may result in pollution of the sea. International oil pollution 
regulations must be strictly observed by all vessels. The terminal 
does not have facilities to receive oily ballast. 

TUGS: Following vessels are always available for use for marine 
operations at this port. 


Name of Vessel G.R.T. B.H.P. Spd. (kt) 
No. 1 Union (Tug/workboat) 499 1,120 x2 12 
No. 2 Union (Speedboat) 50 480 x 2 21 
No. 3 Union (Mooring boat) 25 195x2 11 
No. 4 Union (Mooring boat) 5 30x 1 7 


BERTH: Position of Buoy: Lat. 24° 25’ .98 N. Long. 53° 31’ .54 E. 
Depth of Water, 15:5 metres (51-6 ft.). 

The berth is a single-buoy-mooring system consisting of a buoy 
44-32 ft. (13-5 metres) in diameter, moored to six pendant legs of 3 in. 
high strength chain shackled to anchor piles at a radius of 855 ft. 
(260 metres), and having a rotating deck carrying the pipe-line and 
mooring connections. 

One 32 in. crude oil line has been laid approximately 52,500 ft. 
(16 km.) from the shore to a position close under the buoy. From the 
underwater manifold the crude oil goes to the buoy through a 24 in. 
underwater hose. The connection between turntable piping of SBM 
and tanker manifold consists of one hose string of 840 ft. long, 
720 ft. of 24 in. hoses terminating in 216 in. hoses of 120 ft. 
LOADING: The maximum loading rate of crude oil is 40,000 bbls./hr. 
or 6,400 ki/hr. 

Notice of Readiness: The Master of each vessel should present 
a Notice of Readiness to load to the Company's Mooring Master 
who will sign it on behalf of the Company. 

The Notice of Readiness should be tendered at the time of the 
vessel's arrival at the tanker anchorage area, which is, in principle, 
understood to be either the time of dropping the anchor in the ancho- 
rage, or, if the vessel does not anchor, the time that the Mooring 
Master boards to commence berthing. 

Notice of Readiness will not be accepted during periods when the 
port is closed. The port is “closed" when the weather is such that 
it is too rough for incoming tankers to berth. The decision regarding 
the opening and closing of the port will rest with Port Master. 

When the vessel is ready in all respects for loading the ship's 
officer must inform the Mooring Master who will transmit the neces- 
sary messages to the control room on shore. Mooring Master is 
authorised to control all the loading operations. 

All cargo documents and shore figures are usually prepared on 
board and the Mooring Master will sign the documents on behalf 
of the Company. 

MOORING: Preparation: Before Mooring Master boards, vessels 
should have ready the following: 

(a) Jacob's ladder at lee side. 

(b) Hawser one each at fore and aft deck, polypropylene if possible. 

(c) One steel crowbar. 

(d) Port derrick with double wire rigged for minimum lift 5 tons. 

After vessel is anchored, the Company's mooring and hose con- 
nection crew will board and pick up mooring and hose connection 
materials from tug/workboat. Vessel is requested to provide windlass 
and winch operators. 

Mooring Master: Unless pilotage is required the Mooring Master 
will board the arriving vessels in the anchorage area. Vessels are 
requested to have pilot ladder safely and securely rigged ready for 
immediate use and long enough to meet the Mooring Master's 
launch. Vessels should have their crew standing by ready to receive 
mooring and hose connection materials and should maintain a lee 
until this is completed. Mooring Master will instruct the crew in the 
setting up of the forward mooring. 

Moorings: Two bollard ropes are made fast round the port bitts 
with their attached shackles about 5 ft. inboard from the fairleads 
as far forward as possible. The size of the fairlead opening should 
be at least 300 mm. (12 in.) to prevent chain from jamming in the 
fairleads. 

Attached to the mooring connections on the buoy are two 18 in. 
nylon ropes (144 mm. dia., breaking strain 250 tons). These ropes are 
160 ft. (48 metres) long, and have at their free end a length of stud 
link chain which includes enlarged end link for receiving the shackles 
used on the deck of the tanker. From the outer end of this chain 
there are connected two mooring lines consisting of pick-up wires, 
pick-up ropes and a towing rope (port side only) The nylon rope is 
supported by “doughnut” floats and the chain is hung by large 
plastic buoys 5 ft. in diameter and coloured red and yellow. 
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Hose Connection: After completion of mooring the boat which has 
been holding the hoses clear during berthing will bring the floating 
hose to the ship's side and connect the derrick runner to the balance 
buoy. These are lifted aboard one by one and connected by distance 
piece which was already connected to vessel's manifold by hose 
connection crew during mooring operation. 

Unmooring: After the hose disconnection is completed, mooring 
ropes are slacked off and then dropped into the water. Tug/work- 
boat will come alongside either before or after the vessel backs off 
the berth, whichever is convenient, and will receive mooring and hose 
connection materials. 

TIDES: The maximum tidal range in this area is 6 ft., the average 
tidal range at the Spring tide 3 ft. and the Chart Datum is 0-7 ft. 
below ISLW. Tidal stream is variable according to the place and the 
lay of the land. But the flowing tide usually runs westward and ebbing 
tide eastward. Speed of a current is around 2 knots at the highest. 

“Tide and Current Table” is published annually by the Company, 
applicable to Mubarras and the surrounding area, and will be obtai- 
ned on application to the Company. 

WEATHER: Local weather at Mubarras is almost similar to that of 
Jebel Dhanna and Abu Dhabi town, being extremely hot and humid 
in summer. Temperature sometimes soars as high as 50° Centigrade 
with almost 100 per cent humidity in July and August. 
MEDICAL: The Company does not operate a clinic and hospital 
at Mubarras. But when necessary, Master may obtain medical atten- 
tion for ship's personnel from the ship's Agent who may in the case 
of serious illness or injury recommend treatment at the Abu Dhabi 
government hospital. The ship owner will be charged for all expenses 
incurred. 

FRESH WATER: Not available at Mubarras except in case of 
extreme emergency. 

FUEL: Not available. 

CONSULS: No consular business is available at Mubarras. How- 
ever, various countries have representations in Abu Dhabi. 
REPAIRS: There are no repair facilities at Mubarras. However, 
radar and electronics repairs are available in Abu Dhabi and techni- 
cians can be sent to Mubarras for repairs through notifying the 
ship's Agent. 

SURVEYORS: Lloyds, ABS, Veritas surveyors are available in 
Bahrain and they can be brought if ample notice is given to ship's 
Agent. 

CUSTOMS: Under normal circumstances customs officers do 
not board tankers at this port but upon arrival the Master is required 
to submit to the customs through the ship’s Agent a manifest of any 
cargo to be landed at Mubarras. 

After loading is completed the Mooring Master will sign on behalf 
of customs an outward manifest and issue the port clearance. 
These will be handed to the Master by the Agent. 
REPATRIATION: Repatriation of ship's personnel may be 
accomplished by special arrangements through the ship's Agent 
who should be informed well in advance of the vessel's arrival. 
Launch or helicopter fare in case of repatriation will be charged to 
Owners. 

TIME: Local standard time at Abu Dhabiis GMT +4 hours through- 
out the year. 

FIRE-FIGHTING: Tug/workboat “No. 1 Union" stationed at Mubar- 
ras Island is equipped for fire fighting. She is capable of pumping 
1,700 galions of water per minute from three nozzles and is usually 
on emergency stand-by during tanker loading operations. 
GENERAL: Engine: The main engines and all gear must be in an 
operable condition and in a state of immediate readiness whilst 
the vessel is on the berth. 

Stores: Provisions and deck stores not available. 

Divers: The services of the Company diver may be available to 
vessels where it is essential that a diver's services are required to 
enable a vessel to sail. All requests for such services should be 
routed through the ship's Agent to the Port Master. 

Mail: Mail can be received and sent through ship's Agent. 

Dry Cargo Discharge: A “‘T" shaped jetty at Mubarras Island can 

accommodate a vessel with maximum 12 ft., of draft. Discharge of 
dry cargo must be arranged well in advance through ship's agent in 
Abu Dhabi who will supply labour and barges from Abu Dhabi. 
No gear whatsoever is available at Mubarras. 
CHARGES: To cover the cost of mooring/unmooring, towage, 
hired launch and maintenance of channel light buoys the following 
port charges are collected by the Company from all tankers entering 
the port: 

A basic charge of U.S.$380 per vessel plus U.S.$4.60 per 100 net 
registered tons with maximum charge of U.S.$3,680 per call. 

A standard Agency Fee of U.S.$280 per visit is charged for tankers 
by ship’s Agent. 

Port Dues are levied by the Abu Dhabi Government in the amount 
of B.D. 0.060 (sixty fils) per ton of gross registered tonnage of each 
tanker. 

In case the tanker loads crude oil less than its deadweight tonnage 
the port dues will be determined by calculating the amount of cargo 
actually loaded as a percentage of the deadweight tonnage of the 
tanker and by applying the above rate with reference to the following 


table: Percentage of deadweight Percentage of 
tonnage loaded port dues 
From 0 to 40 40% of the GRT 


More than 40 to 50 
More than 50 to 60 
More than 60 to 70 
More than 70 to 80 
More than 80 to 90 
More than 90 


50% of the GRT 
60% of the GRT 
70% of the GRT 
80%, of the GRT 
90% of the GRT 
100% of the GRT 
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AUTHORITY: Abu Dhabi Oi! Co. Ltd. (Japan). POB 63), 
Dhabi. United Arab Emirates. Cables: “OILJAPAN”, Abup, 
Telex: AH 260. Tel. 61100. 


AGENT: National Shipping/Gulf Agency Co. (Abu Dhabi) 
appointed by Abu Dhabi Oil Co. Ltd. (Japan) as exclusive sh 
agents for all vessels calling at Halat Al Mubarras Terming: 
address particulars are as follows: , 

National Shipping, Gulf Agency Co. (Abu Dhabi) Ltd., POR 
Abu Dhabi, United Arab Emirates. Cables: “Confidence , 
Dhabi. Tel.: AH 248. Tel.: 43008, 43009. ‘ 

Bank: The British Bank of the Middle East, Account No a 
Abu Dhabi, United Arab Emirates. ; 

ETA messages shall be sent to National Shipping/Gulf Ay 
Co. (Abu Dhabi) Ltd., cable address: “Confidence”, Abu Oj 
via Bahrain Radio. 

Vessels can otherwise communicate with NSGAC, Aby 
over Marine Radio HF, frequencies: standing by on 2182 kes, 
transmitting on 2182, 2301, 2368, 2738, 2003, 2126 and 2406 | 
call sign “Confidence”, Abu Dhabi. 

Vessels equipped with SSB radios can also communicate, 
NSGAC, Abu Dhabi, on the frequencies, standing by on 694, 
lower side band and transmitting on 3539 and 6910 mHz, cal 
“Confidence”, Abu Dhabi. 

Under favourable weather and transmitting conditions com 
cation can also be performed over the VHF radio on the folly, 
frequencies: standing by on Channel 16 (156:8 mHz) and ty 
mitting on Channel 9, 10, 12, 13 and 14, call sign “Confide 
Abu Dhabi. 


PORT RASHID, Dubai: 25.16 N. 55.16 E. (See Pp; 


FLAG: See ‘Mina Zayed". 
DOCUMENTS: The following should be airmailed to Agent; 
to ship's arrival. 

6 Dangerous Cargo Lists. 

2 Stowage Plans. 

2 Hatch Lists. 

7 Cargo Manifests. 

1 each Bill of Lading. 

3 Crew Lists required (on arrival). 

APPROACHES: Fairway Buoy Black spherical, flash # 
every 14 seconds in position Lat. 25° 16.8’ N. 55° 16.2’ E. 

Vessels should await Pilot to seaward and East of this} 
anchoring if necessary. 

PILOTAGE: Compulsory. Pilot may board from launch or by 
and in all cases a pilot ladder should be provided and a leeg 
Pilot boards from 0600 hours to 2359 hours, though generally ves 
not wishing to work cargo will not enter port outside of daj 
hours. Vessels may leave up to 2359 hours, or later, by arranger 
with the Harbour Master in special cases. 
RESTRICTIONS: Vessels permitted to leave Port Rashids 
midnight under pilotage control, subject to weather condition 
restrictions imposed by the Construction Company. 

Vessels will not be allowed to remain alongside the berthss 
not working cargo if other vessels are waiting. 

MAX. SIZE: Tanker berth draft, 34 ft. Commercial berths No.! 
2, 33 ft. Commercial berths No. 3-9, 30 ft. 6 in. 

TUGS: Two 1,300 h.p. tugs are available, the practice bei 
secure alongside; therefore, derricks should be swung in andg 
ways hoisted. 

Tugs are fitted with VHF and contact should be made on Che 

16, changing to Channels 14 or 6. 
RADIO: The Port Signal Station, fully equipped with VHF 
height approximately 57 ft. above sea level, is situated at the: 
ward end of No. 1 Berth, Port Rashid. Vessels should contad 
Signal Station by VHF Channel 16 and request berthing instruct 
etc. 

Vessels should advise their Agents the arrival time, LOA! 
draft, and advise amended ETA where possible by VHF. Ti 
turn will pass the information on to the Port Authority. 
PRATIQUE: Normal quarantine regulations apply and pré 
can be given by the Pilot on cargo vessels always subject! 
Health Authorities approval. Health Authorities only board® 
the vessel is alongside, except in the case of a suspected’ 
Passenger ships are always boarded by the Port Health Authot 
BERTHING: All berths alongside quays in enclosed harbov 

Quay No. 1 at root of Main Breakwater comprises three o* 
Berth No. 1 for passenger and mail traffic, depth 35 ft. along 
Berth No. 2 for dry cargo, depth 32 ft. alongside. Berth No. 3f 
cargo, depth 30 ft. alongside. 

Quay No. 2 five dry cargo berths. 

Quay No. 3 five dry cargo berths. 

Oil Berth at Main Breakwater just inside harbour entrance. 
FRESH WATER: Good fresh water is available at each ™ 
loading rate approximately 30 tons per hour per hose. Agents s™ 
be asked to make arrangements, stating tonnage before # 
Available by charge at tanker berth. 

Anchorage: Fresh water supplied ex water barge at anche 
at a cost of about Dirhams 25s. per ton plus towage at about 
530s. The capacity of the water barge is 400 tons and nod 
charged. The barge can supply water within 4 miles of the anche" 

Workboats which deliver water are available at times for hit 
rate of abcut US Dollars 250 per hour. Time commences © 
berth at Port Rashid and ceases on return to the berth. In this# 
the water cost is Dirhams 5s. per ton. 


oat able to deliver water anywhere, no limit of distance. 
. Marine fuel-oil viscosity 1,500 secs., diesel and gas oils are 
Ae ex-Shell supply at berth nos. 1 to8 and at the tanker berth. 
ties will be extended to include supply at all berths. A trans- 
ea t berth for gas oil and diesel bunkering is also available with 
imum depth alongside of 20 ft. Delivery hose is 23 in. diameter 
- be flanged to suit requirements. Maximum flow rate is 
ximately 120 Imp. gals. per minute of gas oil (diesel) at a 
escosit) of 35 secs. Redwood. 
KERS: A tanker berth operated by Shell Markets (M.E.) Ltd., 
have exclusive bunkering rights in Port Rashid, is capable of 
ng vessels up to 850 ft. in length and draft not exceeding 33 ft. 
s in excess Of 33 ft. and not exceeding 35 ft. draft may be 
ed by arrangement with the Harbour Master, at or near high 
subject to weather conditions. , 
taRGO HANDLING: Shore: Normal port working hours: 1st 
#: 9800 to 1300 hours (winter), 0700 to 1200 hours (summer), 
+ 1800 hours; 2nd shift: 1900 hours to 2359 hours; 3rd shift: 
to 0600 hours (on request). Not Fridays, or public holi- 


rs) 
190 to 
wi hours 


sa Port Manager may request full night working in the interest 


ae eecth is provided with fork-lift trucks and trailers. Pallets 
assist cargo handling are available without charge. Cargo is 
gscharged direct to sheds (400 ft. by 200 ft.) or to storage areas 
yrere mobile cranes varying from 5 to 40 tons lift operate. 

Ship: Ships gangs are available for distribution to vessels through 
Agents, vessels should advise their requirements before arrival. 
te gangs board and operate under the supervision of ship's offi- 
~s, No quay cranes are provided, so ship's derricks/cranes must 
te used, together with cargo handling equipment. A close liaison 
sould be maintained with the Cargo Superintendent or Shed 
Supervisor at all times. i ’ 

lighterage: When berths are fully occupied, vessels may dis- 
chargelload ex-lighters at anchorage. 
$TEVEDORES : Gangs available, ordered by Agent before vessel's 
yival. Gangs board and operate under supervision of ship's officer. 
Ship's gear used. 

Normal working hours: first shift 0700 to 1200 hours, and 1500 to 
hours. Second shift 1900 to 2359 hours. Third shift (on request) 
0! to 0600 hours. 

WEDICAL: Qualified doctors and hospital available at Dubai. 

New Government Hospital to be available in 1973. 

TELEPHONES: Situated on the quays, no connection made to 
vessels. 

SHORE LEAVE: Passports must be left with Immigration Officer 
wi collected on return. 

GENERAL: Refer to ‘‘Dubai" for all general information, 
AUTHORITY: Dubai Port Services, Port Manager, POB 2149 
Dubai (U.A.E.) 


AGENT: See “Dubai”. 
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RAS AL-KHAIMA: 25.45 N. 56.01 E. 


No deep-water harbour at present. Deep-sea vessels are required to 
uchor off, and discharge into lighters which are unloaded at either 
{hor Knowair or Ras al-Khaima. 

There is a new jetty, length 100 m., suitable for berthing smaller 
vessels, which is protected by a breakwater, and development plans 


a @& 


Mm} include peeing the inlet to enable vessels to berth with a draft of 
upto 25 ft. 

ul AGENT: See “Dubai”. 

ant 

~| SHARJAH: (Mina Khalid) 25.22 N. 55.24 E. 

"| DOCUMENTS: See “Dubai”. 

4 PILOTAGE: Compuisory for all vessels. 

ANCHORAGE: (See ‘‘Restrictions"): Vessels with draft in excess 

"| sberthing maximum, required to discharge into barges at anchorage 


‘prox. one mile off pier. Barges arranged by Agent. It is understood 
at an anchorage buoy has been established as follows: Black 
Pilar Buoy showing white light every 1-5 seconds in position 25° 
2 41" North, 55° 21’ 35” East. Vessels should anchor in vicinity of 
voy. Depth 38 ft. 

RESTRICTIONS: Vessels with draft up to 29 ft. able to enter 
‘ar time of high water (HTL 32 ft.). 

Vessels of less than 25 ft. draft may generally enter slack tides 
d may leave at any state of tide. Night berthing is avoided but 
sels can leave the harbour during dark hours at any time. 

\LTH: Quarantine clearance by cable through Agent. Health 
Cettficate with valid smallpox inoculation is compulsory and cholera 
*xculation (if coming from cholera-infected areas). 

4 110: Vessels should advise their Agents ETA, draft, hatch 

Pog and any other requirements, giving as much notice as 

e. 


hg patieh Harbour Office can be contacted on Channels 16, 
nd 6, 


pe 2 


Sez 


GS: Arranged by Agent. At least one tug recommended. 
ING: Arrangements made with Harbour Master by ship's 
a for necessary berthing as required. Pier has two berths: 
fer nance of pier (middle) from sea shore 600 m. (2000 ft.), length of 
(platform) 81,20 m. (270 ft.), breadth of pier (platform) 31:20m. 
i -), depth of water L.T.L. 9/00 m. (30 ft.), depth of water H.T.L. 
™. (34 ft.), height of pier above sea ground 13-50 m. (45 ft.). 


WEDICAL: Upon application to ship’s Agent, medical examination 


U.A.R. (EGYPT) 


of crew members can be arranged. Personnel will either be sent to 

private Doctor or to Public Health Department, as circumstances 

pr eorenes Serious cases will be referred to Government Hospital 
octor. 

TANKERS: No facilities. 

DENSITY : 1025/1028. 

FRESH WATER: Available and can be delivered on berths at 


jetty. 

FUEL: All types of oil bunkers can be obtained from major oil 
companies and from other suppliers, by barge. 

REPAIRS: Good facilities for repairs. 

DRY DOCKS: None. 

REPATRIATION: Crew members joining ships at Sharjah may 
enter or transit via Sharjah or Dubai without visa, provided they 
carry valid Seaman Book or Seaman ID Card. In absence of such 
documents Non-Objection Certificate must be obtained from Agent, 
against which visa will be issued. Cable Agent of seamen's full 
names and flight details preferably 24 hours in advance. 
AIRPORTS: Dubai. International flights. Distance 20 minutes by 
car. Also local airport at Sharjah. 

TIME: GMT plus 4 hours. Permanent. 

AUTHORITY: Director of Ports and Customs, Sharjah. 


AGENT: Gulf Agency Company (Sharjah) Ltd., POB 435, Sharjah, 
Trucial States. Cables: “Confidence” Sharjah, Tel.: 8353. Telex 
DB 448, Dubai. Radio: Marine VHF radio, stand-by on Channel 16 
(156/8 MHz). Call sign: “Confidence” Sharjah. 

Air-freighted spare parts and ships’ mail to Sharjah should be 
addressed to GAC Sharjah, but sent to Dubai Airport marked ‘‘In 
Transit for M/S..." Certificate of Origin should follow the airway 
bill or in cases of emergency be sent to GAC Sharjah, soonest after 
pee bse Cable Confidence" Sharjah, of flight details and airway 

ill number. 


United Arab Republic (Egypt) 


ALEXANDRIA: 31.09 N. 29.53 E. 


DOCUMENTS: 

4 copies of Crew List. 

Complete set of Manifests covering all cargo on board showing 

names of shippers and consignees. 

4 copies List of passengers in transit. 

Landing cards for passengers landing finally in U.A.R. and for 

those landing in U.A.R. in transit. 

4 copies List of passengers finally landing in U.A.R. (if any) 

together with their addresses in U.A.R. 

Deck log books showing date of last call at a U.A.R. port, comple- 

ted up to the time of arrival. 
For Quarantine: Quarantine Questionnaire in duplicate (Form No. 15 
Q.A.) showing all ports of call, as well as dates of sailings for the 
last 30 days, nature of cargo on board, destination, as well as sick- 
ness among crew or passengers, if any, specially when it is pre- 
sumed that the sick will be hospitalised. These forms can be filled on 
arrival if not available on board before arrival. 

One Crew List and one Passenger List. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port. 

For Immigration Officer: 

Arrival Immigration form, duly completed. 

One Passenger List. 

List of Passengers finally landing, in duplicate. 

Crew List. 
Valid passport with entry visa is required for landing in U.A.R. for 
passengers landing. Emergency visa can be granted on arrival if 
so required. 
For Customs Use: 

Bonded Store List, in duplicate. 

Crew List and passengers’ List in duplicate, showing rate of 

consumption of each. 

PILOTAGE: Compulsory. Pilot boards off harbour entrance. 
International code signals used. 
RESTRICTIONS: Entrance channels 36 ft. depth, being dredged 
to 50 ft. Arriving vessels should keep 50 miles offshore between 
sunset and sunrise. 
MAX. SIZE: Up to 35 ft. draft. 
RADIO: Alexandria Radio, call sign SUH, operating 24 hours daily 
on 444, 500 and 8578 kHz and between 0600 to 1800 GMT on 12,974 
kHz. Also harbour VHF Channel 16. 
HEALTH: On entering, vessels must hoist the International Quar- 
antine Signal for compulsory quarantine. Any sickness must be 
reported to the doctor. The Quarantine Doctor meets ships whilst 
entering the port and ships are boarded in turn. 

In the event of a vessel arriving from a port that has been interna- 
tionally declared infectious and the incubation period has not yet 
expired at the time of the ship's arrival at a U.A.R. port, the vessel is 
put under compulsory Quarantine, moored at an isolated berth and 
no shore contact is allowed. Nevertheless the ship can still carry out 
her normal operations on condition that all shore personnel are 
holding valid vaccination and/or inoculation certificates issued by 
the Quarantine Administration. The ship’s personnel should also 
carry International Vaccination and/or Inoculation Certificates, 
Final landing passengers, not carrying such certificates, will be lan- 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. ' 


ded under Quarantine supervision and will be kept isolated at the 
lazarette until incubation period is over. 

Pratique may be granted prior to ship's arrival provided the follow- 

ing conditions are adhered to: 

(1) The vessel must be a regular liner known to the Quarantine 
Authorities and have a doctor on board, 

(2) Details shown on the Quarantine Statement should be wire- 
lessed to the Quarantine Authorities 24 hours prior to ship's 
arrival. 

(3) Captains of vessels must declare before their arrival any acci- 
dents, which might have taken place on board prior to the 
arrival in port. 

(4) The ship must not have called at any infected port. 

TUGS: Five tugs available up to 1,200 h.p. 

BERTHING: Alongside quays in depths up to 35 ft. 
TANKERS: Petroleum Basin: in West part of outer harbour, 
Berths 3 ana 4, depth alongside 38 ft., max. length 700 ft., draft 35 ft. 
Berths 3 and 4: in East part of outer harbour. Stern to moorings. 
FRESH WATER: Available by barge, and alongside most quays. 
FUEL: Available by barge. 

MEDICAL: All facilities available. International vaccination cer- 
tificates required. 

TIME: Winter: from 1st October to 30th April, local time 2 hours 
ahead GMT. Summer: from 1st May to 30th September, local time 3 
hours ahead GMT. 

HOLIDAYS: The Tonewing are the public holidays in U.A.R.: 

1st and 2nd Day of Ramadan Bairam 

GanrhaniGelenin Eve changeable dates 

1st and end day of Courban Bairam 

Mohamedan New Year's day een Moslem 

Prophet's Birthday (Mewlid El-Nabi) L. 

Eastern Monday (Sham El Nassim) (changeable); Evacuation Day 
(18th June); Revolution Day (23rd July); Victory Day (23rd Decem- 


ber). 
AUTHORITY: Alexandria Port Authority. 


MARSA AL HAMRA (E! Alamein): 30.59 N. 28.52 E. 


WEPCO Terminal 
The Mono Mooring Buoy is in an open and unsheltered roadstead. 
The mooring buoy is located at latitude 30° 58.7’ North, longitude 28° 
52.2’ East. It is 53 miles on a bearing of 255° from Ras-el-Tin light- 
house, Alexandria, and three miles off shore in approximately 66 ft. 
of water. 
DOCUMENTS: 

4 copies Crew List. 

Deck log books showing date of last call at a U.A.R. port, comple- 

ted up to the time of arrival. 

Quarantine Questionnaire in duplicate (Form No. 15 Q.A.) showing 
all ports of call, as well as dates of sailings for the last 30 days, 
nature of cargo on board, destination, as well as sickness among 
crew or passengers, if any, specially when it is presumed that the 
sick will be hospitalised. These forms can be filled on arrival if not 
available on board before arrival. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port. 

Bonded Store List, in duplicate. 

Crew List and Passengers’ List in duplicate, showing rate of 

consumption of each. 

PILOTAGE: The S.-S.W.-W. quadrant from the buoy is prohibited 
anchorage area, Gebisa Reef is at latitude 30° 58’ 30” North, longi- 
tude 28° 49’ 10” East, at 2:7 miles on a bearing of 260° from the buoy. 

The mooring buoy carries a light, flashing six times per minute, 
and visible all round to a distance of 44-5 miles in clear tropical 
weather. 

Surface current sets East at 10 miles offshore at the rate of one 
knot. Maximum rise and fall of tide in the mooring area is 2 ft. 

Vessel arriving should approach to within 2 miles North of the 
buoy, where they will be met by the Harbour Master or Pilot who 
will advise the ship's Master on approaches to the mooring buoy, 
mooring and unmooring. 
RESTRICTIONS: Normally vessels are moored during daylight 
hours only, but permission can be obtained to sail at night. Arriving 
vessels should keep 50 miles off shore between sunset and sunrise. 
HEALTH: Hoist International Code Quarantine signals when 
entering. Any sickness must be reported to local authorities. 
RADIO: The commercial radio station at Alexandria will handle 
WEPCO radio traffic. Alexandria Coast Radio Station (call sign 
SUH) operates 24 hours a day on 444,500 and 8,578 kHz, and between 
06.00 hours and 18.00 hours GMT on 12,974 kHz. 

Ships nearing Al Hamra Terminal may contact the terminal by 
FM/VHF radio on 156.70 mHz or 2182 kHz. 

While at the mooring, ship-to-shore communication is by portable 
ba radio-telephone units, under the direct charge of the Mooring 

aster. 
TUGS: Not available and not required. 
BERTHING: Two good lines must be ready on the forecastle to be 
sent to the buoy plus a further two lines for use as messengers. 
Ship's lifting gear must be ready near the port manifold for lifting 
and connecting two 12-in. hoses, with proper reducers if the mani- 
fold does not fit 12 in. hose with 150 ASA standard flanges. The 
total weight per hose assembly is approximately five tons. Maximum 
loading rate is 3,700 t.p.h. 

A pilot ladder must be safely rigged for immediate use and long 
enough to reach the Mooring Master's launch. At night adequate 
lighting must be rigged overside to enable the Mooring Master to 
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approach and board the ship safely, and searchlights Shove 
rigged on both sides of the bridge to assist in running lines 
buoy. 

BALLAST: No dirty ballast may be pumped overboard, 
the ship's Master's responsibility to ensure that no oil -~ : 
crude, diesel bunker or bilge —- is pumped or spilled into the 
of and surrounding the Terminal. Ballast can be pumped as 
through one or both of the floating hoses direct to disposal fac 
on shore. 

CUSTOMS ALLOWANCES: Present regulations at E| 
allow each seaman to retain in his possession a maximum » 
cigarettes or one ounce of tobacco or five cigars. All others 
items must be collected and listed before arrival. The list 
checked by Customs before sealing the locker, and any discrm 
cies will be subject to fines. There must be no items aboay 
Israeli origin. 

FRESH WATER: Not available. 

FUEL: Not available. 

MEDICAL: Nearest hospital facilities are at Alexandria, at jax 
minutes drive from the terminal. 

TIME: From 1st October to 30th April, local time 2 hours ahew 
aah From 1st May to 30th September, local time 3 hours ahey 
AUTHORITY: Western Desert Petroleum Company. 


RAS GHARIB: 28.21 N. 33.06 E. 


A natural port at the Western side of Suez Gulf sheltered bythe 
and a chain of reefs. 
DOCUMENTS: 

4 copies Crew List. 

Deck log books showing date of last call at a U.A.R. port, com 

ted up to the time of arrival. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port. 

Bonded Store List, in duplicate. 

Crew List and Passengers’ List in duplicate, showing mb 

consumption of each. 

Quarantine Questionnaire in duplicate (Form No. 15 Q.A.,) shop 
all ports of call, as well as dates of sailings for the last 34 
nature of cargo on board, destination, as well as sickness am 
crew or passengers, if any, specially when it is presumed the 
sick will be hospitalised. These forms can be filled on arrivalé 
available on board before arrival. 

PILOTAGE: Compulsory. International Pilot flag must be ho 
and Pilot will board vessel on arrival. Vessels should approad 
anchorage from South-eastward and wait Southward of the» 
bited anchorage until boarded by the Harbour Master who wil 
them either to moorings or to an anchorage clear of the prohit 
area of the pipe-lines. 

Two pairs of leading beacons stand about 4 and 54 cables, be 

three others that stand about 12 cables Southward of Ras G 
light-structure. About 2 cables further Southward are two lew 
beacons. All the above beacons are difficult to identify untilé 
inshore. 
ANCHORAGE: Ras Gharib anchorage, South-westward 
cape, affords some shelter, but a moderate swell round the ca 
experienced on most days. Vessels can obtain anchorage in de 
of about 5 fathoms. 

During most of the year there are Northerly winds, force 3-5,) 
December and January there are occasionally calms. On very 
occasions, there are Southerly gales of short duration which: 
the anchorage untenable. 

The Northerly wind causes some swell in the anchorage, bu! 
not normally severe enough to interfere with the working of lig 
or boats of moderate size. It is, however, unpleasant for small} 
except alongside the piers, which are well protected. 

Except in the vicinity of the piers, there is usually some swe 
the beaches. There is practically no rainfall and sand storms 
only very occasionally and they do not interfere with work it 
anchorage. 

Anchorage is prohibited, owing to the existence of pipe! 
within an area indicated by pecked lines on the chart. 
HEALTH: On entering, vessels must hoist the Internat 
Quarantine Signal for compulsory quarantine. Any sickness mu 
reported to the doctor, specially when it is presumed that the 
will be hospitalised. 

The vessel's personnel should carry international vaccination 
or inoculation certificates. 

MAX. SIZE: 


Crude Oil South Sout 
North Pier Pier No.1 PierN 
Depth of water 22 ft. 37 ft. 78 
Max. permitted draft 18 ft. 32 ft. 551 
Max. permitted length 420 ft. 560 ft. 960! 
Max. permitted width 55 ft. 70 ft. any wi 
Loading rate 200 t.p.h. 400 t.p.h. 1,500! 
Loading capacity 5,000 tons 29,000 tons 100,000! 
Diameter of crude oil line 18 in. 18 in. H 
Diameter of ballast 
water line 10 in. 12 in. 18! 


SUPPLIES: Transit and fresh provisions as well as deck 
engine stores provided by the United Arab Contracting and 
Supply Company. 

FRESH WATER: Not available. 

FUEL: Not available. 
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TOMS ALLOWANCES: Present regulations allow each 

cus to retain in his possession a maximum of 50 cigarettes or one 

of tobacco or five cigars. All other smoking items must be 

ted and listed before arrival. The list will be checked by Cus- 

s before sealing the locker, and any discrepancies will be subject 
fines. There must be no items aboard of Israeli origin. 

OME: Winter: from 1st October to 30th April, local time 2 hours 

n 4 GMT. Summer: from 1st May to 30th September, local time 3 


sours ahead GMT. 


: Canal Shipping Agencies Co. Through its four branches, 
ld Assuit, Damanhour and El Menia Shipping Agency. 


oie address “Canaship". Telex 2275. Agency UN, Cairo. 


pAS SHUKHEIR: 28.08 N. 33.17 E. 


ADVICE OF ARRIVAL: It is important that ships establish 
adio contact with “GUPCO" (Gulf of Suez Petroleum Co.) when 
tree days distant from Terminal and maintain this contact until just 
previous to arrival at the Terminal. All ships should send a 72-hour 
FTA message to “Panintoil Cairo" giving the best estimate of ship's 
yrval time at the Terminal. This ETA message should also include 
a definite statement of the details of any equipment required from 
snore for connecting submarine hoses to ship's manifold. Further 
FTA messages should be sent to “Panintoil Cairo” when the vessel 
is24hours and 12 hours distant from Ras Shukheir and at any other 
fime any appreciable change occurs in the original ETA or those 
subsequent thereto. The 12 hour ETA should include a positive 
statement regarding ship's readiness to load on arrival and the 
qymber of hours that will be required to discharge ballast after ship 
is berthed in mooring. 

DOCUMENTS: 

4 copies Crew List. 

Deck log books showing date of last call at a U.A.R. port, comple- 

ted up to the time of arrival. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port. 

Bonded Store List, in duplicate. 

Crew List and Passengers’ List in duplicate, showing rate of 

consumption of each. 

Quarantine Questionnaire in duplicate (Form No. 15 Q.A.) showing 
al ports of call, as well as dates of sailings for the last 30 days, 
nature of cargo on board, destination, as well as sickness among 
crew or passengers, if any, specially when it is presumed that the 
sick will be hospitalised. These forms can be filled on arrival if not 
available on board before arrival. 

PILOTAGE: Compulsory. International pilot flag must be hoisted 
and Pilot will board vessel on arrival. Ras Shukheir lighthouse is 
located in Lat. 28° 08’ 15” North, and Long. 33° 16’ 20” East. It is a 
white flashing light, flashing every 3 seconds and visible for 10 miles. 
Gebal Gharib, situated about 18 miles South-westward, 5,742 ft. 
high. It makes a nearly perfect equilateral triangle with Ras Shuk- 
heir and Ras Gharib Lighthouse. Ras Gharib Lighthouse is an 
excellent landmark whether by day or night for vessels approaching 
fom North, but caution should be exercised since this Light is 
obscured from 308 degrees to the Westward. The sea-berth buoys 
are unlighted. 

The company's Mooring Master will meet all incoming tankers 
about two miles from Ras Shukheir Terminal on a bearing of 290/300 
degrees from Ras Shukheir Lighthouse and will advise ship's per- 
sonnel in mooring and unmooring, raising and lowering of hoses. 
Vessels are requested to have a pilot ladder safely and securely 
rigged, ready for immediate use, and long enough to reach the Moor- 
ing Master's launch. If at night, adequate lighting must be rigged 
werside forthe Mooring Master to approach the side and climb 
the ladder safely. 
ANCHORAGE: There are a number of oil well installations, struc- 
{ures and submarine pipelines located in the Gulf of Suez opposite 
‘0 Ras Shukheir Terminal and approaching vessels are warned of 
these obstacles in manoeuvring and anchoring. Vessels should 
approach from the Eastward and if necessary anchor Southeast of 
the sea berth. Never anchor north of the sea berth. 
RESTRICTIONS: The Ras Shukheir Terminal Operates 24 hours 
per day, seven days a week. Ships are loaded and unmoored at any 
Our, weather and other circumstances permitting. Vessels are 
moored during daylight hours only, however, an exception may be 
made at the discretion of the Terminal. 

HEALTH : The vessel’s personnel should carry international 
Yaccination and/or inoculation certificates. 

DIO: The Alexandria or Port Said coast radio stations will 
tandle GUPCO radio traffic. Ships may contact GUPCO through 
their Cable address “Gupcoil Cairo”. The message will be received 
% their Cairo Radio Telegraph Office local teleprinter circuit. Tape 
perforated and relayed to the Ras Shukheir Terminal. 
cables. from Ras Shukheir Terminal to the ships would be 
anded in the same manner. The Alexandria or Port Said coast 
'adio stations transmit traffic lists at regular intervals listing the call 
ns of all ships for which they have traffic on hand. Thus any ship 

'ng its call sign in the traffic list of the coast station would call 
Fanast Station immediately after the traffic list. 

VHF RADIO TELEPHONE: When ships are near Ras Shuk- 

‘Terminal, they may use their FM/VHF radios to contact the 

"minal using 160.70 mc/s or 160.80 mc/s. 
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MAX. SIZE: 
Pier for Pier for Pier for 

60,000 dwt. 100,000 dwt. 150,000 dwt. 
Max. permitted draft 45 ft. 55 ft. 58 ft. 
Max. permitted length 1,000 ft. 1,200 ft. 1,200 ft. 
Min. permitted length 600 ft. 750 ft. 600 ft. 
Diameter of load line 46 in. 36 in. 30 in. 
Min. lifting capacity 

of tanker deck winch 5 tons 5 tons 5 tons 

Loading capacity 3,500 t.p.h. 3,500 t.p.h. 3,500 t.p.h. 


SUPPLIES: Transit and fresh provisions as well as deck and 
engine stores provided by United Arab Contracting and Marine 
Supply Co. 

SUBMARINE HOSE LOADING BERTH: Tanker is loaded by 
means of submarine pipelines to which are attached two hoses for 
oil loading and one hose for discharging ballast water. A 36 in. line 
transports the oil and a 16 in. line, the ballast water. The loading 
berth is located approximately 940 metres (3080 ft.) offshore in a 
water depth of approximately 60 feet (10 fathoms). The loading and 
ballast lines are laid in the same trench and run in a direction N. 
55° 00’ E. The mooring buoys are numbered 1, 2, 3, 4 and 5 starting 
with 1 North of the mooring and running consecutively in a clock- 
wise direction. 

LOADING READINESS AND ARRIVAL TIME: The company 
will make every effort to load vessels upon arrival or as promptly as 
berth is available, weather permitting. Notice of Readiness will not 
be accepted as at time of arrival unless the vessel is in all respects 
ready to load. Arrival time will be considered as the time the Mooring 
Master boards the vessel or the time that vessel anchors, which- 
ever occurs first. 

FRESH WATER: Not available. 

FUEL: Not available. 

REPATRIATION: Not recommended. 

CUSTOMS ALLOWANCES: Present regulations allow each 
seaman to retain in his possession a maximum of 50 cigarettes or 
one ounce of tobacco or five cigars. All other smoking items must be 
collected and listed before arrival. The list will be checked by Cus- 
toms before sealing the locker, and any discrepancies will be sub- 
ject to fines. There must be no items aboard of Israeli origin. 
TIME: Winter: from 1st October to 30th April, local time 2 hours 
ahead GMT. Summer: from 1st May to 30th September, local time 3 
hours ahead GMT. 


AGENT: Canal Shipping Agencies Co. Through its four branches, 
Asswan, Assuit, Damanhour and El Menia Shipping Agency. 
Cable address '‘Canaship". Telex 2275. Agency UN, Cairo. 


SAFAGA: 26.46 N. 34.00 E. 


DOCUMENTS: The following documents are required on arrival 

Quarantine Questionnaire in duplicate (Form No. 15 Q.A.) showing 
all ports of call, as well as dates of sailings for the last 30 days 
nature of cargo on board, destination, as well as sickness among 
crew or passengers, if any, specially when it is presumed that the 
sick will be hospitalised. These forms can be filled on arrival if not 
available on board before arrival. 

One Crew List and one Passenger List. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port. 

Complete set of Manifests covering all cargo on board showing 

names of shippers and consignees. 

4 copies List of Passengers in Transit. 

4 copies Crew List. 

Deck log books showing date of last call at a U.A.R. port, comple- 

ted up to the time of arrival at Port Said or Suez. 
PILOTAGE: Compulsory. International pilot flag must be hoisted 
and Pilot will board vessel on arrival. Masters should endeavour to 
arrive at the N. end of the island by sunrise, at Safaga Port by early 
morning; the light behind them will show up the reefs clearly. Wind, 
light in the morning, gains strength during the day, making tying 
up more difficult. A beacon (Morewood Beacon), visible a mile off, 
is erected on the southern spit of the island. After rounding the spit, 
Masters keep five cables clear of visible reefs and enter the harbour 
keeping the two large beacons to the North of the pier in line. 
Anchorage is then indicated by a small red or white flag. The Manager 
or his representative, of the Safaga Phosphate Company will meet 
ships in launch with instructions on berthing. 
MAX. SIZE: Safe draft in the fairway, over reefs and alongside pier: 
27 ft. 6 in. 
HEALTH: On entering, vessels must hoist the International 
Quarantine Signal for compulsory quarantine. Any sickness must be 
reported to the doctor especially when it is presumed that the sick 
will be hospitalised. 

The vessel’s personnel should carry international vaccination 
and/or inoculation certificates. 

BERTHING: There are two mooring buoys marked B and C and 
two mooring posts marked A and D. 

(1) The anchor position is marked by a small red or white flag. 
When mooring, manilla ropes only should be used, as wire ropes can 
be run out afterwards when ship is alongside. 

(2) Due to rocky nature of sea bottom, it is very desirable that ship 
in coming into berth, does not override her anchor, as, if this 
happens, chain is apt to foul coral bottom and cause trouble later on. 

(3) Endeavour to have all way off ship when anchor position is 
reached. Drop anchor as close to flag as convenient and go astern. 
If necessary check cable when two shackles have been paid out. 


705 


eps oe eee ST pee Se he nnn 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


(4) Run rope to Buoy C, run rope to Buoy B, run rope to Post D, 
then run rope to Post A. Run Spring to S1, S2, S3, and pull alongside. 
Company's launches will run all ropes. 

(5) If wind is blowing strongly off shore, a Spring to S3, may be 
run immediately a good rope to Buoy B is made fast. 

(6) The best way, to reach the anchor position is to steer straight 
for same, keeping Buoy C on port side. This will keep vessel clear of 
Buoy C and when anchor is dropped, the stern should swing clear of 
this Buoy. If it does not, a rope can be run to S3 and the stern pulled 
in before falling back on pier. 

(7) With anchor dropped as shown, six shackles should see No. 1 
hatch at the pier, but if chain is slackened carelessly, it may foul 
bottom and be insufficient to reach pier. 

If visibility is very good, a course can be made between the Hynd- 
man and Cannon Reefs, and altered to bring the beacons referred to 
into line. Rock phosphate and ground phosphate are loaded at this 
port for shipment all over the world. The mines are situated some 30 
km. away and are connected by company’s own railway. Rock phos- 
phate loaded (200 tons per hour) from elevator and phosphate in 
bags by ship's gear. No water or stores. 

Cargo vessels can berth alongside a new quay of 600 metres with 
a draft of 27 ft. 

TIME: Winter: from 1st October to 30th April, local time 2 hours 
ahead GMT. Summer: from 1st May to 30th September, local time 3 
hours ahead GMT. 

HOLIDAYS: dati eter os the public holidays in U.A.R.: 

ist and 2nd Day of RamadanBairam 

Courban Bairam Eve. ne changeable dates 
1st and end day of Courban Bairam 
Mohamedan New Year's day en on Moslem Calen- 
Prophet's Birthday (Mewlid El-Nabi) 

Eastern Monday (Sham El Nassim (changeable); Evacuation Day 
(18th June); Revolution Day (23rd July); Victory Day (23rd Decem- 
ber). Friday is the Sabbath day. 

AUTHORITY: Ports and Lights administration. 


AGENT: Canal Shipping Agencies Co. Through its four branches, 
Asswan, Assuit, Damanhour and El Menia Shipping Agency. 
Cable address ‘‘Canaship”. Telex 2275. Agency UN, Cairo. 


SUEZ CANAL (including Port Said and Suez): 


During April 1974 the following information was received from 
Canal Shipping Agencies: 

*, . work for the clearance of the Suez Canal is being carried out, 
and we hope that navigation will be resumed during the first quarter 
of 1975. The permissible draft will be 38 ft. on resumption of naviga- 
tion, and this will be increased to 40 ft. six months later. Facilities at 
both Port Said and Suez ports will be the same as they were in 1967." 

In view of the above, we believe it may be of assistance to print 
hereunder information as supplied to us by the Canal authorities in 
1968, but Masters will have in mind that changes in this information 
may now exist, and will be guided accordingly. 

DOCUMENTS: The following documents are required on arrival: 

4 copies Crew List. 

Ship's Register and Suez Canal Special Tonnage Certificate. 

General arrangement anc capacity plans of the vessel, if transiting 

the Suez Canal for the first time, or, undergone any alterations. 

Suez Canal Authority's double bottom tanks capacity form. 

Navigability form. 

Documents concerning oil residues (if applicable). 

Dry Dock Certificate (if applicable). 

Complete set of Manifests covering all cargo on board showing 

names of shippers and consignees. 

4 copies List of Passengers in Transit. 

Landing cards for passengers landing finally in U.A.R. and for 

those landing in U.A.R. in transit. 

4 copies List of passengers finally landing in U.A.R. (if any) 

together with their addresses in U.A.R. 

Deck Log Books showing date of last call at a U.A.R. port, com- 

pleted up to the time of arrival at Port Said or Suez. 

Mail Waybills for ports beyond Suez Canal ports and alternatively, 

a document from the Master is required (cargo and passenger 
ships only). 

Quantity of bunkers, water and cargo on board. 

Free Pratique Certificate issued by the local Quarantine Doctor. 
In case of a Northbound vessel loading or discharging alongside 
quay staying more than 24 hours in Suez, the following documents 
should also be presented: 

(1) Load Line Certificate. 

(2) Safety Equipment Certificate. 

(3) Radio Safety Certificate. 

(4) Documents covering names and ratings of ship's officers and 

their diplomas. 
For Pilot's Use: 

(1) Arrival form of the Suez Canal Authority. 

(2) Declaration ‘E"’ form for dangerous cargo on board in transit. 

(3) Any other documents relating to shipments of dangerous 

cargo, radio-active or fissile. 

N.B. Plain Suez Canal Forms are normally handed to Master by 
Pilots or ship's Agents, to be filled on arrival and also for use on 
consequent voyages. 

Quarantine Authorities : 

Quarantine Questionnaire in duplicate (Form No. 15 Q.A.) showing 
all ports of call, as well as dates of sailings for the last 30 days, 
nature of cargo on board, destination, as well as sickness among 
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crew or passengers, if any, specially when it is presumed ¢ 
sick will be hospitalised. These forms can be filled on arrival i, 
available on board before arrival. ' 

One Crew List and one passenger list. 

Deratisation Certificate should be handy for inspection. 

Clearance from last port. 

Passports: 

ee Officer the following documents are requires, 
arrival: 

Arrival Immigration form, duly completed. 

One Passenger List. 

List of Passengers finally landing, in duplicate. 

Crew List. 

Valid passport with entry visa is required for landing in UA 
for passengers landing. Emergency visa can be granted, 
arrival if so required. 

For Customs Use: 

(1) Bonded Store List, in duplicate. 

(2) Crew List and passengers’ list in duplicate, showing ral) 

consumption of each. 

PILOTAGE: Port Said: On arrival at the Pilot Station at Ponty 
vessels should contact the pilot boat announcing their arrival, 
to receive the necessary instructions for either: (a) to stop ino 
to receive a Pilot; (b) to anchor at the waiting area; (c) to proces 
the channel where the Pilot boards. 

Vessels arriving from sea can contact the Canal Authority; 
wireless on the following frequencies: 

Port Said: Port Office freq. 2182 kc/s. Calling Port Said ® 
freq. 156°35 mc/s. Calling Port Said Seven; VHF can also be use 
Channel 16. 

Pilot boat: freq. 1563 mc/s. Calling Pilot boat at a range of 
Call sign 4. 

Vessels transiting canal can also contact S.U.Q. at Ismailia 
wireless, on the following frequencies: freq. 454 ke/s., 425 ky 
468 kc/s. 

Waiting area at Port Said: 

The waiting area where vessels anchor waiting for Port Pilok. 
situated to the West of a line joining the West buoy of the firsty 
of light buoys and the fairway buoy, and South of the paral) 
latitude passing through the fairway buoys. All ships waiting 
enter Port Said Channel, have to anchor at this area. It is of ge 
importance that a vessel should announce its arrival immed 
on reaching the pilot station for two reasons: 

(a) To avoid delay in entering the harbour, as vessels are pil 

in accordance with their turn in contacting the pilot boat, 

(6) The arrival of a vessel is immediately transmitted to the Se 
Canal Authority's Office, thus enabling the Agent to dew 
the ship in time, even before she enters the harbour and ens 
her transit with the appropriate convoy. Such registra 
cannot be done if the vessel does not adopt the abovep 
cedure. Passenger vessels are given priority in turn, in enter 
the harbour. 

Notice is hereby given that the entrance channel to Port 

harbour is buoyed as follows: 

(a) A Fairway light buoy painted with white vertical stripes show 
a white flashing light every 5 seconds approx. fitted with m 
i dic a surmounted by atop mark resembling St. Andi 

ross. 

(6) Position of buoy : 032° 40’ - 6-04 miles from Port Said lighthos 

(c) The first pair of light buoys indicates the entrance ol? 
channel. The West buoy is painted black and surmountet! 
a conical superstructure giving a flashing green light. 

(d) Position of buoys: 037° 03’ at a distance of 5-13 miles 
Port Said lighthouse. 

(e) The East buoy is painted red and surmounted by a cylind® 
superstructure giving a flashing red light. 

(f) Position of buoy: 127° 40’ from the West buoy at a distant 
1,969 ft. from the West buoy. 

(g) Several other pairs of lights indicate the limits of the che* 
to the East and West. The East buoys are painted red? 
show a fixed red light and the West buoys are painted 0 
and show a fixed green light. 

(h) A fixed red light on a pylon on the North quay of Abbas 8# 
in line with an occulting red light on a pylon West of thet 
oil tanks at Raswa, indicates the axis of the entrance chi 
to the harbour. 

Pilotage is compulsory on entering or departing Port Said Ha 
as well as in the Canal and it is free of charge for vessels trans” 
the Canal except when shifting or changing berth. Vessels’ 
transiting the Canal are subject to the payment of these che? 
both at Port Said and Suez. Vessels under 300 tons Suez @ 
net tonnage are allowed to transit the Canal from any direction 
a Patron (instead of Pilot) without being compelled to atte 
convoy timings and after authority has been granted by the 9 
Canal Authority. 

In view of the continuous expansion in the sizes of vessels," 
the consequent increase in the height of the hull, it is beco® 
very difficult for the roads Pilot to board vessels by using 
customary rope ladder without causing him considerable fat 
Therefore, it is recommended that Owners and Masters of large’ 
tankers instal on their vessels a mechanical hoist for Pilot, ané 
one of the ship's officers be present to ensure its correct us* 
the safety of the Pilots and to avoid accidents. 

It is also recommended that the Mechanical Hoist be instal 
a convenient distance from the effect of the propeller and away 
the vessel's stern. 


sa Suez Bay, it is sheltered from all points except from 
As gar occasionally during Southerly gales (period December 
rl) motor-launches and boats are unable to communicate with 
oads. y 
hock lighthouse marks the Southern extremity and ships 
yally anchor opposite the entrance to the Suez Canal. All ships 
e ing the port of Suez have to anchor in the pilotage zone which 
ord by the imaginary line which extends from Ras Adabiya 
: ae Moussa and comprises the coastal zone North of this line 
io the Suez Canal entrance. aD 0 
"The town stands on a spit of the desert projecting Eastward with 
Bay of Suez on its Southern side, lat. 29° 58’ N., long 32° 10’ E. 
Pootage in the port of Suez is compulsory for all vessels entering, 
moving within or leaving the port. | 
Naval ships and vessels whose Suez Canal net tonnage is less 
than 300 tons are exempted from pilotage, but they have to contact 
the pilot boat for orders prior to making any movement. Vessels 
aempted from pilotage may have a Pilot if so required. - 
pilotage Waiting Area at Suez; The boundaries of the pilotage waiting 
yea for ships arriving at Suez from South have been limited as 


mee Northerly: Lat. 29° 52.16’ N. 
Southerly: Lat. 29° 51.73’ N. 

Easterly: Long. 32° 34.5’ E. 

Westerly: Line joining Newport Rock and Buoy No. 3. — 
The area East to long. 32° 33.93’ E. is allowed for ships drawing 
iss than 25 ft. The area West 32° 33.93’ E. is for ships drawing 

han 25 ft. 
rue plot boat is normally stationed at the proximity of green buoy 
No. t South of Newport Rock. ; 

When entering the pilotage waiting area, the following signals 
should be hoisted: Pilot - Vessel’s signal letters. Quarantine - 
Nature of dangerous cargo (if any). 

Vessels have to contact the pilot boat for instructions, reduce 
speed and have the pilot ladder ready. , 

Vessels wishing to anchor in Suez roads on their exit from Canal 
forthe purpose of carrying out repairs, cargo operations, replenish- 
nent of bunkers, water, etc., should when ready to sail hoist the 
sit signal and send the following message to S.U.Q. /smailia: 
"Vessel's Name in Suez Roads ready to sail Please send Pilot 
thanks”. In case of rough weather, the pilot boat leaves its station. 
ANCHORAGE: Anchorage in the Port of Suez: 


3 in 
snip 90 


Bearing of Bearingof Distance i 
ship from Green Island from Maximum Maxi- 
Green Island Light Green Island length mum 
Light from ship Light of ship draft 
(cables) (m.)  (ft.) (ft) 
Group "A" 
128 308 61 182-88 600 38 
153 333 72 182:88 600 38 
1544 3344 42 18288 600 38 
178 358 6-4 18288 600 38 
198 18 3-9 182-88 600 38 
203 23 71 182-88 600 38 
228 48 5:8 182-88 600 38 
2214 414 8-9 18288 600 38 
2414 614 8-2 18288 600 38 
263 83 72 182-88 600 38 
Group “B" 
2814 1014 14-4 198-12 650 38 
2724 924 121 198-12 650 38 
258 79 12-4 198-12 650 38 
244 64 13-9 259-08 850 38 
270 80 15-2 19812 650 38 
278 98 17:25 198-12 650 38 
2514 N14 17-2 25908 850 38 
275 95 20:2 198-12 650 35 
266 86 20:3 198-12 650 38 
2594 794 15:1 137-16 450 38 
2693 89t 17-9 131-06 430 38 
2705 903 22:2 131-06 430 35 
258 78 19:3 137:16 450 38 
Group “C" 
40 220 11:8 137-16 450 25 
284 2084 11:5 137-16 450 25 
Ty 1874 11:2 137-16 450 25 
55 235 8-5 213-36 700 30 
344 2144 8-1 161-54 530 25 
3503 1704 9-4 121-92 400 25 
341 161 106 12192 400 25 
338 158 8-55 137-16 450 30 
322 142 93 161:92 400 30 
323 143 12:3 121-92 400 25 
3134 1334 12-0 121-92 400 25 
324 144 6-58 161-54 530 35 
3014 1214 6-5 121-92 400 35 
284 104 67 121-92 400 35 
277 97 5-7 121-92 400 25 
2534 734 4-8 121-92 400 35 
Group "“"H" 
118 298 12-0 18288 600 38 
128 308 14:3 18288 600 38 
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Bearing of _ Bearingof __ Distance 
ship from Green Island from Maximum Maxi- 
Green Island Light Green Island length mum 
Light from ship Light of ship draft 
(cables) (m.)  (ft.) (ft) 
Adabiya Anchorage 
1 239 59 28:3 16459 540 38 
2 234 54 28:8 16459 540 38 
Radio of the turning circles of the Anchorages : 
Group “‘A" 
Radius Radius 
(m.) (ft.) (m.) (ft.) 
1A 274-32 900 6A 27432 900 
2A = 274-32 900 TA 274-32 900 
3A 274-32 900 8A 27432 900 
4A 274-32 900 9A 274-32 900 
5A 274-32 900 10A 27432 900 
Group “B" 
1B 289-56 950 8B 289:56 950 
2B 289-56 950 9B 289:56 950 
3B 289-56 950 10B 21336 700 
4B 35052 1,150 11B 198-12 650 
5B 289-56 950 12B 19812 650 
6B 289-56 950 13 B 21336 700 
7B 35052 1,150 
Group “C" 
1C = 213-36 700 9C 243-80 800 
2C = 213-36 700 10C 18288 600 
3C 213-36 700 11C 18288 600 
4C 304-80 1,000 12C 243-80 800 
5C 243-84 800 13.C 18288 600 
6C 182-88 600 14C 18288 600 
RC 182-88 600 15C 18288 600 
8C = 213-36 700 16C 182:88 600 
Group “‘H" 
1H 274-32 2H 27432 900 
Anchorage for ships waiting to enter Adabiya: 
1 213-36 700 2 213-36 700 


ENTRY RESTRICTIONS: There is no restriction regarding 
entering Port Said harbour as well as Suez Bay. We would only 
point out that vessels wishing to enter Port Said harbour must 
arrive at the pilot station not later than 0330 hours and 1530 as the 
Northbound convoy normally exits the Canal daily from 1730 
hours till 2300 hours and the second Southbound convoy starts 
getting under way to enter the Canal from 2300 hours to 0200 hours. 
Vessels arriving after 0330 and wishing to transit the Canal and in 
accordance with the Suez Canal regulations will have to wait at the 
pilot station till 0900 hours. As regards Suez Bay and because 
there is only one Northbound convoy which commences at 0430 
hours vessels are advised to arrive at the pilot station not later 
than 0330 hours to be included in this convoy, otherwise they are 
allowed to enter Suez harbour after 0900 hours. The rise and the fall 
of tide at Port Said is negligible but high water fall and changes 
twice every 24 hours is normal at Suez. Spring tide rises 7 ft., ebbs 
4 ft. After a continuance of Southerly winds for two or three days, 
the water will sometimes rise eight to nine ft. 

Convoy timings: The times at which vessels must arrive at the 
pilot station at Port Said and in the Suez Bay to join the Southbound 
and Northbound convoys respectively: 

Port Said pilot station: To join the first Southbound convoy 
(entering at 0700 hours local time) vessels must arrive at the pilot 
station not later than 0330 hours local time. 

To join the second Southbound convoy, the entry to which com- 
mences at 2300 hours local time, vessels must arrive at the pilot 
station not later than 1530 hours local time. 

Vessels transiting the Canal for the first time and/or vessels that 
require remeasurement should arrive at the pilot station one and a 
half hours earlier (i.e. 0200 hours for the 0700 hours convoy and 
1400 hours for the 2300 hours convoy). 

Suez pilot station: To join the Northbound convoy, the entry to 
which commences at 0430 hours local time, vessels must arrive at 
the pilot station not later than the following hours with their pilot 
signal hoisted: 

(a) Vessels that have transited the Canal before: 

Loaded tankers: 0200 local time 
Other vessels: 0330 hours local time 
(6) Vessels transiting the Canal for the first time and/or vessels 
that require re-measurements: 
Loaded tankers: 0100 hours local time 
Other vessels: 0230 hours local time 

Important: Whilst the above are the official times imposed by the 
Suez Canal Authority, it is however, recommended that Masters 
arrive half an hour earlier, to eliminate the possibility of their vessels 
being delayed on account of alleged late arrival at the pilot station 
or being considered as having anchored at an area away from the 
pilot station. This applies to both Port Said and Suez pilot stations. 
SIZES OF VESSELS: The following are the maximum dimensions 
of ships authorised to enter Port Said and Suez harbour as well as 
to transit the Suez Canal: 

Dimensions for Normal Transits: Transit of ships with the following 
dimensions will be considered as “ordinary”: 
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(a) North/South 


Length B.P. Beam Draft 
(ft.) (ft.) 
up to 119 37 
122 36 
up to 900 ft. 125 35 
128 34 
132 33 
(b) South/North 
Length B.P. 
; up to 128 38 
up to 900 ft. 131 37 
134 36 


Ships are subject to successive trial runs with 36 ft. and 37 ft. 
draft before they can transit with the maximum permissible draft of 
38 ft. indicated in the ‘Rules of Navigation”. 

Dimensions for special transits: |n case LBP is between 900 ft. 
and 1,000 ft. and/or beam exceeds 134 ft. transit will be considered 
as “special transit". 


(a) North/South 


Length B.P. Beam Draft 
(ft.) (ft.) 
up to 128 34 
900/1,000 ft. 132 33 
136 32 
(b) South/North 
Length B.P. up to 128 38 
900/1,000 ft. 131 37 
134 36 


In such cases and before transit takes place the Authority must 
be provided with a detailed lines-plan of the ships’ “Cross and 
Longitudinal Sections". 

After the Authority's approval, transit will be permitted with the 
escort of one or two tugs. The speed will be lower than the regular 
one and transit will take place in good weather conditions. 

Dimensions for exceptional transits: As from 1968 dimensions for 
“Exceptional Transits” will be limited for either Northbound or 
Southbound transits, as follows: 


Length B.P. Beam Draft 
(ft.) (ft.) 
over 136/150 32 
900/1,000 ft. 155 31 
160 30 


In such cases the Authority must be provided before transit is 
effected with the following: 


(a) A detailed lines-plan of the ship's “Cross and Longitudinal 
Sections”. 

(b) Results of laboratory tests carried out on the ship's model and 
a report about her steering are to be submitted to the Suez 
Canal Authority research Laboratory (such tests can be 
carried out in the Suez Canal Laboratory). 


Upon examination of the tests and reports, the Authority will 
determine the number and power of escorting salvage tugs needed 
during transit. Transit will be effected in good weather conditions 
at reduced speed. 


Remarks: 

(a) Concerning ships fitted with bulbous bows, length B.P. will 
be measured starting from the bulk's front (Cases 2 and 3). 

(b) In all cases the draft should be determined so that the ratio 
between the ship's wet cross-section and the Canal cross 
sectional area (1,800 sq. metres) does not exceed 1 : 4. 

(c) If the 1 : 4 ratio is exceeded, the Authority will effect a reduc- 
tion in the transit speed. 


The Suez Canal Authority is undertaking a project to be accom- 
plished by 1972 aiming at increasing the Canal cross sectional area 
to 2,500 sq. metres, so as to allow the transit of vessels with a draft 
of 48/50 ft. and a beam of about 135 ft. 


HEALTH: On entering, vessels must hoist the International Quaran- 
tine Signal for compulsory quarantine. Any sickness must be 
reported to the doctor specially when it is presumed that the sick 
will be hospitalised. The Quarantine doctor meets the ships whilst 
entering the port and the ships are boarded in turn. To get a quick 
clearance and not to be left for later attendance, Masters are re- 
quested to receive the doctors as soon as they board and to have 
the following documents ready: 


Quarantine Forms in Duplicate: When inserting the ship's register 
net tonnage special care should be taken in indicating same on the 
two quarantine forms (Form No. 15 Q.A.) as the dues are calculated 
on that tonnage, as incorrect information may cause complications. 

Deratisation Certificate should be handy for inspection. 

Clearance from Last Port should also be handy. 

All ports at which the vessel has called as well as dates of sailings 

for the last 30 days should be inserted in the form. 


Quarantine Signals: 

'y day: “Q" flag (signifying vessel healthy). “Q" Over first sub- 
stituted (QQ). (Vessels have cases of infectious diseases more than 
5 days ago, and there have been unusual mortality among the ratings 
or crew on board.) “‘Q" over L flag (QL) signifying (vessel is infected 
and has cases of infectious diseases less than 5 days ago.) 

By night: red light over white: The flags and lights must remain 
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hoisted until free pratique is granted. Ships in transit under Q, 
tine through the Suez Canal will use the same signals until 
clear the other end of the Canal. 

Important: In the event of a vessel arriving from a port thy 
been internationally declared infectious and the incubation we, 
has not yet expired at the time of the ship's arrival ata U.AR 
the vesselis putunder compulsory Quarantine, moored at anis 
berth and no shore contact is allowed. Nevertheless, the Ship 
still carry out her normal operations on condition that aij 
personnel are holding valid vaccination and/or inoculation 
cates issued by the Quarantine Administration. The ship's pers 
should also carry International Vaccination and/or |noc 
Certificates. Final landing passengers, not carrying such Certificay 
will be landed under Quarantine supervision and will be kept isola, 
at the lazarette until incubation period is over. 

Pratique granted by radio: Pratique may be granted prior to i 
arrival provided the following conditions are adhered to: 

(1) The vessel must be a regular liner to the Quarantine Athy 

ties and has a doctor on board. 

(2) Details shown on the Quarantine Statement should bey, 

to the Quarantine Authorities 24 hours prior to ship's 

(3) Captains of vessels must declare before their arrival, 

accidents, which might have taken place on board priory, 
arrival in port. 

(4) The ship must not have called at any infected port. 


RADIO: ETA messages can be transmitted to Agent and 
Canal Authority through Port Said Radio and/or Alexandria iy 
for vessels calling at Port Said. The same procedure can alg) 
adopted for vessels calling at Suez through Kosseir Radio. 

As a rule, Masters should send their ETA not less than 48 hy 
before ship's arrival. In addition to the ETA, all requirements shy 
be included in the wireless message as well as detailed inform 
regarding cargo operations, draft, number of passengers ¢ 
embarking, details of their baggage and crew changes, if any. |ft 
ship is operating a tour in the town and/or a quick trip to Ce 
numbers of participants must also be contained in the same wires 
message. Number of bags of mail to be discharged, if any, shy 
also be included. 

This is to enable the ship’s Agent to notify, in good time* 
parties concerned, to prepare in advance the necessary cus 
permits, and to ensure all requirements to be supplied without de 

Vessels transiting the Canal for the first time, should also indy 
in the ETA message, whether fitted with a projector or not an 
the affirmative to state of electricians are required, thus enable 
the Agent to make the necessary arrangements and avoid any d# 

In accordance with the Suez Canal Authority's instructionse 
in order to avoid delaying vessels from joining the respective 
voys, vessels transiting the Canal for the first time are require! 
include the following information in their ETA message: 

Suez Canal gross and nett tonnages and date of last Suez Cx 
Special Tonnage Certificate. 

Registered gross and net tonnages and date of last regi 
Ship's nationality and Owner's name. 

If the ship has previously transited the Canal, the follow 
information should be included in the ETA message: 

Whether there have been any constructional changes. If) 
changes have taken place, the following message should be # 
“Particulars no change navigable.” 


RADAR/VHF: There is no radar service at either Port Sail 
Suez, but VHF can be used with the Suez Canal Authority! 
Channel 16. Transit vessels can also contact S.U.Q. at Ismaili) 
wireless on the following frequencies: Freq. 454 kc/s., 425 le 
468 kc/s. 


TUGS: Highly qualified tugs and crew are available on b# 
several tugs owned by the Suez Canal Authority in Port Said, # 
and in all Suez Canal stations. These tugs assist vessels to # 
in Port Said harbour as well as in Canal if a case arises. Itis! 
solely to the Canal Authority to decide whether more than one! 
is needed (free of charge) to assist any ship to moor in the® 
Said harbour, but if a Master of a vessel finds it necessary to em 
an extra tug for berthing or if he needs a tug for any other res 
such an operation will then be charged against the vessel. 
Salvage tug boats: 
(1) From 3,000 to 3,500 h.p. Barei, Batal, Mongued, Mounir. 
(2) From 3,500 to 5,000 h.p. Antar. 
(3) Over 5,000 h.p. Mared, Chahm. 
Harbour Tug boats: 

(1) 800 h.p. Moein, Monkez, Montasser. 

(2) 1,600 h.p. Bark, Chabar, Chadid, Hout, Kirsh, Morgan. 
General conditions : 

(1) Hire is reckoned from the time of starting to raise steam? 
ceases when the tug returns to its depot. 

(2) The charges for “waiting” will not apply while the tug M# 
remain under full steam either for a long or short pe 
ready to proceed. These charges only apply while waiting! 
a long period and when the tug is able to bank fires 
the disposal of the client. 

(3) Fractions of hour will be reckoned as full hour. 

(4) Hire charges are increased by 10% when tug is used # 
official office hours, on Fridays or on public holidays. 

(5) Hire charges are increased by 50% when tug is used ous 
Canal waters. 

(6) Towing charges outside the territorial waters are agreed # 
with the Authority. 

(7) This tariff may be revised every 3 months without notice 


gERTHING : Port Said: 1“ 


we or |4~—«Num- Length of _—_ Length of 
pace ber Nos. berth vesse/ Observations 
saa (m.) (ft) (m) (ft) 
~~ Berths ee» 220 «721 72 563 On the Eastern side 
pack 2N 190 623 152 465 of the channel 
3N 270 886 216 709 
4N 205 672 157 515 
5.N 220 = 721 172 563 
6N 225 728 172 580 
7™N 230 «4754 182 596 
Sun 1 61 200 
tary House 2 61 200 
3 101 330 
4 168 550 
5 168 550 
6 168 550 — 
j 10 134 440 6vessels West 
Cher Basin 168 550 4 vessels West of 
the Navy House 
10 122 400 North of the basin 
nines Bosin 183 600 South of the basin 
in 17 91 300 South of the 
haassin Bas to to inflection point 
180 620 North of the 
inflection point 
1 Avot & 325 1,066 268 879 
aaah 2— 280 919 226 742 
3€ 250 820 202 662 
4E 220 721 172 563 
erths 5 11 280 919 226 «46742 
beaded © 21 250 820 202 662 
51 315 1,050 259 833 
North Basin 251A 260 853 209 686 
2A 280 919 226 742 
Quer Harbour 7 : ‘ 
ee? 5A without Vessel heading 270° 
6A limitation 
TA 
8A.N. 
8 A.S. 
Tey YAN Aa 28 270 Vessel heading 090° 
5 4A 
5A 
BAS. ON. ie 107 350 Vessel heading 090° 
8 A.S. 
Blocks Basin 10 122 400 Max. draft 9 metres 
Red Berths 7 ON 140 459 92 301 Onthe Western 
IR 245 804 195 642 side of channel 
2R 229° «755 184 592 
3R 273 896 219-5 720 
4R 295 968 239 «(785 
5R 284 «8813 198 850 
6R 280 919 226 4 742 


Nole: In good weather the length on buoys may be increased from 3 to 9 metres 
xeording to the length of the berth and height of the vessel. 


Suez : 

Port Ibrahim : Port Ibrahim is the port of Suez. It consists of North 
and South basins. 

North Quay :The North basin has, on the North side, a quay length 
0/2415 ft. a total breadth of 975 ft. and depth of 27 ft. at high tide. 
Quay is connected with the railway which runs the whole length of 
this quay and which can accommodate four large ships. 

Berths 4 and 5 where stores are available are suitable for loading 
ind discharging cement in big quantities. 

Khedivial Quay: Berths Nos. 9, 10 and 11, length 1,194 ft., depth 
tt. at high tide. 

Pilgrim's Quay: (Pontoon Berth) No. 6, one berth, length 500 ft., 
depth 24 ft. at high tide. 

N.B. No cranes are allocated to these quays but mobile cranes 
(15 tons) only can be used. 

Adabiya Quay: This quay is situated on the Western shore of the 
Suez Bay, and is under the control of the Naval Authorities. Only 
essels carrying military cargo consigned to the Military Authorities 
tan be accommodated. The maximum draft is 28 ft. and can accom- 
nodate four large vessels. Quay is equipped with steam and electric 
‘avelling cranes, capacity 3-15 tons. 

Marakib Quay: Situated at the entrance of the Canal depth 28 ft.; 
<n accommodate passenger and cargo vessels. 

STEVEDORES: As stated in the ETA messages, Masters are 
{vised to include in their messages details of cargo to be discharged 
Neither Port Said or Suez, hatch by hatch and gangways required, 
"possible. All loading and discharging operations in Port Said 
bour and Suez Roads are effected by lighters. There are steel 

‘ghters, wooden barges and self-propelled barges available for this 
purpose that will allow rapid work being carried out. At Port Said 
hye frozen cargo ships are provided with flat floating pontoons 
2 acilitate discharge of cargo. At Port Said the draft of water does 
‘tallow ships to be berthed alongside quays to carry out cargo 
Puations except in Cherif and Abbas Quays which accommodate 
a Up to 27 ft. and consequently same are carried out also from 
om lighters which are brought alongside the vessels whilst at 
MEDICAL: It is very essential for Agent to receive advance notice 
whet medical attendance at least 24 hours prior to ship's 
Ps 4, All ordinary medical supplies are available and prescriptions 
thinntcuted at any time at moderate prices and delivered during 
pods Stay in pori. Medical assistance at Port Said and Suez is 

able. Consultations on board could be arranged through ship's 


U.A.R. (EGYPT) 


Agent at any time by day or night. Reliable dentists are available at 
Port Said and could be consulted on board, if necessary, and during 
the following period at their clinics: From 0900 to 1300 hours and 
from 1600 to 1900 hours. 

Occulists are available for consultations at town clinics in Port 
Said during usual working hours. Opticians are also available at 
Port Said. The following hospitals are available with ample first, 
second and third class accommodation, accepting patients irre- 
spective of nationality at reasonable charges: 

At Suez 


At Port Said 
Al Mabarra Hospital Al Helal Hospital 
Notre Dame de la Abou El-Azayem Hospital 
Deliverande Hospital General Government Hospital 
Two General Government Isolation Hospital 
Hospitals Ophthalmic Hospital 
T.B. Hospital 
Isolation Hospital 
Ophthalmic Hospital, 

Ship's personnel should carry international vaccination and/or 

inoculation certificates if a vessel is arriving from a port that has 
been internationally declared infectious and the incubation period 
has not yet expired at the time of arrival. 
TANKERS: There is a bunkering station at Port Said harbour which 
can accommodate four tankers with not more than 38 ft. for the 
purpose of discharging their cargo of fuel or diesel oil to the different 
oil bunkering companies, but the petroleum basins for tankers at 
Port Said is as follows: 

Seven jetties can accommodate vessels with maximum length of 
555 ft., loaded with draft of 28 ft. 6 in. 

If jetties 2 and 4 are occupied by large tankers, then No. 3 would 
have to be used by a small tanker. 

Oi/ Storage: There is ample tank storage for bulk petroleum 
products. 

New Suez Terminal: The terminal is situated in Suez Roads and 
has two berths. Minimum depth of water at LWOST in the approach 
channel is 39 ft. Minimum depth of water at LWOST alongside each 
berth is 42 ft. Maximum safe length of tanker applicable = 750 ft. 

Each berth has six pipe-lines, 4 lines 20 in., 2 linesx16 in., 
1 line x4 in. (fresh water). 

All types of oil products can be handled at both berths. No facilities 
are available at present for reception of dirty ballast. 

FRESH WATER: Is available for supply ex self-propelled barges 
to any quantity required at all times with a minimum supply of 
50 tons. 

FUEL: Different grades of fuel oil are available from different firms. 
It is customary that the Master should advise in his ETA message 
of the vessel's requirements, fuel or diesel oil, at least 24 hours 
prior to ship's arrival into port. Bunkering is by contract between the 
Owners and the different bunkering firms, and nominations should 
be arranged for each vessel separately between the Owners and 
Head Office of the bunkering firm abroad, and for which payment is 
also effected abroad. Only the Compagnie Orientale Des Petroles 
accepts payment in cash out of Shipping Account No. 2 for supplies 
effected by them and in which case a nomination is not required. 
Vessels can be berthed in the oil installation and thus can effect 
their bunkering requirements through pipe-lines. Tankers which are 
not gas-free, cargo vessels carrying dangerous materials and 
passenger vessels, which are moored opposite the town, can be 
supplied with the requirements of fuel and diesel oil ex self-propelled 
barges with maximum capacity of 700 tons. 

FIRE PRECAUTIONS: In accordance with the Suez Canal 
Authority's regulations, tankers and vessels carrying dangerous 
materials must comply with their requirements, concerning fire 
regulations. 

DEVELOPMENTS: Since the nationalisation in 1956 of the former 
Suez Canal Company, several improvements have taken place to 
facilitate transit and to accommodate larger ships. A by-pass between 
Kantara and Ferdan of about 9 km. in length exists to enable North- 
bound vessels to pass Southbound ships. The maximum draft 
allowed presently in the Canal is 38 ft. for Northbound vessels only. 
The Suez Canal Authorityis undertaking a projectto be accomplished 
by 1978 aiming at increasing the Canal cross sectional area to 
2,500 sq. metres, so as to allow the transit of vessels with a draft of 
48/50 ft. and a beam of about 135 ft. Same draft will be applicable 
to both Port Said and Suez and at the same time, as the project is 
being accomplished. 

GANGWAY/DECK WATCHMEN: In both basins Cherif and 
Abbas at Port Said, where cargo vessels are normally berthed, 
ships’ gangways can be used for disembarkation and embarkation. 
Passenger vessels are moored in special berths, i.e. Red Buoys, 
opposite the town, and can be supplied with one or two floating 
bridges (snake pontoon) which can connect the ship with the shore 
to enable the transit passengers and members of crew to proceed 
ashore. Cargo ships and other vessels mooring at the different 
buoys must lower their gangway to facilitate disembarkation and 
embarkation of ship's personnel as well as different officials. As far 
as Suez is concerned, all vessels must lower their gangway for the 
same purpose stated above. A deck watchmen is recommended. 
OPENING/CLOSING HATCHES: In accordance with Charter 
Parties, the opening and closing of hatches are dealt with as instruc- 
ted in this Agreement, but for vessels carrying out minor cargo 
operations, it is customary that stevedores open and close ships’ 
hatches against ship’s account. To expedite vessel's transit, it is 
always recommended that ship's crew, during vessel's entering into 
the harbour should open the hatches and rig ship's derricks in order 
that thcy may be ready for cargo operations immediately upon ship's 
arrival at either Port Said and Suez. 
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SHIP'S CERTIFICATES: 
Ship's Register. 
Suez Canal Special Tonnage Certificate. 
General Arrangement and Capacity Plans. 
Load Line Certificate. 
Safety equipment Certificate. 
Radio Safety Certificate. 
Documents covering names and ratings of ship's officers and 
their diplomas. 


CUSTOMS ALLOWANCE: Every member of crew is entitled to 
have one carton of cigarettes, 8 ounces of tobacco, and one bottle 
of spirits for his own consumption during ship's stay in Port Said, 
Suez Canal transit, until vessel exits the Canal or vice-versa. Same 
applies to passengers, and a limited quantity of bonded stores can 
be permitted in public rooms and bars on passenger ships. Crew 
and passenger list, in duplicate, showing the amount in possession 
of each must be ready on vessel's arrival for submission to the 
Customs Representatives who normally proceed on board on arrival 
to seal up the Bonded Stores. 

CARGO GEAR: These are normally supplied by the stevedores to 
comply with the nature of cargo discharged or loaded from cargo 
ships. Rope lengths and other cargo gear may be additionally 
required to expedite ship's discharge. 

CREW IDENTIFICATION CARDS: Every member of crew must 
have a seaman's book deposited with the Officer in charge for 
inspection, if so required by the Immigration Authorities. If a vessel 
is stopping in Port Said or Suez for a lengthy time, these seamen's 
books are normally taken off the ship by the said Authorities and 
kept in their departing office pending ship's sailing day when they 
are placed on board by the proper officer on a previous advice. 
Identity cards are also needed if a crew member wishes to proceed 
ashore for a short visit to the town or for proceeding to any excursion 
inland. 

CONSULS: The following countries have Consulates or Consular 
Agencies in Port Said: 


U.S.S.R. Panama Finland 
U.S.A. Republic of China Sweden 
Italy Holland Spain 
Greece Norway U.K. 
West Germany Denmark 


REPAIRS: Most types of repairs whether temporary or permanent 
can be carried out here by the Suez Canal Authority's shipyard or 
its subsidiary companies, under the supervision of the appropriate 
surveyors, if necessary. Suez workshops are well equipped for 
undertaking all kinds of marine repairs to Hull, main and auxiliary 
engines, boilers, navigation aids, radar and cooling, and installations. 

Vessels carrying explosives are not allowed to carry out repairs, 
Tankers loaded or in ballast but not gas free are not allowed to carry 
out repairs, except in cases of force majeure of which the Canal 
Authority is sole judge. Gas-free tankers must present Gas-free 
Certificate before they are allowed to carry out any repairs. If 
unavailable, a chemist approved by the Suez Canal Authority can 
be appointed for testing the tanks and issuing the Gas-free Certifi- 
cate. The aforementioned restrictions are applicable at Port Said 
only and not at Suez where vessels anchor at roads and are of no 
danger. 

Other Repairs Facilities: Exist at Port Said for air conditioning, 
wireless telegraphy, radar, course and rudder recorder, refrigerators, 
and refrigerating units. 

All kinds of repairs to echo sounding devices are carried out at 
Port Said by experienced specialists at reasonable charge, for the 
different types and dealt with by the Port Said Engineering Works 
with the exception of Raytheon radar, B.T.H. radar and Cossor radar 
which are represented by the Eastern Electronics. 

DRY DOCKS: A floating dock of 25,000 tons is available at Port 
Said as well as a dry dock at Suez. Sufficient notice is required to 
book the date for either the floating or the dry dock. 

Reyeair facilities are available at Suez, where a dry dock is suitable 
to accommodate vessels up to 8,000 tons dwt. 

Dimensions: 
Extreme length to inner still 464 y 
73 ft. 


Breadth at entrance 

Height of water over keel blocks: 
22 ft. for., 26 ft. 3 in. aft 
19 ft. for., 23 ft. 3 in. aft 


at Spring tide 
at Neap tide 

The maximum draft at which a vessel can use the dry dock is 
17 ft. for. and 20 ft. aft. Deeper drafts may be arranged with the 
management. 

The Suez Canal Authority's Floating Dock and Shipyard is situated 
at the Northern entrance of the Suez Canal, opposite to Port Said 
lighthouse. 

Ships up to 50,000 tons dwt. may undergo all kind of repairs in 

the shortest possible time. Tankers, by gas-freeing during their 
voyage from their home harbour to Port Said, will save at least four 
days if they carry out their repairs in our dock. 
REPATRIATION: It is quite common that crew changes can be 
effected without any hindrance. As regards ‘signing off" members 
of crew, necessary facilities are given by the Immigration Authorities 
for their landing by granting them emergency visas and thus their 
repatriation arrangement by sea or by air can be effected easily. 
The “signing on" of foreign seamen is subject to the following 
regulations: 

a) A seaman and/or officer (non-residents) must be of the same 
nationality of the ship when arriving from abroad for this 
purpose. 

(6) If a ship requires any rating, priority to engage Egyptian crew 
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is given, unless indicated otherwise by means of a telep, 
or a letter from the ship's Owners abroad. 
AIRPORT: The distance between the international aj 
Cairo and Port Said or Suez is normally 24 hours. Interns, 
airlines serve this airport. Cairo Shipping Agency is on ¢ 
contact with Agent for the necessary instructions. om 
In the interest of all and in order not to lose any time and ty 
any restrictions when sending crew members by plane to join 
respective vessels, it is essential that the Agent concerned 
notify by cable in good time the flight number as well as thet 
date of the arrival in Cairo, thus enabling the Agent to Notify & 
Shipping Agency for the necessary clearance and as to whe, 
they should be sent to join their vessels. 
TIME: Local time during the Winter season is two hours q 
GMT and this becomes three hours ahead of Summer time, 
Winter: From 1st October to 30th April - local time 2 hy 
ahead GMT. 
Summer: From 1st May to 30th September - local time 3 hy 
ahead GMT. 


HOLIDAYS: The following are the public holidays in Uy 
1st and 2nd Days of Ramadan Bairam, Courban Bairam Eve (chy 
able dates); 1st and last days of Courban Bairam, Mohamedan\, 
Year's day, Prophet's Birthday (Mewlid El-Nabi) (as base. 
Moslem Calendar); Eastern Monday (Sham El Nassim) (changes 
Evacuation Day (18th June); Revolution Day (23rd July); Vie 
Day (23rd December). 

If a holiday falls on a Friday itis possible that the following wo 
day will be decreed a holiday also. 


POLICE/AMBULANCE/FIRE: Vessels which are moored 
harbour either in Port Said or Suez require assistance fron, 
Port Police, should hoist the International Code Signal (Y.M).}, 
is always a police guard appointed by these Authorities on each» 
in either Port Said or Suez harbour. First-aid assistance can pm 
ambulances at a request through the Agent. In case of fire onty 
when in port, the Captain must inform the Port Authorities (thes 
Canal Authority) immediately and at the same time give a ge 
warning by means ofa long blast of whistle or siren and be prem 
to move his ship to another berth if so required. The Suez 
Authority own seven tugs and other crafts distributed in ye 
points of the Canal with individual output from 10 to 950 tons, 
hour well equipped with fire-fighting appliances, ready for w 
any moment. 


TELEPHONES: There are no telephone facilities available int 
Said except at berth No. 4 Red where passenger ships are nom 
berthed, and this can be connected when snake pontoon |s§ 
with ship's gangway. 

SERVICES: Port Said and Suez being situated at a middlep 
between the East and the West, have become an ideal centr 
replenishing stores and provisions which can be obtained ink 
or from town. The chandling firms attending to all ships cally 
U.A.R. ports are: 

(a) The United Arab Marine Contracting & Supply Co.,(¢ 

address: “Consup"). 

(6) The International Marine Services Co. 

“Marinco"). 

Delivery of provisions and stores is effected 24 hours ate 
Port Said and Suez. 

It is recommended that Masters should order their requirem 
prior to their arrival with a view to avoiding any delay special) 
ships joining the 0700 hours convoy Southbound. 

Deck and engine stores are ample and are also available anit 
at (in bond) prices. 

Paints: All kinds (bottom, boot-top, topside, enamel, engine® 
mixed, heat resisting, varnishes) are also available at “in 
prices. Painting of ships or undertaking any maintenance wo! 
board is permitted while ship is in port waiting to join the Not 
the South bound vonvoys as well as while transiting the Suez @ 

The following companies are represented here: 

International Marine Paint Represented by The United# 
Contracting Co. (cable add 
“Consup”) 

Represented by The Internat 
Campex Marine Paint Marine Services Co. (cable 
Wiederhol Marine Paint address: "Marinco"’) 
Chemicals: The following chemical firms are represented int 


Said and Suez: 
Gemlen & Co. Represented by The United* 
Contracting Co. (cable addr 
“Consup”") 
Represented by The Interna 
Marine Services Co. (cable 
address: “Marinco") 


(Cable adde 


Hamples Marine Paint 


Bird Archer/Norus 
(Tommons & Chartes) 
Chemicals. 

Drew Chemicals Cameroid 
Products. 

Paroline Chemicals Cameroid 
Products. 

Walker Bow. 

Grease and lubrication oils. Available from: 


Esso Petroleum Co. Wisure Oil Co. 
Misr Petroleum Co. (ex Shell) Fina Oil Co. 
Mobile Oil Co. Gulf Oil Co. 
Caltex Oil Co.. Castrol Burma Oil. 
Ocean Oil Co. 


An advance notice of 48 hours is necessary to arrange for ube 
ing oils and/or bunkers required. 


Charts: Admiralty Charts are available at Port Said only frot 


Arab Marine Contracting & Supply Co. If any order has to 
wat jed at Suez, arrangements can be made for the required 
su to be sent there. : p - 
oats ies; American and British cigarettes are available “in bond". 
ical Gases; Technical gases are also available at Port Said 
Suez, and empty containers can be exchanged. 
. Bream, prawns, crabs, rock fish available throughout the 
w Mullet available June/February; Slip soles available November/ 


wa es: Beans, beetroots, cauliflower, cabbages, carrots, 

r t, endive, garlic, herbs, lettuce, marrows, parsley, radishes, 
spinach, tomatoes, turnips, escarole, onions, potatoes: available 

the year. 
reen hog talery; pumpkins: available January/March. 

artichokes: available October/ April. 

parsnips, spring onions: available November/May. 

Green pepper, mint, lady's finger: available June/September. 

Capsicum: available May/December. 

Cucumber: available February/December. 

Lemon, limes: available throughout the year. 

Fresh figs, fresh dates: available August/October. 

Bananas: available October/June. , 

Grapefruits, oranges, tangerines, available October/May. (When 

out of season import citrus are available). 

Apricots: available May/June. : 

Water melons, sweet melons: available May/October. 

Grapes: available June/October. 

plums, peaches: available June/October. 

wangoes: available August/September. 

pears: available August/October. ‘ 

Apples: available November/February (also imported the whole 

ar). 

de: Eoos are available throughout the year. : 

Meal: Fresh meat is only supplied to vessels having a Moham- 
nedan Crew after permission is obtained from the Customs. Other 
yssels are supplied with “frozen” in bond. : 

laundry: Well equipped, reliable and fast services are available at 
Port Said, through the ship's contractor. Ship's laundry is usually 
delivered within 24 hours. For vessels remaining a few hours in 
Port Said and transiting the Canal, their laundry could be collected, 
yashed and ironed and then transported to Suez by special car or 
lorry for delivery to them there. . : 

Garbage: No refuse or ashes are allowed to be thrown whilst ships 
ue moored in Port Said, transiting the Canal or in Suez Roads. 
Small barges are available in Port Said and Suez for disposal of 
garages or ashes which craft could be obtained at a reasonable hire. 

Motor Launches and Tugs Hire: Motor launches and tugs required 
for extra service are charged for as under: 

AtPort Said: 

Motor launches per hour at day time, pt. 60 each; night time, 
pi. 15 each; motor launches per day, pt. 300 each; night, pt. 450 each. 
At Suez: 

Motor launches per hour, pt. 1,250 each; tugs per hour, pt. 5,000 
each. 
Divers: Suez Canal Authority's Divers as well as other Con- 
actors’ experienced divers are available, capable of carrying out 
ay kind of underwater repairs including welding and fees are subject 
othe kind of job to be performed. Anchors and other articles left 
tehind by any ship in Canal waters are retrieved on no cure no pay 


is, 
SHORE LEAVE: Crew members are allowed ashore provided that 
they obtain a shore leave pass issued by the Immigration Authorities 
though the local Agent. They can proceed ashore by means of 
motor launches or rowing boats at their own expense. For vessels 
mooring opposite the town and connected with the shore by snake 
my crew, together with passengers, can proceed ashore free 
charge. 
REGULATIONS: As Port Said and Suez are considered the 
lading ports to the Suez Canal, the Suez Canal Authority has 
tslablished a convoy system for vessels transiting the Suez Canal. 
tis important that the timings indicated are to be complied with. 
However, it is recommended that Masters arrive half an hour earlier 
‘oeliminate the possibility of their vessels being delayed on account 
alleged late arrival at the pilot station or being considered as 
faving anchored at an area away from the pilot station. 
Times of Entry for Convoys: 

@) Northbound: One convoy daily. Entry commences at 0430 hours 
ical time. Loaded tankers in the lead followed by other vessels. 

() Southbound: Two convoys daily. Entry commences: 1st con- 
09 0700 hours local time. 2nd convoy 2300 hours local time. 
Conditions of Transit: Each vessel must be provided with a pro- 
&clor, either its own which should be in compliance with the Canal 
tthority's regulations, or a hired one obtainable from the Suez 
nal Light Company. In case of hire, two electricians will be 
povided and the vessel is to supply them with food and accommoda- 


Two or more mooring boats will be provided with acrew consisting 

three men for each, to assist the vessel in mooring in the Canal 

®n required. A sheltered place or accommodation, as well as 
has to be provided by the ship. 

Snnecting links made fast to bitts or clinched on board should 

Ung over the vessel's side. 

4 eless watch should be kept in accordance with the indication 
the Pilot. The Authority's station S.U.Q. transmits on a frequency 
{20 ke/s. (714 m.). Vessels communicating with S.U.Q. must 
Smit on a frequency of 425 kc/s. (841 m.). 

nal Pilots will be supplied with a wireless telephone to facilitate 
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the despatch or receipt of messages. These sets require a direct 
current of 6 volts and special sockets according to the dimensions 
stated below, and which should be installed on the bridge within 
reach of the Pilot: The potential difference at the socket must not 
be less than 6 volts. The socket must withstand a current of 5 amps. 
The socket's dimensions are as follows: 


Diameter of each female 4mm. 
Length of each female 18 mm. 
Distance between the two females 12 mm. 


In the event of such sockets and/or the required current not being 
available, the telephone will be accompanied by a battery, at vessel’s 
expense. Each vessel should be equipped with: (a) Rudder Angle 
Indicator, (6) R.P.M. Indicator. 

According to Article 15 para. 2a of the Suez Canal Rules of 
Navigation, the above appliances must be fitted on the bridge in 
such a position that the Pilot may read both, without having to move 
away from his situation. An exemption to the above requirements is 
granted to vessels having a Suez Canal gross tonnage of less than 
2,500 tons (excluding spaces not permanently added to the gross 
tonnage) and to ships not passing through the Canal more than 
three times a year. 

Pilot Signals: 

By Day: International Code Flag “G" under a black ball, (for 
entrance in Suez Basin, only ‘“‘G" flag). 

By Night: Three white lights vertically hoisted, which must be 

ca visible from the watch tower of the Suez Canal Authority's 
offices. 
PORT AUTHORITIES: The Suez Canal Authority is the Authority 
governing Port Said harbour as well as Suez Bay, as far as reception 
of ships and their transit of the Suez Canal. The Suez Canal Shipping 
Agencies Company is responsible for shipping companies in Canal 
Zone, Suez Gulf and U.A.R. Red Sea ports, through four branches 
at Port Said for each of which there is a branch at Suez and one in 
Cairo. Their names are: 

Asswan Shipping Agency 

Assiut Shipping Agency 

Damanhour Shipping Agency 


tel. 5051 (7 lines) 
tel. 2710 and 2722 
tel. 4231 and 2951 (3 lines and 
8606 (8 lines). 
El Menia Shipping Agency tel. 4462 and 3333 (3 lines). 
There is also Cairo Shipping Agency, tel. no. 77893, who is looking 
after crew arrival and repatriation through Cairo Airport as well as 
receiving parcels for vessels calling at either Port Said or Suez. 


United Kingdom (See Plan) 


ABERDEEN: 57.09 N. 02.03 W. 


DOCUMENTS: 

1 Maritime Declaration of Health. 

1 Crew's Effects List. 

2 Ship's Report by Master. 

1 Home Office Form 1B6. 

1 Stores List. 

1 Certificate of Deck Cargo Tonnage. 

1 Light Certificate. 4 

1 Port Dues Certificate. 

Ship's Certificate of Registry. 

Mercantile Marine Office Certificate — for British ships only. 

Load-line Certificate. 

Safety Equipment Certificate. 

Lloyds Certificate. 

De-rat Certificate. 

Ship's Register. 

Light Bills. 

Safety Radio Certificate. 

In addition, Manifests and Bills of Lading are usually sent to Agent 
direct from loading port. 

PILOTAGE: Aberdeen has a compulsory pilotage district and there 
are eight licensed Pilots. Boatage service, although not compulsory, 
is available. There are eight licensed boatmen. 

RESTRICTIONS: Navigation channel. max. designed width 110 ft., 
max. designed depth at HWOST 34 ft. Traffic signals regulate the 
movement of vessels in the Navigation Channel. 

Entrance to Victoria Dock, depth at HWOST 26 ft., clear width at 
entrance 623 ft. 

Entrance to Upper Dock, width of entrance 67 ft. 

MAX. SIZE: The port can accommodate a vessel of up to 525 ft. in 
length, 80 ft. in beam and drawing 30} ft. of water, and at the various 
berths in tidal and non-tidal waters can handle expeditiously bulk and 
general cargoes. 

HEALTH: Foreign arrivals to complete Maritime Declaration of 
Health. They are cleared immediately on arrival by either a port 
doctor or an officer of H.M. Customs depending on where the ship 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. European 
ports) and coastal arrivals need not present Declaration in all 
cases; when there is sickness on board the Port Health Authority 
must be informed preferably not more than 12 hours and not less 
than 3 hours before arrival. 

RADIO: There is a VHF radio communications system which oper- 
ates on Channels 6, 11, 12 and 16. 
BERTHING: Tidal: 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, — 


Tidal Harbour 


length 3,461 ft. Depth 26-34 ft. HWOST 
Albert Basin 5,586 ft. 25-29 


River Dee (Navigable) ,, 1,884ft. ,, 25-28 be 

River Dee Dock » 1,398 ft. ,, 28-31 a 
Non-Tidal: 

Upper Dock seen 1,050 ft... an (18-30 8 

Victoria Dock » 4,326 ft. ,, 22-28 a 


Deep-water Berths: 

No. 1 Atlantic Wharf. This is 480 ft. long with 30 ft. water at low 
tide and 422 ft. at HWOST. Two-storey transit shed. Two 3-ton 
electric portal cranes. Excellent road and rail connection. 

No. 2 Pacific Wharf. This is 525 ft. long with 32 ft. of water at low 
tide and 443 ft. at HWOST. Open quay. 

In 1974 the Upper Dock and Victoria Dock will become tidal with 
access at all stages of the tide and with a minimum‘depth of 20 ft. 
within the docks. 

FRESH WA‘ER: This service is provided by the Corporation of 
Aberdeen and is available at all quays. 

REPAIRS: Ship-repairing facilities and shipping supplies are 
offered by a number of private firms and individuals with premises 
beside the harbour. 


DRY DOCKS: 
Overall length Breadth at Depth on Lifting 
(ft. entrance (ft.) blocks (ft.) capacity 
No. 1 180 29 16 700 tons 
No. 4 180 38 18 1,000 tons 


There are also two privately owned slipways. 

MEDICAL: Doctors and hospital facilities available. Agents should 
be advised in advance of any medical attention required. 
CUSTOMS ALLOWANCES: At the discretion of Local Customs 
Inspector. Normal allowances are equivalent to + Ib. of tobacco per 
man and equivalent to 1 bottle of wine per man. Allowances may be 
halved for home trade vessels. Vessels in port for more than three or 
four days may receive extra allowances. 


CONSULS: 
Belgium G. D. G. Mackinnon, 23 Market Street 
Denmark Wm. Repper, 62 Marischal Street 
Finland D. G. R. Stroud, 62 Marischal Street 
France G. D. G. Mackinnon, 23 Market Street 
Germany’ A. H. S. Lewis, 186 Albert Quay 
Iceland Wm. Repper, 62 Marischal Street 


Netherlands J. R. Leith, 18 Regent Quay 


Norway D. G. R. Stroud, 62 Marischal Street 
Portugal Wm. Repper, 62 Marischal Street 
Spain D. G. R. Stroud, 62 Marischal Street 
Sweden Wm. Repper, 62 Marischal Street 


TIME: BST is GMT plus one liour. GMT during winter months. 
HOLIDAYS: 1st and 2nd January; Spring Holiday (variable date); 
Summer Holiday (variable date); September Holiday (variable date); 
Christmas Day (25th December). 

POLICE/AMBULANCE/FIRE: Dial 999 from any telephone and 
ask for service required. 

TELEPHONES: There are berths at which GPO telephone service 
can be made available to vessels. All operational posts are linked by 
telephone network. 

AUTHORITY: Aberdeen Harbour Board, Harbour Office, 16 Re- 
gent Quay. Telephone: Aberdeen 52571. 


ARDROSSAN: 55.38 N. 04.49 W. 


DOCUMENTS: Normal documents required: 

Customs Documents. 

Health Documents. 

Crew List. 

Passenger List. 

Ship's Papers, etc. 

PILOTAGE: Telegraphic address - ‘Harbour’ Ardrossan. VHF 
Channels 16 and 12. Pilot boat “‘Crinan" (30 ft. length). Signals for 
Pilot - flag, lamp or sound letter ‘G". Pilot taken on board approxi- 
mately ? mile S.W. of Breakwater Light. 

24 hours notice required and amendment if ETA changes. 
ANCHORAGE: 12 to 15 fathoms 1 mile S.W. 

RESTRICTIONS: Two balls by day, or two red lights vertically 
by night, from a flagstaff at Montgomerie Pier, at elevations of 66 ft. 
and, 60 ft. indicate that vessels must not enter. 

MAX. SIZE: Eglinton Dock approximately 420 ft. by 57 ft. by 23 ft./ 
25 ft. (depending on tide). North Montgomerie Pier Tanker Berth - 
maximum length 575 ft., maximum draft, up to 70 ft. beam, 23 ft./26 ft.; 
over 70 ft. beam, 22 ft./25 ft. 

HEALTH: All vessels requiring attention of Medical Officer shall 
show flag signal ZW by day,or between sunset and sunrise, either 
morse signal ZW by lamp, or ared light over a white light, not more 
than 6 ft. apart. Other vessels shall show flag signal ‘‘Q" by day, or 
between sunset and sunrise either morse signal Q by lamp or a red 
over a white light, not more than 6 ft. apart. 

Certificate of Pratique will be issued by Customs Boarding Officer 
on receiving a satisfactory and fully completed Maritime Declaration 
of Saar ra further formalities required at subsequent ports of call 
in the U.K. 

RADIO: VHF Channels 12 and 16. Radio telephone per Portpatrick. 
TUGS: As for Pilotage. (If second tug required orders to be given 
not later than 1600 hrs. and by 1530 hrs. on Friday for week-end work.) 
Tug's lines used — no additional charge. 

BERTHING: No special requirements except with draft over 16 ft. 
when vessel may be delayed waiting for tide. 

STEVEDORES: Orders to be given by 1130 hrs. previous day. 
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MEDICAL: No advance notice required unless medical att 


necessary immediately on vessel's arrival. No hospital facility, B 


Ardrossan, nearest hospital being at Irvine, 6 miles and Kil 

16 miles. —_ D 
TANKERS: Hoses 8 in. Berths (1) Up to 3,000 d.w. (2) Upto 
mately 20,000 d.w. Maximum draft 22 ft./26 ft. depending on beak 
tide. 
DENSITY: Sea water 1025 | 
FRESH WATER: Available continually at all berths. P 
FUEL: Marine oils available ex pipeline, or by road tanker, ® 
FIRE PRECAUTIONS: Patrolman required for hazardous lis 
DEVELOPMENTS: Roll-on/roll-off berth for specialised ’ 
GANGWAY/DECK WATCHMEN: Recommended. pt 


OPENING/CLOSING HATCHES: Opened and closed by 
CERTIFICATES: Following Certificates are requested: 
Line, safety radio, safety equipment, safety construction, deras 
tion, and Current Trinity House Light Bills. 

CUSTOMS ALLOWANCE: Standard U.K. allowances. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Norwegian Vice Consulate, Danish Vice Con 
R. L. Alpine & Co, Ltd. Winton Buildings, Ardrossan, } 
Ardrossan 3065. 

REPAIRS: Limited repair facilities. 

REPATRIATION: Customs Boarding Officer acts for Imi 
tion Dept. and arrangements for repatriation can be arrange, 
conjunction with ship's Agent. 

AIRPORTS: Prestwick 18 miles. Glasgow 25 miles. 

TIME: BST, that is GMT plus one hour, GMT in winter monty 
HOLIDAYS: 1st and 2nd January; Easter Monday; Third Mong 
in July; First Monday in October; and Christmas Day. Cargo» 
may be available on certain holidays by special arrangement, 
POLICE/AMBULANCE/FIRE: Police tel. Saltcoats 63966; An 
lance, Fire: Ask telephone operator. 

SHORE LEAVE: No restriction. 

AUTHORITY: Ardrossan Harbour Company Limited, Harty 
Office, Ardrossan. Tel. Ardrossan 3972/4. Telex 77654. 


AYR (including Troon): 55.28 N. 04.38 W. 


DOCUMENTS: Customs Require: 

2 copies Form XS1. 

Ship's Register. 

Load-line Certificate. 

Safety Radio Certificate. 

Passenger List. 

Pratique. 

Crew List. 
Port Health require: 

Derating Certificate. 
Agents require: 

1 copy Form XS4. 

Bills of Lading. 

2 copies Manifest. 
PILOTAGE: 24 hours notice of ETA required for Pilot via Ap 
or Dock Authority. 
ANCHORAGE: To Pilot's advice. 
RESTRICTIONS: Draft restriction at LW. Enter on Pilot's atw 
MAX. SIZE: 300 ft. in length and 18 ft. draft - depending on bet 
HEALTH: Pratique granted by Customs on arrival. 
RADIO: Local station, call sign GPK on 2381 kc/s. VHF radiow 
operating on Channel 14 and listening on Channel 16. 
TUGS: No tugs available. 
STEVEDORES: 24 hours notice of ETA should be given to si# 
dores. 
MEDICAL: Hospital facilities nearby in town. 
DENSITY: Varies according to weather. 
FRESH WATER: Available at all berths, rates upon applicatiet 
FUEL: All grades available, 24 hours notice. 
GANGWAY/DECK WATCHMEN: Deck watchman requ? 
may be supplied by arrangement with stevedores. 
OPENING/CLOSING HATCHES: Performed by ship's crew. 
CUSTOMS ALLOWANCES: $ Ib of tobacco or equivalent oF 
ettes, and 1/6th gallon wine/spirits per man. 
IDENTIFICATION CARDS: Seamen's identity cards shoul! 
carried. 
REPAIRS: Most engine and deck repairs available. 
DRY DOCKS: Two at Troon, max. length 400 ft., breadth 9* 
AIRPORT: Nearest at Prestwick, 7 miles away, mostly internat? 
flights. 
TIME: GMT plus 1 hour, reverting to GMT in winter months. 
HOLIDAYS: Official holidays: First two working days in Janu 
Easter Monday; Ayr Races (2 days in third week in Septem 
Christmas Day. No work at all on these days. p 
POLICE/AMBULANCE/FIRE: Dial 999, and ask for service’ 
quired. 
TELEPHONES: No connection on board vessel. 
SERVICES: Special arrangements can be made for tank was™ 
and compass adjusting through Glasgow. 
SHORE LEAVE: No restrictions on shore leave. 
AUTHORITY: British Transport Docks Board, Dock O% 
North Harbour Street, Ayr. Tel. Ayr 67261. 
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(See 


w-IN-FURNESS: 54.07 N. 03.14 W. 
gARRO Plan) 


MENTS : 
Lists. 
ierssenger Lists. 
h Declaration. 
ip's Certificates and Cargo Documents. ; , 
STAGE: Pilot boards at Lightning Knoll Buoy, using pilot 
ysually 2 or 3 hours before high water. ; 
The Lightning Knoll pilot vessel and the Heysham Lake pilot vessel 
on 2,182 kHz (MF) and are also equipped with VHF listening 

“Channel 16. The working frequencies are 2,241 and 2,246 kHz 
p Channels 6, 12 and 14 respectively. The Lightning Knoll vessel 
continuously when on station and the Heysham Lake vessel 
ae from 5 to 15 minutes past the even hours from 0805 to 2015 
watime. As the Lightning Knoll vessel only goes on station when 
o are expected, ships which are suitably equipped should pass 
be ETA through any United Kingdom Post Office Coast Station 
thelr Agent 24 hours before arrival. 
ANCHORAGE: At Lightning Knoll Buoy, depth of 5 fathoms at 
W. In adverse weather conditions vessels proceed to Ramsay 
ty {0 miles away, for shelter. 
RESTRICTIONS: No docking after HW. Tidal range 21 to 32 ft. 
deduct 2 ft. 6 in. from height of high water to allow for invert at dock 
wirance. Access to the port, which is protected from the prevailing 
westerly winds by Walney Island, is gained from the Irish Sea 
gyough the harbour along the well-defined Walney Channel. The 
goth of water on the Ramsden Dock entrance sill can range from 
git. at high water springs to 21 ft. at high water neaps. 
WAX, SIZE: Length 600 ft. Beam 75 ft. Draft according to tide. 
HEALTH: Vessels arriving from abroad are given pratique by 
qystoms Boarding Officers. In case of suspected disease or fever 
s board notify Agent prior arrival. Agent will advise Port Health 
Authorities. 
A010: Local stations: Anglesea Radio, and/or Port Patrick Radio. 
dot VHF service in operation, call Ramsden Radio Channel 16. 


BERTHING: 
Water area Width of 
Docks in acres entrance 
Ramsden 62 100 ft. 
Buccleuch 314 100 ft. 
Devonshire 30 80 ft. 
Walney Channel Deep-water Berth: 850 ft. long x 100 ft. wide x 33 


f. deep. 

Ramsden includes: Ramsden Dock Basin with three berths 
quipped for handling bulk cargoes with a total quayage of 1,240 ft., 
thing vessels of up to 30 ft. draft, and Anchor Line Basin with three 
terths 840 ft., 500 ft., and 900 ft. long respectively, taking vessels of 
wp to 24 ft. draft. Equipped for Ro/Ro traffic. 

STEVEDORES: All quayside labour and stevedoring is undertaken 
the British Transport Docks Board. Handling woodpulp — 200/300 
ons per gang per day. 

DENSITY: Salt water 1025. 

FRESH WATER: Available from quayside hydrants. 

FUEL: No stocks at Barrow. Can be supplied by road or coastal 
tanker. 

WATCHMEN: Not compulsory. 

OPENING/CLOSING HATCHES: Handled by ship's crew. 
IDENTIFICATION CARDS: Seamen's Book or Passport re- 
qwired by non-British crew. 

CONSULS: Norway, Portugal, Spain. Tel. Barrow 22323. 

AIRPORT: Nearest at Manchester, 100 miles distant. Flights to 
dl parts. Local Airport facilities by arrangement. 

+ scrambled As for other ports in England, plus New Year's Day 
st January). 

POLICE/AMBULANCE/FIRE: Police: Tel. Barrow 24532; Ambu- 
‘nce: Tel. Barrow 24201, 21035 and 21363; Fire: Tel. Barrow 21363. 
AUTHORITY: Docks Manager, British Transport Docks Board, 
§atow and Silloth, Ramsden Dock Road. Dock Office: Barrow-in- 
fumes, Lancashire. Tel. 22911. 


BARRY : 51.24 N. 03.16 W. (See Plan) 


XOCUMENTS : See “Cardiff”. 

PILOTAGE : Telegraphic address of pilot station: Barry Pilots, 

Hyde Barry Docks. Amount of advance notice of ETA required: 
hours. Final confirmation to be given by VHF or RT when within 

hours of pilot station. VHF channel or frequency to be used when 

‘ontacting pilot boat or pilot station: VHF Channel 16 thence work- 

‘gchannels 6, 8, 10, 11. 

Pilot boat: motor launch black hull with “Barry Pilot” in white on 
‘me. Brown superstructure. Light or sound signals to be made by 
‘sels requiring a Pilot: flag G over numeral 6 flown by day, or 
Sounded on whistle or siren; flashed by lamp at night. 
ps Br area where pilot boat is located normally between Nash Point 
ANC feaksea L.V. Smaller vessels may be boarded in Barry Roads. 
rs HORAGE: Barry Roads, 10 fathoms, safe anchorage. Large 
on Should anchor West of Breaksea L.V. Small vessels 2 of a 

®S.E. of Barry Dock Entrance. 
ay ICTIONS : Entrance only before HW to 4 hours after HW. 
i » SIZE: 575 ft. x 75 ft. x 31 ft. draft. 

DI H: Pratique granted by Customs on arrival. 

VHF O: Barry Docks Radio, Channel 22. 

ry iChannel 22, frequencies 157-10-161-70. 

BERT, Join vessel at Barry Road. Tug's or ship's lines utilised. 
HING: The port is fully equipped to receive all types of oil 
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chemicals, including LPG. Also modern facilities exist for, handling 
all types of-bulk as well as conventional cargoes. A roll-on/roll-off 
berth is available. Container traffic is not a feature of the port. 
BRIDGES: Bridge swung to vessel's requirements. 
STEVEDORES: An early ETA essential. Enables planning to be 
effected in conjunction with other work in port. 

MEDICAL: Hospital facilities available. Advance notice desirable. 
TANKERS: Six tanker berths, maximum draft 31 ft. 

DENSITY: Density 1020. 

FRESH WATER: 15/20 tons per hour per hose. 

FUEL: All grades ex stock. 

GANGWAY/DECK WATCHMEN: The services of watchmen 
provided at discretion of Shipowner or Agent. 
OPENING/CLOSING HATCHES: Work normally undertaken by 
ship's crew but the port will, if requested, provide a crane to assist 
in this work on completion of a ‘Hatch beam form". Riggers may be 
employed on this work at request of shipowner. 

CUSTOMS ALLOWANCES: 1 0z. tobacco per day per man, } pt. 
wine or spirits per day per man. 

IDENTITY CARDS: Not needed by Port Authority. 

CONSULS: None. Majority located at Cardiff 8 miles East of Barry. 
REPAIRS: All types of repair undertaken by private ship repairers. 
DRY DOCKS: One 940 ft. x 784 ft. 

REPATRIATION: All facilities available. 

AIRPORT: Glamorgan (Rhoose) Airport, 4 miles, served by regu- 
lar airlines. 

TIME: British Standard Time, GMT plus one hour. Reverting to 
GMT in winter months. 

HOLIDAYS: Bank Holidays. Arrangements made to work if essen- 
tial. 

POLICE/AMBULANCE/FIRE: Call operator by dialling 999. 
TELEPHONES: At main berths. 

AUTHORITY: British Transport Docks Board, Dock Office, 
Barry. Tel. Barry 2311 (STD 04462). Telex 49421. 


AGENT: Cory Brothers Shipping Ltd., Cory's Buildings, 57 Bute 
Street, Cardiff, CF1 1SZ. Cables: ‘Cory Cardiff." Telex: 49300. 
Tel: Cardiff 31141. 


BELFAST: 54.36 N. 05.56 W. (See Plan) 


DOCUMENTS: 

1 Passenger and Crew List for Immigration. 

1 Crew Declaration C142 (for HM Customs). 

1 List of Ship's Stores (for HM Customs). 

1 Maritime Declaration of Health. 

1 Cargo Manifest. 
PILOTAGE: Pilot station is situated on end of East pier at Carrick- 
fergus. It is manned continuously. Vessels requiring a pilot should 
give as much advance notice as possible of ETA, but in any case not 
less than 1 hour. Pilots may be ordered through: 

(i) Pilot Station Carrickfergus, tel. Carrickfergus 2329. 

(ii) Port Operations Station, tel. Belfast 34422 Ext. 330, or Belfast 

59107 


(iii) Belfast Harbour Office, tel. Belfast 34422 Ext. 225, 0900-1700 

hrs. Monday-Friday. 0900-1200 hrs. Saturday. 

There are two motor launches servicing pilots. ‘Eleanor Laura” 
is 51 ft. 6 in. long and “Mabel Helen” is 46 ft 8 in. long. Both vessels 
are painted black with word Pilot in white letters on each side. 

Pilot launches may be contacted on VHF Channel 16 and working 
frequency Channel 6. Listening watch is kept from 40 to 50 minutes 
past each hour on 2182 kc/s. MF with working frequencies of 2246 
and 2301 kc/s. 

Usual international signals should be made for a Pilot. Pilots 
board from 14 to 2 miles South-east of Carrickfergus. In poor visi- 
bility the pilot launch makes a sound signal of 4 short blasts. Vessels 
may be led into calm water before boarding. 

ANCHORAGES: Safe anchorages, according to draught and size 
of vessel are available through Belfast Lough East of a line from 
Carrickfergus to Grey Point. 

RESTRICTIONS: 

Intended depths in the entrance channels: Victoria Channel, sea 
to Refinery berths — 30 ft. below datum. Refinery to Thomson wharf - 
26 ft. below datum. 

Musgrave Channel, 21 ft. below datum. 

Herdman Channel, 21 ft. below datum. 

MAX. SIZE: Vessels’ size is restricted only by depth of water 
available. See ‘Restrictions’, ‘“‘Berthing”, and “Tankers”. 
HEALTH: Use International Code quarantine signals. Master of a 
ship approaching a portin Northern Ireland from a foreign port other 
than an excepted port must ascertain state of health of all persons 
on board, and must fill in and sign Declaration of Health. It should 
be completed and ready to deliver to the Customs Officer, or author- 
ized officer of the Port Health Authority, whichever first boards the 
ship. 

lf any suspected diseases on board, free pratique will not be 
granted by Her Majesty's Customs until the ship has been visited by 
the Port Medical Officer. Therefore in these cases notify PORTELTH 
BELFAST by radio in advance. 

RADIO: The best station for messages, cables, etc., is Port Patrick, 
call signal GPK. 

VHF: Belfast Port Operation and Information service is situated at 
Northwest corner of East Twin dock. A continuous watch is main- 
tained on VHF R/T on Channel 16. Working Channel is 12. Call sign 
is Belfast Harbour Radio. 

TUGS: Tugs are owned by Cory Ship Towage Ltd., Tel. No. 
Belfast 743278. They are fitted with VHF Channels 16, 12, 8 and 6. 
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Tugs normally meet inward bound vessels in vicinity of number 20 
beacon. Use of tugs’ lines is optional. Charge for use of each tug 
line is £1. 
BERTHING: The following berths are equipped for handling con- 
tainers or drive-on, drive-off traffic: 

Berth Max. draft (ft.) 

Donegall Quay 3 14 
(1 x 25 tonne derrick crane) 


Donegall Quay 4 14 
(2 74 tonne portal crane) 

Donegall Quay 5 14 
(No cranes) 

Donegall Quay 6 14 
(No cranes) 

Ballast Quay & Spencer Dock 16 


(3 x 25 tonne derrick cranes) 
(1x16 tonne derrick carne) 


York Dock A 24 
(No cranes) 

York Dock 1 24 
(1x35 tonne derrick crane) 

Herdman Channel West 18 
(2 30 tonne transporter cranes) 

Gotto Wharf 21 
(2x 30 tonne transporter cranes) 

Pollock Basin 3 21 
(6 tonne portal crane) 

Pollock Dock 7 28 
(10 tonne portal crane) 

Stormont Wharf 2 28 


(200 tonne cantilever crane) 
(30 tonne crane) 

Albert Quay 6 18 
(30 tonne crane) 

Paktank Storage Co. Ltd. have constructed a bulk liquid terminal 
for the storage of petroleum, chemical products, etc. Special tankers 
ship liquid gas to the storage installation of Kosangas (Northern 
Ireland) Ltd. at Musgrave Channel. 

STEVEDORES: Two schooling times per day for stevedoring 
gangs — 8.00 a.m. 1.00 p.m. Gangs for all week-end work are schooled 
at 1.00 p.m. on Fridays. 

MEDICAL: All kinds of medical treatment are available. Agent 
should be given as much notice as possible for arrangements to be 
‘made. International vaccination certificates for smallpox are required. 
TANKERS: Tankers have to observe (i) Belfast Harbour Com- 
missioners By-Laws for loading, discharging, etc., of petroleum 
spirit. (ii) Chamber of Shipping Tanker Safety Code. 

Capacity for 6,000 tons of tank washings to be processed at B.P 
Refinery. 

Tanker berths: B.P. oil refinery 35 ft. No. 1 oil jetty 28 ft. No. 2 oil 
jetty 28 ft. 6 in. 

DENSITY : Average density of water in Inner Harbour is about 1012, 
and Outer Harbour is about 1024. 

FRESH WATER: Available at almost all berths. Delivery is by hose 
at a rate of appxoximately 35 tons per hour. Arrangements can be 
arate Belfast Water Commissioners (ship's water), tel. 
749402. 

FUEL: All grades of fuel oil are available. Forty-eight hours advance 
notice of requirements should be given. 

FIRE PRECAUTIONS: Ships have to observe (i) Belfast Harbour 
Commissioners By-Laws for regulating the use of fires, lights and 
electrical apparatus. (ii) Chamber of Shipping Tanker Safety Code. 

Special precautions for vessels carrying petroleum, explosives, 
calcium carbide and dangerous goods are set out in the appropriate 
ps rit A copy of general port fire notice, delivered to all ships on 
arrival. 

GANGWAY/DECK WATCHMEN: Normally, a member of ship's 
company acts as watchman. Shore watchmen may be obtained 
through Agent. 

OPENING/CLOSING HATCHES: Conventional beams and 
hatches and slab hatches are opened and closed by stevedores. 
McGregor or patent steel hatches are worked by ship's personnel. 
Sti personnel are required to work all types of hatches at grain 
silos. 

CERTIFICATES: 

Register. Radio Certificate. Load Line Certificate. Safety Equip- 
ment Certificate. Safety Construction Certificate. Light Bills. 
Passenger Certificate if applicable. Chain Register. Derat station 
Certificate. 

CUSTOMS ALLOWANCE: Tobacco: 8 oz. tobacco are per- 
mitted per man and issues are made at 8 day intervals. Wine and/or 
Spirits: Wine, beer and spirit issues are made, in moderation, at 
4 day intervals. 

IDENTIFICATION CARDS: Seamen's identity cards required. 


CONSULS: 


Belgium Belfast 21644 Netherlands Belfast 43126 
Denmark » 25865 Norway » 24909 
Dominican Rep. ,, 24886 Peru » : 16164 
Finland » 76164 Portugal » 76164 
France » 660325 Spain seacaeaort 
Germany » 76164 Sweden » 29281 
Greece » 76164 U.S.A. » 28239 
Italy 76164 


REPAIRS: All types of deck and engine repairs are possible. 
DRY DOCKS: East Twin dry dock, length of floor 1,100 ft., breadth 
of floor 167 ft., breadth of entrance 165 ft., level of sill 26 ft. 6 in. below 
datum. 
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Harland and Wolff building dock, length of floor 1,825 ft 
of floor and entrance 305 ft., level of sill 16 ft. 10 in. below datuy OR 
Five other dry docks available. , 60 
REPATRIATIONS: Crews may be changed and Fepatrity A 
arranged. Immigration must be informed. Biyt 
AIRPORT: Aldergrove airport is approximately 17 miles AIR 
Belfast. There are daily flights to all parts of United Kingdom * TIN 
TIME: British Standard Time is kept, that is GMT plus ; HO! 
Reverting to GMT in winter months. ‘ fas 
HOLIDAYS: Stevedore holidays are 17th March, Easter Mong 
and Easter Tuesday, 12th and 13th July and 25th and 26th Deceny, S 
Cargo can be worked on these days except 25th December, at dag 
time rates. 
POLICE/AMBULANCE/FIRE: All can be contacted by Dhow 
999 and ask for services required. Additionally: Fire Brigade By 
22222; Ambulance Belfast 41212; Harbour Police Belfast 
through Belfast Harbour Radio on VHF/RT Channels 16 andj, BF 
TELEPHONE: Telephone can be placed on board at Certain beg 
GPO charge for connecting is £30. p0 
SERVICES: All principal makes of radio, radar and gyro equ C 
can be serviced. Compass adjusting and D/F calibration can) } 
le 
N 
8 


mm 


carried out. 

SHORE LEAVE: Normally no restrictions on shore leave, 
AUTHORITY: Belfast Harbour Commissioners, Harbour 0% 
Corporation Square, Belfast, BT1 3AL. Tel. Belfast 34422 t) 


g 

74204. Pil 
fist 

ber 

BLYTH: 55.08 N. 01.30 W (See Plan) AN 
DOCUMENTS: , 
Certificate of Registry. to 
Load Line Certificate. RE 
Wireless Telegraphy and/or Safety Radio Certificate. ree 
Safety Equipment. MI 


Ship Construction. 
Light Dues Payments. He 
Bills of Lading, Manifest and Stowage Plan usually sentin advay g¢ 
of vessel. Ri 
List of members of crew (of ship arriving in U.K.) who are alien; ET 
were engaged outside U.K. (Home Office Form |.B.6A).- Tt 
senger form to be completed when reporting vessel's am 
from foreign ports. att 
PILOTAGE: Call by R/T when within 50 miles of port, andWi jg 
when approx. one hour off port. Pilot boats black hull with wi py 
“Pilot” on Hull or Superstructure. Letters in white. Fly internatin FR 
Pilot Flag at masthead and at night show international light sige pi 
for pilot boat on station. FL 
Vessel requiring Pilot sounds two short and three long blasit | 
exhibits international Code Flag ‘‘G". By night flashes internatin {p 
Code Signal “G" or “PT”. Pilot boats operate and will board wi ¢¢ 
radius of two miles of East Pier Lighthouse, or further weathers ¢ 
mitting. Pilots board at Pier end area during adverse weather. _ RI 
ANCHORAGES: No anchorages within harbour — in good weal RI 
vessels can anchor off port east of Fairway Buoy. Al 
RESTRICTIONS: No night restrictions. Entry according tod® Hi 
Channel dredged to 27 ft. MLWST and approaches 30 ft. MLWS de 
Upper River and South Harbour 24 ft. MLWS. Rise of tide’ P 


springs, 7 ft. neaps. i 
MAX. SIZE: Bulk carriers up to 22,500 dwt. discharge at Aw T 
(U.K.) Limited Terminal. Max. draft 32 ft. at 

For other berths max. length 625 ft., draft 28 ft. Ss 


HEALTH: International quarantine signals to be used. Praiw A 
will be granted by Customs or Port Health officer if Maritime He’ er 
Declaration is clean. If suspected diseases on board radio "PO 
TELTH BLYTH" in advance advising details. 

RADIO: Cullercoats Radio. E 
VHF: Details of movements within port given over VHF from 5 
control office. Calling Chanel 16, working Channel 12. 

TUGS: Normally join vessel at harbour entrance. Extra charge! 
use of tugs lines. 

BERTHING: Alcan Bulk Alumina Terminal, depth alongside #! 
MLWST. 

North Quay, South Harbour, depth alongside 24 ft. MLWST. 
Coal-loading berths and waiting berths, 19 ft. to 30 ft. MLWS. We 
Quay, dredged depth 19 ft. MLWS. South Side Berths, dredged 0 
30 ft. MLWS. Wimbourne Quay dredged depth 24 ft. MLWS. 
STEVEDORES: Blyth Harbour Commission, Traffic Departm® 
South Harbour, Blyth. Tel. Blyth 3611/2. ETA requested day 
arrival. 

MEDICAL: Notice not necessary but advisable. Hospital faciltt 
available. Inoculation, vaccinations and/or certificates not § Ir 
cally required. 4 
DENSITY: Sea water. Fresh water effect negligible. P 
FRESH WATER: Obtainable from shore hydrants. Rate of dell, 
approximately 20 tons per hour. 3 
FUEL: BHC operate a bunkering Agency on behalf of Shell Mé! 
B.P. Ltd. 24 hours notice usually required. Grades gas oil and a 
diesel. 

GANGWAY/DECK WATCHMEN: Not usually employes! 
these duties are carried out by the crews. ¢ 
OPENING/CLOSING HATCHES: Normally carried out by § 
CUSTOMS ALLOWANCES: Tobacco: [50/250 grammes. W" 
Spirit: Wine up to 0-75 litres. Spirits up to 0-375 litres. , 
IDENTIFICATION CARDS: Seaman's book or Passport de? t 
able. c 
CONSULS: Denmark, Norway, Netherlands. 


: All types of deck and engine repairs possible. 
wrnns 5: Three dry docks available No. 1 L 467 ft. 10 in. x 
wy DOw No. 2 L 338 ft. 9in, x B44 ft. 10in, No.3L 311 ft. x B46 ft 
ATRIATION : Can be arranged by H.M. Immigration Office, 


on RT: 15 miles. Served by regular airlines. 

galls is GMT plus one hour. GMT in winter months. 

TE AYS: Christmas Day; New Year's Day; Good Friday; 
Monday; Spring Bank Holiday and Late Summer Holiday. 
work can be arranged on these days by request. 

lice AMBULANCE FIRE: Tel. 999. 

rEPHONES : Can be fixed aboard by arrangement. 

ORITY: Blyth Harbour Commission, 79 Bridge Street, 

ph Tel. Blyth 2066. Telex 536567. 


sRIDLINGTON : 54.05 N. 00.12 W. 


MENTS: 
List. 
eengers List. 
Ship's Register. 
tystoms Documents. 
Wanifests. 
gils of Lading. 
Ship's papers. are F s 
pLOTAGE: Vessels approach within 4 mile, flying G Flag. Local 
termen act as Pilots and board approximately 1 hour prior to 
ing time. 
NCHORAGES: For small vessels of not more than 12 ft. draft, 1 
nie South-east of harbour. Deeper-drafted vessels 3 miles East of 
wour, Good holding grounds except in heavy weather from East 


outh. 
isTRICTIONS: In accordance with state of tide and draft 
rictions. 
i SIZE: Maximum permissible length 149 ft. Draft 13 ft. on 
ing tides. 
MALTH: Pratique required from all vessels other than from a 
wish port. Q Flag to be flown. 
#4010: Humber Radio Station is the best for a vessel to route 
fTA, etc. 
UGS: None available. 
WEDICAL: Agents require advance notice of required medical 
tention, Hospital facilities available. Relevant medical information, 
la fever, etc., required. 
DENSITY : Sea water. 
fRESH WATER: Unlimited quantity available. Delivery from shore 
joeline at the rate of 10 ton per hour. 
fUEL: All grades available. Delivery by road tankers. 
(PENING/CLOSING HATCHES: Normally carried out by crew. 
DENTIFICATION CARDS: Not required. 
CONSULS: No local Consuls. Nearest port of availability, Hull, 
orks, 
REPAIRS: Limited engine and deck repairs. 
REPATRIATION: No facilities exist for crew change. 
AIRPORT: Yeadon, 45 miles, served by regular airlines. 
HOLIDAYS : Normal Bank Holidays cargo can be worked on these 


dys, 

POLICE/AMBULANCE/FIRE: Police Bridlington 2222; Ambulance 
042-881198; Fire 3585. 

mee ones: No arrangements exist for placing telephones 
woard, 

SHORE LEAVE: Crew members allowed ashore. 

AUTHORITY : Bridlington Harbour Master: Harbour Commission- 
#s. Tel, 3022. Telex 537567. 


BRISTOL: 51.27 N. 02.35 W. 


DOCUMENTS: 

‘Maritime Declaration of Health. 

\Crew's Effects List. 

’Ship's Report by Master. 

‘Home Office form I.B.6. 

' Stores List. 

Certificate of Deck Cargo tonnage. 

‘Grain Certificate. 

‘Light Certificate. 

Port Dues Certificate. 

Passenger List. 
| Landing Card for each passenger. 

Ship's Certificate of Registry. 

Mercantile Marine Office Certificate (British ships only). 
‘addition, Manifests and Bills of Lading are usually sent to Agent 
ect from loading port. 

OTAGE: Telegraphic address, Brispilot Avonmouth. Notice 
ured, not less than 12 hours (preferably more) before arrival 
Lape Light Vessel. VHF Channel, calling 16, working 6. A 58 ft. 

ming boat, black hull, “Bristol Pilot” in large white letters 

Ss. 
ration: Two pilotage stations. Western station at Breaksea 
tenet from a line drawn 180° from Sully Island. Weather and other 
tebgamnces permitting the motor pilot boat operates from Barry 
th urto board vessels expected to dock at Bristol. Eastern station 
mouth or in King Road. A motor pilot boat operates from 

— from 3 hours before until 3 hours after high water, for 
* 'Ng and landing pilots Eastward of Walton Bay. This pilot boat 

‘quipped with VHF and radio-telephone. 


UNITED KINGDOM 


Pilot boats in Bristol Channel have adopted distinctive pilot sig- 
nals, made audibly during foggy weather when the fog signal for a 
vessel is heard, and by morse lamp at night in clear weather. The 
distinctive signal for Bristol pilots is the International Morse Code 
Numeral 2, viz - - - —-- Vessels desiring to embark or disembark a 
pilot are invited to adopt a similar procedure. 

ANCHORAGES: Barry Road affords good anchorage in moderate 
weather for vessels awaiting a Pilot. Walton Bay affords good 
anchorage within 6 miles of Avonmouth. 

RESTRICTIONS: Avonmouth Docks. No restrictions at night. 
Sill clearance of 4 ft. for all vessels with a maximum draft of 34 ft. 
6 in, salt water. There are restrictions on draft during neap tides to 
possible 28 ft. Range of high water — 33 ft. to 48 ft. 

Portishead Docks. Sill clearance of 5 ft. for vessels up to55ft. beam. 
Sill clearance of 6 ft. for vessels up to 60 ft. beam. 

MAX. SIZE: Avonmouth Docks. Maximum length 690 ft., beam 
95 ft., draft 34 ft. 6 in. salt water. 

Portishead Docks. Maximum length 415 ft., beam 60 ft., draft 26 ft. 

(normal tides). 
HEALTH: Foreign arrivals to complete Maritime Declaration of 
Health. They are cleared immediately on arrival by either the Port 
Doctor or an officer of HM Customs depending on where the ship 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area and coastal 
arrivals need not present Declaration, but when there is sickness on 
board Port Health Authority must be informed. 

RADIO: Niton Radio, Lands End Radio, Portishead Radio. 
RADAR/VHF: No port radar service, but an extensive VHF cover- 
age exists from West of Barry Roads, to all dock entrances. 
TUGS: Vessels docking on flood tide normally join at old oil jetty to 
Northward of the entrance lock. Vessels docking on ebb tide, tugs 
join between Firefly and Cockburn Buoys. Ship's line always used. 
BRIDGES: Avonmouth Docks. Junction between Avonmouth 
Dock and Royal Edward available at all times if necessary by arrange- 
ment with Dock Master. 

STEVEDORES: At least 24 hours notice required in order that 
necessary labour may be allocated. 

MEDICAL: Absolutely necessary for Agent to have as much notice 
as possible of any medical attention required. All facilities available. 
DENSITY: Avonmouth Docks: Average density 1,012 to 1,015; in 
the river fluctuates according to tides. Portishead Docks: The den- 
sity is 1,015. 

FRESH WATER: Avonmouth and Portishead Docks: available at 
all berths, 24 hours a day from hoses connected to standpipe. 
Delivery rate 25-30 tons per hour. 

FUEL: Most grades available - 24 hours notice required. 

FIRE PRECAUTIONS: According to local laws, available on 
request. 

DEVELOPMENTS: A new 70-acre dock, West Dock II, is under 
construction on land directly opposite Avonmouth Docks. The new 
dock will have a lock 1,200 ft. x 140 ft. wide, a turning circle for ships 
of 1,400 ft. with 45 ft. of water along the three x 2,000 ft. of developed 
quays. Ships of up to 70,000 tons dwt. will be accommodated. The 
dock should be operational in 1975. 

At the Oil Basin, a bulk liquid storage installation for petroleum, 
molasses and chemicals is also under construction. Two major 
development schemes now operational are the Ocean Container 
Terminal at ‘“T" berth, equipped with a 30-ton capacity gantry 
container crane, and the reconstructed and modernised grain dis- 
charging berths at the Royal Edward Dock. 

GANGWAY/DECK WATCHMEN: Not absolutely necessary - 
Available if required. 

OPENING/CLOSING HATCHES: If crew open hatches on the 
first day then they must continue to do so whilst vessel is discharg- 
ing/loading, otherwise dockers attend to this. 

CERTIFICATES: 

Load Line Certificate. 

Safety Equipment Certificate. 

Lloyd's Construction Certificate. 

Derat Certificate. 

Ship's Register. 

Light Bills. 

Safety Radio Certificate. 

CUSTOMS ALLOWANCE: Tobacco: Home trade - equivalent 
of i Ib. tobacco. Foreign trade - equivalent of $ lb. tobacco. Wine 
and/or Spirits: Officer - equivalent of 1 quart of wine per day. Crew - 
equivalent of 1 bottle of wine in 4 days. 

IDENTIFICATION CARDS: Not necessary unless being re- 
patriated. 

CONSULS: 

Belgian Consul 

Danish Consul 

Frensh Consular Agent 

Finnish Vice Consul 

German Consul 

Icelandic Consul 

Italian Consular Agent 

Netherlands Vice Consul 

Norwegian Vice Consul 

Portuguese Vice Consul 

Spanish Vice Consul 

Swedish Vice Consul 

REPAIRS: All types of repairs are carried out. 


DRY DOCK: 
Total Length Width of | Depth of 
length over blocks Entrance water on sill 
Avonmouth Docks 875 ft. 850 ft. 100 ft. ft. 
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REPATRIATION: Repatriation can be effected to all parts of 
world. 
AIRPORT: Local airport approximately 12 miles away. London 
can be reached in 2 hours by train. 
TIME: BST is GMT plus 1 hour. GMT in winter months. 
HOLIDAYS: Easter (varies); Spring Bank Holiday (last Monday in 
May); August Bank Holiday (varies, usually last Monday in August); 
Christmas Day (25th December); Boxing Day (26th December). 
Work can be arranged on these holidays, although unusual to work 
25th/26th December. 
POLICE/AMBULANCE/FIRE: Avonmouth Docks. A fire pillar 
system is installed giving direct contact to Authority's police for all 
emergency services. Can also be contacted by telephoning Avon- 
mouth 2591. 

Portishead Docks. Emergency services obtained through Author- 
ity's Police, te'. Portishead 2381. 
TELEPHONES: Can be put on board at most berths. 
AUTHORITY: Port of Bristol Authority, Queen's Square, Bristol. 
Tel. Bristol 25381, Avonmouth 3681, Portishead 8601. 


AGENT: Cory Brothers Shipping Ltd., Portview Road, Avonmouth, 
Bristol, BS11 9YX. Cables: “Cory Bristol”. Tel. Avonmouth 5081. 
Telex 44129. 


BRIXHAM: 50.24 N. 03.30 W. 


DOCUMENTS: See “London”. 

PILOTAGE: Trinity House Pilot, tel. Brixham 2214. 

DEEP SEA AND COASTAL PILOTAGE: Pilots for Channel, 
North Sea, British Coast and Baltic. 48 hours before arrival radio 
“HUTCHINSON GRAVESEND" stating ETA off Brixham and port(s) 
of destination. On approaching Brixham contact Brixham Pilots on 
VHF Channel 16. Pilots board by motor-launch 1 mile N.E. of Berry 
Head. Pilots can also board at any British or Continental port as 
required. 

ANCHORAGES: At Torbay in deep water. 

MAX. SIZE: Inner harbour; length, 231 ft. At jetty; 400 to 500 ft.; 
draft 24 ft. 

RADIO: Berryhead Coastguard, tel. Brixham 2156. 

TUGS: None. In emergency may use fishing boats. 

BERTHS: Jetty any time. Inner Harbour with arrangement with 
Harbour Master, tel. 3321. 

MEDICAL: MOH advises. 

DENSITY: Salt water. 1025. 

FRESH WATER: Available. 

FUEL: Available at jetty. 

REPAIRS: Engine welding, plumbing by local firms. 
REPATRIATION: No facilities. 

AIRPORT: Exeter, 35 miles away. 
POLICE/AMBULANCE/FIRE: Brixham 2231 or 3065 or 999. 
SERVICES: No tank cleaning. Compass adjusting with arrange- 
ment with Harbour Master. 

SHORE LEAVE: Allowed. 

AUTHORITY: Harbour's Administrator, T.C.B. Council, Fish- 
market, Brixham, tel. Brixham 51854. 


CARDIFF: 51.29 N. 03.10 W. (See Plan) 


PORT LIMITS: A vessel is considered as “arrived"’ when it is in 
the lock. 
DOCUMENTS: 

1 Crew List. 

1 Health Form. 

1 Port Immigration, i.e. Crew List, and where applicable, a pas- 

senger list. 

Pratique issued by Customs. 

1 List of Consumable Stores (tobacco, snuff, alcohol, etc.). 

3 Bills of Lading (one original and two copies). 

PILOTAGE: Channel pilotage and dock pilotage not compulsory 
except for vessels carrying passengers. Pilots embark from pilot 
cutters operating from Barry Harbour. 

Pilot Cutters are marked on each side “Cardiff Pilots" and operate 
radio continuous watch on 2182 kc with working frequency of 2246 kc 
and 2301. Signal for pilot cutter — numeral 7 on whistle or siren. Tele- 
graphic address Carpil Barry. Minimum of 24 hours notice required 
of ETA. 

ANCHORAGE: Barry Roads: afford good anchorages in moderate 
weather in depths from 5 to 6 fathoms (9:1 to 11 metres) about $ mile 
South-west of the entrance to Barry Docks. Clay bottom. 
RESTRICTIONS: Entry to docks restricted to a period of 4 hours 
before and 3 hours after high tide, according to size and draft of 
vessel. 

Entrance lock 850 ft. length, 90 ft. wide. 

MAX. SIZE: 

Queen Alexandra Dock. LOA 660 ft., beam 86 ft., max.. draft 33 ft. 

Roath Dock. LOA 650 ft., beam 84 ft., max. draft 32 ft. 

Vessels near maximum dimensions may be accepted on certain 
tides after consultation with the Dock Master. 

HEALTH: Maritime Declaration of Health to be made to Port 
Authority or Customs Officer, whoever boards ship first. In event of 
contagious fever on board, Port Health Authority must be advised 
by radio before arrival. No pratique necessary if vessel is entering 
port from another port in U.K. 

RADIO: Ilfracombe Radio and Portishead Radio. 
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VHF: A port operation VHF service maintained at dock 
during tidal hours. Call sign ‘Cardiff Radio" calling on C 
and eee on Channel 14. 

TUGS: Tugs nor mally joinvessel 4 mile to seaward of Oute 
Channel Buoy, and arrangements for attendance of tugs s 
made through ship's Agent. 

BERTHING: Arranged through Dockmaster, and berths 
docks are flat quays. Rise and fall usually varies between 3 ang 
SPECIALISED CARGO HANDLING FACILITIES: 

Grain: Spillers berth, 2 Suction Plants. Average discharge gp. 
per day (450 tons per 8 hours per gang). +] 

Iron and Non-ferrous Ores: Dowlais Wharf (British Stee| Cony 
tion). 5 kangaroo cranes. Average discharge 10,000 tons pe 
(2,500 tons per 8 hours per gang). ' 

Coal (Imports): Pontoon berth, Roath Dock. Self-dis, 
vessels. Average discharge 4,000-5,000 tons per day (2,000-2,5y),, 
per 8 hours per gang). 

Crushed Bones: Bone Suction Plant, Roath Dock. Averages 
charge 300-400 tons per day (150-200 tons per 8 hours per g 

Petroleum Products: 5 Petroleum berths (2 in Roath Dock: 
Queen Alexandra Dock and 1 in Penarth Harbour). Average distie 
approximately 448 M® per hour. 

There are no specialised berths equipped for containers, roy 
roll-off traffic, liquid chemicals, LPG carriers, fertilisers, sulphu, 
BRIDGES: Bridges throughout the port can be operated a 
time. 

STEVEDORES: Arrangements for employment of Steveda, 

undertaken by Docks Board through ship's Agent. 

MEDICAL: All facilities available. Agents should be advisy 

advance if medical services required. 

TANKERS: Three tanker berths available, one in Queen Aleuy 

Dock, two in Roath Dock where there is also a tanker-cleaning te 

Special instructions are issued to Master on arrival at port. 
Penarth. One berth, 500 ft. long. 

DENSITY: Full salt water. 

FRESH WATER: Available 24 hours daily from quayside, dély 

20 tons per hour maximum. 

FUEL: Fuel of all grades available. 

FIRE PRECAUTIONS: For tankers, strict fire precautions, 

quired in accordance with latest safety procedures. 

Emergency Action - Fire: In the event of an outbreak of fire) 
matter how small) immediately dial 999 on the ship-to-shores 
phone. When the operator answers, say ‘Fire, and wait untiy 
are connected to the Fire Station Control. Then repeat: "Fireas 
Petroleum Berth, Roath Dock". In event of the ship-to-shores 
phone being inaccessible or out of order, use GPO call box situs 
on dockside road to stern of the vessel. 

GANGWAY/DECK WATCHMEN: Performed by ship's crews 
necessary for tankers. 

OPENING/CLOSING HATCHES: Carried out by ship's cren 
CUSTOMS ALLOWANCE: Tobacco, 1 oz. per day perm 
maximum 8 days. Wine/Spirits, ¢ pint spirits per man per dayee 
4 days. 

IDENTIFICATION CARDS: Not needed. 

CONSULS: Ships should contact Agent. 

REPAIRS: All types of repairs possible. 

DRY DOCKS: Dimension of largest dry dock 635 ft. « 75 ft. Dine 
sion of smallest dry dock 600 ft. x 714 ft. 
REPATRIATION: Facilities exist to exchange crews and ree 
ate to any part of world. 

AIRPORT: Airport 8 miles from Cardiff, serving other airpot 
all parts of world. 

TIME: Local time is British Standard Time, GMT plus 1 hour.# 
in winter months. 

HOLIDAYS: Good Friday; Easter Monday; Whit Monday (Sm 
Holiday); August (Summer Holiday) one day; Christmas ® 
Boxing Day. 

POLICE/AMBULANCE/FIRE: Dial 999 on public telephone® 
vice and ask for service required. 

TELEPHONES: Ship/Shore telephone supplied at certain be®™ 
service organized through ship's agent. 

GENERAL: Cardiff is a port which has very big range of tides? 
important that accurate ETA’s and maximum drafts suppl! 
ship's Master in order that Agent may place orders for tugs? 
Pilots in sufficient time to be in attendance when required 
AUTHORITY: British Transport Docks Board, Cardiff 0” 
Tel. 42544, extension 8410. Telex, 49542. 


AGENT: Lambert Brothers Ship Agencies Ltd., Exchange Build 
Cardiff. Tel. 25201. Telex: 49348. Cables: “Lambert Cardiff”. 


COWES (including Newport, Isle of Wight): 504! 
01.18 W. 


DOCUMENTS: As for “Portsmouth”. 

PILOTAGE: See Southampton entry for sea pilotage. As Com 
within the Isle of Wight Pilotage District, a Sea Pilot mus) 
employed by all vessels subject to compulsory pilotage. 
House Cowes Pilots conduct vessels between the anchorage 


and berths in Cowes Harbour and Newport, 5 miles further ut 


River Medina. Pilots board from launches Thosbro or Ti 
which are equipped with VHF, Channels 16, 12, 9 and 6. A Pil 
always be obtained by making a link-call to Cowes 3812 (24 
service). 

ANCHORAGES: Vessels waiting to proceed to Cowes or 
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within the area bounded by Old Castle Point, "Prince 
ged an t-DUOY and the harbour entrance light-buoy. The 
eso anchorage on either side of the leading line must be 
eed and vessels must not obstruct the fairway into Cowes, 
ner deep water channel used by large vessels bound for 
hd mpton. The mooring buoys are reserved for hovercraft and 
Saal House lighthouse tender. Mooring chains run East and 
” tfor 500 ft. from each of these mooring buoys. Tidal streams in 
mnchorage are strong. Cowes is an international yachting centre, 
“ anchorage is often crowded with small craft, especially 
ng July, August and September. 
* a Roads anchorage, North of the deep water channel, is used 
large vessels waiting to berth in Southampton Water, taking 
punkers OF changing crews. é 
X, SIZE: Cowes — 300 ft. long, 17 ft. draft at high water springs. 
vessels must expect to take the bottom in soft mud at low water. 
Newport - 150 ft. long, 8 ft. draft. Newport Harbour practically dries 
water, 
RICTIONS:: Tankers may load and discharge at all times, 
tto the Petroleum Acts. 
Achannel marked by small orange buoys is reserved for the use of 
sy@rcraft. Other vessels using the area should do so with caution. 
Overhead cables at Kingston; 115 ft. above MHWS. 
sOATING BRIDGE: A chain ferry plies between East and West 
Cowes. An all-round amber light is shown from the leading end of 
fs bridge when under way. Approaching vessels should sound 
we prolonged blast on the whistle when not less than 3 mile away. 
the bridge gives way to all river traffic. The chains of the ferry are at 
gst 2 ft. above the river bottom in mid-channel at all times. 
HEALTH: See “Portsmouth”. ; a ys 
RADIO: See “Southampton” entry for Sea Pilot communications. 
Se “Pilotage” entry for local communications. . 
Southampton Port Radio, the port operations and radar station 
the port of Southampton, will often help out in cases of difficulty, 
shough there is no obligation for them to do so and they accept no 
esponsibility. Southampton Port Radio VHF Channels 16, 14, 12, 
10, 18, 20 and 22. Medium frequency through Nitonradio. 
TUGS: Tow-boat launches are available to assist vessels. 
BERTHING: Shepards Wharf. Vessels up to 150 ft. length, bulk 
argoes of stone, grain, bagged fertilisers. 
Medina Wharf. Vessels 17 ft., spring draft, length 270 ft. OAL. 
\eading and unloading bulk cargoes of stone, coal, fertilisers, grain, 


ate, 

Kingston Wharf. As for Medina Wharf, above. 

STEVEDORES: By arrangement with Agent and wharf owners. 
formal working hours: 0800-1700 Monday to Friday. Overtime on 
Saturdays, etc., by arrangement. No work on public holidays. 
WEDICAL: All medical facilities are available. Agent should be 
gen advance notice of requirements. If call is solely to land sick 
personnel, see “Southampton” entry. 

DENSITY : Cowes - 1025 salt water. 

Newport - varies according to amount of recent rainfall and state 
tide. 

FRESH WATER: Available on all commercial wharves. 

FUEL AND DIESEL OIL: Available by arrangement with Agent. 
CRANAGE: Hammerhead crane at J. S. Whites, 50 tons. Shepards 
Wharf; mobile cranes, 14 tons. Medina Wharf: 2 grabbing cranes of 
tons for bulk cargoes. 

HATCHES: Opened and closed by ship's crew. 

REPAIRS: All hull and engine repairs undertaken to vessels cap- 
tle of Cowes entry. Graving dock for ships up to 200 ft. in length 
nd 14 ft. draft. 

SERVICES: Compass adjuster, radar and radio mechanics avail- 
tile from Southampton. Charts and general stores available locally. 
OL POLLUTION : Cowes and the Solent are world-famous yach- 
ing centres. Pollution is dealt with severely. 

AUTHORITY : Cowes Harbour Commissioners. Harbour Master: 
Te. Cowes 3952. 


DARTMOUTH: 50.21 N. 03.34 W. 


PORT LIMITS: A line from Inner Froward Point to Combe Point. 
DOCUMENTS : Normal documents for U.K. ports. 
ILOTAGE: No direct radio contact with Pilots. To obtain services 
ta Pilot, Master must advise his Agent by cable, giving ETA and 
“at, Pilots can be available at short notice but Agents only operate 
‘ermal office hours. In emergency Harbour Master may be contac- 
‘td by telephone at any time. Anchorage when awaiting Pilot: 5 
ales E.S.E. Castle Ledge buoy in 12 fathoms. 
ANCHORAGE: Vessels can anchor in 5 fathoms, 7 cables 150(T) 
its Kingswear Lighthouse. Or in a position as above, for Pilot. 
AARICTIONS: Vessels up to 27 ft. draft can enter at any time. 
AX. SIZE: Maximum length 600 ft., maximum draft 27 ft. 
BALTH: Pratique granted by Customs on arrival. 
ha Route cables, etc., through Niton or Lands End Radio 
wes: Tugs are not normally available. 
WED CNG: All berthing on midstream buoys. 
we ICAL: All medical services are available; if possible give 
dens of requirement. 
Res TY : Normally salt. 1025. 

E H WATER: Available only for small vessels. 

L: Not available, 


*ANGWAY DECK WATCHMEN: It is advisable to have watch- 


UNITED KINGDOM 


REPAIRS: All repairs unless of a major or underwater type can be 
carried out. 

REPATRIATION: Facilities exist. 

AIRPORT: 35 miles from Exeter airport. Internal and short range 
Continental flights. 

TELEPHONES: Not normally available, except for HM ships. 
GENERAL: Dartmouth does not now operate as a commercial 
port except for small vessels up to about 800 tons deadweight en 
route to Totnes, although the harbour is suitable for ships of 10,000 
tons deadweight, and mooring buoys are available for such vessels. 
AUTHORITY: Dartmouth Harbour Commission, Lloyds Bank 
Chambers, Dartmouth. Tel. Dartmouth 2337. 


DOVER: 51.07 N. 01.18 E. (See Plan) 


DOCUMENTS: Required on arrival: 

Declaration of Health (one copy) for H.M. Waterguard. 

Crew List H.O. Form I.B.6. for H.M. Immigration, 

Crew Declaration Form C.142 for H.M. Waterguard. 

Deratisation Certificate. 

It is required to report and clear a vessel at Customs House if 
remaining in port more than 24 hours. or loading and discharging 
cargo or embarking and disembarking passengers, with following: 

Passenger List. Cargo Manifests. Ship's documents. 
PILOTAGE: Requests for Pilot normally made by local Agent. 

Vessels from Westward obtain Pilot from Pilot station, Folkstone. 

Vessels from Eastward obtain Pilot from position approx. 1 mile 
South East of Dover Harbour Eastern Arm Head. 

Vessels approaching Dover Harbour Entrances should do so with 
caution in accordance with instructions from Port Control. Masters 
are warned of the high frequency of cross channel vessels and 
hovercraft entering and leaving by both entrances. 

Port Contro/: Signal Station situated at end of Eastern arm 
operates VHF Channels 6, 12 and 16. Motor launches serving Pilots 
are also fitted with VHF Channels 6, 12 and 16. 

DEEP SEA AND COASTAL PILOTS: For Channel, North Sea, 
British Coast and Baltic. 

Contact agency 36 hours before arrival by radio, giving ETA Dover 
and destination port(s). 

Agencies are: “Hutchinson Gravesend" and “Hammond Dover”. 

On approaching Dover contact Port Control by VHF for instruc- 
tions and: For “Hutchinson” Pilot - hoist, flash or sound No 1. 
For Hammond” Pilot — hoist, flash or sound “B". 

Pilots will also board at any UK or continental port as required. 

ANCHORAGE: Limited space available in Outer Harbour. Contact 
Port Control in advance for instructions. 
RESTRICTIONS: Attention is drawn to the strict requirement 
of obtaining permission to enter or leave the harbour. It will be noted 
that although the traffic control signal may be exhibited for entry/ 
departure, every vessel manoeuvring to enter or leave the port is 
pautrod to obtain specific permission to enter or leave, as the case 
may be. 

Vessels awaiting permission to proceed should keep at a safe 
distance and clear of the entrance until so authorised. Responsibility 
for entering or leaving with caution and the safe navigation of each 
vessel subsequent to the receipt of permission to proceed continues 
to remain the responsibility of the Master. 

Explosives —- dangerous cargo: Declaration to be made and permis- 
sion obtained prior to entering the harbour. Board not compellable 
to receive within the harbour any articles which in their opinion would 
endanger safety of harbour or vessels or goods. 

HEALTH: Vessels arriving in Dover Outer Harbour are boarded by 
Water guard who grant pratique on arrival. Coastwise vessels from 
U.K. ports have automatic pratique. 

RADIO: Vessels from East use North Foreland Radio call sign GNF 
and vessels from Westward use Niton Radio call sign GNI. 
RADAR/VHF: Port Control is fitted with radar and VHF, and 
Masters can make initial contact with Port Control VHF Channels 12, 
6, and 16. 

TUGS: Tugs normally join vessels inside Dover harbour, but meet 
vessels outside by arrangement. Charges £40:50 per movement. 
Tug's ropes normally used at a charge of £2 per rope. 
BERTHING: All berths in Outer Harbour can be reached at all 
times. Those in dock can be reached 2 hours before until 1 hour after 
each high water. All berthing requirements are allocated by Port 
Control. 

CARGO-HANDLING FACILITIES: Four berths equipped for 
handling roll-on/roll-off traffic. Additional berth under construction. 
STEVEDORES: No particular ETA required as ship's Agent 
makes all necessary arrangements. Packaged Goods. Approximately 
25 tons per gang per hour average discharging rate. 

MEDICAL: Medical assistance can be arranged by Agent to vessels 
passing Dover Harbour. Doctor will board a vessel in English 
Channel or on arrival at anchorage in Outer Harbour. Hospital facili- 
ties are available. 

DENSITY: 1016. 

FRESH WATER: Available to al! vessels by pipe-line 20 tons per 
hour. 

FUEL: Gas oi! available from Shell Mex & B.P. Ltd., and Esso. 24 
hours notice required. 

GANGWAY/DECK WATCHMEN: Supplied on request. 
OPENING/CLOSING HATCHES: By crew. 

CERTIFICATES: Certificates to be obtained for foreign clearance, 
Register, Load Line, Safety Construction, Passenger and Safety 
Equipment. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


CONSULS: 
Belgium Dover 203 203 Netherlands Dover 201 201 
Denmark » 210201 Norway » 210201 
Finland » 210 201 Portugal » 210201 
France Folkestone 52561 Spain » 210201 
Germany Dover 201 201 Sweden » 201 201 


Italy Folkestone 53692 
REPAIRS: Facilities available for minor engine repairs. 
REPATRIATION: All facilities exist. 
AIRPORT: Most repatriations by air through London Airport. 
TIME: Local time BST one hour in advance of GMT. Reverting to 
GMT in winter months. 
HOLIDAYS: Official holidays: 1st January; Good Friday; Easter 
Monday; Spring Holiday (end May); August Bank Holiday; Christmas 
Day; Boxing Day. 
POLICE/AMBULANCE/FIRE: Dover 999. 
TELEPHONES: Not available. 
SERVICES: Repairs to radar equipment, compass adjusting, 
supply of charts and crew changes can be arranged outside Dover 
Harbour in the English Channel at all times. 
SHORE LEAVE: Yes, allowed. 
AUTHORITY: Dover Harbour Board, Harbour House, Dover. 
Tel. 206560. 


AGENT: P.D. Wharfage and Transport Ltd., The Clock Tower, 
Esplanade, Dover, Kent. Cables “Shipbroker Dover". Telex 96130. 
Tel. Dover 2755 and 2766. 


DUNDEE: 56.28 N. 02.57 W. (See Plan) 


DOCUMENTS: 

3 Crew Lists. 

3 Passenger Lists. 

1 Tobacco Manifest. 

1 Health Declaration. 

Cargo Manifests. 

Bills of Lading. 

Derat. 

Lights Certificate. 

PILOTAGE/VHF: Port Control Service, call sign ‘Dundee Har- 
bour Radio”, maintains a 24 hour listening watch on VHF Channel 16 
(156-8 mc/s and also operates on Channels 12 and 11 156-6 mc/s and 
156°5 mc/s). 

Pilotage is compulsory in Dundee Pilotage District. Pilots board 
incoming vessels within a 3-mile radius seaward of Tay Fairway 
Buoy or as close to as weather permits. The pilot boat is only on sea 
station when shipping is expected and accurate ETAs are essential. 

ETA should be given 6 hours before arrival either by radiotele- 
phone link call to Dundee Port Control 24121 or by radiotelegram to 
“Port Control" Dundee. Amendments may be made up to 2 hours 
before the original ETA. When within VHF range (approximately 25 
miles from Tay Fairway Buoy) ETAs may be confirmed by contacting 
“Dundee Port Control” on Channel 16 and transferring to Channel 
12 to pass messages. 

Pilot boats, when on station, keep a listening watch on Channel 16 
and transfer to Channel 6 (156-3 mc/s) to pass messages. 
ANCHORAGES: Pilots are instructed where to anchor vessels. 
There are three deep-water anchorages to accommodate vessels up 
to 28 ft. draught. Two to accommodate vessels up to 22 ft. draught, 
and other minor anchorages. 

RESTRICTIONS: Tide and draught 28 ft. at MHWS. Vessels enter 
ine par before HW. 24 ft. at MHWN. Vessels enter 2 hours before 
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MAX. SIZE: Length 600/700 ft., beam 80/85 ft., draught 28 ft. 
HEALTH: Health declaration on arrival - if clean, automatic prati- 
que. Suspect disease as per international requirements. Pratique 
automatic if already called at another port. 
RADIO: Any UK coast station. Nearest stations - Stonehaven and 
Cullercoats. 
TUGS: Tugs join vessel in vicinity of West Ferry. Tug lines optional, 
charge made if tugs line used. 
BERTHING: Deep-drafted vessels must arrive fairway buoy at 
least two hours before HW to berth on same tide. 

King George V Wharf: grabbing cranes (fertilisers, coal). General 
cargo and tanker berths. 28 ft. MLWS. 

Eastern Wharf: roll-on/roll-off berth. General cargo. 20 ft. MLWS. 

Camperdown Dock/Victoria Dock: general cargo, live cattle 
quarantine station. 16 ft. draft. 

No container or liquid chemical facilities. 
STEVEDORES: One ETA to Agent or port suffices for all services. 
MEDICAL: If vessel arrives from a suspect port (e.g. India/Pakistan) 
doctor will board and request smallpox certificates. Advance notice 
required for ordinary medication for arrivals week-ends. Hospitals 
and casualty stations available. 
TANKERS: Diameter of hoses - 8 in. Slop discharge facilities not 
available. Two tanker berths — 28 ft. draft. Discharge only. 
DENSITY: 1005 oz. at MLWS. 1002 oz. at MHWS. 
FRESH WATER: Available, 24 hour service. Delivery, Hose from 
quays. Rate, 40 tons per hour. 
FUEL: Small quantities gas oil by road tanker. Large quantities any 
type by coastal tanker, subject 3 or 4 days notice. 
FIRE PRECAUTIONS: Regulations are handed to Master on 
arrival. 
GANGWAY/DECK WATCHMEN: Recommended for 
vessels. 
OPENING/CLOSING HATCHES: Stevedores will give weather 
cover only. 
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CERTIFICATES: As required by Board of Trade (L 
Radio, Registry, Medicines, Crew Agreement, Load Line) also 
CUSTOMS ALLOWANCE: Foreign-going, 25 cigs, or 
tobacco per day. 8 days allowance granted. Home trade, San 
for foreign-going but only 4 days allowance granted, s. 
+ pint per day for 4 days, further issue granted after 4 days for 
going only. 

IDENTIFICATION CARDS: Not required. 


CONSULS: 
Belgium 23044 Netherlands 22267 
Denmark 23044 Norway 23044 
Finland 23111 Portugal 22131 
France 26061 Sweden 25512 
Italy 25174 


REPAIRS: Engine and deck repairs by Robb/Caledon Shipyar 
DRY DOCK: Dry dock available for vessels of up to 500 ft. ley 
46 ft. beam, draft 13 ft. 6 in. springs. 

REPATRIATIONS: Yes, facilities exist. 

AIRPORT: Only U.K. flights available. 

TIME: British Standard Time (GMT plus 1 hour). GMT in Win 
months. 

HOLIDAYS: 1st and 2nd January; 2nd Monday April; be 
Monday July; 1st Monday October; Christmas Day. Cargo ary 
arranged for all days except Christmas Day. 
POLICE/AMBULANCE/FIRE: Tel. 999. 

TELEPHONES: Quay telephones installed. 

AUTHORITY: Dundee Harbour Trust, Dock Street, Dundes» 
24121. 


FALMOUTH: 50.09 N. 05.04 W. 


DOCUMENTS: 

1 Maritime Declaration of Health. 

1 Crew's Effects List. 

2 Ship's Report by Master, or Authority X S 4. 

1 Home Office Form 1S6. 

1 Stores List. 

1 Certificate of Deck Cargo Tonnage. 

1 Light Certificate. 

1 Port Dues Certificate. 

Ship's Certificate of Registry. 

Mercantile Marine Office Certificate - for British ships Only, 

Load-line Certificate. 

Safety Equipment and Construction Certificates. 

Lloyds Certificate. 

Derat Certificate. 

Ship's Register. 

Light Bills. 
PILOTAGE: This is a compulsory pilotage district. The Piloty 
board from a cutter which cruises 2 miles South of St. Anthor 
Lighthouse. In poor visibility a ship requiring a Pilot uses thee 
tinguishing signal of “G" to which Pilot Cutter will reply with? 
Pilots operate R/T on Channel 16 and 2182 kHz if required. 
ANCHORAGES: Vessels in excess of 600 ft. usually anche’ 
Falmouth Bay. Other vessels in outer harbour. 
MAX. SIZE: See “Tankers”. 
HEALTH: Foreign arrivals to complete Maritime Declaration’ 
Health. They are cleared immediately on arrival by either ay 
doctor or an officer of H.M. Customs depending on where thes 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. Eurom 
ports) and coastal arrivals need not present Declaration in all caw 
when there is sickness on board the Port Health Authority mus! 
informed preferably not more than 12 hours and not less tht 
hours before arrival. 
BERTHS: There is a large and three smaller dry docks afi! 
addition, Shell Mex and B.P. maintain a bulk storage plant. 13 d# 
water beths. Combined frontage 8,000 ft. Vessels of 818 ft. have® 
accommodated. Draft LWOST 18 ft.-27 ft. depending on berth. 
TUGS: Available. On call during working hours and outsit! 
hours when required if advance notice given. Tug's lines are®? 


used. 

STEVEDORES: Employed through National Dock Labour Bi 

36 hour's notice recommended. 

TANKERS: Tankers berth at Eastern Breakwater provided # 

not more than 27 ft. berthing at H.W. Max. length 550 ft. C# 

Lines Berth: Max. draft 16 ft. There is a tank-cleaning instalé® 

available. Tankers of 840 ft. with draft 17 ft. forward and 23f! 

have been accommodated at Eastern wharf. 

BUNKERS AND WATER: All classes of fuel oi! and dies?’ 

are available and water is piped on the Dock Company wharvét! 

the repair berths, or in Carrick Roads, bunkers and water mus? 

delivered by barge. 

comer: Denmark, Greece, Netherlands, Norway, Swede"® 
pain. 

GANGWAY/DECK WATCHMEN: Available in shipyai?’ 

request. 

HATCHES: Normally carried out by crew. 

AIRPORTS: London (Heathrow and Gatwick) 5$ hours via Rei 

or Bristol. 

MEDICAL: Doctors and hospital facilities available. Agents sh 

be advised in advance of any medical attention required. - 

CUSTOMS ALLOWANCES: At the discretion of Local C 

Inspector. Normal allowances are equivalent to $ Ib. tobacco pe 

and equivalent to 1 bottle of wine per man. Allowances ™ 
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for home trade vessels. Vessels in port for more than three 
jour days MAY receive extra allowances. ; 
. AIRS: All ship repairs can be carried out by local repair yards. 
y DOCKS: Falmouth Docks and Engineering Co. 
* Elizabeth Dock: length 850 ft. width 130 ft. 
Quvuth Docks, No.1: ,, S55ft. , 75 ft. 
mouth Docks, No.3: ,, 750 ft. ey SeS8ift. 
mouth Docks, No.4: ,, 648 ft. ,, 86 ft. pewa 
fie: British Standard Time is GMT plus 1 hour. GMT in winter 


DAYS: ist January; Good Friday (variable date); Easter 

day (variable date); Spring Bank Holiday (variable date); 
coal Bank Holiday (variable date); Christmas Day (25th Decem- 
wr Boxing Day (26th December). 

ICE/AMBULANCE/FIRE: Dial 999 from any telephone and 
4 for service required. Or County Police, Falmouth 312821; Dock 
peice Falmouth 311400; County Fire Service, Falmouth 314274; 
D is Fire Service, Falmouth 311400; Ambulance, Truro 2349. 
teLEPHONES: Can be placed on board in dry dock and most 

i; berths but not at Eastern Oil Wharf. 

SHORE LEAVE: Granted. ive 
UTHORITY: Falmouth Harbour Commissioners. 


AGENT: G C Fox & Company, 48 Arwenack Street, Falmouth. Tel: 
wig00, Telex: 45-237. Cables: “Fox Falmouth”. 


ELIXSTOWE: 51.57 N. 01.21 E. 


poCcUMENTS: 

Stores List. 

Crew List. 

Health Declaration. 

Manifests. 

Bills of Lading. . ; 

Shir's papers, including Register, Load-line Certificate, Safety 

Equipment Certificate, Radio Certificate, U.K. Light Dues, if any. 
PILOTAGE: Cork or Sunk Pilot station, Master's option. 12 hours 
stice ETA vessel Cork or Sunk Pilot Cutters to be given via G.P.O. 
toastal Station (Northforeland, Humber Radio) stating grt, max. 
dat, and port of destination. Cables: ‘Sunk Pilot Vessel" — North- 
jeland Radio within MF range. Sunk Pilot Cutter 2182 kilocycles, 
(HF range 156-8 megacycles, VHF Channel 16 then transfer to 
{3 megacycles, VHF Channel 6. 

ANCHORAGES: At Cork Light Vessel; Quarantine anchorage off 
Harwich Road; “‘Northshelve” off Harwich; and in River Stour. 
RESTRICTIONS: All vessels up to 25 ft. draft can enter Harwich 
toads day and night on any state of tide. Max. draft for Container 
Quays and Oil Terminal 30/33 ft. depending on tides. At least 3 ft. 
ize clearance required at all times between channel bed and keel 
otvessel. 

WAX. SIZE: 

(a) General cargo vessels: Dock Basin 145 ft. wide entrance. 
Depth 18 ft. LWOST. No lock gates. Suitable vessels able to leave on 
uy state of tide. 

North Quay: 640 ft. in length. 

South Quay: 610 ft. in length. 

fast Quay: 430 ft. in length. 

(0) Container vessels. Container Quay depth: 33 ft. LWOST. 
Approach Channel Harwich Harbour Estuary: 23-5 ft. LWOST. 

(c) Roll-on, roll-off vessels: Terminal: Vessels up to 450 ft. 
werall, Depth 22 ft. LWOST. 
| ate Oil Terminal: Vessels 600 ft. overall. Depth 33 ft. 
HEALTH : Pratique flag in daylight and lighted signals in darkness 
‘be displayed by vessel on arrival. Health Declaration to be given 
‘writing or verbally by Master on arrival. If disease suspected, then 
®port to pilot station who will advise Health Authorities. 

RADIO: Northforeland, Humber, Niton (or any other radio station 
tonvenient to vessel's position). 

RADAR/VHF: No port radar service. VHF only on dock tug. 
Channel 16, 

TUGS: Stationed at Felixstowe, join vessels Harwich approaches 
Siwhere ordered by Pilots. Vessels to use tug lines at additional cost. 
SERTHING : Regulated by Harbour Master through pilot stations 
®dtugs. Vessels able berth within restrictions of individual berths. 


Depth of water 
at LWOST 
33 ft. 


Length of quay in feet 
1,330. Two container 
berths and one 
roll-on/roll-off berth. 
East Quay 430; North 
Quay 640, South 
Quay 610. Vessels 
up to 350 ft. in length 
are accepted. 

310. Vessels up to 
450 ft. in length are 
accepted. 


STEVEDORES: 24 hours notice required by Agent to advise 
dores of vessel's ETA, in order to arrange berthing and alloca- 
a of labour. All stevedoring arranged between Dock Company 
Woes agent. 
Pe AL: Prior notice desirable through Agent to arrange atten- 
Than services available. 
NKERS: 4-inch and 6-inch connections. No slop facilities. No 
ities for gas freeing alongside or in harbour. 


Transatlantic Container 
Terminal 


Dock Basin 18 ft. 


fatty Terminal 22 ft. 


UNITED KINGDOM 


One tanker berth available. Vessels up to 600 ft. overall, maximum 

draft 31 ft. 

DENSITY : 1025 salt water. 

FRESH WATER: Pipe-line connections to all quays. Delivery 
approximately 50 tons per hour. Barge service available for supplies 
to vessels at anchor. 

FUEL: Only gas oil available, 35 secs. pipe-line and barge delivery. 
24 hours notice required. 

FIRE PRECAUTIONS: Standard precautions at all berths. 
DEVELOPMENTS: (a) North extension beyond oil jetty with 60 
acres of land to be reclaimed from sea. New quays consisting of 
two roll-on/roll-off berths and 1,000 ft. quay for handling of unlisted 
cargoes, the first stage of this development, that is the roll-on/roll-off 
berth, will be completed November/December 1973 and the following 
facilities will be completed in 1974. 

(6) South-east extension of present container quay by 600 ft. 
has now been completed and therefore the container quay is now 
able to accept three container vessels at any one time and three 
port-tainer cranes are available. 

GANGWAY/DECK WATCHMEN: Not compulsory. If required, 
cost negotiable. 

OPENING/CLOSING HATCHES: Work undertaken by crew. 
CERTIFICATES: 

Valid Derrick and Rigging Certificates. 

Ship's Register. 

Load-line. 

Safety Equipment. 

Radio. 

Derat. 

Construction. 

(Light Dues Receipts). 


CUSTOMS ALLOWANCES: 100 cigarettes or equivalent in 

tobacco or cigars per man. 1 bottle spirits. 

IDENTIFICATION CARDS: Not necessary if in possession of 

Seaman's Book or Passport. 

CONSULS: Royal Norwegian and Royal Swedish Vice-Consul, 

Ipswich 59281. 

REPAIRS: Facilities exist for small repairs only. 

DRY DOCKS: None available. 

REPATRIATION: All facilities available. 

AIRPORTS: Southend - 70 miles; Heathrow - 90 miles. Inter- 

national flights. 

TIME: GMT. In summer months, April to October, time advanced 

1 hour. 

HOLIDAYS: All normal Bank Holidays, but official notification of 

nor closures for such holidays is given well in advance of relevant 
ates. 

POLICE/FIRE/AMBULANCE: Emergency points on all quays. 

Tel. 300 or, outside dock area, 999. 

TELEPHONES: Shore connections available by prior arrangement 

for vessels on regular trades. 

GENERAL: ETA to Agent required 72 hours, 48 hours, and 24 hours 

prior arrival. 

SERVICES: Most services available for dry cargo vessels, but no 

special tank cleaning or tank washing facilities for tankers. 

SHORE LEAVE: No restrictions. 

AUTHORITY: Felixstowe Dock & Railway Co., Felixstowe Dock, 

Felixstowe, Suffolk. Tel. 4433 or 2134. Telex 98277. Cables: ‘Docks 

Felixstowe”. 


AGENT: Cory Brothers Shipping Ltd., Powell Duffryn House, Dock 
Estate, Felixstowe, Suffolk. Tel. 5671. After office hours: Felixstowe 
2508; Ipswich 59117; Needham Market 523. Telex 98434. Cables: 
“Cory Felixstowe”. 


FISHGUARD: 52.01 N. 04.58 W. 


DOCUMENTS: as for "Cardiff". 

PILOTAGE: Local Pilot available on request. Pilotage compulsory 
under Milford Haven Authority. 

ANCHORAGES: Eastward of a line joining N. and E. breakwaters. 
MAX. SIZE: Any length, any beam, 18 ft. draft alongside quay. 
RADIO: Fishguard Radio, VHF Channel 16. 

RADAR/VHF: VHF Channel 16. 

TUGS: None. 

FACILITIES: Stern loading, car and roll-on/roll-off Ferry Port. 
STEVEDORES : Nostevedores - vessels loaded and discharged by 
British Railway dock porters. 

MEDICAL: Doctors available. Hospital facilities 16 miles away. 
DENSITY: 1025. 

FRESH WATER: Available alongside quay. 

FUEL: Available with prior warning. 

GANGWAY/DECK WATCHMEN: No watchmen available; not 
required. 

OPENING/CLOSING HATCHES: Crew. 

REPAIRS: Minor repairs by BR workshops and contractors. 
AIRPORT: Cardiff is the nearest. 

GENERAL: Coastguard and lifeboat facilities are available. 
SHORE LEAVE: Allowed. 

AUTHORITY: Shipping and Port Manager. Tel. Fishguard 2881. 


FLEETWOOD: 53-55 N. 03:00 W. 


DOCUMENTS: 
Manifests. 
Bills of Lading. 
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Ship's papers. 

Crew Lists. 

Customs Documents. 

Health Documents. 

PILOTAGE: Pilot to be picked up off No. 1 Fairway Buoy. Ordered 
through ship's Agent giving 24 hours notice of ETA. 
ANCHORAGES: Good anchorage in outer limits of harbour in 
Lune Deeps in 14 fms. 

RESTRICTIONS: Vessels under power must not navigate any 
portion of this harbour above No. 9 Buoy at a greater rate of speed 
than five knots, also on passing other vessels, either steam or sail, 
hopper barges, pontoons in tow, etc. in the channels outside the 
above-mentioned No.9 Buoy, and within harbour limits due care must 
be taken to pass them at a rate of speed that will not cause risk 
from displacement, or what is commonly called ‘‘backwash", and 
that all vessels must be navigated in this harbour strictly in con- 
formity to the Collision Regulations and Signals of Distress. 

Vessels bound into Fleetwood must not enter the river without 
being sure they have sufficient depth of water to ensure their getting 
to the quays or piers to which they are bound. 

In the event of any vessel grounding on the “Tiger's Tail" or in 
any other part of the Fleetwood Harbour, the Master shall not attempt 
to refloat the vessel by reversing the engines, or by any other means 
whatsoever, until all incoming vessels following have passed the 
stranded vessel and the channel is clear of shipping. 

MAX. SIZE: (Within enclosed docks): 350 ft. LOA; 46 ft. 6in. beam. 

So far as draftis concerned, allowances have to be made for clear- 
ing the lock invert. These allowances vary according to the beam of 
the ship and the following scale may be taken as a guide: 

Beam of Vessel Clearance Required 


ft. in. ft. in. 
37 0 2 3 
44 0 4 0 
45 6 6 0 
46 0 7 3 
46 4 9 3 
46 6 maximum 10 3 


HEALTH: Pratique is automatic. 

RADIO: VHF Port Operations and Information Service. Call sign: 
Fleetwood Docks Radio. Channel 16 (156.80 Mc/s): Calling and 
Safety. Channel 12 (156.60 Mc/s): Port Operations. 

All movements of vessels arriving for and sailing from the docks 
are controlled by the Dock Master using the VHF Port Operations 
and Information Service located in the Dock Master's office at the 
entrance to Fleetwood Docks (Lat. 53° 55’ 6” N., Long. 3° 00’ 30” W.). 
This service is operated during the tidal period of two hours each 
side of high water, and vessels must maintain a listening watch 
when approaching or leaving the port. Messages must be restricted 
to matters appertaining to general navigation, berthing instructions, 
and the safety of ships or persons within the port area. Messages of 
any other nature will not be accepted. 

TUGS: Tug service operated by FFVOA Ltd., 190/192 Dock Street, 
Fleetwood. 

BERTHING: Under normal conditions the lock gates operate for 
two hours each side of high water. 

There is a Lift-on/lift-off Container Berth within the enclosed 
docks. This is a daily container service between Fleetwood and 
Ireland. The General Cargo berths can be used for handling liquid 
chemicals and bulk cargoes. 

STEVEDORES: Arranged through ship's Agent. 

MEDICAL: Ship's Agent will organise medical attention if required. 
DENSITY: 1015 at half tide; 1025 at high water. 

FRESH WATER: Fresh water available through stand pipes. 
Charge according to consumption (sliding scale). 

FUEL: All grades of fuel available. 

FIRE PRECAUTIONS: No specific requirement outside usual ‘No 
smoking" precautions. 

GANGWAY/DOCK WATCHMEN: Ship's watchmen required. 
OPENING/CLOSING HATCHES: Normally carried out by crew. 
REPAIRS: Two slipways located in Fish Dock with lifting capacities 
of 1,050 and 650 tons respectively. 

REPATRIATION: Arranged through ship's Agent. 

AIRPORT: Squires Gate, Blackpool, 10 miles away. 

TIME: GMT in winter. GMT plus one hour in summer months. 
HOLIDAYS: Christmas Day and Boxing Day; Good Friday and 
Easter Monday; Spring Bank Holiday; Autumn Bank Holiday. 

Cargo working can be arranged on any of these days upon request. 
POLICE/AMBULANCE/FIRE: British Transport Police available 
on Docks Estate. Ambulance 999; Fire 999. 

TELEPHONES: Can be arranged through Post Office. 
SERVICES: Compass adjusting. 

SHORE LEAVE: Crew members are allowed ashore. 
DEVELOPMENTS: A Roll-on/roll-off berth is under construction 
and is expected to be operational early 1975. 

AUTHORITY: British Transport Docks Board, Fleetwood Docks, 
Fleetwood. Tel. 2323. 


FOWEY : 50.20 N. 04.39 W. 


PORT LIMITS: The whole of the Fowey river to a line across the 
entrance to the harbour. A vessel is considered to have arrived on 
entering the harbour unless she is anchored just outside by the 
Pilot to await suitable conditions for entering, in which case she is 
considered to have arrived on being so anchored. 
DOCUMENTS: 

Crew and Passenger Lists are helpful, but not essential. 
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Aliens List is essential. 
; 


List of Bonded Stores, including beer. oe 
List of Personal Dutiable Articles owned by Crew. FR 
Bill of Health, if available. All 
De-Ratisation Certificate. mu 
Manifest of all cargo on board. o£ 
Copies of Bills of Lading. ade 
Stowage plan, if available. OP 
Normal Ship's Papers. clo 
PILOTAGE: Vessel requiring Pilot gives ETA as far in ad All 
possible to Agent. Vessel displays normal signals off HC 
calling channel 16, working channel 9. Pilot boats are black» het 
Pilot boards off entrance. Vessels can anchor South of ent PC 
necessary. « 
RESTRICTIONS: Vessels can enter at any time, if their drat 
less than 18 ft. Otherwise according to tide. GE 
MAX. SIZE: 460 ft. in length. Loaded draft of 28 ft. Vessels oy the 
draft have to be handled at or near high water. int 
Vessels up to 486 ft. in length have been handled, but SUbjec a 
prior consultation with the Harbour Master and owners Of the loa 
berths. tor 
HEALTH: Vessel is boarded on entering port by Port Health 0s, 
who gives his Pratique. 
RADIO: Land's End Radio, Niton, or Portishead. 
TUGS: Two diesel tugs are available and normally join vesse, G 
entering entrance. Ship's lines usually used. Only one tug rege (5 
for vessels under 350 ft. length. 
BERTHING: Vessels waiting for berths are normally moored, up D 
their own anchor with their stern to a buoy. On the berth, vem Al 
require long ropes. : 
CARGO FACILITIES: The port is specially equipped to hay 
china clay and ball clay in bulk and in bags. No other comm 
passes through the port either inwards or outwards. There arety 
berths each with a 3-ton crane and a bulk conveyor capabi; 
handling up to about 330 tons per hour. A new berth is alsom 
under construction. 
STEVEDORES: Earliest ETA possible is required, espe 
when a vessel arrives over week-end. 
MEDICAL: If medical Officer is required on arrival, advise Ay 
earliest opportunity. Hospital facilities are available. (6 
DENSITY : River fully salt at all states of the tide. C 
FRESH WATER: Available at all jetties, delivered by hoser 
rate very variable. 
FUEL: Gas/Oil only available. As much notice as possite, 
advisable. re 
DEVELOPMENTS: The new berth which is under construc 
will be 550 ft. in length and completion is expected late in 19%, 
GANGWAY/DECK WATCHMEN: Not normally employed. 
OPENING/CLOSING HATCHES: Carried out by crew. el 
CUSTOMS ALLOWANCE: 200 cigarettes or $ Ib. tobace 
foreign-going. Wine and/or Spirits. 4 pt. if foreign-going. B 
Half this allowance for vessels arriving from home trade poms 
IDENTIFICATION CARDS: Not needed. c 
CONSULS: y 
Belgium J. H. Samuel, Trafalgar Square, Fowey. Tel. 3414 r- 
Finland ” ” ” ” ¢ 
France " " 9 » k 
Sweden " " ” fr 
Denmark Ross Carter, Albert Quay, Fowey. Tel. 3274 - 
Netherland Ross Carter, Albert Quay, Fowey. Tel. 3274. 0 
REPAIRS: Not possible. Minor repairs only. a 
REPATRIATION: Yes, facilities exist. 
HOLIDAYS: Saturdays, Sundays, and all Public Holidays. 
POLICE/AMBULANCE/FIRE: Telephone 999. T 
TELEPHONES: No arrangements made for connection on bot 
SERVICES: Compass adjusting can be arranged. 
SHORE LEAVE: Allowed. 
DELAYS: There is a possibility of delay in heavy rain. li 
AUTHORITY: Fowey Harbour Commissioners, Albert 0 
Fowey, Cornwall. Tel. 2471. 1 
AGENT: Toyne Carter & Co., Fowey, Cornwall. Tel. Fowey (0 ; 
3274. Telegraphic address: ‘“‘Toyne Fowey". Telex: 45331 - 
“Toyne Fowey". After hours tel. Fowey 3428; 2370 or 2525. S# . 
Agents and Shipbrokers. h 
d 
GARSTON: 53.21 N. 02.54 W. 
DOCUMENTS: HEALTH: and all general information, ret’ 
“Liverpool”. 
RESTRICTIONS: Locking into/out of Garston commences 3h 
before HW and ceases 3 hours after for vessels of 250 ft. in le? 
or under. Vessels over this length must enter when the river and® 
are level — about one hour before HW to half an hour after. ‘ 


MAX. SIZE: 500 ft. length, 63 ft. beam, draft about 6 ft. less tha? 
Liverpool. 

RADIO: As Liverpool. VHF Channel 20. 

BERTHING: Stalbridge Dock: 


Width of entrance 65 ft. 
Depth on sill 26 ft. 8 in. 
Lock length 276 ft. 
Total water area 144 acres 
Length of quays 3,200 ft. 


Old and North Docks: entered from Stalbridge Dock , 


14 acres 
4,610 ft. 


Total water area 
Length of quays 


: 1025. 

sit ATER: Available Monday to Friday 0800 to 1600 hours 
asst ing required outside of these hours is by arrangement and 
Copier for at overtime rates. Rate of delivery, 10 tons per hour. 
wt OPMENTS: Modernization of coaling facilities and further 
ave” to containers under consideration. 
wNiNG CLOSING HATCHES: Hatches to be opened and 
ae the crew except on request. 
iron: Liverpool airport, 1 mile distant. 

paYS: Normal English Bank Holidays. Vessels can be wor- 

these days but this involves additional payment. : 
suck FIRE AMBULANCE: Dial 999 and ask for service re- 


025 
9 


we HONES: No connection can be made to vessels. 
ERAL: Vessels are required to “stem” on entering the dock; 
ig, to send an Officer to the Pierhead Office to enter the vessel 
wip the Stemming Book giving all details regarding the vessel and 
wpe and to sign the sheet. 
ORITY: British Transport Docks Board, Dock Road. Gars- 
wy, Liverpool L19.2UW. Tel. 051-427 5971. 


sLASGOW and Clyde District: 55.51 N. 04.16 W. 
(See Plan) 


}CUMENTS: For Customs Clearance and to meet Immigration 
iyhorities requirements, following valid documents are required: 

Ship's Crew List. 

Port Health Declaration. 

register, Load-line Certificate. 

Safety Equipment, Safety Construction and Safety Radio Certifi- 

cates. 

Derat Exemption or Fumigation Certificate. 

gitish Tonnage Certificate. 

Copy Manifests and Bills of Lading. 

Grain Form (No. S/107) if bulk grain. 

Completed Customs Form C.142. 

PLOTAGE: Compulsory pilotage from and to Kempock Point 
Gourock pilot station) tel. Gourock 31331. “Gourock Pilots Radio” 
thannel 14 - frequency 156.7 Mc/s. 

Optional pilotage is available to and from Cumbrae Island. 

Vessel to advise Agent 72, 48 and 24 hours before arrival with 
wbsequent advice of any changes to ETA, stating where Pilot 
muired to board, ETA and draft. 

Normal ladder, etc., for Pilot boarding. 

ANCHORAGES: As defined by Clyde Port Authority and in spe- 
@ circumstances (e.g. draft, condition of ship, hazardous cargo, 
te) under advice of Pilot. 

Anchorages are available for vessels of all drafts in the Tail of the 
fank area (off Greenock) and lower Firth of Clyde. ’ 
RESTRICTIONS: As defined by Clyde Port Authority and under 
Qyde Pilotage Authority requirements. 

WAX. SIZE: As defined by Clyde Port Authority for berths In 
Sasgow and Greenock and subject to consideration of particular 
sumstances prevailing in each case. 

HEALTH: The Master of a foreign-going vessel proceeding direct 
fom a foreign port to the port of Glasgow must send wireless 
message to"PORTELTH GLASGOW". This message must be sent 
tinot more than 12 hours and not less than 4 hours before the 
wival of the ship and state: 

a) The name of ship. 

(0) The time on the 24-hour clock it is expected to arrive at the 
Tal of the Bank, Greenock. 

() The port of departure and last port of call. 

(a) The number of crew, and passengers, if any. 

‘() The state of health or any circumstances on board which are 
‘el to lead to infection or the spread of infectious disease. 
_TheMaster must fill in and sign the Declaration of Health on pages 
ind2. It should be completed and ready to deliver to the Officer of 
tt Majesty's Customs or Officer of the Port Health Authority, 
Michever shall first board the vessel. 

ifthe answer to any of the health questions on page 1 is “Yes” free 
valique will not be granted by Her Majesty's Customs until the ship 

“8 been visited by the Port Medical Officer. 

@ Master must therefore: 1. When the ship comes, whether by 
‘oF night, within the district, show or give the following signals: 
it) the international signal “ZW" flown at the masthead or where 
itcan best be seen from the shore, and 
) Between sunset and sunrise, either: (i) the signal “ZW" 

flashed in the Morse code by lamp, or (ii) a signal consisting 

ofa red light over a white light, the lights being not more than 

Sit. apart, shown at the peak or where the signal can best be 

Seen from the shore. 
te the answer to all of the health questions on page 1 is “No” 

aster must show or give the following signals when the ship 
' 8, whether by day or night, within the district: 

4) the international flag signal “Q" flown at the masthead or 
P where it can best be seen be from the shore: and 
between sunset and sunrise, either (i) the signal “Q” flashed 
inthe Morse code by lamp, or (ii) a signal consisting of a red 
light over a white light, the lights being not more than 6 ft. 
apart, shown at the peak or where the signal can best be seen 
1 from the shore. 
me 17 of the Public Health (Ship) (Scotland) Regulations 


within four weeks after the Master of a ship has delivered a 


UNITED KINGDOM 


Maritime Declaration of Health pursuant to regulation 16 or a cor- 
responding provision in force in England, Wales or Northern Ireland, 
the ship arrives in a district or calls at another district, as the case 
may be, the Master shall report to the Customs Officer or authorised 
officer, whoever first boards the ship, any case or suspected case of 
infectious disease which has occurred on board since the Declara- 
tion was delivered and which has not already been reported. 

4. Article 18 of the Public Health (Ships) (Scotland) Regulations 
1966 states: 

On arrival of a ship from any foreign port or from any infected area 
which is not a foreign port, no person other than a Pilot, a customs 
officer, an immigration officer or an authorised officer shall, without 
the permission of the medical officer, board or leave the ship until 
it is free from control under these regulations and the Master shall 
take all steps necessary to secure compliance with this provision. 

5. The maximum penalty for breach of the Public Health (Ships) 
(Scotland) Regulations 1966 is £100, and in the case of a continued 
offence, a further penalty not exceeding £50 for every day during 
which the offence continues. 

RADIO: Any GPO radio station. 

There is a Port Operations VHF/FM system in operation utilising 
Channels 12, 14 and 16 in the International Maritime Band as under: 
West of Bowling, Channel 12; East of Bowling, Channel 14; calling 
up, Channel 16. 

RADAR/VHF: Radar service not available. Port Radio service. 
TUGS: As required by Master and under advice of the Pilot. Tug's 
lines only are used. 

CONTAINER HANDLING FACILITIES: Container terminal at 
Greenock for two container ships to berth and work simultaneously. 
Two straddle carriers and three transporter cranes available. 
Length of Quay 1,200 ft. Depth 42 ft. LWOST. 

GRAIN HANDLING FACILITIES: Meadowside Granary: Total 
capacity, 176,000 tons. Six grain elevators, each with discharge rate 
of 200 tph. 

STEVEDORES: Arranged by Agent in accordance with Master's 
advice of ETA. 

MEDICAL: Full medical and hospital facilities available. 
TANKERS: Agents will advise Master by radio to prepare appro- 
priate manifold connections. No slop facilities at Old Kilpatrick, 
Bowling, Faslane, Finnart. In Glasgow a small vessel is equipped 
for removal of sludge, tank washing, etc. 

Oil installations: 

Bowling (ESSO): Private berth. Maximum length of vessels swing- 
ing off Bowling Basin is 550 ft. under suitable conditions. Berthing 
and unberthing is permitted day and night, according to state of tide. 

A port regulation prohibits ships which are not gas free and have 
on board or have carried cargo with a flash-point of below 73 degrees 
from navigating the river East of Bowling. 

Old Kilpatrick: Admiralty oil installation. Canting facilities in the 
river off Rothesay Dock, maximum length of vessels permitted is 
630 ft. during daylight and under suitable weather conditions. 
Admiralty, Old Kilpatrick, advise maximum length at the berth is 
570 ft., draft 30 ft. 

Berthing and unberthing is permitted day and night, according to 
state of tide. Fully loaded vessels are berthed port side to at high 
water and must be capable of discharging over the tide. Light or 
partly loaded vessels may swing on arrival, berth starboard side to. 

No low flash-point cargo may be discharged and vessels having 
low flash-point on board are not permitted at this berth. 

Vessels which have carried crude oil as previous cargo are not 
permitted to load at this berth unless all tanks have been cleansed. 
There are no facilities for receiving dirty ballast. 

Finnart: B. P. Installation. Maximum permissible size of vessel 
300,000 tons deadweight — maximum draft 90 ft. salt water. 

Faslane: Esso Petroleum. Maximum permissible size of vessel 
40,000 tons deadweight. 

DENSITY: Port of Glasgow - Brackish. 

FRESH WATER: Available at all berths by shore hose. 

FUEL: All major oil companies represented in Glasgow. As much 
notice as possible required, all grades can be supplied. 

FIRE PRECAUTIONS: As per Clyde Port Authority Regulations. 
Tanker berths - as per B.P., Esso and Admiralty Regulations. 
GANGWAY/DECK WATCHMEN: At Master's discretion. 
OPENING/CLOSING HATCHES: To be carried out by ship's 
crew. 

CUSTOMS ALLOWANCES: On arrival from a foreign port with 
foreign cargo an allowance of 100 cigarettes per man for each four 
days in port, whilst discharging foreign cargo, and an allowance of 
a quarter of one pint of spirits is allowed for each man per day in 
port up to four days. 

CARGO GEAR: Valid test certificates required for all cargo gear. 
IDENTIFICATION CARDS: Not required. 


CONSULS: 
American Panama Finnish 
Brazailian Spanish Liberian 
Danish Uruguayan Liberian 
Equador Belgian Norwegian 
German Cuban Portuguese 
Italian Dominican Swedish 


Netherlands 
REPAIRS: All types of deck and engine repairs can be effected in 
the Clyde Area. 
DRY DOCKS: Size of largest dry dock in Clyde area: Scott Lithgow 
dry dock, Greenock: 1,000 ft. long clear from gate to head of dock; 
156 ft. cope to cope; 150 ft. clear width between altars; 145 ft. clear 
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width at entrance; 45 ft. top of keel blocks to cope; 37 ft. draft on sill 
HWOST; 27 ft. draft on sill LWOST. 
In addition, there are eight other dry docks in Glasgow/Greenock 


area. 

REPATRIATION: Facilities for crew changes, and full repatriation 
services are available. 

AIRPORT: Glasgow Airport (12 miles from city centre) and Prest- 
wick Airport (30 miles from city centre) are served by most major 
domestic and international airlines. 

TIME: BST (1 hour ahead of GMT) in operation. GMT in winter 
months. 

HOLIDAYS: Official dock holidays on which cargo work can not 
be arranged. Easter Monday; Whit Monday; Autumn Bank Holiday; 
27th December. 

POLICE/AMBULANCE/FIRE: These services can be called by 
telephone by dialling 999 or contacting Clyde Port Harbour by VHF. 
TELEPHONES: Telephones can be placed on board at most docks, 
charges vary according to berth, type of service and whether pre- 
pay call-box type or linked to exchange. 

SERVICES: Tank cleaning. Facilities are available for service to 
ship's radio, navigation aids, etc. 

SHORE LEAVE: Crew allowed ashore at Master's discretion and 
subject to compliance with Immigration and any other interested 
Authorities’ requirements. 

DEVELOPMENTS: An ore/coal terminal is to be constructed at 
Hunterston. The berth will be able to receive vessels of 350,000 dwt. 
Completion is expected in 1977. 

AUTHORITY : Clyde Port Authority, 16 Robertson St. Glasgow C2. 


GOOLE: 53.42 N. 00.50 W. 


PORT LIMITS: Goole is a river port with conservancy jurisdiction 
to the junction of rivers Humber, Ouse, Trent. However, laytime 
commences from commencement of next normal working shift after 
ship is on berth and ship’s Agent has issued “Notice of Readiness”. 
This may be 0800 hours or 1300 hours dependent on time of issue 
of notice. 

Precedence of order of arrival of vessels is determined by arrival 
time at Ocean Lock Entrance, Goole Docks. 

DOCUMENTS: 

Bills of Lading/Manifests (prepared by Agents at port of 

origination). 

“Imperfect” Customs Entry. 

Request (to work vessel). 

*Request for Immigration Officer to be in attandance - if carrying 

passengers. 

*Crew List to Immigration Officer (for foreign personnel). 

Ship's Register. 

* Agent will normally notify Immigration Officer. 
PILOTAGE: Compulsory from Spurn to Goole, two stages. 

1st stage: Spurn Light Vessel to Hull Roads. 

Pilot vessel usually cruising around Spurn Light Vessel in fine 
weather. In bad weather pilot boat shifts to Bull Light Vessel area or 
inside Spurn during northerly gales. Vessels for Goole should 
inform pilot vessel by radio on normal channel, or by VHF on 
Channel 16. On approaching cutter by day exhibit international code 
flag “G". By night "PT" by flashing or exhibit blue flare. In fog 
sound “G" on whistle or siren. Preferably 12 hours prior notice of 
erriel should be given, through “Humber Radio” to Pilot Officer, 

ull. 
ane stage: Hull Roads to Goole. Pilot will board vessel in Hull 

oads. 
ANCHORAGES: Bull Anchorage on chart of Humber Estuary, or 
in Hull Roads, otherwise only on advice of Pilot. 
RESTRICTIONS: State of tide, springs or neaps. Port entered 
during tidal hours, 3 hours before high water to $ hour after high 
water, according to draft. Pilots will advise. 
MAX. SIZE: Vessels should be within following measurements: 
300 ft. overall length, 46 ft. beam and 17/18 ft. draft. Vessels exceeding 
any of these measurements should seek advice before arranging 
to visit the port. 
HEALTH: Pratique issued by H.M. Customs Waterguard (in 
absence of Port Health Official). Pratique accepted when entering 
after calling at another port in the U.K. 
RADIO: Via Humber Radio, call sign GKZ —- call on Channel 16. 
Give ship's name and call sign and pass message. 
TUGS: Tugs available but not normally used. If required, to be 
arranged through Agent. 
BERTHING: Berthing instructions given to vessel on arrival at 
entrance locks. No specific requirements. 
SPECIALISED CARGO HANDLING FACILITIES: Four ap- 
pliances for loading of rail-borne bulk cargoes, e.g. coal, coke, pitch, 
fluorspar, etc. 

Two appliances for loading of canal-borne bulk cargoes (coal, 
coke, pitch, etc.). 

Discharging of bulk cargoes by 12x 74-ton modern quay cranes, 
equipped with suitable grabs for sand, ores, fertilisers, coal, grain, 
sulphur, scrap iron, etc. 

Road-borne bulk cargoes loaded by same grabs. 

32-ton Scotch derrick crane for container handling. 

50-ton and 40-ton electric travelling cranes for heavy lifts. 

Roll-on/roll-off traffic (cars, etc.) accommodated at various berths. 
The docks are maintained at a constant level and specialised link 
span berths are not necessary. 

No bulk liquid berths. 
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MEDICAL: Agents will arrange for attendance of doctor » 
DENSITY: Water in Goole Docks is fresh water and is 
Rate 30 tons per hour. sy NoMa 
FIRE PRECAUTIONS: No specific precautions unless 
GANGWAY/DECK WATCHMEN: Necessary. Usually prog 
SHIP CERTIFICATES: 

Life-Saving. 

Deratisation Certificates. 
IDENTIFICATION CARDS: May be required to be Produce, 
CONSULS: France, Netherlands. 
DRY DOCKS: No. 2 Dry Dock: 301 ft. ee 50 ft. width atentr, 
direct from the wet docks. 
TIME: GMT in winter; GMT plus one hour in summer month, 
August); Christmas Day; Boxing Day. No cargo working ont: 

999 and ask for se 

required. 
REGULATIONS: Visitors to vessels require permits from* 


STEVEDORES: Arrangements made by Agent who 
fication. Doctor, dentists and hospital services available, 
at constant level. Entry is by locks. Density 1-000. 
FUEL: All grades available on reasonable notice being tin, 
exceptional circumstances, when special arrangements Can be / 
from crew. Otherwise by negotiation locally. 

Ship's Register (including load-line). 

Light Dues. 
CARGO GEAR: Normally not required, as ample 
Immigration Officer or H.M. Customs official, especially in the cy 
REPAIRS: All types of deck and engine repairs Possible by 
15 ft. depth on sill. Two other dry docks. The water in the wet i 
REPATRIATION: Arranged by ship's Agent. 
HOLIDAYS: Good Friday; Easter Monday; Spring Bank Hoy 
days. 
TELEPHONES: No arrangements for ship connection. 
Authority and Master or Agent. Smoking not permitted asho 


given ample notice of time of arrival of vessel. sho 
can arrange service required. 
i 

FRESH WATER: Delivery by water-boat throu 
ship's Agent. 
with local Fire Service. sy 
OPENING/CLOSING HATCHES: Responsibility of crew, 

Radio Safety. 

Change of Articles. 
available. on 
foreign flags. 
ship repairers. 
at Goole is maintained at a constant level and all dry docks areans 
AIRPORT: Yeadon (Leeds-Bradford), 45 miles. Regular sen» 
(last Monday in May); Late Summer Bank Holiday (last Mond 
POLICE/AMBULANCE/FIRE: Dial 
SHORE LEAVE: No restrictions. 
dock area. 


AUTHORITY: British Transport Docks Board, Dock Of 
Goole, Yorkshire. Tel. 2691 (STD 0405). Telex 57626. 


AGENT: Cutting & Company (Hull Limited, 33 Aire Street, Ge 
Tel. Goole 2656 (0405). Telex 57628 (AB Gooleship Goole). Cat 
“Culcut Goole.” 


GRANGEMOUTH: 56.01 N. 03.43 W. (See Plan) 


PORT LIMITS: At Grangemouth a vessel is not considered) 
an “arrived vessel" until she is tied up at the allocated berth. 
DOCUMENTS: 

1 Crew List. 

1 Passenger List. 

1 List of all high duty goods in crew's possession. 

1 Cargo Manifest. 

All Valid Certificates. 
PILOTAGE: Compulsory in river. Pilot boards at Inchkeith.? 
boat on VHF, see Radio below. 
ANCHORAGES: North of Grangemouth West Buoy, 2 fati® 
Charleston Roads 5 fathoms. East of Inchkeith, up to 8 fathot 
ENTRY RESTRICTIONS: Vessels are allowed to ents? 
depart in the period three hours before high water to one hou® 
high water Monday to Saturday. This period is reduced to twon® 
before high water to one hour after high water on Sundays. The 
of the tide must always be taken into account when dealing# 
larger vessels. See Developments." 
MAX. SIZE: 570 ft. length. 75 ft. beam. Draft according to si? 
tide. Vessels other than tankers maximum draft 25 ft 6 in. Ta 
up to 32 ft. 6 in. maximum draft. 
HEALTH: Foreign arrivals to complete Maritime Declarai® 
Health. They are cleared immediately on arrival by either # 
Doctor or an Officer of H.M. Customs depending on whet! 
ship comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. Eun 
ports) and coastal arrivals need not present Declaration. 
cases, when there is sickness on board the Port Health A 
must be informed preferably not more than 12 hours and not 
than 4 hours before arrival. 
RADIO: Wick — Stonehaven - Cullercoats, coastal stations. 

Port VHF (FM) Communications : Station: Dock Foreman's ® 
Lock Entrance, Grangemouth. This centre will maintain a cont 
watch. Call sign: Grangemouth Dacks. 

156°8 Mc/s. Channel 16 calling and safety. All vessels 
maintain a listening watch on this channel and use it to & 
contact with Grangemouth Docks. Once contact is establi 
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yyy Operator will request vessels to shift to the Port Operations 
cis Channel 14, Port Operations. A working channel 
bd to messages relating to the movement and safety of 
eet in emergency, to the safety of persons. 
we Mc/s. Channel 10, Inter-ship. A working channel for tug-to- 
nd tu -to-bridge communications. : 
Mc s. Channel 6, Inter-ship. A working channel for communi- 
with other vessels. 
message of a personal character or messages of any other 
than those pertaining to the general navigation and safety 
ig and persons within the Port Area can be accepted. 
ie. Can join vessel at Hen and Chicken Buoy or Lock Gates. 
gona yse of towage lines. Cost for tug's line £8 per hawser. 
ING: The water in Grangemouth Docks is maintained at 
same level by impounding pumps. On passing through the lock 
° ace berthing is allocated according to the nature of the cargo 
pe draft of vessel. ; eH 
tse depth of water available at the berths varies in each dock, 
naimum depths being approximately: Grange Dock 26 ft.; 
son Dock 23 ft.; Old Dock 18 ft. 9 in. 
oe 0 HANDLING FACILITIES: Bulk cargoes can be handled 
inost berths within the port. The East Wall berth has four 10-ton 
ing cranes. Other berths have 74, 6, 5, 3 and 2-ton cranes. 
y-ton heavy lift crane. Container berth is 1,000 ft. long and has 
je@-ton transporter cranes. ' “i , 
4 oll-on/roll-off berth in operation. Liquid chemicals and LPG. 
tuners are handled at the BP jetties or No.1 North Jetty, which is 
jommon user jetty. ; ’ 
sTEVEDORES: No particular advice necessary to stevedores. 
sential, however, advise Agent 24 hours prior arrival, who will 
wise stevedores. , ; 
tsTOMS ALLOWANCES: At the discretion of Local Customs 
sgector. Normal allowances are equivalent of 5 ounces tobacco 
wman and equivalent of 1 bottle of wine per man. Allowances 
sy de halved for home trade vessels. Vessels in port more than 
ene or four days may receive extra allowances. 
WEDICAL: No advance notice necessary. Hospital facilities avail- 
we in immediate district. 
TANKERS: B.P. Refinery (Grangemouth) Limited. Private jetties 
sfastern Channel: Nos. 2 and 3, 32 ft. 6in.; Nos 4 and 5, 18 ft. draft 
{North Side Jetty, pipelines connected to Ross Chemical and 
Sage Co. are 14 in. nitrogen line, 6 in. chemical line, 10 in. heavy 
wiline, 2 in. fresh water supply, 8 in. motor spirit line, 8 in. gas oil 


me, 

UENSITY : 1019 average. 

§RESH WATER: Available in most berths. Watermen supervise 

tivery on request. Delivery rate varies depending on berth. 

HEL: All grades available from oil installations. 

NVELOPMENTS: New lock entrance 780 101 ft. with a depth of 

Hi.6 in. at MHWST - in operation 1974. 

§ANGWAY/DECK WATCHMEN: Not necessary but can be 

ime by ship's personnel. 

(PENING/CLOSING HATCHES: Custom of port crew open and 

tose hatches but stevedores will do so if required. 

CERTIFICATES: For Customs Clearance valid Certificates in 

wpect of radio, load-line, construction, safety equipment, deratisa- 

im, necessary. 

(ONSULS: Norwegian, Danish and Swedish consuls available 

ally, 

REPAIRS: All types of repairs can be carried out afloat. 

RY DOCKS: Carron dry dock length 350 ft., breadth 50 ft., depth 

th Middle dry dock length 335 ft., breadth 50 ft., depth 19 ft. 

HEPATRIATION: All facilities exist. 

NRPORT : One hour from Glasgow and Edinburgh airports where 

‘wnerous connections for London thence world wide travel. 

TIME: British Standard Time (1 hour ahead of GMT). GMT during 

water months. 

HOLIDAYS: ist and 2nd January; 1st Monday May; 3rd Monday 

uy; 2nd Monday September; Christmas Day. 

POLICE/|AMBULANCE/FIRE: In public telephone dial 999 and 

Siler appropriate service. With dock circuit telephone dial 34 for 

or dial 51 and ask for Fire/Ambulance. 

TLEPHONES: Telephones available at A, B, and C sheds for 

jating on board. 

SERVICES: Compass adjusting, calibrating, etc., can be done 

} oa No equipment for tank cleaning but can accept tank washings 
re, 

WORE LEAVE: Allowed. 

NTHORITY : Forth Ports Authority. 


SRANTON : 55.59 N. 03.13 W. 


XCUMENTS : 
th Declaration. 
Crew Declaration Form C.142 (Tobacco List). 
‘Crew List. 
| Passenger List. 
more, “Glasgow"). 
ton TAGE: Pilot station in Firth of Forth located at Granton. 
Page can be made with pilot cutters Panther and Gazelle on VHF 
Nels 16/14/12 and radio-telephone 2182 kHz. Pilot cutters - 
Wen with white superstructure. 
ORAGES: Good holding ground at Inchkeith Island and 
"eadstead 10-17 fathoms. 


UNITED KINGDOM 


RESTRICTIONS: The entrance between the breakwaters is 340 ft. 
in width. The rise of tide, 17 ft. at Springs and 12 ft. at Neaps, permits 
the entry or exit of vessels up to 22 ft. draft at high water. 

A red flag bearing St. George's Cross exhibited at the Middle 
Pier Head signifies that vessels should not enter the harbour until 
the flag is lowered. A green light takes the place of the flag during 
hours of darkness. 

HEALTH: Vessel boarded immediately alongside berth and pra- 
tique granted provided no contagious diseases reported on board, 
otherwise quarantine restrictions imposed. 

Foreign arrivals to complete Maritime Declaration of Health. 
They are cleared immediately upon arrival by either a port doctor or 
an officer of H.M. Customs, depending on where the ship comes 
from, and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. European 
ports) and coastal arrivals need not present Declaration. In all 
cases where there is sickness on board the Port Health Authority 
must be informed, preferable not more than 12 hours and not less 
than 4 hours before arrival, 

RADIO: Stonehaven and Cullercoats radio stations. 

TUGS: Sound signal for vessels requiring tug services is four long 
blasts. Tugs, if required, join the vessel in the roads. Ship’s lines 
normally used. Tugs towing gear available, not compulsory. 
BERTHING: Middle Pier: 1,700 ft. in length with depth shelving 
from the shore to 17 ft. LWOST. In addition, there is a 450 ft. cross- 
piece at the end of the pier where depth of water is 25 ft. LWOST. 

West Pier: 2,000 ft. of quay. Depth of water varies from 15 to 23 ft. 
LWOST. 

TANKERS: Tankers up to 18,000 dwt. are accommodated at the 
end of the West Pier, adjoining port entrance. 

MEDICAL: No advance notice of medical attention required. All 
hospital facilities available. 

FRESH WATER: Available alongside at all berths. 

FUEL: All grades available subject 24 hours notice in advance. 
REPAIRS: Facilities available for all minor repairs. 

DRY DOCK: Floating dock, length 160 ft., beam 30 ft., depth 15 ft. 
AIRPORT: Edinburgh Airport, served by regular airlines, situated 
about 10 miles away. 

HOLIDAYS: Public holidays observed annually: third Monday 
in April; first Monday in June; third Monday in September; Christ- 
mas Day (25th December); 1st and 2nd January. Cargo work can be 
arranged on all public holidays except 1st and 2nd January. 
AUTHORITY: Forth Ports Authority, Tower Place, Leith. Tel. 
031-554 6473. 


GRIMSBY : 53.34 N. 00.04 W. (See Plan) 


DOCUMENTS: 

1 Crew List form H.O. IB6. 

1 List of Crew's private dutiable stores Form C.142. 

1 Health declaration. 
Also see “Hull’’. 
PILOTAGE: Contact direct by Radio telephone on 2182 kc/s. or 
on VHF Channel 16 to “Spurn Pilot" at least 6 hrs before arrival 
(2 hrs required to order Pilot for vessel leaving port). Steam cutter 
with “Pilots” along the black hull. Either flash G, or fly G Flag. 
Cutter is usually in the vicinity of Spurn light-vessel but for vessels 
having a draft of 36 ft. and over Pilot boards at Humber light-vessel 
by special arrangements between Pilot and Master. In bad weather 
contact either the pilot cutter direct or Humber or Hull radio on VHF 
Channel 12 and they will advise location of cutter. The usual Inter- 
national standards are required for the ladders, etc., used on board- 
ing. If vessels have to await Pilot the pilot cutter will advise where 
the vessel is to wait. Portable VHF units are available on request 
by the Master to the Pilots. 
ANCHORAGES: Hawk and Sunk Roads, Hale, Spurn and Bull 
Anchorages. See ‘‘Hull'’. The Pilots will advise where to proceed 
to anchor and also provide Pilot. 
MAX. SIZE: Maximum breadth 65 ft., maximum length of vessel 
that can be locked 268 ft. but vessels of greater length can enter 
docks on high water when all lock gates are open. 3 ft. clearance 
under the keel is required. Vessels having a draft of 19 ft. can normally 
enter the docks on any tide when the height of water is sufficient 
to allow 3 ft. clearance. Vessels with 21 ft. draft can be taken on 
Spring Tides. Vessels can enter usually approx. 3 hrs before and 
24 hrs. after high water. 
HEALTH: A pratique is issued by the Customs Officers on boarding 
for all vessels arriving from a port outside the U.K. but this is only 
done at the first U.K. port of call. If disease is suspected, the master 
must advise the Customs Officers on boarding and it is advisable 
that the Agent be informed prior to vessel's arrival. 
RADIO: Humber Radio. 2182 kc/s, or VHF Channel 16. Also see 
“Hull”. 
TUGS: Normally join in Grimsby roads. Optional whether use 
ship's or tug's lines, the cost for using the tug’s lines is between 
£3 and £6. 
BERTHING: Vessels are restricted from passing through the Union 
Dock into the Alexandra Dock by a set of lock gates in the Union 
Dock which are closed when the height of water in the Royal Dock 
reaches 24 ft. and also a restriction on the beam of 42 ft. 6 in. 

There is one roll-on/roll-off berth in operation and another under 
construction in Alexander Dock. 
STEVEDORES: Vessels are allocated labour in order of arrival 
so it is only necessary to give the Agent the ETA preferably before 
noon on the previous day. Normal working hours 0800 to 1700. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Overtime can be worked 1700 to 1900 Monday to Thursday. On 
Saturdays and Sundays as required. 

MEDICAL: Hospita!s and all other medical facilities are readily 
available. If immediate attention is required on arrival please advise 
agent by radio or telegram. 

FRESH WATER: Available at all quays. Rate approx. 20 tons per hr. 
FUEL: Normal gas and diesel oils available by both road a~4 barge 
with at least 24 hrs. notice. 

GANGWAY/DECK WATCHMEN: Not necessary, but the service 
is available if Master requires it. 

OPENING/CLOSING HATCHES: Responsibility of the crew. 
The hatch beams can be removed and replaced by the shore cranes 
but there is an extra charge for this operation. 

CUSTOMS ALLOWANCES: 200 cigarettes per 8 days. 1 bottle 
wine and 1 bottle spirits per 4 days. All seals to be broken. 
CARGO GEAR: In accordance with the regulations laid down by 
H.M. Factories Inspector. 

CREW IDENTIFICATION CARDS: Some sort of identification 
whilst crew are ashore is advisable. 

CONSULS: 


Belgium, Vice-Consul Grimsby 59101 
Denmark, Vice-Consul + 3063 
Dominican Republic # 59101 
Finland, Vice-Consul Immingham 2387 
France Consular Agent Grimsby 55176 
Germany (F.R.) Consul ¥. 77830 
Greece, Vice-Consul Immingham 2166 
Iceland, Consul Grimsby 58881 
Netherlands, Vice-Consul e 3177 
Norway, Vice-Consul e 3177 
Sweden, Vice-Consul Immingham 2387 


REPAIRS: Facilities are available for all deck and engine repairs. 
DRY DOCKS: Nearest at Immingham. 

REPATRIATION: Can be arranged if required. 

AIRPORT: No civil airport in the vicinity. Easy access to all major 
airports via rail, etc. 

HOLIDAYS: Christmas Day; Boxing Day; Good Friday; Easter 
Sunday and Monday; Spring Bank Holiday (end May); Late Summer 
Bank Holiday (end August). All except Christmas Day and Good 
Friday can be worked on overtime. 

POLICE/AMBULANCE/FIRE: Docks Police - Grimsby 59171; 
Grimsby Police — Grimsby 57571. Emergency — Police/Fire/Ambu- 
lance 999. 

TELEPHONES: Not available for connection on board. 
GENERAL: The Grimsby Dock Master can be contacted on VHF 
Channel 16 and then change to Channel 18 for speaking. 
SERVICES: Compass adjusting, tank cleaning, etc., are available. 
SHORE LEAVE: Crew are allowed ashore. 

AUTHORITY: British Transport Docks Board, Grimsby. 


AGENT: Cory Brothers Shipping Limited, 8 Cleethorpe Road, 
Grimsby, Lincs. Tel: 0472-58266/8. Telex: 527113. Cables: “Spurn- 
ship Grimsby.” 


HARWICH (Parkeston Quay): 51.56 N. 01.15 E. 


DOCUMENTS: 

1 Home Officer Form 1.8.6 may be obtained from HM Customs 

Boarding Officer. 

1 C.142 Crew Declaration List. 

1 Maritime Declaration of Health (Q Flag procedure). 

2 Ship’s report by Master. 

1 Stores List. 

1 Certificate of Deck Cargo Tonnage (if carried). 

1 Grain Certificate (if carried). 

1 Light Certificate. 

1 Port Dues Certificate. 

1 Passenger List required by vessels other than packet vessels. 

1 Landing Card for each passenger. 

1 Ship's Certificate of Registry. 

1 Mercantile Marine Office Certificate - for British vessels only. 

1 Load Line Certificate. 

1 Safety Equipment Certificate. 

1 Lloyd's Certificate. 

1 Derating Exemption Certificate. 

1 Ship's Register. 

1 Lights Bill. 

1 Radio Safety Certificate. 

In addition Manifests and Bills of Lading are usually sent to Agent 
direct from loading port. 
PILOTAGE: Pilotage into the harbour is compulsory for all ships of 
50 tons and over, with the exception of vessels of not more than 
3,500 tons gross regularly employed in the home and coasting trades 
and not carrying passengers. 
SUNK PILOT STATION 

The Sunk Pilot Vessel has a black hull, a buff funnel, the word 
“Pilots” painted on her sides and flying the pilot flag, and at night 
exhibiting lights and signals in accordance with Rule No. 8 of the 
International Rules for the Prevention of Collisions at Sea, cruises 
in the vicinity of the Sunk Light Vessel to provide Pilots for ships 
making the port of London and other ports in the London Pilotage 
District and to disembark Pilots from outward-bound ships; if un- 
able to carry out her duties there through stress of weather, she 
moves into smoother water. In these circumstances shipping is 
warned by means of radio navigation warnings broadcast from North 
Foreland, Humber and Scheveningen radio stations, which give her 
position. 
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The attention of Masters is drawn to the necessity of 
giving a satisfactory lee for the pilot vessel's boats. These 18 
have a maximum speed of 5 knots and if ships being serveg 
excessive headway, unnecessary difficulty is caused to both thy 
vessel and boats, and the operation of shipping a Pilot Will be 
prolonged. 

Trinity House considers it necessary to draw special 
to this matter in view of the considerably different Procedury 
adopted for obtaining a Pilot from a cruising pilot vessel ¢ 
with a shore-based fast launch which requires the ship to 
headway. 

The attention of Masters is also drawn to the need fo, 
ensure, when shipping and landing Pilots, that the boarding 
of the pilot vessel are clear of their ships before Proceeding, ¢ 
the lives of the Pilots and boat crew will not be endangered», 
boats damaged. 

Ships proceeding to either Maldon or Heybridge Basi 
exchange their North Channel Pilots for Essex River Pilots y 
Knolls, in favourable weather conditions, and in Brightlingsea : 
in adverse weather conditions. fe 

Deep-drafted ships can be provided with Pilots in deeper. 
by arranging to be met by the Sunk Pilot Vessel ina Suitable pos 
about 3 miles East of the Sunk lightvessel. 

Ships requiring a Pilot at the Sunk Station should give the pil 
12 hours in advance and through a Post Office Coast Station, 
estimated time of arrival, gross tonnage, maximum draft and; 
destination. Confirmation of ETA should be given at least {Wo by 
before arrival. 

Vessels wishing to communicate with the pilot vessel at they, 
by radio-telephony direct may: 

(i) when within MF range at approximately 50 miles, call o 
kHz. When contact has been established the pilot yess 
transmit on 2,241 and will listen on 2,241 kHz or any 
agreed licenced intership frequency for passing message 

(ii) as soon as within VHF range (approximately 20 miles), « 
Channel 16 and then transfer to Channels 6 or 9 for 
adjustments to the original ETA and for maintaining 
with the pilot vessel. 

The pilot vessel may also be contacted by either W/T« 

through any Post Office Coast Station addressed Sunk Pilot 
Northforeland Radio. 


CORK PILOT STATION : 
To facilitate the arrival and departure of ships trading to and 
the ports of Felixstowe, Harwich and Ipswich, a pilot station 
in the vicinity of the Cork lightvessel in position lat. 51° 56° @ 
long. 01° 27’ 06” E. This station is additional to, but is notas 
for, the Sunk Pilot Vessel. It is for the use of ships bound toor 
the above mentioned ports whose normal course does not tale 
past the Sunk Pilot Vessel. Full service is also provided atthe 
Station. The Cork Station is operated by pilot launches, witht 
hulls and white wheelhouses, flying the pilot flag, and at night 
ing lights and signals in accordance with Rule No. 8 of the 
national Rules for the Prevention of Collisions at sea. ; 
Inward Bound Ships. Ships requiring a Pilot at the Cork 
should apply to the Sunk Pilot Vessel in the same manner andg 
the same information but station their estimated time of a 
the Cork. ; 
Outward Bound Ships. Masters of ships about to sail from 
and Felixstowe and wishing to use the Cork Pilot Station 
state this when ordering their Pilots for departure but may 
their Pilots out to the Sunk Pilot Station should they so 
Pilots for ships outward bound should be ordered by tele; 
Harwich (code 02555) 3129 — see ‘Harwich Shore Pilot Station” 
Launches. The Cork pilot launches keep a constant listening® 
on Channel 16 VHF (change to Channels 9 or 12 for working)! 
recommended that the ship about to ship or land her Pilot 
keep in VHF communication with the pilot launch. 


HARWICH SHORE PILOT STATION 
A shore pilot station operates at Harwich in position lat. i! 

35” N., long 01° 17’ 34” E. in the Old Low Lighthouse. The builé® 

37 ft. high and painted in black and white horizontal stripes. 

The station is manned by a Duty Pilot and is equipped with 
telex, telephone, radar and a daylight signalling lamp. 

VHF : A 24-hour listening watch is kept on Channel 16. The wot 
frequencies are Channels 9 and 12. The call sign is “Harwich 
Radio." Tel. Harwich (code 02555) 3129. Te/ex 98472, Pilots Ha 

Ships not fitted with VHF may contact the pilot station throu” 
Sunk Pilot Vessel on MF. 

All requests for the services of Pilots for ships bound into® 
of the Harwich/Felixstowe/Cork Complex should be made t? 
Station. Incoming ships may also communicate with this statio? 
requests for the services of the Ipswich Pilots and for the Piles 
the Rivers Colne, Blackwater, Crouch and Roach. Orders for 
bound ships should state whether the Pilot will be landed at the 
or the Cork. See above. 

ANCHORAGES: 

Ewarton: Situated to the North and West of Parkeston Qué 
an average depth of 24 fathoms at low water. 

Parkeston: Situated to the North of Parkeston Quay, 
average depth of 3 fathoms at low water. 

Quarantine: Situated on the Eastern side of the junction 
Rivers Stour and Orwell. Depth on outer edge 5 fathoms; 
inner side 14 fathoms at low water. 

Shelf: Situated on the Western side of the main Channel 
the North and South Shelf Buoys. Average depth of 24 
low water. 


ome mumhiehe® 2Oe—--m) & Be Sere aewn See (Sh. 
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. Situated at the Pitching Ground. Average depth 44 fathoms 


4 uated to the Westward of the Cork Light Vessel. Area 
imately 2 miles x 1 mile. Average depth 4 fathoms. 
wTRICTIONS : Normal maximum draft allowed alongside the 
os at Parkeston Quay is 18 ft.; a deeper draft may be allowed by 
ngement. 
eel ee working at Parkeston Quay ceases at 2200 hours, 
hing and night work by arrangement at any time. 
4 §1ZE: Normal maximum permissible length 500 ft. arrange- 
«for larger vessels can be made. Normal maximum permissible 
h for roll-on/roll-off is 75 ft. Normal maximum permissible 
_ {8 ft. The height of the tide does not restrict a vessel berthing 
side the quay if her draft is within 18 ft. ‘ 
weriQUE: Maritime Declaration of Health required (Q Flag 
ure). Obtain Pratique through HM Customs Boarding Officer 
ino sickness ON board. . c } 
there is sickness on board the Customs Official will notify the 
Port Medical Officer. J P 
ithe vessel is from another port in the U.K. Pratique is automatic. 
padl0: North Foreland Radio (call sign GNF) or Humber Radio 
sign GKZ) are the most convenient stations to pass ETA cables, 
ge, to Agents or receivers. The Pilot Land Station has a Surveillance 


i Rail at Parkeston Quay keep a 24-hour listening watch on 

ye Channel 16 and work on VHF Channel 18. } 

TGS: No tugs are based at Parkeston Quay, but two are available 

nearby Felixstowe for use in the Port's complex (MT Sauria 

go h.p. and MT Jonia 1,200 h.p.) 24-hour service, 7 days per week, 

tonstant watch on 2182 kc/s. and Channel 16 VHF Additional tugs 

gto 2,250 h.p. can be obtained from London at 24 hours notice. 

BERTHING: There are 8 berths at Parkeston Quay, of which 2 are 

total Roll-on/Roll-off berths and 1 is a Pontoon Roll-on/Roll-off 

wth, Normally maximum draft permissible alongside is 18 ft., but 

gecial arrangements as in (4) can be made. 

Berthing, etc., by arrangement. Applications for berths must be 

nade through the Marine Superintendent, British Rail, Parkeston 

Quy, giving as much advance notice as possible. 

STEVEDORES: All labour at Parkeston Quay are members of 

\gtional Union of Railwaymen, and arrangements for their use must 

made through the Shipping and Port Manager, British Rail, 

Parkeston Quay. 

WEDICAL: Prior notice through British Rail, Parkeston Quay, 

usirable to arrange attention. All services are available. 

TANKERS: A berth is available for tankers for the purpose of 

discharging and loading to the local oil refinery. 

DENSITY : 1025 (sea water). 

fRESH WATER: Fresh water can be supplied from quayside 

hydrants. 

FUEL: Can be arranged by either barge or road tanker. 

DEVELOPMENTS: Eastern end of Parkeston Quay to be lengthened 

due course to provide more container berths. 

GANGWAY/DECK WATCHMAN: Watchmen are not provided 

wrequired by the port, but ships may use their own watchmen. 

HATCHES: Opening and closing of hatches to be carried out by 

ship's crew. 

CARGO GEAR: There are 10 level luffing cranes, safe working 

fad averaging from 30 cwt. to 10 tons, which can be used for 

eee and loading. There are also 2 transporter cranes, 30 

fons SWL. 

IDENTIFICATION CARDS: Seamen's Identity Cards sufficient. 

CONSULS: Dutch, German, Danish, Belgian. 

REPAIRS: Minor repairs can be carried out by British Rail work- 

dy Parkeston Quay. As much advance notice as possible 

required, 

REPATRIATION: All facilities available. 

AIRPORT : Nearest is Ipswich, 22 miles; Southend, 70 miles. 

HOLIDAYS: All normal Bank Holidays. Only passengers and car 

taellers are dealt with at Parkeston Quay on these days. Freight- 

ines sail only if loaded before the holiday. Train ferries operate 

tormal services. 

SUCE/FIRE/AMBULANCE: Dial 999 and ask for service 
wired, 

TEPHONES:: Arrangements can be made, with advance notice 
n, 


RTHORITY : Shipping and Port Manager, British Rail, Parkeston 
y. 


HEYSHAM : 54.02 N. 02.55 W. 


DOCUMENTS : As for other British ports plus Walney Light Dues. 
LOTAGE: Trinity House Pilotage Service, Barrow District. 
mpulsory for all vessels of 50 tons gross tonnage and over with 
®xception of vessels of not more than 1,500 tons gross regularly 
‘ployed in the home and coasting trades and not carrying passen- 
Also see “Barrow-in-Furness”. 
DIO: Portpatrick Radio and Anglesey Radio. Heysham Harbour 
WAX VHF Channels 16 and 14. 
Tag SIZE: 400 ft. length, draft 17 ft. At Tanker pontoon, draft 21 ft. 
iN : None available. 
CHORAGES: Heysham Lake. $ mile N.W. of No. 1 Buoy. 
ition: 53° 59,4’ N., 3° 00.0’ W. Depth: 40 ft. at low water. 
IR RICTIONS: Entry possible at all states of tide. 
EN HING: Vessels may be berthed at any time. 
Re SITY : Salt water. 
SH WATER: Available from the quays. 


UNITED KINGDOM 


FUEL: Diesel and furnace by pipe-line —- any quantity. Gas oil by 
road vehicle. 

WATCHMEN: Ship's watchmen required. 

CREW: No restrictions on landing. 

AIRPORT: Nearest, Liverpool and Manchester; 60 miles. 
REPAIRS: Small repairs possible, no docking facilities. 
POLICE/AMBULANCE/FIRE: Telephone 999 in emergency. 
AUTHORITY: Shipping and Port Manager, British Rail. Tel. 
Heysham (0524) 52373. 


HOLYHEAD: 53.19 N. 04.41 W. 


DOCUMENTS: 

1 Crew List and where applicable a Passenger List. 

1 Pratique issued by Customs. 

1 Crew Declaration (C.142 for HM Customs). 

1 List of Consumable Stores (tobacco, snuff, alcohol). 

1 Declaration of Health. 

1 Cargo Manifest. 

1 Ships Report. 

PILOTAGE: Pilotage compulsory under Trinity House Authority. 
Local Pilot available on request. 

ANCHORAGES - PROHIBITED ANCHORAGE: The breakwater 
affords partial shelter to the outer anchorage and complete protec- 
tion to New Harbour; there are depths of from 19 to 42 ft. in the former 
and of from 17 to 40 ft. in the latter. 

The accommodation for vessels of deep draught in New Harbour 
is limited. Small vessels should always proceed into New Harbour 
and anchor in the South-western part, leaving the outer part and the 
roadstead for large vessels. The bottom is hard, overlaid with mud 
but the holding ground is sufficiently good if an adequate amount 
of cable is veered. During Easterly winds an uncomfortable sea is 
raised; vessels may then obtain shelter in the Eastern part of outer 
anchorage. Anchorage is prohibited within 14 cables on either side 
of the track followed by Mail Steamers from the head of the break- 
water to the entrance to Old Harbour; the limits of this area are 
shown on charts. 

MAX. SIZE: 

Inner Harbour is restricted to vessels of 15 ft. draft and vessels 
exceeding this draft will only be accepted after consultation with 
the Shipping and Port Manager. 

Outer Harbour: Vessels of approximately 60,000 tons can be 
accepted alongside the Anglesey Aluminium Jetty where the berth 
is dredged to 46 ft. at MLWS. 

TUGS: Available through Agents. Tugs up to 1,375 h.p. 

RADIO: Holyhead Radio, VHF Channel 16. No Port Radar. 
BERTHING: By prior arrangement with Shipping and Port Manager. 
STEVEDORES: No stevedores. Vessels loaded and discharged 
by British Railways dock porters. Outside vessels berthing at 
Public Quay can be discharged and loaded by making prior arrange- 
ments with Agent. 

MEDICAL: Medical Officer available. Stanley Sailors Hospital 
situated in close proximity to Harbour. 

DENSITY: Salt water (1025). 

FRESH WATER: Available at all berths within the Inner Harbour 
and alongside Anglesey Aluminium Jetty. 

FUEL: Fuel oil and diesel oil available provided that adequate 
warning is given to Agent. 

GANGWAY/DECK WATCHMEN: Required at all times when 
vessels are in port. 

REPAIRS: Repairs can be carried out by the British Rail (SISD) 
workshops, dry dock available: 

Dry dock: Length 412 ft., breadth 70} ft., depth on sill 20 ft. at 
spring tides. 

AIRPORT: RAF Station Valley, Anglesey (6 miles away). 
HOLIDAYS: Saturdays, Sundays and all public holidays. 
POLICE/AMBULANCE/FIRE: Tel. 999. 

TELEPHONES: No telephone connection for outside vessels. 
Public telephone within port limits. 

SERVICES: Compass adjusting can be arranged. 

SHORE LEAVE: Allowed. 

DEVELOPMENTS: A single-buoy mooring for Shell Oil for the 
discharge of crude oil, least depth 80 ft., expected to be operational 
late 1975. 

AUTHORITY: British Rail Shipping and International Services 
Division. Tel. (0407) 2304. 


HULL: 53.44 N. 00.14 W. (See Plan) 


DOCUMENTS: 
1 Maritime Declaration of Health. 
1 Crew's Effects List. 
2 Ships Report by Master. 
1 Home Office Form 1B6. 
1 Stores List. 
1 Certificate of Deck Cargo Tonnage. 
1 Grain Certificate. 
1 Light Certificate. 
1 Port Dues Certificate. 
1 Passenger List. 
1 Landing card for each passenger. 
Ships Certificate of Registry. 
Mercantile Marine Office Certificate - for British Ships only. 
Load Line Certificate. 
Safety Equipment Certificate. 
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Lloyds Certificate. 

Derat Certificate. 

Ships Register. 

Light Bills. 

Safety Radio Certificate. 

In addition Manifests and Bills of Lading are usually sent to Agents 

direct from the loading Port. 

PILOTAGE: A steam pilot cutter, having a black hull and buff 

funnel and with the word “Pilots” painted in large white letters on 

her sides, cruises in the neighbourhood of the Spurn Lightship. 

In bad weather conditions, the pilot cutter carries out her duties 

inside the river in the vicinity of the Bull Lightship or the No. 5 

(Gate) light buoy. 

Vessels bound to the Humber and requiring services of a Humber 
Pilot must give advance notice by signal through a GPO Coast 
Station to the Pilot Office, Hull, giving estimated time of arrival at 
Spurn, draft and destination preferably twelve hours in advance. 
Any adjustment to the time should be given at least two hours before 
arrival. 

Vessels wishing to communicate with the Pilot Cutter by radio- 
telephone direct may: 

(a) If within M.F. range (approximately 50 miles), call “Spurn Pilot” 
on 2182 kilocycles. As soon as contact has been established 
the Pilot Cutter will transfer to 2241, 2246 or 2301 or another 
licensed inter-ship frequency for passing messages; or 

(b) If within VHF range (approximately 20 miles), call “Spurn Pilot" 
on VHF Channel 16 (156.80 megacycles) and then transfer to 
Channel 6 (156.30 megacycles) for passing messages. 

ANCHORAGES: The undermentioned anchorages have been 

designated for the use of sea-going vessels. Masters are asked to 

co-operate by using these anchorages and to avoid anchoring in 
the Fairway or elsewhere. 

Spurn anchorage should normally be used by inward-bound 
vessels and Bull anchorage by outward-bound vessels and vessels 
awaiting a berth. 

Spurn Anchorage. From position A" 121° distant 3:65 miles from 

Spurn Lighthouse, in a 125° direction 1-60 miles; thence in a 020° 

direction 0-60 mile; thence in a 077° direction 1-00 mile; thence in a 

347° direction 0:70 mile; and thence in a direction 257° 2:40 miles to 

position “A”. 

Bull Anchorage. From Position A, 193° distance 2:1 miles from 

Spurn High Lighthouse, in a 090° direction 1-96 miles thence in a 
294° direction 1-76 miles, thence in a 274° direction 0-93 miles, thence 
in a 206° direction 1-0 miles, thence in a 116° direction 0-88 miles, 
thence in a 026° direction 0-55 miles to Position A. 
AIRPORT: Nearest is Leeds/Bradford, approx. 60 miles from docks. 
RESTRICTIONS: Vessels may be accepted through the day and 
night, the only restrictions being influence of tides, together with 
the undermentioned physical limitations. Although vessels may 
occasionally be penned into or out of the docks outside the high 
water period it is more usual for them to be handled during the 
period immediately prior to and following high water. 

MAX. SIZE: The maximum permissible dimensions for a general 

cargo/bulk carrier vessel (excluding tankers) requiring a berth in the 

enclosed docks are as follows: King George & Queen Elizabeth 

Docks, length 630 ft., beam 80 ft., draft 33 ft. 6 in. 

HEALTH: Pratique granted by Customs Authorities after berthing. 

If vessel from non-infected area pratique given after Master declares 

all well on board. If from infected area pratique given after Port 

Health Authorities doctor has examined crew and given health 

clearance to Customs Officer. In case of suspected illness Master 

can send radio to Port Health Authority — telegraphic address 

“Portealth"” Hull. Pratique is automatic when entering after calling 

at another port or ports in the U.K. and being granted pratique 

there, unless of course, illness has developed whilst on passage 
from previous U.K. port. 

RADIO: Portishead Radio - call sign GKL but when within 200 

Me of the Humber can go through Humber Radio - call sign 

GKZ. 

Humber Ports Operation and Information Service operates a 
VHF (FM) radio telephone service available to all vessels navigating 
the River Humber, from the Humber Pilot Office Building, Queen 
Street, Hull. 

A continuous watch is maintained on Channels 16 and 12. The 
call sign is ‘Hull Radio”. The telephone number is Hull 0482-35599. 
Telegraphic address “Humeruops”. 

The service provides information regarding the arrival, berthing, 
anchoring and departure of vessels and also information on naviga- 
tional aids, navigation generally, visibility, and the safety of vessels 
and persons. Tidal information, including the height of tide at Bull 
Sand Fort in the Lower Humber, is also available on request. A 
general broadcast giving weather reports, tidal information and 
navigational warnings is made by the Humber Ports operation and 
Information Service on Channel 12 every 2 hours commencing at 
dh i prior notification being given on Channel 16. 


Saltend Jetties 
Callsign, Saltend Radio 
Continuous watch maintained 
Channel 16, Calling and Safety 
Channel 19, Berthing Instructions for Tankers. 
King George Dock 
Callsign, King George Dock Radio 
Continuous watch maintained 
Channel 16, Calling and Safety 
Channel 20, Docking Instructions. 
Alexandra Dock 
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Callsign, Alexandra Dock Radio | 
Operating 5 hours before HW Hull until 3 hours after Hwy, | 
Channel 16, Calling and Safety " { 
Channel 5, Docking Instructions. q 
TUGS: Head boat normally joins vessel in vicinity of Salten 5 
2 miles from dock, and the other tug or tugs connect with 
when approaching the dock. Where vessel supplies own 
for towage these to be good stout hawsers. Wire ropes wily 
accepted. There is a charge for use of tug's hawsers. | 
BERTHING: 


r 

‘ 

Entrance lock Depth of wate 

Length Width at MHWS aly ‘ 

ft. ft. . in pot 

King George Dock 750 85 42 0 nl, 

Alexandra Dock and extension 550 85 33 4 8 ' f 
70 33 4 

Albert and William Wright Docks 320 80 28 1 5 ' . 

St Andrew's Dockandextension 250 50 28 11 My ' 
at MLWS 

River Pier, Alexandra Dock tidal 18 «6«6 ' 

Salt End Jetty Number 1 tidal 3520 

Salt End Jetty Number 2 tidal 30 9 : 
Salt End Jetty Number 3 tidal 35 0 


Riverside Quay tidal 18 6 
BULK HANDLING FACILITIES: Container terminal at q 
Elizabeth Dock equipped with 40-ton transporter crane. 

Roll-on/roll-off container services operated from King 

Queen Elizabeth and Alexandra Docks. Grain silo of 60,0y) 
capacity. 
STEVEDORES: Enable Agent order gangs important re 
accurate ETA particularly when week-end work involved. ly 
time to order gangs: Normal day work 0730 hrs. same mon | 
Saturday & Sunday 1100 hrs. Friday. 
MEDICAL: Necessary for Agents to be advised of any 
cases of illness in order that they can arrange for a doctor; 
necessary an ambulance to be available immediately on ber 
Hospital facilities available. 

If vessel required to remain in river awaiting berth arrangem 
can be made for any serious case to be taken from vessel by lift 
and conveyed to Grimsby for immediate Hospital treatment, 
TANKERS: The Oil terminal at Salt End handles refined org | 
refined chemical and petroleum products which are transis ! 
from the vessel along the oil jetties through a series of chen | 
and service pipes which range from 4 in. for chemicals, 8 inj ' 
12 in. for spirit and 16 in. for fuel oils and molasses. Facilitiesa ! 
able for the discharge of Slop residue. 

There are 3 tanker berths at Salt End and maximum dimeng | 
of vessels are length 670 ft., draft 34 ft. ' 
DENSITY: 1013/1015. 
FRESH WATER: King George & Queen Elizabeth Docks. Avil | 
at any time. Ex Quay. Rate of delivery - 15 tons per hour. / 

All other Docks. Available at any time. Ex Water Boat. Rae 
delivery — 100 tons per hour. 

If water required urgently after 1700 hours weekdays or on& | 
days or Sundays Agents must be notified in good time to et | 
them order men out. | 
FUEL: Fuel oil available, viscosity up to 3,500 secs. Reds 
Gas oil and diesel also available. At least 24 hours notice reqa! 
FIRE PRECAUTIONS: Copy of Handbook “Emergency Ara’ 
ments” is handed to Masters of Tankers. | 
GANGWAY/DECK WATCHMEN: Watchmen available if® 
red by Master. 

OPENING/CLOSING HATCHES: Can be carried out by# 
dores when ordered. Ship charged with actual cost, but # 
crew may do so if required. 

CUSTOMS ALLOWANCES: Foreign trade - max. allow 
$ Ib cigarettes or cigars or tobacco. Home Trade - (Elbe 
limits) half the above Wine and/or Spirits. Foreign Trade - 19 
opened. Home Trade - (Elbe/Brest limits) half the above allow 
CARGO GEAR: When working with ship's gear a Regist. 
Machinery, Chains and Wire Ropes, etc., with all Test Certifa 
and record of inspections to be produced to the stevedore be 
work commences. 


/ 

| 

CONSULS: | 

Tel. 

Belgium Hull 27464 Liberia Hull 224151 

Bolivia Hull 27301 Netherlands Hull 29841 
Denmark Hull! 26081 Norway Hull 224151 

Finland Hull 25781 Peru Hull 25121 

France Hull 27464 Portugal Hull 223391 

Germany _ Hull 25781 Spain Hull 23096 

Greece Hull 224151 Sweden Hull 26081 | 

Iceland Hull 224715 Thailand Hull 29925 

Italy Hull 224151 


REPAIRS: Facilities available for all types of deck and & 
repairs. ) 
DRY DOCKS: 

Largest Dock - King George No, 2. 


Length at cope level. 568 ft. 3 in 
Length on blocks. 520 ft. 
Width at cope level. 92 ft. 
Width at entrance. 72 ft. 
Depth of water on sill HMWS 27 ~ 11 in 

" : 


Depth of water on sill MHWN 23 ft 
Depth of water on block| MHWS_~ 29 i 
at entrance. MHWN 23 ft. 6 in. 

One further dock in King George Dock. Two further docks inf 
andra Dock. One further dock in Wm. Wright Dock. 


ATRIATION: Crew changes can be effected and repatria- 
wranged by sea Or air. ; : 

* «BST (British Standard Time) GMT plus 1 hour. GMT during 
geet months. 7 ' 

DAYS: Good Friday (movable Holiday); Easter Monday 
you! e Holiday); Spring Holiday (last Monday in May); Bank 
east Monday in August); Christmas Day (25th December); 
wee Day (26th December). ; 

ys and Sundays are non-working days but overtime work 
be arranged on a voluntary labour basis. Overtime work can be 
ged on all the above holidays on a voluntary labour basis. 
jpuce/ AMBULANCE FIRE: Emergency Calls — Police — Fire - 
ambulance - Coastguard - Dial 999. Ask the operator for the service 


PHONES: Can be placed on board at the majority of berths 
«King George and Queen Elizabeth Docks. 

VICES: Tank cleaning, facilities for discharge of tank washings 
esidue), compass adjusting, etc., available. 

RE LEAVE: Crew members allowed ashore. 

\UTHORITY : British Transport Docks Board. 


NT: Cory Brothers Shipping Limited, Queens House, Paragon 
Hull. Tel. 0482-23747. Telex: 52203. Cables: ‘‘Coryton Hull”, 


‘Coyship Hull’’. 


WMINGHAM and KILLINGHOLME: 53.37 N. 
00.12 W. (See Plan) 


pOCUMENTS: 
‘copy Immigration Crew and Passenger List, H.O. form 1.S.6. 
Supplied by Agent. 
{ copy Health Certificate form supplied by H.M. Customs & 
Excise, 
{copy Declaration of Goods obtained abroad or during a voyage, 
Form C.142. Suppiied by H.M. Customs. 
{copy Cargo Manifest. 
{copy Dangerous cargo List. 
PLOTAGE: Contact direct by R.T. on 2182 kc/s. or on VHF Chan- 
wi {6to Spurn Pilot at least 6 hours before arrival. Steam cutter 
yh Pilots’ painted on black hull. Cutter is usually in the vicinity 
Spurn Light-vessel, but for vessel having a draft of 36 ft. and over 
tepilot boards at the Humber light-vessel by special arrangements 
tween the Pilots and the Master. In bad weather contact either 
tepilot cutter direct or Humber or Hull Radio on VHF Channel 12, 
| wi they will advise location of pilot cutter. The usual international 
wendards are required for the ladder, etc., for use for boarding. 
fssel has to await Pilot, the pilot cutter will advise where vessel 
sto anchor, Portable VHF units are available on request by the 
aster to the Pilots. 
ANCHORAGES: Hawk and Sunk roads — Spurn and Bull anchor- 
aes, The pilot station will advise where to proceed to anchor and 
iso provide Pilot. See “Hull”. 
|RSTRICTIONS: No restrictions, vessels may enter the harbour 
| 8) or night. Maximum draft for entering harbour 34 ft. H.W. Com- 
wisory Pilots boarding Spurn Light-vessel, decide whether vessel 
tall proceed up river or anchor and await suitable state of tide. 
| WAX. SIZE: Tankers over 100,000 dwt., see ‘‘Tetney Terminal”. 
g| !mmingham Dock max. length 650 ft., breadth 86 ft., draft 34 ft. 6 in. 
National Coal Terminal, length no restriction, beam no restriction, 
tat average 30 ft. See “Berthing”. 
HEALTH: Pratique obtained by Master from H.M. Customs Water- 
pardon arrival. Any suspected disease or fever must be reported 
radio to Agent and Dock Master who will arrange for Port Health 
felor on arrival. Pratique is granted on arrival if no contagious 
isease on bpard. 
*ADIO: Humber Radio - 2182 kc/s. or VHF Channel 16. Dock Master 
-\HF Channel 16. Tankers use Channel 19. Also see “Hull”. 
3S: Will join vessel off dock entrance, optional use of tow lines. 
‘sing tug's tow lines, charge for this service £3 to £6, depending 
"vessel's length. 
THING: Unless Master or Agent indicates preference, the 
it Authorities will decide which side alongside. River Pilot decid- 
"3in conjunction with Dock Master most suitable berthing time 
harbour and river installations. 
" Stee! Corporation Ore Terminal: 
ins N.C.B. Terminal, Max. length 1,095 ft., max. draft subject to 
Soroach channel, 40-44 ft. 
|STEVEDORES: Firm ETA to Agent required if possible before 
v1 on previous day before arrival. 
a : No advance notice necessary for medical treatment 
TAN hospital facilities available. 
ia (ERS: Also see “'Tetney Terminal”. 
een Oil Terminal. Length up to 1,200 ft., breadth, no 
ition, draft depends on height of water in channel, average 


at Three 12 in. lines for crude oil. Two lines 12 in and 10 in. all 
ap cucts. One 8 in. line for bunkers. 

eh der Jetty. Length, no restriction, breadth, no restriction, 
bes pends on low water, average around 33 ft. 10 in., 8 in., 6 in. 
pcePends on Receivers. Bunker line available. 

‘pl Jetty. Length, no restriction, breadth, no restriction, 
Ki Spends on low water, average around 31 ft. 

tay gunolme North. Length 580 ft. max., beam, no restriction, 
Kil -6 in. One 8 in. line. One 4 in. bunker line. 


sqagholme South. Length 565 ft. max., beam, no restriction, 
Uns ft. One 8 in. line. Bunker line available. No slop tanks available 
ITY: In harbour 1019. 


UNITED KINGDOM 


FRESH WATER: Available all berths by hose. Rate of delivery 
20 tons per hour. 
FUEL: 24 hours notice required. All grades available. 
FIRE PRECAUTIONS: Copy of these regulations handed to the 
Master on arrival. 
GANGWAY/DECK WATCHMEN: Watchmen not usually em- 
ployed, but left to the discretion of the Master. 
PERNIE/ GEASS HATCHES: Normally carried out by steve- 

ores. 
CERTIFICATES: 

Ship's Register. 

Load Line. 

Safety Radio. 

Safety Equipment. 

Safety Construction and any British Light Dues Receipts. 

Derat Certificate. 
CUSTOMS ALLOWANCES: 8 days — 200 cigarettes per person 
approx. Wine/spirits, 4 days — 4 pt. per day; this depends on the 
Customs Officer's discretion. 
CARGO GEAR: This must comply with the Department of Employ- 
ment and Productivity regulations. Normally discharge carried out 
by shore cranes, although overside berths available. 
IDENTIFICATION CARDS: Seaman's book or passport suffi- 
cient for crew members going ashore. 
CONSULS: 

Finland - Immingham 2387 Norway - Grimsby 55324 

Greece - Immingham 2166 Sweden - Immingham 2387 
REPAIRS: All major repairs possible. 
DRY DOCKS: 1. Length 740 ft., width at entrance 56 ft. 
2. Length 600 ft., width at entrance 90 ft. 
REPATRIATION: All facilities exist for dealing with crews and 
passengers. 
AIRPORTS: Leeds/Bradford. Manchester/Ringway. Daily flights 
to London for international connections. 
TIME: GMT. Summertime, GMT plus 1 hour. 
HOLIDAYS: Good Friday, Christmas Day, Boxing Day are regarded 
as closed holidays. All other holidays work will be carried out. 
POLICE/AMBULANCE/FIRE: Police; Docks - Immingham 3441, 
2068, 2067; County - Immingham 2222. Ambulance; Docks - Im- 
mingham 3441; County — Cleethorpes 62912. Fire; 999 ask for Fire. 
TELEPHONES: Arrangements for ship's telephone on most 
quays. Jetty’s have public and company telephones available. 
AUTHORITY: British Transport Docks Board. 


AGENT: Cory Brothers Shipping Limited, Immingham Dock, 
Grimsby, Lincs. Tel: 04692-3801. Telex: 52309. Cables: ‘‘Coryton 
Imminghamdock,” “Coryship Imminghamdock.” 


INVERGORDON: 57.41 N. 04.10 W. 


DOCUMENTS: At Boarding on arrival: 

1 copy Maritime Health Declaration and Deratisation Exemption. 

Lists C.142 - Crew's declaration of dutiable and prohibited goods 
obtained abroad or during the voyage. 

Form |.B.6- List of members of the crew who are aliens or who were 
engaged outside the United Kingdom. 

List 142.A - Parcels list - small packages of merchandise and 
addressed packages not borne on the ship’s report. 

List of ship's surplus stores and live animals on board. 

Account of cargo in unregistered spaces (deck cargo) if arriving 
from a port outside Home Trade limits. 

At Customs House when making report: 

Form XS1.3 (in duplicate) - Master's report inwards. (A third copy 
is required if the vessel is carrying cargo for another United 
Kingdom port or for export.) 

Surveys 107 - grain-laden ships only. 

Surveys 104 - if carrying deck cargo from outside Home Trade 

limits. 

Forms PR.4, PR.8 or PR.10 - passenger returns in duplicate (one 
copy for Customs one copy for Immigration). Vessels with passen- 
gers only. 

Certificate of Registry. 

Certificate of British Tonnage. 

Light Dues Certificate relating to the vessel. 

Certificate of Pratique; Form C.101 — these forms are issued by 

the Customs Officer who first boards the ship. 
To the Agent: 

Bills of lading. 

Cargo Manifests. 

PILOTAGE: Pilotage compulsory except when under 300 tons 
gross. Cruising station of pilot boat is the Cromarty Lighthouse 
where Pilot will board. Pilot boat painted black hull, buff upper 
structure. 

Approaching vessels may give their ETA to pilot station via VHF 
Channel 16, when in the vicinity of 30 miles, but a 24-hour notice will 
be required. In the event of bad weather, vessels will be guided by 
pilot launch to safety where Pilot will board. 

ANCHORAGES: In vicinity of Cromarty Bank Buoy and Cromarty 
Ness Light. 

RESTRICTIONS: Vessels may enter between the hours 0600 and 
2200 hours when Pilot will be available. 

MAX. SIZE: Maximum permissible length 800 ft., draft 35 ft. 
HEALTH: International quarantine signals to be used. Advise 
“Portelth Dingwall" in advance if any suspected diseases on board. 
RADIO: Vessels approaching from North should pass their ETA 
cable via Wick Radio GKR 431, and vessels approaching from East 
via Stonehaven Radio GND 458 to their Agents. 


727 


ee ee ee ee enn 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey 


TUGS: Tugs are not stationed at port. For vessels 20,000 tons dead- 
weight and over, use of a tug is compulsory, advance notice required. 
Use of ship's lines our tug lines optional. No separate charge. 
STEVEDORES: None. Local labour employed. 

MEDICAL: Medical cases can be dealt with at short notice through 
local Agent. Hospital facilities available. 

DENSITY : 1022. 

FRESH WATER: Obtainable alongside quay. Rate of delivery. 
50 tons per hour, each hydrant. 

FUEL: This can be ordered through local Agent, delivery by road 
tanker, small quantities, notice required. 

GANGWAY/DECK WATCHMEN: Gangways supplied free of 
charge with vessel responsible while on board. Watchmen supplied 
by ship's personnel. 

OPENING/CLOSING HATCHES: Normally carried out by crew. 
CERTIFICATES: The following Certificates are required to be 
held on board for production when required: 

International Load Line Certificate. 

Safety Construction Certificate. 

Safety Equipment Certificate. 

Safety Radio Certificate. 

CUSTOMS ALLOWANCE: Following quantities are generally 
left out for use on board by each member of the crew: 

Ships arriving from foreign ports within Home Trade limits: 
Tobacco 125 gms. (4 oz. or 100 cigarettes). Spirits 0-185 litre (4 bottle), 
wine 0-375 litre (4 bottle). 

All other ships from foreign: Tobacco 250 gms. (8 oz. or 200 
cigarettes). Spirits 0-375 litre (¢ bottle), wine 0-75 litre (1 bottle). 
IDENTIFICATION CARDS: Not required. 

REPAIRS: None, small repairs carried out, advance notice re- 


quired. 

REPATRIATION: Can be arranged. 

AIRPORT: Dalcross Airport, operated by BEA, distance from 
Invergordon 45 miles. 

TIME: British Summer Time, 1 hour advanced on GMT. GMT in 
winter months. 

HOLIDAYS: 1st and 2nd January; 2nd Monday April; Last Monday 
duly; 1st Monday October; Christmas Day. 
POLICE/AMBULANCE/FIRE: Police, tel. Invergordon 222 or dial 
999; Ambulance, arrangements through local doctor, tel. Invergor- 
don 522; Fire Station, dial 999 and ask for their service. 
TELEPHONES: H.M. ships only. 

SHORE LEAVE: Allowed. 

AUTHORITY: Ministry of Defence (Naval)Bath. Admiralty Harbour 
Master, Invergordon. 


INVERNESS: 57.29 N. 04.14 W. 


DOCUMENTS: 

2 Crew Lists. 

2 Passenger Lists. 

Customs and Excise and Health Documents. 

Manifest. 

Bills of Lading, etc. 
PILOTAGE: Apply direct to Agent or to Pilot, telephone Kessock 
217. ETA 24 hours. Pilot equipped with VHF. Pilot cutter blue launch 
with letter P. Pilot station Munlochy Buoy. Location of anchorage 
while awaiting Pilot - Munlochy Buoy. 
ANCHORAGES: Munlochy Buoy in 5/8 fathoms. Beauly Basin in 
15 fathoms. Munlochy Bay in 5 fathoms. 
RESTRICTIONS: 24 hours entry at high water. 
MAX. SIZE: Ship maximum 280 ft. length, 20 ft. draft, high water 
springs. 17 ft. draft high water neaps. 
HEALTH: Pratique as per U.K. procedure. 
RADIO: Wick Radio 
TUGS: None. 
STEVEDORES: Arrange through Agent. 24 hours notice required. 
MEDICAL: Doctor available. 
DENSITY: 1012. 
FRESH WATER: Available on demand, 20 tons per hour, ex hose 
on quay. 
FUEL: Marine diesel and petroleum on request. 
GANGWAY/DECK WATCHMEN: Supplied by ship. 
OPENING/CLOSING HATCHES: Done by crew. 
CUSTOMS ALLOWANCES: Tobacco/Wines/Spirits. 
amount allowed by Customs and Excise. 

IDENTIFICATION CARDS: None. 

CONSULS: Netherlands, tel. Inverness 31171. 
REPAIRS: Possible. 
REPATRIATION: Facilities available. 
AIRPORT: Dalcross, 7 miles from Inverness. 
HOLIDAYS: ist and 2nd January; Easter Monday; July Bank 
holiday; First Monday in October; and Christmas Day. All official 
holidays, cargo work can be arranged on these days. 
POLICE/AMBULANCE/FIRE: Police Inverness 36111; 
Brigade Inverness 34633; Ambulance Inverness 31511. 
TELEPHONES: On Quay. 
SHORE LEAVE: Unrestricted. 
AUTHORITY: Inverness Harbour Trust, Harbour Master, Harbour 
Office, Shore Street, Inverness. Tel. 33291. 


Usual 


Fire 


IPSWICH: 52.02 N. 01.10 E. (See Plan) 


DOCUMENTS: Masters can conclude all documentation in port. 
Ship's Agent will give the necessary advice. 

PILOTAGE: Normal International signals for “! require Pilot", 
VHF Channel 16 calling, Channels 9 and 12 working. 30ft. launch 
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painted black, with word “Pilot” in white on side, available ay 
and Cork Light Vessels or Harwich Harbour. Desirable that : 
are advised of vessel's ETA at least two hours prior to Ad 
arrival at Harwich Roads or, in the Master's option, at eithertht 
or Cork Pilot Stations. 1 

A new pilot station has been established in the Orwell \y 
Centre at Ipswich Dock head. The station will be man 
0700 till 1900 by a duty Pilot, telephone Ipswich 211347, ws. 
receive orders, and requests for information, regarding the q 
of vessels in the Ipswich pilotage district. Pig 

Outside these hours, from 1900 until 0700 each day, all such 
and requests for information should be passed to the Orwelj hy 
tion Centre. Telephone 55093, for onward transmission to the 
Pilot at home. ' 
ANCHORAGES: No anchorages within port. All vessels yp 
ceed direct to berth, otherwise anchorage provided in He, 
Harbour. 

RESTRICTIONS: Vessels up to 1,500 grt taken up a 
draught not exceeding 16 ft. Maximum length of vessel 460 4 
mum draught 25 ft. 6 in. Large vessels navigate on flood tide ¢ 
Night Navigation: 

Vessels of up to 300 ft. length can navigate at any time prov 
the U.K.C.* is observed. 

Vessels between 300 ft. and 360 ft. in length can Navigate (pp 
ing the U.K.C. is observed) on a flood tide only. The deadly 
be HW at Harwich. 

Tankers of over 260 ft. in length will also not be allowed to nay 
during darkness. Chemical tankers are also restricted to da 
navigation only. 

* U.K.C.: Under Keel Clearance. 

MAX. SIZE: 460 ft. overall length and 25 ft. 6 in. draft. 
HEALTH: International signals. Master to contact Ship's & 
when disease or fever is suspected on board. Pratique auts 
for vessels calling at another port in the U.K. 

RADIO: Masters to contact ship's Agent through North Fom 
Humber, Niton or Portishead depending on position of vesse 
these radio stations hold cable addresses and staff telephone: 
bers of Agents. 

A 24 hour VHF radio facility has been established. Vessels ay 
should contact “Ipswich Port Radio" on VHF Channel 16 on ems 
the River Orwell and report and/or maintain a listening way 
instructed. Channels 14 and 12 will be used for the pass 
messages which should be restricted to the safety of navigaty 
persons. 

TUGS: Tugs available in Harwich Roads and it is customs 
tugs’ lines to be used, for which there is, of course, an adds 
charge on the towage. It is advisable for vessels to give 4/6 
notice of arrival at Harwich Roads. 

BERTHING: Vessels bound for berths in the Wet Dock # 
arrive off the lock two hours before high water. 

Cliff Quay: Length: 3,250 ft. (990 metres). 

Depth of water alongside: 28 ft. (85 metres) below LW 
Subject to silting. 

Approach Channel: 19 ft. (5-7 metres) below LWOST. 

Cranes: 15 portal jib cranes from 3-00 to 15-25 tonnes lifting cat 
and one derrick crane capable of lifting 32-5 tonnes at 9 ft! 
metres) radius, and 40 ft. (12:1 metres) outreach from the facet 
quay. 

Largest vessel which can be accommodated: 460 ft. (140-2 m 
overall in length, 25 ft. 6 in. (7-7 metres) draft inwards, 24 fi! 
(7-4 metres) outwards. 

The Quay handles containers and heavy lifts up to 32:5 tonne 
is particularly well equipped to handle cargoes direct to ani! 
both road and rail transport. The South end has been develow 
a modern terminal for handling all types of general cargo, inc# 
containers, flats and palletised units. Spacious modern transit®# 
together with a container park, are sited conveniently behint 
part of the Quay. Vessels up to 25 ft. 6 in. (7-7 metres) draft@ 
handled at the terminal. 

West Bank Terminal: Stage 1 of this terminal provides (1)? 
bulk general cargo berth 400 ft. (122 metres) in length dred 
20 ft. (6-09 metres) alongside. (2) Roll-on/roll-off berth with! 
121 ft. (36-9 metres) long and 23 ft. (7 metres) carriageway @ 
of taking a 45-8 tonne axle load. Water alongside 20 ft. (6:04 m 
at LWOST. 

Two quayside portal cranes, one of 10 tonnes and one of Si# 
capacity and a 60 ft. (18-29 metres) 50 tonne weighbridge havt! 
provided on Stage 1. 

Stage 2A (under construction) will provide one 300 ft? 
dredged to 20 ft. LWOST, and backed by 12 acres of land. 

The Dock: The dock is situated within the town of Ipswict 
some 26! acres (10°63 hectares) in extent and is approached! 
entrance lock 300 ft. (91-4 metres) long by 50 ft. (15-2 metres) wie 
ships up to 47 ft. 6 in. (14-4 metres) beam can be brought in. 

The following are the depths on the outer sill: At HWOST, 2" 
(7-16 metres). At LWOST, 10 ft. (3:04 metres). At HWONT, 2* 
(6:25 metres). At LWONT, 12 ft. (3-65 metres). 

Owing to the shape of the lock-pit modern vessels requ® 
following clearances: 


Beam Clearance 
40 ft. (12:19 metres) 3 ft. (0°91 metres) 
42 ft. (12°80 metres) 4 ft. (1:22 metres) 
45 ft. (13:71 metres) 5 ft. (1:52 metres) 


48 ft. (14:63 metres) 5 ft. 6 in. (1-67 metres) 


Inside, in addition to some 2,700 ft. (823 metres) of private? 
owned by merchants having warehouses or mills adjoining, 


geal vessels can berth, there are the following quays owned by the 
adhorty: ay: This quay is 800 ft. (244 metres) in length 

N) Soh We (579 metres) of water alongside at mean dock 

Oe quad is served by three modern 7-63 tonne portal electric 
he cranes and mobiles as required. 
bet, Public Warehouse, and End Quays total 940 ft. (286 

r ) in length and have a depth of water alongside varying from 
eat 65 metres) to 20 ft. (6-09 metres). Public Warehouse Quay 
an ere shed and warehouse space behind the quay and is served 

pile cranes capable of lifting up to 5 tonnes. 

») Tovell's Wharf is a 600 ft. (183 metres) reinforced concrete quay 
a it, (670 metres) of water alongside. It is served by two 4 tonne 
Hone § tonne electric travelling luffing cranes. 

Orwell Quay is 775 ft. (236 metres) in length, with 18 ft. (5-48 
re) of water alongside and includes a combined container and 
oon roll-off berth with a derrick capable of lifting 32:5 tonnes at 
yp it. (3414 metres). Two transit sheds, with a floor area of 96,700 
ft (8,983 sq. metres) are situated immediately behind the Quay 
¥ n together with further extensive covered and open areas. 
SrEVEDORES: Ship's Master normally advises his Agent of his 
TA, disposal of cargo on board, and all relevant details. The Agent 
ses this information to Stevedores. ut 
WEDICAL: All medical facilities available in port. Vessels requiring 
nedical assistance on arrival should advise all details by radio tele- 
one or on their ETA cables. ; 
TANKERS: It is desirable that when Master of a tanker gives an 
fTA he also indicates the size of pipe-line, size of connection and 
discharging point in order that necessary arrangements can be 
sade at discharging point of receiving oil terminal. There are no 
sop facilities at port of Ipswich, and all cleaning and gas-free opera- 
tons must be carried out outside precincts of the Harwich Harbour 
Conservancy Board. Only one tanker berth at Ipswich but there are 
sxintake points on quay and itis usual for four coastal tankers to be 
sccommodated, depending on the overall length and berth availa- 
pity, A maximum draft on the berth of 25 ft. 6 in. 
DENSITY: Approx. 1020 oz. depending on the amount of fresh 
water in river due to heavy rain. 
FRESH WATER: Available at all quays. Delivery by hose through 
meter at 10 tph. 


EL: 

Gas oil 35 secs. Redwood. 

Light fuel oil 200 secs. Redwood. 

Medium fuel oil heated 950 secs. Redwood, 

Heavy fuel oil heated 3,500 secs. Redwood. 

Atleast 24 hours’ notice required. 
GANGWAY/DECK WATCHMEN: No watchmen required by 
Port Authority, but sufficient men available at all times to move 
vessels, if necessary. 
OPENING/CLOSING HATCHES: Hatches opened by ship’s 


crew, 
CERTIFICATES: Following certificates are required by Agents in 
order to arrange Customs clearance: 

Ship's Register. 

Radio Certificate. 

Load Line Certificate. 

Safety Equipment Certificate. 

Derat Certificate. 

British Tonnage Certificate, if required. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes, or equiva- 
lentin tobacco, per man. Wine and/or Spirits, One bottle per man. 
CARGO GEAR: Cargo working gear is supplied by stevedores. 
Normally, quayside cranes are used for discharging and loading. 
In event of cargo gear being used in port, ship's gear certificate, 
duly certifying that all gear has been examined and is in every way 
beg suitable for discharge and/or loading of cargo, is to be 

uced, 

IDENTIFICATION CARDS: Not required as long as each crew 
member has in his possession a seaman's book and/or passport. 
eels: Vice-Consul for Sweden and Vice-Consul for Norway. 
REPAIRS : Only small repairs on board. 
REPATRIATION: Facilities exist at port for effecting crew chang- 
9 and arranging repatriation. 
ARPORT : A non-customed airport. 
TLIDAYS : Normal holidays for English ports. 
MK ME: GMT in winter months. Summer time, GMT plus one hour. 
SOLICE|AMBULANCE/FIRE: In emergency dial 999. Otherwise, 
me Ipswich 55811; Ambulance - Ipswich 56407; Fire - Ipswich 


psi LEAVE: Yes, allowed. 
*: THORITY Ipswich Port Authority, Old Custom House, Key 
‘eet, Ipswich, Suffolk. Tel. Ipswich 56011. 


AGENTS : Cory Brothers Ltd., Dock Head, Ipswich, Suffolk. Tel. 
81. Telex 98080 


ISLE OF GRAIN: 51.26 N. 00.43 E. 
SOCUMENTS:: 
renrtime Declaration of Health. 
rew's Effects List. 
Habs Report By Master. 
1 Stores ae orm 1,.B.6. 
Sint Dues Certificate. 
P's Certificate of Registry. 
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Mercantile Marine Office Certificate - for British Ships only. 

Load-line Certificate. 

Safety Equipment Certificate. 

Lloyds Certificate. 

De-rat Certificate. 

Ship's Register. 

Light Bills. 

Safety Radio Certificate. 

Safety Construction Certificate. 

PILOTAGE: See “Medway”. 

VLCC vessels enter and leave by North Channel. Special pilotage 
and entry arrangements apply. 

ANCHORAGES: Vessels proceeding to Isle of Grain must contact 
Medway Ports Operations Centre (VHF Channels 16 and 14) whena 
Genicoeres anchorage will be allocated appropriate to the size of 
vessel. 

RESTRICTIONS: Tidal port. 24 hour movements (except for 
vessels over 130,000 dwt. daylight berthing only at present), subject 
to tidal conditions and under-keel clearance appropriate to size of 
vessel. Minimum depth of approach channel 28 ft. LW. at present. 
MAX. SIZE: Largest size of vessel accepted to date, 280,420 
dwt. part loaded. 

HEALTH: Foreign arrivals to complete Maritime Declaration of 
Health. They are cleared immediately on arrival by either a port 
doctor or an officer of H.M. Customs depending on where the ship 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. European 
ports) and coastal arrivals need not present Declaration. In all cases 
when there is sickness on board the Port Health Authority must be 
informed preferably not more than 24 hours and not less than 4 
hours before arrival. 

RADIO: 

Notice of 72 hours and over - Portishead Radio. 

Notice of 12-72 hours - Landsend Radio. 

Notice up to 12 hours - from South, Northforeland Radio. 
from North, Humber Radio. 

RADAR/VHF: See “Medway”. 

TUGS: Six tugs available. Three of them equipped for fire-fighting. 

Tugs join and leave vessels at Garrison Point, Sheerness. Normally 

use tug lines, cost included in tug hire. 

BERTHING: There are eight main jetties, 1 to 8, and three coaster 

jetties viz. No. 1 Barge (No. 1 coaster incorporating No. 2 Barge) 

and No. 9 lub. oil jetty. 

Distance between the centre of jetties is as follows: Jetty nos. 
1 and 2, 859 ft.; 2 and 3, 831 ft.; 3 and 4, 814 ft.; 4 and 5, 818 ft.; 5 and 6, 
830 ft.; 6 and 7, 798 ft.; 7 and 8, 1,050 ft. 

There is strictly no maximum length for any vessel using a B.P. 
jetty berth, being dependent upon length of vessel on adjacent 
jetties. 

Large crude and black oil ships usually use North-east and jetties 
ie., 4, 5, 6, 7, 8. Very large ships (super-tankers) generally moor to 
No. 8 jetty on the first of ebb tide. 

Refinery stocks all sizes of connections and reducing pieces, etc. 
Slop facilities available at all main-line jetties. 

DENSITY: Approx. 1019. 

FRESH WATER: Available all jetties by pipeline. 

FUEL: Most grades available on all jetties. Advance notice advisable. 
MEDICAL: Advance notice of medical attention and inoculations 
required is advisable. Hospital facilities available in surrounding 


areas. 

FIRE PRECAUTIONS: No immobilisation or repairs allowed 
without prior authorisation. No hot-work allowed alongside jetties. 
Standard B.P. terminal regulations apply. 

GANGWAY/DECK WATCHMEN: Services of shore watchmen 
not necessary. Vessels’ own gangway used. 

REPAIRS: Local marine repair company can undertake repairs of 
general nature. No drilling or hot-work permitted alongside jetties. 
REPATRIATION: All facilities for repatriation by land, sea and 
air, through London and Dover. Attendance of British Ministry and 
Foreign Consulate officials arranged through Agent. 
POLICE/AMBULANCE/FIRE: Dial following extensions on re- 
finery internal system: Police 221; Ambulance and Fire 222. Medway 
Ports Operations Centre can be alerted on Channels 16 and 14 to 
call these services. 

TELEPHONES: Telephones (coin box) placed on board at Master's 
request. No charge for connection. 

GENERAL: Agents have difficulty in providing most services at 
week-ends, therefore, requests for Bond, cash, consular officials, 
etc., should be radioed as soon as possible. 

CUSTOMS ALLOWANCES: At the discretion of Local Customs 
Inspector. Normal allowances are equivalent of $ |b tobacco per man 
and equivalent of 1 bottle of wine per man. Allowances may be halved 
for home trade vessels. Vessels in port more than three or four days 
may receive extra allowances. 

taper British Standard Time is GMT plus 1 hour. GMT in Winter 
months. 


AGENT: William Hurst Limited, Foreshore Marine Offices, B.P. 
Refinery (Kent) Limited, Isle of Grain, Nr. Rochester, Kent. Tel. 
0634-29 235. Telex 96187 Hurst Grain. 


KING'S LYNN: 52.53 N. 00.15 E. (See Plan) 


DOCUMENTS: 

Pilot Note to be filled in and signed by the Master on completion 
of pilotage services both inwards and outwards. 

Cargo tonnage return to be completed by the ship's Agent. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


PILOTAGE: Pilotage is compulsory between an East-to-West line 
Mpa Bar Flat Buoy in the Wash and the Freebridge at King's 
ynn. 

Vessels may be boarded and unboarded by pilot cutter in the 
Wash from approximately 24 hours before high water between 
Daseley Sled, the Sunk Buoy and Roaring Middle Light Float. Un- 
less prevented by weather or breakdown a pilot cutter cruises be- 
tween King's Lynn No. 1 Light Buoy and the Sunk Light Buoy ap- 
proximately 2} hours before high water until such time as it is too 
late for a vessel to transit the Approach Channel on that tide. 

Requests for a Pilot sent at least 24 hours before the service is 
required (with amendments if necessary up to 12 hours before) to 
the Pilot Office, Common Staith, King’s Lynn (tel. King's Lynn 3411, 
telegrams “Conservator” King's Lynn) or through local Agent. 
The Pilot Office is at the Harbour Office and maintains VHF R/T 
watch on Channels 16 and 12 from 0900 to 1700 hours Monday to 
Friday and from 4 hours before high water until 1 hour after high 
water on each tide after 1700 and before 0900 hours. The Pilot Cutter 
listens on Channel 16 when on station and is fitted with Channels 
14, 12, 11 and 6 as working channels. 

No. 1 Pilot Cutter Gore Point is a 50-ft. steel craft with a blue hull 
and white superstructure. No. 2 Pilot Cutter Va/nic is a 50-ft. wooden 
craft with black hull and a buff superstructure. In the event of bad 
weather the pilot cutter on duty will fore-run vessels into Daseley 
Sled (52° 53” N. 0° 21” 5’ S.) before boarding Pilots. 

Requests for pilots for ships in port, should be made to the Pilot 
Office at least 2 hours before the Pilot is required to attend the ship. 
The signals to be used or displayed where the services of a pilot 
are required are in accordance with the provisions of the Merchant 
Shipping (Pilot Signals) Order, 1970. Pilots are boarded and unboar- 
ded directly to and from the Pilot Cutter as conditions allow. 
ANCHORAGE: In the Wash vessels anchor within an area boun- 
ded by the Roaring Middle Light Float and the King's Lynn No. 1 
Light Buoy and the Sunk Light Buoy. Anchoring close to No. 1 buoy 
in sufficient depth of water assists early boarding of Pilots. Depths 
of water minimum of 20 ft. 

RESTRICTIONS: King's Lynn Harbour is situated on the River 
Great Ouse about 2 miles inland from its mouth, at the South-East 
corner of the Wash. 

The shipping channel in the approaches to King's Lynn and its 
approaches in the Wash is subject to changes in depth and direc- 
tion as published on Admiralty Charts. 

Harbour Master will advise in advance upon the suitability of 
vessels and tides. To navigate the approach channel with sufficient 
under-keel clearance over shoal areas, the vessel's max. draft plus 
6 ft. should not exceed the height of the tide above dock sill. 

All ship movements are at high water, times in accordance with a 
position list maintained at the Harbour Office on the basis of informa- 
tion supplied in advance from Masters of vessels and their Agents. 

At the Docks entrance lock docking signals are exhibited from a 
signal mast. Gale warnings are exhibited from a signal mast on 
Common Staith. 

MAX. SIZE: Max. dimension for vessels entering the Harbour: 
length 260 ft., beam 45 ft., draft 11 ft., on lowest neap tides, and 17 ft. 
on highest spring tides. Access over high tide only. Harbour Master 
to be consulted for vessels approaching these limits. 

RADIO: The King's Lynn Conservancy Board operates in the River 
Great Ouse and its approaches in the Wash a VHF (FM) port opera- 
tions and information radio-telephone service in the International 
Maritime Band, call signs: ‘King's Lynn Harbour Radio" (Channels 
16, 12 and 11); ‘King’s Lynn Pilots” (Channels 16, 14, 12, 11 and 6). 

British Transport Docks Board operates a docks operations and 

information service, call sign: “King's Lynn Docks Radio (Channels 
16, 14 and 11). 
TUGS: Controlled by King's Lynn Conservancy Board and in 
attendance at the discretion of the Board's Harbour Master. Vessels 
joined in the Wash Approaches and/or lower reach of River Great 
Ouse (Marsh Cut). Vessels should provide own hawsers. If ordered, 
tug hawser available at £2 plus cost of damage in excess of normal 
wear and tear. 

Harbour Master may require any vessel to use and employ a 

tugboat. 
BERTHING: Alexandra Dock ; Size 780 ft. x 440 ft. Approached from 
the River Great Ouse and Kings Lynn Harbour by a lock 50 ft. wide 
and 200 ft. between gates. The depth of water on sill is 22 ft. to 26 ft. 
(springs) and 18 ft. (neaps). 

Bentinck Dock: Size 1,000 ft.x 400 ft. Connected with the Alex- 
andra Dock by a passage and gates over which pass two swing 
bridges. Double-sided jetty 235 ft. long. 

The quays of the two docks have a water frontage of approxi- 
mately one mile and provide a total of 18 berths. 

STEVEDORES: Gangs usually can be provided at minimum notice. 
Main commodities and handling rates: timber (60 tons pre-pack, 
pre-slung, per gang-hour), steel rods (70 tons per gang-hour), 
tinplate (90 tons per gang-hour), coal (75 tons per gang-hour), also 
roll-on/roll-off and container handling. 

TANKERS: Four tanker berths in enclosed docks. Discharge from 
vessels is to 6-in. connecting pipes feeding 8-in. pipes to storage 
tanks. 

MEDICAL: It is advisable to give advance notice of required medi- 
cal attendance via Agent. In emergency the Harbour Office will pass 
on requests received over the VHF R/T Port Operations and In- 
formation Service. For other medical information, refer to the Port 
Medical Officer of Health and H.M. Customs. 

FUEL: Available at berths alongside King's Lynn Harbour on 24 
hours previous notice. Light-grade fuel oil, gas oil, petrol and 
paraffin only. 
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FRESH WATER: Available on all berths through 4-in, 
hydrants from public supply. Pie 
OPENING/CLOSING HATCHES: Done by crew. Cranes 
able for heavy beams. 4 
GANGWAY/DECK WATCHMEN: Vessels responsiby 
providing own gangways at King's Lynn Harbour berths, q 
Regulations require the Master or other person having ‘in 
any ship or other craft to have a proper number of hands on 
to attend moorings and to comply with all the require 
directions of the Harbour Master or his Deputy or Assist 
CONSULS: Vice-Consul for the Netherlands and Germs, 
Vice-Consul for Sweden and Denmark. : 
REPAIRS: Limited facilities only available locally for Hull ang 
gine repairs. 

AIRPORT: Charter flights from Cambridge and Norwich 
about 45 miles from King’s Lynn. Regular flights from London (iy 
row) about 100 miles from King's Lynn. 
POLICE/AMBULANCE/FIRE: In emergency dial 999 and ay 
the service required. Normal service: Police — King's Lynn 
pe kapeiy - King's Lynn 3503 or 3910; Fire Service - King’s, 
HOLIDAYS: Cargo work usually available at overtime ray, 
Saturday and Sundays and on all public holidays. 
AUTHORITY: The King’s Lynn Conservancy Board, 
Office, Common Staith, King's Lynn, Norfolk. Tel. King's Lynn} 
and 3412. Cables: “Conservator” King's Lynn. 


KINGSNORTH: 51.25 N. 00.36 E. 


DOCUMENTS: See “London”. 

PILOTAGE: See “Medway.” 

ANCHORAGES: Vessels proceeding to Kingsnorth must cm 
Medway Ports Operations Centre (VHF Channels 16 and 14) vy 
qed anchorage will be allocated appropriate to the sizes 
vessel. 

RESTRICTIONS: Tidal port. 24 hour movements, subjectts; 
conditions and under keel clearance appropriate to size of jm 
Minimum depth of approach channel 28 ft. LW at present, 
MAX. SIZE: Max. lengths: 750 ft. No breadth restriction, } 
38 ft. alongside jetty. 

RADIO: Notice of 72 hours and over, Portishead Radio. Note 
12-72 hours, Landsend Radio. Notice of up to 12 hours, from& 
Northforeland Radio, and from North, Humber Radio. 
RADAR/ VHF: See “Medway”. 

TUGS: Six tugs available. Three of them equipped for fire fige 
Tugs join and leave vessels at Garrison Point, Sheerness. Now 
use tug lines, cost included in tug hire. 

BERTHING: Oakhamness Jetty: One tanker berth situated s 
end of a 1-mile long jetty with T-head cargo handling plet 
Vessels moor alongside dolphins abreast of cargo handling) 
form which is equipped with Chiksan rigid loading/dischargee 
each of 12-in. diameter. Depth alongside berth is 44 ft. belowa 
datum. 

MEDICAL: Advance notice of medical attention and inocu 
required is advisable. Hospital facilities available in surrout 
areas. 

TANKERS: Advisable radio Agents connection sizes rew 
No slop tank available. One large tanker berth only. 
DENSITY: Approx. 1018. 

FRESH WATER: Available by pipe-line on jetty. 

FUEL: Bunkers not usually available on jetty, but may be dele 
by barge. Advance notice essential. 

FIRE PRECAUTIONS: No immobilisation or repairs a 
without prior authorisation. No hot-work allowed alongside j@ 
GANGWAY/DECK WATCHMEN: Services of shore wattt 
not necessary. Shore gangway may be used. 

REPAIRS: Local marine repair company can undertake # 
of general nature. No drilling or hot-work permitted alongside? 
REPATRIATION: All facilities for repatriation by land, s#! 
air, through London and Dover. Attendance of British Minisi! 
Foreign Consulate officials arranged through Agent. 
POLICE/AMBULANCE/FIRE: Dia! 999 from public cal! 
Medway Ports Operations Centre can be alerted on Channel lf! 
14 to call these services. 

TELEPHONES: No facilities exist for placing telephones on 
GENERAL: Agents have difficulty in providing most serve 
week-ends, therefore, requests for bond, cash, consular 0%@ 
etc., should be radioed as soon as possible. 


AGENT: William Hurst Limited, Foreshore Marine Offices 
Refinery (Kent) Limited, Isle of Grain, Nr. Rochester, Kent. 
Telephone No. 0634-29 235. Telex No. 96187 Hurst Grain. 


LARNE: 54.51 N. 05.48 W. 


DOCUMENTS: See "'Belfast"’. 

PILOTAGE: Not compulsory, though private pilots operdlt! 
are engaged by ship's Agent. Pilots board off Fairway Buoy! 
VHF. Channels 16 and 14. 

ANCHORAGES: Inner anchorage in Larne depth up to 5 tat 
Anchorage outside Fairway Buoy exposed in N.E, winds. 
MAX. SIZE: Draught dependent on berth but maximum it 
MLWS, and 20 ft. at MLWN. Oil tankers proceed to Ballyi# 
Power Station which lies across Larne Lough directly 
Larne Harbour. Approach channel has depth of 30 ft. at ML 
berth has 35 ft. at MLWS. 
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: See “Belfast”. 
WEALTH “epatrick. : 
Ra . Not based at Larne, only heavy-duty motor launches, suit- 


wie for small vessels. As a rule tugs are not required for vessels 
our. 
Se Two berths are equipped with two 5-ton cranes 
abbing and general cargo work. Five berths are equipped with 
jp from 25 to 35-ton capacity for handling containers. Three 
are equipped with roll-on/roll-off ramps, capable of taking 
- to 160 tons and ships up to 70 ft. beam. 
VEDORES: Larne Harbour Ltd. carry out all the stevedoring. 
Twenty-four hours notice required for arrangements. : 
ICAL: No advance notice required for medical attention, a 
tal being situated 2 mile from harbour. No special inoculations 
vevorificates required. : 
ANKERS : One tanker berth in Larne Harbour. Depth alongside, 
ve below datum. Maximum length of vessel 260 ft. Pipe diameter 
fin, Discharging only. For Ballylumford, see ‘‘Max. Size”. 


: 1025. 
OES WATER: Unlimited by shore hose. Rate 7 to 10 tons per 


WEL: Fueling carried out by road tanker. Arrangements to be made 
hip's Agent. 

eNeWAY DECK WATCHMEN: Agents arrange watchmen. 

OPENING/CLOSING HATCHES: Performed by crew. 

CUSTOMS ALLOWANCES: Agents arrange with Customs. 

\DENTIFICATION CARDS: Not required. 

CONSULS: Norwegian Vice-Consul (C. S. Brown, F.I.C.S.) - 

lwne 2227. Other consuls in Belfast can be contacted through 

hip's A ent. ‘ } 

PAIRS: Limited repairs by local firms. Major repairs by Belfast 


firms. 

REPATRIATION: Yes. t 

AIRPORT: Twenty miles. Regular flights. 

HOLIDAYS: 12th and 13th July, Easter Monday and Tuesday, 
Christmas Day and Boxing Day. No cargo worked on these days. 
POLICE/FIRE/AMBULANCE: Dial 999 and ask for Emergency 
service required. 

TELEPHONES: Only on Cross Channel vessels. 

AUTHORITY: Larne Harbour Ltd., Larne Co. Antrim, N. Ireland. 
Tel, Larne 2604, 3110. 


LEITH: 55.59 N. 03.10 W. 


DOCUMENTS: 

Health Declaration. 

{ Crew Declaration Form C.142 (Tobacco List). 

1 Crew List. 

1 Passenger List. 

(Also see “"Glasgow”’.) 

PILOTAGE: Pilot station in Firth of Forth located at Inchkeith 
sland, Contact can be made with pilot cutters “Panther” and 
‘Gazelle’ on VHF Channels 16/14/12 and radio-telephone 2182. 
Pilot cutters - black hull with white superstructure. 

ANCHORAGES: Good holding ground at Inchkeith Island and 
leith roadstead depths 10-17 fathoms. 

RESTRICTIONS: None. Vessels can enter harbour day or night. 
MAX. SIZE: Governed by draft of vessels. Maximum permissible 
trait alongside in Imperial Dock 30 ft. and in Western Harbour 32 ft. 
HEALTH: Vessel boarded immediately alongside berth and 
pratique granted provided no contagious diseases reported on 
doard, otherwise quarantine restrictions imposed. 

Foreign arrivals to complete Maritime Declaration of Health. They 
ue cleared immediately on arrival by either a port doctor or an officer 
otH.M. Customs, depending on where the ship comes from and 
*hether there is sickness on board. 

Vessels arriving from ports within accepted area (N European 
ports) and coastal arrivals need not present Declaration. In all cases 
when there is sickness on board the Port Health Authority must be 
informed preferably not more than 12 hours and not less than 4 
hours before arrival, 

RADIO: Stonehaven and Cullercoats Radio Stations. 

GS: Attend inward-bound vessels in Leith roads. Tug's towline 
dailable but not compulsory. 
BERTHING: Vessels arriving on maximum permissible drafts of 
Nand 32 ft. normally docked by Pilots 14 hours before high water. 
STEVEDORES: ETA advices given by Master to ship's Agent 
a conveyed by them to stevedores. 

ADAR/VHF: No port radar service. VHF contact can be made 
oe Leith Harbour Radio on Channels 16 and 12. 

h DICAL: No advance notice of medical attention required. All 
He facilities available. 

on RS: One tanker berth available - maximum permissible 
te 30-31 ft. Discharge lines 6 in. and 8 in. No slop discharge facili- 


DENSITY: 1015, 
FUE WATER: Available alongside at all berths. 
BVELOPM 
ni NGWAY DECK WATCHMEN: Usually supplied by ship 
PENIIG watchmen arrangeable by special agreement. 

von ING/CLOSING HATCHES: Custom of the port is that this 


'$ Normall ; woe 
ceRTiFICATES out by ship's crew. 


UNITED KINGDOM 


Safety Radio. 

Safety Equipment. 

Cargo Construction. 

Deratisation Certificates. 

Light Dues receipt. 
CUSTOMS ALLOWANCES: Two hundred cigarettes in an 
opened carton or 4 |b cigars or 4 |b tobacco and one pint spirits. 
CARGO GEAR: No additional requirements necessary to comply 
fully with local safety regulations as all gear supplied by stevedores. 
IDENTIFICATION CARDS: Not required. 
CONSULS: 

U.S.A.: 3 Regent Terrace, Edinburgh. Tel. 031-556-2061. 

mee Germany: 16 Eglinton Crescent, Edinburgh. Tel. 031-337- 

23. 

Netherlands: 64 Commercial Street,. Leith. Tel. 031-554-1621. 

Spain: 100 Constitution Street, Leith. Tel. 031-554-5641. 

Finland: 29 Bernard Street, Leith. Tel. 031-554-4311. 

Greece: 7 Regent Terrace, Edinburgh. Tel. 031-556-1701. 
REPAIRS: Facilities available to carry out all types of deck and 
engine repairs. 

DRY DOCKS: Largest dry dock ‘Imperial’, length 550 ft., width of 
entrance 70 ft., depth over blocks at MHWS 23 ft. 9 in. also three 
smaller dry docks. 

REPATRIATION: All facilities available for effecting crew 
changes and repatriation by sea, air and rail. 

AIRPORT: Edinburgh Airport served by regular airlines and 
located approximately 9 miles from Leith. 

TIME: British Standard Time, GMT plus 1 hour. GMT in Winter 
months. 

HOLIDAYS: Public holidays observed annually: third Monday in 
April; first Monday in June; third Monday in September; Christmas 
Day (25th December); 1st and 2nd January. Cargo work can be 
arranged on all public holidays except 1st and 2nd January. 
POLICE/AMBULANCE/FIRE: Tel. 999 and ask for service 
required. 

TELEPHONES: No facilities available for placing telephones on 
board vessels. 

SERVICES: Compass adjusting facilities available. 

SHORE LEAVE: No restrictions. 

DELAYS: Minimal delays in berthing, loading and discharging. 
AUTHORITY: Forth Ports Authority. 


LERWICK: 60.09 N. 01.11 W. 


PORT LIMITS: Line drawn from Knab Point to Ham, Bressay. 
DOCUMENTS: See “London”. 

PILOTAGE: Pilot Office: At foot of Victoria Pier in Harbour 
Master's office. Lat. 60.09’ N., Long. 1.08’ W. 

Call Sign : Lerwick Harbour Radio. 

Frequencies; Calling: VHF Channel 16. Working: VHF Channel 12. 
Pilot Cutter: VHF Channels 6, 11, 12 and 16. 

Port Control: Fitted with VHF Channels 11, 12 and 16. Continuous 
watch is maintained 24 hours per day, seven days per week on Chan- 
nel 16 except when working vessels on Channel 12. 

Procedure; The Pilot Office controls the movement of all vessels 
arriving or departing by either entrance and all movement within the 
harbour from public or private quays or supply bases, whether such 
vessels are under the control of Pilots or not. 

(a) Vessels requiring pilotage should arrange with Agent not less 
than 24 hours before arrival. Vessels without Agent should contact 
Lerwick Harbour Master through Coast Radio Stations not less than 
24 hours before arrival. Vessels leaving ports less than 24 hours 
steaming away should advise time of sailing, projected speed and 
ETA at time of leaving last Port. Vessels inward from Continental 
Shelf should advise time of leaving location, projected speed and 
ETA at time of leaving last location. Amended ETA's should be 
advised 2 hours before the time given in the last transmitted ETA. 
VHF contact should be made with Lerwick Harbour Radio while 
still 1 hour away when final pilotage and berthing arrangements will 
be made. Port Control cannot guarantee a Pilot on station unless 
1 hour's notice is given. 

(b) ETA messages should also contain information on which 
harbour entrance is to be used, draft and length overall. Vessels 
entering by the South entrance will be boarded West of Kirkabister 
Lighthouse or near Knab Point if weather conditions are unsuitable. 
Vessels entering by the North entrance will be boarded abeam of the 
Green Holm and one half mile N.E. of Beosetter Holm. If boarding 
conditions in this area are unsuitable the South entrance must be 
used. 

(c) Pilot Cutter M.V. Bard is a 60 ft. converted wooden MFV. 
Black hull with large, white letter “P" on each bow, white upperworks 
and varnished wheelhouse. International pilotage signals are in use. 

(d) Outward vessels should call the Port Control 1 hour before 
departure when information on traffic movement will be given and 
arrangements for pilotage will be made. When moving within the 
harbour all vessels should maintain a continuous listening watch on 
Channel 16. All vessels moving within the harbour should report 
to the Port Control immediately prior to leaving the berth or anchor- 
age, whether a Pilot is on board or not. 

(e) Pilotage within Lerwick Harbour is compulsory, but all vessels 
not carrying passengers are exempt. : . 

(f) Telephone number of Lerwick Harbour Master and Pilot Station 
is Lerwick 3462. 

ANCHORAGE: Ample anchorages in harbour roads. 
MAX. SIZE: Vessels up to 20 ft. draft and 320 ft. long alongside 
berth; much larger vessels at anchorage. 
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RADIO: Wick Radio. Lerwick harbour radio VHF operating in 
office hours. 

BERTHING: Berths are available for the discharge of bulk cargoes, 
such as coal, grain, fertiliser, etc., by grab. At present no container 
or roll-on/roll-off facilities exist, but these are planned and itis hoped 
will be in operation by 1975. No berths available for handling liquid 
chemicals. Mobile cranes available with lifting capacity up to 30 tons. 
TUGS: No tugs available but pilot cutter will give towage assistance 
within her capabilities. 

STEVEDORES: Arranged through Agent. 

MEDICAL: Medical aid can be arranged through Agent or Harbour 
Master at any time day or night. 

TANKERS: Shell Oi! have their own discharging berth. 
DENSITY: Density 1025 at all states of tide. 

FRESH WATER: Available at all berths, 65 to 100 tons delivery per 
hour. No water boat. 

FUEL: Gas oil available on demand. 

FIRE PRECAUTIONS: Non-smoking regulations in operation 
inside all transit sheds and at oil berth. 

GANGWAY/DECK WATCHMEN: Ships usually supply own 
watchmen. No fixed sum if shore watchman is employed. 
OPENING/CLOSING HATCHES: Crew opens hatches. 
CUSTOMS ALLOWANCE: Tobacco, wine/spirits; at the dis- 
cretion of the Customs and Excise. 

IDENTIFICATION CARDS: Foreign seamen have to supply same 
if left behind, i.e. hospital, etc. 


CONSULS: 
Denmark, Lerwick 34 
Finland (Vice), Lerwick 1057 


France (Consular Agent), Lerwick 1057 


House 1060 
Germany Lerwick 191 
Iceland Lerwick 34 
Netherlands (Vice), Lerwick 1057 

House 57 
Norway, Lerwick 1057 

House 57 
Sweden (Vice), Lerwick 56 


REPAIRS: Repairs to fishing vessels and other small craft. 
DRY DOCKS: No dry dock available, slip available to take small 
vessels up to 100 tons d.w. 

REPATRIATION: Facilities exist. 

AIRPORT: 25 miles to airport. Two services per day in summer, 
one in winter, operated by BEA. 

HOLIDAYS: Scottish holidays. Working can be arranged on these 
days if so desired. 

POLICE/AMBULANCE/FIRE: Police, Lerwick 10; Ambulance, 
Lerwick 751; Fire, Lerwick 318. 

TELEPHONE: Ships telephones can be arranged. 

SERVICES: No tank-cleaning equipment. Compass adjuster can 
be procured if necessary. 

SHORE LEAVE: No restrictions. 

AUTHORITY : Lerwick Harbour Trust, 1 and 2 Alexandra Buildings, 
Lerwick. Tel. Lerwick 191, or Harbour Master, Lerwick 3462; night 
or day. 


LIVERPOOL: 53.32 N. 03.19 W. (See Plan) 


DOCUMENTS: Required on arrival, Crew List Form 1|.B.6 to be 
completed; this list to include all passengers and any British subjects 
who joined vessel outside of U.K. If any person falling into this 
category should be on board they must not leave until permission 
to land is granted by Immigration Officer. 

Customs Form C.142, Declaration of goods obtained abroad or 
during a voyage, must be completed and signed by Master, and 
each crew member. Health Declaration must be completed. Above 
forms should be obtained from Pilot. 

Manifest and Bills of Lading should be forwarded to vessel's 
Agent so as to be available before vessels arrival. 


Ship's Papers Required: 
Ship's Register. 
Certificate for British Tonnage (if issued). 
Safety Equipment Certificate. 
Safety Radio Certificate. 
Safety Construction Certificate. 
International Load-line Certificate. 
Derating Exemption Certificate. 


PILOTAGE: At least 48 hours before arrival, inward vessels should 
give ETA Lynas/Mersey Bar to Agent. Agent will then arrange dock- 
ing and advise Pilot Office, the Master will receive radio giving final 
docking instructions. 

Pilot Station. Vessels arriving from South should take Pilot on 
board at Point Lynas, Pilot Station 1, which shall extend between 
imaginary lines drawn on the true bearing of North and South from 
Middle Mouse Island and on the true bearing of North from the 
Great Ormes Head. 

Vessels arriving from North should take Pilot at Mersey Bar Pilot 
Station 2, which shall extend between imaginary lines drawn on the 
true bearing of North from the Great Ormes Head on the true bearing 
of North and South from the Bar Light-float, at the entrance to the 
principal buoyed channel leading to the Mersey. 


VHF Channel Call Sign Channel ‘Frequency 
Mics 

Point Lynas Station Lynas Pilot 16 156.80 

Mersey Bar Station Bar Pilot 6 156.30 
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Description of Pilot Boats. Black top sides with 2 in. yellow Tibbs 
and white boot topping to water line. Yellow funnel with black 
The name “Liverpool Pilot" painted on each side. % 

In heavy weather if Master of the pilot boat considers it im 
to send a launch to put a Pilot on board an incoming vesse| hew 
hoist signals to that effect. At night he will signal, viz. a red 
technic light shown simultaneously with the flare-up light. ” 
ANCHORAGES: In the event of berths not being readily ayaj 
for vessels, normally they must wait at the Mersey Bar Anch 
which is in the open roadstead. There are river anchorages, 
these are only usually for vessels about to enter the dock syster 
RESTRICTIONS: No restrictions on night entry, tidal restrictcy 
depend on vessel's draft and to which berth vessel Proceedins 
larger vessels usually have to wait for high water. 

MAX. SIZE: Tranmere: up to 48 ft. (14-6 m.) draft dependent On tis 
Birkenhead: up to 29 ft. (8-8 m.) draft. Liverpool Docks: up to ys 
(12-2 m.) draft. ‘ 
" Seaforth Dock: 50 ft. (15:2 m.) of water depth, up to 75,000 ny 

wt. 

HEALTH: Maritime Declaration of Health Form must be Complety 
and handed to Customs Officer or Port Health Officer, whoever fg 
boards ship. This form is obtainable from Pilot. In event of » 
suspected disease or fever on board, or if ship has called luriy 
last 4 weeks at any port in Brazil, China, Indo-China, India, Pakisis: 
Burma, Columbia and the port of Dar-es-Salaam, West African pot 
between latitude 20° North and 20° South, the Master should, pw 
to entering port, make radio contact with Liverpool Port Hess 
Authority, via Anglesey Radio or port radar station (Signa 
“Portelth Liverpool") giving them following information: 

1. Name of Ship. 2. Date of departure from and name of lasts 
fected port. 3. Number, ages and sex of any cases of infecting 
diseases or other relevant information. 4. Expected time of any 
at Rock Light. Before reaching the Rock Light if medical clearan 
has not been obtained the following signal must be display: 
by day - fly the flag signal “Z W". By night - show red light o 
white light. 

When medical clearance is obtained pratique will be issued: 
discretion of Customs Officer. 

If there is no suspected disease on board and vessel has 
called at any of the above ports listed, Master can radio for fe 
Pratique. Unless otherwise instructed, Customs Officer will aw 
issue pratique. 

Vessels arriving from another U.K. port do not require pratie 
or health clearance. 

RADIO: Portishead Radio, call sign: GKL; Landsend Radio, # 
sign: GDL; Wick Radio, call sign: GKR; but on approaching Lie 
pool, the local radio station is Anglesey Radio, call sign: GLY. 
RADAR/VHF: The port radar service extends seaward w 
Liverpool Bay for radius of 20 miles from the station and in the Riv 
Mersey as far South as Eastham. Continuous R/T watch is me 
tained. Calling Channels: 


Hague 
Channel Frequency 
Station Call Sign Number Mics. Remarks 
Liverpool Port Mersey Radio 16 156-80 Calling and salt 
Radar Station 
12 156-60 Port operations 
general 
18 156-90 
161-50 
49 ) Port operations 
* woe radar informatie 
and general 
A continuous watch is maintained on all channels at Port Ret 


Station. 

TUGS: Join vessel after passing Rock Light. Normally use ™ 
lines but optional. Charge for tug's hawsers. 
STEVEDORES: Earliest possible ETA to be given to a 


gangs. 
MEDICAL: If doctor is required to attend immediately on art’ 
vessel, prior notice will be required, but generally doctor is are? 
for most convenient time after vessel's arrival. All seamen s™ 
be vaccinated against smallpox. ae 

Hospitalisation is available, but seamen will only be admit 
immediate treatment is required. It is preferred for foreign se” 
requiring hospital treatment to be repatriated, if able to trave. 

Dentist available by appointment only. , 
BULK HANDLING FACILITIES: Seaforth Grain Termite’ 
signed to accommodate up to 75,000 tons dwt. vessels, length & 
Max. draft 42 ft. Discharge capacity up to 2,000 tons per hou! 4 
marine towers with storage for 100,000 tons. 

The container terminal at Seaforth Dock provides four bee 
each 900 ft. in length, max. draft 42 ft. Equipment includes 
container cranes and 24 straddle carriers. we 

Four berths equipped for container handling provided 
side of Seaforth Dock. Each length 900 ft. depth 42 ft. 

Bulk handling of sugar at North side, Huskisson Branch Dew 
3. Two berths each equipped with four grab cranes delivering 
to conveyors. # 

Iron ore is handled at North Bidston Dock. This berth hee! 
frontage of over 1,000 ft. and can accommodate vessels i 
draft. There are three transporters, each with an hourly he 
capacity of 350 tons which discharge either into road or rail 
via 175-ton hoppers, or into coasters or barges. } 

At Cavendish Quay there are two 20-ton cargo level 
cranes with a grabbing capacity of 15 tons. Each crane is ® 
to handle up to 450 tons per hour. The loading of bulk 


ther road OF rail wagons is speeded up by the use of two 100-ton 
el acity mobile weigh hoppers. = at ‘ 

Duke Street Wharf also has specialised facilities for the handling 
f these commodities. There are four 74-ton electric level luffing 
: nes, each with alifting speed of 250 ft. per minute. There is good 
a access to this berth where vessels drawing up to 284 ft. can be 
accommodated. 

Packaged forest products are handled at two adjacent berths at 
Seaforth with a combined quay length of 1,400 ft. with a back-up 
rea of 18 acres which includes approximately 15 acres for timber 
stacking with a Bmpr pines barn. An overflow berth is provided 

nada Dock. 
a North 3 ndled at the following berths: North 2 Alexandra, South 
West Canada, and South No. 2 Seaforth. Seaforth meat terminal, 
with an 800 ft. quay, can handle the largest refrigerated ships in 
ission. 
eae six berths in the port with roll-on/roll-off facilities, namely 
South No. 3 Seaforth, North Carriers Dock, the B and | Terminal, 
Princes Dock, Nelson Dock and North 3 Canada. 

Birkenhead: East Tower grain berth can accommodate vessels up 
to 630 ft. length, max. draft 29 ft. 6 in. ; 

Buchanans Mill, max. length 475 ft.* draft 28 ft. 6 in.; Ranks Mill, 
max. length 475 ft.* draft 28 ft. 6 in.; Spillers Mill, max. length 450 ft.* 
draft 28 ft. 6 in. : 

* Up to 500 ft. by special arrangement. ; : 

TANKERS: Oi! tanker cleaning and slops discharging may be 
carried out at Rock Ferry Tanker Cleaning Jetty. 

Tranmere South Stage - Capable of accommodating tankers up to 
100,000 tons deadweight, maximum draft 40-48 ft. (12:20-14-60 m.), 
depending on height of tide. : 

Tranmere North Stage - Capable of accommodating tankers up 
to 200,000 tons deadweight after lightening to 140,000 tons, maximum 
48 ft. (14-60 m.) at high water. 

Dingle Tanker Buoys — River mooring for tankers of 20,000 tons 


dwt. 

Queen Elizabeth I! Dock, Eastham — 4 berths - can take vessels of 
28,000 tonnage dependent on height tide and vessels dimensions. 
(See “Manchester”’.) 

DENSITY: River Mersey salt water. Docks approximately 1020. 
FRESH WATER: Available at all berths, ex quay. No water barges 
available. Rate of delivery 15-20 tons per hour. 

FUEL: Most major oil companies are represented and can supply 
range of fuels of various viscosities. Notice required depends on 
the berth at which vessel is lying as bunkers are supplied ex lighter 
at most berths. Notice required can vary depending on availability 
of barges, but generally at least three to four days notice is required. 
FIRE PRECAUTIONS: Tankers may not carry out repairs whilst 
at discharging berth unless permission is obtained from Harbour 
Authorities. Fire precautions notice is placed on board by Harbour 
Authorities. 

GANGWAY/DECK WATCHMEN: Watchmen not necessary 
but available if required. 

OPENING/CLOSING HATCHES: Carried out by ship's crew for 
bulk cargoes and by stevedores for general cargoes. 

SHIP'S CERTIFICATES 

Register/Certificate of Measurement. 

Certificate of British Tonnage (if issued). 

Safety Radio Certificate. 

Safety Construction Certificate. 

Safety Equipment Certificate. 

Load-line Certificate. 

Derating Certificate. 

Cargo Gear Test Certificates. 

CUSTOMS ALLOWANCES: Crew members who remain on 
vessel during vessel's stay in port may be allowed, under certain 
conditions, to keep for their own use on board small quantities of 
any tobacco, spirits and other goods declared on Customs Form 
C142, The amount allowed depends on the number of days the 
vessel is in port. 

CARGO GEAR: Cargo Gear Certificates must be produced with 
the necessary up-to-date endorsement. 
IDENTIFICATION CARDS: Not required. 


CONSULS: The following countries have representatives in 
Liverpool: 


Argentina France Paraguay 
igium Germany Peru 

rl Greece Philippines 
ne Haiti Portugal 

C vad ' Iceland Spain 

ne lombia Italy Sweden 
“ra Japan Thailand 
Eominican Republic —_ Liberia Uruguay 
eI — Netherlands U.S.A. 
faa Norway Venezuela 
REPAIRS: Panama 


Alltypes of deck and engine repairs can be carried out. 
tn YDOCKS: Largest - length 950 ft.x 140 ft. Also 27 smaller 


RPATRIATION : Can be effected, but must be arranged through 

A PORT tmmigration clearance can be arranged. 

Service to City Centre to Airport approximately 7 miles, regular 

P Spondon for international connections. 

at el Standard Time, which is one hour in advance of 

HOlipayae" Time, reverting to GMT in Winter months. 

in May: | S: Good Friday; Easter Monday (alterable); last Monday 

Vichy tt Monday in August or first Monday in September, 
‘ may be closest to August 31st. December 25th-26th. 


UNITED KINGDOM 


Weekly holidays Saturday, Sunday. Cargo can be worked on official 
holidays, other than 25th-26th December, also arrangements can 
be made for cargo to be worked on Sundays. 
POLICE/AMBULANCE/FIRE: Telephone 999, ask for service 
required. 

TELEPHONES: A temporary telephone can be placed on board a 
vessel, at most berths, whilst in port. 

SERVICES: Tanker cleaning and slops services at Rock Ferry 
Tanker Cleaning Berth. Compass adjusting, D.F. Calibration can be 
arranged. 

SHORE LEAVE: All bona vide crew members may be granted 
temporary shore leave during the vessel's stay in port, on condition 
that they leave in the same ship. This permission does not apply to 
any alien member of the crew who is refused leave to land by an 
Immigration Officer, or to whom an Immigration Officer has given 
notice prohibiting him from landing without leave. 
AUTHORITY: Mersey Docks and Harbour Company. 


AGENT: Lambert Brothers (Shipping) Ltd., Peel House, 5 Harring- 
ton Street, Liverpool, L2, OQQ. Tel. 051-236 7206 and 051-236 3644. 
Telex: 62510. Cables ‘‘Lambert Liverpool”. 


LONDON and Thames District: 51.30 N. 0.05 W. 
(See Plan) 


PORT LIMITS: The seaward limit means lines drawn from 51° 
37’ 00” N. 00° 57’ 19” E. (Foulness Point in the county of Essex) to 
51° 46’ 05” N. 01° 20’ 32” E. (Gunfleet old Lighthouse) and thence to 
51° 26’ 36” N. 01° 25’ 30” E. and thence to 51° 24’ 55” N. 00° 54’ 21” E. 
(Warden Point in county of Kent). 

An arrived ship is considered (subject to Charter Party terms) to 
have arrived when vessel is instructed to anchor at a designated 
anchorage, as ordered by the Port Authority, if berth where vessel's 
Operations are to be carried out is not available. Otherwise when 
vessel is alongside. Usual anchorage for larger vessels is below 
Southend, which is allocated to vessels by the Port Authority. 
DOCUMENTS: 

1 copy of HM Customs and Excise form C.142 to be completed 
showing each crew members declaration as to the amount of 
cigarettes, tobacco, spirits, wine, radios, lighters, etc, belong- 
ing to them on board the ship to enable Customs to ascertain if 
in conformity or excess of requirements. 

1 copy of HM Immigration Office (pink form) showing Master's 
declaration of crew members on board. 

1 copy of List of Passengers on board, showing names, place of 
joining vessel, passport details. 

Ship's Register to be available for inspection on arrival. 

List of space occupied by cargo in unregistered space. 

Chief Engineer's declaration as to the quantity of fuel carried in 
double bottom tanks. 

Details of any livestock on board. 

Ship's Stores declaration arrival Form C14 to be completed. 

Details of previous ports of call. 

PILOTAGE: Pilotage by licensed Pilots in London pilotage district 
is compulsory unless previous exemption is granted. 

Vessels approaching from South enter the pilotage area off 
Folkestone Harbour position (lat. 51° 04’ 37” N. long. 01° 11’ 21” E.), 

Vessels approaching from the North collect the Pilot at Sunk Pilot 
Cutter which operates in the vicinity of the Sunk Light Vessel off 
Harwich. Also see “Harwich”. 

Radio Communication - General: The maximum range for radio 
messages is about 20 miles for VHF. The shore pilot stations and 
shore based fast launches operate on VHF only. 

Attempts to establish communication at extreme ranges cause 
much unnecessary interference. The first estimated time of arrival 
should be sent through a Post Office Coast Station giving at least 
one hours’ notice of the ETA. Anything less than one hour's notice 
must involve ships in delay. The maximum range for MF radio 
messages is about 50 miles. 

Ships should if possible remain in direct radio contact with the 
pilot launch or pilot vessel on their approach, as this facilitates 
shipping the Pilot. 

FOLKESTONE PILOT STATION 

Pilot launches, with black hulls and white wheelhouses and flying 
the pilot flag, operate from a shore station at Folkestone to provide 
Pilots for ships making the port of London and other ports in the 
London Pilotage District and to disembark Pilots from outward- 
bound ships. The conspicuous building is 77 ft. high and flies a 
pilot flag by day; by night it displays an illuminated sign with the 
word “Pilots”. The launches normally ship and land Pilots in a 
position 225° distant one mile from Folkestone Pier Light in fine 
weather but farther off in bad weather. 

A shore VHF station is maintained at Folkestone (lat. 51° 04’ 37” N. 
long. 01° 11’ 26” E.), and all requests to ship and land Pilots off 
Folkestone should be made to it. 

Ships requiring a Pilot at the Folkestone Station should give the shore 
station, 12 hours in advance and through a Post Office Coast Station, 
their estimated time of arrival, gross tonnage, maximum draft and port 
of destination. Any adjustment to this time should be given at least two 
hours before arrival. The message should be addressed to “Pilots 
Folkestone”’. 

The following Channels are in use by Folkestone Shore VHF 
station (call sign ‘Folkestone Pilots Radio”): 

Channel 16 (Calling): A 24 hour listening watch is kept on this 
Channel, and ships should make contact on it. 

Channel 9 (Working): After initial contact has been made on 
Channel 16, a transfer should be made to Channel 9 for the exchange 
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of operational messages. It is stressed that the shore station has no 
other working frequency and that ships wishing to communicate 
with it must have Channel 9 fitted. 

Masters of ships approaching Folkestone are advised to maintain 
alistening watch on Channel 16 sothat they can receive any messages 
for their ships from the pilot station. 

Masters are warned that it is difficult to receive VHF signals from 
Folkestone when their ships are to the westward of Dungeness 
owing to the presence of very large buildings. 

The station is manned by a duty Pilot and is equipped with telex, 
telephone, radar and a daylight signalling lamp. The communica- 
tions details are: 

Tel. Folkestone (code 0303) 56766. 
Telex 96381, Pilots Folkestn. 
Teleg-aphic address “Pilots Folkestone”. 

Ships without VHF should send any amendment of their ETA in 
sufficient time to allow its delivery through the Post Office telex 
network. Ships without VHF should also establish their identity by 
visual means during their final approach. 

N.E. SPIT 

Ships bound to or from ports between Amsterdam and Dieppe 
inclusive may land or ship their Pilots by means of a pilot launch 
which operates as required, but does not cruise, in the vicinity of the 
North-east Spit Buoy, but it is emphasised that ships from beyond 
these two ports or bound to ports beyond them are required to ship 
or land their Pilots at the Sunk or Folkestone pilot stations. 

A shore VHF station operates from North Foreland Lighthouse 
(51° 22’ 27” N., 01° 26’ 49” E.) which is linked by land-line to the pilot 
station at Folkestone. The call sign is “Margate Pilots Radio”and the 
only Channel available is Channel 9. A 24-hour listening watch is 
kept on this Channel. 

Advance notification of ships requiring services of a Pilot at the 
North East Spit should now be given 6 hours beforehand through a 
Post Office Coast Station, addressed “Pilots Folkestone”, or by 
telephone to Folkestone (code 0303) 56766 or telex 96381. 

“Margate Pilots Radio” should then be contacted when within 
VHF range. 

There is a Reserve radio station, call sign ‘Margate Roads Pilots 
Radio” situated at Margate Pier Head (lat. 51° 23’ 40” N., long. 01° 22’ 
54” E.) with Channel 9 which should be used if ships are unable to 
contact the main transmitter at North Foreland Lighthouse. 

Communication with Margate pilot launch may be made on 
Channel 9 VHF. A ship about to ship or land her Pilot should keep in 
radio contact with the pilot launch. 

Ships without VHF should send their ETA or any subsequent 
amendment in sufficient time to allow its delivery through the Post 
Office telex network. 

It is emphasised that in bad weather the pilot launches operating 
from Margate have difficulty in working and therefore in providing 
a fast and prompt service. 

RIVER MEDWAY 

Messages for the Medway Pilots may be passed through the 
launches of the Medway Ports Authority, call sign “Medway Patrol”. 
They keep a continuous watch on 2,182 kHz. 

Ships bound for the River Medway are requested to call on 2,182 
kHz., when 20 to 30 miles from Sheerness, stating their estimated 
time of arrival, requirements and draft. When contact has been 
made on 2,182 kHz ships should transfer to 2,241, 2,246 or 2,301 kHz 
or other licensed intership frequency for passing messages. Ships 
may also call the Medway Port Operations Service, call sign Medway 
Radio, when within 20 miles of Sheerness, on VHF Channel 16, 
transferring to Channel 14 for passing messages. 

Sea Pilot leaves vessel at Gravesend when River Pilot boards tor 
final river passage. 

PROCEDURE FOR OBTAINING THE SERVICES OF A LICENSED 
TRINITY HOUSE CHANNEL PILOT 

Ships outward bound from above Gravesend: Masters are requested 
to give advance notice of estimated time of arrival at Gravesend. 
Masters of ships fitted with VHF may pass this information direct to 
Gravesend Radio on the appropriate Port Operations Channel. 

Channel Pilots for outward-bound ships are obtainable only from 
the Royal Terrace Pier, Gravesend, from where they board ships by 
means of black-painted pilot vessels flying the pilot flag, in response 
to the statutory signals or a VHF message to Gravesend Radio. In 
thick or foggy weather one prolonged blast followed by four short 
blasts should be sounded by means of a whistle or fog horn or a 
VHF message should be sent to Gravesend Radio. 

In addition to the above, the following signals should be displayed: 


y day By night 
International 
Ship's gross registered tonnage Code pendant White lights 
Not exceeding 2,000 - : over the starboard 
Ow 
Exceeding 2,000 but not 3 1 over the bridge 
exceeding 6,000 
Exceeding 6,000 but not 2 1 over the starboard 
exceeding 12,000 bow and 1 over the 
bridge 
Exceeding 12,000 1 1 over the starboard 
bow 


Ships outward bound from below Gravesend or shifting between the 
Nore or Sheerness and Gravesend: When the services of a Channel 
Pilot are required for shifting a ship inwards between the Nore and 
Sheerness and Gravesend, or for conducting a ship outwards from 
below Gravesend, a telephone message should be sent to the 
Channel Pilots, tel. Gravesend (0474) 3619, stating Name of ship. 
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Time and place at which Pilot is required to join ship. Where bo 
Ship's gross tonnage. Ship's draft. * 
It is particularly stressed that the Pilot must be given ad 
time to travel from Gravesend to the ship for hertime of sailing, a 
that allowance must be made for the slowness of night travel and, 

Inaccessibility of some wharves and moorings. 

PROCEDURE FOR OBTAINING THE SERVICES OF A LICENSE 
TRINITY HOUSE RIVER THAMES PILOT 

_ Duty Pilot: A Trinity House River Thames Duty Pilot is availay, 
in the Information Room at the Gravesend pilot station. He can 
contacted by telex (Pilot Gravesend 96444) or by telephone Graves, 
(0474) 67716/7. Among his duties is the provision of informations 
Shipowners and Agents, and the Duty Pilot will be pleased to gi 
advice and guidance on the pilotage of ships in the River. The Dy 
Pilot is in continuous touch with the Duty Officer of the Thane 
Navigation Service. 

Ships outward bound or shifting: When the services of a Tring 
House River Thames Pilot are required for piloting a ship down tip 
to Gravesend, or for shifting a ship in the river above Graveseng, 
telex message should be sent to Pilot Gravesend 96444. If the 
age cannot be passed by telex the same information should be give 
by telephoning Gravesend (0474) 67716/7. 

The telex message must start with the word “Pilot” to show ty 
it is an order for a Pilot, and to be consistent with other informaty 
now received at the pilot station by telex, should be in the followiy 
form: 

1. Order for Pilot. The word “Pilot should be used to show thy 
is an order for a Trinity House Pilot rather than general informaty 
on expected movement. This should be on a separate line from 
other information. 

2. Time Pilot required. This should be expressed as a time ons 
24-hour clock followed by a date, e.g. 1035/15 or 2215/16. 

3. Ship's Name. 

4. Draft. This should be given in feet. 

5. Berth where lying. If a shift is required the shift should be shop 
as “FM Smiths WHF to Jones WHF". If one location is given this: 
the place where the ship is lying and where the Pilot is require 
The abbreviation FM (From) should precede the place where thes 
is lying in all messages. 

6. Route or where is bound. This should state N., S., or E. to she 
where ship is bound, i.e. N. for ships outward bound to the Noe 
S. for ships outward bound to the South, and E. for ships outw: 
bound to near continental ports between Amsterdam and Diep 
If an outward Channel Pilot is required the letter P should be adw 
so that it reads NP, SP or EP. 

7. Name of Owner or Agent. 

The message should start with the heading of “Pilot” and show 
continue as follows: 


Time Ship Draft Berth Route Agent 

2030/15 Tasman 13. FM Robinsons SE. Wright 
WHF 

0010/16 British Isles 18-5 FM Hightown NP Despatch® 
Tier 

0830/17 Nicola 14 FM Black Bys to Noel S$. 
Spring WHF 


It is particularly stressed that the Pilot must be given adequ 
time to travel from Gravesend to the ship for her time of sailing, # 
that allowance must be made for the slowness of night travel # 
the inaccessibility of some wharves and moorings. Normalj! 
minimum of 3 hours is required. 

Inwardbound ships: \t is most important that all inward bounds? 
notify their estimated time of arrival at Gravesend and keep ® 
information up to date. An estimated time of arrival should begit 
by using the Post Office public correspondence service throw 
North Foreland Radio at least three hours before arrival at Graves 
and preferably immediately after the embarkation of the Sea P* 
When in VHF range this information may be passed direc’ 
Gravesend Radio on the appropriate port operations channel’ 
addition the following supplementary information should be 
municated: draft, and, if known, berth and name of Agents. 

Trinity House River Thames Pilots for inward-bound ships® 
obtainable only from the Royal Terrace Pier, Gravesend, fromw® 
they board ships, by means of black-painted pilot vessels 
the pilot flag, in response to the statutory signals or a VHF mess? 
to Gravesend Radio. in thick or foggy weather the letter “G" in Mo® 
code should be sounded by means of a whistle or fog horn oré 
message should be sent to Gravesend Radio. 

Table of Abbreviations: Abbreviations used in this notice af 

FM = From. WHF = Wharf. N = The route of an outward ® 
is to the North. S = the route of an outward ship is to the 
E = the route of an outward ship is to a near continental port b 
Amsterdam and Dieppe. NP = The route of an outward ship s* 
the North and she requires a Channel Pilot. SP = The route of 
outward ship is to the South and she requires a Channel 
EP = The route of an outward ship is to the East and she 
a Channel Pilot. Bys = Buoys. 

Pilot Ladders: Instances of the use of unsatisfactory and vst 
pilot ladders continue to be reported by Trinity House Pilots. 

Faulty ladders endanger the lives of Pilots. et 

Instructions have been issued to all Trinity House Pilots t0! 
immediately any pilot ladders which do not comply strictly a4 
provisions of the Merchant Shipping (Pilot Ladders) Rules r) 
the Merchant Shipping (Pilot Ladders) (Amendment) Rules 
and the Merchant Shipping (Pilot Ladders) (Amendment) Rules 

Masters of ships are reminded of their obligation to com 


; 


statutory rules and are requested also to comply with the follow- 

e Trinity House recommendations, ensuring that: 
a The Officer responsible for the embarkation and disembarkation 
of the Pilot is a Watch-keeping Deck Officer. 

2, The ladder is in one length and does not consist of two or more 
lengths shackled or lashed together. 

3, The ladder is secure. } ‘ ; 

4, The ladder is used solely for embarking and disembarking 


ve light is provided so that the pilot ladder overside and also the 
sition where the Pilot boards the ship is adequately lit. 
6, The ladder is clean and free from oil and grease. 

7, Means are provided to enable the Pilot to pass safely and 
conveniently from the head of the ladder into the ship or on to the 
ship's deck. Where portable stanchions and accompanying bulwark 
step ladders are used for this purpose, the portable stanchions must 
perigidly secured to the ship's structure against being unshippedand 
supported at not less than two points to prevent lateral movement, 
and the bulwark step ladder should also be independently attached 
and firmly secured. The stanchions should be of reasonable height 
and adequately capped to allow firm grip. Under no circumstances 
should a stanchion or handrail be attached to the bulwark step ladder. 

8, The ladder is in good condition and its treads remain horizontal. 
The treads are to have a rough upper surface. 

9, The length of the ladder does not exceed 30 ft. Whenever the 
distance from sea level to a point of access to the ship is more than 
9 ft., access from the pilot ladder to the ship must be by means of 
an accommodation ladder or other equally safe and convenient 


ns. 
wr The laddder is rigged so that each step rests firmly against 
the ship's side. : 

11, Spreaders are provided not more than 10 ft. apart to prevent the 
ladder twisting. 

12. Two manropes and a safety line are provided; and a lifebuoy 
with self-igniting light is available. 

13. The ladder is rigged well clear of discharges and water outlets, 
and ata place where most lee can be given to the Pilot Vessel. 

14, Where a pilot hoist is used a ladder must be at hand ready for 
use in case the hoist fails. 

The Masters of small, “‘all-aft" ships, in which the main deck is 
frequently awash when a Pilot is being shipped or landed, or of any 
type of ship in which the bulwark rails are below the deck of the 
pilot vessel coming alongside, are asked to provide a boarding plat- 
form on each side of the forward end of the raised quarter deck and 
on the same level as that deck. 

The platform should be easily accessible from the quarter deck 
and should have adequate handrails, those on the outboard side 
being portable. Fittings should also be provided for the rigging of a 
pilot ladder. When a pilot ladder is rigged from a boarding platform 
the top rung of the ladder should be not less than 12 in. nor more than 
ih in. below the level of the platform. The top of the ladder should 
be secured at least 3 ft. 6 in. above the platform in such a way as to 
make a safe handhold for the Pilot entering or leaving the platform. 

lfapilot ladder is unsafe a Pilot may refuse to board, thus delaying 

the ship. If the ladder is unsatisfactory for boarding the Master of 
that ship renders himself liable to a fine of double the amount of 
the pilotage dues involved, for failure to comply with the pilotage 
act 1913; and if the ladder does not meet the statutory requirements, 
the Master renders himself liable to a fine not exceeding £50 in 
accordance with the Merchant Shipping Act 1894. 
RESTRICTIONS: No tanker carrying products with Flash- 
point 73° F or below is allowed to navigate, or empty tankers 
which have carried products below 73° F not gas-free are permitted 
‘0 navigate above Coal House Point between 1 hour after sunset 
fot hour before sunrise, April to September; otherwise + hour. If in 
any doubt check with Thames Navigation Service. 

Certain bulk chemical vessels are subject to this restriction also. 
Vessels with explosives on board to ascertain before arrival naviga- 
tion restrictions with Thames Navigation Service, Gravesend, or 
local Agents. 

The tides at London have a rise and fall of about 18 to 20 ft. above 
{AT (datum) depending on the tidal conditions. 
he sea approach to Shellhaven is dredged to allow the passage 
of vessels to 48 ft. at mean neap tides. The depth to Gravesend 
fach is about 26 to 28 ft. below MLWS, varying on tides. 

THAMES NAVIGATION SERVICE: 

Traffic Co-ordination Centre, Gravesend: This centre programmes 
; Movements with the port, including the docks. All information 
quired bythe Authority regarding ETA, ETD, etc., should be passed 
en thls centre. Also deals with all matters concerning provision 
‘ “gs in docks, floating derricks, dummy pontoons, or other 
So for vessels in dock, moorings in the river and any enquiry 

— bye-laws, regulations, etc. 

‘ort Radio: VHF R/T Channel 16, Working Channels 12 and 

>" ort Health and Duty Pilot, Channel 18. 

b dar coverage - Erith to Edinburgh Channel. Information supplied 
request. 

ll Vessels to report to this station on entering the port or before 

ti the berth and whilst manoeuvring in the River. Also report 

‘ - at stated intervals at points laid down in Notice to Mariners. 

anes - Tilbury to Estuary given on request. Navigation 

Gal given every 30 minutes on the hour and half-hour. 


lions Radio: VHF Channel 16; Working Channels 14 and 22. 
in a coverage (proposed) - London Reach to Blackwall Reach. 
'on on request. All vessels entering the area above Crayford- 


: 'eaving the berth, manoeuvring, and whilst on passage, report 
'S Station. 


ormati 
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Tidal heights at Royals given on request. 

Warden Point Radar: VHF and radar coverage for Thames Estuary 
from Southend to outer limits. 

Patrol Service: 24-hour patrol by launches fitted VHF Channels 
16, 14, 12, 6, and radar. Can be contacted through Gravesend or 
Gallions Radio. 

Liaison is maintained through the Thames Navigation Service with 
Owners, Agents, Pilots, Watermen and all emergency services. 

For help, advice, assistance or any matter affecting ships and 
shipping, contact: Thames Navigation Service: Traffic Co-ordinator; 
sae Officer, Gravesend, 0474-6811; Duty Office, Gallions, 01 476- 
ANCHORAGES: Southend, Warps Deep Water, Great Nore. 
Little Nore, Higham Bight (check with Thames Navigation if anchor- 
age available), unrestricted time limit; Authorised explosive anchor- 
ages at Higham Bight, Mucking Coaster and Chapman Anchorage. 
Thameshaven (for oil tankers only); Gravesend, 12 hr. time limit. 
Depth’s, boundaries vary. Sea Pilot is aware of safe anchorages 
depending size, type draft of vessel. 

SIZE OF VESSEL: Maximum, oil carriers. 


Berth Depth at low water Size-length 
Coryton 46 ft. maximum 1,100 ft. 
Shellhaven 48 ft. maximum 1,200 ft. 
Holehaven 37 ft. maximum 720 ft. 
Purfleet 28-37 ft. maximum 700 ft. 
Grays 37 ft. maximum 620-750 ft. 
Enclosed docks Maximum Maximum length 
Royals/K.G. V 26-35 ft. depth 720 ft. 
Tilbury 37 ft. depth 850 ft. 
West India 26-29 ft. depth 565 ft. 


Other river and tanker berths restrictions apply according to tides 
and berth. 

Deep-draft tankers for berthing at Shellhaven is sometimes over a 
period of 2 tides. Passage on the 1st tide to deep water anchorage, 
vessel to leave anchorage on make of 2nd tide and arrive off the 
installation + hour before high water of this tide. 
HEALTH: No automatic pratique, or radio pratique given. The 
London Maritime Declaration of Health Form which is normally 
handed to the ship by the Pilot boarding vessel is to be completed 
and strictly complied to. Any doubts can be clarified by VHF to 
Thames Navigation, Gravesend, who will connect to the Port Doc- 
tor, or to “Northforeland Radio”. Pratique is issued by the Customs 
at the berth after health requirements adhered to, and must be 
retained on board or if doctor boards at Gravesend. 
RADIO: Outside UK waters from the South call long range station 
“Portishead Radio"; approaching London, ‘‘Niton Radio” or “North- 
foreland Radio" giving agents draft and ETA. 
TUGS: Tugs usually pick up vessels for Shellhaven and Holehaven 
in reaches approaching berth, or Gravesend for berths/docks up 
river. Tug lines can be hired to ships. 
CARGO BERTHS: Containers: 
Tilbury Dock: 

No. 39 Berth OCL depth 37 ft. 


No. 40 ,, Common User depth 37 ft. 
No. 41 ,, 5 " » 937 ft. 
No. 42. ,, “t Pe one aett, 
No. 43 _,, ” rT} » OST 
No. 45 wees 


Victoria Deep-water Terminal depth 20 ft. 
Roll-on/roll-off Traffic: Tilbury Dock 
No. 4 berth - Heavy lifts, depth 36 ft. 


No. 42 ,, - Canadian Transport, 37 ft. 
No. 44 ,, -—SCA Transport, 37 ft. 
No. 46 ,, -— Seaboard Terminals 37 ft. 
Grain 
Tilbury Grain Terminal, depth 40 ft. 
Albion Wharf Erith hit 
Royal Docks: 
Empire » 29 ft. 6 in. 
Spillers eet 
Premier » 25 ft. 6in. 
Iron Ore 
Fords Jetty, Dagenham depth 15 ft. 
Latex 
Tilbury Cargo Jetty ve emt 
Cement 
Wouldhams No. 3 Jetty Beat 
Bevans Northfleet res. Ft, 
Whites Wharf, Swanscombe i 020 Th 
Alpha Jetty, Cliffe Wah tt: 
Tunnel Cement, Purfleet +» 080-4. 
APCM Greenhithe ay? Sm 
Sugar 
Thames Refinery, Silverton i) (274 
Paper and Liner Board 
Imperial Papers Mills wees Tt 
Empire Paper Mills en Qoutts 
Erith Deepwater Jetty same Litt 
S. Williams No. 4 berth nn teats 
Convoys Deptford eet Sie 
New Northfleet Wharf ov (OS fts 
Bowaters Northfleet tt: 
LPG (Methane) 
North Thames Gas Board, Canvey ,, 35 ft. 
Fertilisers 
BOCM, Erith 25 ft 


The depths quoted are to be taken’'as approximate only. For 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


detailed information contact the wharf operator or Thames Naviga- 
tion Service. 

TANKERS: There are about 40 berths for tankers in the Thames 
District, main terminals of which are listed below. Recommended 
that Masters cable terminal with discharge manifold size, enabling 
wharf have correct pipes ready. Slop tanks are available at most 
wharves. 


Regent 
Upper depth alongside 40 ft. 
Lower + ‘3 28 ft. 
L.C.0.W. ra a 35 ft. 
Coryton 
No. 1 F re 30 ft. 
No. 2 “= je 13 ft. 
No.3 ” ” 41 ft. 
No. 4 i wy 45 ft. 
Shellhaven 
Berth A ia Pe 41 ft. 
” B ” ” 48 ft. 
” Cc " ” 34 ft. 
” D ” ” 14 ft. 
” E ” ” 29 ft. 
seth IE ii ra 11 ft. 
wie ‘i "4 27 ft. 
” H ” ” 32 ft. 
” J ” ” 34 ft. 
” K ” ” 11 ft. 
” & ” ” 31 ft. 
af 1 B oa 31 ft. 
Wouldhams 
No. 1 a i 36 ft. 
No. 2 1 36 ft. 
West Thurrock Oil Terminal 
No. 1 ©. rn 24 ft. 
No. 2 a - 24 ft. 
Purfleet 
Shell Mex No. 1 ii vi 28 ft. 
Esso No. 1 G; be 28 ft. 
No. 2 + ai 28 ft. 
Cory's " avers, OOH. 
Harrisons fe be 20 ft. 
S. Williams No.5 ,, “t 26 ft. 
Cliffe 
det Jetty ” ft. 


” 44 

BRIDGES: No bridges below Tower Bridge which opens for ship- 
ping on request. 
STEVEDORES: Ordered by the Agents; no ETA to stevedores 
from bat ps necessary; labour to be ordered by 1200 hrs. day before 
required. 
MEDICAL: Not necessary to contact Agents once port health 
requirements satisfied unless urgent medical treatment required on 
board on arrival. All medical treatment, vaccinations available. 
DENSITY: Varies according to position and tides. 
FRESH WATER: Available at all berths either from shore or barge. 
FUEL: All types, grades available by barge, or from terminals. 
FIRE PRECAUTIONS: Tankers - no smoking on open decks, 
only cabins. Deck fire hoses to be connected. Explosive workings 
at Chapman anchorage, same precautions. Red flag to be flown by 
these vessels. Fire tug to be in attendance when explosives being 
worked. Smoking not permitted in the docks or berths. 
GANGWAY/DECK WATCHMEN: Available but not compulsory, 
Master's discretion. 
OPENING/CLOSING HATCHES: Liner vessels by crew, with 
stevedore assistance. Tramp vessels according to charter party. 
CERTIFICATES: These certificates to be on board. 

Ship's Register. 

Load Line. 

Safety Radio. 

Safety Equipment. 

Safety Construction. 

Derat. Exemption. 

Previous U.K. Light Due Bills. 

Cargo Gear and Chain Register complying to U.K. Factory Acts. 

British Tonnage Certificate if available. 
CUSTOMS ALLOWANCES: Customs usually permit 200 ciga- 
rettes or t Ib. tobacco per person on board for 4 days. They can re- 
fuse to issue duty free or amount allowed at their discretion. Usually 
permit 1/6th gallon or 1 bottle spirits per person for 4 days, They can 
issue less or refuse allow as duty free at their discretion. 
CARGO GEAR: To comply with U.K. Factory Acts, valid chain and 
Cargo Gear Register to be on board. Stevedores usually supply 
cargo slings, etc. 
IDENTIFICATION CARDS: Seamen's identity book required 
to be retained on board in port. 
CONSULS: All British Commonwealth countries are represented 
in London by a High Commissioner's Office. 

All foreign countries maintain embassies or a consular representa- 
tive in London. 
REPAIRS: All repairs, gas freeing possible; pre-advice recom- 
mended. 
DRY DOCKS: Largest dry docks at Tilbury, 752 ft. length, 133 ft. 
breadth; King George Docks, 750 ft. length 128 ft. breadth. There are 
smaller dry docks available. B 
REPATRIATIONS: All facilities exist for changing crews, re- 
patriations. 
AIRPORTS: All flights serve London Airport, about 18 miles from 
centre of London. Gatwick and Southend Airports serve local and 
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Continental services also. 

TIME: British Standard Time which is one hour in advance of gy 

GMT during winter months. 

HOLIDAYS: No work is available on official holidays us, 

Official Days: 1st January; Good Friday; Easter Monday; W 

Monday; August Monday; Christmas Day; Boxing Day. Soy 

weekend work is possible at certain berths only, at overtime r; 

POLICE/AMBULANCE/FIRE: Contact by telephone; dial 999 » 

ask for service needed. 

Seaeererent nies Ship to shore connections available at my 
erths. 

SERVICE REPAIRS: All types of service for navigational a 

radar, compass adjusting, nautical instruments repaired, slop & 

charge barges available. Tank-cleaning, gas-freeing senjiq 

available. 

SHORE LEAVE: Crew members allowed ashore but Must rejp 

on sailing. 

REGULATIONS: No livestock ellowed ashore without permisyy 

Customs and Port Health Authorities. 

AUTHORITY: Port of London Authority, World Trade Cen 

London. Tel. 01-476 6900. 


AGENT: Lambert Brothers Shipping Limited, 193-207 High Roy 
Ilford, Essex. Telegrams: “Lambert Ilford” and ‘Lambert Long 
EC3". Telex: 897147. Tel.: 01 553-3311. 


LONDONDERRY (incl. Moville) : 55.00 N. 07.20 W. 
(See Plan) 


The main port of Londonderry is situated about 21 miles froms 
sea on the River Foyle. 

PORT LIMITS: Extend from Lifford Bridge to a line drawn ty 
Greencastle Fortin the County of Donegal to the Tower on Magilige 
Point in the City and County of Londonderry. 

ren hah For Londonderry see ‘Belfast’. For Movilles 
Ly u in”. 

Since the Port of Londonderry falls within the Republic of Ire: 

and the United Kingdom, both Governments are concerned in 
to Customs documents. Moville, which is situated down river 
Londonderry, is located in the Republic of Ireland and is the ancy 
age where deep-sea vessels lie prior to proceeding to Londondes 
Should vessels discharge cargo or load cargo at this anchors 
Irish documents are required. The port is under the control off 
Londonderry Port and Harbour Commissioners who are recogni 
by both Governments. 
PILOTAGE: The Londonderry Port and Harbour Commission 
are the Pilotage Authority for the Londonderry Pilotage Dist 
For information regarding pilotage application should be made! 
The Secretary, Harbour Office, Londonderry, Northern Ireland. 

Pilotage is compulsory, vessels taking the Pilot at the Foyle be 
or Fairway Buoy, about 24 miles N.E. from Dunagree Point, low 
showen Head. 

The pilot station is located at Carrickarory Pier, Moville, 5! 
57” N.; 07° 03’ 27” W. 

Deep-sea vessels usually take Pilot 2 hours before High w 
time Londonderry, so as to arrive at Londonderry on the top! 
High Water. 

Pilotage service may be obtained in response to following sig 

Inward-bound vessels: By day. 1. The International Code Sign#t 
2. The International Code Signal P.T.; 3. The Pilot Jack hoistet! 
the fore; 4. By daylight signalling lamp to the pilot station. If requ 
after hours telephone Pilot Station direct. Tel. Moville 92. 

By night. 1. The pyrotechnic light, commonly known as 4% 
light; 2. A bright white light flashed or shown at short or freq 
intervals just above the bulwarks for about a minute at a time;3. 
International Code Signal P.T. by flashing; 4. By signalling lam’ 
the Pilot Station. 

By day or night. 1. By VHF (FM) radiotelephony to the p 
station at Carrickarory Pier. 2. By VHF (FM) radiotelephony to? 
pilot launch ‘Foyle Leader.” 3. By I.F. radiotelephony to the pe 
launch ‘Foyle Leader.” 

In poor visibility. By sounding the letter G in Morse Code on® 
steam whistle or siren. 

As visibility to seaward from Carrickarory Pier is restricted 
important that Owners, Masters or Agents notify the Harbour 
ter (tel. Londonderry 3680) or outside Office hours the pilot ste 
(tel. Moville 92) of the name of vessel; estimated time of arrive! 
the Fairway Buoy; draft of water of the vessel. It is also impor 
that VHF (FM) communication be established with pilot stati”! 
pilot launch ‘Foyle Leader” or IF R/T communication with the 
launch “Foyle Leader” as early as possible before arrival in 
Foyle. Call signs, frequencies and procedure are as follows: 

VHF (FM) and R/T Communications: : ¥ 

1. Pilot Station at Carrickarory Pier, Moville : Callsigo 
Pilots". Equipment VHF (FM) R/T single frequency working. A® 
tinuous listening watch is kept on Channel 16 (156.80 megaty™ 
except when pilot launch is operating, when watch is trans 
the launch. When communication has been established on 
16 (calling and safety channel) operators should switch to 
12 (156.60 megacycles.) | 

2. Pilot launch: Name of vessel “Foyle Leader". Call signee 
Equipment VHF (FM) R/T single frequency working and | { 
When launch is operating a listening watch is kept on hi ail 
(158.80 megacycles). When communication has been establis ' 
Channel 16 (calling and safety Channel) operators should § 
Channel 6 (156.30 megacycles). 


—— tt 
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When arrival of vessels not yet fitted with VHF (FM) R/T is expec- 
a listening watch on IF R/T will be kept on the pilot launch on 
ted ency 2182 kilocycles per second (calling and distress fre- 
io When communication has been established on this fre- 
port operators should switch to 2246 or 2301 kilocycles per sec- 


ont arbour Office, Londonderry: Call sign “Harbour Office” 
ioment VHF (FM) R/T single frequency working. All vessels 
eed with VHF (FM) R/T while navigating in the river or at anchor in 
Moville Bay should keep a listening watch on Channel 16 (156.80 
acycles). When communication has been established on Chan- 
nel 16 (calling and safety channel) Operators should switch to 
Channel 12 (156.60 megacycles). 

Messages must be restricted to those related to the movement of 
yessels and safety of vessels and persons. Messages of any other 
nature and messages of a personal character cannot be accepted. 

Outward-bound vessels and vessels shifting : 

When the services of a Pilot are required for an outward-bound 
vessel or for shifting a vessel, notification should be given to Har- 
sour Master (tel. Londonderry 3680) during office hours, of name of 
yessel; time of departure; draft of water of vessel; where bound. 
Early notification should be given to enable Pilot to board vessel in 
iNCHORAGES: The only anchorage at Londonderry is located at 

ille. 
Wax. SIZE: For vessels using main port of Londonderry, overall 
jength 500 ft., draft (salt water) 23 ft. 6 in., beam 60 ft. 

For vessels using E.B.N.I. Oil Jetty, Coolkeeragh, Londonderry, 
overall length 600 ft., draft (salt water) 23 ft. 6 in. 

Maximum draft of ships is increased to 24 ft. on Spring tides at 
Coolkeeragh and Londonderry. 

HEALTH: Pratique is automatic except in the case where the Mas- 
ter suspects one of the dangerous diseases on board when he 
should notify the Agent. 

RADIO: Malin Head Radio Station, Republic of Ireland, covers 
WT transmissions and Portpatrick Radio Station, Scotland, covers 
RT transmissions. 

TUGS: One tug is available which is under the control of the 
Londonderry Port and Harbour Commissioners. 

BERTHING: Vessels of deep draft or large dimensions can only 
berth at Londonderry to arrive on top of high water. Decisions in this 
matter are taken by the Pilots in conjunction with the Harbour Mas- 
ter, 

The reconstruction in ferro-concrete of 300 feet of existing wharf 
a Coal Cranes Berth, Queen's Quay, made a total length of ferro- 
concrete wharves of approximately 2,000 ft. All berths have been 
dredged to give depth of 25 ft. at LWOST. 

The Commissioners have also completed reconstruction in ferro- 
concrete of 15 Berth which is used by Anglo-Irish Transport Limited 
fora container service between Londonderry and Preston. 

The port is especially adapted for shipment of live stock on large 
scale. The pens for reception of cattle, sheep and pigs for inspec- 
tion by Government veterinary officers before shipment are situated 
close to shipping berths, and are completely roofed over for pro- 
tection of animals. 

STEVEDORES: ETA advices should be given before 1600 hours 
on week-days to arrange work for the next morning and before 1100 
hours on Saturday to arrange work for Monday morning. Bagged 
= at Londonderry are discharged by the ship's winches/ 

erricks, 

WEDICAL: Doctors and hospital facilities available. Agents should 
de advised in advance of any medical attention required. 

TANKERS: No slop facilities available. Deep-sea tankers dis- 
charge heavy fuel oil for electricity power station at E.B.N.I. Jetty, 
Coolkeeragh, diameter of pipes 8 in. Crew are required to connect 
ind disconnect hoses under port conditions. 
aon Water at Londonderry is brackish and average density 
FRESH WATER: Available at all berths direct from shore lines. 
FUEL: Gas-oil and light marine diesel available by road tankers. 
pete and B.P. can supply light, medium and heavy fuel oil 

er. 
SANGWAY/DECK WATCHMEN: Can be covered by crew; 
pom watchmen available if required. 
ME NING/CLOSING HATCHES: This is required to be carried 
canoe 2 S crew under local port labour conditions. 
ber © GEAR: Ship's winches and derricks should be in good 
a aie order and have BOT Certificates or equivalent. Winches 
is ann fequited to plough grain on grain vessels. Cluster lighting 
peed for night work. 
se N FICATION CARDS: Not obligatory but should be car- 
CONSULS: 


‘rtugal Vice-consul - A. Mackenzie, Esq., 13 Foyle Street 
Londonderry. Tel. 2033. is { ; 
twy Vice-consul - A. Mackenzie, Esq., 13 Foyle Street, 
No Ondonderry. Tel. 2033. 
rant = Under the Nordic Treaty, Norway also acts for Denmark, 
REPAIRS: Iceland and Sweden. 
wnt : Deck and engine repairs are carried out by a local 
DRY Doty works. No major repairs available. 
when hare KS: A small dry dock owned by the Harbour is available 
foo, sn pour Equipment is not being serviced. Size: 345 ft. long on 
in - Wide at entrance, depth of water on sill HWOST., 14 ft. 
REP 
UiRPgRIATION : Can be arranged by ship's Agent on request. 
: The nearest airport to Londonderry is Aldergrove 


UNITED KINGDOM 


(Belfast) Airport, which is 80 miles from Londonderry. 
HOLIDAYS: Port Holidays at Londonderry are: St. Patrick's Day 
(17th March); Easter Monday; 1st Monday and Tuesday in August; 
Christmas Day and Boxing Day. 

POLICE/AMBULANCE/FIRE: Dial 999 and ask for service re- 
quired, or Police 2244; Ambulance 5171; Fire 2222. 
TELEPHONES: No telephones available for connecting on board. 
SERVICES: No tank cleaning available or facilities for discharging 
of tank-washings. Compass adjusters available from Glasgow. 
REGULATIONS: Copies of Port Bye-Laws may be obtained 
through Agent. 

AUTHORITY: The Londonderry Port and Harbour Commission- 
ers. 


LOWESTOFT: 52.29 N. 01.45 E. 


DOCUMENTS: 

Crew List (at least two copies). 

Passenger List (at least 2 copies). 

Manifest (at least 3 copies). 

Customs & Health Documents (normal U.K. regulations). 

Ship's Papers (to be presented to Customs or Port Authorities). 
PILOTAGE: Pilots on standby at all times. Pilot launch fitted with 
VHF and maintains listening watch on Channel 16. Pilots can also be 
ordered by RT via Humber and North Foreland Radio, hence by 
phone. 

Pilot's private telephone no. Lowestoft 4970 or Lowestoft 61976, 
or at the Lowestoft Harbour Masters Office, tel. Lowestoft 2286 (this 
number manned 24 hours). Pilot boat, black hull, white upper work 
with ‘‘Pilot" painted on each side. Light and sound signals as laid 
down in the International Code of Signals. 

Pilot boards vessel at West Holm buoy or East Newcome buoy. 
Vessel should not approach harbour closer than these limits when 
awaiting Pilot. 

ANCHORAGES: Pilotage anchorage North of a line joining West 
Holm buoy and Lowestoft Lighthouse. 

RESTRICTIONS: No specific restrictions provided the height of 
tide is sufficient for draft of vessel. Large vessels normally enter on 
high water slack tide due to cross currents at entrance. 

There are regulations governing the passage of vessels through 
the harbour entrance. Masters of vessels shall observe the Harbour 
Control Light which is a white flashing light situated below the fixed 
red light on the South Pier Lighthouse. This light is visible except 
between 232 degrees to 286: degrees true from the light. When this 
light is flashing vessels may proceed to sea, but no vessel shall enter 
the harbour. At all other times vessels may enter the harbour, but 
no vessel shall proceed to sea. 

A green light is shown on the North Pier head and a red light on 
the South Pier Head, from sunset to sunrise. A green light is shown 
from sunset to sunrise on each of the Inner Pier Heads. These lights 
will become visible to the person in charge upon his vessel entering 
the harbour. A reed signal is fixed on the South Pier Head for use 
in foggy weather, four blasts of two seconds each will be given every 
minute. 

MAX. SIZE: Maximum length approx. 300 ft. Draft 164 ft. MHS. 

HEALTH: U.K. Regulations. 

TUGS: Two tugs are available; tugs’ lines normally used. 

BERTHING: Outer Harbour (comprising Hamilton and Waveney 

Docks and Trawl and Yacht Basins). Used largely for fish traffic: 
Width at entrance 150 ft. 


Depth at entrance 22 ft. MHWS 
Water area 40 acres 
Length of quays 4,500 ft. 
Depth of water at quays 18 ft. MHWS 
12 ft. MLWS 


Inner Harbour. Used for general cargo and grain traffic. 
Water area 70 acres 


Length of quay 6,500 ft. 
Depth of water at quays 20 ft. MHWS 
14 ft. MLWS 


STEVEDORES: Shipping Agent should be advised of ETA, etc., 
to enable gangs to be available. 
MEDICAL: Advance notice desirable of medical attention required 
on arrival. Hospital facilities available in Lowestoft. 
FRESH WATER: Can be supplied at various points on quays from 
hydrants with waterman in attendance. Norma! hours 8.00 a.m. to 
5.00 p.m. Monday to Friday, outside those hours overtime rates pay- 
able. Approx. flow 15 tons an hour. 
FUEL: Marine diesel available from road tankers or fueling points 
within the docks. Twenty-four hours notice is normally required for 
supplying gas oil or boiler fuel; this comes from road tankers. 
FIRE PRECAUTIONS: Local fire services available in an emer- 
gency. Special arrangements can be made for taking fire-fighting 
equipment to sea. Normal harbour fire-prevention regulations apply 
to all berths. 
OPENING/CLOSING HATCHES: Carried out by crew. 
CONSULS: Belgium tel. Lowestoft 2301 

Denmark Ws ‘a a 

France " " " 

Netherlands ,, ‘i Rs 

Norway ” " ” 
REPAIRS: All types of deck and engine repairs are possible in the 


port. 

DRY DOCKS: One dry dock. Length 248 ft. Width at entrance 48 ft. 
Depth of water on sill 134 ft. MHWS. 

AIRPORTS: Nearest international airport served by regular air- 


737 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


lines is London (Heathrow). Smaller airport at Norwich (27 miles) 
not served by regular airlines. 
POLICE/AMBULANCE/FIRE: In an emergency dial 999 and ask 
for service required. For normal enquiries: Police Lowestoft 2121; 
Ambulance Lowestoft 2572; Fire Lowestoft 2227. 
GENERAL: Helipad on Dock Estate, also Heliport at Beccles (8 
miles away). 
Air/Sea Rescue Services at R.A.F. Cottishall (35 miles). 
Royal National Lifeboat Institution, lifeboat berthed at Lowestoft. 
200-ton crane available for heavy lifts. 
Modern transit sheds, cattle lairage facilities. 
SERVICES: Compass adjusting. VHF, Radar, radio repairs. All 
ships’ provisions are available by arrangements with the shipping 
Agencies. 
SHORE LEAVE: Leave is permitted. 
AUTHORITY: British Transport Docks Board, Custom House, 
Lowestoft, Suffolk. Tel. Lowestoft 2286. 


MANCHESTER: 53.29 N. 02.14 W. (See Plan) 


GENERAL: The port of Manchester includes the whole of the 
Manchester Ship Canal and Queen Elizabeth Ii Dock. The Canal is 
approximately 36 miles long from its entrance at Eastham on River 
Mersey to the Manchester Docks. 

DOCUMENTS: 

1 Maritime Declaration of Health. 

1 Crew Effects List. 

2 Ship's Report by Master. 

1 Home Office Form 1B6. 

1 Stores List. 

1 Certificate of Deck Cargo Tonnage. 

1 Grain Certificate. 

1 Light Certificate. 

1 Port Dues Certificate. 

1 Passenger List. 

1 Landing Card for each Passenger. 

Ship's Certificate of Registry. 

Mercantile Marine Office Certificate - for British ships only. 

Load-Line Certificate. 

Safety Equipment Certificate. 

Lloyds Certificate. 

Derat Certificate. 

Ship's Register. 

Light Bills. 

Safety Radio Certificate. 

In addition, Manifests and Bill of Lading are usually sent to Agent 
direct from loading port. 

PILOTAGE: Non-compulsory. Orders for Pilots may be lodged 
with the Pilotage Office at Eastham (Tel. 051-327-1233) or at Dock 
Office at Manchester (Tel. 061-872 2411, ext. 150/2). As much notice as 
possible should be given, particularly in the case of inward-bound 
vessels due to arrive at Eastham. Helmsmen can be obtained in same 
manner. 

RESTRICTIONS: Eastham Locks. The main entrance to the Canal 
is at Eastham where there are two locks side by side, one 600 ft. 
by 80ft., and the other 350 ft. by 50 ft. The outer or lower sill of each 
lock is 13 ft. below Liverpool Bay Datum. The levels of upper sills 
of the 80 ft. and 50 ft. locks are 32 ft. and 29 ft. respectively below 
statutory water level in Canal. 

Both locks are operated for incoming and outgoing vessels of 
suitable draft during a period of 8 hours on each tide, i.e. from 
4 hours before high water to 4 hours after high water. 

The Canal is constructed to give an available depth of water of 
30 ft. from Eastham to Ince Oil Berth (5% miles) and of 28 ft. from 
Ince to Manchester Docks. 

The size of vessel which can navigate the Canal is governed by 
dimensions of locks, the height of fixed bridges and limitations for 
the draft of vessel. 

Maximum length: The greatest length measured between per- 
pendiculars drawn at the foreside of the foremost extremity and at 
the afterside of the aftermost extremity of the hull or any attachments 
to the hull shall not exceed 560 ft. 

The length measured between perpendiculars drawn at the 
foreside of the stern and at the afterside of the rudder post, or 
through centre of the rudder stock if there is no rudder post, on the 
summer load water-line shall not exceed 535 ft. 

The length measured between perpendiculars drawn at the after- 
side of the rudder plate and at the foreside of the foremost extremity 
of any part of the hull which is below a horizontal line drawn through 
the top of the rudder plate shall not exceed 544 ft. 

Maximum beam: Vessels not proceeding beyond Ince Oil Berth: 
72 ft. overall. Vessels proceeding beyond Ince Oil Berth: 63 ft. 6 in. 
overall. 

Provided the height of masts and/or funnels or other structures 
is not more than 70 ft. 9 in. from water-line, vessels can pass under 
all fixed bridges under normal conditions. As, however, the head- 
room is less during periods of high-water levels, a vessel, in order 
to avoid possible detention, should reduce masts and funnels or 
other structures to 70 ft. above the water-line. The restriction as 
regards height does not apply to vessels proceeding only as far as 
Runcorn Bridge. 

Facilities are available at Eastham for removing and replacing 
tops of masts and funnels. 

MAX. SIZE: When vessels are Loading inwards for the canal 
Masters should take these facts into their calculations and have 
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regard to the following limitations, all of which are expresses 
maximum draft in fresh water: : 

Vessels inward bound to a berth Arrival draft at Eastham, 
to be such as would CXte 
Between Eastham Locks and Ince Oil 


Berth 28 ft. 10 in. 
Between Ince Oil Berth and Manchester in 
Docks (other than Pomona Docks) 26 ft. 6in. fresh 
To or from Pomona Docks (for coast- water 
wise shipping) 16 ft. Oin. 


Vessels loading outwards at any point between Eastham 
and Ince Oil Berth should not have a draft exceeding 28 ft. Gin. w 
completion of their loading in this section. 

Vessels loading outwards at any point between Ince Ojj 
and Manchester Docks (other than Pomona Docks) shoul 
have a draft exceeding 26 ft. 6 in. upon completion of their load 
in this section. 

Large vessels can swing in the basins at Stanlow and Mane 
Docks. Small vessels can swing at certain other points on the Ca 
HEALTH: Foreign arrivals to complete Maritime Declaratios, 
Health. They are cleared immediately on arrival by either g 
doctor or an officer of H.M. Customs depending on where » 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. Europe 
ports) and coastal arrivals need not present Declaration in all ca 
when there is sickness on board the Port Health Authority muy, 
informed preferably not more than 12 hours and not less thy 
hours before arrival. 

RADIO: A VHF radio-telephone service is available for comm 
cation between ships and shore and vice versa for exchange; 
information of a navigational character. The Canal Comp» 
Control Station, which operate on channels allocated by the Gere 
Post Office are: 

Eastham Hague Channel 2 

Latchford Hague Channel 2 and 20 

Manchester Docks Hague Channel 2 and 18 
A continuous watch on Channel 2 is maintained. 
TUGS: The Canal Company maintains a fleet of high-pows 
tugs which may be hired to assist vessels, 12 hours notice requs 
BERTHING: 

Miles Bank Te 


above N—North Leg 


Locality Eastham S—South ink 
Queen Elizabeth Il Dock oo Ss a8 
Eastham Laybyes _— N i 
Eastham Laybyes _ Ss {8 
30-ton Crane Berth y Ss fl 
Bowater's Wharf 2 Ss 1 
Ellesmere Port 2h Ss 2, 
Associated Octel Wharf 4 Ss Dy 
Stanlow Oil Docks Nos. 1 & 2 4 N 28 
Stanlow Laybye 4 S a 
Shell Company of the United Kingdom 

Ltd., Ince Coaster Berth S | 
Shell Company of the United Kingdom 

Ltd., Ince Oil Berth 53 Ss a 
1.C.1. Salt Berth 114 S b 
Runcorn Docks 124 Ss 1g 
National Coal Board, Acton Grange 

Wharf 174 N ci 
Warrington Wharf 19 N 5 
Partington 27% N 1g 
Partington 27% S 1g 
Lancashire Steel Manufacturing Co. Ltd., 

Irlam Wharf 272 N i 
Barton Oil Berth 31§ S 
irwell Park Wharf 324 N 19 
Eccles Oil Wharf 32 N L 
Brown & Polson Wharf 32 Ss 1 
Weaste Oil Wharf N 5 
Southern Oil Wharf N s 
Esso Petroleum Co. Ltd. Wharf, Mode 

Wheel s » 
Manchester Docks (including Pomona 

Docks) N&S BF 


344 
TANKERS: Queen Elizabeth |! Dock. This dock is adjacent!" 
locks at Eastham which give access to the Canal, and is ap! 
from River Mersey through its own entrance lock. This lock is 
long by 100 ft. wide. The level of outer sill is 20 ft. below Liver? 
Bay Datum. The dock covers an area of 19 acres in the form# 
square and has four berths designed to accommodate large tan 
the dimensions of berths being as follows: 
Berth No. 1 800 ft. Berth No. 3 900 ft. 
Berth No. 2 725 ft. Berth No. 4 730 ft. 

The dock is directly connected to oil installations by pipelines 

Stanlow Oil Docks. No. 1 &2(5 berths) 45 miles above Easthan™ 
Length 560 ft., draft 28 ft., beam 72 ft. Py 

Ince Oil Berth. 55 miles above Eastham Lock. Length 560 ft, 
28 ft., beam 72 ft. y 

Barton. 32 miles above Eastham Lock. Length 560 ft., aa 
beam 63 ft. 6 in. Daylight movements only. Max. height abové 
line 70 ft. ba 
DENSITY: The water in lower section of the Canal wt 
Eastham Locks and Latchford Locks is brackish. In all 
above Latchford Locks the water is fresh. rr) 
MEDICAL: Doctors and hospital facilities available. Agent 
be advised in advance of any medical attention required. 


— 


UEL: At Partington, coal tips are available for the loading of cargo 

: ' etc. and bunkers to vessels. Oil bunkers may be taken by arran- 

pe ent with oil companies either from craft alongside or at various 

ar berths along the Canal. ov 

-- DOCKS: The Manchester Marine Limited operates three 
ing docks at Manchester Docks: 

0 { Dock-length 535 ft., width 65 ft., depth of water on blocks 20 ft, 


in Dock-length 500 ft., width 65 ft., depth of water on blocks 18 ft. 
oe 3 Dock-length 450 ft. width 65 ft., depth of water on blocks 19 ft. 
There is also a pontoon dock 260 ft. long and 45 ft. wide with a 
iifting capacity of 2,000 tons. j : 
cuSTOMS ALLOWANCES: At discretion of local Customs 
inspector. Normal allowances are equivalent to 4 lb. tobacco per 
man and equivalent to 1 bottle of wine per man. Allowances may 
pe halved for home trade vessels. Vessels in port for more than 
three or four days may receive extra allowances. 
TIME: British Standard Time is GMT plus 1 hour. Reverting to 
GMT during Winter months. : 
HOLIDAYS: Good Friday (variable date); Easter Monday (variable 
date); Spring Bank Holiday (variable date); August Bank Holiday 
wariable date); Christmas Day (25th December); Boxing Day (26th 
r). 
2eeice AMBULANCE |FIRE: Dial 999 from any telephone and 
ask for service required. , j 
AUTHORITY: The Manchester Ship Canal Company is the 
Authority for Port of Manchester, and also controls pilotage, towage 
and labour services of Port. 
Ship Canal House, King Street, Manchester 2. Telegrams: Canal 
Manchester. Tel. 061-872 2411. Telex 669025. 


AGENT: Cory Brothers Shipping Ltd., Royal London House, 
{9 Deansgate, Manchester, M3 3WF. Cables ‘Cory Manchester". 
Telex: 667207. Tel. 061 834 1167/8. 


MEDWAY (See Plan) 


PILOTAGE: Folkestone. Vessels for River Medway that are approach- 
ing from the South obtain Inward Sea Pilot at Folkestone Pilot Sta- 
tion. Telex: 96381. Tel. Folkestone 56766. Telegraphic Address: 
"Pilots, Folkestone". Notice required: preferably 24 hours noticeETA, 
then confirmation 12 hours prior arrival with ETA, draft, gross ton- 
nage and destination. 

Pilot boards from launch 1 mile South of Folkestone Pier. Contact 
Pilots by VHF Channel 16, then 9, two hours before arrival (call sign 
"Folkestone Pilots Radio"’). 

Sunk Light Vessel: Vessels for River Medway that are approaching 
from the North, obtain Inward Sea Pilot at Sunk Pilot Station. 
Telegraphic address: “Pilots Harwich". Telex: 98472. Tel. Harwich 
$129. Notice required: 12 hours prior to arrival. Cutter cruises in 
vicinity of Sunk Light Vessel, but in bad weather usually moves to 
Barrow Deep. Contact cutter on VHF Channel 16, then 9 or R/T 2182 
tHz (call sign “Sunk Pilot"). 

Deep drafted vessels can be provided with Pilots in deeper water 
by arranging to be met by the Sunk Pilot Vessel in a suitable position 
about 3 miles East of the Sunk Light Vessel. 

Margate: Vessels approaching within the range Dieppe/Amster- 
dam obtain inward ISP at North East Spit Buoy. Telegraphic address: 
“Pilots, Folkestone”. Telex: 96381. Tel. Folkestone 56766. Advance 
notice essential as Pilots not always on station. Notice required: 
preferably six hours, giving ETA, draft, gross tonnage and destina- 
lion, confirming two hours prior to arrival. Contact Pilots on VHF 
Channel 16, changing to Channel 9 for working (call sign ‘Margate 
Roads Pilot Radio"). Light or sound signals as per international 
code. Pilot boat works from Margate Pier-head and boards in the 
“icinity of North-east Spit buoy, but often has difficulty working in 
tad weather. Contact Pilots on Channel 16, changing to Channel 9 
or working or 2182 Mz. 

Medway ; Medway Pilots join ships at Little Nore Sheerness for all 
Medway ports, i.e. isle of Grain, Sheerness, Beeness, Oakham Ness. 

tterham, Rochester, Queenborough and Ridham. Telegraphic 

Address; “Pilot Sheerness". Tel. Sheerness 2276. Notice required, 
— two hours. Pilots may be contacted through Medway 
ee on VHF Channel 14 or “Medway Patrol” on R/T 2182 Mz: 
ilot launch keeps watch on Channel 14 when in service. Lights and 
VED Signals as per international code. 

} FRADAR: edway Port Operations and Information Service 
nieve Ports Authority) is situated at Garrison Point, Sheerness. 
wis eames 2035. Telex: 96435 (call sign “Medway Radio”’). Fitted 
po oes Channels 16, 14, 9 and 22. The station has radar service 
at lance of Inner Estuary, Sea Reach, Medway Approach Channel 
p> Adel Reaches of River Medway. Patrol launch maintains watch 
Vi peta (call sign “Medway Patrol") and is also fitted with 
r. 

*SGULATIONS : All vessels required to proceed in accordance 

Structions of Port Authority. Vessels are requested to advise 
tin “t Ports Authority - Medway Port Operations Service (call 
vet ey Radio") VHF Channels 16, 14, 9 and 22, or Medway 
TA etre Launch (call sign “Medway Patrol") on 2182 kc/s of 

Shifting of sailing movements. 


ILFORD HAVEN : 51.42 N. 04.56 W. (See Plan) 
CUMENTS : 

wrt Health Form, 

migration Form. 


Ustoms Fo : ; 
3 Crew dala (Crew Declaration, List of Stores.) 


UNITED KINGDOM 


PILOTAGE: Pilots normally board incoming ships from a green- 
hulled pilot vessel, in a position South-west of Mid-Channel Rock 
Light-tower, as close thereto, as weather, size of ship and circum- 
stances permit. When the Western Channel is being used by very 
large ships other ships may be requested by the signal station, or 
by the pilot vessel to use the Eastern channel, if draft, and length of 
ship permit, in which case the Pilot will board close to Sheep Buoy. 
Deep-draft ships should not approach too close whilst awaiting the 
pilot vessel. They should remain at least two miles South-west of 
Mid-Channel Rock Light-tower. It is important, when manoeuvring 
at slow speeds to embark a Pilot to make proper allowance for the 
set of the tidal stream, which sets across the entrance. 

Accurate times of arrival are requested so that the pilot vessel may 
be on station at the correct time. ETAs should be given at least 12 
hours before arrival and amendments should be made 2 hours before 
the latest ETA. 

ETAs and subsequent amendments should be passed by radio 
telegram or radio telephone through any United Kingdom Coast 
Station (preferably Ilfracombe Radio) to Milford Haven Signal Station 
(Milford Haven 2343) or to the local Agent of the ship. Alternatively 
when within 20 to 30 miles of St. Ann's Head ETAs may be passed 
direct to Milford Haven Conservancy Board signal station calling on 
VHF Channel 16 then transferring to Channel 12 (the Port working 
frequency). In addition ships may call the pilot vessel on MF radio 
calling on 2,182 kHz and transfer to the working frequencies 2,241, 
2,246 or 2,301 kHz. 

VHF: Itis important to maintain continuous radio telephone contact 
with Signal Station when within one hour's steaming of St. Ann's 
Head, and at all times when in Haven and not safely moored to 
and alongside berth, including times spent at anchor or at buoys. 

All vessels equipped with F/M, VHF, R/T should adopt following 
procedures: 

Entering the Harbour: Contact Signal Station on Channel 16 (156-8 
mc/s) when within one hour's steaming of St. Ann's Head. After 
making contact ship will be requested to maintain watch on Channel 
12 (156-6 m/cs) until vessel safely moored alongside or at anchor. 

Going to anchor or to a buoy mooring: report to Signal Station 
when secured and then maintain a continuous listening watch on 
Channel 16. 

Berthing alongside: report to Signal Station when safely moored 
and may then shut down. 

Leaving the Haven: Maintain continuous listening watch on 
Channel 12 (156-6 mc/s) until Pilot has disembarked, when Signal 
Station should be informed and vessel should maintain a continuous 
watch on Channel 16 (156°8 mc/s) until one hour after passing St. 
Ann's Head. 

Navigating within the Haven: Maintaining a continuous watch on 
Channel 12. When radio telephone is used between vessel and tugs 
during berthing operation Channel 6 or 8 will be used and Signal 
Station will be informed before vessel comes off Channel 12. 

Signal Station will answer calls on Channel 16 for any ship in the 
port which has been instructed to move off international calling fre- 
quency. 

ANCHORAGES: Anchorage normally available for vessels up to 
40 ft. draught in Dale Roads. Anchorage for smaller vessels normally 
available in Dale Shelf. Signal Station will advise mariners on the 
availability of these anchorages. 

RESTRICTIONS: The “West Channel" with minimum depth of 
55 ft. at the entrance and 54 ft. inside is the channel used by the 
largest tankers. The “East Channel” with minimum depth of 32 ft. is 
available to all vessels of suitable size and vessels able to do so are 
requested to use it when the largest tankers are entering or leaving 
in the ‘West Channel”. 

MAX. SIZE: Vessels of 65 ft. draft can be handled on virtually all 
high waters, but draft restriction always dependent on tide, e.g. 63 
ft. at worst HW neaps, or up to 67 ft. in favourable conditions. Contact 
Milford Haven Signal Station on VHF Channel 12 for latest informa- 
tion. 

HEALTH: All vessels from endemic areas are boarded by Port 
Health Officials on arrival. Any suspected disease or fever on board 
radio Port Health, Milford Haven not more than 18 hours before 
arrival and not less than 4 hours before arrival. 

RADIO: Lands End Radio, Ilfracombe Radio. 

TUGS: Tugs normally join vessels to Westward of Esso Jetty, but 
master will be advised by Pilot. Tug's lines used, cost of lines inclu- 
sive of towage charge. 

BERTHING: VLCCs enter at HW and berth heading East. Vessel 
will be required to swing after unloading and prior to departure. 

The Milford Docks includes a wet dock with a water area of 23 
acres over 30 ft. deep, 4,000 ft. of quay frontage including a 600 ft. 
cargo jetty, and berths in the tidal harbour with a depth of 12 ft. of 
water at all states of the tide. Preparations are being made to deepen 
the tidal berths. 

STEVEDORES: Ordered prior to arrival with at least 3 days notice. 
MEDICAL: Advance notice to Agent not necessary. Local hospital 
facilities available. Smallpox and yellow fever certificates required. 
TANKER TERMINALS: 
Esso No. 1 Berth depth 57 ft. five 12-in. cargo lines 
No. 2 Berth: depth 65 ft. four 16-in. and one 10-in. cargo lines 
No. 5 Berth: depth 20 ft. for small coastal vessels 
Esso swinging ground dredged to 37 ft. Also see ‘Develop- 
ments”. 
B.P. Angle Bay 
No. 1 Berth: depth 54 ft. five 10-in. cargo lines; one 8-in. fuel line 
No. 2 Berth: depth 54 ft. five 10-in. cargo lines; one 8-in. fuel line 
No. 3 Berth: depth 66 ft. five 16-in. cargo lines; one 10-in. fuel 
line 
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B.P. swinging ground dredged to 32 ft. 
Texaco, Pembroke 
No. 1 Berth: depth 68 ft. 16-in. crude lines 
No. 2 Berth: depth 52 ft. 8-in. crude lines 
No. 3 Berth: depth 36 ft. 8-in. product lines 
No. 4 Berth: depth 18 ft. 6-in. product lines 
No. 5 Berth: depth 21 ft. 6-in. product lines 
Texaco swinging ground dredged to 32 ft. 
Gulf Oil 
No. 1 Berth: depth 42 ft. three 10-in. and two 12-in cargo lines 
No. 2 Berth: depth 55 ft. six 12-in. cargo lines 
No. 3 Berth: depth 364 ft. six 8-in. and one 4-in. cargo lines 
Gulf swinging ground dredged to 42 ft. 
Amoco 
fo. 1 Berth: depth 68 ft. four 16-in. crude lines; two 12-in. and 
three 8-in. product lines. 
No. 2 Berth: depth 38 ft. one 12-in., two 10-in., three 8-in. and 
one 6-in. product lines. 
No. 3 Berth: depth 22 ft. two 8-in. and three 6-in. product lines. 
Amoco swinging ground dredged to 32 ft. 
DENSITY : 1025. 
FUEL: All terminals, Amoco, Gulf, Texaco, B.P. and Esso supply all 
ae of bunkers. 

IRE PRECAUTIONS: Fire wires to be rigged fore and aft. 
DEVELOPMENTS: Esso: Two new berths under construction, 
each to be fitted with two 10-in. and three 12-in. hydraulically con- 
trolled loading arms. 
pain heads eat WATCHMEN: Supplied if necessary - very 
rarely. 

CERTIFICATES: 

Register. 

Load Line. 

Safety Radio. 

Safety Equipment. 

Light Dues, etc. 

CUSTOMS ALLOWANCE: Tobacco, 4 oz. per man per day. 
Wine/Spirit, ¢ pint per man per day. 
IDENTIFICATION CARDS: Not necessary. 
CONSULS: 
Norway tel. Milford Haven 2313 


France ,, Milford Haven 2313 
Belgium ,, Milford Haven 2313 
Spain __,, Pembroke Dock 2603 
Italy » Milford Haven 2473 


REPAIRS: All types of deck and engine voyage repairs carried out. 
DRY DOCKS: One dry dock at Milford, 600 ft. x 63 ft. x 18 ft. 
REPATRIATION: Crew changes frequently carried out and 
repatriation arranged. 

AIRPORT: Nearest airport at Rhoose (near Cardiff) distance 
approximately 100 miles. Flights to London, etc., for onward connec- 
tions. 

TIME: Local Time is BST (GMT plus 1 hour). GMT during winter 
months. 

HOLIDAYS: Standard U.K. Holidays. Cargo work can be arranged 
on these days. 

POLICE/AMBULANCE/FIRE: Police Milford Haven 2351, Pem- 
broke Dock 2121; Ambulance Haverfordwest 3347; Fire Haverford- 
west 2131. 

TELEPHONES: No telephones on board. Public call boxes exist on 
all jetties. 

GENERAL: Anti-oil Pollution plan in force with facilities for dealing 
with any oil pollution. 

SERVICES: Compass adjusting. D.F. calibration. A “Scamp” 
underwater hull cleaning service is available. 

N.B. Crew and stores directed by rail to vessels at Angle Bay (B.P.) 
or Pembroke (Texaco) should be directed to Pembroke Station. For 
vessels at Esso, Amoco and Gulf Terminals, stores should be 
directed to Milford Haven. 

SHORE LEAVE: Shore leave allowed. 
AUTHORITY: Milford Haven Conservancy Board, PO Box 14 
Milford Haven Pembrokeshire. Tel. Milford Haven 3091/4. 


AGENT: Cory Brothers Shipping Ltd., 5, Victoria Road, Milford 
Haven, Pembs. Cables: “Cory Milfordhaven". Telex: 48338. Tel. 
Milford Haven 2473. 


NEWHAVEN: 50.47 N. 00.04 E. 


PORT LIMITS: A line drawn from a position 300 ft. South of the 
breakwater in a 075° direction to Seaford Bay. 
DOCUMENTS: See “London”. 
PILOTAGE: Trinity House Pilots, Newhaven District: VHF ‘‘New- 
haven Radio" Channels 16 and 12. Tel. Newhaven 4822 and Neptune 
580. Pilot boats are small fast launches painted red and white. Light 
and sound signals for a Pilot is “G". Notice of ETA 12 hours before 
arrival, if possible. Anchorage for a vessel awaiting a Pilot is $ to 1 
mile S.W. of the breakwater, depending on weather conditions. 
Pilots normally board S. to S.W. of the breakwater, but in severe gale 
conditions they keep station 100 metres from breakwater end, and 
guide vessels in with VHF or lamp. Notice should also be given to 
the red and green signal lights at the West Pier end lighthouse, and 
on no account should vessels pass breakwater end if signal is at 
red. In normal weather, pilot ladder should be on lee side about 1 m. 
above water. In Southerly gales Pilots prefer a ladder on each side, 
if available. 

New U.K. Standard Port Signals may be adopted late 1974. 
RESTRICTIONS: Three fathoms through entrance to port 
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LWOST through to inner harbour then dredged depth of 134 
accordance with new chart datum 11-40 ft. above OD Newlyn, 
MAX. SIZE: 450 ft. length, 21 ft. 6 in. draft taking bottom On 
mud at low water. Vessels greater than 350 ft. LOA length, 
either be towed into or out of port. Vessels for North Quay mug 
pa 250 ft. length, draft 17 ft. During new bridge constr 
230 ft. 

RADIO: Radio Station Niton Radio, call sign Niton Radio, 
RADAR/VHF: No radar service. Ship’s may contact Weg; 
control point on Channel 16, working on Channel 12. 

TUGS: Available upon request. 

BERTHING: Vessels may be berthed at any time, with priory 
given. 

BRIDGES: Vessels requiring to berth at North Quay musts 
within 2 hours either side of high water in order to pass thy 
swing bridge which governs access to this quay. 

New timings to be introduced with new bridge. 
STEVEDORES: ETA should be given as far in advance as poy 
and not less than 24 hours before ETA. 

DENSITY: Salt water. 
FRESH WATER: Available on request. Supplied by shore) 


pipe. 

FUEL: Available. 

FIRE PRECAUTIONS: Usual no-smoking precautions on, 
side in port area. 

GANGWAY/DECK WATCHMEN: Not provided by Port Aw 
ities but recommended at discretion of Ship's Master. 
CONSULS: Norwegian Vice-Consul and French Consular Age 
REPAIRS: Repairs of a temporary nature only may be carrie 
by B.R. workshops. 

AIRPORT: Nearest airport Gatwick, distance 30 miles. Sen 
regular airlines. 

POLICE/AMBULANCE/FIRE: Police: Civil, Newhaven § 
Port, Newhaven 4131 (extension: 29). Ambulance: 0830-1700 ty 
Lewes 5400; 1700-0830 hours, Lewes 2819; Fire: 999. 
SHORE LEAVE: Allowed. 

AUTHORITY: Shipping and Port Manager, 
Board, Newhaven Harbour, 
4131. Telex: 87151. 


British Reb 
Newhaven, Sussex. Tel: New 


NEWPORT: 51.35 N. 02.59 W. (See Plan) 


DOCUMENTS: 

Crew List. 

List of stores for individual crew members. 

Cargo Manifest. 

Cargo Plan. 

Ship's Register. 

Loading Certificate. 

Safety Equipment Certificate. 

Safety Construction Certificate. 

United Kingdom Light Bills. 

PILOTAGE: Telegraphic address - “Newpilots Barry". Adw 
notice required — 24 hours. VHF Channel — Channel 16 for cot 
thence Channel 6 for conversation. Description of pilot boat-# 
launch, black hull, white superstructure, buff funnel and “New 
Pilots” painted in white on bulwarks. Particular light or sounds 
to be made by vessels requiring a Pilot - Code Signal 8, i.e,3¥ 
2 shorts. Pilot boat is located in vicinity of Breaksea Lightves* 
in vicinity of Mercur Buoy, for small vessels. Maintain VHF co® 
(if possible) with pilot cutter and obey instructions with rele? 
to positioning of vessel to facilitate boarding of Pilots. 
ANCHORAGES: Large vessel should anchor in deep wat 
North of one Fathom banks. Deeper water anchorage |! 
fathoms) in area between Breaksea Lightvessel and East onefé 
Bank Buoys to the South, and shallow water off Barry Roads 
North. Small vessels will find safe anchorage in Barry Row 
varying depth, depending on weather conditions and draft. 
RESTRICTIONS: Entrance to Newport Docks is by meats! 
sea lock 1,000 ft. long, 100 ft. wide. , 
MAX. SIZE: Maximum size of vessels accepted at Newportis® 
long, 96 ft. beam, 334 ft. draft. 

HEALTH: Port Health Authority Board vessel at entrance lo! 
pratique is automatic. 

RADIO: At sea - Land's End radio station, call sign GIL ¥ 
Bristol Channel radio station Portishead, call sign GK- (last 
according to frequency). 

VHF: Vessels requiring entry can contact port on VHF # 
Channels 16 and 11, 

TUGS: Normally join at Newport Deeps. Ship's line used. ; 
BRIDGES: Junction passage connecting South and North 
restricts vessels to a maximum size of 56 ft. 6 in. beam and 25 
BERTHING: South Dock, normal depth of water 35 ft. North 
normal depth of water 27 ft. } 
BULK HANDLING FACILITIES: Container terminal on 9 
former East Lock equipped with derrick crane of 32 tons 

New container terminal in South Dock equipped with 
crane of 35 tons capacity. 

Two side loaders each of 35 tons capacity. 

One floating crane of 50 tons capacity. ; 
STEVEDORES: Labour is allocated to vessels on arrival. 4 
MEDICAL: No advance notice of medical attention for cre¥ 
bers is required and hospital facilities are available. 
DENSITY : Average density of water in docks is 1016. 
FRESH WATER: Available at all berths. 

FUEL: All classes of fuel available. 


— 


GWAY/DECK WATCHMEN: Available but not compulsory. 
oeENING CLOSING HATCHES: Normally carried out by crew. 
OrsTOMS ALLOWANCES: Tobacco, } |b. per crew member, 
& ced by 50% on coastal trade. 1 pint of spirit and 1 pint wine per 
| w member, reduced by 50% on coastal trade. 

IDENTIFICATION CARDS: Not required. 
REPAIRS: All mos ence Se engine repairs possible. 

: 454 ft. x i 
ORY ORIATION: All facilities for the changing of crew and 
repatriation are available. . ; 
AIRPORT: Glamorgan Rhoose Airport terminal 28 miles from New- 
ort. Regular connection planes to London Airport. 
TIME: ST, GMT plus 1 hour. GMT in winter months. 
HOLIDAYS: Work not undertaken on Christmas, Easter, Spring 
and Summer Bank holidays. With the exception of Christmas holiday 
(25 and 26 December) dates on other holidays vary. ; 
POLICE AMBULANCE/FIRE: Telephone number 999 stating 
which service is required. Da 
TELEPHONES: Telephone facilities are available aboard vessels. 
SERVICES: Tank cleaning equipment. Facilities for tank washing, 
compass adjusting are available. 
SHORE LEAVE: No restrictions to crew members. 
AUTHORITY: British Transport Docks Board, Alexandra Docks, 
Newport, Mon. Newport 65411. Telex 49585. 


AGENT: Cory Brothers Shipping Ltd., 66 Dock Street, Newport, 
Mon, Cables: “Corship Newportmon”. Telex: 49429. Tel. Newport 


66351. 


PLYMOUTH: 50.22 N. 04.90 W. 


DOCUMENTS: Importer to supply Agent with Customs documen- 
tation, e.g. original B/L with cheque to cover various details; plus 
copies of Invoice and Forms C.105 with packing lists. Derating or 
Exemption Certificate required. 
PILOTAGE: Compulsory for merchant vessels. Call sign FSG, or 
4short blasts on whistle. Vessels not subject to compulsory pilotage 
may obtain docking Pilot in Plymouth Sound otherwise Pilot Station 
off Penlee Point. 

Pilot boat is motor boat with white upperworks, black hull. “Pilot” 
in black on wheelhouse. 
RADIO: Pilots: The calling and listening frequency is 2,182 kHz 
and the working frequencies are 2,246 or 2,301 kHz. A listening watch 
is kept on 2,182 kHz at every even hour to 15 minutes past, local time, 
and for longer periods when a ship is expected. The pilot vessel is 
also equipped with VHF and should be called on Channel 16; the 
working Channels 6, 8 or 12 should be used for passing messages. 
Alternatively, the shore-based Trinity House pilot station, Plymouth, 
call sign “Cattewater Harbour Radio”, maintains a continuous watch 
on Channel 16 (calling Channel) and is fitted with Channel 12 (first 
choice Port Operations Channel). 
ANCHORAGES: In Plymouth Sound. 
MAX. SIZE: Maximum depth of water 30 ft. Vessel drawing 26 ft. 
would leave anchorage two hours before High Water. 
HEALTH: Pratique. Apply to Customs Waterguard. Pratique 
issued when requirements satisfied. 
TUGS: Available in Sound. 
BERTHING: The Outer Basin is tidal and enters directly from 
Plymouth Sound. West wharf, 750 ft. length, depth 30 ft. LWOST. 

Trinity Pier, 500 ft. length 

Mill Bay Pier, 450 ft. length. 

The Inner Basin, general depth of water 20 ft., with 25 ft. depth 
alongside a 600 ft. length of wharf quay 
CARGO HANDLING FACILITIES: Silo for grain imports owned 
by Spillers Ltd. Calor Gas plant on North Quay for imports of butane 
and propane gas. Bulk coal imports and processing for the Plymouth 
Co-operative Society is situated on South Quay. 

A roll-on/roll-off terminal is in operation. 
STEVEDORES: British Transport Docks Board: Commodities 
‘egularly handled include fresh fruit and vegetables, timber, coal, 
scrap metal and general cargoes. 
MEDICAL: No advance notice required; hospital facilities in Ply- 
i WATER: Available from shore at all berths. 
ores All normal grades available at short notice. 
b NING/CLOSING HATCHES: Performed by ship's crew or 
CERTIFI Cart request of ship. 
CONSULS, S: Tonnage registration. 


Norwegian 65154 Greece 60604 
on 65154 Italy 63445 
peush 65154 Netherlands 64846 
fioian al Ls German 66444 
Dominican Rep. 63175 
REPAIRS: Ship repairing facilities available. 


HOLIDAYS: Cargo work can often be arranged on Public Holidays 


Subject to prior notice 
TELEPHIRMBULANCE/FIRE: Telephone 999. 
blaced on aboard, y special arrangement with the GPO, can be 


n 
UTHORITY: British Transport Docks Board, Millbay Docks, 


'ymouth. Tel. Plymouth 62191, 


UNITED KINGDOM 


POOLE: 50.43 N. 01.59 W. (See Plan) 


DOCUMENTS: As for other British ports. 

PILOTAGE: Pilots board 4 mile South of Poole Bar Buoy from 
cutter. Prefer ladder 2 ft. from water and a good lee. R/T watch kept 
on 2182 k/cs working frequency 2241 k/cs. As much notice as pos- 
sible. Address: Pilots, Poole. 

ANCHORAGE: Vessels can anchor anywhere in Poole Bay and 
Studland Bay. Good holding ground and protected in all but Easterly 


gale. 

RESTRICTIONS: Vessels drawing up to 13 ft. can enter at any 
i of tide. Draughts of 16 ft. must wait to within 2 hours of high 
water, 

MAX. SIZE: Maximum length 350 ft., beam — no limit, draft 17 ft. 
RADIO: Niton. 

TUGS: Join off North Haven. Ship's lines. No difference in charges. 
BERTHING: Berthing time depends on draft at some private quays. 
No restriction at New Quay, Ro/Ro berths in operation Jan. 1973. 
25 ton container crane available. Pneumatic bulk grain and fertiliser 
loading/discharging equipment in operation. 

BRIDGES: Poole Bridge at West end of Poole Quay. Will open at 
any time on request by commercial vessel. 

STEVEDORES: Normal notice for gangs. No Sunday work. 
MEDICAL: Advance notice required for ambulance services. 
Normal medical and hospital services available. 

TANKERS: Three oil berths. Diameter of load/discharge lines 6 in. 
DENSITY : 1021. 

FRESH WATER: Delivery 25 tph by 2 in. hose. 

FUEL: Gas oil only. 

GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Work carried out by crew. 
IDENTITY CARDS: Not required. 

CONSULS: None. 

REPAIRS: All types deck and engine repairs can be carried out. 
Slipways (2) available for vessels up to 220 ft. LOA by 40 ft. beam and 
120 ft. LOA by 30 ft. beam. 

AIRPORT: Charter flights for crew changes can be carried out 
from Poole/Bournemouth Airport 7 miles away from port. 

pit isa aa Call 999 and ask for service re- 
quired. 

AUTHORITY: Poole Harbour Commissioners: Harbour Master 
and Collector of Dues, Harbour Office, The Quay, Poole, Dorset. 
Tel. Poole (020 13) 3845. 


AGENT: John Carter (Poole) Ltd. The Quay, Poole. Tel. Poole 
4102. Telex 41176. Cables: Maritime Poole. 


PORTSMOUTH: 50-48 N. 01:07 W. 


DOCUMENTS: (Those marked* to be produced to H.M. Customs 
Boarding Officer.) 
*1 Maritime Declaration of Health. 
*1 Crew's Effects List C142. 
2 Ship's Reports by Master. 
*1 Home Office Form 1B6. 
*1 Stores List. 
*1 Certificate of Deck Cargo Tonnage. 
*1 Grain Certificate. 
1 Light Dues Certificate. 
1 Port Dues Certificate. 
*1 Passenger List. 
*1 Landing Card for each non-British passenger. 
*Ship's Certificate of Registry. 
Mercantile Marine Office Certificate (British ships only). 
*Load Line Certificate. 
*Safety Equipment Certificate. 
Lloyds Certificate. 
*Derat Certificate. 
Ship's Register. 
Light Bills. 
Safety Radio Certificate. 
*List C143 for packages not cargo or crew/passenger effects. 
*Danish Tollpass for ships arriving from Denmark. 
XS4 (Authority for Agent to make Report and clear vessel out- 
wards for Master). 
Note: Where cargo is to remain on board for unloading at another 
port after Portsmouth, 3 copies of Ship's Report are required by the 
Custom House. 
PILOTAGE: See “Southampton” entry for sea pilotage. As Ports- 
mouth is within the Isle of Wight Pilotage District, a Sea Pilot must 
be employed by vessels subject to compulsory pilotage. Trinity 
House Portsmouth Pilots conduct vessels to and from the com- 
mercial berths. (Admiralty Pilots must also be employed by com- 
mercial vessels making use of any Admiralty berth or tugs.) Harbour 
Pilots put to sea only as required. Pilot boat ‘Spit Sand” (call sign 
“Portsmouth Pilots’’) is equipped with VHF, Channels 16, 11, 9 and 
6, and shows international signals by day and night. In most cases, 
vessels bound to and from the Westward will find it more convenient 
to use the Nab or Eastern approach to Portsmouth. 
ANCHORAGES: Small vessels may anchor close Westward of 
the “Outer Spit’ buoy, unless prohibition signal flying - see 
“Restrictions”. Larger vessels will be allocated a numbered anchor 
berth in the Spithead Man-of-War anchorage by the Queen's Har- 
bour Master; Sea Pilots will be fully informed before vessel's arrival. 
If anchorage is prohibited in Spithead, St. Helen's Roads or Cowes 
Roads are the nearest safe anchorages. Mooring buoys inside the 
harbour are occasionally used. 
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MAXIMUM SIZE: Commercial berths: Camber - length 260 ft., 
draft 16 ft. Flathouse — length 280 ft., draft 18 ft. Albert Johnson 
Quay - length 340 ft., depth at Spring low water, 14 ft. 

Draft refers to arrival at spring tides. Vessels at all these berths 
must expect to take the bottom in soft mud at low water springs. 

Admiralty berths used by commercial vessels: South Railway 
Jetty, Portsmouth, and Admiralty Oil Jetties at Gosport; regular 
use; maximum length 648 ft., maximum draft 36 ft. These figures 
may occasionally be exceeded in special cases. 
RESTRICTIONS: The following traffic signals are exhibited and 
must be complied with by all vessels. Shown by Central Signal 
Station (C), Blockhouse (B), Gilkicker (G), Dolphin Pier (D) and 
H.M. ships concerned (S). 


Shown 
Day Night Meaning by 
Red flag with Red No vessel to enter or leave har- Cc 
white diagonal. Green bour or enter approach channel B 
Green North of Outer Spit Buoy. G 
Red flag with No vessel to enter harbour or Cc 
white diagonal approach channel. Outward B 
over black ball. shipping may proceed. G 
Black ball over No vessel to leave harbour. Cc 
red flag with Inward-bound shipping may B 
white diagonal. proceed. G 
Black pendant. | White No merchant or private vesselto G 
Red = anchor in man-of-war anchorage 
Red __ in Spithead. 
Answg. Pendant All vessels North of Outer Spit Ss 
over Pt 0. keep clear of warship flying this 
signal. 
Answg. Pendant Green All vessels and boats keep c 
over Pt. 9. Green clear of H.M. ships under way. B 
Green G 
Answg. Pendant Green Proceed with great caution, B 
over flags NE Red — ships leaving Camber (Not 
ferries). 
Answg. Pendant Red Divers down, keep clear. Diving 
over flag A. Red boat. 
Flag E Orange Submarine entering or leaving B 
Haslar Lake. At night, light D 


flashes when sub. under way. 
All vessels keep clear of sub- 
marines. 

Speed limit of 7 knots in harbour and when within 1,000 yards of 
shore; 12 knots within 1,000 yards of any of H.M. ships and any- 
where within the Dockyard Port not covered by the 7 knots limit. 
Dockyard Port boundaries are shown on Admiralty charts. 

Time of entry is restricted by the vessel's draft and state of tide. 

Enter Camber only at 4 hours before high water or at high water 
slack. Vessels do not berth at South Railway Jetty from 2 hours 
before high water until high water. 
HEALTH: Foreign arrivals to complete Maritime Declaration of 
Health. They are cleared immediately on arrival by either a Port 
Doctor or an officer of H.M. Customs, depending on where ship 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (North European 

ports) and coastal arrivals need not present Declaration in all cases; 
when there is sickness on board, Port Health Authority must be 
interme preferably not more than 12 nor less than 3 hours before 
arrival. 
RADIO: See “Southampton” entry for Sea Pilot Communications. 
“Portsmouth Harbour Radio” keeps continuous watch during 
normal office hours and from 00 minutes until +15 minutes of every 
hour when office is closed. VHF only. Channel 16 for calling and 
Channel 11 working frequency. 

Gilkicker Signal Station is equipped with VHF Channels 16, 13, 
12, 11, 10 and 6 with limited range, and is also equipped for visual 
signalling. Medium frequency radio-telephone only by link call 
through Nitonradio. 

TUGS: 200-ton tug with bollard pull of 2 tons and several two-boat 

launches are available for commercial vessels at commercial berths. 

Two 1,600 hp diesel paddle tugs and five screw tugs are available for 

larger vessels using Admiralty berths. 

STEVEDORES: Registered dock workers and cranes must be 

ordered by 1500 hours on the day previous to commencement of 

LE sed ot sd or loading, depending upon receipt of exact ETA from 
aster. 

MEDICAL: All medical facilities available. Agent should be advised 

in advance. (See “Southampton” entry if arrival is solely to land sick 

personnel.) 

CUSTOMS ALLOWANCES: As for “Southampton”. 

DENSITY : 1025 salt water. 

FRESH WATER: Available. 

FUEL AND DIESEL OILS: Available by road tanker or bunker 

barge from Fawley. 

FIRE PRECAUTIONS: Notices will be delivered to Master if 

berthing at any jetty where special precautions apply. 

HATCHES: Opened and closed by ship's crew. 

CRANAGE: Two mobile cranes of 15 tons, 1 mobile crane of 10 

tons and 13 mobile cranes of 2 tons capacity are provided by the 

Port Authority. 


CONSULS: 
Belgium Finland Norway 
Denmark France Sweden 
Netherlands 


REPAIRS: Minor deck and engine repairs can be carried out 
locally. Larger repairs and dry dock facilities at Southampton. 
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AIRPORT: Fast train service from Portsmouth to London Aj 
Portsmouth and Eastleigh airports are local, but mainly short flip 
to Channel Islands and feeder services. 

SERVICES: All marine, radio and radar services can be Obtaly 
from Southampton. 

REPATRIATION: All facilities exist. 

TELEPHONES ON BOARD: No. 

AUTHORITY: Admiralty acting through Queen's Harbour Map 
City of Portsmouth for Commercial berths. 


PORT TALBOT: 51.35 N. 03.49 W.(See Plan) 


DOCUMENTS: 

Ship's Register. 

Test Certificate for ship's gear. 

Manifest. 

Master's Report to be completed on arrival. 

Customs and Health Documents as required by H.M. Cusip 

and Port Health Authorities, to be completed on arrival, 
PILOTAGE: Station - Swansea Bay. Usual International Sign 
VHF Channels 16 and 12. 
ANCHORAGES: Swansea Bay. 
RESTRICTIONS: Ore terminal in New Harbour, entrance chy 
14 miles long, 550 ft. wide. Depth 60 ft. MHWS, 53 ft. MHWN, 
MAX. SIZE: Ore termina/- 100,000 tons dw ore carriers - drat 
TUGS: Off Breakwater. 
BERTHING: 

New Harbour. British Steel Corporation provide two unlos 
appliances on the jetty and also a conveyor-belt system to cam} 
iron ore to the stocking ground close to harbour and steel wo 
Grabs on the unloading appliances weigh 22 tons each, andw 
have a pay-load of 22 tons. The two discharging appliances toe 
have an unloading rate of 3,600 tons per hour. Average rate throy 
out discharge from start to finish of the two discharging applian 
together is 1,800 tons per hour. 

STEVEDORES: ETA advices sent by vessels to local Agent: 
then advised to British Steel Corp. as stevedores. Labour ome 
by Agent from B.S.C. 

DENSITY: Ore Terminal 1025. 

FRESH WATER: By gravity 10 tons per hr. Harbour pumping! 
tons per hr. 

FUEL: By barge or road tanker. Any grade available. 
GANGWAY/DECK WATCHMEN: None, but bye-laws state! 
vessel must be manned. 

OPENING/CLOSING HATCHES: Performed by crew. 
CUSTOMS ALLOWANCES: Tobacco, 1 oz. per day pers 
maximum 8 days. Wine/Spirits, 4 pint per day per man, every4e@ 
IDENTIFICATION CARDS: Docks Police would require it 
fication to be available. 

CONSULS: None at Port Talbot; contact Swansea. 
REPAIRS: Facilities exist. 

DRY DOCKS: 460 ft. « 58 ft. 

REPATRIATION: All facilities exist. 

AIRPORT: Rhoose Airport 25 miles away. Mainly short tripse 
necting with main airports. 

TIME: GMT plus 1. GMT in winter months. 

HOLIDAYS: It is the custom, at the Tidal Harbour, to wot 
Bank Holidays. 

POLICE/AMBULANCE/FIRE: Dial 999 and ask for service 
quired. 

TELEPHONES: Can be connected on board. 
AUTHORITY : Docks Manager, Swansea & Port Talbot, Swe 


AGENT: Cory Brothers Shipping Ltd., Commercial Builé® 
Station Road, Port Talbot. Cables: “Cory Port Talbot”. Telex:# 
Tel. Port Talbot 2292. 


ROCHESTER: 51.23 N. 00.30 E. (including Chait 
Strood, Upnor, Gillingham, Otterham Quay, Snod 
Halling & New Hythe)(See Plan) 


DOCUMENTS: See “London”. 

PILOTAGE: See “Medway”. 

ANCHORAGES: See “Sheerness”. j 
RESTRICTIONS: No entry restrictions only as to state of tide! 
draft and as directed by Medway Radio (Medway Port 0 
Authority). Station keeps watch on Channel 14. Medway patrol 
on R/T 2182 kc/s. For vessels exceeding 350 ft. in length, 
navigation on river only. s 
MAX. SIZE: For Rochester ship berths maximum length 
and 25 ft. draft. River berths available 160/500 ft. in length, with## 
of water HWST 14/25 ft. and HWNT 9/20 ft. All whan 
NAABSA. ; 
HEALTH: Pratique obtained on arrival at Sheerness whe® 
Medical Officer is available if required. ' 
RADIO: From South: Lands End, Niton, North Forelané 
North: Cullercoats, Humber, North Foreland. 

TUGS: Compulsory for vessels over 300 ft. in length. 
BERTHING: ‘ 
Rochester: Vessels can remain afloat at all stages of the tide 
following: 


= 


Berth Max. length (ft.) Berth Max. length (ft.) 
Strood 365 No. 6 460 
Upper Acorn 220 No. 7 250 
Middle Acorn 300 No. 8 150 
Lower Acorn 200 No.9 
No.3 390 No. 10 220 
4 260 No. 11 180 
ay depths can be ascertained from Medway Port Operations 
Service. 


Buoys are provided at other points within the River Medway and 
The Swale. Arrangements to use these buoys at current charges 
may be made through the Medway Port Operations Service. 


Kethole Reach 


parti Fore and aft mooring — distance apart 660 ft. Maximum 
displacement 16,000 tons. 2nd class mooring. 

22 & 23 Fore and aft mooring - distance apart 330 ft. Maximum 
displacement 8,000 tons. 3rd class mooring 

8 Swinging buoy —- maximum length of vessel 200 ft. 
Maximum displacement 2,500 tons. 4th class mooring 

Saltpan Reach 

ba Super 1st class mooring - maximum displacement 
70,000 tons 

3° 2nd class mooring - maximum displacement 16,000 
tons 

ru 2nd class mooring - maximum displacement 16,000 
tons 


5 maximum displacement 3,500 tons 
6 maximum displacement 3,500 tons 
1 maximum displacement 3,500 tons 
8 maximum displacement 3,500 tons 
9 maximum displacement 3,500 tons 
10 maximum displacement 3,500 tons 
* By permission of the Ministry of Defence (Navy). 
MEDICAL: Port Medical Officer available if necessary on arrival 
at Sheerness with 24 hours notice to Agents. Doctor and hospital 
facilities available at Rochester. 
DENSITY: 1020 unless excessive land water coming down river. 
FRESH WATER: Quantities up to 200 tons available for delivery 
by water barge. 
FUEL: Oil bunkers may be obtained at the main installation at the 
\sle of Grain Oil Refinery, or by barge or by road tanker. The last two 
methods require minimum 48 hours notice, similarly with supplying 
lubricating oil which is not available at the Isle of Grain. 
HATCHES: Opening/Closing to be carried out by crew. 
CARGO GEAR: Discharge by ship's gear at ship berth and by 
mobile cranes up to 5 tons at all river berths. 
CONSULS: 

Vice-Consul Netherlands, tel. Medway 43256. 

Vice-Consul Sweden, tel. Medway 44632. 

Vice-Consul Finland, tel. Medway 44632. 
REPAIRS: All types deck and engine repairs possible. 
DRY DOCKS: All repair facilities available on river berths for 
vessels up to 200 ft. in length; on a grid for up to 250 ft., and a slipway 
for up to 140 ft. 
AIRPORT: London Airport (Heathrow), Southend Airport. 
POLICE/AMBULANCE/FIRE: Police, Medway 41566; Ambulance, 
Medway 52201; Fire, Medway 50005 or Maidstone 54207. 
SERVICES: Compass adjustors available. 
REGULATIONS: See “Medway”. 
AUTHORITY : Medway Ports Authority. 


AGENT: George Watson & Gill Ltd., 276 High Street, Rochester, 


oe Tol. Medway 43256 and 43257. Telex: 96125. Cable: Tug Roches- 
er, 


SHEERNESS: 51.27 N. 00.44 E. (See Plan) 


eve on Isle of Sheppey at junctions of Thames and Medway 
vers, 
DOCUMENTS: See “London”. 
PILOTAGE: See “Medway”. 
ANCHORAGES:: For vessels entering River Medway up to 350 ft. 
éngth, Little Nore Anchorage, Sheerness. Over 350 ft. length — as 
directed by Medway Port Authority (Medway Radio) or Thames Navi- 
= to Great Nore, Sea Reach or Warps. 
RESTRICTIONS: Entry restrictions only to state of tide and 
bn and as directed by Medway Radio (Medway Port Control Au- 
pag Station keeps watch on Channel 14, Medway Patrol launch 
; RIT 2182 kc/s. Occasional restriction for entering approaching 
Piety when Navy claim priority. 
pa SIZE: Sheerness. Max. length of vessel 650 ft., draft 38 ft. 
odin, berth. 12 berths in docks for vessels up to 250 ft. in length 
0 6-18 ft. draft dependent on tides. 
Ride rrough: Max. length of vessel 335 ft., draft of 22 ft. 
ait am Dock: Max. length of vessel 335 ft., beam 50 ft., draft of 


RAD 


Won: Portishead. Local Stations: From South -— Lands End, 
Fi 


» North Foreland. From North, Cullercoats, Humber, North 


vreand. 

TUE RADAR: See “Medway”. 

ae River Medway - For Sheerness, Ridham Dock, Isle of 
» Bee Ness, Oakham Ness - Tugs usually meet vessels at 

nt Sheerness - 7 tugs available with BHP range from 

BHP. Tug's lines used, no extra charge. 

: Sheerness, deep water berth — no restriction. Dock 


bry Poj 
0 3,000 
BERTHING 


UNITED KINGDOM 


berths — limited to 2 hours before and 1 hour after high water. 

Berths equipped mainly for handling fresh fruit and vegetables, 
general cargo, wines in cask and bulk. 

Storage facilities available for bulk wine. 

No facilities exist for handling bulk cargoes at present. 

Containers can be handled in Inner Docks where a 30-ton crane 
is available. 

Sheerness Deep Water Berths - No. 1 - suitable for vessels up to 
570 ft. length and 28 ft. draft. 

No. 2. Suitable for vessels up to 650 ft. length and 38 ft. draft. 

No. 3. Suitable for vessels up to 650 ft. length and 38 ft. draft. 

Roll on/roll off ferry berth. Suitable for either bow or stern door 
vessels of up to 450 ft. length and 18 ft. draft. Present service daily 
Sheerness/Flushing and vice versa. 

Inner Docks. Twelve berths suitable for vessels up to 260 ft. length 
and 16 to 18 ft. draft, dependent on tides. Berths in Inner docks are 
n.a.a.b.s.a. berths, there being about 8 ft. of water on berths at LW. 

Oakham Ness Jetty. Max. size 750 ft. 38 ft. draft, 55,000 dwt. 

Private Docks: Queenborough and Ridham Dock are privately 
operated. 

Queenborough berthing restricted to daylight only. 

Ridham Dock : Berthing restricted to daylight hours at present time. 
Maximum size of vessel length 335 ft., beam 55 ft., draft 22 ft. Four 
berths equipped mainly for pulp, logs and general cargo. Vessels 
pass through lifting bridge (Kings Ferry), fitted with VHF Channel 
10. Lifts can be arranged firect on this Channel or via Medway Radio. 
Polat Independent Sea Terminals Ltd., tel. 079-5-70881. Telex 

09. 

Queenborough ; Four buoys are available at Queenborough with the 
following limitation on size and numbers of vessels: 

Between Nos. 1 & 2 Buoys — not more than 2 vessels of 260 ft. 

Between Nos. 2 & 3 Buoys — not more than 2 vessels of 160 ft. 

Between Nos. 3 & 4 Buoys - not more than 2 vessels of 160 ft. 
STEVEDORES: ETA's of vessels passed to Stevedores in daily 
consultation with Agents - minimum notice of arrival required being 
24 hours for arranging gangs. (Main commodity handled at Sheer- 
ness is canned or fresh fruit, perishables, wine and general cargo 
with average discharge rate of 18 tons per gang hour.) 

MEDICAL: 24 hours notice to Agents so that Port Medical Officer 
can be advised. Normal boarding point —- Garrison Point Sheerness — 
smallpox vaccination certificate required for sighting. All usual 
hospital facilities available within 15 mile range of Sheerness. 
DENSITY: Average density 1021/22. 

FRESH WATER: Available alongside all berths at Sheerness. 
Otherwise available anywhere in River by barge. 

FUEL: All grades available at BP Refinery Isle of Grain — or available 
by barge or lorry given 48 hours notice. 

GANGWAY/DECK WATCHMEN: Gangway watchmen - services 
recommended as all berths at Sheerness are tidal with average rise 
and fall of 16 ft. 

OPENING/CLOSING HATCHES: Within Sheerness Docks 
rigging gangs are employed by stevedores for this purpose. 
REPAIRS: All types of deck and engine repairs can be carried out 
either in berth, in dry dock or at river buoys. 

DRY DOCKS: Sheerness: 4 dry docks available. Largest for 
vessels up to 280 ft., otherwise only small slipways available. 
REPATRIATION: Usual facilities available for crew changes — 
repatriation can be arranged by various air/sea routes. 
TELEPHONES: Police: Sheerness 2261; Fire: Sheerness 2382 or 
dial 999 and ask for Fire Service; Ambulance: Sheerness 2028, 

At Sheerness coin boxes are available for placing on board. 
GENERAL: All shipping movements co-ordinated by Medway 
Port Control Authority, tel. Sheerness 3025, all arrangements being 
made after notification of arrival or departure by vessel's Agent. 
REGULATIONS: See “Medway”. 

AUTHORITY : Medway Ports Authority. 


AGENT: Wm. Hurst Ltd., 19 West Street, Sheerness. Tel. 0795-6- 
2356. Telex 96116. Cables ‘Hurst Sheerness”. 


SHOREHAM: 50.50 N. 00.15 W. (See Plan) 


DOCUMENTS and all general information, refer to “London”. 
Distance from London, 50 miles. 

PILOTAGE: Trinity House Pilotage Service. Pilotage Cutter equip- 
ped with VHF. 

ANCHORAGE: Off Harbour. Depths as per English Channel Charts. 
RESTRICTIONS: No night restrictions. Port normally accessible 
4 hours before and 2 hours 40 minutes after High water. According 
to size and draft these times can be extended. 

Main entrance channel, 400 ft. wide, leads into a 300 ft. channel fo 
the Eastern arm, and a 135 ft. wide channel for the Western arm. 

Dimensions of Prince Philip Lock: 374 ft. length, 57 ft. width. 
MAX. SIZE: Length 350 ft. Draft 21 ft. subject tide. 

RADIO: Niton Radio/North Foreland Radio. 

Port operation and information service manned continuously, 
contact by VHF calling Channel 16, working Channel 14. Station is 
situated on the middle pier. 

TUGS: One tug available if required. Tug lines used for which no 
extra charge. 

BERTHING: Vessels passing lock gates have locking period of 
44 hours before High water to 2 hours 40 minutes after — both accord- 
ing draft. Heavy lift crane, 32 tons capacity for container handling. 

A bulk wine terminal capable of handling 800,000 gallons of wine is 
available. 

STEVEDORES: Reasonable ETA is sufficient for gangs to be 
called. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


MEDICAL: All facilities available. 

DENSITY: Approx. 1025. 

FRESH WATER: Available at Lock Gates and most berths. 
CONSULS: Danish - P. D. Wharfage & Transport Ltd. 
DEVELOPMENTS: The gasworks of 32 acres have been purch- 
ased and will, when levelled, piled and dredged give additional 
berthing accommodation, Expected to be operational late 1974. 
AUTHORITY : Shoreham Port Authority. 


AGENT: P. D. Wharfage & Transport Ltd., 31, High Street, Shore- 
ham-by-Sea, Sussex, BN4 5EG. Tel. Shoreham-by-Sea 2345. Telex: 
87187. Cables: “Shipbroker Shoreham-by-Sea”. 


SOUTHAMPTON: 50.54 N. 01.24 W. (See Plan) 


DOCUMENTS: 

1 Maritime Declaration of Health. 

1 Crew's Effects List. 

2 Ship's Report by Master. 

1 Home Office Form 1B6. 

1 Stores List. 

1 Certificate of Deck Cargo Tonnage. 

1 Grain Certificate. 

1 Light Certificate. 

1 Port Dues Certificate. 

1 Passenger List. 

1 Landing Card for each Passenger. 

Ship's Certificate of Registry. 

Mercantile Marine Office Certificate - for British ships only. 

Load-line Certificate. 

Safety Equipment and Safety Construction Certificate. 

Lloyds Certificate. 

Derat Certificate. 

Ship's Register. 

Light Bills. 

Safety Radio Certificate. 

In addition, Manifests and Bills of Lading are usually sent to Agent 
direct from loading port. 

PILOTAGE: Compulsory, with usual regular Home Trade and 
other small exemptions. In addition to 48 hours notice to local Agent, 
advise Nab or Needles Pilot as appropriate, ETA 48 hours and again 
2 to 3 hours immediately prior to arrival. The Nab and Needles sta- 
tions are maintained by fast launches under the control of the Duty 
Pilot at Ryde Pier Pilot Station. Duty Pilot keeps a continuous 
watch on VHF Channel 16; call sign NABPILOT or NEEDLESPILOT 
as appropriate. Working frequency: Channel 9 only, but can listen 
on Channels 6, 12 and 14. No medium frequency: M/F and R/T mes- 
sages via NITONRADIO. Duty Pilot's GPO telephone numbers: 
Ryde 3192 and 3228. 

The launches only put to sea when required. Fai/ure to send an 
accurate ETA 2 to 3 hours before arrival could cause delay to the offend- 
ing vessel. 

The Nab and Needles Pilots also act as sea Pilots for vessels 
bound for Portsmouth, Cowes and other small ports within the 
Trinity House Isle of Wight Pilotage District. The limits of the Dis- 
trict are defined by a line drawn from a point 180°-1 mile from Selsey 
Bill to a position in latitude 50° 40’ N., longitude 0° 57’ W (Nab Tower), 
thence to a point 180°-1 miles from Culver Cliff, thence to a position 
180°-1 mile from St. Catherine's Point and thence direct to Peveril 
Point. 

Strict compliance with the requirements of the Merchant Shipping 
(Pilot Ladders) Safety Rules is requested by the Pilots, who may 
refuse to board vessels with unsatisfactory and dangerous ladders. 
Manropes are not required. Ladders should reach to approximately 
3 ft. from the water and a good lee provided whilst making approxi- 
mately 5 to 7 knots headway. 

Eastern Approaches or Nab Tower. The station is maintained by 
40-ft. fast launches, black hulls, white wheelhouses, showing in- 
ternational signals. VHF Channels 6, 9, 12 and 16. Vessels under 
40 ft. draft are normally boarded between the “New Grounds” 
and “Dean Tail" light buoys, although in bad weather, boarding at 
the Warner" buoy or St. Helen's Roads might be advised by the 
Duty Pilot. Launches operate from Ryde pier. 

Vessels over 35 ft. draft are restricted by tide for time of entry, 
and will be advised by the Duty Pilot. Vessels of 40 ft. draft and over 
use the Nab Channel and a message advising Tanker Master of 
transit times will be sent by Essoship Fawley and confirmed prior 
to arrival by Duty Pilot on VHF. 

The Nab Channel has a limiting depth of 42 ft. below Chart Datum 
(June 1971). Pilot will board all vessels of 40 ft. draft and over ina 
position 2 to 3 miles South of the Nab Tower. Masters of such vessels 
are strongly recommended not to approach closer than 2 miles to the 
Nab Tower without a Pilot, owing to strong tidal streams. It is advis- 
able for a deep-drafted ship to anchor 3 miles South of the Nab 
Tower if waiting for the tide. Advice will always be given on request 
to the Duty Pilot by VHF. 

Pilot wil/ not board vessels under 40 ft. draft outside the defined 
piers district unless specifically requested by the Master to do so. 

he additional “Out of District’ charge for boarding beyond the 
normal limits will be debited to Owners. 

Western Approach — Needles: Vessels drawing more than 31 ft. 
are advised to enter via the Nab. Masters are strongly urged not to 
proceed beyond the Fairway Buoy without a Pilot, especially on the 
flood tide. Safe anchorage in vicinity of Fairway Buoy. 

Station maintained by 40 ft. fast launch with black hull and white 
wheelhouse, showing international signals. Launch operates from 
Yarmouth pier or Totland Bay Pier. Needles pilot launch is fitted 
with VHF Channel 6, 9, 12 and 16. No medium frequency. 


744 


When it is considered that the weather is deteriorating toy 
extent that the boarding and landing of Pilots could in the 
future become dangerous, a message will be sent to all ships thr 
Nitonradio, as follows: | 

“Needles Pilot operating bad weather routine. Vessels gs 
ascertain at least three hours before their ETA Needles wh 
a Pilot will be available. This information can be obtained 
through Niton Radio or direct from Needles Pilot on VHF" 

If it is not safe to ship or land the Pilot at the Needles, Masty 
will be advised to proceed to the Nab. 

In poor visibility a vessel requiring Pilot at either Nab or N 
uses a distinguishing signal of “G" to which the pilot launch » 
reply with “H"’. 

Vessels (a) drawing more than 35 ft. (6) more than 1,000 ft. in| 
or (c) of more than 100,000 tons deadweight exhibit a large bias 
cylinder by day and three vertical red lights by night. Vessels Shey 
ing these signals are not to be passed or overtaken within chang 
limits between the ‘‘West Bramble" and “Hook” light buoys andm 
not be able to comply with the Collision Regulations at other time 
Will indicate inability by five short blasts on the whistle, “Cle 
channel” control is exercised by the Operations Officer at Sow 
ampton Port Radar Station. 

Information on movements of other vessels can be obtained» 
VHF from this station, which also controls the movements of 
Patrol Launch (Harbour Master flag by day; all-round blue lights 
night) used for pollution detection and keeping yachts and sm 
craft clear of large vessels navigating in the channels of the pee 
The Thorn Channel has a limiting depth of 404 ft. (June 1971) atly 
water datum. 

Up to seven vessels of under 300 ft. in length are permite 
to anchor out of the channel to the East of the Hook Buoy inh 
designated Small Ship Anchorage, the limits of which musts 
strictly observed. Three numbered anchor berths are available; 
the Fawley Reach Controlled Anchorage, where vessels my 
moor to two anchors. Permission to use the Small Ship and Cont 
led Anchorages must be obtained from the Operations Offte 
Southampton Port Radio. 

MAX. SIZE: The largest passenger and container vessels Call rep 
ularly at Southampton. Tankers: Fawley can accept partly loa 
200,000 dwt. up to 49 ft. draft. 

HEALTH: Foreign arrivals to complete Maritime Declaration: 
Health. They are cleared immediately on arrival by either a px 
doctor or an officer of H.M. Customs depending on where sy 
comes from and whether there is sickness on board. 

Vessels arriving from ports within accepted area (N. Europw 
ports) and coastal arrivals need not present Declaration in all case 
when there is sickness on board the Port Health Authority me 
be informed preferably not more than 12 hours and not less tw 
3 hours before arrival. 

RADIO: A Duty Port Operations Officer, responsible to the Sou 

ampton Dock and Harbour Master, maintains a continuous wat 

at 37 Berth Port Communications and Radar Station: call sp 

“Southampton Port Radio”. He is to be informed prior to any moe 

ment to, from or within the port area. The following VHF Channé 

are operated within the port: 

Southampton Port Radio: Channels 16, 14, 12, 11, 10, 18, 20 and 

B.T.D.B. Patrol Launch: Channels 16, 14, 12, 11, 10, 8 and 6. 

Nab and Needles Pilot Launches: Channels 16, 14, 12, 9 and 6. 

Berthing Pilot's Launch: Channels 16, 12, 9, 8 and 6. 

Tugs: Channels 16, 12, 10 and 8. 

Esso Petroleum Terminal, Fawley: Channels 16, 14 and 19. Pri 
frequencies: 163.0/158.5 Mc/s. AM and FM. 

Shell-Mex-B.P., Hamble Jetty: Channels 16 and 14. 

Duty Pilot, Ryde Pier and Berthing Pilots, Southampton Dods 

Channels 16 and 9: can listen on Channels 14, 12 and 6. 

TUGS: Two tugs are permanently stationed at Fawley; if ms! 

than 2 tugs are required it should be noted that week-end requit 

ments have to be advised to the tug operators not later than iff 

hours on Friday of each week. 

If a vessel requires more than 2 tugs and is due to arrive at Faw® 
between 0000 hours Saturday and 0900 hours Monday, ETAs ™ 
be submitted well in advance of 1600 hours on the Friday prior’ 
arrival. It is usual to use the wires provided by the tugs for towing 


BERTHING: Nominal dredged 
Berth depth* below _Length 
Dock or quay nos. chart datumt quays 
feet feet 
Container berths 204-5 42 2,100 
Container berth 202 40 900 
201 33-5 1,000 
Western docks 101-109 38-5 7,141 
110 33-5 273 
Ocean dock 42-47 38-5 3,807 
Dock head 37 25:5 47 
Empress dock 20-21 24:5 48 
22-23 22:5 ™ 
24-27 23:5 1,647 
Itchen quays 29 18-5 380 
30-33 31-5 1,406 
34-36 32:5 1,590 
Princess Alexander 2S-3-4 20-5 905 
dock 1-2N-6-7 16-5 1,78 
8-9 
Town quay 63-65 175 ns 
66 21-5 sl 
67 165 w 
68-69 17-5 ™ 


Other berths are available. Lesser draft berths not shown. The depths 
4 water are maintained as far as practicable, but are subject to 
variation and are not guaranteed. 
* To find the depth of water in the berths add the tidal rise to the 
depths shown in the above table. 
+ Chart datum is approximately the lowest low water level. 
TANKERS: Esso Marine Terminal, Fawley. There are 9 berths 
at Fawley, all running parallel to the main channel. The 5 berths on 
the outside of the jetty facing the main channel are for ocean-going 
vessels, No. 1 berth being the most Northerly. The 4 berths on inside 
of jetty are for small coastal craft. No. 6 berth being the most North- 


“the following LWD depths are dredged and subject to alteration: 


Alongside Approaches 
Berth No. 1 33-5 ft. 33-5 ft. 
» No.2 37-5 ft. 35:5 ft. 
» No.3 41-5 ft. 45-0 ft. 
» No.4 49-0 ft. 45-0 ft. 
» No.5 49-0 ft. 45-0 ft. 
Nos. 6-9 18-5 ft. 18:5 ft. 


Shore gangways are available on Berths 4 and 5 for vessels of 
47,000 dwt and over. F 

Dirty Ballast Facilities : Dirty ballast facilities are on all berths with 
maximum storage of 14,000 tons. 

Shell Terminal, Hamble. Situated immediately opposite Fawley; 
has two main berths running parallel to main channel, No. 1 being 
the Northern berth and also a small inside coaster berth. Depths 
32 ft. alongside and approaches 29 ft. at LW. 

Facilities and services as for Fawley with the exception of transport 
facilities, no transport being available within the depot. Ship's 
personnel are permitted to walk through the depot to Hamble Village 
where public transport to Southampton is frequent. 

All grades of fuel and diesel bunkers and fresh water available 
on all berths. 

BUNKERS AND WATER: All grades of fuel oil and diesel oil 
are available and water is piped on all berths. 

REPAIRS: All ship repairs can be effected. 

OIL POLLUTION: Southampton Water is an international yachting 
centre and has many holiday beaches on its shores. Consequently, 
oil pollution is treated very severely and heavy fines are imposed 
on offenders. 

The Refinery operates a clean-up service, the cost of which is 
billed to the offending ship. 

MEDICAL: Doctors and hospital facilities available. Agent should 
be advised in advance of any medical attention required. 

An organisation exists for hospitalisation of sick seamen from 

vessels off Cowes, Isle of Wight. Arrange through Nitonradio, 
Duty Pilot, Ryde, or local Agent. Minimum delay to vessel. 
CUSTOMS ALLOWANCES: At the discretion of local Customs 
Inspector. Normal allowances are equivalent to 4 lb. tobacco per 
man and equivalent to 1 bottle of wine per man. Allowances may 
be halved for home trade vessels. Vessels in port for more than 
three or four days may receive extra allowances. 
DEVELOPMENTS: The limits of the port of Southampton have 
been extended to join up in the East with the westward limit of the 
dockyard port of Portsmouth. Legislation is in hand to designate 
a main shipping channel serving the combined port areas, with 
priority given to vessels using it. 

Plans are well advanced for an amalgamated pilot service for 
Southampton, thus abolishing the need to change Pilots off Netley. 
har British Standard Time is GMT plus 1 hour. GMT in Winter 
months, 

HOLIDAYS: Good Friday (variable date); Easter Monday (variable 

date) ; Spring Bank Holiday (variable date); Autumn Bank Holiday 

vein mye Christmas Day (25th December); Boxing Day (26th 
ecember), 

POLICE/AMBULANCE/FIRE: Dial 999 from any telephone and 

ask for service required. 

AUTHORITY: British Transport Docks Board, Southampton. 


AGENT: P. D. Wharfage & Transport Ltd., Dibles Wharf, Belvidere 
Road, Southampton, SO11QY. Cables: “Shipbroker Southampton”. 
Telex: 47373, Tel. Southampton 24682. 


STORNOWAY : 58.12 N. 06.22 W. (See Plan) 


PORT LIMITS: An imaginary line from Holm Head to Arnish 
Sint. Any vessel anchored inside the line would be normally con- 
punted an arrived vessel. 
PILOTAGE: Pilotage not compulsory. Vessels requesting Pilot 
AN Same with ETA. Boarding off Arnish Point lighthouse. 
ao SHORAGES : Anchorage in harbour between Goat Island and 
REST of Creed River, 8 fathoms. 
i SONS: Entry night or day and at any state of tide. No 
ce. 
ioe SIZE: 400 ft. by 60 ft. by 22 ft. draft to berth alongside, 600 ft. 
HEALT? 35 ft. draft for anchorage in bay. 
RADIO. G The customary flying of “Q” flag. 
DAR Radio or alternatively Oban Radio. 
Em /VHF: R/T-VHF established in harbour, Channels 16 and 
lard gency Messages may be passed through Stornoway Coast- 
Ward on 81-8 metres, 
when ‘No tugs available at port. Fishing vessels have been used, 
Necessary, for this purpose. 


: Vessels can be berthed at any time, provided berth is 
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Roll-on/roll-off ferry terminal for Stornoway/Ullapool service in 
operation. 

Depth of water at low water spring tides: West side No. 1 pier: 
244 ft. shallowing to 12 ft. at junction of North Beach Quay. East 
side No. 1 pier: 244 ft. shallowing to zero at inward end. West side 
No. 2 pier: 174 ft. shallowing to zero at inward end. East side No. 2 
pier: 164 ft. shallowing to zero at inward end. Inner Harbour decreases 
from 12 ft. at junction of Esplanade Quay to 8 ft. at upper end of 
Cromwell Street Quay. 

STEVEDORES: Arranged by Agents on receipt of ETA. 

MEDICAL: Advance notice desirable. Hospital facilities available 

in the town. 

TANKERS: Normal safety requirements. One tanker berth only 

15 ft. mean draught, maximum length 220 ft. 

DENSITY: Pratically always dead salt; 1025 density. 

enh WATER: Fresh water available by hose at 15 tons per 
our. 

FUEL: 24 hours notice required. 

GANGWAY/DECK WATCHMEN: Service of watchmen not 

necessary. Watchmen from shore may be employed if required. 

OPENING/CLOSING HATCHES: Normally crew. 

IDENTIFICATION CARDS: Not required. 

coneue Si French, Swedish, Norwegian; tel. Stornoway 12 55, and 

Ll te Minor deck and engine repairs can be carried out 
ocally. 

DRY DOCKS: No dry dock but one slipway of 750 tons displace- 

ment. 

REPATRIATION: Facilities exist for this service. 

AIRPORT: 3 miles from port, served regularly by BEA from Glas- 

gow, Aberdeen and Inverness. 

HOLIDAYS: New Year's Day, Christmas Day and all other local 

Bank Holidays. Cargo work can be arranged except New Year's 

Day. (No Sunday work.) 

POLICE/AMBULANCE/FIRE: Police, Stornoway 222 (can deal 

with all three). 

TELEPHONES: Can be arranged by prior application through 

Aberdeen office. 

GENERAL: ETA to be sent 24 hours beforehand so that necessary 

arrangements can be made. 

AUTHORITY: Stornoway Pier and Harbour Commission, Harbour 

Office, Stornoway. Tel: Stornoway 3285. 


STRANRAER: 54.55 N. 05.02 W. 


DOCUMENTS: As for other British ports. 
PILOTAGE: Not compulsory—no Pilot available. 
anion SIZE: Largest vessel handled 375 ft. long. Working draft 
12 ft. 6 in. 
BERTHING: Three berths dredged to 14 ft. One with vehicular 
ramp. Deep water anchorage at Lady Bay. 
CARGO GEAR: Portable crane of 10 tons capacity. 
TUGS: Not available. 
RADIO: VHF watch kept on Channel 16 at Ferry Terminal. 
MEDICAL: Hospital in town. 
FRESH WATER: Available at Railway Pier. 
FUEL OIL: Limited quantities of fuel can be supplied from road 
tankers. 
REPAIRS: Small repairs can be carried out by local engineering 
firm. 
AUTHORITY: Stranraer East Pier is controlled by the British 
Rail Shipping and Port Manager, tel. 2262; telex 778125. 

Stranraer West Pier is controlled by the Town Council Harbour 
Master, tel. 2460. 


SUNDERLAND: 54.55 N. 01.21 W. (See Plan) 


DOCUMENTS: 

Crew List. One form |.B.6A to be delivered to an Immigration 
Officer within 24 hours of arrival. 

Passenger Lists. Form P.R.4. in duplicate and Form P.R.10. in 

duplicate. 

Customs Documents. Crew Declaration Form C.142 in duplicate. 

Cargo Manifests, triplicate. 
Ship's Papers: 

Register. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Safety Construction Certificate. 

De-ratisation Certificate. 

Customs Light Bills. 
PILOTAGE: Call Sunderland Harbour Radio, Channel 16, working 
Channel for port is 14. Pilotage not compulsory, but advisable for all 
but small vessels. Pilots maintaining continuous watch on VHF 
Sound signals for vessel requiring Pilot is Morse Code number 6. 
Pilot boards 4 to 3 mile off piers. In bad weather pilot cutter leads 
vessel into inner harbour, and Pilot boards there. 
ANCHORAGES: ; to 2? miles North-east of Roker Pier Lighthouse. 
ENTRY RESTRICTIONS: Vessels enter two hours before high- 
water for entry into South Dock. For Corporation Quay only restric- 
tion is on draft. 
MAX. SIZE: South Dock - length 465 ft. beam 62 ft., draft 26 ft. 
6 in. with spring tides, 23 ft. 6 in. with neap tides. 
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— — length 600 ft., beam — no restriction, draft 27 ft. 6 in. subject 
to siltage. 

HEALTH: Pratique procedure: pratique granted by Port Health 
Authority on arrival. 

Suspected disease or fever: all ships from suspected areas must 
radio Port Health Authority 24 hours in advance of arrival, stating 
general condition of crew members. Pratique is automatic when 
ships arrive from other U.K. ports. 

RADIO: Cullercoats. 

RADAR/VHF: Radar based in Pilot House on Old North Pier andis 
used by Pilots in conjunction with VHF. 

TUGS: Join vessel at or outside harbour entrance. Ship's ropes 
normally used. 

BERTHING: In South Dock vessel must arrive from two hours 
before up to a half an hour after high water. At Corporation Quay 
small vessels berth at any time. Large vessels usually berth at same 
time as mentioned for South Dock. 

BRIDGES: In South Dock bridges operated at tide time two hours 
before to a half hour after high water. Railway Bridge clearance, 
82 ft. 4 ins. MHWS. 

STEVEDORES: The Port of Sunderland Authority carry out all 
stevedoring. Agents should advise as early as possible in order to 
arrange berthing and gangs, 5 to 6 days notice if possible. ETA from 
ship 2-3 days in advance. Working rates of principal commodities 
are: 


Bagged cargoes 15 tons per hour 


Sisal 20/25- 470", > 2 

Scrap - heavy B02 ;,for Pitz 

Chrome and heavy ores BO! BA UNRas | 

Wood Pulp 30 ,, 4 1» (loose bale) 
Wood Pulp 50 » (unitised) 


MEDICAL: Well served with General Practitioners and hospital 
facilities, and attention can be arranged at very short notice. How- 
ever, unless urgent, 24 hours notice desirable. 

TANKERS: Four installations — lines either 6 in. or 8 in. Three 
installations in South Dock and two berths, the South-east oil berth 
320 ft., the South-west oil berth 290 ft. One vessel of maximum length 
465 ft. can use this berth, draft 26 ft. 6 in. spring tides; 23 ft. 6 in. 
neap tides. At Corporation Quay vessel 600 ft. long, draft 27 ft. 6 ins. 
DENSITY: Salt water density 1025. 

FRESH WATER: Available. Arrangements can be made to supply 
water at any time. 

FUEL: Bunkers supplied at Corporation Quay by pipe-line from 
Petrofina Ltd. All grades available - Corporation Quay and Hendon 
Dock. Viscosities range from 32 seconds to 3,500 seconds, and can 
be blended to any requirement in this range. 12 hours notice neces- 
sary. Rate 250 t.p.h. 

GANGWAY/DECK WATCHMEN: Services of watchmen recom- 


mended. 
OPENING/CLOSING/HATCHES: This work is normally carried 
out by ship’s crew, otherwise shore riggers. 
SHIP CERTIFICATES: 

Register. 

Load Line Certificate. 

Safety Radio Certificate. 

Safety Equipment Certificate. 

Safety Construction Certificate. 

Deratisation Certificate. 
CUSTOMS ALLOWANCES: As per HM Customs and Excise 
Regulations. 
IDENTIFICATION CARDS: Not required. Must possess valid 
Seaman's Book and/or Passport. 


CONSULS: 
Denmark _ tel. Sunderland 70811 
Iceland i “4 70811 
Finland 3 *< 72846 
France 7" Ee 73694 
Norway ; 70101 


REPAIRS: All repairs possible. 
DRY DOCKS: Large dry dock, length 675 ft., breadth 87 ft. 6 in. 
2 smaller dry docks. 

REPATRIATION: Facilities available for effecting repatriations, 
with good rail, road and air communications. 

AIRPORT: Approximately 20 miles. Airport served by regular air- 
lines, all the year round, to all parts of the world. Also chartered 
flights by Britannia. 

HOLIDAYS: Official Holidays for General Cargo ships: New Year's 
Day (no work except by special agreement); Good Friday; Easter 
Monday; Summer Bank Holiday; Christmas Day (no work except by 
special agreement); Boxing Day (no work except by special agree- 


ment). 

POLICE/AMBULANCE/FIRE: Police Station tel. Sunderland 
76155; Ambulance Control tel. Sunderland 72875; Fire Station tel. 
Sunderland 56456. Or call 999 from any telephone and ask for ser- 
vice required. 

TELEPHONES: Permanent arrangements do not exist, but a 
temporary arrangement can be made at any time. 

AUTHORITY: Port of Sunderland Authority (Sunderland Corpora- 
tion). 


SWANSEA: 51.37 N. 03.56 W. (See Plan) 


DOCUMENTS: 
Light Bill receipt. 
Ship's Register. 
Crew List. 
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Manifests. 
Bill of Lading copies. 
Customs and Health. 


PILOTAGE: Request for Swansea Pilots by International §; 
Code for Sea Pilots, by telephone call for Dock Pilots. Telegraph, 
address for Swansea Pilots is “Pilority, Swansea”. 

Advance notice of ETA required at least 12 hours. VHF Chan 
16 and 6. Pilot boat has bright yellow hull with red boot-toppi 
superstructure painted white. Pilot cutter's sound signal is St 
three shorts and two long blasts. The area of boarding is us, 
one mile South-east of Mumbles Lighthouse in all weathers, Usus 
requirements for ladders are in force, and Pilots require ladder toy 
about four to five feet above water. 
at ae About 1 mile South-east of the Mumbles Ligh 

ouse. 


RESTRICTIONS: Berthing is in accordance with tide. King) 
Dock Lock operates for a minimum of 8 hours each tide. River-sig 
bet and Swansea Ferryport Terminal operate over a grea 
period. 

No night-time restriction of entry. 

MAX. SIZE: Maximum size for entry is 655 ft. long, 86 ft. bear 
32 ft. 6 in. draft. 

These vessels are docked over high water period. Any ves 
whose dimensions are approaching maximum for port should adviy 
Docks Manager well in advance. 

HEALTH: Usual international health regulations are to be observa 
“ya pester which is suspect should inform Port Medical Officers 
ealth. 
RADIO: All communications for ship movements through “Sws. 
sea Dock Radio" Channels 16 and 14 VHF. Agents, receivers, ey, 
can be called through usual coastal radio stations — this includy 
Ilfracombe Radio. 
TUGS: Towage undertaken by private operators. The Alexandy 
Towing Co. Ltd., at present use a modern fleet of tugs at Swansy 
and Port Talbot. It is optional whose lines are used, but if tugs ix 
is taken, an extra charge will be made. 
BRIDGES: Two in-dock bridges are under direction of duty Ass 
tant Dock Master. A vessel which has to pass them will be informs 
by the Assistant Dock Master as to their availability. 
BERTHING: Normal depths of water: 

Queen's Dock 35 ft. 

King's Dock 33 ft. 

Prince of Wales’ dock 24 ft. 6 in. 


BULK HANDLING FACILITIES: Petro Chemicals. One jetty: 
Queen's Dock operated by BP Chemicals International Ltd. 

Coal. Five coal hoists in the King's Dock, operated by the Brits 
Transport Docks Board. 

Bulk Cargoes (Sulphur, ores, etc.). Two berths in King's Doi 
equipped with five 74-ton and five 10-ton grabbing cranes. Operais! 
by British Transport Docks Board. 

Ferryport: On East bank of River Tawe, used by the B & | Line 
its fast service between Swansea and Cork for passengers, cars a 
wheeled freight. 

CRANES: Fifty-three electric cranes; capacity up to 11/5 ton 
Two floating cranes — of 50 tons and 100 tons capacity. Nine mob 
cranes with capacity of 3 tons. 

STEVEDORES: Stevedoring services are provided wholly » 
British Transport Docks Board. Advice of labour requiremeti 
must be received by the following times: 

General Cargo: By 07.00 hours to start work at 07.00 hours, By 104 
hours to start work at 11.30, 1400 or 2200 hours same day. 

Coal Shipping: By 1530 hours for work at 0600 hours next day. 
1030 hours for work at 1400 hours same day. 

MEDICAL: Port Medical Officer of Health has an office on King! 
Dock Lock. Medical attention can be obtained at short notice. ® 
emergencies, the duty Assistant Dock Master can be communicatt 
with, to obtain medical help. Hospital facilities available, and thet 
is a first-class medical centre on the Prince of Wales Dock. Vaccitt 
tion and fever certificates will be examined when receiving pratig# 
TANKERS: All tankers arriving, working cargo, and departing # 
required to observe port's Petroleum By-laws and Oil in Nena 
Waters Act. British Petroleum Company has further private ai 
tives for oil tankers. Five main tanker berths in the Queen's 
and three main lay-byes. Also several coastal berths. One tani 
general cargo berth in King's Dock. Deepest draft permitted is Mt 
6 in. A special fire-float to deal with tanker casualties is maintainé 
in the Queen's Dock by the B.P. Company Ltd. 

DENSITY: King's Dock Lock density is 1025. 

FRESH WATER: Fresh water supplied from hydrants on quajs* 
watermen. Rate of delivery is 2,000 gallons per hydrant, approx! 
depending on the demand. ; 
FUEL: Various grades of gas oils and diesels can be supplied ® 
barge or road vehicles, or it can be delivered ex-pipeline at Qué’ 
Dock. 

FIRE PRECAUTIONS: All matches and lighters must be decie# 
at entrance to oil installation. There are arrangements at the Qué 
Dock depot for shore cooking and eating. There is an oil 
between the King's Dock and Queen's Dock to serve as an 
break between two docks, A 24 hours observation is kept at S 
Bridge for oil pollution and fires. q 
GANGWAY/DECK WATCHMEN: Under Port Regulations, 0 
shall always be on board sufficient men to move or take care of 
vessel. Some vessels employ watchmen. Cost is a tariff charge. 
OPENING/CLOSING HATCHES: Normally done by the 
crew, but if riggers are employed by vessel for general d 


open up hatches. 


FICATES: 

Raia of Freeboard. 

Certificate of Registry. 

Certificate of Pratique. 

Light Bill. 

Manifest. 

Bill of Health. 

Bills of Lading. 

AA (1) Certificate. 
cUSTOMS ALLOWANCES: At discretion of local H.M. Customs 
TEN TIFICATION CARDS: Not compulsory, but they are help- 
fyl if a crew member has to identify himself to Authorities. 


ULS: 
py a tel. Swansea 55274 tel. Swansea 50564 


ice-Consuls : 
easton tel. Swansea 50021 
Finland ,, ” 53921 


Norway 


Netherlands tel. Swansea 53921 
Portugal te i 57757 
Greece » 50957 Spain “ 1») © 25124 
Italy i ” 55146 Sweden il ‘7 55146 
REPAIRS: All types of deck and engine-room repairs are possible. 
DRY DOCK: Two dry docks in port are entered from King's Dock. 
Dry docks: “Duke of Edinburgh” 670 ft. « 92 ft.; “Palmers” 560 ft. x 


t PATRIATION: Mercantile Marine Office in Swansea where 
ship's crews are paid-off before Superintendent of Shipping. Neces- 
sary arrangements can be made for repatriation through the Consu- 
hannels. 

AIRPORT: Nearest airport at Swansea, 8 miles from Docks. Next 
are Rhoose (Cardiff) and Bristol airports where regular scheduled 
flights are handled. ‘* } B £34 
TIME: Local time is British Standard Time which is plus one hour 
to Greenwich Time. Reverting to GMT during winter months. 
HOLIDAYS: Christmas (25th December); Boxing Day (26th 
December); Easter, Good Friday and Monday (movable dates); 
Spring Holiday, Summer Bank Holiday (both movable dates). No 
cargo is worked on these days. 
POLICE/AMBULANCE/FIRE: Call 999 from any telephone, and 
ask for service required. 
TELEPHONES: Arrangements at most berths for placing tele- 
phones on board ships in port. 
GENERAL: Entrance lock is 875 ft. in length, 90 ft. across at cope 
level. The inner sill is 7 ft. higher than the outer sill. The outer sill is 
11-4 ft. below Admiralty Chart datum. 

Tugs are available at the port for in-dock as well as sea towage. 

A diver can usually be obtained by enquiry to the British Transport 
Docks Engineer, Swansea. 

Docks Manager: Tel. 50855/200. Dock Engineer: Tel. 50855/275. 
Dock Master and Fire Officer: Tel. 50855/260. 
AUTHORITY: The British Transport Docks Board, Adelaide 
Street, Swansea. Tel. Swansea 50855. 


AGENT: Cory Brothers Shipping Ltd., Powell Duffryn House, 
Adelaide Street, Swansea. Cables: ‘'Cory, Swansea". Telex: 48186. 
Tel. Swansea 55146. 


TEES and HARTLEPOOL: 54.42 N. 01.11 W. 


DOCUMENTS: Ship's official papers including Register, Load- 
line Certificate, Derat, Safety Certificates. 

Immigration Crew List (one copy). 

Manifest (normally sent in advance from last port). 

Bill of Lading (if any). 

On arrival Master signs X.S4 giving Agent right to sign all docu- 
ments on his behalf. Pratique, Surplus Stores Lists X.51, Z.5, 25 and 
3 and other documents are completed by H.M. Customs on arrival. 
PILOTAGE: Official Address: The Tees Pilotage Authority, 13-14 
Bridge Street East, Middlesbrough, Teesside. Tel. Middlesbrough 
2824/5 office hours; Middlesbrough 85255 after hours. 

Radio telegraphic address: ‘Tees Pilots Middlesbrough”. 

Pilot station is situated at South Gare and Pilot cutter on duty is 
moored there. Pilot cutter is of MFV type painted black with cream 
Structure, flies pilot flag by day and lights as per International 
Regulations at night. 
pjte, Cutter is equipped with R/T, VHF MHF. VHF call sign “Tees 

llots" on Channel 16. MHF call sign “Tees Pilots” last 10 minutes 
of every hour on 2182 kc/s. Cutter is also equipped with radar. 

Mtb much advance notice of a vessel's arrival as possible should 

* given to Pilots; this is normally passed from Agent about 24 hours 
; ore @ ship arrives; minimum requirement for vessels arriving is 
yet and one hour fifteen minutes for sailing. 
rl ilots will board in vicinity of Tees Fairway Buoy, smaller vessels 

( Occasionally boarded at the South Gare. During severe gales 


ra cutter moves to Tees Dock and will board ship when possible * 


* South Gare at No. 11 Light Buoy. 

Anca? rita compulsory. 

tred HORAGES: Vessels prohibited from anchoring inside 

pe ged channel and within a 4 mile radius of Tees Fairway Buoy 

a Span area bounded by lines projected through 3 and 1, and 4 
Z ot buoys towards the Fairway Buoy. 

Vessels vessels can anchor close N.E. of No. 4 light buoy; larger 

Por F are advised to anchor in an area about 1 mile N.E. of the 

Vess erway Buoy and in all cases outside the 10 fathoms line. 
*!s awaiting Pilots anchor in these areas. 


UNITED KINGDOM 


RESTRICTIONS: Vessels over 650 ft. length can only arrive and 
sail during periods of Traffic Control operated by the Harbour Master. 
During this period only vessels having Harbour Master's permission 
may move. Control of traffic on the River Tees for periods of up to 
approximately one hour may be necessary at any time, at short 
notice during the passage of large vessels. 

Vessels entering the River Tees. Masters should, before entering 
contact Harbour Master's Office by VHF R/T on Channels 16, 14 or 
12, call sign “Tees Harbour Radio”. 

Vessels moving within or sailing from the River Tees. Masters 
should first obtain permission to do so from the Harbour Master's 
Office by any available means, e.g. telephone Eston Grange 2541 
(3 lines); VHF R/T on Channels 16, 14 and 12. 

Harbour Master will endeavour to give at least six hours notice of 
bedharavene to all those who are likely to be involved during the 
period. 

Vessels bound for Middlesbrough Dock can only enter dock during 
a period of 2} hours before to 14 hours after high water. 

eek Sill, 16 ft. LWOST. Draft formula for entry 14 ft. plus height of 
tide. 

Vessels bound for Tees Dock. Nominal dredged depth in dock, 25 ft. 
ph dredged depth in berths, 32 ft. These depths subject to 
siltation. 

MAX. SIZE: Max. length accepted is 1,000 ft., with a max. draft of 
57 ft. Vessels in excess of this max. draft may enter after consultation 
with Harbour Master. 

Middlesbrough Dock. Max. size 580 ft. by 76 ft. 

Note: The channel has been deepened to 47 {t. 6 in. at LWOST in 
order to accommodate on all tides vessels of 125,000 dwt. drawing 
up to 54 ft. 

HEALTH: Pratique procedure is handled on arrival by HM Customs 
Boarding Officer. No other notice is required except in case of sick- 
ness when Agent can advise Port Health and information can also 
be passed to Tees Harbour Radio via VHF R/T when within 2 hours 
of the port. 

RADIO: Ships approaching from North use Cullercoats Radio. 
Ships approaching from South use Humber Radio. 

VHF: Frequencies and channels in use in the Tees and Hartlepool 
are as follows: 


Channel Frequency Use 


16 156:80 mc/s_ Calling and Safety 

14 156:70 mc/s_ __ Port Operations 

12 156-60 mc/s Port Operations 

11 15655 mc/s Port Operations (Domestic) 

10 156:50 mc/s_ __Intership (3rd choice) 

8 156-40 mc/s__Intership (2nd choice) 

6 156-30 mc/s__Intership (1st choice) 
Station Call Sign Channels 
Harbour Master's Office ‘Tees Harbour Radio” 16, 14, 12, 11,8 


(Tees) 
Harbour Master's Launch “Tees Harbour launch" 16, 14, 12, 11, 8, 6 


Harbour Master's Office ‘Hartlepool Radio” 16, 12, 11,8 
(Hartlepool) 
Hartlepool Tugs “Name” 16, 12, 11, 8, 6 
Tees Tugs “Name” 16, 14, 12, 8, 6 
Middlesbrough Dock “Middlesbrough Dock 16, 14, 12, 11, 8 
Radio” 
Tees Pilot Cutters “Tees Pilots” 16, 14, 12, 11, 
10, 6 
Hartlepool Pilot Cutter “Name” 16, 14, 12, 6 
Tees & Hartlepool Port ‘Name” 16, 11,6 


Authority, Main- 
tenance Craft. 


Whenever practicable ship/tug operations within the port should be 
conducted on Channel 8. 

TUGS: Official Address: Tees Towing & Co. Ltd., Cleveland Build- 
ings, Queen’s Square, Middlesbrough. Tel. Middlesbrough 47277 day 
and night. 

Fleet of eight tugs between 1,035 and 3,650 horsepower. Tugs join 
vessel in Redcar Reach between No. 9 and No. 17 buoys depending 
on size, draft and destination. Tug's lines may be used at Master's 
discretion. Tugs are on duty daily and only available on four hours 
notice for sailing and arriving after normal office hours. 
BERTHING: Small vessels can usually berth at any state of the 
tide. Middlesbrough Dock is tidal, 24 hours before to 14 hours after 
high water. Deep-drafted vessels enter in accordance to tide. 
STEVEDORES: In order to prepare for loading/discharging, i.e. 
ordering of gangs, transport, etc., itis necessary to give ETA through 
their Agents not less than 24 hours before arrival. 

in Tees berths the port works two shifts daily, i.e. 0600-1400 hr. and 

1400-2200 hr. Mondays to Fridays, with voluntary overtime at week- 
ends. 
BULK HANDLING FACILITIES: /ron Ore Terminal: On the site 
of Redcar Wharf, a terminal which handles all iron ore imports for 
British Steel Corporation plants in the region, berth dredged to 
17-63 metres (57 ft. 10 in.) and able to accommodate ships of up to 
120,000 dwt. and 150,000 dwt. on suitable sites. Two ore dischargers 
each able to handle 2,000 tons an hour. 

Potash Terminal: A terminal for the export of potash mined near 
Boulby in the North Yorks National Park is being built on the East 
side of Tees Dock. Ships of up to 30,000 dwt. will be accommodated 
at the 365-8 metres (1,200 ft.) quay. Two ship loaders will each be 
able to handle 1,000 tons per hour. The terminal will have a storage 
silo for 56,898-6 tons capacity. Throughput is expected to exceed 
1,000,000 tons. 
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Roll-on|roll-off: Berth at Tees Dock can accommodate vessels 
up to 525 ft. length and 78 ft. beam. Berth dredged to 25 ft. LWOST: 
TANKER BERTHS: 

Vessel's Depth at Low 


Name Length Water Remarks 
Teesport No. 1 Jetty Port Authority 
(Queen Elizabeth I!) —_‘650 ft. 37 ft. berth used by ICI 
& Shell/B.P. 
Teesport No. 2 
(West Byng) 650 ft 34 ft. 
North Tees No. 1 300 ft. 21 ft. Owned by I.C.1./ 
Phillips 
North Tees No. 2 700 ft 37 ft. Owned by I.C.1./ 
Phillips 
North Tees No. 4 890 ft 43 ft. Used by Phillips 
for import of 
crude oil 
Shell Crude Oil Jetty 875 ft 45 ft. Used exclusively 
by Shell for 
import of crude oil 
Billingham Oil Wharf 265 ft 16 ft. Used by I.C.1. 
Middlesbrough South 270 ft 14 ft. Movements 
Wharf subject to tide 
Middlesbrough No. 2 600 ft. (Max. draft up to 28 ft. depending 
Quay upon state of tide) 
Middlesbrough No. 11 300 ft. 25 ft 
Quay 
South Bank No. 6 750 ft 38 ft British Steel 
Corporation 
Tees Storage No. 1 250 ft 25 ft Tees storage 
Tees Storage No. 2 600 ft 35 ft Company 
Seal Sands No.1 250 ft 25 ft Seal Sands 
Storage No. 2 600 ft. 33 ft. Storage Co. 
Monsanto No. 1 500 ft 18 ft. Monsanto Ltd. 


Slop/oily residue facilities available at most berths. 

DENSITY: At Teesport 1015 at LW to 1025 at HW. 

FRESH WATER: Plentiful from wharf and small quantities avail- 
able from tug in emergency approx. 20 tons per hour. 

FUEL: All grades available, 48 hours maximum if by barge. 
DEVELOPMENTS: North Tees No. 3 jetty being built by 1.C.1. 
for tankers around 40,000 dwt. drawing up to 38 ft. (completion mid- 
1975). 

Phillips Ekofisk berth being constructed to handle four oil tankers 
up to 150,000 dwt. and four gas tankers ranging between 2,800 cu. 
metres and 60,000 cu. metres. The first berth will be completed 
early 1975. 

CRANE: A floating crane, lifting capacity 400 tons, is stationed on 
the Tees. 

MEDICAL: Notice of medical attention required in advance, as 
much notice as possible if emergency expected. All medical faci- 
lities available. 

GANGWAY/DECK WATCHMEN: Recommended (tidal berth 
and spring range 17 ft.). Travel allowance usually charged. 

po be get abe HATCHES: Always by crew. Riggers 
available. 

CUSTOMS ALLOWANCE: } Ib. tobacco or 200 cigarettes. 
(¢ |b. tobacco for coasters).1 spirit and 1 wine bottle. (4 bottle spirit 
and + bottle wine for coasters). 

IDENTIFICATION CARDS: Not used in Tees. 


CONSULS: 
Swedish tel. Middlesbrough 43662 
Norwegian, Danish, Netherlands _,, 43231 
Portuguese " ” 44402 
Belgium, W. Germany _,, nid 45141 
French Consular Agency ,, * 47273 
At Hartlepool! 
Belgium tel. Hartlepool 3820 
Sweden ,, +. 3142 
Finland ,, 


Denmark, France, Netherlands and Norway tel. Hartlepool 67011 


REPAIRS: All types of repairs deck and engine available. 

DRY DOCKS: Largest dock 575 ft. x 73 ft. sill 26 ft. Four other dry 
docks of smaller dimensions. 

REPATRIATION: Al! facilities exist. 

AIRPORT: Teesside Airport 12 miles from port. Regular flights to 
London, etc. 

TIME: BST is GMT plus 1 hour. GMT in winter months. 
HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Whit Monday; Autumn Bank Holiday (Monday); Christmas Day. 
Work can be arranged if suitable notice is given and at overtime 
rates. 

POLICE/AMBULANCE/FIRE: Telephone 999 in emergency will 
result in quick action or VHF call to Control Room, Harbour Office 
(24 hour manning). 

TELEPHONES: Most berths can be connected to telephone sys- 
tem (coin boxes); small connection charge is made. 
AUTHORITY: Tees and Hartlepool Port Authority, Queens 
Square, Middlesbrough, Teesside. Tel. Middlesbrough 48321. Telex 
58675 Teesbay, Middlesbrough. 


TETNEY MARINE TERMINAL: 53.32 N. 00.07 E. 


DOCUMENTS, and all General Information: Refer to “Immingham 
and Killingholme”’. 
LOCATION: Tetney Marine Terminal is the deep water crude oil 


748 


terminal of Crude Oil Terminals (Humber) Limited, Operated 5 
Conoco Limited. 

The position of the mono-buoy is Lat. 53° 32’ 20” N., Long 
00° 06’ 51” E., lying in approximately 65 ft. of water at low water an 
about 24 miles offshore. 

Tetney is an open roadstead in the entrance of the river Humby 
on the East coast of England. The currents are particularly s 
in the area, at times as much as 6 knots, and 44 knots is comme 
in spring tides. The currents run, generally, parallel to the Souths 
coastline. The tides have a rise and fall of about 18 ft. 
PILOTAGE: Vessels are requested to send ETA to Hull Pijy 
about 72 hours before arrival. 

Pilotage is by the Humber Pilots whose vessel is usually Stationy 
near the Humber Light Vessel, and vessels are recommended 
anchor in this area and await instructions. Such vessels may conte 
“Tetney Base” and request any information. 

The Berthing Controller will board as the vessel approaches t, 
buoy and will assist the Pilot in the mooring operation by adyis) 
the ship's officers. He will also advise on the hose connection, whic 
will be carried out by the ship's crew and will act as Comps, 
representative throughout the discharge. 

Vessels must provide adequate means of boarding for Pilots ay 
Berthing Controllers, Customs and Agents. A pilot ladder ws 
spreaders and grab lines for the Pilot and Berthing Controller,» 
alternatively a mechanised pilot hoist. 

While in the berth the vessel should provide a suitable gangy 
with a pilot ladder near the end in order to board from a small bor 
COMMUNICATIONS: There is a VHF station at Tetney which» 
manned 24 hours a day and has the call sign ‘‘Tetney Base”. 

VHF Channels 16 calling 19 (161.55/156.95) for berthing and cos 
munication, 48 (163.00/158.40) for port operations. 

UHF. 467.725 mc/s. for berthing emergency. 

Portable radios can be provided for vessels not having a VHF ye 
and the Agent should be so informed in order to allow times 
despatch a portable to the ship on her arrival. A vessel arriviy 
without suitable means of communication and not having inform 
the Agent of the fact could incur delays which would be to ty 
ship's account. 
ety The following equipment is required to moor we 
safety: 

4 each 50-ton SWL alloy steel screw-type bow shackles. 

2 each 14 diameter slip wires, with a soft eye in one end and 
other end plain, overall length being not less than 100 ft.; som 
vessels may need a greater length depending on the distance fr 
the forward fairlead to the bitts. 

The vessel approaches the mono-buoy head to wind and tider 
the resultant of these forces, and should have two mooring rope 
lowered to the water, each having a 15-ft. lashing of 3-in. rope ont 

As the vessel nears the moorings a launch will take the port ry 
from the ship and connect it to the port pick-up rope and retum! 
the ship to take the starboard rope and repeat the operation® 
that side. 

The vessel should have on these ropes as soon as they # 
inboard and heave herself to the buoy until the chain is in the fairies 
The slip wire should then be shackled to the chain and turned# 
on a convenient set of bitts. This applies to both sets of mooring 
When the vessel is in the berth, additional moorings can be shach# 
to the chain as required, dependent on the expected weal? 
conditions. 

HOSES: The ship should be capable of lifting up to 10 tons on™ 
derrick with a minimum of 74 tons. 

Tankers manifolds should be 16-in. 150 ASA. The following sit 
can also be accommodated; 10-in. and 12-in. 150 ASA. Shoult! 
vessel have any other than these sizes, or be unable to find adapi" 
to suit one of these sizes, Tetney Terminal will need to be notift 
at least 72 hours before arrival. ' 

When both hoses are on deck they may be connected to the sh’ 
manifold by the ship's crew under the supervision of the Berth 
Controller. 

After completion of discharge the hoses will be filled with® =, 
water by the ship. The hoses can then be disconnected from™ | 
manifold and lifted over the side of the ship and hung there on® 
ropes to be slipped simultaneously with the moorings. This 
operation will be carried out on the advice of the Berthing Cont 
and will depend on weather conditions at the time. 

POLLUTION: It is the Master's responsibility to see that no of 
any kind is pumped or spilled overboard from his vessel. | 
includes oil water from the bilges, crude residues from previ 
voyages or any other matter that may result in the pollution of 
sea. Owners and Masters should comply with any internatio® 
regulations and recommendations concerning the preventio? 
pollution of the sea, especially in regard to the river Humber. 
SHORE LEAVE: None of the officers or crew shall be allot 
shore leave and no boats of any kind, except in an emergency, 
be lowered during the vessel's stay in the berth. 


TYNE DISTRICT: 55.01 N. 01.24 W. (See Plan) 


(Including Newcastle, North and South Shields, Jarrow, Tynemot 
and Gateshead). 
DOCUMENTS: 

1 Crew List for H.M. Immigration Office. 

1 Form C.142 (Tobacco List) supplied by H. M. Customs. 

1 Health Declaration Form supplied by H.M. Customs. 
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{ List of Private Addressed Packages not manifested (C.143) 
supplied by H.M. Customs. ; 
Details of Oil in DBT, also measurement in cu, ft. of cargo in 

non-registered spaces. : 
pILOTAGE: Pilots normally stationed outside Harbour entrance 
within 1 mile radius. In bad weather Pilots will advise concerning 
entering. Twelve hours advance notice via Agent requested. Fre- 
yency medium wave 2182 kHz. Call “Tyne Pilots". VHF - Call on 
brannel 16, working Channel 6. Cutter — 55 ft. in length painted black 
with white lettering “Pilots” — displaying pilot's flag. Efficient pilot 
adder required as per Board of Trade regulations. 
ANCHORAGE: Off entrance River Tyne, recommended 14 mile 
NE. of North Pier. Minimum 12 fathoms. 
RESTRICTIONS: Depths below Chart Datum: 

From sea to Jarrow Oil Jetty (West end) 30 ft. 

From Jarrow Oil Jetty (West end) to Newcastle Bridges (except 
in main channels of Swing Bridge and High Level Bridge, New- 
castle) 23 ft. 

From Newcastle Bridges to West end of Dunston Staith 20 ft. 

MAX. SIZE: Harbour entrance, length and breadth: no limit. Draft 
30 ft. any state of tide: up to 36 ft. at high water. 

lron Ore Quay, draft up to 36 ft. 

Esso Oil Terminal, draft up to 32 ft. 

Newcastle Quay, 25-26 berths -— 30 ft. 

Ranks Mill, 28 ft. 

HEALTH: Foreign arrivals to complete Maritime Declaration of 
Health. They are cleared immediately on arrival by either a port 
doctor or an officer of H.M. Customs depending on where the ship 
comes from and whether there is sickness on board. Vessels arriv- 
ing from ports within accepted area (N. European ports) and coastal 
arrivals need not present declaration. In all cases, when there is 
sickness on board, the Port Health Authority must be informed 
preferably not more than 12 hours and not less than 4 hours before 
arrival. 

RADIO: Cullercoats Radio W/T ‘‘GCC." Cullercoats Radio On R/T. 
VHF: Call sign “Tyne Harbour Radio" on Channel 16, frequency 
156.80 mHz and on Channel 12, frequency 156-60 mHz. A VHF Radio 
Port Operations and Information Service on 24-hour coverage 
is provided for use by vessels approaching the port, for movement of 
vessels in the port and for giving information to Shipowners and 
Agents. 

TUGS: Normally join inside piers, tow ropes optional except manu- 
factured of man-made fibres. Towing hawsers £6.60 per rope. 
Orders for week-end arrivals must*be given before 1030 hrs. Saturdays. 
BERTHING: Albert Edward Dock - Warehouse Quay: 1,170 ft. 

long, depth of water 26 ft. 

East Dock Wall: 530 ft. long, depth of water 25 ft. 

2 roll-on/roll-off berths: depth of water 25 ft. One of the berths 
can accommodate loads up to 500 tons. 

Tyne Commission Quay: 1,100 ft. long, depth of water 25 ft. 

Yb Commission Quay Extension: 390 ft. long, depth of water 22 


Car Ferry Terminal: 25 ft. depth. 

Tyne Dock - North-west Quay: 800 ft. long, depth of water 28 ft. 

Factory Quay: 645 ft. long, depth of water 23 ft. 

Sutherland Quay: 450 ft. long, depth of water 22 ft. 

Iron Ore Quay: 867 ft. long, depth of water 36 ft. 

Tia? Corporation Quay: 7,920 ft. long, depth of water 15 ft. to 

Spillers' French Tyne Mill, Newcastle: berth 570 ft. long, depth of 

water 30 ft. discharge rate 200 tons per hour. 

Baltic Flour Mill, Gateshead: berth 650 ft. long, depth of water 28 ft. 

discharge rate 200 tons per hour. 

Coal Staiths - Whitehill Point Staith - 1 berth rate of shipment 

1,000 tons per hour depth of water 25 ft. 

Jarrow Staith - 2 berths, rate of shipment 1,000 tons per hour, East 

berth, 500 tons per hour West berth, depth of water 25 ft. 

Harton Staith - 1 berth, depth of water 21 ft. 6 in. 

Dunston Staith - 3 berths, depth of water 21 ft. to 25 ft. 

ANKERS: Jarrow - (Shell Mex & B.P. Ltd.) Jarrow Oil Jetty, 
= in length with a depth of 30 ft. below Chart Datum and New 

- 620 ft. length with a depth of 34 ft. below Chart Datum. 
le ynemouth - (Esso Petroleum Co. Ltd.) 1 tanker berth 900 ft. in 

gth with a depth of 32 ft. below Chart Datum and 1 Coaster Berth 

a in length with a depth of 22 ft. below Chart Datum. 
te ech - Tanker Cleaning River Berth, 700 ft. length with a 

Th of 25 ft. below Chart Datum. 
he Lawe, South Shields - Velva Liquids Ltd. Berth 560 ft. length 
aioe” of water 27 ft. below Chart Datum. 

o ES: At Newcastle 10 miles from entrance for proceeding to 
Mg on Staiths, Swing Bridge negotiated against tide; other bridges, 
STEVERt height 80 ft. above MHWS. 
pie DORES: All arrangements through Agent. Stowage plan 
ne’ prior to arrival. 
cal att L: Hospitals available, Advise Agent in advance if medi- 
“ya required on arrival. 

vm ITY: Entrance/Tyne Dock - 1025; Tyne Dock/Jarrow 1020; 
Castle Quay 1005/1010. 


eQ 
F 
wet WATER: Available ex Water Boat, rate of delivery up to 
FU Ons per hour. 


mie grades ex installation, or by barge, 24 hours notice 
PENI AY/DECK WATCHMEN: Available if required. 
CERTIFICAT OS NG HATCHES: Crew allowed open and close. 
Register Y 

Load-line 


UNITED KINGDOM 


Safety Construction. 

Safety Equipment. 

Safety Radio. 

Trinity Light Bills. 
CUSTOMS ALLOWANCE: At the discretion of Local Customs 
Inspector. Normal allowances are equivalent of 4 |b. tobacco per man 
and equivalent to 1 bottle wine per man. Allowances may be halved 
for home trade vessels. Vessels in port more than 3 or 4 days may 


receive extra allowances. = 

IDENTIFICATION CARDS: Not required. 

CONSULS: 
Belgium tel. Newcastle 28767 
Brazil , i 22491 
Denmark or = 21763 
Finland . a 28767 
France » Whitley Bay 25320 
Germany (Fed. Rep.) ,, Newcastle 25060 
Norway id rf 21966 
Portugal a4 44 25256 
Greece 4 a 25414 
Iceland a i 811212 
Italy va i 28971 
Liberia es * 24627 
Luxemburg 7 er 28767 
Netherlands i 7 27314 
Sweden = és 850621 
Latvia ” " 25060 
Spain * + 661620 


prec icuys All types of repairs possible at many building/repair 
yards. 


DRY DOCKS: 
Length Breadth Depth 
on at Sill at 
Dock bottom Entrance M.H.W.S. 
Name of Owner or Occupier _—No. Feet Feet Feet/Inches 
North side of river: 
Swan Hunter 2 182 40 18 0 
North Shields 3 160 45 22 0 
4 490 68 23 3 
5 500 68 24 3 
6 550 72 22 6 
7 297 52 17 9 
8 709 96 28 0 
Swan Hunter, Wallsend 1 540 66 25 0 
Swan Hunter (Dry Docks) 1 560 76 26 0 
Ltd. Wallsend 2 490 70 24 6 
3 570 80 26 0 
4 715 105 29 0 
South side of river: 
Brigham & Cowan Ltd., 1 715 95 25 0 
South Shields 2 455 55 24 0 
3 204 40 18 0 
Tyne Dock Engineering 1 315 45 16 6 
Co., S. Shields 2 280 46 18 6 
Middle Docks & Engin- 4 340 48 18 0 
eering Co., South 2 477 58 21 0 
Shields 3 500 64 23 6 
4 640 80 26 0 
Swan Hunter Ltd., 1 331 48 23 6 
South Shields 2 480 65 23 6 
Mercantile Dry Dock Co. 1 425 60 21 0 
Ltd., Jarrow 2 362 50 19 6 
3 450 60 21 3 
4 600 85 23 6 
Vickers Ltd., Shipbuilding 1 714 90 26 0 
Group, Vickers Arm- 2 850 145 35 0 
strong Palmers, Heb- 
burn Works, Hebburn 
Swan Hunter, Hebburn-on- 1 503 66 24 0 
Tyne 
Slipways: No. of Slipways Length of Cradle 
North side of river 
Swan Hunter, Wallsend 2 235’ & 310’ 
South side of river 
R. B. Harrison & Son Ltd., 2 200’ & 90’ 
Hill Quay 


REPATRIATION: All facilities available. 
AIRPORT: Newcastle Airport, served by regular airlines. 
TIME: British Standard Time, GMT plus 1 hour. GMT in winter 
months. 
HOLIDAYS: New Year's Day; Good Friday; Easter Monday; 
Whit Monday; Autumn Holiday Monday; Christmas Day. 
POLICE/AMBULANCE/FIRE: Dial 999, and ask for service re- 
uired. 
TELEPHONES: Can be arranged on board at certain berths. 
SERVICES: The tanker-cleaning berth at North Shields provides 
accommodation for vessels about 800 ft. length, depth alongside 
25 ft. below Chart Datum. The shore installation, which is owned and 
operated by the Tyne Tanker Cleaning Co. Ltd., includes large recep- 
tion capacity for tank washing and oily sludge, separators of the 
latest type which can deal with oily water at the rate of 1,000 tons per 
hour and various treatment and storage tanks; together with boilers 
and steam and pumping plant. Expert staff and modern equipment 
for carrying out tank washing, cleaning and gas-freeing of vessels 
at the berth, and for other essential duties are also available, making 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


it possible for tanker crews to be paid off immediately on arrival. 
The whole installation is protected by a most complete system of 
fire precautions and fire-fighting equipment. Also available is com- 
pass adjusting, etc. 

SHORE LEAVE: Allowed. 

DEVELOPMENTS: The Iron Ore Quay is to be redeveloped as a 
general cargo berth. Expected to be completed early 1975. 
AUTHORITY: Port of Tyne Authority, Head Office, Bewick 
Street, Newcastle-upon-Tyne, NE1 5HS. Tel. Newcastle 25541. 


AGENT: Lambert Brothers (Shipping) Ltd., ‘B’ Floor, Milburn 
House, Newcastle-upon-Tyne, NE1.1LY. Tel. Newcastle 27314. 
Telex: 53405. Cable address: “Lambros.” 


WHITEHAVEN: 54.33 N. 03.36 W. 


DOCUMENTS: Usual required for clearing a vessel from foreign, 
i.e. Crew list, Passenger list, Customs Documents, Ships Register, 
Manifest and Bills of Lading. 

PILOTAGE: Request for Pilot is made by International Code signal 
G, sound and visual. ETA should be sent twelve hours in advance 
either to ship's Agent or Harbour Master or both. Area for taking 
Pilot on board 4 to 5 cables West of Harbour. Pilot boat is a 36 ft. 
varnished boat, name “J. T. Pears". R/T frequency 2241 and 2182. 
VHF is installed. 

ANCHORAGE: Same area as for boarding Pilot according to 


draft. 

RESTRICTIONS: Vessels may dock from one and a half hours 
before high water till one hour after high water according to draft. 
MAX. SIZE: 270 ft. length, 40 ft. beam and 17 ft. draft (deepest) on 
spring tides, 14 ft. draft (deepest) on neap tides. 

HEALTH: Usual pratique procedure. 

RADIO: Port Patrick and Anglesey Radio Stations. 

TUGS: No tugs 

MEDICAL: Agent should receive notice in advance of any medical 
treatment required. Hospital services are readily available. 
DENSITY: Any state of tide density is 1025. 

FRESH WATER: Fresh water is available on all berths, any 
quantity on request to ship's Agent. 

FUEL: Most grades and types available. 

FIRE PRECAUTIONS: Usual precautions are taken when inflam- 
mable cargo is being loaded or discharged. 

GANGWAY/DECK WATCHMEN: Advisable to have a watch- 
man but not absolutely necessary. 

OPENING/CLOSING HATCHES: Always opened and closed by 
crew members. 

CERTIFICATES: Derat certificate, Load Line certificate, Radio 
R/T certificate, etc. 

CUSTOMS ALLOWANCE: 200 cigarettes. 1 bottle spirits. 
IDENTIFICATION CARDS: None required. 

CONSULS: Norway, Sweden, Denmark and the Netherlands. 
REPAIRS: All types of deck and engine repairs carried out. 
REPATRIATION: Facilities exist for effecting crew changes and 
arranging any necessary repatriations. 

AIRPORTS: Nearest airports are at Manchester, Newcastle and 
Prestwick, all approx. 130 miles away. 

HOLIDAYS: Cargo may be worked on following days: New Year's 
Day, Good Friday, Easter Monday, Whit Monday, August Monday, 
Christmas Day and Boxing Day. 

POLICE/AMBULANCE/FIRE: Telephone numbers of these ser- 
vices in order are: Whitehaven 2616, 3181 and 2151. 
TELEPHONES: No special arrangements exist for placing tele- 
phones on board vessels. 

SHORE LEAVE: Crew members may come and go at all times. 
DELAYS: There are very seldom any delays in berthing and none 
in load or discharge or bunkering. 

AUTHORITY: The Whitehaven Harbour Commissioners, 1 Duke 
Street, Whitehaven, Cumberland. Tel. Whitehaven 2435. 
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United States of America 
HEALTH: All ports. 


Masters of Vessels arriving at United States ports | 


Effective July 1, 1973, radio pratique as a method of quaran. 
tine clearance will be discontinued at all ports under contro| 
of the United States. Changes in regulations, policies, ang 
procedures concerning maritime public health clearance 
have been promulgated. 
Vessels subject to routine inspection 
Only vessels in the following categories will be subjecttoon. 
board public health inspection upon arrival at ports unde 
control of the United States: 

A. Crew or passengers having: 

1. Temperature of 100°F (38°C) or greater (a) which pe. 
sisted for two days or more; or (b) which was accom. 
panied or followed by any one or all of the following; 
rash, jaundice, glandular swelling; or 

2. Diarrhoea severe enough to interfere with work o 
normal activity; or 

3. On board occurrence of death, regardless of the signs 
and symptoms above. 

B. Vessels which have been in a smallpox infected county 
during the 15 days prior to arrival in the United States, 
C. Vessels which have been in a plague infected country in 
the 60 days prior to arrival in the United States. 

Procedures. Vessels in any of the categories, A, B, orC 
above will be granted provisional pratique and boarded upon 
arrival for inspection. In addition, vessels boarded for quality 
control may be boarded upon or subsequent to arrival. In 
accordance with regulations you must inform the quarantine 
station, through your vessel Agent, at or nearest the intended 
port of your vessel's first arrival in the United States of the 
occurrence of illness as specified in A above. Based o 
information you provide your Agent, or information your 
Agent already possesses regarding your vessel's itinerary, 
your Agent will notify the quarantine station if your itinerary 
included a smallpox or plague infected country. Arriving 
vessels no longer need to complete a maritime public health 
declaration unless boarded for inspections as described 
above. The boarding inspector will provide the declaration 

These changes reflect our confidence that you will con 
tinue to report, in advance of arrival in the United States, the 
on-board occurrence of illness compatible with the signs 
and symptoms specified above. 


SHIP'S OFFICER'S REPORT: The information given for thew 
of New Orleans (U.S.A.) applies to all the ports in the U.S.A. int 
event of the vessel arriving from abroad or from a previous U.S. 
All the documents such as Crew List, Passenger List (Form |! 
Deck, Engine, Stewards & Bonded Stores Lists (Form 1303), Cer 
Effects Declaration (Form 1304), are required in duplicate at# 
port for entry inward. 


ALBANY, New York: 42.40 N. 73.45 W. 
DOCUMENTS: If first port of call in U.S., 2 complete Custtt 
Manifests describing all cargo on board and ports of dischi 
Also 1 Cargo List for Albany cargo; 3 Crew Lists; 3 Store Us 
3 Curio Lists, the Ship's Register, Load Line Certificate and Ton 
Tax Certificate. 
PILOTAGE: Hudson River Pilot boards vessel off Yonkers," 
Cable address: ‘‘Hudpilots, Yonkers, N.Y." 
ANCHORAGES: Several anchorage areas in Hudson Rit! 
route to Albany if required due to weather. Vessels cannot ane 
at Port of Albany. 
RESTRICTION: Hudson River Channel to Albany has cont 
depth of 32 ft. MLW. Vessels with draft in excess of 28 ft. wil 
required to transit river on favourable tide as directed by Pilot 
MAX. SIZE: Maximum permissible length 750 ft.; breadth 
draft 30 ft. Turning basin at Albany 1,100 ft. in width. 
HEALTH: Free health pratique only when vessel is arriving # 
another U.S. port. If Albany is first port in U.S., Master should@ 
vessel's Agent prior to arrival and arrangements will be mace! 
granting pratique at New York based on information available. 
TUGS: One 2,500-h.p. tug stationed at port at all times; add 
tugs available upon advance request. Normally one tug is § 
for turning and docking. Tug's lines are used. 
BERTHING: 4,000 linear ft. of marginal wharf available at AF 
terminal for general cargo, grain, lumber, etc., 32 ft. alongside 
Various privately operated deep-water petroleum terminals * 
area. 
Facilities: 135 million bushel grain elevator, 17 million ® 
molasses storage - 3 terminals. Scrap Iron Terminal, 
Terminal. Py 
BRIDGES: Minimum vertical clearance of bridges on Huds® 
en route to Albany is 135 ft. , 
STEVEDORES: Rates and information can be obtained from 
W. McGrath Corporation; seven gangs available. i 
FRESH WATER: Supplied during regular working hous” 
except Saturdays, Sundays, and holidays at $1.00 per 1 u 
plus $10.00 service charge per daily delivery on straight time. 
tional charge if supplied during other periods. 
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GanGWAY/DECK WATCHMEN: Available via ship chandler 
not required but recommended. 

ONSULS: Italian Vice-Consulate located at Albany, other con- 
sulates available at New York City. : 
REPAIRS: Minor deck and engine repairs can be handled. 
AIRPORT: Seven miles distant from port; served by Allegheny, 
america, Altair and Executive Airlines. ! j 
TIME: Eastern Standard and Eastern Daylight Saving, 5 hours 

MT. 

mi OAYS: Standard U.S. holidays; cargo work can be arranged 
on all holidays at overtime rates, except July 4th, Labour Day and 
Christmas Day. . 
SHORE LEAVE: Crew members allowed ashore unless restricted 
py Customs or Immigration requirements. 
AUTHORITY: Albany Port District Commission, Administration 
guilding, Port of Albany, Albany, N.Y., 12202, Tel. 518-463-1103. 


ALEXANDRIA, Virginia: 38.48 N. 77.03 W. (See Plan) 
DOCUMENTS/PILOTAGE/HEALTH: Refer to “Hampton 


ds”. 
RESTRICTIONS: Anchoring necessary between 2200 to 0600. 


rthing daylight only. 
aX. Size: Governed by draft only —- maximum 22 ft. 6 in. all 


imes. 

RADIO: WMH Baltimore, Md. 

TUGS: None required. 

BERTHING: Berthing 0600 to 2200. 

BRIDGES: One bridge, closed Monday through Friday 1600-1830 


and 0630-0900. 

STEVEDORES : Informally arranged through Receivers or Shipper's 
Agents. 

WEDICAL: Hospital available. 

FRESH WATER: Available at berth - 10 tons per hour. 

FUEL: Not available. 

GANGWAY/DECK WATCHMEN: Shore watchman provided. 
OPENING/CLOSING HATCHES: Stevedores. Vessel - depend- 
ing on understanding. 

IDENTIFICATION CARDS: Required by Immigration. 

REPAIRS: Minimal facilities. 

REPATRIATION: Facilities exist. 

AIRPORT: 3 miles. Washington National - multiple flights. 

TIME: GMT minus 6 hours. 

POLICE/AMBULANCE/FIRE: Agents arrange. Watchmen on 


duty. 

SHORE LEAVE: Allowed. 

DELAYS: No unusual delays. 

AUTHORITY: Virginia Port Authority, Norfolk, Va. 


ANACORTES, Washington: 48.31 N. 122.36 W. 


DOCUMENTS, PILOTAGE, HEALTH, etc.: Refer to “Tacoma”. 
ANCHORAGES: East End Guemes Channel, 54 ft. min. depth. 
MAX. SIZE: Length, open. Draft, 54 ft. 
pad Join vessel in Guemes Channel at Anacortes - lines 
optional. 
BERTHING: Pier no. 1, depth 31 ft.; Pier no. 2, depth 38 ft. 
STEVEDORES: Request 24 hours notice. 
FRESH WATER: Available from city water system. 
FUEL: Available from Shell and Texaco. 
GANGWAY/DECK WATCHMEN: Not required by port. 
OPENING/CLOSING HATCHES: Stevedores. 
CUSTOMS ALLOWANCES: No definite quantities prescribed; 
easonable allowance at discretion of Customs Inspector. 
CARGO GEAR: ILWU requirements. 
IDENTIFICATION CARDS: Required. 
REPAIRS: Minor repairs only. 
AIRPORT: 75 miles Seattle International. 
Time: GMT minus 8 hours. From end April to end October, Pacific 
aguante Saving Time, GMT minus 7 hours. 
PoLIDAYS : See Tacoma". 

OLICE/AMBULANCE/FIRE: Police 293-3157; Ambulance 293- 
3183; Fire 293-3155, 

{LEPHONES : Available at Pier 2 and at Pier 1 by Phone Co. 
TORE LEAVE: Allowed. 

UTHORITY : Port of Anacortes, Robert D. Keller, MGR. 293-3134. 


ANCHORAGE, Alaska: 61.12 N. 150.00 W. (See Plan) 


COCUMENTS: 


* copies Cargo Manifest (Forms 7527.A or 7527.B), the original 
inne all cargo on board, and 2 copies showing only cargo 
, r this port. 
copies Crew Manifest (curio list). 
Copies Stores List, 
patel Passenger List (Form 1.418). 
sage Crew List (Form 1.418). 
Dadsling boarding Officer will also examine Ship's Register and 
teuired 4 ertificate. In addition, the following documents will be 
fied or formal entry to be made within 48 hours of arrival from 
: Or 24 hours from arrival from a United States port: 


pr yoelld Oath (Customs Form 3255). 
reign clearances. 


U.S.A. 


U.S. Certificates of payment of tonnage tax (Customs Form 1002) 

Certified Crew List. 
PILOTAGE: The pilot station for Anchorage is at Homer, Alaska 
Vessels may contact Pilot by radio telephone. Telegraphic address 
“Almarrpilot", ETA notice requested 24 hours. Guards VHF Chan- 
nel 10. Pilot boat green and white. Pilot flag by day, pilot light at 
night. Pilot boat 1 mile South of Homer Spit (Coal Point) Homer 
Alaska. In bad weather, wait inside Homer Spit and advise via 
radio-telephone. 
ANCHORAGES: The best anchorage for deep-draft vessels is 
West of Anchorage in depth of 10 to 12 fathoms, silt bottom. Holding 
ground is good. 
TIDES AND CURRENTS: The diurnal range of tide is 29-6 ft, 
Currents from 1-7 to 6 knots or more in mid-channel. 
RESTRICTIONS: Flow and pan ice is encountered in the Cook 
Inlet from approximately the end of November until the end of 
February. This ice does not freeze solid due to the tidal action. The 
portis in year-round use and expert information on winter conditions 
may be obtained from any of the highly qualified licensed ship pilots 
available in the area. 
MAX. SIZE: All berths 35 ft. MLLW. 
HEALTH: Pratique available from Agent subject to U.S. Health 
Regulations. See ‘Health Regulation” before first U.S.A. port 
(Albany). 
RADIO: Port of Anchorage ‘“KBT-42"" on HF-AM and SSB. 
““WHJ-82" on VHF-FM. 
TUGS: Join vessel 14 miles South-west of docks. 
BERTHING: 600 ft. general cargo Terminal No. 1, apron width 
47 ft., live load limit 600 Ib. per sq. ft. 

General cargo Terminal No. 2, 610 ft., apron width 69 ft. Depth 
alongside face at MLLW 35 ft. 
Shore Cranes: Level luffing gantry and Paceco container cranes. 
Capacity: Level luffing gantry 74 tons and 40 tons (5 ton high-speed 
whip lines). Container cranes 274 tons. 

Outreach from fender face is 70 ft. for the gantries and 81 ft. on 
the PACECO. Clear height above MLLW is 132 ft. 
TANKERS: The Petroleum Terminal at the port of Anchorage is 
contiguous to the general cargo docks. The POL Dock is 612 ft, 
long and contains multiple petroleum manifolds in addition to those 
on Terminal No. 1. Depth 35 ft. alongside. 
STEVEDORES: Working Hours: Stevedores do not work on 
January 1, September 6, November 25 and December 25. The first 
six hours of any shift between 8.00 a.m. and 3.00 p.m. is at the straight 
time rate. Work performed on Saturdays, Sundays, holidays and 
between 5.00 p.m. and midnight is at overtime rate. Meal breaks are 
11.45 a.m. to 1.00 p.m.and 4.45 p.m. to 6.00 p.m. Stevedores do not 
normally work between midnight and 7.00 a.m. 
SPECIALISED CARGO HANDLING FACILITIES: Two 27}-ton 
PACECO container cranes servicing general cargo Terminal No. 2; 
private bulk cement pipe-lines to shore silos. 
DENSITY: From 1.0098 to 1.0102. 
MEDICAL: All facilities available. Three local hospitals. 
FUEL: All grades available. 
FRESH WATER: Public Health Service certified watering station. 
WATCHMEN: Gangway/Dock Watchmen required shipside. 
HATCHES: Opening/closing hatches by stevedores. 
AIRPORT: Five miles; served by regular foreign and domestic 
airlines. 
CUSTOMS ALLOWANCES: Atthe discretion of customs officer 
Normal allowance is 200 cigarettes or 2 lb. tobacco and one quart 
wine or spirits per man. Additional allowances may be given if 
considered necessary, due to length of vessel's stay in port. 
IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
|.-95 to be made up for each crew member on arrival. Not necessary 
for crew men already holding Form |.-95, issued for the same vessel 
HOLIDAYS: New Year's Day (January ist); Lincoln's Birthday 
Washington's Birthday; Seward’'s Day (March 30th); Memorial 
Day; Independence Day (July 4th); Labour Day; Columbus Day; 
Alaska Day (October 19th); Veterans’ Day; Thanksgiving Day; 
Christmas Day (December 15th). 
POLICE/FIRE/AMBULANCE: Police 272-1414; Ambulance/Fire 
272-1515. 
TELEPHONES: Telephones available shipside. 
DEVELOPMENTS: Present expansion plans call for one full-sized 
general cargo terminal, a second petroleum terminal and reclamation 
of approximately 38 acres of tidelands for cargo storage and staging. 

Contracts were awarded in 1973 for the first phase of this develop- 
ment, composed of the construction of 366 ft. of additional general 
cargo berthing space, an additional shore trestle and reclamation 
of 11 acres of tidelands. Phase | is expected to be completed by the 
fall of 1974. 
AUTHORITY : Port Director, 2000 Anchorage Port Road, Anchor- 
age, Alaska 99501. Tel. 272-1531. 


ASHTABULA, Ohio: 41.53 N. 80.48 W. 


Refer to “St. Lawrence Seaway” for important general information. 
PILOTAGE: Nearest pilot station is the Welland Canal, Canada. 
ANCHORAGES: No anchorage inside boundaries. Good anchor- 
age outside to East of the entrance, depth approximately 20 fathoms, 
MAX. SIZE: The Pinney Dock and Transport Company stevedor- 
ing dock handling overseas cargoes located just East of entrance to 
the port. Channel depth of 28 ft. Four berths, 27 ft. alongside; length 
of facilities up to 700 ft. by 75 ft. beam. No facilities for oil carriers. 
RADIO: Contact Lorain, Ohio ship-to-shore station for local con- 
nections. 
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TUGS: Tugs normally join vessels just inside harbour entrance. 
Use ship's or tug's lines optional; tug lines used at additional charge 
of 10% of the tons will be added. For tug service call ship-to-shore 
tug Idaho, FM Channel 51. 

STEVEDORES: Work gangs for loading and unloading provided 
by the Pinney Dock and Transport Company. 

MEDICAL: Vessels requiring medical attention call U.S. Coast 
Guard station located in the main river by calling AM Channel 20. 
Ambulance and hospital service available. No inoculation, vaccina- 
tions, or fever certificates required. 

DENSITY: Fresh water. 

FRESH WATER: Available at stevedoring dock. 

FUEL: Available on 24-hour notice. 

FIRE PRECAUTIONS: City fire department. Also water line on 
face of the dock available. 

GANGWAY/DECK WATCHMEN: Overseas stevedoring dock 
enclosed wire fence, watchmen on dock at all times, guard at main 


gate. 

he alti ca HATCHES: Optional by crew or steve- 
ores. 

CUSTOMS ALLOWANCES: Only allotments per person con- 

sumed aboard allowed. 

IDENTIFICATION CARDS: Required. 

CONSULS: Nearest at Cleveland. 

REPAIRS: Al! types of deck and engine repairs available; also 

topside shell repairs. 

REPATRIATION: Can be arranged. 

AIRPORT: Nearest airport approximately 10 miles South with 

commuter services to Cleveland Hopkins Airport. Cleveland Hop- 

kins Airport approximately 70 miles West. 

TIME: Local Eastern Standard Time except from May to October - 

Daylight Saving Time. 

HOLIDAYS: Stevedoring docks double time on holidays and 

time plus one-half on Saturdays and Sundays. 

POLICE/AMBULANCE/FIRE: Police, 993-8281; 

964-3121; Fire, 964-7123. 

TELEPHONES: No provisions for placing telephones aboard 

vessels. 

SHORE LEAVE: Crew allowed ashore. 

DEVELOPMENTS: Pinney Dock and Transport Co. are dredging 

a second slip (length 2,000 ft.) and constructing a third pier (length 

2,000 ft., depth 28 ft.). 

AUTHORITY: Ashtabula Port Authority, 4400 Main Avenue, 

Ashtabula. 


Ambulance, 


ASTORIA, Oregon: 46.11 N. 123.50 W. 


PILOTAGE: Columbia River Bar Pilots, PO Box 81, Astoria, Oregon, 
97103. TWX. 910-466-8014. Tel. 503-325-2641. 
FACILITIES: The port of Astoria has three finger piers with nine 
berths. 

Pier 1: 2 berths — 167,000 sq. ft. covered shed, gallery for elevator - 
rail trackage. 

Pier 2: 5 berths — 600,000 sq. ft. open area, bunkering facilities at 
berths 3-5-6, rail trackage. 

Pier 3: 2 berths — 248,000 sq. ft. covered shed, barge ramp, rail 
trackage. 

Water Depth: 35 ft. at inside berths, 40 ft. at outside berths. 
AUTHORITY: Port of Astoria, Oregon. PO Box 569, Astoria, 
Oregon 97103. Tel. (503) 325-4521. 


ATRECO, Texas: 29.59 N. 93.53 W. 


DOCUMENTS, PILOTAGE, HEALTH, RADIO, etc.: Refer to 
“Port Arthur”. 


BALTIMORE, Maryland: 39.17 N. 76.35 W. (See Plan) 


DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo for 
this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores Lists. 

2 copies Passenger List (Form |.-418). 

2 copies Crew List (Form |.-418). 

Customs boarding officer will also examine Ship's Register and 
Load-line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours from arrival from a United States port. 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All foreign clearances. 

U.S. Certificates of payment of tonnage tax (Customs Form 1002). 

Certificate Crew List. 

PILOTAGE: Each vessel! entering the Chesapeake Capes under 
foreign flag or carrying foreign cargo is required to employ a Pilot 
of the Association of Maryland Pilots. The Association maintains 
a pilot boat which is anchored at the entrance of the Chesapeake 
Capes. Pilots will be furnished with a small transistorised portable 
radio unit, which provide ships bridge to bridge communication 
system to ensure navigational safety while traversing the waters of 
Chesapeake Bay. It is a positive means of communication to ensure 
ship's position reporting, the safety and movement of vessels, as 
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well as messages related to the operational needs of vessels pr 
ing to the port, and provide the Pilots communications instructig, 
expediting operations of vessels when they are aboard. 
ANCHORAGE: Numerous anchorages located within ha 
limits for ocean-going vessels. Seven such areas are available 
vessels of light and heavy draft. Four of these anchorages are locay 
on the East side of the main ship channel between the ent 
channel to the Central Soya Company Grain Elevator and fe 
Carroll. Two are on the West side of the main ship channel, ang 
on the North side of Curtis Bay channel. . 
: At Sandy Point, approximately 22 miles South of Baltimore, thy 
is an emergency anchorage in natural deep water with depts 
50 ft or more. 1 
RESTRICTIONS: There are two different approaches and 
to the sea lanes. The principal route is by way of the Southerly cou 
through the Chesapeake Bay and Cape Henry to the ocean, h 
distance by this route is approximately 150 nautical miles. There's 
main ship channel 20 miles long from Baltimore to the Chesapes 
Bay; this channel is 800 ft. wide and 42 ft. deep. 

The other route to the sea lanes is via the Chesapeake and Oe 
ware Ship Canal. This offers a short protected route betwe 
Baltimore and other leading North Atlantic ports by way of Delay, 
Bay and allows ships serving North Atlantic European ports tos» 
about 115 miles sailing distance. 

Entrance to the Chesapeake and Delaware Ship Canal is loca 
about 50 miles North of Baltimore. The width of the channel is 4 
and the depth is maintained at 35 ft. The canal itself is 15 milg. 
length, and from the Delaware Bay side the distance to sea lang, 
about 60 miles. Navigation lights are maintained so the canal is o 
to navigation day and night. 

MAX. SIZE: Length 1,250 ft., draft 42 ft. at Canton Ore pier, 
HEALTH: Radio pratique is automatically granted arriving ves 
provided no communicable disease or death on board, or vessel 
not come from country with outbreak of quarantine disease, i 
free pratique, vessel may enter port and discharge passenges 
given provisional pratique, vessel may enter port, but must 
additional measures specified in connection with dischay 
passengers and cargo, until free pratique is granted. 

Quarantine office is located at Friendship International Aine 
Immigration and Quarantine board vessels at dockside. In the ee 
- vessels not docking, launch arrangements must be made) 

gent. 

TUGS: The port has an efficient fleet of tug-boats in operas 
The tugs usually take vessel in two at Quarantine Station. 
BERTHING: There are approximately forty-five important pierse 
terminals, some of which are listed below: 


Marine Terminals 


Max. 
Name Berths draft Cranes Special fealue 
Canton 10General 42ft. 
3 Bulk 
Clinton St. 4General 32ft. 1at15t 
1 at 18t 
Dundalk 12 34ft. dat70t Berths 7-12 
7 at40t for containes 
2at50t 1 Ro-Ro bert 
2 at 60t 
Hawkins Point 2 36 ft Length 720% 
Locust Point 17General 34 ft. 2 at 75 t Whit 
3 Bulk Gantry mourt 
at Pier 4 
Port Colvington 10General 38 ft 4at10t 
7 Bulk 1at45t 
Rukert Term 
Corp 6General 35ft. 6at15t 
Sealand 1 32ft. 1at274t Length aut 
Terminal Corp 1 28 ft. Length 419% 
Public Bulk Cargo Piers Loading Ce. 
Name Berths Length Breadth Draft Storage C# 
(Coal) 
Curtis Bay 2 900 ft. 117ft. 42 ft. 6,000 t.p.h. 
(Ship) | 
Coal Pier 30 ft. 4,000 t.p.h. | 
(Barge) . 
Penn Central 4 1,00ft. 223 ft. 35 ft. 900 t.p.h. 
RR Coal Pier 
Port Covington 2* 888 ft. 78ft. 30ft.to 3,500 t.p.h. 
Coal Pier 25 ft. 
(ES) 
40 ft. 
(WS) 
(Grain) , 
Canton Pier3 2 1,418 ft. 88ft. 32ft. 3,957,000" 
(ES) j 
690 ft 75,000 bp 
(WS) 
Locust Point 3 1,000 ft. 67 ft. 35 ft. (2) 3,880,000 bu" 
Pier 7 30 ft. (1) 40,000 b.p™ | 
Port Covington 2 1,340ft. 57ft. 37ft. 5,000,000" 
(ES) c 
Pier 2 245 ft 20,000 b.p-* 
(WS) 
(Ore) 
Canton 2 1,250ft. 88ft. 42ft. 3,000 tp 
(WS) 
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U.S.A. 
ior 2 1 800 ft. 25 ft. 2 copies of Inward Foreign Manifest. 
Pie (ES) 1 form 3251 (Master's Oath on entry of vessel). 
curtis Bay 1 650 ft. 81ft. 39ft. 2,000 t.p.h. 2 forms 1374 outward foreign Manifest 
Pier PILOTAGE: Cable PENBAY via Chatham Radio. Ship's Agent 
oh Cent RR 2 1,200 ft. 64 ft. 30 ft. 800 t.p.h. usually notifies Pilot 48 hours and 24 hours before arrival at the 
Bulk Com- pilot station. Pilot boat usually stands by on their radio one hour 
modity Pier before ETA on RT 2182 and the VHF Channel 16 (156-8). Pilot boards 
port Covington 3 1,524ft. 66ft. 30ft.to 2,000 t.p.h. at Monhegan Is, lat. 43°45’ N., long. 69° 22’5” W. Pilot uses a white 
Pier 6 25 ft. boat 36 ft. long and displays “‘H" by day and the pilot signals at 
(NS) night. Vessels awaiting Pilot in bad weather must heave-to outside. 
38 ft. ANCHORAGES: No restrictions on anchoring at Searsport and 


(SS) the Fort Point area. 
BRIDGES: The Chesapeake Bay Bridge-Tunnel is located across RESTRICTIONS: Large ships are restricted to daylight naviga- 
the entrance to the Bay, between Cape Henry and Cape Charles. tion and high water. Small coastal ships of 14-15 ft. draft run day and 
This vehicular crossing consists of fixed causeways and bridges, night. South Brewer has a controlling depth of 16 ft. at low water. 
and 2 tunnels - one under the Chesapeake Channel and one under _ Lower Bangor has controlling depth of 15 ft. and upper harbour has 
the Thimble Shoal Channel. depth of 11 ft. Average rise of tide is 13 ft. 

No bridges cross the main ship channel in Baltimore Harbour. MAX. SIZE: At present ships of 560 ft. are taken up the river two 
Vessels en route to the harbour from the ocean via the Chesapeake hours before high water during daylight. Size and draft of ship 
Bay pass under the Chesapeake Bay Bridge, about 151 statute miles depend on the berth. 
above the ocean entrance to the bay. This bridge is 3-7 miles long HEALTH: It is the practice of the Agent to notify the U.S. Public 
from shore to shore; its western end is 0-5 miles South-west of Sandy Health and arrange for an inspection at the pier. If any disease is 
Point and its Eastern end is on Kent Island, 4-0 miles South-west of found the vessel is quarantined. When vessel has once cleared U.S, 
Love Point. The Curtis Creek and Middle Branch sections of harbour quarantine and proceeds to other U.S. ports, the clearance is still 


are each crossed by a highway and a railroad bridge. valid. Contact Agents for radio pratique. 
DENSITY: The salinity of Baltimore harbour waters requires full RADIO: Vessels arriving Bangor use radio station at Chatham 
fresh water draft allowance. Mass., or call on the R/T through station WOU at Boston, Mass. 
TANKERS: TUGS: Usually meet ship at Bucksport, and use ship's lines. 
Pier Operator Berth Length Draft BRIDGES: One suspension bridge with a height of 135 ft. at high 
American Oil Co. Amoco Oil Co. 1 30 ft. water. Horizontal clearance is 750 ft. 
1 32 ft MEDICAL: No advance notice required. There are three large 
1 32 ft. hospitals. Seamen required to have certificate for smallpox vaccina- 
Ashland Oil Deep-water 1 426 ft. 33 ft tion during past three years. 
Terminals Inc. TANKERS: One berth for ocean-going vessels. One 8 in. hose with 
B.P.-Texas Co. B.P.-Texaco 1 520 ft. 33 ft. a 10 in. line. Twenty-two ft. at low water. 
Continental Continental 1 700 ft. 34 ft. DENSITY: Nearly fresh water. 
Oil Co. Oil Co. FRESH WATER: Supplied at ocean-going berth at the rate of 50 
Crown Central Petroleum 1 800 ft. 32 ft. tons per hour. 
Pet. Corp. Marketing Inc. FUEL: Only available at oil berth. 
Exxon Pier 1 Exxon 3 810 ft. 30-42 ft. CERTIFICATES: 
Exxon Pier 3 Exxon 2 405 ft. 27-30 ft. Load-line. 
Gulf Oil Co. Hoffberger 2 544 ft. 35 ft. Foreign Clearance. 
Hess Oil Co. Amerada Hess 1 315ft. 36 ft. Safety Certificate. 
1 250ft. 23 ft. Radio Operator's Licence. 
Shell Oil Co. Shell Oil Co. 1 800 ft. 23ft.(WS) CUSTOMS ALLOWANCES: 200 cigarettes per man, 1 bottle 
35 ft.(ES)  wine/spirits per man. 
Slop disposal facilities available at Humble Oil Terminal. IDENTIFICATION CARDS: Form |.-95 must be filled out upon 
MEDICAL: All facilities available. arriving unless seaman has made one out before on a previous trip. 
FRESH WATER: Can be supplied at all berths. Water barges CONSULS: None. 
available. REPAIRS: Only machinery repairs. 
FUEL: All grades supplied by numerous oil companies by barge REPATRIATION: Arrangements must be made ahead of time by 
or ex-wharf at the oil berths. telegram. 


REPAIRS: Bethlehem Stee/ Corporation. At the Sparrows Point TIME: GMT minus 5 hours in the winter and minus 4 hours in the 

Shipyard vessels up to 300,000 tons dwt. are constructed, and the summer. 

facilities include all the necessary equipment for the construction of AIRPORT: Bangor International is 2 miles from the city. 

large and small vessels. POLICE/AMBULANCE/FIRE: Police 9427377; Ambulance 9893311 
Two other marine yards, one of which is located at Key Highway, _ Fire 9422293. 

while the second is located on the Eastern end of Locust Point TELEPHONES: None put aboard. One pay phone on ocean-going 

adjacent to Fort McHenry. The facilities of these plants include three berth. 

dry docks, two graving docks and nine outfitting piers. These SHORE LEAVE: Allowed subject to Immigration approval. 

facilities handle all types of dry docking and ship repairs. AUTHORITY: City of Bangor, Dept. of Harbour and Wharves, 
Maryland Shipbuilding and Dry-dock Company. This large marine Harbour Master. 

shipyard is located on the water front at Fairfield. Plant facilities 

include four dry docks, five outfitting piers and one side launch 


way. All types of ship repairs are handled in this yard. BATON ROUGE, Louisiana: 30.28 N. 91.12 W. 
bo addition to fe above mentioned facilities there are numerous i 
mpanies specialising in minor ship's repairs. TS: 
CUSTOMS ALLOWANCES: At the discretion of customs Oe mainarend’s Crew Lists. 
officers, Normal allowance is 200 cigarettes or 2 Ib. tobacco and one Original and 3 Passenger Lists. 
quart wine or spirits per man. Additional allowances may be given Clearance from last foreign port. 
Depcered necessary, due to length of vessel's stay in port. Original and 3 copies Inward Manifest. 


NELOPMENTS : Chesapeake and Delaware Canal to be dredged Certified Derat Certificate. 
errant by-mid:1975, : F Load-line Certificate. 
IFICATION CARDS: Standard U.S. Immigration Forms Safety Certificate. 


-% to be made up for each crew member on arrival. Not necessary Ship's Register. 

const man already holding Form I.-95, issued for the same vessel. 3 copies Curio List. 
Ar ULS: PILOTAGE: Advise Agents ETA sea-buoy 48 hours in advance. 
tig Ecuador Italy Agent then makes arrangements for pilots. Seven 46 ft pilot boats— 
Balhae” El Salvador Netherlands red hulls white cabins, flying white and blue pilot flags. Suggest 
Columb Finland Norway pilot ladder 6 ft. above water level, no life-line. Call channel 2738 or 
Caste Rr France Panama VHF channel 9, 30 to 40 miles out. Safe anchorage within two miles 
tea “ey Great Britain Sweden Southpass or South-west pass entrance. 
Domi an : Guatemala Uruguay ANCHORAGES: General anchorage Baton Rouge as directed by 

ti oe Republic Honduras ¢ Venezuela f | Pilots. 

4 to coe Standard Time, GMT minus 5 hours. Daylight saving RESTRICTIONS: No night-time restriction for entry or clearanee, 
AUT minus 4 hours from April to October. docking or undocking. 


Bah ORITY : Maryland Port Administration, 19 St. Charles St., MAX. SIZE: Humble Oil Docks can accommodate 1000 ft. vessels— 
®. Tel, (301) 383 5700. unlimited breath; draft governed by South-west pass—project 
depth 40 ft. usually restricted from 37 ft. to 30 ft. draft May through 


B August, due to low water and silting. 

ANGOR, Maine: 44.49 N. 68.47 W. HEALTH: Vessels en route Baton Rouge from foreign port rig 

Docu accommodation ladder and anchor off quarantine station New Or- 

* MENTS: leans for pratique and immigration inspection. Infectious diseases 

teow of Crew List. referred to Agent for handling with U.S. Public Health Doctor. No 

Reed of Passenger List. pratique required for vessels arriving from another U.S. port. Radio 
Sen of Stores Lists. free pratique may be requested through Agents about 36 hours prior 

Pies of Foreign Purchase Lists. arrival by advising no sickness, no animals, no passengers, etc. 
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RADIO CALLS: ETA cables can be routed through Tropical Radio 
WNU New Orleans. 

TUGS: Available at Baton Rouge for docking and undocking. Ship's 
lines used. 

BERTHING: No time restrictions on berthing. 

CARGO HANDLING FACILITIES: Two general cargo docks 
with total 280,000 sq. ft. transit shed and 2,265 ft. long, 40 ft. wide 
apron with double marginal tracks; grain elevator and bulk terminal 
at Burnside, for handling ores, concentrates, etc.; container mar- 
shalling yard adjacent cargo docks; also 20-acre paved staging area 
for import automobiles. Dock equipped for roll-on/roll-off. One dock 
equipped handle liquid chemicals. 

BRIDGES: Sufficient clearance for all stages of river at all times; 
two bridges cross at New Orleans, one at Baton Rouge and one at 
Donaldsonville. 

STEVEDORES: May be obtained by Agent with 4 hours notice. 
MEDICAL: Agents should receive 24 hours notice when medical 
attention is required. Two excellent hospitals at Baton Rouge, U.S. 
Public Health Hospital at New Orleans. 

TANKERS: Oil tankers load various petroleum and chemical pro- 
ducts at Humble Oil Docks with sufficient hose, reducers, etc., avail- 
able. Oil residue slop facilities available. 

DENSITY: No tide—fresh water at all times. 

FRESH WATER: At public docks. At Humble Oil Terminal 
simultaneous with loading or discharging at no cost. Ship's crew to 
make water connections. 

FUEL: All grades subject inquiry. Barging essential. 

FIRE PRECAUTIONS: Usual fire lines and sprinkler systems. 
GANGWAY/DECK WATCHMEN: Only if Master requires. 
OPENING/CLOSING HATCHES: Depending on terms of charter, 
usually by ship's crew. 

CUSTOMS ALLOWANCES: Tobacco, each crew member allowed 
300 cigarettes. Master allowed reasonable quantity. Wine and/or 
Spirit, each crew member allowed one bottle each of wine and 
spirits. Master allowed reasonable quantity. 

CARGO GEAR: Safety certificate required for ships gear in hand- 
ling. Pkg. cargo, etc. 

IDENTIFICATION CARDS: Usual passports. 

CONSULS: Norwegian only, all other consuls at New Orleans ~ 80 
miles distant. 

REPAIRS: All types of deck and engine repairs may be carried out. 
py Ss lade Crew repatriation and crew changes may be 
made. 

AIRPORT: Six miles to Ryan Airport, served by regular airlines. 
TIME: Local time is Central Standard Time—6 hours later than 
GMT; from April through October local time is CS daylight saving 
time, 5 hours later than GMT. 

POLICE/AMBULANCE/FIRE: Tel. Nos. Public Dock: Police 343- 
5525; Ambulance 344-0566; Fire 343-4140. 

TELEPHONES: No arrangements for placing telephones aboard. 
GENERAL: Tankers in ballast advised of drift wood conditions in 
river and ballast their vessels accordingly so as to avoid propeller 
damage. 

SERVICES: Because of restricted river inadvisable adjust compas- 
ses. This is usually accomplished below New Orleans where river of 
sufficient width to permit large vessels to swing. Two firms engaged 
in tank cleaning, namely, Two Twenty Eight Terminals Inc. and Port 
Allen Marine Cleaning Plant. Slop facilities available at the Humble 
Oil & Refining Co. dock. 

SHORE LEAVE: Shore leave permitted except when detained 
aboard by U.S. immigration. 

DELAYS: Normally no delays at Humble Oil docks in berthing 
except when vessel's tanks unsuitable for loading. Normal delay at 
city wharf is one day awaiting berth. 

AUTHORITY: Greater Baton Rouge Port Commission, PO Box 
380, Port Allen, Louisiana 70767. 


BAYTOWN, Texas: 29.44 N. 95.01 W. (See Plan) 


DOCUMENTS, PILOTAGE, HEALTH, etc.: Refer to “Houston”. 
TUGS: Available if required. 

tek age Humble Oil & Refinery Co. Terminal, depth alongside 
35 ft. 

MEDICAL: All medical assistance available. 

DENSITY: Brackish. 

FRESH WATER: Available ex wharf. 

FUEL: All grades available ex wharf. 

GANGWAY/DECK WATCHMEN: Required only if crew de- 
tained by Immigration. 

CUSTOMS ALLOWANCES: Each man 300 cigarettes or 100 
cigars or 1 Ib. tobacco; 1 quart wine/spirits. 

AUTHORITY: Port of Houston Authority, P.O. Box 2562, 1519 
Capital Avenue, Houston, Texas 77001. 


BEAUMONT, Texas: 30.05 N. 94.05 W. 


DOCUMENTS, PILOTAGE, HEALTH, RADIO, etc.: Refer to 
“Port Arthur”. 

TUGS: Meet vessel in Neches River before arriving at berth. Nor- 
mally two tugs used for docking, one for undocking. 

BERTHING: Beaumont Elevator, distance from sea 50 m., depth 
alongside 38 ft. Texas Gulf Sulphur Co., distance from sea 47 m., 
depth alongside 34 ft. 

CARGO HANDLING FACILITIES: Five general cargo berths, 
with total of 400,000 square feet transit shed space. Three open 
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berths with double marginal tracks; 700 ft. of gantry tracks with 
ton travelling gantry crane. 

STEVEDORES: Normal working hours 0800/1200 and 1300/19 
Monday to Friday. 

HOLIDAYS: Longshore holidays are: Armistice Day; Thank 
giving Day; Christmas Day; New Year's Day; Washington's Big 
day; Texas Independence Day (June 19th); Fourth of July; Labo, 
Day; Decoration Day (May 30th). No work performed on Labour Dy 
or Christmas Day. 

TANKERS: Mobil Oil Co., distance from sea 49 m., depth alon 
side 36 ft. Pan American Pet. Co., distance from sea 45 m., dep 
alongside 38 ft. 

MEDICAL: All facilities available. 

DENSITY: Fresh water. 

FRESH WATER: Available at berths, or by barge. 

FUEL: Available ex-wharf at Mobil terminal. All grades available) 
barge to other locations. 

GANGWAY/DECK WATCHMEN: Not required unless crewne 
detained by immigration. 

CUSTOMS ALLOWANCES: 300 cigarettes and one quart wix 
spirits for each man. 

IDENTIFICATION CARDS: Foreign crew require only Immign 
tion landing permit. 

CONSULS: Nearest at Houston. 

REPAIRS, DRY DOCKS: Beaumont's Bethlehem Shipyard of» 
all types ship repair or reconditioning — plus vessel conversion a 
jumboizing 2 side-launching ways over 800 ft. each. Floating dry dey 
with extreme length of 648 ft.; length on bottom 576 ft.; breadth; 
entrance, 87 ft.; and lifting capacity, 17,500 tons. Active in desip 
and construction of mobile drilling platforms and oil and @ 
production and storage facilities for service off shore. 
DEVELOPMENTS: Two new 600 ft. berths; one shedded we 
120,000 ft. transit warehouse space, one open with 17 acres by 
from shipside area. New facilities to be completed early 1975, 
AUTHORITY: Port Director, Port of Beaumont, PO Drawer % 
Beaumont. 


AGENT: Hansen & Tidemann Inc. 705, Goodhue Building, % 
Drawer 3528. Beaumont, Texas 77701. Tel. (713) 833-7418. TW 
910-884-5135. Cables ‘Handt"’. 


BELLINGHAM, Washington: 48.45 N. 122.31 W. 


DOCUMENTS, PILOTAGE, HEALTH, etc.: Refer to “Tacom 
TUGS: Available, join vessel in Bellingham Bay. 
ANCHORAGE: Deep water available, but not good holding grout 
BERTHING: North Terminal, Berthing length 1,500 ft., det 
alongside 34 ft. MLLW. South Terminal, Berthing length 40% 
depth alongside 30 ft. MLLW. Georgia Pacific Dock, Berthing lenge 
600 ft., depth alongside 30 ft. MLLW. 

CRANES: Two 50-ton capacity rail-mounted gantry cranes and 
barge mounted 60-ton crane. 

STEVEDORES: Eight local gangs. Additional gangs import! 
required. 

HOLIDAYS: See “Tacoma”. 

MEDICAL: All medical facilities available. Local hospital. 
DENSITY: Salt water. 

FRESH WATER: Available at all wharves. 

FUEL: Available. Barge delivery only. 

GANGWAY/DECK WATCHMEN: Required only if detain 
aboard. | 
CUSTOMS ALLOWANCES: No definite quantities prescritt | 
reasonable allowance at discretion of Customs Inspector. 
AIRPORT: 3 miles from the city. 

AUTHORITY: Port Manager, Port of Bellingham, P.O. Bor® 
Bellingham, Washington 98225. 


BENICIA, California: 38.03 N. 122.10 W. 


DOCUMENTS: Health and all General Information: refer to" 
Francisco”. 
PILOTAGE: Port located about 25 miles above Golden Gate Bri? 
River pilot joins at San Francisco, using VHF for traffic info 
Passage includes passing under two bridges, Carquinez 
Bridge having the least clearance, with 146 ft. (HW) and 151 ft. 
(using North Channel). River passage is timed to arrive at 

at the first of ebb tide; this is approximately 24 hours after HW! 
Fort Point (Golden Gate). 

ANCHORAGE: At San Francisco. 

RESTRICTIONS: Tankers must lighten to 36 ft. fresh-water &® 
This is done at No. 7 anchorage, 14 miles East of Alcatraz ! d 
This cargo will later be pumped back to the tanker as barges > 
overcome shore back pressure. Turning basin off the berths, 
1,800 ft. 

TUGS: One small tug assists berthing. Only one normally req 
for unberthing. ai 
BERTHING: Continuous wharf 2,404 ft. long with berth for 
vessels. Depth alongside 38 ft. The North berth used for crudt ee 
discharge and the South berth for petroleum products. The Ne 
berth is equipped for handling general and bulk cargoes. yy o 
MOORINGS: Berths equipped with quick-release hooks and 

lards. Two head wires, four breasts and two springs forw 
necessary because of current off the bank during ebb tide. T 
lines, two breast lines and two springs aft. 
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BULK HANDLING FACILITIES: Waterside silos capacity 26,000 

ns. With loading conveyor belt capacity 1,000 tons per hour. 
TANKERS : Crude oil discharge through two 12-in. Chiksan arms 

q 36-in. shoreline, 2+ miles long. Shore tanks are situated 164 ft. 
* ye sea level, initial back pressure 65/70 p.s.i. 

FRESH WATER: Available from shore lines. 

EL: Can only be delivered by barge. Average rate 300 t.p.h. 
DEVELOPMENTS: Current plans call for: (1) enlargement to 9 
perths; (2) deepening of water alongside, including channels to 45 ft.; 

) installation of bulk handling equipment for wood chips; (4) for 
bulk iron ore and (5) development of a complete container terminal. 
AUTHORITY : Benicia Port Terminal Company. 


BOSTON, Massachusetts: 42.21 N. 21.05 W. 


MENTS: 
ban Cargo Manifest (Forms 7527-A or 7527-B), two copies 
showing all cargo on board, and 1 copy showing only cargo 

for this port. ; (5 
3 copies Crew manifest (curio list). 

3 copies Stores List. 

3 copies Passenger List (Form |.-418). 

3 copies Crew List (Form |.—418). 

Customs boarding officer will also examine Ship's register and 
Load-line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours from arrival from a United States Port: 

Health Pratique. 

Master's Oath (Customs Form 1300). 

All foreign clearances. 

US. Certificates of payment of tonnage tax (Customs Form 1002). 
Certified Crew List. 

PILOTAGE: Is compulsory. Pilots cruise in boats which are 
designated by numbers painted in black figures 4 ft. high on deck- 
house. The outer boat cruises outside the Graves. 

ANCHORAGES: ANCHORAGE NO. 1. 

Upper Harbour Anchorage: Steam and motor vessels permitted 
to anchor in this basin anchor within the following area: South- 
easterly of a line bearing 205 degrees true from North-easterly corner 
of Boston and Albany Pier No. 5, East Boston; North-easterly of a 
line bearing 122 degrees true from South-easterly corner of Lewis 
Wharf, North Pier; South-westerly of a line bearing 392 degrees true 
from North-easterly corner of Southernmost Airport Approach Pier; 
North-westerly of a line bearing 025 degrees true from Buoy No. 12, 
FILR.6 sec, 

ANCHORAGE No. 2. President RoadsAnchorage (40 ft. anchorage): 
Allvessels anchoring in this basin anchor within an area beginning 
ata point bearing 237 degrees, 522 yards from Deer Island Light; 
thence to a point bearing 254 degrees, 2,280 yards from Deer Island 
Light; thence to a point bearing 261 degrees, 2,290 yards from Deer 
sland Light; thence to a point bearing 279 degrees, 2,438 yards from 
Deer Island Light; thence to a point bearing 319 degrees. 933 yards 
from Deer Island Light; thence to a point bearing 319 degrees, 666 
yards from Deer Island Light; and thence to point of beginning. 

President Roads Anchorage (35 ft. anchorage): All vessels anchor- 
ing in this basin anchor within an area beginning at a point bearing 
256 degrees, 2,603 yards from Deer Island Light; thence to a point 
bearing 258 degrees, 3,315 yards from Deer Island Light; thence to a 
point bearing 264 degrees, 3,967 yards from Deer Island Light; thence 
{0a point bearing 261 degrees, 2,290 yards from Deer Island Light; 
and thence to point of beginning. 

ANCHORAGE No. 3. Nantasket Roads Anchorage: Vessels 
anchoring in this anchorage basin anchor within following area; 
Westerly of a line bearing 143 degrees from wharf at Gallups Island 
‘0 Bell Buoy No. 2, South-west of Georges Island; Northerly of a 
line bearing 260 degrees from Bell Buoy No. 2, Georges Island, to 
the Northerly end of Rainsford Island; Northerly of a line bearing 
{3 degrees from the Northerly end of Rainsford Island to Bass 
Point, Long Island; Southerly of a line bearing 270 degrees from the 
wharf at Gallups Island to Long Island. 

ANCHORAGE No. 5. Peddocks /sland and Explosive Anchorage: 
Vessels anchoring in this anchorage basin anchor within following 
wea; South-westerly of a line bearing 122 degrees true from the 
Sterly end of Rainsford Island to the North-easterly end of Rains- 
Ord Island to the North-easterly end of Peddocks Island, North- 
asterly of a line bearing 165 degrees true from the Westerly end of 

ay Island to the South-easterly end of Peddocks Island. 

STRICTIONS: There are three main channels of entrance 

‘i Sea to President Roads. 

ae Sound North Channel from Broad Sound to President Roads 
Fs North-eastward. Dredged 35 ft. deep and 1,500 ft. wide and is 
2 bined to 40 ft. in a width of 900 to 1,100 ft. This channel well 

arked by lighted buoys. 

fad Sound South Channel from Broad Sound South-westerly 
Wide sgh to President Roads. Dredged 30 ft. deep and 1,200 ft. 
ny his channel is well marked by buoys and ranges but most 
° navigation are not lighted. 
“ arrows is channel leading into Boston Harbour from South- 
ard between Boston Lighthouse and Lovells Island on the 
on and Point Allerton, Georges Island and Gallups Island 
Asectio, -west. Depth is 27 ft. Width is generally 1,000 ft. except in 
- Noth between Narrows Light and Georges Island where shoaling 
“€asterly side limits is to 700 ft. Channel is well marked. 


ain Ship Channel of Boston Harbour extends from President 
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Roads to the mouths of the Chelsea and Mystic Rivers and to Char- 
lestown Bridge on the Charles River. Channel has been dredged 
35 ft. deep and 1,200 ft. wide to the inner end where widths decrease 
near the river mouths. It has been deepened to 40 ft. for 600 ft. width 
from President Roads to the mouth of the Mystic River, with a widen- 
ing to 1,200 ft. at the bend just Northerly of Commonwealth Pier 
No. 5, South Boston. 

Charles River is the approach by water to Cambridge and Water- 
town. About half a mile above the lower bridge there is a dam with 
a lock 45 by 350 ft. with depth of 17 ft. over the lower sill. Depths 
above dam decrease gradually to 9 ft., basin level, at head of naviga- 
tion. Mystic River is approach by water to Everett, Malden and Med- 
ford. Controlling depths are 35 ft, from Mystic River bridge to approxi- 
mately 1 mile above, thence 20 ft. from the 35 ft. Channel to 800 ft. 
above the Malden Bridge to a point abreast Monsanto Chemical 
Company plant. Che/sea River is approach to city of Revere. Channel 
from entrance to a point opposite the Tenneco Oil Co. terminal has 
a controlling depth of 35 ft. Weymouth Fore River is approach by water 
to Quincy and Weymouth. Controlling depth is 30 ft. to Fore River 
Bridge. Controlling depth for a distance of 2,800 ft. above Fore River 
Bridge is 30 ft. Town River extends North-westward from Weymouth 
Fore River at Quincy point. River has a controlling depth of 27 ft. 
from deep water in Weymouth Fore River to a point opposite the 
Quincy Oil Co. terminal. Opposite Quincy Oil Co. terminal there is a 
turning basin 18 ft. deep, 400 ft. wide and 1,000 ft. long. 

HEALTH: See Health Regulations before first U.S.A. port (Albany). 
TUGS: Steamers can proceed from the sea to Boston Upper Har- 
bour under own power. They are usually met by tow-boats, for 
docking while in the stream. Barges usually left by the outside tow- 
boats at the anchorage grounds, to be docked later by harbour tugs 
BERTHING: There are 259 piers or wharves in the port of Boston 
providing 158,646 lineal ft. or 30 miles of berthing space measured 
along the sides and ends of piers and along bulkheads or shore 
wharves. Many of them have railroad connections. The depths of 
water available alongside these terminals range up to a maximum 
of 40 ft. at mean low water. Practically all terminals fronting on main 
ship channel are in close proximity to storage warehouses, both 
cold and dry which greatly facilitates transfer of cargo between 
vessel and warehouse. 

Main Terminals: 


Hoosac Pier, three berths, depth alongside 35 ft. 


Mystic Pier, four berths = . 40 ft. 
Commonwealth Pier, five berths “4 7 40 ft. 
South Boston, ten berths ” ” 35 ft. 
Castle Island, seven berths + Pr 35 ft. 
East Boston, Three berths ” ” 32 to 35 ft. 
Public Container Terminal, 

two berths + is 40 ft. 


SPECIALISED CARGO HANDLING FACILITIES: 


Bulk Cement Location Depth at MLW 
Atlantic Cement Company Charlestown 29 ft. 
Marquette Cement MFG. Company Everett 20 ft. 
Universal Atlas Cement Company South Boston 25 ft. 
Chemicals and Solvents 
Union Carbide Corp. Everett 36 ft. 
General Cargo Terminals 
East Boston Pier (3 berths) E. Boston 35 ft. 
Mystic Pier (4 berths) Charlestown 40 ft. 
Hoosac Pier (3 berths) Charlestown 35 ft. 
Commonwealth Pier (5 berths) S. Boston 40 ft. 
Boston Army Base Terminal 

(10 berths) S. Boston 35 ft. 
Castle Island Terminal (7 berths) S. Boston 35 ft. 
Container Terminals 
JF Moran Docks (2 berths) Charlestown 40 ft. 
Sea-Land Services Inc. (1 berth) S. Boston 35 ft. 
Gypsum Rock 
U.S. Gypsum Company Charlestown 24 ft. 
Sulphur 
Freeport Mineral Company Everett 36 ft. 
Iron and Steel Products 
Boston Army Base Terminal 

(1 berth) S. Boston 35 ft. 
Raw Sugar 
American Sugar Co. Charlestown 30 ft. 
Revere Sugar Refinery Charlestown 30 ft. 
Salt (Sodium Chloride) and Pumice 
Eastern Minerals Inc. S. Boston 35 ft. 
Castle Island Terminal, Berth Il S. Boston 35 ft. 
Scrap Metal 
Prolerized N.E. Co. Everett 36 ft. 
Schiavone & Sons Inc. Charlestown 34 ft. 
Vegetable Oils, Liquid Caustic Soda, etc. 
Procter & Gamble MFG Co. Quincy 30 ft. 
Animal Oils Greases and Fats (Tallow) 
Commonwealth Pier 5 (Corenco) S. Boston 40 ft. 
Automobiles 
Castle Island Terminal Berth 16 S. Boston 35 ft. 
East Boston Pier | E. Boston 35 ft. 
Commonwealth Pier 5 S. Boston 40 ft. 
Lumber 
Castle Island Terminal Berth II S. Boston 35 ft. 
L.N.G. Terminals 
Boston Gas Company Dorchester 25 ft. 
Distrigas Everett 36 ft. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


TANKERS: 
Tanker berths Location Depth at MLW 
State Fuel Co. Inc. E. Boston 29 ft. 
Mobil Oil Corp. Quincy 35 ft. 
” ” ” E. Boston 30 ft. 
Gibbs Oil Compan Revere 35 ft. 
Atlantic Richfield Company Revere 35 ft. 
Sun Oil Company Revere 30 it. 
Northeast Petroleum Corp. Chelsea 32 ft. 
~ - “ Revere 30 ft. 
Union Oil Company of Boston Revere 35 ft. 
Gulf Oil Corp. Chelsea 31 ft. 
American Oil Company Chelsea 32 ft. 
Cities Service Oil Co. Braintree 35 ft. 
” ” ” Chelsea 30 ft. 
Texaco Oil Inc. Chelsea 36 ft. 
Quincy Oil Co. Quincy 32 ft. 
Metropolitan Petroleum Co. Chelsea 35 ft. 
Exxon Everett 42 ft. 
White Fuel Oil Co. S. Boston 40 ft. 


STEVEDORES: Available at various rates. 

FRESH WATER: Plentiful supply of excellent water in Boston 
It is supplied by terminal at prevailing rates. 

FUEL: All grades available in various viscosities. Normally supplied 
by barge subject to advance notices. 

CUSTOMS ALLOWANCES: At the discretion of customs 
officers. Normal allowance is 200 cigarettes or 2 |b. of tobacco and 
one quart wine or spirits per man. Additional allowances may be 
given it considered necessary, due to length of vessel's stay in port. 
IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
1.-95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form I.-95, issued for the same vessel. 
GANGWAY/DECK WATCHMEN: Available at prevailing prices. 
hy A tat ae HATCHES: Performed by stevedores. 
CONSULS: 


Australia France Netherlands 
Argentina W. Germany Nicaragua 
Austria Great Britain Norway 
Belgium Greece Panama 
Bolivia Guatemala Paraguay 
Brazil Haiti Peru 
Canada Honduras Portugal 
Cyprus Iceland Spain 
Colombia Ireland Sweden 
Costa Rica Israel Switzerland 
Denmark Italy Taiwan 
Dominican Republic Japan Thailand 
Ecuador Korea Turkey 

El Salvador Lebanon Venezuela 
Finland Mexico 


REPAIRS: Any type of repair undertaken. 
DRY DOCKS: 
Bethlehem Steel Co., Shipbuilding 


Division, East Boston, Massachusetts Length Capacity 


Floating Dry Dock No. 1 622 ft. 18,000 tons 
Floating Dry Dock No. 2 479 ft. 20,000 tons 
Graving Dry Dock No. 4 256 ft. 


Modern facilities for repair, overhaul, and conversion of vessels of 
all sizes: 

(a) A 10,000 ton capacity floating dry dock serviced by two 150 ton 
overhead cranes with a yoked capacity of 350 tons. The five- 
section dock is 415 ft. long, 120 ft. wide, and has an inside 
dimension of 85 ft. 7 in. 

(b) 3 building basins (actually a three-positioned graving dock), 
2 are 132 ft. wide, 867 ft. long; 1 is 150 ft. wide, 938 ft. long 
Each basin serviced by two whirley type cranes of 75 and 50 
ton capacity. 

(c) Four outfitting piers capable of handling up to 10 ships simul- 
taneously provide adequate space for dockside work and for 
mooring personnel or service barges. 

(d) Three conventional “sliding” ways capable of handling ships 
up to 1,000 ft. in length. 

Major Shops : Two-bay fabricating shop served by 17 bridge cranes. 
Machine shop equipped with large vertical and horizontal mills 
planers, lathes and a complete small machine complement. Fully 
equipped sheet metal, joiner, boiler, blacksmith, pattern, foundry 
galvanizing, pipe and copper, and electrical shops. Complete facili- 
ties for inspection of all types including nondestructive testing such 
as radiography, magnetic particle, liquid penetrant and ultrasonic. 
REPATRIATION: Good facilities exist. 

HOLIDAYS: New Year's Day (1st January); Washington's Birthday 
(22nd February); Patriots’ Day (19th April); Memorial Day (30th May); 
Bunker Hill Day (17th June); Independence Day (4th July); Labour 
Day (first Monday in September); Columbus Day (8th October); 
Veteran's Day (22nd November); Thanksgiving (fourth Thursday in 
November); Christmas Day (25th December). Note: “Or any day 
celebrated in lieu thereof". 

TIME: Eastern Standard Time, GMT minus 5 hours. Daylight saving 
time, GMT minus 4 hours from April to October. 

AUTHORITY : Massachusetts Port Authority, 470 Atlantic Avenue, 
Boston 02210. 
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BRIDGEPORT, Connecticut: 41.07 N. 73.11 W. 


DOCUMENTS: Refer to “New York". 

PILOTAGE: Vessel usually notifies Agent 48 hours before 
who will arrange pilot boarding. Pilot boards either at Brenton Re 
pos. 41.25 W., 71.23 W. or Point Judith pos. 41.17 N., 71.29 W 
ANCHORAGE: 2 miles South of No. 2 entrance buoy. 
RESTRICTIONS: Local Pilot usually boards vessel at anchory 
ig hours and docks vessel about 0700 hours. Entrance Chany 
MAX. SIZE: Draft up to 33/36 ft. subject to weather and tides, 
HEALTH: Vessel to cable Agent 24 hours prior to arrival ofp 
illness on board, otherwise radio pratique not necessary. ; 
RADIO: Vessels arriving from North use Chatham Radio. Vesse 
from South use Amagansett Radio on Long Island. 

TUGS: Assistance is available. 

BERTHING: Cilco terminal, depth 30 ft. 6 in. at MLW. Length, 
dock 1,100 ft. 

TANKERS: Shell dock, depth 38 ft. at MLW. United luminatiy 
Co., depth 35 ft. at MLW, max. length 800 ft. 

FRESH WATER: Available at al! berths. 

FUEL: No fuel barge service available. In emergency tank tr 
delivery can be arranged. 

MEDICAL: All facilities available. 

AIRPORT: Bridgeport Airport about 3 miles away. New yp 
airports about 50 miles distance. 

CONSULS: All countries represented in New York. 
HOLIDAYS: New Year's Day (1st January); Lincoln's Birth 
(12th February); Washington's Birthday 18th February); Gm 
Friday-Memorial Day-Independence Day (4th July); Labour Dp 
Columbus Day (14th October); Veterans’ Day-Election Day @ 
November); Thanksgiving Day (28th November); Christmas 
(25th December). 

TIME: Daylight Saving Time, GMT minus 4 hours from Apr) 
October. 

AUTHORITY: Office of the Harbour Master, Room 16 Municiy 
Parking Terminal, 35 John Street, Bridgeport, Connecticut 066 
AGENT: Cilco Terminal Company Inc., (Main office) 75 Third Sin 
(Terminal and Operations) 535 Seaview Avenue, Bridgepr 
penne chan 06601. Tel. (203) 336-3841. TWX 7104534028, Cav 
“Glico: 


BROWNSVILLE, Texas: 25.54 N. 97.28 W. 


DOCUMENTS: See “Houston”. 
PILOTAGE: When a vessel is scheduled to arrive at the pot! 
Brownsville the vessel's Agent notifies the Harbour Master's o& 
of the approximate ETA. Later, when a firm ETA is received, 
Harbour Master's office notifies the pilot office that the vess#) 
expected on the bar at a certain time and also gives the time we 
she would like to enter. 

The telegraphic address of the pilot office is: Brazos-Sante 
Pilots, 411 First National Bank Bldg., Brownsville, Texas. 

If possible, it is desired that the pilot office be notified two hw 
in advance of the ETA of any vessel. 

The VHF Channel to be used when contacting the pilot boat's! 
When contact is made, this will be switched to Channel 13. 

The pilot boat is an oil screw vessel, powered by a Caterpt 
diesel engine. Her gross tonnage is 1,782, length 45 ft., beam!’ 
7 in. and draft 6 ft. = | 

No light or sound signals are necessary from vessels requ® 
a Pilot, although light signals may sometimes be used at nig* 
ordinarily a vessel is picked up by visual sighting. 

The pilot boat is located on the South tip of Padre Island-? 
pilot station is adjacent to the entrance to ship channel with a® 
view of the approach to the jetties. 

The Pilot is taken on board an incoming vessel at the sea? 
which is located 2 miles off shore. 

The anchorage for a vessel awaiting Pilot is 14 miles Not! 
sea buoy. 

ANCHORAGES: Anchorages are marked on charts. 
MAX. SIZE: The maximum permissible: Length 800 ft., beam il! 
draft 35 ft. 
RADIO: ETA cables to Agent, etc., should be addressed te? 
Agent via Mackay Radio at Galveston or RCA in Port Arthur. 
within a 60 miles range of the port, calls may be made througt 
Harbour Master's office on VHF Channel 16 or 26 and the calé 
then be transferred to land lines to any point. 

VHF: A vessel approaching the port of Brownsville may coms 
the Harbour Master's office on VHF Channel 16 or 26. 
TUGS: Tugs normally join an incoming vessel 14 miles before 
enters the turning basin. The tug's lines are used for which 
no charge. of 
STEVEDORES: To arrange for gangs the vessel needs t0 
the ship's Agent of ETA; the Agent will in turn notify the s at 
It is necessary that the Agent be advised of an ETA before! 
an 0800 start. 

Main commodities and average load and discharge rates: 


Grain Bulk carrier 1,200 tons per hour 
Ps between deck 600 tons per hou! 
Cotton 100 bales per hour per gang 


30 tons per hour per gang 
18 tons per hour per gang 
18 tons per hour per gang 
25 tons per hour per gang 


Lead and zinc pigs 

Citrus in boxes 

Onions and carrots in bags 
General cargo 
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DICAL: When medical attention is required, advance notice 
sould be given the Agent by ship's radio. U.S. Public Health radio 
: que questionnaire should be complied with to expedite vessel's 

rance on arrival from a foreign port. 

TANKERS: Ballast facilities are available up to 6,000 barrels per 
nour. The port loads residual crude only - about 13-2 API. The port 
has three tankers berths, with 34 ft. 7 in. maximum draft. 

DENSITY: The average density is 32 parts per 1,000. 

FRESH WATER: Fresh water is available and can be delivered 
toa vessel through hose or pipe line at 150 gallons per minute. 
FUEL: No fuel is available locally. It must be barged in from Corpus 
Christi - advance arrangements are necessary. 

RE PRECAUTIONS: Tankers are required to berth head out. 
DEVELOPMENTS: The Federal Government has made an appro- 
priation to initiate a study on deepening ship channel from 36 ft. to 
ft. and to widen the channel from 200 ft. to 400 ft., bottom width. 
plans are being made to build another grain elevator/bulk materials 
dock, and another chemicals dock within two years. A bulk liquid 
cargo dock will be completed early 1974. 

GANGWAY/DECK WATCHMEN: Such services are necessary 

only when detainees are held on board. 

OPENING/CLOSING HATCHES: This work is done by the 
vedores. 

DENTIFICATION CARDS: Immigration requires form No. 1-95 

Landing Permit. ) 

CONSULS: Mexico: tel. 542-4431; Guatemala, Costa Rica and 

Honduras, tel. 542-3506; Nicaragua, tel. 546-6861. 

REPAIRS: Howard Iron Works, located at the port, is equipped 

to handle all normal temporary ship repairs. 

pRY DOCKS: None available. 

REPATRIATION: There are facilities for this service. 

AIRPORT: The local airport is located 2 miles from the port. 

Braniff Airways operates three flights daily. 

TIME: Local Time is 6 hours behind GMT. 

HOLIDAYS: The following holidays are observed here: Veterans 

Day (4th Monday of October); Thanksgiving; Christmas; New Year; 

Washington's Birthday (Feb. 22); Texas Independence Day (March 

2); Emancipation Day (June 19); July 4th; Labour Day (first Monday 

in September); Decoration Day (last Monday in May). 

No work shall be performed on Labour Day or Christmas Day 
except in case of fire or where property is in danger. When holidays 
come on Sunday, the following day will be recognised as the holiday. 
Also, no work will be performed between 1600 and 1900 hrs. on 
election days. 

POLICE, AMBULANCE/FIRE: Brownsville Police 546-3751; 
Brownsville Fire Dept. 542-4375; Ambulance Service 542-2121. 
TELEPHONES: Telephones are not available for placing on ships. 
SERVICES: Tank cleaning service is available through the Howard 
lon Works at the port. Ballast facilities are available at oil docks 
{,2and 3. The Gulf Radio Electronics Company can take care of 
compass adjusting, etc. 

DELAYS: There are no delays unless an incoming ship has been 
assigned to a berth now occupied. Bunkers must be barged in; 
wrangements may be made ahead of time to avoid delay. 
bbl Port Director, PO Box 3070, Brownsville, Texas. 

el, 831-4592. 


BRUNSWICK, Georgia: 31.09 N. 81.30 W. 


DOCUMENTS: 

Crew Lists: 1 certified copy for Immigration; 2 copies uncertified 
for Customs. 

‘copy Pratique. 

dcopies Inward Customs Manifests. 

§copies each Stores, Curio & Narcotics List. 
PILOTAGE: Compulsory. 24-hour pilot service arranged by Agent 
= 48-24 hour prior notice from ship. Pilot station at Buoy “St. S.” 
Ho reached through UHF Channels 12, 14, 16 on voice radio (R/T). 
lt boat is 35 ft. white hull. No special signals required to pilot 
Fr than International code flag ‘‘G" if desired. 

NCHORAGES : 3 miles S.E. of buoy "St. S.” sand and mud bottom. 
) event deep draft (30 ft.) and high winds, anchorage near Ocean 
40y 2B and inform pilot as in “Pilotage". Vessels in need or for 


re ae reason, may anchor in St. Simon's Sound, depth 10 


APPROACHES: The harbour is located about midway between 
pra and Jacksonville. The harbour is reached by a channel 
gs Atlantic Ocean, running between St. Simons and Jekyll 
- The channel has a minimum width of 500 ft. and a depth of 
-f0 St. Simons Sound, thence a width of 400 ft. and a depth of 
het Sidney Lanier Bridge, where the channel divides, thirteen 
ack fom sea. The Northern branch leads to Lanier Dock, State 
ads NY the city, 400 ft. wide and 30 ft. deep. The other branch 
ener y to the pulp plant dock, chemical docks and electrical 
RESTRIC plant, 300 ft. wide and 30 ft. deep. 
ICTIONS: No restrictions unless vessel drawing 30 ft. or 


agen must await high tide to cross bar. 

Shit Maximum permissible length 650 ft. Max. dwt. over 
Hi eS ga 
sees: Pratique obtained from Boarding Officer upon mooring 
RADIO. 0. ‘ 
ADIO: Prior arrival, use commercial Lantana, Chatham Radio for 


uy 
Tee? Agent, 48-24 hours in advance. 

ssing | Ugs, 500 h.p. each. Join vessel in St. Simon's Sound after 
9 lighthouse. Tug lines used. 
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BERTHING: 1,600 ft. continuous marginal wharf; steel & concrete 
construction, 57 ft. wide apron. Vessels normally turned to moor 
port side alongside unless deck cargo or other vessel obstruction 
means cargo may not be worked over port side. Gantry crane of 
27 tons capacity available. 

The Brunswick Port Authority operates a bulk commodity terminal 
at Lanier Dock. The facility is 500 ft. long and constructed of steel and 
concrete, with a project depth of 30 ft. MLW, equipped with a grab 
bucket, conveyors and marginal tracks for handling bulk cargoes at 
rates up to 600 tons per hour. It operates a covered warehouse with 
a capacity of approximately 10,000 tons. A limited amount of open 
storage space is available equipped with a conveyor system and 
reclaim facilities. Lanier Dock lies directly adjacent to the Brunswick 
State Docks and warehouses. Both wharves have a turning basin of 
1,000 ft. in length and 600 ft. wide with a project depth of 30 ft. MLW 
(mean low water), also Barge Dock facility 250 ft. long. 
BRIDGES: One: Lanier Bridge draw bridge; 250 ft. horizontal 
clearance, 139 ft. vertical clearance, up position, high water. Vessels 
under pilot and tugs when passing through. 
STEVEDORES: Wireless to Agent 48-24 hours prior arrival with 
number of gangs, working hatches and space in hatch, and special 
factors, e.g., pilferable cargo, autos, heavy-lifts, etc. 
MEDICAL: Advance notice to Agent, or notify on arrival. 
TANKERS: Petroleum tankers do not now call at Brunswick. 
Liquid bulk cargo is pine oil distillates loading. 
DENSITY: Average 1.0166 (high) to 1.0141 (low). Water inside con- 
sidered brackish. 
FRESH WATER: From shore connections at 20 tons per hour. 
FUEL: Not available locally. Must be delivered from Jacksonville, 
Florida. If required, 72 hour advance notice to Agent, giving type & 
quantity. 
DEVELOPMENTS: Tanker and solid-bulk facility, 1974. 
GANGWAY/DECK WATCHMEN: Not required but available. 
OPENING/CLOSING HATCHES: “MacGregor” hatches must 
be opened by vessel prior working. All others may open at discretion 
to save turn-around time. 
CERTIFICATES: Registry, U.S. tonnage tax. 
CUSTOMS ALLOWANCES: Tobacco, 2 cartons. Customs will 
Open bonded stores on request. Spirits, reasonable amount. 
IDENTIFICATION CARDS: U.S. Immigration Landing Permits. 
CONSULS: None, consulates at Savannah, Ga., and Jacksonville, 
Fla., may be used as required by vessel. 
REPAIRS: Limited to minor replacement parts to engine, radio, 
radar of standard makes. Major repairs may be arranged with ship- 
yards of Savannah or Jacksonville. 
DRY DOCKS: None. 
REPATRIATION: Through Agent. 
AIRPORT: 20 minutes drive from quays; 4 flights daily. 
TIME: GMT minus 5. Daylight Saving Time, 15 April through last 
Sunday October. April: advance; October: retard. 
HOLIDAYS: 1 Jan., 15 Jan., 12 Feb., 22 Feb., 30 May., 4 July, 1st 
Monday in September, 12 October, 11 November, 4th Thursday in 
November, 25 December. 
POLICE/FIRE/AMBULANCE: Numbers given in Boarding Bro- 
chure. 
TELEPHONES: None placed aboard. Public pay (coin) telephones 
on quay clearly marked. 
GENERAL: Brunswick, Georgia, is a small port specialising in 
export of woodpulp in bales, pine-tree products in drums. Imports 
bulk salt, salt-cake, and gypsum, little break-bulk general cargo. 
Vessel requirements handled by Agent in residence, communica- 
tion by wireless or R/T essential in advance. 
AUTHORITY: The Brunswick Port Authority, PO Box 1039, 
Brunswick, Georgia 31520. Tel. 265-3700, A.O. 265-3703. 

Georgia Port Authority, PO Box 2406, Savannah, Georgia 31402. 


AGENT: Southern Shipping Company, State Port Bldg. Tel. 912/ 
256/7588. Cables: Soshipco. 


BUFFALO, New York: 42.55 N. 78.55 W. (See Plan) 


DOCUMENTS: For vessels arriving from foreign ports: 
3 Unfreighted copies of Complete Manifest covering all cargo to 
be discharged in the Great Lakes. 
4 Personal Effects Lists. 
4 Crew Lists. 
4 Narcotics Lists. 
Vessel's Registry and copies of Paid Tonnage Tax Certificates. 
Health Pratique. 
Clearance from previous port. 
PILOTAGE: Not compulsory. Seaway Pilots will assist if required. 
MAX. SIZE: Limited by Seaway Locks. 730 ft. length and Seaway 


draft. 

RESTRICTIONS: St. Lawrence Seaway navigation season ap- 
proximately from 15th April to 10th December. Controlling depth 
25 to 27 ft. 

HEALTH: Ocean-going vessels must obtain a free pratique before 
entering the Seaway, which may be obtained from Canadian Authori- 
ties in Montreal. 

TUGS: Available. 

RADIO: WBL - Buffalo. 

BERTHING: Outer harbour: Total berth space 2,400 ft.; depth 
alongside27ft. LWD. Twotransit sheds - total of 184,000 ft. dry dock 
space; sprinkler system equipped, seaway piers for bulk cargoes. 
South and North Piers 3,506 ft. of berth space, 200 acres open storage 
area. Depth alongside 27 ft. 
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SPECIALISED CARGO HANDLING FACILITIES: Niagara 
Frontier Transportation Authority has a mobile gantry crane capable 
of handling lift of 50 tons at 40 ft. with a boom. Additional heavy lift 
equipment available from commercial sources. 

DENSITY: Fresh water. 

MEDICAL: U.S. Public Health Outpatient Clinic as well as nume- 
rous hospital facilities. 

FRESH WATER: Available at most berths. 

FUEL: All grades available by tank truck delivery or by harbour 
tank barge. 

REPAIRS: Machinery and above-water repairs available. 
GENERAL: Refer to "Great Lakes Pilot’’. 

AUTHORITY: Niagara Frontier Transportation Authority, 901 
Fuhrmann Boulevard, Buffalo, New York 14203. Tel. 716-852-8985. 
Telex 91-6423. 


BURNSIDE, Louisiana: 30.08 N. 90.55 W. 


East bank of Mississippi River, about 200 miles from sea. 

DOCU MENTS/HEALTH/PILOTAGE: For all general information 
refer to ‘‘New Orleans”. 

TUGS: Not normally required. 

BERTHING: Bulk Marine Terminal: berth 800 ft. long, 40 ft. depth; 
Ormet Corporation berth 825 ft. long, 50 ft. depth. 

FRESH WATER: Available ex-berth. 

FUEL: Not available. 

DENSITY: Fresh water, 1000. 


CAPE COD CANAL, Massachusetts 


The Cape Cod Canal is a sea-level canal, extending from a point 
on Cape Cod Bay about 50 miles South-east of Boston Harbour, 
Mass., to the head of Buzzards Bay, Mass. In general direction the 
canal trends from Cape Cod Bay Westerly to Buzzards Bay. 
PILOTAGE: The Corps of Engineers, Department of the Army, 
does not maintain pilot service but independent Pilots, licensed by 
the U.S. Coast Guard, are usually available at the canal. Messages 
will be transmitted to Pilots with the understanding that the Govern- 
ment will assume no responsibility in connection therewith. 
RESTRICTIONS: 


Width 
bottom Length 
Feet Miles 
Easterly Entrance to Station 430 480* 8-4 
Station 430 to Wings Neck (Hog Island Channel) 500 43 
Wings Neck to Cleveland Ledge 
(Cleveland Ledge Channel) 700 47 


* Except narrows to 450 ft. opposite State Pier. 

The canal and approach channels have been dredged to the pro- 
ject depth of 32 ft. below mean low water. 

RADIO: Direct communication with the Cape Cod Canal Sub- 
office, New England Division, Corps of Engineers, is available at all 
hours by means of telegraph, telephone or radio. The tel. number is 
759 4431. The nearest ship-to-shore telephone station is at Scituate 
(call letters WOU). Bridge to Bridge radio-telephone facilities are 
available on 156-65 Mc. 

TUGS: Not available. 

BERTHING: Mooring basins are located at the East and West 
ends of the canal. The East Mooring Basin, located on the North 
side of the canal is 3,000 ft. in length, 550 ft. in width and has been 
dredged to a depth of 25 ft. at mean low water. The West Mooring 
Basin, located on the South-east side of the Hog Island Channel 
is 4,000 ft. in length, 350 ft. in width and has been dredged to a depth 
of 32 ft. at mean low water. Mooring dolphins are provided in both 
mooring basins. 

BRIDGES: Two fixed span high-level highway bridges and one 
vertical lift railroad bridge cross the canal. 

COAST GUARD STATION AND WEATHER SIGNALS: A 
U.S. Coast Guard Station is located near the Eastern entrance. U.S. 
Weather Bureau Signals are displayed at the eastern entrance and 
at Wings Neck. 

TRAFFIC LIGHTS: Red, green and amber electric lights, visible 
for a distance of about 2 miles in clear weather, day or night, are 
located at the following points: 

(a) Eastern or Cape Cod Bay entrance, on South side of entrance 
at an elevation of about 55 ft. above high water. 

(b) Supplemental traffic lights at a mean elevation of 28 ft. above 
MHW are installed at the Easterly side of the Sandwich Control 
Station, South side of canal, canal station 35+-00 and will be energi- 
sed at such times as power failures and/or other conditions make 
the regular traffic lights at the Easterly canal entrance inoperative. 

(c) Western or Buzzards Bay entrance, (1) Wings Neck, near 
Wings Neck Light at an elevation of about 48 ft. above high water. 

(d) Station 389 —- on North side, near the U.S. Engineer Sub-office, 
elevation of about 37 ft. above high water, for East-bound traffic only. 
AUTHORITY: Corps of Engineers, Dept. of the Army, Waltham, 
Massachusetts. 


CASTLE ISLAND, Alaska 
Located in Duncan Canal off Kupreanof Island between Wrangell 
and Petersburg. Open all year. 


DOCUMENTS: See “Anchorage, Alaska”. 
PILOTAGE: (From sea via Dixon Entrance up Clarence Strait to 
Guard Island.) Under pilotage from Guard Island. 
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MAX. SIZE: Harbour depth 45 ft. 

TIDES: Diurnal range 16 ft. Also see “Berthing”. 
ANCHORAGE: Fair weather anchorage only. 

CUSTOMS: Quarantine and Immigration available from 
Island. Customs available from Petersburg or Guard Island, 
BERTHING: Alaska Barite facility: dolphins and two floats; 
sent facilities limited to about 22,000-ton ships. Loading equip 
consists of one loading spout for bulk cargo. Production avergy 
1,000 tons per hour. 

TUGS: From Wrangell three available 500 h.p. each. 
STEVEDORES: Sufficient to work ore loading facility 24 ho 
day when necessary. 

REPAIRS/WATER/FUEL: None. 

MEDICAL: Facilities available in Petersburg or Wrangell. 
AIRPORT: Charter airplane only. 


CHARLESTON, South Carolina: 32.47 N. 79.56 W 
(See Plan) 


DOCUMENTS: 

3 Crew Lists. 

3 Curio Lists. 

3 Stores Lists. 

3 Manifests. 

At least 1 copy of Bill of Lading, if provided by shipper, and‘; 

of Parting Crew List. 
PILOTAGE: Shipmasters to notify Agent 48, 24 and 12 hours; 
arrival at C-2 Buoy. Pilot may be contacted by VHF Channa 
and 18. Pilot boards on lee side from black-painted launch) 
“PILOT” painted in white letters on the side. Normally vesy 
berthed by Docking Master from tug company. 
ANCHORAGES: Rarely required. 
RESTRICTIONS: Only restriction affecting operation relate 
channel depth of 35 ft. at low tide. 
MAX. SIZE: Can handle vessels 950 ft. long. Present faci 
measure 475 ft. from centre of discharge pipeline to end of dod 
HEALTH: Recommend shipmaster's use of free radio pri 
request when arriving direct from a foreign port. If Master fat 
radio for pratique, automatically arranged for boarding of @ 
by proper Health authority. No pratique necessary if foreigne 
is arriving from another U.S. port. 
RADIO: Normal procedure. No special or unusual procei 
required. 
TUGS: Tugs usually join tankers between Cooper River Bridge 
Coal Pier, approximately 4 mile from dock. Tug lines used. Noce 
made for this service. 
BERTHING: No specific requirements exist other than 35 fit 
draft at low tide. 

There are two container berths equipped with two come 
cranes, Capacity 40 tons each. 
CRANES: A 400-ton fixed crane has been installed at Colom 
Street Terminal. 
STEVEDORES: Working hours: Labour may be ordered fort 
to start at the following times: 0800, 1000, 1200 and 1900. Labor — 
usually work as long as necessary; shift system not usedit' - 
port. 
RADAR/VHF: Services required are handled through Agent _ 
MEDICAL: Advance notice when possible. . 
TANKERS: Discharge lines all 8 in. dia. and 1 solvent liné! | 
Adapter to conform to ship's discharge lines supplied. Draft# | 
exceed 35 ft. low tide. Tanker berths operated by Humble Oil! 
Oil, Hess Oil, BPT, and Phillips Petroleum, all suitable fore , 
draft. Gulf Oil berth, max. draft 30 ft. Texaco berth, max. draft , 
FRESH WATER: Available via 24 in. hose at a rate of 500 bbe | 
hour. t 
FUEL: Bunker“‘C" at API of 14.4to 16.6(approx.) and blendedB@ 
Intermediate grades from 1 to 30. { 
FIRE PRECAUTIONS: Normal precautions. ; 
DEVELOPMENTS: No changes planned in present facilitié! { 
channel depth is increased. g 
GANGWAY/DECK WATCHMEN: Supplied by Agent ®t 
request from Shipmaster only. t 
CERTIFICATES: Normal International certificates. ¢ 
CUSTOMS ALLOWANCES: Tobacco, Wine and/or 9 p 
governed by length of time in port and existing Customs reguie® 
CONSULS: 

Danish Vice-Consulate 722-7016 

Norwegian Vice-Consulate 723-9241 
REPAIRS: Available. 
DRY DOCKS: One 10,000-ton floating dock, one 1,500-10% 
two 1,000-ton floating docks. § 
REPATRIATION: Facilities available. Re i, 
AIRPORT: Ten miles from Terminal, served by regular aif & 
HOLIDAYS: Work continues on holidays. u, 
POLICE/AMBULANCE/FIRE: Contact dockmaster at any T 
TELEPHONES: No arrangements exist for placing phones # De 
vessels. Phone facilities are situated within 100 ft. of vessé! eo 
SERVICES: No tank cleaning/washing facilities available wih 
Can be arranged and handled at local shipyard. Practically a 
service available at dockside. F pe 
SHORE LEAVE: Subject Shipmaster's permission and ‘ 
Immigration regulations. us 
DELAYS: Normally, no delays beyond normal time req itr 
connect/disconnect hoses. th 
AUTHORITY: South Carolina State Ports Authority. 
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CHICAGO, Illinois: 41,50 N, 87.45 W. 


MENTS: 

Lag ton in Montreal: 

guntreighted copies of Complete Manifest for Seaway Toll pur- 

‘oses covering all cargo to be discharged in the Great Lakes. 

ig first U.S. port: a “Traveller” is made up by the Customs Inspector 
with the following documents: . 

a complete sets of U.S. Cargo Manifests, plus 6 copies for Agents. 

+ set Manifest of Cargo for first U.S. port. 

4 Stores Lists. : 

4 Personal Effects Lists. 

4 Firearms and Ammunition Lists. 

4 Crew Lists, Form 1418. 

4 Narcotics Lists. / 

4 Vessel's Itinerary Lists. ; 

Vessel's Registry and copies of Paid Tonnage Tax Certificates. 

Health Pratique. : 

Clearance from previous port. 

2 sets Bills of Lading. 

3.copies Stowage Plan. ; ’ 
\p subsequent U.S. ports the following are required: 

5 sets Manifest of Cargo for that port. — 

The “Traveller and Permit to Proceed issued in previous port. 

2 Stores Lists. 

2 Personal Effects Lists. 

2 Firearms and Ammunition Lists. 

2 Crew Lists. 

2 Narcotics Lists. 

2 sets Bills of Lading. 

3 copies Stowage Plan. 
PILOTAGE: Compulsory unless Master holds exemption “B" 
license. 24 hours notice of arrival required by Agents who arrange 


ilot. 

ANCHORAGE: In Chicago Harbour, anchorages A, B and F des- 
ignated for merchant ships and marked on charts. In Calumet Har- 
pour vessels should not anchor within 1,000 ft. of the breakwaters. 
RESTRICTIONS: St. Lawrence Seaway navigation season 
approximately from April 15th to November 15th. Controlling depth 


nt. 

MAX. SIZE: Limited at Seaway Locks. 730 ft. length, 26 ft. draft. 
Depth alongside terminals 27 ft. 

RADIO: Port can be contacted by Illinois telephone station WAY. 

Notice of arrival; Master must give at least 24 hours notice to 
Commander 9th Coast Guard District, Cleveland, Ohio, of the ves- 
se's ETA at Snell Lock. Also at least 24 hours notice of ETA at 
first U.S. discharge port is required. 

HEALTH : See Health Regulations before first U.S.A. port (Albany). 

Department of Agriculture board all vessels. Immigration board 
vessels arriving from foreign ports. 

Every vessel must obtain a free pratique before entering the 
St. Lawrence Seaway. This is usually done by means of radio and 
isautomatically granted unless illness on board. 

This free pratique is valid also for United States Great Lakes ports 

and the Customs officer at the first U.S. port of call will secure it 
rom the vessel. 
TUGS: Available, not compulsory but recommended. 
BERTHING: Navy Pier Terminals: The Great Lakes Storage and 
Contracting Co. terminal at Navy Pier contains 1,280 ft. of berthing 
space and a storage area of 450,000 sq. ft. under cover. The terminal 
has a general cargo capacity of 25 tons per hour. Lift trucks at Great 
lakes range up to 20,000 Ib. in capacity. 

The North Pier Terminal Co. terminal has 1,235 ft. of berthing 
space and more than 250,000 sq. ft. of dock space, with 185,000 sq. ft. 
tnder cover. North Pier also features adjacent warehousing available 
Sits downtown distribution centre. Lift truck capacity at North Pier 
figes up to 62,000 Ib. 

Both terminals feature dockside rail and truck service and mobile 
wanes for heavy lifts. 

Calumet River Terminals: Transoceanic Terminal Corp. has its 
tellties at the mouth of the Calumet River. Transoceanic handles 
teneral cargo, automobiles, steel products, bulk liquids and con- 
‘aners, The terminal has 3,000 ft. of berthing space, 130,000 sq. ft. of 
"ansit shed storage, and 850,000 sq. ft. of open storage. Heavy lift 
“anes run from 75 to 110 tons in capacity. Transoceanic also has 
‘umerous lift trucks, with capacities to 56,000 Ib. 

tderal Marine Terminals Inc. handles general cargo, steel 
oducts and containers. This facility has 730 ft. of berthing space, 

000 sq. ft. of covered storage space and 11 acres of open storage 
‘ace, Heavy lift cranes at Federal Marine range from 29 to 150 tons. 

truck capacities range up to 52,000 Ib. 
‘ ne Rail to Water Transfer Corp. (RTW) on the Calumet River 

Pécialises in handling, storing and distributing raw materials or dry 
‘ commodities. RTW's twin bulk loading facilities offer two 
te berths, each more than 700 ft. long. The facility has 

‘ad yards that accommodate 2,200 rail cars adjacent to the dock. 
chee loading towers provide fast handling at up to 2,500 tons 
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Miron, ore and scrap. Berthing space is 1,000 ft. Western Navigation 
ov rhe of open storage space. Rail facilities feature a complete 
: olds 30 cars. Heavy lifts include 3 cranes with 


ities from 25 to 100 tons. Handling mostly Great Lakes vessels. 
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capacity of more than 550,000 barrels and 16,000 sq. ft. of drumming 
warehouse space. This facility has a transfer capacity of approxi- 
mately 200 tons per hour. Bulk also has 5 miles of internal railroad 
trackage and a switch engine. 

The International-Great Lakes Shipping Company (INGLA) 
terminal at Lake Calumet handles steel, ores, pig iron, scrap and 
containers. The terminal was designed for easy interchange of 
cargoes to and from deep sea vessels. Mississippi River barges, 
Great Lakes vessels, railroads and trucks — both local and interstate. 
Truck and railcar weighing services are available also. INGLA has 
1,500 ft. of berthing space; 45,000 sq. ft. of covered storage, and 
27 acres of open storage. Heavy lift equipment includes 5 cranes 
ranging from 125 to 150 tons. Lift truck capacities range up to 
50,000 Ib. per unit. 

Calumet Harbor Terminals Inc. facilities are at the entrance to 
Lake Calumet. This terminal handles general cargo, steel, liquid 
bulk and containers. Berthing space is 2,600 ft. Complete barge 
facilities are available. There are 300,000 sq. ft. of covered storage 
space and 13 acres of open black-topped storage space. Heavy lift 
equipment includes seven cranes, ranging from 35 to 150 tons. Also 
available are 40 heavy lift trucks ranging from 10,000 to 62,000 Ib. 

North Pier Terminal Co. facilities on Lake Calumet have 176,000 
sq. ft. of transit shed (60,000 heated) ; 100,000 sq. ft. of general storage, 
warehouse and distribution area (50,000 heated), and 50,000 sq. ft. 
of open storage. Refrigerated space is available in the transit ware- 
house. Equipment includes a 110-ton crane and lift trucks with 
capacities up to 62,000 Ib. North Pier services barge traffic to and 
from locations along the entire inland waterway system, and as far 
south as the Gulf, in addition to serving deep draft vessels. 

EmEsCo warehousing and marine terminal facilities on Lake 
Calumet are designed for efficient handling of steel, machinery, 
containers, scrap, pig iron, ferro-alloys and other metallic bulk 
commodities. EmEsCo’s 800 ft. of heavy duty bulkhead and two 
75-ton gantry mounted cranes operating over 3,700 ft. of tracks 
provide more than 1,000,000 sq. ft. of open storage under cranes. 
EmEsCo has 100,000 sq. ft. of heated warehouse, with plans to expand 
that to 425,000 sq. ft. Other features are 25 acres of open storage, 
miscellaneous auxiliary cranes, an electronic truck and rail scale, 
25,000 ft. of railroad track, ship to barge transfer, 100 intra-plant flat 
and gondola cars. 

(The Chicago Regional Port District also has a 110-ton floating 
crane available for shippers at Calumet Harbour.) 

Indiana Harbour: Located about 7 miles South-east of Calumet 
Harbour and has 2 miles of waterfront along Indiana Harbour Canal. 
Depth of water alongside 22-29 ft. depending on berth. 

Buffington Harbour; Private harbour owned by Universal Atlas 

Cement. Located about 9-5 miles South-east of Calumet Harbour. A 
concrete dock 1,755 ft. long, enclosed by a breakwater with entrance 
880 ft. wide. Exposed to heavy North-easterly swell. Depth alongside 
from 25 to 31 ft. 
BULK HANDLING FACILITIES: Garvey Grain Co. Rock Island 
Elevator. Berthing space 650 ft. Storage capacity 3,800,000 bushels. 
Shipping capacity 25,000 bushels per hour. The elevator has one leg 
with three spouts. Unloading capacity from rail cars is 12,000 bushels 
per hour. It is also equipped with pellet mills for pelletizing grain 
products. 

Garvey Penn Central Elevator. Berthing space 770 ft. Storage 
capacity 2,150,000 bushels. Shipping capacity 25,000 bushels per 
hour. The elevator has one marine leg and 2 loading spouts. Unload- 
ing capacity is 10,000 bushels per hour. 

Continental Grain Company's Elevator ‘‘B"” on the Calumet River 
has a storage capacity of 6,800,000 bushels. Elevator B” has 5 loading 
spouts with a shipping capacity of 40,000 bushels per hour. Unloading 
capacity from barges is 15,000 bushels per hour. Receiving capacity 
from railcars is 10,000 bushels per hour and from trucks 15,000 bushels 
per hour. The berthing space at elevator “B” is 1,025 ft. 

The Cargill Inc. grain elevator on the Calumet River has a capacity 
of 23 million bushels. In addition to grain, this facility handles salt, 
molasses, and grain by-products. Cargill has 3,600 ft. of berthing 
space - 1,200 of this for elevator use, and 20 acres of open storage. 
Loading capacity is 60,000 bushels per hour, while unloading is 
12,500 bushels per hour. Cargill has 3 marine legs, and 5 loading 
spouts. 

*The Gateway Elevator of the Indiana Grain Co-Operative at Lake 
Calumet offers storage capacity of 6,500,000 bushels for bulk grains. 
The eight loading spouts have a capacity of 20,000 bushels each 
per hour. Unloading speed is 10,000 bushels per hour. Berthing space 
is 1,000 ft. 

Continental Grain's Elevator ‘C" at Lake Calumet has a capacity of 
6,500,000 bushels of bulk grain and grain products. The 8 loading 
spouts have a capacity of 20,000 bushels each per hour. Unloading 
capacity is 10,000 bushels per hour. This facility has 1,000 ft. of 
berthing space. 

DENSITY: Fresh water. 

MEDICAL: Doctors, hospital and all facilities available. 
FRESH WATER: Available at most berths. 

FUEL: All grades available, ex-wharf, or delivered by barge. 
CONSULS: 


Argentina Greece Netherlands 
Australia Guatemala Nicaragua 
Austria Honduras Norway 
Barbados Iceland Panama 
Belgium India Paraguay 
Bolivia Iran Peru 

Brazil Ireland Philippines 
Canada Israel Poland 


Great Britain Monaco 
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Chile Italy Portugal 
China Jamaica Senegal 
Colombia Japan Spain 
Costa Rica Jordan Sri Lanka 
Denmark Korea Sweden 
Dominican Republic Lebanon Switzerland 
Ecuador Liberia Thailand 
El Salvador Lithuania Turkey 
Finland Luxembourg Uruguay 
France Malagasy Republic Venezuela 
Germany Mexico Yugoslavia 


REPAIRS: All marine repairs can be effected. 


DRY DOCKS: No. 1, 570 ft. length, 71 ft. 8 in. wide, 16 ft. sill depth. 
No. 2, 727 ft. length, 90 ft. 2 in. wide, 16 ft. 3 in. sill depth. 


GENERAL: Refer to “St. Lawrence Seaway" for important general 
information. 


AUTHORITY : Department of Port of Chicago, Navy Pier, Chicago. 


CLEVELAND, Ohio: 41.31 N. 81.43 W. 


DOCUMENTS: 
For Agent in Montreal; 
3 unfreighted copies of Complete Manifest for Seaway Toll! pur- 
poses covering all cargo to be discharged in the Great Lakes. 
In fist U.S. port: a “Traveller” is made up by the Customs Inspector 
with the following documents: 
2 complete sets of U.S. Cargo Manifests, plus 6 copies for Agents. 
1 set Manifest of Cargo for first U.S. port. 
4 Stores Lists. 
4 Personal Effects Lists. 
4 Firearms and Ammunition Lists. 
4 Crew Lists, Form 1418. 
4 Narcotics Lists. 
4 Vessel's Itinerary Lists. 
Vessel's Registry and copies of Paid Tonnage Tax Certificates. 
Health Pratique. 
Clearance from previous port. 


3 copies Stowage Plan. 

In subsequent U.S. ports the following are required: 

5 sets Manifest of Cargo for that port. 

The “Traveller” and Permit to Proceed issued in previous pox 

2 Stores Lists. 

2 Personal Effects Lists. 

2 Firearms and Ammunition Lists. 

2 Crew Lists. 

2 Narcotics Lists. 

2 sets Bills of Lading. 

3 copies Stowage Plan. 

It is especially important that vessels try to have their vp 
Crew List on board which is required by U.S. Immigration a; 
U.S. port. Failure to have this visaed Crew List can result} 
personnel being detained on board. Visa waivers are applig 
and granted fairly regularly but Immigration has the discretig 
refuse these at will. 

PILOTAGE: Compulsory, unless Master has a “B" Certificay 
board. Vessels are not permitted to transit the lakes from: 
Colborne to Cleveland without either a B" Certificate on boar; 
special Waiver from the U.S. Coastguard. 

ANCHORAGE: In the outer harbour, 28 ft. depth, mud and, 
bottom. 

RESTRICTIONS: St. Lawrence Seaway navigation seaso: 
proximately from April 15th to December 15th. Controlling & 
25 to 27 ft. Access to berths in the River is limited by ty 
restriction of 97 ft. above waterline. 

MAX. SIZE: Limited at Seaway Locks. 730 ft. length, 26 ft.¢ 
HEALTH: All ocean-going vessels must obtain a free prj 
before entering the Seaway. Vessels may obtain quarantine ing 
tion and clearance from the Canadian Authorities at Moe 
while awaiting entrance to the Seaway. See Health Regu 
before first U.S.A. port (Albany). 

TUGS: Available and use is compulsory in Cuyahoga Rive, 
Old River channel. 

RADIO: U.S. Coast Guard can be contacted by R/T on 218) 

Notice of arrival: Master must give at least 24 hours noty 
Commander 9th Coast Guard District, Cleveland, Ohio, of the) 
sel's ETA at Snell Lock. Also at least 24 hours notice of ET 
first U.S. discharge port is required. 


2 sets Bills of Lading. BERTHING: 
Owner/ Berth Depth 
Pier Operator features (ft.) Mechanical Equipment 
Dock 20 Cleveland Stevedore East 900 ft. 27 ~_—sCr Three 40-ton capacity Diesel- One 100-ton capacity Truck Crt 
Co. Locomotive Cranes 55 Fork Lift Trucks up to and inde 
One 200-ton capacity Crawler Crane 30-ton capacity 
Three 150-ton capacity Crawler 50-ton capacity Truck Scale 
Cranes 
Dock 24 Cleveland Cuyahoga East 670 ft. 27 Available on Port Authority Piers 
West 9th St. County Port North 519 ft. Great Lakes International Cleveland Stevedore Co. 
Pier Authority West 640 ft. -_ 200 ton capacity Crawler crane Three 40 ton capacity Diesel! 
| h East 698 ft. ne 150 ton capacity Crawler crane motive Cranes 
aa ere St. Sitesi ets et North ate ft. 27 One 130 ton capacity Crawler crane One 200 ton capacity Crawler 
Pier Authority West 681 ft. One 110 ton capacity Crawler crane Three 150 ton capacity Crawler 
One 85 ton capacity Crawler crane One 65 ton capacity Crawler c# 
Dock 28 Cleveland Cuyahoga West 710 ft. 27 32 Fork Lift trucks up to and includ- 55 Fork Lift Trucks upto andind § 
West 3rd St. County Port ing 40 ton capacity. Container top- 31 ton capacity. Automatic com | 
Pier Authority handling racks, modern gear for handling gear. Pumps, Clam! ¢ 
Dock 30 Cleveland Cuyahoga North 1,606 ft. 27 Break Bulk and Steel cargoes. Buckets, Electro Magnets, Steel i 
Stadium County Port (28-30-32) ling and Break Bulk equ 4 
Pier Authority Special Fork Lift trucks for news E 
Dock 32 Cleveland Cuyahoga East 712 ft. 27 Stuffing and Stripping facilities 
Stadium County Port C 
Pier Authority 
Serving Pier 28 Le 
Cleveland Cuyahoga County Port Authority m 
One 150 short (2,000) ton capacity stiff-leg crane. pi 
The “Buckeye Booster". Capacity - 150 tons at 65 ft.,100 tons at85ft P 
Max. arc swing 265° re 
Dock 54 Nicholson Cleveland West 574 ft. 21 Two 3-ton capacity Fixed Cranes . 
Nicholson Terminal Fork Lift Trucks A 
Pier ui 
Dock A Baltimore & East 500 ft. 23 Two 5-ton capacity Bridge Type Cranes R 
Ohio R.R. ne 
Dock C Cleveland East 425 ft. 23 Three 40-ton capacity Diesel Electric Locomotive Cranes : 
Sycamore Stevedore Co. Fork Lift Trucks up to and including 26-ton capacity an 
Dock Liquid and Solid Bulk Handling Equipment cle 
50-ton capacity Truck Scale Ve 
Dock 1 Penn Central 450 ft. of 
Railroad HE 
Ore Dock Erie Dock Co. 1,600 ft. Three 17-ton capacity Hullett Unioaders. Unloading speed - 2,400 tons pe Rs 
Erie 1 
(Nypano) ~ 
Ore Dock Ohio & Western 1,875 ft. Four 17-ton capacity Hullett Unloaders. Unloading speed — 3,500 tons Pf ava 
“C4 Pp” Penna Dock Co. Storage capacity 1,000,000 tons _ BR 
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guLK-HANDLING FACILITIES: Ore: 


Berthing 


space 
(ft.) 


Operator 


i _ 


Ohio and Western Pennsylvania Dock Co. 1,875 


Erie Dock Co. 1'620 
Jones & Laughlin Steel Corp. 920 
United States Steel Corp. 900 
Republic Steel Corp. 3,340 
Jones & Laughlin Steel Corp. 1,780 


Republic Steel Corp. 


1,250 
(1) No storage available at wharf, iron ore is unloaded directly from vessels to rail cars for shipment. 


(2) Reserve storage. 


U.S.A. 
Depths 
alongside Unloading equipment Storage 

at LWD Type Rate capacity 
(ft.) (tons/hr.) (tons) 
30-24 4 huletts 800, each 1,036,000 
26-21 3huletts 2,500, total - (1) 
23-19 Self-unloading vessels 100,000 (2) 
23-21 2 huletts 350, each 530,000 
23-10 2 huletts 1,000, total 750,000 
23-19 2 gantry 300, each 955,500 (3) 

1 bridge 500 


23-20 2 huletts 500, each 785,500 


(3) Additional open storage area for 261,200 tons of orefavailable North of Clark Avenue Viaduct. 
ee eee we ae | ee ee! SS ee 


Grain: Two private waterside, grain elevators are located at the 
ort; each has facilities for receiving grain by rail and by water. 

The International Multifoods, Inc., owns and operates a 590,000- 
pushel elevator at the rear of its wharf on the right bank of the 
Cuyahoga River, approximately 270 ft. above the Centre Street 
Bridge. This elevator, consisting of 2 wooden, storage bins and 20 
concrete silos, is used in connection with the milling operations of 
the company. The wharf provides 350 ft. of berthing space with 
»- to 18-ft. depths of water alongside at low water datum. A marine 
leg unloads grain from vessels at a rate of 8,000 bushels per hour; 
grain is unloaded from rail cars by power shovels ata rate of 4 cars 
per 8 hours. Rail tracks serving the elevator and flour mill connect 
with tracks of the Penn Central Transportation Co. ot 

The elevator and wharf of Sherwin-Williams Chemicals, a division 
of The Sherwin-Williams Co., are on the left bank of the Cuyahoga 
River, approximately 475 ft. below the West 3d Street Bridge. The 
wharf provides 763 ft. of berthing space with 23- to 18-ft. depths of 
water alongside at low water datum. A marine leg unloads flaxseed 
from vessels into 9 steel storage tanks at a rate of 5,000 bushels per 
hour. The tanks, at rear of the upper part of the wharf, have a total 
capacity for 700,000 bushels. Additional storage for flaxseed is 
provided in the holds of vessels moored alongside the wharf during 
the closed navigational season. In addition to receiving flaxseed, the 
company also uses the wharf for the shipment of linseed oil. Two 
tin pipe-lines extend to the wharf from 22 storage tanks located at 
the mill in rear; the tanks have a total capacity for 2,000,000 gallons. 
Rail tacks serving the elevator and linseed oil mill connect with the 
Erie-Lackawanna Railway. 

DENSITY: Fresh water. 

MEDICAL: Doctors, hospital and all facilities available. 

FRESH WATER: Available at most berths. 

FUEL: Marine gas oil and diesel oil readily available, ex-wharf or 
delivered by barge. 


CONSULS: 
Austria India 
Belgium Italy 
Canada Korea 
Colombia Mexico 
Denmark Netherlands 
Dominican Republic Norway 
Finland Peru 
France Sweden 
Germany (Federal Republic) Switzerland 
Haiti United Kingdom 
Honduras Yugoslavia 


REPAIRS: All marine repairs can be effected. Dry dock 730 ft. 
length at Lorain, Ohio. 

GENERAL: Refer to “St. Lawrence Seaway” for important general 
information, 

AUTHORITY: Cleveland-Cuyahoga County Port Authority. 101 
Erieside Avenue, Cleveland, Ohio 44114. Tel. 216-241-8004. 


COOS BAY, Oregon: 43.22 N. 124.13 W. 


DOCUMENTS: Local Port Authority does not require any docu- 

ments from merchant vessels entering this harbour. This does not 

po United States Customs requirements for documents. 

; LOTAGE: No specified amount of advanced notice of ETA 

ured. Radio contact may be made on frequency 8182, also on 

et 2182. Pilot will be taken on board at entrance of Coos Bay 
annel. No designated anchorages for vessels awaiting a Pilot. 


ANCHORAGES: Only anchorage in Coos Bay is South of buoy 23. 


ent draft 30 ft, 
MSTRICTIONS : Only entry restriction is vessel's draft which is 


mally acceptable at 284 ft. maximum flood tide, depths of 30 ft. to 
MAX ave been accommodated. 
and di sue: Maximum permissable length is 675 ft. Breadth 100 ft. 
dearanc normally 284 ft. with above-mentioned exceptions. A 2 ft. 
essel Ce under keel is considered necessary for safe navigation. 

“ eacering Coos Bay from sea draw down about 3” per foot 
HEA wee of difference of density. 

tee : See Health Regulations before first U.S.A. port (Albany). 
RADIO. Von and Department of Agriculture board on arrival. 
89 MEG Ndependent Stevedore Co. KVR 484, Radio frequency 


man Pilot vessel acts as Tug. Emergency small harbour tugs 
6 aod Ship's lines generally used. 
:Two bridges cross the main ship channel. The Southern 


Pacific railway drawbridge 9 miles from the entrance and the Coast 
highway bridge 9-6 miles from the entrance. Clearance height of the 
highway bridge is 149 ft. in the centre of the span at MLW. Clearance 
width of swinging railway bridge 194 ft. 

BERTHING: Cape Arago Dock: Length 504 ft. Depth alongside at 
MLW 22 ft. 6 in. (West end) and 25 ft. (East end). No dock cranes 
available. Fresh water available. Distance from entrance 5 miles. 

Roseburg Lumber Co. Dock: Length, 635 ft. Depth alongside at 
MLW 35 ft. No fresh water available. Distance from entrance 8 miles. 

Ocean Terminals Dock: Length, 400 ft. Depth alongside at MLW, 
33 ft. No dock cranes available. Fresh water available. Distance from 
entrance 11 miles. 

Weyerhaeuser Dock: Length: (Lumber Dock) 1,433 ft. (Wood Chip 
Dock) 694 ft. Depth alongside at MLW 30 ft. No dock cranes available. 
Fresh water available. Distance from entrance 12 miles. 

Fibrex and Shipping Co Dock: Length of floating walkway 700 ft. 
Depth alongside at MLW 32 ft. Wood chip loaded by pneumatic 
pipe. Fresh water available. Distance from entrance 12-5 miles. 

Bayshore Dock; Length 504 ft. Depth alongside at MLW 30 ft. 
No dock cranes available. Fresh water available. Distance from 
entrance 13 miles. 

Dolphin Terminals: Vessels moor to dolphins adjacent to apron 
60 ft. long and 26 ft. wide which is joined to the shore by a causeway 
length 190 ft. and width 12 ft. Depth alongside at MLW 30 ft. Fresh 
water available. Distance from entrance 13 miles. 

Central Dock: Length 1,348 ft. Depth alongside at MLW 30 ft. No 
dock cranes available. Fresh water available. Distance from entrance 
13-5 miles. 

Portland Dock: Length 576 ft. Depth alongside at MLW 33 ft. No 
dock cranes available. Fresh water available. Distance from entrance 
15 miles. 

Coos Bay Dock: Length 1,326 ft. Depth alongside at MLW 30 ft. 
No dock cranes available. Fresh water available. Distance from 
entrance 15 miles. 

STEVEDORES: Should have minimum of 48 hours to arrange 
gangs. Also see “Radio”. 

MEDICAL: Advance notice of required medical attention is desir- 
able, in order to expedite use of ambulance, if necessary. 
TANKERS: Two tanker berths, Standard Oil and Union Oil Co., 
draft 30 ft. Tankers discharge into tank farms. Union Oil Co. is the 
bunkering agent. 

FRESH WATER: Available. Cost per ton is negotiable. 

FUEL: Twenty-four hours advance notice desirable, both bunker 
and diesel fuel available. 

DEVELOPMENTS: Depth of channel at entrance 40 ft. Inner 
channel, to head of channel 30 ft. It is expected entrance channel to 
be dredged to 45 ft., inner channel to depth of 35 ft. An additional 
anchorage will be installed, directly East of beacon 17. 
GANGWAY/DECK WATCHMEN: Service of watchman at dis- 
cretion of ship's master. 

OPENING/CLOSING HATCHES: Normally by stevedores. 
IDENTIFICATION CARDS: Not required by local authorities. 
CONSULS: None. 

REPAIRS: Only minor deck and engine repairs possible. 

DRY DOCKS: Largest dry dock handles vessels not exceeding 
125 ft. 

REPATRIATION: All repatriation handled in Portland, Oregon. 
AIRPORT: All docks within 5 miles of airport. Airport served by 
regular airlines. 

TIME: GMT minus 8 hours, clocks advanced 1 hour on 1st May, 
clocks retarded 1 hour, 1st November. 

HOLIDAYS: All legal holidays observed, plus state-wide elections. 
Cargo work through negotiations with stevedore contractors. 
POLICE/AMBULANCE/FIRE: Police: Coos Bay 269-1181, North 
Bend 756-3161; Ambulance 756-3234; Fire Coos Bay 267-4123, North 
Bend 756-6111. 

SHORE LEAVE: Crew members allowed ashore except when 
Federal directives may be applied to a specific vessel. 

DELAYS: No delays in berthing, loading or discharging, or bunker- 
ing can normally be expected. 

AUTHORITY: Administrator and Harbour Master, Port of Coos 
Bay, PO Box 787, Coos Bay, Oregon 97420. Tel. 269-1131. 


CORDOVA, Alaska: 60.33 N. 145.46 W. 


Located at South-east side of Prince William Sound. Open all year. 


APPROACHES: Via Prince William Sound to pilot station. 
DOCUMENTS: See ‘Anchorage, Alaska”. 
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PILOTAGE: Pick-up point is Sheep's Point. 

MAX. SIZE: Recommend max. draft 25 ft. Tides: diurnal range 
12-4 ft. Tide runs parallel to dock. Also see “Berthing”. 
ANCHORAGE: Good holding ground. Mud bottom between Spike 
Island and City dock. 

CUSTOMS: Quarantine, local. Immigration and Customs from 
Anchorage, Alaska. 

BERTHING: City Dock: 18 ft. deep, 400 ft. long, 72 ft. wide. Open 
storage — 300 ft. by 45 ft. One 140-ton mobile crane. 

TUGS: Limited availability. 

STEVEDORES: One gang. 

REPAIRS: Minor repairs only. 

WATER: Available. 

FUEL: No bunker “C” available. 

MEDICAL: 22-bed hospital and a medical clinic, 1 doctor, 1 dentist. 
TRANSPORTATION: Ferry service to Whittier and Valdez, air. 


(See 
CORPUS CHRISTI, Texas: 27.48 N. 97.23 W. Plan) 


PORT LIMITS: Corpus Christi’s port limits include all of Nueces 
County, which has been officially designated as Nueces County 
Navigation District No. 1. The Corpus Christi turning basin, Avery 
Point turning basin, Chemical turning basin, Tule Lake turning basin 
and the Viola turning basin are interconnected by the Industrial 
Canal, the Tule Lake Channel and the Viola Channel and constitute 
the Corpus Christi Main Harbour. Other Bay points included in the 
port of Corpus Christi area are: Harbour Island, the North end of 
Mustang Island, near the inner end of the Aransas Pass entrance, 
and Port Ingleside and La Quinta along the route of dredged deep- 
water channels on North side of Corpus Christi Bay. 
DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form |.-418). 

2 copies Crew List (Form I.-418). 

Customs boarding Officer will also examine Ship's Register and 
Load-line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All Foreign clearances. 

U.S. Certificates of payment of tonnage tax (Customs Form 1002). 

Certified Crew List. 

PILOTAGE: Pilot boards off Port Aransas. 

RESTRICTIONS: The port of Corpus Christi is situated on the 
West side of Corps#s Christi Bay, in South-western Texas. Port 
facilities at Corpus Christi lie along a 94 miles stretch of dredged 
channels and basins about 18 miles from Aransas Pass entrance 
at the Gulf of Mexico, Channel depth 40 ft., width 400 ft. 

Turning Basins: 3 turning basins in Main Harbour are each 1,000 

ft. wide and more than 1,000 ft. in length. 

MAX. SIZE: Cargo vessels: 39 ft. draft. Tankers 39 ft. draft. (A 
tanker with a draft of 45 ft. 9 in. has docked.) 

HEALTH: Radio pratique may be granted basis information re- 
ceived prior to arrival of vessel provided no communicable diseases 
on board. Normally, vessels are boarded by Medical Officers on arri- 
val unless free pratique previously given at U.S. portin same voyage. 
If granted free pratique, vessel may enter port and discharge passen- 
gers and cargo. If given provisional pratique, vessel may enter port, 
but must take any additional measures specified in connection with 
discharging passengers and cargo, until free pratique is given. 
TUGS: Tug assistance available. 

BERTHING: The main basin is over a mile long and 1,000 ft. wide. 
There are four additional basins in main harbour, which extends 
Westward from Corpus Christi Harbour Bridge for 94 miles. The 
water in all basins, channels and canals is 40 ft. deep, enabling 
port to handle largest merchant ships operating in Gulf trade. 
Depth alongside docks: 

Southside Docks 1-8 32ft. Northside Docks9,10&11 36 ft. 
Southside Docks 14&15 36 ft. Bulk Materials Dock 38 ft. 
Note: Staging area back of cargo docks 14-15 for storing containers, 
vehicles, etc. 

TANKERS: Between Main Basin and Viola Basin are 12 public and 


BERTHING: (Detroit) 


Length of 
Terminal dock 
Detroit Harbour Terminals, Inc. 2,325 ft. 


5 private Oil Docks, some capable of berthing tankers of 67,00), 

capacity. 

Oil Docks: 

No. 1 depth alongside 36 ft. 
2 ” ” ft. ” ” 40 ft 
4on " 40 ft. 9 » ” 34 ft 
5 ” ” 36 ft. 11 ” ” 40 f 

CARGO GEAR: Heavy Lift facilities : Derrick at Cargo Dock 14, 

100 tons capacity at 53 ft. radius, can handle containers, 49+ 

larger. Locomotive cranes (5) 30 tons capacity. y 

Facilities are available for all types of liquid cargo, dry bull, 
general cargo, except cannot handle restricted cargo sy¢ 
ammunition and explosives. 

IDENTIFICATION CARDS: Standard U.S. Immigration fF, 

1-95 to be made up fo; each crew member on arrival. Not Necey, 

for crew man already holding Form 1.-95, issued for same vesy 

DEVELOPMENTS: Deepening of all waterways, channels ing 

ing La Quinta Channel and turning basins to a depth of 45 ft,\s, 

in progress and proceeding on schedule. When completed Cm 

Christi will be deepest port on entire Gulf Coast. 

Latest port plans include an inshore multi-purpose facily 
Harbor Island that will accommodate VLCC's up to 275,000 dw 
CUSTOMS ALLOWANCES: At the discretion of cusy 
officers. Normal allowance is 200 cigarettes or 2 Ib. tobacco ani, 
quart wine or spirits per man. Additional allowances may be» 
if considered necessary, due to length of vessel's stay in por, 
GENERAL: Refer to Houston for all general information. 
AUTHORITY: The Nueces County Navigation Commiy 
Port Director, PO Box 1541, Corpus Christi, Texas 78403. 


AGENT: Hansen & Tidemann, Inc. Wilson Building, PO Box: 


Corpus Christi, Texas 78403. Tel. 512-882-9418. TWX 910-87)" 
Cables: ‘‘Handt”. 


No. 7 depth alongside 404 


DEER PARK, Texas: 29.44 N. 95.08 W. Refer to “Hy 
ton”. 


DESTREHAN, Louisiana: 29.56 N. 90.21 W. 


East bank of Mississippi River about 135 miles from sea. 
DOCUMENTS/PILOTAGE/HEALTH: For all general inform 
refer to ‘‘New Orleans”. 

TUGS: At least one tug required for mooring/unmooring. 
BERTHING: St. Charles Elevator, berth 800 ft. length, 45 ft. 
Loading rate, 70,000 bushels per hour; two loading belts, & 
Grain Elevator, berth 600 ft. length, 40 ft. depth. Loading rate, 
bushels per hour; two loading belts. 
FRESH WATER: Available ex-berth. j 
FUEL: Not available. Barge not permitted alongside at & | 
Elevator. ‘ 
DENSITY: Fresh (1000). 


DETROIT, Michigan: 42.19 N. 83.05 W. 


Refer to “St Lawrence Seaway” for important general informal 5 
PILOTAGE: Compulsory unless Master holds exemptior 

license: 24 hours notice of arrival required by Agents whoa! g 

ilot. 

ANCHORAGE: In depths from 29-51 ft. in the Detroit River : 
marine terminals and away from main channel. ir 
RESTRICTIONS: St. Lawrence Seaway navigation seas® ¢ 
proximately from April 15th to November 15th. Controlling? a 
27 ft. Minimum depth of 25 ft. in the Detroit River. The Amhe® 
Channel has a depth of 27 ft. 6 in. for up bound traffic. er 
MAX. SIZE: Limited at Seaway Locks. 730 ft. length, 26 ft. 0% 4) 
HEALTH: All ocean-going vessels must obtain a free pt V 
before entering the Seaway. Vessels may obtain quarantine™ R 
tion and clearance from the Canadian Authorities at M® o 
while awaiting entrance to the Seaway. 
TUGS: Available, not compulsory but recommended. tt 


ss 


Berthing: See below at 
Be 
in| 
Str 

, ae —— ae 

Depth of M, 
water Equipment ~ 
27 ft. One 165-ton diesel mobile crane Ru 
LWD One 150-ton diesel mobile crane Ca 
One 45-ton diesel mobile crane ~ 

One 50-ton diesel electric travelling gantry crane | 

One 35-ton diesel electric travelling gantry crane nt 

One 15-ton diesel electric gantry crane BR 

Three 10-ton diesel locomotive cranes of 

One 150-ton rail scale ing 

Straddle carriers with capacity to handle 20-40 ft. bri 

containers wa: 
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Detroit Marine Terminals, Inc. 1,400 ft. 


Federal Marine Terminal 520 ft. 


Nicholson Terminal & Dock Company 3,400 ft. 


DENSITY: Fresh water. 

MEDICAL: Doctors, hospital and all facilities available. 
FRESH WATER: Available at most berths. 

FUEL: All grades available, ex-wharf, or delivered by barge. 
CONSULS: 


Austria Finland Lebanon 
Belgium France Liberia 
Canada Germany Malta 

Chile Great Britain Mexico 
Colombia Guatemala Netherlands 
Costa Rica Haiti Norway 
Denmark Italy Panama 
Dominican Republic Ivory Coast San Marino 
Ecuador Japan Sweden 

£| Salvador Jordan Thailand 


REPAIRS: All marine repairs can be effected. 

AUTHORITY : Detroit-Wayne County Port Commission. 2nd Floor 
Veterans Memorial Building. 151, W. Jefferson, Detroit, Michigan, 
$8226. Tel. (313) 224-5656. 


DULUTH-SUPERIOR, Minnesota: 46.49 N. 92.09 W. 


Refer to “St. Lawrence Seaway" for important general information. 
PILOTAGE: U.S. or Canadian Pilot compulsory except when 
Master or officer specially qualified to navigate waters concerned. 
Pilots obtained from Upper Great Lakes Pilots Inc., Clure Marine 
Tetminal, Duluth. Duluth entry - Pilots picked up at point 2 miles 
tue East of pierhead lights. Superior entry - pick up Pilot 2 miles 
North North-east of lighthouse. Advise Agents 24 hours in advance 
WETA for scheduling Pilot, Customs, Immigration, and agricultural 
MSpection. Masters should hold to the South of convergence of 
Shipping lanes at the Duluth Entry and to North of this convergence 
“Superior Entry when approaching to embark a Pilot. 
ANCHORAGES: Anchorage areas near Duluth and Superior 
‘tries are South and Eastward and North and Eastward respec- 
Wely of main channel through harbour. Marked by anchorage buoys. 
*ssels must only anchor clear of channels at all times. 
RESTRICTIONS: Because of varying conditions of wind and 
current, no restriction placed on speed passing through entry piers 
"either Duluth or Superior entry. Speed throughout harbour limi- 
‘ed to 7 knots, Speed through bridges other than the Aerial Bridge 
Duluth entry limited under normal conditions to 6 miles per hour. 
“Cause of current conditions at inner end of Duluth entry, both 
bound and Outbound vessels must leave vertical black/white 
‘ped mid-channel or traffic buoy on starboard hand. This gives 
we ships maximum straight run. 
h x, SIZE: Draft 26 ft. Duluth Harbour Entry: Duluth ship's canal, 
imum width 300 ft. Superior Entry: Minimum width 500 ft. mini- 
“m depth at inner end of 27 ft. 
Call" : Prior to entering harbour vessels must make ‘Security 
_ on Channel 51 (2185 kc/s) from 10 to 20 minutes in advance 
‘sing intended movement. All vessels should monitor Channel 
nha when under way to determine position and intent of other 
Tues ovina in constricted areas within harbour and approaches. 
Ridge Mable, not compulsory. ' 
WBA. Aerial bridge spanning Duluth entry vertical clearance 
' » Signal for opening bridge shall be given by vessels approach- 


om lakes, in all circumstances, when not less than 1 mile from 


Wn 


tens flashing amber light on harbour side of Aerial bridge 
outbound vessel of approach of inbound vessel in lake. 


25 ft. 9 in. 


U.S.A. 


27 ft. 


Three 140-ton caterpillar cranes 
LWD 


One 50-ton gantry crane 

Two 40-ton railroad cranes 

One 25-ton gantry crane 

One 600 hp switch engine 

One rail scale, 212,000 Ib. capacity 

One truck scale, 212,000 Ib. capacity 

Six magnets 

Five clam buckets 

Seventeen yard and warehouse lift trucks up to 
56,000 Ib. capacity 

One 140-ton crane 

Two 100-ton crawler cranes 

Fork lift trucks up to 40-ton capacity. 

Two cranes; 70-ton capacity at 40 ft. radius and 
50-ton capacity at 60 ft. radius 

Four 12-ton gantry cranes 

Six 30-ton diesel locomotive cranes 

One 85-ton mobile crane 

Two 1,000 hp diesel yard engines 

One 290 hp diesel yard engine 

One 150-ton railroad scale 

One 72 ft. combination rail and truck scale, 
400,000 Ib. 

Two 87-in. magnets 

Eleven 65-in. magnets 

Five 55-in. magnets 

Twelve buckets 14 yards to 7 yards capacity 

One fork lift truck, 40,000 Ib. capacity 

One fork lift truck, 50,000 Ib. capacity 

Twenty-five fork lift trucks, various capacities 

One 80,000 Ib. capacity container handler 

Two 6} yard bucket front end loaders 


LWD 


27 ft. 
LWD 


BERTHING: Clure Marine Terminal. 
Length of dock: 6,600 lineal ft., nine ship berths, five for unloading/ 
‘loading, four for fitting, cleaning, standby, etc. Water depth: 30 ft. 
Two 90-ton Clyde gantry cranes for container handling. One 35-ton 
mobile crane. 
Duluth Iron & Metal — \ength of berth 1,586 ft. — water depth 26 ft. 
Great Lakes Storage 


& Contracting — length of berth 1,059 ft. - water depth 22 ft. 


Hallet 3 — length of berth 2,080 ft. - water depth 23 ft. 
Hallet 5 — length of berth 2,373 ft. —- water depth 23 ft. 
Hallet 6 — length of berth 2,060 ft. - water depth 23 ft. 
Northern Pacific 

No. 2 — length of berth 2,415 ft. - water depth 22 ft. 
Paper Calmenson- 

Duluth — length of berth 853 ft. - water depth 21 ft. 
Paper Calmenson- 

Superior —length of berth 700 ft. - water depth 20 ft. 


MEDICAL: All medical assistance available. 

DENSITY: Fresh water. 

FRESH WATER: Available at most docks in both ports. 

FUEL: Available from dock or by barge. 

FIRE PRECAUTIONS: No open fire permitted on deck of any 
vessel while in harbour. This restriction does not apply to a vessel 
at a shipyard which will be governed by this shipyard's local rules, 
nor to vessels in lay-up or fit-out status at ore docks. 

Ocean vessels, upon docking, shall put on off-shore side of vessel, 
wire rope lines fore and aft as tow lines for use in pulling ship off 
dock face in case of fire. Such tow line shall be securely made fast 
to bitts with eye about 1 ft. above the water. 

CERTIFICATES: Masters are required to present Safety Inspec- 
tion Certificate of cargo handling equipment and gangways to 
stevedoring companies and other employers of harbour labour upon 
request. 

IDENTIFICATION CARDS: Required by Immigration. 
REPAIRS: All ship repairs can be effected. 

DRY DOCKS: At Superior, one 831 ft. by 95 ft. and one 628 ft. by 
76 ft. 

SHORE LEAVE: Allowed. 

DEVELOPMENTS: A grain terminal, meal-handling facility and 
coal-handling facility under construction. 

A container terminal, together with all the back-up facilities located 
near the South-west corner of Clure terminal is expected to be 
completed in August 1975. The container crane will be a Paceco 
Economy Portainer with a capacity of 30 tons, outreach 84 ft., back 
reach 22 ft. The Portainer will be equipped to handle 20 ft., 35 ft., and 
40 ft. containers. 

AUTHORITY: Seaway Port Authority of Duluth, Superior Board 
of Harbour Commissioners. 


ERIE, Pennsylvania: 42.10 N. 80.05 W. 


Refer to “St. Lawrence Seaway” for important general information. 
PILOTAGE: Not compulsory. Seaway Pilots will assist if required. 
RESTRICTIONS: Navigation season from mid-April to end- 
December approx. The portis connected to Lake Erie by an entrance 
channel, depth 27 ft. Vessels size restricted by Seaway locks. 
MAX. SIZE: 730 ft. length; 26 ft. draft. 

HEALTH: All ocean-going vessels must obtain a free pratique 
before entering Seaway. Vessels may obtain quarantine inspection 
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and clearance from the Canadian Authorities at Montreal while 
awaiting entrance to the Seaway. 
RADIO: Master must give at least 24 hours notice to Commander 
9th Coast Guard District, Cleveland, Ohio, of the vessel’s ETA at 
Snell Lock. Also, at least 24 hours notice of ETA at first U.S. dis- 
charge port is required. 
TUGS: Available. Not compulsory, but sometimes necessary in 
bad weather. 
BERTHING: Duquesne Marine Terminal: berth 600 ft. length, 27 ft. 
depth; berth 600 ft. length, 18ft. depth; berth 1,000 ft. length, 22 ft. 
depth; berth 1,500 ft. length, 28 ft. depth. 

Ore and Coal Docks: berth 1,100 ft. length, 26-17 ft. depth. 

Grain Elevator: berth 980 ft. length, 22 ft depth. Average capacity: 
16,000 bushels per hour. 
DENSITY: Fresh water. 
MEDICAL: All facilities available. 
FRESH WATER: Obtainable by pipe-line at all docks. 
FUEL: All grades available by pipeline at all docks. 
REPAIRS: Local shipbuilding company can handle most repairs. 
Dry dock available. 
AUTHORITY: City of Erie, Port Commission. 


EUREKA, California: 40.48 N. 124.10 W. 


DOCUMENTS: In addition to the documents detailed below, Agent 
will present to Master normal Customs forms to be signed, such as 
Master's Oath, Permit to Lade, Inward & Outward Manifest, etc. 
These forms will be filled out by local Agent and Customs Broker 
and presented to local Customs house when entering and clearing 
vessel: 

Foreign Flag Vessels: |. Entering from another U.S. port: 

3 Crew Lists. 

3 Passenger Lists (only if passengers on board). 

3 Curio Lists. 

3 Store Lists. 

Permit to Proceed (issued at last U.S. port). 

Travelling Manifest (only if there is foreign cargo on board). 

Ship's Register. 

ll. Entering from a foreign port: 

3 Crew Lists. 

3 Passenger Lists (only if passengers are on board). 

3 Curio Lists. 

3 Store Lists. 

Travelling Manifest. 

Permit to Proceed. 

Ship's Register. 

Ship's tonnage tax Certificate. 

Clearance from a foreign port. 

PILOTAGE: Telegraphic address of pilot station “Humbar”. 
24 hours advance notice of ETA; in case of change in ETA give 
minimum 4 hour notice. Contact pilot boat on VHF 156.8 (Channel 16) 
or radio watch on 2182. Radio watch is maintained two hours prior 
to dig at sea buoy on Channel 16. Working Channels are 6, 13 
and 18A. 

No pilot boat on station. Local Pilots use tug “Thor” length 65 ft. 
horsepower 800. Tug colours: black funnel, red and white superstruc- 
ture and black hull. As no pilot boat on station, sound signals not 
required. Visual international flag and light signals observed. Pilot 
will board vessel within 1 mile radius North, South and West of sea- 
buoy. Sea-buoy located 1.4 miles from end of North jetty lined up 
with range lights bearing 105 degrees true. 

Specific requirements: (a) Pilot ladder with spreaders in accor- 
dance with Solas regulations, and 9 ft. above water. (b) At night - 
brilliant light to illuminate ladder. (c) Recommended anchorage out- 
side Humboldt Bay located 1 mile South of sea-buoy in 15 fathoms of 
water. 

ANCHORAGES: Inside harbour, weather permitting. Light draft 
vessel (22 ft or less) South of Fairhaven Dock (Crown Simpson) and 
West of Standard Oil Dock. Deep draft vessels (22 ft. to 32 ft.) will 
anchor North of Union Oil Terminal and South of Samoa Channel 
entrance buoys. 

RESTRICTIONS: Humboldt Bay is a 24-hour port; restrictions if 
any would depend upon manoeuvrability and horsepower of vessel 
during peak tide. Range of tide normally 8 ft. extreme cases 10 ft. 
at present vessels normally limited to a deep draft of 30 ft. at zero 
tide. 

MAX. SIZE: Largest vessel to enter Humboldt Bay to date had 
LOA 657 ft. and beam 90 ft. Draft limitation 30 ft. at zero tide. Vessels 
of this size and draft normally enter and depart about 14 hours before 
high water. 

HEALTH: No specific health or quarantine requirements for 
vessels coming from another U.S. port; unless vessel is under 
Public Health remand (example: Derat Certificate expired). If this 
is the case, it would be necessary for Public Health Officer to board 
and inspect vessel. Same regulations apply in Eureka as in other 
major U.S. West Coast ports when pratique required. Radio pratique 
when required may be granted through the Quarantine officials in 
San Francisco. For details contact Agent. 
RADIO: Send cables through one of following stations: 

ITT World Communications, Inc.—San Francisco Marine Radio 
Station KFS. 

RCA Global 
Station KPH. 
TUGS: Two 800 h.p. tugs available, one tug acts as pilot boat, other 
tug joins vessel when in harbour. Tug lines are normally used, 
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occasionally a ship's line is used. No extra charge assessed fy 
of tug’s line. Depending upon size of vessel and weather COnditiy 
Pilots will use one or two tugs. 

BERTHING: No specific requirements relating to berthing; 
procedures prevail. Vessel normally docks stemming the tide, 

Presently available berths at Eureka as follows: 

Crown-Simpson Pulp Co. 

Eureka Forest Products 

Louisiana-Pacific Corporation 

Humboldt Dock & Shipping Co. 

Kramer Lumber Sales 

Olson Terminal 

Standard Oil of California 

Union Oil of California 

North Coast Exporting Co. 

Harbour channels maintained to 30 ft. zero tide. Most of berty 
above-mentioned docks also maintained at 30 ft. zero tide; how 
some occasionally fill in and recommended check with Agents 
depth available at specific dock which vessel intends moor andy 
STEVEDORES: Ten local gangs available. Groups order 
0630 in the morning for both day and night gangs. Therefore es 
tial that local Agent or stevedore company receives accurate? 
by 0600 in the morning. Normally, vessel will advise arrival sea) 
with a 24-hour ETA and correct ETA at a later time if necew 
The basic commodities exported from Eureka are woodpulp; 
and lumber. 

Westfall Stevedore Co. Cable Address: Westfall, Eureka! 
(707) 443-5688. 

MEDICAL: Not necessary for Agent to receive advance noty 
required medical attention unless ambulance and doctor a 
quired on arrival. Three hospitals in immediate area. Inoculation 
vaccination certificates should be up-dated. 

TANKERS: Two tanker berths available: Standard Oil off 
fornia - deepest draft 25 ft. at zero tide. Union Oil - deepest; 
30 ft. at zero tide. Normally only Company tankers use own faci 
Facilities privately owned and are not available for bunkerings 
vessels. 

DENSITY: Pure salt water. No fresh water allowance on any} 
FRESH WATER: Available all berths. Delivery by hose. Re 
delivery: 10 tons per hour. 

FUEL: If bunkers required, Agent must go through major: 
tractors, who in turn will inform their local supplier of requiren 
Generally speaking bunkers are only supplied to vessels » 
emergency basis in limited quantities. The bunkers usually @ 
grade and delivered by truck on a prearranged schedule. 
DEVELOPMENTS: Deepen North bay channel to 35 ft. andw 
bends in channel at channel miles 0-74 and 2-6. Deepen Se 
channel and outer reach of the Eureka channel to 35 ft. Prove 
anchorage area in North bay, at a suitable location between 
entrance channel and Gunther Island, 35 ft. deep, 1,200 ft. wide 
1,200 ft. long. 

GANGWAY/DECK WATCHMEN: Services of gangway ju 
available if required by ship. 

OPENING/CLOSING HATCHES: Normally stevedores' wi 
Vessel’s crew may assist in opening and closing hatches, ifhét 
require special attention. 

CERTIFICATES: 

Ship's Register. 

Load-line Certificate. 

valid Derat Certificate. 

Cargo Gear Certificate. 

Tonnage Tax Certificate and all other usual certificates rew 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes att 
pound of tobacco. Wine and/or Spirit, one bottle (approx. one® 
CARGO GEAR: Must be in good order and safe operating ® 
tion and all cargo gear certificates must be valid. 
IDENTIFICATION CARDS: Alien seamen require Crt 
Landing Pass (U.S. Form I-95). 

CONSULS: None. Nearest consuls at San Francisco. 
REPAIRS: Small welding jobs, and minor machine wor! 
Major repairs normally carried out in San Francisco. 

DRY DOCKS: None. 

REPATRIATION: Normally done in conjunction with Sat 
cisco, Portland, Los Angeles or Seattle Agent. 

AIRPORT: Airport located approximately 20 miles North of E# 
Limousine service available. Major airlines. Air West and 
Pacific Airlines. At present 8 flights per day to San Francisct! 
flights per day to Portland. 

TIME: Eureka local time is Pacific Standard Time and is GMT* 
8 hours. However, from the last Sunday in April to the last Sut 
October, Eureka is on Daylight Saving Time. 

HOLIDAYS: No work performed on following holidays: New" 
Day (January 1); Independence Day (July 4); Bloody Tht 
(July 5); Labor Day (first Monday in September); ThanksgiVi 
(last Thursday in November); Christmas Day (December 2 
POLICE/AMBULANCE/FIRE: Eureka City Police wl 
Eureka City Ambulance 442-4551; Eureka Fire Department > 
Humboldt County Sheriff Department 443-5671; Arcata Fire 
822-2424; Humboldt Fire District No. 1 442-1212. 
TELEPHONES: No arrangements for placing telephert 
board; however, there are pay phones nearby at each d 

as phones in nearby offices. inal 
SERVICES: Specific services such as tank —s re 
adjusting, tank washing, etc., are not normally perform in’ 
of Eureka and are usually performed in one of the close be 
such as San Francisco; however, there are facilities 4 
minor repair. 
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SHORE LEAVE: Crew members allowed ashore unless restricted 
for customs OF immigration reasons, — t 

DELAYS: Berthing delays seldom incurred primarily due to the 
fact that the prime Agents are always in contact with the local Agent 
at Eureka informing them of vessel's ETA and prime Agent is always 
advised with regard to all arrivals and possible berth conflicts at this 


KTHORITY: State of California, Board of Harbor Commissioners 
for Humboldt Bay, Foot of Washington Street, PO Box A, Eureka, 
Caifornia 95501. Tel. (707) 443-5688. Teletype 510-742-6015. 


EVERETT, Washington: 47.59 N. 122.13 W. 


DOCUMENTS, PILOTAGE, HEALTH, etc.: Refer to “Tacoma”. 
PILOT: Boards off Port Angeles pilot station. 
TUGS: Available, join vessel off berth, 
ANCHORAGE: Unlimited deep water anchorage in Possession 
Sound. 
BERTHING: 
Pier 1. North berth, 45 ft. MLLW; South berth, 35 ft. MLLW. 
Pier 3. North and South berths, 35 ft. MLLW; West berth, barge 
dock, 15 ft. MLLW. 
Scott Paper Co. berth, 29 ft. MLLW. 
Weyerhauser Berth, 32 ft. MLLW. 
STEVEDORES: Eleven local gangs, additional gangs may be 
imported if required. 
HOLIDAYS: See “Tacoma”. 
MEDICAL: Doctors and local hospital available. 
OENSITY: Salt water. 
FRESH WATER: Available at wharves. 
FUEL: Available by barge. 
GANGWAY/DECK WATCHMEN: Required only if detainees 


aboard. 

CUSTOMS ALLOWANCES: No definite quantities prescribed; 
reasonable allowance at discretion of Customs Inspector. 
AIRPORT: Seattle-Tacoma International Airport is 45 miles South 
of city of Everett on excellent highway. Driving time is approx. 
4 minutes. 

POLICE/AMBULANCE/FIRE: Port of Everett Security: 259-3164; 
Everett City Police: 259-8711; Everett City Fire Dept.: 252-1111; 
Ambulance Service: 252-1234. 

TELEPHONES: Will be placed on board vessel on request. Charges 
are made only for calls made. Arrangements should be made 
through ships Agent. 

SHORE LEAVE: Crew members are able to visit Everett at all times. 
AUTHORITY: Port of Everett, Pier 1, Everett, Washington. Tel. 
259-3164. 


FALL RIVER, Mass.: 71.10 W. 41.42 N. 


DOCUMENTS: If first port of call in U.S., 2 complete Custom’s 
Manifests describing all cargo on board and ports of discharge. 
Also 1 Cargo List for Fall River cargo; 3 crew's lists; 3 store lists; 
Scurios list; the Ship's Register, Load-line Certificate and Tonnage 
Tax Certificate, 

PILOTAGE: Vessel first contact ship's Agents for Pilot and tug 
arrangements. R.|, State Pilots Association radio call letters KDF- 
35 on frequency 156.9 kc/s., Channel 18. Usual Pilot pick-up is at 
Brenton Reef Light Tower off Newport, R.I. 

RADIO: Chatham Radio or Amagansett Radio. 

HEALTH: Free Health pratique only when vessel is arriving from 
another U.S. port. Master should radio to vessel's Agent prior to 
arrival at Fall River if it is first port, and pratique will be granted by 
Health office in Boston, based on information available at the time. 
TUGS: Tugs for N.E. Power Station met at Buoy 6; all other berths 
forth, meet tugs at Buoy 10. Tugs provide own lines at no extra 
charge. Coastline Towing Corp., Fall River, Mass. has 5 tugs avail- 
able for 24-hour Operation. 

BEEING: Vessels berth at State Pier. Depth alongside 35 ft. 
Re oees: All bridges have 135-ft. clearance with exception of 
aye Street Bridge at approach to Montaup Electric Co. and 
hell Oil docks. This bridge has a draw clearance of 97-5 ft. and 
passage allowed for vessels with less than 75 ft. beam. No unusual 


— Practice is to depart on flood tide. (See “‘Develop- 


PRKERS : Berth at Shell Oil Docks, Depth alongside 32 ft. 
t | H WATER: Available at most berths. State Pier delivery is 
4 125-pounds pressure, 


SPENING/CLOSING HATCHES: Usually performed by steve- 


malP CERTIFICATES : All certification of vessel, safety condi- 
CARGO radio facilities should be available for U.S. Coast Guard. 
TELEPHO GAR: No additional safety requirements. 

DEVELOONES:: Available at most berths. Contact Agents. 

raw brid MENTS: Plans for construction of a new 300-ft. wide 
Dation n ge to replace the existing Brightman Street Bridge. Com- 
Gee expected before 1975. This will mean unobstructed use of 
to Wt Mw area. Channel deepening work under way with depths 


SHORE LEAY 
iD E: Permitted, but consult Agents. 
eNTIFICATION CARDS: Standard U.S. Immigration Forms 


to ; 
. be made up for each crew member on arrival. Not necessary 
®w man alreai 


. dy holding Form 1.95. issued for the same vessel. 

ig Ti astern Standard Time, GMT minus 5 hours. Daylight Sav- 
T minus 4 hours from April to October. 

: New Year's Day (January 1); Washington's Birthday 


im 
HOLIDAYS" 


U.S.A. 


(February 22); Patriots’ Day (April 19); Memorial Day (May 30); 
Independence Day (July 4); Labour Day (first Monday in September); 
Columbus Day (October 12); Veterans' Day (November 11); Thanks- 
giving Day (last Thursday in November); Christmas Day (December 
25); or any day celebrated in lieu thereof. 

AUTHORITY: Fall River Port Authority, State Pier, Fall River. 


FERNDALE, Washington: 48.59 N. 122.43 W. 


Mobil Oil Tanker Terminal 

DOCUMENTS/HEALTH /etc.: Refer to “Seattle”. 

PILOTAGE: Compulsory. Pilot boards at Port Angeles. 

TUGS: Available up to 1,200 h.p. Additional tugs ordered from 
Seattle if required. 

RESTRICTIONS: Vessels enter any hour day or night, 4 ft. keel 
clearance required. Deep water channel. 

per Fain 850 ft. length, 42 ft. maximum draft depending weather 
and tides. 

BERTHING: Terminal used for crude and product discharging. 
Vessels berth alongside finger pier, lines to bollards. Inner berth 700 
ft. long, depth alongside 35 ft. Outer berth 700 ft. long, depth along- 
side 42 ft. Slop discharge facilities available, capacity 40,000 barrels. 


FREEPORT, Texas: 28.57 N. 95.21 W. 


DOCUMENTS: Refer to "HOUSTON". 

PILOTAGE: VHF Channels 6, 8, 12, 14, 16 - at sea buoy — Pilot 
Office (tel. 233-1120) - 304 West Park, Freeport, Texas; - Pilot 
boards { mile North of sea buoy. Anchor one mile from end of sea 
buoy if awaiting Pilot. 

ANCHORAGES: One to two miles from end of sea buoy. 
RESTRICTIONS: Depth 36 ft. at bar. 

MAX. SIZE: Length 650 ft., draft 35 ft. Tide governing these 
dimensions - plus or minus 3 ft. 

HEALTH: Agent notifies Department of Health and U.S. 
Department of Agriculture. 

RADIO: Galveston Marine Operator. 

TUGS: Join vessel at shore line. Tug's lines to be used, and no 
charge for use. 

BERTHING: One hour to reach berth. Deep water terminals con- 
sist of 1,250 linear ft. of deep water bulkhead wharf. Two very modern 
transit sheds each 400 ft. long, 150 ft. wide with no obstructions. 
A new and modern warehouse is now complete. The railroad tracks 
at the terminal transit sheds are under cover, permitting all-weather 
work and preventing cargo damage. 

The Navigation District owns a total of 1,285.30 acres of land for 
future port and industrial development. 2,400 ft. of this land is situ- 
ated on the Brazos River which has a controlling depth of 36 ft. 
STEVEDORES: Obtained through Agent. 

MEDICAL: Obtained through Agent and advance notice required. 
Doctors, hospital available. 

DENSITY : 1020. 

FRESH WATER: Available ex wharf at Brazos Harbor. 

FUEL: All grades available. 

GANGWAY/DECK WATCHMEN: Special watchman required 
for certain commodities. 

OPENING/CLOSING HATCHES: Stevedore contract. 
CUSTOMS ALLOWANCE: See “Port Arthur". 
IDENTIFICATION CARDS: None needed. 

CONSULS: None. Nearest at Port Arthur or Houston. 
REPAIRS: Available. 

DRY DOCKS: None. 

REPATRIATION: All changes made through Houston, Texas. 
AIRPORT: Hobby International Airport at Houston, Texas - 60 
miles to Brazos Harbor. 

TIME: GMT minus 6 hours. Daylight saving time starts last Sunday 
in April and ends the last Sunday in October - GMT minus 5 hours. 
HOLIDAYS: New Year's Day (January 1); Washington's Birthday 
(February 22); Texas Independence Day (March 2); Memorial Day 
(Decoration Day) (May 30); Independence Day (July 4); Labour Day 
(First Monday in September); Veterans’ Day (November 11); Thanks- 
giving Day (Fourth Thursday in November); Christmas Day (Decem- 
ber 25). 

If any of the above holidays fall on Sunday the following Monday 
will be observed as a holiday. 

POLICE/AMBULANCE/FIRE: Police 233-5434; Fire 233-6161; 
Ambulance Service 233-4700. 

TELEPHONES: Arrangements exist for placing telephones on 
board through Southwestern Bell Telephone Co. 

SERVICES: Tank-cleaning facilities available locally. Compass 
adjusting available from Houston, Texas. 

SHORE LEAVE: Crew members allowed ashore. 

AUTHORITY: Brazos River Harbor Navigation District, Brazoria 
County, Brazosport, Texas. 


GALENA PARK, Texas: 29.44 N. 95.14 W. Refer to 
“Houston”. 


GALVESTON, Texas: 29.17 N. 94.50 W. 


DOCUMENTS: 
1 visaed Crew List. 
3 Passenger Lists. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


3 or more copies of complete Manifests of Cargo for discharge at 
all Unitea States ports. 

2 or more copies of Manifest of Cargo for each United States port. 

1 Souvenir List. 

1 Stores List. 

Ship's Register. 

Tonnage Tax. 

Load Line Certificate. 

Nationality Certificate. 

No health document required. 
PILOTAGE: Radio to local agent who arranges Pilot and specifies 
boarding time. United States Coast Guard require 24 hours notice 
of arrival at Galveston Bar. Contact pilot boats and pilot station on 
VHF Channel 12. Pilot boats marked HP No. 1, 53 ft. long; HP No. 2, 
61 ft. long; HP No. 3, 106 ft. long. Pilot boats can be signalled by 
light in international code. Pilot taken on board at sea buoy No. 1 
located 6-7 miles from Galveston. 
ANCHORAGE: In Bolivar Roads, 6-7 miles inwards from sea buoy 
No. 1. Depths 32-34 ft. 
RESTRICTIONS: Prolonged North winds can reduce water level 
as much as 4 ft. in winter. Channel depth 40 ft. Spring 1974. 
MAX. SIZE: No length restrictions. Draft according to berth depth. 
HEALTH: See Health Regulations before first U.S.A. port (Albany). 

Department of Agriculture board all vessels. Immigration board 
vessels arriving from foreign ports. 
RADIO: International Telephone and Telegraph station Galveston, 
call sign KLC. 
TUGS: Available if required. 
BERTHING: 

Grain elevators Bayside Elevator 

(completion 1975) 


Depth alongside 40 ft. 


Port Richmond El. Co. ~~ py 40 ft 
Bulk loading Pier 14 East “2 +. 36 ft 
Pier 34 (Sulphur) + nd 32 ft 
Duval Sulphur Terminal __,, rs 40 ft 
Seebee Berth ee + 40 ft. 
Imperial Sugar Dock ‘ 40 ft 


Container terminal, wharf 1,000 ft. length, equipped with container 
crane handling 40 tons under the spreader or 60 tons with cargo 
hooks at 100ft. outreach—depth alongside 40 ft. 

STEVEDORES: Order before 1700 for 0700 or 0800 following day. 
During day can be ordered at two hours notice. Gangs must be 
ordered before 1900 on Saturday for Sunday or holiday. 
MEDICAL: All medical assistance available. 

FRESH WATER: at all wharves. 

FUEL: All grades available. Delivery only by barge from Houston. 
GANGWAY/DECK WATCHMEN: Required only if crewmen 
detained by Immigration. 

OPENING/CLOSING HATCHES: By stevedores only. 
CUSTOMS ALLOWANCES: Each man 300 cigarettes, or 100 
cigars or 1 lb tobacco; 1 quart wine/spirits. 

IDENTIFICATION CARDS: Immigration form 1-95 required. 
CONSULS: 


Chile Haiti Netherlands 
Dominican Rep. Iceland Norway 
Finland Italy Sweden 
Guatemala Mexico Venezuela 


TIME: Central Standard Time. Daylight Saving Time effective from 
April to October. 

HOLIDAYS: January 1st; February 22nd; March 2nd; May 30th; 
June 19th; July 4th; First Monday in September; November 11th; 
December 25th; No work on Labour Day or Christmas Day. 
POLICE/AMBULANCE/FIRE: All services provided. 

SHORE LEAVE: No restrictions unless detained by Immigration. 
AUTHORITY: Galveston Wharves (The Port of Galveston), 
P.O.B. 328 Galveston, Texas 77550. 


AGENT: Hansen & Tidemann, Inc. Cotton Exchange Building. 
PO Box 360. Galveston, Texas 77550. Tel. 713-762-9633. TWX 910- 
885-5206. Cables ‘tHandt”. 


GEISMAR, Louisiana: 30.13 N. 91.01 W. 


East bank of Mississippi River, about 187 miles from sea. 

DOCUMENTS/PILOTAGE/HEALTH: For all general informa- 

tion, refer to ‘‘New Orleans”. 

TUGS: Available if required; normally not used. 

PaO TING: Wyandotte Chemical Co: berth 620 ft. long, 32 ft. 
epth. 

FRESH WATER: Available ex-wharf. 

FUEL: Not available. 

DENSITY: Fresh water (1000). 


GOOD HOPE, Louisiana: 29.59 N. 90.24 W. 


East bank of Mississippi River, about 140 miles from sea. 
DOCUMENTS/HEALTH: For all general information, refer to 
“New Orleans". 

ater nvenees South of berth in river for unlimited number of 
ships. 

TUGS: One tug used for mooring/unmooring. 

BERTHING: General American tank storage terminal; tanker berth, 
40 ft. depth alongside. Two 8-in. hoses. Loading 17,000 bbls. per 
hour. No ballast facilities. 
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Norco: Shell Oil Co. two tanker berths 45 ft. alongside. Two 
hoses, loading 10,000 bbls. per hour. Ballast line 12-in., max, Capag 
20,000 barrels. 

FRESH WATER: Available ex-wharf. 
FUEL: Bunker “C” available ex-wharf. 
DENSITY: Fresh water, 1000. 


GRAMERCY, Louisiana: 30.03 N. 90.41 W. 


East bank of Mississippi, about 144 miles from sea. 
DOCUMENTS/HEALTH/PILOTAGE: For all general infor 
tion, refer to “New Orleans." 

TUGS: Available if required; normally not used. 
BERTHING: Colonial Sugar Refinery: berth 600 ft. long, 4 
depth. Kaiser Aluminium and Chemical Corp: berth, 40 ft. depth 
FRESH WATER: Available ex-wharf. 

FUEL: Not available. 

DENSITY: Fresh water, 1000. 


GRAYS HARBOR, Washington: 46.55 N. 124,08 W 


DOCUMENTS, HEALTH, etc.: Refer to ‘‘Tacoma”. 
PILOTAGE: A vessel approaching requested to give 24 hy 
advance notice of arrival to Grays and Willapa Pilots throg 
Everett Radio, KLB which runs on a calling frequency of 50 
and VHF channels 6, 8, 12 and 16. Pilot boat, ‘‘Mercury”, 65 ft. oy 
with an 18 ft. beam, powered by a 330 h.p. GM diesel engine, "& 
cury"” moored at Westport Fishing Basin, and delivers Pilot, 
vessels outside Grays Harbor bar. 

ARRIVED VESSEL: Vessels must be inside Grays Harbor) 
to be considered an “arrived vessel”. 

ANCHORAGE: No specific areas in Grays Harbor have te 
designated as anchorage grounds. The best area is southwary 
Sand Island Shoalin depths of 35to 40ft.; the holding groundis gx 
RESTRICTIONS: Bar Channel and Approach Channel, dé 
30 ft. MLLW. Mean tidal range, about 10 ft. 

BER THING: Seven wharves in port dock. Depths alongside 
2 * 

BULK CARGO FACILITIES: One berth in port dock for petrole 
discharge and/or bunkering. No other bulk cargo berths. No lig 
chemical or LPG berths. No roll-on/roll-off berths. One berthe 
container capability. 

STEVEDORES: Twelve local gangs. Additional gangs impw 
if required. 

HOLIDAYS: See “Tacoma”. 

MEDICAL: All medical facilities available. Local hospital. 
DENSITY: Salt water. 

FRESH WATER: Available at all wharves. 

FUEL: Available. 

GANGWAY/DECK WATCHMEN: Required only if deta 
aboard. 

CUSTOMS ALLOWANCES: No definite quantities prescrt 
reasonable allowance at discretion of Customs Inspector. 
AUTHORITY: Port of Grays Harbor, PO Box 660, Abert 
Washington 98520. Tel. Area Code 206 533-3620. 


GREEN BAY, Wisconsin 44.32 N. 88.02 W. 


For important general information refer to St. Lawrence Seawa 
DOCUMENTS: No special port documents required. All! 
customs, immigration and St. Lawrence Seaway documenit 
should be accomplished prior arrival. 

PILOTAGE: Pilot not compulsory although some masters p* 
Pilot aboard. 

CHANNEL: From Grassy Island, at mouth of Fox River, !0! 
upriver of the C. & N. W. railroad bridge, channel is maintaint 
24 ft. below low water datum (576.8 ft. above Father Point, Qu® 
and 300 ft. width. Upriver to DePere, channel maintained at 181! 
150 ft. width. From Grassy Island lakeward, deepening to 26 ft? 
portion of channel will vary from 300 to 500 ft. width for apr 
mately 8 miles. Turning basins maintained at 24 ft. depth opr 
Fort Howard Paper Company and at confluence of Fox and 
Rivers. Currents will flow up and down river and will influence® 
depth at times. 
MAX. SIZE: Subject water depths and width of bridge open? 
HEALTH: No particular port regulations. St. Lawrence Seawtl! 
U.S. Immigration procedures. 

RADIO: Ships' Agents located at Milwaukee and Chicago, 
should be directed accordingly. : 
TUGS: Join vessel lakeward of Grassy Island or at any desif® 
point. Charges should be obtained from tug operators. 
BERTHING: No particular arrival times necessary. Docks for 
cargo operated by Leicht Transfer and Storage Co. who # 
berths. 

Port has capacity for the movement of bulk commodities 
coal, ore, fertiliser, chemicals, etc. that may be stored oF 
in the open. 

There is available a 100-ton stiff-leg derrick that has suf 
reach to move cargo to and from ship's deck and hold. 
BRIDGES: No bridge opening restrictions for railroad 
City bridges permit vessels of 300 tons or over to transit at a!" 
However, heavy land traffic occurs about 7.30-8.30 a.m., 114 
1.15 p.m. and 4.30-5.30 p.m., and co-operation of Masters ® 
during these times so that city bridges may remain closed. 
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TEVEDORES: Services performed by Leicht Transfer and Stor- 
* Co. and arrangements should be handled by ship's Agent or 
wrectly with Leicht's. 
MEDICAL: Subject to regulations of U.S. Customs and Immigra- 

St. Lawrence Seaway authorities. Three excellent hospitals. 
CURRENTS: Atmospheric conditions cause currents to flow up- 
aver as well as downriver. ‘ 

FRESH WATER: Available in any quantity. 

FUEL: Coal and oil available in any quantity. 

DEVELOPMENTS: No definite plans at this time. 
GANGWAY/DECK WATCHMEN: May be engaged at Master's 
option. Ship's Agent can make arrangements with Sheriff's depart- 


SpENING/CLOSING HATCHES: Can be performed by ship's 

crew oF stevedores (per contract). ’ 

|DENTIFICATION CARDS: Not required. f 

CONSULS: No consuls. Nearest are at Milwaukee, Chicago, 

olis. 

REPAIRS : Topside and engine repairs available. Complete repair 

service available at Sturgeon Bay, 45 miles North. 

DRY DOCKS: No local facilities. Available at Sturgeon Bay, 
onsin. 

NePATRIATION: Available subject Immigration laws. 

AIRPORT: 8 miles from port. Served by regular airlines with over 
ights daily. 

aut: Central standard time. Central daylight saving time in effect 

from the last Sunday in April to the last Sunday in October each year. 

DEVELOPMENTS: The turning basin lying just South of the 

Chicago and North Western Transportation Company bridge is in 

the process of being enlarged. 

AUTHORITY: Brown County Board of Harbor Commissioners, 

Office of the Port Director, Brown County Courthouse Annexe, 

Green Bay, Wisconsin 54301. 


GULFPORT, Mississippi: 30.21 N. 89.05 W. 


DOCUMENTS: See “New Orleans”. 
PILOTAGE: Compulsory from outer sea buoy to docks, provided 
by Gulfport Pilots Association, arranged through Agent. Pilot boards 
at Sea buoy 

Pilot boat has red hull, white superstructure with “PILOT” in 
black lettering. When pilot boat is underway, contact can be made by 
VHF Channel 16. 

RESTRICTIONS: The Gulfport Channel is 12 miles long running 
between Ship Island and Cat Island. Channel is 225 ft. wide and has 
aminimum depth throughout of 30 ft. at MLW. Harbour is dredged 
rectangular basin about a quarter of a mile wide and half a mile 
long, this area being protected by piers. Depth in harbour and 
along wharves is 30 ft. with a 2¢ ft. tide variation. No entry restrictions 
as to time. 

MAXIMUM SIZE: Length of vessel is restricted to approximately 
90 ft. by turning basin, no breadth restrictions. 

RADIO: Gulfport Radio KKM 650 —- VHF Channel 16 (26 safety only). 
Continuous service. 

CARGO HANDLING: Four gantry banana terminal capable of 
unloading 16,000 boxes per hour. 35,000 sq. ft. transit shed refriger- 
ated facility. 

TUGS: Two tugs available but not required unless requested to 
assist in berthing. 

STEVEDORES: Must have 12 hours’ notice to arrange stevedore 
gangs. Normal work day 0800-1200, and then 1300-1700. Monday 
through Friday. 

MEDICAL: No advance notice required for medical attention, 
doctor and hospital care readily available. 

FRESH WATER: Fresh water is available. 

FUEL: Only on advance notice. 

DENSITY : Brackish. 

WATCHMAN: Port guards or Dubuisson Detective Agency. 
[tae Many countries have consuls within a 100 mile radius 


REPAIRS: Most deck and engine repairs could be arranged within 
port facilities, 
AIRPORT: Gulfport Municipal Airport is approximately 4 miles 
REP the port and served by regularly scheduled airlines. 
PATRIATION: Can be arranged. 
ME: The Port of Gulfport is on Central Standard Time, GMT 


mi * 
pear hd hours; clocks are moved ahead 1 hour during summer 


HOLIDAYS: United States national holidays are observed, cargo 


work can be arranged on these days at a penalty time. 

POLICE FIRE/AMBULANCE: Telephone numbers for emergency 

TELEPH A, Fire 863-1212; Police 863-4211; Ambulance 863-1441. 

Ks ONE: Can be placed aboard only by special arrangement 
normally available. 

Wad LOPMENTS : The Wheat Pieris being extended 600ft. south- 

into the Mississippi Sound with 10 acres of fill being pumped 


° Than wil be a hard stand area for open storage. 


thin § est Pier is being extended 550 ft. southward into the Missi- 
4 ound with 7 acres of fill being pumped in which will be a hard 

AUTHOR for open storage. 
08 40 RITY: Mississippi State Port Authority at Gulfport, 
' Gulfport, Mississippi 39501. 


U.S.A. 
HAINES, Alaska 


(Lutak Inlet) Located 5 miles North-west of Haines. Open all year. 


APPROACHES: Lynn Canal to Lutak Inlet. 

DOCUMENTS: See “Anchorage, Alaska". 

PILOTAGE: Pilot pick-up point located in vicinity of Point Retreat. 
MAX. SIZE: Harbour depth 36 ft. from 0 tide. Tides: diurnal range 
16 ft. Also see “Berthing”. 

ANCHORAGE: Lutak Inlet. 

CUSTOMS: Quarantine, immigration and Customs, local. 
BERTHING: 1. U.S. Government Dock: can be secured by re- 
quest through proper channels of the U.S. Army and South-east 
Stevedore Company Use permit. Berthing length - 1,000 ft. and a 
clear surface of over 300 ft. in depth. Depth at face of dock - 36 ft. 
MLLW. No covered sheds. Large open staging area. Adjacent to 
Alaska State Ferry Terminal with facilities for roll-on/roll-off cargo 
for barges or ferries (by special arrangement). One berth only as 
remainder of dock is required for Alaska state ferries. 

2. Schnabel Lumber Co. Dock: Berthing length — 520 ft. long and 
80 ft. wide. Depth at face of dock — 45 ft. No covered storage. Open 
storage — acres. 30,000-ton capacity for bulk cargo storage. No crane. 
Chip loader with 350-ton per hour capacity. 

TUGS: Three. 

STEVEDORES: Four gangs. 

REPAIRS: None. 

WATER: Available in small quantities in temperate seasons only. 

FUEL: None. 

MEDICAL: Doctor/dentist available. 

TREE Lato Air, ferry. Highway to Whitehorse, Yukon 
erritory. 


HAMPTON ROADS DISTRICT, Virginia: (See 
NORFOLK, 36.51 N. 76.19 W. Plan) 
NEWPORT NEWS, 36.59 N. 76.26 W. 
PORTSMOUTH, 36.50 N. 76.17 W. 


DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form I-418). 

2 copies Crew List. 

Customs boarding officer will also examine ship's register and 
load line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours of arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All foreign clearances. 

U.S. Certificates of payment of Tonnage Tax (Customs Form 1002). 

Certified Crew List. 

F.M.C. Certificate of Financial Responsibility. 

PILOTAGE: Compulsory; is generally arranged through port 
Agent. Vessels approaching port may use VHF telephone, Channel 
No. 16, radio telephone 2738 k/cs. Advance notice of 24 hours is 
required of ETA. Pilot boat is 165 ft. long, black steel hull, with “VA 
Pilot" painted on hull, white superstructure, and buff funnel. Long 
and short light or sound signals are used by vessels requiring a 
Pilot. Location of pilot boatis 1 mile north of Cape Henry Lighthouse. 
Pilot boat will issue instructions in event of bad weather or when 
pilot boat is off station and information on anchorage for vessel 
awaiting a Pilot. 
ANCHORAGE: In Hampton Roads, depth 45 ft. 
RESTRICTIONS: Channels to Norfolk and Newport News —- 45 
ft. depth. Elizabeth River Channel — 40 ft. depth to Norfolk and Wes- 
tern Railway Bridge, then 35 ft. to Chesapeake. 
HEALTH: See Health Regulations before first U.S.A. port (Albany). 
RADIO: Radio-telephone communications in the Hampton Roads 
area are furnished by the Chesapeake and Potomac Telephone 
Company of Virginia. A regular ship-to-shore channel transmits to 
ship on 2538 kHz and the ship returns the call on 2142 kHz. A “day- 
time” ship-to-shore channel transmits to ship on 2450 kHz and the 
ship returns the call on 2366 kHz. In the very high frequency band, 
“XY" ship-to-shore is available which transmits to the ship on 161-9 
mHz and the ship returns the call on 157-3 mHz. 
BERTHING: 
Public General Cargo Facilities: 
Lambert Point Terminal: 

Length Depth 


(ft.) (ft.) Cranes 

PierL Berth1 600 32 Nil 

Berth 2 600 32 Nil 

Berth 3 600 32 Nil 

Berth 4 600 32 Nil 
PierN  Berth1 550 32 Nil 

Berth 2 550 32 Nil 

oe 4 — = 2x15 ton gantries 
PierP Berth 1 598 32 

Berth 2 598 32 | 2x25 ton cranes serve 

Berth 3 598 32 (all berths 

Berth 4 598 32 


(continued over 
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Sewell's Point: 


Pier A Berth 1 600 35 \ 1x15 ton revolving crane 
Berth 2 600 35 f1x7-5 ton cantilever crane 
PierB  Berth1 600 35 Nil 
Berth 2 600 35 Nil 
Norfolk International Terminals: 
Pier 1 Berth 1 664 35 Nil 
Berth 2 664 35 Nil 
Berth 3 664 35 Nil 
Berth 4 664 35 Nil 
Pier2 Berth 1 664 35 Nil 
Berth 2 664 35 Nil 
Berth 3 664 35 |1x7-5 ton gantry crane 
‘ Berth 4 664 35 f serves berth 3 and 4 
ontainer 2x50 ton, 1x30 ton 
Pier he berths Lsiand 35 container gantries 


Newport News Terminal: 


C. &. O. Pier B Berth 1 543 35 Nil 

Berth 2 620 40 1x50 ton gantry crane 

Berth 3 620 40 serves berth 2 and3 
C.&0O.Pier2 Berth 1 606 32 2x30 ton gantry crane 

Berth 2 606 35 serves berth 1 and3 
C. & O. Pier8 Berth 1 818 35 Nil 

Berth 2 818 35 Nil 
Portsmouth Marine Terminal: 

Equipment 
1,700 35 2x20 ton container 


cranes; 1110 ton 
gantry crane; 3x35 ton 
container carriers 


Private Cargo Facilities : 

Norfolk: Elizabeth River Terminal, berth 1,000 ft. long, 35 ft. depth; 
Imperial Tobacco Piers, Nos. 2 and 3, 27 ft. depth; Southgate 
Warehouse Terminal, 3 general cargo berths, 18-25 ft. depth; 
N.B. & C. Line Piers, 4 general cargo berths, 20 ft. depth. Coal: Pier 
No. 5, 1 berth 1,000 ft. long, 36 ft. depth; Pier No. 6, 2 berths, 1,800 ft. 
long, 45 ft. depth. Grain: Cargill Grain Elevator, 1 berth 35 ft. depth, 
loading rate 30,000 bushels per hour. Continental Grain Elevator, 
1 berth 35 ft. depth, loading rate 45,000 bushels per hour. 

Newport News: Coal: Pier No. 14, 2 berths, 1,090 ft. long, 38 ft. 
and 41 ft. depth; Pier No. 15, 2 berths, 1,000 ft. long and 38 ft. depth. 
Ore: Pier No. 9, 2 berths, 707 ft. long, 35 ft. and 42 ft. depth. 

Portsmouth: Lumber: One berth, 400 ft. long, 32 ft. depth. 
TANKERS: Sewells Point: Humble Oil Terminal, 2 berths, 38 ft. 
depth. 

Elizabeth River: Lower Norfolk: American Oil Company, one 
berth, 31 ft. depth; Crown Central, one berth, 31 ft. depth; Gulf 
Oil two berths, 32 ft. depth; Mobil Oil, one berth, 36 ft. depth; Philips 
Petroleum one berth, 32 ft. depth; Union Oil Company, one berth, 
36 ft. depth; Shell Oil Company, one berth, 38 ft. depth; Tenneco/ 
oe Service, one berth, 32 ft. depth; Texaco Inc. one berth, 35 ft. 

epth. 

Newport News; Humble Oi! Terminal, 3 berths, 27 ft. and 35 ft. 
depth. 

Portsmouth River; Sinclair Ref. Co., two berths, 30 ft. depth. 
TUGS: Compulsory, normally join the vessel in Elizabeth River. 


BRIDGES: Sufficient clearance at all times. 


STEVEDORES: Labour arranged through International Long- 
shoremen's Association. 

1. Straight Time - work between the hours of 8.00 a.m. and noon 
and between the hours of 1.00 p.m. and 5.00 p.m. daily except Satur- 
days, Sundays and holidays. 

2. Double Time - hours daily between 6.00 a.m. to 7.00 a.m. and 
noon to 1.00 p.m., 6.00 p.m. to 7.00 p.m., midnight to 1.00 a.m. and all 
Sundays. 

3. Time and one-half -— shall be all those hours not included above, 
except holidays. 

DENSITY: Average 40% fresh. 

pce abd WATER: Available at all berths. Barge service available if 
required. 

FUEL: All grades available at oil company berths. Delivery by barge 
to all other locations. 

GANGWAY/DECK WATCHMEN: Not required unless crew 
members detained by Immigration. 

SHIP CERTIFICATES: Cargo Gear Certificate, Derat, Radio, 
Safety Equipment, and Ship’s Register. 

CUSTOMS ALLOWANCES: At the discretion of Customs Offi- 
cers. Normal allowance is 200 cigarettes or 2 lb. tobacco and iqt. 
wine/spirits per man. Additional allowances may be given if consid- 
ered necessary, due to length of vessel's stay in port. 
IDENTIFICATION CARDS: Identification required by Immigra- 
tion for shore passes. 

CONSULS: The following countries are represented at Norfolk: 


Belgium Germany Mexico 
Brazil Great Britain Netherlands 
Denmark Iceland Norway 
Finland Italy Sweden 
France 


REPAIRS: Newport News Ship Building and Dry Dock Company 
in James River; eight outfitting piers up to 1,050 ft. length. Floating 
cranes up to 67 tons capacity. 

Norfolk Ship Building and Dry Dock Corporation, situated on 
East Branch of Elizabeth River. Channel depth 25 ft.; seven piers 
equipped for ship's repairs. Floating crane 25 tons capacity. Other 
repair companies in addition. 


768 


DRY DOCKS: Norfolk: one dry dock 450 ft. long, 57 ft, bean 
floating dock 360 ft. long, 64 ft. beam. 
Newport News: Dry docks: 


Depth of waty 
over sill 
Length inside gate | Width of entrance MHWw 
No. 1 649 ft. 92 ft. 33 ft, 
No. 2 862 ft. 118 ft. 32 ft. 3in 
No. 3 536 ft. 78 ft. 24 feo 


Slipways: The shipyard has 3 inclining slipways with lengths 
to 715 ft. and capacities up to 15,000 tons. 4 
AIRPORT: Norfolk Airport, and Patrick Henry Airport at Newpe- 
News, over 100 flights daily. 

TIME: Eastern standard time, GMT minus 5 hours. Daylight savin 
time, GMT minus 4 hours, from April to October. 
HOLIDAYS: New Year's Day; Lee's Birthday (January 19). 
Washington's Birthday (February 22nd); Good Friday; Memory 
Day (May 30th); Jefferson Davis Day (June 3rd); Independence Dy 
(July 4th); Labour Day; Election Day (1st Tuesday after ist M 

in November); Armistice Day (November 11th); Thanksgiving Day, 
Christmas Day. No work can be arranged on New Year's Day, Laboy 
Day or Christmas Day. 

TELEPHONES: On board telephones only available at shipyarg 
DEVELOPMENTS: Newport News Terminal :One container berth, 
with container crane and two break-bulk berths recently complete; 
Berth A, length 750 ft., depth 35 ft. Berth B, length 750 ft., depth a4 
Container berth, length 750 ft., depth 35 ft. 

Portsmouth Marine Terminal: One container berth under constry. 
tion, completion expected December 1975. Length 800 ft., depth 4 
The berth is to be leased to Sealand. 

Norfolk International Terminals: One container berth unde 
construction with container crane, completion expected Septemby 
1975. Length 1,000 ft., depth 35 ft. 

AUTHORITY: Virginia Port Authority, Maritime Tower, Norio), 
Virginia 23510. Tel. 622-1671. 


HILO: Hawaii 19.46 N. 155.06 W. (including Kawaihe 
20.02 N. 155.50 W.) (See Plan) 


DOCUMENTS: 

4 Crew Lists. 

4 Passenger Lists. 

Customs Documents. 

Clearance, Travelling Manifest. 

Local Manifests. 

Health Documents. 

Bill of Health and Vaccination Certificates. 

4 Manifests. 

4 Bills of Lading. 

Ship's Papers. 

Certificate of Registration or Enrolment. 

Annual Inspection Certificate. 

Load-line Certificate. 

Derat Certificate. 

Drinking Water Certificate. 

Radio Certificate and Licence. 

4 Store Lists. 

PILOTAGE: Pilot boats have VHF and Radio telephone Channes 
2182, 2638, 2738. Pilot service is provided on a 24-hour basis up 
suitable advance notice. 

At Hilo, Pilot boards on starboard side in position mile due East? 
Paukaa light. In picking up Pilot, vessels should be on Souther) 
course with enough speed for steerageway. Special instructions # 
be given by radio telephone. 

At Kawaihae pilot station in position 1 mile 287° true from Na! 
buoy. Pilot usually boards on port side with vessel on course fort 
entrance at dead slow speed. 

ANCHORAGES: No safe anchorages either Hilo or Kawaihae{t 
vessels awaiting Pilot. In this situation, a vessel should heave to# 
steam. Under good weather conditions, safe anchorage can be hi 
in Hilo Bay. Anchorage is inside pilotage waters and requires lo@ 
knowledge for safety; vessels should not anchor without Pilot. 
RESTRICTIONS: At Hilo, under good weather conditions, vess®* 
up to 600 ft. with draft up to 32 ft. 6in. can be handled at any tim 
Vessels over 600 ft. length are restricted to daylight hours entem 
and leaving. , 

At Kawaihae, vessels of T-2 size are restricted to daylight 
entering. No restrictions for leaving. Max. allowable draft 33 
HEALTH: Usual quarantine regulations, doctor and Customs a 
Immigration and Agriculture and meat inspectors board at d 
vessels arriving from foreign ports. Serious or contagious di 
should be reported by radio. No quarantine for vessels from U 
States or Canadian ports. 

RADIO: Communicate through RCA or ITT stations in Honolé® 
TUGS: Tugs join vessels at entrance at Kawaihae and at Cocort 
Island at Hilo. Tugs lines are usually used at no extra charge 
BERTHING: There are many factors which affect berthing at 
Island ports, the most important of which are surge and wind, Vess# 
should be well equipped with long mooring lines and 
additional line to make up two 900 ft. buoy lines. In all instance : 
berthing instructions will be given after details concerning 
and her cargo are received. 

MEDICAL: All facilities available. 

DENSITY: Variable in Hawaii area due to fresh water run-off 


H WATER: Available from county of Hawaii by pipe-line. 

EL: Can be supplied subject advance notice. 
fUGWAY/DECK WATCHMEN: Required for tankers. Other 
GA sas may be necessary due to special circumstances. 

BeNING CLOSING HATCHES: Normally carried out by steve- 
Se STOMS ALLOWANCES: 200 cigarettes, 50 cigars per man, 
‘ng one bottle U.S. quart, wine or spirits. é 
DENTIFICATION CARDS: Seamen's passports only required. 
REPAIRS: Limited repair service available; almost any type of 
pine work, welding and ordinary electrical repairs can be handled. 
REPATRIATION : Direct air service to Continental United States 
and to Honolulu International Airport. ‘ 
AIRPORT: About 1 mile from Port of Hilo and is served by regular 
MOLICEAMBULANCE/FIRE: Hilo: Police 9353311; Ambulance 
gg54941; Fire 9351300. 

Kawaihae : Police 8857334; Ambulance 7757211 or 889699 or 8896211 ; 
Fire 9351300. 

ME: GMT minus 10 hours all year round. : £ 
TELEPHONES: Special arrangements may be made with Hawaiian 
Telephone Co. 

SHORE LEAVE: Allowed. y ; 
AUTHORITY: State of Hawaii, Department of Transportation, 
uarbours Division, PO Box 1555, Hilo, Hawaii 96720. Tel. 935-4877. 


HOMER, Alaska: 59.36 N. 151.25 W. 


APPROACHES: Via Cook Inlet. Port located at mouth of Kache- 
mak Bay on Kenai Peninsula. 
DOCUMENTS: See “Anchorage - Alaska”. 

PILOTAGE: Homer Pilots Association, Radio KTE 21, tel. 235-8526. 
Pilot boards one mile South of Homer Spit Light on Coal Point. 
MAX. SIZE: Harbour depth 40 ft. MLLW. Tidal range 18 ft. Max. 

drat for bething 24 ft. 

HEALTH: Quarantine, Immigration and Customs Officers come 
from port of Anchorage. 

ANCHORAGE: Kachemak Bay is excellent anchorage for vessels of 
any size, Foreign vessels may enter bay to anchor, but must have a 
Pilot aboard to come to dock. 

BERTH: 410 ft. face sloping bottom suitable for vessels with 20 ft. 
draft or less at chine. Inside and outside storage is available for 
holding and staging. Water, gasoline and diesel are available on 
dock 

RADIO: Homer Port Radio - WJU 71 on 5195 Khz and WKD 32 on 
2182 Khz. 

BERTHING: Homer City Dock, 480 ft. long and 50 ft. wide. Limited 
to draft of 24 ft. Three-ton mobile crane. 

TUGS: One tug available. 

FRESH WATER: Available from the berth. 

FUEL: Available for small craft only. 

REPAIRS: No facilities for repairs. 

MEDICAL: Homer Hospital is a nine-bed hospital with 2 full-time 
doctors. 

EMERGENCIES: Police department and a volunteer fire depart- 
ment are available plus a rescue truck. 

AIRPORT: Daily air service. 

AUTHORITY: City of Homer, Box 335, Homer, Alaska 99603, 
gall manager tel. 235-8767, Harbour Master tel. 


HONOLULU, Hawaii (including Barbers Point and 
Pearl Harbour): 21.19 N. 157.52 W. (See Plan) 


PILOTAGE: Pilot requested by Agent. Pilot station telegraphic 
uddress on VHF (only) Channel 16, call KFQ 907. Pilot boat, 36 ft. 
cabin cruiser, white house, black hull. Only “G" flag necessary for 

'essel requiring Pilot. Pilot station, latitude 21° 16’ 12” N., longitude 

‘ST’ 53’ 24” W., no alternative. 

DOCUMENTS: 

4 Crew Lists. 
4 Passenger Lists. 
Customs Documents. 
learance, Travelling Manifest. 
Local Manifests. 
Health Documents. 
Sill of Health and Vaccination Certificates. 
4 Manifests. 
{Bills of Lading, 
Ship's Papers. 
Certificate of Registry. 
‘nual Inspection Certificate. 
Load-line Certificate. 
erat Certificate. 
adio Certificate and Licence. 
tores Lists, 

Sssels scheduled to call at Pearl Harbour are required to furn- 
Sik Copies of crew lists and passenger lists, if applicable, at least 
working day prior to arrival, for Naval security requirement. 
sacnited States Immigration Service require that the Master of 

nent nained by alien crew members arriving from a foreign port 

Vice the United States Immigration and Naturalisation Service's 
with a current crew list (Form |. 418) properly visaed in their 


hye ssion. An |. 94 should be prepared for each passenger prior 
®ssel's arrival, 


U.S.A. 


U.S. Immigration Department representatives are not stationed 
at any Hawaiian outports. Customs officials, however, are stationed 
at all entry ports and accomplish both Customs examination and 
Immigration. 

The United States Agriculture Service examines and seals ship's 
stores from restricted ports. Special arrangements for garbage dis- 
posal may also be required by this agency, if for example meat aboard 
has been purchased in a port where there is a high incidence of “hoof 
and mouth" disease. All garbage should be disposed of prior to 
arrival in port. 

All regulatory bodies assess overtime charges for services of 
their personnel if rendered on Saturdays, Sundays, holidays or 
after hours on week-days. 

RESTRICTIONS: Entry at any time subject to harbour control 
signals. 24 hours notice of arrival is obligatory. 

MAX. SIZE: Controlling depth 33 ft. MLLW. Length depends on 
availability of berths. 

HEALTH: See Health Regulation before first U.S.A. port (Albany). 
Any foreign flag vessel arriving at any United States port is subject 
to Department of Agriculture and Department of Immigration and 
Naturalisation Service on board inspection. This condition governs 
whether or not the last port of call was a foreign port or a United 
States port. 

RADIO: Call KHK, HF—8 Mc/s., 12 Mc/s., 16 Mc/s.; LF-500. VHF 
Channel 16, call KFQ907, Aloha Tower Harbour Control Station. 
TUGS: Tugs normally join vessel within harbour limits. Both ship's 
lines and tug's lines used depending on conditions. 

BERTHING: Berthing given on a first-come-first-served basis 
according to type of vessel and particular requirements as to cargo 
bunkering, etc. 

STEVEDORES: Gangs must be ordered 24 hours in advance. 
General cargo, average load per hour: 15 L/tons; average discharge 
per hour: 15 L/tons. 

MEDICAL: Agents would like as much advance notice as possible. 
Complete medical facilities available. Vaccinations in accordance 
with U.S. Public Health requirements. 

TANKERS: Four tanker berths, maximum draft 35 ft. No slop 
discharge facilities. 

Barber's Point: Tanker berths, tugs not normally required. Mooring 
Master attends berthing procedure. Fresh water not available. Fuel 
available ex pipe-line. 

Sark Harbour: U.S. Navy Terminal. Max. LOA 800 ft. Max. draft 
38 ft. 6 in. 

DENSITY: Pure salt water, no fresh water allowance. 

FRESH WATER: Delivered via 23 in. fire hose with meter on pier. 
et delivery between 30 and 60 tons per hour, depending on the 
berth. 

FUEL: All U.S. grades available, no advance notice other than 
establishment of credit. 

FIRE PRECAUTIONS: Fire wires required by tankers berthed 
alongside. 

DEVELOPMENTS: Container facilities being developed at Sank 
Island. One 800-ft. berth for tankers and containers under construc- 
tion. 

GANGWAY/DECK WATCHMAN: Services of watchman recom- 
mended, usually arranged by Agent. 

OPENING/CLOSING HATCHES: Normally carried out by 
stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes, 50 cigars per man, 
and one bottle, U.S. quart, wine or spirits. 

IDENTIFICATION CARDS: Seamen's passports needed. 
CONSULS: The following countries are represented in Honolulu: 


Belgium India Netherlands 
China Norway Philippines 
Great Britain Panama Portugal 
Japan France Sweden 
Denmark Germany Thailand 
Finland Korea 


REPAIRS: All types of deck and engine repairs possible. Hull 
repairs below water-line in accordance with dry dock capacities. 
DRY DOCKS: Commercial within Honolulu Harbour. Dry dock: 
2,800 L/Ton lifting capacity, 385 ft. long, 56 ft. wide. Marine railway: 
1,400 L/Ton lifting capacity, 223 ft. long, 65 ft. wide. 
REPATRIATION: All facilities, crews generally leave State within 
24-hour period. 
AIRPORT: International airport, served by all major airlines, 5 miles 
from harbour. 
HOLIDAYS: New Year's Day (January 1); President's Day (Feb- 
ruary 21); Kuhio Day (March 26th); Good Friday; Memorial Day 
(May 30); Kamehameha Day (June 11); Independence Day (July 4); 
Labour Day (September 1); Veterans’ Day (November 10); Thanks- 
giving Day (November 27); Christmas Day (December 25th). 
Admission Day (August 20th) and Colombus Day (October 11th). 
POLICE/FIRE/AMBULANCE: Police 944-1212; Ambulance 955- 
2633; Fire 955-1212. 
TIME: G.M.T. minus 10 hours all year round. 
TELEPHONES: Telephones can be placed on board at any dock. 
SERVICES: All services found in major U.S. ports are available. 
SHORE LEAVE: No restrictions if papers are in order. 
AUTHORITY: State of Hawaii, Department of Transportations, 
Harbours Division, 700 Fort Street, Honolulu, Hawaii 96813; Tel. 
5486255. 
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HOUSTON, Texas: 29.45 N. 95.20 W. (See Plan) Dominican Republic Jordan Sweden 
Ecuador Korea Uruguay 
DOCUMENTS: El Salvador Netherlands Venezuela 
1 visaed Crew List. Finland Luxembourg 
3 Passenger Lists. France Mexico 
3 or more copies of complete Manifests of Cargo for discharge at REPAIRS: All types available. 
all U.S. ports. DRY DOCKS: Todd Shipyard, 485 ft. long, 17 ft. draft, 8,200 i 
2 or more copies of Manifest of Cargo for each individual U.S. port _ tons. 
1 Souvenir List. REPATRIATION: Danner Guard Service can handle all ph 
1 Stores List. AIRPORT: Approximately $ hour by car; served by regular airlng 
Ship's Register. TIME: Central Standard with daylight saving time Offective fn, 
Tonnage Tax. April to October. 
Load-line Certificate. HOLIDAYS: January 1; February 22; March 2; May 30; June 
Nationality Certificate. July 4; First Monday in September; November 11; December 5.) 
No health document required. work performed on first Monday in September and December 


PILOTAGE: Radio to local Agent who arranges Pilot and specifies except in emergency. 

boarding time. U.S. Coast Guard requires 24 hours notice inadvance POLICE/AMBULANCE/FIRE: All services provided or ay 

of arrival Galveston Bar. Pilot boats and station on VHF Channel 12, TELEPHONES: Currently no arrangements for placing telephone 
Bridge to Bridge is Channel 13 and tugs for docking and off-docking aboard but easily accessible on wharves. 

on Channel 14. 3 Pilot boats marked HP No. 1-53 ft., HP. No.2-61 ft. SERVICES: All services available. 

and HP No. 3 — 106 ft. in length. Pilot boats contacted by light in © SHORE LEAVE: Shore leave granted except when individual» 
International Morse code; No sound signal. Pilot taken on board at qualified. 

Sea Buoy No. 1, located 6:7 miles from Galveston. Seldom, if ever,is DEVELOPMENTS: Channel depths to be maintained at hy 
water too rough for boarding at above location. Anchorage located Bayport development East and South of Morgans Point to have die 
in Bolivar Roads, 6-7 miles inward from Sea Buoy No. 1. draft berths for liquid bulk and general cargo. 
ANCHORAGES: Anchorage for Houston is only in Bolivar Roads AUTHORITY: Port of Houston Authority, PO Box 2562, i 
in Galveston, Texas, which has ample space and depth for all Hous- Capitol Avenue, Houston, Texas 77001. Tel. (713) 225-0671, 


ton bound vessels. ; ; : 
RESTRICTIONS: None with respect to time of day or night, or hs Beeman tee Ceo ce neon Tit en) aaa 


with state of tide. 0-881- 0-881- rr - 
MAX. SIZE: Maximum 850 ft. long, 115 ft. breadth and 39 ft. draft. “1 1-249 and 9 1-1797. Telex 762842. Cables “Handt", 


Bis ines ilo primarily by wind only. Should a vessel's 
draft exceed 39 ft., permission to enter must be obtained from the ; tae 
lms tenet Gilsed: HUENEME, California: 34.09 N. 119.12 W. (See Play 


HEALTH: Dock boarding by quarantine officers. DOCUMENTS: See "San Francisco”. 

RADIO: International Telephone and Telegraph - ITT - Galveston PILOTAGE: It is requested that ships entering port stand bym 
call letters KLC. mile off harbour entrance and await port Pilot who will board from; 
TUGS: Tugs come alongside just off dock or immediately prior to tug. The U.S. Coast Guard Station at the harbour entrance mainias 
entering turning basin if vessel is to turn, or at Pilot's discretion. a radio beacon. 

BERTHING: No special requirements other than authority from All vessels 300 gross registered tons and over entering, lea 
terminal operator local Agent. and shifting within the Port of Hueneme, including area of the Ox 


The Port Authority has a public grain elevator capable of storing Harbor District, must be piloted by a port Pilot duly licensed tom 
6 million bushels. There are four private grain terminals, one with a form the services of piloting vessels within the Port of Huenen 
10-million bushel capacity, two with 5-million bushel capacity and The Oxnard Harbour District does not maintain Pilots; licen 
one with 2-million bushel capacity. This latter specialises in rice pilots are available on a 24-hour-a-day basis from the Commaniy 
while the others handle (principally) wheat and milo. Bulk materials Officer, Naval Construction Battalion Center. As a service tor 
handling plant owned by the Port of Houston Authority, capable of vessels, requests for Pilots may be made by Agent or ship to Gens 
loading or discharging at the rate of 1,000 tons an hour. Manager of Oxnard Harbor District, who will act for ship in obtain 

Private facilities include a steel plant, five refineries, a paper mill, | necessary Pilots. They can also be obtained by an electronic messy 
two fertiliser plants, two cement plants and several petroleum or request addressed to “CO, CBCEN, PORHUE” or by direct requr 
liquid gas storage farms, all with their own docks. In additionto the to the Port Services Officer, U.S. Naval Construction Battale 
Port Authorities 40 docks for public hire, there are four private Center. It is not necessary to change Pilots at this port. 
terminals with a total of ten berths for public hire. ANCHORAGE: if there is a wait for Pilot caused by weal 

A new facility owned by the Port Authority has been opened at visibility, congestion in harbour, or any other reason, the best anche 
Barbours Cut, 25 miles across Galveston Bay from Bolivar Roads, age area is West-south-west of the harbour entrance where the 
where the ship channel moves inland at Morgans Point. This is a are no hazards and there is some protection afforded by the nat 
500 ft. pier with mooring dolphins for handling the new, large barge- _curve of the coastline. 


carrying vessels (LASH). RESTRICTIONS: The length of entrance channel is 2,300 fi. 
BRIDGES: One bridge to be opened 1973 to cross channelimmedi- narrowest width of harbour entrance channel is 330 ft. Hower 
ately East of Public Wharf 31 will have clearance of 139 ft. because of prevailing fresh winds, this is a one-way channel; it 


STEVEDORES: Stevedore, on advice from representative of local deep-draft ships not able to manoeuvre easily in a restricted chatt 
Agent, must order labour prior to 1700 for 0700 or 0800 start the have precedence over smaller craft. 

following day. Can order at 0800 for 1000, 1100 for 1300 and 1700 RADIO: The U.S. Coast Guard Station, Port Hueneme, |oc#® 
for 1900 start. Gangs must be ordered prior to 1700 on Saturday for at the entrance to harbour, guards the following frequencies: ! 
Sunday or holiday. kc/s., 156-8 Mc., 157-1 Mc. After initial call up the Coast Guarda 
MEDICAL: Give sufficient notice to order doctor or ambulance. _ shift to 2670 kc/s., 2694 kc/s., 5080 kc/s. The Naval Construtlt 
Numerous hospitals available. Seaman's health certificate required. Battalion Center (Port Hueneme Control) guards, 2150 kc/s. © 
TANKERS: No specific requirements for oil carriers with respect 2716 kc/s. The harbour tugs guard 2150 kc/s. voice continuo 
to load/discharge lines. Tankers must be gas free to enter turning The harbour pilots, when expecting a commercial merchant yes# 
basin area. Approximately 12 tanker berths, excluding Humble Oil & guard 2716 kc/s. voice circuit and voice call “Port Hueneme Com 


Refining Co. in Baytown, Texas. Three”. 

DENSITY: Classed as full fresh but varies with rainfall and tide, HEALTH: Ships required to pass quarantine may enter pot® 
usually 4 to 5 in. allowance on full draft. moor. “Q" Flag is to be flown. Upon mooring, ship must post ge? 
FRESH WATER: Available at all terminals through pipe and hose. way watch until ship has passed quarantine. A local physician™ 
FUEL: All grades and viscosities available. the authority of U.S. Public Health Officer and conducts the cht 


FIRE PRECAUTIONS: All standard precautions per code of When port of Hueneme is its port of first arrival in the United Si 
Federal Regulations plus local ordinances. Tankers, unless gas free, from foreign ports or from states other than California, a ship™ 


not permitted at wharves in the immediate turning basin area. be inspected by the Department of Agriculture. There is 2! 
GANGWAY/DECK WATCHMEN: Not required, but are available representative in Oxnard. The Oxnard Harbor District will &* 
and can be arranged by local Agent at Master's request. officials if requested by ship or Agent. 
OPENING/CLOSING HATCHES: By stevedores only—vessel TUGS: Tug services for port of Hueneme are furnished b)” 
will be charged for this work if done by crew. Commanding Officer, Naval Construction Battalion Centef, 


CUSTOMS ALLOWANCES: Tobacco, 300 cigarettes, 100 cigars, Hueneme, California. Requests for tug services may be ! 
1 Ib. of tobacco or combination for each man. Wine and/or Spirit, the General Manager of the Oxnard Harbor District, who will &! 


one quart for each crew member. Agent for ship in forwarding them. Two tugs are available one 
CARGO GEAR: Cargo gear safety certificate required. hour basis. They are Class YTM, with 1,000 shaft horsepowe 
IDENTIFICATION CARDS: Immigration Form |-95 card required. number of tugs to be used on any movement is determined DY 
CONSULS: Pilot in charge of the movement. Tugs are not available for d 
Argentina Germany Netherlands towing, except in case of emergency to save life or property. AY 
Belgium Great Britain Nicaragua service to all vessels, the Oxnard Harbour District, acting 45 
Bolivia Guatemala Norway for vessel, will pay all necessary tug fees to United States 
Brazil Haiti Panama ment, subject to reimbursement conditions as arranged 
Chile Honduras Paraguay the vessel, her owners, or Agents, and the General Manat 
China Israel Peru Oxnard Harbour District. Seldom are tug charges more tha" 
Columbia Iceland Portugal minimum due to the short transit time to berths. ; 
Costa Rica Italy South Africa BERTHING: Berthing arrangements should be made with 
Denmark Japan Spain General Manager by Agent as far in advance of arrival date & 
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specifying dates of arrival and sailing, and nature and quantity 
“go to be handled. The Oxnard Harbor District also has a licence 
Cee with the U.S. Naval Construction Battalion Center, Port 
ome for the use of additional berths and terminal facilities on 
ee available” basis. Prior arrangements must be made, should 

of these additional facilities be desired or necessary. The Port 
*jyeneme has three 600 ft. berths with depth 35 ft. MLW and 
‘ ropriate terminal facilities. At the present time there are 10 deep- 

perths within the entire port area. f ; 
pottom is sand and mud. Mean low water is + 1.5 ft. Height of 
gat above MLLW is 13 ft. ‘ 
TEVEDORES: All stevedore work is presently performed by 
asident stevedores, the Marine Terminals Corporation, who also 
wave Offices in San Francisco, Long Beach, etc. They maintain an 

at 111 Ponoma Street, Port Hueneme. They provide modern 
adiing equipment to suit cargo’s need. There is no special fixed 
sulk handling equipment available as yet. Longshoremen are mem- 
of the International Longshoremen's and Warehousemen's 
sion and conform to the Pacific Coast Longshore Agreement. 
dors of work are as outlined in this agreement. Longshoremen 
uthis port do all covering and uncovering of hatches and rig the 

There are eight gangs available in the port. Day and night 
gangs for Tuesday through Saturday (except Monday through Satur- 
fay, 7 p.m. initial start) must be ordered by 3.30 p.m. the previous 
day. Night gangs required Monday for a7 p.m. initial start, and Sun- 
ay and Monday gangs must be ordered by 11 a.m. Saturday. Can- 
siation time is same as ordering time, if gangs which have been 
ydered are cancelled after the aforementioned deadlines, the agree- 
t's four-hour minimum applies. Normal day shifts begin at 
tam, and normal night shifts at 6. p.m. Each shift consists of 8 
sours and on sailing day 10 hours may be worked by the final shift. 
Tere are no Obstructions on the wharf to keep all hatches from 
seing worked concurrently. : , 
WEDICAL ATTENTION: Patients are provided medical attention 
uthe Medical Center, Port Hueneme, or St. John's Hospital, Ox- 
wd California. Temporary visa must be obtained from Department 
iimmigration and Transportation if a crew man or passenger must 
enain after the ship sails. 
fRESH WATER: Fresh water is available. There are hydrants 
tong the wharf and delivery to ship is effected by hose. Water is 
yod to taste but is hard. It is suitable for boilers. Contact wharf- 
ger on duty for delivery of water. 
fUEL: Fuel and diesel oil are obtainable from a local port-based 
want. Quantities beyond the capability of that tenant's ability can 
tedelivered by tank truck direct to ship's tanks. In an emergency, the 
\ay will make Navy special black oil available. 
REPAIRS: Minor repairs may be made in port. Machine shops in 
Yentura and Oxnard are qualified for normal voyage repair work. 
WATCHMEN: Gangway or special wharf watchmen are available 
won request. 
TELEPHONES: Two pay-telephone booths are located at the 
South-west corner of Wharf 1 adjacent to the wharfinger's office and 
mintained for the convenience of ships berthed at Wharf 1. The 
wurfinger's office has a telephone which may be used by people 
taling in to contact the ship. This phone is manned 24 hours a day 
‘wconvenience. Its number is (805) 488-4615. The Port of Hueneme 
tice telephones are available to ship's officers and Agents for 
al calls or collect long distance calls. Wharf lines permit a tele- 
thone to be installed at a nominal charge if desired by Agent. 
HEAVY LIFT EQUIPMENT: The U.S. Navy, in special circum- 
Sances, makes available a 100-ton floating derrick barge, subject to 
‘Sorior needs. The General Manager of the Oxnard Harbor District 
tl assist those desiring derrick barge services. Typical rental 
‘st is about $150.00 per hour on a straight time basis (8 a.m.—4.30 
)8.0n week-days) and $185.00 per hour on an overtime basis (4.30 
i-8a.m. during week-days and all hours on Saturdays, Sundays 
ti holidays). This includes equipment costs, mobilisation time, 
“e-power, fuel and use of required slings. 
HOLIDAYS: U.S. Federal holidays are observed by the Port and 
‘minal management. If stevedoring is required on holiday it is 
wormed in accordance with the International Longshoremen's 
®i Warehousemen's Union-Pacific Coast Longshore Agreement. 
NTHORITY: The U.S. Navy (Commanding Officer, U.S. Naval 
“struction Battalion Center) exercises overall Port Control 
‘ahority; the Oxnard Harbor District is solely responsible for its 
“nmercial operations. 

mard Harbor District Board of Harbor Commissioners 105, 

Hueneme Road, Port Hueneme Cal. Tel. (805) 488-3677. 


WRON, Ohio: 41.24 N. 82.35 W. 


wi t0 “St. Lawrence Seaway" for important general information. 
aOTAGE: None required other than what is required for Great 


NCHORAGE: Depth 3 to 10 fathoms. 
un SIZE: Length 716 ft., breadth 75 ft., draft 26 ft. 
Nee? WMI Lorain. 
tere: Meet vessel at the Pier Head. Use ship's lines. 
He NG: Norfolk and Western Ore Dock, operated by the Lake 
ry ck Co., can handle 15,000 tons of ore in eight hours. Ore slip 
t ft. long with 26 ft. of water. 
"estone Dock, 700 ft. length with 26 ft. of water. 
N loading facilities operated by the Pillsbury Company. Load 
4, aa unload speed, 15,000; berthing space, 832 ft.; max. 


TEVEDORES : None available. 


U.S.A. 


FRESH WATER: Available. 

FUEL: None available. 

IDENTIFICATION CARDS: Required by Immigration. 
CONSULS: Nearest at Cleveland. 

REPAIRS: No facilities. 

REPATRIATION: No facilities. 

AIRPORT: 50 miles from port (Cleveland International Airport). 
POLICE/AMBULANCE/FIRE: 433-4114. 

SHORE LEAVE: Allowed. 

AUTHORITY: The Huron Joint Port Authority, 107 Wall Street, 
Huron, Erie County, Ohio, 44839, U.S.A. 


JACKSONVILLE, Florida: 30.20 N. 81.40 W. (See 
Plan) 
DOCUMENTS: 
Public Health: 
Maritime Quarantine Declaration Form HSM 13.19. 
Customs: 
3 nth Customs Manifests for cargo to be discharged at first port 
of entry. 
2 U.S. Customs Manifests covering all other cargo on board vessel 
for discharge at other than first port of entry. 
3 Stores Lists. 
3 Crew Lists. 
3 Passenger Lists. 
3 Curio and Crew Personal Items Lists. 
Vessel’s Clearance from last port. 
Vessel's Register and Load Line Certificate. 
Vessel Utilization and Performance Report. 
Form MA.578 for dry cargo vessels. 
Immigration : 
1 Certified Crew List and Landing Permit form I-95A for each 
crew member. 
Valid passport for each crew member. 
PILOTAGE: Vessels approach Pilot Entrance Buoy STJ No. 2 
(Red) approximately six miles at sea off jetty entrance to St. John's 
River. Pilot station located just inside jetty on river channel at May- 
port Naval Station. Pilot station operates both VHF and UHF fre- 
quencies, VHF Channels 16 and 18A. UHF Frequencies 2738 and 
2182. Pilot cable address “‘Jaxpilot’’. Pilot boards from pilot boat Jax- 
pilot just east of sea buoy STU No. 2. Pilot boat does not maintain 
station at sea but answers call or is dispatched on information by 
vessels’ agents. Vessels anchoring awaiting Pilot should anchor as 
near entrance buoy as safely possible. 
ANCHORAGES: Two anchorages located inside harbour near 
dock sites with depth of about 31 ft. 
RESTRICTION: For vessel drawing not more than 30 ft. water 
no restrictions and vessel can enter and clear harbour on 24 hour 
basis. Pilots and tug assistance available all hours day or night. 
Vessels drawing more than 30 ft. required to await tide. 
MAX. SIZE: Draft should not exceed 31 ft. for dry cargo vessels and 
34 ft. for tankers. 
HEALTH: Vessels boarded on arrival at piers by Health Officials. 
Vessel may obtain radio free pratique by making request at least 48 
hours prior to arrival. Request is made to local Agent who obtains 
clearance from Public Health Service and replies to Master that 
request has either been granted or denied. In request for free pratique 
Master must indicate nature of any illness on board vessel. In the 
event of communicable diseases vessel can proceed in harbour but 
must give advance notice of disease either in suspect or actually 
existing. 
RADIO: Tropical Radio, Miami, Fla. Call letters WAX. Lantana 
Radio, Boynton Beach, Fla. Call letters WOE. 
TUGS: Under normal conditions with vessels able to proceed under 
own power, tugs approach vessel in vicinity of pier at which vessel 
is to dock. Tugs use own lines but no charge made. 
BERTHING: Vessels can dock day or night. Transit time from 
pilot station to berths about two hours. 
BRIDGES: Only one bridge that vessel would have to negotiate 
and that only if docking at Commodore Point terminal. 
STEVEDORES: Master should keep Agents closely advised by 
radio of ETA and any amendments to first ETA given. Recommended 
that Master give ETA 72-48-24 hours in advance to arrival. Enables 
ordering gangs or cancelling gangs ordered in event of delayed ETA. 
MEDICAL: Hospital facilities available. International Vaccination 
Certificates required by all crew members. 
TANKERS: All petroleum terminals provide own hose ranging 
from 8 in. to 12 in. Prior to arrival, Master should request information 
from Terminal Company size of connection required. Three berths 
available. Depth alongside 34 ft. 
DENSITY: Varies from fresh water 1-000 density to mixed salt water 
1-0075 density. St Johns River is fed from fresh water sources and 
for most practical purposes may be considered fresh. 
FRESH WATER: Fresh water supplied by barge delivery with 
minimum 100 tons. 
FUEL: Most grades marine fuels available ranging from bunker “"C"” 
to light marine diesels with intermediate blends in between. Most 
major oil companies have bunkering facilities. 
FIRE PRECAUTIONS: No smoking except in officers’ lounge and 
crew's lounge. No open flames. No sparking from funnel. 
DEVELOPMENTS: New marginal wharves with marginal tracks 
and supporting warehouses now under construction. Also planned 
deepening of river channel from sea buoy to dock area from present 
34 ft. to 38 ft. Container berth presently under construction at Blount 
Island which will be equipped with 45 tons Paceco type crane. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


GANGWAY/DECK WATCHMEN: Watchmen services available 
but not necessary. 

OPENING/CLOSING HATCHES: Crew may open hatches prior 
to vessel's arrival at dock. After arrival at dockside this work reserved 
for longshoremen. Vessels equipped with McGregor type of other 
automatic opening devices, crew may open hatches at any time. 
Longshoremen do not open and close these type hatches. 
CERTIFICATES: Vessel Register, Load Line, Gear Certificate, 
Derat. 

CUSTOMS ALLOWANCES: Tobacco: 200 cigarettes per man. 
If vessel remains in port over extended period of time, sea stores can 
be opened under customs supervision and additional allowances 
made. Wine/Spirits: No specific limits as to quantity allowed per 
man; custom; accept Masters’ recommendations for allowances so 
long as they are reasonable. This applies to beers, wines and spirits. 
IDENTIFICATION CARDS: Form |-95A only. 

CONSULS: Vice-Consulates —- Norway, Denmark, Sweden, Fin- 
land, Italy, France, Venezuela, Guatemala, Uruguay, Dominican 
Republic. 

REPAIRS: All types engine and deck repairs possible. Two well 
equipped shipyards. 

DRY DOCKS: Three large dry docks of 16,000 to 20,000 tons capa- 
city and three smaller dry docks of 6,000 to 10,000 tons capacity. 
REPATRIATION: Facilities available to effect crew changes and 
repatriation. 

AIRPORT: Airport 20 miles. Daily flights to all major U.S. cities. 
TIME: Eastern Standard Time and Daylight Saving Time during 
summer months late April through October. 

HOLIDAYS: Holidays observed by Stevedores: New Year's Day 
(Jan. 1st); Martin Luther King's Birthday (Jan. 15th); Lincoln's Birth- 
day (Feb. 12th); Geo. Washington's Birthday (Feb. 22nd); Memorial 
Day (May 30th); Independence Day (July 4th); Labor Day (First 
Monday September); Columbus Day (October 12th); Armistice Day 
(Nov. 11th); Thanksgiving (Fourth Thursday November); Christmas 
(December 25th). 

When holidays fall on Sunday, the following Monday observed to 
the extent of paying overtime and eight hour minimum pay period 
shall apply. No work performed on the following holidays: New 
Year's Day, Independence Day, Labor Day, Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 356-7392; Ambulance 355- 
8833; Fire 355-8833. 

TELEPHONES: No facilities available for placing phones on board 
vessels except in shipyards. 

SERVICES: Compass-Adjusting, radar, navigational equipment. 
No tank-washing or tank-cleaning services available. 

SHORE LEAVE: No restriction on shore leave if not detained by 
immigration. 

REGULATIONS: No garbage to be disposed overside, no pumping 
of dirty ballast into river. Smoke emissions must be controlled to 
minimum. 


AGENT: Southern Shipping Company, PO Box 4668, Jacksonville, 
Fla. 32201. Telephone Area 904 355-4751. Cable address “Soshipco” 
After hours contact: C. R. Opper (Area 904 388-4374); J. Miller (Area 
904 742-4516). Nature of business: Steamship Agents, Stevedores, 
Foreign Freight Forwarders. 


JUNEAU, Alaska: 58.18 N. 134.24 W. 


Located at North-easterly side of Gastineau Channel, eight miles 
from Stephens Passage. Juneau is the capital of Alaska. Open all 


year. 

eRe ASHES: Via Chatham Straits, Lynn Canal and Stephens 
assage. 

DOCUMENTS: See “Anchorage, Alaska”. 

PILOTAGE: Pick-up point is Guard Island. 

ANCHORAGE: 16 fathoms in centre of Juneau Harbour. 

MAX. SIZE: Harbour depth 15/19 fathoms. Tides: diurnal range 

16:4 ft. Also see ‘‘Berthing”. 

CUSTOMS: Quarantine, Immigration and Customs, local. 

BERTHING: 1. Foss Alaska Line Dock: berthing length 550 ft. 

36 ft. LW. No cranes. 

2. Juneau Cold Storage (capacity 8,000,000 Ib.): berthing length 
250 ft., 36 ft. LW. Cranes, 2 electric hoists, 3 lift trucks, 40,000 sq. ft. 
covered shed space. Fresh water. 

3. Juneau Ferry Terminal: berthing length 350 ft. 32 ft LW. No 
cranes. This is a roll-on, roll-off facility for wheeled vehicles and self- 
propelled or towed. 35 tons capacity. No covered shed space. Fresh 
water. 

4. Coast Guard Dock: 750 ft. long, 31 ft. deep at face. No storage. 
STEVEDORES: One gang. 

REPAIRS: Minor engine repairs only. 

WATER: Available. 

FUEL: Not available. 

MEDICAL: Hospital available. 

TRANSPORTATION: Air and ferry. 

DEVELOPMENTS: Berner's Bay under construction 40 miles 
north, will produce pulp and lumber for export. 


KAHULUI, Hawaii: 20.53 N. 156.28 W. (See Plan) 


DOCUMENTS: 
4 Crew Lists. 
4 Passenger Lists. 
Customs Documents. 
Clearance, Travelling Manifest. 
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Local Manifests. 

Health Documents. 

Bill of Health and Vaccination Certificates. 

4 Manifests. 

4 Bills of Lading. 

Certificate of Registry. 

Annual Inspection Certificate. 

Load-line Certificate. 

Derat Certificate. 

Radio Certificate and Licence. 

4 Store Lists. 
PILOTAGE: Request for Pilot normally made through Agen 
through Harbour Master's office. Contact Pilot on VHF Channes 
36 ft. pilot boat, black hull, white cabin. Pilot boards + mile 
Waihee Reef lighted Luoy No. 2. Anchorage } mile East of buoy, 
ANCHORAGE: No anchorage inside breakwaters. Only anchor 
+ mile East of Waihee Reef lighted buoy No. 2 in 9 to 12 fathont 
RESTRICTIONS: 24 hours notice of arrival is obligatory, No erp 
at night time for vessels over 600 ft. long. No tide restrictions, 
MAX. SIZE: Maximum length about 700 ft. Maximum draft 32H t 
HEALTH: Usual quarantine regulations, Customs and Immigraty 
and agriculture and meat inspectors board at dock for 
arriving from foreign ports. Serious or contagious diseases sho 
be reported by radio. No quarantine for vessels from United Stay 
or Canadian ports. 
RADIO: Communicate through RCA or ITT stations in Honol 
TUGS: One 1,500 h.p. tug stationed at Kahului. Additional 
dispatched from Honolulu if necessary. Tug joins vessel betwee 
breakwater and Waihee Reef lighted buoy No. 2. Tugs lines Norma 
used. No extra charge. 
CARGO HANDLING: Kahului has one berth specially equippss; 
load bulk sugar. Matson Navigation Company operates a Straddy 
to move Matson containers. Other containers are normally barge: 
Kahului on roll-off chassis. 
STEVEDORES: To be ordered by 1500 of day prior to Operation 
MEDICAL: Hospital facilities available. 
TANKERS: Discharge only. 8 in. line for heavy fuel oil, 6 in, fie 
for light fuel oils. No slop discharge facilities. Two berths aval 
for tankers, maximum draft 32 ft. 6 in. 
FRESH WATER: Available from water line at each berth. Ray 
delivery about 150 gallons per minute. 
FUEL: Small amount of diesel fuel and heavy fuel available iny 
emergency only. 
GANGWAY/DECK WATCHMEN: Services of watchman rece 
mended, usually arranged by Agent. 
vs ae ahh i ey HATCHES: Normally carried out by size 

ores. 
CUSTOMS ALLOWANCES: 200 cigarettes, 50 cigars per me 
and one bottle wine or spirits. 
REPAIRS: Minor deck and engine repairs only. 
AIRPORT: Distance to airport 1 mile. Served by regular airline: 
TELEPHONES: Arrangements made with Hawaiian Telephone 
to install on board. 
DELAYS: Occasional delays due to limited berthing spaces 
shortage of stevedore gangs. 
POLICE/FIRE/AMBULANCE: Police 244-7811; Ambulance 
9056; Fire 244-4860. 
TIME: GMT minus 10 hours ail year round. 
AUTHORITY: State of Hawaii, Dept. of Transportation, Hate 
Division. PO Box 201, Kahului, Maui 96732. Tel. 877-6051. 


KETCHIKAN, Alaska: 55.20 N. 131.38 W. 


DOCUMENTS: See “Anchorage, Alaska.” 
APPROACHES: Port located on Revillagigedo Island. Open! 
year round. Ships coming from Hecate Straits or outside Grav 
Island proceed into Dixon Entrance to vicinity of Guard Island wi 
the Pilot will meet them. 

Vessels coming up the inside passage from Vancouver BCE 
met at Lucy Island pilot station. 

PILOTAGE: South eastern Alaska Pilots Association, Box!® 
Ketchikan Alaska 99901. Telegraphic address; Alaska Pi® 
Ketchikan. : 

The Alaska Pilot Service requires 5 days, 48 hours, and 12h 
advance notice of ETA and can be contacted on Channel 16 VHF 
2182 kHz. 

The pilot boat Magdalene” (WA 7513) normally rendezvous 
the vessel } mile from Guard Islands. j 
ANCHORAGE: Safe anchorage can be obtained in the art® 
deep-draft vessels; however there are no specified anchoragea® 
MAX. SIZE: The largest vessel to be berthed to date is a 26,00" 
freighter; however larger vessels could be accommodated. 
RADIO: Cables to Agent, Receivers, and Pilots can best be 
through AKM Juneau. 

TUGS: Tugs can be arranged through the ship's Agent. Lines 
tug are normally used with no additional charge. 
BERTHING: Alaska Line Dock: berthing length 400 ft., depth # 
at North end, 39 ft. at South end at low water, no cranes. 

Talbots’ Inc: private berth length 300 ft., depth 35 ft. low wal 

Ketchikan Spruce Mill: berthing length 450 ft., depth 33 % 
water. Height of pier at low water 22 ft. 

Ketchikan Pulp Company (at Wards Cove, 6 miles Nom 
Sanne private dock, berthing length 800 ft., depth 33 ft 
water. 

STEVEDORES: Stevedores obtained through shipping Ag®™ 
hours notice normally required. 


four of possibly five gangs available dependent on obtaining 


ur. 
a Medical matters may be referred to shipping Agent. 
cellent hospital and out-patient treatment facilities are available. 
gs WATER: Ample fresh water available at no cost. 
FUEL: Fuel available for deep-draft vessels: PS-300. Vis. 33.5 Pour 
_15 to —20. 
AKERS: Tow-away lines required fore and aft. 
wATCHMEN: Recommend security watch for passenger vessels. 
sichmen can be arranged through the shipping Agent. 
HATCHES: ca of hatches done by longshoremen. 
DENTIFICATION CARDS: Crew identification cards are re- 
quired by Immigration officials. : 
NSULS: The nearest Consul is in Anchorage, Alaska. 
REPAIRS : Repair facilities are limited. Excellent welding and 
agchine-shop services are available, however. 
REPATRIATION: Repatriation matters can be handled through 
aa shipping Agent and Immigration officials. : 
4IRPORT: Daily flights to and from Seattle as well as points 
North may be obtained. 7 ; 
TIME: Ketchikan is on GMT minus 8 hours during the winter and 
gT minus 7 during the summer. Time changes the third Sunday 
April through the third Sunday in October. 
AUTHORITY: Captain of the Port, c/o U.S. Coast Guard Base, 
getchikan, Alaska. 


KINGS BAY, Georgia: 30.49 N. 81.31 W. 


DOCUMENTS: [cee 7 
Crew List, from foreign, 1 Crew List visaed by American Consul 
in or near foreign port of departure; Coastwise, U.S.A., three 
copies, one for Customs, one for Immigration and one for the 
Agents' office. , 
Curio List, three copies, both from foreign and coastwise move- 
ments. 
Stores List, three copies, both from foreign and coastwise move- 
ments. 
five copies of Foreign Manifest. 
five copies of Bill of Ladings. 
Permit to sail from foreign. 
international Vaccination Certificates and/or other health certifi- 
cates. 
PILOTAGE: Channel entrance is between Cumberland and Amelia 
sands, and is approximately 11 miles in length, 200 ft. wide and 32 ft. 
ep at MLW. Kings Bay Pilot usually boards vessels at the St. 
Mary's Entrance Sea Buoy No. 1 or 1 mile East of St. Mary's Entrance 
fuoy No. 2. Pilot may be reached by marine phone (ship-to-shore), 
fynandina Beach, Florida, tel. 261-3824 or 261-3495. There are two 
uming basins, one 2,400 ft. long by 800 ft. wide and 32 ft. deep at 
WW, and the other is 1,996 ft. long by 800 ft. wide and 32 ft. deep at 
WWW. 
ANCHORAGE: Two, capable handling deep draft vessels. Pilot 
undies this phase. 
WAX. SIZE: 650 ft. in length, 32 ft. in depth. 
HEALTH: Boarding physician. New modern hospital located in St. 
\ary's, Ga. 
RADIO: Kings Bay has only marine ship-to-shore telephone facili- 
is, Cables arrive through R.C.A. Communications via Lantana, 
fis, Radio, and Chatham, Mass., Radio and via Western Union. 
TGS: Available. 
#ERTHING: Berthing at any time, except when draft requires to 
me in on high tide, rise and fall of tide is 6 ft. 
STEVEDORES: All stevedoring performed by St. Mary's Stevedor- 
Company, St. Mary's, Ga., on high explosives. General cargo 
wside stevedores permitted. 
FRESH WATER: Plenty of fresh water available, pumped into 
hip’s tanks via hose. 
ARE PRECAUTIONS: Smoking in the warehouses, on wharf or 
"any vessel while loading or discharging any inflammable or 
*losive cargo is strictly prohibited. In the event of a fire occurring 
"board any vessel berthed at the Kings Bay Marine Terminal, 
"cept vessels under way, such vessel may sound five prolonged 
‘asts of the whistle or siren as an alarm indicating fire on board or 
tthe dock to which the vessel is moored. Fire hose on dock and 
"errunning therefrom when loading plus fire extinguishers placed 
*various intervals. 
UNGWAY/DECK WATCHMEN: Not required. 
PENING/CLOSING HATCHES: Crew open, stevedores close. 
WSTOMS ALLOWANCES: Tobacco and wine/spirits — reason- 
Se quantities for personal use. 
ONTIFICATION CARDS: Immigration issues landing permit. 
ATRIATION: Via airlines at Jacksonville, Florida, 41 miles 


TME: Eastern Standard Time. 
“uD : New Years’ Day (1st January); Lincoln's Birthday 
a February); Washington's Birthday (22nd February); National 
rial Day (30th May); Independence Day (4th July); Labor 
(first Monday in September); Columbus Day (12th October); 
eisaiving Day (fourth Thursday in November); Armistice Day 
te November); Christmas Day (25th December). In the event of 
of above holidays falling on a Sunday, the following Monday will 
Podserved. 
CEAMBULANCE/FIRE: Police Departments St. Mary's 
N Kingsland, Ga., plus County Sheriffs. Ambulance, Kingsland. 
doth Kings Bay and St. Mary's, Ga. 
sPHONES: Only three lines and ail in office of Blue Star 
*ing Co, No telephone service to be placed on board vessel. 


U.S.A. 


SHORE LEAVE: Only via Immigration landing permit. No taxi 
service, no bus lines operate from Kings Bay, Ga. Since nearest 
town is 11 miles away, crew as a rule remain aboard vessel. 
AUTHORITY: None. Blue Star Shipping Corporation, St. Mary's, 
Ga., operates the port. 


AGENTS: Blue Star Shipping Corporation, PO Box 487, St. Marys, 
Georgia. Zip Code: 31558. 


KODIAK, Alaska: 57.47 N. 152.24 W. 


Located near the North-eastern tip of Kodiak Island in the Gulf of 
Alaska, South of Anchorage and East of the Alaska Peninsula. 


APPROACHES: South of Trinity Islands then North-west to Cape 
Chiniak and meet Pilot. 

DOCUMENTS: Also see “Anchorage, Alaska”. 

PILOTAGE: Pick-up point in the vicinity of Cape Chiniak. 

MAX. SIZE: Harbour depth in excess of 30 ft. Tides: diurnal range 
approximately 10 ft. Also see “Berthing”. 

ANCHORAGE: Fair weather anchorage only. 

CUSTOMS: Quarantine, Immigration and Customs, local. 
BERTHING: 1. Kodiak City Dock: made of timber, pile and steel 
deck. One berth only. 350 ft. by 50 ft. Covered warehouse on half of 
pier 200 ft. by 150 ft. 35 ft. MLLW. Heated space available. 

2. Woman's Bay Naval Base: Finger Pier 600 ft. operated by U.S. 
Navy. Depth of water in excess 40 ft. U.S. Navy permission required 
for commercial use. 

TUGS: From Anchorage. 

STEVEDORES: Two gangs. 

REPAIRS: Limited. Divers available. 

WATER: Available. 

FUEL: Light fuels only. 

MEDICAL: 26-bed hospital, 3 doctors, 2 dentists, 1 optometrist. 
TRANSPORTATION: Air and ferry. 


LAKE CHARLES, Louisiana: 30.13 N. 93.15 W. 


PORT LIMITS: Buoy No. 26, in Calcasieu Ship Channel, 3 miles off 
Cameron, Louisiana. 
DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form |-418). 

2 copies Crew List (Form I-418). 

Customs boarding officer will also examine Ship's Register and 
Load Line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All foreign clearances. 

U.S. Certificates of payment of Tonnage Tax (Customs Form 1002). 

Certified Crew List. 

PILOTAGE: Radio Agent ETA., who will arrange Pilot board at 
Calcasieu Bar. 

ANCHORAGE: At Calcasieu Bar only. 

RESON Ss Entrance channel 40 ft. depth. Distance 40 
miles. 

MAX. SIZE: 1,000 ft. length, 38 ft. draft. 

St. James: Max. draft at berth 35 ft.; no restriction on length. 
HEALTH: See “Health Regulations” before first U.S.A. port 
(Albany). 

RADIO: Tropical - New Orleans, WNU. 

TUGS: Meet vessel thirty minutes away from berth. Use tugs’ own 
lines. Two for berthing, one for unberthing. 

BERTHING: Three bulk-loading berths: No. 1, West bank of 
Calcasieu River, 8 miles below main port facilities, 800 ft. length, 35 
ft. depth, loading rate 1,250 tons per hour. 

No. 2, Contraband Bayou Section, main port, 850 ft. length, 35 ft. 
depth, loading 480 tons per hour. 1,600 tons storage facilities. 

No. 3, Contraband Bayou Section, main port, 600 ft. length, 35 ft. 
depth, loading rate (bulk rice) 180 tons per hour from stationary 
tower. Twin 1,250 tons storage tanks adjacent. 

Cities Service Oil Co. B-Dock, 673 ft. length, 40 ft. depth; C-Dock, 
660 ft. length, 40 ft. depth; C-Dock 665 ft. length, 40 ft. depth. 

Continental Oil Co. Berth 1, 1,000 ft length, 40 ft. depth; Berth 3, 
1,000 ft. length, 40 ft. depth, 

Columbia Southern Dock, 650 ft. length, 30 ft. depth. 

Olin Mathieson Dock, 400 ft. length, 28 ft. depth. 

DENSITY: Saltwater in summer, fresh in winter. Allow density 
1000 for drafts. 

FRESH WATER: Available at all berths. 

FUEL: Bunker “C" and diesel available at Cities Service berths; 
other berths none available except light marine diesel delivered by 
tank truck. 

DEVELOPMENTS: Under construction: forest products berth, 
specialising in volume handling of wood pulp, newsprint and liner 
board. 

CUSTOMS ALLOWANCES: At the discretion of Customs offi- 
cers. Normal allowance is 200 cigarettes or 2 lb. tobacco and one 
quart wine or spirits per man. Additional allowances may be given if 
considered necessary, due to length of vessei's stay in port. 
IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


1-95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form I-95, issued for the same vessel. 
REPAIRS: Small repairs carried out only; very limited facilities. 
REPATRIATION: Facilities exist. Arrange through Agent. 
AIRPORT: Seven miles from port. One line (TI) nine flights per day. 
TIME: On CST, that is GMT minus 6 hours. 

HOLIDAYS: Only two days affected on which no work carried 
out — Labour Day and Christmas Day. 
POLICE/AMBULANCE/FIRE: Police, 
477-5530; Fire, 433-4633. 
TELEPHONES: None on board ship. 
SHORE LEAVE: Allowed if not detained by immigration. 
AUTHORITY: Lake Charles Harbor and Terminal District, H. M. 
Neely, Director of Port, PO Box AAA, Lake Charles, Louisiana 
70601. Tel. 318-439-3661. 


439-4511; Ambulance, 


LONG BEACH, California: 33.45 N. 118.13 W. (See 


Plan) 
DOCUMENTS: 

Certificate of Registry. 

International Load Line Certificate- Tonnage Certificate (Ad- 
measurement). 

Inspection Certificate. 

Derat Certificate. 

Radio Safety Certificate. 

Inbound cargo for discharge — United States must have a Travel- 
lers' Manifest (Form 7527), original manifest, and dock inspection 
copy covering cargo to be discharged at first U.S. port of entry 
Custom's Utilization Form 7801 (Inbound), Form 7802 (Out- 
bound) must be filed within 10 working days after vessel's entry 
at first U.S. port. Landing permits must be made out prior to 
arrival (Form |-95-A) for each crewman of alien origin for the 
U.S. Department of Immigration (and Form 1-94 for each pas- 
senger of alien origin). Three sets of crew lists (Form 1-418) 
must be presented to U.S. Customs, plus two sets to the Im- 
migration Inspector, and One for the U.S. Public Health Service 
(Quarantine), and three sets stores lists plus three sets curio 
purchases list for U.S. Customs. 

American Ships from Foreign: 

Safety Equipment Certificate. 

Cargo Ship Safety Construction Certificate. 

Customs Form 3415 Affidavit of Repairs Abroad. 

Certified Crew List. 

Foreign Ships: 

1 copy of Visaed Crew List for Immigration (Form |-418 & 5 copies). 

Other forms may be necessary under certain circumstances, but 
normally can be taken care of after the vessel's arrival. 
If a foreign vessel from a foreign port departs for a foreign port, two 
copies of (Form | 418) covering crew changes in the United States 
must be submitted to the Department of Immigration upon sailing of 
the vessel. 

(a) Number of copies required: all single except as noted. 

(b) The reports mentioned above are all government laws, re- 
quested by U.S. Customs, U.S. Immigration, Department of 
Agriculture, Public Health Service, and B.I.A. 

(c) Purpose of documents: to record all vessel movements such 
as cargo, crew changes, health standards, etc. 

(d) Procedure of presenting documents: documents must be 
presented to Quarantine Boarding Officer and Customs 
Broker and/or Agent, during or immediately after Quarantine. 

PILOTAGE: Pilots ordered by local Agents. Order placed by tele- 
phone to 435-6354. Local tariff requires at least 1 hour notice prior to 
arrival. Pilot station contacted on VHF radio Channel 12 (156°6 Khz) 
or Channel 16 (156°8 Khz). Pilot boats motor cruisers, light grey, 
fly International Flag ‘‘H"’. Local whistle signal for a Pilot on ship's 
whistle, one short and one long blast. Pilot boat normally meets 
vessels in vicinity Long Beach Sea Buoy or approximately 1 mile 
South of breakwater entrance. Vessels should have Pilot ladder on 
starboard side, weather permitting. In bad weather vessels may be 
required to proceed inside breakwater entrance prior to Pilot board- 


ing. 

ANCHORAGE: Preferable outside anchorage approximately 4 
mile South-east of Long Beach Sea Buoy in 66 ft. of water. Inside 
anchorage available North-east of channel in outer harbour at 
approximately 8 fathoms of water depth. Special explosive anchor- 
ages available by request, on both sides of entrance channel in 48 ft. 
of water. 

RESTRICTIONS: Vessels with dangerous cargoes aboard or 
loading or discharging such cargo within port district shall obtain 
permit from U.S. Coast Guard, countersigned by Long Beach Fire 
Prevention Bureau and Long Beach Port Authority, subject to safety 
inspection prior entry to assigned anchorage or berth. (Application 
for entry or handling dangerous cargoes must be requested by 
Steamship Company or authorised Agent and approved prior entry.) 
MAX. SIZE: (1) Average depth of water at general cargo berths is 
37 ft. at mean-lower-low-water. 

The Entrance Channel is maintained at 60 ft. MLLW. 

(2) No restriction as to length or breadth of vessel at general cargo 
berths. 

(3) Dry bulk facility berths average depth at mean-lower-low- 
water is 42 ft. No restriction on length. However, ships with over 
130 ft. beam might experience some difficulty in loading without 
turning ship. 

There are five bulk oil facilities, two with 55 ft. of water at mean- 
lower-low-water and three with 49 to 37 ft. of water at mean-lower- 
low-water alongside berths. It is feasible that vessels over 1,000 ft. 
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in length could use our deep-water oil facilities. There are no 
tions as to beam. A sixth bulk oil terminal is being constructed ys 
will accommodate vessels in the 200,000 dwt. class, drawing UP ty 


HEALTH: Pratique is a certificate issued by Quarantine 
U.S. Public Health Service releasing a vessel from Quaranting, 
See Health Regulations before first U.S.A. port (Albany), 
RADIO: Station KOU Marine Operator, San Pedro. 
Channel 1—ship transmit on 2009 kHz 
ship receive on 2566 kHz 
*Channel 2—ship transmit on 2126 kHz 
ship receive on 2522 kHz 
*Channel 3—ship transmit on 2206 kHz 
ship receive on 2599 kHz 
Channel 4—ship transmit on 2382 kHz 
ship receive on 2466 kHz 
*7 a.m, to 7 p.m. Pacific Standard Time 


Station KOU also monitors Channel 16 (156-8 mHz) and Chany 
26 (157-3 mHz) for distress, safety and calling. 
RADAR/VHF: Radar service provided to vessels only if Py 
aboard, in which case radar advisory information will be fed jy 
shore-based radar at pilot station. VHF see “Pilotage”. 
TUGS: Tugs will meet vessel inside breakwater prior r 
inner harbour area. Pilot and tugs are in communication. 
BRIDGES: No restrictions into port of Long Beach. The Gey 
Desmond Bridge over Back Channel has vertical clearance of 
Cerritos Channel which connects Long Beach through back Chars 
to Port of Los Angeles has two bridges which must be opened 
passage of vessels. 

Signal for Opening: Three long blasts on horn or whistle. Dur 
inclement weather, call through a megaphone or loud and dist» 
stroke of bell. 

BERTHING: No requirement as to time of entry providing berhy 
arrangements have been made with Port Authority. Assignm 
classified as follows: 

Preferential Assignments. Secondary Assignments, Subordie 
Right granted for use of Preferential Assigned Berth. Tempoy 
Assignment—temporary permission granted to use certain bert 

Note: All berth assignments shall be held by Assignee sub 
provisions of Port of Long Beach Tariff No. 3 as to charges, mx 
rules and regulations applicable thereto, and to all of terms, cos 
tions and provisions contained in such assignment. 


General Cargo: 


No. of berths Total length Depth 

(ft.) (ft.) 

Pier A 11 6,309 30-36 

Piers B,C, D 12 7,686 31-36 

Pier F 4 2,467 32-36 
Piers 1 and 2 6 2,998 36 


BULK HANDLING FACILITIES: Berth 28-29; Length 8° 
depth alongside 43 ft. One fixed bulk loading tower with hing: 
cantilevered boom with 314 ft. outreach. Maximum loading @ 
600 tph. Cargo handled: Borax, coal, coke, iron ore, pitch, polit 
soda ash and zinc ash. 

Berths 30-31: Length 992 ft., depth alongside 43 ft. Three elect 
travelling, revolving, high-tower, full-portal gantry cranes, eachw 
lifting capacity of 30 tons. Cranes can be equipped with buckets# 
hooks, or electric magnets. Loading rate 200 tons per hours 
crane. Types of cargo handled: steel and iron scrap, pig iron, s* 
Slabs, ore, urea, bauxite, rutile sand. 

Berths 210-211 (Grain Terminal): Length 1,100 ft., depth alongs 
40 ft. Grain gallery with 5 loading spouts extends 335 ft. along ree’ 
Berth 211. Loading rate up to 43,000 bushels per hour. Galt 
equipped with electric, belt-conveyor system and connects with! 
approach gallery extending from 2,225,000-bushel grain ele? 
There is an aerveyor system for ship discharging. A 

Berths 212-215 (Bulkloader) : Length 2,110 ft., depth alongside #” 
Depth 9 ft. off the berth is 40 ft. Breasting camels 20 ft. wide avallt® 
Stockpile area 85,682 sq. ft. (7,960 sq. metres). One electric, travel 
bulk shiploader with retractable, straight-line bridge boom ha 
58-ft. outboard reach-height of 60 ft. above MLLW. Boom equi 
with 48-in. electric belt conveyor and a telescopic loading spoutwe 
mechanical trimming head. Loading rate 3,300 long tons of iron 
per hour. Shiploader travels on rails along rear of face for dist” 
of 600 ft. Bulk materials are handled by 48-in. and 54-in., ee 
belt conveyor system extending to shiploader through tunnel 
from car unloading sheds and storage areas. Types of cargo hand 
iron ore, coke, coal. 

CONTAINER HANDLING FACILITIES: Berths 227-2088 
Length 1,950 ft., depth alongside 42 ft. Pier G expansion: New® 
has been created on the East side of Pier G to provide for 4 
(26:3 hectares) container terminal which is leased to Seal 
Service Inc. This terminal is complemented by an adjacent 1638" 
(66 hectares) container freight station, also leased to 
The project includes a reinforced concrete wharf, four t 
30 long ton container cranes with 100 ft. span and 115 ft. - 
surfaced storage area. There is space for storing 6,541 TEU 
tainers, including 242 spaces for refrigerated containers. ’ 

Berth 230: Length 650 ft., depth alongside 42 ft. Two 30 yr 
travelling container cranes with 100 ft. span and 115 ft. outreac 
space for storing 1,784 TEU containers, including 50 s 
refrigerated containers. ide sof 

Berths 232-233-234: Length 2,300 ft., depth alongside 
Four 30 long ton electric, travelling Paceco container cranes, 
with hinged cantilevered boom with 113 foot outboard reach. : 
Paceco 40 ton capacity transtainers. Has space for storing 
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containers on chassis, plus 200 empty chassis and 140 spaces 

ic refrigerated containers. 
5 245-246-247: Length 2,100 ft., depth alongside 36 ft. Two 
jing shore container cranes of 45-ton and 40-ton capacity and 
49-ton transtainer. The only public container terminal in Southern 
fornia. Expansion of container freight station will provides 2:35 


a re inside storage area. Has space for storing 7,435 con- 


ones mo 


' TEU. 
SECIALISED CARGO HANDLING FACILITIES: Berths 32-33 
tallow, Coconut Oil, Bulk Copra): Length 824 ft., depth alongside 
% 4, Two 6-in. pipelines extend from Berth 32 to five coconut oil 
orage tanks, total capacity 7,750,000 Ib.; 13 tallow storage tanks, 
‘otal capacity 31,000,000 Ib. Dry storage 7,500 tons. 
“perth 83 (Gypsum, Lumber, Oil, Gasoline): Length 600 ft., depth 
gongside 38 ft. Vessels unload gypsum rock into an adjustable, 
aevated, receiving hopper at pier face, served by an elevated 36-in., 
sectric belt-conveyor system extending to a 60,000-ton capacity 
dome-roof storage building in rear. ‘ 
perth 122 (Auto or Multi-purpose) : Length 765 ft., depth alongside 
ft, Multi-purpose open berth capable of handling vessels with 
gi-contained or mobile cranes, lumber, steel and other general and 
special cargoes. Also ideally suited for automobiles. All adjacent 
o4acre storage area is available for autos and other commodities. 
hin and cat walk design to accommodate large vessels. 

Berths 243-244 ; Length 1,200 ft., depth alongside 42 ft. These berths 
ye shared by Port Auto Terminal No. 1, operated by Toyota Motor 
Sales and covering 35 acres, and Port Auto Terminal No. 2, operated 
yythe Pasha Group and covering 40 acres. Toyota's facility provides 
ig offices, warehousing, dewaxing, painting, repairing and acces- 
soy instellation, with 28,000 sq. ft. under roof and storage for 6,000 
wtomobiles. Pasha's facility furnishes an automobile preparation 
centre, offices and dewaxing operation, with 41,000 sq. ft. under roof, 
gus storage area for up to 18,000 automobiles. 

Berth 208 (Bananas): Length 550 ft., depth alongside 40 ft. Four 
dectric, travelling banana unloaders, total capacity 3,000 banana 
pores per hour. Electric, belt-conveyor system transfers banana 
pores from unloaders to 2 rail car and truck loading platforms and 
to interior of harbour banana warehouse. Banana warehouse is 
dyided into cold storage and ripening areas. Truck loading platform 
dong West side. 

Berth 209 (Salt): Length 550 ft., depth alongside 38 ft. Vessels 
wload bulk salt into a receiving hopper at outer end of a moveable, 
inclined, 48-in., electric belt conveyor. This conveyor serves an 
adjustable elevated receiving hopper at outer end of an elevated, 
#in., electric belt-conveyor system extending to a large open 
storage area in rear. Unloading rate: 800 tons per hour. 

Berth 242 (Liquid Bulk): Length 700 ft., depth alongside 36 ft. 
Storage capacity: 18,612,000 gallons in tanks ranging in size from 
{000 to 3,000,000 gallons. Product handling equipment: the pumping 
ind pipeline system is designed to load and unload products to and 
ftom barges, ships, rail cars and trucks. Large, heavy-duty pumps 
ficiently handle a variety of bulk liquids. Molasses is the principal 
cargo handled. 

CRANES : Barge cranes available capacity 45-175 tons. A U.S. Navy 
foating crane capacity 385 tons available for hire. There is also a 
terrick barge in the area capacity 500 tons that can handle 750 tons 
over the stern. 
MEDICAL: Advance notice preferable. Adequate hospital and 
medical facilities available for providing necessary or emergency 
tars. From information available, Public Health Department may, 
‘required, request certain information prior to granting free pratique 
orinoculations, Vaccination/Fever Certificates. 
TANKERS: There are four tanker berths available, operated by 
pivate companies, in addition to the seven municipal tanker berths 
‘ow in operation and one under construction. Berths have 55 to 37 
f. of water alongside at mean-lower-low-water. The range between 
WLW and mean-high-water is about 3-7 feet. Extreme range of 
itout 9 ft. may occur at times of maximum tide. Chiksan loading 
md discharge arms are used and adapters available for various 
ike fittings. Tanks available for discharge of ship's residue and 
8G and API local type oil (loading or discharging). 
anit: Local water density 1025 or pure sea water at all stages 
ide. 
FRESH WATER: Potable fresh water available all Municipal berths 
‘tough 2 in. lines. Rental charge for use of each 50 ft. length water 
tose when furnished. 
FUEL: All grades (viscosities) of bunker fuels available in any 
mount through pipelines at most Municipal berths, and by barge at 
‘chor or at berths if desired. Notify quantity and type desired to 
cal Steamship Company or Agent. 
FIRE PRECAUTIONS: Two fire boats and one fire station; in 
‘dition City fire service available. 

Special fire precautions required at all berths handling petroleum 
Hoducts or dangerous cargoes. In addition to all applicable provi- 
‘ons of Long Beach Municipal Code, flammable and combustible 

ids and flammable gases shall be handled and stored at Marine 

ttroleum Terminals in accordance with minimum fire safety 
iegements promulgated by Chief, Department of Fire, City of Long 


2EVELOPMENT: 
ay The complete containerisation complex consists of 12 cranes, 
berths and nearly 300 acres. Eight berths in operation 1972. 

A new bulk oil terminal is being constructed to accommodate 
a4 Up to 200,000 dwt., drawing 62 ft. 
wd GWAY/DECK WATCHMEN: Normally used, but only com- 
OPEN, when detainees aboard. 

NING/CLOSING HATCHES: Crew can open or close hatches 
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at sea or at anchor. If closed or opened at dockside, the use of long- 
shoremen compulsory. 

CUSTOMS ALLOWANCES: Tobacco, each crew member 
entitled to 300 cigarettes, 50 cigars and 3 pounds of tobacco or com- 
bination of above. If stay in port is such that additional tobacco is 
required, Customs will so issue. Wine and/or Spirit, not to exceed 1 
quart of alcholic beverage each adult non-resident. This exemption 
for alcoholic beverages may be applied to more than one kind but 
not to an aggregate volume of more than one quart for each adult 
crew member. 

Note: Upon arrival of vessel from foreign port, or vessel engaged 
in foreign trade from a domestic port, sea stores and ship's stores 
not required for immediate use or consumption on board while 
vessel in port, and articles acquired abroad by officers and members 
of crew, for which no permit to land has been issued, shall be placed 
under seal, unless Customs Officer is of the opinion that circumstan- 
ces do not require such action. 

CARGO GEAR: Employer shall not use ship's cargo handling gear 
until he has ascertained that vessel has a current and valid Cargo 
Gear Register and Certificate indicating that cargo gear has been 
tested, examined and annealed in accordance with requirements of 
International Labor Organization Convention No. 32. 
IDENTIFICATION CARDS: U.S. Department of Justice Immi- 
gration and Naturalization Service Form |-95-A (Form I-94 for passen- 
gers) must be completed. 


CONSULS: 

Country Phone Country Phone 
Argentina 624-1951 Korea 931-1331 
Austria 626-1409 Latvia 620-0300 
Belgium 385-8116 Lebanon 462-5384 
Brazil 466-6477 Liberia 681-3025 
Canada 622-2233 Lithuania 474-1185 
Chile 624-6357 Luxembourg 394-2532 
China 629-3369 Malta 685-6365 
Columbia 935-5143 Mexico 624-9604 
Costa Rica 462-2060 Netherlands 627-2803 
Denmark 387-4277 New Zealand 624-1491 
Dominican Repub. 278-5036 Nicaragua 624-6840 
Ecuador 628-3014 Norway 832-0955 
El Salvador 464-5600 Panama 469-8831 
Estonia 938-7644 Paraguay 464-4811 
Finland 385-1779 Peru 628-9442 
France 272-5452 Philippines 387-5321 
Germany 384-2141 Portugal 277-1491 
Great Britain 385-7381 Spain 931-1474 
Guatemala 629-1901 Sri Lanka 274-7431 
Haiti 622-3253 Sweden 628-6308 
Honduras 465-7095 Switzerland 388-4127 
Iceland 625-7961 Thailand 383-0029 
Israel 938-3691 Turkey 275-4282 
Italy 622-6618 Uruguay 473-6343 
Japan 624-8305 Venezuela 622-0133 
Jordan 465-3708 


REPAIRS: Within greater port area facilities to accomplish all types 
of deck and engine repairs. 
DRY DOCKS: Within greater port area three large private com- 
mercial dock yards, Bethlehem Shipbuilding and Repair, and Todd 
Shipyard Corporation, and California Shipbuilding and Drydock Co. 
with large floating dry docks and repair facilities. Also, three large 
capacity graving docks located at Naval Shipyard available for 
omernanes use by merchant vessels when not occupied by naval 
vessels. 
REPATRIATION: Through U.S. Department of Justice Immigra- 
tion and Naturalization Service, and clearance of personal effects 
by U.S. Customs. 
AIRPORT: Los Angeles International Airport approximately 18 
miles from port, and provides regular scheduled and international 
airline service. 
TIME: GMT minus 8 hours. United States observes Daylight 
Saving Time, begins at 2a.m. (0200) on last Sunday of April each 
year and ends at 2 a.m. (0200) on last Sunday of October of each year. 
HOLIDAYS: The subject Legal Holidays are defined as follows: 
Name Means 
New Year's Day 1st day of January 
Lincoln's Birthday 12th day of February 
Washington's Birthday 3rd Monday of February 
Memorial Day Last Monday of May 
Independence Day 4th day of July 
Labour Day 1st Monday of September 
Admission Day 9th day of September 
Columbus Day 2nd Monday of October 
Veterans’ Day 4th Monday of October 
Thanksgiving Day 4th Thursday of November 
Christmas Day 25th day of December 
Notes: (1) Also, every Statewide Election is a holiday. 
(2) Also, any other legal holiday that may be proclaimed by 
State or National authority is a holiday. 

(3) When one of the above days falls on Sunday, the follow- 
ing Monday shall be observed as a holiday. 
POLICE/AMBULANCE/FIRE: Port of Long Beach—Police 436- 
9811; Ambulance 436-9811 or 436-8211. Fire 436-8211; Harbour 

Security Officer 437-0041; U.S. Customs 436-3916 

In an emergency and unable to dial direct - dial operator giving 
telephone number and exact location where emergency exists. 
TELEPHONE: Installation of telephone aboard ship at Municipal 
berths. 
GENERAL: For information regarding various social organisations, 
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call 436-9041. _ong Beach Recreation Department, for information. 
SERVICES: All services from tank cleaning to compass and in- 
strument repair available at various locations within greater port 


area. 

SHORE LEAVE: Crewmen allowed shore-leave providing neces- 
sary application presented to U.S. Immigration Officer and approved 
and Crewmen's Landing Permit issued (Form I-95A). Customs dec- 
laration required for articles to be landed by crew members (one 
quart of alcoholic beverage with seal broken is allowed). 
DELAYS: Arrival at berths are normally on time as scheduled. 
However, there are times of inclement weather or lack of cargo ata 
berth which might create a short delay. Shortage of longshoremen 
can also cause a delay in discharging or loading cargo. No delay 
experienced in burkering. 

AUTHORITY: Board of Harbor Commissioners, Port of Long 
Beach, 925 Harbor Plaza, PO Box 570, Long Beach, California 90801. 
Tel. 437-0041 (Area Code 213). Telex 65-6452. Cable Portobeach. 


LONGVIEW, Washington: 46.08 N. 122.55 W. (See 


DOCUMENTS: Plan) 

3 Complete Cargo Manifests. 

3 Store Lists. 

3 Possession Lists. 

3 Crew Lists on Immigration forms. 

Vessel Documents. 

Tonnage Tax Statement. 

Quarantine Form completed. 

At first port of arrival, ship is boarded and inspected by Customs, 
Immigration, Public Health and Agriculture officials. At each subse- 
quent port only a Customs Agent will board prior to docking. 
PILOTAGE: See ‘Portland, Oregon". 

ANCHORAGE: Safe anchorages indicated by Columbia River 
Pilots. 

RESTRICTIONS: None in regard to arrival time or state of tide. 
Channel depth 40 ft. at mean low water and tidal range varies between 
24 and 4 ft. 

MAX. SIZE: No limitation on length or breadth. Draft limited to 40 ft. 
HEALTH: Pratique automatic after vessel is inspected by Public 
Health doctor at first port of entry. See ‘Portland, Oregon". 
TUGS: Columbia River Pilots have knowledge of tug positions and 
other knowledge pertaining to tugs aiding a vessel. 

BRIDGES: One bridge crossing Columbia River at Longview has 
sufficient clearance so as not to present a problem. 

BULK HANDLING FACILITIES: In addition to the Berth 6-7 
area, containers are being handled by two gantry cranes at Berths 1 
and 2. There is also considerable backland storage area available 
near these berths for storage of containers. 

A facility for unloading aluminium ore from Reynolds Metals 
Company's custom-built vessels is located at Berth 5. The alumina 
discharge equipment consists of two travelling hoppers with boom 
conveyors which extend over the face of the wharf to the side of the 
self-unloading vessel. These hoppers feed alumina on to a 60-in. 
— belt conveyor located along the lower 451 ft. section of the 
wharf. 

The Continental Grain Company operates a 700,000 to 800,000 
bushel elevator at the Port of Longview Terminal. An overhead grain 
gallery equipped with two 36-in. electric belt conveyors extends from 
the elevator to the grain berth and then for 225 ft. along the rear of 
the wharf where it serves five vessel-loading spouts located on the 
face of the berth. Vessels can be loaded with grain through any two 
of the given spouts at a combined rate of 29,040 bushels per hour. 
STEVEDORES: At least 24 hours notice necessary to arrange 
gangs before ETA. Arrange through port Office via Ship's Agent. 
MEDICAL: Hospital facilities available. 

TANKERS: Petroleum discharge lines consist of one 12-in. and 
three 8-in. pipelines. One tanker berth available. 

DENSITY : Columbia River is fresh water at Longview. 

FRESH WATER: Available through 8-in. line with 24 in. connec- 
tions. Rate of delivery approximately 144 tons per hour. 

FUEL: Bunker C fuel available through 12-in. line at 850 barrels per 
hour, and light diesel fuel through 9-in. line at 1,200 barrels per hour. 
DEVELOPMENTS: Berth No. 7 is being extended 300 ft. to accom- 
modate roll-on/roll-off vessels. 

A 600 ton capacity fixed crane, ‘Columbia Giant", largest on U.S. 
West coast has been acquired. 

GANGWAY/DECK WATCHMEN: Not needed, but arrangements 
can be made if necessary. 

OPENING/CLOSING HATCHES: Work carried out normally by 
stevedores. 

CUSTOMS ALLOWANCES: See “Portland Oregon”. 
IDENTIFICATION CARDS: Advisable but not necessary. 
CONSULS: At Portland, Oregon. 

REPAIRS: Some deck and minor engine repairs are possible at 
Longview. 

REPATRIATION: No facilities for effecting crew changes or 
repatriations. 

AIRPORT: Nearest airport served by regular airlines is in Portland. 
Charter flights may be arranged from a small local airport. 

TIME: GMT minus 8 hours. In addition, clocks are moved ahead one 
hour on the last Sunday in April and returned back one hour on 
the last Sunday in October, at 2 a.m. local time on those two days. 
HOLIDAYS: New Year's Day (Jan. 1); Washington's Birthday 
(Feb. 22); Memorial Day (May 30); Independence Day (July 4); 
Labor Day (first Monday in September); Veteran's Day (Nov. 11); 
Thanksgiving Day (fourth Thursday in November); Christmas Day 
(Dec. 25). Cargo work can be arranged on most of these holidays. 
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POLICE/FIRE/AMBULANCE: Police 423-1424; Fire 423-2019 
Ambulance 425-3820. 

TELEPHONES: Available at dockside. 

SHORE LEAVE: Crews allowed ashore if papers are in order 
AUTHORITY : Port of Longview, PO Box 1258, Longview, Was), 
ington 98632, U.S.A. Tel. (206) 425-3305. Telex (910) 473-8615, 


LOS ANGELES, California: 33.43 N. 118.17 W. 
(See Plan) 


PORT LIMITS: The seaward boundary of the port of Los Angeles 
is, for most purposes, the breakwater through which arriving Vessels 
pass at Angels Gate Light. 
DOCUMENTS: First Port of Arrival. 
1 Complete Manifest deposited with customs, original and travelle 
1 Complete Manifest returned to vessel. d 
1 Manifest of first port cargo deposited with customs broker, 
2 Quarantine Declarations (Form PHS 43). 
2 Agriculture Declarations (Form AIQ 43). 
1 Visaed Crew List (Form |-418) 5 additional copies. 
1 Crewman's Landing Permit (Form 1-95A) for each crew memby 
and (Form 1-94) for each passenger. 
1 Dangerous Cargo Manifest deposited with Captain of the 
1 copy in hands of Chief Officer for review by the Fire Depart. 


ment. 
The Coast Guard Captain of the Port must be informed of vessel's 
ETA 24 hours prior to vessel's arrival. 

Second and each subsequent Port of Call in U.S. 

2 Manifests of Cargo for second U.S. port left with customs. 

1 Travelling manifest returned to Master. 
(Note: Travelling Manifest is carried and deposited with customs ¢ 
final port of discharge in U.S.—in addition to above required docy. 
ments 4 additional copies should be available.) 
PILOTAGE: Request made through Agent. Contact can be mats 
through VHF Channels 14 (156-7 mHz) or 16 (156°8 mHz). Not less 
than 1 hour notice of arrival or departure. One long and one shot 
blast on ship's whistle or siren, or international signal. Pilot wil 
board in vicinity of sea-buoy (LA entrance buoy, lighted bell buoy 
“L.A.” black and white vertical stripes. Radar reflector). 
ANCHORAGES: Anchorages defined on charts. No permit 
required to anchor less than 10 days. Permit for over 10 days obtained 
from Captain of the Port, USCG and Harbour Department Port 
Warden. Permit is required for Explosive anchorage. 
MAX. SIZE: Restrictions on draft only. Main channel and inne 
harbour 35 ft. Super tanker terminal in outer harbour has fairway of 


51 ft. 

HEALTH: Immunisation certificates for crew and/or passengers. 
Derating certificate or derating exemption certificate. Report of 
cargo aboard in general, if any rats have been trapped. Report to the 
effect of a rat control programme. 

Tons of cargo and tons to be discharged. Report of any illnesses. 
Report of ports touched last 60 days or last port of call. U.S. Public 
Health to be notified 4 hours in advance of arrival. All foreign ships 
arriving will be inspected — cleared at first port of entry. Radio pra- 
tique available on request to Agent. 

RADIO: International Telephone and Telegraph, call letters “KOK” 
Los Angeles radio. 

RADAR/VHF: The Los Angeles harbour pilot's station equipped 
with radar for use of Pilots. The Pilots also monitor VHF channels ‘4 
(156-7 mHz) and 16 (156-8 mHz). 

TUGS: On stand-by 24 hours a day. However, should be ordered 
prior arrival. Tugs join vessel in main channel, tug lines used, except 
when towing astern. 

BERTHING: Generally arranged through Agent. Berthing unde 
control of Port of Los Angeles’ Chief Wharfinger. There are & 
Phe cargo berths with depth alongside 35 ft. 

RIDGES: Highway suspension bridge (Vincent Thomas) crosses 
main channel between berth 95 and berth 225; overhead clearance 0 
185 ft. in centre. Two bridges on Cerritos channel separating Los 
Angeles and Long Beach harbours, one a double |leaf-basculé 
(Badger Avenue Bridge) the other is a lift bridge (Schuyler F. Heim), 
as these bridges are less than 50 ft. apart they will be treated as one, 
overhead clearance 155 ft. at centre of Heim bridge. 
CONTAINER HANDLING FACILITIES: 

See Table opposite 
SPECIALISED CARGO-HANDLING: There are at least seve? 
terminals capable of handling the port's roll-on/roll-off traffic. 

The bulk loading facility, especially designed to handle iron of 
and iron ore pellets, also handles other commodities such as coal 
and other dry bulk materials. Wharf length 800 ft. Depth alongside 
51 ft. Loading rates up to 3,000 tons per hour, and unloading 500 tp. 

The grain and tallow terminals at berth 174 have 13 silos that hold 
410,000 bushels. Vessels can be loaded at a rate of up to 400 tons 
per hour. Accommodating vessels up to 35 ft. draft, any length. 

Other specialised facilities include the McGuire Petro Chem 
Terminal, designed especially to receive petro chemicals; the Hug? 
Neu Corporation installation, where old automobiles are reduce? 
to scrap metal for export; Coos Head and Sun Lumber Terminals; 
Cargill and National Molasses Terminals; United Fruit Company’ 
Banana Terminals; and the processing and shipping plant 
U.S. Borox Company. 

STEVEDORES: Agents make necessary arrangements. 

MEDICAL: Necessary to notify Agents of required medical atte” 
tion: this can be done when final ETA is determined. Hospit 
facilities available (private). ol 

Vaccinations/fever certificates, etc., shall conform with rules 
models prescribed by the International Sanitary Regulations. 


_ 


U.S.A. 
| & Consolidated Available Overseas Pacific Far 
minal name Marine East- West container Matson terminal East Line 
bo jocation Terminal terminal terminal Terminal berths 228 D/E Terminal 
berths 87-93 ABC _ berth 131 berth 200 A berths 207-209 230 A/B berths 232C/235 
ee nh TP fut aid ane DURA Sos swunlite Pentel.) waa © wo @ 6” OSE eG. 
ted by Consolidated Los Angeles Crescent Wharf Matson Term. Overseas Pacific Far 
Opera Marine Terminal Container Co. Inc. & Whse. Co. Inc., 1001 New Shipping Co. East Line 
PO Box 1551 PO Box 271 Berth 200-A Dock Street PO Box 3128 612 S. Flower St. 
San Pedro, CA San Pedro, CA PO Box 398 Terminal Isl., Term. Isl. L.A., CA 90017 
90733 90733 Wilmington, CA 90731 CA 90733 (213) 626-8771 
(213) 831-2311 (213) 835-4861 CA 90744 (213) 547-5531 (213) 832-3341 
(213) 835-7111 
Number of B. 87-89 (1) B. 126-131 (3) B. 200A (1) B. 207-209 (2) B. 228 D/E (1) B. 233-235 (1) 
berths B. 90-93 (3) This berth is Used for both B. 229-230 (2) 1 berth (1,014 ft.) 
1 berth (798 ft.) not in use for container and 2 berths used for used for com- 
used for con- containers at roll-on/roll-off containers and bination LASH/ 
tainers and 3 the presenttime cargo one berth used container vessels, 
berths for general for both break- Berth 232 CDE 
break-bulk and bulk cargo and (1,368 ft.) used for 
LASH cargo containers LASH barge 
operations 
Length of 3,775 ft. 750 ft. (Quay 738 ft. 1,572 ft. 2,359 ft. 2,382 ft. 
berths length of 2,532 ft. 
for cont. vessels) 
Elevation of 15 ft. 15 ft. 15:5 ft. 15-5 ft. 15 ft. 15 ft. 
wharf deck 
(nearest ft.) 
Depth of water d) 35/45 ft. MLLW 35/45 ft. MLLW 35/45 ft. MLLW 35/45 ft. MLLW 35/45 ft. MLLW 35/45 ft. MLLW 
xisting/propose: 
nee if 1,485 (20 ft. equiv.) 1,800-2,000 N/A 2,600 926 638 
container spaces (20 ft. equiv.) (24 ft. equiv.) (20 ft. equiv.) (20 ft. equiv.) 
(stacked one high) 
Number of 130 198 193 20 84 
reefer outlets 
Container crane: 
Number 1 1-twin lift N/A 3 2 Shipboard 
Lifting capacity 40 long tons 40 long tons 37 tons, 2-25tons 35, 40 long tons Crane 
Outreach offshore 107 ft. 106-5 ft. 102 ft., 102 ft. 81 ft., 113 ft. 6 ia. 
Outreach inshore _ 88 ft. 91 ft. (2-25 long ton 73 ft., 74:5 ft. 20 ft., 61 ft. 
Wheel span 50 ft. 50 ft. cranes moved 34 ft., 34 ft. 70 ft., 50 ft. 
Container capacity 30-20'/hr. 96-20'/hr. to B. 207-209 56-20’/hr., 30-20’/hr., 
in Dec., 1971) 40-20'/hr. 40-20'/hr. 
Built by Star Iron PACECO Star Iron Houben Industries 
PACECO Star Iron 
Owner Am. Pres. Line Port of Los Matson Term., Overseas Ship. Co. 
Angeles Inc. 
Date installed 1972 1968 1973, 1971 1969, 1971 


Container handling 
equipment (add. 
handling equip. is 
available from 
stevedoring co. on 
an “as needed" 


(numerals in parenthesis indicate the number of containers 
that can be stacked vertically by type of equipment) 


basis) 
Travel crane oo 5-Drott, N/A 1-PACECO 2-PACECO, Drott — 
40 ton/cap. (3) 25 ton/cap. (2) 30 ton/cap. (3) 
Straddle carrier 6-Star Karricons, — — 10-Clark, Various types Straddle carrier 
40 ton/cap. (3) 25 ton/cap. (2) 20 ton/cap. (2) operation 
6-Ross, 2-Taylor/Clark 
25 ton/cap. (1) 25/30 ton/cap. (3) 
Fork Lifts 8-Hyster, Clark 3-Hyster, — - 2-Rayco Wagner — 
15-30 ton/cap. (1) 7 ton/cap. (3) 35 ton/cap. (3) 
Chassis 200-40 ft. 400-40 ft. = 100-20 ft. 8-41’ yd. chassis — 
150-20 ft. 400-20 ft. 150-40 ft. 8-yard trucks 
500-24 ft. 
Container freight 200 ft. x 1,008 ft. 335 ft. x 70 ft. 731 ft. x 60 ft. 776 ft. x 80 ft. 880 ft. x 160 ft. 736 ft. x 120 ft. 
station 201,600 sq. ft. for 24,500 sq. ft. 45,860 sq. ft. 62,080 sq. ft. 137,200 sq. ft. 88,320 sq. ft. 
containers Main use is for Operate existing 
201,600 sq. ft. for break-bulk cargo shed as CFS for 
, LASH Cont. and LASH 
Railroad and Yes Yes Yes Yes Yes Yes 
truck service 
eet: Poe ot Mier! ls ame io Deda CT SERAEPY od ee) age Pe ee. 1 het 6 artnet gine eres Tabane? 
Notes 
West basin A major new container terminal complex is presently being considered in the general area of Berths 120-131. The 
development key element of this project involves relocating Wilmington-San Pedro Road Westward parallel to the Harbour Freeway 
berths 120-131 thereby making the existing backland area more easily accessible to the waterfront. Once completed, the relocation 


will add approximately 100 acres to the 57 acres that now have direct access to the waterfront. 


TANKERS: Load and discharge lines have 6- and 8-in. standard 
i ges (super-tanker terminal has 12-in. lines with standard flanges). 
not so equipped ship must furnish its own “C"” clamps. Recom- 
tend ship have reducers on board to handle 6- and 8-in. flanges. 
sidue discharge facilities available for limited quantities. All types 
be grades of petroleum available. Twenty tanker berths available in 
ry harbour, 35-ft. draft at MLLW, two are available outer harbour 
ft. draft at MLLW. 
ee: Average density 0-026 (exception during or after heavy 


n), 
FRESH WATER: Availability unlimited, delivery universal, rate of 
Very 100 tons an hour. 
can: Unlimited fuel, all grades at attractive rates. 48 hours advance 
ARE. generally required. 
fon PRECAUTIONS: Whenever vessel bunkering, sufficient 
\ceable fire hose with suitable nozzles attached to reach all parts 
eae shall be connected to fire main on vessel and made ready 
‘stant use at all times during bunkering operations. If no ade- 


i 


quate water pressure available on board, connections shall be made 
to shore lines to obtain adequate pressure. All Tank Ships shall be 
moored bow seaward and have wire towing pendants rigged fore 
and aft readily available for emergency use, fire hoses shall be con- 
nected as above at all times whileJvessel in port. 

International fire signals will be used in case of fire (5 prolonged 
blasts of ship’s whistle or siren of 4 to 6 seconds duration). 
DEVELOPMENTS: Depths at Los Angeles will be increased in the 
Inner Harbour from 35 ft. to 45 ft. by 1975, and from 50 ft. to 80 ft. in 
the Outer Harbour by 1978. 

A new container wharf is to be constructed in the main Channel 
of the port on the site of berths No. 233-235. The new facility will 
serve conventional containerised cargo and LASH vessels. 
GANGWAY/DECK WATCHMEN: Gangway watch recom- 
mended. Tankships and vessels handling dangerous cargo required 
to have gangway and deck watch. 


OPENING/CLOSING HATCHES: Automatic hatches may be 
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opened and closed by crew, manual hatches opened and closed by 


stevedores. 


CERTIFICATES: Passenger Vessels: 

Safety Certificate, with 50 or more passengers must comply with 
1966 amendment (fire safety amendment) to Solas 60. 

Load-line Certificate. 

Radio Certificate. 

Radio Telephone Certificate, if aboard. 

Cargo Vessels: 

Safety Equipment Certificate. 

Load-line Certificate. 

Certificate of Inspection/home Certificate. 

Trading Certificate 

Cargo Gear Certificate. 

Radio Certificate, Radio Telephone Certificate, if aboard. 

If carrying passengers from U.S. ports, vessels must have PAC 
(Persons in Addition to Crew) Certificate issued by USCG. 


Tank Vessels: 


Same as cargo. Exception: if carrying exotic cargo, required to 
have cargo facilities plan, reviewed and approved by USCG, 
Washington, D.C. On vessel's first visit it will be inspected and 


receive a letter of compliance. 


CUSTOMS ALLOWANCES: Tobacco, either 300 cigarettes, 50 
cigars, or 3 pounds of smoking tobacco, for the personal use of 
crew member. Wine and/or Spirit, 1 quart for personal use of crew 


member. 


CARGO GEAR: Gangway net attached between ship and dock; 
extending 5 ft. beyond turntable in one direction and 5 ft. beyond 
point of intersection of gangway and stringpiece in the other direc- 
tion. Preventer guy must be rigged separately to head of boom from 
working guy. Exception if cast head of boom is capable of withstand- 
ing the stress of all the lines attached thereto. (This is a West-Coast 


requirement.) 


IDENTIFICATION CARDS: 1 crewmans landing permit (Form 


1-95A) or immigration card (Form D-1). 


CONSULS: 
Argentina - Consul 
Australia - Consul General 
Austria - Consul General 
Belgium - Consul General 
Bolivia - Consul General 
Botswana - Consul 
Brazil - Consul General 
Canada - Consul General 
Chile - Consul 
China - Consul General 
Columbia - Consul General 
Costa Rica - Consul General 
Denmark — Consul General 
Dominican Republic —- Consul 

General 

Ecuador - Consul General 
El Salvador - Consul General 
Estonia - Vice-Consul 
Finland - Consul 
France — Consul General 
Germany — Consul General 
Great Britain - Consul General 
Guatemala — Consul General 
Haiti - Consul 
Honduras - Consul General 
Israel - Consul General 
Italy - Consul General 
Ivory Coast - Consul General 
Japan - Consul General 
Jordan — Consul 
Korea — Consul General 


Latvia - Consul 

Liberia - Consul 

Lithuania - Consul General 
Luxembourg - Consul 
Lebanon - Consul General 
Malawi - Consul 

Malaysia — Consul 

Malta - Vice-Consul 

Mexico — Consul General 
Monaco — Consul 
Netherlands - Consul General 
New Zealand - Consul General 
Nicaragua - Consul General 
Norway - Consul General 
Panama - Consul General 
Paraguay — Consul 

Peru — Consul General 
Philippines - Consul General 
Portugal - Consul 

Senegal - Consul 

South Africa - Consul 

Spain - Consul General 

Sri Lanka - Consul 

Sweden - Consul General 
Switzerland - Consul General 
Thailand —- Consul General 
Turkey —- Consul General 
Uruguay - Consul 

Venezuela - Consul 

Western Samoa - Consul 


Commercial Representatives of foreign Governments: 


Australia - Trade Commissioner 


Austria - Trade Delegate 
Belgium —- Commercial Officer 
Brazil - Trade Commissioner 


Canada - Trade Commissioner 


Denmark — Consul Attaché 


France - Commercial Counsellor 
Finland - Trade Commissioner 


Germany - Deputy Consul General 
Great Britain - Commercial Consul 
Hong Kong - Trade Development Council 


Israel - Consul 

Italy - Trade Commissioner 
Japan - Consul 

Korea — Consul 

Mexico - Commercial Attaché 
Netherland - Vice-Consul 


Nicaragua - Commercial Attaché 
Philippines - Trade Representative 


Portugal - Trade Office 


Sweden - Trade Commissioner 


Switzerland - Vice Consul 


Yugoslavia - Trade Commissioner 
REPAIRS: All types of deck and engine repairs possible. 


DRY DOCKS: Largest dry dock 659 ft. by 97 ft., 22,000 displace- 


ment tons. 3 smaller dry docks (17,500, 15,000, 10,000 tons). 


REPATRIATION: Arrangements can be made through immigra- 
tion on request of agent to have crewman change ship or return to 


home port. 
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AIRPORT: Approximately 20 miles to International Airport Whig, 
serves all major airlines. 

TIME: Standard Time, GMT minus 8 hours. Daylight Saving ting 
GMT minus 7 hours (April through October). 

HOLIDAYS: Cargo may be worked on holidays with holiday 
scale. Exception: the first Thursday in July, at which time Ae 
almost impossible to find working crews, although there are to 
exceptions to this practice. 

POLICE/AMBULANCE/FIRE: The telephone numbers are aij 
same (area code 213) 831-9211, simply ask for Police, Ambulance» 
Fire. Fire Alarm boxes adjacent to all cargo sheds. 
TELEPHONES: Connections for passenger vessels at Passengy 
terminals only. 

SERVICES: A sship-reporting service “The Marine Excha 
located at entrance to main channel, Los Angeles harbour, Th» 
monitor Channels 14 (156-7 mHz) and 16 (156:8 mHz) VHF and hay 
Channel 9 (156-45 mHz) VHF as their own. Primary duties are, 
porting arrivals, departures and locations of vessels. 

SHORE LEAVE: Crew members are allowed ashore. 
REGULATIONS: Permits required for hot work (welding, cuttj 
etc.). Permit required for any dangerous cargo. Permit to discharg: 
ballast (clean water) required. Restrictions on bunkering operation 
(scuppers plugged, valves closed). 

DELAYS: No delays in berthing, load or discharge or bunkering 
can be expected. 

AUTHORITY: The Harbor Department, City of Los Angel 
255 W. 5th Street - Pacific Trade Center Building, San Pedro, Cui. 
fornia 9073. Tel. (213) 832-7241. 


MAGPETCO, Texas: 30.02 N. 93.59 W. 


DOCUMENTS, PILOTAGE, HEALTH, RADIO, etc.: Refer» 
“Port Arthur’. Also see “Port Neches”. 


METLAKATLA, Alaska: 55.08 N. 131.35 W. 


Located on Annette Island. Open all year. 


DOCUMENTS: See “Anchorage, Alaska”. 
PILOTAGE: Ships coming up from the Hecate Straits or outsided 
Graham Island proceed into Dixon Entrance to the vicinity of Pols 
McCartey where the Pilot will meet them. Vessels coming up th 
inside passage from Vancouver, B.C. are met at Lucy Island Pils 
Station. 
MAX. SIZE: Depths in harbour 120 ft. Tides: diurnal range - 1474 
Also see ‘Berthing”. 
ANCHORAGE: Good anchorage in gravel and mud. 
Susao mse Quarantine, Immigration and Customs, from Ketch. 
an. 
BERTHING: Two berths: 1. City Dock: 400 ft. long and 60 ft. wide. 
More than 35 ft. deep. Due to shallow water at East end, a starboart 
landing is usually made. No covered storage, temporary open sto- 
age. Four fork-lifts, two of 20,000 Ib capacity. 

2. Annette Island Canning Co.; 200 ft. long and 23 ft. deep. 15-10 
crane and 2 fork-lifts. One 25-ton fork-lift. 
TUGS: Available in Ketchikan. 
STEVEDORES: Four gangs available. 
REPAIRS: Facilities at Ketchikan. 
SUPPLIES: Bonded and unbonded stores from Ketchikan. 
WATER: Available. 
FUEL: Not available. 


MEDICAL: Hospital available in Ketchikan; small clinic in Met 


katla. 
AIRPORT: Small charter plane only. Jet to Juneau and Seatie 
from nearby Annette. (Water transportation to Ketchikan.) 


MIAMI, Florida: 25.46 N. 80.11 W. 


DOCUMENTS: See “Jacksonville”. 
PILOTAGE: Address: Biscayne Bay Pilots, PO Box 134, Mian 
Beach, Florida. 

Advance notice, 1 hour. To call pilot office: call on VHF Channel if 
and switch to 12. Pilot boat can be called on 2182 kc/s or 2738 ke 
Pilot boat black hull with orange deck. 36 ft. long. Fly code flag Gi 
a pilot. Pilot boat flies code flag H. Pilot boat moors at pilot station® 
Government Cut, 2 miles west of sea buoy. 

ANCHORAGE: Vessel can anchor near sea buoy. Anchoragt 
area located Eastward of a line about 15 nautical miles offshore a% 
Northward of a line about 0-5 nautical miles North of sea buoy ati 
entrance to the ship channel. Area marked by spar buoys to N 
and South. Depth of water is 26ft. at MLW to over 100 ft. 
ENTRY RESTRICTIONS: Pilots available 24 hours per di 
Channel, turning basin and main channel have 30 ft. MLW. 
range of tide at harbour entrance 2°5 ft. and in bay 2 ft. Tidal currett 
average velocity of 2 knots. Extreme tidal range at entrance of 45 
Main ship channel can have tidal current velocity of 3 to 4 kn 
through main ship channel. F 
MAX. SIZE: Recommend draft restriction of 27 ft. at MLW. S# 
restricted by size of turning basin which has 30 ft. at MLW, is 1m 
ft. North and South; 1,650 ft. East and West. No limit to length ® 
new port which has 9,000 ft. of straight bulkheading and 31 
ad A 1,000 ft. ship can be handled in turning basin if draft uné# 
27 ft. 

HEALTH: See “Jacksonville”. 

RADIO: The Coastguard can be raised on 2182 kc/s (distress 
calling). Pilot station can be raised on VHF Channel No. 16. Te 


one contact to Agents, receivers, etc., can be made via Miami 
' erator. 

ins arge tugs up to 2,000 h.p. available 24 hours per day. 
Request tug service via pilot station. Big tugs privately owned by 
Belcher Oil Company who work closely with Pilots. Smaller tugs 

ailable on Miami River and operated by Backus Towing Inc. 
RERTHING : All berths assigned on a basis of first come first 
served. Request for a berth must be made by Ship's Agent on a port 
This request should be made as far in advance as possible, 
put at least 7 days when possible. Three roll-on/roll-off ramps avail- 
able, 100 ft. by 40 ft. each and 7} ft. above MLW. A berth will be held 
spout 4hours then reassigned if necessary. 
BRIDGES : There are no bridges between the open sea and the port. 
To enter Miami River requires passage through a highway and rail- 
oad bridge. This bridge manned 24 hours per day. Only smaller 
shios enter Miami River which is dredged to 15 ft. at high water and 
ig 150 ft. wide for a distance of 3 miles above entrance. A bridge 
spout ¢ mile from entrance is closed from 7 a.m. to 9 a.m. and 4 p.m. 


m. 
PANKERS: No slop (residue) discharge facilities. One tanker 
perth (1,000 ft.) available. Maximum draft 30 ft. at MLW. No special 
fittings required. / 

FRESH WATER: Available every 240 ft. at new port on Dodge 
island, Delivered via hose. : oftttn 
FUEL: All grades; bunker, intermediate and marine gas oil, Diesel, 
punker C. Ships fuelled at dockside from Belcher Oil Co. barges. 
FIRE PRECAUTIONS: Usual safety precautions on smoking, 
fying baker, mooring pendant available, ample persons aboard to 
ht fires, fire hose led out, etc. 
DEVELOPMENTS: A passenger terminal to serve seven ships 
simultaneously on main approach channel where ships may turn at 
perth site in the 900 ft. width provided. Completed in last two years. 
Additional dredging of all main channels and turning basin approved 
(036 ft. MLW started 1972. 
GANGWAY/DECK WATCHMEN: Usual shipboard watches to 
tend lines. Special guards (security) through Wackenhut, Burns 
Security, etc. 
OPENING CLOSING HATCHES: Work normally done by long- 
shoremen. 
CUSTOMS ALLOWANCES: See “Jacksonville”. 
IDENTIFICATION CARDS: Definitely needed in order to return 
toship at night. A security guard at new port will check. 


CONSULS: 

Argentine tel. 373-7794 France tel. 374-2626 
Brazil » 377-1734 Germany », 865-0131 
Panama = ,, 379-7280 Great Britain ,, 371-7544 
Venezuela ,, 373-4311 Italy » 374-5932 
Belgium = ,, 379-5621 Netherlands ,, 374-2683 
Denmark ,, 379-3651 Norway » 373-3391 
Finland 374-5111 Sweden » 667-8816 


REPAIRS: All deck and engine dockside repairs available. 

ORY DOCKS: To 1,000 tons plus two small facilities. 

AIRPORT: Eight miles or 15 minutes from airport by expressway. 
Serviced by 24 foreign and 10 United States scheduled air carriers. 
TIME: Eastern Standard Time, GMT minus 4 hours. Daylight Saving 
Time in effect from first Sunday in April to first Sunday in October 
and adds one hour to Eastern Standard Time. 

HOLIDAYS: Official holidays are New Year's Day (January 1); 
Memorial Day (May 30th) Independence Day (July 4th); Labor Day 
(first Monday in September); Columbus Day (October 12th); Thanks- 
giving Day (last Thursday in November); Christmas (December 25th). 
Cargo can be worked on holidays by advance arrangement and 
payment of double time. 

POLICE/AMBULANCE/FIRE: Police Department, tel. 377-7011; 
fire Department 377-6231 (Rescue Squad 377-6231). 

TELEPHONES: Telephone jacks available at every other bay which 
places the jacks 240 ft. apart. 

SERVICES: All types of special services such as tank cleaning, 
‘ompass adjusting, admeasurement, radar/radio repairs, ratho- 
meter repairs, etc. available. 

SHORE LEAVE: Crew members are allowed ashore after clear- 
ace by customs, immigration and quarantine. 

AUTHORITY: Port of Miami. Bills are to Dade County Seaport 
department. Tel. 377-5841. No Telex. Address: 1015 North Ameri- 
tan Way, Room 210, Miami, Florida 33132. 


AGENT: Hansen & Tidemann, Inc. PO Box 1470, Miami, Florida 


a 305-377-3781. WU 51-9437. TWX 810-848-6535. Cables 
nt”, 


(See 
MILWAUKEE, Wisconsin: 43.01 N. 87.53 W. Plan) 


PORT LIMITS: The port of Milwaukee limits are generally con- 
ered to be the harbour breakwall housing the harbour entrance 
ighthouse. However, unless specifically declared to the contrary in 
* covering charter party, a vessel will be considered an “arrived 
'P Upon anchoring outside the harbour breakwall, in the event 

4 proper berth and/or anchoring space inside the harbour break- 

's not available. 

UMENTS: 
Vessels from Canadian ports 

a aan and Public Health Pratique (both issued at 

ntreal). 

8ssels from all other nations (Required only at first port of call) 
‘ward Foreign Manifest(s) 

ores Lists, over master’s oath. 

“rio Lists, over master's oath. 


th 


U.S.A. 


Permit to Lade and Unlade. 

Discharge Manifest. 

Inspection by U.S. Dept. of Immigration (Crew List). 

Inspection by U.S. Dept of Agriculture. 

Receipt of Entrance fee. 

Receipt of Tonnage Tax. 

Additional documents may be required, dependent on com- 
modity involved in the carriage, point of origin, flag, or any unusual 
circumstances existing. 

PILOTAGE: Pilot boards at Montreal and at several other stations 
along St. Lawrence Seaway route. 

ANCHORAGES: The chart does not delineate anchorage area for 
large vessels but shows the 28 ft. depth just East of South Piers 1, 2, 
and Liquid Cargo Pier. This deep area, about 2,400 ft.x 5,400 ft., 
used by large vessels for anchorage. 

MAX. SIZE: 739 ft. x 75 ft. with 26 ft. draft. No tidal effect, although 
lake levels vary seasonally. Minimum depth above low water level 27 ft. 
HEALTH: U.S. regulations. 

RADIO: Radio station at City Heavy Lift Dock. Harbour Master and 
Dock Superintendent can be reached at this facility Monday through 
Friday between 0800 and 1630; 156°8, 156-6 and 156-5 megacycles. 
TUGS: Normally pick up vessel inside breakwater. Tugs optional 
at discretion of ship's Master. Fee for use of tug's lines. 
BERTHING: The time of passing harbour entrance lighthouse 
establishes order of berthing, provided vessel is ready to work. 
BRIDGES: Bridges closed between 0730 and 0830 and 1630 and 
1730 except on Sundays and eight legal holidays. In addition, two 
hours’ notice required for opening bridges across Milwaukee River 
North of and including Buffalo Street. 

SPECIALISED CARGO HANDLING FACILITIES: In addition 
to the three general cargo terminals of approx. 340,000 sq. ft. covered 
area (9 berths), and dry bulk terminal of 60,000 sq. ft. covered area 
(2 berths), the port is served by a refrigerated warehouse of 10,000 
sq. ft.; one open dock area (2 berths) for handling bulk commodities 
such as pigiron; one open dock (3 berths) for heavy lifts and equipped 
with a 200-ton stiff-leg crane and two gantry cranes of 70 and 50 tons; 
one liquid cargo pier for edible and inedible fats, greases and tallow; 
two grain elevators of 3:5 million and 2-5 million bushel capacity 
and two scrap iron loading facilities. The port is also equipped with 
a mobile heavy crane lift/container crane capable of serving all 
berths. 

STEVEDORES: Vessel should provide a stowage plan, manifest 
of inbound cargo and exceptions list (unusual vessel or cargo 
characteristics effecting facilitation of cargoes). Vessel should 
comply with the U.S. Dept. of Labor's safety regulations. 
MEDICAL: Advance notice desirable. Hospitalisation available. 
TANKERS: Diameter of load lines and discharge lines 8 in. and 
10 in. No slop residue facilities. Four berths available, with draft to 
seaway depth. 

FRESH WATER: Potable water available at most berthing areas. 
FUEL: All grades of fuel oil available by truck delivery at shipside. 
GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: At the option of ship, if ter- 
minal stevedores perform operation, it is based on cost plus 20%. 
CERTIFICATES: 

Registry of Ship. 

Master’s Licence. 

1st, 2nd and 3rd Officer's Licences. 

Radio Licence. 

Wireless Operator's Licence. 

Ratification Certificate (done each year). 

(Additional certificates may be required, dependent upon Registry, 
cargo, trade route engaged in, nationality of crew, etc.). 
CUSTOMS ALLOWANCES: Tobacco, 10 packages or 200 
cigarettes in possession at any time. Wine and/or Spirits, one bottle 
per officer. 

IDENTIFICATION CARDS: U.S. Immigration rules. 
CONSULS: The following countries are represented: 


Costa Rica Germany Pakistan 
Dominican Rep. Nicaragua Sweden 
Ecuador Norway Yugoslavia 


REPAIRS: Limited to above water line, and boiler repairs. 
REPATRIATION: Local Agents effect repatriation. 
AIRPORT: 5 miles distant. 
TIME: U.S.A. Central Time. Central Daylight Time from late April 
to late October—5 hours behind GMT. Central Standard Time from 
late October to late April—6 hours behind GMT. 
HOLIDAYS: Easter Sunday; May 30 (if on a Saturday, previous 
day is a holiday); July 4 (if on a Sunday, Monday is a holiday); First 
Monday in September; Fourth Thursday in November and following 
day; Christmas Day; New Year's Day. Cargo can be worked on these 
days at holiday pay. 
POLICE/AMBULANCE/FIRE: Police — non-emergencies 273- 
8660; Emergency, including emergency ambulance service 765-2323; 
Fire, including rescue squad service 347-2323. 
TELEPHONES: Can be arranged, but unnecessary because suffi- 
cient phones available in dockside offices. 
GENERAL: Chandlery services for foodstuffs, ship complements 
and laundry services available. Garbage and waste disposal are 
available through private operators, chandler usually making the 
arrangements. 

The Liquid Cargo Pier is also available for non-petroleum liquid 
cargoes. 
SERVICES: Tank cleaning. Tank-washing. Compass adjusting, 
none, but can be arranged from out of town by Agent. 
SHORE LEAVE: Crew allowed ashore. 
DELAYS: Little or no delay. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


DEVELOPMENTS: A 20-acre container terminal is to be construc- 
ted close to the breakwater entrance. 

AUTHORITY : Board of Harbor Commissioners, City of Milwaukee, 
Room 606, City Hall, Milwaukee, Wisconsin 53202. Cable “Milharco". 
Tel. (414) 278-3511. 


MOBILE, Alabama: 30.40 N. 88.02 W. (See Plan) 


DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form 1.418). 

2 copies Crew List (Form 1.418). 

Customs boarding Officer will also examine Ship's Register and 
Load-line Certificate. In addition, the following documents will be 
required for formal entry to be made within 48 hours of arrival from 
abroad, or 24 hours from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All foreign clearances. 

U.S. Certificates of payment of tonnage tax (Customs Form 1002). 

Certified crew list. 

PILOTAGE: Pilotage is compulsory. 

ANCHORAGE: If berth is congested, vessel may anchor at the 
bar (35 miles from harbour). 

RESTRICTIONS: Controlling depth: 40 ft. for entrance, channel 
and anchorages. Mean tidal range 14 ft. Nature of bottom: soft 
mud. Vessel can dock and sail at any hour at any stage of the tide. 
HEALTH: See “Health Regulations” before first U.S.A. port 
(Albany). 

TUGS: There are seven tugs available 24 hours with maximum 
horsepower of 1,800. 

BERTHING: There are 34 berths at most of which, direct loading or 
unloading can be effected from quayside tracks. 

Public Grain Elevator, depth alongside 42 ft. Two berths, each with 
5 loading spouts. Unloading rate for grain 40,000 bushels/hour at 
each berth. Loading rate 115,000 bushels/hour for grain and 1,000 tph 
for meal. 

Bulk Handling Plant, three berths, depth alongside 40 ft. Total 
quay length 1,600 ft. Four unloading towers which can unload 2,200 
tph and two loading conveyors, rate 2,000 tph. 

Depth alongside other public berths as follows: 


Pier 2 38 ft. MLW Pier River End B 38 ft. MLW 
Pier 3 38 ft. MLW North Pier B 1 40 ft. MLW 
Pier 4 38 ft. MLW Pier North B 2 40 ft. MLW 
Pier 5 38 ft. MLW Pier North B3 40 ft. MLW 
Pier 6 38 ft. MLW Pier South C 1 41 ft. MLW 
Pier 7 38 ft. MLW Pier South C 2 41 ft. MLW 
Pier 8 38 ft. MLW Pier South C3 41 ft. MLW 
Pier South A 37 ft. MLW Pier River End C 38 ft. MLW 
Pier RiverEndA 30 ft. MLW Pier North C1 39 ft. MLW 
Pier NorthA1 38 ft. MLW Pier North C 2 37 ft. MLW 
Pier North A2 38 ft. MLW Pier D Cold Storage 37 ft. MLW 
Pier North A 33 38 ft. MLW Berth 1 tipple Under 
Pier SouthB1 41 ft. MLW repairs 
Pier SouthB2 41 ft. MLW Berth 2 tipple 44 ft. MLW 
Pier SouthB3 41 ft. MLW Berth 3 tipple 40 ft. MLW 


CRANES: 75 ton stationary crane, 50 ton mobile crane and 80 ton 
floating crane available. 

TANKERS: Maximum length 950 ft. restricted by turning basin. 
American Bituminals & Asphalt Co. - Jetty berth dredged to 38 ft. 
Magazine Point: Hess Terminal: Jetty berth dredged to 43 ft. 
FRESH WATER: Available ex wharf at all berths. 

FUEL: Most grades fuel/diesel available via pipeline, barge or 
truck. 

STEVEDORES: Normal working hours for the port are 0800/1700 
Monday through Friday. 

REPAIRS: Alabama Dry Dock & Shipbuilding Company - Dry Docks 
ranging from 5,000 to 18.000 tons displacement all serviced by 51-ton 
gantries. Dock length range from 380 ft. to 620 ft. Also available is a 
70-ton floating crane. Any type of repair can be effected. 

Bender Ship Repair. One Dry Dock of 2,500 tons displacement. 
Majority of repair work is top-side. 100-ton floating crane available. 
DENSITY: 1,000 (Fresh Water). 

DEVELOPMENTS: Improving the present bulk material handling 
plant, construction of the container yard, and development of the 
new bulk material handling plant on McDuffie Island, where rotary 
wheel reclaimers will remove the coal from the vast storage pads on 
to fast-moving conveyors that will load the ships at a rate of up to 
4,000 tons per hour. The McDuffie Terminal is expected to be 
operational late 1974 and will handle vessels up to 80,000 tons. 
CUSTOMS ALLOWANCES: At the discretion of customs offi- 
cers. Normal allowance is 200 cigarettes or 2 ib. tobacco and one 
quart wine or spirits per man. Additional allowances may be given if 
considered necessary, due to length of vessel's stay in port. 
IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
1.95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form 1.95, issued for the same vessel. 
HOLIDAYS: Absolutely no work is performed on New Year's 
Day, Easter, July 4th, Labour Day and Christmas Day. Working holi- 
days are Mardi Gras Day, Veteran's Day and Thanksgiving Day. 
AUTHORITY : Port of Mobile, Alabama State Docks Dept. PO Box 
1588, Mobile, Alabama 36601. Tel. 438-2481. 
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AGENT: Hansen & Tidemann, Inc. 2309 First National Bank 
ing, PO Box 50. Mobile, Ala 36601. Tel. 205-438-9741. TWX 810-14, 
9237. Cables “Handt". 


MOREHEAD CITY, N. Carolina: 34.43 N. 76.42 W, 
DOCUMENTS: (See P| 


3 copies Cargo Manifest (Form 7527-A or 7527-B), the Origing 
showing all cargo on board, and 2 copies showing only cary, 
for this port. } 

2 copies Crew Manifest (curio list). 

2 copies Passenger List (Form 1418). 

2 copies Crew List (Form 1418). 

Customs Boarding Officer will also examine Ship's Register any 
Load-line Certificate. In addition, the following documents Will by 
required for formal entry to be made within 48 hrs. of arrival jo. 
abroad, or 24 hrs, from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All Foreign Clearances. ; 

U.S. Certificates of Payment of Tonnage Tax (Customs Fon 
1002). 

Certified Crew List. 

PILOTAGE: Pilots obtained from Morehead City Pilots’ Assocs. 
tion, Morehead City, North Carolina 28557. Tel. 726-6134. 

The Port Terminal at Morehead City is 3-5 miles from the s 
buoy. The port is located on the Intracoastal Waterway and is sity, 
ted 75 miles S.W. of Cape Hatteras and 14 miles W. of Cape Looky 

Pilots should be given 24 hours notice and then contacted by VH 
Channel 16 about two hours before arrival at sea buoy R “2BI", 

Pilot boat is about 40 ft. long, with white hull and superstructuy 
the hull is marked with PILOT" in black letters on both sides, 
RESTRICTIONS: The channel and basin at Morehead City a 
maintained at a controlled depth of 35 ft. - mean low water. A 4& 
channel is projected. 

The wharf is constructed of concrete and steel and has margins 
tracks and crossovers for full length. Truck ramps are located ¢ 
various points for easy roll-on/roll-off access. 

HEALTH: Radio pratique may be granted basis information » 
ceived prior to arrival of vessel, provided no communicable diseas# 
on board. Normally, vessels are boarded by Medical Officers » 
arrival unless free pratique previously given at U.S. port on th 
same voyage. If granted free pratique, vessel may enter port ani 
discharge passengers and cargo. If given provisional pratiqu 
vessel may enter port, but must take any additional measure 
specified in connection with discharging passengers and cary 
until free pratique is given. 

TUGS: Available. Service provided by Carteret Towing Co. Inc, 
Radio Island, Morehead City, North Carolina 28557. Tel. 919-7 


5440. 

BERTHING: The wharf is 5,300 ft. long. This length enables te 
port to provide berths for ten 500 ft. general cargo ships and o# 
petroleum tanker at any given time. 

Adjacent to the general cargo dock area is a 1,000 ft. deep-wale 
berth for out-loading through the bulk handling facility. 

Morehead City also provides a barge terminal with 1,200 ft. ¢ 
modern berths. This terminal was developed as a part of the bul 
handling facilities, but is also used for the loading or off-loadiy 
of a variety of cargoes. 

The bulk handling facilities of the port terminal at Morehead Ci) 
are designed to out-load bulk and aggregate cargoes at a rate? 
3,000 tons per hour. 

The out-loader is served by a 1,200 ft. gallery which feeds from! 
106,000 ton storage warehouse, and in turn is fed by a portable cor 
icy system from the barge terminal. The entire system is autom 
ted. 

Wharf: 5,300 ft. of continuous concrete wharf. 1,000 ft. deep-walt 
berth for bulk-handling facility. Additional 2,000 ft. projected. 

Barge Terminal : 1,200 ft. of dock space providing four 300 ft. 

Bulk Handling Facilities : 3,000,000 ton annual capacity bulk facill! 
for receipt, conveyance, storage and shipment of bulk cargo 
Loading capacity 3,000 tons per hour, storage capacity 106,000 tom 
CRANES: Two 115-ton capacity gantry cranes and contailé 
handling facilities. 

FUEL: Available from Blue Ridge Fuel Company, Esso Oil Compat) 
and Texaco Inc. 

CONSULS: Finnish Vice-Consul, Wilmington, N. Carolina 23 
Tel. 763-5451. 

Royal Norwegian Consulate, Wilmington, North Carolina 25H 
Tel. 763-8271. 

IDENTIFICATION CARDS: Standard U.S. Immigration Form 
195 to be made up for each crew member on arrival. Not necess®) 
for crew man already holding Form 195, issued for the same 
SERVICES: There are no shipyards in the port. Service on any kit 
of electronic equipment is not available. 

REPATRIATION: This is possible but should be avoided as thet 
is no Immigration Office. Closest airport is about one hours 
from the town. 

TIME: Eastern Standard Time, GMT minus 5 hrs. Daylight Savi 
Time, GMT minus 4 hrs. from April to October. a 
AUTHORITY: Manager, State Port Terminal, PO Drawer 
Morehead City, North Carolina 28557. Tel. 919-726-3158. Té# 
510-924-2983. 
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sYRTLE GROVE, Louisiana: 29.38 N. 89.57 W. 


West Bank of Mississippi River, about 62 miles from sea. 
pocUMENTS/PILOTAGE/HEALTH : For all general information 
ier to “New Orleans". 
TGS: Two tugs required for vessels under 25,000 dwt. Three tugs 
yessels over 25,000 dwt. : / 
THING: Mississippi River Grain Elevator Co. berths: distance 
petween DUOYS 900 ft., alongside 400 ft. dock, depth 40 ft. Loading 
30,000 to 120,000 bushels per hour. 
SH WATER: Not available. 
FUEL: Not available. 
DENSITY : Fresh Water (1000). 


WAWILIWILI, Hawaii (including Port Allen): 21.57 N. 
9.21 W. (See Plan) 


poCcUMENTS: 

4 Crew Lists. 

4 Passenger Lists. 

Customs Documents. 

Clearance, Travelling Manifest. 

Local Manifests. 

Health Documents. 

gill of Health and Vaccination Certificates. 

4 Manifests. 

{Bills of Lading. 

Ship's Papers. 

Certificate of Registration or Enrolment. 

Annual Inspection Certificate. 

Load-line Certificate. 

Derat Certificate. 

Drinking Water Certificate. 

Radio Certificate and Licence. 

4Store Lists. 

PILOTAGE: Vessel's Agent orders Pilot 48 hours in advance by 
wephone, correcting ETA as necessary with 4 hours final notice if 
ilast-eminute change occurs. Tug-boat Lihue Ill serves as pilot boat 
fr Nawiliwili and Port Allen, 64 ft. long, hull black, house white, 
wpsides orange. Radio telephone and VHF communication within 
{hour of arrival and while tug is working. 2638 and 2738 kc/s. and 
Channels 6, 12 and 16 on VHF. Pilot boards 1 mile East of Nawiliwili 
nd} mile South of Port Allen. Signals in accordance with Inter- 
tational Code. 

ANCHORAGES: Nawiliwili: between Nawiliwili Light and Carters 
Point in 5-9 fathoms. Not good in strong trade-wind weather. Fair 
widing ground. Not recommended. 

Port Allen: half mile South of Port Allen breakwater light in 5-10 
ithoms. Fair holding ground. Untenable in Kona or South-west 
storms which occur from November to March. 

RESTRICTIONS: 24 hours notice of arrival is obligatory. Nawili- 
wi:no entry at night. From October 21 to March 21 Pilot boards at 
$8). Balance of year 0600. Port Allen: no time restrictions. 

WAX. SIZE: Nawiliwili: Length 650 ft., beam 90 ft., draft 32 ft. 6 in. 

Port Allen: Length 650 ft., beam 90 ft., draft 32 ft. on north side 
nd 28 ft. on south side. Pier is 600 ft. long, so larger vessels over- 
tang. 

HEALTH: Customs and Immigration and Agriculture board at 
feck for vessels arriving from foreign ports. Serious or contagious 
fiseases should be reported by radio. No quarantine for vessels from 
thited States or Canadian ports. 

RADIO: Communicate through RCA or ITT stations in Honolulu. 
eee marine operator for radio telephone and telephone to 

uai, 

TUGS: One 1,100 horsepower tug meets vessels off port and in 
wter harbour. Both ship's lines and/or tug's line may be used. No 
targe for tug’s line. Tug has bow fender and is used for pushing. 
fas radio telephone, WP 4371 and VHF with Channel 12 usually 
sed. Extra tugs available from Honolulu. 

HERTHING : Limited to two large vessels at Nawiliwili and two at 
ot Allen, Considerable barge traffic. Prior reservations by Agent 
‘essary with District Manager. Berth conflicts usually solved in 

*onolulu by rerouting of Island ports. 

‘ARGO HANDLING FACILITIES: Nawiliwili has two sugar 
"ding gantries on Pier 2; no equipment or storage to handle grain, 
"coal, sulphur. Fertiliser is discharged by self-unloading barge, 
Sdthe bulk hauled away via truck. There is a container yard but no 
‘lities to off-load containers. Weekly service is by a self-unloader. 

\-on/roll-off cargo is moved on ramps furnished by barges. LPG 
8 etroleum product lines are privately owned. 

STEVEDORES: All stevedoring by McCabe Hamilton and Renny 
a Ud., with headquarters in Honolulu and branches in outports. 

hours Notice by Agent for labour and equipment. Inward cargo is 

ners, general, bulk fertiliser, petroleum products, and building 

“dconstruction materials. Outward is raw sugar, canned pineapple, 
Feral and molasses. Foreign vessels are subject to heavy fines 

Carrying stevedore gear inter-island without Customs clearance. 

b Weal: Two hospitals on Kauai with two doctors under contract 

sca States Public Health Service. Standard international 
‘ulations and vaccination required. Advance notice by Agent 
lable but not necessary. 
NKERS: All piers have pipe-line connections for incoming 
0 and outgoing molasses. Fuel oil 10 in., molasses 10 in., water 

Me 'N., gasoline, kerosene and diesel 8 in. These are the main lines 
ee wharves. Hose connections to ships vary with the type of 
Ps and hose so size of fittings should be checked with Agent. No 

discharge facilities available. Four tanker berths available. 


U.S.A. 


DENSITY: Varies from full salt to brackish in periods of heavy 
rainfall with freshets in the streams. No specifics available. 
FRESH WATER: Available from 2 in. dock hydrants via ship's 
hose. About 100 gallons per minute. 

FUEL: Bunker C not available for large vessels. Diesel fuel available 
via tank truck with 6 hours notice. Weekend and holidays order 
previous day. 

DEVELOPMENTS: Turning basin may be enlarged to handle liners 
and large bulkers. Project depth 35 ft. 

GANGWAY/DECK WATCHMAN: Tankers discharging gasoline 
required to have uniformed dock watchman. Usually off duty police- 
man. All ships provide own gangway and deck watch. 
OPENING/CLOSING HATCHES: Normally done by stevedores. 
A few foreign ships prefer doing it with own crew. 

CUSTOMS ALLOWANCES: 200 cigarettes, 50 cigars per man, 
and one bottle, U.S. quart, wine or spirits. 

IDENTITY CARDS: Desirable but not required by law. 
CONSULS: All in Honolulu. 

REPAIRS: Light machine shop, welding and burning and pipe 
work available. Plantations may do some heavy repairs if part can be 
sent to their shop. Their engineers are helpful in emergencies. Heavy 
or technical repairs must be done in Honolulu. 
REPATRIATION: Agent can arrange by air via Honolulu. Immi- 
gration clearance necessary. 

AIRPORT: Lihue is 3 miles from Nawiliwili and 20 miles from Port 
Allen; served by inter-island regular carriers. Numerous lines, and 
charter flights available. 

TIME: GMT minus 10 hours, all year round. 

HOLIDAYS: National: New Year's Day (Jan. 1); President's Day 
(Feb. 22nd); Memorial Day (May 30th); July 4th; Labor Day (first 
Monday in September); Election Day (first Tuesday in November); 
Veterans’ Day (Nov. 11th); Thanksgiving Day and Christmas Day 
(December 25th). Cargo can be worked but at penalty rates. 
POLICE/AMBULANCE/FIRE: Nawiliwili: Police 245-6721; Ambu- 
lance 2721; Fire 245-2222. Port Allen: Police 382-311; Ambulance 
338-8311; Fire 335-5444, or call ‘‘O" for operator. 

TELEPHONES: Arrangements by Agent. 

SHORE LEAVE: Permitted after immigration check. Iron Curtain 
or Communist visitors may be restricted. 

AUTHORITY: Department of Transportation, Harbors Division, 
administered by the District Manager. Honolulu Pilots. 


NEW BEDFORD, Massachusetts: 41.38 N. 70.55 W. 


DOCUMENTS: See “Boston”. 

PILOTAGE: 3 Massachusetts State pilots available, ordered 
through Agent. VHF monitored Channel 16. Pilot on station only 
after 12 hours notice. Small pilot vessel with basic communication 
equipment. Pilots board all vessels at Buzzards Bay Buoy at the 
entrance to New Bedford outer harbour situated at long. 70° 50’ 7” 
W. and lat. 41° 30’ 42” N. 

ANCHORAGE: It is recommended that vessels delayed due to 
weather, etc., anchor + mile South of Buzzard's Bay Bell Buoy. 
RESTRICTIONS: A modern harbour approach begins at Buz- 
zard's Bay Buoy and runs a straight course of 74 miles direct to the 
pier facilities. The channel is 350 ft. wide and has a depth of 30 ft. 
MLW. The channel leads into a moderate size (1,000 yd.) turning 
basin. 

MAX. SIZE: 700 ft. length. Vessels over 30 ft. draft restricted by 
tides. 

HEALTH: Radio Pratique and doctor arranged through Agent. 
RADIO: RCA Chatham Radio, New Bedford Marine Operator for 
VHF, and Boston Marine Operator for ship to shore frequencies. 
TUGS: Tugs join vessel in inner harbour. Tug lines used. Two 
tugs available. Tugs are not normally used at the State Pier in dock- 
ing and undocking of deep-water vessels. The large turning harbour 
basin, the wind-sheltered position of the pier and lack of tidal 
current minimise use of tugs. In extreme weather conditions tugs 
are used, 

BERTHING: At State Pier, berthing space for three ships: 

bite side 600 ft. length, South side 775 ft. length, East side 450 ft. 
ength. 

Depth of water at all berths is 30 ft. MLW. 

Maritime Terminal, depth 27 ft. 

BRIDGES: Passage to upper reaches of harbour to Maritime Ter- 
minal requires navigation through the New Bedford and Fairhaven 
bridge only in daylight for larger vessels over 250 ft. length, 
STEVEDORES: 24 hour notice required for New Bedford Steve- 
doring Corporation to prepare gear. 25 tons discharged or loaded per 
hour as average production per gang. Nearly all cargoes handled. 
MEDICAL: 24 hours notice required. Excellent hospital facilities 
available. 

TANKERS: Hurricane dike barrier gate 150 ft. wide with depth of 
30 ft. MLW. 

DENSITY: Static, since tidal variations light. Density same as 
ocean water. 

FRESH WATER: Fresh water available. 

FUEL: All types available, to be ordered in advance. 
GANGWAY/DECK WATCHMEN: Watchmen available. Non 
police or police. 

OPENING/CLOSING HATCHES: Depends on negotiated con- 
tract and cargo handled. 

CUSTOMS ALLOWANCES: Designated by U.S. Customs with 
regard to particular circumstances. 

CONSULS: Most Consuls available in Boston, 50 miles or 1 hour 
away. 
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REPAIRS: All types of minor ship repairs available. 

REPATRIATION: Agent can handle formalities. 

AIRPORT: Three airports within one hour drive. All international 

services. 

TIME: Shift from Standard to Eastern Daylight Saving Time. Local 

time GMT minus 6 hours. 

HOLIDAYS: New Year's Day (January 1st); Washington's Birthday 

(February 22nd); Patriots’ Day (April 19th); Memorial Day (May 30th) ; 

Independence Day (July 4th); Labor Day (first Monday in Septem- 

ber); Columbus Day (October 12th); Veterans’ Day (November 11th); 

Thanksgiving Day (last Thursday in November); Christmas Day 

(December 25th). 

TELEPHONES: No telephones on board, but exist adjacent to 
ier. 

SERVICES: All services can be obtained if required. 

SHORE LEAVE: If U.S. Immigration has cleared crew member, 

he is allowed ashore. 

AUTHORITY: Harbor Development Commission. 


AGENT: New Bedford Stevedoring Corporation, PO Box A. 2090, 
10 William Street, New Bedford, Massachusetts 02740. Tel. 617- 
9934522 (24 hours), 617-9979893 (home), 617-44264. Cable address: 
“NEBCO", New Bedford, Mass. U.S.A. 


NEW HAVEN, Connecticut: 41.14 N. 72.55 W. 


DOCUMENTS: Refer to “New York". 

PILOTAGE: Compulsory. State Pilots are available on a 24-hour 
basis and are usually arranged through the ship's Agent or directly 
by shipping companies. Pilot will board vessel in vicinity of New 
Haven Sea Buoy, marked "'N.H.” — short and long flash; black and 
white vertical stripes. Boarding will be from a 34-ft. steel launch 
named New Haven Pilot - black hull with ‘Pilot’ marked on both 
sides in white letters, or from a tug-boat. Cortact can be made via 
VHF telephone, Channel 13 156-65 mHz, Channel 16 156-80 mHz, or 
Channel 24 157-20 mHz. 

Vessels can proceed to and from berths in New Haven Harbour 
at any hour, day or night, weather, tide and draft permitting. 
RESTRICTIONS: Vessels can proceed to and from berths in 
New Haven Harbour at any hour during the day or night, weather 
and tide permitting. Entrance channel dredged to 34 ft. MLW. 
MAX. SIZE: Draft up to 35 ft. subject weather and tides. 
HEALTH: Radio pratique may be granted basis information recei- 
ved prior arrival of vessel, provided no communicable diseases on 
board. Normally vessel boarded by Medical Officers on arrival unless 
free pratique previously given at U.S. port in same voyage. If granted 
free pratique, vessel may enter port and discharge passengers and 
cargo. If given provisional pratique, vessel may enter port, but must 
take any additional measures specified in connection with dis- 
charging passengers and cargo, until free pratique is given. Quaran- 
tine inspection is carried out at the dock. 

RADIO: Vessels arriving from North use Chatham Radio. Vessels 
from South use Amagansett Radio on Long Island. 

TUGS: Assistance is available. 

TANKERS: Atlantic Refining Company: is on the Eastern side of 
New Haven Harbour about 0:3 mile South of Tomlinson Bridge. 

Humble Oil & Refining Company is on the eastern side of New 
Haven Harbour about 0°6 mile South of Tomlinson Bridge. 

T.A.D. Jones Coal Company is on the Eastern side of New Haven 
Harbour about 0:2 miles South of Tomlinson Bridge. Only used for 
loading oil barges. 

Texas Company uses the North side of the New Haven Terminal 
Pier located on the Eastern side of the New Haven Harbour about 
0-4 miles South of Tomlinson Bridge. 

Wyatt Coa/ Sales Company Inc. is on the North-West side of New 
Haven Harbour about 0-2 miles South of Tomlinson Bridge. 

Gulf Oil Corp.: (Eastern side New Haven Harbour) 0-1 miles South 
of Tomlinson Bridge. 

BALLAST: There are no slop lines available. 

FUEL: Available from oil terminals or delivered by barge. 
FRESH WATER: Available at all terminals. 

MEDICAL: All facilities available. 

CUSTOMS ALLOWANCES: At the discretion of Customs Offi- 
cers. Normal allowance is 200 cigarettes or 2 |b. of tobacco and one 
quart wine/spirits per man. Additional allowances may be given if 
considered necessary, due length of vessel's stay in port. 
AIRPORT: New Haven Airport 1 mile distant. New York Inter- 
national Airport 70 miles distant. 

CONSULS: All countries represented in New York. 
HOLIDAYS: New Year's Day (1st January); Washington's Birthday 
(22nd February); Memorial Day (30th May); Independence Day 
(4th July); Labor Day (first Monday in September); Columbus Day 
(12th October); Veteran's Day (11th November); Thanksgiving 
(fourth Thursday in November); Christmas Day (25th December). 
TIME: Eastern Standard Time, GMT minus 5 hours. Daylight Saving 
Time, GMT minus 4 hours from April to October. 

AUTHORITY : State of Connecticut, Department of Transportation, 
Bureau of Waterways, State Pier, New London, Connecticut 06320. 


NEW LONDON: Connecticut: 41.21 N. 72.06 W. 


DOCUMENTS: Refer to ‘New York". 

PILOTAGE: Vessel usually notifies Agent 48 hours before arrival, 
who will arrange Pilot boarding. Pilot boards at Sarah's Ledge, 
which is close to anchorage at harbour entrance. 

ANCHORAGE: In Thames River, and in Long Island Sound, 
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approx. 2 miles West South-west of New London Ledge Ug 
bounded by lines connecting points which are following bearing 
and distances from New London Ledge Light: 246°, 2-6 miles; 9p 
2-1 miles; 233°, 2:1 miles; and 235°, 2:6 miles. _ 
RESTRICTIONS: Pilots recommend daylight docking but 
dock at night if necessary. Entrance channel 33 ft. deep. 
MAX. SIZE: Dry cargo vessels and tankers 700 ft. long are ys 
the harbour. Facilities for larger vessels will be available when pe, 
posed dredging to 36 ft. is completed around June 30th 1975, 
HEALTH: Quarantine inspections are made either at Pier » 
quarantine anchorage opposite White Rock, usually uring dy 
light hours. Off-hour inspections can be arranged with Medic 
Officer in Charge. Radio Pratique available. 

RADIO: Vessels arriving from North use Chatham Radio on 
Cod. Vessels from South use Amagansett Radio on Long Islay 
However, either one may serve the purpose. 

TUGS: Usually join vessel at Ledge light if a dry cargo vessel,» 
off Sarah's Ledge if a tanker. Tugs use ship's lines; if tug's jing 
are used this is part of charge. 

BERTHING: Advance ETA must be made for berthing, andj, 
suggested to dock during daylight hours when possible, 

State Pier No. 1: depth, 28 to 36 ft. MLW. 

Dow Chemical Co. Wharf: depth, 22 ft. MLW. 

City Wharf Ferry Terminal: depth, 22 ft. MLW. 

BRIDGES: There are no bridges across Main Ship Channel, Hoy. 
ever, at New London, at the head of the Main Harbour, the Thany 
River is crossed by one drawbridge and a twin fixed bridge: 
New York, New Haven and Hartford Railroad bascule bridge with, 
horizontal clearance of 151-5 ft. and a vertical clearance of 309 {ty 
high water and a fixed highway bridge with a horizontal clearances 
200 ft. and a vertical clearance of 135 ft. at high water. 
STEVEDORES: ETA of 72, 48 and 24 hours is required, as gany 
must be requested by 1500 hours on weekdays. Average dischary 
about 20 tons per gang per hour. 

TANKERS: Discharge at Hess Oil Co. berth, 12 in. and 10in. ling 

Hess Oil Dock: depth alongside 36 ft. 

Texaco Wharf: depth alongside 18 ft. 

Pfizer Wharf: depth alongside 18 ft. 

MEDICAL: All facilities available. 

FRESH WATER: Available at pier side through 24-in. and i}: 
hoses. 

FUEL: Available at tanker berths or by barge. 

eS ee WATCHMEN: Not required and not recon 
mended. 

OPENING/CLOSING HATCHES: Performed by stevedores. 
IDENTIFICATION CARDS: Not required. 

CONSULS: Nearest at New York. 

REPAIRS: Three waterfront marine repair plants are equipped 
repair vessels at the port. The Nelseco Navigation Co, and Thama 
Shipyard Inc. each owns and operates a plant at New London ont 
right bank of the Thames River; the General Dynamics Cop, 
Electric Boat Division owns and operates a shipyard and mate 
repair plant at Groton on the left bank of the river. 

DRY DOCKS: One floating dry dock, one graving dock and tht 
marine railways are available to the public at two of the may 
repair plants. 

One floating dry dock, steel construction, with a lifting capacity® 
6,500 tons, located on the West side of the pier E, has an ove 
length of 448 ft. length of 435 ft. 6 in. on the keel blocks, overall wi? 
of 97 ft. inside clear width of 70 ft. and depth of 26 ft. of water overt® 
keel block when submerged. 

One graving dock, located South of Piers A, B, C, and E, has eng? 
of 515 ft., width of 70 ft., and 354 ft. depth of water over the sill 
344 ft. over the keel blocks at MHW. 

REPATRIATION: Facilities exist. 

AIRPORT: Nearest airport is Trumbull Airport, situated abou! 
miles East of Groton, Connecticut. There are scheduled commettt 
airlines serving this field. Allegheny Airlines and Pilgrim Airin® 
run frequent connecting flights to Bradley and Kennedy Internati 
al Airports. j 
TIME: Eastern Standard Time, GMT minus 5 hours. Daylight Sam 
Time, GMT minus 4 hours, from April to October. ¢ 
HOLIDAYS: New Year's Day (1st January); Lincoln's Birthde 
(12th February); Washington's Birthday (22nd February); Gost 
Friday; Memorial Day (30th May); Independence Day (4th July: 
Labour Day; Columbus Day (12th October); Veteran's Day; Thani 
giving Day; Christmas Day (25th December). Cargo work can 
arranged on holidays. 
POLICE/AMBULANCE/FIRE: Ambulane 
443-4388; Fire, 443-4381. 

TELEPHONES: Available if required. 

SHORE LEAVE: Allowed. 

DELAYS: Availability of berthing might cause some delay. 
AUTHORITY: State of Connecticut, Dept. of Transport 
Bureau of Waterways, State Pier, New London, Connecticut 06 
Tel. area code 203 443-4338. 


NEW ORLEANS, Louisiana: 29.56 N. 90.04 W. et 


Police, 443-4315; 
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DOCUMENTS: } 
3 copies Cargo Manifest (Forms 7527-A or 7527-B), the os 
showing all cargo on board, and 2 copies showing only 
for this port. 
2 copies Crew Manifest (curio list). 
2 copies Stores List. 
2 copies Passenger List (Form |-418). 
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copies Crew List (Form |-418). 
ms boarding officer will also examine Ship's Register and 
iad Line Certificate. In addition, the following documents will be 
red for formal entry to be made within 48 hours of arrival from 
goad, of 24 hours from arrival from a United States Port: 
h Pratique. 
yaster's Oath (Customs Form 3255). 
ai foreign clearances. 
ys. Certificates of payment of Tonnage Tax (Customs Form 


1022). : 
certified Crew List. 
Tre Bureau of Customs at New Orleans, Louisiana, will not, 
less of the circumstances, accept Customs Entry Papers from 
gssels unless they are on the proper U.S. Custom Forms and 
yoperly prepared. ; 

Specially referred to are Customs Forms 1303 (Ship's Stores 
pelaration), 1304 (Crew Effects Declaration) and 7527 (Inward 
foreign Manifest). 

5. Customs at New Orleans require that the 1303 be completed, 
as is all stores (deck, engine, etc.) be listed on the form; it must 
wo include fire-arms and medicines. They will not accept “as per 

ched list". 

a 1304, Crew Effects List, must likewise be properly completed. 
tieflects and curios will have to be listed on the form. The term 
souvenirs" is not sufficient and may not be used. All values have 
» be listed. Attachments to the 1304 are not permitted. (This does 
stapply to American Flag vessels using the form | 418 Crew List 
vith Crew Declaration numbers listed for their souvenir list.) 

The Inward Foreign Manifest must be customs forms 7527-A, 
wy-B, or a manifest form approved by the Bureau of Customs, 
fashington D.C. Should the latter be used it must have the Bureau's 
yproval number printed on the form. 

AILOTAGE: Advise Agents ETA at sea buoy 48 hours in advance. 
dgent will arrange for Pilot. Pilot boat 46 ft. long, red hull, white 
atin, fying blue and white pilot flag. Pilot boards at sea buoy, 
quires pilot ladder 6 ft. above water level. Pilot boats can be 
wntacted by VHF, Channel 9 when 30 to 40 miles off, or ship-to-ship 
thannel 2738. Bar Pilot is exchanged for river Pilot at Pilot town, 
trad of Passes. 

ANCHORAGE: Safe anchorage within 2 miles South pass or South 
West pass entrance. At the Point, below New Orleans, vessels may 
nehor without tug assistance. 

RESTRICTIONS: Draft governed by South West pass, project 
épth 40 ft. Entrance day and night. New Orleans is 115 miles up- 


fiver, 
HEALTH: See ‘Health Regulations” before first U.S.A. port 
Albany). 
UGS: Available, and join vessel off berth if required. One tug 
‘mally used for berthing/unberthing at New Orleans. 
§RIDGES: Two bridges cross river at New Orleans, one at Baton 
touge and one at Donaldsonville. Sufficient clearance at all times. 
SERTHING: Public Grain Elevator. No. 2 berth, 670 ft. long, 40 ft. 
ri soi berth, 650 ft. long, 40 ft. depth; No. 4 berth, 635 ft. long, 
epth. 
loading Rates 20,000 bushels per hour per belt, in berths 2 and 3; 
910 40,000 bushels per hour per belt, in berth 4. Each berth has 2 
tading belts. 
Dockside Commodity Terminals: berth 1,200 ft. long, 38 ft. depth, 
wading/discharge rates about 200 tons per hour. Bulk handling 
tclity: No. 1 berth, 600 ft. long, 36 ft. depth; No. 2 berth, 600 ft. long, 
Si. depth; No. 3 berth, 600 ft. long, 42 ft. depth. Loading/discharge 
tes about 600 tons per hour. 
Southern Scrap Material Co: Berth 550 ft. long, 32 ft. depth. Load- 
9.200 tons per hour with cranes. 
Chalmette: Humble Oil Terminal: tanker berth 30 ft. depth; Ten- 
#0 Oil Terminal: tanker berth 35 ft. depth. 
'¥minals on West Bank of Mississippi: 
Amesville: Texaco tanker loading berth, 34 ft. alongside. Two 
hy hoses loading up to 12,000 barrels per hour. No ballast facili- 
‘Avondale: American Liberty Tank Terminals berth, 60 ft. along- 
ie, Four 6-in. hoses loading up to 18,000 barrels per hour. No 
‘last facilities. International Tank Terminals berth, 45 ft. along- 
%%, 12-in, hoses loading 150 tons per hour. 
Gretna: Publicker Chemical Corp: berth 30 ft. alongside. Southern 
fic Company: berth 600 ft. long, 35 ft. depth; dry cargo discharg- 
“only. Industrial Molasses Corp: berth 27 ft. depth; 2-10-in. pipe- 
"8, loading 200 tons per hour. 
Marrero: Hess Terminal Corp: tanker berth 38 ft. depth; 6-12-in. 
oe loading 500 tons per hour. Texaco: tanker berth 35 ft. depth; 
in. lines loading 250 tons per hour. No ballast facilities. 
,St. Rose: Cities Service: tanker berth 35 ft. depth; International 
‘tk Terminals: berth 35 ft. depth; no fresh water available. 
Sstwego : Continental Grain Elevator: berth 600 ft. long, 40ft. 
“sth; loading 1,000 tons per hour, 2 loading belts. Louisiana Dock: 
alongside, bulk oil products loaded 200 tons per hour. Pacific 
tone’ Co: berth 35 ft. alongside. 
UNTAINER HANDLING FACILITIES: Handled at most docks. 
bad eainer facilities at Morrison Yard wharf, length 430 ft. France 
“ett No. 1 with 830 ft. leased to Sealand. Berth No. 5 of same 
ma will be in public use January 1974, length 700 ft. Napoleon 
Teve wharf 1,520 ft. Nashville/Henry Clay wharf 2,820 ft. 
wor ORES: Working hours 0800-1200 and 1300-1700, Mon- 
ay. 
WocaL: All facilities available. 
TY: Fresh water (1000). 
H WATER: Available ex-wharf. 
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FUEL: Only available by barge. Oil companies can supply Bunker 
“C" ex-terminals at Amesville and Marrero. 

GANGWAY/DECK WATCHMEN: Recommended if any crew 
detained by Immigration. 

DEVELOPMENTS: A second container berth under construction 
at France Road Container Terminal. Wharf will be 700 ft. long with 
crane capacity 40 tons. 

CUSTOMS ALLOWANCES: At the discretion of Customs offi- 
cers. Normal allowance is 200 cigarettes or 2 |b. tobacco and one 
quart wine or spirits per man. Additional allowances may be given if 
considered necessary, due to length of vessel's stay in port. 
IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
1-95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form I-95, issued for the same vessel. 
a a New Orleans International Airport, served by most 
airlines. 

TIME: Central Standard Time. Daylight Saving Time from May to 
October. 

HOLIDAYS: New Year's Day (1st January); Martin L. King's Birth- 
day (15th January); Good Friday; Memorial Day (30th May); Inde- 
pendence Day (4th duly); First Monday in September (Labor Day); 
Veteran's Day (Last Monday in October); Fourth Thursday in 
November (Thanksgiving); Christmas Day (25th December). No work 
on New Year's Day, Independence Day, Labor Day and Christmas 


Day. 

SHORE LEAVE: Allowed for any crew member not detained by 
Immigration. 

DEVELOPMENTS: A three-berth general cargo complex, to be 
built on part of the old Illinois Central-Gulf's Stuyvesant Docks site, 
beginning at Louisiana Avenue and extending several blocks 
upstream. 

A third full-container berth and marshalling area at the France 
Road Container Terminal on the Industrial Canal. 

A new roll-on/roll-off cargo-handling facility on the Industrial 
Canal adjacent to the Florida Avenue wharf, and new ship-repair 
facilities at the Alabo Street wharf on the Mississippi below the 
Industrial Canal. 

The roll-on/roll-off facility is expected to be completed late 1974 
and the other facilities during the next three years. 

AUTHORITY: Port of New Orleans, Board of Commissioners, 2 
Canal Street, New Orleans La. 70130. Tel. 504-522-2551. Telex 58- 
7496. 


AGENT: Hansen & Tidemann, Inc. 310, Sanlin Building, 442 Canal 
Street, New Orleans, La 70130. Tel. 810-J A-2-6753/59. TWX 810— 
951-6127. Cables ‘‘Handt”. 


NEW YORK, New York and New Jersey: 40.43 N. 
74.00 W.(See Plan) 


DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
showing all cargo on board, and 2 copies showing only cargo 
for this port. 

2 copies Crew Manifest (Curio List). 

2 copies Stores List. 

2 copies Passenger List (Form I-418). 

2 copies Crew List (Form I-418). 

Customs boarding officer will also examine Ship's Register and 

Load Line Certificate. 

In addition the following documents will be required for formal 
entry, to be made within 48 hours of arrival from abroad: 

Health Pratique. 

Master’s Oath (Customs form 3255). 

All Foreign Clearances. 

U.S. Certificates of payment of Tonnage Tax (Customs Form 

1002). 

Certified Crew List. 

PILOTAGE: Compulsory for foreign flag ships, and U.S. ships 
bound to and from foreign ports. 

24 hours notice of ETA required. Pilot boat should be contacted on 
VHF Channel 16, or ship-to-ship Channel 2638 or 2738. Vessels 
requiring Pilot should hoist signal letter “G" in daytime. In foggy 
weather the letter “X"’ should be sounded on the whistle. 

Pilot boat is generally found about 14 miles West of Ambrose 
Light Tower. In bad weather pilot tries to stay to windward of normal 
pilot station. 

In poor visibility an inbound ship should make Ambrose Tower 

and then proceed at slow speed to the Ambrose Channel sea buoy 
while blowing the letter “X” on her whistle. If no Pilot is obtained by 
the time she is in the vicinity of the sea buoy she should then anchor 
about a $ mile to a mile North of the line from Ambrose Tower to the 
sea buoy and await Pilot. 
RESTRICTIONS: Ambrose Channel, 10 miles long, maintained 
to a width of 2,000 ft. and a depth of 45 ft. MLW. The Northern ap- 
proach to the harbour is through Long Island Sound into the East 
River. Main channels in the port are maintained to a depth of 45 ft. 
MLW 


MAX. SIZE: Restricted only by berth depth and location. 
ANCHORAGES: For ships entering from Sandy Hook there are 
anchorages in lower New York Bay, Gravesend Bay, Raritan Bay, and 
Arthur Kill off Perth Amboy. In the Upper Bay, anchorages available 
off Bay Ridge for 30 days, off Jersey City for 72 hours, and off Staple- 
ton for 48 hours. For vessels entering via Long Island Sound there are 
anchorages in the Western end of the Sound and in the East River. 
PRATIQUE: Medical officers board vessels if necessary in the 
Narrows from the quarantine station at Rosebank, Staten Island. 
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Derat. Certificate or exemption required. Master will be required 
to submit U.S. Dept. of Agriculture AlQ Form 43. 

Requests for radio pratique will be received through the vessel's 
Agent at all ports staffed by full-time quarantine personnel. 

Vessels arriving from foreign non-quarantine exempt areas will 
receive radio free or radio provisional pratique if certain well-defined 
quarantine criteria are met. In the case of free radio pratique a vessel 
may proceed to dockside, without boarding by a quarantine officer. 
In the case of radio provisional pratique the vessel may proceed to 
dock for partial or complete inspection by quarantine personnel, 
depending upon the evaluation of information contained in the radio 
pratique request. 

Maritime Quarantine Declaration Form (HSM 13.19 NCDC 7-69) 
should be completed prior to each vessel's arrival at a U.S. port. 
Instructions for use of the Maritime Quarantine Declaration are 
included on the reverse side of the form. Supplies of the Maritime 
Quarantine Declaration may be obtained from U.S. Quarantine 
Stations, Shipping Agents and Operators and American Consulates 
abroad. 

VHF: All vessels over 100 tons gross are required to keep con- 
tinuous watch on VHF Channel 13 when in areas where U.S. Inland 
Water Regulations apply. 

ANCHORS: Vessels entering New York harbour are required to 
have two working anchors, by U.S.C.G. regulations. 

TUGS: Over 50 private towing and transportation companies regis- 
tered in the port. 

BERTHING: 

Staten Island - 15 piers handling general cargo. Gypsum Term- 
inal, 25 ft. alongside. 

Brooklyn and East River - over 50 piers handling general, bulk, and 
container cargo, including Brooklyn Marine Terminal (25 berths 
average 30 ft. depth); Erie Basin Marine Terminal (5 piers); Grain 
Terminal (2 piers bulk grain and lumber, 30 ft. depth). 

Hudson River - Edgewater: Sea Train Terminal (26 ft. depth); 
Weehawken: United Fruit Co. Terminal (27 ft. depth); Jersey City (3 
piers, general cargo, 32 to 35 ft. depth); Hoboken Marine Terminal 
(3 piers, general cargo); Transatlantic Terminal (Passengers and 
general cargo); Chelsea (26 piers, general cargo). 

Newark N.J. —- Port Newark (31 berths for general cargo, average 
depth 30 ft.); United Vintners Wine terminal (32 ft. depth). 

Elizabeth N.J. — Elizabeth Marine terminal (22 berths, mainly con- 
ainer services). Channel depth 35 ft. 

Arthur Kill - Chemical and bulk handling facilities up to 32 ft. depth. 
CRANES: Mobile floating cranes with capacity up to 500 tons 
available. 

STEVEDORES: Forty stevedoring firms are active in the port, 
many of whom are also terminal operators. Normal working hours 
0800-1700. For bulk cargoes work usually continues through 24 
hours. 

TANKERS: Brooklyn: Paragon Oil Terminal, 2 berths, depth 37 ft.; 
Patchoque Oil Terminal, 2 berths, depth 29 ft. and 35 ft.; Whale Oil 
Terminal, 1 berth, depth 36 ft. 

Hudson River: Tappan Oil Co., 1 berth, 35 ft. 

Bayonne, N.J.: Public Oil Terminal, 3 berths, 32 ft. depth; Humble 
Oil Terminal, Constable Hook, up to 38 ft. depth; Ross Oil Co., 
3 tanker berths up to 38 ft. depth; Texas Oil Co., 4 tankers berths, 
up to 32 ft. depth; Texaco, 4 berths up to 32 ft. depth. 

Kill Van Kull: Lehigh Tanker Terminal, chemicals, 35 ft. depth; 
Humble Oil Co., 3 tanker berths, up to 38 ft. depth; Texas Oil Co., 
wi tpl berths up to 32 ft. depth; Ross Oil Co., 1 berth up to 32 ft. 

epth. 

Newark N.J.: Four berths, 31 and 32 ft. depth. 

Elizabeth N.J.: Chevron Oil Company, 1 tanker berth, 26 ft. depth; 
Crown Central, 1 tanker berth, 30 ft. depth. 

Arthur Kill; Perth Amboy: Chevron Oil Co. (tanker berth, 26 ft. 
depth); Hess Oil Co. (tanker berth 30 ft. depth); Cities Service (tanker 
berth, 34 ft. depth). Sewaren, Royal Petroleum Co. (tanker berth, 
32 ft. depth); Public Service Co. (tanker berth, 35 ft. depth); Shell 
Oil Co. (tanker berth, 35 ft. depth). Port Socony, Mobil Oil Co. 
(2 tanker berths, 27 and 30 ft. depths). Carteret, American Oil Co. 
(tanker berth M, 25 ft. depth); General American (2 tanker berths, 
25 and 35 ft. depths). Linden, Cities Service (tanker berth, 32 ft. 
depth); Humble Oil Co. (tanker berth, 35 ft. depth); Sinclair Oil Co. 
(tanker berth 31 ft. depth). Gulfport, Gulf Oi! Co. (tanker berth, 
32 ft. depth). 

CONTAINERS: Newark and Elizabeth, N.J. - Port Newark and 
Elizabeth Port Authority Marine Terminal (on the Western shore of 
Newark Bay) -— most intensely developed container terminal area in 
the world, with 7 miles of berthing space, over 1,300 acres for con- 
tainer operations, 19 container cranes with 50-ton capacity. Other 
terminal facilities at Port Newark. A 10-acre railroad container 
transfer and storage yard serves both terminals. 

DEVELOPMENTS: The Passenger Ship Terminal on the Hudson 
River under development involves reconstruction of Piers 88, 90 and 
92 between 48th and 52nd Streets to provide six ship berths with the 
most modern passenger facilities. In addition, Pier 40 at Houston 
Street will be improved as a companion three-berth facility, thus 
providing a total of nine steamship berths to accommodate trans- 
atlantic and cruise liners. To be completed 1974. 

During construction of the Passenger Ship Terminal, temporary 
passenger ship facilities will be provided at Piers 88, 86, and 97, as 
well as at Pier 40. 

FRESH WATER: Available at most piers in the port district at a 
nominal rate. Water barge available to serve vessels at anchor in 
emergency but this is expensive. 

FUEL: All grades of fuel readily available. Except for tankers load- 
ing or discharging, bunkers are normally delivered by barge. It may 
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be economical to shift vessel to refuelling berth. 
GANGWAY/DECK WATCHMEN: Available and recom 

if any crew detained by Immigration. 

CUSTOMS ALLOWANCES: 200 cigarettes or 2 Ib. tobacco, 
quart wine/spirits per man. 

IDENTIFICATION CARDS: Standard U.S. Immigration 
1-95 to be made up for each crew member on arrival. 
CONSULS: : 


Australia tel. Circle 5-400 

Belgium » Judson 6-5110 

Brazil » Plaza 7-3080 ; 
Canada , Judson 6-2400 
Chile » 682-9120 

Denmark », 679-5101 
Finland » 832-6550 
France » Lehigh 5-0100 

Germany » Murray Hill 8-3523 | 
Great Britain ,, Plaza 2-8400 
Greece » Yukon 8-5500 ; 
India » Trafalgar 9-7800 | 
Italy » Regent 7-9100 

Japan » Yukon 6-1600 

Liberia » Mu. 7-1025 
Netherlands » 246-1429 ; 
Norway 1» Wh, 4-6920 

Panama » Circle 6-3773 
Portugal » Circle 6-4580 
South Africa » Templeton 8-1700 ; 
Spain » Eldorado 54080 
Sweden » 751-5900 

Venezuela » Plaza 7-7750 


And many others. 

REPAIRS: All facilites available for any size vessels. ; 
DRY DOCKS: Four docks with lifting capacities up to 25,00 im 
(Bethlehem). 

TIME: Eastern Standard Time, GMT minus 5 hours. Daylight Sam. 
Time, GMT minus 4 hours from April to October. 
AIRPORT: Kennedy International Airport; Newark, New Jew 
Airport. ; 
HOLIDAYS: New Year's Day; (ist January); Lincoln's Birth 
(12th February); Washington's Birthday (22nd February); Gu 
Friday; Memorial Day (30th May); Independence Day (4th dw 
Labor Day (first Monday in September); Columbus Day (it 
October); Armistice Day (11th November); Thanksgiving (tow 
Thursday in November); Christmas Day (25th December). Now! 
on New Year's Day, Independence Day, Labor Day and Chrisie 


Day. : 
SHORE LEAVE: Allowed except for crew members detained) 
immigration. D 

AUTHORITY: Port Authority of New York and New Jersey, 0» 
World Trade Centre, New York, N.Y. 10048. Tel. 446-7000. 
AGENT: Hansen & Tidemann, Inc. Suite 1623, 1 World Tm 


Centre. New York, N.Y. 10048. Tel. 212-432-1910. TWX 710-581 
Telex RCA 232443 ITT 421274. Cables “Handt"’. 


NIKISKI, Alaska: 60.41 N. 151.24 W. 


Located on West side of Kenai Peninsula between Homer and 
chorage. Pan and brash ice in Inlet from November to March. Net 
freezes solid. Open all year. 


APPROACHES: Via Cook Inlet. 

DOCUMENTS: See “Anchorage, Alaska". 

TUGS: From Anchorage. 

PILOTAGE: Pilot pick-up point 1 mile South of Homer Spitligtt 
MAX. SIZE: Harbour depth excess 40 ft. Max. size 80,000 dwt. Ti 
diurnal range 28 ft. Also see “Berthing". 
ANCHORAGE: Good anchorage. 
CUSTOMS: Quarantine, local. Immigration and Customs i 
Anchorage, Alaska. 4 
BERTHING: 1. Port Nikiski Dock: three sided, 550 ft. long, 2° 
on each side, 1,000 ft. wide, 12 feet at MLLW. 400 ft. by 75 ft. cove 
storage. 

2. Three finger piers for tankers and bulk carriers. All exceed Ht 
depth. 

All three berths are dolphin berths ideal for rapid bulk loads 
Main products, (a) Collier Chemical Dock: bulk area and ammoe 
gas. (b) Phillips Petroleum Dock: petroleum products and lige 
natural gas. (c) Kenai Pipe-line Dock: refined and crude petrolew 
products. 

STEVEDORES: Two gangs. 

REPAIRS: Some at Kenai. 

WATER: Limited. 

FUEL: Not available. 

MEDICAL: Health Centre, 3 doctors, 3 dentists. y 
TRANSPORTATION: Highway to Anchorage and Home. 
transport available. 


OAKLAND, California: 37.50 N. 122.18 W. (See Plat 


Also See ‘‘San Francisco" for Documents, Pilotage, etc. 
BERTHING: Grove Street Termina/: Operator: Howard Term 
Co., PO Box 24454, Oakland, Ca 94623. Tel. 451-4722. Three bee 
length 1,742 ft., depth 35 ft. at MLLW. Facilities: Break-bulk 
operation utilising fork-lifts and tractors. Rail tracks 4l 
berths. 


Harbour Terminal: Operator: Cresent Wharf & Ware- 

Co., 1401 Terminal Street, Oakland, Ca. 94607. Tel. (415) 832- 

eee orth 10 operated by Crescent Warehouse Co., 1625 Maritime 
+, Oakland, Ca. 94607. Tel. (415) 763-1550. 

Four break-bulk and one combined break-bulk/container berth. 

9,245 ft. (839 ft. at berth 10). Depth 35 ft. at MLLW. Facilities: 

‘jift and tractor break-bulk cargo operations. 250-ton mobile 

crane, equipped to handle 20 and 40 ft. containers; rail tracks along- 

h 


aed Container Terminal: Operator: Oakland Container Ter- 
anal Co., 5100 7th Street, Oakland, Ca. 94607. Tel. (415) 834-5822. 

“gerths: One, length 638 ft., depth 35 ft. MLLW. 

Container-handling facilities: One low-profile Paceco, 30-ton 
emtainer crane; one truck scale; 115 refrigerated container outlets. 
Container yard utilises wheeled Paceco transtainers. Containers 
ye stored five abreast and two or more high. . 

Matson Container Terminal: Operator: Matson Terminals, Inc., 
0 7th Street, Oakland, Ca. 94607. Tel. (415) 893-2456. ; 

gerths: Three, including one for roll-on/roll-off operations. 
noth 2,220 ft., depth 35 ft. MLLW. ' 

Container-handling facilities: Three container cranes — 27-5-ton 
sur; 30-ton Paceco; 33-ton Star. One truck scale; 200 refrigerated 
container outlets. Container yard is straddle carrier-type operation 
(containers stored two or more high). bate i ' 

Seatrain Container Terminal: Operator: Seatrain Lines California, 
gc, 1895 Middle Harbor Road, Oakland, Ca. 94607. Tel. (415) 271- 


es: Two. Length 1,300 ft., water depth 35 ft. MLLW. 

Container handling facilities: 2 Alliance low-profile, 45-ton con- 
winer cranes; 3 truck scales; 82 refrigerated container outlets. 
Container yard is chassis-type operation. 

Sea-land Container Terminal: Operator: Sea-Land Services, Inc., 
5 Maritime Street, Oakland, Ca. 94607. Tel. (415) 835-8240. 

Berths: Two. Length 1,355 ft., water depth 40 ft. MLLW. 

Container handling facilities: 4 Paceco, 30-ton cranes; 2 truck 
sales; 250 refrigerated container outlets. Chassis operation. 

7th Street Public Container Terminal: Operator: Marine Terminals 
Corporation, 5190 7th Street, Oakland, Ca. 94607. Tel. (415) 839-6490. 

Berths: Four. Two container, one roll-on/roll-off and combination 
yeak-bulk/container, and one for barge and break-bulk operations. 
length 2,931 ft., water depth 35 ft. MLLW. 

Container handling facilities: Two Paceco low-profile, 40-ton 
tontainer cranes; one 140-ton Manitowac crawler crane; two truck 
scales; 96 refrigerated container outlets. 

United States Lines Container Terminal: Operator: United States 
lines, 1579 Middle Harbor Road, Oakland, Ca. 94607. Tel. (415) 
45-4010. 

Berths: One. Length 722 ft., water depth 35 ft. MLLW. 

Container-handling facilities: Two alliance low-profile, 51-ton 
container cranes; truck scales and outlets for 51 refrigerated con- 
tiners. Container yard is chassis-type operation. 

Middle Harbour Public Container Terminal: Operator: Marine 
Terminals Corporation, 1567 Middle Harbor Road, Oakland, Ca. 
4607. Tel. (415) 839-6490. 

Berths: One. Length 721 ft., water depth 35 ft. MLLW. 

9h Avenue Terminal: Operator: Marine Terminals Corporation, 
foot of 9th Avenue, Oakland, Ca. 94606. Tel. (415) 452-3742. 

Berths: Three. Length 2,052 ft., depth 35 ft. at MLLW. 

Facilities: Import steel and bulk cargo-handling centre. Two 

Manitowac crawler cranes (capacity 150 and 100 tons). Two Mani- 
‘wac truck cranes (capacity 100 and 80 tons). Bulk-loading facilities 
with 10 steel storage silos capable of holding 9,750 cu. ft. each. Bulk 
tagging plant capable of bagging 600 short tons per five hours. 
fail track alongside berth. 
TANKERS : Outer Harbour Terminal, Oil Pier: Operators Mobil Oil 
Co. and Ashland Oil Co. Length, 623 ft. (Lower Side) 683 ft. (Upper 
Side). 50 ft. (Face). Depth at MLLW. 33 ft. (Lower Side), 35 ft. (Upper 
Side), 36 ft. (Face). 

Mobil Oil: Pipelines 4x10 in., 2x8 in., 3x6 in. and 1x4 in. 14 
ilorage tanks, total capacity 522,100 barrels. 

Ashland Oil: Pipelines 2x8 in., 3x6 in. 9 storage tanks, total 
“pacity 142,300 barrels. 

AUTHORITY : Port of Oakland, 66 Jack London Square, PO Box 
4, Oakland, California 94607. Tel. (415) 444-3188. Cable address: 
Portofoak", Oakland. Telex 336-334. 


(See 
06DENSBURG, New York: 44.42 N. 75.30 W. Plan) 


Meter to “St. Lawrence Seaway" for important general information. 
ILOTAGE: Seaway Pilot boards at Cape Vincent or Snell Lock 
%d acts as docking Pilot. 
NCHORAGE: Anchorage area West of city at open roadstead 
ESTRICTIONS: No tide. No restrictions other than Pilots’ 
Scretion as to wind and visibility. 
a SIZE: Largest vessel to enter 600 ft. long. Draft 27 ft. 
eo: Western Union to OCN Corp. VHF Seaway Channel via 
la Radio Cardinal. 
R S: No tugs necessary. 
IDGES: Ogdensburg/Prescott International Bridge - 126 ft. 
“arance MWD. 
% THING : By prior notice only. Port Authority Terminal, length 
tra depth 27 ft. One Grain Elevator capacity 500,000 bushels. 
TE ES: Available, up to 82 tons capacity. 
:VEDORES: Order by 18.00 hours day preceeding arrival. 
's@ any change of ETA. 


U.S.A. 


MEDICAL: Excellent medical service and availability of doctors. 
No vaccination necessary. 

DENSITY: Fresh water. 

FRESH WATER: Available by pipeline at Port Authority Terminal. 
FUEL: One day's notice, all grades. Diesel, Bunker “C", Kerosene. 
GANGWAY/DECK WATCHMEN: Normally not used. 
OPENING/CLOSING HATCHES: By stevedores. 

CUSTOMS ALLOWANCES: Tobacco, wine/spirits, normal 
Customs allowance U.S. Ports. 

CARGO GEAR: To be in good working order. 
IDENTIFICATION CARDS: Needed as per immigration de- 
partment requirements. 

REPAIRS: Limited dockside repairs available. 
REPATRIATION: Can be arranged. 

AIRPORT: (3 mile from city). Allegheny Airline - three flights daily 
to Syracuse, New York, etc. 

TIME: Five hours difference Eastern Standard Time. Daylight Saving 
time in summer. 

HOLIDAYS: New Year; Washington and Lincoln's Birthdays; 
Memorial Day; 4th July. Labour Day, Veteran’s Day. 
POLICE/AMBULANCE/FIRE: Police, 393-1551; 
393-1221 ; Fire, 393-1010. 

TELEPHONES: Available at Pierside (315) 393-7580. 
SHORE LEAVE: Crew members allowed ashore. 
AUTHORITY: Ogdensburg Bridge and Port Authority, Bridge 
Plaza. Ogdensburg, N.Y. 13669. Tel. 315-393-4080. 


Ambulance, 


OLYMPIA, Washington: 47.00 N. 122.53 W. 


DOCUMENTS, PILOTAGE, HEALTH, etc.: Refer to “Tacoma”. 
ANCHORAGE: Good with muddy bottom found anywhere north 
of the channel entrance and the Olympia shoal. 

MAX. SIZE: Olympia’s turning basin is 800 ft. in width; the pier, 
2,000 ft. in length; depths in channel, 30 ft., and alongside pier, 35 ft.; 
both at MLLW. Depth at Berths No. 1 and 4, 35 ft. and at Nos. 2 and 
3, 40 ft. MLLW. 

TUGS: Tugs normally join vessels in outer channel, use ships lines 
and are primarily engaged for turning vessel in turning basin on 
entry. 

STEVEDORES: Available. 

FRESH WATER: Available. 

FUEL: Available. 

CARGO GEAR: Usual requirements only as good facilities are 
available. 

REPAIRS: Most types of repairs undertaken. 

AIRPORT: Located 4 miles South of Olympia, fronts on Interstate 
Highway 5. Operates twice daily service to and from Seattle and 
Portland. 

TELEPHONES: Shipboard telephone service is provided.. 
SERVICES: Most services are available upon request. 

SHORE LEAVE: Allowed. 

AUTHORITY: Port of Olympia, 915 North Washington Street, 
Olympia, Washington 98501. Area Code 206, 357-4433. 


ORANGE, Texas: 30.06 N. 93.44 W. 


DOCUMENTS: See “Port Arthur.” 
PILOTAGE: Radio to Agent, 12 hour advance of ETA, also Sabine 
Pilots may be contacted by VHF Channel 12 KKB 150. 

Pilot boards at Sabine Pass, sea buoy position 29.36 N. 93.48 W., 
buoys marked ‘17" and “18”. 

Pilot will upon request and at extra cost board incoming vessels at 
buoy marked “SB" position 29.25 N. 93.40 W. 

Ships headed for Orange with a draft of 30 ft. are only handled 
during daylight. 
ANCHORAGE: Off Sabine bar — 40 ft. 
RESTRICTIONS: Sabine River Channel; project depth 30 ft.; 
bottom width 200 ft., including slip at port; marked and lighted for 
24-hour navigation. Turning basin, 1,000 ft. x 3,000 ft. 
MAX. SIZE: Length - no limit, breadth — no limit, draft — 30 ft. 
RADIO: RCA - Port Arthur, McKay - Galveston. 
TUGS: Join vessel in port turning basin. Tug’s line used, no charge. 
BERTHING: 2100 ft. mooring space to accommodate four deep-sea 
vessels; all concrete docks; additional berthing space in slip for 
laying-up four vessels. 
STEVEDORES: Five stevedore companies — handled through 
Agent. 
MEDICAL: Local facilities - complete. 
TANKERS: Limited to 30 ft. draft. 
DENSITY: Brackish. 
FRESH WATER: Ample fresh water, through 2 4 in. connection, 
rate of delivery about 500 gallons per minute. 
FUEL: All grades available; 8 hours advance notice required. 
FIRE PRECAUTIONS: No welding or burning without U.S. Coast 
Guard welding permit; also special authority required for ships 
loading explosives. 
DEVELOPMENTS: 50-acre tract of land on the East bank of the 
Neches River in the area of Mobil Refinery to be developed for port. 
CONSULS: None available locally. 
REPAIRS: Facilities available. 
DRY DOCKS: 

Levingston Shipyard — Orange. 

400 ft. x 126 ft. 11,000 tons, 17 ft. draft over blocks. 

350 ft. x 60 ft. 3,000 tons, 15 ft. draft over blocks. 

250 ft. x 72 ft. 3,000 tons, 11 ft. draft over blocks. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


REPATRIATION: Can be arranged through area immigration. 
AIRPORT: Distance to airport 2 miles; no regular air lines and 
scheduled flights. 

HOLIDAYS: New Year's Day (January 1); Texas Independence 
Day (March 2); Memorial Day (May 30); Independence Day (July 4); 
Labour Day (first Monday in September); Veterans’ Day (November 
11); Thanksgiving Day (November 26); Christmas Day (December 
25); No work performed on Labor Day or Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 883-5654; Ambulance 
886-4445; Fire 886-7431; County Sheriff 883-2612. 

TELEPHONE: Can be connected on board. 

GENERAL: No strong tidal currents at the berths, excellent shelter 
during tropical storms. 

AUTHORITY: Orange County Navigation and Port District, 
POB 516, Orange. Tel. 883-4363. 


OSTRICA, Louisiana: 29.22 N. 89.32 W. 


East Bank of Mississippi River about 42 miles above S.W. Pass 
entrance. 

DOCUMENTS/PILOTAGE/HEALTH: For all general information 
refer to ‘‘New Orleans”. 

ANCHORAGE: Available in river downstream of docks. 

TUGS: Not normally required. 

BERTHING: Gulf Refining Co. Terminal, tanker berth 45 ft. depth. 
Two 8-in. hoses loading 34,000 bbls. per hour. Ballast line 18 in. for 
slop discharge. 

FRESH WATER: Not available. 

FUEL: Bunker “'C” available ex-wharf. 

DENSITY: Fresh water (1000). 


PALM BEACH, Florida: 26.46 N. 83.03 W. 


LOCATION: Port is located on a salt water sound known as Lake 
Worth and lies 14 miles from the 27 ft. contour of the Atlantic Ocean 
to which it is connected by an artificial cut at the North end of Lake 
Worth known as Lake Worth Inlet. The Inlet is located within the 
boundaries of the City of Riviera Beach, Florida. 
PORT LIMITS: Sea buoy at channel entrance. Dockage charges 
commence when vessel is made fast to wharf, and are on a 24-hour 
basis or fraction thereof. 
DOCUMENTS: See “Jacksonville”. All vessels shall, upon arrival, 
report to Port Director all cargo to be discharged. Such report shall 
be in form of copies of Ship's Manifest, or certified statements, 
and shall show number of units, commodity, weight, destination, 
consignee, and all other information which port of Palm Beach 
deems necessary for compilation of commercial statistics, for 
reserving of necessary warehouse or wharf space, or other purposes. 
All vessels shall, before sailing, report to the Port Director all 
cargo loaded into such vessels. Such reports shall be in the form of 
copies of the ship's manifest, or certified statements, and shall 
show numbers of units, commodities, and all other information 
which the port of Palm Beach deems necessary for compilation of 
commercial statistics, or other purposes. 
PILOTAGE: Compulsory. Provided by Pilots’ Association of the 
port of Palm Beach, 130 East Port Road, Riviera Beach, Florida, 33404. 
CHANNEL: Entrance to the harbour is by a dog-leg channel 
running due West through the jetties and then turning South- 
westerly to the terminals. The channel is 400 ft. wide, narrowing to 
300 ft. in width as it continues across the lake another 3,000 ft., 
leading into a trapezoidal turning basin, 1,400 ft. by 1,310 ft. adjacent 
to the port terminals on the West shore. Present depth of entrance 
channel is 35 ft. at MLW. 
ANCHORAGE: Anchorage is designated by the Bar Pilots, which 
in most instances is at sea. Port has no established anchorage. 
MAX. SIZE: Vessels up to 620 ft. in length with draft of 34 ft. have 
used facilities. 
RADIO: Port has no communication equipment. U.S. Coast Guard 
Station, Peanut Island, Riviera Beach, Florida, be reached by 2182 
kHz — 2678 kHz — 156°8 MHz. 
TUGS: Available to assist berthing. Service is provided by the 
Port Towing Corporation, PO Box 12425, Lake Park, Florida 33403. 
Office tel. 844-4781 or 844-6422, at night 844-4244 or 844-6422. 
BERTHING: Two slips and three marginal wharves for docking 
vessels; with four ramps for roll-on/roll-off facilities: 


Berth Length Depth 
(ft.) (ft.) 
No. 1 South Marginai 190 35 
No. 2 East Half, South Side of Slip 2 325 35 
No. 3 West Half, South Side of Slip 2 325 35 
No. 4 West End of Slip 2 225 35 
No.5 West Half, North Side of Slip 2 325 35 
No. 6 East Half, North Side of Slip 2 325 35 
No.7 Middle Marginal 150 35 
No. 8 East Half, South Side of Slip 1 345 25 
No. 9 West Half, South Side of Slip 1 345 25 
No.10 South Ramp, West End of Slip 1 40 25 
No. 11. Middle Ramp, West End of Slip 1 40 25 
No.12 North Ramp, West End of Slip 1 40 25 
No.13 West Half, North Side of Slip 1 345 25 
No.14 East Half, North Side of Slip 1 345 25 
No. 15 South Half, North Marginal 330 27 
No. 16 North Half, North Marginal 280 27 
No.17 Ramp, Northside of Port 145 12 


Supplementing the berths are 157,400 sq. ft. of warehousing space. 
Open storage area is within easy reach of all berths. 
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All vessels, their Owners or Agents, desiring a berth at wi 

shall, as far in advance of date of docking as possible, make a 
tion to port specifying date of docking, sailing, nature and q 
of cargo to be handled, and name of the vessel. 
SPECIALISED CARGO HANDLING FACILITIES: Ramps 
roll-on/roll-off cargo and wharfside accommodation for equi 
to handle containerised cargo only. 
STEVEDORES: The recognised working hours of port Shall 
from 08.00 until 12.00 and from 13.00 until 17.00, Monday throw 
Friday, holidays excepted. During the recognised working how, 
services will be charged for on a straight time basis. 

When vessels are loading or discharging cargo the por he 
furnish checker-foremen to supervise release of cargo being lode. 
and/or check cargo being discharged. The charge for each many 
nished will be based on labour-furnished rates for foremen, withy 
Port reserving right to furnish as many men as they deem neces. 
to protect their interests. Charges for this service will be rendey 
against the vessels, their Owners, or Agents. ; 
TANKERS: The port receives tankers each month in the 15 toy 
thousand gross ton limit. 
ror WATER: Fresh water delivered to vessels at wharves» 

ocks. 
FIRE PRECAUTIONS: Smoking is strictly prohibited in tray 
sheds, warehouses, or on apron of wharves and on vessels, h 
dangerous, hazardous, or inflammable cargo. Smoking is also strig, 
prohibited in any areas where gasoline or like materials are ber 
handled or serviced to equipment. 

Explosives and hazardous or highly inflammable commodities» 
materials may be handled over, or received on, the wharves or ote 
facilities of port of Palm Beach by special arrangements with » 
at the option of the Port Director, and the receiving, handling» 
storage of such commodities shall be subject to Federal and Sim 
laws, rules and regulations. 

In all cases where explosives and hazardous or highly inflamma 
commodities or materials are to be handled, prior consent byt 
U.S. Coast Guard must be received and a copy of the consent fix 
with the Port Director. Responsibility for safeguarding of life x 
property will be the duty of the shipper. Proof of sufficient lial 
insurance must be presented to Port Director prior to arrival of sy 
materials. 

DEVELOPMENTS: Plans for the development of acreage adjacet 
to Highway I-95 as a liquid storage area, and development of Pea 
Island as an Oceanographic Centre. 

CARGO GEAR: Crane capacity can accommodate single lifts» 
to 300 tons. Also available are two 150 ton cranes, one 40 tonne 
and one 23 ton fork lift. 
HOLIDAYS: New Year's Day; Washington's Birthday; Decoratin 
(Memorial) Day; Independence Day; Labour Day; Veteran's (Arms 
tice) Day; Thanksgiving Day; Christmas Day. When any one of thes 
falls on Sunday, the following Monday is observed as a holidy 
When any one of these falls on Saturday, the preceding Fridays 
observed. 

GENERAL: Marine terminal 1-3 miles from the open sea, sen 
by U.S. Highway 1 and is directly connected by port-owned be 
line railroad to the Florida Coast Railway. 

Broad aprons (80 ft.) with ship-side rail, and warehouses baci 
by open storage areas. The slips and wharves are located on ast 
water sound, fully protected from the sea by barrier islands; dep» 
tures from the slips average only 15 minutes through inlet to op 
sea. 

AUTHORITY: Port of Palm Beach. PO Box 9935, Riviera Bea 
Florida 33404. Tel. (305) 842-4201. 


PANAMA CITY, Florida: 30.10 N. 85.40 W. (See 


DOCUMENTS: Plan) 

2 Passenger Lists. 

2 Crew Lists. 

2 Curio Lists. 

2 Stores Lists. 

Register. 

Load-line Certificate. 

Tonnage Tax Certificate. 
PILOTAGE: Compulsory. Pilots board at sea-buoy. Guard Chan 
16 VHF. Safe anchorage at sea-buoy if waiting for Pilot. Pilot be 
black hull with white lettering. : 
ANCHORAGE: Several safe anchorages inside bay with 2° 
more ft. depth. 
RESTRICTIONS: Maximum safe draft over bar is 32 ft. Noo 
restrictions except in case of bad weather. 4 
HEALTH: See Health Regulations before first U.S.A. port (Alba! 

Immigration, Customs and Department of Agriculture will 
all foreign arrivals. 
RADIO: Preferably WLO Radio, Mobile, Alabama, U.S.A. Alst 
good service from RCA. Vessel should radio ETA and cash requit 
ments. 
TUGS: Only one tug, Tug is used only to assist in berthing. Al”* 
uses ship's lines. a 
BERTHING: Anytime, except for unusual weather. Good 
port. Berths are about 1 hour from pilot station. ovis 
STEVEDORES: Must have ETA by 1500 hours local time in of 
commence loading 0800 next day. Normal work day 0800-1200, 
then from 1300-1700, Monday through Friday. 
MEDICAL: Medical and hospital service available. * 
TANKERS: No slop discharge facilities. One tanker berth - 
maximum draft. 


ENSITY : Salt water. 18 ft. tide range. 
H WATER: Available all berths but ships must supply hose. 
+ Only on advance notice — limited supplies. boi 
wNGWAY/DECK WATCHMEN: Only if required by ship's 
r Master. : 
sINING/CLOSING HATCHES: Normally done by stevedores. 
cases, is done by ship's crew. é 
ysTOMS ALLOWANCES: Tobacco, one carton 200 cigarettes. 
igalSpirits, reasonable quantity — one or two bottles. 
4rGO GEAR: Must show safety inspection if requested. _ 
TIFICATION CARDS: All crew must have U.S. Immigra- 
Landing Permit. 
gNSULS: None. ; ; 
sPAIRS : Limited deck and engine repairs can be effected. 
(PATRIATION: Available. : 
iRPORT: Approximately 12 miles from port. Served by two 
seduled air lines. ; P 6 
ME: Central Standard Time (GMT — 6 hours or 90 Meridian). 
yiral Daylight time in summer (minus five or 75° Meridian time). 
LIDAYS : No work holidays: New Year's Day; Easter; Fourth of 
jy; Labour Day; Christmas Day; Working holidays: Veteran's Day; 
sanksgiving Day; (time and-a-half). 
sLICE/|AMBULANCE/FIRE: Dial operator, or 785-6161. 
fLEPHONES: Placed aboard only by very special arrangement - 
normally available. i 
ERVICES : Most repairs to radio, radar and other such equipment. 
#ance notice required. 
WORE LEAVE: Any time—any berth. 4 
LAYS: Normally, es infrequent and for short durations. 
JTHORITY : Panama City Ports Authority. 


GENTS: Fillette, Green & Co., Inc., PO Box 1640, Panama City, 
yida 32401 U.S.A. Address: 432-a Magnolia Avenue. Tel. 904- 
-1675-6-7. Teletype 510-738-7897. Office phone answered 24 hours 
day, 7 days a week. . 
Steamship Agents & Brokers - Freight Forwarders — Stevedoring 
rangement Personnel. Phones: Vice-President and Manager 
4-63-1916. Operations 904-785-8798. Dock Superintendent 904- 
+1912. 


ASADENA, Texas: 29.43 N. 95.13 W. Refer to ‘Hous- 
i for all general information. 


ASCAGOULA, Mississippi: 30.21 N. 88.34 W. (See 


CUMENTS: See ‘New Orleans”. Plan) 
ILOTAGE: Pascagoula Bar Pilots' Association (no code add- 
48), Pilot boat to be contacted on VHF Channel 16, pilot boat has 
ack hull with white house, International light and sound signals to 
emade by vessel requiring a Pilot. Pilot to be taken aboard vessel 
‘vicinity of Horn Island sea buoy. Usual safety measures are 
‘wired, with respect to boarding. Vessels may anchor in this area 
ile awaiting Pilot, there is a 35 to 50 ft. depth with good holding 
nttom. 
ESTRICTIONS: The Pascagoula channel and turning basin 
imensions are: through Horn Island Pass, 350 ft. wide by 40 ft. deep; 
~m Horn Island Pass to the Pascagoula River turning basin, 350 ft. 
1% ft. deep with a turning basin 950 ft. wide by 38 ft. deep; into 
#y0U Casotte (East Harbor) from Beacon ‘‘A" into the mouth of the 
wbour channel, 225 ft. wide by 38 ft. deep; thence an inner harbour 
Nit. wide by 38 ft. deep to a turning basin 1,000 ft. wide by 38 ft. 
ep, 

No entry restrictions as to time or state of tide. 
WAX. SIZE: Length of vessel is restricted to approximately 900 ft. 
jlurning basin, no breadth restriction, draft 38 ft. 
'ADIO: Mobile Marine operator, Station WLO best for vessels to 
wte ETA cables to Agent. 
*ADAR/VHF: Radar and VHF radio on pilot boat, Channel 16. 
ol Tugs will join vessels in harbour or off docks. No escort 
‘quired, 
RIDGES : Two bridges cross the Pascagoula River above the turn- 
‘basin, not passed through between channel and harbour. 
HERTHING: All berths have 38 ft. water depth. 

West Harbour ; Grain elevator with 3,100,000 bushels capacity. 
Terminal "A": One pier 500 ft. length. Terminal ‘B” 544 ft. length. 
fast Harbour: H. K. Porter dock 650 ft. length. 

Slandard Oil Co. dock 750 ft. length. 

Coastal Chemical bulk handling plant, four berths. 

Terminal “E" 540 ft. length, Terminal “F" 650 ft. length. 
eggrminal “G" 516 ft. length. Terminal ‘‘H” 555 ft. length. 

ANES: The Port has a heavy lift capability of 400 tons by an 
“angement with Ingalls West Bank Facility. 
mys CORES: 12 hours notice requested to arrange stevedore 
MDICAL: No advance notice required for medical attention, 
, or and hospital care readily available. 
ANKERS: The Standard Oil Co. owns and operates three 
Vaves on East side of Bayou Cosotte harbour. Facilities have 6, 8 
tun in. lines with adaptors, discharge tanks with a capacity of 
tons, three tanker berths with a 38 ft. draft. 
e H WATER: Fresh water is available. 
oY: Density varies with the state of tide and wind, from 
to salt water. 


L: Large vessels are bunkered at berth in the harbour by two 


U.S.A. 


tank barges, operated by Fuel Services, Inc. All grades fuel are 
available. 

WATCHMEN: Port guards are furnished for the general cargo 
terminals at the port's expense. At least one watchman must be on 
duty aboard vessel. 

CARGO GEAR: No requirements for cargo gear other than it be 
certified by a recognised International organisation. 
IDENTIFICATION CARDS: Crew Identification Cards are 
recommended. 

CONSULS: Many countries have consuls within a 100-mile radius of 
Pascagoula. 

REPAIRS: Most deck and engine repairs could be arranged within 
port facilities. 

DRY DOCKS: Two floating dry docks, five marine railways, and a 
graving dock are located at four of the marine repair plants within 
this area. Lifting capacities of the floating dry docks are 800 and 600 
tons and haul-out capacities of the marine railways range from 20 
to 425 tons. 

REPATRIATION: The city of Pascagoula is served by regularly 
scheduled transportation. 

AIRPORT: An airport is available approximately five miles from 
the city and is served by regularly scheduled airlines. 

TIME: The port of Pascagoula is on Central Standard Time, GMT 
minus 6 hours; clocks are moved ahead 1 hour during summer 
months. 

HOLIDAYS: United States national holidays are observed, cargo 
work can be arranged on these days at penalty time. 
POLICE/FIRE/AMBULANCE: Telephone numbers for emergency 
services are; Fire 762-1133; Police 762-2211; Ambulance 762-6332. 
TELEPHONES: Telephones can be installed aboard vessels at a 
nominal charge. 

SERVICES: Facilities are available for fuel service, compass 
adjusting, and many other special services that may be required. 
DEVELOPMENTS: A dry bulk handling facility with a 3,000-6,000 
ton per hour loading capacity, scheduled for operation during 1974, 
built South of the Corchem, Inc. plant. Adjacent to this facility a 
wharf equipped for the transfer of liquid commodities is planned. 
This also is scheduled for operation during 1974. 

AUTHORITY: Jackson County Port Authority, Chancery Court 
Building, Room 211 235 Canty Street (PO Box 878), Pascagoula, 
Miss. 39567. 


AGENT: Hansen & Tidemann, Inc. 309 Pascagoula/Moss Point 
Bank Building. Pascagoula, Miss 39567. Tel. 601-762-9154. TWX 
510-990-3172. Cables ‘“‘Handt”. 


PENSACOLA, Florida: 30.25 N. 87.13 W. 
BERTHING: 


Depth at 
Length MLW 
Number (ft.) (ft.) Use 
No. 2 400 35 General Cargo 
No. 3 425 35 General cargo 
and Lumber 
No.5 425 34 General Cargo 


No. 6 580 35 General Cargo 

BULK HANDLING FACILITIES: No. 1 Berth. Length 600 ft. 
Depth at MLW 35 ft. Discharge of bulk materials by conveyor, rate 
400 tph. 

No. 1 Berth is also used for the discharge of oil, creosote oil and 
liquid chemicals into private facilities. 
FRESH WATER: Available. 
AUTHORITY: Port of Pensacola, Department of Transportation. 
PO Box 889, Pensacola, Florida 32594. Tel. (904)-438-8537. 


PETERSBURG, Alaska: 56.49 N. 132.57 W. 


Located on Mitkof Island, Northern end of Wrangell Narrows. Open 
all year. 


DOCUMENTS: See “Anchorage, Alaska’. 

PILOTAGE: (From sea via Dixon Entrance up Clarence Strait to 
Guard Island.) Under pilotage from Guard Island. 

MAX. SIZE: Harbour depth 24 ft. MLLW. Tides: diurnal range 15-7 
ft. Also see “Berthing”. 

ANCHORAGE: Good anchorage in Scow Bay, mud bottom. 
CUSTOMS: Immigration, Guard Island. Quarantine and Customs, 
local. 

BERTHING: Pacific American Fisheries Inc.: 75 ft. long, 65 ft. 
wide. Should dock at slack water. Strong current. 

TUGS: One 320 h.p. 

STEVEDORES: One gang. 

REPAIRS: Marine Ways to 35 tons. 

WATER: State approved water available. 

FUEL: Diesel and Gasoline available. 

MEDICAL: 21 bed hospital. 

TRANSPORTATION: Scheduled and Charter Airlines and ferry, 


PHILADELPHIA, Pa.: 39.57 N. 75.10 W. (See Plan) 


AMERIPORT (Ports of Philadelphia) 
DOCUMENTS: 
3 Crew Lists Form 1.418 (suggest 6 be made). 
3 Passenger Lists Form 1.418 (suggest 6 be made). 
3 Customs Stores Lists (suggest 6 be made). 
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3 Curio Lists (own ship Form) (suggest 6 be made). 

3 Narcotics Lists (own ship Form) (suggest 6 be made). 

Manifest (Ship a List). If Philadelphia first port of call, re- 

quire 1 copy for Customs and 1 copy to be used as “traveller” 

surrendered last port of call. If Philadelphia not first port of call, 

required 2 copies, all cargo to be discharged at Philadelphia. 
For Immigration Service: 

Visaed Crew List. 

Valid passport or Seaman's Book for each person on board. 

Crewman's landing card (Form 1.95) for each crew member. 
PILOTAGE: The pilot boat serving the Delaware River and ports 
of Philadelphia is a 165 ft., 1,000 gross ton steam vessel, painted 
light blue with letter “P"' on stack. All pilots carry portable radios for 
bridge-to-bridge traffic to facilitate movement of vessel (VHF 156-7). 
Pilot boat is on perinanent station in Cape Henlopen on a 24-hour 
basis and guards following frequencies: 156-65 VHF and 2738 and 
2182 Khz. Telegraphic address is Del. Riv. Pilots, 214 S. 11th St., 
Phila., Pa. 19107. Arrangements for Pilot are normally made by ship's 
Agent but can be made direct by vessel. 

No particular advance notice is required and incoming vessels are 
served as they arrive. Normally no delays are encountered. There are 
no particular boarding or safety measures required, other than the 
usual practice of good seamanship. In event of an unscheduled 
delay in berth availability, a deep-water anchorage is readily available 
in the bay adjacent to pilot boat. There are 18 anchorage areas avail- 
able along the Delaware. 

RESTRICTIONS: There are no restrictions imposed upon entry 
except those dictated by vessel draft. Throughout most of its length, 
the Delaware River is dredged to 40 ft. at MLW. In addition there is a 
mean tidal range of about 5:7 ft. Vessels of 38 ft. draft can readily 
navigate the river. 

MAX. SIZE: Deep-draft vessels (oil-carriers) can off-load to barge 
in the lower Bay in water capable of handling vessels up to 60 ft 


draft. 
HEALTH: Pratique procedures required for first port of entry. 
Pratique is automatic for subsequent port calls. Vessels can re- 
quest “radio pratique" clearance at all ports in the U.S. The Mari- 
time Quarantine Declaration is usually delivered by Pilot, and the 
Master, after completion of the Declaration, may then send the radio 
request to ship's Agent via ship's radio. 
RADIO: RCA Global Communication. ““WSC" Tuckerton, N.J. 
TUGS: Tugs normally join vessels adjacent to berth. Ship's lines 
are used. 
BERTHING: 

Northern Metal Co. 

Terminal 9 berths depth 25 ft. to 32 ft. 
Tioga Terminal dt erceti » 40ft 


Delaware River Terminal 4 __,, nie ft. » 32 ft. 
Port Richmond 10 piers depth alongside 26 ft. to 36 ft. 
Delaware River 26 ft. ,, 35 ft. 


Greenwich Point Tide- 2 berths 850 ft. length, depth 37 ft. and 


water Ore Terminal 42 ft. 
Girard Point 3 piers depth alongside 28 ft. to 36 ft. 
Camden “ s e 30 ft. ,, 40 ft. 
Gloucester Ore Pier, depth alongside 25 ft. and 31 ft. 


Packer Avenue Terminal, 5 berths, depth alongside 35 ft. 

Port of Wilmington, 5 berths, depth alongside 35 ft. 
CONTAINER HANDLING FACILITIES: Tioga Marine Terminal: 
Handles containerised and roll-on/roll-off cargoes. The terminal is 
equipped with two container cranes and a 300-ton mobile crane. 
Length of the marginal wharf is 3,300 ft., upper slip berth 725 ft. and 
lower slip berth 625 ft. 

Packer Avenue Marine Terminal : Handles containerised and roll-on/ 
roll-off cargoes. The terminal is equipped with two container cranes. 
The marginal wharf is 3,200 ft. in length and the roll-on/roll-off slip 
berth is 825 ft. in length. 

STEVEDORES: Ship's Agents make arrangements for stevedore 
gangs. Agents should be kept advised of any change in ETA. 
MEDICAL: Advance notice of requirements desirable to the extent 
possible. Hospital facilities are available. Smallpox vaccination 
certificate required (see Quarantine Declaration Form). 
TANKERS: There are 83 petroleum handling berths along the 
Delaware River. All terminals are equipped with reducers. There are 
slop (residue) facilities at most terminals. Some main terminals 


listed below: 
Fort Mifflin Atlantic-Richfield 40 ft. depth 
Point Breeze Atlantic Richfield gee 
Ballast Wharf oes 


Hog Island Gulf Oil Terminal 40 ,, 
Paulsboro Mobil Oil Terminal 30 ft. and 40 ft 
depth 

Patterson Oil Terminal 36 ft. depth 
Marcus Hook Sinclair Refining Co. oe tet oo 

Sun Oil Co. eee 
Westville (Eagle Point) Texas Oil Terminal 4", © 75 
Pennsauken Greater Valley Oil Co. + eee 
Girard Point Gulf Oil Co. St ae 
Delair Hess Oil Co. 1 esa 


DENSITY: Philadelphia ports are fresh-water ports. 

FRESH WATER: Fresh water normally not available directly at 
berth. Fresh water available by tank truck or through Fire Department. 
No water barges available. 

FUEL: Bunker C and diesel fuel available most oil terminals. Ves- 
sel's Agent should confirm berthing space at least 24 hours in 
advance. 

WATCHMEN: These services are left to the discretion of the Master. 
It is often recommended by ship’s P & | Club that watchmen be 
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engaged when seamen are detained by U.S. Immigration, 
subject to heavy fines by U.S. Government if any detained 
deserts vessel. 

HATCHES: Normally opened/closed by stevedores. 
CERTIFICATES: Ship's Register and Load-line Certificat, 
mandatory. If vessel is carrying passengers from the U.S. they 
require a U.S. Coast Guard Certificate. This can easily be obts: 
in about one or two days subject to meeting the requiremen 
life-saving equipment. 

CUSTOMS ALLOWANCES: No set rule. Reasonable q 
allowed for personal use. 

CARGO GEAR: For exceptionally heavy lifts, Philadelphia 
Shipyard has a 350-ton crane. Special permission is required tp 
this machine when there are no commercial facilities available 


Shy 


CONSULS : Thefollowing countries are represented in Philadel, 
Belgium Guatemala Norway 
Brazil Haiti Panama 
Canada Honduras Paraguay 
Chile Iceland Peru 
Colombia Israel Portugal 
Costa Rica Italy Sweden 
Denmark Japan Switzerland 
Ecuador Liberia Thailand 
Germany Mexico Uruguay 
Great Britain Netherlands Venezuela 


REPAIRS: All types of ship repairs can be effected. 
AIRPORT: Philadelphia International Airport is located appa 
mately 6 miles from central harbour area. ; 
TIME: Standard time GMT minus 5. Daylight Saving Time (min. 
4) is usually implemented about the last week-end in April, 
HOLIDAYS: New Year's Day (ist January); Lincoln's Birth 
(12th February); Washington's Birthday (22nd February); Go 
Friday; Decoration Day (May 30th); Flag Day 14th June); Indep 
dence Day (4th July); Labor Day (1st Monday in Septemby 
Colombus Day (12th October); November Election Day (1st Tuesy 
in November); Armistice or Veteran's Day (11th November); Thar, 
giving Day; Christmas Day; and any other national holiday as maj 
provided by executive authority. ; 
POLICE/FIRE/AMBULANCE: Fire LO 3-6700; Police 231-3 
Port Disaster 609-WO 3-6420, WA 5-8780. } 
GENERAL: If garbage removal is required while in port, it musth 
done under supervision of the plant quarantine service. 
AUTHORITY: Delaware River Port Authority, Public Lede 
Building, Independence Square, Philadelphia, 19106. Cable addres 
“Delripva.” 


PINEY POINT, Maryland: 38.08 N. 76.32 W. 


Steuart Petroleum Company Terminal on East bank of Potomac Ri 
82 miles from sea. 

DOCUMENTS/PILOTAGE/HEALTH: Refer to ‘Baltimore’. 
ANCHORAGE: Unlimited, available in Chesapeake Bay. 
RESTRICTIONS: Berthing 24 hours a day with maximum é@¢ 
of 38 ft. Vessels exceeding 725 ft. or 37 ft. draft, 2 tugs requitt 
docking - 1 sailing. Vessels under, 1 tug docking, none sailing. 
MAX. SIZE: Limited by depth at berth, 38 ft. 

RADIO: WMH Baltimore Radio. VHF channel 26. 

TUGS: Two tugs available for berthing, join vessel off berth. 
BERTHING: One tanker berth only. Long lines required for fit 
ashore. 

FRESH WATER: Available at berth. 

FUEL: Bunker “C" only, available ex-berth. 

GENERAL: Nearest city with full services is Washington, 65 mM 
distance. 

AIRPORT: Washington National or Friendship International. 
TIME: GMT minus 6 hours. 

SHORE LEAVE: Allowed. 

AUTHORITY: Maryland Ports Authority. 


PORT ADAMS, Texas: 29.45 N. 95.11 W. Refer" 
“Houston” for all general information. 


PORT ANGELES, Washington: 48.08 N. 123.25 W. 
DOCUMENTS, HEALTH, etc.: Refer to “Tacoma”. 


PILOTAGE: Compulsory for all vessels except those in coast! 1 
trade. Pilot station at Ediz Hook serves all vessels bound for P \ 
Sound ports. Pilot boards off Port Angeles. 

ANCHORAGE: In harbour, depth at least 42 ft. MLLW. t a 
aha aaa Four principal wharves, depth alongside 8-8 *) | 
STEVEDORES: Eight local gangs, additional gangs may de® | § 
ported if required. s 
HOLIDAYS: See “Tacoma”. h 
MEDICAL: All medical facilities available. Local hospital. P 
DENSITY: Sait water. 

FRESH WATER: Available at all wharves. : 
FUEL: Barge delivery only. ol H 
GANGWAY/DECK WATCHMEN: Required only if deta! , 
aboard. : 
CUSTOMS ALLOWANCES: No definite quantities spect) § 


reasonable allowance at discretion of Customs Inspector. 


ORT ARTHUR, Texas: 29.53 N. 93.57 W. 


CUMENTSS : 
swnce Direct from a Foreign port: 
*s Oath on Entry, CF.3251 (signed by Master and notarised). 
s Certificate on Preliminary Entry, CF 3255 (soon to be 
spolished, at which time this certificate will be made on the 
verse of the last page of the manifest.) 
Oath on Repairs, CF.3415 (American vessels only). 
(earance from last port. 


gore List. ; 
List on Form I. 418 (including the certified copy from last 

American port). 

passenger List on Form I. 418. 

ysnitest of Cargo on CF.7527A or 7527B in the order of ports of 
discharge, Or if in ballast use the same form and state that the 
yessel is in ballast. 

ance from another Domestic Port with residue cargo, American or 

feign vessel: 

\yaster’s Oath on Entry, CF.3251 (signed by Master and notarised). 

yaster's Certificate on Preliminary Entry CF.3255 (if vessel 
poarded). ’ 

(F.1385 from latest port, Master signs sub-div. 3. 

Store List. 

Crew Curios List. : 

passenger List (Form 1.418) but only if passengers are disembark- 


fee Manifest for cargo to be discharged at this port. If there is 
socargo for this port it will consist of a “pro-forma manifest”. 
ipaddition to the customs forms needed, as shown in the above, 
yster will also need to present the following ship's papers to 
toms on arrival: (a) Certificate of Nationality; (6) Ship's Registra- 
»; () Safety Equipment Certificate; (d) Load Line Certificate; 
}Tonnage Tax Certificate. These papers are returned to the vessel 
yn filing clearance. Every vessel must have these papers onboard 
sartival and on departure. 

ILOTAGE: Come up in vicinity of the sea buoy. Twenty-four hours 
vice of ETA should be given and revised if ship is delayed one 
wor more. Telegraphic address is Sabine Pilots, Port Arthur, 
was. Pilot station stands 24 hour continuous watch on VHF 
vannel 12 — 156°6 mc/s. and on Channel 2738 kc/s. Pilot boat is 
wor vessel with black hull, white housing flying pilot insignia by 
yand pilot light by night. Location of pilot boat is in general 
cnity of Sabine Pass sea buoy. Pilot ladder only on lee side of 


esse, 

Pilot will, upon request and at extra cost, board incoming vessels 
‘woy marked SB" in position 29.25 N. 93.40 W. 

ESTRICTIONS: Port Arthur ship channel is in operation 24 
wis a day. Only restriction that might hamper traffic would be 
at of vessel. Able to handle vessels taking up to 40 ft. draft. 
iremely bad weather conditions, such as fog or high winds, may 
#ay entry. 

AX. SIZE: Port Arthur ship channel authorised to 40 ft. in depth 
will vary from 400 to 800 ft. in width. Turning basin, which is 
vated at mile 19 (only about + mile upstream from existing port 
tility) 900 ft. in width. Bulk carriers going to grain elevator at Port 
hur or to one of the oil refineries would only be restricted by draft 
ich would vary from 30 ft. to 40 ft. depending on load/discharge 
“th. See “Berthing”. 

fALTH : See Health Regulations before first U.S.A. port (Albany). 
ADIO: For a vessel in Gulf of Mexico, and en route to Port Arthur, 
io “Port Arthur Radio" (Radio Marine Corporation of America) 
nose call sign is WPA. Also radio stations located in Galveston, 
win Radio, call sign KLC) and in Mobile, Alabama (call 
" if 

UGS: Exact position that the tug meets vessel varies with each 
“sel, but usually they meet just below Texaco Island. In some cases 
*/meet as far up as Great Lakes Carbon (when vessel is in ballast 
“i going to Gulf Oil Docks). The tugs usually use ship's lines. 
wt of Port Arthur is served by two towing companies (1) D.M. 
etna Company and (2) Sabine Towing Company, Inc. 


distance depth 

from sea alongside 
Atlantic Refining Co. 30 m. 38 ft. 
Cargil Grain Elevator 17 m. 32 ft 
Great Lakes Carbon Corp. 17m. 30 ft 
Gulf Oil Terminal 18 m. 38 ft. 
Texaco Terminal 17 m. 35 ft. 


Public Ocean Terminal, 19 miles from sea, 40 ft. depth alongside. 
ee berths, six more to be added in future. Equipped with gantry 
te, 75 tons capacity. 

%co Terminal, 26 miles from sea, 40 ft. depth alongside. Can 
*ommodate bulk carriers up to 100,000 dwt. Discharge rates up to 
tons per hour. Shiploader capacity also 3,000 tons per hour. 
re also Beaumont", ‘“Magpetco”, ‘Port Neches", “Smiths 


TEVEDORES : Advance order for longshore gangs varies as to 
ect held by ILA (International Longshoremen's Association). 
4 ort Arthur, gangs have to be ordered as follows: Order by Ape 
- Next morning (either 7 a.m. or 8 a.m.); order by 5 p.m. for 7 
cer by 8 a.m. for 10 a.m. 
ts ICAL: Port Arthur is served by two hospitals: (1) St. Mary’s 
pital and (2) Park Place Hospital, both of which are very well 
ed and have adequate facilities for almost any emergency. Also, 
Need notice is helpful when vessel is scheduled to dock late in 
Ng or during night, as doctors have to be located. 
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TANKERS: There are three major oil companies, Gulf Oil Corpora- 
tion; Texaco Oil Company, Inc.; and Atlantic Richfield Company. 
Gulf Oil Corporation and Texaco Oil Co., Inc. are two of largest oil 
refineries in the country. The diameter of load/discharge lines range 
anywhere from 4 in. to 12 in. depending on the grade of the petroleum 
product being loaded. As far as slop discharge facilities are con- 
cerned, ballast tanks are sure at all major oil companies. Tank clean- 
ing in port must be done by longshore labour. Gulf Oil has 3,400 
linear ft. of berth accommodations and Texaco Oil Co. has 5,299 
linear ft. of berth accommodations, together enough to accommodate 
11 supertankers plus barges. Atlantic Richfield Co., being the smallest 
of be three oil companies, has berth accommodation for three 
vessels. 

DENSITY: Varies from almost fresh water (1000) to pure salt water 
(1025) depending on amount of rainfall and tide variations. According 
to figures obtained from the National Cargo Bureau, average density 
is 50% salt water or (1012-5). 

FRESH WATER: Available at wharves, or by barge. 

FUEL: Almost any grade of fuel or marine diesel is available. In 
some instances there are fuel lines running directly to docks, but if 
not a bunkering barge is available. An advance notice is usually 
required by bunkering barge depending on number of vessels await- 
ing bunkering. 

GANGWAY/DECK WATCHMEN: Under normal conditions a 
watchman is not necessary on most vessels. Under certain condi- 
tions such as a communicable disease or a malafide crewman a 
watchman would be feasible but the decision is left to Master. There 
is a $1,000 fine if a malafide crewman disembarks from vessel. 
OPENING/CLOSING HATCHES: Paragraph 2, Rule 1 of the 
Deep Sea Longshore and Cotton Agreement for Texas ports and 
Port of Lake Charles, Louisiana, states as follows: ‘‘When vessel is 
in loading or unloading berth, loading and laying of dunnage and 
the opening and closing of hatches, when in connection with the 
handling of general cargo and/or cotton, is longshore work and will 
not be done by ship's crew.” 

CUSTOMS ALLOWANCES: Tobacco: Each crewman is allowed 
to keep 300 cigarettes out of bond while in port. Wine and/or Spirits: 
Each crewman is allowed to keep one quart of spirits out of bond 
while in port. 

CARGO GEAR: A current certified Gear Certificate is required to 
be on board at all times and is to be kept up to date. 
IDENTIFICATION CARDS: American crewmen do not need any 
identification card. Foreign crewmen need only the landing permit 
from Immigration Department in order to go ashore. 

CONSULS: The nearest Consul-Generals are in Houston, Texas. 
Port Arthur has only 5 honorary Vice-Consuls, which are: Nor- 
wegian, Spanish, Panamanian and Honduran. Houston is approxi- 
mately 90 miles from Port Arthur. 

REPAIRS: All types of deck and engine repairs can be accom- 
plished. Main ship repairers are; Gulfport Shipbuilding Corp., 
Burton Ship Yards, Inc., Sabine Propeller Company and Sabine 
Neches Shipbuilding Corporation. 

DRY DOCKS: Two dry docks, largest being Gulfport shipbuilding 
Co., which occupies 50 acres with 3,300 ft. of frontage on Port 
Arthur Ship Channel. Yard designs, constructs and repairs barges, 
tugs and other vessels. It has fully equipped shops and four floating 
dry docks with lifting capacities of 500, 1,800, 4,000, and 4,200 tons. 
Smaller dry dock is Burton Shipyards, Inc., which occupies 60 acres 
with 3,200 linear ft. of frontage on Port Arthur Ship Channel. This 
yard also designs, constructs and repairs barges, tugs and other 
vessels. It has fully equipped shops, two marine railways with haul- 
out capacities of 1,000 and 1,500 tons and one floating dry dock of 
3,000 ton capacity. 

REPATRIATION: There are facilities for effecting crew changes 
and repatriation. 

AIRPORT: Is located approximately 10 miles north of port on High- 
way 69. The Mid-Jefferson County Airport is served by TI (Texas 
International) and Delta Airlines and offers 16 arrivals and 16 depar- 
tures daily. 

TIME: Central Standard Time during winter. Beginning April 28th 
until October 27th Central Daylight Time (clocks are moved ahead 
one hour). Central Standard Time is GMT minus 6 hours. 
HOLIDAYS: Longshore holidays are: Armistice Day or Veterans’ 
Day (Nov. 11th); Thanksgiving Day; Christmas Day; New Year's 
Day; Washington's Birthday; Texas Independence Day (June 19th); 
Fourth of July; Labor Day; Decoration Day (May 30th). No work 
shall be performed on Labour Day or Christmas Day, except in case 
of fire or where property is in danger. When holidays come on Sun- 
day, the following day is to be recognised as the holiday. No work 
to be performed between 4 p.m. and 7 p.m. on election days. 
POLICE/AMBULANCE/FIRE: Police Department 983-5101; Fire 
Department 985-5511; Ambulance Service 985-5504 or 983-5666. 
TELEPHONES: No facilities for placing a telephone on a vessel. 
However, a coin-operated telephone on the dock for anyone's use. 
SHORE LEAVE: Shore leave is allowed. Only requirements being; 
each crewman on shore leave must have a landing permit issued by 
Immigration Department and no malafide crewman may be granted 
shore leave. 

DELAYS: Delays in berthing usually arise from vessels ETA being 
delayed and thereby causing a berth conflict. The port of Port Arthur 
is on a first come first serve basis. 

AUTHORITY : Port of Port Arthur Navigation District of Jefferson 
County, Texas, 500 World Trade Building, PO Box 1428, Port Arthur, 
Texas 77640. 


AGENT: See “Beaumont”. 
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PORT CANAVERAL, Florida: 28.25 N. 80.35 W. 


DOCUMENTS: Vessels arriving in the Customs Territory of the 
United States, Bureau of Customs Documentary Requirements: 

1. The vessel's Register, Load-line International Certificate, 
Tonnage Tax Certificates, Clearance from last Foreign Port, and 
Public Health Pratique (if applicable) must be available for the 
Boarding Customs Inspector and later for entry at the Customhouse. 

2. Additional Documents required: 

(a) Original Manifest (lists) of: 

All Cargo on Board. 

All Passengers on Board. 

Stores List. 

Crew Purchase List. 

Crew List. 

Narcotic List. 

(b) All items listed in Nos. 1 and 2 (a) must be presented to the 
boarding Customs Inspector and later at the Customhouse for 
entry. In addition a Customs Form 1300 (Masters Oath) must be 
presented at the Customhouse. 
(c) Duplicate Manifest (lists) of: 

1. All Cargo to discharge at this port. 

2. All Passengers for discharge at this port. 

3. Stores List. 

4. Crew Purchase List. 

5. Crew List. 

6. Narcotic List. 

7. CF3171 — Permit to Lade or Unlade (this will usually be furnished 

by the vessels agent prior to the arrival of the vessel. 
(d) If vessel is preceeding coastwise from Port Canaveral with 
residue foreign cargo on board, prepare a Traveling Manifest which 
is a true copy of everything listed in the Original Manifest (2(a)). 
This must be presented to the boarding Customs Inspector and 
later at the Customhouse. 

3. Other Documentary requirements: The Immigration Officer 
will require the original certificate crew list on form !-418. The 
same for passengers. He will also require the presentation of all 
passports and documents of seamen and pax as to their immigra- 
tion status for entry into the United States. A supply of Seaman's 
Landing Permit Form No. I-95A and passenger Permit No. I-94 
should be maintained and they should be typed and ready for landing. 

The Public Health Officer will require a copy of the crew and the 
stores lists and the Quarantine Declaration Form PHS 43 already 
executed by the Master of the vessel. The Immigration and Quaran- 
tine Officers will want to inspect the entire crew. The Customs and 
Agriculture Officers will want to inspect the food storage areas and 
the quarters of the crew. The Agriculture Officer will also require 
a stores list. The Customs Officer will place a seal on the Bonded 
Stores Locker. 

PILOTAGE: Pilotage is compulsory for all foreign vessels and 
for United States vessels under register in the foreign trade. Pilotage 
is optional for United States coastwise vessels who have on board 
a Pilot licensed by the Federal Government. Vessel applies for 
Pilot through Agent or Port Authority. May also call Pilot Office 
direct, 305-783-4645. Pilot will board at buoys 7 and 8 (28° 23.8’ N. 
80° 33.4’ W.). Pilot boat is 30 ft. long with grey hull, white house and 
buff deck, has ‘‘Pilot” painted on sides. There is no particular signal 
for Pilot. Pilot boat stations itself one mile S.E. of buoys 7 and 8 
4 hour before ETA of vessel. Vessels may anchor anywhere in area. 
Pilot boat is equipped with VHF Channels 12 (156.60 mHz) and 16 
(156.80 mHz), but no continuous radio watch is maintained. Advance 
notice of at least 24 hours should be given. 

ANCHORAGES: Within harbour itself, none. Vessels may anchor 
anywhere in the area of the pilot station, buoys 7 and 8. 
RESTRICTIONS: Docking and undocking carried on day and 
night. Draft restrictions - if vessel draft exceeds 33-6 ft. must 
await rising tide to enter port. 

MAX. SIZE: Length and draft at Tanker Berth No. 1 and No. 2 
600 ft., with 32 ft. draft. Cargo dock length unlimited — 30 ft. draft. 
HEALTH: See “Health Regulations” before first U.S.A. port 
(Albany). 

RADIO: Piiot boat is equipped with VHF Channels 12 (156.60 mHz) 
and 16 (156.80 mHz) but no continuous radio watch is maintained. 
Advance notice of at least 24 hours should be given. Best to route 
ETA cables through Western Union Telegraph. Port Canaveral is 
equipped with VHF Port Operations frequency 156.6. 

TUGS: There are two 1,800 h.p. tugs at Port Canaveral; most ships 
use the tugs for docking and undocking. Tugs normally join vessel 
inside jetties and tugs lines are used. 

BERTHING: All vessels unless prevented by conditions will be 
turned around upon entering turning basin and will be berthed 
headed seaward. No berthing permitted without Port Pilot aboard. 
STEVEDORES: Important vessel gives accurate ETA at least 
24 hours in advance to enable Agent to order gangs. 

MEDICAL: Advance notice for ete not required, but if available 
is appreciated. No Public Health Clinic in area, but there are good 
hospital facilities available. A contract physician's office of the U.S. 
Public Health Service is in‘'Cocoa Beach, just South of the port. 
TANKERS: Two Tanker Berths available, 32 ft. draft at these berths. 
No oil to be pumped overboard. Heavy fines imposed for oil pollu- 
tion, however slight. The ship or ship's Agent will immediately 
report any spillage of oil on the wharf or on the water and the extent 
of the spill to the Port Manager and the Harbour Master. If spillage 
is considerable all cargo operations must stop and vessel prepare 
to undock. 

FRESH WATER: All wharves have facilities for supplying fresh 
water, delivered by 4-in. water line. 
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FUEL: The general cargo wharf, and Tanker Berth No. 1 has fy 
ties for supplying fuel. 24 hours notice requested. 

FIRE: Ships discovering fire on board or close by on Shore; 
sound repeated long whistle blast signals and use every ry 
available means to report the fire. Gasoline Tankers: All OCk ty 
pers must be plugged before starting to discharge Cargo. Sq 
of sand or sawdust must be on hand near the discharge h 
Static cable must be connected to wharf. Minimum 100 Ib. preg. 
must be on water main and fire hose connected. Discharging 
be stopped during severe lightning. Deck Officers must keep 
check on hose connections for gasket leaks. Emergency Ship My 
ment Policy of Port Canaveral must be observed. 
GANGWAY/DECK WATCHMEN: Not usually employed, s 
service left to discretion of Master. 

OPENING/CLOSING HATCHES: Usually done by stevedoy 
SHIP CERTIFICATES: 

Ship's Register. 

Load Line Certificate. 

Tonnage Tax Certificate. 

Derating Certificate or Derating Exemption Certificate. 
CUSTOMS ALLOWANCES: 300 cigarettes per crew men 
Wine and/or spirits: One quart per crew member. 

CREW IDENTIFICATION CARDS: Required. 
CONSULS: None. 

REPAIRS: None - nearest port would be Jacksonville. 
REPATRIATION: All facilities available for effecting » 
changes and arranging any necessary repatriations. 
AIRPORT: Two airports available, serviced by regular airiy 
McCoy Airport, Orlando, Florida approximately 50 miles froms 
Port, Cape Kennedy Regional Airport at Melbourne, Florida app 
mately 35 miles from Port and Ti-Co Airport approximately 25m 
from the Port, but this airport has only limited service. 
TIME: GMT minus 5 hours normal, GMT minus 4 hours Dayjy 
Saving Time. 

HOLIDAYS: Numerous holidays do not affect operation of @ 
which operates 24 hours a day, seven days a week. 
POLICE/AMBULANCE/FIRE: Police/Fire, tel. 783 8203; An 
lance, tel. 632 1444 and 636 2929. 

TELEPHONES: Arrangements are not available for placing: 
board. 

GENERAL: All vessels, civilian and military, will provide wire rm 
from the bow and stern with eyes that can be reached by tugs com 
alongside. Pilots will make sure wires are in proper position be 
leaving vessel. All vessels will undock and proceed to outer ani 
rage when so ordered by Port Manager and/or Harbour Masts! 
the event of: (a) a severe oil spillage; (b) fire is discovered on bw 
a vessel laden with petroleum, explosives or a quantity of dang 
cargo; (c) vessel is in jeopardy due to conditions on shore. 
gency movement of ships will be made with an able sea we 
without awaiting for return of other ships personnel. 
SHORE LEAVE: Crew allowed ashore. 
REGULATIONS: All radio frequency radiations from ships’ 
Port Canaveral must be scheduled to prevent any possible itt 
ference to missile tests conducted on the Cape Canaveral Mit 
Test Annex. The only exception is standard ship/shore HF hare 
control frequencies. Vessels desiring to radiate will request 
sion from the Port Manager and/or Harbour Master. 
AUTHORITY: Canaveral Port Authority, PO Box 267, Port 
veral Station, Cape Canaveral, Florida 32920. Telephone nu 
305-783-7831. 


PORT EVERGLADES, (including Fort Lauderd 
Florida: 26.05 N. 80.05 W. 


DOCUMENTS: be 

3 copies Cargo Manifest (Forms 7527-A or 7527-B), the oe 

showing all cargo on board, and 2 copies showing only 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form 1.418). ) 

2 copies Crew List (Form 1.418). 
Customs boarding Officer will also examine Ship's Register ® 
Load-line Certificate. In addition, the following documents wil? 
required for formal entry to be made within 48 hours of arrival ft 
abroad, or 24 hours from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All foreign clearances. 

U.S. Certificates of payment of tonnage tax (Customs Form! 

Certified Crew List. 
PILOTAGE: Pilot boards at Port Everglades sea buoy, ! 
26° 05’ 30” North latitude, 80° 04’ 45” West longitude. 
ANCHORAGE: The prescribed anchorage area at Port Ever 
is outside the harbour and North of the channel. Vessels 4 
to anchor off harbour of Port Everglades are required to do 
this area to avoid possible damage to cables laid on ocean 
South of the channel. 

South of the channel, immediately offshore, there is a Gove 
Restricted Area. 

North of the channel, immediately offshore, there is a spoil 
visible at low water. 
RESTRICTIONS: Entrance to Port Everglades is by @ i 
channel running in a due Westerly direction for a distance 
miles from the 50 ft. contour of the ocean to the turning basi” 


ygmnel is 500 ft. wide at its seaward end, narrowing to 300 ft. wide 
jetty entrance to turning basin. The water depth is 39 ft. includ- 
the turning basin. All depths are at Mean Low Water. 

MY SIZE: Max. draft 36 ft. MLWS. 

IN; The main turning basin is 1,200 ft. East and West and 2,450 
North and South with a depth of 39 ft. The North extension of 
ing basin is 620 ft. wide East and West on the North limits and 
4,wide East and West on the South limits and 1150 ft. North and 

uth, with a depth of 33 ft. The South extension of turning basin is 

ft. wide East and West by 1,300 ft. North and South, with a 

of 32 ft., except Berths 17 and 18, which have a depth of 37 ft. 

y depths are at Mean Low Water. 
fALTH: See ‘Health Regulations" before first U.S.A. port 


ny). 
a, The following radio channels are available to communi- 
ye with facilities at Port Everglades: 
Ship calling and safety: Channel 16, 156-8 Mc. 
gusiness and Operation: Channels 14, 156-7 Mc; 7A, 15635 Mc; 
1A; 156-9 Mc, 
Port Everglades Bar Pilot: Channels 16, 13, 14, 18A, 19A. 
Port Everglades Towing Co.: Channels 16, 13. 
GS: Three tugs available to assist berthing. 
ERTHING : Port Everglades has 16,200 linear ft. of berthing facili- 
ss, as follows: 


Length 31 ft. 32 ft. 37 ft. 38 ft. 
Berth in feet depth depth depth depth 
9-3 1,601 1,300 301 
700 700 
700 700 
378 378 
4 1,200 1,200 
A 300 300 
40 1,200 1,200 
500 500 
13 1,201 1,201 
15 1,201 1,201 
*-17-18 1,648 1,648 
20 1,300 1,100 200 
20 1,325 1,325 
240 240 
25 1,369 1,369 
+27 1,337 1,337 
16,200 1,300 2,425 9,529 2,946 


otal , 

Berth 16 has a depth of 39 ft. 
RANES : 200 ton mobile crane available for hire. 

TEVEDORES: These services are provided by licensed stevedor- 
q firms. Arranged by Agent. 

UNKERING: All berthing facilities are provided with facilities for 
mishing fuel oils and fresh water. 

EPAIRS : Shipyard equipped with a 350 ft. Syncrolift dry dock with 
capacity of 4,200 tons, one 1,000 ton floating dry dock, complete 
achine-shop and all supporting facilities. 

ENTIFICATION CARDS: Standard U.S. Immigration Forms 
to be made up for each crew member on arrival. Not necessary 
rcrew man already holding Form 1.95, issued for the same vessel. 
USTOMS ALLOWANCES: At the discretion of customs offi- 
“3. Normal allowance is 200 cigarettes or 2 lb. tobacco and one 
atwine or spirits per man. Additional allowances may be given 
considered necessary, due to length of vessel's stay in port. 
OLIDAYS: New Year's Day (January 1); Martin Luther King's 
rhday (January 15); Lincoln's Birthday (February 12); Washing- 
N's Birthday (February 22); Good Friday; Memorial Day (May 30); 
dependence Day (July 4); Labor Day; Columbus Day (October 
); Veteran's Day (November 11); Thanksgiving Day; Christmas 
icember 25). When any of the above holidays fall on a Sunday, 
*y will be observed on the Monday following. Work on these holi- 
/s is by special arrangement only. 

IME: Eastern Standard Time, GMT minus 5 hours. Daylight 
“ing time, GMT minus 4 hours, from April to October. 
Bontry: Port Everglades Authority, Port Everglades, Florida 


GENT: Hansen & Tidemann, Inc. PO Box 13044, Fort Lauderdale, 
A 33316. Tel. 305-527-1503. TWX. 510-955-9899. Cables “Handt”. 


ORT HURON, Michigan: 42.59 N. 82.26 W. 


“er to St. Lawrence for important general information. 

ILOTAGE: Compulsory, by Seaway Pilots. 

NCHORAGES: Near head of St. Clair River at Sarnia. Vessels 

‘tuld anchor as close to shore as safely possible to keep channel 
for passing vessels. 
TRICTIONS: Navigation season from mid-March to end- 
mber approx. Dock channel depth — 25 ft. Vessels size restric- 

Wy] Seaway locks. 

AX. SIZE: 730 ft. length; 26 ft. draft. 

ert: All ocean-going vessels must obtain a free pratique 
Te entering the Seaway. Vessels may obtain quarantine inspec- 
\ and clearance from the Canadian Authorities at Montreal 
© awaiting entrance to the Seaway. 

"3 : Master must give at least 24 hours notice to Commander 

ct Guard District, Cleveland, Ohio, of the vessel's ETA at 

™ Lock. Also, at least 24 hours notice of ETA at first U.S. dis- 

ha Port is required. Port can be contacted through Marine 

‘ ‘ator, Sarnia. 

“4 : Available. Not compulsory, but sometimes necessary in 
Weather, 


= 


U.S.A. 


BERTHING: Port Terminal Co. Dock: 700 ft. long 26-31 ft. depth. 
DENSITY: Fresh water. 

MEDICAL: All facilities available. 

FRESH WATER: Obtainable by pipe-line at all docks. 

FUEL: All grades available by pipe-line at all docks. 

REPAIRS: Machine shops available for limited deck and machin- 
ery repairs. 

AUTHORITY: Port Huron Maritime Commission, PO Box 273, 
Port Huron 48060. 


PORTLAND, Maine: 43.39 N. 70.14 W. 


DOCUMENTS: 

1 Crew list. 

1 Passenger list. 

2 Stores lists. 

2 Foreign purchases lists. 

2 Inward foreign manifests uniform cargo. 

Original bill of lading. 

1 form 3251 Masters oath on entry of vessel. 

2 form 1374 outward foreign manifest. 

PILOTAGE: Ship's Agents usually notify pilot approximately 48 
hours in advance of arrival then changes are made at 24 and 12 hours. 
Pilot boat usually called on Channel 16 and then switched to Channel 
11 to continue conversation. Pilot goes aboard ship in vicinity of 
lightship using ladder on lee side. When weather bad suggest 
vessel anchor approximately 1 mile North of lightship. 
ANCHORAGES: 

Anchorage A (genera!) 

Beginning at Eastern corner of Grand Trunk Railway Company 
Pier No. 3; thence approximately 90°, 1,700 yd. to Brooklyn Ledge Buoy 
16; thence 330°, 350 yd.; thence 25°, 780 yd.; thence 303°, 750 yd.; 
thence 254°, 560 yd.; thence 186°, 750 yd.; and thence to the point of 
beginning. 

Anchorage B (general and quarantine) 

Beginning at Brooklyn Ledge Buoy 16, thence 58° to Little Diamond 
Island thence along the South-western shore to the pier on the 
Southern end of Little Diamond Island; thence 143°, 1,200 yd.; thence 
270° to House Island Light; thence along the western shore of House 
Island to Fort Scammel Point Light; and thence 329°, 1,620 yd. to the 
point of beginning. Anchorage B is intended for general purposes, 
but especially for use by oil tankers and other deep-draft ships enter- 
ing the harbour at night and intending to proceed to the dock allotted 
at daylight the following morning, or as soon as practicable. This 
area also is to be used for quarantine anchorage. Any vessel an- 
chored in this area shall be ready to move on short notice. 
Anchorage C 
Bounded on the North-west by House Island; on the North by a line 
running 90° from House Island Light to Peaks Island; on the East 
by the Western shore of Peaks Island, by aline running 198° from the 
Westernmost point on Peaks Island to Cushing Island, and by the 
shore of Cushing Island to its Westernmost point; and on the South- 
west by a line running from the Westernmost point on Cushing 
Island to Fort Scammel Point Light. Anchorage C is intended for use 
only by small vessels and for temporary anchorage. 

Anchorage D 

Southerly and Westerly of aline beginning at Lighthouse Channel 
Buoy 1; thence 35° to Anchorage Buoy E; and thence 145° to the 
mainland. Anchorage D is for use only by small yachts and pleasure 
craft, and small, light draft coastwise freighters. 
RESTRICTIONS: No entry restrictions at night. Deep draft 
vessels brought in on high water only. 

MAX. SIZE: Size of vessel restricted to 45 ft. draft in harbour area. 
No outside installations at port yet. 

HEALTH: Agent notifies Public Health Service and arranges for 
inspection at pier. If any disease or fever suspected, vessel quaran- 
tined. When vessel once cleared at U.S. port and proceeds 
to another, clearance still valid. Radio pratique available on request 
to Agent. 

RADIO: Tugs in Portland Harbour use Channel 07. Vessels arriving 
Portland go through radio station in Chatham, Mass., RCA installa- 
tions, or call station WOU via radio-teiephone. VHF Harbour Control 
at Portland. 

TUGS: Tugs join vessel at Spring Point in Portland Harbour. Tugs 
use own lines at no additional charge. Docking Pilots not supplied 
by Company but are available. 

BERTHING: Tidal conditions govern arrivals and departures. 
BRIDGES: No undocking on ebb tide through bridge. 
STEVEDORES: Four hours notice on ordering gangs. 
MEDICAL: No advance notice required by Agent. Two hospitals, 
Maine Medical Center and Mercy Hospital, who take bed patients. 
All seamen require certificate showing they have had a smallpox 
vaccination during last three years. 

TANKERS: Tankers arriving at Portland Pipe Line, Pier 2, make 
preparations for two 10 in. and 12 in. hoses. 


Berth Depth Aiongside 
American Oil Terminal 30 ft. MLW 
Chevron Terminal 32 ft. MLW 
Portland Pipeline Pier 

No. 1 35 ft. MLW 
Portland Pipeline Pier 

No. 2 48 ft. MLW 
Texaco Terminal 30 ft. MLW 


DENSITY: Average density 1024. 
FRESH WATER: Available by tug for boilers only at rate of tug 
hire. Drinking water available at piers. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


FUEL: No. 6 diesel oil and blended interfuel oils. Delivery is via 
barge only and 24 hours notice required. 
FIRE PRECAUTIONS: None—except at certain oil piers where 
information given to Shipmaster upon arrival at pier. Ample fire 
protection, salt water lines, sprinkler system on pier, local fire 
department. 
DEVELOPMENTS: Plans under way for redevelopment of water- 
front. Plans call for deepening Fore River from 35 ft. to 45 ft. and 
studies also under-way to provide offshore unloading of giant 
super-tankers. Plans to construct a $140 million oil transfer facility. 
In order to complete project, existing 40 ft. ledge will be removed to 
90 ft. and dredging in the inner harbour of Hussey Sound will be done, 
No date set for final completion. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSiING HATCHES: Ship's crew open hatches. 
CERTIFICATES: 
Load-line certificate. 
Certificate of Foreign Clearance. 
Ship's Safety Certificate. 
U.S. tonnage tax certificate of previous trip if available 
Radio Operator Licence. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per man. 
Wine and/or Spirits, 1 bottle per person. 
CARGO GEAR: No additional cargo gear necessary. 
IDENTIFICATION CARDS: Form 1-95 must be filled-out on 
arriving unless seaman has had a prior one made out for a previous 
arrival on same ship. 
CONSULS: 
Norwegian: Allan Kjos-Hanse, 30 Mayer Road, Portland, Maine, 
Vice-Consul. 
French: Dr. Paul O. Proudian, 776 Main Street, Westbrook, Maine, 
Finnish: Frank W. Bjorklund, 163 Main Street, Norway, Maine. 
Italian: Dr. Domenico A. Santoro, 43 Deering Street, Portland, 
Maine. 
Panamanian: Mary Navarro de Cerrillo, Lafayette Town House, 
Portland. 
Swedish: Martin Johnson, Vice Consul, 443 Congress Street, 
Portland. 
REPAIRS: Repair facilities for all types of machinery available. 
DRY DOCKS: Three basins divided into 7 berths which can handle 
a vessel up to 455 ft. long and 62 ft. wide (not currently activated). 
Also three other smaller marine slipways. 
REPATRIATION: Arrangements must be made with Agent in 
advance by telegram. 
AIRPORT: Portland Municipal Airport 3£ to 4 miles distant. 
Served by Northeast Airlines and Executive Airlines. 
HOLIDAYS: New Year's Day; Washington's Birthday; Patriots 
Day; Memorial Day: Independence Day; Labor Day; Thanksgiving 
Day; Christmas and Veterans Day. Possible to get gangs to work all 
days except Labor Day and Christmas. 
POLICE/AMBULANCE/FIRE: Police 773-5651; Ambulance 772- 
5463; Fire 772-6531. 
TELEPHONE: Arrangements can be made to have phone put on 
ship, but most docks have pay phones. 
GENERAL: Discussions underway with Coast Guard and other 
officials to install fixed lighthouse stations to replace lightships at 
entrance. 
AUTHORITY: Maine Dept. of Transportation Bureau of Water- 
ways, Maine State Pier, Portland, Maine 04111, (207 773-5608). 


PORTLAND, Oregon: 45.30 N. 122.40 W. 


PORT LIMITS: The seaward boundary of the Port of Portland is 
Astoria, 96 miles North West of Portland. 
DOCUMENTS: 

3 Cargo Manifests. 

3 Store Lists. 

3 Crew Curio Lists. 

3 Crew Lists. 

1 Clearance from Last Port. 

1 Tonnage Tax Certificate. 

1 Copy of Vessel's Register. 

1 Itinerary of Vessel, port by port. 
PILOTAGE: When entering from sea (without service of bar Pilot) 
vessels or Agents must give notice between 0800 and 1700 and at 
least 12 hours prior ETA at Astoria. Calls may be placed with Astoria 
office (325-4532) or Portland office (228-9325) or by radio to ‘Colrip 
Astoriaore". River Pilots board at Astoria in channel in vicinity 
Astoria Crossing Lighted Buoy No. 37. Signal for river Pilot one long, 
three short whistles. When ordering bar Pilots, request by radio via 
KLB, Seattle, Wash., about 12 hours before arrival. Address Bar 
Pilots, “Astoria, Ore.,” giving date and time of arrival at lightship. 
When “Peacock” on station Pilot boards from small power boat; 
when “Columbia” on station. Pilot boards directly from “Columbia”. 
When Pilot boarding from small boat, maintain reduced speed about 
4 knots. Do not change course or speed until signalled by pilot vessel. 
Vessels having radio telephone contact pilot vessels for instructions 
on following frequencies: radio phone watch Channel 16 VHF 
(156-8 mgc/s) also 2182 and 2738 kc/s. Pilot boat Peacock" call WS 
7217; pilot boat “Columbia” WZU 7337; Astoria bar pilots’ office 
(Channel 16) KOK 360. 
ANCHORAGES: The only designated anchorages are at Tongue 
Point (Astoria), Oregon. Two anchorages at No. 1 Lower Tongue 
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Point, and No. 2 Upper Tongue Point. Additional locations , 
Columbia and Williamette Rivers where safe anchorages ca 
made upon advice of Columbia River pilots. Anchorage in Ports 
harbour by permission of Harbour Master. 
RESTRICTIONS: No restrictions on night entry. State of tide 
draft restrictions not applicable to vessels drawing less than e 
MAX. SIZE: No restrictions length and breadth. Depth at Coly 1 
River entry 48 ft. River channel to Portland/Vancouver maintaings, 
45 ft. by 600 ft. Seasonal tidal effect up to 3 ft. at Portland, 
HEALTH: Radio pratique procedure extended to all vessels 
ing quarantine clearance.Vessels requiring clearance must com 
Maritime Quarantine Declaration HSM 13.19 available from 
Consular Offices abroad, from steamship agents, custom how 
brokers, and U.S. Quarantine stations. 

RADIO: Route ETA cables through KLBITT Seattle, Wash, 
TUGS: Tugs normally join vessel at designated berth. TUgS lig 
used at no charge. 

BERTHING: Present depths alongside berths at new facili, 
45 ft. minimum at mean low water. Older piers 35 ft. minimum at me 
low water, A 1,341-ft. container/general cargo pier with a 4) 
and a 50 ton straight line crane and two 65-ton gantry cranes, 
has a 25-acre open storage yard with rail and truck service, Pier, 
warehouse about 80,000 sq. ft. 

A container pier, length 1,400 ft. with three 50-ton straight) 
cranes and 60,000 sq. ft. Container freight station in service mid-g, 
BRIDGES: No arrival times designated if coming from sea ani, 
excess of 750 tons gross. Departures regulated, with bridge clos 
during peak traffic flow (0700 to 0900 hours and 1615 to 1815 how 
unless permission granted by Harbour Master. 
SPECIALISED CARGO HANDLING FACILITIES: The » 
operates four public ocean cargo terminals containing 26 dw 
water berths, including five container berths with six high-spe 
container cranes. At terminal two, a 90,000 sq. ft. transit shedh 
break-bulk cargo. Four straddle carriers, capable of stacking 2 
containers three high, or 40-foot two high, serve the yard. 

At Terminal four there is an 8,000,000 bushel capacity graina 
vator, a box car tipper, truck dumper and eight storage ta 
capable of storing 5 million bushels of grain. Log dock is equipy 
with three whirley cranes. There is a Dravo bulk unloader 
digging capacity of 900 tons per hour for unloaded ores. Tank fas 
are available for special cargoes such as petroleum, molasses, tals 
and ore concentrates. 

There are general cargo berths and berths for commodities we 
require special handling. Terminal two contains a roll-on/roly 
berth. Port facilities include 21 transit sheds, and four warehouw 
with almost 2 million sq. ft. of sprinkled storage area. 

As well as six whirley cranes and a 150-ton capacity sheer’ 
crane, there is a 175-ton mobile crane, largest of its kind ont 
Pacific Coast. 

STEVEDORES: Allocation for gangs Monday to Saturday m 
be confirmed at 1100 to longshore hiring hall. Allocation for gay 
Sunday and Monday made at 1100 Saturday for both day and nig 
gangs. Same procedure applies to allocation of night gangs, 
night a. may be cancelled by 1400 in afternoon if night gangs® 
to work. 

MEDICAL: Any type medical treatment provided and host 
facilities available. Only inoculation requirements for entry to Ul 
is smallpox, except when vessels have called at an area infected! 
another disease. 


TANKERS: 

Max. Size Vessel | 

Berth Length Draft ; 

Shell Oil Company 575 ft. 32 ft | 
Standard Oil 660 ft. - 700 ft. 35 ft 
Texaco Inc. 650 ft. 30 ft 
Phillips Petroleum Co. No maximum 30 ft 
Time Oil Co. 600 ft. 40 ft 
Mobil Oil Corp. 550 ft. 31 ft 
Richfield 600 ft. 30 ft 
Union Oil Co. 550 ft. 30 ft 


DENSITY: Fresh water at all times. 

FRESH WATER: Available at all berths delivered through pier* 
connections. al 
FUEL: Viscosity grades of B and lower. No advance notice requi® 
Barging essential. 

FIRE PRECAUTIONS: Fire precautions respecting tani 
administered by U.S. Coast Guard, which enforces shipboard bef 
lations under the Code of Federal Regulations, Part 46, Sub-Pat! 
Sections 20 to 40; the Police Harbour Patrol, which controls 
movements, boards vessels to warn Master regarding hae" 
regulations, including spilling of oil, etc.; Fire Marshal exerci® 
jurisdiction regarding fire regulations at shoreside facilities serra 
tankers. 

GANGWAY/DECK WATCHMEN: Option of vessel owner|ag® 
and available through private firms. : 
OPENING/CLOSING HATCHES: While ship at dock, 0p" 
and closing is work of longshoremen. Ship may open or clos® 
hatches while underway. 

CERTIFICATES: Registered tonnage certificate. 

CARGO GEAR: Valid cargo gear certificate required, ace 

to U.S. Bureau of Labor Standards. 

IDENTIFICATION CARDS: Immigration Dept. requires 
No. 595 and No. 31 (Repatriation). Changes can be effected # 
U.S. Consulate. 

CONSULS: The following countries are represented in Portis 


Ghana Netherlands 
peste Great Britain Nicaragua 
Costa Rica Iceland Norway 
Denmark Italy Panama 
F) Salvador Japan Peru 
Finland Korea Senegal 
France Lebanon Sweden 


German Mexico Venezuela 
pairs: All types of deck and engine repairs possible. 
pRY DOCKS: Three floating docks, largest 661 ft. long by 114 ft. 


OATRIATION : Arrangements possible for crew changes or 
atriation. 
PORT : Airport 10 miles distant, served by eight regularly 
scheduled ashton with direct service and/or connections domestic- 
world wide. 
es GMT minus 8 hours. Daylight saving time becomes effective 
ynually on the last Sunday in April through the last Saturday in 
ober. 
OLIDAYS : *New Year's Day; President's Day (Feb. 21); Memorial 
day (May 30); *Independence Day (July 4); *Labor Day (First 
Wonday in September); Veterans’ Day (Nov. 11), Thanksgiving Day, 
nristmas Day (Dec. 25), State-wide Election Days. Other legal 
widays may be proclaimed by state or national authority. When 
widay falls on Sunday, the following Monday is observed as holiday. 
ingshore work performed on any of above listed days is overtime, 
which is one and a half time rate. Days marked (*) are stop-work 
4ys,.e. no Ships will be worked. This also applies to July 5, which 
sserved locally on unilateral basis. 
POLICE;AMBULANCE/FIRE: Police 226-7551; Fire 232-2111; 
ambulance: provided by several private firms, but can be obtained 
trough police or fire number. 
TELEPHONES: Available by order from terminal superintendents 
$5.00 connection charge. 
SERVICES: All services available such as compass adjusting, 
mjoror minor repairs either with work barges or at ship repair berths; 
y berths available; charts available from private companies; all 
chandlery supplies available. 
SHORE LEAVE: Crew members permitted ashore except where 
wssel has made first arrival from Communist-controlled port. 
AUTHORITY : Port of Portland, POB 3529, Portland, Oregon 97208. 
Tel, (503) 233-8331. Twx: 910-464-6151 FAX/FDH. : 


PORT LAVACA/POINT COMFORT, Texas: 28.40 N. 
$35 W. 


DOCUMENTS: 

2Cargo Manifests. 

2Stores Lists CF1303. 

2Crew's Effects Declaration CF1304. 

{Clearance from last Port. 

Vessel's Register, tonnage, tax receipts, etc. 

Copies Crew List. 

2Copies Passenger List. 

PILOTAGE: Ship's Agents usually notify Matagorda Bay Pilots as 
Syessel's ETA. Pilot boat can be contacted on VHF Channel 16, 
‘en switch to Channel 26 to continue conversation. Pilot boards at 
woy 1-A at position 28° 23’ N. 96° 17’ W. 

ANCHORAGES: Marked on chart of Matagorda Bay and 
proaches. 

ESTRICTIONS: Vessels may enter any time day or night. 
‘trance channel depth 38 ft. Bay Channel depth 36 ft. 

HAX. SIZE: Alcoa Dock - size restricted only by channel depth of 
Bi. Public Dock - max. length approximately 600 ft. Draft controlled 
ychannel depth of 38 ft. 

#EALTH: Vessel may request radio pratique in accordance with 
WSPH Form 13.19 or may be boarded by contract physician. 

*ADIO: Galveston Radio (ITT Mackay Marine) and Port Lavaca 
laine operator can be contacted on VHF Channel 16, then switch 
“channel 26 for continued conversation. 

ss: One tug available joining vessel shortly before arriving at 


HRTHING: Ore carriers berth at Alcoa private dock. All other 
"sels berth at Public Dock. 
STEVEDORES: Richard Bugg & Co. Inc., PO Box 457, Corpus 
‘visti, Texas. At Alcoa's Dock all plant labour is used. 

DICAL: No advance notice required. Several clinics and one 
‘spital available in Port Lavaca. 

SITY: Average density is 1010/1012. 

FRESH WATER: Fresh water available alongside berth. 
WEL: Not readily available, must be barged or trucked from either 
accel or Corpus Christi. Very expensive. 

VELOPMENTS: Plans for lengthening dock and another 
prouse are now being considered. 

ENING/CLOSING HATCHES: At public Dock this is done 
istevedores. At Alcoa Dock this is done by ship's crew. } 

RTIFICATES: Load line, foreign clearance, safety equipment, 


si responsibility (oil pollution), tonnage tax receipts, will be’ 
ed, 


UNTIFICATION CARDS: Immigration Crew Landing Permit 

ay required for each man. 

epeUs: Only Norwegian Vice-Consul Tel. 512-987-2311. 

upalRS : Only minor repairs possible. No dry docks. 
ATRIATION: Arrangements are possible but preferably 

4 be accomplished in larger ports. 


oul 


U.S.A. 


AIRPORT: Nearest airport 20 miles at Victoria, Texas, served by 
Texas International only, Corpus Christi airport about 90 miles; 
Houston airport about 150 miles. 
TIME: Central Standard Time during winter. Beginning last Sunday 
in April until last Sunday in October, Daylight Saving Time (clocks 
are moved ahead one hour). 
HOLIDAYS: All holidays observed by contract with ILA. See 
“Houston”. 
POLICE/AMBULANCE/FIRE: Police Department, 552-6767; Fire 
Department, 552-2222; Ambulance Service, 552-2988. 
TELEPHONES: Telephones are available ashore only. Telephone 
booth on Public Dock. 
AUTHORITY: The Calhoun County Navigation District, PO Box 
107, Port Lavaca, Texas 77979. Telephone number: Area Code 
512 — 987/2813. 

Private Dock owned by Aluminium Company of America with its 
Agent being Alcoa Steamship Company Inc., PO Box 646, Point 
Comfort, Texas 77978. Telephone number: Area Code 512 — 987/2311 


PORT NECHES, Texas: 30.00 N. 93.57 W. 


DOCUMENTS, PILOTAGE, HEALTH, RADIO, etc.: Refer to 
“Port Arthur". 

TUGS: Meet vessel in Neches River before arriving at berth. Nor- 
mally two tugs used for docking, one for undocking. 

BERTHING: Jefferson Chemical Co.: distance from sea 30 m., 
depth at berth 36 ft. Texaco terminal: distance from sea 34 m., depth 
at berth 32 ft. 

MEDICAL: All facilities available. 

DENSITY: Fresh water. 

FRESH WATER: Available by barge. 

FUEL: Bunker C not available ex wharf at Texaco terminal, only 
by barge from Port Arthur or Beaumont. 

GANGWAY/DECK WATCHMEN: Not required unless crewmen 
detained by Immigration. 

CUSTOMS ALLOWANCES: 300 cigarettes and one quart wine 
or spirits for each man. 

IDENTIFICATION CARDS: Foreign crew require only Immigra- 
tion Landing Permit. 

CONSULS: Nearest at Houston 

REPAIRS, DRY DOCKS: See “Port Arthur”. 


PORT ST. JOE, Florida: 28.49 N. 85.19 W. 


DOCUMENTS: 

All documentation must be on United States forms. At least: 

3 Passenger Lists. 

3 Crew Lists (1 for visa crew list). 

3 Curio Lists. 

3 Stores Lists. 

2 Complete Manifests. 

Clearance Papers from last port. 
PILOTAGE: Apply for Pilot through ship's Agent — address is 
“Port St. Joe, Pilots’’ and advance ETA 18 hours. “VHF — Channel 
16."" Pilot boat station is at Sea Buoy, Port St. Joe only and location 
of anchorage for vessel awaiting a Pilot is 1 mile West of Sea Buoy. 
ANCHORAGES: Local harbour charts indicate safe anchorages. 
MAX. SIZE: Draft 28 ft. 6 in. 
HEALTH: Quarantine inspection pratique on all ships entering 
from foreign port. Contagious disease kept under watch on board. 
Persons critically ill transferred to Municipal Hospital. All ships 
that have previously, on this voyage, docked at another United States 
port enter without inspection. Radio pratique granted under certain 
circumstances as per Maritime Quarantine Declaration. 
RADIO: Call sign WLO, Mobile, Alabama. 
TUGS: None presently available. 
STEVEDORES: ETA must be received by 1800 in order to have 
gangs at 0800 following day. 
MEDICAL: No notice required. Hospital facilities available. Inocu- 
lations required same as public health U.S. Government require- 
ments. 
TANKERS: Discharge lines 8 in. No residue discharge allowed. 
Two tanker berths 32 ft. draft. 
DENSITY: Salt water — heavy concentration. 
FRESH WATER: Available in unlimited quantities by hose con- 
nection from dock to ship, 14 in. to 24 in. size at 60 psi. 
FUEL: Fueling facilities limited. Tanker trucks only. Two days 
advance notice advisable. Two grades of fuel oil available: (a) grade 6 
- Bunker C - 156SSF at 122 degrees Fahrenheit; (b) Diesel oil - 
36.5 SSU at 100 degrees Fahrenheit; (c) Gasoline, kerosene and motor 
oils available. 
GANGWAY/DECK WATCHMEN: Only when requested by ship. 
OPENING/CLOSING HATCHES: Work can be performed by 
either stevedores or crew. 
CUSTOMS ALLOWANCES: one carton of cigarettes per week per 
crew member permitted. Further allowances would depend on 
circumstances. Wine and/or Spirits one bottle per crew member as 
allocated by Customs. 
CARGO GEAR: Must be in compliance with ‘U.S. Government 
Longshoremen Safety Codes”. 
CONSULS: None. 
REPAIRS: None. 
DRY DOCKS: None. 
REPATRIATION: Can be accomplished by Agent and Immigra- 
tion but should be accomplished in larger ports if possible. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, j 


AIRPORT: Served by regular airlines. (Southern Airways, National 
Airways). Six combined flignts a day. Distance 40 miles. 
TIME: Saving time from first Sunday in May to last Sunday in 
October. GMT minus 5 hours Standard Time. GMT minus 4 hours 
daylight saving time. 
HOLIDAYS: No Work Holidays—No work performed New Year's 
Day, Fourth of July, Labor Day, Christmas Day, or December 24 & 
December 26, and Easter Sunday, except handling of mail, baggage 
and perishables (except bananas) or unless a ship is in distress, 
such as fire or leaking bottom, or, other causes that would damage 
cargo or vessel. In event work done on New Year's Day, Fourth of 
July, Labour Day, Christmas Day, December 24 & December 26, or 
Easter Sunday, rate of pay for such ship work shall be double the 
normal time rate. Should above holidays fall on Sunday, double time 
will be paid. Following Monday will be paid at time and one-half. 
Working Holidays—Armistice Day, Thanksgiving Day and Mem- 
orial Day are to be paid for at overtime rate —- one and one-half times 
straight-time rate. Should any of above holidays, except Sunday fall 
on Sunday, the following Monday will be observed. 
POLICE/AMBULANCE/FIRE: Police 227-3181; 227-4526; Ambu- 
nce 227-3511 (Comforter), 227-2491 (Prevatt), 227-4011; Fire 227- 
se 
TELEPHONES: None available for placing aboard. 
GENERAL: In sending ETA when ship is going to arrive over week- 
ends (Saturday and Sunday), a notice wire should be placed and 
notice ETA should arrive prior to 1700 Friday. 
SHORE LEAVE: Shore leave allowed when cleared by Immigra- 
tion. 
REGULATIONS: Normal working hours of longshoremen from 
0800 to 2230 only seven days a week. 
DELAYS: Only when due to port congestion. 
AUTHORITY: Port St. Joe Port Authority, PO Box E, Port St. Joe, 
Florida. 32456. 


PORT SAN LUIS, California: 35.10 N. 120.45 W. 


TERMINAL OPERATORS: Union Oil Company, Avila Beach, 
California. Tel. 805 595 2069. 

MAX. SIZE: Tankers up to 750 ft. length and 26 ft. draft. 

RADIO: Vessels should contact Union Oil Companythrough Marine 
Operator. ‘‘Walkie-talkie’ sets used for communication with terminal. 
VHF station KTD 411, Channels 10 and 16. 

BERTHING: Tanker berths only at Union Oil Company Pier. 
wre tie off pier at berths No. 4 and 5. Depth alongside 36 ft. 


Two 12-in. and one 16-in. load/discharge lines. Ballast discharge 
available through one 8-in. line to ballast tank of 20,000 barrels max. 
capacity. 

DENSITY: Salt water, 1025. 

FRESH WATER: Limited amounts only available from the pier. 
FUEL: Not available. 

CONSULS: Nearest consuls situated at Los Angeles and San 
Francisco. 

AIRPORT: County Airport, San Luis Obispo, situated 12 miles 
distant. Two flights daily to Los Angeles and to San Francisco. 
AUTHORITY: Port San Luis Harbor District, PO Box 248, Avila 
Beach, California. 


PORT SULPHUR, Louisiana: 29.28 N. 89.41 W. 


DOCUMENTS/HEALTH ETC: Refer to ‘New Orleans". 
PILOTAGE: A vessel coming into port from sea can arrange to 
pick up a Bar Pilot (Associated Branch Pilots) by furnishing ETA to 
the ship's Agents, radio contact by VHF Channel 9 and AM Chan- 
nels 2738 and 2183. Bar Pilot is exchanged for river Pilot at head of 
Passes, Pilot town, Louisiana. River Pilot (Crescent River Port 
Pilot's Association) can be arranged through ship’s Agent in New 
Orleans and radio contact as above. Vessel awaiting Pilot for de- 
parture may remain at dock until Pilot arrives. Advance notice of 
three hours is required for departing Pilots. This can be arranged by 
the ship's Master with our shipping foreman. 

ANCHORAGES: Anchorage is available on East bank of river 
opposite to Freeport Sulphur Company dock. Depth of water at 
anchorage is 40 ft, the controlling depth in the river. 
RESTRICTIONS: No restrictions for entry because of time of 
day, nor conditions of tide or draft except the controlling depth of 
Mississippi River to Port Sulphur (35-40 ft. as published in reports 
by U.S. Army Corps of Engineers). 

MAX. SIZE: Maximum permissible length - 560 ft., breadth not 
limited, draft equal to controlling depth of river. 

RADIO: Tropical Radio WNU New Orleans. 

TUGS: Tugs not normally required. Shore crews usually handle 
ship's lines. Tug may join the vessel opposite the dock. Charges for 
handling ship's lines. 

STEVEDORES: Not normally required. When requested, stevedor- 
ing services can be obtained from port of New Orleans; contact 
ship's Agents for particulars. 

MEDICAL: Advance notice for personnel requiring medical ser- 
vice is required through ship's Agents. Hospital facilities are 
available. 

TANKERS: One tanker berth, permitted draft equal to or greater 
than controlling depth of Mississippi River. Diameter of loading/ 
discharge lines is 12 in. and 16 in. respectively. 

DENSITY: Density in port not affected by tide. Fresh water. 
FRESH WATER: Fresh water is available, can be loaded with 
1} in. fire line. 
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FUEL: Fuel may be loaded by barge with vessel at anchor, f, 
transfer is not permitted at dock. 

FIRE PRECAUTIONS: No welding repair permitted at docks, 
Fuel transfer is not permitted. No other specific precautions ob, 
ved except for “no smoking" precautions, etc. 
GANGWAY/DECK WATCHMEN: Services of watchmen , 
sirable but not required. Port does not furnish this service, 
CERTIFICATES: Certificate of condition of cargo handling » 
required when use of gear is necessary. 

IDENTIFICATION CARDS: Immigration form I-95. 
CONSULS: Consuls offices are located in New Orlee, 
Louisiana. 
REPAIRS: Engine and deck repairs are possible when the dod, 
not otherwise occupied. 

AIRPORT: New Olieans International Airport, served by m 
major airlines. 55 miles from Port Sulphur. 

TIME: Local time is Central Standard Time, except from May/Ox 
ber, Daylight Saving Time is in effect. 

HOLIDAYS: Vessels are loaded on all holidays except Christny 


Day. 

POLICE/AMBULANCE/FIRE: Port Sulphur, Louisiana, 564-2 
564-2525; 564-3231, respectively. 

TELEPHONES: Jacks for telephones are provided at no additin 
cost to tankers loading at port. 

SHORE LEAVE: Crew members are allowed ashore. 
DELAYS: Loading will not commence until all holds are clea, 
scale and other foreign matter. 

AUTHORITY: Private port, Freeport Sulphur Company, f 
Sulphur, La., tel. 564-3341; New Orleans Office, Freeport § 
as Company, New Orleans, La., tel. 529-4393; teletype 810-6 


REDWOOD CITY, California: 37.50 N. 122.28 W, 


DOCUMENTS, PILOTAGE and all general information refe) 
“San Francisco”. 
RESTRICTIONS: Though a natural deep water channel extes 
down the bay to Redwood City there is controlled depth cham 
500 ft. wide and 30 ft. deep across San Bruno Shoal. The entry 
channel to the port is 2 miles long and 30 ft. deep (all depths any 
MLLW) and 300 to 350 ft. wide. There are two large turning basin 
either end of the port harbour channel. 
BRIDGES: The San Mateo Hayward Highway Bridge with a verte 
clearance of 138-5 ft. and horizontal of 500 ft. crosses the ship chan 
BERTHING: Wharf No. 7, 500 ft. of berth space, and Wharf No! 
355 ft. of berth space, are dredged to a depth of 32 ft. alongsé 
Wharf No. 1 has 32,000 sq. ft. There are pipe-line connections? 
petroleum products and bulk cement. 

Wharf No. 3 is an open wharf, 450 ft. long, and is used primarily 
handling lumber and gypsum rock. It also has petroleum pipe-lie 

Wharf No. 5 has 500 ft. of berthing space with a depth of i! 
alongside. It was designed to accommodate large oil tankers # 
freighters, and for handling heavy lifts. 

Capabilities include complete facilities to handle LASH (Ligt 
Aboard Ship) system. 
AUTHORITY: Port of Redwood City, 775 Harbor Boule 
Redwood City. California 94063. Tel. (415) 365-1613. 


RICHMOND, California: 37.56 N. 122.25 W. (See Pla 
(a) STANDARD O/L COMPANY OF CALIFORNIA TERMINAL 
(b) OTHER TERMINALS AT RICHMOND. 


(a) STANDARD OIL COMPANY OF CALIFORNIA TERMINA 


DOCUMENTS and all general information, refer to “© 
Francisco”. 

LOCATION: Richmond Long Wharf and Point Orient Whari® 
situated on North East side of San Francisco Bay, a protec 
harbour. The refinery and storage tanks are near the wharves. 

The exact position of the Long Wharf is Lat. 37° 55’ 20” N. Low 
122° 24’ 35” W. Wharf heading is 324° to 144°. 

The exact position of the Point Orient Wharf is Lat. 37° 57 2! 
Long. 122° 25’ 39” W. Wharf heading is 356° to 176°. 

There is adequate anchorage and room for manoeuvring in thed® 
MAX. SIZE: The main ship channel into San Francisco ha’ 
project depth of 50 ft. However, the 35 ft. depth of the Southamp* 
Shoal channel restricts the size of ships to wharves. 
LIGHTENING: When a lightening operation is necessat)® 
terminal management will direct the ship to anchorage nine. 
ship to be lightened will install fenders before the lighter ties a0 
side. The terminal will provide the fenders. The lightening supe™® 
and ship's officer will hold a meeting to discuss the cargo trans* 
During transfer, follow the same precautions and safety regulati®® 
that apply to cargo transfer at the wharf. The transfer rate wil® 
regulated by the lightening vessel. The lightening superviso! © 
observe all the lightening operations. The terminal will provide® 
spill recovery equipment during lightening. 

RADIO: San Francisco harbour advisory radar system, designt# 
bridge-to-bridge frequency: VHF Channel 18a (156-9 mHz). 

Federal communication regulations require that at any time 
radio is in operation, Channel 16 must be monitored (1568 
distress and calling frequency). 

The 2-3 me. radio telephone call letters for the San Fr 
Bay area are KLH. 

Richmond Long Wharf (radio call - Chevron Shipping) is eq 
with VHF radio, manned 24 hours per day. Channel 10 (1565 


the operating frequency. While at anchor, in San Francisco Bay, 
wsels should maintain normal listening watches on VHF Channel 


Master of a vessel bound for San Francisco Bay is requested 
advise Chevron Shipping (Cables address: Chevronship Rich- 
4 Sanfrancisco) of ETA, seven days, three days and again one 
éay (24 hours) before arrival at the wharf. First ETA message should 


werimated time of arrival at the wharf (local time). 

Last port of call. 

Estimated deep draft at arrival. 

Quantity of ballast to be discharged. 

Quantity and grade of cargo to be transferred. 

Distance from bow to cargo and bunker manifolds. 

Size and type of cargo and bunker connections, 

Quantity and grade of bunkers and lubes required. 

Quantity of fresh water required. 

Number of crew replacements expected. 

amount of provisions and stores to be loaded. 

Repair work anticipated. ‘ 

Make 24-hour ETA as accurate as possible and whenever arrival 
time changes, by one hour or more, send a correcting message 

romptly. 

| sEATHING: At least one hour before docking contact Chevron 

Shipping, in Richmond, by VHF radio (Channel 10, 156-5 mHz) and 

request a berth assignment. They will try to berth as soon as you 

yrve. However, if no berth is available, anchor in the prescribed 
wchorage (as directed by the captain of the port) and maintain 
aio contact with Chevron Shipping, Richmond. 

There are two piers that accommodate oil transfers. They are 

wierred to as Richmond Long Wharf and Point Orient Wharf. 

long Wharf: Richmond Long Wharf, a “T"’-head pier, has an over- 
dlength of 2,464 ft. It consists of concrete and wooden piles and a 
concrete superstructure connected to the shore, 4,200 ft. away by 
spilled causeway. The fender-to-fender width is 114-5 ft. 

There are four deep water berths on the West side, each approxi- 

mately 600 ft. long. They are numbered 1 to 4 from South to North. 

Water depth is 38 ft. at MLLW. Carefully observe deep draft during 

periods of low water. There is an inner berth, No. 5, that may be usea 

for bunkering small ships; water depth is 18 ft. at MLLW. The other 
inner berths, Nos. 6 to 12, are used primarily for barge loading. 

Point Orient: The Point Orient wharf, an ‘L"'-head pier, is 2 miles 
North of the long wharf. It is 504 ft. long and 60 ft. wide. Itis supported 
mn wooden piles and has a causeway that extends 1,200 ft. to the 
shore. 

There is one ship berth, No. 1, where the water depth is 36-40 ft. 
a MLLW. There is also one barge berth No. 2. 

LOADING AND UNLOADING: All berths are fitted with 4-, 6- and 

hin. hoses for cargo transfer. Berth No. 4 is fitted with one 8-in. 

ind two 12-in. Chiksan loading arms. Berth 1, at the Long Wharf, 
tas a similar Chiksan system — two 12-in. arms. All flange facings 
we ANSI 150-pound rating. 

Several products can be loaded at each berth. 

BALLAST: The terminal has facilities to receive some ballast 

(maximum capacity 25,000 bbl/s - normal capacity 15,000 bbl/s). 

However, arrangements for this to be made through Agent before 

uriving at the wharf. All ballast to be discharged must be pumped 

toshore while berthed at wharves. 

POLLUTION : The Federal Water Pollution Control Act prohibits 

the discharge of oil or oily waste in the waters of San Francisco Bay 

wich causes a film or sheen on the water or discolours it or causes 
asludge or emulsion beneath the surface of the water. 

Regulations enforced by the Bay Area Pollution Control District 
aso prohibit the emission of smoke and soot. Vessel can be fined 
fitemits visible smoke (Ringelmann 1) for more than three minutes 
Be nigws its boiler tubes enough to create a soot nuisance 
m shore. 

‘In addition, the terminal has certain regulations designated to 
timinate obnoxious odours. Vessel may, therefore, be required to 
‘low special procedures before tank cleaning, loading or ballasting. 
\,in spite of precautions, vessel does cause such odours, loading 
‘unloading operations may be stopped. 

MEDICAL: No facilities at wharves. Local ambulance may be 

ached at: Cadillac Ambulance Service (415) 234-3242; Alhambra 

Airground Ambulance Service (air) (415) 228-1096; California Avia- 

‘on Service Inc. (air) (415) 569-3855. 

EL: Many grades of bunkers, diesel and lubricating oils are 
tailable in bulk or drum quantities. Agents order them from Traffic 
8d Distribution or Chevron International at least 48 hours before 
ssel arrives, otherwise, vessel may be delayed. 

0 take on bunkers and diesel, vessels must be able to connect 
“terminal's 3-in., 4-in. or 6-in. 150-Ib. ANIS flanges. 

VISIONS: Provisions and stores will be loaded only at Rich- 
"ond Long Wharf, and only when loading does not interfere with 
"Igo or ballast transfer. If vessel is large and not equipped with 

ms, Agent need to supply a crane for the loading. Stores will 
istbe handled by wharf personnel. 

oot WATER: Potable water provided. Make arrangements 

igh Agent. 

YPAIRS : Terminal Management approval required for any repairs, 
‘otwork or maintenance work at the piers. No repairs will be allowed 

delay cargo transfer or lengthen the time it takes. 

SHORE LEAVE: Ship's personnel are not permitted ashore and 
%@ personnel are not permitted aboard for any purpose whatso- 
‘until pratique has been granted. Once it is granted, no one may 

to shore on the Long Wharf causeway. 

HORITY :Standard Oil Co. of California, Richmond, California. 


U.S.A. 


(b) OTHER TERMINALS AT RICHMOND 
BERTHING: Parr-Richmond Bulk Commodity Wharf: 

Owners: Parr-Richmond Terminal Co. 

Operated by: Parr-Richmond Terminal Co. 

Use: Receipt and shipment of various dry-bulk commodities. 

Water Depth : 35-36 ft. 

Mechanical handling facilities: On wharf; four 50-ton electric, 
travelling full portal gantry cranes, each with 100-ft. boom and two 
45-ton electric travelling full portal gantry cranes, each with 118-ft. 
boom, 36-in. belt conveyor for shiploading with 10,000-ton-capacity 
covered storage warehouse. 

Santa Fe Sugar Dock: 
Owned and operated by: Atchison, Topeka and Santa Fe Railway 
oO. 


Use: Receipt of sacked sugar by inland waterway vessels for 
transfer to railroad cars. 

Dimensiors : Length of face 545 ft., lower end 51 ft.; depth along- 
side at MLLW 24 ft. 

Levin Metals Corporation : 

Owner : City of Richmond Port Commission. 

Operated by: Levin Metals Corporation. 

Use: Scrapping of ships, consolidation of scrap and export loading 
of cargo. 

Dimensions: Length of face 555 ft. each; Pier 1 depth 35-38 ft., 
Pier 2, 17 ft. 

Richmond Terminal No. 3 General Cargo Wharf: 

Owners: City of Richmond. 

Operated by: Canal Industrial Park. 

Use : Receipt and shipment of general cargo in foreign and domes- 
tic trade, automobiles; bulk liquids, including petrochemicals, 
chemicals, and vegetable oils. 

Dimensions : Length of face 900 ft.; South side 75 ft.; depth along- 
side at MLLW 35-32 ft.; usable berthing space with dolphins 960 ft, 

Mechanical handling facilities: Forklift trucks and other types of 
cargo-handling equipment are available. 

Remarks: Face of wharf is in line and contiguous with the face of 
adjacent wharf providing 1,340 ft. of continuous berthing. 
Richmond Terminal No. 4 Wharf: 

Owners: City of Richmond. 

Operated by: Richmond Terminal Agency, Pacific Molasses Co. 
Ltd., & Dorward & Sons Co. 

Use: Bulk Liquids. 

Dimensions : Length of face 1,047 ft.; South side 175 ft.; North side 
100 ft.; depth alongside at MLLW 32-50 ft. 

Canal Industrial Park and Willamette Iron & Steel Co.: 

Owner: City of Richmond Port Commission. 

Operated by : Canal Industrial Park (Pasha Truckway) & Willamette 
Iron & Steel Co. 

Use: Import service and delivery of foreign automobiles; ship 
repairs. 

Dimensions: Length of face 700 ft.; depth alongside at MLLW 
35 ft.; usable berthing space with dolphin 900 ft. 

Mechanical handling facilities : Mobile handling equipment available. 
Complete range of crane and ship facilities for major ship repair. 
TANKERS: Atlantic Richfield Tanker Dock: 

Owned and operated by: Atlantic Richfield Co. 

Use: Receipt and occasional shipment of petroleum products; 
bunkering vessels. 

Dimensions : Length of face approx. 250 ft.; lower and upper sides 
40 ft. each. 

Atlantic Richfield Barge Dock: 

Owned and operated by: Atlantic Richfield Co. 

Use; Receipt and shipment of petroleum products by barge; 
bunkering vessels. 

Dimensions : Length of face 150 ft.; depth alongside at MLLW 364 ft. 
Richmond Terminal No. 1 Wharf: 

Owners: City of Richmond. 

Operated by: Petromark Inc. 

Use: Receipt and shipment of petroleum products, chemicals and 
petrochemicals. 

Dimensions : Length of face 557 ft.; West side 90 ft.; East side 90 ft.; 
depth alongside at MLLW face 33 ft.; West side 33 ft.; East side 32 ft. 
Richmond Terminal No. 3 Liquid Cargo Wharf: 

Owners: City of Richmond. 

Operated by: Canal Industrial Park. 

Use: Receipt and shipment of vegetable oils, chemicals and 
petrochemicals. 

Dimensions: Length of face 380 ft.; depth alongside at MLLW 
34-32 ft. 

Texaco Wharf: 

Owners: Texaco Inc. 

Operated by: Texaco Inc. 

Use: Receipt and shipment of petroleum products. 

Number of berths: 1. 

Water depth: 35 ft. 

Time Oil Company Wharf: 

Owned and operated by: Time Oil Co. 

Use: Receipt and shipment of petroleum products. 

Number of berths: 1. 

Water depth : 35 ft. 

Special remarks: Three 10-in. pipe-lines extend to 25 steel storage 
tanks in rear; total capacity of 618,000 barrels. 

Union Oil Co. Tanker Dock: 

Owned and operated by: Union Oil Co. of California (also services 
GATX Terminal). 

Use: Receipt and occasional shipment of petroleum products; 
bunkering vessels. 
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Dimensions : Length of face 225 ft.; lower end 45 ft.; upper end 45 ft.; 
depth alongside at MLLW 35 ft. 

Mechanical handling facilities: Hosehandling at wharf is by ship's 
gear and small tractor crane. 
Union Oil Co. Barge Dock 

Owned and operated by: Union Oil Company of California. 

Use: Shipment and occasional receipt of petroleum products; 
bunkering vessels. 

Dimensions: Length of face 150 ft. (approx.); lower end 45 ft.; 
depth alongside at MLLW 35 ft. 

Mechanical handling facilities: Hosehandling at wharf is by ship's 
gear and small tractor crane. 

Remarks: Wharf and Tanker Docks are spaced about 230 ft. apart; 
together they provide one large tanker berth. 


RICHMOND, Virginia: 37.32 N. 77.25 W. 


DOCUMENTS: See “Hampton Roads”. . 
PILOTAGE: Entrance through Hampton Roads. Virginia Pilots 
Assn. original contact same as for Norfolk, Virginia. Pilots will 
arrange for change of pilots to proceed up the James River. 
ANCHORAGE: Hampton Roads anchorage, also river anchorage 
approximately 40 miles up river, shown as “Upper Brandon” on 
charts. 
RESTRICTIONS: Navigation of river above Upper Brandon recom- 
mended in daylight hours, except vessels under 250 ft. length. 
MAX. SIZE: Maximum length recommended by pilots 550 ft., draft 
21 ft. 6 in. any tide, depth of channel 25 ft. mean low water tide, 
change 3 ft. 5 in. 
HEALTH: See “Hampton Roads". 
RADIO: See “Hampton Roads", 
TUGS: Not needed for berthing unless vessel is to be turned around 
on arrival. Tug available at Terminal on reasonable notice. 
BERTHING: Vessels berth alongside wharf 1,200 ft. long. 
BRIDGES: Two bridges across river between Hampton Roads and 
Richmond. No specific time or notice required. 
STEVEDORES: Arrangements to be made through Agents. 48 
hours notice requested. 
MEDICAL: Vessels cleared by U.S. Health officials at Hampton 
Roads before proceeding up river. 
DENSITY: Water considered as 100% fresh. 
FRESH WATER: Available at pier. 
FUEL: Bunkers available only at Hampton Roads. 
GANGWAY/DECK WATCHMEN: None required, unless crew 
detained by U.S. Immigration. 
OPENING/CLOSING HATCHES: On bulk cargo usually opened 
and closed by ship crew, also steel hatches handled by ship crew, 
sometimes determined by terms of Charter. 
CERTIFICATES: 

Ship's register. 

Load-line Certificate. 

Safety Certificate. 

Tonnage tax receipts. 

Certificate of nationality. 

Passenger Certificate. 
CUSTOMS ALLOWANCE: Tobacco, 200 cigarettes (1 carton for 
2/3 days) if further allowance is needed Customs Officer will return 
on request of Master. Wine and Spirit, 1 bottle per officer, Customs 
Officer will return on request of Master. 
IDENTIFICATION CARDS: Immigration landing permit required. 
CONSULS: No consuls in Richmond, handled through Hampton 
Roads if needed. 
REPAIRS: Only minor repairs, no shipyards. 
REPATRIATION: Handled through Norfolk, Virginia. 
AIRPORT: Approximately 10 miles from port, regular airline ser- 
vice. 
TIME: Eastern time GMT minus 5 hours. Daylight saving time from 
first Sunday in May to last Sunday in October. 
HOLIDAYS: January 1, May 30, July 4, Labour Day (first Monday in 
September), Thanksgiving Day, Christmas Day. 
POLICE/AMBULANCE/FIRE: Police 644-9461; Ambulance 644- 
9404; Fire 649-9191. 
TELEPHONES: No arrangements for placing aboard vessels. 
SHORE LEAVE: Allowed. Proper papers should be available. 
AUTHORITY: Port of Richmond Advisory Commission, 217 
Governor Street, Richmond, Virginia 23219. 


RIVERHEAD, Long Is., New York. Petroleum fuel 
storage terminal operated by Northville Industries 
Corporation. (See Plan) 


DOCUMENTS: See “New York". 

LOCATION: Steel berthing jetty, with North and South berths, is 
situated in latitude 41° 00’ 01” North and longitude 72° 38’ 50” West. 
One and two-tenths nautical miles offshore from Long Island and 
four miles 257° true from Mattituck Inlet Light. A white flashing bell 
buoy is situated three-tenths mile West-north-west of the jetty 
which has four navigation lights situated on each corner of the 
structure flashing every second. 

PILOT: Pilot arranged by ship's Agent. Generally Pilot boards off 
Brenton Reef Lightship or at South-east buoy, Block Island. Distance 
from Brenton Reef 65 miles and 69 miles from Block Island. 
ANCHORAGE: Vessels arriving at night or at times not suitable for 
mooring should anchor 1 to 14 miles North-east of lighted bell-buoy 


796 


marking area. Holding ground good and 75 fathoms of chain jn 
water is considered safe. Mooring Master and crew will board 
one hour prior scheduled mooring time. Generally launch dogs 
arrive before this time except for emergency. ’ 
MAX. SIZE: Length in North berth 1,150 ft. LOA and draft ng 
id 60 ft. Length in South berth 550 ft. LOA and draft notto era, 
® 

TUG SERVICE: Arranged by ship's Agent. Tug boats ge: 
come from New Haven. When ordering tug, sufficient time g 
be allowed for tug to cross Sound, a distance of Approximate), 


miles. 

RESTRICTIONS: Vessels are moored on any stage of the tide» 
during daylight hours only. 

COMMUNICATION: Telephone at Riverhead Park 7-5600 (0, 
for station to station: dial 516 PArk 7-5600). Cable Address Nos 
ville Riverhead New York. Radio |.T.T. Amagansett. 
BALLAST: No ballast disposal facilities. Long Island Soung, 
inland water and United States Anti-pollution Regulations 5 
enforced. No bilge water, oil-contaminated water, garbage or» 
waste matter which may pollute sea water is to be discharged om 
board while vessel within Long Island Sound and approaches, 
STORES/FRESH WATER/FUEL: No fresh water facili, 
Small quantities provisions may be purchased at local store. 
Riverhead, 4 miles inland. All services contingent upon M 
Master's approval and on weather conditions. No fuel avaig 
except by barge from New York. 

QUARANTINE, CUSTOMS AND IMMIGRATION: New \» 
City is port of entry for Northville. Entry and clearance musi; 
arranged by ship's Agent. Boarding officers board in the anch 
prior to arrival within mooring area. Pertinent Government officg 
should be advised in sufficient time, usually not less than 24 hop 
Monday through Friday and 48 hours on Saturday and Sung 
Generally, entry and clearance can be arranged by agent who shy, 
advise Customs well in advance of vessel's arrival, thus saw 
necessity of having Master go to Custom House in New York, Ww 
pratique granted, Mooring Master will board vessel to assist May 
to moor in berth. 

MEDICAL: Hospital in Riverhead. Medical attention must be am 
ged by ship's Agent. U.S. Public Health Service not available loc) 
Nearest Marine Hospital in New York City 80 miles West of Rig 
head. 

BERTHING: North berth: Vessels berthed during flood tide cuny 
will moor starboard side to and during the ebb tide current 
moor port side to. Forward and stern spring lines are secured tos 
breasting dolphins and bow and stern lines are secured to iw 
mooring buoys situated South of the jetty. 

South berth: Vessels berthed during flood tide current will mm 
port side to and during the ebb tide current will moor starboard se 
to. Forward and stern spring lines are secured to the breasi 
dolphins in the South berth and bow and stern lines are secure 
the North berth breasting dolphins. 

Masters will note that jetty is situated in an open roadstead# 
that all mooring equipment must be in proper working order ant! 
good condition. If, in the opinion of the Mooring Master, the vess# 
mooring equipment is inadequate the vessel will not be permit 
to remain in the berth. 

Vessels must be equipped with manilla or better mooring lines! 
not less than 8 in. circumference and not less than 90 fathor 
length. 

Vessels having wire moorings secured on warping winches 
surge valve and brake are very acceptable. Warping winches mus? 
adequate to handle mooring lines under heavy strain. Effice 
stopper lines must be readily available to ‘stop off'’ mooring lit 
for transfer from winch to bitts without loss of tension. 

Mooring Master will pilot vessel into moorings, supervise moom 
and unmooring operation and connecting and disconnecting’ 
steel loading arms. 

OIL TRANSFER CONNECTIONS: In each berth there are 
steel loading arms with reducers from 12 in. to 10 in., from 1218? 
8 in. applicable to standard U.S. flanges. 

LOADING AND DISCHARGE OF CARGO: Oil transfer op? 
tions are entirely in accord with the Rules and Regulations o!® 
United States Coast Guard. Declaration of Inspection by the 0® 
Person in Charge and the Vessel Person in Charge must be 
a prior to commencement of any oil transfer operations. 

EATHER AND TIDE: Strong winds from North and North-¥® 
experienced during winter and spring. Tide during maximum @ 
and flood often reaches 34 to 4 knots velocity. 

VHF: Communication with shore and launch via portable ¥¥ 
radiophone. This equipment on continuously during vessel's 8 
Mooring Master's crew maintain radio watch and constant 
munication with shore for general purposes and emergencies. 
DENSITY: Flood tide density 1025. Ebb tide density 1020. 
CUSTOMS ALLOWANCES: Tobacco, Wine and/or 5¥ 
Allowance: Same as permitted in New York Harbour. 
IDENTIFICATION CARDS: Issued by Immigration Officer. 
CONSULS: All Consuls Offices located in New York City. 
REPAIRS: No repair facilities available. 
DRY DOCKS: At New York Harbour. ’ 
v= clara talc Agent arranges all crew repatriation via 
ork. 
AIRPORT: New York Airports 80 miles distant. 
TIME: Standard time GMT minus 5 hours. Daylight Saving La 
first Sunday of May to last Sunday of October GMT minus 4 ho® 
POLICE/AMBULANCE/FIRE: 
Ambulance and Fire services. 
SHORE LEAVE: Shore leave permissible. 


Terminal attends 


UNCH SERVICE: The terminal does not provide launch 
uA for crew shore leave. There is a local contractor who has 
hn service available and arrangements must be arranged by the 


's local Agent. i 
(GTHORITY : Northville Industries Corp., PO Box 111, Riverhead, 


ny, 11901. 


pOCHESTER, New York: 43.17 N. 77.36 W. 


to “St. Lawrence Seaway" for important general information. 

ANCHORAGE: No anchorage available within harbour limits. 
AX. SIZE: Channel depth 23 ft. (LWD). All depths in channels or 
songside wharves should be checked carefully against the latest 
recorded elevated or lake level. This may vary from month to month. 
gntrance width 300 ft., turning basin depth 23 ft., 600 ft. in width. 
TUGS: Available. Arrange via ship's Agent. 
BERTHING: Entrance piers are parallel to each other, and about 
ft. apart. The West Pier is 3,036 ft. long and the East Pier 2,699 
«long. Fog horn and beacon on West Pier, East pierhead lighted. 
gadio beacon. Port Authority Terminal located on West bank of 

esee River at end of Lake Pier. Has a quay wall of about 1,400 ft. 
is length, Depth of water alongside 23 ft. (LWD). Charlotte Docks 
cated about 2 miles upstream from mouth of river on West bank. 
Consists of gravity bulk coal loading facilities and cement loading. 
BRIDGES: New York Central Railroad swing bridge near mouth of 
ie river and upstream from Port Authority Terminal. Traffic lift 
bridge about + mile upstream from railroad bridge. bP sr 
STEVEDORES: Available by request. Charges to suit individual 
commodities. 
DENSITY: Fresh water. 
FRESH WATER: Available at both docks. ; 
FUEL: Available coal bunker facilities, at Charlotte Docks. Oil may 
sefurnished direct from trucks at Port Authority Terminal. 
DENTIFICATION CARDS: Required. 
CONSULS: None. 
REPAIRS: Minor only. 
REPATRIATION: Can be arranged. 
AIRPORT: Approximately 10 miles from port. 
POLICE;AMBULANCE/FIRE: Police, 232-3311; Ambulance/Fire, 
132-2121. 
SHORE LEAVE: Allowed. 
AUTHORITY: Rochester-Monroe County Port Authority, 4664 
lake Avenue, Rochester 12, N.Y. Tel. 716-663-6600. 


SACRAMENTO, California: 38.32 N. 121.30 W. (See 


DOCUMENTS/HEALTH: See “San Francisco.” Plan) 
PILOTAGE: Pilots board vessel in San Francisco Bay. 
RESTRICTIONS: Ship Channel; Distance, Fort Point to Sacra- 
mento, 79 nautical miles (146 kilometres). Bottom width in river 
reach 300 ft. (91-4 metres). Bottom width in channel reach 200 ft. 
(10 metres). Minimum depth at MLLW tide 30 ft. (9-1 metres). 

Harbour: Area 60 acres (24-3 hectare). Minimum depth at MLLW 
ide 30 ft. (9-1 metres). Tidal variation average 5 ft. (1-5 metres). 
MAX. SIZE: 750 ft. LOA and 110 ft. beam, 30 ft. deep at MLLW. 
RADIO: KBA 386, 156-9 megacycles (24 hours). 

TUGS: Join vessel at Light 99 (turning basin). 

BERTHING: Anchor - ships will have at least one anchor ready to 
tgo in case of emergency, when docking or undocking. Anchor 
wil be raised immediately upon ship being made fast to wharf. 

Insurance lines are required on off-shore side, fore and aft, im- 
mediately after ship is made fast to wharf. 

A cargo net shall be securely placed under gangways. Save-all 
Ai be rigged abreast of holds at which general cargo is being 
tandled. 

Rat guards, at least 3 ft. in diameter, shall be placed on all moor- 
ng lines immediately after docking, and shall be maintained in place 
rb departure. 


Owned and operated by: Port of Sacramento. 
Use: Bulk-loading rice facility. 
Construction: Concrete with timber fender piles, length 600 ft. 
(1829 metres). 
Water depth : 32 ft. (9-8 metres). 
Storage capacity : 22,000 tons; 8 silos at 2,200 tons each; 6 silos at 
tons each; silos at 270 tons each. 
Mechanical handling facilities: Three loading spouts dockside, con- 
"Yor system to storage facility. 
loading rate : 600 tons per hour. 
Wharf 2 ; 
Owned and operated by: Port of Sacramento. 
Se; General cargo. 
{onstruction : Concrete with timber fender piles; apron width 60 ft. 
33 metres); length 600 ft. (182-9 metres). 
Water depth : 30 ft. (9:1 metres). 
planet sheds: One, 40,000 sq. ft. 


ed by: Port of Sacramento. 

perated by; Cargill of California, Inc., as a public utility. 

a Bulk-grain facility. 
siege ttuction : Concrete and steel silos; concrete with timber fender 
We length 600 ft. (182-9 metres). 

ater depth : 32 ft. (98 metres). 

torage capacity : 1,250,000 bushels (30,000 tons); 17 concrete silos; 
ot 500,000 bushels; 6 steel silos; total capacity 750,000 


Ssh, 


U.S.A. 


whenaeee handling facilities: Conveyor system to storage facility. 
arf 6: 

Owned and operated by: Port of Sacramento. 

Use: General cargo and containers. 

Construction: Concrete with timber fender piles; length 600 ft. 
(182-9 metres), apron 60 ft. (18:3 metres). 

Water depth : 30 ft. (9:1 metres). 

Mechanical handling facilities: Two gantry cranes, 45 ton each. 

Remarks : 6 acres of open wharf; 70,000 sq. ft. off dock warehouse. 
Wharves 7-8: 

Owned and operated by: Port of Sacramento. 

Use: Bulk-material facility and general cargo. 

Construction: Concrete with timber fender piles; apron 60 ft. 
(18:3 metres), length 600 ft. (182-9 metres). 

Water depth : 30 ft. (9-1 metres). 

Storage capacity: Covered 75,000 tons, open 850,000 tons. 

Mechanical handling facilities : Conveyor-belt system from truck to 
storage, from ship to storage; from storage to ship, or from storage 
to truck; two gantry cranes. 

Loading rate: 600 tons per hour. 
STEVEDORES: Same as San Francisco. 
MEDICAL: All normal medical facilities available. 
DENSITY: Full fresh. 
FRESH WATER: Available at all berths. 
FUEL: All grades available with 24 hours notice. Delivered by 


barge. 

GANGWAY/DECK WATCHMEN: Each ship shall have a secu- 
rity detail in readiness on board at all times it is in port. The security 
detail shall perform tasks of an emergency nature and shall have 
information concerning cargoes aboard in case of need for fire 
fighting purposes. 

OPENING/CLOSING HATCHES: Opening/closing hatches is 
stevedore work while docked in port. 

IDENTIFICATION CARDS: A pass signed by the Master or his 
designated officer will be required for crew members, passengers 
and their personal property to leave the port's fenced area. Property 
may be subject to physical inspection before leaving the fenced area. 
CONSULS: Nearest at San Francisco. 

REPAIRS: Limited repair facilities available. 

REPATRIATION: Can be arranged through local Agent. 
AIRPORT: 16 miles from port and served by regular airlines. 
TIME: GMT minus 8 hours. 

HOLIDAYS: Only days not worked are 4th and 5th July, Labor 
Day, Christmas Eve and Day, New Year's Eve and Day. 
POLICE/AMBULANCE/FIRE: Tel. 371-8000. Extensions 252 and 
228. 

TELEPHONES: Telephones available on board free of charge. 
SHORE LEAVE: Crew members allowed ashore subject to Immi- 
gration clearance. 

GENERAL REGULATIONS: Ships will not blow boiler tubes 
while in port. Bilge water or oil will not be discharged into harbour. 
Accidents will be reported immediately to the Terminal Superinten- 
dent. Splash boards will be placed over disposal vent-pipe openings 
on inboard side of vessel. 

Garbage - United States and California State laws make it unlaw- 
ful to dispose of ship's garbage except in approved ways. Port makes 
approved garbage disposal available - contact the Terminal Superin- 
tendent. Garbage retained on board must be kept in tightly closed 
containers. 

Smoking - Smoking prohibited in and around cargo compart- 
ments, and on open decks except that it may be permitted in marked 
areas under sheltered portion of weather decks on offshore side. 
Smoking prohibited on wharfs and piers except in marked areas. 
Smoking prohibited on or near ship while it is bunkering. 

Welding/Burning - Welding or burning will not be done until 
written approval is obtained from the Terminal Superintendent and 
the Fire Marshal. All requirements of both the Superintendent and 
Marshal will be strictly adhered to. 

Fire Signal —- Upon detection of a fire, regardless of location or 
size, the alarm of fire will be sounded. The alarm shall be sounded 
by telephone and/or whistle or siren blasts. Five each, five second 
blasts repeated as necessary. 

AUTHORITY: Sacramento-Yolo Port District, PO Box 815, West 
Sacramento. Tel. 910-367-3581. 


SAN DIEGO, California: 32.41 N. 117.07 W. (See Plan) 


PORT LIMITS: The seaward boundaries of the port of San Diego 
at which a vessel is considered to be an “arrived vessel" is that time 
when the vessel is boarded by a Port Pilot at Seabuoy No. 1 and 
(subject to charter party terms) lay time commences when notifica- 
tion of readiness is tendered at berth. 
DOCUMENTS: 

Crew Lists. 

Passenger Lists. 

Customs Documents. 

Manifests. 

Stores Lists. 

Crew Curio Declaration List. 

If the vessel arrives from foreign direct, 3 copies each of the above 
documents are required. 

If the vessel movements are between U.S. ports, 2 copies each of 
the above documents are required. 

Health Documents. Arrival from foreign direct, 1 copy only. All 
crew members should be in possession of valid vaccination certifi- 
cates. 
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Manifests. Arrival from foreign direct, 1 copy of travellers manifest 
which remains with vessel, and 3 copies each of U.S. Customs in- 
ward foreign manifest. Bills of lading, ship's papers carried aboard 
vessel varies with steamship companies. 

PILOTAGE: The San Diego Pilots do not maintain Pilots on 
station. Service is rendered according to ETA received from vessel. 
If any vessel's arrival or departure is delayed over one hour, an 
additional charge will be made. Telegraphic address of pilot station - 
radio ETA to “Pilots”, San Diego. Advance notice of ETA required 
— 24 hours prior to arrival of vessel. Pilot boat is 54 ft. in length, 
painted white. The exact area where pilot boards the vessel is No. 1 
sea buoy. 
ANCHORAGE: 3 miles South-east of Point Loma Light. 
MAX. SIZE: Length, breadth - no restrictions. Maximum draft 
alongside face of terminal, 36 ft. 
HEALTH: Vessel remains under quarantine until such time as 
pratique procedure is completed by an officer of the U.S. Depart- 
ment of Health and clearance is given to lower quarantine flag. 
ena ap automatic for vessels moving to another port within United 
tates. 

See “Health Regulations” before first U.S.A. port (Albany). 
ines hy All radio messages go through the Los Angeles station 
or relay. 

TUGS: Tugs normally join vessel approximately one mile before 
berth. Five available with h.p. ranging from 200-1,700. There is no 
charge for the use of tug's lines. 

CONTAINER FACILITY: A new generation, high-speed, all- 
electric container crane capable of handling 20-ft. and 40-ft. units, or 
single hook lifts of 40 long tons at National City Marine Terminal. 
This 17-4 acre facility will include 32,500 sq. ft. for a container freight 
station, a container steam-cleaning facility, office, maintenance shop, 
truck scales, railroad spur, and paved storage for 2,280 containers 
including electrical outlets for 45 refrigerated containers. Depth 35 ft. 
SPECIALISED CARGO HANDLING FACILITIES: High-speed 
bulk-loading facilities exist with 800 ft. of 37 ft. deep water berthing 
space and bulk storage for 13,600 metric tons, plus a bulk loader 
boom that travels 500 ft. laterally and can be extended or raised 
enough to load nearly any size or type of ship. 

High-speed bagging of bulk commodities is available for bagging 
of bulk materials from powder to pellets at the rate of 1,000 tons per 
8-hour shift. 

STEVEDORES: Advance notice of 24 hours desired in order to 
arrange gangs. 

MEDICAL: Agents should receive notification of medical attention 
required 24 hours prior to ETA of vessel. Complete hospital facilities 
available. 

TANKERS: Diameter of load/discharge line 6 to 8 in. Slop (residue) 
discharge facilities available upon request. Two tanker berths — maxi- 
mum draft 30 ft. There are also 2 new Tanker Berths at National 
City Marine Terminal with 12 in. discharge lines. 

DENSITY: Salt water in bay. 

FRESH WATER: Fresh water available, delivery via pipeline. 
FUEL: Diesel and Bunker fuel available. 
GANGWAY/DECK WATCHMEN: Available 
necessary. 

OPENING/CLOSING HATCHES: Carried out by stevedores. 
CERTIFICATES: Registered Load-line Certificate, Certificate of 
Inspection, Safety Certificate. 

CUSTOMS ALLOWANCE: Tobacco: Per each crew member U.S. 
Customs allowed two cartons of cigarettes and one box of cigars. 
Wine and/or Spirits: Quantity allowed per each crew member - 1 


if considered 


quart. 

CARGO GEAR: Up-to-date certification of all cargo gear required 
in order to comply with Pacific Coast Marine Safety Code. 
IDENTIFICATION CARDS: U.S. Immigration requires comple- 
tion of Form 95, U.S. Coast Guard requires landing permits. 
CONSULS: 


Chile Finland Norway 

Costa Rica France Panama 
Denmark Honduras Peru 
Dominican Rep. Italy Sweden 
Ecuador Mexico West Germany 
El Salvador Netherlands 


REPAIRS: All types of deck and engine repairs are available. 
DRY DOCKS: Largest dry dock 700 ft. length, 104 ft. width. Capa- 
bility can accommodate C-2 mariner type or San Diego type hulls 
(600 ft. length, 85 ft. width) and up to and including 28,000 displace- 
ment tons. Four additional floating dry docks with capabilities up to 
and including 3,500 displacement tons. 

AIRPORT: Distance from marine terminal approximately 5 miles. 
Airport is serviced by major airlines. 

TIME: Local time GMT minus 8 hours. Daylight Saving Time be- 
comes effective the last Sunday in April and continues to the last 
Sunday in October. 

HOLIDAYS: Recognised holidays are: New Year's Day; Lincoln's 
Birthday; Washington's Birthday; Memorial Day, Independence 
Day, Labor Day, Columbus Day, Veteran's Day, Thanksgiving Day, 
Statewide Election Day, Christmas Day, or any other legal holiday 
that may be proclaimed by State or National Authority; when a 
holiday falls on a Sunday, the following Monday shall be observed 
as a holiday. 

POLICE/AMBULANCE/FIRE: Police 238-7373; Emergency Ambu- 
lance 238-7373; Fire 238-1212. 

TELEPHONES: Arrangements exist for placing telephones on 
board. No charge for hooking up. 

SERVICES: Tank-cleaning equipment. Facilities for tank washings. 
Compass and radar adjustments, etc. 
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SHORE LEAVE: Permitted. 

DEVELOPMENTS: Broadway Pier has been reconstructed 
use as a passenger vessel facility, public park, for berthing ofp 
visit Naval vessels, and for berthing and clearance of fishing Vesse 
U.S. Customs has an office at the end of the pier. 
AUTHORITY: Port of San Diego, Unified Port District, 9 
Pacific Highway, San Diego, California. Tel. 291-3900, Mail 
address PO Box 488, San Diego, California 92112. Telex Sun Harbe, 
San Diego, California. 


SAN FRANCISCO, California: 37.48 N. 122.25 w, 


DOCUMENTS: (See Ply 

General Declaration (arrival) on Customs Form 1301. 

Cargo Manifest (Customs Form 7257 A or 7527 B). One origiy 
copy indicating all the cargo on board, used for making form 
entry. One copy listing all cargo on board, used as travell 
manifest. One copy indicating cargo for this port only. 

2 copies Crew's Effects Declaration on Customs Form 1304, 

2 copies of Ship's Stores Declaration on Customs Form 1303, 

2 copies Passenger List (Form | 418). 

2 copies Crew List (Form | 418). 

Customs boarding officer will also examine ship's register » 
Load-line Certificate. In addition, the following documents willy 
required for formal entry to be made within 48 hours of arrival fr» 
abroad, or 24 hours of arrival from abroad, or 24 hours of arrival {re 
a U.S. port: 

(a) Health Pratique. 

(6) Master's Oath (Customs Form 1300). 

(c) U.S. Certificates of Payment of Tonnage Tax (Customs fie 

* 1002). 

(d) Certified Crew List (U.S. vessels only). 

PILOTAGE: Pilotage in and around Golden Gate Region; 
provided by two groups of experienced, licensed ship Pilots. 

The San Francisco Bar Pilots’ Association, maintains a seas 
tion 12 miles outside the Golden Gate, in the vicinity of the lights 
for vessels arriving and leaving the area. 

On station around-the-clock. Pilot boats are equipped with V# 
radio-telephone, and maintain continuous watch for ship traffic x 
Operate co-operatively with the Marine Exchange communicaie 
centre and lookout station. The Bar Pilots also carry portable \V# 
radios. 

Some 8,500 ships are piloted annually into and out of the pr 
complex, through the Golden Gate and the 2,000-ft. wide, 50-ft. dey 
main ship channel across the alluvial sand bar about 9 miles outs# 
the Gate. 

Considerable Summer fog is experienced on the pilot grounds! 
Winter months radiation or tule fogs frequently occur. The ti# 
prism of hundreds of square miles of inland waters cause unusu) 
swift and changing currents in the area. Pilotage for San Francis: 
Bar and entrance is compulsory and available 24 hours a day. Tt 
Pilot boat is at a station 3 miles outside Main ship Bar chan 
about 14 miles from San Francisco, VHF Channels 18A and 10! 
radio contact. Vessels with a draft of 42 ft. or more are requestet! 
arrive at the pilot station for the inward passage about one hor 
before high water at the Golden Gate Bridge. 

ANCHORAGE: Several anchorages available in San Francis! 
Bay for any type of vessel up to 50 ft. draft. 

The well-protected bay affords excellent shelter and anchorage! 

all weather. The Captain of the Port (Coast Guard) will assign® 
anchorage to a vessel upon request. In San Francisco and San Pat! 
Bays, there are a large number of anchorages available for nat 
quarantine, general and explosives. 
RESTRICTIONS: The San Francisco Bay region is the first on! 
West Coast to have sea lanes established by the Coast Guard 
greater safety in its ocean approaches. Use of the lanes is not m® 
datory, but is strongly recommended to reduce chance of ship colt 
ions in congested approach and departure areas. The lanes are™ 
intended to supersede or alter applicable rules of the road. 

The lanes begin within 6 miles of the San Francisco Lightship,” 
each lane inbound and outbound separated by a buffer zone. l® 
headings are: North lane outbound, 305°: North lane inbound !% 
main line outbound, 247°; main line inbound, 058}$°; Southern 
outbound, 169°; Southern lane inbound 343°. 

The size of the bay and the narrowness of the Golden Gate ca 
tricky and sometimes difficult tidal and current conditions. The flost 
current sets into all parts of the bay and causes swirls as far East# 
Alcatraz and Angel Islands. At the San Francisco-Oakland 
Bridge there are large current eddies near the foundation p® 
which may require care to maintain proper course. 

The bar channel is dredged to 50 ft. mean lower low water byt 
U.S. Army Corps of Engineers. Entrance channels to the varie 
ports are dredged to 35 ft., with the exceptions of Sacrame™ 
Stockton and Redwood City, which are 30 ft. Stockton, howeve’ 
approved for a 5-ft. deepening, and study of similar deepening” 
Redwood City is being completed. ai 
MAX. SIZE: The maximum permissible draft for tankers at thé 
installation is 35 ft., for regular freighters and passenger ships 
San Francisco piers is 30 ft. No restrictions on length or berth. 
best time to dock with maximum draft is at a rising tide. _ 
HEALTH: Radio pratique may be granted basis informatio" J 
ceived prior to arrival of vessel, provided no communicable di 
on board. ’ 

Normally, vessels are boarded by Medical Officers on arrival ® 
less free pratique previously given at U.S. port in the same voyar 
If granted free pratique, vessel may enter port and discharge 


oogers and cargo. If given provisional pratique, vessel may enter 
put must take any additional measures specified in connec- 
ee ith discharging passengers and cargo, until free pratique is 


pio: Radio station via RCA — Radio Corporation of America - 
ion KPH ITT — World Communications - Station KFS. 
Sate and efficient navigation for all bay vessel traffic is maintained 
rough _@ Ship Location and Reporting Service operated by the 
ine Exchange. VHF radio and radar are used to report all bay 
, 24 hours a day. 
GS: Tugs available and normally join the vessel when approach- 
their pier. Always the tug’s lines are used, with no extra charge. 
BERTHING: No restriction on berthing other than draft limitation 
ind preferable at slack water. 
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No. of 
Pier berths Length Depth Remarks 
(ft.) (ft.) 
9 2 154 Face 35 General cargo 
800 North 
800 South 
(17 3 490 F 35 Importing newsprint 
800 N 
800 S 
9 2 160 F 35 General cargo 
800 N 
800 S 
LB 2 160 F 35 General cargo 
800 N 
800 S 
tand 29 3 206 F 35 General cargo 
750 N (some containers) 
1,340 S 
v 2 150 F 35 General cargo 
788 N 
589 S 
8 2 150 F 35 General cargo 
787 N 
807 S 
5 2 200 F 35 General cargo and 
802 N passenger 
1,053 S 
8 2 140 F 35 General cargo 
878 N 
937 S 
§A-C 2 140 F 35 Importing newsprint 
1,314 S and pulp 
§B-D 1 140 F 35 Container freight 
1,314S Station 
1,200 N 
4 2 200 F 50 General cargo: 
620 N 35 Government meat 
635 S 35 inspection facility 
8 2 150 F 35 General cargo 
541 N 
675 S 
Wand 32 3 622 F 49 General cargo 
845 N 35 
932 S 35 
4 2 139 F 30 Storing automobiles 
634 N 35 
652 S 35 
8A 1 201 F 30 General cargo 
802 N 35 
679 S 35 
48 2 1,035 F 35 Servicing automobiles 
BA 1 216 F 35 General cargo 
610 N 35 
8B 1 155 F 35 General cargo 
636 S 35 
740 F 32 
866 20 
4 North 2 48 and 130 F 30 Repairs: One 65-ton 
408 and 240 N 25 crane 
719 S 25 
4 South 2 126 F 25 10-ton Truck crane 
588 N 25 75 ft. boom. Repairs. 
852 S 20 Bunkers. Receiving 
petroleum 
Nand 72 2 723 F 25 Importing automobiles 
2 1 702 F 35 Receiving automobiles, 
166 35 bulk animal and 


vegetable oils 


Alameda: Alameda, an island and city across the Inner Harbour 
Shannel from Oakland, is the home of Encinal Terminals, the largest 
uvately owned and operated steamship terminal in the United 

es. There are six berths for vessels at Encinal. 
‘ae hs 1, 2,3 and 4: Used for general cargo and bulk or drummed 
ids. Total berthing length 2,125 ft. Depth 31 ft. 

y h 5: Used for general and containerised cargoes. Length 
ft. Depth 35 ft. Berth equipped with Paceco container crane. 
lau 6: Used for receipt and shipment of bulk or drummed 

vids, Depth 30 ft. Facility has tank storage of 12 million gallons. 
ae HANDLING FACILITIES: Copra Terminal, Pier 84: Pier 

Signed to Cargill Company for receiving bulk copra. Berthing for 
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1 vessel. Length of face 185 ft. and 430 ft. North side 120 ft. Depth 
alongside face 32 ft. Facilities include four portable pneumatic 
unloaders, total capacity 180 tph. 

Port of San Francisco Grain Terminal, Pier 90 ; Berthing for 2 vessels. 

Length 1,285 ft. Depth alongside 40 ft. The terminal is used for re- 
ceiving, storing and loading of grain, feeds, chemicals, fertilisers and 
storing automobiles. Facilities consist of a 2 million bushel grain 
elevator. Rail holding yard for 100 cars. Six marine loading spouts 
with heen of up to 1,500 tons of bulk material per hour(no shifting 
required). 
CONTAINER HANDLING FACILITIES: Mission Rock Terminal, 
Pier 50 : Berthing for 6 vessels. Pier used for container traffic, general 
cargo and passengers. Length of face 1,000 ft. North side 1,480 ft. 
and South side 1,100 ft. and 582 ft. Depth alongside terminal 35 ft. 
Facilities include a 250-ton container crane rated at 25 containers 
per hour. Container wharf length 1,000 ft. and width 200 ft. Storage 
for 900 (20 ft.) containers on pier. 

Pier 80: Berthing for 8 vessels. Length of face 1,296 ft. North side 
1,138 ft. South side 2,657 ft. Depth alongside 40 ft. Pier equipped with 
container cranes. 

Pier 94; Container terminal under construction. One berth to be 
completed late 1975. The terminal will be served by a rail-mounted 
container gantry. 

Pier 96: Berthing for 2 vessels. Depth alongside 40 ft. The facility 

is used by LASH vessels, container ships and general cargo vessels. 
Lifting equipment consists of 2 Paceco container cranes, miscel- 
laneous fork lift and straddle carriers and mobile cranes. 
STEVEDORES: Stevedores orders must be placed 1000 hrs. for 
night gangs and day gangs. Two8 hour shifts 7 days a week. Sunday 
and Sunday night gangs must also be ordered on Saturday 1000. 
MEDICAL: Medical, and all hospital facilities available. No advance 
notice required. 
TANKERS: San Francisco is an oil discharging port. All major 
oil companies have their own oil discharging pier. Reducing pieces 
are available. The maximum drafts are 35 ft. Tankers arriving with a 
greater draft are partly discharged in the bay before docking. 

Davis Point: Union Oil Co. Oleum Refinery Wharf, depth up to 
38 ft. MLW. 

Martinez: Shell Oil Co. Wharf, depth alongside 30 to 42 ft. MLW. 
Phillips Petroleum Co. Amorco Wharf, two berths, depth 30-42 ft. 
MLW. Phillips Petroleum Co. Avon Wharf, depth alongside 35 ft. 
MLW. Urich Oil Co. depth alongside 35 ft. 

Ozol: Oil Wharf, depth alongside 39 ft. MLW. 

Hercules : Sequoia Ref. Corp. Terminals, depth 35 ft. MLW. 


DENSITY: Average density in the bay is 1016. 

FRESH WATER: Available at all piers rate between 25 and 50 tons 
per hour. 

FUEL: Fuel available by barge or at the oil companies own pier. 
Special blends require some advance notice. 

FIRE PRECAUTIONS: Any special instructions are given to the 
Master upon docking. 

DEVELOPMENTS: At present a LASH terminal under construc- 
tion at Pier 92 for lease to Pacific Far East Lines. 

WATCHMEN: Not required but this service available at Master's 
request. 

OPENING/CLOSING HATCHES: Normally done by stevedores. 
But crew may open and close before arrival at the dock or after 
departure. 

CUSTOMS ALLOWANCES: Each crew member may land free of 
duty and/or taxes articles acquired abroad not exceeding $10 in value, 
plus 50 cigars or 300 cigarettes or 3 Ib. of smoking tobacco, and not 
over 1 quart of alcoholic beverages. 

IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
1.-95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form |.-95, issued for the same vessel. 
CONSULS: All Maritime countries represented at San Francisco. 
REPAIRS: The major yards in the Golden Gate region have fully 
equipped machine-shop facilities capable of handling virtually any 
job; welding, heavy plate construction, turning, boring, facing, grind- 
ing, milling and rolling. 

The larger yards also have facilities for pipe, sheet metal, elec- 
trical carpentry, painting, rigging, machining and boiler work. 

Pacific Ship Repair and Triple “A"’ Repair are both located in 

San Francisco and provide berth space for all types of ship repairs 
at plant and at any location in the San Francisco Bay area. 
DRY DOCKS: Bethlehem Steel's San Francisco shipyard has 
three floating dry docks, one with 22,000 tons capacity and 654 ft. 
long, one of 11,400 tons capacity and 542 ft. long, and one of 6,500 
tons capacity and 450 ft. long. With a recently completed pier, it's 
tie-up and outfitting space totals 4,271 ft. 

Todd Shipyards Corp. has two dry docks at Alameda. Their larger 
dry dock is 873 ft. long with a clear width between wing-walls of 
140 ft. and a lifting capacity of 40,000 tons. The smaller dry dock has 
alifting capacity of 10,000 tons and is 542 ft. long with a clear width 
between wing-walls of 86 ft. There are 3,500 ft. of berthing space for 
ships undergoing in-the-water repairs. Todd has three mobile units 
for out-of-yard work. 

Williamette Iron and Steel Company's yard in Richmond has five 
concrete graving docks. Four of these docks can each accommodate 
a vessel 600 ft. long with 83 ft. beam, and one dock can handle a 
vessel 750 ft. long by 83 ft. 

Tonnage capacity is limited only by the above dimensions. 
Williamette's facilities include 1,500 ft. of concrete outfitting pier for 
in-the-water repairs. The graving docks are served by four gantry 
cranes of 60-ton capacityand two of 45-ton capacity, and the outfitting 
pier by three 45-ton cranes. Williamette has fully equipped shops for 
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repair and conversion work, and mobile units for out-of-yard work at 
all Bay Area piers. 

DEVELOPMENTS: The channel over the bar will be deepened to 
55 ft. A new channel will be cut 600 ft. wide and 45 ft. deep (at low 
water), through the upper bay and the channel through San Pablo 
and Suisun Bays will be deepened to 45 ft. Manoeuvring areas near 
Richmond and the refinery terminals will be widened. The Stockton 
Deep Water Channel will be deepened to 35 ft. and the channel 
alignment improved. 

REPATRIATION: All facilities available for crew changes by sea, 
air or land. 

AIRPORT: Distance about 10 miles from San Francisco and is 
served by regular airlines. 

TIME: GMT minus 8 hours, summertime from last Saturday in 
April till last Saturday in October GMT minus 7 hours. 
HOLIDAYS: New Year's Day; Lincoln's Birthday (February 12); 
Washington's Birthday (February 22); Good Friday (afternoon); 
Memorial Day (May 30); Independence Day (July 4); Labor Day 
(first Monday in September); Admission Day (Calif. only Sept. 9); 
Columbus Day (October 12); Veteran's Day (November 11); Election 
Day (First Tuesday after the first Monday in November); Thanks- 
giving Day (last Thursday in November); Christmas Day. 

When any of the holidays fall on Sunday, the holiday will be 
observed on Monday. 

On a holiday the longshoremen are working at the overtime rate 
(time and one half) except on the following days when no work will 
be performed: 

1 New Year's Day; 

2 Bloody Thursday (July 5, memory of three longshoremen 

killed during the 1936 strike); 

3 Labor Day; 

4 Thanksgiving Day; 

5 Christmas Day. 

POLICE/FIRE/AMBULANCE: Police, tel. 533-0123; Fire, tel. 
861-8020; Ambulance, tel. 431-2800. 

TELEPHONES: On some piers telephone connections to ships 
are available, no extra cost for this service. 

GENERAL: Vessels arrival has to be reported to the U.S. Coast 
Guard 24 hours prior arrival by agent. 

SHORE LEAVE: Crew members are allowed to go ashore after 
passing U.S. Immigration at first U.S. Port. 

AUTHORITY: San Francisco Port Commission. 


AGENT: Holland America Line, 350 Sansome Street, San Francisco 
Tel. 362-7510. Telex 470397. 


SAVANNAH, Georgia: 32.02 N. 81.07 W. 


DOCUMENTS: 

3 Crew Lists. 

3 Store Lists. 

3 Curio Lists. 

3 Manifests. 

3 Passenger Lists. 

These documents required in order to enter vessel at U.S. Customs. 
Direct Foreign Arrival—Quarantine Pratique issued by Public Health 
Service representative; Cargo on Inward Foreign Manifest Form 
7527 A or B or substantially similar form, in duplicate with abstract 
manifest of Savannah only cargo; Crew list on Form I-418, in tripli- 
cate; Passenger list on Form I-418, or other acceptable form, in 
triplicate; Crew curio list, in triplicate, with crew declaration on Form 
5123, or crew list on Form I-418, in triplicate, with numbers of attached 
Forms 5129 endorsed thereon; List of sea stores and ship's stores, 
in triplicate; for American vessels, repair declaration on Form 3415; 
for American vessels, certified crew list; Clearance from last foreign 
port, if one issued. 

Coastwise arrival with Residue Foreign Cargo or Passengers—Form 
1385, ‘‘Permitto Proceed", in duplicate; Travelling Manifest; Abstract 
Manifest, in duplicate, of cargo to be discharged in Savannah— if 
none, two “pro forma" manifests; Stores list, in duplicate; Crew 
list, in duplicate; Crew purchase list, in duplicate, and any crew 
declarations on Customs form 5123 for Savannah; Passenger list, 
in duplicate, Hpesesnaers are disembarking in Savannah. 
PILOTAGE: Savannah Pilots’ Association, 204 East Bay Street, 
Savannah, Georgia, 31401 (telegraphic); Pilot required all vessels; 
ETA 24 hours advance notice, change ETA 8 hours; VHF Channel 16 
(monitored at all times), 18, 12, 13 - Radio telephone 2182, MG, 2738; 
Pilot boards vessel one mile outside fairway buoy. 
ANCHORAGES: Outside fairway buoy North and North-east of 
fairway buoy; no anchorages in river. 

RESTRICTIONS: 27 ft. at any time; over 27 ft. on incoming tide, 
no restrictions day or night. 

MAX. SIZE: Abbreviation OT: Ocean Terminal. Vessels berthing 
at OT 10 A/B and OT 12 A/B should not exceed 550 ft. length and 
32 ft. draft. For berths OT 14-15-16-17 vessels 550 to 600 ft. on slack 
water; vessels less than 550 ft. any time to berths 14 and 17; vessels 
docking or undocking at OT 15-16, with vessels in OT berths 14-17, 
can be docked or undocked during slack water. Vessels entering 
Stevens Terminals should not exceed 525 ft.; maximum of 550 ft. 
could be handled under ideal conditions, i.e. slack water and all 
berths clear in slip. Vessels over 500 ft. undocking from berths 35-37- 
41-42, Stevens Terminals, should not be undocked during strength 
of ebb or flood tide, but may be undocked at or near high or low 
water slack. Vessels berthing at river front berths: vessels up to 650 
ft. will be handled any time and vessels from 650 to 800 ft. on tide 
conditions; vessels will be handled at whatever drafts Bar Pilots will 
bring them in or out. Also see “Developments”. 
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HEALTH: Radio Pratique in effect by U.S. Public Health 
Captain on 4 hours notice in advance to Agent can Obtain my 
pratique. Also see Documents". 

RADIO: Vessels route ETA cables to agents, etc., viaradio 
TUGS: Tugs join vessels at city front for berths above city, 
berths below city, tugs usually meet vessels in vicinity of Fort 
son or well below berth. Tugs’ lines used all times. 
BERTHING: The Georgia Ports Authority operates 17 gem 
cargo berths, 2 tanker berths, 2 containership berths and 2, 
bulk cargo berths. Max. draft will vary from 34 ft. to 40 ft. depeng 
on facility. 

Special cargo-handling facilities: Located at The Garden ¢ 
Terminal of the Georgia Ports Authority is a container fag 
consisting of two container ship berths and two 45 ton conta 
cranes. Also at Garden City Terminal is a dry bulk facility consis, 
of one loading berth, one unloading berth and dry storage for) 
cargo of many types. 

BRIDGES: S.A.L.A.R. Lift Bridge: Horizontal clearance 2; 
Vertical clearance is 10 ft. when closed and 135 ft. when ope, 
MHW. 

Eugene Talmadge Memorial Bridge: 135 ft. vertical clearance} 
400ft. at MHW. 

STEVEDORES: In order to order gangs agent should receivefy, 
from vessel no later than 1300 hours day prior to arrival, when veq 
coming coastwise. When calling at Savannah from a foreign » 
agent normally receives ETA 72 hours and again 24 hours pricy 
arrival. 
MEDICAL: Agent should be advised as far in advance as prac 
able for required medical attention. U.S. Public Health Hospitd) 
Savannah, also other extensive medical facilities. Standard inform 
tion required as to inoculations, vaccinations, etc. 
TANKERS: Standard requirements on diameters of load-dischay 
lines. No facilities for slop (residue) discharge facilities ex, 
American Oil Company. S.G. & A.P.I. of local types of oil js} 
gravity marine diesel fuel. 6 tanker berths in port, maximum dé 
32 ft. (Draft at tanker berth will in all probability be increased tou! 
upon completion of the current improvement programme.) 
DENSITY: Average density of water at 20 degrees Centigrade 
channels of Savannah Harbour are: 

Savannah River Entrance 


High water Low water 
Surface 1.0196 1.0090 
Bottom 1.0196 1.0181 
Port Area 
Surface 1.0022 0.99915 
Bottom 1.0120 1.0075 


FRESH WATER: Available at all terminals. Charge $1.05 per tn 
FUEL: Light marine diesel fuel (No. 2 Fuel), heavy marine diesel iv 
(No. 4 Fuel), all Intermediate grades from Intermediate 2 (equalst 
secs. Redwood 1 scale at 100° F.) through No. 30 (equals 3,000 sea 
Redwood 1 scale at 100° F.), Bunker ““C" Fuel (No. 6 Fuel). All abv 
grades available in either bonded or domestic except light mart 
diesel, which is domestic only. Advance notice required 24 hours 
FIRE PRECAUTIONS: No special fire precautions. All tan 
berths have water and fire extinguishers on dock. Fire fighting equt 
ment on dock. Fire fighting equipment on tugs. 
DEVELOPMENTS: The Georgia Ports Authority is making pa 
for the construction of a third container berth. 

The channels project depth and width ranges from 40 ft. depth 
600 ft. width at the entrance to 38 ft. depth and 400 ft. width to® 
upstream end of Kings Island turning basin. 
GANGWAY/DECK WATCHMEN: Garden City and Ocean Tt 
minals of Georgia Ports Authority require that a watchman, or sor 
one in authority, will be aboard any vessel tied to their facilities a? 
times. Seaboard Coast Line Terminal watchman furnished by Stee 
ship Company if watchman required. The Stevens Shipping ® 
Terminal does not require a watchman. 

OPENING/CLOSING HATCHES: By crew if mechanical)! 
stevedores if not mechanical. 

CERTIFICATES: See “Documents”. Current Registry Papt 
Load Line Certificates, Certificates of Inspection, etc., are requi® 
CUSTOMS ALLOWANCES: Tobacco, a crew member may if! 
ashore 50 cigars, 300 cigarettes, or 3 pounds of smoking tobac# 
or a proportionate amount of each. An appropriate amount! 
tobacco products may be held out of bond for use of passengers 
crew members while aboard ship when in port. Wine and/or Sp® 
a crew member may take ashore one quart of alcoholic beverty# 
for his own use. Container should be opened, that is the seal sho" 
be broken. An appropriate amount of wine and/or spirits may # 
held out of bond for consumption by passengers and crew wht 
aboard ship when in port. 

CARGO GEAR: Certified in accordance with U.S. Departmen!’ 
Labor Regulations. Supplied by stevedores. 
IDENTIFICATION CARDS: Identification required by crew m® 
bers coming ashore. U.S. Immigration & Naturalisation 
issues landing permit, Form 1-94, to any crew member of af : 
vessel who is not considered a security risk. This form must bé 
man's possession any time he is ashore. 

CONSULS: The following countries are represented in Savan® 


Brazil France Norway 
Costa Rica Germany Sweden 
Dominican Rep. Italy Venezuela 


REPAIRS: All types of deck and engine repairs possible at Si” 
nah Machine and Foundry Company. Deck repairs from Dia 
Manufacturing Company. 

RADAR/VHF REPAIRS: Marine Industrial Electronics has a 
fied radar and RDF, also VHF men available. They can be co’ 


h ships’ Agents or through the Pilots or Atlantic Towing if 
s should require service on arrival. 
prY DOCKS: Savannah Machine & Foundry Drydock 540 x 72 x 


1 PATRIATION : Responsibility of Owner's Agents. Can be 
yranged to all points. a ; 
AIRPORT: Savannah Municipal Airport regularly served by Delta 
air Lines with thirteen scheduled flights daily and National Airlines 
wth five flights daily. Charter service also available. Distance to 
Garden City Terminal approximately 5 miles, to Ocean Terminal 

proximately 7 miles, and to Stevens Terminal and SCL Terminal 

oximately 9 miles. : 

TIME: Savannah maintains Romeo or Eastern Standard Time GMT 
minus 5 hours, from 0200 the last Sunday in October, to 0200 the last 
Sunday in April. Quebec or Eastern Daylight Saving Time GMT 
siqus 4 hours maintained from April to October. ; 
LIDAYS: New Year's Day (January 1st); Martin Luther King's 
girthday (January 15th); Lincoln's Birthday (February 12th); George 
washington's Birthday (February 22nd); Memorial Day (May 30th); 
independence Day (July 4th); Labor Day (First Monday in Septem- 
pe); Columbus Day (October 12th); Armistice Day (November 11th); 
thanksgiving Day (Fourth Thursday in November); Christmas Day 
(Qecember 25th); Good Friday. 

No work will be performed on New Year's Day, Independence Day, 
labor Day, and Christmas Day. ; ‘ 
POLICE, AMBULANCE/FIRE: Police, City: 232-4141 and 233-9321, 
County: 232-8171; Ambulance: Fields and Sons Ambulance Service, 
13-0191, Ambulance Service of Savannah, 236-1513; Fire: City: 


121. 

vEPHONES: G.P.A., Garden City and G.P.A., Ocean Terminals: 
wlephones on board can be provided through local agents. Stevens 
Shipping & Terminals — not available to ship (phones on dock). 
$C.L. Terminal - not available to ship (phones on dock). 

SERVICES: Compass Adjusting, Coste Compass Adjusters, 121 
fast 63rd Street, Savannah, Georgia 31405, Tel. 355-9607. 

Radar, RDF, VHF, Marine Industrial Electronics, Inc., Savannah 
industrial Park, Savannah, Georgia, Tel. 232-3489. 

SHORE LEAVE: Crew members are allowed ashore provided they 
ue not detainees. 

DELAYS: With reasonable advanced notice of ETA no delay 
inticipated in berthing, loading, discharging or bunkering. 
AUTHORITY: Georgia Ports Authority: Garden City Terminal, 
Ocean Terminal, Georgia Ports Authority, PO Box 2406, Savannah, 
Georgia 31402. Tel. (912) 964-1721 TWX: 810-784-5634. 

Stevens Shipping & Terminal: PO Box 1468, Savannah, Georgia, 
Tel, 283-8131, TWX: 810-784-5625. 

Savannah Port Authority : 42 East Bay Street, PO Box 128, Savannah, 
Georgia 31402. Tel. 233-9604. Cable Address: Savanaport. 

The Savannah Port Authority does not operate terminals; how- 
wer, is engaged in port and industrial development for the City of 
Swannah and Chatham County, Georgia. Harbour regulations, 
per and bulkhead lines, etc., come under the jurisdiction of this 
organisation. 


AGENT: Hansen & Tidemann, Inc. 26, East Bay Street, PO Box 8145. 
Savannah, Georgia 31402. Tel. 912-233-8104. TWX 810-784-5625. 
Cables “Handt"’. 


SEARSPORT, Maine: 44.28 N. 68.56 W. 


DOCUMENTS: 

1 Crew List. 

| Passenger List. 

2Stores Lists. 

2 Foreign purchases Lists. 

2 Inward foreign Manifest uniform cargo. 

Original Bill of Lading. 

1 Form 3251 Masters oath on entry of vessel. 

2Form 1374 outward foreign Manifest. 

PILOTAGE: Ship's agent notifies Pilot approximately 48 hours in 

‘vance of arrival, correcting at 24 hours. Pilot's boat called on 

Channel 16 and 13 VHF. Pilot boards at Monhegan Island, W.B. 14 m. 

When weather bad, suggest vessel heaves-to at 43° 45.3 N. 69° 22.5 W. 

ANCHORAGES: No restrictions on anchoring. 

RESTRICTIONS: No restrictions at night. Deep draft vessels 

‘ought in only on high water. Draft in concurrence with docks, 32 ft. 

ongh 10 ft. rise in tide —- approach to Searsport 35 ft. - Bay 60 ft. 
Mt 

MAX. SIZE: Size of vessel restricted to 38 ft. draft in harbour area. 

‘0 outside installations at the port yet. 

LTH: Agent notifies Public Health Service and arranges 
*spection at pier. If any disease or fever suspected, vessel quaran- 
‘ted. When vessel cleared at a U.S. port and proceeds to another, 
Searance is still valid. 

*ADI0; Tugs in Searsport Harbour use Channel 16 and 2182. 
\essels arriving Searsport go through radio station at Chatham, 
88, RCA installation, or call station WOU via Radio-Telephone. 
S: Eastern Maine Towage Company, Inc., Marshall Wharf, 
fast, Maine 04915. Cable address: Eastow. Tel. (207) 338-3000. 
‘our service. Requested that orders for tugboat service be given 
“ng normal business hours, 24 hours in advance. 
Tugs: “Clyde B. Holmes", steam 1,000 h.p. 
“Evelyn M. Holmes”, diesel 1,200 h.p. 
“Candace A. Holmes”, diesel 1,200 h.p. 
is “Pauline H. Holmes", diesel 600 h.p. 
te dio; ship to ship, VHF 2182 Channels 16-13-14, 2638, 2738; Bos- 
1 Marine; Cape Cod Canal. 
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Sea Pilots dock ship with tug's assistance. 
BERTHING: Draft conditions govern arrival and departures. 
STEVEDORES: 4 hours notice on ordering gangs. 
MEDICAL: No advance notice required by Agent. One hospital, 
Waldo County, which takes bed patients. All seamen require Certifi- 
cate showing they have had smallpox vaccination during last three 
years. 
TANKERS: Two berths at Searsport - one for No. 6 oil and one for 
light oil and gas. Two 8-in. hoses. 32 ft. low water. 
DENSITY: Average density 1024. 
FRESH WATER: Available by tug for boilers only at rate of tug hire. 
Drinking water available at piers. 
FUEL: No. 6 oil at C.H. Sprague dock. Light oils delivered by tank 
truck at dock. 
FIRE PRECAUTIONS: At certain oil piers information given to 
Shipmaster upon arrival at pier. Ample fire protection, salt-water 
lines, sprinkler system on pier, local fire department. 
DEVELOPMENTS: Two new 40,000 bbls. tanks for liquid fertiliser. 
GANGWAY/DECK WATCHMEN: Not required. 
OPENING/CLOSING HATCHES: Ship's crew may open hatch 
after longshoremen boarded ship. 
SHIP CERTIFICATES: 

Load-line Certificate. 

Certificate of Foreign Clearance. 

Ship's Safety Certificate. 

U.S. tonnage Tax Certificate of previous trip if have them. 

Radio Operator Licence. 
CUSTOMS ALLOWANCES: Tobacco, 200 cigarettes per man. 
Wine and/or Spirit Allowance 1 bottle per person. 
CARGO GEAR: No additional cargo gear necessary. 
IDENTIFICATION CARDS: Form I-95 must be filled out on arriv- 
ing unless seaman has had a prior one made out for a previous arrival 
on same ship (on a plastic card.) 
CONSULS: 
Norwegian: Allan Kjos-Hansen, 30 Mayer Road, Portland, Maine, 
Vice-Consul. 
French: Dr. Paul O. Proudian, 776 Main Street, Westbrook, Maine. 
Finnish: Frank W. Bjorklund, 163 Main Street, Norway, Maine. 
Italian: Dr. Domenica A. Santoro, 43 Deering Street, Portland, Maine. 
Panamanian: Mary Navarro de Carrillo, Lafayette Town House, Port- 
land, Maine. 
he le Martin Johnson, Vice Consul, 443 Congress St., Portland, 

aine. 
REPAIRS: All types of machinery repairs. 
DRY DOCKS: None. 
REPATRIATION: Arrangements must be made with Agent in 
advance by telegram. 
AIRPORT: Bangor International Airport, 30 miles, Northeast Air- 
lines. 
HOLIDAYS: New Year's Day; Washington's Birthday; Patriot's 
Day; Memorial Day; Independence Day; Labour Day; Thanksgiving 
Day; Christmas Day and Veteran's Day. Possible to get gangs to 
work all days except on Labour Day and Christmas. 
POLICE/AMBULANCE/FIRE: Police 548-2256; Ambulance 548- 
2900; Fire 548-2900. 
TELEPHONE: Arrangements can be made to have phone put on 
ship, but most docks have pay phones. 
AUTHORITY: Maine Port Authority, Maine State Pier, Portland, 
Maine 04111 (207) 773-5608 


SEATTLE, Washington: 47.36 N. 122.20 W. (See Plan 


PORT LIMITS: Port of Seattle limits are co-extensive with the 
boundaries of King County in which Seattle is situated. A vessel has 
“arrived” when it has tied-up to a berth. 

DOCUMENTS (on arrival from foreign): 

Clearance from Last Foreign Port. 

2 Crew Lists on Form 1.418. 

2 Passenger Lists on Form 1.418 (if applicable). 

Passenger Declarations if applicable. 

2 Store Lists. 

2 Crew Purchase (curio) Lists. 

2 Manifests of Cargo for discharge on CF.7527-A or 7527-B. 

lf first arrival port on an inward voyage, must also have 2 sets of 

Manifests of complete cargo on CF.7527-A or 7527-B, one for 

Customs at this port and the other for use as a “Travelling Manifest" 

to go forward to other discharge ports. 

A - For U.S. Public Health Quarantine Boarding Officer: “Quaran- 

tine Declaration” on Form PHS.43. 

B - For U.S. Dept. of Agriculture Boarding Officer: Shipmaster's 

Declaration and Warning Notice” on Form AIQ.43. 

C - For U.S. Immigration Boarding Officer: 

. Crew List on Form 1.418 visaed by U.S. Consul abroad. 

. Passenger List on Form 1.418. 

. Attachment to Passenger List on Form 1.92. 

. Form 1.94 for each passenger. 

. Form 1.95 or ID Card (Form 184) for each crewman. (These are 
reusable for multiple entries, but for seamen on first trip to 
United States a new Form 1.95 must be ready for presentation 
on arrival.) 

D - For U.S. Customs Boarding Officer and Agent or Broker: 

1. 3 copies Crew List (Form 1.418). 

2. 3 copies Cargo Manifest on Form 7527A or B.* 

3. 3 copies Store List - no official form provided.* 

4. 3 copies Crew Purchases or Curio List (no official form provi- 
ded).* 


akan 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, : 


5. 3 Passenger Lists on Form 1.418. 

6. For U.S. Ships - Declaration re foreign repairs on Form 3415. 

7. For U.S. Ships - Certified Crew List from last U.S. port before 

going foreign. 

*At subsequent U.S. ports of call two copies required of extracts 
Cargo Manifests of cargo for the port concerned, and two copies of 
lists of stores and curios remaining on board. 

PILOTAGE: Compulsory for all vessels except those on coasting 
trade. Pilots may be obtained from Puget Sound Pilots’ Association, 
Seattle, at short notice. Inward, Pilot boards vessel at pilot station 
off Port Angeles. 

ANCHORAGE: Extensive anchorage in Eliott Bay, depths of 90 ft. 
RESTRICTIONS: Only for Inner Harbour, entrance through Canal 
Locks, maximum 800 ft. « 80 ft. 29 ft. fresh water. 

MAX. SIZE: Controlled by depth at berth. 

HEALTH: Vessels subject to Quarantine inspection usually pro- 
ceed to their docks where they are boarded by the Quarantine 
officer. Fumigation service is performed at the port; however advance 
notice of 24 hours should be given to the U.S. Public Health Ser- 
vice at Seattle. 

TUGS: Available, but not normally required. 

BERTHING: Over 62 berths for ocean-going vessels. Depths 
alongside, 30 to 73 ft. MLLW. 

SPECIALISED HANDLING FACILITIES: Terminal 20 has 
among its equipment a 200-ton capacity shear-leg crane. Also has 
pipe-lines to carry molasses, tallow or other non-petroleum liquid 
cargo, and has a tank farm for storage. 

Terminal 115 — two berths, capacity, Auto-Terminal. 

Terminal 115 — Foss Alaska Barges, has specialised finger piers, 
to handle container-*o-barge operations. 

Terminals 5, 18, 46 and 25 - Container Terminals, equipped with 
large container cranes and yards to handle van shipments. Depth 
alongside, Terminals 18 and 25 — 50 ft. 

Pier 86 — fully automated, deep water, Grain Terminal. With one 
berth it can accommodate a vessel with up to 73 ft. draft and length 
up to 1,400 ft. Storage capacity 4-2 million bushels. Loading rate 
3,000 tph. 

Terminal 5 - Banana Terminal. One berth, fully automated and is 
the only one in the North West with four pocket elevators. 
CRANES: Terminal 18: Two 45-ton and two 33-ton container cranes. 

Terminal 20: One 45-ton container crane, three 50-ton revolving 
cranes and one 200-ton sheer leg. 

Terminal 25: Two 45-ton container cranes. 

Pier 28; One 50-ton gantry crane. 

Terminal 46: Two 34-ton container cranes. 

STEVEDORES: 58 local gangs available. Gang requirements must 

be made known to the contracting stevedore prior to 11.00 on day 

before vessel plans to dock. Order before 10.30 on Saturday for 

Saturday afternoon, Sunday, and Monday. 

yeas AR Salt water in Outer Port. Fresh water inside Canal 
ocks. 

FRESH WATER: Available at all wharves. 

FUEL: Available. 

GANGWAY/DECK WATCHMEN: Watchmen required if de- 

tainees aboard. 

OPENING/CLOSING HATCHES: Normally carried out by 

stevedores while vessel in port. 

CERTIFICATES: 

Certificate of Registry. 

Certificates for any previous U.S. tonnage tax payments within the 

past year. 

International Load Line Cert. 

Safety Radio Cert. 

Deratisation Cert. 

Cargo Gear Inspection Cert. 

Cert. of Inspection (for U.S. vessels). 

CUSTOMS ALLOWANCES: No definite quantities prescribed; 
reasonable allowance at discretion of Customs Inspector. 
IDENTITY CARDS: Required. 


CONSULS: 
Austria Finland Netherlands 
Belgium France Nicaragua 
Bolivia Germany Norway 
Canada Guatemala Paraguay 
Chile Honduras Peru 
China Iceland Philippines 
Denmark Italy Sweden 
Dominican Republic Japan Switzerland 
Ecuador Korea United Kingdom 
El Salvador Mexico 


REPAIRS: All types of repair possible. 

DRY DOCKS: Ten dry docks for vessels up to 20,000 tons. 

REPATRIATION: All facilities exist. 

AIRPORT: Seattle International Airport. 

TIME: Pacific Standard Time, GMT minus 8 hours; Pacific Day- 

ne Time, from end April to end October, is GMT minus 7 
ours. 

HOLIDAYS: New Years’ Day (January 1) no work; Lincoln's 

Birthday (February 12); Washington's Birthday (February 22); 

Memorial Day (May 30); Independence Day (July 4) no work; Bloody 

Friday (July 5) no work; Labour Day (September 1) no work; Colom- 

bus's Day (October 12); Veteran's Day (November 11); Thanks- 

giving — (November 27) no work; Christmas Day (December 25) 

no work. 

SHORE LEAVE: Allowed, except for crewmen detained by Im- 

migration. 
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AUTHORITY: Port of Seattle, PO Box 1209, Seattle, Washing, 
98111. Tel. (206)-587-3300. 


SEWARD, Alaska: 60.06 N. 149.27 W. 


DOCUMENTS: 

3 copies Cargo Manifest (Forms 7527-A or 7527-B) the 
showing all cargo on board, and 2 copies showing Only cay 
for this port. 

2 copies Crew Manifest (curio list). 

2 copies Stores List. 

2 copies Passenger List (Form |.-418). 

2 copies Crew List (Form I.-418). 

Customs boarding Officer will also examine Ship's Register » 
Load-line Certificate. In addition, the following documents wil, 
required for formal entry to be made within 48 hours of arrival fy 
abroad, or 24 hours from arrival from a United States port: 

Health Pratique. 

Master's Oath (Customs Form 3255). 

All Foreign clearances. 

U.S. Certificates of payment to tonnage tax (Customs Form ity 

Certified Crew List. 

PILOTAGE: Alaska Marine Pilots' Association, Box 273, Hom 

Alaska 99603. 48 hours advance notice. 2182 calling frequency Kt. 

eT EBs Anchorages as noted on chart. C. & G. S. 8529 Resurreciy 
ay. 

Pilot boards at Cains Heads in Resurrection Bay. 

MAX. SIZE: Harbour depth 35 ft. MLLW. 

ANCHORAGE: Suitable anchorage in 30 fathoms depth avail 
for deep draft vessels at the head of the Bay, South of marked by, 
HEALTH: Radio pratique may be granted basis information rey 
ved prior to arrival of vessel, provided no communicable diseases» 
board. Normally, vessels are boarded by Medical Officers on any 
unless free pratique previously given at U.S. port in the same voy 
If granted free pratique, vessel may enter port and discharge passe 
gers and cargo. If given provisional pratique, vessel may enter pr 
but must take any additional measures specified in connection# 
discharging passengers and cargo, until free pratique is given, 
RADIO: KWA 364 (AM) Alaska Railroad Dock, frequency mon 
red 2182 kc/s. KWA 364 (SSB) Alaska Railroad Dock, frequex 
monitored 4-6-8-12 Megs. 

TUGS: No regular tug service available. Prior arrangements ne 
be made with tugs from Cook Inlet. Foss Tug & Barge or Puy 
Sound Tug & Barge Company. 

BERTHING: 24 hour berthing. Berthing permit required. Advew 
notice of 48 hours requested. 

200 ft. by 735 ft. steel and concrete finger pier. 

East Side - 600 ft. long with 35 ft. depth of water. 

West Side — 600 ft. long with 35 ft. depth of water. 

South End — 200 ft. long. 

(East and West Berths serviced by railroad spurs). 
STEVEDORES: Northern Stevedoring and Handling Corporate 
supply labour force. 

MEDICAL: Fully staffed 30 bed hospital. All medical facile 
available. 

DENSITY: 1.0248 water density at Mean High Water. 
FRESH WATER: Available at berths. 4 in water line; 6! 
pressure. 

FUEL: Diesel fuel available from pipeline at West Berth only. Ott 
grades delivered by tank wagon. 

HATCHES: Handled by crew, if done before berthing ship? 
stevedores if tied to dock. 

IDENTIFICATION CARDS: U.S.C.G. Port Security Card’ 
Seaman's Card required. 

REPAIRS: Radio, radar, welding, machining and light eng® 
repairs can be effected. 

AIRPORT: 1 mile. Charter Service. No regular air service. 
TIME: Alaska Standard Time. 

HOLIDAYS: All holidays are time and one half. Cargo cat® 
worked on all except Christmas, New Year and Labour Day. 
POLICE/FIRE/AMBULANCE: Police, tel. CA 4-5201; Ambulat 
tel. CA 4-3042; Fire, tel. CA 4-3444. 

AUTHORITY : The Alaska Railroad, Box 95, Seward, Alaska 9% 
Tel. CA 4-5550, 


SITKA, Alaska: 57.03 N. 135.20 W. 
Loceted on the Western side of Sitka Sound, Baranof Island. 0 
all year. 


APPROACHES: Three natural channels: Western, Middle ® 
Eastern. : 
DOCUMENTS: See “Anchorage, Alaska”. : 
PILOTAGE: Pilot pick-up point - close aboard vicinity a 
Light. 
ANCHORAGE: Jamestown Bay. 
rye SIZE: Harbour depth 22 ft. MLLW. Tides: diurnal rang 
9-9 ft. 
CUSTOMS: Quarantine, Immigration and Customs, local. 
TUGS: 7 tugs 300 h.p. to 1,200 h.p. 
BERTHING: Three wharves. ’ 

1. Conway Dock: Berthing length 160 ft., depth 30 ft. MLLW. 
cranes, 3 lift-trucks; 10,000 sq. ft. covered shed space; fresh 

2. Japonski Dock: Government dock only for limited com 
use. 

3. Aiaska Lumber & Pulp Co.: (Private) Berthing length 7m 
depth 35 ft. LW. Walking cranes only. Not less than 12 lift 


sq. ft. covered shed space; fresh water. (Located at Silver Bay, 
mill Cove, 4 miles South of Sitka). 30,000 sq. ft. open storage. 
TEVEDORES: Three gangs. 
pAIRS: Light repairs only. 
wATER: Available. 
FUEL: Not available. . ’ 
yEDICAL: Sitka Community Hospital and U.S. Public Health 
ice Hospital on Japonski Island. 
TRANSPORTATION: Air and ferry. 


SKAGWAY, Alaska: 59.27 N. 135.18 W. 
Located at the Northern end of Lynn Canal, 14 miles North of Haines. 


apPROACHES: Via Lynn Canal. 

pocUMENTS: See “Anchorage, Alaska”. 

pILOTAGE: Pick-up point located in vicinity of Point Retreat. 
WAX. SIZE: Harbour depth 30 ft running out to 300 ft. Tides diurnal 
ange 16°7 ft. Also see “Berthing”. 

ANCHORAGE: In Lutak Inlet, 14 miles south of Skagway. 
(USTOMS: Quarantine, and Customs, local. Immigration from 


nes. 
SERTHING : 1. White Pass and Yukon Railroad Dock: Container- 
ned cargo to Vancouver and Whitehorse is the principle use, also 
wed for tankers and cruise ships. 900 ft. long, 100 ft. wide; depth at 
ace varies from 20 to 43 ft. Southern end in poor condition. No cov- 
wed storage. Open storage 80,000 sq. ft. One fork-lift is available. 
Containers presently loaded and unloaded with ship's gear. Two 
saddle cranes for containers on dock. 

2, Skagway Terminal Co.: Ore loading facility. 1,000 ft. berth, 
fender dolphins, and walkway. 42:5 ft deep at face. Sole use for bulk 
ago ships. Adjacent to the berth is a warehouse of 108,000 sq. ft. 
Also available are 50 acres for open storage. Loading equipment 
consists of one fixed loading spout with a capacity of 1,500 tons per 
hour. 

TUGS: Three available from Haines. 

STEVEDORES: Three gangs. 

REPAIRS: None. 

WATER: Available in small quantities in temperate seasons only. 
FUEL: None. 

MEDICAL: Medical clinic and one nurse. 

TRANSPORTATION: Rail, ferry and air. 


SMITHS BLUFF, Texas: 30.00 N. 93.59 W. 


DOCUMENTS, PILOTAGE, HEALTH, RADIO, etc.: Refer to 

"Port Arthur". 

TUGS: Meet vessel in Neches River before arriving at berth. 

Normally two tugs required berthing/unberthing. 

BERTHING: Pure Oil Co.: distance from sea 38 m., depth at berth 

Nf. Sun Oil Co.: distance from sea 38 m., depth at berth 36 ft. 

MEDICAL: All facilities available. 

DENSITY : Fresh water. 

FRESH WATER: Available ex wharf at Pure Oil terminal, other- 

wise by barge. 

FUEL: Available ex wharf at Pure Oil terminal. All grades available 

y barge from Port Arthur or Beaumont. 

GANGWAY/DECK WATCHMEN: Not required unless crewmen 

ietained by Immigration. 

CUSTOMS ALLOWANCES: 300 cigarettes and one quart wine 

‘spirits for each man. 

DENTIFICATION CARDS: Foreign crew require only Immigra- 

fon Landing Permit. 

CONSULS: Nearest at Houston. 

REPAIRS: DRY DOCKS: See “Port Arthur”. 

UTHORITY : Port Director, Port of Beaumont, PO Drawer 3626 
aumont. 


STOCKTON, California: 37.57 N. 121.19 W. 


DOCUMENTS: See “San Francisco”. 

PILOTAGE: Pilots commissioned by Stockton Port District. Pilots 
tained by contacting Secretary of California Inland Pilots’ Associ- 
*on, located at Marine Exchange, World Trade Center, San Fran- 
*c0, California (KBP 386). 
me RAGE: Emergency anchorage only permitted in Turning 

In, . depth. 
*STRICTIONS: Restrictions only in effect if water at flood stage. 
i San Francisco”. 
wx. SIZE: No restrictions to length or breadth; draft restrictions 
teat at low tide, 32 ft. at high tide. 
"ALTH: Clearance through San Francisco. No further clearance 
“essary for Stockton. 
DIO: Ship to shore Radio (KBP 376) enables constant contact 
Pe Pilots who therefore aware of any problem that may develop up 
Sown river. Arrangements also may be made for readiness of 
fed gangs within 15 minutes of ship's arrival. 

: Tugs join vessel one-half mile up river from Main Channel; 
erly, ship lines used, however, tug lines may also be utilised. 
TATHING : Port Stockton Rough and Ready Island Wharf, Berths 
Owners: U.S. Government. 
erated by : Stockton Port District. 
nl Receipt and shipment of general cargo. 
mensions ; Length of face 1,200 ft., East side 60 ft.; depth along- 


U.S.A. 


pkg MLLW 30 ft.; usable berthing space 1,200 ft.; width of apron 
51-7 ft. 

Mechanical handling facilities : Cranes and forklift trucks and other 
cargo-handling equipment are available. 

Port Stockton Bulk Material Wharf, Berths 12-13: 

Owned by: City of Stockton and Stockton Port District. 

Operated by: Stockton Port District. 

Use; Shipment of dry-bulk commodities, including iron ore and 
petroleum coke; receipt of molasses and petroleum products. 

Dimensions: Length of face 566 ft.; lower side 13:5 ft., upper side 
13-5 ft.; depth alongside at MLLW 35 ft.; usable berthing space 566 ft. 

Mechanical handling facilities: Maximum vessel iron-ore loading 
rate 800 long tons per hour. Two small bulldozers available for 
trimming cargo in holds of vessels, in addition to 360 degrees spout 
trimmer. 

Remarks: Car dumper has an operating rate of 550 tons iron ore/ 
hour. 

Port Stockton Ore Wharf, Berths 10-11 : 

Owned by: City of Stockton and Stockton Port District. 

Operated by : Stockton Port District. 

Use: Container-handling dock; receipt of molasses and petroleum 
products. 

Dimensions : Length of face 810°5 ft., lower side 102 ft.; depth along- 
side at MLLW 32 ft.; usable berthing space 810-5 ft. 

Mechanical handling facilities: Loading tower located at centre 
portion of wharf. 

Remarks: Face of wharf is in line and contiguous with face of 
Berth 9 providing a total of 1,455-5 ft. of berthing. 

Port Stockton General cargo Wharf, Berth 9: 

Owned by: City of Stockton and Stockton Port District. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo, receipt of molasses. 

Dimensions: Length of face 645 ft., upper side 75 ft.; depth along- 
side at MLLW: Face 37-34 ft., upper side 35 ft.; usable berthing space; 
Face Re ft., upper side 110 ft. with dolphin; width of apron: Face 
41-25 ft. 

Mechanical handling facilities: Forklift trucks and other types of 
cargo-handling equipment, owned by the Port District and by 
stevedoring companies, are available as needed. 

Port Stockton Wharf No. 8: 

Owned by: City of Stockton and Stockton Port District. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo; shipment of wine 
and receipt of molasses. 

Dimensions: Length of 396 ft. x 88 ft.; depth alongside at MLLW 
37-36 ft.; usable berthing space 484 ft. with trestle. 

Mechanical handling facilities: One 32-ft., hinged boom, four 6-in. 
stainless-steel pipe-lines for loading wine into ocean tankers. 

Port Stockton Wharf No. 7: 

Owned by: City of Stockton and Stockton Port District. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo. 

Dimensions: Length 516 ft.; depth alongside at MLLW 37-36 ft.; 
usable berthing space 516 ft.; width of apron 31 ft. 

Port Stockton Wharf No. 6: 

Owned by: City of Stockton and Stockton Port District. 

Operated by: Stockton Port District. 

Use: Receipt and shipment of general cargo. 

Dimensions: Length 418 ft.; depth alongside at MLLW 37-36 ft.; 
usable berthing space 418 ft.; width of apron 31 ft. 

Port Stockton Wharf No. 5: 

Owned by: City of Stockton and Stockton Port District. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo. 

Dimensions: Length of face 428 ft.; depth alongside at MLLW 
34-32 ft.; usable berthing space 429 ft.; width of apron 31 ft. 

Port Stockton Grain Wharf No. 4: 

Owned by: City of Stockton. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo, receipt of bulk 
phosphate rock by self-discharging vessel; and shipment of bulk 
fertilisers. 

Dimensions: Length of face 461 ft.; depth alongside at MLLW 
32-35 ft.; usable berthing space 462 ft.; width of apron 31 ft. 

Port Stockton Wharf No. 3: 

Owned by: City of Stockton. 

Operated by : Stockton Port District. 

Use: Receipt and shipment of general cargo. 

Dimensions: Length of face 461 ft.; depth alongside at MLLW 
32-36 ft.; usable berthing space 461 ft.; width of apron 31 ft. 

Port Stockton Open Wharf No. 2: 

Owned by: City of Stockton. 

Operated by : Stockton Port District. 

Use : Receipt and shipment of general cargo; shipment of logs, and 
handling of heavy-lift cargo. 

Dimensions: Length of face 506 ft.; depth alongside at MLLW 
32-36 ft.; usable berthing space 506 ft.; width of apron: open. 

Remarks: Wharf has 39,000 sq. ft. of open storage area with an 
additional 2:3 acres of open storage area in rear. At the Industrial 
Park approximately 104 acres of open storage area are located South 
of W. Washington Street; over 50 acres of this area are used for 
storing logs awaiting shipment. An additional 56 acres of open 
storage are located North of W.Washington Street. 

Logs are transferred to wharf by trucks and by tractors equipped 
with log clamps. 

Stockton Elevators Grain Elevator Main Wharf No.1: 

Owned by: Stockton Elevators Inc. 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey. 


Operated by: Stockton Elevators Inc. 

Use: Shipment of grain by vessels and by ocean going and inland 
waterway barges; receipt of grain by self-unloading barges. 

Dimensions : Length of face 564 ft., West side 20 ft., East side 20 ft.; 
depth alongside at MLLW 35-37 ft.; usable berthing space 564 ft.; 
width of apron, open end 20 ft. 

Mechanical handling facilities: Two towers on wharf, each with 
13-in. diameter, teiescopic, mechanically operated, grain-loading 
spout; loading rate, 900 short tons/hr. (29,877 bu.) at East tower; 
800 (26,557 bu.) at West tower; combined rate, 900 short tons. 

Remarks: Grain gallery connecting towers on wharf has a 30-in., 
electric-belt conveyor; and gallery extending from East tower to 

rain elevator has two 30-in. belt conveyors. 

RIDGES: Fixed-span high-level toll bridge across Carquinez 

Strait, with minimurn clearance of 135 ft. above mean higher high 
water. Southern Pacific Railroad lift span bridge crosses Suisun Bay 
6.5 miles upstream from Carquinez bridge, with minimum clearance 
above mean higher high water of 70 ft. when closed and 135 ft. when 
open. Horizontal clearance on lift span 290 ft. A third bridge, 22 miles 
above Southern Pacific bridge, near Antioch, has minimum clearance 
70 ft. when closed and 135 ft. when open. Horizontal clearance of 
span 265 ft. 
STEVEDORES: Genera/ Cargo - For gang start at 0800, orders 
must be placed at 1600 of previous day; night gangs must be ordered 
by 1100. These times pertain to week-day gangs. For week-end gangs, 
1100 Saturday for Saturday night, Sunday morning, Sunday night and 
Monday morning. Day shifts run from 0800 to 1700. Night shifts 1700 
to 0300. Arrangements can be made for a special third shift from 
0300 to 0800. Rates quoted on request. 

Bulk Ore and Grain Cargoes—Orders for gangs must be placed at 
same time as for general cargo. This operation on 24 hour basis; 
day shift, 0800 to 1600, night shift 1600 to midnight, swing shift, mid- 
night to 0800. Also see “Radio”. 

MEDICAL: Arrangements with San Joaquin Medical Society for 
physicians, surgeons and dentists. Five hospitals within radius of 
6 miles from port. Ambulance service readily available. Telephone 
number for this service is 466-9535 (day or night). 

TANKERS: Two berths, 32 ft. depth available. 

FRESH WATER: Available through pipelines. 

FUEL: All grades of fuel available with one day's advance notice. 
DEVELOPMENTS: Deepening of channel to 35 ft. proposed. 
GANGWAY/DECK WATCHMEN: Services of watchmen not 
necessary. Available if requested. 

OPENING/CLOSING HATCHES: Hatches may be opened prior 
arrival and closed after ship sailed from port; any opening or closing 
of hatches at dockside must be performed by stevedores. 
CERTIFICATES: See “San Francisco”. 

CUSTOMS ALLOWANCES: Tobacco, Wine and/or Spirit, see 
“San Francisco”. 

CARGO GEAR: Safety regulations require strict adherence to 
maximum loading or unloading weight capacity of ship's gear. 
IDENTIFICATION CARDS: Not required. 

CONSULS: See “San Francisco”. 

REPAIRS: Minor types of repairs carried out. 

DRY DOCKS: Nearest dry docks, San Francisco. 
REPATRIATION: No facilities in Stockton for effecting crew 
changes and arranging any necessary repatriations. Special arrange- 
ments may be made through Customs. 

AIRPORT: Stockton Metropolitan Airport located approximately 
6 miles from port. Serviced by United Air Lines and Air West. 
TIME: Pacific Standard Time in effect from last Sunday in October 
to last Sunday in April; Pacific Daylight Time goes into effect on 
last Sunday of April until last Sunday in October, when clocks are 
advanced one hour. 

HOLIDAYS: New Year's Day; Lincoln's Birthday; Washington's 
Birthday; Memorial Day; Independence Day; Labour Day; Admission 
Day; Columbus Day; Veteran's Day; Thanksgiving Day; Christmas 
Day are all holidays. In addition to above. General Election Day, 
both State and National, as well as any day proclaimed by Governor 
of California or President of United States shall be observed as 
holiday. Work can be arranged for all holidays. 
POLICE/AMBULANCE/FIRE: Security Force on duty 24 hours a 
day and can be reached by dialling extension 246 for any emergency 
that might arise. Stockton Police Department's emergency telephone 
number (209) 466-6843. Stockton Fire Department (209) 464-4646. 
Ambulances may be secured by telephoning (209) 466-6869; 464— 
4846 ; 463-3202; 466-1601 ; 464-4611; 464-1546. 

TELEPHONES: Telephones placed aboard on request. 
ELECTRIC CURRENT: At wharves where current available for 
ship's use, it is 110 volt, single phase, 60 cycle for lighting and 440 
volt, 3 phase, 60 cycle for power. 

SHORE LEAVE: Permitted. 

REGULATIONS: Port of Stockton requests notice of ship's intent 
to come into port at least seven days prior to arrival; vessels, who 
have made prior arrangements will have precedence over vessels 
who sail into port without previous notice. 

AUTHORITY: Stockton Port District, PO Box 2089, 2201 West 
Washington Street, Stockton, California, 95201. Tel. (209) 466-6011. 
Telex 510-765-6661. 


TACOMA, Washington: 47.14 N. 122.28 W. 


DOCUMENTS (on arrival from foreign): 
Ship's document. 
Clearance from Last Foreign Port. 
2 Crew Lists on Form 1.418 
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2 Passenger lists on Form 1.418 (if applicable) 

Passenger declarations if applicable. 

2 Store Lists. 

2 Crew Purchase (curio) Lists. 

2 Manifests of cargo for discharge on C.F. 7527-A or 7527-8 
If first arrival port on an inward voyage, must also have 2 Sets, 
Manifests of complete cargo on CF.7527-A or 7527-B, one for cy 
at this port and the other for use as a ‘Travelling Manifest" {p 
forward to other discharge ports. ' 
A - For U.S. Public Health Quarantine Boarding Officer: “Quay 

tine Declaration" on Form PHS.43. 
B - For U.S. Department of Agriculture Boarding Officer; “ 
master's Declaration and Warning Notice” on Form A1Q4 
C - For U.S. Immigration Boarding Officer: 
1. Crew List on Form 1.418 visaed by U.S. Consul abroad, 
2. Passenger List on Form 1.418. 
3. Attachment to Passanger List on Form 1.92. 
4. Form 1.94 for each passenger. 
5. Form 1.95 of ID Card (Form 184) for each crewmen. (Thy 
are reusable for multiple entries, but for seamen on first 
to United States a new Form 1.95 must be ready for presentaly 
on arrival.) 
D - For U.S. Customs Boarding Officer and Agent or Broker: 
. 3 copies Crew List (Form 1.418). 
. 3 copies Cargo Manifest on Form 7527A or B.* 
. 3 copies Store List - no official form provided.* 
. 3 copies Crew Purchases or Curio List (no official fe 
provided).* 
. 3 Passenger Lists on Form 1.418. 
. For U.S. Ships — Declaration re foreign repairs on Forma 
. For U.S. Ships - Certified Crew List for last U.S. port bet» 
going foreign. 

* At subsequent U.S. ports of call two copies required of extras 

Cargo Manifests of cargo for the port concerned, and two copies; 
lists of stores and curios remaining on board. 
PILOTAGE: Is compulsory for all vessels except those unk 
coasting trade on West coast of the United States, including Alas 
and British Columbia. Pilots board off Port Angeles Pilot Statix 
ANCHORAGE: The depths as a rule are too great for convene 
anchorage, but vessels occasionally anchor under the Norther 
shore about 1 mile Eastward of Brown's Point. Vessels may ancy 
in about 60 ft. 450 yd. North-north-westward of the outer endy 
Puyallup Waterway West jetty. 

City regulations permit anchorage in any part of the bay outst 
harbour lines so as not to interfere with vessels arriving or departy 
from their docks. 

MAX. SIZE: Length over 1,000 ft. (centre to centre dimensions? 
mooring dolphins), draft subject to berth depth. 

HEALTH: Vessels subject to quarantine inspection usually 
ceed to their docks, where they are boarded by Quarantine Office 
Fumigation service is performed at the port; however adyaw 
notice of 24 hours should be given to Quarantine officer at Tacon 
or the U.S. Public Health Service at Seattle. 

TUGS: Available, join vessel in Commencement Bay, approximalt 
half way between Brown's Point and the designated Dock. Ty) 
lines are used and there is a charge for tug's lines. 
BERTHING: 28 Deep water berths. 

General Cargo: 1,327,000 sq. ft. warehouse space, 83 acres of op 
storage area serving all piers. 

Water depths: 30 to 50 ft. below MLLW. 

BULK HANDLING FACILITIES: 1,800-ft. pier with 40 to 0! 
water depth. Five heavy lift whirley cranes and bulk unloading crt 
with 750 to 1,500 tons per hour capacity; 50,000 tons capacity alum 
storage structure with load-out facility; 30-acre stockpile a 
including holding area for 300 rail cars. 

Bulk grain elevator: 4,500,000 bushel capacity; loading rate: # 
tons per hour; 700 ft. dock; 50 ft. water depth. 

BRIDGES: The Port Industrial Bridge and the 11th Street Bridg 
all ships are required to notify for opening two hours in advan 
The Puyallup River Bridge on 11th Street has been deactivalt 
The Hylebos Bridge. There are no restrictions on the Hyle® 
Bridge. Closed periods apply to the 11th Street Bridge and the ho 
are as follows: 6.45 a.m. to 7.45 a.m., 3.30 p.m. to 5.30 p.m. 
STEVEDORES: Seattle Stevedoring Company, Rothschild Init 
national Stevedores, Crescent Wharf and Warehouse Co. 

Gang requirements must be made known to contracting steved® 
prior to 11.00 a.m. on day before the vessel plans to dock. (10.0° 
Saturdays for gangs on Saturday p.m., Sunday and Monday.) 

Stowage of cargo for discharge or load determines the gang # 
requirements. Sufficient information for intelligent gang orders ® 
necessity -i.e. advance cargo plans, unusual size and/or weight, ® 
TANKERS: Loading/discharge lines 8 in. and 10 in. 150 AS 
flanged connections. Slop discharge facilities not available. Fre 
water available. Coast Guard regulations strictly enforced. 
DENSITY: The average density in the port is 16:8 at 15°C. 
FRESH WATER: Available. Delivers to vessel through p 
meter hose. 

FUEL: Available. 


Now Pwn— 


Grade Viscosity at 122° SSF 
Bunker “C" 165-175 
PS-400 112-116 
Bunker Special 50-60 
PS-300 32-35 


Advance notice required 
FIRE PRECAUTIONS: Very strict precautions in force. _ 
GANGWAY/DECK WATCHMEN: Watchmen required # 
tainees are aboard. 


ING/CLOSING HATCHES: Normally carried out by steve- 
_In practice, however, the crew can perform this task while 


it. 
TIFICATES: 
Certificate of Registry. — AA 
Certificates for any previous U.S. tonnage tax payments within 
the past year. ; i 

international Load-line Certificate. 

safety Radio Certificate. 

Deratisation Certificate. l 

Cargo Gear Inspection Certificate. 

Certificate of Inspection (U.S. vessels). : : 
CUSTOMS ALLOWANCE: Tobacco: Wine/Spirit: No definite 
ya ties prescribed; reasonable allowance at discretion of Cus- 
toms Inspector. : 

IDENTIFICATION CARDS: Required. 

REPAIRS: The largest repair yard in Tacoma can haul out vessels 
yp to 1,000 tons for all kinds of repairs, including electronics, weld- 
1g, painting and machining; shafts up to 30 ft. in length are machi- 
aaa here. Another plant does shipbuilding exclusively, but will 

orm topside repairs if needed. Wreckage and salvage facilities 

ye available. Larger vessels go to Seattle for dry-docking. Minor 
yoairs and services for small craft are available at marinas on the 
Cty Waterway and the North-eastern shore of Commencement 


tRPORT: Seattle - Tacoma Inter Airport is 16 miles North from 
gortand Tacoma Industrial Airport 8 miles West. 

TIME: Local time reference is GMT minus 8 hours. In Summer 
ine itis GMT minus 7, or Pacific Daylight Saving Time, started the 
st week-end in April and finished the last week-end in October. 
HOLIDAYS: New Year's Day (January 1st) no work; Lincoln's 
aithday (February 12th); Washington's Birthday (February 22nd); 
Wemorial Day (May 30th); Independence Day (July 4th) no work; 
sloody Thursday (July 5th) no work; Labour Day (September 1st) no 
york; Columbus Day (Friday after Thanksgiving); Veterans’ Day 
(November 11th); Thanksgiving Day (November 27th) no work; 
Christmas Day (December 25th) no work. 

POLICE/ AMBULANCE/FIRE: Emergency tel. numbers: 

Police MA 7-6141; Fire MA 7-0151; Ambulance MA 7-4118 or FU 


+1555. 

TELEPHONES: Pay telephones available at Piers 1, 2, 4, 7 and 
Sait Waterway. There is no charge for this service. 

SHORE LEAVE: Allowed. 

AUTHORITY: Manager, Terminal Division, Port of Tacoma, 
§ox 1837, Tacoma, Washington. 


TAMPA, Florida: 27.57 N. 82.28 W. 


DOCUMENTS: 

Passports and Seamen's Books. 

Vaccination Certificate for each Seaman. 

Certified Crew List: must be on American form and certified by 
American consular office at foreign country from which de- 
parted. 

U.S. Customs requires Inward Foreign Manifest (original and 3 

copies). This must describe cargo which is to be discharged 

this port and/or any other port in vessel's itinerary. It must show: 

Vessel's name and flag. 

Master's name. 
last foreign port of departure. 

Net registered tons of vessel. 

When and where vessel built. 

Consigned to Agent. 

Bill of Lading Number. 

Warks and numbers (on cargo). 

Complete description of merchandise. 

Weight in kilos or pounds. 

Port of loading. 

Port of discharge. 

Stores Lists (original and 3 copies) 
ew Curio List (original and 3 copies) 

Narcotic List (original and 3 copies) 

‘Dangerous Cargo List (original and 3 copies) 

This should be filled out even if nothing dangerous aboard. 
Health officials will board vessel first. Bills of Lading not needed 
' ustoms purposes. 

ILOTAGE: Vessel applies for Pilot through radio station WPD 
8d through Agent. Telegraphic address for Pilots is: Tam-pilot. 
tvance notice is not necessary. However, U.S. Coast Guard re- 
ies a 24-hour notice of the vessel's ETA. VHF Channel in Tampa 
‘Channel 12. 
sive pilot boats - each are different. All 40-45-ft. motor launches 
ed H" flag and carrying prescribed red and white pilot lights. 
‘light or sound signals necessary by vessels requiring Pilots. 
Normally pilot boat located between sea buoy and No. 2 Buoy in 
“channel. During bad weather they are located off lighthouse at 
‘mont Key, Anchorage within 1 mile area of sea-buoy. 
ACHORAGES : Vessels with good ground tackle can anchor 
‘where outside Egmont Bar in depths of 35 to 50 ft. Inside anchor- 

Southward of Mullet Key in depths of 30 to 35 ft.; and South- 
td of Gadsden Point in depths of 29 to 36 ft. 

iypposives and quarantine anchorages East of Mullet Key and 

of Interbay Peninsula. 

4 ‘plosives anchorage East of Mullet Key. A rectangular area 

hae Bay, approximately 4,459 yd. long and 1,419 yd. wide, be- 

‘ing at latitude 27° 38’ 30’, longitude 82° 39’ 09”, and extending 


U.S.A. 


North-easterly to latitude 27° 39’ 48’, longitude 82° 37’ 15”; thence 
South-easterly to latitude 27° 39’ 17", longitude 82° 36’ 46’; thence 
South-westerly to latitude 27° 37’ 52”, longitude 82° 38’ 38”; thence 
North-westerly to point of beginning. Anchorage is used by vessels 
awaiting loading or unloading at Pert Tampa where duration of 
anchorage will exceed 72 hours. 

(2) Temporary explosives anchorage South of Interbay Peninsula. 
Beginning at a point bearing 107°, 1,750 yd. from Cut F Range Front 
Light; thence to a point bearing 125°, 2,050 yd., from Cut F Range 
Front Light; thence to a point bearing 180°, 1,725 yd., from Cut F 
Range Front Light; thence to a point bearing 222°, 2,180 yd., from Cut 
F Range Front Light; thence to a point bearing 251°, 1,540 yd., from 
Cut F Range Front Light; and thence to the point of beginning. 
Anchorage is used for vessels engaged in loading explosives when 
duration of the anchorage is less than 72 hours. 

(3) Temporary explosives anchorage off Port Tampa. A circular 
area with a radius of 200 yd. with the point at latitude 27° 50’ 22”, 
longitude 82° 34’ 15”. 

(4) Quarantine anchorage. South-east of the temporary explosives 
anchorage, beginning at a point bearing 97° true, 4,370 yd., from Cut 
F Range Front Light; thence to a point bearing 113° 30’, 5,370 yd., from 
Cut F Range Front Light; thence to a point bearing 161° 30’, 3,770 
yd., from Cut F Range Front Light; thence to a point bearing 163° 30’ 
2,070 yd., from Cut F Range Front Light; thence to the point of be- 
ginning. 

RESTRICTIONS: Draft recommendation is 33 ft. 6 in. No tidal 
restrictions with exception of loaded vessels into Port Tampa. 
ea gc Maximum draft 34 ft. MLW. No limit on length and 
readth. 
HEALTH: Vessel to notify Quarantine Station by radio if any 
communicable disease is suspected to be on board or if vessel has 
been in an infected port within 15 days. This is to be done prior to 
arrival in port so that medical officer can check ship and take 
necessary control measures such as isolation for persons involved 
or hospitalisation. 
RADIO: Radio station ‘‘WPD" should be used by vessel to route 
ETA cables to Agents, receivers, etc. Station KUZ 383 on Channel 
25 VHF, available for public messages. 
TUGS: Positions are: 

Main port area — right past Beacon No. 35 

Port Sutton & East Bay - Beacon No. 29 

Port Tampa — Cut “K" 

East Tampa —- Beacon No. 16 
Tug's lines only. 

BERTHING: Port Sutton: Max. length 800 ft., draft 33 ft. 6 in., water- 
line to hatchcoaming 43 ft. 

Rockport Berth: Max. length 900 ft., draft 33 ft. 6 in., waterline to 
hatchcoaming 50 ft. 

Eastern Associated Terminal: Max. length 850 ft. draft 33 ft. 6 in. 
waterline to hatchcoaming 50 ft. 

All berths can accommodate large vessels by shifting. 
STEVEDORES: Stevedoring gangs must be ordered approxi- 
mately 24 hours in advance (before 1700 on day before needed). 
MEDICAL: Advance notice for medical attention not required, but 
is preferable. All U.S. ports require valid certificate of vaccination 
(renewable every three years) for smallpox. 


TANKERS: 
Berthing 

Company Pipe lines Space Depth 
American Oil Co. (1) 12” (2) 10” 275 ft. 30 ft. 
American Petrofina (2) 10” (5) 8” 600 ft. 31 ft. 
Brimstone Terminals (1) 14” 700 ft. 34 ft. 
Chevron Asphalt (3) 8” 320 ft 18 ft 
Cities Service (3) 10” 550 ft 30 ft 
Florida Portland Cement (3) 8” (2) 6” 700 ft. 30 ft 
WR Grace (ammonia) (1) 10° 200 ft 34 ft. 
Gulf Oil Co. yom 10” (1) 8” 

(2) 6” 650 ft. 32 ft. 
Humble Oil & Ref. Co. —(1) 10” 300 ft. 18 ft 
Marathon Oil Co. (2) 12” (3) 8” 800 ft. 32 ft. 
Murphy Oil Co. (1) 12” (1) 8” (1) 6” 500 ft. 34 ft 
Petroleum Packers (1) 6” 600 ft. 34 ft. 
Phillips Petroleum (2) 12” 300 ft. 34 ft. 
Union Oil Co. (5) 10” 880 ft. 22-30 ft. 
Shell Oil Co. (1) 12” (2) 10” 850 ft. 34 ft. 

250 ft. 34 ft. 

Sulphur Terminal Co. (2) 10” 700 ft. 34 ft. 
South State Terminals (3) 6” (3) 10” 800 ft. 33 ft. 
Standard Oil Co. (3) 12” (5) 8” (6) 6” 884 ft. 34f t. 
Sun Oil Co. (2) 6” 200 ft. 26 ft. 
Tampa Electric Co. (1) 10” 550 ft 28 ft. 
Detsco Terminals (1) 10” 380 ft. 32-34 ft. 
Pasco Terminals Inc. (1) 10” 600 ft. 30 ft. 
Texaco Inc. (1) 12” (2) 8” (4) 6” 250 ft. 33 ft. 
Gardinier Inc. (1) 12” 448 ft 32 ft. 
Warren Petroleum Co. (1) 4” 325 ft. 14-12 ft. 


Note that part of above terminals use same piers. Most terminals 
have residue discharge facilities. 
DENSITY: Density is affected by local rains due to Hillsborough 
River. Seasonal variances too great to allow advance prediction. 
FRESH WATER: Available all over port and delivered through 
hoses and meters. Rates of delivery various. 
FUEL: All grades and types available, including all types of blended 
fuel and Bunker "C"’. 24 hour notice required. All types of lube-oil 
available with delivery in bulk or drums —- 24 hour notice is required. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


Major oil companies (i.e. Shell, American Oil, Texaco, Gulf, Standard, 
etc.) represented in Tampa. Delivery ex pipeline, barge or truck. 
PRECAUTIONS: No specific precautions other than usual. 
DEVELOPMENTS: The Tampa Port Authority is now completing 
three new general cargo berths, a total of 1,800 ft., on the East Bay 
Channel and Turning Basin at the Port of Tampa. 

The berths were designed with container capability in mind. The 
Port Authority is in the process of purchasing a heavy-lift crane 
capable of handling containers. 

Plans are also underway for the construction of a possible four 
additional 600-ft. general cargo berths to meetthe requirements of the 
port as indicated by port operators. 

The U.S. Corps of Engineers plans to begin dredging operations 
for deepening the harbour channels from their present 34 ft. to 43 ft. 
Commencement of this project is scheduled for early 1975 with work 
continuing until completed, a total of about five years. 
GANGWAY/DECK WATCHMEN: Watchmen not necessary, but 
available when required. 

OPENING/CLOSING HATCHES: Longshoremen open and close 
hatches. 
SHIP CERTIFICATES: 

Documentation Papers. 

Load-line Certificate. 

Certificate of Safety at Sea (when carrying passengers). 

Certificate of Safety Equipment. 


CUSTOMS ALLOWANCES: Tobacco, two packs of cigarettes 
per day per man. Wine and/or Spirit, no set amount. Each boarding 
officer has different views (i.e. German and Scandinavian vessels 
allowed two bottles of beer per day per man). Allowances made 
within reasonable bounds at Master's discretion subject to boarding 
officer's approval. 

CARGO GEAR: No local special safety requirements. Longshore- 
men ear U.S. Department of Labor requirements are uniform over 
the U.S. 

IDENTIFICATION CARDS: Passports required. 

CONSULS: The following countries are represented in Tampa: 


Belgium Guatemala Nicaragua 
Colombia Honduras Norway 
Costa Rica Italy Peru 

El Salvador Mexico Sweden 
Finland Netherlands Turkey 
France 


REPAIRS: All types are possible. 
DRY DOCKS: Graving dock: 525 ft. long on bottom x 80 ft. wide, 
and depth over keel blocks 16-18 ft. at MHW; Dry dock: 200 ft. long x 
65 ft. wide. There are two other dry docks besides those listed above. 
REPATRIATION: No foreign crew pools in Tampa (located in 
New Orleans, San Francisco and New York). But crew changes can 
be made when Master radios requirements to Agent who arranges 
with local consul or through crew pool in nearest city named above 
for applicable country (if no consul is available in Tampa). American 
crew pools for all unions in Tampa. 
Repatriation available at Tampa International Airport and is 
handled by consul or Master. 
AIRPORT: Tampa International Airport served by regular airlines 
and located approximately 5 miles from main port area; 5 miles from 
Port Tampa and 16 miles from East Tampa. 
TIME: Tampa normally on Eastern Standard time with Daylight 
Saving Time in effect from last Sunday in April to last Sunday in 
October. 
HOLIDAYS: New Year's Day (January 1); Jan. 15th; Gasparilla 
Day (2nd Monday in February, local holiday); Lincoln's Birthday 
{February 12); Memorial Day; Independence Day (July 4); Labor Day 
{ist Monday in September); Columbus Day; Veterans Day; Thanks- 
giving Day (last Thursday in November); Christmas (December 25). 
When any of these holidays fall on a Sunday, they will be observed 
on Monday following. Work on these holidays by special arrange- 
ment only. 
POLICE/AMBULANCE/FIRE: Police 223-8521; Ambulance 223- 
1551; Fire 223-4211. 
TELEPHONES: Installation of telephone aboard can be arranged. 
SERVICES: Compass adjustments available; radio direction 
finder; radar repairs; tank cleaning. 
SHORE LEAVE: Immigration authorities grant clearance after 
examination of passport or bona fide seaman’s papers. 
DELAYS: Delay can be expected in loading phosphate rock (one 
to two days), and same delay applicable for berthing at elevators. No 
delays in general cargo loading or berthing and bunkering. 
AUTHORITY: Tampa Port Authority, PO Box 2192, Tampa, Florida 
33601. Tel. (813) 248-1924. 


TEXAS CITY, Texas: 29.22 N. 94.53 W. 


DOCUMENTS, PILOTAGE, HEALTH, Etc., refer to “Galveston”. 
RESTRICTIONS: Controlling depth in entrance channel 40 ft. 
Otherwise restricted by depth available at berth. Vessels enter 
day and night. 
TUGS: Available if required. 
BERTHING: 
American Oil Tanker Docks 36 
Monsanto Tanker Dock ¥ 32 
Texas City Oil Docks a 36 
Union Carbide Terminal Ks 33 ft. 
MEDICAL: All medical assistance available. 
DENSITY: Brackish. 
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depth ft 
ft. 
ft. 
ft 
e 


a Available at all wharves except Union Carty 
erminal. 

FUEL: Bunker C available to tankers loading/discharging. All rag 
available by barge from Houston. 

GANGWAY/DECK WATCHMEN: Required only if Crew 
detained by Immigration. 

CUSTOMS ALLOWANCES: Each man 300 cigarettes ory 
cigars or 1 lb. tobacco. 1 qt. wine/spirits. 

CONSULS: See “Houston”. 

TIME: Central Standard Time. Daylight saving time effective jp 
April to October. 

SHORE LEAVE: No restrictions unless detained by Immigraiy 
AUTHORITY: Texas City Terminal Railway Co. 


TOLEDO, Ohio: 41.42 N. 83.28 W. (See Plan) 


Refer to “St. Lawrence Seaway" for important general informatiy 
PILOTAGE: By Seaway Pilots. 
RESTRICTIONS: Navigation season from mid-March to e% 
December, approx. The port is connected to Lake Erie by an» 
trance channel, depth 27 ft. Vessels size restricted by Seaway log 
MAX. SIZE: 730 ft. length; 26 ft. draft. Height restriction of 1; 
above water-line which applies to grain berths only. 
HEALTH: All ocean-going vessels must obtain a free pratig 
before entering the Seaway. Vessels may obtain quarantine inspy 
tion and clearance from the Canadian Authorities at Monty 
while awaiting entrance to the Seaway. 
RADIO: Master must give at least 24 hours notice to Commany 
9th Coast Guard District, Cleveland, Ohio, of the vessel's ETA; 
Snell Lock. Also, at least 24 hours notice of ETA at first U.S, & 
charge port is required. Toledo Port can be contacted throw 
Lorain, Ohio, or Port Colborne, Ontario. 
TUGS: Available. Not compulsory, but sometimes necessary; 
bad weather. 
BERTHING: 

C & O Railway Dock: 2,000 ft. long, 26 ft. depth alongside. 

Lake Front Dock: 1,200 ft. long, 26 ft. depth alongside. 

Interlake Steel Corporation: 23 ft. depth alongside. 

Mid States Terminals: 27 ft. depth alongside. 

East Side Iron Elevator: 27 ft. depth alongside. 

Port Authority Facility: 4,000 ft. long, 27 ft. depth alongside, 

Anderson Elevator: 27 ft. depth alongside. 
CARGO HANDLING FACILITIES: Three grain elevators: 
Toledo load vessels at 50,000 bushels per hour. There are six cu 
loading machines, each of which can dump one 100-ton carp 
minute, also one machine which dumps two cars simultaneous) 
for a maximum of 6,000 tons per hour. There are seven Hulett 
machines; unload lake vessels at a rate of 4,000 tons per hour. Bd 
liquids handled include petroleum products, industrial molass# 
palm kernel oil, liquid sugar, trichlorethylene and perchlorethylen 
TANKERS: 

Hocking Valley Pier: 22 ft. depth alongside. 

Ashland Oil Company: 22 ft. depth alongside. 

Standard Oil Company: 23 ft. depth alongside. 

Gulf Refining Co.: 21 ft. depth alongside. 
DENSITY: Fresh water. 
MEDICAL: All facilities available. 
FRESH WATER: Obtainable by pipe-line at all general cargo doc 
FUEL: All grades available at oil piers, and by harbour fuel bay 
REPAIRS: Major repair facilities available. 
DRY DOCKS: No. 1: 510 ft. x 72 ft. 6 in.; No. 2: 641 ft. x 78 ft 
AUTHORITY : Toledo - Lucas County Port Authority, 241 Supt 
ior Street, Toledo. 


VALDEZ, Alaska: 61.07 N. 146.21 W. 


Located at head of Valdez Arm in Prince William Sound. 


APPROACHES: Via Prince William Sound to the Valdez p¥ 
station. 

DOCUMENTS: See “Anchorage, Alaska”. 

PILOTAGE: Pilots board approx. 2 miles North of Busby Ligh 
MAX. SIZE: Harbour depth over 300 ft. Tides: diurnal range !t! 
Also see “Berthing”. 

ANCHORAGE: Excellent, close by dock. Bay is too deep. 
CUSTOMS: Quarantine, local. Immigration and Customs ft 
Anchorage. 

BERTHING: 1. Valdez City Dock: 36 ft. MLLW. 600 ft. long by! 
ft. wide. Two warehouses, one heated, one unheated. Steved 
provides equipment which includes fork-lifts and two 100-ton 
cranes and one 150-ton mobile crane. Dock operated by North S# 
Stevedoring Co. 

TUGS: Limited availability. 

STEVEDORES: Three gangs. 

REPAIRS: Minor repairs only. 

WATER: Available in temperate seasons. 

FUEL: Not available. 

MEDICAL: 150-bed mental patient hospital; 15 beds for local 
1 doctor, 1 dentist regularly from Anchorage. 
TRANSPORTATION: Air; highway to Fairbanks and Ancho®? 
DEVELOPMENTS: Valdez is the projected terminus of the Led 
Alaska Pipe-line and construction of tanks and oil dock facili 
anticipated across Valdez Arm from City Dock. 


U.S.A. 


Washinaton: 45.36 N. 122.40 W. REPAIRS: All types of deck and engine repairs possible. 

yaNCOUVER, g DRY DOCKS: See “Portland, Oregon”. 

UMENTS: Three copies of following: REPATRIATION: Any arrangements possible for crew changes 

o Manifest. or other repatriation. 

store List. AIRPORT: Airport 10 miles from town, served by seven regularly 
Crew Cargo List. scheduled airlines with direct service and/or connections domes- 
Crow List. tically and world-wide. 

copy of following: TIME: GMT minus 8 hours. Daylight saving time becomes effective 
Ciearance from Last Port. annually on last Sunday in April through last Saturday in October. 
Tonnage Tax Certificate. HOLIDAYS: Following holidays are recognised: *New Year's Day; 

y of Vessel Register and itinerary of vessel port by port. Lincoln's Birthday (Feb. 12); Washington's Birthday (Feb. 22); 


pLOTAGE: When entering from sea (without service of a bar pilot) Memorial Day (May 30); *Independence Day (July 4); *Labor Day 

gsel or Agent must give notice between hours of 0800 and 1700 (First Monday in September); Columbus Day (Oct. 12); Veteran's 

pod at least 12 hours prior to ETA Astoria. Calls may be placed with Day (Nov. 11); Thanksgiving Day; *Christmas Day (Dec. 25); State- 

jstoria office (325-4532) or at Portland office (228-9325) or by radio wide Election Days. Other legal holidays may be proclaimed by 

» “Colrip Astoriaore". River Pilots board at Astoria in channel in State or national authority. When holiday falls on Sunday, following 

unity of Astoria Crossing Lighted Buoy No, 37. Signal for river Monday observed as holiday. Longshore work performed on any of 

pit is one long and three short whistles. When ordering bar Pilots, above-listed days is at overtime, which is one-and-a-half time rate. 

qquest radio via KLB, Seattle, Wash., about 12 hours before arrival. Days marked (*) are stop-work days, viz., no ships will be worked. 

jddress “Bar Pilots, Astoria, Ore."’, giving date and time of arrival at This also applies to July 5, which observed locally on unilateral basis. 

igitship. When “Peacock” is on station Pilot boards from small POLICE/AMBULANCE/FIRE: Police 693-2555; Fire 693-1441; 

ower boat; when “Columbia” is on station, Pilot boards directly Ambulance provided by several private firms, but can be obtained 

lm "Columbia". When pilot is boarding from small boat keep through police or fire number. 

sagines at about 4 knots speed. Do not change course or speed until TELEPHONES: Available by order from terminal superintendents 
nalied by Pilot vessel. Vessels having radiotelephone contact pilot at $5.00 connection charge. 

assel for instructions on following frequencies: radio phone watch SERVICES: All services available such as compass adjusting, 

» Channel 16 VHF (156-8 mgc/s) also 2182 and 2738 kc/s. Pilot boat major or minor repairs either with work barges or at ship repair 

Peacock" call WS 7217; pilot boat Columbia" WJ 8200; Astoria berths; lay berths available; charts available from private companies; 

wg Pilots' office (Channel 16) KOK 360. all chandlery supplies available. 

ANCHORAGES: Only designated anchorages on U.S. Coast and SHORE LEAVE: Crew members permitted ashore except where 

Geodetic Charts are at Tongue Point(Astoria), Oreg. Twoinnumber vessel has made first arrival from Communist-controlled port. 

ni designated on Chart 6151 Columbia River, Pacific Ocean to AUTHORITY: Port of Vancouver, Washington, Foot of West 

darington Point, as 1 Lower Tongue Point and 2 Upper Tongue 16th Street and Lower River Road, Vancouver, Washington 98660. 

dint, Additional locations on Columbia and Willamette Rivers Tel. Vancouver 693-3611, Portland 289-8824. Telex 910-474-8673. 

sere safe anchorages can be made upon advice of Columbia River 

slots, Anchorage in Vancouver harbour by permission of Harbour 

Master. ° 

RESTRICTIONS: No restrictions on night entry. State of tide and WILMINGTON, Delaware: 39.44 N. 75.32 W. 

dait restrictions not applicable to vessels drawing less than 40 ft. DOCUMENTS/PILOTAGE: See “Philadelphia.” 

WAX. SIZE: No restrictions length and breadth. Depth at Columbia ANCHORAGE: At Cherry Island. 

ayer entry 48 ft. River channel to Vancouver maintained at 45 ft. by MAX. SIZE: Length unlimited, breadth unlimited, draft 40 ft. MLW 

i ft. Seasonal tidal effect up to 3 ft. at Vancouver. tide rise and fall 5 ft. 

HEALTH : See Health Regulations before first U.S.A. port(Albany). HEALTH: U.S. Public Health Service requirements. 

department of Agriculture board all vessels. Immigration board RADIO: Station W.S.C., Tuckerton, N.J. 


yssels arriving from foreign ports. TUGS: Normally, tugs are not required. A docking Pilot is available. 
RADIO: Route ETA cables through KLBITT Seattle, Wash. If tugs are required, they must be ordered from Philadelphia, Pa. 
TUGS: Normally join vessel at designated berth. Tug lines used at BERTHING: 3,000 ft. marginal berth, 25 to 140 ton crane capacity. 
no charge. 600 tons per hour bulk unloader. Covered bulk storage of 725 cubic 
SERTHING: No special requirements for berthing and no special feet. Dockside freezer capability for liquid import and export. 

ival times required except under particular circumstances. DENSITY: Fresh water port. Normal 12 hour tide. 


STEVEDORES: Allocation for gangs Monday through Saturday FRESH WATER: Hose connection from dock. 

tust be confirmed at 1100 to the longshore hiring hall. Allocation FUEL: Available. 

‘x gangs Sunday and Monday are made at 1100 Saturday for both GANGWAY/DECK WATCHMEN: Required. 

fy and night gangs. Same procedure applies to allocation of night OPENING/CLOSING HATCHES: Optional. 

jigs, but night gangs may be cancelled by 1400 afternoon of night IDENTIFICATION CARDS: See ‘New York". 

yngs are to work. CONSULS: All Consuls are located in Philadelphia, Pa. 

MEDICAL: Any type of medical treatment can be provided and REPAIRS: Engine and other repairs at Wilson Ship Yard, Wilming- 
‘sspital facilities available. Only inoculation requirement for entry to ton, Del. 

JS.is smallpox, except when vessels have called atan areainfected DRY DOCKS: Major repairs and dry dock facilities - Sun Ship 


yanother disease. Yard, Chester, Pa. 

DENSITY : Fresh water at all times. REPATRIATION: Facilities are available and arranged by Agent. 
FRESH WATER: Available at all berths delivered through pier-side AIRPORT: Philadelphia International Airport, regular service. 
connections. TIME: U.S. Eastern Standard and Daylight Time. 

FUEL: Viscosity grades of B and lower. No advance notice required. POLICE/AMBULANCE/FIRE: Police, tel. 302; Ambulance, tel. 
Suging essential. 654; Fire, tel. 5151. 


RE PRECAUTIONS: Port fire precautions respecting tankers TELEPHONES: Dock-side pay phones. 

tsadministered by U.S. Coast Guard, which enforces shipboard SERVICES: All services available. 

‘gulations under Code of Federal Regulations, Part 46, Sub-partD, SHORE LEAVE: Allowed unless restricted by Immigration. 

Sections 20 to 40; Police Harbour Patrci, which controls port move- AUTHORITY: Port of Wilmington, Board of Harbour Commission- 
‘ents, boards vessels to warn Master regarding harbour regulations, ers, PO Box 1191, Wilmington, Delaware. Tel. 302-656-8566. TWX: 
‘cluding spilling of oil, etc.; and Fire Marshal, who exercises jurisdic- 510-666 2181. 

‘nnregarding fire regulations at shoreside facilities serving tankers. 


X%EVELOPMENTS: Will continue building new cargo warehouses, ina: 
tiitions to dock facilities, three 50-ton gantry cranes available, WILMINGTON, N. Carolina: 34.14 N. 77.57 W. (See 


‘ths for four cargo vessels, container yard and lumber yard. Plan) 
‘ANNGWAY/DECK WATCHMEN: Services at option of vessel PORT LIMITS: A ship is considered an “arrived vessel” upon 
6r/Agent and available through private firms. arrival at Buoy 2CF. 

PENING/CLOSING HATCHES: While ship is at dock, opening DOCUMENTS: 
Si closing hatches is work of longshoremen. Ship may open or 3 copies Cargo Manifest (Forms 7527-A or 7527-B), the original 
tem own hatches while under way. showing all cargo on board, and 2 copies showing only cargo for 
SRUIFICATES : Registered tonnage certificate. this port. 

STOMS ALLOWANCES: Tobacco, reasonable quantity. 3 copies Crew Manifest (curio list) (Customs Form 1304). 
hr and/or Spirit, reasonable quantity. 3 copies Stores List (Customs Form 1303). 
‘ARGO GEAR: Valid cargo gear certificate required, acceptable 3 copies Passenger List (Form 1.418). 

US. Bureau of Labor Standards. 3 copies Crew List (Form 1.418). 


SNTIFICATION CARDS: Immigration Dept. requires forms Customs boarding Officer will also examine ship's Register and 
595 and No. 31 (Repatriation). Changes can be effected at any _ Load-line Certificate. In addition, the following documents will be 


- Consulate and are honoured here. required for formal entry to be made within 48 hours of arrival from 
NSULS: abroad, or 24 hours from arrival from a United States port: 
Austria France Mexico Master's oath (Customs Form 1300). 
ceuium Federal Republic of The Netherlands All foreign clearances. 
° sta Rica Germany Norway U.S. Certificates of payment of tonnage tax (Customs Form 1002). 
enmark Great Britain Republic of Certified Crew List. 
Ominican Iceland Panama Oil Pollution Cert. 
_ Republic Italy Peru General Declaration (Customs Form 1301). 
Salvador Japan Sweden Load Line Certificate. 
inland Lebanon Venezuela Safety Equipment Certificate. 


807 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, | 


PILOTAGE: Pilots board vessels at Buoy 2CF off the mouth of the 
Cape Fear River. Masters should notify local Agents by radio of their 
ETA's at Buoy 2CF in order that the Pilots may be on station in 
advance of arrival. Additionally, Masters may communicate with 
Pilots by radio telephone on 2738 frequency and by VHF Channel 
18A. Pilots remain on board until harbour limits of Wilmington, 
where docking masters normally board vessels for purposes of 
docking. 

APPROACHES: The port terminal at Wilmington is located on 
the East bank of Cape Fear River, approximately 26 miles from the 
sea buoy at the mouth of the river. Wilmington is 150 miles South- 
west of Cape Hattaras and 26 miles North of Cape Fear. 
RESTRICTIONS: The approach channel and basins adjacent to 
the port are maintained at a depth of 38 ft. MLW. 

ANCHORAGE: Vessels awaiting Pilots normally anchor in area 
off Buoy 2CF. There is no safe anchorage in the port of Wilmington 
for large vessels to be accommodated. Small vessels can be accom- 
modated for brief periods in anchorage basin, although it is neces- 
sary to swing with the tide in order to avoid blocking channel. 
MAX. SIZE: No limit on length, breadth, and draft limit is present 
channel project depth of 38 ft. Master should communicate with 
local Agent regarding stage of tide for passage of vessels drawing 
34 ft. or above. 

HEALTH: Radio pratique not required. Vessels not boarded by 
health authority, unless vessel from plague infected country or illness 
on board. 

Vessels are boarded by Immigration, Customs and Agriculture. 

TUGS: Two towing companies operate at Wilmington. 
BERTHING: A continuous marginal wharf, 6,680 ft. long. Docking 
at any hour, day or night. 
SPECIALISED CARGO HANDLING FACILITIES: State Port 
Terminal: fully equipped to serve cellular type container ships, for 
bulk handling; equipped with 6 yard rehandler buckets, receiving 
hoppers, and paved open storage areas, two 45-ton, one 115-ton 
and one 225-ton gantry crane; one berth with tank farm for handling 
liquid chemicals. 

Almont Shipping Company: three berths, open and covered bulk 
storage, two 25-ton cranes and one 85-ton derrick. No facilities for 
LPG carriers. 

TANKERS: Ten tanker berths with drafts from 30 to 40 ft. MLW. 
Night berthing at all berths. Fresh water available. 

FRESH WATER: Available from shore connections at rates up to 
50 tons per hour. 

FUEL: Bunker “'C"’ and diesel fuels available locally. 

FIRE PRECAUTIONS: Normal precautions observed. 
DEVELOPMENTS: One 225-ton gantry crane, nine additional 
acres paved open storage and dockside sewage facilities to receive 
waste from ships to be available 1973. 

REPAIRS: Minor ship repairs available. 

DRY DOCKS: One 1,000-ton lift floating dry dock. 

AIRPORT: New Hanover Country Airport, 7 miles from N.C. State 
Port Terminal. Served by Piedmont Airlines. 

IDENTIFICATION CARDS: Standard U.S. Immigration Forms 
1.95 to be made up for each crew member on arrival. Not necessary 
for crew man already holding Form 1.95, issued for the same vessel. 
TIME: Eastern Standard Time, GMT minus 5 hours. Daylight Sav- 
ing Time, GMT minus 4 hours irom April to October. 
AUTHORITY: North Carolina State Port Authority. PO Box 3037 
Wilmington, N.C. 28401. Tel. (919)-763-1621. 


AGENT: Wilmington Shipping Company, North Carolina State 
Terminals, POB 1809, Wilmington, North Carolina. Tel. 763-7333, 
Cables “Wilshipco.” 


WRANGELL, Alaska: 56.28 N. 132.22 W. 


Located on Wrangell Island. Open all year. 


DOCUMENTS: See “Anchorage, Alaska’. 

PILOTAGE: (From sea via Dixon Entrance up Clarence Strait to 
Guard Island.) Under pilotage from Guard Island. 

MAX. SIZE: Harbour depth 32 ft. MLLW. Tides: mean range 13-7 
ft., diurnal range 16-1 ft. Also see “'Berthing”. 

ANCHORAGE: Good anchorage North-east of Woronofski Island 
in 22 fathoms of water. 

CUSTOMS: Immigration, Guard Island or local Customs office. 
Quarantine and Customs, local. 

BERTHING: Three wharves. 1. Wrangell Wharf Co. Berthing length 
220 ft., East end depth 24 ft., West end depth 38 ft. Two lift-trucks; 
4,800 sq. ft. covered shed space. 

2. Wrangell Lumber Co. Dock; Berthing length 320 ft., 150 ft. 
wide, depth South end 32 ft. North end 40 ft. LW. Height of pier from 
0 tide 234 ft. Crane - 1 mobile, 8 ton, 6 lift-trucks. No shed space. 
Three acres open storage. 

3. Alaska Wood Products: Berthing length 300 ft., 50 ft. wide. 
Depth at LW 32 ft. Height of pier from 0 tide 23 ft. No shed space. 
TUGS: Three available, 500 h.p. each. 

DEVELOPMENTS: Possible mineral potential for future develop- 
ment from Iskut River and Stikine River lodes. 

STEVEDORES: Four gangs available. 

REPAIRS: None. 

WATER: Available. 

FUEL: None. 

MEDICAL: Small but new hospital. 

TRANSPORTATION: Air and ferry. 


Uruguay 


REGULATIONS: Increased fines became effective in dune tg, 
respect of infringements of the Uruguayan Marine Code. They 
approximately 119 Articles to the Marine Code, and Owners 
Masters of vessels proceeding to Uruguayan ports are 
mended to obtain a copy of the Code (which lists port regu 
and amounts of fines for infringements) prior to arrival. We 
stand that copies of the Code, entitled ‘“‘Reglamento Preve 
Represivo de Infracciones Maritimas, Fluviales y Portuarias”, 
be obtained from Centro Navegacion Transatlantica, Colon 4 
p. 3, Montevideo. 

Freely translated, we give below some extracts of Port Regulatip 
as specifically applicable to Montevideo, but also to all Uruguay 
ports in general: 

Articles 1 to 8 cover respectively the reasons for setting up) 
preventive set of regulations; the definition of what a vessel, 
terms of the legislation; the establishment and amount of 
(they may be tripled in the event of repeated offences); the facty, 
very small vessels may only have imposed 10 per cent of they 
fine; the jurisdiction for the regulations covering the whole of, 
Uruguayan coast and river frontage; the stipulation whereby, 
General Marine Prefecture must send to the Captain of the yey 
a statement of the offence immediately it is observed and thy, 
triplicate and to the local Agent for the vessel. 

The actual information which the form must contain is delinedy 
Notification of offences can be made after a vessel has sailed,» 
being to the local ship's Agent by phone and confirmed wi 
24 hours in writing; All Captains must give written consent tot) 
local Agent, and the Agent must accept this in pelt empowers 
the Agent to act in the Captain's name in all cases of fine payme 
The Authorities may delay the sailing of a vessel if they see f, 
connection with any offence. Finally, article 8 deals with the righ} 
appeal to the General Marine Prefecture against any fine impow 
this having to be done within 10 days dating from the day follovs 
personal notification of the offence. 

Articles 9 to 119 cover the specific offences subject to finew 
indicate individually the full fine imposable in local pesos. 

An abridged summary of each of the articles is as follows: 
anchoring within 900 metres of the illuminated buoy in the port acces 
channel. 

Vessels carrying hazardous cargo must hoist flags according) 
the Int. Code of Signals. 

Vessels with anyone on board with contagious diseases m 
hoist appropriate flag (letters QL). 

Flag Q must be hoisted and maintained in position until hes 
authority has given free pratique. 

All vessels anchoring in the roads, bay or ante-port must takede 
precautions not to harm or cause damage to other vessels; the fe 
will be imposed notwithstanding claims for damages from ti 
parties. 

Agents of vessels which may wish to anchor in the roads me 
obtain prior permission fromthe Marine Authority, specifying vess#! 
measurements and the reason. If authorised, the anchorage toh 
used will be notified. 

No anchoring at the docks unless justified, and anchors musth 
raised immediately the reason for dropping them has gone. Tht 
must be no delay on the part of vessels in complying with the Maw 
Authorities instructions to change berth or anchorage. 

No tying up to other vessels without Marine Authority pf 
mission; no attachment to berths which have not been alloca 
and no changing of berth without authorisation. , 

No anchoring in places not authorised by the Marine Author 
the maximum fine being applied should this have caused damay 
to third parties. 

No small craft to be tied up obstructing gangways or qué 
Where this is necessary for embarking crew members, passenge 
provisions, etc., the small craft must be removed immediately ® 
operation has been completed. 

Small craft must not be tied up to buoys or beacons. Ves# 
must not tie up at buoys or beacons. 

Maximum speed of vessels in docks is 4 knots. 

Navigation in channels of access to ports is governed as follow 

Maximum speed 8 knots. 

Vessels must always keep to starboard. 

Vessels must not overtake each other, but where this is necess# 
they must conform to the International Signal Code. 

No anchorage in channels. 

No fishing in channels. 

Vessels navigating in channels must keep a distance of 1 
metres from each other. 

Vessels must not cross in front of each other in the fore-pors 

All vessels entering or leaving the ante-port or docks, chang 
berths or anchorages must be assisted by a Pilot and a tug, unles 
specifically given exception to this rule by the Marine Authority. | 

No vessel must enter port with damage to hull, machine)? 
rudder unless prior inspected by the Technical Commission 0” 
Mercantile Marine Directorate. 

Any vessel springing aleak whilst navigating in the access chat 
and which the bilge pumps cannot overcome, must go aground 
quickly as possible off the channel so as to leave the channel op 

In case of fire on board whilst navigating in the access ch 
Captains must observe usual procedure and give signals according 

The strict use of semaphore signals within port must be obse” 

When vessels enter the docks or remain in them, Cap 


or Agents must request permission from the Marine Traffic 
and report to the Office of Pilotage, and proceed in whatever 
igem they may instruct. On leaving the same procedure must be 


tains and owners of vessels must see that their vessels do not 

ct or cause harm to port works, beacons, buoys, or sema- 
and once tied up they must not slacken ropes without 
ssion of the Marine Authority except under conditions covered 

y items 1, 2 and 3 of article 64 of the Port of Montevideo Marine 


ns. 
nese! to have badly stowed cargo, excess weight, or evidence 
glists due to bad trim of cargo. . 

Only those lines necessary for tying up to be used. When two or 
sore vessels tie up alongside to load or discharge they are all 

igated to ensure that the handling of their respective cargoes 

not prejudice the working of the others. ; : 
vessels must take proper precautions when loading or dis- 

ing raw material, i.e. sand, bones, ash, coal, etc., by placing 
table planks of wood close together to prevent any such material 
ing into the water. ; } 

No vessel to enter docks with the gangway already rigged. 

During unloading operations, no goods to be thrown on to the 

This must be done manually or mechanically. __ 

During discharge operations, cargo must be so positioned on the 
quay as to leave adequate passage for vehicular traffic, i.e. police, 
ie-brigade, health authorities, customs and port officials. 

planks of wood - when planks are used for any operation, they 
syst not be placed in contact with mooring bitts or cables. When 
york ceases all pieces of wood, ladders, small trucks, etc, must be 
moved from the quay, and those belonging to the ship must be 
sien on board, this so as not to obstruct the public path along the 


wihen cleaning or washing ships tied up at quays, no rubbish, 

wer or cleaning material must be allowed to fall on the quay. _ 

Avery serious offence is the throwing into the water of any rubbish, 
ywage or other materials susceptible to dirtying the water. 

Very serious offences are the lightening of ships carrying petrol, 
eude oil, or the like, likewise the washing-out of tanks, except in 
wthorised zones. The fine is based on the area spoiled by the wrong- 
lu discharge. 

All chips should have local Agents, otherwise in the case of 
sfences the Captain is held responsible and vessels may be de- 
tained. 

Vessels are responsible to ensure that no damage is made to quay 
sstallations by the cargo they load or discharge, and must always 
fave berths in a tidy and clean state. 

Vessels’ auxiliary small craft, launches and the like must not hang 
wer the side of the vessel in port, except during the operations of 
wnching and reshipping on board, where such operations are 
wnducted at points indicated by the Marine Authority. Such small 
walt may only be used for the purpose and at the times authorised 
ythe Marine Authority. 

- sual regulations concerning carriage of passengers in vessels 
nd heavy fines are imposable for the carriage of passengers or 
tew members not listed. 

Vessels exceeding their navigation limits shown in their Certifi- 
ale of Navigability are subject to fine. 

Allvessels must be cleared to sail by the Marine Authority. 

Vessels must use their proper name, and this must be painted on 
sletters of a minimum of 15 centimetres height and 8 centimetres 
vide, Letters must be white on black or black on light colour. 

Captains, Owners and Agents must report any crew offence or 
megularity on board to the Marine Authority. 

Vessels in port must hoist the Uruguayan flag. N.B. /t is recom- 
nended that Masters correctly establish the proscribed times for raising 
ud lowering the Uruguayan flag, in order to avoid fines. 

Vessels must have their gangway equipped with handrails, and 
"“egangway must be clearly lit at night. 

Alllines to shore must have rat-guards fitted. 

When there are hazardous goods on board or when such goods 
fe being worked, the vessel must hoist the International Signal 
“ide letter B, and at night show a red light on the bow masthead, 
‘ust always have engines in a state of readiness in case of danger, 
‘*p two-thirds of the crew on board, keep watchmen and firemen 
tailable (the number of whom will be determined by the number of 
‘ds containing the hazardous material), must only work with 
“andescent lights, and keep a port pilot on board if the Marine 
‘uthority so directs. 

_lessels moored at quays must not move propellors, except under 

‘direction of the Marine Authority. 

Vessels must not moor in the port access channel. There must 
*n0 improper use of the International Signal Code. Signal flags 
“stnot be interspersed with flags of nationality. 
vita vessel wishes to dress flags over all, or fly a flag at halfmast 
“to a bereavement on board, the Marine Authority’s permission 
“tbe first obtained. 

@ Use of whistles, sirens or any other audible signal within the 

‘of the roads, bay, ante-port or docks, for any reason other than 
“liable for navigation is prohibited, 

"Y Vessel anchored, tied up to other vessels or to the shore or 
8,must show a white light from sunset to sunrise which can be 
at a distance of 500 metres. 
the access channel to Montevideo, no more than four vessels 
Navigate at one time - two entering, two leaving. 

Imum speed in the Montevideo ante-port is six knots. There 
No anchoring in the Free Zone, reserved for the manoeuv- 
of vessels entering and leaving. 


URUGUAY 


At Montevideo there must be no anchoring along the route leading 
from the Free Zone to channel “A", between the quay and the pier 
of the same letter. Also on the route leading from pier “A" along a 
line to 100 metres to the North of the end of the West Jetty. 

No anchoring in any area less than 200 metres from pier “A" ina 
semi-circular coverage, taking as middle point a position half way 
between quay “A" and pier “A”. 

All vessels must keep to the right or to the middle when there are 
no other vessels in the vicinity. 

International Regulations for the Prevention of Collisions apply, 
plus the following: 

Vessels navigating along the routes established in the anteport 
or which have to pass directly through the passage between jetties 
“A” and “B", must keep to the right when another vessel is coming 
in the opposite direction. 

Vessels which have to cross the North, the South route or directly 
between jetties ‘‘A" and “B", must ensure that they pass any other 
vessel at a distance not less than 50 metres. 

Any vessel navigating under her own power must give way to a 
vessel under tow by a tug. 

Vessels with tugs following routes which cross one another, 
thereby creating a collision risk, the one passing to starboard of 
the other is the vessel which must take the precautionary measures 
to avoid collision. If, however, the risk persists, the vessel passing 
to port of the other must also take measures to increase the distance 
between the two vessels. 

No vessels to pass in pairs or in opposite direction between 
jetties “A" and “B"; the semaphore signals transmitted by quay 
“A" must be observed. If the signal is “vessel entering from the 
ante-port to the docks”, the vessel in the docks, ready to sail, must 
wait until the incoming vessel has entered. 

If the signal is ‘vessel leaving the docks for the ante-port" the 
vessel in the foreport, moving towards jetty ‘‘A"’ to enter the docks, 
must wait in the free zone, stop engines, keeping to the right, and 
drop an anchor if necessary, until the outgoing vessel is outside 
and well clear of jetty “A”. 

The same regulation applies to vessels leaving the River Dock. 
In this case, the vessel leaving to jetty “A" has priority, coming from 
docks | and II and the first will wait for the second before starting 
engines. 

All vessels navigating in the same direction in the ante-port must 
keep a distance of not less than 300 metres from each other stern to 
bow. They must not pass each other or navigate in pairs. 

In the event of offences being incurred whilst an Uruguayan pilot 
is on board, at the request of the local ship's Agent, the Marine 
Authority will determine whether the Pilot is responsible for the 
offence having occurred, and take measures accordingly. 

Vessels which load beyond the appropriate load line will be sub- 
ject to a fine of 1,000,000 pesos. 

DOCUMENTS: 

1. Required by Vessel 

For Customs: 

Visaed Manifest and Bills of Lading - see below. 

Visaed copy of ballast certificate from each port of origin. 
Visaed negative cargo certificate from each port of call; if there 
is no Uruguayan Consulate at any of the ports the negative cargo 
certificate must be visaed at the next port of call where thereis a 
Uruguayan Consul. 

Copies of Store List covering Deck, Engine and Cabin Stores. 
List giving detailed declaration of crew effects for each individual 
on board. 

List detailing total available stocks on board of cigars, cigarettes, 
tobacco and all spirits. 

Note: All these lists must be made out in triplicate, original 
and duplicate to be handed to Customs and triplicate to be kept 
on board for reference purposes. Store List covering Engine 
Room stores must include total quantity of bunkers on arrival - 
this is most important. 

Copy of list of passengers finally disembarking at Montevideo 
(or negative). Passengers' Baggage declaration forms, signed 
by each passenger. 

For Port Health Officer 

1 International Health Declaration, signed by Master and Doctor, 
if aboard. This is the first document requested by the Receiving 
Commission, and must be ready for delivery immediately the 
authorities come on board. 

Copy of list of passengers finally disembarking at Montevideo. 
Copy of crew list. 
Consular clearances — see note. 
For Immigration Officials : 
2 Copies of list of passengers finally disembarking at Montevideo 
(or negative list). 
1 Copy of crew list. 
2 Copies of transit list of passengers. 
For Police Authorities : 

2 Copies of list of passengers finally disembarking at Montevideo. 

1 Copy of crew list. 

2 Copies of transit list of passengers. 

For Port Captaincy (Prefectura) : 

2 Copies of list of passengers finally disembarking at Montevideo. 

1 Copy of crew list. 

2 Copies of transit list of passengers. 

1 Visaed copy of passenger list from port of origin. 

1 Visaed copy of crew list from port of origin. 

1 Visaed passenger list or negative list from all ports of call. 

1 Visaed crew list from every port of call in which there have been 

changes in crew. 
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For Agents: 

2 Copies of list of passengers finally disembarking at this port. 

2 Copies of transit list of passengers. 

2 Copies of crew list. 

2 Copies of all Store Lists. 

Other Documents 

Masters must also have at hand all the usual certificates, such as 
Freeboard, Classification, Measurement, Safety Equipment, Radio, 
Fumigation, or certificate of exemption (valid for six months only). 

All persons on board must have their smalipox vaccination 
certificates, while vessels proceeding from recognised endemic or 
epidemic Cholera or Yellow Fever zones must also have the neces- 
sary certificates, or Inoculation or Vaccination. All these certificates 
will be examined by the Boarding Commission before pratique is 
confirmed. 

In resumé, the following number of various documents are 
needed, plus extra copies where possible: 

Crew List: six, plus one visaed form from each port where changes 

are made. 

Passenger List for the port: ten, plus one visaed list from port of 
origin and from each port of call with new passengers. 

Store Lists: Five. 

Health Declaration: One. 

Baggage Declaration: One for each passenger. 

Manifest and Bill of Lading: One visaed, alternatively Ballast 
certificate or Negative plus sufficient copies for Agents as per 
individua! needs. 

Consular Clearances and Manifest etc. - Great importance is 
attached to these documents. Consular clearances must cover all 
ports declared in the Health form by the Master, irrespective of 
whether the ship has cargo or passengers for Uruguay from those 
ports. These documents must be carefully checked prior to arrival 
to make sure that the Health form only shows those ports with 
clearances and/or cargo or passengers for the Country. 

A vessel receiving orders en route to call at Montevideo, if not 
previously contemplated, must take out Consular Clearances at 
that port and take care with the declarations. 

Vessels arriving from Buenos Aires, with no cargo or passengers 
from previous ports of call for Uruguay, can declare Buenos Aires 
only on this form. 

At first port of sailing, the crew list is legalised by the Consul, and 
any subsequent changes must be legalised at the port where the 
be takes place, or if not at the next port of call where there is a 

onsul. 

The Consuls at first and subsequent ports will send, care of the 
Master, envelopes addressed to the Direccién General de Aduanas 
(Custom House) and to the Prefecto del Puerto de Montevideo. The 
former will contain the legalised manifest and stamped Bill of 
Lading, or a negative manifest, and the latter a Consular Passenger 
List or a legalised Negative passenger declaration. Such envelopes 
must by produced for each port as declared by the Master. 

A vessel arriving direct from a port or series of ports where there 
is no Uruguayan Consul will pay the dues on arrival, but without fine. 

The fine for non compliance with these regulations is heavy. 

2. Required by Passengers 

Valid Passport - With or without visa, see below. 

Vaccination Certificate - International form against smallpox. 

Tourists - Citizens of the following countries can enter as Tourists 
for 90 days without visa: 


Austria Great Britain Nicaragua 
Belgium W. Germany Norway 
Bolivia Guatemala Panama 
Canada Haiti Peru 
Colombia Holland E. Salvador 
Costa Rica Honduras Spain 
Chile Hong Kong Sweden 
Denmark Ireland Switzerland 
Rep. Dominica Italy United States 
Greece Mexico 

while citizens of these countries require visas: 
Australia Japan South African Republic 
Dutch West Indies Lebanon Thailand 
Egypt (UAR) Portugal Turkey 
ee Syria Yugoslavia 
ndia 


Citizens of Argentina, Brazil and Paraguay can enter with their 
own police identity cards. 

Tourists in transit, without a visa, are permitted from all countries, 
provided they have a confirmed outbound passage, and with the 
exception of European Communist countries. 

Consular Visas are valid for one year. 

Passengers intending to reside in Uruguay must complete all 
formalities in the respective Consulate before embarking. 

3. Store Lists 

Separate lists for Deck, Engine and Cabin stores must be prepared 
before arrival, and be ready in triplicate for the authorities with extra 
copies for the Agents, whose intervention is later needed in any 
ordering of further stores or in case of difficulties. 

The same forms as in use in Buenos Aires are accepted, and the 
sa.~e regulations as to weights in kilos or measures in litres, etc., 
rule. There are some points of difference, however. 

Full quantity of bunkers must be declared. A separate list must 
also be made, detailing ship's store of cigarettes, cigars, tobacco 
and liqueurs. 

This refers to the maximum quantities which it is permitted to 
purchase in Montevideo for ship's stores of these particular items, 
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as the final permit for such shipments will be subject to the lig 
cigarettes, spirits and liqueurs on board on arrival. ; 

According to the latest decree, vessels of over 1,000 tons 
will have the right to purchase, ex bond, one litre bottle per pe, 
on board for each six days of voyage, with a maximum of 49 
of 12 litre bottles. In cigarettes, the allotment is one packet of y 
person per day of voyage, with a maximum of 20,000 such 4 

Agents must be informed of any orders placed for Bonded Ste, 
since their signature is required on the documents. 

Bonded lockers are sealed by Customs on arrival, and any 
stores purchased in Uruguay must not be opened or used wi 
in port. 

PILOTAGE: Pilotage is compulsory in all river and port 
except for vessels coming from the East to ports between La P, 
and Montevideo Roads, or entering Montevideo Roads fo, 
commercial reason. All coastal vessels either Uruguayan or fore 
are also exempt. 

Pilotage Zones. 

(1) RIVER PLATE - Comprises zone between imaginary |. 
in the East between Cape Santa Maria and San A 
(Argentina) and on the West between Colonia and San ye 
(Argentina). 

(2) RIVER URUGUAY - From 56:5 km. of Farallon Channg) 
Uruguayan ports on the River Uruguay. 

(3) PORTS - Pilotage zones, comprises limits of each » 
including its Roads. 

In the River Plate, Pilots presently board to the South of the we 
of the Ca/pean Star, approximately 44 km. South and lying 70 mem 
West of the dredged access channel. 

Several of the pairs of buoys are missing, and only thes 
channel buoy indicating the entrance to the access channel, 5m 
South from the port, and the two pairs nearest to the breakwae 
are operating. ; 

When taking tankers, the port Pilot usually goes out to the 
mile mark. 

There is no more than 30 ft. in the access channel at the mom: 
dredging is being carried on, but there are only two dredgers op» 
ting between the channel and the port of Montevideo itself. 

The current is across the channel, running at about one knot,w 
changes direction more with the wind than the tide. 

Vessels awaiting Pilot should anchor on the West of the cham 
and South of the Ca/pean Star; there is 24 ft. up to 500 m. Westolh 
channel. The zone to the East of the access channel has submit 
cables and must therefore be avoided. 

Pilots are ordered through the Agent, and have an up tod 
communications system installed in their office on the 21st floor: 
modern skyscraper, whence they dominate a large area of} 
estuary. : 

Permanent watch is kept on Channel 16 VHF, and Operator spett 
English. It is possible to call “Practicos Montevideo” and ask tt) 
connected by phone to the vessel's Agent's office for last mint 
instructions, etc. 


Channel Frequency 
15450 
11 15550 
16 15800 


The port is closed when wind force exceeds 35 knots or, at nig. 
40 knots, or if visibility is less than one kilometre, but other 
vessels can enter or sail at any time. ‘ 

There is also a Telex machine with 24 hour watch, over wit 
messages can be transmitted to Agents out of office hours, ov! 
weekend, for example. Call sign is 843 Pilot CX. This is particu’ 
useful for vessels sailing late from Buenos Aires, and the Off 
will pass on the message to the corresponding Agency by phot 

All pilots carry a “walkie-talkie” and can communicate either 
their office, the Port Authority or the Semaphore station, us 
Channel 9 for the port offices and 11 for the Pilot's office, 16 be" 
kept for use with vessels. 

Ordering of River Pilots for sailings from Uruguayan River Port 
Although Masters can apply directly for pilots such applicali® 
must be made by telegram addressed to the Practico Mayor Mor 
video, it is preferable for them to keep their Montevideo Agent i 
informed and leave the latter to order the Pilot. 

The opportunity of ordering pilots at any hour having been é 
continued makes it more essential than ever that Montevideo age 
are kept accurately informed regarding expected readiness to # 
Failure to do so will result in unnecessary demurrage being 
to pilots or delay to the ship concerned. 

Pilots for vessels proceeding from sea to a Uruguayan Port on 
River Uruguay - A Uruguayan Pilot must be employed to cont 
ships from sea to a Uruguayan Port on the River Uruguay. 

Vessels must call at Montevideo Roads to embark pilot and# 
the cost of tug to take out pilot. They can also, alternatively, talt? 
Argentine Pilot at Recalada who will take the vessel to Intersect® 
where in either case an Argentine river pilot will board to take 
vessel to the Roads of port of destination, where a Uruguaya" 
pilot will come aboard, this being a simpler procedure 
handled by Agents in Buenos Aires (one radio advice). _ i 

Vessels from an Argentine Port bound for Uruguayan Rivet Pot 
Such vessels are normally taken to immediately off port of 
tion by an Argentine pilot, but they must be berthed by a Uruguilt 
pilot who has to be sent from Montevideo, thus Montevideo Agee 
must be kept promptly intormed of vessels's position to 
them to orderapilotto th ship without delay. 

Vessels leaving Urug. sn Port for Argentine Ports on the 
Parana - Urugua,..n kiver Pilot supplied from Montevideo mus! 
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for unberthing, and this pilot takes vessel to the Bravo 
nel off Nueva Palmira, where the Argentine River Parana Pilot, 
ig normally already aboard, takes over. 
49 Uruguayan Pilot is paid in accordance with tariff to Nueva 
ra plus an unberthing fee and travelling expenses. 
LTH: In order to be able to enter port and berth without delay, 
Authorities accept a radio, cable or telex request, couched in 
** jollowing terms (messages must be sent in Spanish). 
rasels arriving from elsewhere “with : 
ypllah voce ee ece neers sees aeseeceseesees solicita libre platica 
here the name of the vessel : 
sformando proceder de Buenos Aires, siendo su escala anterior 


vcicion 07, ce eerincrercricicn 7) Capitan 


here the name of the Master 
ing from Buenos Aires 
=... rik Ds cide SIGTWEE a oho Gale Swiss ofdis solicita libre platica 
here the name of the vessel , 

pocedendes 8... 6e6a5 2 b0k re. Bats 21 HGliewlee 
iene P here a port of origin, say London — Liver- 
pool — San Francisco - Rijeka - Kotka - 

Tokyo — Oslo, etc. 
UltiMO PUELTO so is p6 Wiesel 8 ba cw a rete late wie Ste eel bees eins 
om 0 3 here say Santos - Valparaiso - Capetown, 

etc. 
gndicion sanitaria DUCNA.... 6... cece eee eee eee eeee Capitan 
here the name of the Master 

There have been cases of delay in delivery of radio messages, even 
sough passed on by phone, but the original message must 
company Agent's request for free pratique, hence it is advisable 
»use cable or telex services if possible. Messages must be sent 
least twenty four hours ahead, and changes in ETA advised. 

Although it is possible to take pratique in Uruguayan River ports, 
sere is frequently delay there, and since vessels must enter 
\yontevideo to pick up the river port pilot also, it is advisable in these 
uses to ask for pratique at Montevideo as above, and the order 
om Sanitary Authorities granting Free Pratique will be handed 
othe Pilot to take on board with him. 

Inno case, however, does the granting of pratique by radio modify 
%e inspection in port, where the usual commission must be the 
fst to go on board. 

lness on board - Any private doctor attending a patient on board 
cust immediately inform the Sanitary Inspector should the disease 
contagious. 

No patient can be landed without the consent of the doctor of the 
#alth Department with the exception of accident cases that require 
omediate medical attention, and even in those cases the Health 
department Doctor must be informed in order to issue a Sanitary 
'ss for the Hospital where the man was taken to. 

ffaCaptain does not report the existence of illness on board he is 
able to fines which are double if patients land without the consent 
tthe Sanitary Authorities. 

RADIO: 


\olices to Mariners 

Official Uruguayan Notices to Mariners are transmitted in Spanish 
nly preceded by the signal TTT, the number of the Notice, letter R, 
ten contents and are repeated for 15 days. Should there be no 
intices to transmit, the wording “no hay avisos para navegantes” 
til be radioed. 

Punta Carreta CWF 2768-5 kc/s. A 30-4 kW. at 00.03, 14.03 and 19.03. 
iter the weather forecast). 

Cerrito CWA on 4346, 8602, 12750, 17208:8 A1, 1:5 kW., also on 
%5kc/s. A1 and A2 5 kW. at 00.00, 14.00 and 19.00 (after the weather 
‘Wecast). 

Montevideo CX 16 850 kc/s. A3 10 kW. at 13.02 and 16.02 on working 
ys, at 17.00 on Sundays. 


Montevideo CX 6 650 kc/s. A3 2-5 kW. 
CX 26 1050 A3 all transmit Notices to 
Mariners at 16.00. 
CX 38 1290 A3 5kW. 
CXA4 6125 A3 10 kW. 
CXA6 9620 A3 20 kW. 
CXA 10 11900 A3 20 kW. 
Vather Forecast 


a teather forecast is transmitted in Spanish to cover three 
hes, 
Yeference AAA 830 is the Coastal area from 30’ S. 50 W. out to 
$46 W. and down to 33° 30’ S. 53° W. and 35° S. 49° W. 
AAA 860, River Plate zone from 33° 30” S. 57° W. to 35° S. 49° W, 
“down to 35° 30” S. 57° W. to 39° S. 53° W. 
AAA 870 Coast of Argentina from 35° 30” S. 57° W. to 39° S. 
W. and down to 41° S. 62° W. 
wel of all three zones are transmitted as follows, valid for 
rs. 
{WA on 421-5 A1 5 kW. at 00.00, 14.00 and 19.00. 
WF on 2768-5 A3 0-4 kW. at 00.05, 14.05 and 19.05 and in A1 over 
~keW. 8602 kc/s., 12750 kc/s. and 17208 kc/s. 
" Signals 
itistransmitted from two stations in Montevideo at 15.00 and 20.00. 
hour is indicated by six dots preceded by a ten second dash 
dfive second silence. The last dot indicates the hour. 
CX 60n 650 kc/s. A3 25 kW. 
San CXA6 9620 kc/s. A3 20 kW. 
dard time is GMT less three hours. 


URUGUAY 


Direction Finding 

There are two radio beacons specially for maritime navigation. 
Both operating on circular sweep from the lighthouses at Cape 
Polonio and Isla de Lobos. 

Cape Polonio at 34° 24’ 00” and 53° 47’ 45” W. frequency 295 kc/s. 
A2 range 380 miles, and 500 kc/s. A1 A2. 

The signal is P repeated three times in ten seconds followed by 
18 dashesin 30seconds, repeat P three times and ten seconds silence 
total period one minute. This is repeated four times after five minutes 
silence, total ten minutes. 

In good weather transmission must be requested from CWM 21 
on 500 kc/s. A1 A2. In fog, there is continuous transmission from the 

our. 

Isla de Lobos 35° 01’ 33” S. 54° 53’ 17” W. frequency 300 kc/s. A2 
range 380 miles. The signal is L repeated three times in ten seconds, 
followed by 18 dashes in 30 seconds, repeat L three times, silence 
ten seconds. Total period one minute, repeated four times, then 
five minutes silence total period ten minutes. 

In good weather this transmission must be requested from CWM 
26 on 500 kc/s. A1 and A2. 

In fog transmission is continuous from 05 minutes in each hour. 

There are also the ronomiog airbeacons which can be used. 


" Ww. kc/s. 
Colonia COL 34° 27°33" 57° 45’ 49" 203 A 20.075 kW cont. 
Montevideo CAR 34° 46°15" 56° 01° 28" 380 »3=96A 20.05 kW cont 
CRO 34° 48°55" 56°01°45" 305 A 20.05 kW cont. 
CRR 34° 49°50" 56° 00°15" 280 A 20.05 kW cont. 
Gral. Artigas GA 34° 45°00" 55°58'00" 260 A 20.05 kW cont. 
Puntadel Este CB 34°55'00" 54°55°00" 325 A 2 occasional only 


GENERAL INFORMATION: 
River Uruguay 

Rises in Brazil, and later separates Argentina and Uruguay. Its 
right bank is generally low, wooded and swampy, the left bank high 
and hilly. Preparatory work has commenced on a large hydroelectric 
dam to be built at 332 km., above Concordia, which will take some 
years but will contribute to a regularisation of the river, which at 
present rises and falls twice every year, with the varying rainfall 
seasons in its basin, so that approximately half the year the water is 
low, usually from January to April and again in August. However, 
the wind also affects the depth of water as in the River Plate, so that 
any seasonal forecast is impossible. A safe year round draft to 
Concepcion del Uruguay can be taken at 20 ft. 6 in., though vessels 
from time to time load to 22 ft. 6 in. 

The Ministry of Marine publishes fortnightly a bulletin with all 
information on depths of water in the channels, as well as of changes 
in buoys, lights, etc. 

A road bridge is being built from Argentina (Puerto Unzue) into 
Uruguay opposite Fray Bentos, which will have a clearance of 36 
metres over zero at Fray Bentos, and a main span of 220 metres. 

This, when ready in two years time, will bring Buenos Aires and 
Montevideo within 600 km. of each other by road, the bridge being 
almost equidistant from each city. 

CARGO 
Movement of Cargo 

Once stevedores have come aboard, no cargo, either for the port 
or in transit, may be handled by the crew, as otherwise the vessel 
will be called on for high extra wages to stevedores. This also 
affects the lashing of transit cargo on deck. 

Stevedores will not work in the rain, except when loading meat, 
earning double wages while doing so. They can also be persuaded 
to handle baggage or mail. 

When handling dusty cargo in general, or which gives off 
ammoniacal, nicotine, or organic emanations, masks must be 
provided for stevedores’ use. 

Overcarried Cargo 

Cargo for Montevideo is often overcarried to Buenos Aires with 
the consequent delays in delivery and expenses for the vessel. 
Holds should be carefully inspected as soon as discharge is said to 
have been finished to avoid possible overcarrying. 

Clean Receipt 

Agents will advise if they wish to receive any cargo for which a 
clean receipt cannot clearly be given, otherwise the cargo should 
be rejected. Mate's receipts cannot be claused to cover any damage 
from rain, wetting or other causes which might be sustained after 
the cargo is received on ship's tackle. 

Bulk cargoes falling or drifting into water or on dock 

When handling bulk cargoes vessels must place between the 
vessel and dock side a wooden scaffolding, with lateral boards, or 
strong canvas to collect all material which is liable to fall into the 
water or on to the Dock during handling. There is a heavy fine for 
non-compliance. 

This should be remembered when writing charter parties, especially 
under FIO conditions, as this should be for account of shippers or 
receivers. 

Delivery of cargo from vessels 

The cargo is discharged direct to Fiscal Warehouses, to lorries, 
lighters or waggons. When the cargo is delivered to Fiscal Ware- 
houses, receipt for this is given to the vessel's agents by the Custom 
House official in charge of the Warehouse. If discharged to lighters 
the lighterman obtains receipt from the Custom House official once 
the cargo is received in warehouse. When the cargo is delivered 
direct to Consignees' lorries, the receipt is given by special Custom 
House officials called “Cargo Receivers”. 

The goods are delivered by the Custom House officials to the 
Consignees against the presentation of the “transferencia” (transfer 
ticket) signed by the Agents of the vessel. The agents sign the 
,'transferencia”, extended on stamped paper, against the Original 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, : 


Bill of Lading, which must be legalised by the Uruguayan Consul at 
the port of loading. 

The steamship Agents must keep a special register of all “trans- 
ferencias", and are responsible to the Authorities for keeping this 
register. Agents must retain original Bill of Lading for cargo dis- 
charged, as it must be shown to the Customs Authorities imme- 
diately if demanded. 

When the Consignees have not received the original documents 
and they wish to take delivery of the goods from the Custom House 
they must present a Bank guarantee, drawn up in accordance 
with the form approved by the Shipagents Association. 

Cargo manifested to this country in transit to other countries 
without documents for Uruguay may not be re-shipped to other 
countries without government permission. 

Marks on goods imported to Uruguay 

By a Decree dated 30th January 1939, the Uruguayan Government 
decided that: 

“Packages entering Bonded Warehouse, excepting those con- 
taining provisions or beverages, and excepting also ‘Barraca’ 
articles, shall be marked with the gross weight, the nett weight and 
corresponding measurement, in a clear and legible manner. These 
marks may be either ‘fire-branded or printed’. 

“The 9th August 1939, the Customs Authorities requested that 
marks and numbers of cases entering Montevideo warehouses 
should be placed on the extreme ends”. 

The Customs Authorities have also made known thatit is necessary 
for the packages entering the warehouse to show their weight and 
measurement in the decimal-metric system. 

The inspection of potato cargoes can be effected on board the 
carrying vessel, and if found in good sanitary condition, can be 
discharged direct to shore. 

Opening and Closing of Hatches 

This can be carried out by either crew or stevedores, and hatches 
must be kept closed when not in use. 
Shipments of Meat 

These are controlled by the Ministry of Agriculture, whose in- 
spectors check ships’ holds before shipment can commence. Holds 
must be clean and disinfected, and temperature controlled to minus 
1° to a maximum of pius 1° Celsius for chilled meat, or to minus 10° 
for frozen meat. 

Chilled is to be hung on hooks adjustable for height and space 
and stow of frozen must give a uniform distribution of weight. 
Alternatively, special cuts are packed and shipped in cartons. 
Containers 

Use of containers is very limited, since these must be opened up 
and emptied on the dock alongside, or even on board the vessel. 
The container itself is considered as part of the vessel's gear, and 
must be reshipped without delay. 

On rare occasions the Armed Forces have had containers moved 
out to their barracks. 

The Port Authority is buying a crane to handle containers of 
8 ft. x 8 ft. x 20 ft. and a maximum loaded weight of 44,800 pounds. 
Consular Dues 

All ships arriving at Montevideo must pay Consular dues, with the 
following exceptions: 

Ships that due to a change en route, or by special call of their 
Agents in Uruguay, during passage, arrive at Montevideo with the 
sole purpose of receiving orders, as long as no commercial opera- 
tions are effected. 

Ships arriving in distress and which leave port without effecting 
operations. 

Ships arriving for the sole purpose of landing or embarking pilot. 

The Ministry of Foreign Affairs consider bunkering as an opera- 
tion, therefore ships calling at Montevideo for bunkers must pay 
Consular dues. 

Consular value of the Uruguayan Peso - For the payment of fees 
abroad, the Executive Power will fix periodically the respective 
values of the peso, in accordance with exchange fluctuations. 

Hours of Attendance at the Uruguayan Consulates - The Office hours 
of the Consulate will be those fixed by the Government in agreement 
with the Consuls in each country, endeavouring in each case to have 
the same working hours as those of the Custom House and other 
Public Offices of each City. Outside these hours, overtime is charged. 

Consular dues on Bills of Lading - When vessels load cargo 
for Uruguay at ports where there is no Uruguayan Consulate, these 
dues are collected when the vessel arrives at Montevideo or at any 
other Uruguayan port. The Agent then recovers these charges from 
the Consignees. 

CREW: 

Deserters - Captains and/or Agents must report any deserters 
when the vessel sails. The Maritime Authorities give intervention 
to the Police Department, and if the men are located, the Agents 
must hand them over to the respective Consuls. However, the 
Agents continue to be responsible before the Authorities for the 
ultimate repatriation of the men, which must be done at first oppor- 
tunity. 

Vessels are subject to a fine per man. The Agents have also to 
pay repatriation expenses, in cases where the respective Consuls 
will not do so. 

They must also deposit a guarantee which can be used for re- 
patriation expenses in case the deserter stays in the country for more 
than 15 days. 

Time limit for getting crew members left behind out of the country - 
According to law, Agents must arrange that such crew members 
leave the country within fifteen days. This period of grace com- 
mences as from the date of vessel's departure in respect of deserters 
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and for those disembarked for medical treatment as from day, 
which they are medically certified as fit for travel. ' 

Upkeep of men left in hospital or temporarily disembarked ang 
deserters - The Agents are responsible for the maintenance of 
disembarked for medical treatment, or temporarily with a 
Immigration permit, and for deserters, until they leave the Con 

Stowaways - Captains of vessels having stowaways on board 
report them to the Authorities, stating their name and Port of 
barkation. The stowaways must be kept on board. If they ; 
and are found after the vessel sails, Agents will be responsi 
their repatriation and upkeep charges until they leave the Cou 
As with deserters, vessels with stowaways on board are liabley 
fine per man if this regulations is not complied with. 

Agents must also deposit a guarantee per man, amountto be 
for repatriating the stowaway or for conveyance to the port 
embarkation. ’ 

Landing members of crew - Paying off men for other than 
assistance is not permitted, but exceptions are granted in 
cases. An application must be presented by the Agents ty 
Immigration Department, and, if the permit is granted, & fom 
declaration is signed by the Captain of the vessel, the Age 
Immigration Inspector and the person wishing to disembark, 
forth length of time he is going to remain in the Country and coy 
tions of departure. The personal documents of the person alloy 
to land, remain in charge of the Immigration Board. 

If any member of the crew is landed for medical treatment, 
paid off without the corresponding permit, the vessel will be fig 
Gangways and Rat-Guards 

A gangway must be placed and ready after a vessel comes 
side the quay, but this must not be presented before coming into 
quay. Authorities will only come aboard by the gangways. 

Gangways must also have a lifebuoy with suitable line attacy 
and handy, and a safety net must be placed under the gangm 
pe nn shore labour will not board vessels, with conseqy 

elay. 

The gangway must also be brightly illuminated at night; any 
lamp is not sufficient. 

As soon as vessel is securely moored, regulation size (notle 
than 80 centimetres) rat-guards must be placed on all ropes, wie 
fenders, lines and hoses. 

Heavy fines are imposed for non-compliance with any of these 
other regulations. 
Overside Discharges 

All overside discharges from latrines, bathrooms, gale 
scuppers, engine room, etc. must be screened or covered we 
vessel is alongside the quay, as vessels will be fined if the dischay 
falls on the dock or gangway. 
Adjustment of Compasses : 

Vessels proceeding through Magellan Straits - The disp 
issued by the Chilean Shipping Authorities on 13th April a 

“When a foreign ship arrives at the Magellan Straits and appe 
for a pilot, official or private, for navigating the Channels, the pe 
must first check the compass for deviations of more than 5 degre 
and if such deviation has been determined more than six mont 
ago, especially in a place with great difference of latitude or differ! 
hemisphere, compensation of compass is obligatory when no! 
true order, and a written declaration to this effect will be mad! 
the pilotage agreement. The Authorities will also send an officer? 
verify that the compass is in satisfactory condition before ente® 
the Straits”. 

To avoid probable delays, ships heading for the Straits can mit 
the necessary compensation in the Port of Montevideo or in® 
ante port whilst waiting for orders for departure. This port ism 
convenient for this class of compensation because at the pres# 
moment there is no magnetic variation and also because it is ag 
harbour with sufficient depth for turning. A compass adjuster ™ 
be obtained at any time. 

200 Mile Limit and Fishing 

Uruguay has declared sovereignty over 200 miles off shi 
reserving all fishing and undersea exploitation rights. A numb? 
foreign flag vessels fishing without permits have been seized ® 
heavily fined, their catch and gear being confiscated. 

Permits are obtainable, but in no case for vessels over 500 '®* 
gross, to operate within sixty miles from shore, while all activil’ 
territorial waters (200 miles) is forbidden in the months of May® 
June. 

Garbage 

Garbage is collected every morning by truck. There is a ste 
prohibition of dumping anything into the port, and oil tanks must 
be cleaned within 30 miles of the coast, and on a falling tide. _ 

Old dunnage should not be dumped or sold, without perm! 
from the Authorities, through Agents. 

Ships' Boats 

Use of ship's boats is forbidden within the port, unless they® 
being lowered, with prior permission, for maintenance or ex 
Fenders fe 

All vessels must have at least two large fenders, to keep the™ 
feet or more off the quay. If the vessel has no fenders, or due to 
cargo cannot use them Agents should be warned in advance t 

the necessary equipment and have it ready on arrival. 
Dropping Anchor when Berthing ’ 

If an anchor is dropped when approaching a dock to berth, 
control the vessel as she moves in, it is essential that the ancl 
should be hove in again once the ship is moored. Port regu 
require this and any damage to other craft, real or imaginary, ¢ 
fouling anchor or chain, would cause considerable trouble. 


ZOLONIA : 34.28 S. 57.51 W. 


the right bank of the River Plate from seaward exactly 27 miles 
astraight line E.N.E. of Buenos Aires, to which it is connected by 
1 and hydrofoil services. 
wt LUMENTS/PILOTAGE/HEALTH/RADIO: See beginning of 
section. 
CRIPTION : There are three accesses to the port, of which 
two are of use to ocean-going vessels. Canal del Medio, for 
coming down river, with 18 ft. and Canal Gabriel from S.W., 
yin 16 to 33 ft. a 
The port consists of an angled breakwater, and a basin with two 
s.One of these, with 17 ft. is used for ocean-going vessels and 
ss four 3 ton cranes and two 5 ton cranes. 
The west quay is for coastal vessels, with only 13 ft. of water. 
FUEL: Not available. 
fRESH WATER: Available. 
WEDICAL: Attention available. 
CONSULS: Argentine, all others at Montevideo. 


RAY BENTOS: 33.06 S. 58.18 W. 


km 95 River Uruguay. On the right bank of the River Uruguay 

tom seaward 213 miles by river from Montevideo or 145 miles from 
nos Aires. 

SCUMENTS/PILOTAGE/HEALTH/RADIO: See beginning of 

iuguay section. ; ; 

RESTRICTIONS: Vessels loading should pay particular atten- 

ion to the daily river and draft forecast issued by local authorities. 

Daft depends on depth at Martin Garcia Bar. 

WAX. SIZE: For berthing maximum draft 26 ft. fresh water, depend- 

og on river conditions. 

SERTHING : Official Pier: 325 metres long, depth in deepest berths 

git. Grain and general cargo handling. Railway Pier: One berth, 

goth 26 ft., used principally for discharging coal. Anglo Pier: 

depth alongside 26 ft., used for loading frozen meat and products. 

STEVEDORES: Working hours: 0700-1100 and 1300-1700. Satur- 

days: 0700-1100. 

WEDICAL: Doctors and hospital facilities available. 

fRESH WATER: Obtainable from berth at Official and Anglo 

Piers. 

HEL: Not available. 

REPAIRS: Only minor repairs can be effected. 

(ONSULS: Argentina is represented locally. All others at Monte- 

‘ideo. 


HONTEVIDEO: 34.55 S. 56.13 W. (See Plan) 


)CUMENTS/PILOTAGE/HEALTH/RADIO: See beginning of 
\uguay section. 

\PPROACHES: The Roads of Montevideo consist of the Outer 
toads situated to the South of the bay and the Inner Roads situated 
wiside the Western breakwater. 

Both anchorages are very exposed and vessels are recommended 
benter the anteport. 

The entrance channel has 30 ft.; the channel to Ancap's wharf 
laTeja) 30 ft. 6 in. Basins | and II have a depth of 28 ft. to 31 ft., and 
& River Traffic Basin, 15 ft., These depths depend on dredging 
feng maintained, but even so vessels often ‘‘drag” when on the 
‘gher marks; the bottom is fine soft silt. 

RREAKWATER: The Eastern breakwater projecting from Punta 
Swandi is 940 metres long and the breakwater lying to the West at 
‘tangles with the Eastern one is 1,300 metres long. The passage 
ween the two breakwaters is 300 metres wide. 

INTEPORT : The Anteportis to the North of the entrance, between 
‘breakwaters, and has 27 ft., but requires dredging, there not 
tg safe room for more than five vessels at present. 

ORT: The port is formed by the North side of the Montevideo 
*ninsula and the “Dique de Cintura”, a breakwater running parallel 
tthe coast, about 840 metres distant. 

consists of 3 basins, two of which are for ocean-going vessels 
bd one for river traffic. 

aad and 2 have a depth of 30 ft., and the basin for river traffic 


INCHORAGE: In Montevideo outer or inner roads. Vessels must 
“anchor within half a mile of the entrance channel to the ante- 
not in the area bounded by latitudes 35° S. and 35° 15’ S. and 
“gitudes 55° 66’ 30” W. and 56° W. where there are submarine 
es. Outer roads and inner roads are separated by the Western 
*akwater. Both anchorages are exposed in bad weather. 
plains of vessels anchoring in the roads should bear in mind 
‘as the bottom consists of soft clay, it does not afford a good 
“for the anchors, which are liable to drag during a severe storm. 
‘sequence, precautions should be taken to anchor at a safe 
nce from other vessels already riding at anchor, and to use a 
"Mtanchor and chain, while having another ready for emergency. 
Yessel that anchors in the Outer or Inner Roads and does not 
+), ©oMmercial operations is not considered an arrived vessel 
‘uguayan waters, and is not boarded by the Authorities. 
*maphores: There are two Semaphores, one on the corner of 
“21, on Pier A, which controls traffic in the port and which is in 
jestant touch with Pilots on board through the “walkie-talkie”. 
“ight the following emergency code signals are used. 


Red light meaning stop 
Green light meaning proceed 
White light meaning anchor 
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These are beamed with an aldis lamp to the bridge of the vessel 
and must be obeyed. 

The other semaphore is situated 47 metres above sea level, on the 
S.W. post of the anemometric tower of the Central office, and 
indicated wind forecast as follows: 


ned strong wind starting to blow from the N.W. 
onthe strong wind starting to blow from the S.W. 
+ strong wind starting to blow from the N.E. 
pall strong wind starting to blow from the S.E. 
Red strong wind from indeterminate quarter. 
Green winds over 100 km/hour are expected. 


RESTRICTIONS: Entrance channel is dredged to 33 ft. for a dis- 
sence of 5 miles out of the port. Channel to Ancap Basin dredged to 
30 ft. 

MAX. SIZE: Up to 30 ft. fresh-water draft. Also see “Tankers”. 
TIDE: Rise and fall is nominal, rarely exceeding one foot. 

TUGS: Compulsory for vessels berthing in the harbour basins. 
Two tugs normally used, join vessel in the anteport. 

Booms - Masters are reminded that the Port Authorities require a 
special boom to be placed on the side of the vessel where the nose 
of the tug will push, to avoid damages and subsequent claims. 
BERTHING: Anteport: 7 anchorage berths in 27 ft. depth. Muelle 
de Escala: 288 metres long, 28 ft. depth. Basin No. 1: 7 berths, 28 to 33 
ft. depth alongside. Basin No. 2: 4 berths, 28 to 33 ft. depth alongside. 
La Teja: Ancap basin with berths for two tankers 30 ft. depth in basin 
and entrance channel. 

Berths are allotted by the Port Authorities in the order of arrival of 
the vessels and according to their category, as follows. 

1. Mail vessels. 

2. Regular Line vessels carrying immigrants. 

3. Cargo vessels. 

4. Sailing vessels. 

The Authorities allocate the deposit at which vessel must discharge 
or load. 

Port Authorities give preference at Deposit No. 10 to ships opera- 
ting with refrigerated cargo from this Deposit; and at Deposit No. 
11 (Florida Wharf) to tankers discharging to the pipeline situated 
there. Conditional that they vacate the berth within two hours notice, 
to permit berthing a preference vessel, other ships may operate at 
either berth. 

Muelle de Escala - On the pier head, formed by the Southern side 
of the River Traffic Basin, and running Westwards, a quay has been 
built, known as “Muelle de Escala", 288 metres long, originally 
constructed for berthing passenger liners and war vessels, but now 
only used by cargo vessels, loading and discharging, when there is 
port congestion. There are no shore cranes and work is very slow, 
nor are there shore deposits. A fixed heavy lift boom capacity 200 
tons is placed at the East end. 

The berth is very exposed to wind and swell, and Masters are 
recommended to take every precaution to ensure their vessels are 
strongly moored and a lookout kept for changes of weather which, 
locally, are very sudden. 

The depth of water alongside depends on dredging, but generally 
is over 28 ft. 

Vessels must leave this berth immediately passengers are dis- 
embarked. 

River Traffic Basin - This basin is situated on the Western side of 
Pier A". It is 400 metres long and has a passenger landing station 
on one side. The opposite side of the basin is used for coasting 
vessels, but mainly by the Navy. 

Two warehouses, called Warehouse “A" and Warehouse “B", 
have been built on the other side of this basin and are serviced 
by 3 electric cranes. In addition, there are on the quay a 14 and 6-ton 
steam crane, which are employed when necessary. 

These berths can only be used by light-drafted vessels, as depth 
of water is around 16 ft. 

Basin No. 1 - This basin is situated between piers “A" and “B”". 
Its entrance between the “Dique de Cintura” and the pier head “A” 
is about 150 metres wide. It encircles a total mooring space of 1,093 
linear metres and 7 vessels can comfortably berth along the quay 
walls. 

Pier “A" is 501 metres long on the West side; 306 metres on the 
East side, and 50 metres wide at the Northern pier-head. 

On this pier two brick and concrete warehouses, Nos. 1 and 2, 
have been constructed, consisting of a ground floor, 3storeys and a 
basement. 

On the City side of Basin 1, there are three brick warehouses, 
numbered 3, 4 and 5, consisting of a ground floor of between 17,000 
and 19,600 cubic metres capacity. 

On the Western side of Pier “B" facing Basin No. 1, there are two 
brick and concrete warehouses, Nos. 6 and 7, with a ground floor 
and one storey having a capacity of 30,174 and 33,140 cubic metres 
respectively. 

In Basin No. 1, berths Nos. 1, 2,3, 4 and 5 are generally used for the 
discharge and/or loading of liners running to timetable. 

Depths alongside vary, as it depends upon dredging, but generally 
are 28 ft. to 31 ft. 

Basin No. 2 - This basin is situated between Pier “B" and the foot 
of Florida Street. The entrance to this basin is also about 150 metres 
wide. It has a total mooring space of 722 metres and it can accommo- 
date 4 vessels. 

Pier “B" is 294 metres long on the Western side, 328 metres long 
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on the Eastern side, 148 metres at the Northern pier-head and 13 
metres wide on the bend at the Western corner of the pier-head. 

At the Northern end of pier head “B", livestock is embarked. This 
berth is also used for general cargo operations in times of conges- 
tion. Moorings must be strong and carefully watched as the berth 
is very exposed to wash of passing vessels. 

There are two warehouses on this pier, numbered 8 and 9, facing 
Basin No. 2, built of brick and concrete, with a ground floor and one 
storey and with a capacity of 33,320 cubic metres each. On the city 
side, there are two warehouses, built of brick, numbered 10 and 11, 
consisting of a ground floor with a capacity of 15,362 cubic metres 
each. Warehouses No. 10 carries an additional storey, and is being 
used for refrigerated cargo. Vegetable oils can also be loaded at 
Warehouse 11 berth ex pipe-line from 4 storage tanks each of a 
capacity around 1,250 tons, in the vicinity. 

Depths of water alongside vary, depending upon intensity of 
dredging but are generally 28 to 31 ft. 

Coasting Quay Wall - From Florida Street to Mole F, which is the 
end of the Port, and over a distance of 1,900 metres, there is a quay 
used for coastal craft, and on part of which a fish-receiving and 
industrialising plant is being opened; depth in this zone is 15 ft. 

A floating dock is also anchored in the North-east part of this 
section. 

Basin For Inflammables “La Teja’. (Also see “Tankers".) 

On the North side of the Bay, the National Admininstration of 
Alcohol, Cement and Fuels, known as A.N.C.A.P., has a basin 
with concrete walls for the discharge of tankers arriving with oil to 
their consignment. This basin is known as the “Darsena de In- 
flamables", and has one berth for tankers on the North side in 30 ft. 
6 in. and for liquid gas discharge on the Southern side, maximum 
draft 22 ft. 

Receiving rate from tankers is around 900 cubic metres per hour 
if vessel has centrifugal pumps and around 600 cubic metres per 
hour with piston pumps. 

Coal and cement are also discharged at this berth. The coal is 
discharged to Decauville wagons, and the cement to trucks. The 
average work per day is 750 tons; 5 gangs, two shifts of 4 hours each. 

There are 7 cranes: 3 electric, 2 hydraulic and 2 diesel. 

A channel with lighted buoys has been dredged from the ante- 
port across the bay to this basin. Depth of the channel is 30 ft. 6 in. 

The other parts of the bay are not used for shipping excepting 
small coasters, as there are numerous shallows and rocks. 

The depth outside the dredged area varies between 10 and 15 ft. 

Railway Connections - Basins 1 and 2, River Traffic Basin and also 
Deposits A" and “B" have railway lines on all sides, belonging to 
the Port Administration, which are connected with the main lines of 
the Uruguayan State Railways. 

The Port Administration has 2 electric locomotives used exclusive- 
ly in the port. 

Cranes - The Port Administration has one heavy-lift floating crane 
of 80,000 kilos, a mobile crane of 20,000 kilos, also 46 movable 
electric cranes of 5,000 kilos each; 5 movable electric cranes of 1,500 
kilos each; 1 fixed electric crane of 4,000 kilos; 33 of the afore- 
mentioned 5,000 kilos cranes, are placed alongside the quay walls 
for vessel's operations. 

There are also 24 electric trolleys of 1,500 kilos, and one of 1,000 
kilos. There is a fixed crane for 200 tons on Muelle Escala. 

Fiscal Lorries - The Port Administration has purchased special 
lorries and 12 auto cranes for receiving cargo, as the railway wagons 
available are not sufficient to carry all the cargo that is at present 
being handled at this port. 

Loading Operations - Loading is effected from carts, lorries and/or 
wagons and the cargo is hoisted on board with the cranes. Cargo 
is also loaded from lighters. 

Grain Loading - There are 2 Mobile grain vacuvators, each of which 
can load bulk grain at around 35/50 tons per hour, also ten smaller 
machines that can each load around 20 tons per hour. 

Fumigation — Montevideo is the only port in Uruguay at which 
vessels can fumigate, using the Cyanide method. The tariff is per 
cubic metre fumigated over a basic charge which varies according to 
nrt. There are surchages for overtime. 

Disinfection of Mail Bags - To avoid delay through disinfection 
mail bags can be fumigated on board in a 10% formalin solution 
and kept in a closed space for four hours before vessel gets into 
port. The closed space will be opened in the presence of a Health 
officer who will verify the use of formalin. When in doubt, fumigation 
will be carried out again and exposed for two hours. 

Height of Quay above water - Tide being very smail, the height of 
quay above water only varies from 8 to 10 ft. at low water to 10 to 12 
ft. at high water. Wind influence is felt even in the bay, as a South 
wind mn raise water as much as 5 ft., or a Northerly wind reduce it 
2 or3 ft. 


New Equipment - |n process of supply: 

Fork-lift trucks - 3 of 5 tons and 1 of 6 tons, to lift to 3 metres. 

Container lifter — 1 to lift to 22-4 short tons, size 8 ft. x 8 ft. x 20 ft. 

Fork extensions for fork-lift trucks in use — 25 pairs. 

Mobile cranes (diesel) — 2 capacity 7-5 tons with telescopic arm 
up to 10 metres, turning through 360°; 8, capacity 7-5 tons, fixed 
arm; 1, capacity 10 tons with telescopic arm up to 12 metres, 
360°; 1 truck-mounted crane no less than 60 tons, with arm not 
less than 21:5 metres. 

Pallets - material for making 15,000 pallets, in two sizes. 

Slings for these pallets, also for heavy-lift cargo for use with the 
mobile cranes. 

Lighters - 7 new lighters, ranging from 100 to 400 tons. 


STEVEDORES: Working hours: ist shift, 0700 to 1300 hours; 
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2nd shift, 1300 to 1900 hours; 3rd shift, 1900 to 0100 hours; 4th 
0100 to 0700 hours. 

Normal capacity per gang per hour: (a) Rice - about 
per gang/hour. (6) Meat - about 60/100 tons per gang/hour, 

Overtime is compulsory if port congested. 

Lavatory Conveniences for Shore Labour - Each vesse| 
furnish conveniences for all shore labour employed on board, 
has been stopped until such conveniences are installed, 
advisable, therefore, for vessels calling at Montevideo to be eq 
with two spare lavatories, one for tally clerks and one for st, 


etc. 
FRESH WATER: Fresh water is supplied by the Port Aut 
at all quay berths. Request must be made through the 
vessels supplying their own hoses where possible. It is im 
that the water meter should be read together with the Port 
both at connecting and disconnecting to verify the exact q 
Water is also available ex barge, but cost is very much higher, 
FUEL: All grades available by barges during loading/disc 
Vessels calling for bunkers only are refuiled in the anteport, 
are two barges, capacities respectively 311 tons and 598 tons, 
TANKERS: Apart from La Teja Basin, mentioned above, 
discharge in Basin No, 2 at Muelle Florida. Distance to oil tany 
considerable and discharge rate is about 80/100 tons per 
Heavy grades of cargo require high heating to facilitate dj 

At La Teja, vessel's max. dimensions LOA. 230 m., Draft at 
31 ft. Maximum dwt. 35,000. Max. loading rate 300 m*/hour. Max) 
discharge rate 850 tons per hour. 
REPAIRS: All repairs possible. 
DRY DOCKS: Two dry docks available: Nacional, length 4 
width 61 ft. Maua, length 260 ft., width 28 ft. Also a floating 
lifting capacity 12,000 tons, 545 ft. long and 93 ft. wide. 

Entrance is by turn, counting from presentation of the appli 
but this may vary. 7 

(a) when the vessel has damage to repair. 

(b) when there is a fixed sailing date. 

(c) when a vessel requires a dock for no more than four days, 

is preceded by one requesting 15 days or more. 
(d) when by reason of size a vessel cannot enter with ano 
which is on turn, 
(e) national Naval vessels. 


GANGWAY/DECK WATCHMEN: Shore watchmen compulw 
Arranged by Agents. One required on deck and one for 
gangway. Vessels carrying dangerous cargo must also empl 
guard of the Prefectura. 

Vessels calling for supplies only, for orders, in distress or tole 
sick crew members, or to enter dry dock, need not employ W 
men. Repairs afloat require a watchman, if they do not cam 
commercial operations. 

Shifts are of eight hours, commencing at 0700. Vessels unt 
repair, and those at Ancap moles may fix 12-hour shifts, payin 
shift and a half. 

If special watchmen are required for goods or working equipme 
application must also be made to the Union. 

if watchmen are needed in the holds, same applies. 

Regulations also require a watchmen in the holds wherever 
ship has a crew member, cadet or officer permanently on watch? 
prevent pilferage. However, where ship's personnel are in thet# 
to watch the stowage of the cargo, no extra watchman is requit 
Masters should therefore, advise Agents if they intend to pa 
crew members permanently in the holds during discharge, sol 
Agents can advise the Association before they make their claim 

Care must also be taken on arrival, since the watchman is on@# 
from 0700 on, whereas it may be necessary to place the gange 
safety net, etc., before that time, and the Pilot may disembark. 

Only those involved in this operation should go ashore. Theft 
ceiving Commission may ask for the gangway to be opened 
0700, which is in order, but no one else should use the gangwa]? 
avoid claims from the Union. 

Vessels lying in the anteport must provide launches for® 

transport of watchmen employed. 
DENSITY: This varies according to wind and tide. The degré? 
salinity is broadcast daily in the weather reports by radio, and va® 
from fresh to brackish to sea water. Steady South winds give™ 
highest degree of salinity. 


CONSULS: 

Argentina Rio Branco 1281 Tel. a 
Austria Av. Uruguay 936 fas 
Belgium Leyenda Patria 2880 ma 
Bolivia Rio Branco 1320 - 
Brazil 18 de Julio 984 i 
Canada P. Vasquez y Vega 1005 Ld 
Chile Cuareim 1473 a8 
China (Nationalist) 8 de Octubre 2628 wt 
Colombia P. Independencia 759 c 
Czechoslovakia L. B. Cavea 2996 7 
Denmark Br. Artigas 962 mt 
Ecuador J. Ellami 60 se 
El Salvador Av. Brazil 2807 a 
France Zabala 1542 @ 
Germany (W) B. Mitre 1370 s 
Great Britain Cerrito 420 re 
Greece Misiones 1481 re) 
Guatemala Guai 961 ws 
Haiti Colon 1486 ws 
Holland L. Patria 2880 s 
Honduras Milan 3491 


wungary 8 Octubre 2995 48102 
igeland JM Perez 6430 502774 
israel B. Artigas 1585 407522 
tt J. B. Lamas 2857 785316 
nga Rincon 487 93936 
Korea Rincon 487 982626 
{ebanon Luis B. Cavia 3099 789938 
wexico J. B. Blanco 1261 786791 
Wonaco Rincon 487 97277 
Norway Colon 1580 987121 
panama D. Cullen 927 416201 
paraguay Rio Negro 1370 984775 
Peru Cuareim 1537 90694 
Portugal Rincon 1708 80210 
south African Republic Rincon 487 986956 
Spain P. Cagancha 1344 86642 
Sweden Av. Brazil 3079 780088 
United Arab Republic Ant. D. Costa 3469 789904 
nites States of America Abadie Santos 808 417603 
Venezuela B. Artigas 1276 412058 
Yugoslavia 21 Sept. 2993 782020 


uyING UP MONTEVIDEO: Montevideo Ante-Port is con- 
the most convenient and cheapest place for vessels arriving 
sthe Plate in ballast, unfixed, to anchor, lay up or await orders. 
Vessels could subsequently load at any of the Argentine or 
dnguayan River Ports and would also be in a handy position to 
wg at an Argentine South Atlantic coast port. She could also be 
sdered away again from the Plate in ballast having incurred no heavy 
siotage bills or other expenses, as would be the case had vessel 
soceeded up to, and anchored in Buenos Aires Roads, or entered 
Argentine port. 
The expenses at Montevideo, including inward and outward 
yotage, light dues and clearance, are not high, and no written 
»mit is necessary for a vessel to lie in the anteport, but the per- 
sssion of the Captain of the Port must be obtained in each case. 
This permission will not be refused unless there is congestion 
sthe anteport. 
No vessel can be laid up at Uruguayan ports, unless a responsible 
sipping Agent is nominated to attend. 
HOLIDAYS: ist and 6th January, Carnival Monday, Shrove Tues- 
ty, Easter (six days), 19th April, 1st and 18th May, 19th June, 18th 
jy, 25th August, 12th October, 2nd November, 8th and 25th Decem- 


we. 
MRPORT: International airport with world-wide connections. 

TIME: April to October: GMT minus 4 hours; October to April: 
MT minus 3 hours. 

SHORE LEAVE: Allowed. 

TLEPHONES: Can be connected on board vessels berthed at 
Se quays. 

NTHORITY : Administracion Nacional de Puertos. 


WEVA PALMIRA: 33.53 S. 58.25 W. 


Suated on East bank of Uruguay River, 155 miles above Montevideo. 
(nd on River Uruguay. 
XCUMENTS/PILOTAGE/HEALTH/RADIO: See beginning of 
‘uguay section. 

#STRICTIONS: Vessels loading should pay particular attention 
‘ihe daily river draft forecast, issued by local authorities. Draft 
‘trolled by depth of Martin Garcia Bar. 

NCHORAGE : Off Montevideo. 

IX. SIZE: Up to 25 ft. draft fresh water depending on river condi- 
tins, 

16S: Not required. Mooring launches available. 

ERTHING: Manganese Pier: Depth alongside 25 ft. Loading rate: 
ions per hour. Pier Head Berth: Depth alongside 21 ft. Grain 


ing. 
MEVEDORES: Working hours: 0700-1100 and 1300-1700 hours. 
turdays: 0700-1100. 

ICAL: Doctor and hospital facilities available. 
SH WATER: Obtainable from berths. 

L: Not available. 

AIRS: Only minor repairs can be effected. 
WERAL: Refer to Montevideo" for all general information. 


’AYSANDU: 32.18 S. 58.02 W. 
inte on the East bank of Uruguay River, 300 kms. above Monte- 


No on River Uruguay. 
EN TS/PILOTAGE/HEALTH/RADIO: See beginning of 
section. 
TRICTIONS: River navigation controlled by depth on Martin 
aBar, and in the passes at Almiron, Vera and Urquiza. Since 
Raitions vary from season to season, Agents should be 
. beforehand regarding available draft at any particular 


NCHORAGE: Off Montevideo. 
Baze: Up to 20 ft. draft fresh water, depending on river 
s. 
is: Available. 
“THING : Grain Elevator Berth: 30 ft. depth alongside. General 
mcerth: 30 ft. depth alongside, 100 metres long. Ancap Pier: 
tth for tankers, 22 ft. depth. 
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Grain berth output 120 tons per hour. At the general cargo berth 
there are railway lines and 7 electric cranes of 5 and 3 tons lifting 
capacity. There is also a movable diesel crane, that can lift up to 
5 tons. Ancap tanker berth has a 2-ton crane. 

STEVEDORES: Working hours: 0700-1100 and 1300-1700 hours. 
Saturdays: 0700-1100 hours. 

MEDICAL: All assistance available. 

FRESH WATER: Available at all berths. 

FUEL: Not available. 

REPAIRS: Minor repairs can be effected. 

CONSULS: Local representation for Argentina, Brazil, Italy and 
Paraguay. All other Consuls at Montevideo. 

GENERAL: Refer to Montevideo" for all general information. 


Venezuela 


AMUAY BAY: 11.46 N. 70.15 W. (See Plan) 


OPERATORS: Creole Petroleum Corporation. Cable address, 

Creole Judibana. 

ESSENTIAL REQUIREMENTS: 

1. Incoming vessels must send ETA at least three days before arrival 
at Amuay Bay. 

2. If a ship originally cleared for another port (including some other 
Venezuelan port) is diverted at sea to Amuay Bay, certain infor- 
mation must be radioed prior to arrival to avoid heavy fine and/or 
delays. See ‘‘Radio”. 

3. No dirty ballast may be pumped overside in port or in Venezuelan 
coastal waters. Ballast disposal facilities are available at Amuay 
Terminal. 

4. The use of Venezuelan Government Pilots is compulsory for 
docking and for movements inside the bay. 

5. The Venezuelan flag should be displayed at the mast-head during 
daylight hours by ships anchored and berthed in Venezuelan 
waters. 

6. In addition to other clearance documents, two copies of an item- 
ised list of articles in the ship’s slop chest must be presented to 
Authorities on arrival. 

7. Emergency fire signal is five long blasts on ship's whistle or 
siren. No other signal is to be given in the case of emergency. 

8. Ratguards must be in place on all mooring lines. 

LOCATION: The port of Amuay Bay is located on the Gulf of 

Venezuela, on the West Coast of the Paraguana Peninsula, Vene- 

zuela. The seabuoy marking the entrance to the bay is located in 

Latitude 11° 44’ 25” N., Longitude 70° 14’ 53” W. 

DOCUMENTS: Inward clearance is effected on board immediately 

after docking by Government Port Officials and a representative of 

the Marine Department. It is necessary that the following documents 
be ready on arrival: 

Clearance from last port (1 copy). 

Ballast Manifest from last port (1 copy, visaed according to para- 

graph (a) if there is no Venezuelan Consul). 

Crew Lists (6 copies). 

Passenger and Baggage Lists (5 copies visaed, 2 copies not 

visaed). 

Lists of Passenger in Transit, if any (4 copies not visaed). 

Lists of Personnel Effects (3 copies not visaed). 

Store Lists (3 copies, see note below). 

Lists of Slop Chest (3 copies not visaed). 

Sailing Permit (issued by Maritime Authority of last port). 
Vessels arriving with cargo to discharge, will also require: 

Manifest (Sobordo) (one original visaed and 2 copies not visaed 

from each loading port). 

Consular Mail (one sealed envelope from each loading port). 

Bills of Lading, one original and 1 copy visaed, and 4 copies not 

visaed from each loading port. 

Tally Books (6 from each loading port). 

Consular Invoice (3 originals visaed and 3 copies not visaed from 

each loading port). 

Commercial Invoices (3 from each loading port). 

Store Lists prepared should indicate separately all deck, engine 

and cabin stores. 

The store lists may be prepared on board prior to arrival unless the 
ship is coming from the Islands of Aruba, Curacao, Barbados, 
Jamaica, Trinidad and the Guianas, in which case they must be 
visaed by the Venezuelan Consul at the port of departure. 

(a) Cargo and clearance documents should be visaed by the Vene- 
zuelan Consul at the last port of call. In the absence of a Venezuelan 
Consul, they may be visaed by the Consul of a friendly nation, by the 
Chamber of Commerce, or by two reputable merchants, the latter's 
signatures to be notarised. In the absence of a Venezuelan Consul 
the following notation should be written on each document, in 
Spanish, and signed by the alternates designated above: 

“Por no existir en la localidad Agente Consular Venezolano y a 

peticién de los embarcadores, certifico el presente documento." 


(SIQNBLUIG) ns cause rere cchgecsneecetecrsg Tor tet heey 
Although vessels proceed directly to Amuay Bay, clearance 
documents should be prepared showing the port as Las Piedras, 
Paraguana (Amuay Bay). Failure to observe this requirement may 
result in penalties up to a maximum of Bs.2,000. 
All ships calling at a Venezuelan port for the first time must be 
measured for tonnage by the Captain of the Port. It is the usual 
practice to take ashore the ship's Panama Canal or Suez Canal 
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Certificate, which is used as a basis for recalculating tonnage under 
the Venezuelan Regulations, and is returned before sailing. The 
Venezuelan Admeasurement Certificate, when later issued, is for- 
warded to the owners. A fee is charged for this certificate, which is 
payable only on the ship's first call. Vessels registered in the 
following countries are excluded from the above regulations: 
Netherlands, Germany, France, Portugal, United Kingdom, Den- 
mark, Sweden, U.S.A., Ireland and Norway. 

Outward clearance and cargo documents are delivered on board 
by the Marine Dispatcher. However, in order to obtain the sailing 
permit, a special form, delivered on board on arrival, must be com- 
pleted, not later than two hours before sailing time. This form gives 
cargo and freeboard information by the Captain of the Port. 

In the event the berth is required by another vessel, a vessel hav- 
ing completed loading may be required to vacate the berth promptly 
and proceed to anchorage to await cargo documents. 
PILOTAGE: Pilots are employees of the Venezuelan Government 
and pilotage is compulsory for vessels entering or leaving the har- 
bour. The Marine Department will arrange for Pilots to board all 
vessels as necessary. 

The Pilot acts in an advisory capacity; the Master retains respon- 
sibility for the ship at all times. In the event it becomes necessary to 
disregard the Pilot's instructions in order to ensure the safety of the 
ship, the Master must forward through the Marine Department a full 
written report of the circumstances, for delivery to the Captain of the 
Port. 

ANCHORAGE: For vessels awaiting berth, there is a good anchor- 
age about 1 mile N.W. of the seabuoy in 8 to 12 fathoms with a sand 
and mud bottom. Ship Masters are requested not to anchor at a 
distance greater than three miles from the seabuoy. 
RESTRICTED AREA: A restricted fishing area has been estab- 
lished by the Venezuelan Government which is prohibited for mech- 
anically propelled vessels drawing more than 5 ft. This zone lies 
within the area off the Paraguana Peninsula from Punta Macolla, 
Lat. 12° 5’ 32” N., Long. 70° 12’ 55” W., to Punta Estanques (Los Ta- 
ques), Lat. 11° 48’ 45” N., Long. 70° 16’ 45” W., and a line connecting 
the positions below indicated: Latitude 12° 07’ 40” North, Longitude 
70° 14’ 25” West; Latitude 12° 03’ 15” North, Longitude 70° 19’ 23” 
West; Latitude 11° 49’ 25” North, Longitude 70° 21’ 50” West. 
MAX. SIZE: Length 1,000 ft.; draft 42 ft. 06 in. 

BERTHING: Four finger piers provide eight berths, numbered one 
to eight, from South to North. 


Berth 1 2 3 4 5 6 7 8 

TJ-102 Crude x x x x 
All other crudes x x x x x x x x 
Fuel Oils x x x x x x x x 
Gas Oil x x x x ? x 
Lube Stocks x x 
Penetration 

Asphalt * x 
Cut back 

Asphalt x x x x x x 
All other 

Products Z x x x 
General Cargo x x 
Safe Draft 43’ 43’ 40’ 40’ 40’ 40’ 416” 43’ 
Max. Length 

Ship 1000’ 1000’ 650’ 700’ 700’ 700’ 700’ 700’ 
Max. Beam Uni. Uni. Uni. * id * te Sind. 


Ballast line, fresh water and all grades bunkers at all berths. 

* Maximum beam permissible varies dependent upon the beam of 
vessel berthed on other side of the slip. 

The use of an anchor when docking is permitted at all berths. It is 
considered prudent to have the outboard anchor hove-out prior to 
entering the harbour in order to facilitate speedy release if necessary 
while docking. The Pilot will advise whether the ship is to be berthed 
port or starboard side to the dock. 

LOADING: Loading rates, particularly for low-flash products 
loaded during the hours of darkness or when topping-off cargo 
tanks, will be reduced by the terminal to meet existing conditions 

All loading and discharging will be stopped during the passage of 
an electric storm, and ullage covers must be closed and dogged 
down. During periods of calm, loading of gasoline or other similar 
low-flash products may be loaded at reduced rates or loading stop- 
ped if the heavy vapours are not being dispersed quickly enough to 
prevent hazards from accumulated gas pockets. Ship's officers 
are cautioned to be on their guard during such conditions. 

Loading rates will be reduced when topping-off, if requested by the 
ship's officer. 

Some of the fuel cargoes are loaded from fuel reservoirs through 
certified positive displacement meters, and shipping documents are 
prepared on the metered figures. All reconstituted crudes are line 
blended with conditions recording of component rates and quan- 
tities. Actual loading rates of both this crude and metered fuel car- 
goes are available at any time upon request of the standby. 

Instructions as to grade or grades of cargo, and the approximate 
loading rate anticipated, will be given to the Master on completion of 
inward clearance. Supplementary information including number and 
size of lines and hoses will be furnished to the Chief Officer before 
loading commences. 

If vessel's loading order from owners or charterers do not agree 
with the terminal's orders, either as to grades or quantity, the marine 
representative should be advised immediately. The terminal is auth- 
orised to load 10% more or less than the quantity nominated; if the 
cargo to be lifted will be more or less than this 10% limitation it is 
necessary to cable New York for confirmation. 

A terminal employee is stationed at each pier during the entire 


816 


time the ship is discharging ballast, bunkering, or loading 
Fifteen minutes “stand-by” notice should be given to this may 
to completion of ballast, bunkers, or cargo. 

TUGS: Tug-boat assistance is considered essential and is af 
all vessels entering, leaving or shifting in the harbour by two 
h.p. tugs. Disposition and manoeuvres of tug-boat are dir 
the Pilot, who uses a “walkie-talkie” to convey orders to the 
RADIO: The cable and telegraphic address for the Creole 
leum Corporation at Amuay is “Creole Judibana”. Radio m 
to and from ships at sea are routed through the government 
station at Maiquetia (La Guaira) call letters YVG. This 
Operates on a 24 hour continuous watch, on the following 
cies: 

Listening Frequencies: Long Wave, 500 kc/s., Short Wave, 
6267, 8356, 12534, 16712, 22225 kc/s. 1 

Transmitting Frequencies: Long Wave, 500, 472, 464, 417 
Short Wave, 17141.6, 12817.5, 8730, 8722, 6519.5, 6505:5, 435) 
kc/s. 

Master should call Amuay Marine, two hours before 
by VHF or on 2182 kHz, to confirm the exact arrival time at thy 
buoy. 

Vessels that were originally cleared for another foreign poq 
another Venezuelan port, and were subsequently diverted a 
should radio the following information to “Creole—Judibana" 
to arrival: 

Vessel's name 

Master's name 


Last port of call 
Port for which originally 


Vessel's flag cleared 
Number of crew Grade and quantity of cargo 
Estimated time to be lifted. 


of arrival. 

This information is required in order to make in advances 
arrangements for inward clearance, to avoid payment of fine, 

Radio notice of arrival should be sent 72 hours prior to arrig 
Amuay. : 

Ship-to-shore telephone: Radio-telephone listening watches» 
maintained on a 24-hour basis in the Marine Office on the f 
frequencies: 2182 kc.; 156°8 Mc.; 8797-3 kc (single sideband), 

International telephone: International telephone calls are 
through Caracas, Venezuela. Telephone number is Punto Fijo 
(It is usually difficult if not impossible to complete a call.) 
BALLAST: Vessels should arrive with sufficient ballast to 
safe handling. The Pilots require a draft of minimum 8 ft. f 
18 ft. aft, on a T-2 or similar size tanker, 11 ft. forward and 20ft. 

a 26,000 dwt. or larger vessel. Ballast should be carried in a mini 
number of tanks, and all other tanks stripped, so as to minim 
deballasting time. 

A relatively small amount of salt water remaining in ship's tans 
lines can contaminate crude and cause operating problems fw 
refiners. It is important therefore to strip tanks and lines as dy 
possible. 

Vessels provided with completely segregated ballast system 
permitted to discharge ballast and load cargo simultaneously. 

Absolutely oil-free ballast may be discharged overside. All 
ballast must be pumped ashore. A 20-in. ballast line, two 60,00 
slop tanks and separator system are available. 

A considerable number of vessels are now participating it 
programme to eliminate pollution of the seas. Under this prog! 
vessels may arrive carrying quantities of oil/water emulsion. If? 
desired to follow the “load-on-top” procedure in such ins! 
is requested that the Marine Representative be informed on 
MEDICAL: Medical treatment and hospitalisation, if requir 
provided at a hospital located in the Creole concession, operalé! 
the Society of Catholic Medical Missionaries. Several dentists 
located in the area. 

Italian crew members covered by Casa Maritime insurance 
ceive medical attention from the appointed medical repre: 
in Punto Fijo. 

Authorisation forms for medical and dental treatment are 

vided, which require Master’s signature. Transportation is 
at the Marine Office. Please note that if the patient does not 
Spanish or English, an interpreter should accompany him. 
FUEL: Ship's requirements specifying grade and quantity 
are to be given to the Marine Representative boarding the ves 
arrival. All grades of bunker fuel, intermediate fuels and Dies#s 
available, except Esso diesel. Bunker delivery rates averagé 
3,500 barrels per hour. Bunkers are loaded through meters 
automatically register quantities on bunker receipts. It is ther 
sibility of ship's engineer to give “standby” notice to the t 
employee and advise him when to shut down. 
FRESH WATER: Fresh water can be supplied if necessaty; 
ever, supplies are limited to essential requirements. All fresh 
is piped from distant sources. Loading rate is about 10 tons péf 
CUSTOMS: Venezuelan laws are strict in regard to contra’ 
Masters are requested to instruct their crews not to take cig@ 
other articles ashore. Cigarettes in carton lots, cigars, 
souvenirs, gifts (particularly items of women’s apparel) should 
collected prior to arrival in port, listed with the items in the slo? 
and placed in the custody of the Master for deposit in the slo? 
or closet which will then be sealed for the duration of the 
stay in port. 

Firearms on board any merchant vessel calling at Vene 
ports must not exceed one per officer, nor can the ammunitio® 
ceed 18 cartridges per officer. All firearms and ammunition 
noted on the stores list. Officers must not carry firearms 
ship is in Venezuelan waters and these sidearms and am 
should be collected and held in the Master’s safe custody. 


os 


sgnders should be warned against taking knives or other weapons 


one the vessel is in port, Venezuelan National Guard Officials 
assigned on board to ensure compliance with Customs regula- 
om The law requires that meals be supplied to these officials 
“9 regular meal hours. Masters are requested to give them the 
jege of eating in the officers’ mess-room, to avoid difficulties. 
tNSITY : The usual specific gravity of sea water at the berth is 
ys, temperature ranges from 78°F. to 85°F. 
ONSULS: Brazil, Great Britain, Italy, the Netherlands, and 
vorway have consular representatives in the area. 
“IME: GMT minus 4 hours. ? J 
ORE LEAVE: Shore leave is permitted and a representative of 
Captain of the Port boards on arrival and issues the required 
ymber of passes. Shore passes are to be collected prior to sailing, 
given to the Pilot undocking the vessel. Vessels are not permit- 
x4 to sail until all crew members are on board, unless hospitalised 
y prior arrangements made for disembarking. 
EGULATIONS: (i) Pollution: The laws of Venezuela are very 
vetin regard to the pollution of harbour and coastal waters by oil, 
od heavy fines are imposed for violations. No dirty ballast, oil or 
age slops are to be pumped or allowed to escape overboard. All 
wpoard discharge valves from cargo tanks and bilges are to be 
sured before loading or discharging commences. Loading is to 
.conducted with the greatest care and vigilance in order that errors 
-delays in handling cargo valves may not result in overflows. All 
eck scuppers should be plugged before loading to avoid harbour 
sntamination should an ove-flow occur. The Authorities require that 
yitten report be submitted by the ship involved in the event of an 
ill. 
ii) Gangways: All vessels using the port of Amuay must provide 
safe gangway. The use of rung ladders, pilot ladders, etc., is con- 
ayto Port Regulations, and Port Authorities will not board except 
ymeans of a safe gangway or accommodation ladder. 
(ii) Passengers: Passengers will not be permitted to disembark 
sess in possession of the required visa and documents. To facili- 
#e clearance, if passengers are carried, the Master should include 
dice to this effect in his radio ETA. 
(y) Visitors: All visitors to ships are prohibited except those 
ompany employees, petroleum inspectors, etc., whose duties 
sire their presence aboard. 
sENERAL: (a) Weather Conditions: There is little rainfall at Amuay 
uy; annual precipitation averages 12 in. The so-called rainy season 
sually coincides with the Caribbean hurricane season, from Aug- 
stto November, although Amuay lies South of the usual hurricane 
ack. During these months calms are often experienced and winds 
om a Westerly direction may be expected. Normal winds are 
teady from the North-east, average force 4, Beaufort Scale, with a 
sximum of force 8. Temperatures average about 85°F., with little 
wiation from day to night or season to season. 
(0) Tides: The normal range of the tide is about 11 in.; however, a 
Hin. range has been observed during spring tides. 
() Lubricating oil: Supplies of Essomarine lubricating oils are 
vallable. Requirements should be given in vessel's radio notice of 
urival, 
(4) Bonded Stores: Cigarettes or other stores in bond are not 
wtainable in Amuay Bay. 
() Cash Advances: The local currency is the Venezuelan Bolivar 
md cash advances are made only in this currency. It is requested 
‘al any requirement for cash advances be included in the vessel's 
TA radio, to permit delivery on board on arrival. 
Charts: No supplies of charts or sailing directions are available 
tAmuay Bay. 
(9) Laundry: A six-hour laundry service is available throughout 
uch working day. Such service should be requested in the 
esel's ETA message. 
(h) Mail; Itemised lists are required for ship's mail, to be signed by 
‘Master. Unless other instructions are given, ship's mail received 
tet sailing, or for vessels on which no advice has been received, 
tbe held for 30 days and then returned to Owners or Operators at 
p's expense. 
\)) Inspection - Petroleum Products: Chas. Martin & Co, and E. W. 
olt, petroleum inspectors, are available if specified. Telephone 
‘nbers, Chas. Martin 44665, 44650; Saybolt 44639. 
) Norwegian Government Seamen Service: A field representative 
the above service is stationed at Amuay providing Norwegian and 
ish film exchange and other usual services. His telephone 
Wmber is 44511. 
) Personnel - Seamen Left Ashore: In the case of seamen left 
Shore for hospitalisation, repatriation or other reason, all docu- 
“tls and personal effects are to be delivered to the Marine Office 
%e sailing. A letter is required from the Master advising the 
‘timum advances to be made to the seamen, if any, and instruc- 
concerning his repatriation. All expenses incurred by seamen 
‘ashore, including cost of repatriation, are for ship's account. It 
‘inportant that Masters bear in mind that the Venezuelan law will 
‘altime hold the vessel, her Master, Agent or owner, responsible 
iy seamen left behind in Venezuela. 
fovisions and Stores: Provisions and stores in limited quan- 
are available, the prices and quality of some items, such as 
‘sh fruit, fish, shrimps, vegetables, etc. are competitive; dry stores 


"considerably higher than in most ports. The Port Steward will 
stin filling requisitions. 

in, Padar and Radio: Radar and radio repairs can be effected in 

ing, A service repair man is available, but spare parts are 


b) 


Repairs: Shore facilities are available only for emergency 
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repairs of a minor nature. The nearest dry docks are those at Puerto 
Cabello and Curacao, N.A. Several contractors in the area provide 
labour for hull painting and for tank cleaning. Contracts for these 
services are made by the ship's Master directly with the contractor. 

(0) Surveyors: There are no appointed surveyors to American 
Bureau of Shipping or Lloyd's in the area. However, with sufficient 
advance notice, arrangements can be made to have their nearest 
representatives come to Amuay to attend surveys. 

(p) Walport Film Exchange: Subscribers to the Walport Service may 
exchange films at the Marine Office. 
ATTENDANCE: Representatives of the Marine Department board 
vessels immediately on arrival, and it is particularly requested that 
Masters indicate at that time all ship's requirements. The Marine 
Office building is located at the Pierhead Trestle and personnel are 
available for assistance at all hours. Telephones are located on all 
docks and the Marine Shift Supervisor can be called on telephone 
No. 444475 or 444465. 


CARIPITO: 10.09 N. 63.02 W. 


OPERATORS: Creole Petroleum Corporation. 

LOCATION: Caripito is located on the West bank of the San Juan 
River in latitude 10° 09’ 25” N., longitude 63° 02’ 01” W. 
ESSENTIAL REQUIREMENTS: 

1. Incoming vessels must send to Caripito their ETA Guiria at 
least three days in advance. 

2. If aship originally cleared for another port (including some other 
Venezuelan port) is diverted at sea to Caripito, certain information 
must be radioed to Caripito prior to arrival to avoid a heavy fine and/or 
delays. See “Radio”. 

3. No dirty ballast may be pumped overside in port or in Venezue- 
lan coastal waters. Limited ballast facilities are available at Carip- 
ito Terminal. 
aa Vessels calling at Caripito must obtain Government Pilots at 

uiria. 

5. The Venezuelan flag must be displayed during daylight hours 
while vessel is within port limits. 

6. The emergency fire signal in Caripito dock area is six short and 

one long blasts on ship's whistle or siren. No other signal is to be 
given in the case of emergency. 
APPROACHES: The traffic in San Juan River is restricted to one- 
way from Marieta Point to Caripito. Therefore, instructions are 
issued at Guiria to incoming vessels relative to what action to take 
on arrival at Marieta Point. Outbound traffic is controlled so as not to 
conflict with these instructions. 

1. Guiria. The town of Guiria is located on South coast of Paria 
Peninsula on N.W. shore of Gulf of Paria. When approaching from 
East a signal tower will be observed on a bluff slightly to North of 
town. 

2. Maturin Bar. Buoy E-1, marks the entrance to Maturin Bar 
Channel. At Punta Gorda there is a light tower located in approxi- 
mare Lat. 10° 09’ 50” N., Long, 62° 37’ 52” W. displays a flashing red 
light. 

3. Channel. Maturin Bar Channel is 14 miles in length and 400 ft. 
in width. The tidal range over the bar varies from 4 ft.-6 in. to 4 ft.- 
9 in. with currents up to 3 knots. The average salinity of water is 
1.009; however, this may vary considerably between wet and dry 
seasons and spring and neap tides. Maximum draft permitted by 
Venezuelan regulations is 34 ft. in fresh water. There is a restriction 
of 6 in. less for all motor tankers. On leaving Maturin Bar Channel the 
San Juan River narrows from approximately 14 miles in width to 
about 0.7 miles with slight variations in width up to Marieta Point 
where it narrows to about 1,200 ft. and varies between 800 and 2,000 
ft. up to Caripito. Marieta Point marks intersection of Cafio Frances 
and the San Juan River. It is also at this point that course of San 
Juan River changes approximately 100° to starboard and it is the 
beginning of one-way traffic. Frequently, incoming vessels are re- 
quested to anchor below this point to await outbound traffic. There 
are 32 lights marking strategic points in San Juan River between 
Maturin Bar and Caripito terminal. These light towers are painted 
aluminium and are easily visible during daylight hours. 
DOCUMENTS: (also see under ‘‘Radio"). 

1. Clearance (inward and outward). Inward clearance is effected 
at Caripito. The sanitary inspector boards vessel at anchor or at 
berth depending on tidal conditions and/or the availability of a berth. 
The Customs and other Government officials usually board at the 
berth. However. should there be a delay awaiting berth or tide, the 
entry will be granted while vessel is at anchor, in which case accom- 
modation ladder must be rigged. 

It is necessary that the following documents be ready on arrival: 

Ballast List (1 original, visaed). 

Passenger List (5 copies, of which none visaed). 

Baggage List (5 copies, of which none visaed). 

Crew List (7 copies, of which none visaed). 

Sailing Permit from Last Port (1 original, visaed). 

Stores List (5 copies, see Note). 

List of Personal Effects (3 copies, of which none visaed). 

List of Contents of Slop Chest (3 copies, of which none visaed). 

List of Passengers in Transit (5 copies, of which none visaed). 

Note: The Stores Lists may be prepared on board prior to arrival 
unless ship is coming from Netherlands Antilles or the Guianas, in 
which case they must be visaed by Venezuelan Consul at port of 
departure. 

2. Cargo documents. The Port of Caripito has in force a system of 
cargo documentation for expediting the sailing of vessel. It is as 
follows: 
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a. Certain documentation with approximate cargo figures of unof- 
ficial nature are placed on board and official cargo documents are 
airmailed to discharge port. 

b. Blank signed documents are placed on board to vessel's de- 
parture from Caripito and thence correct figures are radioed to 
sub-agency at Guiria who delivers them in writing to Master, who 
acknowledges its receipt by signing carbon copies of transmittal 
sheet. 

PILOTAGE: Pilots are employees of Venezuelan Government and 
act in an advisory capacity. The Master retains responsibility for 
ship at all times. In the event it becomes necessary to disregard the 
Pilot's instructions in order to ensure the safety of the ship, the 
Master must forward through the Marine Department a full written 
report of the circumstances, for delivery to the Captain of the Port. 

Pilots are compussory and are embarked and disembarked at port 
of Guiria through a sub-agent. Vessels should proceed to the Guiria 
sea buoy (position 10° 33’ 12” N. 62° 15’ 00” W.) and awaitinstructions. 
If arriving during the hours of darkness, certain instructions are 
usually transmitted by light signals from the signal tower. Voice 
radio communications can be established at any time with Guiria 
or Creole Caripito on frequencies 2182 kc/s, 2638 kc/s and 2738 kc/s. 
The launch which embarks the Pilot will also deliver instructions 
to the Master relative to the movements of his vessel en route to 
Caripito, port regulations, facilities, etc. The regular pilotage fees 
cover the area from the entrance to Maturin channel to and from 
Caripito. The Pilotis to be provided sleeping quarters and food equal 
to that provided the officers aboard ship. 

Note: Complaints or observations concerning the Pilots handling 
of vessel should be noted on back of pilotage ticket. 

TIDES: The normal range of tide in the dock area is about 12 ft. 
with currents up to 3 knots during the flood and 4 knots during the 
ebb in rainy season (May-December). The normal current is 24 
knots during the flood and 3 knots during the ebb. 
ANCHORAGE: For vessels awaiting berth, there is an anchorage 
about 1,000 metres up-stream from the Caripito terminal. Vessels 
awaiting clear channel may at times be requested to anchor at 
Punta Marieta. Vessels awaiting high tide anchor at Punta Marieta 
or off Punta Gorda. 

MAX. SIZE: Vessels up to 780 ft. and 48,000 dwt. can be accom- 
modated with a low water depth of 35 ft. 

RADIO: The cable and telegraphic address for the Creole Petro- 
leum Corporation at Caripito is ‘Creole — Caripito"’. Radio messages 
to and from ships at sea are routed through the Government Radio 
Station at Maiquetia (La Guaira), call letters “YVG". This station 
operates on a 24-hour continuous watch, on the following frequen- 
cies: 

Listening Frequencies: low frequency, 500 kc/s; high frequency, 
4178, 6267, 8356, 12534, 16712, 22225 kc/s. Transmitting Frequencies: 
low frequency, 500, 472, 464 417 kc/s; high frequency, 4322, 4352, 
6505-5, 6519-5, 8722, 8730, 12817-5, 17141-6 kc/s. Radio notice of arrival 
should be sent 72 hours prior to arrival at Guiria and corrected if 
weather or other conditions delay the vessel. 

Radio telephone listening watches are maintained on a 24-hour 
basis at Guiria and at Caripito on 2182 kc. The following frequencies 
are available for communications after contact: 2638 kc and 2738 kc. 

All vessels en route to Caripito may also communicate with Amuay 
or La Salina Marine offices and request that message dealing with 
corrected ETA's, Pilots and other business be relayed to the Caripito 
Marine Office. 

Vessels that were originally cleared for another foreign port, or 
another Venezuelan port, and were subsequently diverted at sea, 
should radio the following information to Creole Caripito prior to 
arrival: 

Vessel’s name 

Master's name 


Last port of call 
Port for which originally 


Vessel's flag cleared. 
Number of crew Grade and quantity of cargo 
Estimated time of arrival at _to be lifted. 


Caripito 

This information is required in order to make in advance special 
arrangements for inward clearance, to avoid payment of a fine. It is 
necessary in such a case that the following documents be ready on 
arrival: 

Crew List (original and 6 copies). 

List of Personal Effects (original and 2 copies). 

List of Contents of Slop Chest (3 copies). 

Stores List (original and 1 copy). 

Also required are the original and 2 copies of the radiogram in- 
structing Master to proceed to Caripito. Outward clearance docu- 
ments are placed on board the vessel prior to departure from the 
Caripito terminal. 

Masters should bear in mind that while vessels are within Vene- 
zuelan territorial waters, Government authorities do not permit the 
use of ship's radio equipment. Cables and radiograms should be 
handed to the company representative for transmittal via shore radio 
communication system. Caripito has also radio telephone communi- 
cation with North and South America and Europe. For further in- 
formation contact Port Services Section in the terminal building, 
telephone C-335. 

BALLAST: Ballast is not required when mooring. Any ballast 
carried should be in a minimum number of tanks, and all other 
tanks stripped, so as to minimise deballasting time. 

A relatively small amount of salt water remaining in ship's tanks or 
lines can contaminate crude and cause operating problems for the 
refiners. It is important therefore to strip tanks and lines as dry as 
possible. 

Vessels provided with completely segregated ballast system are 
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permitted to discharge ballast and load cargo simultan, 
Absolutely oil-free ballast may be discharged overside. ¢ 
dated residues may be pumped ashore, where facilities are q 
for receiving up to a maximum of 20,000 barrels. 

A considerable number of vessels are now participating jp 

programme to eliminate pollution of the seas. Under this prog 
vessels may arrive carrying quantities of oil/water emulsion, 4 
desired to follow the “load-on-top” procedure in such in 
it is Hah ae that the Marine Representative be informe 
arrival. 
BERTHING: The Marine Office Building is located on the 
bank of the San Juan River upstream from the berths. Repr 
tives of the Marine Department board vessel immediate| 
arrival and it is particularly requested that Masters indicate 
time all ship's requirements. Personnel are available for assj 
at all hours. 

Caripito Creole maintains a deep water terminal, consistj 
two ocean tanker berths, Nos. 2 and 3. These are T-type piers 
breasting dolphins located approximately 10 ft. off the face of 
pier. 

All terminal facilities are under the control of Creole Pe 
Corporation. The port is open for navigation during day and» 
All ocean tankers are moored at berths No. 2 and 3 on the floog 
only. Vessels may sail from berth No. 3 at any stage of the 
Sailings from berth No. 2 are restricted to flood tide only when 
No. 3 is occupied. 

A vessel entering or leaving port must be assisted by a D 
Master in the general employ of and furnished by Creole Pe 
Corporation. The Docking Master will board an inbound vessg 
San Juan River Light Beacon No. 29 and relieve the Gove 
Pilot of his duties. A Custom guard will board at the same time 
remain with the vessel. The Docking Master will deliver to the 
ter his loading and docking instructions together with any 
information pertinent to the vessel's call. He will also sign the 
of Readiness if requested. The vessel will proceed to anchor to 
flood tide to dock, to await berth, or will swing to the flood tide jn 
turning basin and proceed directly to the berth depending on 
cumstances. 

LOADING: Loading rates, particularly for low-flash pr 
loaded during the hours of darkness or when topping off 
tanks, will be reduced by terminal to meet existing conditions, 

All loading and discharging will be stopped during passage ¢ 
electric storm, and ullage covers must be closed and dogged 
During periods of calms, loading of gasoline or other similar 
flash products may be loaded at reduced rates or loading sto; 
the heavy vapours are not being dispersed quickly enough to 
vent hazard from accumulated gas pockets. Ship's officers 
cautioned to be on their guard during such conditions. 

Loading rates will be reduced when topping off, if requested 
the ship's officer. 

Instructions as to grade or grades of cargo, and the approxi 
loading rate anticipated, will be given to the Master. Supple 
information including number and size of lines and hoses wil 
furnished to the Chief Officer before loading commences. 

If vessel's loading order from Owners or charterers do not age 
with terminal's orders, either as to grades or quantity, the maw 
representative should be advised immediately. The terminal is a 
orised to load 10% more or less than the quantity nominated; i® 
cargo to be lifted will be more or less than this 10% limitation" 
necessary to cable New York office for confirmation. 

A terminal employee is stationed at each pier during the em 
time the ship is discharging ballast, bunkering, or loading cop 
Fifteen minutes ‘‘standby" notice should be given to this manp® 
to completion of ballast, bunkers, or cargo. 

MEDICAL: Medical treatment and hospitalisation, if required! 
provided at a hospital located in the Creole concession. Set 
dentists are located in the town of Caripito. Authorisation forms 
medical and dental treatment are provided, which require 
signature. Transportation is available at the Marine Office. Piet 
note that if the patient does not speak Spanish or English, a? 
terpreter should accompany him. 
FRESH WATER: Fresh water is available in any quantity. Dell® 
is made through 24 in. national standard fire hose thread hydr® 
Ships personnel must provide hoses and connect up. 
FUEL: Bunker “C" fuel oil, marine diesel and intermediate fuels® 
available. It is the responsibility of ship's engineer to give” 
notice to the terminal employee and advise him when to shut dot 
CONSULS: There are no consular representatives in the & 
Vessels bound for U.S.A. or British Caribbean ports will be provide 
with a letter stating this fact. 
CERTIFICATES: All ships calling at a Venezuelan port forthe® 
time must be measured for tonnage by Captain of the Port. Itis® 
usual practice to take ashore the ship's Panama Canal or Suez 
Certificate, which is used as a basis for recalculating tonnage 
the Venezuelan regulations, and is returned before sailing. 
Venezuelan Admeasurement Certificate, when later issued '§ 
warded to the Owners. A fee is charged for this certificate, 
payable only on ship's first call. Vessels registered in f 
countries are excluded from above regulations: Netherlands, 
many, France, Portugal, United Kingdom, Denmark, Sweden, U 
Ireland and Norway. Gat 
CUSTOMS: While the vessel is in port, Venezuelan National 
officials are assigned on board to ensure compliance with Cu ¢ 
regulations. The law requires that meals be supplied to thes 
cials during regular meal hours. Masters are requested to give 
the privilege of eating in the officers’ messroom, to avoid di a 
Venezuelan laws are strict in regard to contraband and 


requested to instruct their crews not to take cigarettes or other 
s ashore. Cigarettes in carton lots, cigars, tobacco, souvenirs, 
icularly items of women's apparel) should be collected 
“eto arrival in port, listed with the items in the slop chest and 
in the custody of the Master for deposit in the slop chest or 
which will then be sealed for the duration of the vessel's 
jn port. 

ebaeh on board any merchant vessel calling at Venezuelan 
must not exceed one per officer, nor can ammunition exceed 
cartridges per officer. All firearms and ammunition must be noted 
the stores list. Officers must not carry firearms while ship is in 
yelan waters and these side-arms and ammunition should be 
yected and held in the Master's safe custody. Crew members 
ould be warned against taking knives or other weapons ashore. 
AIRS: Only minor repairs of an emergency nature can be 
de, There are NO electronic repair services available in the area. 
RE LEAVE: Shore leave is permitted and a representative 
he Captain of the Port boards on arrival and issues the required 
mber of passes. Shore passes are to be collected prior to sailing, 
dgiven to the Docking Master undocking the vessel. Vessels are 
t permitted to sail until all crew members are on board, unless 

spitalised or prior arrangements made for disembarking. 


ME; Local time is Greenwich Mean Time minus 4 hours. 


ENERAL: : 
gangways: Gangways at berths No. 2 and 3 are provided by the 


nal. 
Aimsoll Marks: The Captain of the Port requires that the Plimsoll 
vis of all vessels using the port be clearly visible. Vessels will 
checked on completion of loading, and if the Plimsoll Marks are 
treadily legible, permission to sail may be withheld. 
Suveyors: There are no appointed surveyors to the American 
yeau of Shipping or Lloyd's in the area. With 48 hours notice, 
exclusive Surveyors can be obtained from Caracas, or at times 
» Puerto La Cruz, or qualified Masters or chief engineers may 
ailable for appointment as surveyors when required. 
tonded Stores: Cigarettes or other stores in bond are not obtain- 
e at Caripito. 
tash Advances: The local currency is the Venezuelan Bolivar 
dcash advances are made only in this currency. It is requested 
stany requirement for cash advances be included in the vessel's 
‘Aradio, to permit delivery on board on arrival. Cash returns can 
accepted only during the normal work day — 0700 to 1600 hours. 
days and holidays excluded. 
Yovisions and Stores: Provisions and stores in extremely limited 
jeties and quantities are available at prices considerably higher 
ain most other ports. 
Charts: No supplies of charts or sailing directions are available 
Caripito. 
Personnel - Seamen Left Ashore: In the case of seamen left 
hore for hospitalisation, repatriation or other reason all documents 
i personal effects are to be delivered to the Marine Office before 
ling. A letter is required from the Master advising the maximum 
vances to be made to the seamen. if any, and instructions con- 
ming his repatriation. All expenses incurred by seamen left 
hore, including cost of repatriation, are for ship's account. It is 
portant that Masters bear in mind that the Venezuelan law will at 
time hold the vessel, her Master, Agent or owner, responsible 
fany seamen left behind in Venezuela. 
lwndry: Laundry service is available. 
lubricating Oil: Supplies of Esso marine lubricating oils are 
alable from Puerto La Cruz. Quantities required should beincluded 
the ETA cable. 
Mail: Any pending ship's mail will be delivered on board by the 
vine dispatcher on arrival at Caripito. At the same time he will 
“eve any ship’s mail to be dispatched. The marine dispatcher 
accept personal mail only if it carries the proper amount of Vene- 
#40 postage, or if Master authorises postage by signing seven 
wes of the Company Post Transmittal form. Masters interested 
‘owing the individual postage amounts to be paid by each crew 
‘nber, should provide a list, in duplicate, of the senders, and 
mber of letters sent by each one identified by a number written on 
*hletter. Copy of this will be returned aboard vessel when leaving 
‘Sport outward bound. If not ready on time, it will be airmailed to 
*Vessel's next port of call. 
hspection - Petroleum Products and Crude Oil: Charles Martin & 
4 and E. W. Saybolt, petroleum inspectors, are available from 
“to La Cruz if specified. 
Iisitors: All visitors to ships are prohibited except those company 
soyees, petroleum inspectors, etc., whose duties require their 
"ence aboard. 
: sengers : Passengers will not be permitted to disembark unless 
Mssession of the required visa and documents. To facilitate 
“ance, if passengers are carried, the Master should include 
“keto this effect in his radio ETA. 
4 ution of Harbour and Coastal Waters; The laws of Venezuela 
weet in regard to pollution of harbour and coastal waters by oil, 
heavy fines are imposed for violations. No dirty ballast, oil or 
Slops are to be pumped or allowed to escape overboard. All 
ard discharge valves from cargo tanks and bilges are to be 
f@d before loading or discharging commences. Loading is to 
‘inducted with greatest care and vigilance in order that errors 
ays in handling cargo valves may not result in overflows. All 
Scuppers should be plugged before loading to avoid harbour 
mination should an overflow occur. The authorities require 
eel report be submitted by the ship involved in the event 
Spill. 


VENEZUELA 


AUTHORITY : Creole Petroleum Corporation, Marine Department: 
Caripito, POB 152. Cables: “Creole Caripito”. 


EL PALITO: 10.29 N. 68.07 W. (See Plan) 


OPERATORS: Mobil Oil Company de Venezuela. 
LOCATION (of El Palito Terminal): The terminal facilities operated 
by Mobil de Venezuela at the port of Puerto Cabello (Punta Chavez), 
are situated on the Venezuelan coast, 7 miles West of Puerto Cabel- 
lo. The terminal has a 2,475 ft. pier, part causeway and part trestle, 
extending out from Punta Chavez along a shallow reef then angling 
fis oe 45 ft. deep. Two tankers can tie up simultaneously at the 
erths. 
WEATHER: Winds are normally from the N.E. with an average 
Beaufort scale force of 2-3. Average temperature about 85°. The 
months of January, February and March have the roughest sea and 
swell, and vessels may not be able to dock due to the weather. 
TIDE: The normal range of the tide is 1 ft. 
ESSENTIAL REQUIREMENTS: 

1. Incoming vessels must send ETA 72 hours before arrival at El 
Palito Terminal and another 24 hours before arrival advising any 
change of ETA. 

2. If a vessel originally cleared for another port (including some 
other Venezuelan port) is diverted at sea to El Palito, certain infor- 
mation must be received prior to arrival, to avoid heavy fine and/or 
delays. 

3. No ballast may be pumped overside in port. Ballast disposal 
facilities are available at the El Palito Terminal. 

4. The use of Venezuelan Government Pilots is compulsory for 
docking and undocking. 

5. The Venezuelan flag should be displayed at the mast-head 
during daylight hours by vessels anchored and berthed in Venezue- 
lan waters. 

6. In addition to other clearance documents, two copies of an 
itemised list of articles in the ship's slop chest must be presented to 
the authorities on arrival. 

7. The emergency fire signal is five long blasts on the vessel's 
whistle or siren. No other signal is to be given in case of emergency. 

8. Rat guards must be in place on all mooring lines. 
APPROACHES: The terminal pier is marked by the following 
lights: One occulting red light at the top of No. 1 (North-west) Hose 
Rack, 80 ft. above sea level. Latitude 10° 29’ 51” N., Longitude 68° 07’ 
13” W., and one green light, flashing every 3 seconds at the top of 
No. 2 (South-east) Hose Rack, 80 ft. above sea level, located 275 ft. 
S.E. of No. 1 Hose Rack. A group of 5 crude storage tanks, painted 
aluminum, visible 20 miles on a clear day, are located 1.25 miles 200° 
from the head of the pier. 

DOCUMENTS: 

A. Admeasurement Certificates. All vessels calling at Venezuelan 
ports for the first time must be measured for tonnage by the Cap- 
tain of the Port. It is the usual practice to take the ship's Panama 
Canal or Suez Canal Certificate, which is used as a basis of recal- 
culating the tonnage under the Venezuelan regulations and is re- 
turned before sailing. The Venezuelan Admeasurement Certificate 
is forwarded to the owners at a later date. A fee is charged for the 
certificate which is payable only on the vessel's first call. Vessels 
registered in the following countries are excluded from the above 
regulations: Denmark, France, Germany, Ireland, Netherlands, 
Norway, Portugal, Sweden, United Kingdom and U.S.A. 

B. Inward clearance is affected on board immediately after docking 
by Government Port Officials and a representative of the Marine 
Department. It is necessary that the following documents be ready 
on arrival: 

Clearance from last port (1 copy). 

Ballast Manifest from last port (1 copy, visaed according to para- 

graph (d) if there is no Venezuelan Consul). 

Crew List (9 copies). 

Passenger and Baggage Lists (5 copies, visaed; 2 copies not 

visaed). 

List of Personal Effects (5 copies not visaed). 

Store List (3 copies, see paragraph (c)). 

List of Slop Chest (3 copies not visaed). 

Sailing Permit (issued by maritime authority of last port). 
Vessels arriving with cargo to discharge, will also require: 

Consular Mail (one sealed envelope from each loading port). 

Manifest (Sobordo), 1 original visaed and 2 copies not visaed from 

each loading port. 

Bills of Lading, 1 original and 1 copy visaed, and 4 copies not 

visaed from each loading port. 

Tally books; 6 from each loading port. 

Consular invoice: 3 originals visaed and 3 copies not visaed, from 

each loading port. 

Commercial invoices: 3 from each loading port. 

C. Store list prepared should indicate separately all deck, engine 
and cabin stores. The store lists may be prepared on board prior to 
arrival unless the vessel is coming from the Netherland Antilles or 
the Guianas, in which case they must be visaed by the Venezuelan 
Consul at the port of departure. 

D. Cargo and clearance documents should be visaed by the Vene- 
zuelan Consul at the last port of call. In the absence of a Venezuelan 
Consul, they may be visaed by the Consul of a friendly nation, by 
the Chamber of Commerce or by two reputable merchants, the 
latters' signature to be notarised. In the absence of a Venezuelan 
Consul, the following notation should be written on each document 
in Spanish, and signed by the alternates designated above: ‘Por no 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


existir en la localidad Agente Consular Venezolano y a peticion de 
los embarcadores, certifico el presente documento". 
(Signature) 

Vessels originally cleared for another port, and diverted at sea to 
El Palito, should radio Mobil Puerto Cabello the following informa- 
tion as soon as the change of sailing orders are received: 

. Advise diverted. 

. Name and class of vessel. 

. Number of crew. 

Flag of vessel. 

Last port of call. 

Port from which originally cleared. 

. Estimated time of arrival at Pilot station. 

. Type and amount of cargo vessel will load. 
. Time required to discharge ballast. 

10. Master's name in full as signature (John Jones, Master). 
This information is required in order to make in advance special 
arrangements for inward clearance to avoid payment of fines. 

Outward clearance and cargo documents are delivered on board 

by the Marine Dispatcher. However, in order to obtain the sailing 
permit, a special form which is delivered on board on arrival must 
be completed, not later than two hours before sailing time. This 
form gives cargo and freeboard information required by the Captain 
of the Port. In addition, one of the 9 copies of the crew list specifi- 
ed above, corrected to show any changes made while in port, should 
be attached to the form. 
PILOTAGE: The Pilot's working hours are from 0600 to 1800 hours. 
There are no charges for their assistance during those hours on 
workdays. On Sundays and holidays they charge overtime. There is 
also a charge when ship has anchored in the bay as according to the 
pilotage law each movement (and entering the bay is one movement) 
requires a Pilot. By special agreement only Pilot's overtime will be 
charged for anchorage, as anchorage and docking is considered as 
one movement with respect to Government Pilotage Fee. 

Pilotage is compulsory government service. The government 
charges the Pilot's assistance according to ship's net tonnage. 
Vessels under flags of Panama and Liberia are required to have 
their Venezuelan Tonnage Certificate. The government charges for 
docking and sailing. 

Pilots are employees of the Venezuelan Government and pilotage 
is compulsory for vessels entering or leaving the harbour. The 
terminal will arrange for Pilots to board all vessels as necessary. 
Pilots meet the vessel via launch provided by the terminal. The 
Pilot may decline to moor the vessel if it is not equipped with satis- 
factory mooring equipment, lines, gzar, etc., or if itis not sufficiently 
ballasted. It is the responsibility of the Master to notify the Pilot of 
any special conditions or peculiarities, such as defective navigation 
equipment, mooring lines, tackle, gear or lack of necessary equip- 
ment, which might impose hazards in connection with the handling, 
mooring, discharging or loading of vessels. 

At the berths, vessels must be moored to the entire satisfaction 
of the Pilot and the terminal operators’ Mooring Master. 

The Pilot acts in an advisory capacity. The Master retains respon- 
sibility for the vessel at all times. In the event it becomes necessary 
to disregard the Pilot's advice in order to ensure the safety of the 
vessel, the Master must forward a full written report of the circum- 
stances through the terminal for delivery to the Captain of the Port. 
ANCHORAGE: Notice of Readiness can be tendered at anchorage. 
The suggested anchorage for El Palito Terminal is located } to 1 
mile North or West of the seaward end of the pier. The area to the 
East of the pier is not recommended as an anchorage. 
RESTRICTIONS: None. Vessels enter day or night and at any 
state of tide. 

a SIZE: East berth draft 38 ft. 6 in. West berth draft 40 ft. Length 
800 ft. 
BALLAST: Due to the exposed location of the oil piers, vessels are 
required to be ballasted to the following minimum drafts for safe 
manoeuvring to and from the berths: 
Overal/ Length of Vessel Minimum Draft Required 

400-480 ft. forward 9 ft., aft 17 ft. 

481-700 ft. forward 12 ft., aft 20 ft. 

701-800 ft. forward 14 ft., aft 23 ft. 

A total capacity of 220,000 barrel slop pits and a 20 in. ballast line 
are available to receive all ballast. 

Vessels with separate ballast tanks, lines and pumps may dis- 
charge ballast overside. Ballast for entering the harbour should be 
carried in the minimum number of tanks, and all other tanks stripped 
dry so as to minimise the time required for discharging ballast 
alongside berths. 

All ships in ballast from abroad are charged for Consular Ballast 
Certificate. 

HEALTH: No radio pratique. Health officers board vessel at berth. 
RADIO: Puerto Cabello, Venezuela, Coastal Station call sign YVL, 
makes radio contact with all vessels ““CQ" on 8722 kc. at the follow- 
ing hours: 1130, 1330, 1530, 1830, 2130, 0030, 0200 GMT. Also CQ" on 
17.141 kc. at 1630 GMT and “CQ" on 4,322 kc. at 0430 and 0630 GMT. 

Vessels originally cleared for another port, and diverted at sea to 
El Palito, should Radio Mobil Puerto Cabello the following infor- 
mation as soon as the change of sailing orders are received: 

Advise diverted. 

Name and class of vessel. 

Number of crew. 

Flag of vessel. 

Last port of call. 

Port from which originally cleared. 

Estimated time of arrival at pilot station. 

Type and amount of cargo vessel will load. 
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Time required to discharge ballast. 

Master's name in full as signature (John Jones, Master), 

This information is required in order to make in advance s 
arrangements for inward clearance to avoid payment of fines 
TUGS: Tugs are not available at El Palito. F 
BERTHING: 

1. The use of both anchors is required for docking at both 
It is considered prudent to have both anchors hove-out 
entering the harbour in order to facilitate speedy release while 
ing. The Pilot will advise whether the vessel is to be moored 
starboard side to the dock. 

2. In the event the berth is required by another vessel, a 
having completed loading may be required to vacate the berth 
ptly and proceed to anchorage to await cargo documents, 

3. East Berth. Approach at very dead slow speed along a 
parallel to a line formed by the East and the West berth at a dj 
trom it equal to the distance of the North buoy. Drop the st 
anchor at the point of intersection of the ship's fore with q 
formed by the two East shore range markers. Continue alon 
path at very dead slow speed until reaching with the ship's fog 
East berth. Drop the port anchor. Allow the ship to dri, 
position alongside berth. This will be done by tying mooring ing, 
required by Pilot and with the help of the ship's engines, 

4. West Berth. Approach at very dead slow speed along a 
parallel to a line formed by the East and West berths and ata 
tance from it equal to the distance of the North buoy. Drop the 
anchor at the point of intersection of the ship's fore with a 
formed by the two West shore range markers. Continue along sy 
path at very dead slow speed until reaching with the ship's for 
West berth. Drop the starboard anchor. Allow the ship to dritt 
position alongside berth. This will be done by tying mooring 
as required by the Pilot and with the help of the ship's engines 

5. General. Available hose connections, all 8 in., are as fol) 
Three for Fuel oil, one for diesel products and one for leads 
unleaded gasolines. All dirty ballast to be pumped ashore th 
the fuel oil loading hoses. 

LOADING: 

1. Cargo: On completion of inward clearance, information 
ing the number of hoses and loading rate will be given to the 
and Chief Officer. During ballast discharge supplementary in 
tion will be given the Chief Officer. A 15 minute standby is requ 
prior to finishing any grade. 

2. Contamination of Crude: \t has been established that one of 
major causes of contamination of crude oil is the small amour 
salt water remaining in the ship's tanks, pumps and ballast 
after discharging ballast. This small amount of salt water freq 
results in costly damage and downtime to refining equipment 
also presenting many other problems. Therefore all tanks andi 
must be pumped as dry as possible. 

3. Draining of Hoses: Hoses are drained by gravity on all pr 
and crude. Ship personnel must co-operate with terminal pei 
in this operation to ensure complete draining of hoses into 
tanks and adequate drip cans must be placed to catch the remai 
oil in line. Sawdust or equivalent must be on standby to clean up 
oil leaks. 

4. Loading Rates: 


Estimated 
Available Size max. barrels Hoses 
Commodity at berths ofline  perhour Pier! Pit 
(in.) (in.) (it 
Crude oil 1-2 30 27,000 3-8 OH 
Bunker C 1-2 24 17,500 38 OH 
Diesel 1-2 16 9,000 1-8 
Unleaded gasoline 1-2 16 8,000 1-8 
Leaded gasoline 1-2 16 8,000 1-8 
Ships’ bunkers 1-2 24/16/8 6,000 1-8 
Lube 2 8 1-8 


Loading rates will be reduced by the terminal when topping 
tanks at the vessel's request. 

5. Scuppers: Loading will not be started till all deck scuppers 
properly sealed to the satisfaction of the terminal. 

6. Simultaneous Deballasting and Loading: Vessels equipped ® 
separate and completely segregated ballast tanks, lines and 
and never used for oil may be permitted to discharge ballast 
load simultaneously providing approval has been obtained from 
terminal. 

MEDICAL: Medical treatment and hospitalisation, if required. 
available at the Seguros Sociales in Puerto Cabello. Several d 
are located in Puerto Cabello. Authorisation for any medical am 
dental treatment must be made by the Master. Transportatio” 
available at the Terminal Office. If the patient does not speak S 
an interpreter should accompany him. 

FRESH WATER: Available. 

FUEL: Bunkers are available only for vessels loading carg® 
putes as to quantity should be registered by signing the 
receipt under protest and noting the ship's quantities thereo®. 
CUSTOMS: While the vessel is in port, Venezuelan National 
officials are assigned on board to ensure compliance with Cu 
regulations. The law requires that meals be supplied to thes? 
cials during regular meal hours. 

Venezuelan laws are strict in regard to contraband and 
are requested to instruct their crews not to take cigarettes oF 
articles ashore. 

Cigarettes in cartons, cigars, tobacco, souvenirs, gifts 
ularly items of women's apparel), should be collected prior to! 
in port, listed with the items in the slop chest and placed @ 


of the Master for deposit in the slop chest which will be 
“ne the duration of the vessel's stay in port. 
ee LS: French, Norwegian, Danish, Italian and Panama Con- 
; are represented in Puerto Cabello. There is no American 
w quate. It is necessary for Masters of Panamanian flag vessels 
it the Panamanian Consulate at Puerto Cabello to present 
ele and receive dispatch as required by law. Regular office 
ae are from 0800 to 1200 and from 1400 to 1700 Mondays through 
days; ANY dispatch issued outside of regular office hours is billed 
‘ovble fees. Terminal Office will arrange transportation to Puerto 
“spell upon request. ; . 
AIRS: Only emergency repairs of a minor nature can be made. 
wages are very high. 
ATRIATION : The documents and personal effects of seamen 
ashore for hospitalisation, repatriation or other reason, must 
delivered to the Terminal Office before sailing. A letter from the 
: ris required advising the maximum amount of advances to the 
and any other instructions concerning his repatriation. All 
ses incurred by the seaman, including the cost of repatriation, 
jor the vessel's account. Venezuelan law at all times holds the 
ster, Agent or Owner responsible for any seaman left behind in 


venezuela. . : 
\RPORT: Distant about 4 miles. 4 

WE: Local time is four hours slow of Greenwich Mean Time. 
SHORE LEAVE: Shore leave is permitted and a representative of 
Captain of the Port boards on arrival and issues the required 
unber of passes. Shore passes are to be collected prior to sail- 
and given to the National Guard watchmen on board. 

Vessels are not permitted to sail until all crew members are on 
yard, or special permission has been obtained to sail without a 
sew member. 
#GULATIONS: , : y Orne 
Engines: No engine repairs will be made while the ship is in 
och. Engines are to be kept at standby at all times while the ship is in 


Tha puards; Vessels must use ratguards on all mooring lines. 
i Visitors; All visitors to vessels are prohibited, without written 
ymission in each case by the Port Captain or his assistant. Moor- 
Master, petroleum inspectors, dispatchers, and terminal employ- 
handling hoses may board ship in performance of their duties. 
‘Pollution: The laws of Venezuela are very strict in regard to the 
wlution of harbour and coastal waters by oil, and heavy fines are 
mosed for violations. No dirty ballast or oil is to be pumped or 
towed to escape over the side. No engine-room or pump-room 
yes may be pumped overboard. All pump-room sea suctions and 
yeboard discharge valves must be secured prior to loading or 
iharging cargo. Loading must be conducted with the utmost 
aeand vigilance so that errors or delays may not result in spills. 
tideck scuppers must be plugged tight before loading so thatin the 
vent of a spill pollution of the harbour may not result. 
5 Garbage: No garbage is to be thrown over the side while the 
ase! is in port. 
i Passengers: Passengers will not be permitted to disembark 
sess in possession of the required visa and documents. To facili- 
veclearance, if passengers are carried, the Master should include 
‘information in his ETA. 
\ firearms: Firearms on board any merchant vessel calling at 
imezuelan ports must not exceed one per officer, nor can the am- 
tition exceed 18 cartridges per officer. All firearms and ammuni- 
‘ms must be noted on the store list. Officers must not carry fire- 
ims while the vessel is in Venezuelan waters and these sidearms 
“ammunition should be collected and held in the Master's safe 
ustody, 
NERAL: 1. Bonded Stores: No cigarettes or bonded stores are 
wiable at El Palito. 
. Cash Advances: Cash advances are available in Venezuelan 
wares only and should be included in the vessel's ETA radio, to 
nit delivery on board at arrival. 
i Charts: No charts or sailing directions are available at El Palito. 
{US.S. Club: There is no U.S.S. Club available at El Palito nor 
‘Wie film exchange service. 
Alnspection Petroleum Products: Chas. Martin and Company and 
‘W. Saybolt, petroleum inspectors, are not available at El Palito. 
wever, if specified in sufficient time, they may be obtained from 
(0 La Cruz. 
§ laundry ; Laundry facilities are available at El Palito. 
1 lubricating Oil: Certain types of Mobil lube-oils only are avail- 
hl small quantities. Requirements should be sent by radio with 


EMail: Mail service posted from El Palito has been found to be 


!Provisions; Provisions are available at El Palito. 

‘Radio and Radar: No repairs made at El Palito. 

angways ; Gangways are provided by El Palito Terminal. 

NTHORITY : Mobil Oil Company de Venezuela, Apartado del 

":5373, Caracas, Venezuela. 

“the absence of special arrangements, Mobil does not, as opera- 

“cof the terminal, act as Agent for any vessel or for firms or agen- 

*fgaged in coastwise or international transportation opera- 

™s. All services in connection with the arrival, loading or depar- 
{vessels are performed as a Representative and for the 
int of the shipper in the case of cargoes loaded, and as the 

une in cases where cargo is received. 

‘minal Operator, El Palito, Mobil Oil Company de Venezuela, 

tad 102, Puerto Cabello, Edo. Carabobo, Venezuela. Radio 

$s: “Mobil Puerto Cabello”’. 

IT: See “Puerto Cabello”. 
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LA GUAIRA: 10.36 N. 66.56 W. 


DOCUMENTS: 
Sealed envelopes for Customs. 
Visaed B/L and Sobordos not in envelopes. 
Consular Despatch for all Venezuelan ports. 
Despatch from last Venezuelan port, if any, or 
Zarpe from last foreign port, if arriving directly from abroad. 
Fumigation Certificate. 
Vaccination Certificates of Crew. 
Landing Cards for Crew and Passengers. 
6 Store Lists (with arms and narcotics). 
6 Lists of Personal Effects. 
10 Crew Lists. 
10 Lists of Passengers for La Guaira, or negative Passenger List. 
10 Lists of Passengers in Transit. 
2 Sets of B/L not visaed. 
4 Sobordos not visaed. 
14 Tally Books. 
PILOTAGE: Compulsory and vessels have to wait for Pilot in the 
pilotage zone North-West of the port entrance. 
MAX. SIZE: Berth depths as follows, (approx.): 


No. 1 36 ft. 
No. 2, 3, 3a (4), 5, 6 35 ft. 
No. 7,8 34 ft. 
No. 9,10 24 ft. 
No. 11, 12, 13, 14, 15, 16, 17, 18, 19 36 ft. 


RADIO: In order to enable Agents arrange for quick entry and 
berthing, Masters should give their ETA message at following 
intervals, via Curacao Radio (ITT): 72, 48 and 24 hours prior to arrival, 
indicating in the 48-hour message, the quantity of parcels (or ton- 
nage if bulk cargo) per hatch. This is imperative for applying for the 
necessary personnel of the National Port Services. Also, draft, 
passengers, requirements for bunkers, fresh water, provisions, 
repairs, medical assistance, etc. This telegram the Master to sign 
with his full name. 

TUGS: The use of tugboats within the port is compulsory, both 
for entering and leaving port, as well as for manoeuvres in the port 
basin. Ships longer than 139 metres must be assisted by two tug- 
boats. 

BERTHING: Normally a minimum of 19 ocean-going vessels can 
berth at a time. Berths No. 1, 2 and 3 are along the breakwater pier 
East-West, parallel to the coast. 

Within the port is a finger pier, parallel to the breakwater pier, 
with two Customs warehouses alongside, with berths North and 
South, two each. The main pier is parallel to the coastline, East- 
West, with berths Nos. 10, 11, 12, 13, 14 and 15, along which piers 
there is ample Customs warehouse space, including outdoor space 
on the roofs as well as ample uncovered storage area. 

The Passenger Terminal is on a finger pier, in direction North- 
East with its land end in the corner of berth No. 15. There are two 
berths each side, namely Nos. 16 and 17 in the inner basin and 
Nos. 18 and 19 in the outer basin. 

Passenger vessels have priority for berthing and they have to 

leave port within 24 hours. 
LOADING/DISCHARGING: Cargo is discharged into railcars 
alongside the piers, or directly into the transport means of the 
Importer and vice versa when loading. The latter, however, applies 
only for bulk cargo or considerable one-type commodity. 

If electric shore cranes are used, the same procedure applies 
unless the cargo is to be stored outdoors on the roof of the ware- 
houses. Piers Nos. 4 and 9 have no rails alongside, so the cargo is 
discharged on the pier, wherefrom it is immediately taken away by 
two-boys, fork-lifts and/or other mechanical equipment supplied 
by the National Port Services as per kind of cargo. The use of such 
equipment is included in the handling fee per weight. 
STEVEDORES: Supplied exclusively by the governmental National 
Port Services at costs per weight of cargo in accordance with 
governmental decrees. 

The Port Agent applies for the necessary number of gangs per 
ship. Each gang consists of 11 stevedoremen (estiba) and 11 long- 
shoremen (caleta). 

Switching of gangs from one hatch to another is not permitted. 

There are no longshoremen costs for cargo handled during 
straight time, but only for cargo handled during overtime. 


(a) Straight time 


Monday-Friday 07.00-11.00 
12.30-16.30 
Saturday 07.00-12.00 

(b) Overtime 
Monday-Friday 18.00-23.00 


(c) Saturday afternoon work is not permitted, but if a vessel could 
terminate operation and sail within a maximum of three addi- 
tional working hours, a special permit would be granted by 
Customs and Port Authorities. In such a case, the additional 
working hours are considered as overtime. 

(d) Work on Sunday is not permitted except for passenger vessels 
(officially those carrying 60 passengers, but exceptionally vessels 
with less passengers might occasionally obtain same considera- 
tion by authorities). 

EQUIPMENT: 

(a) Electric Shore Cranes: Piers 12, 13, 14 and 15 have electric shore 
cranes on rails, of 6 tons capacity each. The National Port 
Services allow two 6 ton cranes to lift pieces up to 9 tons weight. 
The arms of the cranes reach the roofing of the warehouses. 
Use of shore cranes is not compulsory, unless the Technical 
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Board of the National Port Services rules to use them. Other 
piers have no shore cranes. 
(6) Diesel - Driving Rolling Cranes: There is a considerable number 
of these cranes which can lift heavy pieces of about 17 tons. 
(c) Floating Cranes: not available. 
(¢d) Special lumber carriers of about 20 tons capacity. 
(e) Tow trucks, fork-lifts, trucks and trailers up to 10 tons capacity. 
HATCHES: Opening and closing of hatches is not performed by 
the National Port Services but by either the ship's crew, or the assist- 
ance labour of the Agent. 
FRESH WATER: Available through pipe-line on the pier, day or 
night, or by water trucks of up to 10 tons capacity in day time only. 
OFFICIALS: Once the vessel is anchored at La Guaira, Represent- 
atives of Customs, Port Captain, National Guard, Health Service, 
Immigration and Agency board the vessel. 


AGENTS: Head Office (Direction and Control), Victor H. Selinger, 
PO Box 1632, Caracas 110. Cables ‘‘Selvic” or “Seltank’’. Local Office: 
PO Box 28, La Guaira. Tel. (031) 23735 or (031) 27042. Cables: ‘'Selvic 
La Guaira" or “‘Seltank La Guaira". 


MARACAIBO LAKE (See Plan) 


Including, Section A - BAJO GRANDE 
Section B - LA ESTACADA 
Section C - LA SALINA 
Section D - MARACAIBO 
Section E - EL TABLAZO AND 

PUERTO MIRANDA 

Section F - PUNTA DE PALMAS 
Section G - SAN LORENZO 


(N.B. Certain information common to all Vessels entering Mara- 
caibo Lake is given below. For specific details of ports/terminals 
within the Lake, see relative Section as indicated above.) 

FLAG: Local authorities require that the Venezuelan ensign be 
flown at vessel's masthead, from the time of entering the outer 
channel until clear of the outer channel outbound. 
DOCUMENTS: (a) /nward Clearance for Scheduled Vessels: 
Vessels arriving in ballast or with cargo in transit require following 
documents: 

1 copy Sailing Permit from Last Port. 

2 copies-1 visaed Ballast Certificate. 

1 or more letters Consular Mail (in sealed envelope). 

4 copies-2 visaed Passenger Lists. 

4 copies-2 visaed Baggage Lists. 

4 copies-2 visaed List of Passengers in Transit. 

4 copies List of Slop Chest. 

4 copies List of Personal Effects. 

4 copies-2 visaed Store Lists. 

5 copies Crew Lists. 

Vessels arriving with cargo should have, in addition to the foregoing: 

4 copies-2 visaed Sobordos (Venezuelan Inward Manifests). 

6 copies-2 visaed Bill of Lading. 

2 copies visaed Inward Manifests. 

In absence of a Venezuelan Consul at the last port, clearance docu- 
ments should be signed by consul of a friendly nation, one of the 
Port Authorities, Notary Public, the Chamber of Commerce or by 
two well-known firms. 

(b) Inward Clearance for Diverted Vessels: Vessels diverted to 
Maracaibo Lake Ports to load cargo, should submit all documents 
indicated in 1 through 10 above, except consular mail, which they 
will not have. 

Vessels diverted at sea to Maracaibo Lake Ports which do not 
have a Venezuelan clearance on board, must advise loading port 
via radio prior to arrival, the name of vessel, master's name, vessel's 
flag, Venezuelan net tonnage (if available, if not, the registered 
net tonnage), last port of call, destination port for which originally 
cleared, ETA San Carlos pilot station and grade and quantity of 
cargo to be lifted. This information is required in order that Inward 
Clearance may be arranged with government officials in ample time 
prior to vessel's arrival. Also 3 copies of the diversion telegram 
received by vessel and signed by Master, together with copies of 
those documents listed under (a) should be presented to the Port 
Authorities upon arrival at Maracaibo. In the absence of this inform- 
ation, or of presentation of each of these documents to the Port 
Authorities the vessel will be subject to a fine. Please note, that the 
documents covered under (a) have to be presented upon arrival, 
regardless, if the vessel is or is not arriving with consular clearance 
or arriving after being diverted at sea. 

(c) In Maracaibo two clearances from Custom's authorities are 
needed: One for proceeding from Maracaibo to loading berth, and 
another after loading for proceeding from Maracaibo to destination. 
For this reason Custom Dispatch charges may be incurred twice. 

(d) American Crew List. All non-American vessels loading for a 
U.S.A. port should have the American Crew List ready on arrival in 
Maracaibo to be visaed by the American Consulate in Maracaibo 
and placed aboard ship before departure. The crew list should be 
prepared on Immigration and Naturalization Service form No. 1.418 
(Crew List Manifest) and should contain two sections: 

Section 1 should list those crew members who are American or 
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who possess individual visa documentation to the United § 

Section 2 should list, in the alphabetical order of their last ng 
those alien crew men who lack United States visa documeny 
and therefore require inclusion in the visa of the crew list, 

Only one name may be placed on each line of the crew ligt 
names should not be placed in the space of one line, nor tha, 
full line between two names be left vacant. All copies of the 
presented must be legible. Occasionally the names of the crn, 
included on the carbon copies of some crew lists presented 
consulate are blurred beyond recognition. 

The information requested under columns 1, 2 and 3 sh 
filled in completely. Column 1 should always contain the ¢ 
first name and middle initial of the crew man, Column 2 shoulg 
the nationality of each crew member and the number of his 
Document. Column 3 should always include the name Of the 
where the crew man was shipped, not simply the country, 

At the time of vessel's first application for a crew list, they 
list must be presented in four copies: Original and One COpy shy 
contain only information requested under Columns 1, 2 a 
Two copies must include following information of those crey 
to be included on crew list visa. Column 4 should list date, City, 
country of each crew men's birth. Column 5 should show ply 
issuance of seaman's travel document and name of Go 
which issued travel document. (It is not necessary to list day 
issuance of travel document.) 

Below is a sample line correctly entered on the Master crey, 


(1) (2) (3) (4) () 
Z.23455 Maracaibo December 8, 33 
Bello, Tomas E. Venezuelan Venezuela Caracas, Venez. 


Cabimas, Vp 


Upon subsequent crew list applications by same vessel wf 
same year, the crew list need be presented in duplicate only, ang 
information in Columns 4 and 5 need be provided only conces 
any new crew members who require visa documentation, Wh 
twelve months have elapsed since presentation of Originals 
list, a crew list should again be prepared in 4 copies and shy 
contain all the information required in columns 1-5. Such a ma 
crew list is required after each 12 months period. . 
APPROACHES: The Channels leading to the Lake of Maray 
are called the Outer channel, the Inner Channel and the Lake ( 
nel. The controlling depths of the Outer Channel, Inner Channey 
the channel Southward to buoys M1 and M2 are normally € 
At certain times the controiling depth may be less. At such ts 
suitable notices are published advising mariners of these tempm 
reductions of controlling depth. 

Outer Channel. The Outer Channel starts at the E.M. Buoy ing 
tion 11° 13’ 47” North and 71° 33’ 31” West. The light characters 
of E.M. buoy are: flashing white every five seconds, visibility apy: 
imately five miles. The distance from E.M. buoy to the Southems 
of the outer Channel, marked by buoys B-27 and B-28, is aps 
mately 15:75 miles. The channel is 1,000 ft. wide and has anon 
controlling depth of 42 ft. minimum monthly observed lowest i 
MMOLW) with tidal range varying about 2 ft. 3 in. This dept 
maintained by periodical dredging. Tankers are required to ha 
keel clearance of at least 2 ft. and dry-cargo vessels a keel clear 
of at least 3 ft. Vessels navigating the channel at the matin 
allowable draft are confined from two hours before to two he 
after high water. There are no turns in the channel and the cos 
is 189°. 

There is a breakwater 0-5 mile East of, and parallel to, the 08 
Channel and extending 1-6 miles Northward from the North sit 
Zapara Island. The end of this breakwater is marked with a shel 
steel tower with a light 27 ft. above sea-level. Light characteris 
flashing white light every eight seconds; visibility about three m 

On Zapara Island there is a skeleton iron tower with a heigt 
136 ft. above sea-level. 

Cross currents are sometimes encountered near Zapara,$ 
Carlos and Pescadero Islands, especially at low water when! 
cross currents are strong. Overtaking at these points shoul: 
avoided. 

There is one anchorage zone in the Outer Channel which! 

trapezoid on the port side when navigating inbound near the 8” 
B-14, B-15, B-16 and B-18. All buoys in the Outer Channel! 
equipped with radar reflectors. 
Caution: Masters are warned to keep adequate speed in’ 
Outer Channel even when embarking the Pilot as strong 
currents are encountered near San Carlos and Zapara Island.” 
boats are fast and fitted with a flying bridge. 

Inner Channel. The Inner Channel continues on the # 
course as the Outer Channel for about 10 miles, whereafte! 
direction changes to 150°. Entire length of the Inner Channel is 
12 miles. 

The beginning of the Inner Dredged Channel is marked by># 
B-29 and B-30. Channel is marked by beacons, and terminates! 
beacons T-55 and T-56. The channel is 800 ft. wide and the 0%" 
controlling depth is 43 ft. MMOLW with tidal range varying 
1:5 ft. to 2-5 ft. 

The channel from beacons T-56 to Maracaibo Harbour is ade 
channel, the end of which is marked by buoys Nos. B-73 and 

About 0:2 mile South of buoys B-29 and B-30, there are we 
two towers - one on each side of the channel, and about! 
further South are two more towers. These four towers are ff 
E-31 and E-32 (North) and E-33 and E-34 (South). Towers No ? 
and E-32 are of single steel pipe construction on a concrelt 
base. Towers No. E-33 and E-34 are of skeleton steel cons’ 
(former oil-well derricks) each mounted on four concrete ™ 
The characteristics of these towers are: 


# 


Height above water (LWS) 


Tower No. Light Light 
E-31 43° Green - Fl. 
E-32 43° Red - Fl. 
E-33 123° Green - Fl. 
E-34 128° Red - Fl. 


vessels are not allowed to overtake each other in the Inner Chan- 
wa between buoys B-29 and B-30 and light beacons T-25 and T-26. 
sssels may overtake each other in the Inner Channel between light 
' s T-39 and T-40 after having exchanged prescribed signals 
the vessels to be passed. This manoeuvre is, of course, allowed 
i conditions are favourable and no vessel navigating in the 
apposite direction is in sight. : 
e Channel. The channel starting at light beacons T-39 and 
140 and leading to Maracaibo Roads is called the Lake Channel. 
tis is a natural channel 3,000 ft. wide and 11 miles long. — 
The Main Channel through Maracaibo Lake is approximately 
niles long, not less than 244 m. wide and with a greater depth 
gan the outer channels. j 
The access channels to the various ports and terminals branch 
from the main channel as described under Section for each port. 
CHANNEL NAVIGATION: ; 

) Inbound vessels leave to starboard side the buoys and beacons 
syied with even numbers and to port side the buoys and beacons 
syed with odd numbers. ‘ 

(() Outbound vessels shall leave to port side the buoys and bea- 
aps marked with even numbers and to starboard side the buoys and 
yacons marked with odd numbers. 
¢) Vessels should pass as close as possible to the channel's 
sige on starboard side. Loaded vessels have preference, hr 
() Approaching vessels are to reduce speed in order to minimise 
te suction force of the displacing waters. : 
) Vessels must maintain a distance of five ship's lengths by day 
edeight ship's lengths by night from other vessels navigating in 
sesame direction. 
-(f)No vessel should start to manoeuvre to overtake another vessel 
wore having received clearly the affirmative signal from the ship 
be passed. 
“ip A grounded vessel is not allowed to start any manoeuvre when 
nother vessel is passing. 
i) Dredgers are frequently at work in the channels and caution 
ould be exercised in passing them. Signals used by the dredgers 
veas follows: 
Daytime 
Black cylinder hoisted on side of yardarm: You can overtake me 
on the side on which the cylinder is shown. 
Two black balls over the bridge: The channel is blocked. 
Night 
atl light on side of yardarm (a white light on mast-head helps 
to show on which side the green lights is placed): You can 
overtake me on the side on which the green light is shown. 
Two red lights over the bridge: The channel is blocked. 
he tidal range is 4 ft. at neaps. 
|)Maximum speed for vessels navigating in lake channels has been 
inted to 10 knots. Masters should exercise the outmost care in 
snplying with this regulation as heavy fines may be imposed to 
thnding vessels. 
MLOTAGE: (N.B. Maracaibo Pilotage Regulations require that 
‘ound tankers, in ballast, while crossing the Bar, shall not have 
pater than 8 ft. difference between the fore and aft draft. The 
swernment pilot will not take the vessel if this requirement is not 
™, unless he is satisfied that the actual draft of the vessel will 
mit safe navigation through the Outer and Inner Channels. 
tery Master of a vessel navigating in Lake Maracaibo who desires 
‘enter the main ship channel in Pilotage Zones No. 1 or No. 2 must 
‘stensure that said channel is free of traffic. 
The limits of the Main Ship Channel in Pilotage Zone No. 1 are 
%™ buoys B1/B2 located at the entrance to the Outer Bar Channel 
® buoys B73/B74, of the city of Maracaibo. Pilotage Zone No. 2 
"00s approximately one mile below Maracaibo and extends South- 
fed to lightfloats M36/M37. All other channels are considered as 
Sess channels to their respective port zones and subject to special 
‘al rules. Every vessel navigating to or from any port in Lake 
teacaibo must follow the prescribed routes through the main and 


_ “Pilot's instructions in order to ensure the safety of the ship, 
Master must prepare a full written report of the circumstances, 
"ielivery to the Captain of the port. 

) Inbound vessels have the option at present to embark govern- 

“tPilot at the following areas: 

) In the channel off San Carlos Pilot Station between buoys 
8-24 and B-26. 

1) Anchorage area approximately 5$ miles North-east of pilot 
Station, San Carlos Island. Position N. 11° 04’ 22”, W. 71° 33’ 48” 
East of buoy B-17. This area is demarcated with green light 
“oy equipment with radar reflector. 

M)At the E.M. Buoy. 

‘The Port Captaincy of Maracaibo is unable to guarantee em- 

4g or disembarking Pilots at the E.M. buoy or at anchorage 

Position. For this reason Masters should communicate with 
los pilot station for necessary instructions as to where to 

‘ Pilot, who usually embarks between buoys B-24 and B-26. 

‘ommunication system between San Carlos pilot station and 
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VENEZUELA 


vessels will be by Morse lamp and radio-telephone. The stand-by 
frequency at San Carlos is 2182 kilocycles. Other existing frequen- 
cies are 2120 and 2080 kilocycles; 156-6 and 156-8 megacycles. Each 
pilot launch has a radio-telephone with 2182 kilocycles frequency. 
The launch that leaves San Carlos pilot station with Pilot for ship, 
takes approximately 20 to 30 minutes to cover distance, and distance 
between Buoys and San Carlos is approximately 6 miles or 10 
kilometres. 

(d) Pilot Permit to navigate the Outer Channel without aid of a 
government Pilot will be granted to those Masters who desire to 
obtain same. In order to fill the application required, a blank sealed 
paper and three copies should be signed by Master on arrival. 
Copy of this solicitude duly endorsed by port Captain of Maracaibo, 
will serve the Master as temporary permit until the official one has 
been received. Masters in possession of permits to cross the Outer 
Channel without a Pilot, have the option to enter channel either at 
the E.M. buoy or between any other buoy, taking into consideration 
the heavy traffic of the channel. Government pilotage through the 
inner channel is compulsory at all times. 

(e) Outbound vessels will receive Pilot in Maracaibo, who will 
pilot vessel up to San Carlos area approximately between Towers 
E-31 and E-33, where he will disembark. The Port Captain of Mara- 
caibo has instructed that all Captains should always in ample time 
identify themselves with the San Carlos pilot station by radio-tele- 
phone regardless of time of day. While inbound - between buoys 
B-17 and B-19 and sailing outbound - between markers T-42 and 
T-40. These instructions are obligatory and are required in order 
for the pilot service to be aware, at any moment, of any emergencies 
which may arise, and also to avoid, especially during the night, the 
launch departing with an official pilot aboard believing that the ship 
in sight needs his services, in which case, even though the launch 
or pilot services are not rendered, the same will be charged to the 
company owning the ship, or its representative. 

TONNAGE: Venezuelan Port Authorities base part of their pilotage 
charges on the size of the vessel, i.e.: 

(a) On Registered Net Tonnage. Venezuela will accept the tonnage 
of ships registered in countries with which they have a reciprocal 
tonnage agreement. As of this date, such countries are: 


Norway Ireland Denmark 
England Germany Holland 
France U.S.A. Portugal 
Sweden 


(6) On Venezuelan Net Tonnage. Ships not registered in countries 
listed above, when calling at Venezuelan ports for the first time, 
must be measured for Venezuelan tonnage by the Captain of the Port. 
It is the usual practice to take ashore the ship's Panama Canal or 
Suez Canal Certificate, which is used as a basis for recalculating 
tonnage under the Venezuelan regulations, and return it before 
sailing. The Venezuelan admeasurement certificate, when later 
issued, is forwarded to the Owners. A fee is charged for this certi- 
ficate, which is payable only on the ship's first call. 

(c) In practice, the procedure for stating the tonnage of all ships 
entering the Lake of Maracaibo is as follows: The inward Pilot 
boarding the ship presents Master a form on which among others 
the Master should fill in the tonnage of ship. Pilotage charges are 
based on this tonnage given by the Master. Master's attention is 
drawn to the fact that the Venezuelan net tonnage is usually higher 
than the International net tonnage. Care should be taken if an old 
Venezuelan net tonnage certificate is on board, because the country 
in which the ship is registered might later have signed the reciprocal 
tonnage agreement with Venezuela. If the pilotage charges are 
made on basis of a higher tonnage than the one that should be 
applied, it is later very difficult, if not impossible, to get a refund. 
CUSTOMS: (a) Customs Watch. While vessel is in port, Vene- 
zuelan National Guard Officials are assigned on board to ensure 
compliance with customs regulations. The Law requires meals be 
supplied to these officials during regular meal hours. Masters are 
requested to give them the privilege of eating in officers’ messroom, 
to avoid difficulties. 

(b) Firearms and Ammunition. Firearms must not exceed one per 
officer nor may the ammunition exceed eighteen cartridges per 
officer. All firearms and ammunition must be carefully declared 
on Store List and should be collected and held in Master's safe 
custody while vessel is in Venezuelan waters. 

(c) Contraband. Strict compliance with the customs law of the 
country is enforced by the authorities, and Masters are strongly 
advised to caution crew members against attempting to smuggle 
cigarettes. One open package per person is allowed to be carried 
ashore, but greater quantity will result in fine and imprisonment of 
the offender as well as lost ship's time. Due to very strict enforce- 
ment of the customs regulations, it is recommended that no goods 
be carried which are not shown on Store List. Any new articles 
(clothes, shoes, etc.) should be included in Store List and marked 
as personal belongings. If during a check-up by Customs, articles 
considered as contraband are found, this will not only mean con- 
fiscation of these articles, but also hours or days of lost ship's time, 
while the case is handled at court. 

CONSULS: The following nations maintain consular representa- 
tive in Maracaibo: 


Belgium Germany (West) Peru 

Chile Great Britain Portugal 
Colombia Guatemala Spain 

Costa Rica Italy Sweden 
Denmark Netherlands Switzerland 
Ecuador Norway United States 
El Salvador Nicaragua of America 
France Panama 
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TIME: Local time is Greenwich Mean Time minus 4 hours. 
VISITORS: All visitors to ships are prohibited except those com- 
pany employees, petroleum inspectors, etc., whose duties require 
their presence aboard. 

PASSENGERS: Passengers will not be permitted to disembark 
unless in possession of the required visa and documents. To facili- 
tate clearance, if passengers are carried, the Master should include 
advice to this effect in his radio ETA. 

POLLUTION: The Laws of Venezuela are very strict in regard to 
the pollution of harbour and coastal waters by oil, and heavy fines 
are imposed for violations. No dirty ballast, oil or bilge slops are to 
be pumped or allowed to escape overboard. All overboard discharge 
valves from cargo tanks and bilges are to be secured before loading 
or discharging commences. Loading is to be conducted with greatest 
care and vigilance in order that errors or delays in handling cargo 
valves may not result in overflows. All deck scuppers should be 
plugged before loading to avoid harbour contamination should an 
overflow occur. The Authorities require a written report to be sub- 
mitted by the ship involved in the event of an oil spill. 

SEAMAN LEFT BEHIND: Sailing may be withheld until all crew 
members are aboard with exception of those ashore for justified 
reasons. It is important that Masters bear in mind that the Venezue- 
lan Law will at all times hold the vessel's, Master, Agent, or Owner 
responsible for any seamen left behind in Venezuela. 


Section A 


BAJO GRANDE: 10.29 N. 71.38 W. (See Plan) 


(1) OPERATOR: Chevron Oil Company of Venezuela. Oil Ter- 
minal. 10.29 N. 71.38 W. 

(2) OPERATOR: Venezuelan Sun Oil Co. Natural gas liquids 
processing facilities. 10.30 N. 71.36 W. 

(N.B. For important details of Documentation, Pilotage etc., see 
‘Maracaibo Lake”’.) 


OPERATORS: Chevron Oil Company of Venezuela. 
CHANNEL: Entrance and leaving this terminal is made between 
buoys B.85 and B.86. 

DOCUMENTS: Cargo Documents and Outward Clearance. 

Captain's copy of Bill of Lading — Bill of Lading form used is usual 

Warshipoilvoy form. Masters wishing to use another form should 
Furnish twenty blanks on arrival in Maracaibo. 
A Pencil copy of the Certificate of Quantity and Quality. 
Customs Clearance - Duplicate of ‘‘Conocimiento de Embarque". 
Duplicate of ‘‘Manifiesto de Carga”. 
(Both stamped and signed by Customs). 

Communication - A letter from Maracaibo Customs Authorities 

to Customs Authorities in Port of Destination. 

Zarpe - Permission to sail signed by Maracaibo Port Captain. 
This is brought on board in Maracaibo by outbound Pilot. 
PILOTAGE: Chevronmar's Mooring Master will assist in docking. 
It should be borne in mind that Docking Master acts as adviser only. 
The Master retains full responsibility at all times. Any damage incur- 
red to vessel or loading platform which may be deemed to have been 
caused by Mooring Master or Docking Master's fault or negligence, 

may be held against the ship. 
MAX. SIZE: No.1 berth. Vessels up to 55,000 dwt. tons acceptable, 
with maximum draft of 40 ft. 

No. 2 berth. Tankers at this berth should not exceed 36,000 tons 
ml or displacement on berthing of 20,000 tons, maximum draft 
34 ft. 6 in. 

Minimum drafts for berthing: 12 ft. forward and 18 ft. aft. Vessels 
over 18,000 dwt. should have deeper drafts. 

RADIO: Information to be cabled to Chevronmar three days prior 
to arrival. 

(a) Cable Address is: Chevronmar Maracaibo. Please send 
through PJC (Curacaoradio) and AAC (All America Cables). 
Chevronmar offices in Bajo Grande have direct teletype communica- 
tion with the offices of All America Cables in Maracaibo, and 
Chevronmar also receive cables over the telephone from AAC until 
9 p.m. 

(b) Flag. If vessel has loaded in Bajo Grande before the nationality 
of the vessel need not be cabled. 

(c) Sailing port, and at which other port vessel will call in this area. 
For clearing vessel in and out in Maracaibo, Chevronmar must know 
beforehand from where ship comes and which other port it will call 
in this area. Therefore, it is of importance to inform Chevronmar 
whether vessel will load part cargo or bunker, at which terminal, 
and whether inbound or outbound. 

(d) Port for which Vessel is cleared. In case vessel was diverted 
en route and consequently is not cleared for Maracaibo or one of 
the terminals in Lake of Maracaibo, Chevronmar must obtain from 
authorities special permit for vessel to enter Lake of Maracaibo. 

(e) Ballast Certificate. If vessel arrives in ballast a Ballast Certi- 
ficate is mandatory. A fine against vessel will be issued by Port 
Authorities if vessel does not have this certificate. 

(f) Estimated Time of Arrival. Cable ETA San Carlos pilot siation 
Buoys 25-27, 72 and 48 hours prior to arrival there, or, if vessel is 
taking part cargo or bunkering inbound, cable ETA bunker or first 
loading port. Please use local time if possible (four hours slow of 
Greenwich Mean Time). 

(g) Net Tonnage. If vessel has not loaded in Bajo Grande before, 
also cable net tonnage. To determine whether international or 
tere net tonnage should be mentioned, see “Maracaibo 
Lake”. 


824 


(h) Master's full name. Please sign first message with Mag 
first name and surname. 

(i) Changed ETA. An additional cable should be sent q 
hours and 24 hours prior to arrival at pilot station buoys Be 
ETA is changed. 

TUGS: The Venezuelan Government has ruled mandatory th, 
of two tugs for docking and undocking and also to have Stay 
tugs during loading operations. 

BERTHING: Loading Pier in position 10° 50” North and 1} 
West or about 8 miles or 12:8 kilometres South of Maracai 
Western shore of lake and about 9000 ft. offshore with its Cents 
North-south. Two vessels can berth simultaneously, one 
at berth number one and inside at berth number two. Bajo G 
Pier heads are 700 ft. apart. However longer ships have been tig 
Design of fenders permits berthing of vessels with a displace 
of 42,000 tons. 

NOTICE OF READINESS: Masters are free to tender their, 
as being ready to load at any place and time which, in their ops 
conforms with the terms of the charter party. Chevronmar's pe 
nel authorised to countersign notice of readiness have been ing 
ted to indicate the time vessel was all fast or, if vessel anchoy 
wait for berth, the time vessel anchored. This does not imperil 
way the rights of the shipowner in his negotiations with the chy 
and it limits Chevronmar's liability to the consignee. 
BALLAST: Shore deballasting facilities are available a! 
Grande. Deballasting facilities at Bajo Grande are subject, 
special regulations and procedures. Tanker ballast water is pus 
through two 8 in. hose connections into a 24 in. line of about gg 
in length to a 120,000 bbls. receiving basin situated on shore, 
tamination of Lake Maracaibo waters with only material of anyn 
is strictly prohibited by Venezuelan Laws. Chevron Oil Compy 
Venezuela is required to report to the authorities any such com 
nation by vessels docked at Bajo Grande. Heavy fines are thena 
sed against the ships. Co-operation is requested to prevent con 
nation from tank overflows, bilge oil, line leaks or any other sp, 
TANK CLEANING: (Before Loading). Precautions as are com 
for any heavy oil should be taken to insure that no ballast wa 
in any tank. If the cargo is contaminated with water, the wate 
not separate from the oil. The salt content of the oil will ber 
approximately ten pounds per one thousand barrels for every} 
contamination by sea water. All cargo compartments must bes 
ped extremely dry. Cargo pipelines should be drained and/or py 
of water. On standard T-2 type vessels, this can be done by dra 
the fore and aft main cargo lines, both suction and discharges 
into the pump room bilges followed by opening of main suctio 
ves on each individual compartment, thereby releasing wate 
tained in dead and transverse lines. After this procedure is con 
ted, each compartment should be restripped with stripping py 
and lines, followed by draining the stripping line to pump« 
bilges. On other ships equipped with looped systems, it is pos 
to blow the system with air and drain water into the bilges. Ins 
situations, fresh water might be used to flush cargo systems¢ 
water and in turn strip salt water and fresh water as outline! 
T-2 vessels. All deck scuppers should be securely plugged a 
precautions should be taken to avoid pollution of lake waters. 


LOADING: 


API Loading Loading Loa 
Product Gravity Tempera- Lines used Rale! 
ture 
°F 
Boscan Crude 10.3-10.4 160 2x 18” 120 
Boscan Crude Blends 18.2-31.0 120 a ® 
Topped Boscan Crude 10.0 160 ft , 
Topped Boscan Crude 
Asph Grade 8.0-11.0 160 ~ . 
Cutback Asphalt 11.0-15.0 170 2x 12” 4 
Asphalt Cement 5.0-8.0 300 114" . 
Gas-oil 35.0-42.5 90 1x12” 5,007 
Fuel Oil No. 6 
(Bunker "C'’) 16.0-17.0 140 1x12" 30 
1x 18” 1400 
Heavy Naptha (HSR) 52.5-53.5 80 1x12” 5,001 
Light Naptha (LSR) 70.0-73.0 Ps 1x12" 5,000! 
JP-4 45.0-52.0 ‘i 1x12” 5,001 


(a) Inspection of Tanks. Before loading can commence, tants! 
loading system must be inspected and passed. This is usualll® 
by Chevronmar's own cargo inspector but, if consignee so req 
third party inspection can be arranged. Both Chas. Martin andE 
Saybolt & Company are represented in Maracaibo. 

(b) Line Displacement. When a vessel is loading crude and} 
ducts, it is usually necessary to displace lines once or twice 
loading. Masters will be advised of necessary line displace™ 
before loading starts and are requested to take note because ™ 
has to be given by vessel when pumping should be stopped! 
tank changed. Once shore tanks have been changed it will ® 
possible to change the quantity of the product already in thes 
as shore lines will then contain a product different from the ow 
ready loaded. Ship's gauges and/or draft should be carefully 
when calculating required quantities. 

(c) Spillage. In case spillage occurs, the port supervisor ® 
be advised immediately, as any spillage must be report 
Authorities without delay. 

(d) After Loading. All butterworth plates, tank tops and 
plugs should be inspected to insure against entry of salt # 
Inspection of ullage plugs should follow on completion of teat 
ture readings because of the necessity of taking temp! 


Sea suction valves should be secured by positive means 

all cargo has been discharged. This may be accomplished by 

ed seals, chains and padlocks. The method of securing 

4 be noted on the inspection documents. Regardless of which 

od is used, appropriate log entries should be made indicating 

the date, time and method used and under whose supervision, 

goth vessel officer and/or cargo inspector, such method was applied. 
tone hour is required for preparation of documents. 

ING: 

tennis Notice of Requirement. Owners, Operators, or Agents 
should place their nominations with Chevron International Oil 
Company Inc., San Francisco, California; Chevron International 
oi Company Inc., te York, N.Y., and Chevron International Oil 
Company, Ltd., London. . , iy 

addresses: ‘“‘Chevronint, Sanfrancisco; 
york,” and “Chevronint, London". 

in order to serve customers without inconvenience or delay nomi- 
sstions should be placed as much in advance of the delivered date 

ible. 
Bunker Facilities. Bunkers available ex pipe line for vessels 
yading and unloading cargo at berths No. 1 and No. 2. Bunkering 
ate up to 10,000 barrels per hour for Bunker Fuel and Intermediate 
gunker Fuel, up to 6,200 barrels per hour for Marine Diesel. 

(c) Marine Fuels and Lubricants available: Bunker Fuel, Interme- 
gate bunker fuels, Marine diesel, Lubricants — Full line of Chevron 
Marine pall dal a br peel be orn naee: in 

Lighterage. Bunker fuel, Intermediate bunker fuels an arine 
nilable for ships in the Maracaibo area. 72 hours advance 
notice is required for bei eas her f all products. Parkers 

TER: Delivery of boiler and potable water is made by barge. 
se quantity 80 tons. The barge holds about 160 tons and the 
pumping ~~ is about 25 tons per hour. Requirements should be 
cabled in advance. 

EPAIRS: No major repair facilities are available in Maracaibo 
a small jobs can be taken care of by local machine and electric 
shops. Shore labour can be furnished if required. Technicians are 
wailable for minor radio repairs. piers act at reat ee 
for vessels up to 18,000 dwt and at Puerto Cabello for vessels up 
t0 30,000 dwt. There is a submarine 2400 volt power line to the pier. 
flectric power can be supplied. 

SHORE LEAVE: Shore Leave is permitted at the discretion of the 
port authorities: required number of shore passes will be brought 
on board on arrival in Maracaibo and have to be returned to the 
pears guard oat before the vessel leaves Bajo Grande. Shorts 
may not be worn ashore. 

GENERAL: (a) Visitors. According to port regulations concerning 
acess to ships and loading terminals and in the interest of industrial 
safety, only persons directly concerned with loading operations will 
chai to board vessel or visit the loading platform at Bajo 
rande. 

(0) Guards. Two customs guards are stationed on the platform at 
Bajo Grande. They must be provided with sleeping quarters on the 
shipand seated in the officers’ mess for their meals. Non-compliance 
may cause cargo stoppage and fines. The Customs Guard will 
request master to countersign his time on board the vessel. This is 
counted from time first hose was connected until all hoses were 
—vioagerad regardless of whether vessel was receiving cargo or 

() Plimsoll Marks. Port Captain requires that Plimsoll marks be 
henna If they are not clearly legible, permission to sail may 
be withheld, 

(0) Marine Stores/Charts. Marine stores are available in limited 
supply. Marine charts are not available. 

4 Compass Adjusters. There are no compass adjusters in Mara- 
taibo, 

ff) Classification. American Bureau of Shipping and Lloyd's 
Register have Agents in Maracaibo. 

(9) Cash Advance. Cash advances are made only in local currency 
(Bolivares). In order that money be available on arrival, Masters are 
"quested to include the amount required in the arrival message. 

(h) Launch Service. The launch is primarily for the use of the port 
staf, but will transport crew when convenient. 

(i) Taxi. Taxi service is generally available at Bajo Grande. It is 
‘commended that the price be fixed in advance. 

i) Crew in Transit. In case a crew member is left ashore for a 
stifled cause, as hospitalisation, repatriation, etc., his documents 
'd personal effects are to be delivered to the port supervisor at 

9Grande before sailing. A letter is required from the Master with 
Hailed instructions as to maximum cash advance etc. All expenses 
"curred by such members are for vessel's account. 

tt) Gangways. The ship is to supply a safe gangway, which allows 
4S) access to the vessel. Chevronmar has a gangway which may 

used at request with the understanding that any damage to the 
Hgway or ship or shore personnel through its use may be held 
Neinst the ship. 

FETY: Vessel must be in readiness to move at all times. The 
bral of Masters of turbine steamers is called to this regulation. 
a Sr vorning ay Se must be ready for instant use 

Ssel is alongside. Shore personnel will render assistance 
“emergency but, since no fire-boats are stationed in the immedi- 
Pa vessels should be prepared to combat fire without outside 
stance, It is necessary to obtain docking Master's approval 

fepairs of propelling machinery. Normal safety precautions 
1,10 smoking is permitted on the pier. No hotwork is permitted 
Yessels alongside without a written permission from the Port 


“Chevronint, 


4 


Superviso . . . : . 
PS 
Whibited. wimming alongside pier is dangerous and absolutely 
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CARGO TEMPERATURE: On short voyages, as for instance to 
the U.S.A., it was proved most practical to maintain the loading 
temperature. On longer voyages, as for instance to Europe, the 
temperature may be dropped to 130 °F, which does no harm as long 
as sufficient time is given to bring the temperature up again to that 
required for discharging. Masters should, however, not expect a 
temperature rise of more than 5°F per day, especially if the sea tempe- 
rature is low. The heat transfer properties of Boscan Crude are very 
poor as are those of the heavy products made from this crude. 
Many ships have been delayed at the discharging port due to too 
low cargo temperature. Without exception, Boscan Crude, Topped 
Boscan and cutback asphalts should have at least 160°F on arrival 
in discharge port. 
DISCHARGE: Boscan Crude has a flash point of 90-160°F and a 
maximum viscosity of 1400 SSF at 140°F. The viscosity at other 
temperatures follows the pattern of other petroleum products. 
Boscan Crude has been successfully handled in ships fitted with 
both reciprocating and centrifugal type pumps with forward and 
after pump rooms respectively. It is generally found that this crude 
can best be handled at a temperature which brings its viscosity to 
about 600 SSF 160°F. Vessels with forward pumproom should control 
stern trim so that it does not exceed about four feet while stripping 
the after tanks. Also a five-degree list is very helpful when stripping. 
Once the cargo gets below heating coils, tanks must be pumped 
empty as fast as possible. At times if has been found helpful to 
gather tanks strippings into a single tank for discharge ashore, as 
it is very difficult to strip against heavy back pressures. Watch re- 
ciprocating pumps for vapour-lock. Because of high viscosity, proper 
care should be taken that no oil is left in vessel discharge lines at 
low temperature. 
TANK CLEANING: (After Discharge). Many Masters have expres- 
sed concern over tank cleaning after discharge. Assuming that 
ship proceeds to sea for this operation and has sufficient time for 
proper execution, vessel may be cleaned quite thoroughly using the 
butterworth system. However, it is of vital importance that the system 
be used at maximum pressure, and temperature not below 160 PSI 
and 170°F respectively. At these readings and with two machines, 
it has been found that about four hours are required for each tank. 
It is important to keep the tanks well stripped during the butter- 
worthing. 

Some Masters prefer to steam out the tanks before butterworthing. 
If this course is adopted care should be taken that the steaming does 
not last more than one hour as the heat will drive off the light ends 
of the oil and leave a rubbery residue that is very difficult to remove. 

It has been found helpful to keep the machines in low position 
for about one hour and then high - middle and low in order, in the 
usual manner. 


AGENT: Chevron Oil Company of Venezuela, 


Apartado 93, 
Maracaibo. Cable address: ‘‘Chevronmar”. 


(2) OPERATORS: Venezuelan Sun Oil Co. Location: South-west 
of Channel Buoys B-87 and B-88. 

PILOTAGE: A government Pilot will assist each vessel from 
Maracaibo to Bajo Grande and on the outbound trip to Maracaibo. 
The government Pilot will also assist in the berthing and unberthing 
operations. The ship's Agent will inform the Master of each vessel, 
as well as the government Pilot, the schedule for berthing the 
vessel. 

The Plant mooring master will board each vessel prior to approach- 
ing the dock. Mooring master will assist in the mooring and unmoor- 
ing operations. It should be understood that the mooring master 
acts only in an advisory capacity to the Master. The vessel's Master 
retains full responsibility at all times. The Plant assumes no respon- 
sibility in connection with any acts or advice given by the mooring 
master. 

RESTRICTIONS: Bridge, clearance at MHHW 146 ft. 

MAX. SIZE: The maximum permissible fresh water draft at the 
dock is 36 ft. and the maximum overall length vessel the dock will 
accept is 700 ft. Vessels with a berthing displacement up to 20,000 
long tons will be accepted, providing the approach velocity can be 
controlled to 0:3 ft. per second or less. 

RADIO: VenSun's Export Department also has radio-telephones 
with the following frequencies: 2080, 2120, 2182 (stand-by), 2638 and 
2738 kilocycles and 156:6 (stand-by) and 156-8 megacycles, operated 
in accordance with the following schedule: 

Monday through Friday: From 0730 until 1130 

From 1300 until 1700 

Saturday, Sunday and Holidays: From 0730 until 1030 approx. 

Any tanker or vessel bound for Bajo Grande shall cable the 
Venezuelan Sun Oil Company, at least five days in advance of its 
scheduled arrival time in Maracaibo, giving notice of its estimated 
time of arrival, cargo capacity, amount and type of product to be 
lifted and condition of ship’s tanks. 

At least 48 hours in advance of arrival at the San Carlos Pilot 
Station, the vessel's estimated time of arrival, nationality, Venezuelan 
net tonnage (if available, otherwise the amount and type of cargo to 
be lifted), condition of ship's tanks, name of Agent, last port, 
Master's name and all requirements of the vessel while in port 
should be cabled to Venezuelan Sun Oil Co. and to the ship's 
Agent. The cable address for the Venezuelan Sun Oil Co. is ‘‘Sunoil, 
Maracaibo". As the cable office in Maracaibo is not able to com- 
municate directly with vessels at sea, messages to Sunoil Maracaibo 
and to Agent should be routed via PJC Curacao, and should be 
prefixed “Via AAC” (All America Cables and Radio Inc.). Failure 
to give such proper notices shall absolve the Plant from any claim 
for delays or demurrage. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


TUGS: 2 tugs, each 1,600 h.p., will be used for mooring and un- 
mooring Operations. ; 

BERTHING: The dock proper may be identified by the overwater 
pipe-line trestle that connects the dock with shore. 

The dock is located approximately 10° 30’ N. 71° 36’ W., which is 
two miles off shore from the Bajo Grande Natural Gas Liquids 
Processing Plant and South-West of channel buoys B-87 and B-88 
on the Maracaibo channel. The dock is single sided and consists of 
4 breasting pilings, 4 mooring dolphins and a loading platform. 

The dock is equipped with a compressor and auxiliary equipment 
to assist the ship in compressing and re-condensing the ship's 
vapours. No liability will be assumed by the Plant Operator for 
unavailability of the Dock's vapour compressor. The dock is also 
equipped with a vent system to dispose of contaminated vapours. 

A tie-up crew will handle all mooring or pick-up lines before and 
after loading. The Plant tie-up crew will assist the ship's crew in 
positioning and connecting the cargo loading arms and in removing 
same on completion of loading. The dock loading arms are equipped 
with 10 in. ASA 300 Ib. RF flanges. It shall be the responsibility of 
the ship to furnish its own fittings to mate with the dock’s 10 in. 
ASA 300 Ib. FR flanges. 

Mooring procedure. Any vessels calling at Bajo Grande must be 
equipped with mooring hawsers of sufficient length and strength to 
run aline to each of the two bow and two stern mooring dolphins and 
shall use such equipment while at the dock. Vessels equipped with 
tension winches and cables shall utilise these in addition to the 
mooring hawsers or alone if the vessel has sufficient cables to meet 
the minimum requirements of running a cable to each of the bow 
and each of the stern mooring dolphins. For added security of those 
vessels not equipped with tension and/or cables, one steel cable 
will be furnished for a bow and another for a stern mooring dolphin 
by the Plant. It should be recognised by all parties that while the 
use of these cables is strongly recommended, the Plant accepts no 
responsibilities for loss or damage to any vessel or to any facility 
or to any person that may result from the failure of this equipment. 

For the convenience and safety of al! personnel boarding or 
unboarding while at Bajo Grande it is recommended that the vessel's 
accommodation ladder be rigged on the port side, this being the 
side normally laying against the dock. The ladder should be sus- 
pended after the mooring master boards and during docking opera- 
tions to avoid being fouled. 

Notice of Readiness: Upon arrival at Bajo Grande and after 
clearance by Customs Authorities, and after obtaining any other 
governmental approval required prior to loading, the master of a 
vessel shall notify Operator in writing that the vessel is ready to 
load cargo. Such notice shall include a report of the condition of 
vessel's tanks which shall accurately state the temperature, pressure, 
last cargo, amount of fuel, possibility of contaminants or any other 
conditions which might affect loading and except as hereinafter 
provided, laytime as hereinafter defined, shall commence upon the 
expiration of six hours after arrival in Bajo Grande. Laytime shall 
cease when last mooring line is cast off from the dock. 

For purposes herein, actual exchange of the written notice referred 
to above may be made after the vessel is secured at the dock; 
however, arrival at Bajo Grande shall be defined as the point in 
time when the vessel passes between the buoys numbered B-87 and 
B-88 which are markers of the Maracaibo ship channel and are 
located approximately 1,000 m. in front of the Bajo Grande dock. 


BALLAST: There are no disposal facilities for dirty ballast at Bajo 
Grande. Vessels calling on Bajo Grande must arrive at Bajo Grande 
with c/ean ballast. In the event, the Plant representative or the 
representative of the National Guard observes dirty ballast, bilge or 
other contaminants being discharged into the lake, such operations 
shall be suspended immediately. All consequences resulting there- 
from shall be strictly for the vessel's account. It is strongly recom- 
mended that the Master instruct all ship's personnel to avoid any 
possible spillage or contamination of the lake. 


LOADING: Loading arm position and connections must be to the 
satisfaction of ship's personnel in charge. Upon approval of ship's 
personnel in charge of loading, the cargo valves may be opened to 
test connections for leaks and to commence loading. 

The responsibility for and custody of cargo passes to the ship 
when the cargo reaches the connection owned by the ship. 

The minimum loading rate is 250 barrels per hour (bph) and then 
only when starting to load or when slowing down to trim vessel at 
completion of loading. The maximum loading rate to be expected 
under normal conditions is 8000 bph. 

All loading and discharging will be stopped during the passage of 
an electric storm, and ullage covers must be closed and dogged 
down. During periods of calms, loading of gasoline or other similar 
low flash products may be loaded at reduced rates or loading 
stopped if the heavy vapours are not being dispersed guicely enough 
to prevent hazards from accumulated gas pockets. Ship's officers 
are cautioned to be on their guard during such conditions. 

Under normal operating conditions it may be necessary to displace 
the loading line. This will require the ship's personnel in charge of 
loading to advise the Plant representative when the cargo is short 
by an amount equal to the content of the loading line. 

Cargo documents: Vessel's clearance and cargo papers will be 
delivered to the Master by the ships’ Agent on arrival in Maracaibo 
Harbour outbound. 


FUEL: Heavy and medium marine diesel, intermediate fuel, and 
bunker “C” fuel oil are available in the area from Creole, Shell and 
Chevron. Lubricating oils in limited quantities is also available from 
local contractors. All bunker, lubricating oils, water and other 
requirements should be cabled to the ship's Agent. For reasons of 
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safety, no bunkers may be taken on the vessel while berthed at} 
Grande. 

WATER: Available at Maracaibo Harbour. 

MEDICAL: Complete medical services are available in Maracg 
REPAIRS: Maracaibo: No major repair facilities are avails 
minor repair jobs can be taken care of through local machine, 
electrical shops. Shore labour can be furnished if required, Re 
radar and gyro compass technicians are available upon reques, 

Bajo Grande: No repair facilities are available, but when requi 
personnel from shops in Maracaibo will travel to Bajo Grand 
effect repairs. 

SHORE LEAVE: Launch service for official business Purposes 
emergencies is readily available in Maracaibo. Launch servic, 
shore leave can be arranged through contact marine service 
will be the responsibility of ship's personnel. Arrangements 
shore leave transportation can be made through the ship's Ap 
No shore leave facilities are available at Bajo Grande. 
CLASSIFICATION SOCIETIES: American Bureau of Ship, 
and Lloyd's Register of shipping, U.S. Salvage Association, Sa) 
Association of London, Det Norske Veritas, Bureau Veritas, Reg) 
Italiano Navale, and Germanisens Lloyd have agents in Maracs 
Surveyors are available by appointment from any of these Agent 
CURRENCY: The Venezuelan unit of currency is the Bolivar, 
and is the only currency recognised as legal tender within 
country. Masters desiring a cash advance should make the reg 
to their Agent when advising ETA. 

MAIL: Outgoing mail for ship's account may be given to the Age 
representative who boards the vessel on arrival at Marag: 
inbound. Personal mail will be accepted only if carrying the coy 
amount of Venezuelan postage, or if postage is authorised by 
Master for the vessel's account. 

OPERATING RULES: (Some of which follow). Refrigerated| 
vessels will not be considered ready for loading at Bajo Gr 
unless all LPG. Tanks contain LPG vapours and are cooled ¢ 
sufficiently to permit loading of product(s) nominated. 

The dock is equipped with a vapour compressor and conden; 
facilities for liquifying vapours, however, no liability will be acce 
for failure or unavailability of the equipment. 

Vessels must be able to match the dock's loading connect 


which are: 
Propane 10 in. flange ASA 300 RF 
Butane 100,; % ¥ 
Vapourreturn 10,, ,, Fs 
Gasoline 10 


No facilities are available for inerting. LPG vessels requiring: 
down, purging or other assistance at Bajo Grande may be acce; 
for such purposes upon request by the Master of the vessel, howe 
a charge for such services shall be made to the Agent of the ves 

The charge for assistance to effect purging and/or chill dow 
Bs 733 per hour for all time that such purging or chill down operat 
causes the vessel to exceed allowed laytime. Such charges 
include the use of the dock vapour compressor. The quanti 
product involved in such purging or chill down shall be for 
account of the owner(s) of the product to be lifted by the ve 
concerned. 

In the event that the dock vapour compressor is operated # 
request of the Master of the vessel for purposes other than pur 
or chill down, a charge of Bs 500 per hour will be made to the As 
of the vessel. The plant also has the facilities to odorise ves 
when required. The charge to the vessel for the odorant shall be 
actual landed cost for such odorant. 

If, in the event a vessel is berthed at the dock and after six run 
hours have expired after notification by operator to the Masté 
the vessel that the facilities are ready to deliver products and 
vessel at the end of such time is unable to receive products, ! 
at the discretion of operator, the vessel may be cast off from 
dock to prevent flaring of products or curtailment of production 

A vessel may be cast off at any time for reasons of safety. 

Maximum percentage by volume of air or oxygen allowable 
safe loading of respective product when vessel's tanks are ine 
with CO, or No. 

Air Oxygen 
Product (CO:) (N.)* (CO.) (N,)* 
LPG 50 40 8 7 


Gasoline 50 40 8 7 
* Nitrogen percentages do not include nitrogen of 
the air in mixtures. 
Example: If a vessel is to be loaded with LPG and is to be int’ 
with Nez, enough N. must be added to ensure that the mixture: 
contain no more than 40% by volume of air. The other 60% being 


Section B 
LA ESTACADA: 10.42 N. 71.32 W. 


(N.B. For important details of Documentation, Pilotage etc’ 
“Maracaibo Lake"’). 

OPERATORS: Texaco Maracaibo Inc. 

LOCATION: Loading terminal in the Lake of Maracaibo # 
Estacada, located at 10° 42’ 30" N. and 71° 31’ 40" W. Entrance! 
leaving this terminal is made between buoys B.65 and B.66. 
DOCUMENTS: As soon as vessel is safely moored T 
marine dispatcher will board the ship together with the porté 
ties. 

PILOTAGE: (see ‘Maracaibo Lake"). 


le ee de ee Ls 


ane = ed ra ee 


= = @ 


ae 


d 
] 


1 All vessels must call Texacomar on 2182 kc when passing the 

y, buoy and when embarking the Pilot at San Carlos. — 

2 Reduce speed approaching inner channel buoy B-63; rig accom- 
modation ladder starboard side properly illuminated. Company 
mooring master will board between B-63 and B-65. 

qListen during transit on 2182 kc. se! 

4 In event of unforeseen circumstances requiring vessels to 

chor, area West of Estacada Northern buoy mooring outside of 
channel limits will be used. ; 

Vessels proceeding to La Estacada Terminal must enter the Outer 
channel and embark the Government Pilot between buoys B-25 

48-27. After vessel arrives in the vicinity of the E.M. buoy, Master 
a contact San Carlos Pilot Station by radio-telephone on fre- 
yency 2182 kc requesting Pilot between buoys B-25 and B-27. 
once Pilot is on board, the vessel will proceed to Estacada, re- 
dyeing speed in vicinity of Inner Channel buoys B-63 and B-65 
where Texaco’s mooring master will board. Vessel should have a 
rong line ready to hoist Texaco's mariner radio on board. The 
oficial Pilot will stay on board until vessel is moored. 


WAX. SIZE: Water depth in both buoy moorings is 44 ft. mean 
monthly observed lowest water (MMOLW). Because of the depth 
ofthe surrounding approaches, 41 ft. (MMOLW), admissible mid 
ship's maximum draft in both moorings is 39 ft. freshwater. Under 
certain tidal conditions, however, with vessels over 60,000 dwt 
snd LOA exceeding 750 ft., it may be necessary to restrict loading 
9 38 ft.6 in. Masters are requested to be guided by Mooring Masters 
appropriate draft to be loaded. 

Berth No. 2 will accommodate vessels up to 850 ft. LOA, and Berth 
No. { up to 720 ft. LOA. Beam in both berths is unlimited. 


RADIO: Information to be cabled to Texaco Maracaibo Inc. Cable 
address; “Texacomar, Maracaibo”. 

Upon vessel's departure from the last port bound for La Estacada 
cable 72-48 and 24 hours ETA at San Carlos pilot station, including 
in this message last port, Master's name, if a.c. current on board 
and any requirements. If diverted, cable original destination, also 
rave 5 copies of diversion cable ready on arrival. If the vessel is 
nominated to load a part cargo only at La Estacada, indicate at 
which port cargo will be completed. All cables should be sent via 
PJA (Curacao Radio) and via ITT all American Cables. 

BERTHING: (a) Description: Marine Oil Loading Terminal, owned 
ty Texaco Inc., is an off-shore installation and consists of two per- 
manent buoy moorings, No. 1 to the South, and No. 2 to the North. 

Berths No. 1 and No. 2 consist of 4 fourteen-foot cylindrical steel 
duoys, each fitted with a pelican hook to which ship’s mooring 
ines are attached by Texaco’s mooring launches. On each buoy 
there are two 1g in. improved plow steel wirelines to supplement 
mooring lines in order to provide additional security during strong 
winds. In berth No. 1 the plow steel wires are 520 ft. long and in berth 
No, 2 585 ft. 

Both berths are two directional; ships moored heading North or 
South according to prevailing current. 

(b) Deballasting. No facilities at La Estacada to receive dirty ballast. 
Ballast must be clean, and is discharged into the Lake. 

(¢) Mooring. All ships should have an adequate supply of stoppers 
or other special equipment necessary to handle wires attached on 
mooring buoys. Vessels mooring in berths must be equipped with 
four ropes forward and four ropes aft. Vessels are cautioned that 
good quality ropes are essential and that they will be held liable for 
ay damage occurring through improper or poor mooring ropes or 
inability to properly handle same. 

Vessels in buoy moorings must have deck winches in readiness 
for use at all times. Method of berthing will be at discretion of 
Company's mooring master, as weather and other conditions permit. 
During berthing and unberthing, ship's engines, tackle and all other 
gear must be in operative condition and in a state of readiness for 
se on immediate notice. 

Weather permitting, and berths being available, vessels may be 
terthed at any hour of the day or night. Mooring buoys are properly 
‘ghted. Texaco's mooring master will assist in mooring the vessel 
‘berth No. 1 or 2. Loading hoses can be connected both port and 
Starboard side, according to ship's position. The mooring master 
wilremain on board ship to advise on connecting and disconnecting 
tading hoses, and loading of cargo. He will later unmoor vessel and 
‘and over to government Pilot on departure. 

Mooring Master acts as adviser only and the Master retains full 
sponsibility at all times. When ship is in position and mooring 
wes tautened, mooring winches such as tension winches must have 
“eit manual brakes put on securely, and should not rely on auto- 
natic rendering devices. 

uring time vessel is at the berth, frequent and regular inspection 
. mooring is essential to ensure that mooring lines are kept taut and 
a movement of ship is kept to a minimum. When tugs are along- 
/38 or assisting a tanker, all cargo openings, permanent ballast 
‘anks, lids and pump-room doors must be closed no matter what 
pe theg is being or has been carried, unless these spaces are 


The moori g Operations are carried out by two mooring launches 

ind two tugs, 

Nes: Use of two tugs of at least 1,600 h.p. is compulsory for 

oft 'ng and unmooring at La Estacada (Government Decree). Use 

hte Mooring launches with crew including a diver, who inspects 
Submarine loading hoses, is compulsory at La Estacada. These 


"0oring launches remain alongside ship during stay in berth order 


‘any emergency. 
nig INSPECTION: As soon as all ballast is discharged and 
$ connected, production supervisor from La Estacada boards 
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to inspect ship's tanks. If same are dry and clean he will sign corres- 
ponding certificate. 

LOADING: Berth No. 1 has two loading lines (one 24 in. and one 
16 in.) with corresponding manifold, and Berth No. 2 also has two 
lines (one 24 in. and one 18 in.). Twelve-inch — 150 pds. marine load- 
ing hoses are used. Each berth capable of a maximum loading rate 
oe barrels per hour, with an appropriate reduction for topping- 
off. 

However, maximum loading rate entirely at Company's option 
and will vary according to circumstances and type of tanker concer- 
ned. When completing loading, stoppage of cargo will be determined 
on board, and Masters are requested to inform mooring master at 
least 30 minutes in advance in order reduce pumping rate for topping- 
off. Mooring master will be in continuous contact with pumping 
station by means of portable radio. Should this means of communi- 
cation fail, the following signals on ship's whistle will apply: 

One long blast Stand by 

Two long blasts Commence pumping 

Three long blasts Stop pumping 
Upon completion of loading, marine dispatcher, together with ship's 
officer, will gauge ship's tanks and later prepare cargo documenta- 
tion. 
FUEL: Bunkers and marine fuels supplied by barge before or after 
loading operation at anchorage. Chevron, Creole, and Shell have 
bunker service in Maracaibo. 
FRESH WATER: Must be ordered with first ETA cable so that 
arrangement can be made with supplier. A water barge and a tug 
must be hired. Although the water may be supplied by Texaco, the 
hire of tug and barge is very expensive. Recommended that Masters 
obtain adequate fresh water at other ports. 
REPAIRS: Only smaller repairs can be effected locally; however, 
technicians available for radio and radar repairs. 
SHORE LEAVE: Launch is primarily for use of authorities and 
company staff, but will effect trips for crew if required by Master. 
Contact mooring master who will make necessary arrangements. 
GUARDS: One National Guard stationed on board. He must be 
provided sleeping quarters and seated in officers’ mess for meals. 
CLEARANCE: Immediately after termination of loading operations, 
hoses are disconnected and Texaco's mooring master will proceed 
to unmoor vessel. In the meantime, cargo documents are prepared 
by Agency personnel, the government Pilot is ordered, and as soon 
as vessel is cleared, she will proceed to her destination. 
CURRENT/DENSITY/TIDE: Current velocity maximum 4 knots. 
Nature of bottom, mud. Salinity of water, 997-1003. The tidal range in 
feet for the Estacada Terminal is springs 1.5 neaps 0.5. 
GENERAL: (a) Cash Advance. Cash advance will be in local cur- 
rency (Bolivares). Cable in advance any such requirements. 

(b) Mail. Outgoing correspondence may be given to our marine 
dispatcher. For personal mail (crew) alist should be made, indicating 
name of crew member, quantity of letters and destinations. 

(c) Ship Chandlers. Two ship chandlers in Maracaibo who can 
supply vessels with fresh meat, fish, vegetables, fruits, etc. Require- 
ments should be transmitted in first ETA cable. 


AGENT: Texaco Maracaibo Inc. 


Section C 
LA SALINA: 10.22 N. 71.28 W. 


(N.B. For important details of Documentation, Pilotage etc., see 
‘‘Maracaibo Lake”’.) 

OPERATORS: All terminal facilities are under the control of the 
Creole Petroleum Corporation. 

APPROACH: Entrance and leaving this terminal is made between 
buoys B.97 and B.98. 

LOCATION: La Salina located on Eastern shore of Lake Maracaibo, 
in latitude 10° 22’ 18” N., longitude 71° 27’ 49” W. 

CARGO DOCUMENTS: These are generally placed on board 
prior to departure. Vessels whose Master accepts the early departure 
procedure may sail with documents in blank. Figures are then 
radioed for inclusion in blank documents. Outward clearance docu- 
ments are placed on board the vessel prior to departure. 
PILOTAGE: In the event that no contact can be made with San 
Carlos pilotage station, or if there is a language problem, contact 
should be made with Creole Marine at La Salina by voice radio on 
2182 kc or 156-6 Mc. 

A vessel entering or leaving the harbour must be assisted by a 
Docking Master in the general employ of area furnished by Creole 
Petroleum Corporation, an inbound vessel being boarded by him 
at the anchorage area approximately 3 miles off shore. 
ANCHORAGE: For vessels awaiting berth there is an anchorage 
area located West of a line between rig L-175 to buoy S3 and the 
light buoys M1, M1A and S1 (chart No. MO-G-4-C) about 3 miles 
West of the loading Terminal in 6 to 7 fathoms of water with a mud 
bottom. 

RESTRICTIONS: None. The port is open for navigation during 
the day and night, allowing ships to enter and sail at any hour. 
MAX. SIZE: Up to 110,000 dwt. The access channel to La Salina 
has a least depth of 41 ft. 

RADIO: The cable and telegraphic address for the Creole Petro- 
leum Corporation at La Salina is “Creole La Salina”. Radio mes- 
sages to and from ships at sea are routed through the government 
radio station at Maiquetia (La Guaira) call letters YVG. This station 
operates on a 24 hour continuous watch, on the following frequen- 
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cies: Listening frequencies: long wave: 500 kc/s; short wave: 4178— 
6267-8356—1 2534-16712-22225 kc/s. 

Transmitting frequencies: long wave: 500-472-464-417 kc/s; short 
wave: 17141.6—-12817.5-8730-8722-651 9.5-6505.5-4352-4322 kc/s. 

Radio notice of arrival should be sent 72 hours prior to arrival at 
La Salina and corrected if weather or other conditions delay the 
vessel. 

La Salina Port Services section maintains radio-telephone listen- 
ing watches on a 24 hour basis on following frequencies: 2182 kc/s., 
156:8 Mc/s. 

Frequencies 2638 kc/s, 2738 kc/s, 2120 kc/s and 1566 Mc/s are 
available for use after initial contact on one of the above listening 
frequencies. 

All vessels en route to La Salina may also communicate with 
Creole Amuay or Caripito Marine offices and request that messages 
dealing with corrected ETA's, pilots and other business be relayed 
to the La Salina Marine Office. 

TUGS: Creole maintains one 3,000 h.p. diesel tug and one 1,600 
h.p. diesel tug. Tug-boat assistance is considered essential and is 
afforded all vessels entering, leaving or shifting in the harbour. 
BERTHING: At La Salina, Creole maintains a deep-water terminal 
(Lacustre) consisting of an island where are located two finger 
piers, each 1,100 ft. in length and 500 ft. between piers, providing 
four berths to accommodate tankers up to 110,000 dwt. Berths are 
numbered 6N, 6S, 7N and 7S, from North to South. At these berths 
various crudes can be loaded simultaneously. In addition there is 
an offshore platform (Pier No. 3) where liquefied petroleum gases 
(Butane and Propane) can be loaded and refined products can be 
loaded or discharged. 

Instructions concerning berthing are given by Port Services Sec- 
tion by means of radio-telephone. 

The use of an anchor when docking is permitted at all berths. 

It is considered prudent to have the outboard anchor hove-out prior 
to entering the harbour in order to facilitate speedy release if neces- 
sary while docking. The Pilot will advise whether the ship is to be 
berthed port or starboard side to the dock. 
BALLAST: Vessels should arrive at La Salina with sufficient 
ballast to permit safe handling. Docking Master requirements in this 
connection under normal weather conditions are interpreted as 
drawing approximately 8 ft. forward, 18 ft. aft. on a T-2 or similar 
type tanker, and 11 ft. forward, 20 ft. aft on a 26,000 dwt, or larger 
type vessel. 

Ballast should be carried in a minimum number of tanks, and all 
other tanks stripped, so as to minimize deballasting time. 

It has been established that one of the major causes of contamina- 
tion of crude oil is the relatively small amount of salt water remaining 
in the ship's tanks, pumps, and ballast lines after ballast discharge. 
This very small amount of salt, nevertheless, frequently results in 
costly damage and downtime to refining equipment, besides present- 
ing many other processing problems. 

It is therefore requested that the full co-operation of the Master 
and Officers of ships loading for Aruba, be given to ensure that all 
ballast tanks and lines are flushed with lake water and stripped as 
dry as possible. 

Vessels equipped with a separate and completely segregated 
system of ballast tanks, lines and pumps, will be permitted to dis- 
charge ballast and load cargo simultaneously, providing approval 
of both the pier foreman and Petroleum Inspector is secured. 

A pier supervisor who is in direct communication with the loading 
pumphouse is stationed at each pier during the entire time the vessel 
is discharging ballast or cargo or receiving cargo. 

Absolutely oil-free ballast may be discharged overside. All dirty 
ballast must be pumped ashore. A 34 in. ballast line, with dirty ballast 
treating facilities are available. 

If it is desired to follow the “load-on-top" procedure it is requested 

that the marine representative be informed on arrival. 
LOADING: Instructions as to grade or grades of cargo, and the 
approximate loading rate anticipated, will be given to the Master 
on arrival. Supplementary information including number and size 
of lines and Chiksan arms will be furnished to the Chief Officer 
before loading commences. Loading rates will be reduced as re- 
quired when topping off. 

If vessel's loading order from owners or characters do not agree 
with the terminal's orders, either as to grades or quantity, the marine 
representative should be advised immediately. The terminalis author- 
ised to load 19% more or less than the quantity nominated; if the 
cargo to be lifted will be more or less than this 10% limitation it is 
necessary to cable Creole New York for confirmation. 

A terminal employee is stationed at each pier during the entire 
time the ship is discharging ballast, bunkering, or loading cargo. 
Fifteen minutes ‘‘standby"’ notice should be given to this man prior 
to completion of ballast, bunkers, or cargo. 

Shut-down controls for all crude oil pumps are available at each 

loading berth at ship's rail of loading vessels for use in case of 
emergency only. 
LOADING RATES: Loading operations at La Salina Terminal are 
normally carried out at relatively high pumping rates; up to an ave- 
rage of 40,000 bph. Ship's officer will be advised by the pier super- 
visor at what rate the cargo will be loaded. LPG is loaded up to an 
average maximum rate of 7,500 bph at Platform No. 3. 

The loading and discharging of all crude petroleum and its products 
will be stopped during the passage of an electric storm, and ullage 
covers must be closed and dogged down. During periods of calms, 
loading of gasoline or other similar low flash products may be at 
lower rates or loading stopped if the heavy vapours are not being 
dispersed quickly enough to prevent hazards from accumulated 
gas pockets. Ships’ officers are cautioned to be on their guard during 
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such conditions. 

Loading rates will be reduced when topping off, if requeste, 
the ship's officer. 

MEDICAL: Complete medical, dental and hospitalisation fagy 
are available at La Salina. Medical treatment is provided at a ¢; 
operated clinic. 

Authorisation forms for medical treatment are provided y 
require the Master's signature. Transportation will be supplie 
Port Services section. 

If the patient does not speak Spanish or English, an interpy 
should accompany him. 

FRESH WATER: A limited supply of fresh and boiler way, 
available at La Salina Lacustre Terminal. Delivery is made thr 
24 in. National Standard Fire Hose Thread hydrants. Ship's persy 
must provide hoses and connect up. 

FUEL: Bunker C fuel oil, marine diesel and intermediate fue 
available at La Salina Terminal Lacustre. Delivery is made alo 
Piers 6 or 7 by 8 in. diameter Chicksan hose, located about mids) 

It is the responsibility of the ship's engineer to give “'stang 
notice to the terminal employee and advise him when to shut ¢ 

Supplies of Essomarine lubricating oils are available. Dej 
will be effected while loading and requirements should be inep 
rated in the ETA radio. 

DENSITY: The average density at the berth is 1002 but y, 
dependent upon amount of rainfall. The temperature ranges: 
82° to 86°F. 

REPAIRS: The Marine Port Staff will assist with emergency re, 
as may be required in each case depending upon availabjlj 
competent personnel and equipment. The company's shop faci 
while not equipped for extensive ship repairs, may be made avai 
to fabricate or repair items that are urgently required. 

The nearest dry docks are those at Puerto Cabello and Cur 
N.A. Several contractors in the area provide labour for hull pai 
and for tank cleaning. Contracts for these services are made 
ship's Master directly with the contractor. 

Radio technicians are available for minor repairs. With suff 
advance notice a radar specialist can be arranged to boar 
ships at La Salina. 

CONSULATES: The following countries have consular 
sentatives in the area: 


Belgium France Nicaragua 
Chile Germany (West) Panama 
Columbia Great Britain Peru 
Costa Rica Guatemala Spain 
Denmark Italy Sweden 
Dominican Rep. Netherlands Switzerland 
Ecuador Norway U.S.A. 

El Salvador 


SHORE LEAVE: Shore leave is permitted and a representati 
the Captain of the Port boards on arrival and issues the req 
number of passes. Shore passes are to be collected prior to sa 
and given to Pilot undocking the vessel. Vessels are not perm 
to sail until all crew members are on board, unless hospitaliss 
prior arrangements made for disembarking. No launch servic 
liberty parties is available while vessel is anchored off La § 
awaiting berth. 

GENERAL: Representatives of the Marine Department } 
vessels immediately on arrival, and it is particularly requested 
Masters indicate at that time all ships requirements. The M 
Office Building is located at the Pierhead Trestle and personne 
available for assistance at all hours. 

(a) Bonded Stores. Cigarettes or other stores in bond are 
obtainable in La Salina. 

(b) Cash Advances. Cash advances are made in local curt 
the Venezuelan Bolivar. Cash requirements should be includ 
the ETA radio. 

(c) Charts. On first arrival of each tanker, the Marine Dispal 
will furnish a set of local charts if required. No supplies of 
Hydrographic or British Admiralty charts, or sailing directions 
available. 

(d) Classification Societies. American Bureau and Lloyd's Reg 
have non-exclusive Agents in Maracaibo, and qualified Masters 
Chief Engineers are available for appointment as Surveyors! 
required. 

(e) Gangways. All vessels using the port of La Salina must pr 
a safe gangway. The use of rung ladders, pilot ladders, et 
contrary to port regulations and port authorities will not > 
except by means of a safe gangway or accommodation ladder. 

(f) Plimsoll Marks. The Captain of the port requires that the! 
soll Marks of all vessels using the port be clearly visible. Ves 
may be checked on completion of loading, and if the Plimsoll 
are not readily legible, permission to sail may be withheld. 

(g) Port Services. On arrival at La Salina terminal, a com 
representative boards vessels, so it is particularly requested 
Masters make known to him all ship's requirements. Masters) 
bear in mind that while vessels are within Venezuelan tert 
waters, Government authorities do not permit the use of I 
radio equipment. Cables and radiograms should be handed tt 
company representative for transmittal via shore radio commu 
tion system. La Salina has also radio telephone communication 
North and South America and Europe. For further information 
tact Port Services Section in the terminal building, tel. 
88695. 

(h) Rat-guards. By order of the Port Authorities, vessels 
quired to use ratguards on all mooring lines. 

(i) Personnel - Seamen left ashore. In the case of seameé? 
ashore for hospitalisation, repatriation or other reason, his 
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and personal effects are to be delivered to the Marine Office 
nents Salina before sailing. A letter is required from the Master 
" A maximum advances to be made to seaman if any, and 
a ons concerning his repatriation. All expenses incurred by 
oe left ashore, including cost of repatriation, are for ship's 
account ortant that Masters bear in mind that the Venezuelan law 

“le all times hold the vessel, her Master, Agent or Owner, re- 
ee wsible for any seamen left behind in Venezuela. 

' on Provisions and stores. Fresh and dry provisions are supplied 

Oious shipchandlers in Maracaibo and Cabimas (La Salina). 
HI a should deliver his signed requisition to the Marine Depart- 
pr representative who boards on arrival. Provisions would then 
vw delivered to the vessel while loading. The prices and quality 
of some items, such as fresh fruit, fish, shrimps, vegetables, etc., 
ue competitive; dry stores are considerably higher than in most 
; is, The Fleet Steward will assist in filling requisitions. It is 
portant that the Master sign the ship-chandlers invoice as author- 
igation for the Marine Department to make settlement. 

(k) Mail. Any pending ship's mail will be delivered on board by 
the Marine Dispatcher on arrival at La Salina. At same time he will 
receive ship's mail to be dispatched. The Marine Dispatcher will 
accept personal mail only if it carries the proper amount of Vene- 
welan postage, or if Master authorises the postage by signing 
seven copies of the Company Postal Transmittal form. Masters 
interested in knowing the individual postage amounts to be paid by 
each crew member, should provide us with a list, in duplicate, of 
the senders, and number of letters sent by each one identified by a 
number written on each letter. ; 

Copy of this list will be returned aboard the vessel when leaving 
this port outward bound. If not ready on time, it will be airmailed to 
the vessel's next port of call. : 

(|) Inspection of Petroleum Products and Crude Oil. Chas. Martin 
4 Company and E. W. Saybolt petroleum inspectors are available if 

ified. 
in) laundry. Laundry service is available between 0700 and 1700 
on week-days. No guarantee can be given on time of delivery. 


Section D 
MARACAIBO: 10.42 N. 71.39 W. 


On the North-western shore of the Lake Maracaibo. 

Maracaibo is the capital of the State of Zulia and seat of all Govern- 
ment and Consular Offices, as well as the port of entry for all vessels 
loading at one of the Terminals in the Lake of Maracaibo. 

(N.B. For information details of Documentation, Pilotage etc., see 
“Maracaibo Lake"’). 

ANCHORAGE: The Pilot will not con the ship into the anchorage, 
but will indicate the proper location to anchor. Care should be taken 
because of small boats and ferry traffic. 

ACCOMMODATION LADDER: Vessels must provide an accom- 
modation ladder. The use of trunk ladders, pilot ladders, etc., is 
contrary to port regulations. Port authorities will board only by 
means of an accommodation ladder. It is recommended to rig this 
in advance in order to avoid unnecessary delays. 

BOARDING PARTY: The boarding party usually consists of the 
following persons: One Quarantine Official, Two Customs Officials. 
One Port Captain's Representative, Two representatives (Agent 
and Mooring Master). 

RADIO: “Radio Marina” transmits information of interest to naviga- 
tion every day from Monday to Friday from 1000 to 1015 hours and 
{tom 1600 to 1615 hours on frequency of 4,420-7 kHz in the 60 metre 
band, output 1 kilowatt. All bunker, lubricating oils, water and other 
a should be included in the cable giving the ETA of the 
vessel, 

TUGS: Service not compulsory, assistance is rendered if required 
ty the Harbour Master. Tugs are privately owned by the companies 
who operate their own terminals. 

BERTHING: The manoeuvring area within Maracaibo harbour 
has a depth of 26 ft. 


Wharf ars Length 106 metres Depth alongside 17 ft. 
Ls " ” 1 ” ”" ” ” 
| » 3 ” 159 ”" " ” 19 ” 
” n 4 ” 159 ” ” ” 20 ” 
" " 5 ” 135 ” ” ” 20 ” 
x » 6 ” 135 ” ”" ” 22 
” ree ” 135 ” ” ” 22 ,, 
i= » 8 ” 135 ” " ” 22 
° " 9 ” 120 ” ” ” 22 ” 
»  » 10 ir esti | tathinae ” ” 22 
WA thay, 1d sanin 4 ZO ce tap ” ” 22 

National Brewery Wharf |) 125. ” » 19, 


5 Nah iidgileliaias aaa alt ren hehe 
veh: Heavy and medium marine diesel, intermediate fuel, and 
unker C fuel oil are available at Maracaibo from Creole, Shell, 
d el and local contractors with barges. Supplied only by barge 
REST nes or anchorage. Lubricating oils are also available. 
is H WATER: All wharves supplied with fresh water by 2 in. 
EDI Fresh water also available from local contractors with barges. 
cONSUN Complete medical services are available. 


we Tel. 76061 Netherlands Tel. 4621 
read nts O289 Great Britain » 6169 
coombia 72932 Italy 

sta Rica » «6511 Mexico » 6781 
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Denmark aie 6531 Nicaragua » 76703 
Ecuador » 74055 Norway » 78911 
El Salvador » 74241 Panama » 78110 
Spain » «671118 Peru in «4545 
United States suderlee Portugal » 80870 
France » 5297 Dominican Rep. ,, 6511 
Guatemala 71193 Sweden 6511 


STEVEDORES: Normal working hours 0700-1100; 1300-1700 and 
1800-2300. 
TELEPHONES: There is no service for connecting telephones 
on board vessels. Public telephones are situated in the warehouses 
adjacent to all wharves. 
HOLIDAYS: All Sundays; 1st January; Good Thursday and Friday; 
19th April; 1st May; 24th June; 5th July; 24th July; 12th October; 
24th October; 18th November; 17th December; 25th December. 
POLICE/FIRE/AMBULANCE: Police tel. 3821; Fire, tel. 6585; 
Ambulance, tel. 2209. 
REPAIRS: No major repairs facilities are available; however, 
repair jobs can be done through local machine and electrical 
shops, and shore labour can be furnished if required. Radio and 
radar technicians are also available. 
SHORE LEAVE: Launch service in the Maracaibo harbour is 
readily available for official ship business. For shore leave personnel, 
depends on launch availabilities on arrival. 
AIRPORT: Modern International Airport “Granode Oro” situated 
North-west of Maracaibo City served by many national and inter- 
national airlines. A second airport with cargo and passenger ser- 
vices is situated at Santa Barbara del Zulia, on the banks of the 
Escalante river. 
PROVISIONS: Fresh and dry provisions are procurable through 
ship chandlers in Maracaibo for delivery at Maracaibo Harbour or 
at the terminal. 
AGENT: Head Office, (Direction and Control), Brokers, chartering 
and tramp agents, Victor H. Selinger, PO Box 1632, Caracas 101 
Venezuela. Cables “Selvic’’ or ‘“Seltank'’. Tel. 81.25,28-81.86.38- 
81.28.78. Telex: 21402. New Boe Code. 

Local Office: PO Box 496, Maracaibo. Tel. (061) 24960. (061) 24962. 
Cables: ‘Seltank", or ‘‘Selvic”’. 


Section E 


EL TABLAZO: 10.45 N. 71.32 W. (See Plan) 


OPERATORS: Instituto Venezolano de Petroquimica. 
LOCATION: South-East part of Puerto Miranda. 

BERTHING: There are two jetties, one for liquids and one for 
solid cargoes: 

Liquid Berths. (Length 869 ft.): 


Place No.3 Max. OAL 650 ft. 00 in. 
Max. Depth 39 ft. 00 in. 
Max. Draft 34 ft. 00 in. 
Loading Arm 1 
Loading Line 12 in. 
Vapour Line 10 in. 

Place No.4 Max. OAL 650 ft. 00 in. 
Max. Depth 37 ft. 00 in. 
Max. Draft 34 ft. 00 in. 
Loading Arm 1 
Loading Line 12 in. 
Vapour Line 10 in. 

Manoeuvring Area Depth _37 ft. 00 in. 


Products to be handled: 
Natural Gasoline at 687 t.p.h. 


Estirene 160 

Methanol 687 

Isobutane 687 

Ammonia 525 temp. —33-3°C 

Propylene 40 , 40°/6°C 

Butane 1: mee YC: jl ©) 

Monovinyl Chloride 420 ,, 37:8°C 

Ethylene 80 ,, —104°/—70°C 

Solids Berth. (Length 797 ft): 
Place No.1 Max. OAL _ 650 ft. 00 in. 

Max. Depth 37 ft. 00 in. 
Max. Draft 34 ft. 00 in. 


Manoeuvring 


Area Depth 37 ft. 00 in. 
Place No. 2 


Max. OAL 650 ft. 00 in. 
Max. Depth 37 ft. 00 in. 
Max. Draft 34 ft. 00 in. 
Manoeuvring Area Depth 37 ft. 00 in. 
Cargo Equipment: 
Place No. 1 One urea in bulk loader 
Cargo capacity 650/700 t.p.h. 
Place No. 2 Three urea in sacks conveyors. 
Cargo capacity 2,400 sacks of 50 kgs each per hour. 
FRESH WATER: Available, 8 t.p.h., but expensive. 


AGENTS: Agencia Maritima de Representaciones C.A. 


PUERTO MIRANDA: 10.46 N. 71.34 W. 


(N.B. For important details of Documentation, Pilotage, etc., see 
“Maracaibo Lake"’.) 

LOCATION: Situated at Eastern shore of entrance to lake of 
Maracaibo, in position lat. 10° 46’ N., long. 71° 34’ W. 
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OPERATORS: Compaifiia Shell de Venezuela Ltd. 
CLEARANCE: Pratique and Custom's clearance will be granted 
on arrival either at the anchorage or after the vessel has been berthed. 
Masters therefore requested to have the accommodation ladder 
ready on arrival to avoid delays, since the Government Officials do 
not board the vessels by pilot ladder. 

On arrival when pratique is requested, all vessels should fly 

International flag signal 'Q", or show a yellow light during hours of 
darkness. 
PILOTAGE: On arrival Puerto Miranda under Government Pilot's 
advice the vessel will be boarded by company Berthing Master, who 
will assist Master in docking vessel. He will also assist in undocking. 
CHANNEL: Channel has a leading mark formed by the towers “P" 
and “‘M" and is marked by buoys. 

(1) Incoming tiaffic bound for Puerto Miranda must leave the main 
channel between the buoys B-59 and B-61 towards the anchor- 
age. 

(2) Vessels coming from the Lake in ballast or to complete cargo 
at Puerto Miranda must leave the main channel when passing 
the buoy B-63 on their starboard side and proceed in the 
direction of Jetty 3 towards the anchorage. 

(3) All vessels on leaving Puerto Miranda should enter the main 
channel by the buoyed exit channel marked by the buoys numbered 
AP3, AP2, AP1 and B57B. 

Once the ship is unmoored, the Berthing Master on duty at Puerto 
Miranda will emphasise to the official Pilots the route to be followed 
in each case. 

MAX. SIZE: The maximum permissible draft is 43 ft. even keel, 
including the ship's sagging when taking advantage of high water. 
Otherwise, draft must be in accordance with depth available at time 
of cepeeass which under no circumstances can be higher than 
43 ft. 
RADIO: Port Services Office equipped with radio-telephone 
installation operating on 24 hours basis, transmitting on following 
frequencies (simplex press to talk system). 

Int. Channel 
Approach calling and safety 156-8 mc/s No. 16 
CSV and other tankers port operations 1566 ,, No. 12 
Emergency calling 2-182 kc/s. 
ARRIVAL ADVICE: Vessels equipped with radio-telephone 
installation operating on above frequencies are requested call 
Puerto Miranda about three hours before arrival at port. Calls made 
in Spanish language will be answered promptly, since there is always 
a Spanish-speaking clerk on duty. Calls in English will be answered 
by Berthing Master on duty, except when he is occupied, in which 
case the call should be repeated later on, as an alternative, the Master 
could ask Government Pilot to report in Spanish his vessel to 
Puerto Miranda. During hours of darkness all vessels must identify 
themselves on arrival, either by radio-telephone or Aldis lamp. 
TUGS: Two motor tugs of 2,800 h.p. assist all vessels in docking 
and undocking. Also one or two mooring launches will be standing 
by to take ropes. 
BALLAST: Discharge of oil or water polluted by oil into lake waters 
is prohibited and will incur heavy fines and compensation to beach 
owners and fishermen for cleaning nets. 

All dirty ballast must be discharged ashore. Clean ballast in cargo 
tanks may only be pumped overboard after prior consultation with 
Port Services Dept. Deballasting line pressure must not exceed 
100 Ib. p.s.i. Vessels equipped with a special separate and clean 
ballast system are to discharge their ballast into lake. 

Ocean vessels should be ballasted on arrival E.M. Buoy for inward 
passage with minimum ballast necessary for safe handling, taking 
into consideration Article 31 of Maracaibo Pilotage Zone Regula- 
tions, which states all vessels entering lake Maracaibo shall have a 
trim of no more than 8 ft., to permit safe navigation through channels. 

One of the major causes of contamination of crude oil is relatively 
small amount of salt water remaining in ships tanks, pumps and 
ballast lines after ballast discharge. This very small amount of salt, 
nevertheless, frequently results in costly damage and down-time 
to refining equipment, besides presenting many other processing 
problems. It is therefore requested that full co-operation of Master 
and officers be given to ensure that all ballast tanks and lines are 
stripped as dry as possible. 


BERTHING: 
Maximum Permissible 
Depth 
Jetties/berths MMOLW Draft Length Type of 
Jetty No. 2 in feet in feet in feet vessel 
No. 1 (North Outer) 45 43 720 45,000 
No. 2 (South Outer) 45 43 720 45,000 
No. 3 (North Outer) 36 34 *575 23,000 
No. 4 (South Outer) 36 34 +575 23,000 
Jetty No. 3 
No. 5 (Inshore North 
Seaward) 45 43 910 90,000 
No. 6 (Inshore South 
Seaward) 45 43 910 90,000 


Under-keel clearance. Clearances recommended in still water 
conditions. Aiongside under-keel clearance for ships up to 700 ft. 
OAL =1 ft. Alongside under-keel clearance for ships over 700 ft. 
OAL = 2 ft. 

* OAL in Berth No. 3: This can be increased up to 620 ft. whenever 
vessels at Berth No. 1 have OAL up to 665 ft. 

t OALin Berth No.4: This can be increased only for LPG vessels 
up to 610 ft. if Berths No. 2.or 5 are empty when a vessel arrives, then 
syta No, 2 has to be temporarily restricted to vessels up to 665 ft. 
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(1) Nature of bottom, soft mud, but near buoys VB-59 and Va 

is partly hard. 

(2) Density of water at berths, 997-1003. 

(3) Density of water outer channel 1015-1025. 

(4) Least depth in exit route for loaded vessels with draft » 

40 ft. is 45 ft. MMOLW. 

(5) These alongside drafts are subject to reductions Owing. 

depth in exit channels. 

(6) Recommended under-keel clearance in exit channel is 94 
MOORING: Vessels are to be moored to satisfaction of Pier Ma. 
A suitable gangway will be provided by shore installation, Wy 
it is out of order vessel’s gangway has to be used, which will 
notified on VHF telephone before arrival at E.M. buoy. 

Vessels of any deadweight must secure with at least: Fore 
Two headlines; four breasting ropes fibre or two wires of hi 
diam. minimum each connected by a 23 in. shackle to a 1} in, dp 
shore wire, plus one polypropylene line from jetty in berths 1,25, 
6; one spring. Aft: Two sternlines; four breasting ropes fibre ory 
wires of 1% in. diam. minimum each connected by a 23 in. shay 
to a 14 in. diam. shore wire plus one polypropylene line from jp 
in berths 1, 2, 5 or 6; one spring. 

When vessel are fitted with tension winches (forward and; 
the following ropes are required: 

Forward: Two headlines; two wires from tension winches, 
breasting lines plus one polypropylene line from jetty in berths np 
bered 1, 2, 5 or 6; one spring. Aft: Two sternlines; two wires i 
tension winches as breasting lines plus one polypropylene} 
from jetty in berths numbered 1, 2, 5 or 6; one spring. 

When vessels are nominated to load at berth 1 or 2 of Jetty 2» 
extra headline and a second spring is required. Vessel's best mop 
or wires should be used as breasting lines. 

LOADING: Vessels should load in accordance with Internati 
Loadlines Regulations taking into account maximum permiss 
draft at this Terminal and also at Maracaibo bar channel, 

The Captain of the Port requires that the load-line marks oj 
vessels using the port be clearly visible. If Harbour Author 
should refuse to pilot an out-going vessel due to being overloae 
Master will be held responsible for all delays, expenses, in cony 
tion with discharging any overloaded cargo and all further loss 

Vessels’ maximum permitted loading rate should always bes 
quired. Maximum shore loading rate is 7,000 M.T. per hour, us 
two shore lines and four hoses. 

Following ship's whistle signals should be used for loads 
Two blasts = Stand by (15 minutes prior completion of cargor 
or part cargo). One blast = Stop (2 minutes prior to complete cay 
and or part cargo). 

EMERGENCIES: In order to deal quickly and efficiently withe 
emergency during loading/deballasting operations, the follow: 
equipment is available: 

(a) Control for quick closing of shore manifold valves. This 
red-painted hydraulic valve situated on the ship/shore gangway’ 
the event of a spillage aboard, this valve must be opened. We 
ninety seconds the shore manifold valves will close against the |w 
ing pumps. 

(b) Direct ship/shore telephone. This is a red telephone ant: 
order to obtain instant communication with the loading supen# 
in the Control Room it is only necessary to lift the receiver. An Aw 
Bell will alert the supervisor and a light will advise him from wh 
berth the call originated. 

FUEL: Available ex wharf: Bunker “C", thin fuels from 200 tois 
seconds Redwood 1 at 100 deg. F., and marine diesel. Delivey® 
400 and 80 tons respectively. Gas oil, F. oil and thin fuels ma? 
supplied by barge ex Maracaibo delivered at anchor, at a maxim 
rate of 110 and 140 tons. 

FRESH WATER: Available on all jetties with a loading rate* 
tween 20 and 30 tons per hour. This depends on number of ves 
at the same time. 

MEDICAL: Ship's personnel may visit local doctor on week-tt 
between 0700 and 1130 hours, or 1400 and 1700. Outside these how 
or in cases which require special treatment, patients receive al® 
tion in Maracaibo. Written request for medical attendance, as¥ 
as a shore pass, is always required. 

CUSTOMS: One opened packet of cigarettes allowed to be ta? 
from vessel by each crew member when going ashore. Masi 
advised to strongly caution crew against attempted smuggling. 
SHORE LEAVE: Not granted until shore passes are stamped® 
signed by Authorities. Passes must be shown to guards at gange 
and gates. Crew members must be properly dressed (long trous® 
and shirt) before proceeding ashore. Master must collect all pas* 
and return them to Agent before vessel's departure. 
GENERAL: (a) Tides: In view of the available depth in the chan 
which allow navigation to vessels up to about 70,000 dwt. ¥ 
laden at high water, permanent predictions of sailing draft t#* 
have been prepared by Shell, and they will send these on 
ships of over 47,000 tons dwt. 

(6) Currents : The tidal current (Lunar tide) at this port can at tint 
be very strong and subject to changes. Usually outgoing tide we 
for 7 to 8 hours against 4 to 5 hours for incoming tide. Direc 
approx. at right angles to jetty. ‘ 

(c) Movement of Passengers: Embarkation or disembarkatio" © 
passengers through this port is not allowed by Venezuelan law,? 
this Terminal is only authorised by the Treasury Ministry (Mini 
de Hacienda) exclusively for exporting crude oil. ‘ 

(d) Short Dispatch Procedure: This procedure is available 
ships loading cargoes consigned to Shell Companies. , 

(e) Failure to rejoin vessel: If any member of crew is not aboat 
sailing time, Authorities will not clear vessel although perm! 
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be given to proceed to anchorage if the berth is required. If 
jing permission is granted, Master is required to sign letter accep- 


oe 4 costs in connection with missing crew member to be for 
ti 


’ nt. 
Owner's ar Service. A charge will be made for a round trip to 
caibo, but launches are only available on written request by 
pom rf Masters who have to go on business to Maracaibo (Agency 

Master sulates) can make use of public service launches. 

b> proceeding to Cardon: Vessels proceeding to Cardon to load 
-, take bunkers, are required to have ready on arrival Cardon: 

% Lists of Deck and Engine Stores and Spares. 

4 Lists of Stewards Stores. 

§ Lists of Personal Effects. 

ists. 

Bho hg prevent delays it is imperative that these documents are 
resented to the port officials when they board to clear the vessel. 
(n) Loading for Curacao: Unless Master requests otherwise, 

arrangements will be made for Government Pilot to board ship one 

nour after vessel has signalled “stand-by”. | : 

(i) Guards: Custom Guards (Guardia Nacional) will be posted on 
aii vessels and Masters are reminded that these guards must be 
accommodated and treated in the same manner as ships' officers. 
Non-compliance entails not only a fine but will result in delays in 
clearance and cargo Operations, — ; rt 

(j) Visitors: Only persons on business allowed on piers. Visitors, 
as quests of Master, allowed board vessels provided a written and 
signed request presented by Master to Port Services Department. 
Further particulars covering procedure for obtaining permits for 
visitors can be obtained from Port Services Office. 

(k) Cables and mail: Crew mail list forms put on board all vessels 
when entering Puerto Miranda. Crew's private mail accepted for 
posting provided all letters bear the sender's name and a list in 
duplicate is prepared showing addresses and sender. One copy of 
jist will be forwarded to Master showing individual charges. Cables 
can be dispatched at all times. 

() Norwegian Government Seamen Service: A field representa- 
tive of the above service is stationed at Puerto Miranda providing 
Norwegian and Swedish film exchange and other usual services. 

(m) Charts - Nautical publications: On arrival of each tanker the 
Agency Representative will furnish a set of lake charts if required. 
No supplies of U.S. Hydrographic or British Admiralty charts or 
Sailing Directions, Nautical Almanac, etc., are available at this port. 

(n) American Crew List: Vessels sailing for U.S. ports requested 
have American Crew List ready on arrival, so it can be forwarded to 
U.S. Consulate without delay. 

(0) Films Exchange: Films may be exchanged at this Terminal. 

(p) Fire Alarm: Each Friday morning at 1000 hours there will be a 
test of fire alarms including sirens at the wharves. Before the test 
will be a warning message in English and Spanish. 

(q) Cash Advances. Local currency is Venezuelan Bolivar and 
cash advances are made only in this currency. It is requested that 
any requirement for cash advances be included in vessel's ETA 
radio, to permit delivery on board on arrival. 

REGULATIONS: Following regulations should be strictly ob- 
served by Masters of vessels alongside jetties. Non-compliance with 

these instructions entails not only a fine but delays in cargo opera- 

tions. 

Use of rafts for painting the ship's sides is strictly prohibited. 

lifeboats should not be lowered without the special permission of 
the Government Port Captaincy (obtainabie on request). 

Swimming in the harbour is strictly prohibited. 

Waste water sanitary or other must not be discharged on jetty. 

lt is strictly prohibited to paint ship's name or others on jetties. 
When this occurs the vessel will be charged for the cleaning. 

Painting in ships alongside is strictly prohibited. 

hrscth commencing loading, all dock scuppers should be securely 
plugged. 

ltis necessary to keep a close and constant watch on moorings 
and to adjust when necessary. When adjusting, call for assistance 
of harbour tugs before slackening off any mooring lines. 
TELEPHONES: 

Head Port Services Operations Office 228 during day. 

Head PRDP Operations Office 222/310/323 during day. 

Rearenon Supervisor (PRDP) Office 353/343/350 during day and 

night. 

Berthing Master Office 238 during day and night. 

Ship's Services Office 338/275 during day and night. 

Dispatch Clerk Office 274 during day and night. 

Wharf Supervisor (SP-2) Office 244 during day and night. 


Jetty No, 2 Berth Tankers Wharf Master 
1 213 214 
2 223 224 
3 233 234 
4 243 244 
Jetty No. 3 5 253 254 


6 263 264 
Jetties Gate 374 National Guard 276 
Main Gate 364 Customs Officer 268 
Aut: Policlinic 348 Port Captaincy 271 
D HORITY: Compafiia Shell de Venezuela, Ltd. Port Services 
Spartment, Estado Zulia - Venezuela. 


VENEZUELA 
Section F 
PUNTA DE PALMAS: 10.26 N. 71.38 W. 


(N.B. For important details of Documentation, Pilotage etc., see 
“Maracaibo Lake"’.) 

OPERATORS: Venezuelan Sun Oil Co. Punta de Palmas Termin- 
al is jointly owned by Venezuelan Sun Oil Company, as Terminal 
Operator; and Venezuelan Atlantic Refining Company, Texaco- 
Seaboard, Inc., Pan American Venezuela Oil Company, Signal Oil 
& Gas of Venezuela, Sohio Venezuela Company, Pure Oil Company 
of Venezuela, Inc., Hancock Venezuela Oil Company, Phillips Pet- 
roleum Company, Ashland Oil & Refining Co., El Paso Venezuela 
Company, Sunray DX Oil Company, Triangle Refineries Inc., Vene- 
zuelan Canadian Oils, C.A., Venezuelan Pacific Petroleum, C.A., 
and Murphy Oil Venezolano, S.A., as non-operators. 
LOCATION: The terminal is located at Punta de Palmas del Sur, 
approximately 13 miles South of the port of Maracaibo on the West 
shore of Lake Maracaibo. The terminal proper may be identified by 
a 300 ft. radio tower, having two small red lights 200 ft. from base, 
and one large red light on top of tower. The top light flashes every 
two seconds. 

CARGO DOCUMENTS: Vessel's clearance and cargo papers will 
be delivered to the Master on arrival in Maracaibo Harbour outbound. 
Venezuelan Sun will accept no responsibility for delay in clearing 
a vessel due to unavailability of personnel from offices of the Port 
Authorities. 

CHANNEL: The channel between Punta Palmas and Maracaibo 
is 10 miles long with a minimum width of 244 m. and a maximum 
width of 305 m. Depth 45 ft. 

LAKE PILOT: A government Pilot will assist each vessel from 
Maracaibo to Punta de Palmas, and on the outbound trip to Mara- 
caibo. The government Pilot will also assist in the mooring and un- 
mooring operations. The ship's Agent will inform the Master of 
each vessel, as well as the government Pilot, the mooring scheduled 
for berthing. 

MAX. SIZE: The maximum permissible fresh water draft in Mooring 
No. 2 is 38 ft. and the maximum length vessel this mooring will 
accommodate, is 835 ft. in length. Vessels exceeding 785 ft. in length 
must be equipped with two bow and two stern tension deck winches 
with sufficient wire rope to run a line to each of the bow and stern 
buoys. 

The maximum permissible fresh water draft in Mooring No. 1 is 
38 ft. and the maximum length vessel this mooring will accommodate 
is also 835. ft in length. Deeper water exists to North-west of both 
moorings. 

RADIO: When vessel departs from its last port bound for Punta 
de Palmas Terminal, the date of departure and best ETA Maracaibo 
should be cabled to Venezuelan Sun Oil Company in Maracaibo. 
At least 48 hours before arrival at pilot station the ETA should be 
sent by cable to Venezuelan Sun Oil Company. Vessel's nationality, 
Venezuelan net tonnage (if available, otherwise registered tonnage), 
last port, Master's name and all requirements (fuel, water, etc.) 
should be included in cable. The cable address for the company is 
“Sunoil Maracaibo". As the cable office in Maracaibo is not able to 
communicate directly with vessels at sea, messages to Sunoil 
Maracaibo, should be routed via PJC Curacao, and prefix the 
message “Via AAC" (All American Cables and Radio). 
MEDICAL: Emergency cases only will be transported to Maracaibo 
for medical treatment. 

BALLAST: Since there are no disposal facilities for dirty ballast 
at Punta de Palmas Terminal, it is imperative that vessels arrive 
with clean ballast as Venezuelan laws are very strict regarding 
contamination of lake water. 

TUGS: Tug service consisting of two tugs of not less than 1600 h.p. 
each is provided by the terminal operator for all vessels. Both tugs 
will assist all vessels in mooring and unmooring operations. Should 
it be deemed necessary by the terminal operator to require a tug in 
addition to the two terminal tugs for mooring or unmooring vessels 
exceeding 750 ft. in length, charges for this additional service will 
be for the account of vessel. 

MOORING: moorings are designed as No. 1 and No. 2 and are 
located approximately 55 miles off shore from the Terminal and 
approximately 1; miles due West of channel buoy B-95 and B-96 
on the Maracaibo ship channel. 

Mooring No. 2is located North-east of Mooring No.1 and is further 
off shore. Mooring No. 2 is equipped with two bow buoys, two stern 
buoys, and a starboard stern breasting piling with cable. 

All vessels planning to moor in either Mooring No. 1 or Mooring 
No. 2 shall be equipped with mooring hawsers of sufficient length 
and strength to run two lines to each of the bow and stern buoys and 
shall use such equipment while in moorings. Vessels equipped with 
tension winches and cables shall utilise these in addition to mooring 
hawsers or alone if vessel has sufficient cables to meet minimum 
requirements of running two cables to each bow and stern buoy. 
For added security of those vessels not equipped with tension win- 
ches and/or cables, one steel cable will be furnished on each of the 
bow and stern buoys by Venezuelan Sun Oil Company. It should be 
recognised by all parties, that while use of these cables is strongly 
recommended, Venezuelan Sun Oil Company accepts no responsibi- 
lities for loss or damage to any vessel or to any facility or to any 
person that may result from failure of this equipment. Two carpenter 
stoppers are available with each mooring for handling the steel 
safety cables and their use is also recommended. 

Vessels in excess of 750 ft. length are required to moor in Mooring 
No. 2 and must use their starboard bow anchor for mooring and 
starboard stern breasting cable furnished in this mooring. 
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For convenience and safety of all personnel boarding or unboard- 
ing while at Punta de Palmas, it is recommended that vessel's 
accommodation ladder be rigged on port side, this being lee side 
under prevailing weather conditions in this area. The ladder should 
be suspended after mooring master boards and during mooring 
operations to avoid being fouled by mooring tugs or launches. 

Venezuelan Sun Oil Company's mooring master will board each 
vessel prior to entering mooring to establish radio contact between 
ship and tie-up launch as well as with terminal office. The Venezue- 
lan Sun Oil Company's mooring master will assist in mooring and 
unmooring operations. It should be understood that mooring master 
acts only in an advisory capacity to the Master. The vessel's Master 
retains full responsibility at all times. Venezuelan Sun Oil Company 
assumes no responsibility in connection with any acts or advice 
given by the mooring master. 

The tie-up launch will handle all mooring or pick-up lines before 

and after loading. Tug service is on call 24 hours per day from the 
main terminal harbour. The Venezuelan Sun Oil Company tie-up 
crew will assist the ship's crew in lifting and connecting the cargo 
hoses and in removing same on completion of loading. The approx- 
imate lift required to haul cargo hoses into connecting position is 
4 tons. The tie-up launch will carry connections and other equipment 
to facilitate hose connecting, which will be at the disposal of ship's 
crew, if required. 
LOADING: Cargo hose position, supports, and connections must 
be to satisfaction of ship’s personnel in charge. Upon approval 
from ship's personnel in charge of loading, cargo hose valves may 
be opened to test cargo hose connections for leaks and to commence 
loading. 

The responsibility for and custody of cargo passes to ship's 
personnel when cargo reaches the connection owned by ship. 

The minimum loading rate is 4,000 b.p.h. and then only when 
starting to load or when slowing down to trim vessel at completion 
of loading. The maximum loading rate to be expected under normal 
conditions is 15,000 b.p.h. 

Under normal operation conditions it may be necessary to displace 
terminal sea line as cargo loading is completed. This will require 
ship's personnel in charge of loading to advise terminal represen- 
tative when cargo is short by an amount equal to the sea-line dis- 
placement. 

The sea line displacement is a sef amount and should not be cut 
short or exceeded. Therefore, when displacements are to be made, 
the cargo should be carefully planned by ship and terminal personnel 
to eliminate the possibility of either cutting the displacement short 
or short loadings of cargoes. 

The mooring master will be equipped with charts and drawings of 
both sea moorings and will make these, as well as advice, available 
to Captain, if so requested. The mooring master will also be available 
to inspect ship's tanks as required, and will act as a liaison between 
the ship's Captain and the Agent or Punta de Palmas Terminal to 
transmit any information pertinent to the ship. This person should 
be furnished with food and accommodation fitting a ship's officer. 
FUEL: Heavy and medium marine diesel, intermediate fuel, and 
bunker ‘“‘C" fuel oil available. Lubricating oils also available. 
FRESH WATER: Available from local contractors with barges. 


STORES: Fresh and dry provisions procurable through ship chand- 
lers in Maracaibo for delivery at the terminal. 


REPAIRS: No repair facilities are available, but when required, 
personnel from shops in Maracaibo, will travel to Punta de Palmas 
to effect repairs. 


SHORE LEAVE: Launch service for business purposes and emer- 
gencies is readily available. Launch service for shore leave can be 
arranged through contract marine service and will be responsi- 
bility of ship's personnel. Arrangements for shore leave transporta- 
tion can be made through loading master on board. 

CUSTOMS: All vessels entering from foreign ports and bound for 
Punta de Palmas Terminal are required to anchor in Maracaibo 
harbour for formal customs clearance and visit of government port 
authorities prior to proceeding to destination. 

The vessel's accommodation ladder should be rigged prior to the 
vessel's arrival at Maracaibo. A member of the National Guard will 
board each vessel at Punta de Palmas to observe all activities con- 
nected with loading or unloading operations. This official is author- 
ised as the customs representative, and is referred to as Customs 
Watch. Food and accommodation similar to officers should be made 
available to him by vessel in order to avoid difficulties. 
CONSULS: See “Maracaibo”. 

GENERAL: 

(a) Oil spillages: There has been considerable discussion in 
Venezuela concerning oil spillages resulting in contamination of 
Lake Maracaibo, to the extent that a special commission has been 
formed by the oil companies in order to collaborate with govern- 
ment officials in combating and eliminating oil spillages. In addition, 
considerable pressure has been exerted by governmental agencies 
and commercial organisations to eliminate oil spillages in lake 
water. Venezuelan Sun is chow every effort to prevent: contamina- 
tion of Lake Maracaibo because, if this is not done, stronger measures 
will be taken by government officials. 

Because of the above, it is strongly recommended that Masters 
emphasise to the officers on deck to endeavour avoid spillages all 
possible and to make certain that the scupper plugs are installed 
prior commencement of loading operations in order to withhold 
on deck any spillage that might occur. 

(6) Mail: Outgoing mail for ship’s account may be given to the 
Agent's representative who boards vessel on arrival at Maracaibo 
inbound. Personal mail will be accepted only if carrying the correct 
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amount of Venezuelan postage, or if postage is authorised by may 
for the vessel's account. 

(c) Classification Societies: American Bureau and Lloyd's 
ter have Agents in Maracaibo. Surveyors are available by appo 
ment from any of these agents. 

(d) Currency: The Venezuelan unit of currency is the Bolivar 
and is the only currency recognised as legal tender Within 
country. Masters desiring a cash advance should make the r 
when advising ETA. Payment of all invoices for disbursem 
shall be made in Bolivars to the Venezuelan Sun's Maracaibo of, 
unless other instructions are given. 

AUTHORITY: Venezuelan Sun Oil Company, Calle 77 No, ty 
Apartado 663, Maracaibo. Telex: 61126. 


AGENT: Head Office. (Direction and Control), Brokers, Charter 
and tramp agents, Victor H. Selinger, PO Box 1632, Caracas y 
Venezuela. Cables: ‘Selvic’’ or “Seltank". Tel. 81.25.28-81.9) 
81.28.78. Telex: 21402 or 21631. New Boe Code. 

Local Office: PO Box 496, Maracaibo. Tel. (061) 24960, (061) 24 
Cables: “Seltank" or “Selvic". 


Section G 


SAN LORENZO: 09.47 N. 71.05 W. 

OPERATORS: Compania Shell de Venezuela Ltd. 
LOCATION: South-East side of Lake Maracaibo. 
BERTHING: Continuous wharf 2,340 ft. in length with dolph» 
This terminal is only for handling crude and its products. Maxine 
berthing displacement: 20,000 tons. 


Berth No. 1 Berth No. 2 Berth No.4 
Max. OAL 560 ft. 00 in. 665 ft. 00 in. 580 ft. 00 in 
Max. Depth 24 ft. 06 in. 36 ft. 00 in. 26 ft. 00in 
Max. Draft 23 ft. 06 in. 35 ft. 00 in. 25 ft. 00in 
Loading Rate 1,450 t.p.h. 2,000 t.p.h. 1,450 t.p.h, 


These depths are referred to the minimum monthly obser 
lowest water level (MMOLW). 

APPROACHES: Vessels have to arrive at Maracaibo Row 
through a dredged channel with controlling depths of 45 ft. in ow 
bar, inner channel and Punta Palmas area. In vicinity of terminals 
controlling depth is 36 ft. 

PILOTAGE: It is compulsory from San Carlos to Maracat 
Pilot normally boards vessel at buoy B-26 (Posn. 11.01 N. 71.35 
It is also compulsory for all vessels which have to load at any tem 
nal located South of the bridge Rafael General Urdaneta. hy 
bridge has a horizontal clearance of 656 ft. and a vertical ong; 
148 ft. at 45 ft. MMOLW level. Pilots have to embark and disemv 
at Maracaibo. 

When Masters have no Pilot exemption Certificate for cross 
outer bar, permission has to be requested by VHF or 2182 
prior arrival, which is being granted on request. 
ANCHORAGES: Masters may use the following: 

(a) Near E.M. Budy, (not recommended because of the distan 
from San Carlos. The pilot launch never reaches this point). 

(b) At Maracaibo Roads. 

(c) At terminal approaches, in accordance with depths avail 
in the area, and ship's draft. 

LIGHTENING POSITION: In the Southern lake Area, arrany 
ments have to be made in advance. Also at Maracaibo. 
HEALTH: Quarantine officials board vessels at Maracaibo ros 
Pratique cannot be granted by radio. 
RADIO: San Carlos Pilot Station has VHF Channels 12 4! 
Emergency call 2182 kc/s. Terminal has VHF Channel 12. 
FRESH WATER: Available ex-barge at Maracaibo roads. 
DENSITY: At berths 0998 and at outer bar between 1020 and it 
FRESH WATER: Available ex-barge at Maracaibo roads. 
FUEL: Any grade. In case vessels require grade not available! 
berth it may be supplied ex-barge at Maracaibo, which has mit 
equipment able to supply the grade involved. Rate 20-140 tons» 
TUGS: Compulsory. When vessel is over 25,000 dwt a second®™ 
is required, which is available in the area, 1,200 h.p. each. Thett! 
also a launch to assist the vessel during manoeuvring. 
MOORING-UNMOORING: Carried out by Berthing Master & 
authorized by Shell Oil Co. Mooring is Head-out to facilitate ® 
arture. 

EBALLASTING: Installations have ballast pit with cape 
650 cubic metres. Max. discharge rate 600 t.p.h. 

TANK CLEANING FACILITIES: Carried out by outside 
tractor. 
REPAIRS: Minor ones only, including electronics. 


AGENT: Agencia Maritima de Representaciones C.A. 


ORINOCO RIVER: 08.36 N. 60.25 W. 
General information, followed by: 
Section A - MATANZAS 
Section B - PALUA 
Section C - PUERTO ORDAZ (Orinoco Minit 
Section D - PUNTA CUCHILLO 
(Phillips Petroleum Terminal) 


ESSENTIAL REQUIREMENTS: 

1. As early as possible, advise Puerto Ordaz Radio Station, * 
letters YVM, giving ETA at Buoy EO of North (natural) ¢ 
or at Buoy 0.1 of South (dredged) channel. 


four hours prior to arrival, send another ETA to YVM. 


. eye depending on whether Master intends to enter 
8 Up o waterway through North or South channel, adhere to 


Orinoc 
i rocedure: 

telowin Channel. Notify Port Captain, Ciudad Bolivar, via YVM, 

@ of time of arrival at Buoy EO and give ETA at Beacon G7 (mile 


) ae Channel. Request permission to enter from Port Captain, 
° Ciudad Bolivar, via YVM. Do not enter until notified by YVM 
that Port Captain has granted permission; while awaiting, lay 
to or anchor at least 1 mile outside of Buoy 0.1. ; 
While navigating waterway, inbound or outbound, report posi- 
tion to YVM hourly on the hour. pare 
No Pilot required nor available for navigation along North or 
South channel at the Boca Grande of the Orinoco River. 
The International Rules for Preventing Collisions at Sea apply 
outside of Beacon G7, mile 27-7. 
Given the case of two vessels navigating North and South chan- 
* nel respectively, the one navigating South channel is the privi- 
leged vessel. , 4 ’ 
Anchoring either in North or South channels is forbidden. 
Throughout Orinoco waterway, the down-bound loaded vessel 
is the privileged vessel. Wy VN 
40, It is compulsory to fly Venezuelan ensign inside of Buoy EO 
or Buoy 0.1. ae . 
44, Vessels can only carry clean ballast within Orinoco Waterway 
12, Pilotage compulsory within Pilotage Zone No. 1 of the Orinoco 
Pilots board at outer boundary of said pilotage zone. in up- 
streamward vicinities of Beacon G7. 
13, Regulations for the Pilotage Zone No, 1 of the Orinoco apply 
inside of Beacon G7. 
APPROACHES: (Also see “Radio” - paragraphs (6) and (c) ). 
1, The Waterway . ei 
A Radio Direction Finder, located at Lat. 8° 31’ 45” N., Long. 60° 28 
9" W., transmits following signal continuously: YV - AYV. The 
transmitter has an output of 500 watts with a range of about 200 
miles and operates on a frequency of 305 kc/s. While navigating the 
waterway, ships should favour the shore on their starboard side to 
the extent possible, giving preference of manoeuvre to loaded ves- 
sels in all cases. Ships navigating upstreamward (inbound), upon 
approaching narrow channels should await the passing and give 
way to downbound vessels. It follows, therefore, that downbound 
loaded vessels are the privileged vessels. 
2. The Boca Grande (Barima Bar) Channels 
There are two navigable channels across the Boca Grande (Barima 
Bar), identified as follows: North channel (or natural channel), and 
South channel (or dredged channel). The two channels have con- 
verging courses and meet at mile 27-7 in the vicinity of Beacon G7. 
Vessels navigating the South channel are privileged, regardless of 
the direction in which they travel. 
(a) The North (Natural) Channel 
This channel has a minimum depth of 12 ft., referred to Mean Low 
Water. The approach from the sea is marked by a battery-operated 
electric flashing black buoy, identified with the letters EO. This 
buoy is located in 46 ft. of water at Lat. 9° 00’ 10” N., Long. 60° 18’ 20” 
W. Its characteristics are: colour of light, white; flash, 1.0 seconds; 
eclipse, 6.0 seconds; height above water, 10-7 ft., visibility, 7 miles. 
From seabuoy EO, the channel develops for 7.3 miles to Buoy EOA 
on a course of 213° 40’ true, then for 2:8 miles to Buoy EOB ona 
course of 198° 57’ true. From this point the channel follows an approx- 
imate straight course of about 205° true for a distance of 17 miles to 
Beacon G7. Starting from EOB distances between successive navi- 
gation aids are as follows: G1 at 1:9 miles; G1A at 1-5 miles; G3 at 
21 miles; G3A at 2:3 miles; G5 at 3 miles; EL 24 at 26 miles; G7 at 
37 miles. All navigation aids are black buoys fitted with white lights, 
except Beacon G7 and EL 24 which is a range structure indicating 
the West side limit alignment of the South (dredged) channel. This 
Structure has been fitted with a white flashing light to mark the 
North (natural) channel. 
(0) The South (Dredged) Channel 
The South channel is a 400 ft. wide dredged channel. Depths therein 
accommodate the maximum draft authorised by the Port Captain. 
The approach from the sea is marked by a battery-operated electric 
flashing black buoy, identified with the number 0.1. This buoy is 
located in 45 ft. of water at Lat. 8° 55’ 52” N., Long. 60° 11’ 17” W. Its 
characteristics are: colour of light, white; flash, 0.5 seconds; eclipse, 
11.5 seconds; height above water, 25 ft.; visibility, 11 miles. From 
Seabuoy 0.1, the channel develops along four different courses over 
Atotal distance of 27:7 miles to Beacon G7. The course reduces by 
about 7° true at each of three turning points, located at miles 9, 15 
and 21 respectively. The initial course of 234° 18’ true continues to 
mile 9 where it changes to 227° 07’ true. Upon reaching mile 15, the 
Course again changes to 219° 51’ true to mile 21. At mile 21, the course 
changes to 212° 45’ true to Beacon G7 at mile 27-7. The centreline of 
po channel on all courses is visually marked by range structures 
ted with green flashing, directionally beamed lights. The West 
(right ascending) side limit of the channel through mile 21 is also 
peen marked by range structures fitted with amber flashing, 
don enally beamed lights; the alignment given by the side ranges 
racy 200 ft. to the West and parallel to the centreline of the 
cone Battery operated electric flashing navigation aids are loca- 
fied: ae both sides of the channel. All navigation aids along the 
eet oe ascending side of the channel are located 325 ft. from 
oe “eling Or 125 ft. outside of the channel lateral limit. White flashing 
"'gation aids are located at one mile intervals through mile 25-1; 
ne along this side are black buoys, except beacons 8.1, 9.1, 14.1, 
1, 20.4, 21.1, 22.1, 23.1, 24.1, 25.1, 27.1 and 27.7 (G7). All navigation 
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aids along the West (right ascending) side of the channel are 
located 200 ft. from centreline or on the exact lateral limit of the 
channel. Red flashing buoys painted red are located at one mile 
intervals from mile 1:6 to mile 11-6. From mile 11-6 to mile 27-7, there 
are only two aids; red buoys 13.6 and 26.0. 
3. The River Channel 
From mile 27-7, the navigable channel develops upstream. The river 
channel is generally deep and wide, except for the following 12 
reaches which require periodic dredging: miles 27-7 to 36-5; miles 
37-3 to 38-6; miles 53-1 to 54-2; miles 99-0 to 106-5; miles 109-1 to 111-0; 
miles 131-7 to 131-9; miles 136-6 to 139-0; miles 141-2 to 145-8; miles 
146-2 to 149-4; miles 167-6 to 170-8; miles 178-4 to 182-4; miles 183-5 
to 184-1. Dredged channels are normally 300 ft. in width, but occa- 
sionally can be restricted to a minimum of 250 ft. The depth main- 
tained therein can accommodate the maximum draft authorised by 
the Port Captain. By notice to Mariners, the Port Captain has instruc- 
ted all Masters and Pilots to reduce speed and to proceed with cau- 
tion while navigating the aforesaid reaches, especially during the 
low water season. 

4. River Stages 

In response to the cycle of wet and dry seasons, the flow of the 

Orinoco River follows a relatively regular pattern of rise and fall 

each year. The river normally begins rising in later March or early 

April and continues to rise until it peaks at crest in late August. 

In September, the river begins a fairly steady recession until the 

extreme low-water stage is reached, generally in March. The ampli- 

tude of stage variation above the low water plane of reference (0.0 ft.) 
at Palla (Mile 181-7) averages about 35 ft. with minimum variations of 

31 ft. and maximum variations of 39 ft. The effects of the flood rise 

decrease progressively below Palua and practically vanish in the 

upstreamward vicinities of the Boca Grande. 

5. Tides and Currents 

(a) The indicated mean tidal range is 5.4 ft. Tidal influence is not 
experienced above mile 60 during high river stages. At low river 
stages, a tidal effect can be observed throughout the waterway, 
although it progressively diminishes, moving upstreamward. 
However, the tidal effect is still significant at Puerto Ordaz, mile 
184, where a maximum semidiurnal change of 1.7 ft. has been 
recorded. 

(6b) The strength of river currents is generally commensurate with 
flow, the strongest currents occurring at high river stages. The 
velocity of currents at any one time generally decreases moving 
downstreamward. However, in certain locations, this pattern 
is affected by particular characteristics of river width and shape 
as well as by bottom gradient. Maximum velocities of about 6 
knots have been recorded. 

6. Navigation Aids 

(a) The navigation aids installed along the waterway consist of 

buoys, beacon and ranges. All aids are lighted. Identification 

is provided by means of numbers representing the approximate 
mileage of each aid, to the nearest one-tenth of a mile. The last 
digit of numbers identifying white lighted aids is odd, while the 
last digit of numbers identifying red lighted aids is even. White 
lighted aids mark the left ascending limit of the navigable chan- 
nel, while red lighted aids mark the right ascending limit. Aids 
are placed as to be intervisible, to the extent that - when abreast 
of any one aid — the preceeding and the following ones can be 
sighted. Consecutive aids always carry different light character- 
istics. Buoys are normally placed on the exact lateral limit of the 
channel (except for black buoys along the South channel at the 

Boca Grande); beacons, instead, are located at variable distances 

outside of the channel. 

During the execution of dredging along any of the reaches which 

require periodic maintenance, buoys are generally moved 100 ft. 

outside of the channel lateral limits. This information is made 
available to ships by YVM. 

(c) The Ministerio de Comunicaciones, Direccién de Marina Mer- 
cante, publishes semi-annually a complete list of navigation 
aids. Monthly lists of changes are also published so that the 
complete current list can be maintained up to date. 

(d) Upon encountering damaged, inoperative, or misplaced naviga- 
tion aids, vessels should immediately notify YVM. 

(e) Vessels are forbidden to make fast to any navigation aid. 

7. Dredging Aids 

Range structures, generally located close to shore or over the bank, 

are normally used to mark the lateral alignments of the channel along 

the reaches which require periodic dredging. These ranges are 
generally fitted with amber flashing, directionally beamed lights. 

The lights are extinguished except during execution of dredging. 

Dredging ranges are not to be used for navigation. 

8. Navigation Charts 

Navigation charts of the Orinoco Waterway should be aboard 

vessels for use by the Master. These charts are sold by the Instituto 

Nacional de Canalizaciones and are also available for purchase from 

the Orinoco Mining Company. If requested, the Orinoco Mining 

Company will, if possible, arrange to make the charts and latest 

revisions available through the Pilot who boards at Punta Barima, 

provided such request is received by radio (YVM) at least 48 hours 
in advance of the Pilot's boarding. A set of navigation charts, 
corrected to latest revisions, is maintained in the office of the Traffic 
and Ships' Agency of the Orinoco Mining Company in Puerto Ordaz. 

Masters may use this facility to keep their charts up to date. 

DOCUMENTS: (Clearance, documentation and other require- 

ments). 

1. Consignment of Inbound Vessels 

The official documents of all vessels proceeding to Puerto Ordaz 

should show the following consignment: to: Orinoco Mining Com- 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


pany, Ciudad Bolivar, Zona de Puerto Ordaz. The proper consign- 

ment of vessels proceecing to Palua, on official documents, is as 

follows: Iron Mines Company of Venezuela, Ciudad Bolivar, Zona 
de San Felix. 

2. Customs Requirements 

Vessels bound for Venezuela in ballast, without passengers, from 

foreign ports outside the West Indies or Guianas, require the follow- 

ing documentation: 

(a) Vessels must have a ballast “2-patch statement (Certificado 
de Lastre) which must consist of a note from the Venezuelan 
Consul, if such Consul is present at the port of departure; other- 
wise, in descending order of desirability, from the Consul of 
another friendly nation, the local Chamber of Commerce or two 
reputable merchants of the port of departure. The note should 
include the name and nationality of the vessel, name of the 
Captain, registration number of the vessel and tonnage, sailing 
date and assertion that the vessel is en route in ballast, cargo, 
or with passengers. The note should be given to the Captain of 
the vessel or his Agent in an open envelope, which the Captain 
can exhibit in intermediate Venezuelan ports of call and can 
turn over to Customs authorities in the Venezuelan ports of 
destination. Under no circumstances may the ballast despatch 
statement be signed by an Agency of the government of the 
country from which the vessel is departing. 

(b) The vessel must have a clearance certificate (Certificade de 
Zarpe) or sailing authorisation issued by the Customs authori- 
ties of the port of departure, representing the government of the 
country the vessel is departing from. No consular certification 
need be placed upon this document. 

(c) Stores List (Lista de Rancho) signed by Master unless vessel is 
dispatched from the West Indies or Guianas, then the stores list 
must be visaed by the Venezuelan Consul at port of departure. 
Stores list must indicate separately all deck, engine and cabin 
stores. These lists may be prepared on board prior to arrival. 

(d) Spare Parts List (Lista de Repuestos). It must contain a note 
of all the spare parts and objects for the service of the vessel, 
including fuel. No consular certification required. To be signed by 
the Master and to be current as of the day of entering the Vene- 
zuelan port. 

(e) List of Effects for use of Captain and Crewmen (Lista de efectos 
personales de la dotacion). No consular certification required. 
To be signed by the Master and to be current as of the day of 
entering the Venezuelan port. The Customs are very strict and 
will confiscate any article that appears new. 

3. Health, Immigration, and Police Requirements 

Vessels bound for Venezuela in ballast, without passengers, from 

foreign ports outside the West Indies or Guianas, require following 

documentation: 

(a) Current individual International Vaccination Certificates for each 
member of the crew. 

(b) Rat Eradication Exemption Certificate. No consular certification 
required. 

(c) Crew Lists (original and seven copies). No consular certification 
required. 

(d) Panama or Suez Canal or any comparable type measurement 
certificate. 

Contraband: The Venezuelan law is very strict on this subject. 
It cannot be emphasised too strongly that all new articles, clothing, 
cigarettes, liquor, etc., must be declared and sealed-up upon arrival. 

Meals for Pilots and government officials. It is requested these 
men be granted the privilege of eating in the officers’ dining salon. 

N.B. Masters of vessels calling at Trinidad for bunkers before 
proceeding to Venezuela must also have the documents stamped 
by the Venezuelan Consulate at Port of Spain. 


PILOTAGE: In order to expedite the movement of shipping in the 
waterways, Masters are requested to establish contact with YVM 
station as soon as possible, giving ETA pilot station at Barima (Ori- 
noco River entrance). At the same time a radio-telegraph message 
must be sent to Agents giving ETA Barima and cargo required. 
When vessel is 24 hours from pilot station, send another ETA via 


After reporting the ETA in advance of arrival, try to contact 
directly, by radio, the Estacion de Pilotos when the ship approaches 
the sea-buoy of the bar entrance (about two hours before arrival at 
the pilot station). 

After taking the Pilots aboard, report to Radio Marina and con- 
tinue giving the ship's position according to the mile, up-river, at 
exactly every hour on the hour, and receive from Radio Marina the 
pertinent information concerning the traffic in the river waterway. 
If no communication can be established by voice radio aboard, 
comply by radio-telegraph by way of the YVM station. 

Pilots are employees of the Venezuelan Government and act in an 
advisory capacity. The Master retains responsibility for the ship at 
all times. 

(1) Pilotage is not required and Pilots are not available for naviga- 
tion outside the pilotage zone. Masters will take charge of 
inbound and outbound navigation on the North or South 
channel outside Beacon G7 at the Boca Grande, without 
Pilot's assistance. 

Pilotage is mandatory within the Pilotage Zone No. 1 of the 
Orinoco. Inbound vessels will embark the government River 
Pilot in the upstreamward vicinities of Beacon G7. It is import- 
ant that vessels pass Beacon G7 and be in sight of the pilot 
station at Barima in order to avoid any delay, as Pilots may 
not proceed until vessel is sighted. The government River 
Pilot will pilot the vessel while navigating the waterway; a 
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special government Docking Pilot will generally take the 
into and out of the Puerto Ordaz harbour. s 
Signals 
(1) All signals used outside of the pilotage zone (that is to 
seaward of Beacon G7 — mile 27-7) shall conform to the} 
national Rules for Prevention of Collisions at Sea. . 

(2) Within the pilotage zone (that is to say, inside of Beacon ¢ 
mile 27-7) the signals used shall be in accordance with 5 
“Regulations for the Pilotage Zone No. 1 of the Orin 
It should be noted that these signals are peculiar to the Oj) 
Waterway, and are not necessarily in conformance with, 
International Rules. 

(3) Within the pilotage zone, special signals are used for Pass, 

dredges at work along the waterway. 

Speed 

The Captain of the Port has the authority to impose speed rest 

tions. By means of “Notices to Mariners", the Port Captain 5 

ordered that all vessels reduce speed while navigating by the fol, 

ing locations: San Felix Dock, mile 179:8; Ei Toro, miles 95-4 tom 

It is recommended that speed be also reduced while Navigating, 

the Palua Dock (mile 181-8), Barrancas (mile 143-2), and Curig 

(mile 60:4). At the inception of the low water season each 

(generally in early January), the Port Captain has in the past iste 

a “Notice to Mariners" instructing all vessels to reduce speed» 

proceed with caution while navigating the following river reach 

(1) miles 184 to 178, (2) miles 171 to 167, (3) miles 150 to 141, (4) m 

140 to 137, (5) miles 133 to 131, (6) miles 112 to 109, (7) miles 106 to; 

(8) miles 55 to 53, (9) miles 39 to 36 

ANCHORAGES: 

(1) No ships are permitted to anchor either in the North or So 
channel at the Boca Grande. Vessels are to anchor at least» 
mile outside of Buoy EO or Buoy 0.1. 

(2) Within the pilotage zone, no vessel is allowed to anchor in nam 
channels, nor close to a turn. 

(3) Between Beacon G7 - mile 27.7 and mile 137, vessels which nm» 
anchoring may do so by coming as close as possible to sty 
on the ship's starboard side. 

(4) Between mile 137 and mile 184, the Pilotage Regulations prow 
for three permanent anchorages and one seasonal anchors 
as follows: Area No. 5 (permanent): miles 139.3 to 140.4, Ay 
No. 6 (permanent): miles 150.1 to 151.7. Area No. 7 (permaner 
miles 178.0 to 179.0. Area No. 8 (seasonal): at the junction ofp 
Caroni and the Orinoco. It should be observed that Area No’ 
as determined in the Pilotage Regulations, partially encroacy 
on the narrow (dredged) channel and on shore. Vessels an: 
anchor in the naturally deep and wide part of the area. 

(5) The low-water anchorage (for one ship only) previously esa 
lished by the Port Captain between miles 182 and 183 is no lon 
in use. This areais currently used as the turning basin for ves# 
exiting the Palua channel, upon sailing from the new Pala d 
at mile 181.8. 

(6) If due to emergency a ship is required to anchor in places ot 
than the designated areas, it may do so in such a way as nol! 
obstruct the channel and by taking the necessary precauti 
to avoid swinging around. 

(7) Upon anchoring, vessels should notify YVM. 

MAX. SIZE: 

(1) Maximum permissible draft. The Port Captain of Ciudad Bole 
can establish the permissible draft for the Orinoco waterway tt 
maximum of about 43 ft. 

2. Controlling Depths and Authorised Draft 

The draft authorised by the Port Captain for the Orinoco Waters 

is made public by means of a “Daily Bulletin of Depths and De 

(Boletin Diario de Profundidades y Calado). Each daily bul 

issued by the Port Captain carries the following information’ 

Spanish and English: 

(a) Controlling (minimum) depth between miles 184 and 13,8 
corresponding location. 

(6) Controlling (minimum) depth between miles 133 and 42,8 
corresponding location. 

(c) Controlling (minimum) depth between miles 42 and 0, and 
responding location. 

(d) Predicted high tides (heights and times) at mile 13.5. 

(e) River stage (height of river level above low water plane)! 
Puerto Ordaz and Palua. 

(f) Authorised draft, in feet and inches. 

The controlling depths given for locations comprised betw* 
miles 184 and 42 are actual depths, and reflect depth conditions? 
of the date of the bulletin. The controlling depth given for locati® 
comprised between miles 42 and 0 is referred to mean low ¥® 
springs and does not include the height of tide at high water. 

The authorised draft may be predicated either on the control" 
depth existent between miles 184 and 42 or between miles 42 2% 
dependent upon whichever is the least. 

When the controlling depth between miles 184 and 42 is the 5” 
ficant factor, the permitted draft authorised is at least 2 ft. less™ 
the controlling depth in this sector. d 

When the controlling depth between miles 42 and 0 is the sign? 
cant factor, the permitted draft authorised is generally less than® 
mean low water springs controlling depth but occasionally © 
equal to the mean low water springs controlling depth. ‘ 

Whenever the MLWS controlling depth existing between mies’ 
and 0 does not provide sufficient clearance under the keel 
vessel at low water, the Master is expected to navigate by the’ 
where the controlling depth is located only at times when the 
of tide will assure a safe passage. 

(3) Variations in authorised draft: 


(a) The authorised draft is generally increased or decreased by 

itiples of 6 inches. a ; . 
= Throughout the year the authorised draft is susceptible to 

H) ions, according to the conditions of depth and width existing 
eehannel at any one time. On the basis of average river stages 
_ timated that the authorised draft should be about 33 ft. in 
t's ee season from December to May. 
ie the rainy season, from June to November, the maximum 

rmissible draft may be as high as 43 ft. ' 

HEALTH: Radio pratique may be obtained by sending a message, 
rpicking up Pilot, to the Port Health Officer, advising that there 

= sickness on board, name of last port, ETA, number of crew and 

sationality of vessel and name and nationality of Master. 

MANO unications : Communications are generally handled through 

tne radio-telegraph station at Puerto Ordaz, call letter YVM. This 

station is operated on a 24 hour basis. The operating frequencies 
are: 440 kc/s; 472 ke/s; 4322 kc/s; 6505.5 kc/s; 8722 kc/s. The GMT - 

CQ times and frequencies are: 0900 hours, 4322 kc/s; 1200 hours 

4505.5 kc/s; 1430 hours 8722 kc/s; 2000 hours 8722 ke/s; 0030 hours 

s722 ke/s; 0300 hours 4322 kc/s. é 

There is no charge for messages from ship to shore or from shore 
to ship handled directly through YVM. A VHF frequency modulated 
radio system provides voice communications along the Orinoco 
Waterway. Master sets for the system are installed in the Puerto 
Ordaz radio-telegraph station (voice call: “Marine Radio"); Marine 
Radio handles shipping matters exclusively, The system consists of 
ahigh-band VHF frequency modulated voice radio net. To ensure 
, more efficient and satisfactory coverage, this system Operates 
on dual frequencies alternating according to location, so that ships 
can either transmit on 161.700 megacycles receiving on 159.000 
megacycles, or transmit on 161.150 megacycles receiving on 159.850 
megacycles. For best results, ships should select frequencies ac- 
cording to the following: From sea to mile 50: transmit on 161.700 
ne, receiving on 159.000 mc.; From mile 50 to mile 112: transmit on 
161,150 mc., receiving on 159.850 mc.; From mile 112 to mile 159: 
transmit on 161.700 mc., receiving on 159.000 mc.; From mile 159 
to mile 184: transmit on 161.150 mc., receiving on 159.850 mc. 

Pilot station at Barima Bar, Palua and Matanzas are equipped 
with this system. For the Puerto Ordaz area, ships will transmit 
to Marine Radio on a frequency of 43.02 megacycles and to others on 
a frequency of 43.18 megacycles, receiving in both cases on a fre- 
quency of 43.18 megacycles. 

(b) Control of Navigation : 

(i) Navigation on the North (natural) channel at the Boca Grande 
is free. However, vessels are requested to notify the Port Cap- 
tain, Ciudad Bolivar, via YVM, upon arrival at Buoy EO, giving 
ETA at Beacon G7, mile 27.7. 

(i) Simultaneous navigation in opposite directions by two or more 
vessels is not permitted on the South (dredged) channel at the 
Boca Grande. The restriction is placed on inbound traffic, to the 
extent that any vessel wishing to enter the South channel re- 
quires prior authorisation from the Port Captaincy of Ciudad 
Bolivar. The request for permission to enter the South channel is 
to be addressed to the Port Captain, Ciudad Bolivar, via YVM, 
and is to be transmitted before the vessel reaches Buoy 0.1. 
Upon receipt of the request, the Port Captain will notify the vessel 
via YVM whether permission is or is not granted, indicating, in 
the latter case, the approximate waiting time. Until permitted to 
enter, vessels are to anchor at least 1 mile outside of Buoy 0.1. 
Once that authorisation has been granted, vessels are to enter 
the South channel at the earliest opportunity. Any vessel which 
has been notified to wait may elect to proceed and enter through 
the North (natural) channel; in this case, the vessel will have to 

__ Satisfy the requirements outlined in paragraph (1) above. 

(ii) While navigating the Orinoco Waterway inbound or outbound 
vessels are to report their position to YVM hourly on the hour. 

(¢) Accident, Stranding, etc. 

(i) Should a collision, stranding or other accident occur in the water- 
way, Or should it be found necessary to take control of the vessel 
away from the Pilot for any reason, the Venezuelan law requires 
that a written report be made to the Captain of the Port by the 
Master of the vessel involved within 24 hours. The reportis to be 
addressed to the Captain of the Port and may be handed to the 
Pilot orthe ship's Agent for delivery. The Master need not appear 
'n person before the Captain of the Port unless specifically 

, ordered to do so. 

\) Slight groundings or touching of banks and bottom may simply 
be noted on the reverse side of the receipt for pilotage signed 

__ by the Master. 

Uli) In case of collision, stranding, slight grounding, touching of 
banks and bottom, or other accidents, vessels should immedia- 
tely notify YVM. 


Section A 
MATANZAS: 08.17 N. 62.50 W. 


NB. See “Orinoco River” for all im i 
portant entry requirements. 
INERATORS:: CVG Siderurgica del Orinoco CA. 
WAX ORAGES: Between miles nos. 195 and 197, Orinoco River. 
ne SIZE: Length 600 ft., breadth 74 ft., distance between rail and 
combing 23 ft., max. draft 30 ft. in rainy season May to Novem- 
{and 26 ft. in the dry season. 
operat * See “Orinoco River". Cable address of Matanzas terminal 
aceaan is “Sidor Matanzas - Telex 22709" and cables may be 
through Caracas, Curacao or Trinidad Radios. 
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TUGS: Every vessel over 2,000 registered tons is required to use 
a tug when berthing. Tug is 1,600 h.p. 

BERTHING: Undertaken day or night. One quay 300 metres length 
with 5 cranes. Floating derrick 85 metres length and 100 metric tons 
capacity. 

MEDICAL: Private hospital and several doctors available. 

TIDE: 6 inches rise and fall at the berth. Current, in winter 6 knots; 
in summer 1°5 knots. 

FRESH WATER: Available at rate of 12 metric tons/hour. 
FUEL: Available in emergency. 

CUSTOMS: 200 cigarettes and 1 bottle spirits allowed for crew 
member for personal consumption. 

IDENTIFICATION CARDS: Provided by authorities, and neces- 
sary if crew going ashore. 

REPAIRS: Local workshops undertake minor repairs. 
AIRPORT: Distant 10 miles. Six flights a week to Caracas. 
HOLIDAYS: No work on 1st January, Maundy Thursday, Good 
Friday, 1st May and 24th December. Work can be arranged on other 
holidays. 


Section B 
PALUA: 08.21 N. 62.41 W. 


N.B. See “Orinoco River" for all important entry requirements. 
Specific details, relevant to Palua only, are as follows: 
SUPPLIER: The ore supplier is lron Mines company of Venezuela, 
cable address El Pao San Felix (Venezuela). Their Palua office is 
fitted with VHF radio-telephone on 161.150/159.850 megacycles and 
2182 (call) kilocycles. 

CLEARANCE: Agent will secure the Clearance dispatch. 

Note: The Palua dock and facilities are the private property of 
Iron Mines Company of Venezuela. All Company regulations must 
be obeyed by vessels and vessels personnel. 

The Bill of lading will be prepared by Iron Mines Company of 

Venezuela, also the Commercial Invoice on the Consular Invoice 
form 138. The Inward Foreign Manifest, U.S. Customs form 7527-B 
should be prepared by Master after sailing from Palua. 
BALLAST: To provide the best manoeuvring trim on docking, 
it will be at the discretion of the Master to properly ballast the vessel. 
But in order to lose no time on loading operations, as well as to 
prevent short loading, the ballast should be pumped out as soon as 
possible, using utmost caution not to pump oil or sludge overboard 
in the port area. 
APPROACH AND DOCKING IN PALUA: After passing the 
village of San Felix, and before reaching the turn off from the main 
channel, a Tug and a Docking Pilot will meet the vessel and will 
assist in the docking manoeuvre. Although the Master will always be 
responsible for the vessel's movements either in the case of docking 
or undocking, the Docking Pilot will actually pilot the vessel to and 
dock the ship at Palua. 

At mile 180.5 the ship should leave the main channel, turning to 
the left to follow the new dredged entrance channel of approach 
which is marked by two flashing buoys: white on the port and red on 
the starboard side. Diamond-shape range marks of 6 ft. side, painted 
white with black diagonal cross, indicate the centre line of the 
approach channel. The front range, fastened on the ore loading pier, 
shows flashing green light, and the rear range, set on a tower 
approximately 2,000 ft. away, has fixed green light. 

The docking shall be port side to in all events; and please stow all 
hatch boards, or pontoons, or steel battens, etc., on the starboard 
side of the hatch; as this will keep the gear cleaner and lessen the 
work of the ore handling gang. 

The dock will provide a gangway for access to the ship. Nothing 
should overhang the port side of the vessel on docking. 

If the loading berth is not available the arriving vessel would be 

instructed to anchor at an anchorage just below the entrance to 
Palua approach channel at mile 179. 
LOADING DOCK: The ore loading port is located at mile 181.5 
of the Orinoco waterway, along the left bank going up-river. The 
new steel dock here is aligned up and down stream in the general 
direction of the current. It is 907 ft. long between its pointed heads, 
with 791 ft. of boarding side along, the deck fixed at about 6 ft. over 
the maximum expected rise of the river in the flood season. It has a 
strong fender system of steel structure covered with timber over- 
hanging the side, down to near the lower river stage; and is fitted 
with 14 bollards plus two more, one on each head, for proper docking 
and securing the vessel. 

Once the vessel is moored alongside the new ore loading dock, 

there shall be no further shifting necessary to load, as the loading 
tower moves along the dock on rails to facilitate the loading through 
the various hatches. 
LOADING: The ore handling and loading equipment for Palua has 
a capacity to load 3,000 metric tons of ore per hour, for the time 
being. With this capacity, the vessel's mooring lines should be ten- 
ded during the operation. 

The boom of the loading tower is so designed as to allow free 
movement in any direction, fore and aft. The gantry and boom travel 
along the dock for a distance of 518 ft., and can place the ore at a 
distance horizontally out from the dock fenderline of 23 ft. minimum 
and 62 ft. maximum at the highest water stage, and from minimum 
29 ft. to maximum 67 ft. horizontally out at the lowest stage. 

Care must be taken during the course of loading to avoid piling 
the ore too high in the holds, as this necessitates hand trimming 
before the hatch covers can be properly secured, and incurs un- 
necessary trouble. 
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UNDOCKING: The Master, assisted by a Docking Pilot if required, 
will handle the vessel on leaving the dock, going upstream from the 
dock not less than 3 mile distance to the turning basin in the same 
heading as when the ship moored alongside. One tug (or two tugs 
if required), will go alongside the ship prior to undocking and will 
assist the vessel until it is headed downstream in the main Orinoco 
channel. The amber lights at the heads of the dock form a range to 
mark the shoreside boundary of the local dredged channel. A red 
light high up on the loading gantry will come in the same range as 
the two amber lights. In the turning basin a tug-boat will assist the 
vessel swinging downstream. 

When the ship is in the main channel, properly headed down- 
stream, the Docking Pilot will leave on the tug, and the River Pilots 
(two of them) will assume the navigational direction. Report to Radio 
Marina by voice radio and give ETA at mile 31. 

Report again to Radio Marina giving position every hour, and try 
to contact Barima pilot station sometime before arrival at mile 31, 
where the Pilots will disembark. 

If Voice radio communication is not possible, comply by radio- 
telegraph by way of the YVM station. 

HEALTH: The vessel will be boarded by the Public Health Doctor 
after docking at Palua; unless instructions to the contrary. 

In the event that the Authorities have to board the vessel anchored 

out in the stream, an accommodation ladder should be rigged, 
preferably on the starboard side, to keep the port side clear for 
ren Venezuelan authorities and workmen will not use pilot 
ladders. 
REGULATIONS: The Master, members of the crew and passen- 
gers if any, are required to have in their possession individual small- 
pox vaccination certificates. Serious delays may result in the dis- 
patch of the vessel if this requirement is not complied with. 

The Venezuelan law is very strict on the subject of contraband. 
It cannot be stressed strongly enough that all new articles, clothing, 
cigarettes, liquor, etc., must be declared and sealed up on arrival. 

Concerning passes, the regulation states that ‘‘members of the 

crew who are not officers of the vessel, in order to go ashore and 
return aboard, have to be supplied with an identification card to be 
issued by the Purser of the vessel or his substitute, which card will 
contain the name of the vessel, the name of the crew member and 
the date of issue. This card will have to be signed by the person 
issuing same and has to be authorised by the respective officer of 
the Port Captain's office for the district”. 
GAS-FREE CERTIFICATE: Vessels reporting to Palua to load 
ore should have the holds and cargo compartments swept clean and 
ready to receive cargo. Also, any combination ore/tanker vessel 
tendering to load iron ore at Palua shall present, along with the 
notice of readiness, a Gas-free Certificate if said vessel has in the 
past been employed in the carriage of petroleum products. Such 
certificate shall be dated subsequent to the discharge of the vessel's 
last petroleum cargo. But they are advised that around Palua in 
Venezuela there is no chemist available for granting such a Gas-free 
Certificate. It may be secured before arriving at Venezuela by calling 
at Trinidad, reporting to cable address: Harriman, Port of Spain. 

In case of necessity, or for convenience, it could be arranged for 
the chemist to travel to Venezuela to meet the ship in Palua, advising 
Harriman (Port of Spain) at least three days before arrival at Palua. 

If the vessel is equipped with a gas-indicating meter (explosi- 
meter), Iron Mines Company of Venezuela will accept the Master's 
certification in writing that the vessel is gas-free. However, they 
reserve the right to check the vessel with their own equipment prior 
to acceptance. 

RADIO: Should a vessel receive radio advice at sea to proceed to 
Palua, and the clearance is to another port, the Master must radio 
to Agents-Alcoaships Puerto Ordaz (Venezuela) and advise the 
name of the vessel, flag, port of embarkation, original port of destina- 
tion, Captain's name and the number of members in the ship's crew 
including the Master. This is necessary in order to comply with the 
Venezuelan Customs Law. 

CONSULS: At the present time there are no Consular Agents 
located around Palua, the nearest being in Ciudad Bolivar or Caracas. 
FLOOD SEASON: The port experiences a yearly flood season 
from the middie of June to the middle of November, to a maximum 
of about 38 ft. at the last days of August, above the lowest stage 
(during the first days of April) in the dry season that occurs from 
the middie of November to the middle of June. 

TIDE: The wind in the locality blows generally upstream, and on 
exceptional occasions during the dry or low-river season, when the 
current is weak, does overcome the current and cause the anchored 
ships to tend with stern upstream. 

REPAIRS: Minor emergency repairs of mechanical, electrical and 
electronical types may be carried out in the shops by the personnel 
of the Iron Mines Company of Venezuela. The American Bureau of 
Shipping has a surveyor at Puerto Ordaz, near Palua. 

MEDICAL: There is a medical dispensary at Palua, and a hospital 
of the Company at El Pao, where seamen may be admitted when 
requiring hospitalisation in emergency cases. 

FUEL: All grades of bunker fuel are available at Palua, delivered by 
barge. 

FRESH WATER: Drinking water is available at the dockside in 
limited quantity of about 100 tons every 24 hours. Small amounts of 
fresh provisions may be obtained in the locality. 


AGENT: Alcoa Steamship Company, Cable address: Alcoaship, 
Puerto Ordaz. 


Section C 


PUERTO ORDAZ: 08.21 N. 62.43 W. (See Plan) 


OPERATORS: Orinoco Mining Company. 

LOCATION: The operations of the Orinoco Mining Company» 
centred in the State of Bolivar in Eastern Venezuela and iron Ot 
loaded into ocean-going vessels at Puerto Ordaz 8° 21’ Ny 
43’ W.) at the junction of the Caroni and Orinoco rivers, appre 
mately 184 nautical miles from the open sea. 

GAS-FREE CERTIFICATE: Any combination ore-tanker Ves 
tendering to load iron ore at Puerto Ordaz shall present, along yw 
the notice of readiness, a gas-free certificate if said vessel has ing 
past been employed in the transportation of petroleum Produs 
Such certificate shall be dated subsequent to the discharge off 
vessel's last petroleum cargo. Gas-free certificates can be Obtaing 
through an approved surveyor in Puerto Ordaz. 

HEALTH: Vessels will be boarded by the Public Health Docty, 
the stream off Puerto Ordaz. He will not come up a pilot ladder» 
will insist on an accommodation ladder which should be rigged» 
ready when he approaches. In order not to delay docking, this accm 
modation ladder should be rigged on the port side during low sj» 
stage, and starboard side during high river stage. 

RADIO: Should a vessel receive radio advice at sea to process, 
Puerto Ordaz, and the clearance is to another port, the Master m 
radio station YVM Puerto Ordaz, and advise the name of the vesy 
flag, port of embarkation, original port of destination, Master's na» 
and number of members in the ship's crew. This is necessay, 
order to comply with article 17 of the Venezuelan Customs Lay 
TUGS: All vessels touching at Puerto Ordaz will be assisted 
tug in docking and undocking manoeuvres. Line-handlers are ay 
able on the dock to secure mooring lines on vessel's arrival, ang; 
release them on vessel's departure. 

BERTHING: 

1. The Harbour: The Puerto Ordaz Harbour extends fromm 
183.5 to mile 184.1 of the waterway. The harbour consists of a naly 
basin formed by the mouth of the Caroni as it flows into the Orinoy 
The width of the turning area within the basin varies from a mining 
of about 1,600 ft. at low water to a maximum of about 2,000 ft. at he 
water. The lighted buoys marking the navigable limits on eithers 
of the harbour are moved to different positions according tom 
stages in order to achieve full utilisation of navigable waters, h 
bottom of the harbour is generally rock, with scattered layers ofse 
overburden deposited as sediment by the river. This sand is regux 
removed by dredging in order to maintain depths which will accw 
modate the maximum draft authorised by the Port Captain. } 
bottom configuration across the harbour consists of a rocky s¥ 
extending about 900 ft. from the face of the dock. Beyond this s¥ 
the bottom slopes steeply into a deep gorge, then rises to fom 
sandy beach along the opposite shore. The velocity of river cure 
at this site varies according to stage levels. A slower curren! 
generally experienced over the rocky shelf adjacent to the de 
with velocities averaging about 1.5 knots at flood stages and aby 
0.5 knots or less at reduced river stages. The velocity of the cune 
over and along the deep gorge averages about 3.5 knots at fw 
stages and 1.5 knots or less at reduced river stages. During extres 
low water, the basin is subject to tidal influence and the velocity! 
currents is minimal, although there is no reversal of flow. The dit 
tion of the current is aimed slightly toward the face of the doc! 
its South-east end but deflects away from the pier about 5’ 
downstreamward. Access to the harbour is by way of a natu 
deep and wide fairway which is the continuation of the gorge # 
enters the Orinoco River. 

2. The Dock: The Puerto Ordaz dock is located along ther? 
ascending side of the harbour and extends outward from shore® 
South-east by East alignment. The all-steel fixed-height doc 
1,885 ft. long; its elevation is 41 ft. above low water plane (0.0 ft. stat 
This dock is fitted with a strong fender system and with a suffice 
number of accessible bollards for proper docking and securing 

3. Arrival: 

(a) Notice of Readiness: When completely ready to rect 
cargo, vessels will submit “Notice of Readiness" to Orinoco Mi" 
Company. Vessels will be loaded in the order in which Notices’ 
Readiness are accepted by Orinoco Mining Company. The Comp 
will advise when the vessel may proceed alongside the dock. 

(b) Docking: Special Docking Pilots are provided for the doc! 
and undocking of vessels at Puerto Ordaz. These Pilots are 
fied River Pilots, thoroughly familiar with local conditions. All ® 
sels will dock starboard side to. During the low water stage, whit” 
from the middle of November to the middle of June, no gang® 
should be rigged and nothing should overhang the starboard 
ot the vessel. When the river is sufficiently high which is from® 
middle of June to the middle of November vessels are request!’ 
have starboard gangway or accommodation ladder rigged and @ 
to lower immediately after docking in order to expedite the 
mencement of loading. Venezuelan authorities and workmen ® 
not use pilot ladders. Vessels reporting to Puerto Ordaz to load ® 
should have holds and cargo compartments broom clean and 
to receive cargo. Considerable time will be gained if this requ® 
ment is met prior to reporting. 

(c) Hatches; On arrival at Puerto Ordaz all hatch boards or* 
toons, beams, tarpaulins, steel battens, wedges, etc., show , 
stowed on the port side of the hatch. This will keep the hatch # 
cleaner and lessen the work of the ore handling clean-up ga"? 

(d) Ballast: In order to lose no time with the loading op' r 
as well as preventing short-lifting, all ballast should be pumpet® 
before arrival at the dock. Use utmost caution not to pump @ 
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dge overboard in the port area. The Orinoco Mining Company 
[ Agency Representative will contact vessel on arrival and will 
wer in every way possible, ; 
ay Departure: All vessels which have completed loading at Puerto 

ae and have received the latest river information from the port 
- als, and are ready for their river transit in every respect, will 
poo outward via the Orinoco Waterway, disembarking the Pilot 
onle 31. Once the Pilot has disembarked, vessels shall proceed 

a the South (dredged) channel to mile 0, and exit the waterway. 
TANKERS : See “Punta Cuchillo”. ; ; 
MEDICAL: There is a hospital at Puerto Ordaz which will admit 
seamen requiring hospitalisation. ‘ j ; 

FRESH WATER: Drinking water is available alongside the dock. 
FUEL: Bunker “C"' and diesel oil is available. 

ONSULS: An Italian Consulate Agent at Puerto Ordaz, nearest 
consuls for other countries at Cuidad Bolivar or Caracas. 
REPAIRS: Minor emergency repairs may be carried out in the 
shops of the Orinoco Mining Company. Heit : 
TIME: The legal time of Venezuela, which is four hours behind 
Greenwich Mean Time, shall be used in Pilotage Zone No. 1 of the 

River. 

SHORE LEAVE: Permitted, but it is mandatory that all crew mem- 
pers should report back to their respective ships before sailing time. 
GENERAL: |. Ore Loading Equipment: The ore handling and load- 
ing equipment installed on the pier has a speed ratio of 6,000 long 
tons of ore loaded per hour. Due to this great loading capacity the 
yessel's mooring lines must be tended at all times. ; 

9, Handling Facilities: A movable 110-ton, rail mounted stiff-leg 
derrick is installed on the dock for the handling of general cargo. 

3, Provisions: Small amounts of fresh provisions are available. 

4, Surveyor: The American Bureau of Shipping has a non-exclus- 
ive surveyor in Puerto Ordaz. Lloyds has an agency in Ciudad Bolivar 
with a branch office in Puerto Ordaz, and will appoint surveyors 
upon request. 

AGENTS: Mailing Address: Orinoco Mining Company, Apartado 
9736, Caracas, Venezuela. Cable Address: Oconiro, Caracas. 

The Orinoco Mining Company acts as ship's Agent for all vessels 
consigned to load iron ore at Puerto Ordaz. This function is perfor- 
med by the Superintendent, Traffic & Ship's Agency and his staff, 
whose offices are located adjacent to the loading dock at Puerto 
Ordaz. 


Section D 


PUNTA CUCHILLO, (Puerto Ordaz Terminal): 
08.20 N. 62.47 W. (See Plan) 


NB. See “Orinoco River" for all important entry requirements. 
Specific details relevant to Punta Cuchillo only are as follows: 
OPERATORS: Phillips Petroleum Company. 

LOCATION: Phillips Petroleum Company terminal and dock is 
located near Mile Post 192 on the South side of the river. 
PILOTAGE: Government Pilot will pilot vessel to Puerto Ordaz. In 
some cases this same Pilot will act as Mooring Pilot and dock vessel 
at Phillips’ terminal. If River Pilot does not also act as Docking 
Pilot, the River Pilot will disembark at mile 178 during low water, and 
mile 183 in high water, and a Docking Pilot will embark and take the 
vessel to mooring. 

Pilots are obtained at the G7 buoy of the old channel, which is the 
same as Buoy 27.7 of the new channel and is located five miles West 
ofthe old lighthouse at Punta Barima at lat. 08° 36’ 00” N., long. 60° 30’ 
4’ W. It is important that vessels pass this buoy and be in sight of 
the Pilot Station (one mile E.S.E. of Punta Barima Lighthouse), as 
pilots will not proceed to the vessel until it has been sighted. 
RADIO: The cable address for Phillips Petroleum Company, 
Caracas, is Filven. Messages to the Phillips Petroleum Company's 
Puerto Ordaz Terminal should be addressed to Alcoa Steamship 
Co. Inc,, Puerto Ordaz. Cable address: Alcoaship, Puerto Ordaz. 

Vessels diverted at sea to Puerto Ordaz (Phillips Terminal) which 
do not have a Venezuelan clearance on board, must advise Zicoa, 
Phillips Petroleum Company's Agent at Puerto Ordaz, by radio as 
Soon as they receive their orders to change destination. The follow- 
ng information must be given: Master's name, vessels flag, net 
‘onnage, last port of call, port to which originally cleared and ETA. 
This information is required in order that inward clearance may be 
arranged with government officials in ample time prior to vessel's 


arival. In absence of this information, vessel will be subject to a fine. 
MAX. SIZE: 


Gauge Maximum Tide Required 
Reading Draft at Bar 
12-14 ft. 33 ft. None 
14-17 ft. 34 ft. None 
17-20 ft. 35 ft. None 
20-23 ft. 36 ft. None 
23-26 ft. 37 ft. None 
26-29 ft. 38 ft. None 
29-32 ft. 39 ft. None 
32-35 ft. 40 ft. None 
35-38 ft. 41 ft. + of high tide 


HEALT 38-41 ft. 43 ft. 4 of high tide 
the ot H: Vessel will be boarded by the Public Health Doctor in 
_ team off San Felix or Puerto Ordaz or occasionally at the 
‘Ps Terminal. If he boards before docking, an accommodation 
"7 ® should be rigged and ready when he approaches, as he will 
come up a pilot ladder. 


VENEZUELA 


All Masters, members of the ship's crew, and passengers, if any, 

are required to have in their possession individual smallpox vaccina- 
tion certificates. If this requirement is not complied with, a serious 
delay may result in the dispatch of the vessel. 
BERTHING: The dock at the terminal consists of a docking plat- 
form, two breasting dolphins and two mooring dolphins. The dock- 
ing platform is connected to shore by a 10 ft. causeway capable of 
carrying a light truck. 

At mean low river stage, water depth at the face of breasting struc- 
tures is 40 ft. The bank rises sharply from face of dolphins toward 
shore. The 40 ft. depth contour extends parallel to shore for a con- 
siderable distance upstream and down stream from the dock, allow- 
ing a flat approach angle. 

Current is negligible during low river stage and is approximately 6 
knots at midstream at high river stage. Current runs generally paral- 
lel to the face of the dock at the dock site. 

Top of dock elevation is 45 ft. above low water stage. Buffering 
system extends from a point below low water stage to a point immed- 
iately below top of dock. Nothing should overhang the shoreward 
side of the vessel when docking during the lower stages of the river. 
The buffering system is designed to accommodate forces exerted by 
a vessel of 47,000 tons displacement, approaching the dock with a 
velocity component perpendicular to the dockface, of $ ft. per 
second. 

Bollards for vessel's lines are provided at the mooring dolphins 
and at the breasting structures. Mooring dolphins will safely with- 
stand 200,000 pounds of mooring line tension. 

Phillips Petroleum Company facilities include a 24 in. diameter 
submarine pipe-line which crosses the river a short distance down- 
stream of the dock. The crossing is marked by triangular-shaped 
signs on both banks of the river. Masters are cautioned against use 
of vessel anchors in this area. 

The terminal pumps are capable of loading oil aboard ship at the 
rate of approximately 14,000 barrels per hour. 

INWARD CLEARANCE FOR DIVERTED VESSELS: Vessels 
diverted to Puerto Ordaz to load cargo should submit all documents, 
except consular mail, which they will not have, In lieu of this, they 
should submit four copies of the cable to divert, leaving enough 
space for the translation in Spanish. Vessels diverted at sea to 
Puerto Ordaz (Phillips Terminal) which do not have a Venezuelan 
clearance on board must advise ALCOA, Phillips Petroleum Com- 
pany’s Agents at Puerto Ordaz, by radio as soon as they receive 
their orders to change destination. The following information must 
be given: Masters name, vessels flag, net tonnage, last port of call, 
port to which originally cleared and ETA. This information is requi- 
red in order that inward clearance may be arranged with govern- 
ment officials in ample time prior to vessels arrival. In absence of 
this information, vessels will be subject to a fine. 

SAFETY: The following is a condensation of the safety precautions 
that should be observed when the vessel is alongside the dock: 

(i) All passageway doors leading to the cargo deck areas are to 
be kept closed during cargo-loading operations. 

(ii) Ship's firefighting equipment must be kept ready at all times 
while berthed at Phillips dock. 

(iii) Smoking or carrying lighted or unlighted pipes, cigars or 
cigarettes on the weather decks of the vessel, or on the dock, 
is strictly prohibited under all circumstances. Masters are 
requested to instruct their crew not to throw lighted cigars or 
cigarettes over the side or out of the portholes. 

(iv) An efficient watch must be maintained on deck and in the 
engine-room on the vessel, and a sufficient number of men 
must be on board at all times to move the vessel any time, 
in case such is required. 

(v) If the galley is located near oil-handling operations of any 
nature, the skylight lids should be kept down and secured to 
prevent the galley being sprayed with oil in the event of a 
burst hose. 

(vi) Ventilators in the vicinity should be turned away from the 
scene of operation. 

TUGS: The use of tugs is necessary in docking and undocking 
manoeuvres of boats at this Marine Terminal. Alcoa has a 2,100 h.p. 
tug available for this service. A tie-up launch will be provided to 
assist in the mooring of the vessel, and will handle all the mooring 
lines before and after loading. 

LOADING: Phillips Petroleum Company Lot 9 Monagas crude is 
the only cargo available at the Puerto Ordaz Terminal. This crude 
has an API gravity of 11-9° to 12-5°F. (6-490-6-517) U.S. barrels per 
long ton. This cargo must be heated to approximately 140°F. in order 
to attain normal discharge rates. 

Loading is accomplished through three 10 in. hoses provided with 
10 in., 150 Ib. ASA flanges. Hoisting gear is provided for handling 
the hoses. A dock crew will connect the cargo hoses and disconnect 
them on completion of loading. Some adapters and other tools are 
available on dock. The oil will be loaded at an elevated temperature. 

Precautions, as are common for any heavy oil, should be taken to 
ensure that no ballast water is left in any tank to be filled with this 
oil. If the cargo is contaminated with water, the water will not separ- 
ate from the oil. The salt content of the oil will be raised approxi- 
mately 10 Ib. per 1,000 barrels for every 0:10% contamination by sea 
water. 

All cargo compartments must be stripped dry. Cargo pipe-lines 
should be drained and/or purged of water. 

There is no provision at the Puerto Ordaz Terminal for disposal of 
dirty ballast or tank washings. Tankers bound for Puerto Ordaz for 
loading must dispose of all dirty ballast and tank washings before 
entering the Orinoco River. 

Prior to proceeding to sea, all butterworth plates, cargo tank hatch 
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covers and ullage plugs should be inspected to ensure against 
entry of salt water. 

FRESH WATER: Fresh water is available ex-barge; cable advice 
of 24 hours is required. Dry provisions may be obtained in very 
limited quantities. 

FUEL: Bunker fuels are available at all hours from Astilleros Orinoco 
C.A., who operate a floating storage and blending facility in the 
Orinoco River. Bunker fuels may be received at Phillips dry dock 
while loading crude. Fill cargoes can be made available. 

TIME: GMT minus 4. 

MEDICAL: Medical assistance can usually be arranged, particu- 
larly in the case of an emergency. 

REPAIRS: No major repair facilities are available. However, small 
repair jobs can be taken care of through local machine and electrical 
shops, and shore labour can be obtained if required. 


AGENCY: Phillips Petroleum Company uses Alcoa Steamship 
Company, Inc., Puerto Ordaz, as its Agent in the handling of all 
papers and documentation connected with the ship's business. 
Alcoa will also help the ship's Master in providing required land 
transportation, limited provisions, or any other assistance that may 
be required for the operation of the ship's normal business. Alcoa 
will also assure that the ship's requirements are met in regard to 
Sanitary Inspection, Customs Inspection and Guardia Nacional. 


PERTIGALETE: 10.15 N. 64.34 W. 


LOCATION: Situated in a sheltered bay about 2 miles East of 
the port of Gvanta, or about 4 miles from the pilotage zone situated 
in the North. 

PILOTAGE: The pilotage zone in Pozuelos Bay is the same as for 
Guanta, i.e. an area situated between the islands of Borracha and 
Chimana, in the Bay of Pozuelos (formerly called Bergantin Bay). 

From the pilotage zone for the port of Guanta/Puerto La Cruz, the 
private pier Pertigalete is to be approached by sailing between the 
Isla de Plata and the island of Cachicamo. Pilotage is compulsory 
in and out and is performed by well-trained government Pilots. 
The navigation is considered very safe. 

MAX. SIZE: The depth of water for ocean-going vessels alongside 
the Pier is 20 ft. (shore side) to 40 ft. (sea side). 

BERTHING: The private pier in Pertigalete for berthing ocean- 
going vessels is up to 150 metres (492 ft.) long. The apron is ample 
and allows easy manoeuvre of trucks with cement. On the same pier 
the cement factory is regularly receiving raw material and machinery, 
but the berthing is along the West side of the pier for coastwise 
trade, so does not interfere with operations for ocean-going vessels. 
There are chutes, conveyor belts from the nearby silos, and a heavy 
crane. 

Alyno et Available from inward clearance port at Guanta/Puerto 
la Cruz. 

TANKERS: Berth at private wharf at Pamatacualito, operated by 
Baroid de Venezuela SA. 

Length of berth 113°60 metres, depth alongside 10 metres. 
LOADING: The cement factory is able to deliver to the pier 2,000 
to 2,300 bags per hour, to be loaded simultaneously into arrived 
vessels. According to experience load rate is about 300 bags per 
hour and gang by steam winches, and about 400 bags per hour and 
gang by electric or hydraulic winches. 

STEVEDORES: Loading operations are performed exclusively 
by the personnel of the cement factory. Winchmen are also supplied 
by the cement factory. All costs, including overtime, are for account 
of the cement factory, inclusive of stowing and trimming the vessel. 

Under normal conditions on Saturday afternoon there is no work, 

but almost without exception the cement factory works overtime 
on Saturdays if by doing so the vessel can be despatched that day. 
On holidays, if circumstances call for urgent operation, the cement 
factory has the option to work overtime. Work on Sunday is pro- 
hibited. 
AUTHORITY: Private pier of C. A. Venezolana de Cementos and 
is under the jurisdiction of Customs and Harbour Master of Guanta/ 
Puerto La Cruz, Eastern Venezuela. All charter business and general 
administration is covered by Caracas Headquarters of C. A. Vene- 
zolana de Cementos. 


AGENTS: Head Office (Direction and Control), Brokers Chartering 
and Tramp Agents, Victor H. Selinger, PO Box 1632, Caracas. 101, 
Venezuela. Cables: ‘Selvic" or “Seltank". Tel. 81.25.28, 81.86.38, 
81.28.78. Telex: 22859, 21402, 21631. 


PUERTO CABELLO: 10.29 N. 68.07 W. 


PILOTAGE: Pilotage is compulsory and vessels have to wait for 
Pilot in the pilotage zone, West and North West of the port entrance 
(South West of Punta Brava). 

MAX. SIZE: Bulk Cargo Pier: up to 32 ft. draft. Inner Port: up to 
28 ft. draft. 

TUGS: The use of tug-boats within the port is compulsory both 
for entering and leaving port, as well as for manoeuvres in the port 
basin, for foreign flag ships over 300 tons. 

BERTHING: The port entrance is 100 metres wide in direction 
West to East. Berth No. 1 and half of Berth No. 2 are along the same 
entrance channel, where ships are berthed only as an exception 
or when the port is rather congested. The total length of the North 
(main) Pier for the berthing of ocean-going vessels is 1,025 metres, 
room enough for six to eight vessels. For administrative reasons the 
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pier is divided into eight berths of about 128 metres each. B 
berths No. 2 and 3, the pier is bent Southwards. Along the Pier thy 
are warehouses which under normal circumstances Provide sy 
cient indoor space. 

Along the East Pier, of 350 metres length, there are no wareho 
This pier gives berthing facilities to three or four Middle-sin 
vessels. 

Along the South Pier, of 500 metres length, there are two 
houses. This pier is exclusively used for coastwise shipping, fishe 
and small craft in general. 

The dredged channel along the East Pier is only 80 metres wig 
This is the only channel which connects the main basin of the por, 
the South basin of the port, the latter served through the South Ps 
BULK-HANDLING FACILITIES: 400 metres long new te 
designed exclusively for the handling of bulk cargoes. 

This bulk cargo pier has an apron of about 25 metres and allow 
ships with a draft of 10 metres at any time. 

Ships moored along this new pier are not able to take water they 
but have to be shifted to the general cargo piers in the port of Puss 
Cabello. 

There is no telephone installation on the new pier. 

At a later stage there will be erected silos for grain, Chemica 
fertilisers and likely also storage tanks for liquid cargo and oty 
installations for the handling of all kinds of bulk cargo. 

Tug-boat service and assistance of Pilots is compulsoy;, 
negotiate the distance to and from the bulk cargo pier. 

General cargo is not allowed to be handled at this pier. There» 

no cargo handling facilities whatsoever and no kind of rolling e Quy 
ment either. All the vessels, unless they have up-to-date dischargiy 
equipment of their own, have to provide derricks of minimum 5 to 
capacity to support the SKT discharging equipment of receiv, 
The cargo is discharged in bulk cargo trucks, fully closed and ye 
only rather narrow manholes for the SKT arm. 
TANKERS: About 2 miles East of the port entrance, Shell 
a bunker terminal called Borburata. Heavy fuel oil, gas oil and die 
oil are supplied upon prior arrangement. Borburata belongs tot 
jurisdiction of the Ports and Customs Authorities of Puerto Cas 
llo. Governmental Pilot is compulsory for calling at Borbure 
If the vessel is cleared outward at Borburata the governmental Pir 
is to be brought back by automobile to the pilot station in Puss 
Cabello. 

For the time being, vessels piloted into/from Borburata o 
between 0500 and 0600 hours. 

Ships of about maximum 425 ft. length, drawing not more the 
24 ft. Vessels longer than 425 ft. may be handled provided the Capty 
and/or Owner's Agent are ready to assume full responsibility’ 
writing, by letter, to be flled with the Harbour Master. 
STEVEDORES: Straight time: Monday to Friday: 0700-1100 how 
and 1300 to 1700 hours. 

Overtime: Monday to Friday: 1800 to 2300 hours. Normally o® 
time beyond 2300 hours is not permitted. 

Relief Gangs: Obtainable, if there are not too many ships workit 
in the port at atime, for the hours from 1100 to 1300 and 1700 to {a 

Work on Sunday : Not permitted except for passenger vessels, a 
considered as such are those carrying more than 60 passenget 
and with a medical doctor on board. 

Saturday afternoon work: Not permitted. But if a vessel can tem 
nate operation and sail with a maximum of three additional how 
work, a special permit can be obtained from Customs and Pr 
Authorities. In such case, the additional working hours are ci 
sidered straight time work. 

FRESH WATER: Water is supplied through pipe-line on the pe 
day or night. 

For night work, a special gratuity to watermen is customary. 

The drinking water in Puerto Cabello is tropical treated, w® 
filtered and wholesome. 

Every vessel of over 600 tons net calling at Puerto Cabello, # 

other ports in Venezuela, should arrange to take water only at Pue® 
Cabello in order to avoid double water dues. 
OPENING/CLOSING HATCHES: Is not performed by 
National Port Services, but instead either the ship's crew or hit 
assistance labour must be used. Recommended that ship's 0® 
open and close hatches. 
REPAIRS: The adjacent Naval Yard, the entrance to whichis wi 
the main ports, opposite the North Pier, is equipped for minor rep” 
both on engine and hull. For emergency purposes, the dry & 
could be used. Its capacity is for ships up to 30,000 to 35,000 
All repairs on the hull are effected by a special crew transfe® 
from the Naval Yard. 

At the dry dock there is one crane of 15 tons capacity. Within™ 
Naval Yard there are two slipways for ships of 125 ft. maximum® 
210 ft. length maximum respectively. 

Venezuelan Navy ships always have priority. 


AGENTS: Head Office (Direction and Control). Brokers, Charters 
and Tramp Agents, Victor H. Selinger, PO Box 1632, Caracas,” 
Venezuela. Cables: “Selvic" or “Seltank". Tel. 81.25.28, 81.8% 
81-28-78. Telex: 21402, 22859, 21631. New Boe Code. Local 
PO Box 108, Puerto Cabello T31. Tel. (042) 2866, (042) 3088. Cable 
“Selvic” or “Seltank”. 


PUERTO DE HIERRO: 10.38 N. 62.05 W. 


DOCUMENTS: 
Last Port Venezuelan Consulate Clearance. 
6 Crew Lists. 
6 Passenger Lists. 


gstores Lists. ' 

narcotic Drugs Lists. 

9 Health Declarations (forms provided and filled by doctor on 
val). 

Kw Vaccination Certificates of Crew. 

Derat Certificate. + : - 

OTAGE: Pilot boards at sea buoy 10° 37’ N., 62° 06’ W. If no 
ot boat meets vessel on arrival, ship must anchor to wait orders. 
472, 48 and 24 hour ETAs to cable address “Transterm Guiria”. 

vessels should anchor in the vicinity of sea buoy. No radio-telephone 

le. 

WCHORAGE: Vicinity of sea buoy. Good holding ground. 

gESTRICTIONS: Vessels may have to wait at anchorage until 

sack water for docking when tide/current is strong. 

WAX. SIZE: Dock, East berth: 30 ft. at low water 33 ft. at high water 

@) ft. length, 90 ft. beam. Dock, West berth: 19 ft. at low water, 

git. at low water. 600 ft. length, 60 ft. beam. 

HEALTH: Doctor boards at berth and grants pratique. Any suspec- 

ej disease or fever to be reported at that time. Vessels arriving from 

+ Venezuelan port do not require pratique. 

pADIO: La Guaira, Venezuela. 

TUGS: None available. 

BERTHING: Berthing at times limited to slack water period de- 
nding on strength of tides. Pilot will advise. 

$TEVEDORES: Bulk cargoes: discharging rate 700/800 tons p/h., 

sading rate 800/1,000 tons p/h. No facilities available for handling 

eneral cargo. 

MEDICAL: No notice required. Venezuelan Navy Hospital with 

imited medical assistance. 

TANKERS: No oil carriers. 

DENSITY: Low water - 1020. High water - 1023. 

FRESH WATER: Available in limited quantities at berth. Rate of 

delivery 30 tons p/h. 

FUEL: In an emergency. Esso diesel fuel medium, specific gravity 

a 60°F, 0.85, API gravity at 60°F. 35, viscosity SSU at 100°F. 37, 

viscosity engler at 20°C. 1.40. 

DEVELOPMENTS: Possibility of increasing draft to 42 ft. at load- 

ing berth, and to 30 ft. at discharging berth. 

CUSTOMS ALLOWANCES: Two cartons of 200 cigarettes each 

o equivalent in tobacco. Two ? litre bottles. 

IDENTIFICATION CARDS: Issued locally by Navy on arrival. 

REPAIRS: None. Small company workshop. 

CONSULS: None. 

AIRPORT: Nearest airport (one hour voyage on launch) is Guiria 

wth two weekly flights to Caracas and the same number to Port 

of Spain, Trinidad. Next nearest (one hour launch plus two hours 

car) is Cardpano with four daily flights to Caracas. 

TIME: GMT minus 4 hours. Permanent. 

HOLIDAYS: Cargo worked 24 hours a day, 365 days a year. 

GENERAL: The whole of Puerto de Hierro is a Venezuelan Navy 

Supply Base. The dock and cargo installations are operated by 

Puerto de Hierro, S.A., a subsidiary of Caribbean Steamship Com- 

pany, S.A. Only bulk cargoes transhipped by Caribbean Steam- 

ship are handled. 

AUTHORITY: Puerto de Hierro, S.A., c/o Agencia Miguel Petro- 

sini, Campo Creole, Guiria, Estado Sucre. Cable: “Transterm Guiria” 

Tel. 109 of Guiria. 


PUERTO LA CRUZ, (Puerto La Cruz Terminal): 
10.13 N. 64.38 W. (See Plan) 


OPERATORS: Mene Grande Oil Company. Postal Address, 
Apartado 709, Caracas, Venezuela. Radio Address, Meneg, Puerto 
a Cruz. (Venezuela). 
FLAG: Venezuelan flag must be displayed from the foremast when 
ntering zone as well as in docking operations. At all other times the 
Venezuelan flag must be displayed between sunrise and sunset. 
LOCATION: Puerto La Cruz located on Pozuelos Bay on the 
North-east coast of Venezuela. Its harbour is well protected by 
‘umerous islands against sea currents. The hurricane path is 
several hundred miles to the North and has never affected the flow 
‘navigation in the Puerto La Cruz area. 
ue light-house marking the entrance to Pozuelos Bay is located: 
Fg 10° 18’ 18” North, Longitude 64° 41’ 7” West. Visibility is 20 
DOCUMENTS: Arrival clearance is effected on board vessel 
oe after docking by Government Officials and a representative 

the Company. The following documents are required: 

'. Ship's Register. 

2. Dispatch issued by Venezuelan Consul at last port (1 copy). 

3, Ballast Manifest (1 copy). 

§. Crew List* (6 copies). 

. Passenger and Baggage List, if any (5 copies). 

; List of Passengers in Transit, if any (5 copies). 

- List of Personal Effects (4 copies). 

. Store List (5 copies). 

sy List of Slop Chests (4 copies). 

ww Sailing Permit issued by Marine Authority at last port of call. 

blade should indicate separately all deck, engine and cabin 
*LOTAGE: The use of Government Pilots is compulsory for all 
pet S entering or leaving territorial waters. The Company will 
ae for this service at all times. If it becomes necessary for the 
salety rH the vessel to disregard Pilot's orders in order to ensure 

Yofthe ship a written report from the Master shall be submitted 
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promptly to the Government Port Captain in Spanish. Meneg will 
assist in translation, when necessary. 

The zone for Pilot to board or to anchor awaiting Pilotis delineated 
by the following three lines: South by parallel 10° 15’ N., East by 
meridian 64° 40’ W., and West by an imaginary line from Punta 
Puinare on Isla Chimana del Oeste to the North point of Morro de 
Barcelona. 

When ready to dock, a Pilot will be despatched by launch to ship 
MAX. SIZE: No limitation is placed on width of tankers. Ships up 
to 1,000 ft. in length can be turned around in the inner harbour area. 
Max. safe draft alongside (berth No. 5) is 55 ft. 

HEALTH: In theory the Government Port Doctor is to board each 
incoming vessel and board only outgoing vessels which carry pas- 
sengers. In practice, however, the doctor boards at his discretion. 

Ships cleared between the hours of 5 p.m. and 8 a.m. Mondays 

through Fridays and all day Saturday, Sundays and holidays are 
charged by Immigration Service for the issuance of shore leave pas- 
ses. There is no charge for this service from 8 a.m. to 5 p.m. Mon- 
days through Fridays. Transportation and immigration clearance 
fees on movement of seamen are billed at cost. 
RADIO: Masters are requested to advise Meneg Puerto la Cruz by 
radio 48 hours in advance of estimated arrival outlining vessel's 
name, date and hour of arrival, bunkers and cash required, if any. 
Vessels may contact the terminal by radio-telephone on any of the 
following frequencies: 2080 kc., 2120 kc., 2182 kc., 2638 kc., and 
2738 kc and VHF channel 16. There is standby attention 24 hours a 
day to all frequencies mentioned. 

Notice of diversion at sea, not received prior to arrival of vessel, 
subjects ship to incontestable fine from the government. 

Ship-to-shore radios are installed on the oil dock and on both tugs. 
A 350-watt AM transmitter-receiver operates on the following fre- 
quencies which are monitored 24 hours a day: 2080 kc. 2120 kc., 
2182 kc., and 2738 kc. VHF Channel 16 for calling. 

TUGS: Two-tug service is compulsory by law in this port. The 
Company has available a first-class diesel-electric tug of 1,600 h.p. 
and a contract tug of 2,100 h.p. 

Tug assistance is charged from the moment the tugs leave their 
mooring, after having been requested, until they have returned and 
made fast. In other words, time is charged during the entire period 
the tugs are at the service of the requesting vessel, whether or not 
the latter is under actual manoeuvres. Generally, the Pilot will not 
commence movement of the vessel until he is assured that the tugs 
are standing by. 

BERTHING: The loading facilities consist of five berths. Products 
available and safe draft are as follows: 


Berthi 2 3 4 5 
Crudes ms 4 x te oe 
Heavy fuel oil x 
Refined products Me Me 
LPG ws 
Bunker “C” fuel x x Oe x x 
Diesel fuel 4 pe we ms ¥ 
Intermediate fuels x x ne ¥% x 
Fresh water x 4 > x x 
Max. safe draft 38° 38’ 38 38’ 55; 


Upon arrival at dock the following rules must be observed: 

(a) Masters must ensure that mooring lines are properly tended 
during the discharge of ballast and loading of cargo, and that 
sufficient personnel is on board at all times to handle same. 
Discharging or loading will be temporarily suspended upon 
infringement of this regulation. 

(b) Masters are requested to remove the blank flanges from their 
vessel's loading manifold before docking, so as to expedite 
the connecting of the shore hoses by company personnel. 
Vessels using berth No. 5 are also requested to have their 
derrick and gangway ready for use. 

Note: Vessels normally dock with starboard side to dock. 

(c) While docked, circulating sea water, hot water or steam on 
starboard side of ship is prohibited. Hot water or steam may 
activate the automatic sprinkler system as well as damage 
piping located under the dock surface. 

(d) Rat-guards must be placed on all ropes connected with the 
shore. 

(e) Heavy exhaust smoke from vessel's smoke stack is not permit- 
ted. Any infringement of this rule will result in Government 
fine and/or removal of ship from dock. 

(f) Meals must be provided in officers' mess-room for Venezuelan 
National Guard personnel who may be assigned to the vessel 
during stay in port. 

LOADING: After the vessel has been cleared, the Company Dock 
Supervisor on watch will give the Master of the vessel written 
instructions as to grade or grades of cargo, loading rates, informa- 
tion on size of hoses and lines, and other information pertinent to 
the loading of the vessel. 

During loading operations, company employees are on watch 
to administer to the needs of each vessel. 

Upon termination of loading cargo, hoses are normally displaced 
with air at controlled rates prior to disconnecting. If the ship's 
officers request that the alternate procedure of draining hoses be 
effected, shore personnel will be happy to comply provided the 
following steps are observed by ship's officers: 

1. Advice be received prior to termination of loading cargo. 

2. Ship's receptacles be situated to receive oil drained on board. 
It should be noted that heavy fines are imposed for spills or 
overflows which contaminate the bay. 

Shortly after completion of loading company personnel will take 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


ship's ullages and, later, deliver cargo and sailing papers to an 
officer of the vessel. 

Ships must vacate berth upon completion of loading and await 
papers at anchorage if the berth is needed for another vessel. The 
Dock Supervisor on duty will advise ship's officer of this matter. 
MEDICAL: All requests for medical or dental treatment must be 
accompanied by a written request from the Master to the Company 
Dock Supervisor on duty. The Company makes available to ship's 
personnel the same clinic which has been designated for its employ- 
ees. Seamen requiring medical attention should first contact the 
Company's Dock Supervisor who will provide them with a medical 
order and also provide transportation to and from the hospital. 

In the event of hospitalisation, and after a seaman has been dis- 
charged, he must rejoin his vessel if it is still in port. Otherwise, 
he will be lodged in a hotel pending instructions as to his disposition. 

Company doctors do not visit ships. If medical attention is re- 
quired aboard ships, the Government Port Doctor will board and 
attend the patient. 

BALLAST: Although climatic conditions in Puerto La Cruz are 
relatively mild, vessels should arrive with sufficient ballast to permit 
safe handling. Venezuelan regulations strictly prohibit the pump- 
ing overboard of dirty ballast while vessel is in sight of land. All 
ballast must be pumped ashore with the exception of vessels espe- 
cially equipped with clean segregated systems which are reserved 
for ballast only. Vessels so equipped will be permitted to pump 
overboard after first being inspected and approved by shore person- 
nel. Heavy fines are imposed for pollution of waters and industrial 
fishermen are quick to report any infringement. Maximum discharge 
pressure to shore installations is 90 psi. through the 16 in. line 
which dumps into ballast lakes approximately 300 metres south of 
dock. 

FRESH WATER: Fresh chlorinated water is available at an average 
rate of approximately 10 tons per hour. Total volume of water that 
can be supplied during the normal period alongside averages about 
150 tons. As water is not held in special reserve for vessels re- 
quirements but supplied from Terminal water system, availability 
may be limited dependent on time of year and other conditions. 
FUEL: The terminal is not a general bunker station. Only ships 
loading petroleum may take bunkers. 

Bunker “‘C", heavy diesel fuel and complete range of intermediate 
fuels are available in quantity. Delivery rates to the ships are 
approximately as follows: Bunker ‘‘C", 200 tons per hour; heavy 
diesel, 150 tons per hour; intermediate fuels, 150 tons per hour. 

Whenever a vessel takes bunkers the Master or Chief Engineer, 
or whomever they may appoint, may inspect the shore tanks and 
meters to satisfy themselves as to quality and quantity. Meters are 
installed on all bunker systems with the exception of light diesel, 
and the master meter has been certified by E. W. Saybolt & Company. 

Gas oil for galley fuel is supplied only by tank truck or in barrels 
through local suppliers. Quantity is limited to 15 tons maximum. 

The dock valves on the bunker lines will only be opened and 
closed upon advice from the ship's personnel. 

Bunkers are delivered concurrent with the cargo. 

CUSTOMS: Crew members should be warned against taking 
knives or other lethal weapons ashore, as this is strictly prohibited. 
All firearms and ammunition must be noted on stores list. They 
cannot exceed one per officer nor 18 cartridges per gun. No arms 
may be carried while ship is in Venezuelan waters or tied up at 
dock. Contraband of any description will be confiscated. Each man 
is allowed one package of cigarettes on his person and this package 
must be opened. No liquor is to be taken ashore. It is prohibited 
to carry liquor from shore to ship without authorisation from captain 
of vessel. It is further strictly prohibited to consume liquor in dock 
area. 

It is normally forbidden to take photographic cameras ashore. 
However, upon written request to the National Guard contingent 
on the oil dock, special permission may be obtained. This is subject 
to two limitations: one, that the camera is returned to the ship; 
two, that no photographs are taken of the petroleum installations. 
IDENTITY CARDS: Passes for shore leave are issued by the 
officials of the ‘“‘Capitania de Puerto", who board with the Customs 
authorities upon the vessel's arrival at dock. These passes are 
valid for the duration of the vessel's stay in port and must be re- 
turned before sailing to the guard assigned to the vessel. 

In order to comply with Immigration Regulations, crews should 
be carefully checked before sailing, and any missing seamen re- 
ported to the Dock Supervisor. Crew members left behind when the 
vessel sails will be held in custody until deported at the vessel's 
expense. ; 

CONSULS: The following foreign countries have consular offices 
in the vicinity of Puerto La Cruz: 


Belgium France Sweden 

Brazil Great Britain The Netherlands 
Colombia Italy Dominican Rep. 
Denmark Norway 


Dock personnel should be apprised of vessels’ consular require- 
ments promptly upon docking. Transportation, if necessary, will be 
furnished by the Company for this purpose. 

REPAIRS: Request for repair work by local contractors must be 
accompanied by a written request from the Master of the vessel. 
REPATRIATION: Seamen discharged from hospital for transfer 
to another port, seamen arriving from another port or those being 
repatriated are handled by company personnel without charge. 
However, hotel, transportation, government and handling fees are 
billed at cost. 

In the case of seamen left ashore for any reason, Masters are 
requested to furnish a letter accepting responsibility for all expenses 
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incurred, advances if any, and instructions for repatriation, ] 

zuelan regulations, at all times, hold the vessel responsible 

seaman during his stay in the country. Close contact is maint. 
by radio with ship owners regarding disposition of their se: 

AIRPORT/MAIL: With the exception of Saturdays, Sundays 

holidays there is daily airmail and airfreight service to and fromp a 

La Cruz. " 
Mail handed to company representatives for posting shal 

separated by "ship" and “‘crew'’. Separate charges will be noty 

disbursement account. The Company will not, however, 
record of postage expense of any individual. This is the respon 
bility of the Master. 

About 75% of all ship's mail received is eventually reforwary 
or returned. This is due to late receipt of mail, diversion Of a vesss, 
cancellation of a scheduled trip. The following rules have beeny 
up to eliminate any misunderstanding between the Company» 
interested parties: 

1. Mail arriving for a ship on which no advice whatsoever has be 
received will be kept for thirty days and thence returned tos 
point of origin. A bill for postage will be sent to the interes: 
party. 

2. Mail arriving for a ship which has already sailed, and ON whe 
no forwarding instructions have been left by the Master of 
vessel, will be retained for thirty days and thence returned tp, 
point of origin. Postage costs will be charged to the disbyy 
ment account of the interested vessel. 

3. When parts and machinery are received for a vessel which d 
not arrive within a reasonable period of time, we will advises 
sender of the material on hand. If no instructions are recep 
from the sender of the material, we will not be responsibles 
disposition of material. Air express packages usually am 
through Maiquetra Airport which is 200 miles distant from Pus 
La Cruz. Receipt and transshipment of air express package; 
Puerto La Cruz usually take several days. Shippers shog 
therefore, not expect one day service within Venezuela » 
should time their shipments accordingly. 

TIME: GMT minus 4 hours. Permanent. 

REGULATIONS: 

Excessive Smoke. \t is absolutely prohibited to exhaust he 
smoke through a ship's funnel while tied up at the Company's dow 
It is also prohibited to blow boiler tubes, Failure to comply # 
this regulation will result in any or all of the following actions: 
1. Vessel's discharge of ballast or loading of crude or products” 

be immediately shut down. 

. Vessel will be subject to fine from authorities. 

. Vessel may be removed from dock. 

. Owners will be advised of infractions of this regulation. 

. Fines, time lost, and other related expenses will be charge 

against the vessel. 

Pollution. Venezuelan laws are very strict on this subject and lo 
authorities quickly enforce existing statutes. For this reason e& 
Master is handed a circular that emphasises the necessity of co 
plying with federal and local laws and customs. 

The spilling or discharge of dirty ballast, crude oil or petrol 
products into coastal waters is defined as pollution, as is also® 
throwing overboard of garbage, trash or other unwanted objet 
while the vessel is at anchor or dockside. Prior to the start of loaty 
operations all discharge valves, bilges and scuppers must be clow 
and strict vigilance exercised during deballasting and |loat® 
operations. 

When a spill does occur, the Master, Government officials ant! 
company representative evaluate the quantity and submit a re 
to the Government Petroleum Inspector. This report becomes 
basis for a federal fine that is practically incontestable. An additio# 
expense occurs when local authorities require assistance in clean 
beaches and shorelines after a major spill and can pinpoint® 
responsible vessel or source. 

TONNAGE CERTIFICATE: Due to reciprocal agreements * 

tween Venezuela and the following countries, ships flying the®™ 

of any of the below-named countries exempted from Arqueo com 
ance and payment of fees: Denmark, England, France, Germé 

Holland, Ireland, Norway, Portugal, Sweden, United States. 
Ships bearing the flag of any other nation shall require a Ve 

zuelan Arqueo Certificate. The cost of measuring is conting® 

on the size and tonnage of vessel. The certificate is usually iss 
after the ship sails from port. It is then sent to the marine dept 
ment of the Owners of the vessel by airmail. 

GENERAL: 

(a) Cash. Masters are requested to consider their cash reqv® 
ments carefully, as return cannot be accepted. The local curre® 
is the Venezuelan ‘Bolivar’. No other currency is available from™ 
Company. Foreign exchange may be secured from local banks? 
interested parties. Local banks are open Monday through Frise 
from 9 a.m. to noon, and from 2.30 to 4.30 p.m., excepting hold 

(b) Stores. Foreign cigarettes or other bonded stores are” 
available in Puerto La Cruz. There is ample supply of national # 
imported products through the ship chandler. During the 
several years there has been improvement in the supply of fre 
and canned food items. Prices are competitive due to favou®™ 
exchange rates. 

(c) Laundry. Laundry service is available during daylight hows 
excepting Sundays and holidays, provided prompt notice is gi 
to ship chandler upon arrival in port. 4 

(d) Charts. No charts or sailing documents are available in ® 
terminal. Same should be forwarded by airmail to the Compa"! 
delivery to the ship. ‘ 

(e) Launch, Launch service in transporting Pilots to and from sh 
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aandiing lines to dock, and for other official business is supplied 
n outside firm under the direction of the Dock Supervisor. In 
puerto La Cruz Terminal no government launch is available. 
~ fore, the service performed for transportation of government 
jails is for account of the vessel, at cost. The present fee is 
pject to change without notice. 

wtROLEUM INSPECTORS: E. W. Saybolt Company, Chas. 

4in & Company and Redwood have resident representatives in 
pyerto La Cruz for independent petroleum or product inspections. 

Their offices are located in the dock office building located between 
perths nos. 1 and 2 (second floor). 

See Kpceasary to request “Agency” on vessels loading at 
ye Company's terminal. The Company does not act as “Agent 
wd also, ship's business is taken care of automatically. 

Mene Grande Oil Company, as operator, charges a fixed fee for 
General Services. The Company does not act as Agent for a vessel, 
ut it does render all of the services required for a prompt and 
eficient tanker turnaround. ; ; 

Offices of Mene Grande loading and marine personnel are located 
onthe first floor of the building between berths nos. 1 and 2. Any 
matter concerning loading, bunkering, mail, cash advances, medical 
dental or Consular requirements, etc., is handled through this office, 
which is open 24 hours of every day. On the ground floor of this same 
sullding is located the Documentation Section. 


PUNTA CARDON: 11.36 N. 70.15 W. 


PORT LIMITS: The area enclosed by the parallels of 11° 38’ 00” N. 
and 11° 36 38” N. and the meridian of 70° 14’ 25” W. 

OPERATORS: Compajfiia Shell de Venezuela. 

FLAG: It is compulsory to display a Venezuelan flag at the fore- 
mast starboard yardarm during daylight hours for ships anchored 
orberthed in Venezuelan waters. The ships Services will provide a 
Venezuelan flag at any time for ship's account. 

LOCATION: The port of Punta Cardon is located on the Gulf of 
Venezuela, on South-west coast of Paraguana Peninsula, Venezuela. 
Punta Cardon is an open sea port with practically no swell, due to 
the Easterly winds prevailing almost all year from the shore side. 
ESSENTIAL REQUIREMENTS: 

1. Incoming vessels must send ETA at least three days before 
arival at Punta Cardon. 

2. Ifaship, originally cleared for another port (including any other 
Venezuelan port) is diverted at sea to Punta Cardon, certain informa- 
tion must be radioed prior to arrival in order to avoid heavy fine(s) 
and/or delays. 

3. No dirty ballast may be pumped overside in port in Venezuelan 
coastal waters. Ballast disposal facilities are available at Punta Car- 
don Terminal. 

4. The use of Venezuelan Government Pilots is compulsory for 
berthing and unberthing. 

5. In addition to other clearance documents, five copies of an 
itemised list of articles in the ship's slop chest must be presented 
tothe authorities on arrival. 

6. The emergency fire signal is five long blasts on the ship's 
whistle or siren. No other signal is to be given in cases of emergency. 

1. Rat-guards must be placed on all mooring lines. 
DOCUMENTS: Clearance (inward pratique). Inward clearance is 
efiected on board by Government Port and Customs Officials and a 
representative of the Oil Movements Department immediately after 
terthing. The following documents must be ready on arrival: 

(1) In ballast: 

‘@) Clearance from Last Port (1 copy). 

(0) Ballast Manifest from last port (1 copy). 

(c) Crew List (7 copies). 

(d) Steward’s Store List (all foodstuff, liquors, tobacco, etc.), to 
be declared on a separate and independent sheet (5 copies, 
see note (2)). 

() Deck and Engine Stores and Spare Parts List (paints, var- 
nishes, chains, ropes, etc.), to be declared on a separate and 
independent sheet (5 copies, see note (2)). 

(f) ee Lists (including narcotics accurately itemised) 

copies), 

(9) Slop Chest Lists (5 copies). 

(h) Personal Effects Lists (4 copies). 

(i) Sailing Permit (issued by Maritime Authority at last port of 

call) (1 copy). 

(j) Passenger and Baggage Lists (if any) (2 copies). 

th) List of Passengers in transit (if any) (4 copies). 

P Scuments marked with asterisk are to be visaed by Venezuelan 
°nsular Authorities at the last port of call. 

‘ ‘the absence of a Venezuelan Consul the documents must be 
saed by the Consul of a friendly nation, or by the Local Chamber 
$i Ommerce, or by two local reputable businessmen, whose 
tures Shall be notarised. 

hve sy absence of a Venezuelan Consul the following notation 
a Uld be written in Spanish on each document signed by the 

Smates designated above. 

oe existir en la localidad Agente Consular Venezolano y a 
cién de los embarcadores, certifico el presente documento”. 

(Signature) 
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(2) Both the Steward's Store List, the Deck and Engine Stores and 
Spare Parts List may be prepared on board prior to the vessel's 
arrival. However, if the vessel is dispatched from the colonial Antilles 
or Guianas, these lists as well as the Personal Effects List must 
be visaed by the Venezuelan Consul at the port of departure. The 
Steward's Stores List must be comprehensive and accurate, espe- 
cially with regard to cigarettes and liquor. All new clothing, gifts, 
souvenirs, etc. are to be clearly marked. All personal effects of the 
crew are to be collected and placed in the Bonded Stores Locker, 
ready for sealing by the Customs Authorities on arrival. 

Although vessels proceed directly to Punta Cardon, clearance 
documents should be made out showing the port as ‘'Las Piedras, 
Paraguana (Punta Cardon)". Failure to comply with this require- 
ment may result in fines up to a maximum of U.S. $600.00. 


(3) Clearance documents out-bound: Outward clearance and cargo 
documents are delivered on board by the Ships Services Represent- 
ative. 

In the event that the berth is required by another vessel, a vessel 
having completed loading may be required to vacate the berth 
promptly and proceed to anchorage to await cargo documents and 
clearance. 


PILOTAGE: Pilots are employees of Venezuelan Government 
and pilotage is compulsory for vessels entering or leaving harbour. 
The Ships Services Office will arrange for this service at any time. 
If it becomes necessary for Master of the vessel to disregard Pilot's 
orders in order to ensure safety to the ship, the Master must 
promptly submit a written report to the Harbour Master on the 
matter, via the Ships Services Representative, stating the reason 
for his action. 

Pilots sustaining injuries: It is compulsory to submit a full report 
in cases where a Pilot is injured while performing duties on board 
vessels. 


ANCHORAGE: The anchorage at Cardon roads within a radius of 
2 miles from end of jetties has depths varying from 54 to 100 ft. 
(LWS) and a bottom consisting of mud with some patches of small 
stones, sand and shells. There are no known obstructions from 
West to North-west of the Piers and there is ample water for a clear 
approach when coming from West and North-west, but the anchor- 
age is limited on the South by a sandspit projecting 1 mile South- 
west off Punta Cardon Cape. A beacon is located on this sandspit 
in position: Latitude 11° 36’ 03.4” North, longitude 70° 14’ 15.6” West. 
FI.R. ev. 1 sec. 17 ft. 5 miles (U). 


APPROACHES: Restricted Fishing Area. Masters when approach- 
ing coast should keep a particularly sharp lookout for fishing boats, 
nets and small craft. 

Mechanically propelled vessels drawing more than 5 ft. are prohibi- 
ted from navigating in the restricted fishing area that extends off 
Paraguana Peninsula from Punta Macolla, latitude 12° 5’ 32” North, 
longitude 7° 12’ 55” West to Punta Estanques (Los Taques), latitude 
11° 48’ 45” North, longitude 70° 16’ 45” West, and a line connecting 
the position indicated below: 

(a) Latitude 12° 07’ 40” North, longitude 70° 14’ 25” West. 

(6) Latitude 12° 03’ 15” North, longitude 70° 19’ 23” West. 

(c) Latitude 11° 49’ 25” North, longitude 70° 21’ 50” West. 


Leading Lines 


Position Height 
in Metres 

Jetty Latitude N. Longitude W. Colour (LWS) 
| 11°: 37719127 70° 13’ 54.6” Green 4.70 
11° 37’ 23.1” 70° 13’ 47.6” Green 14.20 
i 11° 37’ 32.0” 70° 14’ 02.0” Red 4.83 
11° 37’ 35.9” 70° 13’ 55.1” Red 14.30 
il 11° 37’ 08.1” 70° 13’ 53.5” White 3.06 
11° 37’ 09.1” 70° 13’ 50.6” White 14.94 
IV 11° 37’ 41.9” 70° 14’ 12.0” Blue 5.10 
11° 37’ 42.4” 70° 14’ 09.4” Blue 21.54 

Land Marks 


Two radio towers, very conspicuous, with micro-wave antenna at 
the middle painted in aluminium white, in position, Latitude 11° 38’ 
03” North, longitude 70° 13’ 56.2” West. Height 205 ft. (62:5 m.). 


Navigation aids 

A light is located on the outer radio tower. 

Position: Latitude 11° 38’ 03” North, longitude 70° 13’ 56.2” West. 

Characteristics: Fil. White and Red, ev. 10 secs. Height 205 ft. 
(62:5 m.) 21 miles (U). 

Sectors: Red 340° - 009°, White 009° - 009°, Eclipse 202° - 340°. 
(All bearings are true from seaward). 

Beacon: Located on sandspit of Punta Cardon. 

Position: Latitude 11° 36’ 03.4” North, Longitude 70° 14’ 15.6” West. 

Characteristics: Fl. Red. ev. 1 sec. Height 17 ft. (5:2 m.) 5 miles (U). 

Two large chimneys are very conspicuous in the Refinery Area. 
The North chimney is situated Latitude 11° 37’ 54.6” North, Longitude 
70° 13’ 10.8” West. Height above MLWS 399.6 ft. (121-8 m.). The South 
chimney is situated Latitude 11° 37’ 52.9” North, Longitude 70° 13’ 
09.8" West. Height above MLWS 396.3 ft. (120-8 m.). For daylight 
distinguishing marks, both are painted with broad red and white 
bands and at night both have a string of all round fixed red lights at 
the top and the same at the middle height. 

A steel tower. A commercial radio tower is situated outside the 
Refinery Area in position: Latitude 11° 36’ 29” North, Longitude 70° 
13’ 42” West. Height above MLWS 164.7 ft. (50:2 m.). This is not very 
visible during the day, but at night it has at the top, flashing every 
second, an all round Red Light, visible at 12 miles. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


MAX. SIZE: 


Depth Draft Length Displac. 
Jetty/Berth LWS in feet intons 
No.1 North Outer (3) 43’ 00° 40’ 06” 710 25,000 
South Outer (4) 43’ 00” 40’ 06" 710 25,000 
*North Inner (1) 32’ 00” 30’ 06" 575 
*South Inner (2) 35’ 00” 33’ 06” 575 
No.2 North Outer (3) 44’ 06” 42’ 00” 710 25,000 
South Outer (4) 43’ 00” 40’ 06” 710 25,000 
North Inner (1) 22’ 06” 21’ 00” 424 
South Inner (2) 25’ 00” 23’ 06” 424 
No.3 North Outer (3) 49’ 06" 47’ 00" 900 62,000 
South Outer (4) 49’ 06” 47’ 00” 900 62,000 
No.4 North Outer (3) 50’ 00” 47’ 06” 900 54,000 
Sout!) Outer (4) 49’ 00” 46’ 06” 900 000 


54, 

BALLAST: It is suggested that vessels nominated to load at this 
installation arrive with the minimum of ballast on board, necessary 
for the safe handling of the vessel under normal conditions. In this 
connection experience has shown that, under normal weather 
conditions, vessels can be safely berthed and unberthed with a 
quantity of ballast of approximately 20% of their respective summer 
deadweights. Clean ballast can be pumped into the sea, but Masters 
are reminded that pollution of the sea incurs heavy fines. Dirty 
ballast can be received ashore. Maximum discharge pressure to 
shore installation is 150 psi. in the 20 in. ballast line of Jetty No. 2; 
Jetties Nos. 4 and 1 have a 24 in. ballast line, and Jetty No. 3 has a 
16 in. line. Masters are requested to endeavour to arrive at this port 
with 20% SDW ballast. 

TUGS: Two tugs of 1,200 h.p. and 1,600 h.p. respectively are avail- 
able, and their assistance is compulsory for berthing. Number, 
disposition and manoeuvres of tugboats are directed by the Pilot. 
The following tug signals in practice in this port are listed below for 
Master's guidance: 

Short blasts are used to give orders to the tug situated ahead. 

Long blasts are used to give order to the tug situated aft. 

One blast means push tug engine, ahead (if it is stopped); stop 
tug engine, stop (if it is moving). 

Two blasts, pu// tug engine, astern. 

One long, one short, one long and one short whistle, “Calling 
tugs". 

Two long and two short whistles, ‘‘Tugs Dismissed”. 

RADIO: Arrival messages (ETA). Master of vessels bound for, 
or diverted to Cardon are requested to radio the following informa- 
tion to “Shellref. Caracas" via “La Guaira Radio", call sign YVG, 
72 hours in advance of estimated arrival, or as soon as possible. 

(a) Name of vessel 

(b) Flag 

(c) ETA 

(d) Last port 

(e) Master's name 

(f) Number of crew and passengers 

(g) Port for which the vessel is cleared 

(A) Quantity of clean ballast on board 

(i) All requirements 

This information is of the utmost importance to the Harbour 
Authorities in facilitating the entry of vessels in general, and in 
case of diversion. 

VHF Radio Telephony. The radio and communication centre is 
located in the Oil Movements Office Building situated at the foot of 
No. 2 Pier at a height of 50 ft. above sea level. The roof of the building 
is painted black and the word “Marine” painted across in large 
white letters. 

There is a RT set operating 24 hours a day on the following fre- 
quencies, and manned by English speaking operators: 

156.6 mc/sec. FM VHF (Channel 12) Range limit 25 miles 
156.8 mc/sec. FM VHF (Channel 16) Py ae 4s 


2120 kc/sec. AM HF iW 1 | 150" ,, 
2182 kc/sec. AM HF (Channel 1) rh a 100," 5: 
7620 kc/sec. (SSB) HF (Channel 3) " hae 


Call sign: ‘Marine Cardon”. 

Vessels not equipped with radio telephone may call the installa- 
tion by signal lamp (Aldis' lamp) whereupon the service launch 
will be sent out to vessel to pick up any message it may have. 
BERTHING: Without exception ships always moor head-in on all 
berths. It is considered prudent to have the outboard anchor hove 
out prior to approaching piers to facilitate speedy release while 
socking if necessary. Vessels are to be moored to satisfaction of the 
Port Services Superintendent or his deputy; mooring lines must be 
tended regularly and kept hove taut to prevent surging and possible 
damage to ships, docks or hoses. When adjusting mooring lines, 
the assistance of harbour tugs should be requested before slacken- 
ing off any mooring line. 

MEDICAL: Facilities are available for medical and dental treatment, 
vaccination and hospitalisation in a private clinic. 

The doctor's working hours for out-patient treatment are as 
follows: Monday to Friday, 09.00 to 11.00, 14.00 to 17.00. Saturdays, 
Sundays and holidays, only urgent cases will be attended to. 

Emergency cases will be attended to at all times. 

Masters requiring medical or dental service or vaccination for 
their crew members should call Ships Services by dialling 2105. Our 
representative will make the necessary arrangements with the clinic 
and arrange for transportation to pick up the crew members on the 
pier and to take them to the clinic and back. Any crew member who 
is sent ashore for medical or dental treatment, and who does not 
speak English or Spanish, must be accompanied by a crew member 
who speaks one of these languages. 

Doctors do not attend patients on board. In serious cases where 
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the patient is unable to walk an ambulance will be provided toy 
him to the hospital. 

FRESH WATER: Fresh water is available at all berths. Lows, 
rate is 30 tons per hour. 

CUSTOMS: Venezuelan National Guards are stationed ay 
piers to ensure that vessels in port comply with regulations, 

1. Smuggling. Strict compliance with the Customs laws oj 
country is enforced by the Authorities and Masters are 
advised to caution crew members against attempting to sm 
ashore cigarettes in carton lots cigars, tobacco, Souvenirs, o 
(particularly items of women's apparel) or other articles. A may) 
of twenty cigarettes per person for personal use is allowed tp 
carried but a greater quantity will result in the imprisonment oj, 
offender with possible heavy fines and delay to the vessel, 

2. Bar. On Customs Authorities instructions vessels maintaj 
a “Bar Service" on board for the use of officers, crew, pass 
and visitors, must keep the bar closed during the vessel's sty, 
port. 

3. Firearms. Firearms on board any merchant vessel Calling, 
Venezuelan ports must not exceed one per officer, nor can the 
munition exceed 18 cartridges per officer. All firearms and amm 
tion must be declared on stores list. Officers must not carry {; 
arms while ship is in Venezuelan waters. Said arms should beg 
lected together with the ammunition and held in the Master's» 
custody. Crew members should be warned against taking kn» 
sf other weapons ashore as these will be confiscated and the be» 

ned. 

CONSULS: Brazil, Great Britain, Italy, the Netherlands and None 
have Consular representatives in this area. 

TIME: Local time is Greenwich Mean Time minus 4 hours, 
CERTIFICATES: All ships arriving in Venezuelan ports fors 
first time must be measured by the Maritime Authorities for issue» 
of a Venezuelan Tonnage Certificate, known as “Certificados 
Arqueo"”. This document gives the measurements and weight; 
the vessel in accordance with existing laws. The cost of measur 
and issuing of the Certificate is contingent on size and tonnage; 
vessel. 

It is usual practice to take ashore the ship's “General Arrany 
ment” and “Capacity” plans, which are used as a basis for calew 
tions. These plans and the Venezuelan Tonnage Certificate » 
later forwarded to ship's Owners. 

Vessels registered in following countries are exempt from abu 
regulations, due to existing reciprocal agreement with Venezue 
U.S.A., Great Britain, Denmark, France, Germany, Holland, Irelan 
Sweden, Norway, Portugal. 

The Venezuelan Tonnage Certificate is used in calculating Ves 
zuelan Government Port charges, such as Port Captain Habilitate 
for entry and despatch of vessels and Pilotage Dues, for all vess# 
except those registered in the countries mentioned above, in whe 
case the Lloyd's Registered Tonnage is used. 

HOLIDAYS: By order of the local Port Authorities it is request! 
that all ships in port be fully dressed on the following nation 
holidays: January 1st, April 19th, July 5th, July 24th, October i 
December 25th. 

REPAIRS: Shore facilities are available for emergency repairs’ 
a minor nature. The nearest dry docks are located at Puerto Cabél 
and Curacao, N.A. Request for repairs should be mentioned in sh) 
ETA message. 

SHORE LEAVE: Shore leave is permitted and Harbour Masit’! 
representative who boards vessel on arrival issues the requit 
number of shore passes. These passes must be shown when pt 
ceeding ashore to the Government and Company Guards at® 
gangway and refinery gates. They are to be collected by Mas# 
prior to sailing and handed to Pilot unberthing the vessel. Masi? 
are reminded that in accordance with the instructions of local poltt 
crew members be properly dressed before leaving the vessel * 
long trousers and shirts. 

Masters are requested to have shore leave expire at least * 
hours before expected departure. Men then found missing show 
be reported to the Ships Services Office, tel. 2105, who will endét 
vour to locate them. An officer must accompany shore personne’ 
order to identify the missing crew member. 

Vessels are not permitted to sail until all crew members a’ 
board, unless said crew members are hospitalised or previou® 
signed off by the Master through the Ships Services representait™ 
If any crew member is missing at sailing time and cannot be fount 
his passport and other personal documents must be handed to 
Ships Service representative, as well as written instructions a" 
his repatriation, when found. All costs and expenses of 4° 
member so left behind will be for ship's account. 

GENERAL: J 

1. Animals: The importation and transit of all birds belonging’ 
the genus parrot or parakeet is prohibited. For other birds @ 
health certificate is required. For so-called ‘small animals” #& 
dogs, cats, monkeys, rabbits, etc. a valid health certificate and! 
valid rabies vaccination certificate are required. ' 

2. Bonded Stores: Stores in bond are not obtainable in Pu® 
Cardén. The nearest port with bonded stores facilities is Ce 

3. Board of Trade Gangway: A safe gangway must be provi 
the vessel and should be rigged as soon as possible after m 4 
to allow the Port Authorities to board, and should not be take? 
until Pilot has boarded to unmoor vessel. The use of rung !@ 
pilot ladders, etc. is contrary to Port Regulations and Port Auth® 
ties will not board except by means of a safe gangway or accomm 
dation ladder. 

4. Damage during Manoeuvres : When a vessel or the pier susie® 
damage during manoeuvres with an official Pilot on board, it is 
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sibility of the Master to submit to the Ships Services repre- 

ratives, immediately after the accident, a report in quintuplicate, 

sentation to the Harbour Master. Such reports should give 

full details of the accident and of all engine movements as ordered 

the Pilot, as well as a sketch in triplicate of the ship's manoeuvring 

" ition at the time. These will be translated by the Agents into 
C ish and forwarded to the Harbour Master. 

Cash Advance to Masters: Cash advances to Masters are made 
only in Venezuelan currency, which is the Bolivar. Cash requirements 
should be included in the vessel's ETA message. Foreign currencies 
we accepted in = peor paar ote Rt a np ; : 4 

wards: By order of the Po uthorities rat-guards mus 
ait all mooring lines. Non compliance entails a fine of 200 
polivars for each unguarded line. 

1, Kerosene, Motor Gasoline, Gas-Oil, Solvents : Supplies for ship's 

poses are available in drums. The return of empty drums ashore 
is prohibited by Customs regulations. therefore the cost of each 
gum will be age Og ae pseren in a a aoe | part iv spe 

bricants, Oils an reases: Supplies o ell products are 
pen Vessels arriving at Punta Cardon on Saturday or Sunday 
on a holiday should give ample notice of their requirements by 
sable in order that the necessary labour arrangements for delivery 
can be made. This procedure also applies to the delivery of white 
sis mentioned under 7 above, when required outside working days. 

9, Laundry Service: Laundry service is available throughout each 
working day. Such service should be requested in the vessel's ETA 

age. 

“ Wireless Transmitters in Port: \t is strictly prohibited to use 
vessel's wireless transmitters in the Port of Cardon. Non-compliance 
with this regulation may result in a fine being imposed on the vessel 
ty the authorities. 

tt, Mail: On vessels’ arrival, blank Mail List Forms will be handed 
to the Master to be completed in sextuplicate and duly signed by 
him, when sending ship's and crew mail ashore for posting. Ship's 
mail received after ship has sailed, or for vessels on which no advice 
has been received, will be held for laden and then returned by air- 
mail to the owners or operators or senders, at ship's expense unless 
specific instructions have been received beforehand. 

12. Marine Surveyors: Both the Lloyd’s Agents at Maracaibo and 
Norsk Veritas at Caracas have a representative in Punta Cardon who 
acts on their behalf when a surveyor is requested. However, in the 
case of continuous or classification surveys, advance notice of four 
days should be given in order to arrange for an appointed surveyor 
tocome from Caracas. There is ~ a representative of the American 
Bureau of Shipping in this area (Caracas). 

13, Miramar Club: Masters, chief engineers and their wives can 
yisit the Miramar Club. For this purpose entrance passes should be 
requested from the Ships Services Office, tel. 2105. 

14. Manaure Bathing Beach: The above mentioned bathing beach 
is open to all ship's staff and crew members. 

15, Norwegian Government Seamen Service: A Norwegian Vice 
Consul and Welfare Officer is stationed at Punta Cardon, and pro- 
vides the usual services to seamen of this nationality. His telephone 
number is 4359. 

16. Navigation Charts: Navigation charts are not available at this 
port. 

11. Passengers: Movement of passengers over Cardon Piers is 
subject to restriction under terms of agreement with the govern- 
ment. Passengers will not be permitted to disembark unless in 
possession of the required Venezuelan visa and travel documents. 
passengers are carried, Master should so advise in his radio ETA 
so that arrangements can be made for Immigration Authorities to 
visit vessel on arrival and thus facilitate clearance. 

18. Petroleum Inspection : Charles Martin & Co., and E. W. Saybolt, 
petroleum inspectors, are available in this area. Contact can be 
made through the Loading Supervisor (tel. 2821). 

19. Personnel - Seamen Left Ashore: In the case of seamen left 
ashore for hospitalisation, repatriation, desertion or other reasons, 
ai documents and personal effects are to be handed to the Oil 
Movement Department's representative before sailing. A letter is 
"equired from the Master advising the maximum advances, if any, 
‘0be made to the seaman, and instructions concerning his repatria- 
ton. All expenses incurred by seamen left ashore, including cost 
of repatriation, are for ship's account. It is important that Masters 
bear in mind that the Venezuelan law will at all time hold the vessel, 
oe or Owner responsible for any seaman left behind in 

zuela. 

2%. Photographing : The taking of photographs within the boundary 
rae ncn ReQnery is prohibited. Taking cameras ashore 

prohibited. 

2. Provision and Stores: Provisions and stores are available. 
*quisitions should be conducted through the Ships Services 
th ce. Telephone number 2105 or the Ships Services representative 
rep he calls on board with the authorities on arrival. Ships chand- 
Werte permitted to visit ships, unless specifically instructed 

y the Agents. 
nada adar and Radio Repairs: Repair and maintenance services for 
te  tadio, gyro compass, radio direction finder, echo sounder, 
~ are available. The repair man should be contacted through the 

'Ds Services Office, telephone number 2105. 
laa peat free polis a em 
We ask the M ; ~ ’ 

"ot ent aster's co-operation to ensure that these persons do 
banied by the refinery gates and/or board their vessel unless accom- 
atiise te sober members of their crew. In this connection we will 

“s' Master or one of his officers, so that measures can be 

© ensure the safety of the forementioned person(s) e.g. by 
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sending one or more of the crew to the gate to accompany him (or 
them) to the ship. 

24. Visitors: Visits to ships are prohibited except from those 
company employees, petroleum inspectors, etc., whose duties 
require their presence on board. 

25. Walport Film Exchange: Subscribers to the Walport service 
may exchange films at the U.S. Seamen's Club situated at the foot 
— 2 Pier, from 7.30 a.m. to 10.00 p.m. every day, by telephoning 

3. 

26. Staff and Crew Changes: No staff and/or crew should be en- 
gaged or discharged without consulting Ships Services (telephone 
2105). In case of discharge, identification documents must be handed 
to the Ships Services representative or the Norwegian Consular 
Officer in the case of Norwegian vessels. 

27. Tank Cleaning and Mopping: Several contractors in the area 
provide labour for tank cleaning and mopping. Masters in need of 
this service should submit their requirements to our Ships Services 
Office (telephone 2105), who will contact and request a contractor 
to go on board to discuss details and estimate costs of work to be 
effected. It must be pointed out that the Master of the vessel is solely 
responsible for the proper fitness of the ship's tanks for loading his 
next cargo, and will therefore be held liable for any contamination 
of the cargo after loading, due to inadequate tank cleaning. There- 
fore it is up to him to decide the degree of tank cleaning necessary. 
He may, of course seek advice from the installation representative 
in this respect, whenever there is any doubt. 

28. Turnaround: To promote the economical operation of their 
vessel, Masters are requested to co-operate with installation repre- 
sentatives in minimising their in-port time. Any delays which are 
considered unnecessary or extensive should be reported to the load- 
ing Supervisor (tel. 2133) so that corrective measures can be taken. 

29. U.S.S. Club: All seamen are welcome to the club operated 
by United Seamen's Service which is located at the shore end of 
Pier No. 2. Shore passes are required to reach this Club. Beer, soft 
drinks, ice-cream, candies and various souvenirs and presents can 
be purchased at reasonable prices. Free cinema shows are usually 
held twice weekly. A letter-posting service is available as well as 
recreational facilities, e.g. billiards, table tennis, darts, etc. A barber 
shop operates during daytime. 

TELEPHONES: 

Communications Office (General and Port Information, 24 hours 

service), 2604. Ships Service Office (All services to ships: mail, 
doctor, taxi, papers, etc., 24 hours service), 2105. Agents Office 
(Weekdays) (07.00 to 12.00 — 13.00 to 16.00), 2125. Loading Supervisor 
(Re cargo and bunkers), day, 07.00 to 16.00, 2821/2133; night, after 
16.00, 2133. U.S.S. Seamen's Club, 2803. 
AUTHORITY : Compaiia Shell de Venezuela, Punto Fijo, Venezu- 
ela. Postal address: Compajia Shell de Venezuela, Cardon Refinery, 
Punto Fijo, Estado Falcon, Venezuela. Cable address: Shellref, 
Caracas. 


Vietnam (South) 


SAIGON: 10.45 N. 106.45 E. 


DOCUMENTS: On arrival at Nha-Be or at Saigon Port. As usual, 
the examination is executed immediately by the Officers representa- 
tives of: Sanitary Service, Immigration Service, Customs Service, 
Police Service, Stevedoring Agencies. 


Immi- Quar- 


Customs grat- ant- 
Vung- jon ine 
Documents tau Saigon Saigon Agent Total 


Health Declaration (form issued 
by local authority) x 
International Certificate of 
Vaccination for Passengers 
and Crew x 
Ship's Deratisation Certificate x 
Immigration Declaration (form 
issued by local authority) 
Passengers’ Passports (if any) 
Crew Lists 
Passenger List in Transit (if any) 
Passenger Disembarking Lists 
(if any) 
Mail List 
Arms and Ammunitions List 
Explosive List 
Narcotic List 
Store List (including engine store) 
Foreign Currency List (including 
crew and ship's cash) 
Crew Dutiable Goods List or 
Personal Belonging List 
Inward Cargo Manifests for 
Tankers 
Inward Cargo Manifests for 
Dry Cargo Vessels 
Transit Manifests 
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Stevedoring Agencies: 
8 Saigon Inward Cargo Manifests or In-transit Cargo Manifests 
at Saigon. 
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2 Crew Lists. 

All Original Cargo Manifests. 

3 Landing or In-transit Passenger Lists. 

2 Landing Passengers Luggage Lists. 

2 Free of Tax Goods Lists. 

Saigon Port Authority: 

Following Documents are to be presented to the Saigon Port 
Authority by the Stevedores: 

1 Report, informing the arrival of the ship. 

2 Cargo Plans on board. 

3 Cargo Manifests. 

3 Cargo Unloading Plans. 

1 General Cargo Unloading Permit. 

6 Requests to Sanitary Officer for sanitary examination operation. 
Important Notices: 

(1) Manifests of Saigon Inward Cargo are to be compiled by 
complete set, each set comprising original port's manifests; a re- 
capitulation table will be added to each set indicating the total 
amount of parcels, tonnage or volume loaded on board for each 
port. This total amount will be repeated in all letters, stating: ‘This 
total amount has been visaed by the Customs Office.” 

(2) On arrival at Vung-Tau, (Cape St. Jaques), the Commandant 
of the ship should collect all required documents and get them ready 
to be presented. The Quarantine Officials may possibly come un- 
awares on board for prior examination and would never admit 
mistakes. 

PILOTAGE: Upon arrival at pilot station the pilot service should be 
informed by cable of the exact position of anchorage, draft of the 
vessel, and the maximum speed the ship can do in the river. 

Every evering from 2000 hours to 2200 hours (local time) radio 
watch should be kept with Saigon XVS on the frequency of 500 kc/s. 
In case the vessel is to proceed up the river the next morning the 
pilot service will cable the Captain the exact hour of departure from 
Cape St. Jacques (Vung Tau). 

The pilot service will not send any Pilot to ships that do not give 
the information as to draft, speed of vessel, and exact position at the 
anchorage station at Cape St. Jacques (Vung Tau). 

Pilot station at Vung Tau, tel. 6. Pilot station at Saigon, tel. 21222 
and 90503. Pilot boards at Vinh Dua (Gulf of Coco Trees). 
RESTRICTIONS: River transits, berthing and unberthing are 
effected in daylight hours only. Vessels should arrive 2 hours before 
daylight HW. At least 1 ft. keel clearance required. Least depth in 
channel, 27 ft. below chart datum. 

ANCHORAGE: In depths of about 30 ft. 

MAX. SIZE: Length 673 ft. Vessels can proceed without restrictions 
above 27 ft. depending on daily tide. 

RADIO: Saigon Radio, call sign XVS. 

HEALTH: Port officials board at Vung-Tau if vessels call at Vung- 
Tau. Free pratique will be obtained from local authorities. For vessel 
calling at Saigon, port officials will board upon docking alongside 
at Saigon Port and free pratique will be pratique at Saigon. 
TUGS: Available up to 2,600 h.p. Tankers usually berth without tug 
assistance. 

BERTHING: Depth at quays 26 ft. to 36 ft. 

TANKERS: Discharge at Nha-Be: Caltex Terminal, narrow pier 
with mooring buoys, depth in berth 27 ft. Shell Terminal, “T" jetty 
with mooring buoys, depth in berth 31 ft. Stanvac Terminal, pier with 
mooring buoys, depth in berth 30 ft. No slop disposal facilities. 
DENSITY: About 1005 at berths. 

MEDICAL: Doctors and hospital facilities available. 

FRESH WATER: Can be supplied by barge subject to advance 
notice of 24 hours. 

FUEL: Diesel oil can be supplied. 

REPAIRS: Machine shop facilities only. 

AIRPORT: Situated about 5 miles from the city. International 
services. 

AUTHORITY: Port Manager, Saigon. 


Virgin Islands 


FREDERIKSTED, St Croix: 17.43 N. 64.53 W. 


DOCUMENTS: All forms are standard U.S. Government Forms: 
Passenger List (1-418) - 3 copies. 
Crew List (1-418) - 3 copies. 
Clearance from Last Port. 
Inward Customs Manifest (7527-B) - 4 copies. 
Ship's Stores Declaration - Customs Form 1303 - 2 copies. 
Crew Effects Declaration - Customs Form 1304 - 1 copy. 

(Also see separate headings - ‘‘Health"' - “Customs” - “Immigra- 


tion".) 

PILOTAGE: Services available day or night. Payment for pilot 
services is mandatory whether Master uses pilot or not. (Vessels 
commissioned by the U.S. or foreign government, yachts and 
vessels under 100 gross tons are exempt from pilotage fees, except 
when the services of a pilot are requested). 

ANCHORAGE: Open roadstead on the lee (West) side of St. 
Croix, providing a good anchorage with no significant tide. 
TUGS: None readily available - tugs can be arranged with 48 hours 
advance notice. 

BERTHING: A government-owned pier with a 1,400 ft. long ap- 
proachway, bridging Maritime Zone to a pier-head 240 ft. long by 60 ft. 
wide. Vessels 600 ft. and over with a maximum forward draft of 25 ft. 
have been accommodated. 

RADIO: (a) Vessels may communicate with Island via: 


844 


Mackay Radio, Amagansett, New York 
Chatham, Massachusetts Radio 
Lantana, Florida Radio 

Barbados Radio, Barbados 

Destrellan Radio, Guadeloupe 

Fort de France Radio, Martinique Call letters Frp — 

Tuckerton Radio, New Jersey Call Letters WS¢ 
Allstations maintaining 24-hour service. These radio stations 
relay the messages by cablegram to Frederiksted via eithe 
World Communications Inc. or Cable and Wireless, Western Us, 
International. 

(6) Master of every vessel arriving Frederiksted is required to 
at least 24 hours advance notice of arrival to Captain of the 
U.S. Coast Guard - San Juan, Puerto Rico, by wireless on 500 
cycles or by radio telephone 2182 kilocycles. 

Call Letters for U.S. Coast Guard, San Juan, Puerto Rico ~ Nip 

(c) Masters are requested to advise Agent their expected times 
arrival as far in advance as is possible, vessels arriving from py 
other than U.S. or Caribbean Islands should give at least 7% 
notice, and vessels arriving from U.S. ports should give at lex. 
days notice. In addition, a message should be sent verifying am 
at least 48 hours in advance, with delays reported as necesy 
Arrival messages should include information regarding repie 
stores, number of crew and passengers on board. If cashis requir 
a minimum of 7 days (prior to data of arrival) notice is mandatoy 

(d) While vessels are in Frederiksted the authorities do not pe» 
the use of the ship's radio transmitters. 

(e) Vessels equipped with VHF equipment should comme 
radio watch on Channel 16 when vessel is 100 miles from St. Cy 
Contact with Agents and shore facilities can be made direct » 
Virgin Islands Marine Operator - Station WAH - Call Letters Wu 
FRESH WATER: Very limited, delivered by truck. 

TIME: GMT minus 4 hours. Atlantic Standard Time. 
HOLIDAYS: The following are legal holidays: Sundays; Jane 
1 (New Year's Day); January 30 (Roosevelt's Birthday); Februan) 
(Lincoln's Birthday); The third Monday in February (Washingte 
Birthday); March 31 (Transfer Day); Holy Thursday; Good Fri 
Easter Monday; Whit Monday; Last Monday in May (Memorial Dy 
dune 22 (Organic Act Day); July 4 (Independence Day); Juj; 
(Supplication Day); The first Monday in September (Labour) 
The second Monday in October (Columbus Day); The fourth Me 
day in October (Veterans Day); November 1 (Liberty Day); } 
fourth Thursday in November (Thanksgiving Day); Decembe! 
(Christmas Day); December 26 (Christmas Second Day), and se 
other days as the President or the Government may by proclamat 
declare as holidays. 

The following are legal half-day holidays, commencing at Nw 
viz: Every Thursday during the months from April to Novem 
inclusive, except Thursdays in those weeks where there alreaty: 
a legal holiday other than Sunday. Whenever any holiday falls up» 
Sunday, the Monday following is a legal holiday. 
REGULATIONS: The U.S. Coast Guard strictly enforces the 
bour Pollution Act of 1924, prohibiting discharge of refuse ando 
navigable waters of the U.S.Virgin Islands. Local Port Regulatit 
are similar to those applying in U.S. Mainland Ports. 
HEALTH: See ‘Health Regulations’ before first U.S.A. ¥ 
(Albany). 

Garbage should be disposed of beyond the three-mile limit.) 
passing the three-mile limit all garbage disposal units which ope’ 
the sea should be closed. All garbage should then be placet’ 
covered cans and retained on board until the ship is again beyond? 
three-mile limit. 

CUSTOMS: Customs Officers will board at anchorage or Ww 
berths, and will require an accommodation ladder. 
Vessels required to enter and clear through Customs House: 

Vessels loading or unloading cargo; 

Vessels embarking or disembarking passengers; 

Vessels remaining in port over 24 hours: 

Vessels requesting permission for their passengers to go ast 
during the stay of the vessel in port. 

Vessels in above categories must present following documen!s 

Clearance from Last Port; 

3 copies of Crew List(Form 1.418) or substantially similar form-® 
note below*) 

3 copies Passenger List (Form |. 418) or substantially similarior 
see note below*) 

4 copies Inward Foreign Manifest covering all cargo for disch#? 
at St. Croix, V.1., showing weights or measurements (of 
of how cargo is freighted) on all items (Customs Form 
or 7527-B). 

2 copies Stores List (Engine-Deck-Commissary-Narcotics). 

1 copy Crew Effects Declaration (Custom's Form 1304). . 

* List of passengers and crew shall be on Customs and Imm 
tion Form I. 418 or on a substantially similar form, except that #* 
no steerage passengers are aboard upon arrival, the listing of 
passengers may be in the form of a vessel “Souvenir List’. 
similar list, in which the names of the passengers are listed al 
cally by class. 

Sealing of Stores: Upon arrival of a vessel from a foreign port, 
vessel engaged in foreign trade from a domestic port, sea stores 
ship's stores not required for immediate use of consumption? 
board while vessel is in port and articles acquired abroad by ° 
and members of crew, for which no permit to land has been! 
shall be placed under seal, unless customs officer is of the | 
that circumstances do not require such action. Customs | 
tors in charge of vessel, from time to time, may issue stores from 
der seal for consumption on board by passengers and crew. 


Call Letters wg 
Call Letters Wer 
Call Letters wor 
Call Letters Vpq_ 
Call Letters Frq 


ssengers disembarking must present personal baggage declara- 
gon if from foreign. a 
MIGRATION: Recommended that Masters who are unfamiliar 
Ly yS. Immigration Procedure should seek clarification from 
“as far in advance as is possible. 
fa vessel arrives direct from a United States mainland port or 
» Puerto Rico no immigration inspection will be performed. If a 
ssel arrives direct from a foreign port the vessel shall undergo 
emigration inspection. } f 
vessels arriving without a visaed crew list, may be able to obtain a 
yer from Officer in Charge of U.S. Immigration & Naturalisation 
sent, by making application on Form 1. 193. A fee of $10.00 
yired to obtain a waiver. : 
\n order to expedite the clearing of the vessel. It is suggested that 
ior to arrival all passengers subject to inspection should be as- 
Pnbled where the inspection is to be performed. 
Sowaway must be reported in ETA Message and listed on a 
passenger Manifest (Form I. 418) and on Form 1. 94. and must be 
reported to the U.S. Immigration Officer as soon as he boards. f 
All non-resident alien crew members, whether shore leave is 
quired or not, are required to have in their possession valid Pass- 
ports, Seaman's Book or Identification Card (with photo) and Form 
\% (crewman’s Landing Permit) or Form I. 184 (Alien Crewman's 
demit and Identification Card) on arrival. All resident alien crew- 
sambers are required to have in their possession Alien Registra- 
fon Receipt Card (Form I. 151) on arrival. 
SHORE GANGWAYS: Available. 
(AUNCHES/TENDERS: Not available. 
AIRPORT: Distant 8} miles. : 
AUTHORITY: Virgin Islands Port Authority. 
AGENT: Rob't. L. Merwin & Co., Inc., 1 Strand Street (mailing 
address PO Box 427), Frederiksted, St. Croix, U.S. Virgin Islands 
40, Cables “Merwin St. Croix via either ITT or C & W/WUI. 
Telex Merwin 3473286 via ITT or 367812 Merwin via C & W/WUI. 
Telephone (809) 772-0913 Mon.-Fri. 8-5 or (809) 772-0519 after 5, 
weekends or holidays. Shipping Agents and Customs Brokers, 
Contract Stevedores and Truckers, Lloyd's Agents. 
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LIMETREE BAY, St. Croix: 17.41 N. 64.44 W. 


LOCATION: The facilities of Hess Oil Virgin Islands Corp. (Hovic) 
ue located in Limetree Bay on the South cost of the island of St. 
Croix, U.S. Virgin Islands. St. Croix is 32 miles South of St. Thomas 
and St. John Islands and 50 miles South-east of the island of Puerto 
Rico, Itis the largest of the U.S. Virgin Islands being 19 miles long 
and averages 3.5 miles in width. 

The sea buoy “‘ELB" No. 2 marking the entrance to Limetree Bay 
channel is located in 60 ft. of water on the Westerly side of the 
channel: Latitude, 17° 40’ 42” North, Longitude 64° 44’ 18” West. 

The sea buoy is painted red and is equipped with a flashing 
white light having a one second flash, nine second eclipse with a 
\isibility of seven miles. 

DOCUMENTS: Clearance (U.S. - Foreign). Inward clearance is 
ected on board immediately after docking Clearance should be 
nade for Christiansted, St. Croix, via Limetree Bay. 

The following documents are required by the Customs and Immi- 
gration authorities for entry and clearance: 

Master's Certificate on Preliminary Entry. 

Master's Oath. 

Stores List. 

Crew Purchases List (Curio List). 

Inward Foreign Manifest. 

Quarantine Free Pratique. 

Deratisation Certificate. 

Crew List (Certified). 

Clearance from Last Port. 

Crew men Landing Permits. 

assengers List (if any passengers). 

PILOTAGE: Service is available 24 hours a day and is compulsory 
forall vessels using HOVIC facilities in Limetree Bay. The HOVIC 
harbour Master acts as Pilot and will assist the Master in docking 
ud undocking vessels using Hess facilities; however, the Master of 
~ vessel retains full responsibility for the ship at all times. The 

llot can be contacted by VHF Channel 16. Pilot boards at the sea 
Woy, position 17° 40.7’ N., 64° 44.3 W. Vessels over 45,000 dwt. are 
Subject to movements in daylight only. Vessels should remain out- 
side the sea buoy until boarded by the Pilot. The Pilot will be placed 
aboard by a company tug. 
wi’ tua HOVIC 1 is equipped with a radio-telephone having the 
ae crystals: 2182 k.c., U.S.C.G., 2638 k.c., Ship to ship. 2738 k.c., 

whe ship. 2134 k.c., San Juan, Puerto Rico and Galveston, Texas. 

Ips having the above crystals should call the HOVIC 1-3 hours 
fae ETA arrival at the sea buoy, and advise of any change in 
ANCHORAGE: There is no suitable anchorage for deep draft 

Sels off the port. Normal practice is to stop engines and wait 6 to 
can from the sea buoy if required to wait instructions. In bad 
tein €r Vessels should proceed to Frederiksted and anchor in the 
ter? Of the long pier in depths of 30 to 60 ft. Vessels shall have 
a ready to let go upon entering the channel into Lime- 


y. 
MPROACHES: Entrance to channel marked by a black sea buoy, 
No ee with a white flashing light, visible 8 miles. The buoy (ELB 
(lat }(flashing every 5 seconds) is at the West side of the channel 
ws 40 42” N. Long. 64° 44’ 18” W.). At sea buoy there is 60 ft. 
ater and the channel has a depth of 60 ft. to Nos. 3 and 4 berths. 
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The turning basin opens up Eastward from the channel line and 
is approx. 1,200 ft. long and 1,000 ft. wide. The West turning basin 
is 1,500 ft. by 1,200 ft. with a maximum depth of 35 ft. 
RESTRICTIONS: Navigation permitted 24 hours a day except for 
ships over 50,000 dwt. 

The Harbour Master will check and report on each vessel's draft 
before piloting them inbound or outbound. 

HEALTH: National quarantine laws are enforced in the U.S. Virgin 
Islands by officers of the U.S. Public Health Service. All vessels are 
subject to inspection. 

RADIO: Masters are requested to advise both HOVIC - St. Croix 
and their Agents by radio 48 hours and 24 hours in advance of their 
ETA giving the vessel's name, date and hour of arrival (local time), 
bunkers and water required. 

TUGS: Tug assistance in the channel, docking and undocking is 
mandatory and is provided by three 1,800 h.p. diesel tugs stationed in 
the port to provide this service. All tugs are under the orders of 
the HOVIC Harbour Master and are equipped with fire pumps 
and monitors to assist in fire fighting. 

There are also two tugs of 7,000 h.p. available for the mooring 
of large tankers. 

BALLAST: United States laws prohibit the pumping overboard of 
dirty ballast while a vessel is within U.S. coastal waters. All ballast 
must be pumped to facilities available ashore. However, if a vessel 
is especially equipped with clean segregated systems which are 
reserved for ballast use only, it is permissible to pump overboard at 
the dock after first being inspected and approved by the dock master. 

In pumping dirty ballast ashore, the ballast is received through one 
12-in. shore line at a maximum discharge pressure to shore installa- 
tions of 125 psi. The ballast is pumped into a ballast facility about 1 
mile North of the dock. Due to the limited facilities and to the possi- 
bility of two vessels deballasting at the same time, it is requested 
that vessels arrive with the minimum possible ballast. 

The U.S. Oil Pollution Act of 1924 applies to the Pollution of 
Coastal Waters. Violators are subject to fines of up to $2,500 and a 
year's imprisonment for each offence. 

NOTICE OF READINESS: Notice of readiness to load or dis- 
charge is a warranty that the vessel is in all respects ready to load or 
discharge, and that all of the ship's equipment (including, but not 
limited to tanks, pumps, valves, and pipe-lines) is ready and fit to 
load or discharge petroleum and/or petrochemical products. Notice 
of readiness will not be accepted unless the vessel is in all respects 
ready to load or discharge, as appropriate. Vessel will not be deemed 
ready to load or discharge and pumping will not commence until the 
senior deck officer shall have executed and delivered to HOVIC a 
“Declaration of inspection prior to bulk cargo transfer" as required 
by U.S. Coast Guard Regulations. 

BERTHING: A shore gangway is provided. 

There are, at present, seven berths on finger pier, three on East 
side and four on West side. 

Deepest berths are No. 3 and No. 4 each with 60 ft. depth of water 

alongside. 
LOADING: Loading operations are normally carried out at rela- 
tively high pumping rates. Loading rates may be reduced by re- 
quest. Loading cargo overall will not be permitted without specific 
written authorisation from HOVIC'S General Manager. 

Hose pressures should not exceed 125 psi during loading or 
discharging. 

Oil Dock is serviced by: 1 24 in. diameter crude line, 1 24 in. dia- 
meter no. 6 oil line. 1 20 in. diameter gasoline line, 1 20 in. no. 2 oil 
line, 1 10 in. diameter kerosine line, 1 12 in. diameter ballast line, 
18 in. diameter fresh water line. 

Four 10 in. hoses are available for connecting up to each of the 
20 in. and 24 in. shore lines — single 10 in. hoses are available for the 
kerosine and ballast lines. 

Oil Dock 2 serviced by: 1 24 in. diameter crude line, 1 24 in. diam- 
eter 6 oil line. 

MEDICAL: Medical attention is generally available from the public 
hospital at any hour of the day or night to crew members of all 
vessels. The representative of the ship's Agent should be contacted 
by the Master with any requests for medical attention for the crew. 
For each man needing medical or dental attention, a form should be 
completed in duplicate and signed by the Master, or in his absence, by 
the Chief Officer. The form should provide the date, patient's name, 
rating, and the name of the vessel. In case of emergency, or when a 
patient cannot be moved from the vessel, the Master should advise 
the ship's Agent by radio if at sea, or on the telephone if in port. 
DENSITY : 1025. 

FRESH WATER: The island of St. Croix is dependent almost 
entirely on rainfall for its supply of fresh water. There are wells but 
many of them are rather saline in nature. As a result fresh water is 
scarce and expensive. In conjunction with its refinery operation 
HOVIC operates a desalination plant and limited quantities of fresh 
water are available providing at least 48 hours notice of these re- 
quirements is given prior to the ship's arrival. All fresh water is 
metered aboard ship. 

FUEL: Both no. 6 fuel oil (Bunker C) and light marine diesel are 
available by prior arrangement. Advice concerning quantities should 
be given in the vessels arrival message (ETA) sent 48 hours prior to 
arrival. 

DEVELOPMENTS: New docks under construction. 

AIRPORT: Situated 5 miles from port facilities. 


SHORE LEAVE: Under normal circumstances, no restrictions are 
imposed by the Immigration Authorities on shore liberty. Masters 
are requested to have all crew members on board at least 1 hour 
prior to departure time, to avoid delay “awaiting crew members”. If 


845 


Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, f 


crew members of foreign vessels are to be given shore leave, Form 
1-95 must be prepared for each member of the crew. 

TIME: The U.S. Virgin Islands use Atlantic Standard Time, which 
is four hours slow of Greenwich Mean Time. 

GENERAL: (a) /mmigration: The United States immigration laws 
apply in the U.S. Virgin Islands. Passports and visas are required. 

(6) Customs: The customs collection district of the U.S. Virgin 
Islands is under the jurisdiction of the U.S. Treasury Department but 
has its own Customs laws. 

(c) Liquors: The transportation of alcoholic beverages inside 
HOVIC's property is strictly prohibited; consequently, no liquor or 
beer may be removed from vessels. The only exception to the fore- 
going is in the case of bonded stores ordered by Masters. 

(d) Visitors: No visitors are permitted in the dock area. Only 
persons on 9fficial ship's business are permitted on the piers. 

(e) Laundry: Only limited facilities are available to handle ship's 
laundry. 

(f) Surveyors: Representatives of the American Bureau of Ship- 
ping, Lloyds’ Register and other maritime classification societies are 
available in San Juan, Puerto Rico on 12 to 24 hours notice. The 
ship's Agent will assist Masters in soliciting their services. 

(g) Mail: Official and persohal mail will be delivered on board by 
the ship's Agent when vessels are being cleared inwards. Mail 
received for vessels while in port will be delivered on board prior to 
sailing. Outgoing mail is accepted from Masters, provided it is 
accompanied by a mail transmittal slip to support disbursements. 

(h) Transportation; Walking through the refinery is not permitted. 
Arrangements for transportation will have to be made through the 
ship's Agent or the Refinery General Manager's Office. 

(i) Supplies and Repairs: Limited supplies of provisions and 
marine hardware are available on the island. There are no facilities 
for major repairs closer than San Juan, Puerto Rico. Machine shops 
in Christiansted and Fredriksted can assist in making minor repairs. 

(j) Overloading: Masters are advised that the international laws 
are strictly enforced with regard to overloading and should be guided 
accordingly. In cases where overloaded cargo has to be discharged, 
all expenses incurred, including ship delay, will be for the vessels 
account. 

(k) Weather Conditions: The loading and discharge of all crude 
petroleum and its products will be stopped during any electrical 
storm. Ullage screens or ullage plugs must be in place. Loading 
gasoline or other similar low-flash products will be stopped during 
periods of calms when the heavy vapours cannot be dispersed 
quickly enough to prevent hazards from accumulated gas pockets. 
Ship's officers are cautioned to be on their guard during such con- 
ditions. In the event of abnormal weather conditions in the area as a 
hurricane, vessels will be notified that additional moorings are 
required. If the situation so demands, Masters will be told to suspend 
all operations and proceed to sea until normal weather conditions 
again prevail. 

(/) Demurrage: Vessels are required to vacate berth promptly 
upon completion of cargo handling operation (loading or discharg- 
ing Operations, as the case may be). Permission to lay alongside at 
any time the vessel is not engaged in cargo handling operations must 
be granted in writing by the Dock Master. The Harbour Master will 
keep vessels advised of other vessels awaiting berth. If any vessel 
fails to vacate its berth upon completion or cargo handling opera- 
tions and expiration of free laytime for dock usage as outlined 
below, the vessel will be responsible for penalties and demurrage as 
follows: 

(a) To pay dock demurrage. 

(b) To hold HOVIC harmless for any demurrage and damages 

incurred as a result of other vessels awaiting berth. 
The following rules shall govern the determination of demurrage: 

(a) One hour free laytime will be allowed after completion of 

cargo handling operations. This free time will start at the 
time cargo hoses are disconnected from the ship's manifold 
on completion of loading or discharge of cargo. Vessels 
awaiting cargo papers and/or Customs clearance must vacate 
the berth within 1 hour of such completion and move outside to 
wait for their papers. 

(6b) Three hours free laytime will be allowed for ballasting after 

discharge operations. 
AUTHORITY: Hess Oil Virgin Islands Corp., Kingshill, POB 127, 
St. Croix, U.S. Virgin Islands 00850. 


AGENT: See “Frederiksted”. 


ST. THOMAS: 18.20 N. 64.56 W. 


Harbour of St. Thomas, U.S.V.I. situated on south side of Islands of 
St. Thomas. It is 1,434 miles from port of New York. Northern side of 
Islands borders on Atlantic Ocean, and Southern side on Caribbean 
Sea. The Harbour is one of the best in the West Indies, being 
almost iandiocked. 
WEATHER: There is a signal station on Cowell Hill which shows 
storm signals. The weather is usually mild with little wind. Squalls, 
when they occur, usually come from the north-east. 
DOCUMENTS: Quarantine. - see Health". Customs - see ‘“Cus- 
toms". Immigration — see “Immigration”. Agent: 

1 Copy Crew List (Form I. 418). 

1 Copy Passenger List (Form I. 418). 
PILOTAGE: Compulsory and available day and night. Pilot Boat 
has letter P"' on deck house and flies International Code flag “'P”. 
Pilots will meet vessels 1 to 3 miles outside harbour, boarding via 
Jacob's ladder. 
ANCHORAGE: Outer Harbour Anchorage located beginning at 
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Scorpion Rock Lighted Buoy No. 1 (18° 91’ 25.6” N; 64° 55’ g° thes, 
180° 1,580 yards; thence 263°, 2,490 yards; thence due North 
yards; thence due East to the Southerly tip of Sprat Point, a 
Island; thence to Cowell Point, Hassel Island, and thence to 
of beginning. This anchorage is considered good and is aboy, 
fathoms with sand bottom. 

TUGS: Normally not considered necessary for docking, howe, 
tugs are available for docking and undocking ships. 
BERTHING: Wharf of the West Indian Company Limited, | 
on Eastern shore of harbour basin. Wharf is of bulkhead type 
ft. long, running North-east/South-west, and is well protects, 
seaward, Mooring bits are spaced at intervals of 50 ft. There; 
“cut out’ in the wharf 950 ft. from North-eastern corner, which yy 
ft. wide and approximately 3.5 ft. above low water. This 
slanting from 8.3 to 3.5 ft. over a distance of 20 ft. Similar typ 
ramp located on West Corner of wharf. Safe depth alongside py 
27 ft. near North-east end to 30 ft. on South-west end. Bulkwari, 
8:3 ft. above mean tide. Average difference between high and 
tide is 11 in. 

Dockage dues are payable to the West Indian Company Limit 
as per tariff. 

In the Crown Bay area (access via East or West Gregerie Cy 
nels) the VI Port Authority maintains facilities which include, 
“T"-head pier extending 500 ft. from shore, where ships up to 2p 
g.t. are mooring to breasting dolphins 200 ft. on centres, and m 
dolphins 200 ft. fore and aft from them. Controlling depth prese: 
30 ft. This pier is used for berthing tourist and tanker vessels o» 
A curved bulkhead at top of Crown Bay, approximately 900 ft, 
is used for roll-on/roll-off, container and break bulk cargo. Coniy. 
ing depth 15 ft. 24-hour arrival notice required. 

CARGO HANDLING: Containers are handled at the West Ing 
Company and the Crown Bay area (VI Port Authority), but no spay 
gantry cranes are available. Roll-on/roll-off cargo handled at thy 
facilities as well. No liquid chemicals facilities exist here but then: 
a small privately-owned LPG plant limited to 20 ft. draft and 2: 
length. Shell uses this facility for gasoline and light diesel, } 
“T"-pier in Crown Bay is used for the VI Water and Power Aut 
ity for movement of fuel and water, and Texaco has its own pipe 
on the same pier for their products. 

STEVEDORES: Discharging and/or loading arranged by the We 
Indian Company Limited for account and risk of vessels. 

Rates of discharging and/or loading dependent on vessel's eqy 
ment and stowage. However, following may be considered avery 

General Cargo 6 weight tons per gang hour. 

Bagged Goods 8/10 weight tons per gang hour. 

Lumber 10/12 weight tons per gang hour. 

Each stevedore gang normally consists of 12 stevedores (ils 
board and 2 ashore) 2 winchmen, 1 signalman, 1 foreman 
RADIO: The St. Thomas Marine Operator will guard the follows 
from 0800 to 2100: Channels 26, 16 VHF, 2009-2506 and 21824) 
and the upper side band (2010-4-2507°4) of the same freques 
The St. Thomas Signal Station and the Harbour Master's 0f 
maintain a 24-hour watch on VHF Channel 16 (talk Channel 12). 

(b) Master of every vessel arriving St. Thomas is required tog 
at least 24 hours advance notice of arrival to Captain of the Pr 
U.S. Coast Guard - San Juan, Puerto Rico by wireless on 50% 
cycles or by radio telephone 2182 kilocycles. 

(c) Masters are requested to advise Agents their expected tim! 
arrival, at least 36 hours in advance. Arrival messages shoul’ 
clude cash requirements (local currency U.S. Dollar) and adv 
regarding repairs, stores, etc. This information is particularly new 
sary in the cases of vessel arriving on weekends or holidays. 
cruise vessels the arrival messages should also include the num 
of passengers and crew on board. 

(d) While vessels are in St. Thomas Harbour, the authorities® 
not permit the use of the ship's radio transmitters. 

(e) U.S. Coast Guards: This organisation maintains a small ly 
Attendant Station in St. Thomas to observe, service and 
repairs to aid navigation in vicinity of St. Thomas. An 82-ft. Cot 
Guard Patrol Boat “Point Whitehorn" (82364) is attached to the® 
tion for primary purpose of search and rescue work. Mainl® 
watch on VHF Channel 16. Radio telephone marine inform#? 
broadcasts, including Notices to Mariners, will be made on® 
kilocycles, after first making a preliminary announcement on 
kilocycles. Radio telephone urgent and safety broadcasts or Mart 
Informations will continue to be made on 2182 kilocycles. 
FUEL: The West Indian Company Limited operates the bunk" 
terminal and are agents for Esso. Bunker fuel ‘'C"' and marine 
sel fuel handled through 6 in. or 8 in. pipelines (4 in. or 6 in. hoses! 
maximum rate of approximately 125 tons per hour, at the wharfal® 
West Indian Company Limited, where vessels drawing up 0 
can be accommodated. 

Delivery by barge is not available. Bunkers available at all ho 
including Sundays and holidays. Owners of vessels must me 
prior arrangements for bunkers. 

Overtime as incurred will be charged to ships for bunkers supe 
outside normal working hours, Saturdays, Sundays and holidd® 
FRESH WATER: Mostly rain water which when available is 
plied by the West Indian Company Limited. Delivery effected b/”* 
alongside wharf. Water by barge can be delivered in St. Th 
MEDICAL: Local hospital is the Knud-Hansen Memorial H 
which is equipped with facilities for operations, etc. , 
TIME: Official St. Thomas time is Atlantic Standard Time, wh 
four hours behind GMT. 

HOLIDAYS: The following are legal holidays in St. Meer 
Sundays; January 1 (New Year's Day); January 15 (Martie 
King); January 30 (Roosevelt's Birthday); February 12 (Li 
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day); The third Monday in February (Washington's Birthday); 
204 31 (Transfer Day); Holy Thursday; Good Friday; Easter 
war Whit Monday; The last Monday in May (Memorial Day); 
won ” (Organic Act Day); July 4 (Independence Day); July 25 
supplication Day); The first Monday in September (Labour Day); 
ee tecond Monday in October (Columbus Day); The fourth Monday 
« October (Veterans Day); November 1 (Liberty Day); The fourth 
thursday in November (Thanksgiving Day); December 25 (Christmas 
- December 26 (Christmas Second Day), and such other days 
isthe President of the Government may by proclamation declare 
idays. 
Blowing are legal half-day holidays, commencing at Noon, 
vx: Every Thursday during the months from April to November, 
scusive, except Thursdays in those weeks where there already is 
slegal holiday other than Sunday. Whenever any holiday falls upon 
gynday, the Monday following is a legal holiday. 
REGULATIONS: The U.S. Coast Guard strictly enforces the Har- 
pour Pollution Act of 1924, prohibiting discharge of refuse and oil in 
javigable waters of the U.S.Virgin Islands. ‘ 
Local Port Regulations are similar to those applying in U.S. Main- 
orts. 
wALTH, CUSTOMS, IMMIGRATION: Refer to Frederiksted. 
CONSULS: Following countries have consular representatives in 


$t. Thomas. 
Belgium France Norway 
Denmark Great Britain Panama 
Dominican Republic Haiti Sweden 
E| Salvador Netherlands 


AIRPORT: Distance 2 miles. Connections with International flights 
tom Puerto Rido. 

GENERAL: Gangway. One aluminium gangway available which is 
uit.long and 2 ft. 6 in. wide — made with skidding prevention strips 
only and therefore not recommended for use as a passenger gang- 
wy. Since presently this is the only gangway it is made available to 
vessels on a first-come-first-served basis. 

Stores. St. Thomas should not be depended upon for large quan- 
fies of provisions or deck and engine stores, as practically all 
commodities are imported making prices higher than United States 
painland ports and Puerto Rico. No regular Ship's Chandlers es- 
ablished in St. Thomas, V.I. 

Storage Facilities: The West Indian Company Limited undertakes 
wdinary storage for a limited period of time in eight transit ware- 
houses, all 14 ft. high with a total floor area of 80,000 sq. ft., plus an 
uditional 9,600 sq. ft. roof covered area. There is also a large un- 
covered area available for outside storage. Only limited cold storage 
- ellities are available on The West Indian Company's Dock. 

le: Small quantities may be obtained. 
laundry: Modern laundry service is available. 
— POLICE/AMBULANCE/FIRE: Police 915; Ambulance 774-1212; 

Fire 921. 

AUTHORITY: Virgin Islands Port Authority, PO Box 36, St. 
Thomas, Virgin Islands, U.S.A. 00801. 


AGENTS: The West Indian Company Limited, (Shipping Depart- 
ment), PO Box 660 - St. Thomas, V.I. 00801. (Passenger & Crewmail 
?0 Box 4400) Telegraphic Address: Occident. Telex Numbers: 
422313 (Wico) (ITT System) 365246 (Wicostt) (Cable & Wireless 
Western Union System) Tel. (809 774-1780) 

Office Hours: Monday through Friday: 8.00 a.m. to 12.00 noon; 
10 p.m. to 5.00 p.m. 

Outside Regular Office Hours Tel. Manager Shipping Department. 
(8) 774-2683; Ass't. Manager Shipping Dept. (809) 774-0625 
Dockmaster (089) 774-5285; Shipping Department (809) 774-4170. 


Windward Islands 


CASTRIES, St. Lucia: 14.00 N. 60.59 W. 


DOCUMENTS: 
5 Crew Lists. 
5 Passenger Lists. 
' Stores List. 
‘Clearance from Last Port. 
2sets of Manifest mailed prior to arrival. 
2copies each Bills of Lading. 

Copies each of Manifests on arrival, 

‘Health Certificate. 

PILOT AGE: ETA to Agents at least 48 hours in advance, and 
aoe advice if any changes. Agents inform Pilot's office of expected 
ree Ship remains approximately 3 miles out of harbour, and is 
stated by Lighthouse guard who immediately informs Pilot's office. 
pe meets ship in pilot boat — small white canoe-shaped boat, no 
mp with letter “P" painted in black on both sides of bow. Signal for 
sat day time flag “G"; and night: white light or blue light. VHF 
annel 2182. Pilot embarks on the starboard side via pilot ladder. 
4 CHORAGE: North of leading lights, about $ mile from harbour, 
“oth about 12 fathoms. 

STRICTIONS: Ships must at no time enter without a Pilot. 
ey SIZE: Not longer than 600 ft. (cargo and passenger). Tankers 
Henge than 400 ft. Alongside, all ship's, draft 24 ft. , 
ai H: Pratique given by Pilot. Health Officer boards ship and if 

V infectious diseases are on board, ship is anchored out until 
RDI arrives, 


wy po Barbados Radio, call sign 8PO, 2182 kc. 2527 kc. 2537 kc. 


ee eee ee ee 


WINDWARD ISLANDS 


TUGS: Not necessary. 

BERTHING: First ship goes up to top or first berth, and others 
follow down line. 

MEDICAL: In urgent cases only, advise requirements in advance. 
Hospital facilities available. 

TANKERS: Discharging by marine and floating hose, 6-in. and 
4-in. lines. Berths alongside quay (2), off shore (2) Presently fuels 
discharged: Mogas 95 and 83, kerosene gas oil, colas RS2, cutaback 
RC2, banana spray oil. 

peepee Available by delivery hose from water hydrant 
on wharf. 

FUELS: Gas oil 48/52 DI-API. Viscosity at 60° 36.3 S.G. at 60° 0.8435. 
GANGWAY/DECK WATCHMEN: Available if required. 
OPENING/CLOSING HATCHES: By crew. 

CERTIFICATES: Ship's Register required on board. 
CUSTOMS ALLOWANCES: Tobacco, one carton of 200 cigar- 
ettes. Wine/Spirit, one quart. 

CONSULS: 


Norway Tel. 2214 France Tel. 2351-2 
Portugal ,, 2811 U.K. » ©2484-5 
Holland ,, 2811 


REPAIRS: Only welding and painting work available. 

DRY DOCKS: None. 

REPATRIATION: Facilities available. 

AIRPORT: Distance from wharf 2 miles. Flights per day 4. Airlines: 
BWIA, LIAT, Caribair. 

TIME: GMT minus 4 hours. No alterations to clock. 

HOLIDAYS: New Year's Day (1st January); New Year's Holiday 
(2nd January); Statehood Day (1st March); Good Friday (late March 
or early April); Easter Day (April); Easter Holiday (April); Labour 
Day (1st May); Whit Monday; Corpus Christi (late June); Queen's 
Birthday (12th June); Emancipation Day (1st Monday in August); 
Harvest Day (1st Monday in October); Discovery Day (13th Decem- 
ber); Christmas Day (25th December); Boxing Day (26th December). 
EMERGENCIES: Police dial 99; Fire 97; Ambulance 95. 
TELEPHONES: Arrangements exist for placing on board. 
GENERAL: Ships arriving after 2000 hours cannot be attended to 
until 0700 hrs. following day. 

SERVICES: Compass adjusting. 

SHORE LEAVE: Allowed. 


KINGSTOWN, St. Vincent: 13.09 N. 60.57 W. 


DOCUMENTS: 
Customs: 

2 copies Ship's Store List. 

1 copy Crew Store List. 

1 copy Crew List. 

1 copy Passenger List. 

1 copy List of Cargo not manifested. 
/mmigration : 

2 copies Passenger List. 

2 copies Crew List. 
Port Officer : 

1 copy Declaration of Health. 

1 copy Passenger List. 

1 copy Crew List. 

2 copies Port Officer Return. 
PILOTAGE: Not compulsory. Cable agents 24 hours prior arrival 
order arrange Pilot. English-speaking Pilot boards at harbour 
entrance — about 2 miles from anchorage. By day pilot vessel flies 
pilot flag and by night signal lights. 
ANCHORAGE: Well protected. Tourist vessels lie at anchor, 
between 15 and 20 fathoms, or at pier. 
RESTRICTIONS: None. Vessels may arrive and/or sail any hour 
day or night. 
HEALTH: Port Health Officer boards vessel at anchorage requires 
Bill of Health or Master's declaration, and one copy Passenger List. 
Vessel's own form of manifest accepted. Vaccination Certificates 
are not required to be shown and passengers and crew do not 
require inoculation. Passenger and crew muster, not required. 
Health Doctor requires letter signed by Ship's Doctor (if any) and 
certified by Master stating all passengers and crew in possession of 
valid smallpox vaccination certificates. No persons allowed leave 
vessel before pratique granted and Immigration officials boarded 
vessel. 
BERTHING: No tidal restrictions, no strong currents. Occasional 
on-shore South winds during August and September but only light 
winds. Rest of year off-shore winds. Mooring boats available for 
taking lines. No special moorings required. Jetty situated at South- 
east corner of harbour about 70 ft out from beach. Bow and stern 
lines to landing stage. Landing stage in good condition and well lit. 
If vessel at anchorage and not at berth transit ashore by ship's motor 
launches only. Anchorage about 2 cables distant from quay. 
TUGS: Not required. 
FRESH WATER: Available. 
TELEPHONE: May be connected on board if required, charge 
about 1 Dollar per day. 
CUSTOMS/IMMIGRATION: Customs and Immigration officers 
board vessel at anchorage or quay. Vessel entered and cleared at 
Customs House by Agents. Ship’s own form of manifest accepted 
by Customs and Immigration. On passenger vessels, ship’s bar is 
sometimes sealed. 
IDENTIFICATION CARDS: Not required for going ashore. 
VISAS: Not required for crews or passengers, but nationals of 
foreign countries other than U.S.A. or Canada disembarking for 
permanent residence require Visas. 
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Please send corrections and additions to Shipping Guides (Services) Ltd., 17 High Street, Reigate, Surrey, 


PROVISIONS: Limited quantities of provisions, fish, fruit and 
vegetables. Pasteurised cows’ milk obtainable. Stocks of iceavailable. 
CURRENCY: No special currency regulations in force and pas- 
sengers permitted to take ashore any amount of U.S., Canadian or 
foreign currency. Currency exchanges at Banks or tourist bureaux, 
but Bank tellers do not board vessel to exchange currency. Local 
currency may be re-exchanged for U.S. dollars at local Tourist 
Bureau before departure. U.S. or Canadian currency accepted by 
stores, shops, restaurants and hotels. 

AUTHORITY: Port Officer. 


AGENT: Corea & Co. Ltd., PO Box 122, Kingstown, St. Vincent. 
Windward Islands, West Indies. Tel. 2201. Cables “George”. 


Yemen Arab Republic 


HODEIDAH: 14.48 N. 42.55 E. 


FLAG: It is essential that from the time they enter Yemen territorial 
waters all vessels fly the Yemen Arab Republic flag and this should 
be flown continuously until they leave these waters on sailing. 
Failure to observe this courtesy may result in a heavy penalty. The 
design of the flag is red, white and black in horizontal strips of 
equal size with green star in centre of white strip. 

DOCUMENTS: On arrival eight (8) copies of Manifests of cargo 
for discharge are required and each must be endorsed with the 
word Correct by the Customs Authorities at the Port of Loading. 
It is also advisable that at least two of the eight copies of manifests 
on board the ship should be freighted copies, otherwise two 
additional copies, showing freight details should be airmailed to 
Hodeidah separately to arrive in advance of the vessel. The Master 
should also be in possession of one copy of each Bill of Lading 
and certificate to show vessel is not blacklisted. 

PILOTAGE: Pilotage is compulsory and as the entrance of the 
Channel giving access to the Port cannot be observed from the 
port area itself itis essential that accurate ETAs be given to Hodship 
Hodeidah (the Agent) in order to avoid delays waiting for a Pilot. 

Vessels will be piloted down a dredged channel of about eight 
miles in length. The channel, which is buoyed with black starboard 
and red port buoys, is 7} metres deep and 100 metres wide. —The 
buoys are not at present lit and therefore entrance and exit from the 
harbour can only take place during daylight hours. \t is understood that 
in due course illumination of buoys and leading marks will be carried 
out and night movement possible. 

ANCHORAGE: Masters are also recommended to ensure that on 
arrival they anchor off the entrance to the new port to await the Pilot 
and do not anchor off the old port opposite the town some five 
miles to the South and which is still shown as being the Port of 
Hodeidah on some charts. Vessels anchoring in the wrong area 
may suffer some delay before they can be contacted and asked to 
proceed to the correct area. Masters should be advised to anchor 
at the outer anchorage in the following position: 14° 55’ N., 42° 54’ E. 
MAX. SIZE: Max. draft alongside 23 ft. 

HEALTH: All members of the crew must be vaccinated against 
yellow fever, smallpox and cholera otherwise permission will not be 
given to disembark. 

RADIO: Masters should also ensure that a radio watch is kept to 
receive calls from the Port Authorities. The Hodeidah Radio Station 
is operative between 0600 and 1800 hours daily, the call sign is: 
4WD or 4WD3 (short). 

TUGS: One tug of 450 h.p. Pilot launch 250 h.p. also available to 
assist. 

BERTHING: The quay is 370 metres in length with three berths the 
first 70 metres long depth 6 metres, the second and third are of 
150 metres length and 84 metres depth. Officially, ships berthing are 
restricted in length to 140 metres and to a maximum draft of 23 ft., but 
vessels up to 150 metres have berthed. For such vessels prior advice is 
required. 

The quay is concrete construction and is well founded, vessels 
being secured to bollards in the normal manner. Use of rat-guards 
is recommended. The quay is equipped with three electric cranes 
described as having a maximum capacity of 5 tons. At present only 
two of these cranes can be operated simultaneously owing to 
insufficiency of current. 

There is also a dolphin berth for discharging of petroleum products, 
which is connected by submarine pipes to storage tanks near the 
port area. The depth alongside is 6 metres. 

STEVEDORES: All labour is provided by Agent's representative 
including winchmen and tally clerks, but winchmen are provided 
entirely at ships’ risk. 

Rates of discharge vary but are quite satisfactory and with bagged 
cargo the average obtained is 15 tons per hatch per hour. Night 
work is possible. 

It is normal for labour working on board to request drinking water 
to be supplied. Whilst this may be unusual Masters are advised to 
comply, as otherwise slow working or perhaps even stoppages may 
result. 

Vessels are expected to supply food on board to cargo-super- 
visors, foreman, and tally clerks. It may be left to Masters’ discretion 
whether this is supplied, but if not the Agency will have to supply 
same and the cost will be debited to the vessels. 

WORKING HOURS: Normally from 0600 hours to 1400 hours and 
again from 1700 hours to midnight. Additional work outside these 
hours, including after midnight can usually be arranged if necessary, 
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although this cannot be guaranteed. Any work after Midnighs 
overtime. 

MEDICAL: Hospitals at Hodeidah and Sanaa-Taiz. 

FRESH WATER: Available; pumping rate 10-15 t.p.h. 
FUEL: Available from Yemen Petroleum. 

CONSULS (and Embassies) : 


Algeria Iraq Syria 

China Korea United Kingdom 
Egypt Kuwait U.S.A. 

E. Germany Lebanon U.S.S.R. 
Ethiopia Libya W. Germany 
ded Saudi Arabia Yugoslavia 
taly 


REPAIRS: Light repairs can be carried out. 

AIRPORT: Flights from Cairo to Hodeidah, Asmara to Tait e 
Jeddah to Sanaa. International airport under construction, 
TIME: GMT plus 3 hours. 

HOLIDAYS: ist January Eid Al-Adha Wagfa; 26-28th Jan 
Eid Al-Adha; 16th February Islamic New Year; 5th May birthday, 
the Prophet; 26-30th September Proclamation of the Repubie 
5-8th November Eid Alfitr. : 

Friday is the weekly day of rest, Sunday being a normal w 
day. There are also a number of Moslem holidays, the date be: 
based on the Moslem calendar, and which therefore vary from ye 
to year on the Christian calendar. Work is usually possible ons 
days but cannot be guaranteed. Holidays for special occasions» 
also liable to be declared at short notice. Friday if worked 25% » 
public holidays 100% surcharge. During the Moslem fast perio; 
Ramadhan lasting about twenty eight days, which again varies fy 
year to year, work is slower. 

SHORE-LEAVE: Allowed. The Master should prepare alte 
persons wishing to go ashore as Agent has to issue |.D. cards, 
REGULATIONS: It is strictly forbidden for crew and passenge 
on board to take photographs while a vessel is in the hart 
approaches or secured to the jetty in harbour. 

Any vessel which permits oil and/or water to be dischargedis 
the harbour will be liable to a minimum penalty of US $100, 
were 3 eh ha Hodeidah Port Authority, Hodeidah, Yemen Aq 

public. 


MOCKA: 13.17 N. 43.10 E. 


Mocka is a small port with equipment for loading and unload» 
BERTHING: 100 metres of quay for small craft up to 7 ft. de 
Vessels of up to 28 ft. draft may anchor in open roads 1:5 km. fiw 
pier. Cargo is discharged into lighters with total capacity of a 
2,000 tons. It is inadvisable to stow cargo in No. 1 hatch during wi 
season September to May. 

TUGS: Two available. 
FUEL: Not available. 


Yemen, People’s Democratic 
Republic of 


ADEN, (including Little Aden): 12.48 N. 44.54 E. 


DOCUMENTS: 

3 Crew Lists for Ship's Agent, Police and Immigration. 

3 Passenger Lists for Ship's Agent, Police and Immigration. 

1 Health Form to be shown to Pilot on boarding and handei! 
Ship's Agent. 
Manifests, Bills of Lading if landing cargo only. 
Ship's Register to be sighted by Pilot. i 
Arrival Declaration to be filled in by Ship's Agent after am 
Dangerous material declaration to be handed to Pilot on bos? 


ing. 
PILOTAGE: Compulsory for all vessels proceeding to oil berths? 
over 100 tons net. To call Pilot fly International Code Flag &* 
red/white/red lights at night. Call “Harbour Control” on VHF Chat 
16, or R/T 2182 kcs., or Signal Station by lamp. 48 hours notict! 
ETA with draft to Harbour Office. 

Pilot boat will meet ship at the Fairway Buoy in all weathers. P* 
boat is 50 ft. launch painted red, flying Pilot flag by day or white® 
lights at night. Pilot will board on port side of ship by pilot ladde 
Vessels waiting Pilot can anchor anywhere in Outer Harbour ext# 
in a Prohibited Area of 2,000 ft. from Fairway Buoy. 
ANCHORAGES: Ample anchorage area available with de” 
from 18 to 54 ft. 

(a) Anywhere North of Fairway Buoy clear of Main and Little A® 

Channels and clear of Prohibited Area mentioned abové. 
(6) Deep water anchorage anywhere to S.W. of Fairway be 
clear of Little Aden Channel and Prohibited Area mentio® 
above. 
MAX. SIZE: 
Aden: i 

(a) Maximum length 900 ft., breadth no restriction, depth 3f 

datum for vessels taking bunkers from BP, Shell or G 
(b) Vessels taking bunkers from Mobil, Caltex, Stanvac and 

maximum length restricted to tankers of 750 ft., and pas’ 

ships of 600 ft., breadth no restriction, depth 39 ft. at te 

(c) Larger vessels can be considered on application to the 

Officer. Longest vessel to enter 940 ft. 


YEMEN, PEOPLE'S DEMOCRATIC REPUBLIC OF 


Refinery): 
ae heen vongth 760 ft., breadth no restriction, depth 40 ft. at datum 
ng maximum deadweight 55,000 tons. 
2: In both harbours vessels manoeuvring require 2 ft. water 
nde keel, and vessels of draft 37 ft. and above require 4 ft. water 
el. 
win rat for Tankers: All tankers when manoeuvring within the 
shall be ballasted properly to a mean ballast draft which shall 
side less than half the summer draft and the trim by the stern not 
” seding 6 ft. These figures are the minimum for normal conditions 
= may be increased when conditions necessitate at the discretion 
fi ilot. 
TH: Vessels requiring pratique fly International Code Signals 
yared lights at night. : aMs 
Control of quarantinable and infectious diseases is direct respon- 
yiity of Port Health Officer. All passengers from infected local 
anh except children under age of one year are required to have valid 
ernational certificate of vaccination or revaccination against yellow 
iger and cholera. Valid certificates of vaccination against smallpox 
yerequired of arrivals from all countries. 
gapl0: All ships landing passengers are boarded by Assistant 
tot Health Officer unless radio pratique has been given. Pratique 
be obtained by wirelessing Port Health Authorities no earlier 

ean 12 hours and no later than 4 hours before arrival, in accordance 
wih international procedure. All landing passengers medically 
sspected and vaccination certificates checked on board before free 
yatique granted. Ships having infectious diseases on board are also 
warded; after examining the case and taking any necessary pre- 
autions the Assistant Port Health Officer grants restricted pratique. 
Sips also inspected for issuing deratting exemption certificates. 
deratting carried out when necessary and deratting certificate 
ued. ; 
table and Wireless (Mid East) Ltd.: Mercury House, Ras Boradi 


Tel, 22223/5). 


Wireless telegraph: GMT kHz 
Medium wave 
Working frequency 476 
hour watch on international calling 500 
ind distress frequency 
High frequency 0500-0700 
1100-1200 
1630-1800 
1830-1930 
2130-2200 8710 
0900-1100 
1300-1500 13060°5 
0700-0800 17175-2 
jadio telephone (including spoken telegrams) 
Working frequencies 2595 & 3628 
“hour watch on international calling 2182 


wd distress frequency 
fadio telephone circuits set up on 
request at times shown 


0400-0500 

1000-1100 

1600-1700 8805-6 & 4409-4 
VHF; 24-hour watch on Hague Plan VHF Channel 16 with duplex 
working on channel 26. 

TUGS: Tugs for both harbours normally join just outside Break- 
water. Ships’ ropes always used in Aden harbour, tugs’ wires in 
Little Aden. 

BERTHING: (also see ‘‘Tankers"): 24-hour service at all berths. 
Buoy Berths 


Normal maximum Datum 


length of ship depth in 
Berth Type in feet eet 
'(a) 2 buoys 350 30 
1(b) 2 buoys 350 30 
‘In Anchors & buoy 275 30 
20ut_ Anchors & buoy 550 38 
In 2 buoys 600 38 
3In Anchors & buoy 700 38 
{OutA Anchor &3 buoys (oil) 650 36 
‘In B Anchor & 3 buoys (oil) 750 40 
5OutR Anchor & 3 buoys (oil) 630 37 
TOutS Anchor &3 buoys (oil) 630 38 
§0utE Anchor &3 buoys (oil) 580 36 
§in F Anchor & 3 buoys (oil) 600 36 
$Out Anchors & buoy 900 41 
Mi) Anchors & buoy 550 36 
aie U Anchor &3 buoys (oil) 600 36 
‘ In V Anchor &3 buoys (oil) 600 36 
: QutG Anchor &3 buoys (oil) 600 30 
| ce H Anchor &3 buoys (oil) 530 28 
aun Anchors & buoy 550 28 
| 4G Anchors & buoy 450 30 
4 ut Anchors & buoy 350 18 
59 Anchors & buoy 350 18 
5) ut Anchors & buoy 350 18 
Daly __ Anchors & buoy 350 18 
‘ hin Berths 
ree Dolphin & breast buoys (oil) 900 39 
}j, Dolphin & breast buoys (oil) 800 38 


he Dolphin & breast buoys (oil) 750 39 
non, cPtal letters in column one denote alternative designation of 
lene buoys/dolphins. 

Zone. Initial Stage 525,420 sq. ft. open space and 162,000 sq. ft. 
"ed space. Import and export industrial facilities. No restric- 


tons, no taxes. Transhipment storage Free of unlimited period. 


ee ee ee 


STEVEDORES: ETA advice to Ship's Agents at least 48 hours 
before arrival. 

MEDICAL: Advance notice for medical attention not normally 
required except for serious cases requiring doctor's attendance on 
board, or ambulance cases. Vaccination certificate required for 
landing. Hospital facilities available. 

TANKERS: Tankers carrying dangerous petroleum (flash point 
below 73° F) and those not gas free cannot enter Aden Harbour 
during hours of darkness. They can enter Little Aden day or night. 
Slop (residue) discharge facilities available at Little Aden. Four 
tankers berths for discharge/loading at Little Aden with maximum 
datum depth of 40 ft. 

Berthing at Oil Harbour: Functions of Oil Harbour Little Aden to 
receive crude oil in bulk for oil refinery and to export refined petro- 
leum products. Vessels carrying cargo for refinery other than oil, 
discharge at Inner Harbour. 

Oil Harbour has finger jetty and two T-head jetties which provide 
berths for four tankers. Tankers of up to 55,000 tons summer dead- 
weight can be accommodated. 


Normal maximum Datum 
length of ship depth in 


Berth Type in feet in feet 
1 Dolphin & mooring dolphins 750 40 
2 Dolphin & mooring dolphins 750 40 
3 Dolphin & mooring dolphins 750 40 
4 Dolphin & mooring dolphins 750 40 


DENSITY: Salt water at all times. 
FRESH WATER: Ample available, delivered by barge in Aden at 
about 50 tons an hour. Ordinary water in Little Aden supplied by 
pipe line at about 40 tons an hour and condensate at about 2 tons 
an hour. 
FUEL: 
(a) B.P., Shell, Gulf. 
Marine fuel 2500 sec., 1000 sec., 600 sec., 200 sec. 
Diesel oil and gas oil. 
(6) Caltex, Mobil, Esso, Stanvac. 
Marine fuel - all grades below, 3,500 sec. 
Diesel oil and gas oil. 
All supplies done on a Nomination basis through the Com- 
pany’s Head Offices, with the vessel giving at least 48 hours 
notice to Aden. 
FIRE PRECAUTIONS: As per the Refinery regulations. Tug 
wires to be rigged. 
GANGWAY/DECK WATCHMEN: It is recommended watchmen 
are employed; they can be supplied by Ship's Agent. 
OPENING/CLOSING HATCHES: Normally carried out by steve- 
dores, derrick-topping by ship's crew. Vessels not to move in har- 
bour with beams off. 
CUSTOMS ALLOWANCE: Tobacco/Wine, Spirit allowance. No 
restriction at the moment. Bonded stores not allowed to be supplied 
more than one hour before ship sails. 
IDENTIFICATION CARDS: Not required at the moment. 
CONSULS: 


Embasies Consuls 
United Kingdom Belgium 
U.S.S.R. Denmark 
U.A.R. Netherlands 
Somalia Norway 
Italian Sweden 
India Portugal 
Iraq Greece 
Spain Ethiopia 
Pakistan G.D.R. 
Yugoslavia 


REPAIRS: Workshops are equipped to carry out: Boiler repairs; 
Plating and sheet metal work; Galvanising work/moulding work; 
Welding and blacksmith’s work; Main and auxiliary machinery 
repairs; Carpentry and joinery work; Electrical and plumbing work; 
Refrigeration repairs; Painting, cleaning and chipping. Repairs 
afloat to vessels up to 80,000 tons are undertaken; repairs to the 
largest vessels carried out mostly in Outer Harbour. 

Wireless engineering section with fully qualified personnel 
giving round-the-clock service of repairs and maintenance of radar 
and wireless equipment. 

DRY DOCK: One sideways slipway taking 1,500 tons and one 
floating dock lifting about same tonnage. 

REPATRIATION: Arranged through Ship's Agent and Immigra- 
tion. 

AIRPORT: About 5 miles from port. Flights to U.K. via Beirut 
(Middle East Airlines), Nairobi (East Africa Airways), Khartoum 
(Sudan Air Lines), Cairo (United Arab Airlines). Two flights each a 
week. 

TIME: GMT plus 3 hours. No alteration of clocks. 

HOLIDAYS: Most holidays are religious which have moveable 
dates. National holidays are 14th October and 30th November. Cargo 
workusually carried out during all holidays. Friday is a public weekend 
holiday. 

POLICE/AMBULANCE/FIRE: Ambulance Crater 53232; Harbour 
Police 22851; Port Health 22626/7; Fire 22222. 

TELEPHONES: No connection to ships but link calls can be 
made on VHF through Cable & Wireless Ltd. using Channel 16 to 
call and working on Channel 26. Some Agencies have private VHF : 
channels. 

GENERAL: Outer harbour contains ample anchorage area for 
vessels requiring datum depths up to 54 ft. Inner harbour approached 
by 2-7 mile dog-leg channel, dredged to 36 ft., from Fairway buoy in 
Outer harbour where pilots board. Inner harbour protected by 
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breakwater at Steamer Point and by rubble mound. It provides 24 
buoy or anchor-and-buoy berths, including 13 with oil bunkering 
facilities. Majority of these berths have a datum depth of 30 or 38 ft., 
with maximum length of ship ranging from 275 to 750 ft. In addition 
three dolphin berths, with bunkering facilities, of 39 ft. datum depth 
and normally accommodating ships of 750-900 ft. maximum length; 
vessels of greater length can be accommodated with the approval 
of the Port Officer. Quays and wharves cater for shallower-draught 
vessels and lighters. 

Oil harbour, serving refinery at Little Aden, reached by 38 ft. 

channel from Fairway buoy, provides facilities for tankers of up to 
750 ft. All berths and anchorages are under the jurisdiction of the 
Port Officer. 
SHORE LEAVE: Regulations: In accordance with Art. 8 of the 
Immigration Rule No. 28 of the year 1969, all crew members coming 
ashore will be excused from obtaining visa provided they surrender 
their passports to the Immigration Officer-in-Charge. These pass- 
ports will be given back to the holders before they return to their 
particular vessels. Any crew member unable to comply with these 
instructions will not be permitted to visit the town. 

Ships' crew are not allowed to stay ashore after 0300 hrs., unless 
permission is granted for longer period. 

REGULATIONS: Vessels must fly the National flag of PROSY 
at foremast. No movement of “dangerous petroleum” at night. 
Vessels must vacate oil berths on completion of bunkering. Main 
engines must not be immobilised in an oil berth. Sufficient crew 
must remain aboard vessel at all times to move her. 
AUTHORITY: Yemen Ports Corp., Steamer Point, Aden, POB 
22666. Cables: “‘Maway Aden”. 


Yugoslavia 


BAR: 42.05 N. 19.03 E. (See Plan) 


DOCUMENTS/HEALTH: Same as “Rijeka”. 

PILOTAGE: Pilot boards vessel off breakwater. 

ANCHORAGE: Off breakwater. Safe anchorage in about 27 fa- 

thoms. 

RESTRICTIONS: Vessels enter/leave port day and night. 

MAX. SIZE: Only limitation draft. Maximum allowed draft 33 ft. 

See ‘'Tankers” below. 

RADIO: Bar Radio — 2182 kc/s. and 2574 kc/s. 

TUGS: Available. 

BERTHING: Berths assigned at Agent's request for liners or at 

Receivers/Shippers request for tramp vessels at daily meeting of 

the Harbour Board. 

STEVEDORES: Sole stevedoring enterprise ‘Luka Bar" - Bar. 

MEDICAL: Medical care available, nearest hospital at Titograd 

about 60 km. from Bar (train and bus). 

TANKERS: Tankers call at Bar with bunkers for local bunker 

station. Berth used for this cargo can accommodate vessels drawing 

up to 23 ft. In 1973, new berth for tankers will be in use, up to 60,000 

dwt. Tank cleaning, pumping of slops and de-gasing not permitted 

in port. Tankers must be ready to leave the port in 30 minutes at any 

time and at request of Port Authorities. 

CARGO-HANDLING FACILITIES: Available for 

chemicals in development for bulk cargoes, containers. 

DEVELOPMENTS: Now in construction, second phase berths for 

bulk, fuel and container cargo. To be one of largest ports in Yugosla- 

via. Their realisation depends on completion of normal gauge railway 

to Hinterland, which is to be completed end 1974. 

FRESH WATER: Available from hydrants on quay. 

FUEL: Available from local bunker station. 

GANGWAY/DECK WATCHMEN: Available. 

OPENING/CLOSING HATCHES: If not performed by crew, 

stevedores. 

CUSTOMS ALLOWANCES: About 40 cigarettes and reasonable 

amount wine/spirits per man per day. 

CARGO GEAR: 4 cranes of 5-6 tons, 3 cranes of 3 tons. Shore 

mobile cranes, vacuvators, conveyors, fork lifts. 

IDENTIFICATION CARDS: Shore passes issued by local police. 

REPAIRS: At nearby shipyard of Bijela (Boka Kotorska). 

REPATRIATION: By train, bus or plane from Dubrovnik and 

Titograd. 

TIME: Central European time. GMT plus one hour. 

HOLIDAYS: January 1st and 2nd; May 1st and 2nd; July 4th and 

13th; November 29th and 30th. Work can be arranged on Sundays 

and 2nd day of two-day holidays. 

Ph oles ae cot gr el Police, Tel. 22232; Ambulance, 94; 
ire, 93. 

SHORE LEAVE: Allowed. 

AUTHORITY : Lucka Kapetanija, Bar. Tel. 22161. 


AGENT: Transagent, Bar, 13 Juli 30. Tel. 2134. Cables: “Trans- 
agent”. 


fuel and 


DUBROVNIK (Gruz Harbour): 42.38 N. 18.07 E. 


DOCUMENTS/HEALTH/HOLIDAYS: Same as “Rijeka”. 
PILOTAGE: Compulsory. Pilot boards at a point situated approx- 
imately in centre of triangle formed by Kolocep Island, Daksa Island 
and Grebeni Rocks. 

ANCHORAGE: In about 22 fathoms in channel between Daksa 
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Island and mainland. This anchorage is exposed to strong 
winds in winter time. 

RESTRICTIONS: Only port of Gruz is open to commercia| 
the old port of Dubrovnik (within the city walls) can accommog 
only yachts and small craft drawing under 9 ft. ; 
MAX. SIZE: Maximum length 230 metres, maximum draft 32 4, 
limits on beam. . 
RADIO: Call sign YUX, working on 500 kc/s. and 447 kojs he 
0800 to 1100 and 1600 to 1900. } 
TUGS: No permanently stationed tug boats, but can be Orde, 
when necessary from other ports. 

BERTHING: Berths for 5 ocean going vessels. Six Cranes fy 
1, 5 to 25 tons lifting capacity. 

CARGO-HANDLING FACILITIES: The port handles Some by 
cargoes (grain and bauxite) occasionally and in small quantities) 
is not specially equipped for handling these and other cargoes 
STEVEDORES: One State stevedoring company. 
MEDICAL: General hospital and medical facilities available, 
FRESH WATER: Available from hydrants on quay. 

FUEL: Not available. Only oil for diesel engines in limited 
tities. Heavy fuel can be delivered by coastal tankers from Split, 
GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: If not performed by om 
stevedores. 
CUSTOMS ALLOWANCES: About 40 cigarettes and |iny 
amount wine/spirits per man per day. 

CARGO GEAR: Although operations are performed usually 
shore cranes ship must have efficient cargo gear and relative cen 
cates. 

IDENTIFICATION CARDS: Issued by local police. 
CONSULS: None. 

REPAIRS: Small repairs only. 

REPATRIATION: By bus, ship or plane from Dubrovnik Intem 
tional Airport. 

TIME: Central European Time. GMT plus one hour. 
POLICE/AMBULANCE/FIRE: Police, tel. 92; Fire, 93; Ambulay 


94. 

SHORE LEAVE: Allowed. 

AUTHORITY: Lucka Kapetanija Dubrovnik, Gruska Obala? 
Dubrovnik. 


AGENT: Transagent, Dubrovnik, Gruska Obala 50. Tel, 3 
Cables: ‘‘Transagent”. 


KOPER: 45.31 N. 13.44 E. 


DOCUMENTS/HEALTH: Same as “Rijeka”. If the vessel has? 
wait for a berth the Agent, immigration officer and Customs oft 
will board at the anchorage in the Bay. 

PILOTAGE: Pilot boards in roads. 

ANCHORAGE: During winter N.N.E. gales best anchorage it! 
10 fathoms of water West of Debeli Rt. (Punta Grossa). 
RESTRICTIONS: Vessels enter port by daylight. However bet 
ing possible also during night hours in fair weather. 

MAX. SIZE: General cargo berths, vessels drawing up to dit 
Crude oil berth, berth for tankers up to 60,000 dwt. 

RADIO: Communication on MW and SW through Rijeka Rede 
VHF Communication ship-shore on short range to vessels in ros 
TUGS: Two of 600 h.p. 

STEVEDORES: Port Enterprise Koper. Working hours : 0600-I% 
1400-2100; 2200-0500. Overtime is worked if necessary. 

All discharging is by ship's gear, and there are no cranes in” 
port. The stevedores will cover and uncover the hatches, but® 
not trim the derricks. 

MEDICAL: Medical assistance and hospital available. 
CARGO-HANDLING: 1,000 metres of operative quays with dep™ 
from 6 to 12 metres. One crane of 20 tons and two of 10 tons capac 

Two more quays for bulk goods are under construction. Particu 
moorings for minor corn transports. 

A special wharf is under construction, with 17 hectares (42 act 
of acreage for the transhipment of containers. The port is able? 
handle roll-on/roll-off traffic and the transhipment of all kinds® 
freight in units. 

A timber yard with two 8-ton portal cranes. 

All harbour services are mechanised, i.e. performed by for” 
trucks, transporters, pallets and other modern means. Moreoe 
the port is able to trans-ship heavy lifts up to 25,000 kg/s. 
TANKERS: Crude oil terminal, depth alongside 16 metres. 
Ayres WATER: Available from quay. Rate of delivery a 
10 t.p.h. 

FUEL: Diesel available locally. Marine fuel delivered by barge! 
Rijeka or Trieste. 

GANGWAY/DECK WATCHMEN: Available at ship's reqw® 
OPENING/CLOSING HATCHES: If not performed by crew, ™* 
stevedores. 

REPAIRS: Minor repairs possible. 

CUSTOMS ALLOWANCES: About 40 cigarettes and reason 
amount wine/spirits per man per day. 

IDENTIFICATION CARDS: Shore pass issued by local po 
REPATRIATION: By train or bus, and by plane via Ljubljant* 


port. 

TIME: GMT plus one hour. 

HOLIDAYS: January ist and 2nd; April 27th; May 1st and 
duly 4th; July 22nd; November 1st; November 29th and 30th. 
POLICE/AMBULANCE/FIRE: Police, No. 92; Ambulance bg 
94; Fire, No. 93. 

TELEPHONE: Can be installed aboard at many berths. 


RE LEAVE: Allowed. 
gENERAL: Immigration Officer, on boarding, will make out crew 
ses, (Identity Books to be available.) ; 
allcrew passes, with one crew list, to be handed in on departure. 
yany changes in crew on departure, 3 correct crew lists to be 
dered. (Assurance given that this can be done by amending 
po of original crew list landed.) _ 
WUTHORITY: Lucka Kapetanija Koper. Postal Address: 
sastaniski trg. 2. Tel. 21-216. Telegraphic address: Lucka Koper. 


AGENT: Interagent, International Shipping Agency, Verdijeva 5, 
3 27, Cables: “Interagent - Koper’. Telex: 34150 - Yu Intrag. 


Te. 7-051, 21-750. 


pLOCE: 43.03 N. 17.26 E. 


)CUMENTS/HEALTH/HOLIDAYS: Same as "Rijeka". 
sLOTAGE: Compulsory for vessels over 500 grt. Pilot boards 
gssel at entrance of the channel. 

iNCHORAGE: Vessels may anchor under lee of the coast between 
soint Visnjica and Dobrogosce Bay except in case of S.W. and W. 
sods when recommended drop anchor about 1 mile south of 
soline Bay (S.E. of the entrance of the channel). Good holding. — 
#STRICTIONS: Ship entering channel between Visnjica Point 
wd embankment of right hand bank must keep in middle leaving 
woys to starboard. Recommended speed 5-8 knots. 

WAX. SIZE: Only draft limited to a maximum 38 ft. 

gh010: Nearest Radio Station Split Radio YUS — 2574 kc/s. 

TUGS: 2 tugs of 850 h.p. 

3ERTHING : New Dock No. 5, depth 38 ft. Channel depth 38 ft. All 
sher berths depths from 31 to 344 ft. 

sTEVEDORES: Port Enterprise of Ploce is sole stevedoring com- 


pany. 
MEDICAL: Medical service available. Nearest hospital at Mostar 


4 km.). 

esi WATER: Available from quay. 

FUEL: Nearest bunker station at Split. 

DEVELOPMENTS: Dredging to accommodate vessels of 60,000 
iw. and construction of facilities for unloading tankers with crude 
slfor new refinery of Bosanski Brod. 

GANGWAY/DECK WATCHMEN: Available. 

OPENING/CLOSING HATCHES: If not performed by crew, 
slevedores. 

CUSTOMS ALLOWANCES: About 40 cigarettes and reasonable 
amount wine/spirits per man per day. 

ENTIFICATION CARDS: Shore pass issued by local police. 
REPAIRS: Only small repairs. 

REPATRIATION: By train or bus. By plane from nearby airports, 
Wostar, Split and Dubrovnik. 

TIME: GMT plus one hour. 

POLICE/AMBULANCE/FIRE: Police, Tel. 79-006; Ambulance, 
3415; Fire, 79-029. 

SHORE LEAVE: Allowed. 

AUTHORITY: Lucka Kapetanija — Ploce. Telegraphic address: 
luckap Ploce. Tel. 79-008. 


AGENT: Transagent Ploce, Saobracajni Trg BB. Tel. 79025. Cables: 
Transagent". 


RUEKA: 45.21 N. 14.26 E. 


DOCUMENTS: 

5Crew Lists - 2 by mail from last port of call if time allows. 

5 Passenger Lists. 

iManifests of Dangerous Cargo (send cable before arrival with 

description). 

3Stores Lists. 

2Private Declaration. 

Cargo Manifests with one extra for customs. 

2Transit Cargo Manifests. 

‘List of Organic goods. 

Cargo Manifests and copy of Cargo Plan with Hatch Lists, if pos- 
‘tle, should be mailed to Agent from loading port. 

Cargo Manifests and copy of Cargo Plan with Hatch Lists, if 
*ssible, should be mailed to Agent from loading port. 
PILOTAGE: Compulsory in Inner Harbour only. Pilot boards in 
‘etoads half a mile from main breakwater. 
ANCHORAGE: All vessels, with the exception of those loaded 
"th dangerous or hazardous cargoes, must anchor in the zone 
ticlosed by the following points: 
45° 20,0° N. - 14° 22,77 E. —c) 45° 15,1’ N. - 14° 27,1’ E. 
049 17,5° N. - 14°20,0' E. d) 45° 18,4’ N. — 14° 28,5’ E. 
nhers and vessels with dangerous cargoes must anchor in the 
lowing zone: 
be 17,8’ N. ~ 14° 28,0° E. —c) 45° 14,1’ N. - 14° 29,4’ E. 
ies 15,1’ N. - 14° 27,1’ E. d) 45° 16,1’ N. - 14° 31,8’ E. 
mmiRCTIONS: At Bakar petroleum berth only daylight berthing 
wx. SIZE: Rijeka and Susak Basins, permitted draft 34 ft.; Bakar 
~J% permitted draft 50 ft. Vessels up to 100,000 dwt. have dis- 
Henn Ore at Bakar. 
Advis) H: To obtain free pratique radio 48 hours before arrival 
tenn’ following details; number of crew and passengers, health 
pene and possible infectious diseases. No one allowed to 

® vessel until free pratique obtained. 

st Rijeka Radio, call sign YUZ, 500 and 512 kc/s. Radio tele- 
TU¢s on 2 metres band covering area of Kvarner Gulf. 

S: From 600 to 1,200 h.p. available. 


YUGOSLAVIA 


STEVEDORES: Port works five days a week in two shifts: 1st 
shift from 0630 hours to 1430 hours. 2nd shift from 1430 hours to 
2230 hours. The third shift may be worked on overtime, from 2230 
to 0630 hours. Saturdays, Sundays and holidays may be worked on 
overtime. 

Unloading of bulk cargo at the basin of Bakar during the first shift 
on Saturday from 0630 to 1430 is considered to be an ordinary working 
shift. The working week of this basin, therefore, lasts from Monday 
0630 hours to Saturday 1430 hours. 

Unloading of bulk cargo at the above mentioned Basin includes, 
as well as the unloading, continuation of unloading the vessels that 
might be for some special operational reasons shifted from Bakar 
Basin to Susak Basin. 

Loading/unloading of cereals and oilseeds in bulk by means of 
loading/unloading towers in Silo Rijeka in the first shift on Saturday, 
from 0640 to 1430, is considered to be an ordinary working shift, and 
therefore the working week for such operations lasts from Monday 
0630 to Saturday 1430 hours. 

MEDICAL: Two hospitals and all kinds of medical assistance. 
TANKERS: Old Petroleum Port, for tankers up to 150 m. length, 
berthing alongside breakwater. 

Splitska Obala, berth for medium-size tankers up to 30,000 dwt. 
Mooring stern to quay using anchors forward. 

Bakar, two berths for tankers up to 70,000 dwt. stern to quay. One 
berth alongside quay for tankers up to 30,000 dwt. 

Urinj, 5 miles East of Rijeka, a new berth for tankers up to 100,000 
dwt. Slop reception facilities available. Vessels moor stern to quay 
using both anchors. 

DENSITY : 1020 to 1025, depending on place, season and weather. 
ea WATER: Available from quay in any quantity. Not available 
at Urinj. 

FUEL: All grades of bunkers available by barge at 48 hours notice. 
FIRE PRECAUTIONS: If two tankers moored side by side in 
Bakar a tug required standing by. Tankers moored stern to quay 
must have towing wire rigged. 

GANGWAY/DECK WATCHMEN: Service available 
OPENING/CLOSING HATCHES: Crew may do this, otherwise 
stevedores for extra payment. 

CUSTOMS ALLOWANCES: About 40 cigarettes and reasonable 
quantity wine/spirits per man per day. 

CARGO GEAR: Although operations usually by shore cranes, 
ship must have efficient cargo gear and relative certificates. 
IDENTIFICATION CARDS: Shore passes issued by local police. 
CONSULS: Only in Zagreb and Beograd. 

REPAIRS: All kinds available. Floating cranes up to 100 tons 
capacity. 

DRY DOCKS: One for “Liberty’’ size vessels, and one for vessels 
up to 60,000 dwt. 

REPATRIATION: Possible by train, bus, and air. New airport at 
Rijeka. 

TIME: GMT plus one hour. 

HOLIDAYS: January 1st and 2nd; May 1st and 2nd; July 4th; 
July 27th; November 29th and 30th. Work can usually be arranged 
on Sundays, January 2nd, May 2nd and November 30th from 0700 
to 1400 for extra payment. If a holiday falls on a Sunday the first 
working day after becomes a holiday. 
POLICE/AMBULANCE/FIRE: Police, tel. 92; Ambulance, tel. 94; 
Fire, tel. 93; Port fire brigade, tel. 25-126. 

SHORE LEAVE: Allowed. Crew members and passengers have to 
be on board one hour before scheduled sailing time. 
AUTHORITY: Lucka Kapetanija - Rijeka, Obala 10 rujna No. 3. 
Cables: Luckap Rijeka. Tel. 22-201. 


AGENT: Transagent, Rijeka, Trscanska Obala 8. Cables: Trans- 
agent Rijeka. Tel. 22-406. Telex: 24219. 


SIBENIK: 43.43 N. 15.52 E. 


DOCUMENTS/HEALTH/HOLIDAYS: Same as “Rijeka”. 
PILOTAGE: Pilot boards vessel at the entrance of St. Ante Chan- 
nel, within a circle of 3 miles radius from Jadrija Lighthouse. 
ANCHORAGE: Vessels waiting Pilot must anchor between Prvic 
Island and the shore if incoming from the West, or between the 
South point of Zlarin and the shore if coming from the East, all in 
depths of 22 metres. 

In the Bay of Sibenik, vessels may anchor in 20 fathoms of water 

in front of the N.N.E. light on quay. Alternatively, a buoy mooring is 
available. 
RESTRICTIONS: All vessels over 50 grt. must apply for permis- 
sion to enter St. Ante Channel by using International Code Signal Z 
by flag, or sound signal or light signal. Alternatively, a white light 
above a red light visible all round may be used. 

Vessels may enter channel only when authorised by a signal, 
two black balls vertically disposed by day or two green lights verti- 
cally displayed by night, made by the signalling station of Port 
Sv Nikola. 

MAX. SIZE: Only draft limited. 33 ft. alongside in deepest berth. 
RADIO: None. Vessel may call Agents through Rijeka Radio. 
TUGS: One of 750 h.p. One of 350 h.p. 

STEVEDORES: Port Enterprise Sibenik. 

MEDICAL: Medical service available including hospitalisation. 
FRESH WATER: Available from quay. 

FUEL: Can be delivered by barge from Split. Recommended to 
check well in advance. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: If not performed by crew, can 
be done by stevedores. 
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CUSTOMS ALLOWANCES: About 40 cigarettes and reasonable 
amount wine/spirits per man per day. 

CARGO GEAR: General cargo discharged using ship's gear. 
Ore and other dry bulk cargoes handled by shore cranes fitted with 
grabs. 

IDENTIFICATION CARDS: Shore passes given by local police. 
REPAIRS: Small repairs only. 

REPATRIATION: By train or bus, by air from Split Airport nearby, 
or from Zagreb or Zadar. 

TIME: GMT plus one hour. 

TELEPHONE NUMBERS: Police, 92; Ambulance, 94; Fire, 93. 
SHORE LEAVE: Allowed. 

PORT AUTHORITY: Lucka Kapetanija, Obala Jugoslavenske 
Mornarice b.b., Sibenik. 


AGENT: Transagent Sibenik, Obala Oslobodjenja. Tel. 2582. 
Cables: Transagent. : 


SPLIT: 43.31 N. 16.26 E. 


DOCU MENTS/HEALTH/HOLIDAYS: Same as “Rijeka”. 
PILOTAGE: Pilot boards vessel in roads. 

ANCHORAGE: Vessels anchor in Solin Basin within a circle with 
centre approximately in 43° 32’ 36” N. 16° 24’ 36° E. 

MAX. SIZE: Length and breadth not limited. Draft permitted in 
Southern Basin 29 ft. Northern Basin 34 ft. (ore, coal), 36 ft. (grain) 
General Cargo, 31 ft. 

RADIO: Split Radio working on 2182 and 1574 kc/s. 

TUGS: from 240 to 1350 h.p. available. 

MEDICAL: All medical assistance including hospitalisation. 
TANKERS: Two berths for tankers, max. length 200 m., draft 31 ft. 
FRESH WATER: Available from quay. 

FUEL: Available from local storage tanks. 

GANGWAY/DECK WATCHMEN: Available. 
OPENING/CLOSING HATCHES: By crew or stevedores. 
CUSTOMS ALLOWANCES: About 40 cigarettes and reasonable 
amount wine/spirits per man per day. 

IDENTIFICATION CARDS: Shore passes issued by local police. 
CONSULS: British, Dutch, Italian, and German. 

REPAIRS: Any kind, including dry docking. 

DRY DOCKS: Floating dock at Trogir for vessels up to 28,000 dwt. 
REPATRIATION: By train, bus or air from Split Airport. 
TIME: GMT plus one hour. 

TELEPHONE NUMBERS: Police, 92; Ambulance, 94; Fire, 93. 
GENERAL: Port consists of two basins: The Old Southern Port 
for passenger ships and with a few berths for general cargo. 
SHORE LEAVE: Allowed. 

AUTHORITY: Lucka Kapetanija - Split, Obala Lazareta 1. Tele- 
graphic address: Luckap Split. Tel. 2588. 


AGENT: Transagent Split, Saveznicka Obala 10. Tel. 3351. Cables: 
Transagent. 


ZADAR: 44.07 N. 15.14 E. 


DOCU MENTS/HEALTH/HOLIDAYS: Same as “Rijeka”. 
PILOTAGE: 48 and 24 hours notice of ETA must be given to Agent. 
According these notices Agent arranges for Pilot to board on arrival. 
Pilot boat blue motor launch with large “P"’ on bows. No particular 
signals to be made by vessels requiring Pilot. Pilot boards ship in 
the anchorage. 

ANCHORAGE: About 4:5 cables, 245° from green port light, (FL 
G 2 sec.) on the North part of Zadar Peninsula. Average depth about 
18 fathoms. 

MAX. SIZE: Zadar, old port, maximum permissible draft 22 ft. 
Zadar-Gazenica, new port, max. draft 30 ft., both in dry and oil cargo 
berths. Max. length in dry cargo berth, 160 metres. 

RADIO: Rijekaradio, YUZ. 

TUGS: No tugs available. 

STEVEDORES: Number of gangs required to be stated in usual 
notice of ETA. 

MEDICAL: Advance notice not necessary, hospital facilities 
available. 

paid At Zadar-Gazenica Port, one tanker berth max. draft 
34 ft. 

DENSITY: Average density in the port — 1026. 

FRESH WATER: Fresh water connections on piers, rate of deli- 
very 8-15 tons/hour. 

FUEL: Fuel available for coasters only. 

DEVELOPMENTS: Completion of Zadar-Gazenica Port, railroad 
and road terminals. In future completion of second berth for dry 
cargo ships. 

GANGWAY/DECK WATCHMEN: Not necessary. 
OPENING/CLOSING HATCHES: Normally, but not compul- 
sorily, carried out by stevedores. 

CUSTOMS ALLOWANCES: 200 cigarettes per person. Tobacco 
and liquor sealed in bond. 

IDENTIFICATION CARDS: Needed. Issued by local police. 
CONSULS: None. 

REPAIRS: Only minor repairs as well as classification for ships 
up to about 2,000 brt. 

REPATRIATION: Facilities exist for effecting crew changes and 
arranging necessary repatriations. 

AIRPORT: Airport Split, 160 km. distant, served by regular air- 
lines, 21 flights per week. Zadar airport for internal flights only. 
DRY DOCKS: One floating dock existing for ships up to about 
2,000 brt. 
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TIME: GMT plus one hour. 
POLICE/AMBULANCE/FIRE: 
Fire, 93. 

TELEPHONES: No facilities for placing telephones on boar 
AUTHORITY: Lucka Kapentanija - Zadar. Tel. 2344, 5518, 


AGENTS: Jadranska Pomorska Agencija, Filijala Zadar, N, 
b.b., Zadar. Tel. 3210, 3215, 5518. Telex: 27129 Yu Jadrag, 7, 
grams: Jadroagent Zadar. ; 


ZELENIKA: 42.27 N. 18.35 E. | 


DOCUMENTS/HEALTH: Same as “Rijeka’’. 
PILOTAGE: Pilot boards at entrance of the Bay of Koto; h 
point Punta Ostro. In bad weather pilot boards at anchorage. 
ANCHORAGE: Good ground for anchorage S.W. of Zelerj 
about { mile off port light in about 27 fathoms. 
MAX. SIZE: Two quays 330 ft. and 420 ft. for vessels drawing) 
to 27 ft. Breadth not limited. Vessels the size of a liberty have 
berthed by mooring the vessel a couple of metres off quay, 7 
pt quays, but with very shallow water, used for coastwise 
only. 
PRATIQUE: Radio Agent requesting free pratique, 24 hours 
arrival. For vessels over 500 grt. pratique is given at the anch 
For small ships and yachts, pratique is given at Herceq-Novi ay 
1 mile North West of Zelenika anchorage. } 
TUGS: None. In case of necessity can be ordered from other 
BERTHING: The berth is assigned through the Agents gin 
: 


Police, 2464; Ambulance, 1 


notice 24 or 48 hours in advance. 

STEVEDORES: State stevedoring company. 

MEDICAL: Nearest hospital at nearby town of Herceg Novi, | 
FRESH WATER: Available from hydrant on quay. 

FUEL: Nearest bunker station is Bar. 

OPENING/CLOSING HATCHES: If not performed by wm 
can be done by stevedores. 

CUSTOMS ALLOWANCES: About 40 cigarettes and reason 
quantity wine/spirits per man per day. 

CARGO GEAR: Loading, unloading performed with ship's ge: 
IDENTIFICATION CARDS: Shore passes issued by local poy 
CONSULS: None. 

REPAIRS: Any kind of repairs including dry docking at ney 
shipyard “Rijeka”. 

DRY DOCKS: Floating dock lifting capacity 10,000 tons, Li 
184 m., length over keelblocks 165-6 m., inside free breadth 254: 

Floating dock lifting capacity 33,000 tons, LOA 252 m., length 
keel blocks 235 m., inside free breadth 44 m. will be put into oper 
in October 1975. 

The yard “Bijela" is about 4 miles East of Zelenika. The yards 
700 m. of fitting pier and another 600 m. is under constructions 
will be put into operation in June 1975. 

REPATRIATION: By bus to Dubrovnik, and from there ts 
plane or ship to main cities in Yugoslavia. 

TIME: Central European Time. GMT plus one hour. 
HOLIDAYS: January ist and 2nd; May 1st and 2nd; July 4the 
13th; November 29th and 30th. Work can be arranged on Sunts 
and on 2nd day of two-day holidays. 
POLICE/AMBULANCE/FIRE: No direct connection, in cast! 
necessity call Agency, Tel. 436. 

SHORE LEAVE: Allowed. 

AUTHORITY: Lucka Kapetanija Zelenika. Tel. 87 408. 


AGENTS: Jadranska Pomorska Agencija, Zelenika. Tel. 874 
Telegraphic address: Jadroagent Zelenika. 


Zaire Republic 


BANANA: 6.01 S. 12.25 E. 


DOCUMENTS: 

6 Crew Lists. 

4 Passenger Lists or ‘No Passengers" Declaration. 

Stores List. 

Import and Export Manifests (made up by Agent). 

Ship's Register. 

Maritime Health Declaration. 

3 Vaccination Lists (valid books for vaccination/inoculé® 

against Smallpox, Yellow Fever are obligatory). 
APPROACHES: In view of the strong current, and in view o® 
fact that the lights of the navigation buoys on the Congo River do# 
always work properly, night navigation is practically impo 
Tankers, therefore, arriving at night, or in times of congestion® 
recommended to anchor approx. 5 miles West of Moita Seca Lf 
in approx. 10 fathoms, about 12 miles from Stella Buoy. 
PILOTAGE: River Congo can be entered direct from sea in de 
water. Pilots not compulsory. Mooring master boards inc 
tankers to assist mooring at buoys. Notice of arrival to be giver? 
Harbour Master, radio Maritime Banana. No VHF. h 
The position of the flare of the SOCIR Refinery at Moanda is: 
§° 67°. 51" S. 

12° 25’ 07” E. 
The flare is visible during day and night and may be a good bee 
for vessels approaching Congo River. . 
MAX. SIZE: Tankers up to 40 ft. draft may discharge at buoy me 
ings. Banana Creek is limited to vessels draft not exceeding is 
HEALTH: Quarantine Officer boards at sea buoy. Free P 
usually granted as soon as Maritime Health Declaration a 


ygid smallpox and yellow fever inoculations required for all crew 


weno: At least three days notice required to Agent (ETA and 
only) and to Harbour Master, Maritime Banana (ETA only). 
itis necessary to transmit these notices via another shore station 
ad Capetown Radio, Libreville Radio, etc.), as the Banana Radio 
Sation can only be reached two days prior arrival. Close advice on 
ges in ETA necessary to prevent delays in waiting for cargo- 
ners and push-boats. ; 
Radio Banana (9 PA) working on 495 kc/s. and 8714 kc/s. 
THING: Tankers berth in river anchorage between buoys 
qand 14, both anchors used. Tugs not available and not required. 
“Upon arrival at the berths, tankers should use both anchors on 
ong scope in view of the current. When anchoring it is recommended 
ig drop outside anchor first, up to approx. three shackles and 
whsequently, after the ship's swinging to starboard, the starboard 
pchor. Thereafter it is essential that ample cable is used on both 
wchors, approx. eight shackles. Tankers sail without Pilot and may 


ny time. 
RG OPERATIONS: Tankers discharge-into/load-from cargo 
parges moored alongside either side. These barges (three in total) 
ye equipped with 8-in. cargo hoses (position of hose connection 
midships) and suitable fenders, have a capacity of 1,650 long tons 
92,050 cub. metres, and can receive the cargo at a rate of up to 
m tons per hour or, alternatively, can load at a rate of approx, 
g)tons per hour. Under normal conditions the refinery will handle 
free barges per shift of 12 hours. Cargo Operations are effected 
watinuously day and night, during Sundays and holidays, in shifts 
om 0600 to 1800 hours and from 1800 hours to 0600 hours. There- 
ie a tanker Of approx. 19,000 tons can be completed in a net dis- 
garging/loading time of approximately 48 hours. During the cargo 
serations, six Congolese deckhands stay on board to handle cargo 
tses and barges. These men are to be provided with meals and 
xeommodation (one spare cabin will bé sufficient). Masters are also 
quested to instruct their crew to assist with the mooring/unmoor- 
og of cargo barges alongside. 
DENSITY: Brackish to salt. 
FRESH WATER: Not available. 
FUEL: Subject to enquiry through Agent. 
WEDICAL: Doctor available for emergency only. No dental or 
tospital facilities. ; 
TANKERS: No tank-cleaning facilities. Barge available for dirty 
tulast reception limited to 2,000 cub.m. per trip. 
REPAIRS: No facilities. 
GENERAL: During stay of tankers at anchorage the discharge and} 
loading operations are constantly supervised by 1 or 2 European 
representatives of the refinery, who are to be accommodated on 
toard and to be provided with meals. 
SHORE LEAVE: Shore leave is presently not allowed due to lack 
communications; only in urgent cases a crewmember may join 
me of the refinery tugs. There is no entertainment whatsoever 
ashore, 
AUTHORITY : Office d'Exploitation des Transports Coloniaux. 


BOMA: 05.15 S. 13.03 E. 


DOCUMENTS: 

6 Crew Lists. 

4 Passenger lists (or ‘‘no passenger" declaration). 

3Stores Lists. 

3Crew personal effects lists. 

Import and Export Manifests (made up by Agent). 

Ssets Cargo Manifests and 4 sets Bills of Lading to be airmailed 

to Agent in advance. 

Maritime Declaration of Health. 

PILOTAGE: Port is situated on the right bank of River Congo, 
tout 44 miles above Pilot Station at Banana. 

Radio Maritime Banana 24 hours prior arrival giving ETA at Banana 
id requesting Pilot. Pilot available between 0700 and 2200 for 
‘ving vessels. No VHF. 

RESTRICTIONS : Depth at bar 30 ft. Permissible draft for navigat- 
"g Congo River varies between 20 ft. to 27 ft. according to local con- 
itions and should be checked with Port Authority in advance. 
HEALTH : Quarantine Officer boards on arrival. All crew members 
"quire valid smallpox vaccinations and yellow fever inoculation 
certificates, 

TUGS: Two tugs of 200 and 300 h.p. available to assist berthing. 
SERTHING : Total quay length 450 metres with three berths along- 
‘de, Depth of water at the quay 8 metres at low water. Maximum 
ve at the berths is 3 knots. 

RESH WATER: Available from quays, not suitable for drinking. 
: EL: Not available. 

EDICAL: Doctors and hospital facilities available. 


REPAIRS : No facilities. 
WTHORITY : Office d'Exploitation des Transports Coloniaux. 
bles: Onatra Boma. 


ZAIRE REPUBLIC 


MATADI, (including Ango-Ango): 05.49 S. 13.27 E. 


DOCUMENTS: 7 days before arrival of vessel the following must 
be in the hands of the Agent: 
4 Manifests (detailing explosives, general cargo, heavy lifts). 
3 Stowage Plans. 
6 Copies of Bills of Lading. 
1 Freighted Manifest. 
On arrival: 
Maritime Declaration. 
Ship's Register. 
3 Crew Personal Effects Lists. 
2 Stowage Plans. 
1 Freighted Manifest. 
3 List of Ports of Call. 
7 Passengers Landed. 
7 Passengers in Transit. 
5 Crew Lists. 
5 Crew Boys Lists. 
2 Provisions Lists. 
4 Individual Manifests. 
PILOTAGE: Compulsory for vessels over 500 grt. Radio Mari- 
time Banana 24 hours prior arrival giving ETA at Banana and re- 
questing Pilot. Pilot boards at Banana pilot station. Distance from 
Banana to Matadi about 75 miles. Pilot available between 0700 and 
2200 for arriving vessels. No VHF. 
RESTRICTIONS: Depth at bar 30 ft. Permissible draft for navigat- 
ing Zaire River varies between 20 ft. and 27 ft. according to local 
conditions and should be checked with the Port Authority 3 days 
in advance. 
MAX. SIZE: Controlled by draft in river. 
HEALTH: Quarantine Officer boards on arrival. All crew members 
require valid smallpox vaccination and yellow fever inoculation 
certificates. 
TUGS: Three tugs, largest 1,300 h.p., available to assist berthing. 
BERTHING: At Matadi. 
Pier 1 149 metres 
Pier 2 161 metres 
Pier 3 156 metres 
Pier 4 158 metres 
Pier 5 128 metres 
At Ango-Ango: 


Pier 6 144 metres 
Pier 7 152 metres 
Pier 8 149-5 metres 
Pier 9 167 metres 
Pier 10 14-3 metres 


Pier A. Length 110 metres 
(As a rule for discharge of inflammable goods and explosives.) 
UNLOADING RATE: 400 to 600 tons of general cargo per day of 
two shifts. 
CRANES: 33 cranes electric. (3 tons at 20 metres reach), (6 tons at 
10 metres reach). 


15 Cranes Electric 5 tons 

2 Cranes Steam 5 tons 

1 Crane Steam 10 tons 

1 Derrick Fixed 50tons Pier 4 
1 Floating Crane 8 tons 

1 Portic Crane 5 tons 


BULK HANDLING FACILITIES: Palm oil is stocked by four 

companies in Matadi, three of which have pipe-lines to a main quay. 

The palm oil installations of CCP are at Ango-Ango where ships 

must berth at Sep Zaire pier. Vessels handling Sep Zaire cargoes 

are given priority at this pier and in case of unavailability of berth, 

palm oil would be loaded by barge of 260 tons capacity at Matadi. 
P.L.Z. (Plantations Lever au Zaire) capacity 13,450 t. 


AMATO-Freres 3,700 t. 
MADAIL 2,340 t. 
3,627 t. 


C.C.P. 
DENSITY: Fresh water. 
STEVEDORES: Working hours: 1st shift 0630 to 1430, 2nd shift 
1430 to 2230, 3rd shift 2300 to 0600 in overtime. Arrangements for 
overtime to be made 24 hours in advance. 

TANKERS: Discharge at Sep Zaire pier at Ango-Ango. If lighten- 
ing necessary before berthing, this can be effected at Ramler Buoy, 
17 miles above Banana. No tank-cleaning facilities. 

FRESH WATER: Drinking and boiler water not always available. 
FUEL: Small quantities available at Ango-Ango. Full bunkers 
may be taken Kitona (entrance of Zaire River) it is possible to take 
bunkers at the pier of Sep Zaire at Ango-Ango if not occupied by 
a tanker and not on Sundays and holidays. 

Ships coming up river for bunkering only are free of Port Taxes 
but must pay normal pilotage expenses and 50 per cent of harbour 
dues. 

TIDES: From early December till middle of February current runs 
at 105 to 11 knots. During this period vessels calling at Matadi 
must have a minimum speed of 12:5 to 13 knots. It is reported that 
during the rainy season in June the tide runs at 12 knots plus, 
between Matadi and River entrance and navigation is very difficult 
at this time. 

MEDICAL: Doctors and hospital facilities available. 

REPAIRS: Small repairs possible at railway workshop. 
AUTHORITY: Office National des Transports (Onatra). Cables: 
Onatra Matadi. 
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aabenraa 
Apun 
agiborg 
apadan 
aberdeen 


apidjan 
Abo, see Turku 


Aboshi, see Himeji 
Abu Al Bu Khoosh 


Apu Dhabi, see Mina Zayed 


Acajutla 

Acapulco 

adamas, see Milos 
Adelaide 

Aden 


Agadir . 
aghios Georgios, see Piraeus 


Aghios Kosmos, see Piraeus 
Aghios Nikolaos 

Agioi Theodoroi 

Aguadilla 

Aguilas 

Aguirre, see Jobos 

Ahus 

Aloi 

Ajaccio 

Alantias, see Rhodes 

Akita 

Alameda, see San Francisco 
Alba Terminal, see Sitra 
Albania 

Albany, W.A. 

Albany, N.Y. 

Albatross Bay, see Weipa 
Alesund 

lexandria, U.A.R. 

exandria, Va. 
Alexandroupolis 

Algeciras 

Algeria 

Algiers 

Algoa Bay, see Port Elizabeth 
Alhomen, see Jakobstad 

Aliaga 

Alicante 

Alleppey 

Almeria 
Al 
A 
A 
A 


A 
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mirante 

sancak, see Izmir 

ona, see Hamburg 

vik 

Amagasaki 

Amapala 

Ambes, see Bordeaux 

Ambon 

Ameriport, see Philadelphia 
Amesville, see New Orleans 
Ampenan 

Amsterdam 

Amuay Bay 

Anacortes 

Anahuac, see Tampico 

Anan 

Anchorage 

Ancona 

Andres, see Boca Chica 
Angle Bay, see Milford Haven 
Ango Ango, see Matadi 
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Angola 

Angra dos Reis 

Annaba 

Antibes 

Antigua 

Antilla 

Antofagasta 

Antonina, see Paranagua 
Antwerp 

Aomori 

Apapa, see Lagos 

Apia 

Apra Harbour, see Guam 
Aqaba 

Aracaju, see Carmopolis 
Aratu 

Arawak Cay, see Nassau 
Archangel 

Ardalstangen 

Ardjuna 

Ardrossan, S.A. 
Ardrossan, U.K. 

Arendal 

Argentina 

Argostoli 

Arhus 

Arica 

Arrecife 

Arthur Kill, see New York 
Aruba, see Netherland Antilles 
Arzew 

Ascension Island 
Ashdod 

Ashkelon, see Ashdod 
Ashtabula 

Asnaes 

Assab 

Astoria 

Atico 

Atreco 

Atsumi 

Auckland 

Augusta 

Australia 

Avarua 

Aveiro 

Avernakke, see Nyborg 
Aviles 

Avondale, see New Orleans 
Avonmouth, see Bristol 
Axelsvik, see Karilsborgsverken 


Ayr 
Azhikkal, see Calicut 
Azores 
Azovstal, see Zhdanav 
Azua 

B 
Baddeck 


Bado, see Uddevalla 
Baejarbryggjan, see Sigulufjord 
Bagnoli 

Bagotville, see Port Alfred 
Bahamas 

Bahia, see Salvador 

Bahia Blanca 


Bahia Gregorio, see Punta Arenas 


Bahia Honda, see Mariel 
Bahrain 
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Bahregan Oil Centre, see Ras 
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Bahregan 326 
Baie Comeau 103 
Bajo Grande 824 
Bakar, see Rijeka 851 
Balao Terminal 186 
Balboa 532 
Balikpapan 297 
Baliwasan, see Zamboanga 555 
Ballast Head 30 
Ballast Point, see Sydney, N.S.W. 57 
Balmain, see Sydney, N.S.W. 57 
Baltimore 752 
Banana 852 
Bandar Abbas 312 
Bandar Mahshahr 313 
Bandar Shahpour 314 
Bandar Seri Begawan 99 
Banes 157 
Bangkok 654 
Bangladesh 71 
Bangor, Maine 753 
Banias 646 
Banjul 238 
Banjuwangi 297 
Bantry Bay 189 
Banyuwangi (Port Meneng) 298 
Bar 850 
Baracoa 157 
Barahona 183 
Barbados 72 
Barbers Point, see Honolulu 769 
Barcadera 488 
Barcelona 607 
Bari 334 
Barina Bar, see Orinoco River 832 
Barney Point, see Gladstone 42 
Barrow-in-Furness 713 
Barrow Island 30 
Barquito 136 
Barranquilla 148 
Barreiro, see Lisbon 559 
Barry 713 
Bartika, see Essequibo River 267 
Barton, see Manchester 738 
Basrah 327 
Bassens, see Bordeaux 217 
Basseterre 442 
Bastia 216 
Bata 200 
Bataan 546 
Batangas 547 
Batang Lupar, see Sejingkat 465 
Bathurst, see Banjul 238 
Baton Rouge 753 
Batumi 674 
Bay of Plenty, see Mount Maunganui 497 
Bayonne, France 217 
Bayonne, N.J., see New York 783 
Bayou Cosotte, see Pascagoula 787 
Baytown 754 
Beaumont 754 
Beauty Point, see Launceston 46 
Bec d'Ambes, see Bordeaux 217 
Bedi Bunder 277 
Beira 478 
Beirut 437 
Bejaia 2 
Belawan 298 
Belekeri 278 
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Belem 

Belfast 

Belgium 

Belize 

Bell Bay, see Launceston 
Belledune (Canada) 
Bellingham 

Belwaarde, see Paramaribo 
Benghazi 

Benicia 

Berbera 

Berbice, see New Amsterdam 
Berdyansk 

Bergen 

Bergs Harbour, see Stockholm 
Bermuda 

Berner's Bay, see Juneau 
Berre, see Port de Bouc 
Berrys Bay, see Sydney, N.S.W. 
Beypore, see Calicut 
Beyrouth, see Beirut 
Bhavnaga: 

Bilbao 

Billingham, see Tees 

Bima 

Binatang, see Sibu 
Binnenhafen, see Kiel 
Birkenhead, see Liverpool 
Bislig 

Bissau 

Bitung 

Bizerte 

Blaye, see Bordeaux 

Blount Is., see Jacksonville 
Bluff 

Blyth 

Boca Chica 

Boca Grande, see Jucaro 
Bodo 

Bohayan, see Sandakan 
Boke, see Conakry 

Boma 

Bombay 

Bonaberi, see Douala 
Bonaire, see Netherlands Antilles 
Bone, see Annaba 

Bonny 

Boom, see Brussels 
Boqueron, see Guantanamo 
Bora Bora 

Borburata, see Puerto Cabello 
Bordeaux 

Borssele, see Flushing 
Bosporus, see Istanbul 
Boston 

Botany Bay 

Botwood 

Bougie, see Bejaia 
Boulogne sur Mer 

Bourgas 

Bowen 

Bowling, see Glasgow 
Brahestad, see Raahe 
Braila, see Sulina 

Brake 

Brazil 

Brazos, see Freeport, Texas 
Brega, see Marsa el Brega 
Bremen 

Bremerhaven 
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Brest 

Brevik 

Bridgeport 

Bridgetown 

Bridgewater, N.S. 
Bridlington 

Brighton, Trin. 

Brindisi 

Brisbane 

Bristol 

Brixham 

Bronnoysund 

Brooklyn, see New York 
Broome 

Brownsville 

Brunei 

Brunsbuttel 

Brunswick 

Brussels 

Buchanan 

Buckner Bay, see Nishihara 
Bucksport, see Bangor 
Budge Budge, see Calcutta 
Buenaventura 

Buenos Aires 

Bufadero, see Nuevitas 
Buffalo 

Buffington, see Chicago 
Bulgaria 

Bullenbay 

Bulwer Is., see Brisbane 
Bunbury 

Bundaberg 

Burea, see Skelleftehamn 
Burma 

Burnie 

Burnside 

Burutu 

Bushire 

Busselton 

Butcher Island, see Bombay 
Butzfleth 

Buyukdere, see Istanbul 


c 
Cabanas, see Mariel 
Cabedelo 
Cabinda 
Cabo Negro, see Punta Arenas 
Cabo Rojo 
Cabo Ruivo, see Lisbon 
Cadiz 
Caen 
Cagliari 
Caibarien 
Cairns 
Cajimaya, see Antilla 
Calabar 
Cala Figuera, see Mahon 
Calais 
Calcutta 
Caldera 
Caldera Bay, see Puntarenas 
Calderilla 
Caleta Clarencia, see Punta Arenas 
Caleta Cordova ) see 


Caleta Olivia Comodoro 
Caleta Olivares ) Rivadavia 
Calicut 
Callao 


Calumet, see Chicago 

Calvi 

Cambodia, see Khmer Republic 

Camden, see Philadelphia 

Cameroon Republic 

Campana 

Camp Lloyd, see Sondra Stromfjor j 

Canada 

Canakkale 

Canal Zone, see Panama 

Canary Islands 

Cannes 

Canso Canal, see Port Hawkesbury 

and Strait of Canso 

Canvey, see London ; 

Cape Cod Canal } 

Cape Cuvier 

Cape Lambert, see Port Walcott 

Cape Lopez j 

Cape Verde Islands ’ 

Capetown, also see Latest Reports j 

Cap Haitien j 
} 
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Cape St. Jacques, see Saigon 

Caracasbay 

Caraquet 

Cardenas 

Cardiff 

Cardon, see Punta Cardon | 

Caripito ! 

Carmopolis 

Caronte, see Port de Bouc 

Cartagena, Colombia 

Cartagena, Spain 

Carteret, see New York 

Casablanca 

Casilda 

Castellon de la Plana | 

Castle Island 

Castletown Bere 

Castries 

Castro-Urdiales 

Catania 

Cavalla, see Kavalla 

Cay Frances, see Caibarien 

Cayo Diana, see Cardenas 

Cayo Juan Claro, see Puerto Padre © 

Ceara, see Fortaleza 

Cebu } 

Ceiba Hueca, see Manzanillo 

Ceuta / 

Ceylon, see Sri Lanka ! 

Chaguaramas i 

Chake Chake ! 
J 
] 


Chalkis 

Chalmette, see New Orleans 

Chalna 

Champerico 

Chanaral 

Chancay 

Changhang, see Kunsan 

Charleston 

Charlestown, Mass. see Boston 

Charlotte-Amalie, see St. Thomas, 
VI. 

Charlottetown 

Chatham, N.B. 

Chatham, U.K., see Rochester 

Chekaa 

Chelsea, Mass., see Boston 

Chelsea, N.Y., see New York 
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chemainus 
urg 
apon, see Tjirebon 
capeake and Delaware Ship 


Canal, see Baltimore 


Chiba 
chicago 
¢hicoutimi 
Chile 


Chimbote 
chim Wan, see Kin Wan 


Chinese People’s Republic 
Chinhal, see Latest Reports 
Chinnampo, see Nampo 

Chiriqui, see Almirante 

Chisimalo 

Chittagong 

Christchurch, N.Z., see Lyttelton 
Christiansted, see Limetree Bay 
Christmas Island 

Chuk Samet Port, see Sattahip 
Chungjin 

Churchill 

Cienfuegos 

Cinta Terminal 

ciudad Bolivar, see Orinoco River 


Ciudad Trujillo, see Santo Domingo 


Civitavecchia 

Clarenville 

Claveria 

Cleveland 

(life, see London 

Cifton Point, see Nassau 
Coatzacoalcos 

Cobh, see Cork 

Cochin 

Cockatoo Island, see Sydney 
Cockatoo Island, see Yampi Sound 
Colombia 

Colombo 

Colon 

Colonia 

Come By Chance 

Comodoro Rivadavia 

Conakry 

Concarneau 

Concepcion, Chile, see Talcahuano 
Concepcion del Uruguay 

Conchan 

Congo (Peoples Republic of) 
Constable Hook, see New York 


Constantza, also see Latest Reports 


Constitucion 

Contrecoeur 

Coode Island, see Melbourne 
Cook Islands 

Coolkeeragh, see Londonderry 
Coos Bay 

Copenhagen 

Coquimbo 

Cordova 

Corfu 

Corinth Canal, see Isthmia 
vorinto 

Cork 

Comer Brook 

Comiquel 

Corojal, see Antilla 

“bus Christi 

“Orunna 


Coryton, see London 
Costa Rica 

Cotonou 

Courtenay Bay, see Saint John, NB 
Covenas 

Cowes 

Cristobal 

Crofton 

Cronstadt Island 

Cruz Grande 

Cuba 

Cuddalore 

Curacao, see Willemstad 
Cutuco, see La Union 
Cuxhaven 

Cuyahoga, see Cleveland 
Cyprus 

Cyrus Terminal 


Dadiangas 

Daepo, see Daipori 
Dagenham, see London 
Dahomey 

Daipori 

Dairen 

Dakar 

Dalhousie 

Dammam 

Dampier 

Danzig, see Gdansk 
Dardanelles, see Canakkale 
Dar-es-Salaam 

Darius Terminal, see Kharg Is. 


Darling Harbour, see Sydney, N.S.W. 


Dartmouth 

Darwin 

Das Island 

Datu, see Sabah 

Davao 

Davis Point, see San Francisco 
Deauville, see Trouville 
Deer Park 

Delair, see Philadelphia 
Delaware River, see Philadelphia 
Delfzijl 

Demarara, see Georgetown 
Denmark 

Denofa, see Fredrikstad 
Derby 

Derince 

Derna 

Destrehan 

Detroit 

Devonport, Tas. 

Dhekelia 

Diamante 

Dicido, see Castro Urdiales 
Dieppe 

Digby 

Dingle, see Liverpoo! 
Discovery Bay, see Port Rhoades 
Djakarta 

Djibouti 

Doha 

Dominican Republic 
Donges, see Nantes 
Dordrecht 

Douala 

Dover 
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Drammen 

Drapetzona, see Piraeus 
Dreines, see Trangisvaag 
Drujba, see Bourgas 
Dubai 

Dublin 

Dubrovnik 

Duluth 

Dumai 

Dundalk, see Baltimore 
Dundee 

Dunedin, see Otago 
Dungun 

Dunkirk 

Durazzo, see Durres 
Durban 

Durres 


E 
Eagle Point, see Philadelphia 
East Boston, see Boston 
Eastham, see Manchester 
East London 
Eccles, see Manchester 
Eckernforde 
Ecopetrol, see Cartagena 
Ecuador 
Edgewater, see New York 
Eemshaven 
Egedesminde 
Egersund 
Egypt, see United Arab Republic 
Eilat 
Einswarden, see Bremen 
Eire 
Ekenas 
Ei Aaiun 
El Alamein, see Marsa al Hamra 
Elath, see Eilat 
Electrona, see Hobart 
Eleusis 
Elizabeth, see New York 
El Jadida 
Ellesmere Port, see Manchester 
Ellington, see Suva Outports 
Ellinoperamaton, see Iraklion 
El Palito 
El Salvador 
Elsfleth 
Elsinore, see Helsingor 
El Tablazo 
Emden 
Emmshaven 
Emmastad, see Willemstad 
Emu Bay, see Burnie 
English Bay, see Vancouver 
Ensenada de Mora, see Manzanillo 
Enstedvaertkets, see Aabenraa 
Equatorial Guinea 
Eregli 
Erie 
Esbjerg 
Escombreras, see Cartagena 
Escravos 
Esmeraldas, see Balao Terminal 
Esperance 
Esquimalt, see Victoria, B.C. 
Essequibo River (Bartica) 
Es Sider 
Etajima 
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Etang de Berre, see Port de Bouc 
Eten 

Ethiopia 

Eureka 

Europoort, see Rotterdam 
Everett, Mass., see Boston 
Everett, Wash. 

Everton, see New Amsterdam 
Evripos Strait, see Chalkis 


F 
Faeringehavn 
Faial, see Horta 
Falconara, see Ancona 
Fall River 
Falmouth 
Famagusta 
Fao 
Farge, see Bremen 
Faroe Islands 
Faslane, see Glasgow 
Fateh Terminal 
Fawley, see Southampton 
Fayal, see Horta 
Fecamp 
Felixstowe 
Felton 
Ferndale 
Ferrol 
Figueira da Foz 
Fiji Islands 
Finland 
Finnart, see Glasgow 
Fisherman's Island, see Brisbane 
Fishguard 
Fiumicino 
Flaxenvik, see Stockholm 
Fleetwood 
Flensburg 
Floro 
Flushing 
Forcados 
Fortaleza 
Fort Dauphin 
Fort de France 
Fort Denison, see Sydney 


Fort Lauderdale, see Port Everglades 


Fort Mifflin, see Philadelphia 


Fort William, see Lakehead Harbour 


Fos-sur-Mer, see Marseilles 
Fowey 

Foynes Harbour 
Foynes Island 
France 

Fray Bentos 
Fredericia 
Frederikshab 
Frederikshavn 
Frederiksted 
Fredriksskans, see Gavie 
Fredrikstad 

Freeport, Bahamas 

Freeport, Bermuda, see Hamilton 
Freeport, Tex. 

Freetown 

Fremantle 

French Antilles 

Frenchman's Bay, see Albany 
Friendly Islands 

Frobisher Bay 
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see Shannon 
Estuary 


Frontignan, see Sete 
Fuik Bay 

Fukuyama 

Funchal 

Funivie, see Savona 
Fushiki 


Gabon 

Gaeta 

Galata, see Istanbul 
Galatz, see Sulina 
Galena Park 

Galeota Point 

Galle 

Galvan, see Bahia Blanca 
Galveston 

Galway 

Gamba 

Gambia 

Garston 

Gashaga, see Stockholm 
Gaspe 
Gastgivarehagen, see Norrkoping 
Gateshead, see Tyne District 
Gavilan Point, see Zamboanga 
Gavle 

Gazenica, see Zadar 

Gdansk 

Gdynia 

Geelong 

Gefle, see Gavie 

Geismar 

Gela 

Gellibrand, see Melbourne 
General San Martin 

Genoa 

Geographe Bay, see Busselton 
Georgetown, Ascension Island 
Georgetown, Guyana 
Geraldton 

Geras Bay, see Mitylene 
Germany, Democratic Rep. 
Germany, Federal Rep. 
Gerona, Cuba 

Gerona, Spain, see San Feliu 
Ghana 

Ghent 

Gibara, see Vita 

Gibraltar 

Gijon-Musel 

Gillingham, see Rochester 
Girard Point, see Philadelphia 
Giresun 

Gisborne 

Gizo 

Gladstone 

Glasgow 

Glebe Is., see Sydney 
Glomfjord 

Gloucester, see Philadelphia 
Godhavn 

Godthab 

Golfito 

Golluk 

Good Hope 

Goole 

Goose Bay 

Gorda, see Baracoa 

Gore Bay, see Sydney 
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Goritsa Bay, see Corfu 
Gosport, see Portsmouth 
Goteborg, see Gothenburg 
Gothenburg 

Gotland Is., see Slite 

Gove 

Gramercy 

Gran Canaria, see Las Palmas 
Grangemouth 

Granton 

Granville 

Grays, see London 

Grays Harbor 

Greece 

Green Bay 

Greenhithe, see London 
Greenland 

Greenock, see Glasgow 
Greenwich Point, see Philadelphia 
Gretna, see New Orleans 
Grimsby 

Grigorevsky 

Groote Eylandt 

Groton, see New London 
Gruz Harbour, see Dubrovnik 
Guacolda, see Huasco 
Guadeloupe 


— eet 


Guaiba Island, see Sepetiba Terming 


Guam 

Guanica 

Guantanamo 

Guatemala 

Guayabal, see Santa Cruz del Sur 
Guayacan 

Guayanilla 

Guayaquil 

Guayas River, see Guayaquil 
Guimaras, see lloilo 
Guinea 

Guinea Bissau 

Guiria, see Caripito 
Gulfhavn 

Gulfport, Miss. 

Gulfport, N.J., see New York 
Guyana 


H 
Hachinoe, see Hachinohe 
Hachinohe 
Haderslev 
Hafnagardur, see Sigulufjord 
Haifa 
Haines 
Haiti 
Hakata 
Hakodate 
Halat al Mubarras, see Mubarras 
Island 
Halden 
Haldia 
Halifax 
Halling, see Rochester 
Hallstavik 
Halmstad 
Halul Island 
Hamble, see Southampton 
Hamburg 
Hamilton, Bermuda 
Hamilton, Ontario 
Hamilton, Queensland, see Brisba® 


qamina 
nammertest 

Hampton Roads 

agmra, see Marsa-al-Hamra 


Hank 
Hantsport 


- yyraholmen, see Pitea 
| Haramidere, see Istanbul 


Harbour Grace 

Harburg, see Hamburg 
Hargshamn 

Hgnosand 

Harstad 

Hartlepool 

Harwich 

yastings, N.Y., see New York 
Havana 

tgwkins Point, see Baltimore 
#aydarpasa, see Istanbul 

Hay Point 

yelanza Is., see Kin Wan 
Helmi, see Raahe 

Helsingborg 

Helsingor 

Helsinki 

Hemixem, see Antwerp 
Hepokari, see Uusikaupunki 
Heraklion, see Iraklion 

Hercules, see San Francisco 
Hemosand, see Harnosand 
Heroya 

Herradura Bay, see Guayacan 


Herttoniemi Harbour, see Helsinki 


Heysham 

Higashi, see Niigata 

Hikoshima, see Shimonoseki 
Hilo 

Himeji 

Hirohata, see Himeji 

Hiroshima 

Hitachi 

Hobart 

Hoboken, see New York 
Hodeidah 

Hoganas 

Hog Island, see Philadelphia 
Holehaven, see London 
Holsteinsborg 

Holtenau 

Holyhead 


tolyrood, see St. John's, Newf. 


Homer 

Honam, see Inchon 

Honavar 

‘ondagua, see Latest Reports 

Honduras 

Honfleur 

Hong Kong 

Honiara 

Honolulu 

Horie, see Matsuyama 

Homefors 

Hornillo 

Horseng 

Marta 

Horten 

*soshima 

*ouston 

‘otic, see Limetree Bay 
anger 


Hsinkang, see Taku Bar, also see 
Latest Reports 

Huacho 

Hualien 

Huarmey 

Huasco 

Hudiksvall 

Hudson River, see New York 

Huelva 

Hueneme 

Hull 

Humbermouth, see Corner Brook 

Humbolt Bay, see Eureka 

Huron 

Husnes 


Ibicay 

Ibiza 

Iceland 

Igarka 

Iggesund, see Hudiksvall 
tho 

Ijmuiden 

lle Rousse 

Ilha Barnabe, see Santos 
Ilheus 

lligan, see Latest Reports 
llo 

lloilo 

Hlichevsk 

Imabari 

Imahuru, see Imabari 


Imatra Kaukopaa, see Saimaa Canal 


Imbituba, see Itajai 

Immingham 

Ince, see Manchester 

Inchon 

India 

Indiana Harbour, see Chicago 
Indonesia 

Ingeniero, see La Plata 
Ingeniero White, see Bahia Blanca 
Innisfail 

Inkoo 

Innoshima 

Inokuchi, see Omishima 
Inspection Head, see Launceston 
Invergordon 

Inverness 

Ipswich 

Iquique 

Iraklion 

Iran 

lraq 

Ireland (Republic of), see Eire 
Ireland Is., see Hamilton 
Isabela de Sagua 

Isafjord 

Ishinomaki 

Iskenderun 

Isla d'Agua, see Rio de Janeiro 
Isla de Pinos, see Nueva Gerona 
Isle of Grain 

Isle of Sheppey, see Sheerness 
Israel 

Istanbul 

Isthmia 

Istinye, see Istanbul 

Itajai 


Italy 

Itaqui, see Sao Luiz 
Itea 

Itozaki, see Onomichi 
Ivigtut 

Ivory Coast 

Iwaki, see Onahama 
Iwakuni 

Izmail 

Izmir 


Jacksonville 

Jacobstad 

Jakarta 

Jakhau 

Jakobshavn 

Jamaica 

Jamestown, St. Helena 
Japan 

Jarrow, see Tyne District 
Jebel Dhanna 

Jeddah 

Jersey City, see New York 
Jesselton, see Kota Kinabalu 
Jibouti 

Joao Pessoa, see Cabedelo 
Jobos 

Joensuu, see Saimaa Canal 
Jolo 

Jordan 

Jose Panganiban 

Ju’aymah 

Jucaro 

Julianehab 

Juneau 

Jurong, see Singapore 


K 
Kage, see Skelleftehamn 
Kagoshima 
Kahului 
Kainan, see Shimotsu 
Kakinada 
Kakogawa 
Kalajoki, see Raahe 
Kalamata 
Kalaranta, see Uusikaupunki 
Kalifoka, see Corfu 
Kali Limenes 
Kalmar 
Kalundborg 
Kamaishi 
Kamsar, see Port Kamsar 
Kanda 
Kandla 
Kangaroo Is., see Ballast Head 
Kanmon-Ko 
Kanokawa 
Kaohsiung 
Kaolack 
Karachi 
Karadeniz Eregli 
Karavostassi, see Morphou Bay 
Karimunting, see Sandakan 
Karlsborgsverken 
Karlshamn 
Karlskrona 
Karskar, see Gavle 
Karwar 
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Kashima 

Kasim Terminal, see Sorong 
Kaskinen, see Kasko 

Kasko 

Kaskoy, see Istanbul 
Kastrades, see Corfu 
Katakolon 

Katsini Bay, see Aghios Nikolaos 
Kaur, see Banjul 

Kaukas, see Saimaa Canal 
Kavalla 

Kavieng 

Kawaihae, see Hilo 
Kawasaki 

Keelung 

Kefalomandouko, see Corfu 
Keflavik 

Kelang, see Port Kelang 
Kemi 

Kenitra 

Kenya 

Kerain, see Norrkoping 
Kerasunda, see Giresun 
Keratsini, see Piraeus 
Kerkyra, see Corfu 
Ketchikan 

Kharg Island 


Khemco Terminal, see Kharg Island 


Kherson 

Khmer Republic 
Kholmsk 
Khor-al-Amaya 
Khor-el-Mufatta 

Khor Musa, see Bandar Mahshahr 
Khorramshahr 
Khrysokhou Bay, see Latchi 
Khuina, see Chalna 
Kidjang 

Kiel 

Kiel Canal 

Kieta 

Kiire 

Kikuma 

Killingholme 

Kill Van Kull, see New York 
Killybegs 

Kimbe 

Kimitsu 

Kings Bay 

Kings Lynn 
Kingsnorth 

Kingston, Jamaica 
Kingston, Ontario 
Kingstown 

Kinuura 

Kin Wan 

Kipevu, see Mombasa 
Kirkenes 

Kisarazu, see Kimitsu 
Kishon, see Haifa 
Kismayu, see Chisimao 
Kitakyushu, see Moji 
Kitimat 

Klaipeda 

Klakksvik 

Klang, see Port Kelang 
Kleven, see Mandal 
Kobe 

Kodiak 

Koge 
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Kohani, see Mkoani 
Kohsichang 

Kokkola 

Koko, see Sapele 

Kokura 

Kolding 

Kolo Harbour, see Karishamn 
Komatsushima 
Kompongsom 

Koolan Island, see Yampi Sound 
Koper 

Koping 

Korea (North) 

Korea (South) 

Kota Kinabalu 

Kotka 

Koverhar 

Kowloon, see Hong Kong 
Kpeme 

Kragero 

Kralendijk 

Kribi 

Kristiansand S. 
Kristiansund N. 
Kristinestad 

Kuala Rompin, see Rompin 
Kubikenbork, see Sundsvall 
Kuching 

Kudamatsu 

Kudat, see Sabah 

Kunak 

Kunsan 

Kuntaur, see Banjul 
Kuopio, see Saimaa Canal 
Kure 

Kurnell, see Botany Bay 
Kushiro 

Kutubidia, see Chittagong 
Kuwait 

Kuwait (Harbour), see Shuwaikh 
Kvarnholmen, see Stockholm 
Kwinana, see Fremantle 
Kyndby 


4a 
Laajasalo Harbour, see Helsinki 
Labuan 
Labuantring Bay 
La Chiva, see Antilla 
La Estacada 
La Goulette 
La Guaira 
La Libertad, Ecuador 
La Libertad, El Salvador 
La Mede, see Port de Bouc 
La Nouvelle 
La Pallice 
La Pampilla 
La Plata 
La Rochelle 
La Romana 
La Salina 
La Skhirra 
La Spezia 
La Teja, see Montevideo 
La Union 
Lae 
Laem Krabang, see Bangkok 
(Developments) 
Lagos 
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Lahad Datu, see Sabah 

Lake Charles 

Lakehead Harbour 

Lambasa, see Suva Outports 

Landskrona 

Langror, see Soderhamn 

Lapaluoto, see Raahe 

Lappeenranta, see Saimaa Canal 

Larnaca 

Larne 

Larvik 

Las Mareas 

Las Minas 

Las Palmas 

Las Piedras Paraguana, see Amuay 
Bay 

Las Salinetas 

Latchford, see Manchester 

Latchi 

Lattakia 

Launceston 

Laurium, see Lavrion 

Lautoka 

Lavan Island 

Lavera, see Port de Bouc 

Lavrion 

Lazareta, see Syros 

Lebanon 

Leeward Islands 

Legaspi 

Leghorn, see Livorno 

Le Havre 

Leith 

Leixoes 

Lenadura, see Punta Arenas 

Leningrad 

Lerwick 

Levuka 

Liberia 

Libreville 

Libya 

Lilleborg, see Fredrikstad 

Lillesand 

Limassol 

Limbang 

Lime Island, see Sault St Marie 

Limerick 

Limetree Bay 

Limni Mines, see Latchi 

Linden, Guyana 

Linden, see New York 

Lindoe, see Odense 

Lindsey, see Immingham 

Lingga, see Sejingkat 

Lisbon 

Little Aden, see Aden 

Liverpool 

Livorno 

Lizaret, see Toulon 

Lobito 

Locust Point, see Baltimore 

Lome 

London 

Londonderry 

Londunarbryggja, see Sigulufjord 

Long Beach 

Longview 

Lorengau 

Lorient 

Los Angeles 
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toudden, see Stockholm 
Lounolmen, see Pitea 
Lourenco Marques 
Lowestoft 

tuanda 


tubeck 
yeina Marine Terminal, Gabon, see 


Latest Reports 
tulea 
Lutong, see Miri 
Lysekil 


Lyttelton 
Lytton, see Brisbane 


M 
Maaloy 
Wacapa, see Santana 
Macassar 
Maceio 
Mackay 
Mackenzie, see Linden 
Macoris, see San Pedro de Macoris 
Madagascar 
Madang 
Madeira 
Madras, also see Latest Reports 
Madre de Deus, see Salvador 
Madryn, see Puerto Madryn 
Wagallanes Bay, see Masao 
Magazine Point, see Mobile 
Magellan Straits, see Punta Arenas 
Magnisi, see Augusta 
Magpetco 
Mahe, see Port Victoria 
Mahon 
Maizuru 
Majunga 
Makassar, see Macassar 
Malabo 
Malacca 
Malaga 
Malagasy Republic 
Malamocco, see Venice 
Malaysia 
Malmo 
Maloy, see Maaloy 
Malongo, see Cabinda 
Malta 
Malus Is., see Dampier 
Mamonal, see Cartagena 
Manati, see Puerto Padre 
Manaus 
Manchester 
Mandal 
Mandoukion, see Corfu 
Mandvi 
Mantredonia 
Mangalore 
Mangla, see Chalna 
Manguinhos, see Rio de Janeiro 
Manila 
Vanopla, see Santa Cruz del Sur 
Manta 
Mantyluoto 
Manzanillo, Cuba 
Manzanillo, Dominican Republic 
Manzanillo, Mexico 
Vagal, see Basrah 
Maracaibo 
Maracaibo Lake 
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Mararuni, see Georgetown 
Marcus Hook, see Philadelphia 
Mar del Plata 

Marghera, see Venice 
Marianas Islands 
Mariehamn 

Mariel 

Marjan, see Zuluf 
Marmagoa, see Mormugao 
Marmorilik 

Marrero, see New Orleans 
Marsa al Hamra 

Marsa al Hariga 

Marsa el Brega 

Marsaxlokk, see Valletta 
Marsden Point, see Whangarei 
Marseilles 

Martinez, see San Francisco 
Martinique 

Maryborough 

Masan 

Masao 

Masnedoe, see Vordingborg 
Masnedsund, see Vordingborg 
Massawa 

Matadi 

Matanzas, Cuba 

Matanzas, Orinoco River 
Matarani 

Mategata, see Imabari 
Matias de Galvez, see Santo Tomas 
Matsunaga, see Onomichi 
Matsuyama 

Maturin Bar, see Caripito 
Mauritania 

Mauritius 

Mayaguez 

Mazagan, see El Jadida 
Medan, see Belawan 

Mede, see Port de Bouc 
Media Luna, see Manzanillo 
Medway 

Mega, see Himeji 

Megara 

Mejillones 

Melbourne 

Melilla 

Meiville Bay, see Gove 
Menstad, see Skien 

Mersin 

Mesane 

Messina 

Metlakatla 

Mexico 

Mezen, see Mesane 

Miami 

Middlesbrough, see Tees 
Mihara, see Onomichi 

Miike 

Milazzo 

Milford Haven 

Milhaud, see Toulon 

Milner Bay, see Groote Eylandt 
Milos Island 

Milwaukee 

Mina Abdulla 

Mina al Ahmadi 

Mina al Fahal 

Mina Khalid, see Sharjah 
Mina Qaboos 


Mina Raysut 

Mina Saud 

Mina Sulman 

Mina Zayed, see Abu Dhabi 
Minatitlan 

Miragoane 

Miramar, see Belem 

Miri 

Mispec Point, see Saint John, NB 
Misumi 

Mitkof Is., see Petersburg 
Mitylene 

Miyako 

Mizushima 

Mjimwema 

Mkoani 

Moa 

Moanda, see Banana 
Mobile 

Mocamedes 

Mocka 

Modewheel, see Manchester 
Moengo 

Mogadiscio 

Mohammedia 

Moin Bay, see Puerto Limon 
Mo-i-Rana 

Moji 

Mokpo 

Molde 

Mombasa 

Monfalcone, see Latest Reports 
Monrovia 

Montedison, see Brindisi 
Montego Bay 

Montevideo 

Montijo, see Lisbon 
Montoir, see Nantes 
Montreal 

Mora 

Morehead City 

Moreton Bay, see Brisbane 
Mormugao 

Morocco 

Morphou Bay 

Mort Bay, see Sydney 
Mosjoen 

Mossel Bay 

Motril 

Mount Maunganui 
Mourilyan 

Moville, see Londonderry 
Mozambique 
Mozambique (Port) 
Mtwara 

Muara Harbour 

Mubarek Terminal 
Mubarras Island 

Mucuripe, see Fortaleza 
Muelle de Hierro, see Bahia Blanca 
Muftiyah, see Basrah 
Mukho 

Multedo, see Genoa 
Mundra 

Munkedal, see Lysekil 
Muntok 

Murmansk 

Muroran 

Musel, see Gijon 

Musi Bar, see Palembang 
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Mustola Harbour, see Saimaa Canal 
Mutrah, see Mina Qaboos 

Mutsure, see Shimonoseki 
Mykonos 

Myrtle Grove 


N 
Naadendaal, see Turku 
Naantali 
Nacala 
Naestved 
Nagapattinam 
Nagasaki 
Nagoya 
Naha 
Naikorokoro, see Suva Outports 
Nakhodka 
Nampo 
Namsos 
Nanaimo 
Nanchital 
Nantes 
Naoetsu 
Naoshima 
Napier 
Naples 
Naryan-Mar 
Narovik, see Keflavik 
Narssarssuaq 
Narvik 
Nasipit, see Masao 
Nassau 
Natal 
Nauru island 
Navarino Bay, see Pylos 
Navlakhi 
Nawiliwili 
Necochea, see Quequen 
Negishi, see Yokohama 
Neiafu, Tonga, see Nuku'alofa 
Nelson 
Neskaupstadur 
Netherlands 
Netherlands Antilles 
New Amsterdam 
Newark, see New York 
New Bedford 
New Caledonia 
Newcastle, N.B. 
Newcastle, N.S.W. 


Newcastle-on-Tyne, see Tyne District 748 


New Guinea, see Papua 
Newhaven, U.K. 

New Haven, Con. 

New Hythe, see Rochester 

New London 

New Mangalore 

New Nickerie 

New Orleans, also see Latest Report 
New Plymouth 

Newport, 1.0.W. 

Newport, Gwent 

Newport News, see Hampton Roads 
New Ross 

New Westminster 

New York 

New Zealand 

Nha-Be, see Saigon 

Niah, see Sarawak Coastal Ports 
Nicaragua 
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Nicaro 

Nice 

Nigeria 

Niigata 

Niihama 

Nikiski 

Niquero, see Manzanillo 

Nishihara 

Nissyros, see Yali Island 

Njarovik 

Nordenham 

Nordfjordur, see Neskaupstadur 

Nordhafen, see Kiel 

Norfolk, see Hampton Roads 

Norrkoping 

Norrsundet 

Northern Ireland, see United 
Kingdom 

North Shields, see Tyne District 

North Star Bugt 

North Sydney, N.S. 

Northville, see Riverhead, N.Y. 

Norway 

Nouadhibou 

Nouadhibou Harbour 

Nouakchott 

Noumea 

Novorossiysk 

Nowruz Terminal, see Ras Bahregan 

Nueva Gerona 

Nueva Palmira 

Nuevitas 

Nuku'alofa 

Nuottasaari, see Oulu 

Nyborg 

Nyhamn, see Gavle 

Nykobing 

Nykoping 

Nynashamn 


o 
Oakhamness, see Kingsnorth 
Oakland 
Ocean Fails 
Ocean Island 
Ocho Rios 
Odense 
Odessa 
Ofunato 
Ogdensburg 
Ohita, see Oita 
Ohmishima, see Omishima 
Oita 
Okha 
Okinawa (Kin Wan) 
Okinawa (Naha) 
Okrika, see Port Harcourt 
Okubo, see Moji 
Olbia 
Old Kilpatrick, see Glasgow 
Oljysatama, see Turku 
Olympia 
Oman (Sultanate of) 
Omishima 
Onahama 
Onega 
Onomichi-!tozaki 
Onton, see Castro Urdiales 
Oporto 
Oran 
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Orange 

Oranjestad 

Orinoco River 
Ornskoldsvik 

Oro Bay 

Ortviken, see Sundsvall 
Orviken, see Skelleftehamn 
Osaka 

Oskarshamn 

Oslo 

Ostend 

Ostermoor, see Brunsbuttel 
Ostrand, see Sundsvall 
Ostrica 

Otago 

Otaru 

Otterham, see Rochester 
Oulu 

Owase 

Oxelosund 

Oxnard, see Hueneme 
Ozol, see San Francisco 


Pp 
Pacasmayo 
Pahang, see Rompin 
Paita 


Pajaritos, see Coatzacoalcos 
Pakistan 

Palamos 

Palembang 

Palermo 

Palm Beach 

Palma, Majorca 

Palo Alto, see Jucaro 

Palua 

Pamatacualito, see Pertigalete 
Pamfyllon. see Mitylene 
Pampushamnen, see Norrkoping 
Panama 

Panama Canal 

Panama City 

Panambur, see New Mangalore 
Panarukan 

Pandjang 

Panga, see Nuku'alofa 
Pangkalan Susu 
Pangkalbalam 

Pantalan of Assesa, see Tarragona 
Papeete 

Papua and New Guinea 
Para, see Belem 

Paradip 

Paramaribo 

Paranagua 

Paranam 

Pargas 

Paris 

Partington, see Manchester 
Pasadena 

Pasajes 

Pascagoula 

Pasir Panjang, see Singapore 
Pastelillo, see Nuevitas 
Pateniemi 

Patras 

Patreksfjordur 

Pauillac, see Bordeaux 
Paulsboro, see Philadelphia 
Pavitt Point, see Sandakan 
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payardi, see Puerto las Minas 
paysandu 

peanut Is. See Palm Beach 
pearl Harbour, see Honolulu 


pemba, see Wete 
pembroke, see Milford Haven 


Penang 

penarth, see Cardiff 

pending Point, see Kuching 

Pennington Terminal 

Pennsauken, see Philadelphia 

Pensacola 

Pepel 

Perama, see Piraeus 

Pernambuco, see Recife 

pernis, see Rotterdam 

perth Amboy, see New York 

Pertigalete 

Peru 

Petersburg 

Petit Couronne, see Rouen 

Philadelphia 

Philipsburg 

Philippeville, se Skikda 

Philippines 

Phuket 

Picton 

Pictou 

Pietarsaari, see Jacobstad 

Pilon, see Manzanillo 

Pimental 

Piney Point 

Pinkenba, see Brisbane 

Piombino 

Piraeus 

Pir Pau, see Bombay 

Pisco, see General San Martin 

Pitch Point, see Sobo 

Pitea 

Pitsundet, see Pitea 

Pladju, see Palembang 

Ploce 

Plymouth 

Pohang, also see Latest Reports 

Point Breeze, see Philadelphia 

Point Central, see Nouadhibou 

Point Comfort 

Point Fortin 

Point Lisas 

Point Samson, see Port Walcott 

Point Tupper, see Port Hawkesbury 

Pointe-a-Pierre 

Pointe-a-Pitre 

Pointe Clairette, see Cape Lopez 

Pointe des Galets 

Pointe Noire 

Poland 

Polynesie Francaise, see Society 
Islands 

Ponce 

Pondicherry 

Ponnani, see Calicut 

Ponta Delgada 

Poole 

Porbandar 

Pori, see Mantyluoto 

Porkkala 

Poros Bay, see Aghios Nikolaos 


o'sgrunn, see Heroya 
Port Adams 
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116 


257 
279 
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Port Adelaide, see Adelaide 

Port Alberni 

Port Alfred 

Port Allen, Hawaii, see Nawiliwili 

Port Allen, La., see Baton Rouge 

Port Alma, see Rockhampton 

Port Angeles 

Port Arthur, Ont., see Lakehead 
Harbour 

Port Arthur, Tex. 

Port Augusta 

Port-au-Prince 

Port Bouet, see Abidjan 

Port Canaveral 

Port Cartier 

Port Chalmers, see Otago 

Port Colborne 

Port Covington, see Baltimore 

Port de Berre, see Port de Bouc 

Port de Bouc, see Marseilles 

Port de la Mede, see Port de Bouc 

Port de Lavera, see Port de Bouc 

Port Dickson 

Port Elizabeth 

Port Esquivel 

Port Etienne, see Nouadhibou 

Port Everglades 

Port Gentil 

Port Giles 

Port Harcourt 
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46 


888 


51 
511 


Port Hawkesbury and Strait of Canso 119 
Port Hedland, also see Latest Reports 51 


Port Huon, see Hobart 

Port Huron, Mich. 

Port Jackson, see Sydney 

Port Jerome, see Rouen 

Port Kaiser 

Port Kamsar 

Port Kelang 

Port Kembla 

Port Latta 

Port Lavaca 

Port Lincoln 

Port Louis 

Port Manati 

Port Melbourne, see Melbourne 

Port Meneng, see Banyuwangi 
(Port Meneng) 

Port Moody, see Vancouver 

Port Moresby 

Port Natal, see Durban 

Port Neches 

Port Nelson, see Nelson 

Port Newark, see New York 

Port Newport, see Melbourne 

Port of Spain 

Port Phillip, see Melbourne 

Port Pirie 

Port Rashid 

Port Redi 

Port Rhoades 

Port Richmond, see Philadelphia 

Port Royal, see Kingston 

Port St. Joe 

Port St. Louis du Rhone 

Port Said, see Suez Canal 

Port San Luis 

Port Socony, see New York 

Port Stanvac 

Port Sudan 
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Port Sulphur 

Port Sutton, see Tampa 

Port Swettenham, see Port Kelang 
Port Talbot 

Port Tampa, see Tampa 

Port Taranaki, see New Plymouth 
Port Trinidad, see Cienfuegos 
Port Tudy, see Lorient 

Port Vendres 

Port Victoria 

Port Walcott 

Port Weller, see Port Colborne 
Port Whangarei, see Whangarei 
Portishead, see Bristol 
Portland, Me. 

Portland, Ore. 

Portland, Vic. 

Porto Alegre 

Porto Amelia 

Porto Branolao, see Lisbon 
Porto dos Buchos, see Lisbon 
Porto Empedocle 

Porto Foxi, see Cagliari 

Porto Grande, see St. Vincent 
Porto Marghera, see Venice 
Porto Salazar, see Mocamedes 
Porto Torres 

Porto Vesme 


Portsmouth, Va., see Hampton Roads 767 


Portsmouth, U.K. 

Portugal 

Portuguese East Africa, see 
Mozambique 

Portuguese West Africa, see 
Angola 

Porvoo 

Poti 

Powell River 

Pozos Colorados Terminal 

Prai, see Penang 

Praia Formosa, see Funchal 

Prescott 

Preston, Cuba 

Prince Rupert 

Priolo, see Augusta 

Progreso 

Proper Bay, see Port Lincoln 

Propriano 

Provesten, see Copenhagen 

Puerto Acevedo, see Villa 
Constitution 

Puerto Borghi, see San Lorenzo 

Puerto Barrios 

Puerto Belgrano, see Bahia Blanca 

Puerto Bolivar 

Puerto Cabello 

Puerto Cabezas 

Puerto Chicama 

Puerto Cortes 

Puerto Deseado 

Puerto de Hierro 

Puerto de Raos, see Santander 

Puerto de la Luz, see Las Palmas 

Puerto de Soller 

Puerto Galvan, see Bahia Blanca 

Puerto Granaderos, see San Lorenzo 

Puerto Honduras, see Santa Cruz 
de Teneriffe. 

Puerto La Cruz 

Puerto Las Minas 
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478 
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Puerto Limon 

Puerto Local, see Gijon-Musel 
Puerto Macias 

Puerto Madero, see Buenos Aires 
Puerto Madryn 

Puerto Maritime, see Guayaquil 
Puerto Miranda 

Puerto Montt 

Puerto Nuevo, see San Nicolas 
Puerto Ordaz 

Puerto Padre 

Puerto Percy, see Punta Arenas 
Puerto Plata 

Puerto Rico 

Puerto Rosales, see Bahia Blanca 


Puerto San Martin, see San Lorenzo 


Puerto Somoza 

Puerto Tarafa, see Nuevitas 
Puerto Viejo, see Azua 

Pulau Ayer Chawan, see Singapore 
Pulau Bukom, see Singapore 
Pulau Sambu 

Pulau Sebarok, see Singapore 
Punta Ancla, see Bahia Blanca 
Punta Arenas, Chile 

Punta Cardon 

Punta Chavez, see Puerto Cabello 
Punta Ciguena, see Bahia Blanca 
Punta Cuchillo 

Punta de Palmas 

Punta Gorda, see Caripito 

Punta Gorda, Cuba, see Baracoa 
Punta Grossa, see Koper 

Punta Marieta, see Caripito 
Punta Medanos 

Punta Molino, see Gaeta 
Puntarenas, Costa Rica 

Punta Salinas, see Antilla 

Punta Tablones, see Ilo 

Punto Fijo, see Amuay Bay 
Purfleet, see London 

Pusan 

Pylos 

Pyrmont, see Sydney 


Q 
Qatar 
Quebec 
Queenborough, see Sheerness 
Que Iboe 
Quequen 
Quiliano Terminal 
Quimper 
Quincy, see Boston 
Quintero 


Raahe 

Rabaul 

Rairi, see Port Redi 
Ramsburg, see Georgetown 
Ramallo 

Ramshaill, see Norrkoping 
Randers 

Rangoon 

Rapid Bay 

Ras al-Khaima 

Ras al Khafji 

Ras Bahregan 

Ras Es Sider, see Es Sider 
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Ras Gharib 

Ras Lanuf 

Ras Selaata 

Ras Shukheir 

Ras Tanura 

Rasta, see Stockholm 
Rathmullen 

Rauma 

Rautaruukki, see Raahe 
Ravenna 

Ravensbourne, see Otago 
Recalada, see Buenos Aires 
Recife 

Redi, see Port Redi 
Redwood City 

Refineria Gibraltar, see Algeciras 
Rejang River, see Tanjong Mani 
Reni 

Reposaari, see Mantyiuoto 
Reunion Island 

Revere, see Boston 
Reykjavik 

Rhodes 

Riachuelo, see Buenos Aires 
Ribadeo 

Richards Bay 

Richmond, Cal. 
Richmond, Va. 

Ridham, see Sheerness 
Riga 

Rijeka 

Rijnpoort, see Rotterdam 
Rio, see Patras 

Rio de Janeiro 

Rio Gallegos 

Rio Grande 

Rio Haina 

Rio Santiago, see La Plata 
Risdon, see Hobart 

Risor 

Ristina, see Saimaa Canal 
Riverhead 

River Plate 

Rochefort 

Rochester, New York 
Rochester, U.K. 
Rockhampton 

Rockport, see Tampa 
Romania 

Rome, see Georgetown 
Rompin 

Ronne 

Ronneby 


Ronnskarsverken, see Skelleftehamn 


Rosario, Argentina 

Rosario, Philippines, see Manila 
Rosas 

Rosslare 

Rostock 

Rotterdam 

Rouen 

Roytta, see Tornio 

Rozelle Bay, see Sydney 
Rozi, see Bedi Bunder 
Runcorn, see Manchester 
Rya Harbour, see Gothenburg 


s 
Sabah 
Sabang 
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Sacavem, see Lisbon 

Sacramento 

Saetia, see Antilla 

Safaga 

Safi 

Sagua de Tanamo 

Sagunto 

Saida, see Sidon 

Saigon 

Saimaa Canal and ports in Lake 
Area of Saimaa 

St. Catharines 

St. Croix, see Virgin Is. 

St. George's 

St. Helena 

Saint John, N.B. 

St. John's, Antigua 

St. John's, Newf. 

St. Kitts 

St. Lawrence Seaway 

St. Louis du Rhone 

St. Lucia, see Castries 

St. Maarten, see Philipsburg 

St. Malo 

St. Michael's Bay, see Sint Michiels 
Bay 

St. Nazaire 

St. Nicholas, see Aghios Nikolaos 

St. Nicholas, Aruba 

St. Nikolo, see Aghios Nikolaos 

St. Pierre 

St. Pierre & Miquelon 

St. Rose, see New Orleans 

St. Servan 

St. Thomas, V.I. 

St. Vincent, Cape Verde Is. 

St. Vincent, Windward Is., see 
Kingstown 

Sakai 

Sakaide 

Sakata 

Salallah, see Mina Raysut 

Salaverry 

Salerno 

Salinas, see La Libertad 

Salipazari, see Istanbul 

Salonika, see Thessaloniki 

Saltacaballo, see Castro Urdiales 

Salt End, see Hull 

Salt River 

Salvador 

Samarai 

Samoa 

Samson Point, see Port Walcott 

Samsun 

San Antonio 

San Antonio Oeste 

San Carlos 

San Diego 

San Feliu de Guixols 

San Fernando 

San Francisco 

San Jose, Guatemala 

San Juan, Peru 

San Juan, Puerto Rico 

San Julian, Argentina 

San Lorenzo, Argentina 

San Lorenzo, Venezuela 

San Luis, Cal., see Port San Luis 

San Martin, see San Lorenzo 
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San Nicolas, Argentina 

gan Nicolas, Peru 

gan Pedro, Argentina 

gan Pedro, Cal., see Los Angeles 
gan Pedro de Macoris 

gan Vicente 

San Vitale, see Ravenna 
Sandakan 

Sandarne, see Soderhamn 

sans Souci, see Santo Domingo 
santa Barbara, see Huasco 
Santa Cruz, Argentine 

Santa Cruz del Sur 

Santa Cruz de Teneriffe 

santa Eleana Bay, see La Libertad 
Santa Fe 

santa Iria, see Lisbon 

Santa Isabella, see Malabo 
Santa Lucia, see Mariel 

santa Maria, see Jucaro 

Santa Marta 

Santana, also see Latest Reports 
Santander 

Santarem 

Santiago de Cuba 

Santo Domingo 

Santos 

Santo Tomas de Castilla 
Santurce, see Bilbao 

Sao Francisco do Sul 

Sao Luiz 

$ao Sebastiao 

Sapele 

Sarande 

Sarawak Coastal Ports 

Sarikei, see Sibu 

Sarnia 

Sarpsborg 

Sarroch, see Cagliari 

Sasebo 

Sassari, see Porto Torres 
Sattahip 

Sauda 

Saudi Arabia 

Sault Ste Marie 

Saunsilta, see Uusikaupunki 
Savannah 

Savannah-la-Mar 

Savona 

Savonlinna, see Saimaa Canal 
Savu Savu, see Suva Outports 
Scheerhafen, see Kiel 

Schiedam, see Rotterdam 
Schillig Roads, see Wilhelmshaven 
Scotland, see United Kingdom 
Seaforth, see Liverpool 
Searsport 

Seattle 

Seddon Island, see Tampa 
Selingkat 

Semarang 

Sembawang, see Singapore 
Semporna, see Sabah 

Sendai 

Senegal 

Sepetiba Terminal 

Sept les 

Seria 

Sete 

Setubal 


Seven Islands, see Sept Illes 
Seville 

Seward 

Sewaren, see New York 
Sewell's Point, see Hampton Roads 
Seychelles 

Sfaktiria, see Pylos 

Sfax 

Shanghai, see Latest Reports 
Shannon Estuary 

Sharjah 

Shark Bay 

Sheerness 

Sheet Harbour 

Shellhaven, see London 
Shengjin 

Sherbro River, see Freetown 
Sheskharis, see Novorossiysk 
Shikama, see Himeji 

Shimanzi, see Mombasa 
Shimizu 

Shimonoseki 

Shimotsu 

Shinminato, see Toyama Shinko 
Shiogama 

Shippegan 

Shoreham 

Shuaiba 

Shuwaikh 

Sibenik 

Sibu 

Sibuti, see Sarawak Coastal Ports 
Sidon 

Sierre Leone 

Sigulufjord 

Sikea 

Singapore 

Sint Michiels Bay 

Sinucane Is., see Port Hedland 
Siporex, see Skelleftehamn 
Sirtica, see Ras Lanuf 

Sitka 

Sitra 

Skaerbaek 

Skagastrond 

Skagway 

Skandia Harbour, see Gothenburg 
Skaramanga, see Eleusis 
Skarvik Harbour, see Gothenburg 
Skelleftehamn 

Skeppsviken, see Uddevalla 528 
Skien 

Skikda 

Skoldvik, see Porvoo 
Skredsvik 

Skuthhamn, see Pitea 

Slagen (Slagenstangen) 

Sligo 

Slite 

Smalkalden 

Smiths Bluff 

Snails Bay, see Sydney 
Snodland, see Rochester 
Sobo 

Sochi 

Society Islands 

Soderhamn 

Soervaag 

Sola, see Stavanger 

Soller 
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Solomon Islands 

Solvesborg 

Somali Republic 

Sonderborg 

Sondra Stromfjord 

Sore! 

Sornainen Harbour, see Helsinki 

Sorong 

Sourabaja 

Sousakion, see Isthmia 

Sousse 

South Africa 

Southampton 

South Atlantic Isiands 

South Boston, see Boston 

South Brewer, see Bangor 

South Shields, see Tyne District 

Spain 

Spanish Guinea, see Equatorial 
Guinea 

Spanish Sahara 

Sparrows Point, see Baltimore 

Spezia, see La Spezia 

Split 

Spring Bay 

Sri Lanka 

Sriracha 

Stadersand 

Stadthafen, see Lubeck 

Stanlow, see Manchester 

Staten is., see New York 

Stavanger 

Steno Straits, see Chalkis 

Stenungsund 

Stettin, see Szczecin 

Stocka, see Hudiksvall 

Stockholm 

Stockton 

Stockvik, see Sundsvall 

Stora Hoggarn, see Stockholm 

Stornoway 

Storugns 

Stralsund 

Stranraer 

Stromstad 

Strood, see Rochester 

Stugsund, see Soderhamn 

Suai, see Sarawak Coastal Ports 

Suda Bay 

Sudan 

Suez, see Suez Canal 

Suez Canal 

Sukhumi 

Sukkertoppen 

Sulina 

Sultanate of Oman 

Summerside 

Sundahofn, see Reykjavik 
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Wallsend, see Tyne District 
Walsh Bay, see Sydney 
Walvis Bay 

Wanganui 

Warnemunde, see Rostock 
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Whangarei 
Whiddy Island, see Bantry 
White Bay, see Sydney 
Whitegate, see Cork 
Whitehaven 
Whyalla 
Wilhelmsburg, see Hamburg 
Wilhelmshaven 
Willemstad 
Williamstown, see Melbourne 
Wilmington, Del. 
Wilmington, N.C. 
Windsor 
Windward Islands 
Wintam, see Brussels 
Wismar 
Wolloomooloo, see Sydney 
Wrangell 


Wright Point, see Port Hawkesbury 


748 


195 


Wulsan, see Ulsan 
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Sobelgra S.A. — Grain Terminal 
Stocatra S.A. — Bulk Handling 

Noordnatie S.A. — Oils and Chemicals 

Shipyard Beliard Murdoch S.A. 

Refinery R.B.P. 

Sibelco N.V, — Silversand 

Solvay S.A. — Soda products 

Eurotank N.V.— Oils and Chemicals 

Shipyard Mercantile Marine Engineering 

& Graving Docks Co 

Refinery ESSO > 


Refinery S.1.B.P. 
ALBERTDOK 
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Zandvliet Lock KANAALDOK  B1 


Boudewijn Lock 
Van Cauwelaert Lock _ 
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Light house 


N.B. The water level of 
the Tidal parts of the 
Port varies between 0.00 
and 4.60m on average. 


Sluice Basin 
OSTEND 


Yacht Basin Rear port_<. Canal Bruges to 
Water Leve| 


Threshold 


Turning Basin 
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SOUTH DOCK - ISLAND MOORING DIAGRAM 


RIO DE JANEIRO (PETROBRAS) 
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BUTADIENE DOLFIN 


2 TANKERS CAN MOOR SIMULTANEOUSLY 
ACCORDING TO LOA AND LOCATION OF 
MANIFOLDS OF BOTH TANKERS BUT A 
MINIMUM CLEAR DISTANCE OF 10 M. 
SHOULD BE KEPT 
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RIO DE JANEIRO (PETROBRAS) 
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EVENTUALLY THIS DOLPHIN IS 

USED AS A DOCK-ISLAND FOR 

HANDLING BY-PRODUCTS AS WELL 

USUALLY, WITH LPG AND 
BUTADIENE 


MOORING BUOY 
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NORTH DOCK ISLAND — 


BERTHVES(eS) 1) 


WHENEVER ANOTHER TANKER 

IS MOORED TO THE EAST BERTH 
OF THE NORTH DOCK ISLAND , 
THE DOLPHIN BERTHING IS 
POSSIBLE PROVIDED THAT THE 
DISTANCE BETWEEN SHIPS WILL 
NOT BE LESS THAN 10 METRES 


MOORING LAYOUT IN THE BUTADIENE 
DOCK ISLAND - DOLPHIN - (PAB) 


RIO DE JANEIRO (PETROBRAS) 
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ALMIRANTE SOARES DUTRA TERMINAL 
TRAMANDAI BRASIL 


Distance equal or less than 140 mtrs for SBM-1(w) and 180 mtrs for east SBM 
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Plan supplied by Ship’s Master. 


MOORING DIAGRAM OF SERIA 


15 in. Nylon Rope 


15 in. Nylon Rope 


Floating Cargo Hose ( 2 x 16 in.) 
Connecting Cargo Hoses 12 in. 


CANADA 


© HOOK ASSEMBLIES 


Note All assemblies consist of 

3 hooks except those on loading 
platform which have 2 hooks each. 

All hooks on West side have a 

working load of 100 tons, hooks on 
east side have a working load of 75 tons 


Platform 


COME BY CHANCE 
Oil Refinery Quay 


\supplied by Ship’s Officer. 91 


Fendering System 
502-2” Long 


ROADWAY TO WHARF 
2652 Ft Long and 30 Ft wide 
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Manilla Bights. 
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MONTREAL 
Mooring Diagram 


This diagram indicates the Moorings 
recommended for Vessels occupying 
Berths from Shed 18 to Section 110 
Moorings must be kept tight at all times. 
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Headlines not less than 7” Manilla. <<<~:.-_. 
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Vancouver International Airport 
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PULP & PAPER WHARF 3 


SOMASS SAWMILL WHARF 


B.C. PACKERS WHARF ————* 
SHELL OIL DOCK ————> 
ARGYLE STREET WHARF —* 


WATER STREET WHARF —” 
STANDARD OIL DOCK —~ 


IMPERIAL OIL DOCK A 


sCcOW GRID 


LOG STORAGE 


PORT ALBERNI TERMINALS BERTH 3 ————® 
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SHIPYARDS 


“a 


PORT ALBERNI 
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PORT ALBERNI 
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NATIONAL BATTLEFIELDS PARK 


HARBOUR POLICE STATION 
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Rodney Terminal 
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(Redevelopment piers 4 to 9) 
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450 Bulk Unloader Travel 
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Import Dock 


800'0"” 


SEPT-ILES 


IRON ORE COMPANY OF CANADA 
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CITY OF PORT MOODY 


Imperial Oil Limited / 


WESTSHORE TERMINALS LTD 
STAGE 1 - 1969 


DREOGED BASIN AND 
APPROACH CHANNEL AS 
PER PROPOSED REVISION 
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TERMINAL EXTENSION 


STAGE It 


OREOGED BASIN AND 
APPROACH CHANNEL 
OUTLINE 
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PROPOSED INDUSTRIAL PARK 
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VANCOUVER 


GULF OIL CANADA LTD 
(COAL HARBOUR DOCK) 


LEGEND 
TELEPHONE 


LADDER 3" @ WATERLINE WITH INTERNATIONAL CON. 


26. 27, Vel. #28) 28.) SO! Fal. =| LIFEBOAT 


LADDER 
I96 (ar mgeaannesr3 


BOLLARD 


NOTES 


| ALL SOUNDINGS MADE iN JULY, 1967. 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 
3. ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 


100° 80’ 60' 40 20° Oo 100" 200' 


IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED BY 
es SS SSS SSS eee 


OTHERS, AND ARE_NOT GUARANTEED ByY_THE 
NATIONAL HARBOURS _ BOARD . 
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——BURRARD INLET=— 


53 219 ZO 22.8 236 248 25.3 256 266 267 267 270 276 271 288 281 286 280 288 268 27.0 276 270 279 266 275 280 292 296 301 298 294 294 292 290 278 274 269 264 276 282 263 WO RE 


TRACKAGE — 


PASSENGER 


FACILITIES “B" Deck Elevation: 106.0’ 


ANOCOPEICES LOWER DECK- TRANSIT SHEDS 


TRACK AGE 


"C6" Deck Elevation: |06.0' 


LOWER DECK- TRANSIT SHEDS TRACKAGE 


22.0 237 269 27.7 278 266 302 39 25.3 292 293 W.2 31.7 325 320 294 304 300 292 295 281 284 290 306 292 276 299 292 244 285 26.3 29.0 273 275 274 268 28.0 275 274 260 289298 298 


NOTES 


|. ALL SOUNDINGS MADE IN SEPTEMBER, 1970. 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. LEGEND 
3 ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. © SHIPS’ SUPPLY WATER VALVES 


* BOLLARD 


100' 80 60 40' 20' 0 Su e : “es re! VANCOUVER 


8 TON CRANE 


N.H.B. PIER “B—C” 
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220 290 


220 290 


260 275 


290 280 


230 290 


205 207 


BURRARD INLET 


N.H.B. QUAY WHARF 


NOTES 


1, ALL SOUNDINGS TAKEN IN SEPTEMBER, 1970 
2 ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 


3. ALL ELEVATIONS ARE NEGATIVE UNLESS 
PRECEDED BYA PLUS SIGN 


100 60’ 60° 40° 20 


VANCOUVER 


N.H.B. QUAY WHARF 
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©* 


IMPORTANT THESE SOUNDINGS HAVE R 


AND _ARE NOT GUARANTEED BY THE NATIONAL HARBOURS BOARD 


LEGEND 


| ALL SOUNDINGS MADE IN JULY, 1967 @ ELECTRICAL OUTLET 

2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. . 

3 ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. ONE VANCOUVER 
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WESTERN WATER TERMINALS 
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ESTERN WATER TERMINALS 


PIER H 


TRANSIT SHED - 53,600SQFT + 


OCEAN WHARVES 


NOTES 


|. ALL SOUNDINGS MADE IN AUG I969,MAY 1970 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE 


3. ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 


BURRARD _/NLET 


VANCOUVER 


N.H.B. PIER “H”’ 
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FREIGHT RAMP 


WHARF OFFICE 


TRANSIT SHED - 52,125 SQFT 
TIMBER CONSTRUCTION 


TRANSIT SHED- 31,200 SQFT. 
TIMBER CONSTRUCTION 


LIIN CYVY4¢NgG= 


NOTES 
|, ALL SOUNDINGS MADE IN SEPTEMBER, 1967. 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN 


100' 80’ 60' 40' 20' oO 
——— ss 


MPORTANT : THESE SOUNDINGS HAVE BEEN SUPPLIED By OTHER: 


AND ARE NOT GUARANTEED BY THE NATIONAL 
HARBOURS BOARD. 
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@ TELEPHONE 

§ Ig" @SHIPS SUPPLY WATER VALVES 
4) HYDRANT 

*  BOLLARD 


VANCOUVER 


OCEAN WHARVES LTD. 
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LEGEND NOTES 
@ HYDRANT = |. ALL SOUNDINGS TAKEN IN MAY,/960. : 
@ TELEPHONE } 2. ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. VANCOUVER 
*  BOLLARD 3. ALL ELEVATIONS ARE NEGATIVE UNLESS 

7 “PRECEDED BY A PLUS SIGN. 


CANADIAN NATIONAL STEAMSHIPS 
IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED BY 

100' 80 60 40 20 O oe = AND _ARE NOT GUARANTEED BY 

= | ITI THE NATIONAL HARBOURS BOARD. 
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NOTES 
VANCOUVER |, ALL SOUNDINGS MADE IN NOVEMBER, 1972 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 


3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SION. 


BALLANTYNE PIER 190 0 @0 40 20 9 90 “13 
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IMPORTANT _ THESE SOUNDINGS HAVE BEEN SUPPLIED BY OTHERS 
AND_ARE NOT GUARANTEED BY THE NATIONAL 
HARBOURS BOARD 


NOTES LEGEND 


|. ALL SOUNDINGS MADE IN OCTOBER 1963 @® HYDRANT VANCOUVER 


2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. @ SHIPS' WATER SUPPLY 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN + BOLLARD 
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475'-0" SHIP BERTH- 


38.0 (APPROX.) 


2 NORTH PROPERTY LINE - B.C. S.R. 


SOUN HA\ sui O BY RS, 
ARE NOT GU, THE NAT HAR: 


d HIS 
1-100 W. STEADY GREEN ON PEAK OF ROOF OF CONVEYOR SHED. 
2-180W PROJECTOR FLOODS DIRECTED ONTO SION ON GABLE. 


VANCOUVER 


NOTES LEGEND 
| ALL SOUNDINGS MADE IN APRIL; 1967. (CURRENT TIDE TABLES) TELEPHONE B.C. SUGAR REFINING CO. LTD. 
2ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 2" © SHIPS’ SUPPLY WATER VALVES 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SION. HYDRANT 
RACK WITH 100'-O"X 2"@ FIRE HOSE. 
; BOLLARO 
80" 40° 20' 0 190 10-POWER OUTLETS - 440V. - 3PHASE. 
: 10 CONVEMENCE OUTLETS IIOV. SINOLE PHASE. 
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2 TELEPHONE IMPORTANT - SOUNDINGS SHOWN HEREON ARE INDICATIVE DEPTHS AT THE FACILITY 


HYDRANT ON THE DATE SHOWN BELOW 
SHIPS’ WATER SUPPLY 


* BOLLARD 


NOTES 


|. ALL SOUNDINGS MADE IN NOVEMBER, 1972 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 
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tg" OSHIPS' SUPPLY WATER VALVES 
GRAIN SPOUT 
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NOTES 


|, ALL SOUNDINGS MADE IN APRIL, 1967. 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 


VANCOUVER 


No 4 JETTY 


“Reproduced by kind permission of the Port Authority”. 


LoL 


——BURRARD INLET— 


Southerly Limit of Berth 


Limit of ae aes 


| im 


| 
391 360 380 362 452 553 563 670 712 753786 630846690 %9937 979 


M4335 M4399268 M3 3! 26) 308349 364 399 397 380 394 385 39) 39) 377 362 459 55 55! 566 656 698 73977) G09 G38 872905 930 96.2 


L-¥) 394 387 39) 375 380402 367 393 399 390 395406 397 398 369 385 365 389 374 410 47) 513 537 560594 637 689743 727620858 699 95 955 


| 
16.4 38! 383 385 375390 389 389 369 39.4400 389 394 389400402 393 390 39! 385 379 408 44648450! 530552 52! 625687 746789834 872895 932 


BERTH 2: 700 


29.7378 375 36) 37.6 383 3Ai 393 382 398 407 399 39340040! 397 368 368 394 S87 38740! 42944) 463497 520482 S52 G&4662 739777794776 804 
| | 
33.6 38! 380392 392 384 380 398 385 393 387 389 39) 398 393.391 39! 395 393 382 394 399 409 417 427 44.7 478 487 448 S00 544586648 689647 660 
35 | 36.2392 392 368 388 392 395 393 392 386 395 389397 39540! 392 395 39! 385 392 395 398 390 426 43044246! 480465499 453253) 53) S34 

o: Z 62 480 48 5 

— > 
N23 JETTY 
Deck Elevation: 106.0! 
~ aa 2 2 


405 436 409 41) 436 46648 3 
27.7 275280 285 286 288 29) 293291 295 295 298 296 29930! 289 313333350 378398396 412 Ses og “ghesieeatacie 


453436 486 45944! 42! 474568 618 61460! ela 
267 260268 284 300305 304303 29830! 302 297 224306 294309325352 372 4.) 447472492 


x ‘ 
247 268 260 248 25.4750 233 239241 262261 252277 289303 32535037340! 438.475 sios21 "> 483 992973 96090856865! 693748758 rh 


BERTH | 700 ————___—.os75 0 GE CT GOS CTS HE TOE SE SE Bee 


216 243.237 23.7248 233 22.3 233240253261 270283 298 M6348 372 396 432 453487 522547 
' 
572598 69639669688 716 752792 835856 erie 


| 


G4 42 1S! 52 68 BO 192205 216226 236 260 27A 300 325 347 37) 404432458 48.952 7549 


LEGEND 


2 ELECTRICAL OUTLET. 


ie" # SHIPS SUPPLY WATER VALVES. 
GRAIN SPOUT 
*  BOLLARD 


IMPORTANT- SOUNDINGS SHOWN HEREON ARE INDICATIVE DEPTHS AT THE FACILITY 


ON THE DATE SHOWN BELOW 


NOTES 


VANCOUVER 


2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. No3 JETTY 
3 ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SION : ; 
(United Grain Grower) 
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|. ALL SOUNDINGS MADE IN MAY, 1967 TELEPHONE : 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. I,"@SHIPS' SUPPLY WATER VALVES 


3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. teeny LAPOI NTE P| ER & No 1 JETTY 
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NOTES 


|. ALL SOUNDINGS MADE IN AUGUST, 1967 VANCOUVER 
2.ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 


3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 


Ke ao 00 1209 a4 200 GOODWIN JOHNSON (1960) 


Frey Vu IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED BY OTHERS, LIMITED 
AND ARE NOT GUARANTEED BY THE NATIONAL HARBOURS BOARD 
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NOTES 


1. ALL SOUNDINGS MADE IN FEB 196! ,NOV. 1962 
2 ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE 
3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN 


too 80 60' 40 20 0 


IMPORTANT THESE SOUNDINGS HAVE BEEN SUPPLIED BY 
OTHERS, AND ARE NOT GUARANTEED BY THE 


NATIONAL HARBOURS BOARD. 
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TES 
|. ALL SOUNDINGS TAKEN IN NOV.I966,JUNE I967 
2. ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE 
3. ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIG 


IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED BY 


QTHERS AND ARE NOT GUARANTEED BY THE 
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LEGEND 
TELEPHONE 
1" SHIPS’ SUPPLY WATER VALVES 
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IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED BY 


FIRE EXTINGUISHER 
UGHT = QTHERS, AND ARE NOT GUARANTEED BY THE 
NATIONAL HARBOURS BOARD 


LIFE PRESERVER 
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© ELECTRICAL OUTLET 
® INTERNATIONAL FIRE HOSE 


NOTES Way “OX / % , VANCOUVER 


!, ALL SOUNDINGS MADE IN JUNE,I967. 
2.ALL SOUNDINGS ARE IN FEEf BELOW ZERO TIDE. 


3. ALL 1 ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. é -3 ; ke e ay ; CHEVRON CANADA LTD. 
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NOTES 


ALL SOUNDINGS MADE IN JULY, 1967. 
ALL SOUNDINGS ARE IN FEET BELOW 
ZERO TIDE 
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NOTES 


I. ALL. SOUNDINGS AS PER CANADIAN HYDROGRAPHIC CHART , 1957 
2 ALL SOUNDINGS ARE IN FEET BELOW ZERO TIDE. 
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3.ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED BY A PLUS SIGN. 
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IMPORTANT: THESE SOUNDINGS HAVE BEEN SUPPLIED 
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NOTES LEGEND 
1 ALL SOUNDINGS MADE IN AUGUST, I970 AND IN APRIL, 1972. : @® HYORANT 
2 ALL SOUNDINGS ARE IN FEET BELOW ZERO 1,0E * BOLLARD 
3 ALL ELEVATIONS ARE NEGATIVE UNLESS PRECEDED By A PLUS SIGN. LL LADOER 
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Wharf:- |-shaped wharf with 2 major berths 
a) Length of Western Berth — 370 feet 
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POLLUTION: A submersible oil boom has been installed enclosing 
the oil pier. Normally, the boom rests on the sea-bed, but when a 
needed it will be raised to the surface using compressed air. 

The oil boom and its system of anchorage will be damaged by 
vessels’ anchors. In order to ensure that the oil boom is operable 
at all times, and to avoid expensive repairs, which will be charged to 
the ship responsible for the damage, great care should be taken in — 
connection with manoeuvres along the Slagen pier, which will 
require the use of anchors. 

The drawing of the pier shows the position of the oil boom and the © 
anchorage system. Except for emergency situations, anchors should 
not be used within the shaded area. 

All manoeuvres to and from berths should be discussed with the — 
Harbour office (Slagen Harbour Radio, Channel 14). The Harbour 
Office will give you information regarding current strength and 
setting. 

Approach to Berth 2, and Berth 3 if Berth 2 is not occupied, is 
facilitated by the fendered sliding gront shown on the drawing. 7 
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Dan : Mooring-Diagram Tank-Vessels at South Pier Ras Tanura, Heading North. 


Approx. Min. Depths at Berths at 1.S.L.W Approximate Direction of Pier Maneuvering Drafts 


Berth Now .... 33.feet. “Berth No’ .... 33 feet 346 Degrees True Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered. 


The trim of the vessel should not exceed ten feet by the stern. 
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Mooring- Diagram Tank- Vessels at South Pier Ras Tanura, Heading North. 


Approx. Minimum Depths at Berths at 1.S.L.W. ge Approximate Direction of ‘Pier Maneuvering Drafts 
Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered. 


Berth No.2....33 feet Berth No.4.... 32 feet 346 Degrees True The trim of the vessel should not exceed ten feet by the stern. 
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Mooring-Diagram Tank-Vessels at North Pier Ras Tanura, Heading North 


Approx. Minimum Depths at Berths at |.S.L.W. Approximate Direction of Pier : ering Drafts 
Berth No. 6 48 feet ° Pilots require sufficient clean ballast for safe maneuverin 1 
rc g. The propellers should be covered. 
Berth No. 7 42 feet Berths Nos. 6 & 7 346 True The trim of the vessel should not exceed ten feet by the stern. 
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Mooring-Diagram Tank-Vessels at North Pier Ras Tanura, Heading North 


F Approx. Minimum Depths at Berths at .S.L.W. | ____ Approximate Direction of Pier =] Maneuvering Drafts 


Berths Nos. 8, 9 — 360° True 
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Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered. 
The trim of the vessel should not exceed ten feet by the stern. 
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Mooring-Diagram Tank-Vessels at North Pier Ras Tanura, Heading North 


| Approx. Minimum Depths at Berths at I.S.L.W. Approximate Direction of Pier ' Maneuvering Drafts 2 ‘ 
Berth No. 10 50 feet ° Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered. 
Berth No. 11 50 feet Berths Nos. 10 & 11-360 True The trim of the vessel should not exceed ten feet by the stern. 
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Approx. Minimum Depths at Berths at 1.S.L.W. 


Berth Noi12.......... 85 feet 
Berth No.14......... 85 feet 
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Mooring-Diagram Tank-Vessels at Sea Island No. 1 Ras Tanura, Heading North. 


Approx. Direction of Sea Island peer WS oo Minimum Maneuvering Drafts 


356 Degrees T *Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered. 
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Mooring-Diagram Tank-Vessels at Sea Islands No. 2 and 3 Ras Tanura, Heading North 


Approx. Min. Depths at Berths at |.S.L.W. Approx. Direction of Sea Island —_ Minimum Maneuvering Drafts 


Berth No.15....85 feet Berth No.17 .... 85 feet *Pilots require sufficient clean ballast for safe maneuvering. The propellers should be covered 
Berth No.16....85 feet Berth No.18 .... 85 feet 356 Degrees True The trim of the vessel should not exceed fifteen feet by the stern. 
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Mooring-Diagram Tank-Vessels at Sea Island No. 4 Ras Tanura Heading North 


Approx. ‘Min. Depths at Berths at 1.S.L.W. Approx. Direction of Sea Island fe etn Metreavating nant 


Berth No, 195.2. eres Se 85 feet 356 Degrees True Pilots require sufficient clean ballast for safe maneuvering. The propellers should ndt be covered. 
Berth NowO8 ene aeons 85 feet The trim of the'vessel should not exceed fifteen (15) feet by the stern. 
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Width of dock | Width at | Depth of water.on sill 
at Cope Entrance | ac MHWS |at MHWN 
ft m 


St. Andrew's Dock 


St Andrews Dock Extension 


King George Dock Number | 


River Prer (Alexandra Dock) 


King George Dock Number 2 


Salt Er 4 Jetty Number | 


Alexandra Dock Number | 4572 | 139 


7 Salt End Jetties 
Alexandra Dock Number 2 | 5049 : 


Salt End jetty Number 2 


Salt End Jetty Number 3 


No. 
William Wright Dock 


Riverside Quay 


Three slipways fitted with cradles 43m long (140’) to accommodate 
trawlers. 
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Accommodation 


Normal depth 
Water area of water 
in dock 

in | 


Length of 
operational 


quays 
acres[hectares| ft 


6751 { 20877 


Dep 
Entrance lock water 
Length Width 


th of 
on sill mop 


atMHWN 4LWwSs 


m fein 


©00+300| 182 9 
Eastern jetty ° 


274 woot; 


~ m ft in 
97 


Coaster] 9f 4 
Western jetty 


9534292, 2905 
Barge | g30 


Dry docks 


Two privately operate 


600 | 1829 | 


N.C.B. 


Immingham Bulk Terminal 


ae 


DOCK OFFICE 
Immingham, Lincs. 
Tel. Immingham 3441 
(STD:— 0469-2) 


ww! 


Sarnitting OveY 


N.W. Arm: 


pLine ~WW. ” 


i ECC SCOTEe 
S Terminal 
2 ae 


— oie 
RIVER HUMBER 


Fisons Ltd. 
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WOQONIM G3LINN 


IPSWICH 


> 
© 
2 
a 
rs 
2 
= 
Qa 
® 
2 


Tovells Wharf 
3 Electric Cranes 


Stoke Bridge 
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UNITED KINGDOM 


NNAT SONI 


LIVERPOOL 


Langton 
Graving Docks Carriers Dock 
Branch No. 3 Branch Dock 


a, Graving Dock Branch No 3 


| Ch 


Brocklebank 
Langton Dock. 
Dock 


lexandra 
Glepone\ a 
Dock 
Royal 


Kg Clarence Craving Docks 
Gy 
Seaforth 


ranch No. 2 
Branch No. 1 
rnby Dock 


’ Container re 
Terminal /Grain 
Terminal 
~s“A 


° 


° 
e 
<= 
o 
c 
£ 
[a 
A 


H 


Electric 
__, Power Station Princes Dock 
RIVER MERSEY 4 
Half Tide Dock ~_ East Waterloo Dock 


Stanley Dock 
Collingwood Doc! 
Salisbury Dock 


B+1 Trafalgar/Waterloo al 45 
Terminal 


Princes Half Pier Head 
Tide Dock 


Princes Landing Stage 
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LONDON [1] 


LONDON DOCKS (Closed) 


INDIA and 


me = MILLWALL DOCKS 
Eastern) eee es 


Is mee Sk 
EU, ater 


Dock 
min 


Lavender Dock 


—— Weey snoxoun ES 


Cherry Garden 
—iPien gs: 


SURREY COMMERCIAL 
DOCKS (Closed) 


ae 


1000 500 0 1000 2000 3000 4000 5000 


FEED 


“+. RIVER THAMES —~~ 
Greenock Reach 
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ROYAL VICTORIA & ALBERT and KING GEORGE V ae 


Hes | = be = 
Haire oe ey 
[SE es el 
j aa rs aE \. Thames House 
oyal Albert Dock : 
~“ 
SS 
Se 
“Ss 
6 
NA 
\ 
= \ 
Ss, 
IES 
be 5 

1) ~S 
| \\ 
\ \ 
i \\ 
{ \ 
: Ke ly Silvertown 

\ 
t \ es 
\ \ Se 


\ 
' 
| 
\ 
' 
' 
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UNITED KINGDOM 


LONDON [3] 


| 


TILBURY DOCKS 


@ 


TILBURY 
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RIVER FOYLE 


——_Berth 8 t 
== —_— 2000 metres 
Oncrete Wharf 


mT | 
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68P 


MANCHESTER 


miles from Eastham 


QUEEN ELIZABETH II 
ODOCK ....... 


on 
West Lay by 


Masting Crane Berth 


Bowater’s 
United Kingdom Pulp 
and Paper Mills Ltd 


ELLESMERE PORT 


Stuart Whart 


Associated Octel Co Ltd 
Esso Barge Wharf 


Stanlow Lay-by 
——— 


River Gowy 


5 Ince Coaster Berth ¥ 


i INCE Ince Oil Berth 
Ince Tying-up Berth 
7 


nce Power Staton 


8 Frodsham Punyweng Stanon 


9 FRODSHAM 
10 WESTON “““"; 
POINT DOCKS 
1.C.1. Mond Division 


Runcorn Lay by 
Fenton Dock 


‘2 RUNCORN DOCKS 


Bridgewater House 


miles to Manchester 


36 


id EASTHAM LOCKS 


STANLOW 
OIL DOCKS 


Weaver Sluices 


Weston Mersey Lock \Voll 
“terse, Lock 


Bridgewater Lock 
(Orsused) 


WIDNES 


1.C.1. Mond Division 


Runcorn Lay by 
1 2 Fenton Dock 


RUNCORN DOCKS 


Runcorn Widnes Bridge 
RUNCORN 
Bridgewater Cans! 


Gate Repa Shed 


Runcorn Development 
Corporations Berth 


\ Vyrnwy Subway 


Chester Road Suing Budge 


Northwich Road Swing Badge 


Knutsford Road Swing Badge 


Laichford Lower Lay by 


Latchford Upper Lay by 


Thelwall Ferry 


M6 Motorway 
THELWALL 


Warburton hugh Level Bdge 


River Boltin 


Cadishevd F erry 


WARBURTON 


Partington Ferry (Prvate) 
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Bridgewater Lock 
{(Disused) 


WIDNES 


youl Quay Lock Wall 


Old Ouaty Sang Braige 
1.C.1. (General 
Win) Wart Chemicals) Ltd 


Randles Shuces 
Moore Lane Lay by 


Moore Lane Swing Badge 
Acton Grange Wharf 
Du Pont Co (UK) Ltd 


Acton Grange Viaduct 


Warnngton Wharf 
Watton Lock 


20 Steps Lock 


Latchford High Level Bratge 


‘ere 
Se oa 
. 


oe » oe 


Latchford Viatuct 


WARRINGTON 
LATCHFORD LOCKS 


Thelwall Pumping Station 


Thelwall High Level Bridge 


River Mersey 


Rixton Junction 


Cadishead Viaduct 


PARTINGTON BASIN 


24 


WOGONIM G3LINN 


Partington Ferry (Private) 


CARRINGTON 
Petrochemicals Ltd 


Camngton Power Staton 


ao aT a 
o 
aoa Lor ad 

Item Lower Lay-by 


Inlam Upper Lay by 


2 Manchester 
30 Corporation Berth 
(Davyhulme Sewage Works) 


Barton Upper Lay-by 
M63 Motorway 


Barton Dock Estate 
Barton Power Station 


Bridgewater Canal 


‘Shell Mex and P 
Burner 
lesaco 


Lubneants Producers 


Barton Oil Berth 


URMSTON 


CPC (United Kingdom) Ltd 


33 
Procter and Gamble Ltd 
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Cadishead Viaduct 


PARTINGTON BASIN 


Irlam Ore Wharf 


Irlam Viaduct 


IRLAM LOCKS 


Irlam Forty 


Hulmes Bridge Farry 


BARTON LOCKS 
Barton High Level Bridge 


ECCLES 


Barton Road Swing Brcige 


Barton Swing Aqueduct 


lewell Park Lay by 


Irwell Park Wharf 


Eccles Oil Wharf 


Overhesd Pipetine 
Weaste Oil Wharf 
Berry Wiggins 


Weaste Coaling Crane Wharf 


Procter and Gamble Ltd 


TRAFFORD PARK 


Esso 
Mode Wheel Oil Wharf 


STRETFORD 


Aanchester 

Marine Ltd 

BOCM Ltd 
United Molasses Co Ltd 
Ranks, Hovis 
McDougall Ltd 


Tratiord Whart 


Morrell Mills and Co Ltd 
Spillers-French (Milling) Ltd 


35 


POMONA DOCKS 


Heavy Lift Berth 
(roll-on roll-off) 


36 MANCHESTER 


Overhead Pipeline 
Weaste Oil Wharf 
Berry Wiggins 


Weaste Coahng Crane Whart 


Weaste Lay by 


Weaste Wharf 
(Salford Corporation) 
Southern Oil Wharf 
(Kraft Foods Ltd) 


MODE WHEEL LOCKS 


Vere Street 
Consolidation Depot 


Salford Quay 


Container 
Terminal 


SALFORD 


Grain 
Elevator 


MANCHESTER 
DOCKS 


Trafford Road Swing Badge 


English and 
Scottish C.W.S. 


Colgate - Palmolive Ltd 
Spillers (Milling) Ltd 


SALFORD 


RIVER MEDWAY AND THE SWALE 


Sheerness Dock 
ISLE OF GRAIN 
SHEERNESS 
B.P. Refinery 


C.E.G. Power Station Se) 


5 
a) 
So gee yt Fe 


Kingsnorth Jetty pa Oakham Ness 


a. 


IN 
‘ Limehouse Reach 
GILLINGHAM 


ROCHESTER 


or 


Ms Wickham Reach 
J 


Aadd3HS JO 31S! 


CHATHAM 


 3Miles 


os Seve 


4000 Metres 


WOQONIM G3LINN 
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A; Dale Roads 


Dale ‘ G4 


Dale Pt. 


< 


Watwick Pt. 
West Blockhouse 


St. Ann's Head 


Mid Channel Rocks 
e 
Lighthouse 
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Gt. Castle Head 


Thorn Is. @& 


Stack Rock @ 


Milford Haven Conservancy Board 
Office and Signal Station 


ec; 


Hubberston Milford Docks 
Pt. 
CB 


~~~ 


~w 


TEXACO 


Waterston 


C\ 


ie 


b> et ee 
as 


er tte LL 


Pennar Gut 


MILFORD HAVEN 


3 MILES 


Bridge under 
construction 


— 492 


UNITED KINGDOM 


Accommodation 


Normal depth Length of Entrance lock Depth of water on sill 
Oden ape of water operational 
in dock quays = PIWE 


acres | hectares 


South Dock 


North Dock 


- 
Length oy 


5000 95280 FeBT (/ 41.8) 
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Timber Wharf jn 


Fuel Oil Berth Synthetic 


Rubber 
Berth 


Private Quays 


Private 
Quays 


< Bridge Keeper 
Timber Wharf Poole Pilots 


Marine Police 


Fuel Oil & 
Railway Wharf Coal Wharf 


= Town Quay 
Sand Wharf 


Yacht and Limited Cargo Berth 


Lifeboat Station 
Ship repair Yard z 
Wessex Wharf 


ence Grain Silo 
eveeseeveeve SSN 
Cargo Berth “soe s 


_ Coal Yard 


Fishermans Dock 
° ° . 
. : © Dolphin 
Dolphin Doi 
Yard Quay Ballast Quay speide 


Breakwater 
Bulwark Quay 


qanNVHO 31 


New Quay 


Continental Freight Ferry Terminal 


syed obeg je18U2D 


Roll on 
Roll off Basin 


© Stake 
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Dock and Harbour Master’s Office 


Puckey House, Port Talbot, Glam. 
‘el. Port Talbot 5171! 
(STD:-0639 6) 


Length of Harbour 
operational entrance 
quays 


WOQONIM G3.LINN 
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ROCHESTER 


CRESCENT SHIPPING 
SHIPYARD 


PHOENIX 


LIMEHOUSE WHARF: 
(MONIES) 
ACORN 
_SHIP YARD 


q 
Blue Boar ~ A 
Pier 


STANLEY'S 
WHARF 


GENERAL 


is 
POST OFFice 
metres 100 : 500 metnes + 
SSS 
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SHEERNESS 


Isle of Grain 


, B.P. Refinery 
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a 
2S 


8.5 Metre Channel 
to Open Sea 


les 


Reclamation Area 


~ 
~ Cee, 
Wy. 
S te, > 
~ orp. 
~ Ping, 

aes S; 

a 


Lappel Bank 


y vd ee ee ee ee eee ee cee ee 


/ 


Queenborough 


UNITED KINGDOM 


Industrial Areas 
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SHEERNESS 


N SHPPING & 
RONG 
FONTS DFFICES 


giver THAMES 


TEEN, Ss 
ins, OF FICE 
Se ROOM 


RES’ privat CAR PAF 


| 


WCE 
SERTTING WASTER? wanerOAt 8 wan OFF 


OFFICE @ 
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667 


MEDWAY PORT 

OPERATIONS 
& INFORMATION 
CENTRE 


LINK SPAN 


© 


@ BERTH Nes 
mrwmr= DOCK SECURITY BOUNDARY 


eccceee FERRY TERMINAL 
SECURITY BOUNDARY 


MARINE SERVICES 
GUNWHARF DEPOT 


——_— 


POINT 
FORT 


GARRISON 


‘UN-ACCOMPANIED VEHICLE 
PARK 


TRANSIT SHED 


H.M. CUSTOMS 
& EXCISE 


‘ACCOMPANIED VEHICLE 
PARK 
TERMINAL _, 08 
BUILOING °° 


HM. CUSTOMS ria A 
EXCISE and 
IMMIGRATION 
OFFICES 
e 


FERRY 
OFFICES 


ie 


20 


SCALE IN YARDS 


SHEERNESS 
FERRY TERMINAL 


SHIPPING & FORWARDING 
AGENTS OFFICES 
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a Me ee ae 
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River Adur ~~~, 


i a ass 
——— — " a 
~~ ee eee ae eee 
—_— 
A—-—— io 


bee “te SHOREHAM [1] 
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LOS 


Zz RIVER ADUR _ 


Kingston Railway Wharf 


wee eos aay 
Fle ee 
_~_— 


_— 


_—_——— eo  - 


Sussex Wharf 
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— Outer Lay-by Wharf. — 


WOQONIM G3LINN 


Shipbuilding ae =a Pace 


Landing Stag® a 


_—_—o a _ | 


Shoreham Harbour - aie gt Sey POOR Le COO 
eeew _ 


ee SS The Canal~—~ 
~ SOUTHWARD 


Wharf 


Albion Wharf Dry 


: Power Station 


Friges Phe LORY 


SHOREHAM [3] 
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A aT a a SS ee eC TS I 5 AT I OE i 


a a eee a = 


aoe F SILLOTH 


SOLWAY FIRTH 


504 


“Reproduced by kind permission of the Port Authority”. 


Cable Ship Berth 


Western Dock 


(Reclaimed Land) 


Ocean Dock 


Test Quays 


Roll on/Roll 
off Terminal 


Nominal dredged 
depth at eso Length of quays 
ase water 


Itchen Quays 


Princess Alexandra Dock 


WOGONIY G3LINN 
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5000 95280 FEET {i ie) 
! 


500 1000 1500 1609-3 Mts. 


SOUTHAMPTON (2) 


/ Sa/ ie 
/ Roll on/Rolloff 
Terminal 
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UNITED KINGDOM 


490q ebieg 


ga 


eal 


Zs 


~ 
1S31 y3A1y 


[€] NOLdWVHLNOS 


= 


STORNOWAY, Isle of Lewis 

Lat. 58 11%’ North 

Long 6 22’ West 

Daily Air Services & Car Ferries 
Coal, Oil Water, 

Engineering, Radar & Decca Repairs 
Ship's Stores 

Slipway 750 tons displacement 

Pilot available but not compulsory 
Harbour easy to enter at any state of tide 
V.H.F. Channels 16 & 12. 


Extts 


° BT ered A & 
ELR. Se 


e FL.W. 
10secs. 
13 mis. 


STORNOWAY 
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Roker Lighthouse 


® 
3) 
= 
o 
oa 
7] 
= 
Ww 
. 
3 
° 
ze} 
i 
i] 
< 


P ae 


ays 


Light Column 


& \ 
eg— Entrance \\ 
5 \ 


565' x 75 x 27'-4" hs 
at M.H.W.S. 

675" x 87'-6" x 27'-4" 

at M.H.W.S. 


600 800 metres 
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Sooo = 6280 FEAT (1041.4) 


1000 1500 ETRE® 


lang Man) amet son 


\ 
\O ie 


om] 
Dock Office 


Slipway 


eS 


\ 


\ 


\ 


Pilot House S 


Slipway 


Car Ferry 
Terminal 


J Link Bridge | 


Roll on/Roll off Terminal 


——=——SWANSEA BAY-*-=—— 


Normal depth of 
water in dock 


Entrance lock 
Length Width 


Depth of water on sill 
at MHWN at MHWS 
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UNITED KINGDOM 


FONVYLNS YNOEHYVH JO NV 1d 


([LANAL 


sie} 4 ay 


W3S HLHON fe | suappiW 49819 Sie 


SG13!IHS HLYON 


Jarrow Slake 


TYNE [2] 


PLAN OF DOCKS SHOWING 
PRINCIPAL FEATURES 


” 
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Percy Main 


South Shields 


3000 Ft. 


512 


els 


TYNE [3] 


PLAN SHOWING NEWCASTLE QUAY. 
NORTH SHIELDS FISH QUAY, 


NEWCASTLE Upon TYNE 


GATESHEAD 


NORTH SHIELDS 
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WOQONIM G3LINN 


NORTH PIER 


CASTLE 


TYNEMOUTH 


SWAN HUNTER fa] 
SHIPREPAIRERS TYNE 
LTD. 


SHIELDS ENGINEERING DEPT 


NORTH SHIELDS 


NORTHERN / 
Gas BOARD! 


SOUTH PIER 


TYNE PILOTAGE AUTHORITY 


TYNE DOCK 
ENGINEERING CO. LTD 


SMITH & CO. 
O (so. sHIELDS) LTD. 
MIDDLE DOCKS & 
ENGINEERING CO. LTD. 
2 SWAN HUNTER 
SHIPBUILDERS 
O LTD. REDHEAD YARD 


_ Se et ee tony 
F 


ACTORY 


TYNE DOCK 


Wm PRESS PRODUCTION 
SYSTEMS LTD 

ASSOCIATED LEAD 

MANUFACTURERS LTD 


NORTHERN 09 
GAS BOARD 


WILLINGTON QUAY 


J&E. 
HALL LTD, 


CLELANDS SHIPBUILDING 
CO. LTD. = 


WALLSEND SLIPWAY 

& ENG. CO. LTD. 
WILLIAMS BROS. & 
CHARLTON LESLIE 


METNOR LTD. 


BRITISH SHIP J 
RESEARCH ASSOC. 


WALLSEND 


SWAN HUNTER 
SHIPBUILDERS LTD. 
WALLSEND YARD oO 


BRITISH GLUES & CHEMICALS LTD.L) 
LOW WALKER 
T. B. PEARSON & SONS LTD. 


JARROW 


BRITISH STEEL CORPORATION 
BRITISH ARC WELDING CO. LTD‘ 
FOSTER, BLACKETT & JAMES LTD. 


JARROW STAITH oO 


MUNCH MANUFACTURING (U.K.) LTD 


SWAN HUNTER SHIPBUILDERS LTD. 
HEBBURN SHIPBUILDING DOCK 


HEBBURN 


PY ROTENAX 0 
ty Me oe 


GEORGE “a 


(ANcus 
& CO. LTD. iG 


© 


PELAW MAIN 


Vw 
TYNE TANKER 
\_ CLEANING CO. 


ESSO PETROLEUM Oy OIL 


CO. LTD. one) Re 


ENTRANCE TYNE TUNNEL 
HOWDON YARD 
Wm PRESS PRODUCTION 
SYSTEMS LTD. 


ASSOCIATED LEAD 
MANUFACTURERS LTD. 


norTHERN 2O J. & €. 
GAS BOARD HALL LTD, 
WILLINGTON QUAY 


CLELANDS SHIPBUILDING 
co. LTD. 


‘\ 
| 
| 
| 


SUTHERLAND 
QUAY 


BO SHELL-MEX 
O &BP. LTD. 


JARROW 


BRITISH STEEL CORPORATION 
BRITISH ARC WELDING CO. LTD: 


FOSTER, BLACKETT & JAMES LTD. 
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WALKER LLOYDS BRITISH TESTING 
COND: oO 


SWAN HUNTER SHIPBUILDERS LTD. 
WALKER YARD. 


ST. ANTHONY'S 


DONKIN & CO. LTD. s;awTHORN LESLIE 
O (ENGINEERS) LTD. 


© Gruss 
a PARSONS 
C. A. PARSONS Dp 
& CO. LTD. oO 


ST. PETER’S 


Q 


SPILLERS TYNE MILL 
DUNLOP-ANGUS HOSE GROUP 


THOMAS NESS LTD. 


R. B. HARRISON 
& SONS LTD. 


THE MARCONI LTO. 
C.W.S. LTD. 


BILL QUAY 


FRIARS GOOSE 


TYNE MAIN 


TYNE (1) 
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LG 


ra] 
FELLING 


NEWALLS INSUL. STEETLEY MANUFACTURING LTD. 
co.LTD oO DENNIFF DIVISION 


0 BRITISH ROPES 
LTD. 1) 
BERGER CHEMICALS | g 


RHM FLOUR 
MILLS LTD 
SOUTH A.1 


GATESHEAD 


< L 
NEWCASTLE E. W. YOUNGER STORAGE CO. LTD. 
UPON TYNE 


oO BRETT'S OIL & GREASE CO. LTD 
HEAD OFFICE 
PORT OF TYNE 
AUTHORITY 


ASSOCIATED LEAD O P 
MANUFACTURERS LTD O NORTHERN GAS BOARD 


NORTHERN GAS BOARD oO 
OQ REDHEUGH IRON 
O& STEEL CO. LTD 


DUNSTON 
SPILLERS FRENCH ~ 
HOLDINGS LTD 


ELSWICK se TAYLOR, PALLISTER 
Se fF? & CO. LTD. 


VICKERS LIMITED CLAYTON & DAVIE LTD 
ENGINEERING GROUP 
CEG.B. 


DUNSTON POWER STATION 


E. J. JOBLING-PURSER CO. LTD. Oj 


WEST DUNSTON 
MICHELL BEARINGS LTD [] ——_—_—_—_—_—_—- 


SOUTH BENWELL 


VICKERS LIMITED 
=NGINEERING GROUP 


RAINE & CO. LTD. 


SCOTSWOOD 
SCO fSWOOD BRIDGE DERWENTHAUGH 
rw OD wW. GALLOWAY & CO. LTD. 


E. J. JOBLING-PURSER CO es 


MICHELL BEARINGS LTD. oOo 


SOUTH BENWELL 


VICKERS LIMITED 
ENGINEERING GROUP 


SCOTSWOOD 
SCOTSWOOD BRIDGE 


DARLINGTON INSULATION 
co. LTD. 


anstoS 
LemincTon [// ANO nS 


LAKES 


WEST DUNSTON 


RAINE & CO. LTD 


DERWENTHAUGH 


W. GALLOWAY & CO. LTD. 

W. D. MARK & SONS 

VALLEY PLASTICS COATERS LTD. 
J. LYONS & CO. 


(1 Ww. HARRIMAN & CO. LTD. 
SMEDLEYS LTD. 


CORPORATION LTD. |=; BLAYDON 
GREENSIDE SAND & C.E.G.B. : aT a 


GRAVEL co. LTO.) QUAY 


LEMINGTON GLASS 
WORKS LTD. C.E.G.B. 


STELLA NORTH 


POWER STATION 


NEWBURN 


HEDDON-ON-THE-WALL 


BOUNDARY STONE 


C.E.G.B. 
STELLA SOUTH POWER STATION 


STELLA 


TYNE [2] 


rh ee Eg Ry ss eRe er a a ry FR 
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Washington 
Sailing 
Marina 


ALEXANDRIA 


oO 
< 
= 
2) 
a 
.e) 
a 
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Lis 


Ebb 


ag ee | 
Flood 8 Bes 40 Dredging 
ok Terminal No3 35 
a a 


Existing Berths A aie 


of BISSSOSTIES SSS 
ee: ae 370 CIA 349, SSNS 
Terminal Nol F3 Terminal No 2 <fS ee. <} 
SST SS SSOS SN 
ESSOTSOSSSS \ cs 
at es aaj eae ee. SSSPSS S ure aes 
e208 Ss Bt Dy q ww ae 
PSST SOY aes 
| Existing Fill 
A Lt KS <S ad A a 4 A é 
oF! A A os a - Future Yard 
Aerts SE SS SSK art 
Ox J f 
SKS AS eerule cS Fill Yard N 
AAAS eee! ESAS SACS SH 
SSE SSS SSSY I 
SOAS ae 
DATOS sees: 
OX OF aS oS 
SSSSSSES 2 


RSS Phase | Completion November 1974 


yy pare Completion 1976-77 
Phase III 

LA existing top of slope 

4 | Proposed top of slope 


v's'n 
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General Cargo@® Container Cargo@ Dry Bulk® Petroleum@ 


MARINE TERMINALS 


Canton Railroad Marine Terminal 
Clinton Street Marine Terminal 
Dundalk Marine Terminal 


Hawkins Point Terminal 


AN 


" Locust Point Marine Terminal 
Fort McHenry 


@ 
a 


ns, 
. 


Port Covington Terminal — 
Western Maryland Railway 


~ 


Rukert Terminals Corp. 
Sea Girt Terminal — Canton Co. 


The Terminal Corp. 


ry 


Curtis Bay 


Fort Carroll 


BALTIMORE 


PATAPSCO RIVER 


518 
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61S 


Container Area 


Container Area 


CHARLESTON [1] 


COLUMBUS STREET TERMINAL 


——_— = = 
_— 


—-_— —| 
_ 
-— 
—_—_ 
— 
— 
_— 


i ae 


Container Area Open Storage 


Warehouse 


Transit Shed Transit Shed Transit Shed 
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Kholmsk 

Kiel 

Kiel Canal 

Kiire 

King's Lynn 

Kin Wan 

Klaipeda 

Kobe 

Kobe & Osaka Area 
Kobe (Port Island) 


265-269 
81 
40-42 
475-476 
417-418 


aa 
162 
176-177 
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Koge 

Kota Kinabalu 
Kralendijk 
Kudat 

Kunak 


Lahad Datu 
Landskrona 
La Pallice 
La Plata 

La Rochelle 
Larvik 

La Skhirra 
Launceston 
Lavera 

Le Havre 
Leningrad 


Libreville, see D'Owedo 


Limerick 
Lisbon 
Liverpool 
Livorno 
London 
Londonderry 
Long Beach 
Longview 
Los Angeles 
Lubeck 
Lyttelton 


Maaloy 

Mackay 

Madryn 

Malaga 

Malmo 
Manchester 
Manila (Rosario) 
Mantyluoto 
Maracaibo Lake 
Mar del Plata 


- Marmolik 


Marsa Al Hariga 
Marseilles District 
Marseilles 
Matarani 
Medway 
Melbourne 
Milazzo 

Milford Haven 
Milwaukee 
Mina-al-Fahal 
Mina Qaboos 
Mina Saud 

Mina Zayed 
Misumi 

Mobile 
Mocamedes 
Mombasa 
Montego Bay 
Montevideo 
Montoir 
Montreal 
Morehead City 
Mormugao 
Mossel Bay 
Motril 

Mount Maunganui 
Mourilyan 


596 


377-378 
484 
270-271 


Murmansk 450 
N 
Nakhodka 450 
Nampo 296 
Nantes 212 
Naples 273 
Nawiliwili 556 
Nelson 344 
New Mangalore 247 
New Orleans 554-555 
New Plymouth 345 
Newport, Gwent 493 
Newport News (also see Hampton 
Roads) 531 
New Westminster 98 
New York 557 
Norfolk (see Hampton Roads 
District) 532-535 
Northvilie (see Riverhead) 570 
Norrkoping 424-425 
Norrsundet 426 
Noumea 340 
Novorossiisk 451 
° 
Oakland 558-559 
Odense 165 
Odessa 451 
Ogdensburg 560 
Oranjestad 337 
Oskarshamn 427 
Ostend 82 
Oulu 182-183 
Oxelsund 428 
P 
Paita 370 
Panama Canal 363 
Panama Canal (Pilot Shelter) 364 
Panama City 561 
Papeete 395 
Para, see Belem 83 
Parana & Uruguay, Ports of the 
Rivers 5 
Pargas 185 
Pascagoula 562 
Pasajes 409 
Penang 314 
Pennington Terminal 353 
Persian Gulf 4 
Philadelphia 563-568 
Piraeus 234 
Point Tupper (Gulf Oil Terminal) 99 
Ponta Delgada 73-74 
Poole 494 
Pori 180-181 
Port Alberni 100 
Port Alma, see Rockhampton 61 
Port Elizabeth 401 
Port Kelang 315-316 
Port Kembla 57 
Port Lincoln 58 
Port Louis 322 
Port-of-Spain 
Port Pirie 59 
Port Rashid 462 
Port St. Louis du Rhone 206 
Port Talbot 495 
Portland, Australia 60 


Poti 

Puerto Deseado 
Puerto la Cruz 
Puerto Ordaz 


Quebec 
Quequen 
Quiliano Terminal 


Ramallo 
Ras Tanura 
Rautaruukki 
Reni 
Richmond 
Riga 
Rio de Janerio (Petrobras 
Terminal) 
Riverhead 
Rochester 
Rockhampton 


Rodney Terminal, see Saint John 


Ronne 

Ronneby 

Rosario, Argentina 
Rosario, Phillipines 


Rotterdam/Europoort 
Rouen 

Ss 
Sacramento 


Saimaa Canal 

Saint John, N.B. 

St. Lawrence Seaway 
St. Nazaire 

St. Nicholas, Aruba 
St. Pierre and Miquelon 
Sakai : 
Salaverry 

Sandakan 

Sandakan (New Port) 
San Diego 

San Francisco 

San Juan, Peru 

San Lorenzo & San Martin 
San Martin, Peru 

San Nicolas, Argentina 
San Nicolas, Peru 
San Pedro, Argentina 
Santa Fe 

Santa Maria 

Santa Marta 

Santos 

Seattle 

Semporna 

Senboku 

Sept Iles 

Seria 

Sete 

Shannon Estuary 
Sheerness 
Shimonoseki 
Shoreham 

Sidon 

Silloth 

Sitra Anchorage 

Sitra 

Slagen 

Sochi 


452 


570 


104 

166 

429 

15 
375-376 
329 
213-214 


574-575 
319 

289 
105-109 
90 

216 

174 
497-499 
290-291 
500-503 


Soderhamn 430 
Solvesborg 431 
Sorong 255 
Southampton 505-507 
Stockholm 432-435 
Stornoway 508 
Sukhumi 454 
Sunderland 509 
Suva 175 
Svendborg 167 
Swansea 510 
Sydney 62 
T 
Takoradi 232 
Tallinn 454 
Tangier 324 
Tanjung Priok 256 
Tarbert Island 173 
Tawau 320 
Tema 233 
Terneuzen 332-333 
Thessaloniki 235 
Thevenard 63 
Thursday Island (Port Kennedy) 64 
Timaru 346 


Tokyo 292 
Toledo 576-578 
Toronto 110 
Townsville 65 
Tramandai (Admirante Soares Dutra 
Terminal) 89 
Tranmere, see Birkenhead 468 
Trieste 275 
Tuapse 455 
Tyne 511-515 
U 
Umea 436 
Umm Said 380-381 
Urangan 66 
Ushuaia 20 
Vv 
Vaasa 186 
Vallvik, see Soderham 430 
Vancouver 111-150 
Varberg 437 
Vejle 168 
Ventspils 455 
Vigo 411-412 
Villa Constitucion 20 
Villa Romallo 14 


Visby 
Vordingborg 
Vyborg 


Wallaroo 
Wallhamm 
Walvis Bay 
Weipa 
Wellington 
Westernport 
Whyalla 
Wilhelmshaven 
Willemstad 


Wilmington, N.C. 


Wyndham 


Yali 

Yalta 
Yokohama 
Yosu 
Ystad 


Zarate 
Zhdanov 
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Australia 


PORT HEDLAND, WEST AUSTRALIA 


SHIPMASTER'S REPORT 


APPROACHES: Proceeding from Kobe, the vessel passed 10 
miles East of Ilmperieuse Reef L.H. thence to position 7 miles North 
of Bedout Island L.H. From there the track printed on the Australian 
charts was followed until the Sea buoys were picked up. From 
Bedout Is. the Decca was found to be fairly reliable improving as 
we neared the land. 

The buoyage system is as follows: 


Name or No. 
of Buoy Position Type Inwards Pass 

Cornelisse 20° 02’ 10" S Conical Stbd. Hand 

Shoal Buoy 118° 22’ 51° E GP.FI.(3) 9 sec. 

Ct 19° 59’ 58" S Conical Stbd. Hand 
118° 25’ 45" E FI.3 sec. 

C2 20° 02’ 24” S Can Port Hand 
118° 25’ 07" E FI.R.ev.5 sec. 

C.3 20° 04’ 36” S Can. Port Hand 
118° 25’ 32” E Gp.FI.R (4) 

ev. 12 sec. 

C.4 20° 06’ 33” S Conical Stbd. Hand 
118° 28’ 02” E FI.2.5 sec. 

C8 20° 10’ 29" S Can Port Hand 
118° 30’ 36” FI.R.5 sec. 

C.6 20° 11’ 32” S Sarus Tower Port Hand 
118° 31° 11" E FI.R. 10 sec. 


Charts L (D4) Aus. 53 and L (D4) Aus. 739 are Decca lattice charts. 

The most conspicuous land object, by daylight, ashore is the 
crushing plant of Mt. Newman Mining Co. This plant is an oblong 
shape, about 47-24 metres high (above sea level) situated 095 degrees 
true < 1,383 metres from the Shipping Control Tower in Lat. 20° 19’S., 
Long. 118° 34’ 50” E. 

Cooke Pt. Lt. is exhibited from position Lat. 20°18’ 16” S., Long. 
118° 37’ 52” E., Gp.Fl.(3) ev. 15 sec. 37 metres high. Visible for 17 miles. 

Port Hedland is entered between Airey Pt. (Lat. 20° 18’S., Long. 
118° 35’ E.) and Hunt Pt. 3} cables N.N.W. It has a dredged 
channel with a depth of 12-8 metres below datum, a turning basin 
with a depth of 8:8 metres below datum. The channel extends for 
73 miles to seaward from the turning basin and is well marked by 
buoys. The limits of the port are defined as; ‘‘all that piece of water 
within a radius of 10 miles off Hunt Pt. Beacon (No. 29). "Numerous 
shoals exist either side of the approach channel. 

At the entrance to Newman Channel is No. 8 buoy, (No. 7 buoy is 
now non-existent). A pair of Beacons No. 9 and No. 10 showing 
red and green lights respectively also mark the entrance to the 
channel. The Pilot boards in this vicinity. 

Cornelisse Buoy is fitted with a radar reflector and marks 
“Cornelisse Shoal’, has been known to shift from its position and 
should be passed well to the Eastward. 

The buoy known as “Spoil Ground Buoy" is in a position 357 
degrees true, 5-4 miles from Finucane Is. Water Tower and in con- 
junction with No. 6 buoy marks the Southern end of the anchorage. 
Vessels should anchor North of the line joining these two buoys. 
The bottom is sandy, but the holding ground reported good. 

Vessels should call Broome Radio for emergency Notices to 
Mariners affecting Port Hedland approaches. 

Vessels inward bound may encounter vessels outward bound 
displaying signals for deep drafted vessels, showing that they must 
keep to the buoyed tracks. 

PILOTAGE: Under the control of the Harbour Master and is 
compulsory for all overseas vessels and Australian vessels over 
6,500 g.r.t. Pilots board either by helicopter or Pilot boat. 

There are well defined instructions for ships embarking pilots by 
helicopter by day or night, however, the Pilot said that our ship was 
unsuitable for this operation owing to our corrugated hatch tops. 

Boarding by boat, the Pilot requires a good lee at all times. 
Anchored vessels taking a pilot should get underway before the 
pilot boards. Pilot ladders should be clean and properly constructed, 
fitted with spreaders to prevent turning and spacing pieces to 
maintain treads in a horizontal position. Manropes of 3 in. manilla 
should be rigged each side of the ladder and the full length thereof. 

In addition to the cleanliness of the pilot ladder on arrival, the 
gangway or accommodation ladder must be washed down after 
completion of loading, before the Pilot boards for departure. 

Unless the ladder is satisfactorily washed down and free of ore 
dust, Pilot may refuse to board with resulting loss of time and 
expense until the ladder is washed down to Pilot's satisfaction. 
Failure by Masters to comply with these requirements in the past 
in Australian ports has resulted in delays and off-hire situations in 
the case of time-chartered vessels, heavy fines for the Master plus 
court costs and substantial compensation for the injured against 
the owners. 

A boat rope is not required at this port. 

Keel clearance: Official scale of keel clearance for vessels up to 
12:3 metres draft is: 1:0 metre clearance inside the harbour. 1-2 
metres clearance outside the harbour. 

TUGS: Five tugs each of 2,400 h.p. are available, plus two small 
tugs of about 350 h.p. Line running boats and ferries are also 
available. 

BERTHING: Due to the tidal range and strength of current, ships 
over 10,000 dwt do not sail on the ebb tide. When the tidal range is 
more than 19 ft., no ships sail on the ebb. Vessels usually berth 
close to low or high slack water. 


Vessels bound for Port Hedland should advise the Harbour Master 
48 hours and 24 hours before their arrival, indicating their draft fore 
and aft and last port. A continuous watch is kept in the Port Shipping 
Control tower, on VHF, and vessels should call “Port Hedland 
Harbour" on Channel 16 2 hours before arrival at anchorage confirm- 
ing their ETA, in order that they may be kept acquainted with berthing 
instructions and the movement of other vessels. 

No ship may enter the dredged channel or depart from any berth 
without permission from Port Control. 

There are six berths situated within the inner harbour as follows: 

Goldsworthy pier: This is situated on the Western side of the 
harbour on Finucane Island and lies S.W. of Hunt Pt. Beacon 
(No. 29). The face of the jetty extends over 177 metres and lies in the 
line 017-197 degrees true, it consists of six breasting dolphins, each 
of which has a Firestone Burleigh floating fender unit. There are 
two dolphins ahead and astern of the jetty, set back from the jetty 
face, for mooring, they have no fenders. 

Distance from No. 1 dolphin (North) to the No. 10 dolphin (South) 
is 378 metres and the dredged mooring basin is 366 metres long, 
61 metres wide and has a depth of 15°85 metres below datum. The 
shiploader has an overall length of travel of 180 metres and a 
maximum capacity of 4,500 tph. 

Fresh water and fuel are not available at this berth. 

Vessels will normally berth port side to, heading out to sea. 
Accommodation ladder should be rigged before berthing on the 
off-shore side, as gangways are not acceptable on the jetty. The 
accommodation ladder may be used by quarantine officials for 
boarding vessel berths. 

The height of the shiploader underside in the raised position 
above chart datum is 23:1 metres. The loader is not completely 
retractable behind the berth face, but retracts to a position 0:84 
metres behind the fender line. 

No. 1 berth: Being reconstructed and available early 1974. This 
landbacked berth will lie in a 350-170 degree direction and have a 
length of 213 metres with a mooring dophin 58 metres from the 
North end. Depth alongside is 12:2 metres. For dry and general 
cargo. Oil fuel, fresh water and telephone will be available at this 
berth. 

No. 2 berth: A wooden jetty, 121 metres long with depths alongside 
of 6:7 metres so not likely to be used by Bulkers. 

No. 3 berth: |Is situated to the South of Mangrove Pt. and is 
constructed of steel piles with a steel and concrete decking. The 
wharf runs in a 117-297 degree true direction for a distance of 
183 metres with dolphins 46 metres ahead and astern to facilitate 
mooring. There is a mooring basin alongside the berth and dolphins. 
The full length of the wharf is protected by a “Raykin” fender system. 
Depth alongside is 12:2 metres. A mechanical bulk loading facility 
is operated by the Leslie Salt Co. on this wharf. The loader has a 
capacity of 1500 tph. 

Mount Newman piers A and B: These two berths form a continuous 
line running in a 117-297 degree true direction from a position 
immediately South of No. 3 berth towards Nelson Pt. Pier A is the 
Northward berth and extends for a distance of 305 metres, the depth 
alongside being 18:29 metres. Pier B the Southward berth has a 
oan of 353 metres and is dredged to a depth of 17:07 metres below 

atum, 

The two shiploaders are completely retractable and have an 
average capacity of 6,000 tph. each. Loader No. 1 at B berth has a 
boom reach of 28 metres from the wharf face and the height of the 
underside of the loader is 23:5 metres above datum. Loader No. 2. 
at A berth, has aboom reach of 29:6 metres and a height above datum 
of 26:5 metres. Vessels will normally swing on entry and berth 
starboard side to on these berths. Starboard gangways should be 
rigged prior to arrival so that no time is lost in the boarding of 
Quarantine and Customs officials on berthing. 

The whole length of the berth is protected by “Raykin"” fender 
system. No bunkers available at these berths. 

STOWAGE FACTORS: Based on mostrecent experience stowage 
factors of iron ore cargoes loaded at Port Hedland are as follows, 
per ton of 2,240 lb.; Lump ore, approx. 15 cu. ft., Fines, approx. 13 
cu. ft. However these factors sometimes vary from cargo to cargo, 
it is recommended that Masters check with loading agents for each 
shipment. 

ANCHORING AFTER SAILING: If the Master wishes to anchor 
outside prior to proceeding to sea, he must advise the Pilot when 
leaving the berth and the Pilot will advise suitable anchorage. The 
Master will advise the Pilot estimated time of departure in order 
that this may be reported to Port Control. 

DELAYS: Delays of port operations, including delays of other 
vessels waiting for berths, caused by a vessel which for any reason 
is not prepared and able to move from the berth when so ordered, 
are chargeable to the vessel which causes such delays. 

STORES: Ship Providores, Elder Smith Goldsborough Mort Ltd. 
of Port Hedland, were able to provide a varied and comprehensive 
service, particularly in catering stores. Despite the fact that most 
foodstuffs had to come 1,000 miles from Perth, this firm have large 
storage and refrigeration facilities in Port Hedland and have no 
difficulty in satisfying most ships requirements, particularly dry 
stores and refrigerated meats and fish. The only difficulty is with 
Muslim killed meats, in order to fulfil any orders for this commodity 
they require seven day's notice, as the meat has to be ordered from 
Perth. All other stores can be ordered after berthing. 

FRESH WATER/FUEL: Fresh water is available at normal rates of 
35 tph. and bunkers can be obtained at rates of 100 tph. 


Brazil 


SANTANA. (Including information on Barra Norte do 
Amazonas.) 


SHIPMASTER'S REPORT 


COURSES: Recommended by Santana Port Superintendent to 
enter Barra Norte: 


01° 30’ N., 49° 44’ W. to 01° 15.5’ N., 49° 34:77 W. = 254°--074° 
01° 15.5’ N., 49° 34:7’ W. to 01° 10.3’ N., 49° 37° W. 204°-024° 
01° 10.3’ N., 49° 37’ W. to 01’ 05’ N., 49° 43.5’ W. 231°-051° 
01° 05’ N., 49° 43.5’ W. to 01° 01’ N., 49° 44.6’ W. 195°-015° 
01° 01’ N., 49° 44.6’ W. to 00° 45’ N., 50° 03.5’ W. 230°-050° Off 
Ponta Ceu 
Courses on river agreed by Port Superintendent : 
Recommended 
Position course 

00° 45’ N., 50° 03.5’ W. 257° 

00° 40.9’ N., 50° 22.7’ W. 222° 

00° 36.8’ N., 50° 26.2’ W. 185° 

00° 26.4’ N., 50° 27.1’ W. 204° 

00° 20.5’ N., 50° 29.8’ W. 233° 

00° 17.0’ N., 50° 34.3’ W. 242° 

00° 10.8’ N., 50° 45.7’ W. 260° 


00° 09.3’ N., 50° 54.3’ W. 228° 


00° 04.4’ N., 50° 59.5’ W. 211° 
00° 02.0’ S., 51° 03.4’ W. 227° 
00° 03.1’ S., 51° 04.6’ W. 242° 
00° 03.7’ S., 51° 05.7’ W. 275° into 


Santana River 

Buoy No. 1 (Barra Norte Buoy) found to be in 01° 03’ N., 49° 45.2’ W, 
Buoy No. 2 found to be in 00° 55-08’ N., 49° 49.93’ W. Racon will be 
operating soon. 

DOCUMENTS: 

5 Crew Lists. 

3 Vaccination Lists. 

3 Stores Lists - Deck, Engine and Provisions. 

Health Declaration. 

Passenger, or nil-Passenger List, indicating vessel in ballast. 
ANCHORAGES: Any location in Santana River. This vessel 
anchored 0:5 miles to West of Jetty, depth varying from 126 to 160 ft. 
under the keel depending on state of the tide. The vessel held well 
without dragging with five shackles in the water. If necessary to 
anchor in the main river, recommended to anchor outside the main 
channels in order to avoid the main current. 

HEALTH: Officials board at the anchorage. Accommodation 
ladder required. Doctor, Agent and representative of Federal Police 
(Immigration). Doctor attends to quarantine clearance, and will 
also attend to sick crewmembers and arrange any necessary 
vaccinations for smallpox or yellow fever. 

BERTHING: Density of water at berth 995. Loading rate 650 tons 
per hour. This vessel loaded 14,637 long tons in 29 hours 30 minutes, 
but 4 hours were lost in shifting up and down the berth, and 3 hours 
for meal breaks. 

RADIO: Radio Officer's Report: Notes for the guidance of ships 
calling at Santana, Macapa Territory, Brazil. 

There are many possible ways of obtaining communication with 
Santana, however it is suggested that the three most probable ways 
are: 

(1) Through the United States using station WSL (Amagansett) 
or station WCC (Chatham). This is the most expensive way and 
also difficulty was experienced in maintaining schedules when 
approaching the Brazilian Coast due to the great distance involved. 
If this method is used the telegram must be addressed to ICOMI, 
Santana, Macapa, Brazil, otherwise delay in delivery may be experi- 
enced as there are at least five other Santana's in Brazil. 

One major point in favour of using this method is that communica- 
tion with the USA is possible from European Waters. All information 
regarding frequencies, schedules, etc., is contained in Admiralty 
List of Radio Signals, Volume One. 

(2) Using station PPR (Rio de Janeiro). Depending on propagation 
conditions it should be possible to maintain schedules with this 
station from about 4-5 days out from the Amazon Mouth. This is the 
only Brazilian station with HF capability and it has a direct Telex 
link with Santana. This station is cheaper to use than going through 
the USA and is probably the better of the two methods so far 
mentioned especially if communication is not necessary until nearing 
the Brazilian Coast. As above, all pertinent information can be 
found in Admiralty List of Radio Signals, Volume One. 

(3) Using the ICOMI private radio station call-sign ZZK5. This 
station operates on 6765 MHz. and listens on the band 6200 MHz.- 
6400 MHz. at 0930, 1230, and 1530 hours Brazilian time, i.e. GMT 
minus 3. At all other times he works an internal communications 
network and does not listen out for Ship stations calling on this 
band. 

It is possible to hear ZZK5 at about three days out from the 
Amazon Mouth, however, it must be pointed out that this vessel 
was unable to make a schedule with him even after many hours of 
repeated calling. Also, under normal conditions, this station does 
not use his call sign when maintaining internal communications and 
some difficulty was experienced in identifying him. However he 
works almost continuously using a “Bug” Key and this may be of 
some help when trying to pick him out. 

Whilst alongside in Santana this vessel, by previous arrangement, 
made a communications test with ZZK5 which proved to be very 
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satisfactory. The standard of morse was very good and the operator 
spoke quite good English. 

Note: After leaving Santana schedules were maintained in the 
mornings at 0930 and in the afternoons at 1530, both on Brazilian 
local time, until this vessel was some 500 miles out. At this time 
ZZKS was still readable but getting weak, however he was still giving 
this station a readability of 5 and a signal strength of 4/5. No further 
communication was attempted after this time. This station, ZZK5, 
being privately owned makes no charge for official messages 
transmitted to and from it. 

Note 2: |It is suggested that the Brazilian Coast Stations be left 
severely alone as making communications with them proved to be 
almost impossible. 

This vessel did work one station which proved to be an experimental 
station on the Embratel Net (PPL2) which is just being set up. The 
operator spoke English and was kind enough to relay, free of charge, 
one of our messages to his parent station PPL whom we had been 
calling for hours with no response. PP12 listens on 500 kHz. and 
uses for his working frequency 438 kHz. 

The ICOMI agent in Santana informed us that the Brazilian Govern- 
ment was in the process of setting up a new network, of which 
PPL2 is part, which would have M/F, H/F, W/T and R/T facili- 
ties as well as VHF. This should prove to be a more satisfactory 
arrangement but unfortunately it is not due to come into service 
until at least 1976. 

FRESH WATER: Available when not required for the loading belt, 
that is when cargo is not being loaded, but the rate is very slow 
being about 5 to 10 tons per hour. Good quality water. 

SHORE LEAVE: No restrictions during this visit. No shore passes 
were issued, 

MAIL: Two deliveries of two packages received during our stay. 
Mail from the ship is sent by air to Belem agents for forwarding. 
Cables are sent by the Santana Agent by telephone to Belem for 
forwarding. 

TIDE TABLES: Brazilian tables show HW Barro Norte for Iilho do 
Brique (00° 55’ N., 50° 05’ W.). HW off Pta do Guara is two hours 
earlier. HW outer bar (01° 15’ N., 49° 10’ W.) is four hours earlier, 
British Admiralty Tide Tables show HW Barro Norte for 01° 36’ N., 
49° 09’ W., also for Ilho do Brique 00° 55’ N., 50° 05’ W. Vessel, 
according to Brazilian Tide Tables obtained at Santana, entered the 
Barro Norte on the 11th January at LW steaming against the ebb 
from the outer bar to the Banco do Neio. Echo Sounder showed 
minimum 10 ft. under keel. Outward bound on the 16th vessel left 
about three hours before LW Santana to reach Banco do Neio 
about two hours before HW Ilho do Brique. However, better speed 
in river transit resulted in arriving Banco do Neio about LW Iiho do 
Brique. Decided to proceed seawards as conditions favourable. 
Echo Sounder showed minimum 10 ft. under keel. Admiralty Pilot 
states Amazon rises this time of the year due to snow melting in 
the Andes during the Northern summer, this results in big increases 
of water depth. 

SHIPPERS: Industria Comercio de Minerios S/A. Icomi. Cable: 
Icomi - Santana Macapa. 


Peoples Republic Of China 


HSINGKANG 


SHIPMASTER'S REPORT. (End 1974.) 

B.A. Chart 2653. China Sea Pilot No. 32, Vol. 111. 

NAVIGATION: The lighthouse in position 38° 55’ N., 117° 59.5’ E. 
was visible at a distance of 10 miles, flashing every 10 secs., and is 
surrounded by 4 unlit buoys at a distance of about 180 metres from 
the tower. The Fairway to berth installations is being dredged, but 
presently appears to permit a draft of only 25 ft. LW with a draft of 
27 ft. it was necessary to await HW before sailing. 

PILOTAGE: Pilot and Port Authority Agent board atthe anchorage. 
Pilot boat is a large tug which may also be used as an ice-breaker, 
and has black hull with white superstructure. Pilots are careful and 
efficient, and speak some English. No VHF or HF radio facilities are 
available to the Pilot. 

MAX. SIZE: See “Navigation". All berths are suitable for vessels 
of up to 9 metres draft. 

BERTHING: The harbour is under considerable development, and 
at present has availability for about 15 or more vessels. All berths 
have rail connections and are approachable by trucks. There are no 
sheds at the berths and refrigerated stores are only available at 
Tientsien to where they are transported by train, lighters or trucks. 
Berths are equipped with rubber fendering, suitable for all require- 
ments. 

TUGS: Six large tugs, and three smaller tugs. 

CARGO GEAR: There are some cranes available and in operation 
with a lifting capacity of about 10 tons. There are also about three 
floating cranes with capacities of up to about 80 tons. Where no 
cranes are available, vessels are required to load and discharge 
with ship's gear. 

FRESH WATER: Connections at some points have still to be made, 
but otherwise fresh water is available at all berths. Due to the very 
long waiting time for berthing and the lack of some of the connecting 
points, it is advisable to arrive with full F.W. tanks. 

PROVISIONS: It is essential to check all provisions when delivered 
since they may be of poor quality. Rejected goods are accepted 
back without problems. 


SHANGHAI 


SHIPMASTER'S REPORT. (End 1974.) 

B.A. Chart 1602. China Sea Pilot No. 32. Vol. 111. 

NAVIGATION: Marine flashing light Yangtse North - the position 
quoted in the Nautical Light Service 11 agrees with Pilot's information. 
Marine flashing light North Saddle - very weak, signals KK. Marine 
flashing light Gutzlaff Island - out of service. 

The wreck shown on the chart between the entrance of the 
Wangpoo into the Yangtse Kiang and buoy 51 (new numbering) 
has been removed. 

On the Yangtse Kiang there has been considerable dredging, 
particularly between buoys 54 and 51-3 (new numbering) in order to 
clear the Bar. According to the Pilot, until the present time, only 
vessels with less than 25 ft. draft could pass at slack water. 

Following the Pilot's disembarkation, vessels proceeding North- 
bound should make an Easterly course to 31° 05’ N., 122° 31’ E. and 
then alter course Northerly. Chi-ku Chiao Lt. (Amherst Rocks) 
should be passed at a distance of about 6-8 miles. 

Buoy No. 51-0 (Entrance) is in position at 31° 04.9’ N., 122° 10’ E. 
Same signal. Buoy No. 51 (Fairway) is in position at 31° 03.8’ N., 
122° 14’ E. Same signal. Buoy at 31° 12.8’ N., 122° 19.1’ E. Non-existent. 
Buoy at 31° 07’ N., 122° 22.5’ E. Flashing green every 3 seconds. 
Buoy Nos. 54 (now 51-2), 57 (now 51-3), 58 (now 53), and 61 (now 54) 
are in process of positional alterations. Characteristics are not as 
on chart. Shaweishan Lt. Gp.Fl. (2 and 1) 12 seconds was observed. 
Numbering of the buoys on the Yangtse is now changed, and the 
numbers given on the chart no longer apply. The buoys are spread- 
out in accordance with the depth of the river. Lt. Vs. No. 60 (old 
number) now carries the words Jui Dan, and is in approximately 
the same position. Lt. Vs. Ch'ang Chiang K’ou was replaced end-1974 
for repairs, by a buoy with Radar reflector. 

DOCUMENTS: Clearance takes place quickly. On arrival the follow- 
ing documents are required: 

6 Crew Lists. 

Health Clearance Certificate. 

List of Effects. 

Declaration of Navigational Equipment. Make, type and quantity 
of Sextants, Binoculars, Radio Station Equipment and Emergency 
Signal, must be quoted. 

lf no pre-printed Chinese Forms are on board, the Authorities 
will accept the vessel’s own forms, and will themselves carry out 
the transfer of information to their own documents. 

When proceeding to another port within the People’s Republic 
of China, only the Seamen's Books, Landing Permit and Seamens’ 
Club Purchasing Cards are required. The Authorities will still 
require a list of Chinese currency remaining on board but only wish 
to know the total sum and not the amounts held by individual crew- 
members. 

PILOTAGE: Pilots are requested via Shanghai Coastal Radio. 
Installation of a VHF service is planned within the next three years, 
but at present the Pilot boat is not fitted with VHF, and no radio 
service is available for pilotage. Installation of Port Radar Service 
is planned within the next five years, but is presently not available. 

Shanghai Harbour Control is equipped with VHF, and Pilots 

communicate with Harbour Control on Channel 10 concerning ship's 
movements. Traffic is passed in the Chinese language only and 
may be operated by the Pilot. A total of up to five Pilots board the 
vessel together with the Agent of the Harbour Authority. The 
Pilot boarding position is approximately 31° 05’ N., 122° 01’ E. The 
main Pilot craft is usually at anchor in that position, and the Pilots 
board from small launches. The main Pilot craft corresponds 
closely to those used in Germany and the Netherlands, and has 
white superstructure and a white hull. Pilots are available day and 
night. Pilots are efficient, speak some English, and control the 
vessel very carefully. After the Pilot's boarding, no further use may 
be made of the vessel's own charts, and the Pilot brings his own 
charts with him. 
ANCHORAGE: The main quarantine and inward clearance zone 
is now on the Yangtse in the area of 31° 04’ N., 121° 06’ E. and is of 
sufficient area to accommodate about 15 deep-sea vessels. The 
anchorage is good with sufficient depth for loaded vessels. The two 
quarantine areas shown on B.A. Chart 1602 (October 1974) have been 
abolished, and a new zone has been established due East of the 
Lt.Vs. Ch'ang Chiang K'ou, with middle point 10 miles due East of 
the Lt.Vs. extending about 5 miles by 5 miles. 

A Notice to Mariners issued by the Shanghai branch of the China 
Ocean Shipping Agency, and dated December, 1974, reads as 
follows: “As Woosung Quarantine Anchorage is effected by the 
current of Changkiang, vessels anchored there are apt to drag 
anchor if no proper safety measures have been taken or there is 
negligence in keeping watch, thus resulting in grounding or collision 
with other vessels. To ensure safety of vessels at anchor, we hereby 
draw your attention to the following: 

(1) Vessels waiting for berth or for other reasons drop anchor at 
Quarantine Anchorage, someone must be appointed to keep 
watch of the anchor. 

(2) To have no less than 6 (six) shackles of anchor chain in the 
water. 

(3) On the following occasions, watch should be re-inforced and, 
at the same time, have the engine ready against accidents: 

(a) Bad weather. 

(b) Wind force 6 and upwards. 
(c) Foggy and misty weather. 
(d) Stormy weather. 

(e) Spring tide. 


(4) If a vessel is dragging anchor or any accident has happened 
to a vessel anchored at anchorage, the Captain of the vessel 
should report to this Agency immediately, enabling this 
Agency to make arrangement for sending Pilot on board or 
take other effective measures.” 

RESTRICTIONS: Permission to swing-out lifeboats must be 
obtained in writing from the Port Authority, through the Agent. If 
the request is made 24 hours in advance stating that the vessel's 
own country's laws require it to be done, then permission is given 
the same day, for the operation to be carried-out the following day. 
Lifeboat engine trials are not permitted in view of the very intensive 
traffic on the Wangpoo, and the very strong current. No filming is 
permitted in the port area, but is permitted in the Town with the 
exception of military installations. Electronic navigational equipment, 
navigational aids, echo-sounding equipment and radio may not be 
used except with the Pilot's permission during the approach to port. 
MOORING: Mooring to buoys takes place with assistance of tug 
and mooring craft. Pilots manoeuvre vessel to forward buoy with 
use of the anchor which remains paid-out after tying-up, and is only 
raised prior to sailing. Approximately one to one-and-a-half shackles 
used. Vessel is moored to buoys with four lines fore and aft, and 
slip-wires. Lines are paid-out in equal lengths either side through 
the mooring leads and not through the Panama hawse. 

TUGS: When proceeding from buoys to alongside berth, tugs 
provide assistance in un-mooring, but not in berthing which is 
conducted by Pilot without tug assistance. When leaving the berth, 
tugs are used to assist, and use their own lines. 

BERTHING: Pier installations are partly damaged and have no 
feaderiog, If possible, vessels should have their own cork or wooden 
enders. 

CARGO GEAR: Loading and discharging is by means of ship's 
gear. There are three heavy-lift floating cranes with lifting capacities 
of about 130 tons, and of modern construction. A number of mobile 
cranes are available with lifting capacities of about up to 5 tons. 
CURRENCY: For vessels tied to buoys there is an hourly boat- 
service to the Seaman's Club where foreign currencies may be 
changed into Chinese Yen, and where purchases may be made. 
PROVISIONS: Stores, alcohol and cigarettes are not sealed. 
Fresh provisions are available depending upontime of year. Sufficient 
quantities are available including beer, poultry, meat and fish. Ample 
advance notice is required. 

TELEPHONES: Telephone calls to foreign countries are possible 
either from the Agency or from the main Post Office in Nanking 
Road. 


Gabon 


LUCINA MARINE TERMINAL: 03.39.37.S.10.46.12. E. 
Sea Terminal: S.B.M. 

APPROACHES: Vessels should proceed as if making for Gamba 
Terminal, and establish early contact with Gamba Radio(see Gamba). 
Instructions concerning Pilot's boarding position will be given by 
V.H.F. 

MAX. SIZE: Up to 120,000 dwt. 

MOORING: Same procedure as for Gamba, which see. 

HOSES: A hose of 16 in. diameter is connected on the port side. 
Line System: SBM. Off-shore field about 7 miles off coast in deep- 
water. Oil is stored in a tanker, supplying to the SBM through a 20” 
submerged pipeline 1,000 metres in length. 

LOADING RATE: About 3.500 tons per hour. 

AUTHORITY: Shell Gabon, (see Gamba). 


India 


MADRAS 


CRANES: Heavy duty floating crane capacity 120 tons available. 
STEVEDORES: 

Working hours: 1st shift, 0630-1530 (Recess 1130-1230); 2nd shift, 
1530-2230 (Recess 1930-2000) ; 3rd shift, 2230-0530 (Recess 0200-0230). 


Italy 


MONFALCONE: 45.48 N. 13.32 E. 


PORT LIMITS: A vessel is considered to be an “arrived ship” 
when it arrives within the anchorage zone, S.W. of Duino. 
DOCUMENTS: 

Arrival Report. 

Crew List. 

Passenger List. 

Customs Documents. 

Health Documents (only for vessels that are not arriving from the 
United States, and are members of the West European Union). 
PILOTAGE: Pilotage service is the responsibility of the Harbour 
Office, and is carried out by local Pilots. Pilots are not supplied with 
radio equipment. Pilotage service has to be requested by radio via 
Trieste radio station, to the Harbour Office. Pilotage is compulsory 
for vessels over 400 g.r.t. Pilot boat is equipped with VHF and is 
stationed along the access channel or near to the channel entrance 
buoy. Pilot boards about one mile from the entrance buoy. 
ANCHORAGE: Vessels awaiting entry to the port are required to 
anchor between Duino and Sistiana, about three miles from the 
entrance. At the port entrance the depth is about 10 metres. The 
anchorage provides good shelter from winds from the first and 
fourth quarters. Good anchorage in sand and gravel. 
RESTRICTIONS: Entry to port is permissible from daybreak to 
sunset. Entrance channel has depth of 12 metres. 

MAX. SIZE: Maximum permissible draft 24 ft. 3 in. 

HEALTH: Vessels calling from countries that are not members of 
the West European Union are required to provide a Maritime 
Declaration of Health. In the event of any disease or epidemic on 
board, advice has to be sent to the Maritime Health Office by radio. 
RADIO: Nearest coast station is Trieste Radio, through which all 
radio messages should be routed. 

TUGS: Tug service is optional, but the Maritime Authority can 
make service temporarily compulsory. 

BERTHING: 630 metres of berth length for discharging generals, 
and 120 metres berth length for discharging cereals. Depth alongside 
berths approximately 7 metres. Berths are equipped with mobile 
cranes. 

BULK HANDLING FACILITIES: Silo berth is well equipped for 
discharging cereals. 

TANKERS: The port receives tankers with cargoes for Enel. 
DENSITY: Average 1027. 

FRESH WATER: Available at all berths. 

FUEL: Bunkering is by barge or tank truck only. 

CONSULS: None at Monfalcone, but available at Trieste. 
REPAIRS: Minor repairs only. 

GANGWAY/DECK WATCHMEN: Not compulsory, but available 
through Agent. 

OPENING/CLOSING HATCHES: Opened and closed by ship's 
crew. 

AIRPORT: Distance to airport 5 kms. Two flights a day to Rome. 
HOLIDAYS: 1st and 6th January, 19th March, 25th April, 1st May, 
2nd and 29th June, 15th August, 1st and 4th November, 25th and 
26th December, first day after Easter, Ascension Day, Corpus 
Domini Day. 

POLICE/AMBULANCE/FIRE: Police 113 or 72715. Ambulance 
72249. Fire 72222. 

TELEPHONES: Not available to be placed on board. 

SHORE LEAVE: Permitted. 

AUTHORITY: Harbour Master, via Cosulich. Tel. No. 72331/72631. 


Korea, Republic of South 


CHINHAI. (Jinhae) 


SHIPMASTER'S REPORT 
LOCATION: 35° 09’ N., 128° 40’ E. (Town); 35° 07’ N., 128° 42’ E. 
(Pier). 
DOCUMENTS: 

8 Cargo Manifests. 

8 Crew Lists. 

4 Stores Lists. 

3 Lists of Crew's Personal Effects. Tobacco/Spirits. 

1 Vaccination List. 

1 Health Declaration. 

2 Currency Lists. 
All documents are Standard Form. Although currency lists are 
required, there are no restrictions on importing or exporting either 
Korean or other currencies. 
PILOTAGE: Pilotage not compulsory but recommended. Pilots 
are ordered through Agents and board vessel about 10 cables West 
of Kadok Do Island. VHF not available. No pilotage during night 
hours. Pilot boatis a wooden launch exhibiting International pilotage 
signals. 
ANCHORAGE: Recommended 7 cables in northwesterly direction 
off Tongdu Mal Lt.Ho. (Kadok Do). Depth 25 metres. Good anchorage 
in sand and mud. Quarantine anchorage is located about one mile 
N.N.W. from from Chori Som Island. 
RESTRICTIONS: Curfew effective from midnight until 0400 daily. 
HEALTH: Radio pratique not available. Pratique granted after 
inspection. 


4 


RADIO: Pusan Radio, call-sign “HLP”. 

TUGS: Required for mooring and unmooring. Two tugs available 
of 600 and 1,000 h.p. 

BERTHING: Chinhai is a principal naval base. Vessels drawing 
up to 17 ft. can be accommodated alongside inner harbour. 

A buoyed channel with a depth of 36 ft. MHW leads from East of 
Madang So, to the only berth available for deep-sea vessels about 
14 miles N.E. The berth, about 660 ft. in length belongs to the Chinhai 
Epericsl Co. and can accommodate vessels with a maximum draft 
° t. 

Depth-sounding alongside showed at least 43 ft. 3 in. at HW. 
(officially 34 ft.). Distance from HW level to deck of pier 2:10 metres. 
Bottom thick mud, and density 1025. 

Vessels not exceeding 34 ft. saltwater draft berth two hours prior 
HW., and discharging commences immediately. 

The berth is equipped with one grab only, and with conveyor-belt 
to nearby factory. The berth is used for discharging phosphate and 
potash, and very few general cargoes are handled. Discharge rate 
for phosphate is a maximum of 8,000 tons per 24 hours, with average 
of 6,200 tons. 

STEVEDORES: Workis continuous throughout 24 hours including 
Sundays, and without mealbreaks. 

MEDICAL: Attention available. 

FRESH WATER: Available ex-barge from Masan, minimum 
200 tons at US $3.00 per ton. 

FUEL: Available ex-barge from Masan. 

CONSULS: Nearest at Pusan. 

REPAIRS: Minor repairs only. 

GANGWAY/DECK WATCHMEN: Available and recommended. 
REPATRIATION: Possible from Pusan. 

CUSTOMS ALLOWANCES: No restrictions. Stores remain 
unsealed. 

TIME: G.M.T. + 9 hours. No alterations. 

AUTHORITY: Masan District Marine Bureau. 


POHANG 


SHIPMASTER'S REPORT 


LOCATION: 36° 03’ N., 129° 22’ E. 

PILOTAGE: The pilot usually boards the vessel after anchoring in 

position 36° 03’ N., 129° 26’ E. 

RESTRICTIONS: Entry and departure only in daytime. Night 

berthing is not allowed. 

boa Rte ely Quarantine anchorage is in same position as for 
ilot. 

FRESH WATER: Available ex-wharf at all times without limitation. 


Philippines 


HONDAGUA, Luzon Island. 


SHIPMASTER'S REPORT 


LOCATION: 13° 56’ N., 122° 14’ E. 
APPROACHES: B.A. Charts 3806 and 3475, neither of which are 
of very much use. There are no navigational marks by night, but 
the water is deep and we made a comfortable approach by Radar. 
PILOTAGE: Minimum 12 hours notice required. Pilot boards at 
Siain, a village 10 miles West of Hondagua on the North coast of 
the mainland. Pilot boat is a small dug-out canoe fitted with out- 
riggers and an outboard motor, and by day exhibits the Pilot flag, 
and at night a single white light similar to a normal fishing canoe. 
Pilot shouts to attract attention when close to the vessel at night. 
DOCUMENTS: Officials embark at Siain but not before 0630 hours 
due to curfew. Accommodation ladder required. All documents 
required as for first port of entry, excepting quarantine which is not 
performed twice. 

10 Ships Store Lists. 

8 Crew Personal Effects Lists. 

12 Crew Lists. 

3 Health Declarations. 

2 Visaed Crew Lists. 

2 Plant quarantine Lists. 

2 Animal Lists. 
Officials disembark again at Siain with the exception ofthe3 Customs 
Officers, who remain on board{and who require meals and accom- 
modation. 
BERTHING: One berth only, for grain discharge and for coastal 
tankers supplying fuel to the Mill. Berth lies East/West with approx. 
depth at L.W. East Dolphin 28 ft., Elevator about 34 ft. 6 in., and West 
Dolphin about 39 ft. The berth is thought not to be suitable for vessels 
exceeding 500 ft. L.O.A. The dolphins are of timber-pole construc- 
tion, and the elevator is concrete. Arrival and departure from the 
berth is during daylight only. Mooring arrangement is 2 headropes 
to buoy, 2 breastropes to shore, spring-wire to bollard on elevator, 
4 sternlines to concrete dolphin, and 1 spring-wire to bollard on 
elevator. An old landing-barge is used as a mooring boat, but this 
has only one engine on the port side and is not very manoeuvrable. 
A motorised dug-out canoe also assists, but is not powerful enough 
to pull a line very far. The elevator has two discharging suckers, 
but these are fixed and the vessel has to be shifted hatch to hatch. 
Combined capacity about 80 tons per hour which could be improved, 
but foundations of conveyor-belt system damaged by recent earth- 
quakes. 


TUGS: Not available. 

FRESH WATER: Available at berth but not of very good quality. 
Ship's hoses required. 

AIRPORT : None. Thereis atrain service to Manila, about a six-hour 
journey. 

CURFEW: Area is under Martial Law. Curfew from 2300 to 0600. 


ILIGAN. Mindanao. 08.14 N. 124.14 E. 


SHIPMASTER'S REPORT 

APPROACHES: B.A. Chart 3426. This is of not very much use as 
an approach chart as the scale is too small. However, the water is 
deep and therefore it does not matter too much. On this voyage we 
made an approach in darkness and solely on Radar. The only 
navigational light, a fixed red, being very hard to distinguish. 
PILOTAGE: The Pilot boards about one mile N.W. of the piers. 
Pilot boat is a river-type launch about 50 ft. in length with a grey 
hull and a white funnel. 

ANCHORAGE: 2 cables from old-harbour piers. 7 shackles in 50 
fathoms. 

RADIO: No VHF facilities. 

OFFICIALS: Iligan is a Port of Entry. Officials board at the 
anchorage. Accommodation ladder required. Usual procedures take 
about 1 to 14 hours. 

DOCUMENTS: 

20 Ship's Store Lists. 

14 Crew Personal Declarations. 

3 Vaccination, and inoculation dates. 

3 Ports of Call and dates for previous 3 months. 

Immigration; Before leaving last foreign port for the Philippines, 
obtain four official Crew List Forms from the Philippine Consul. 
Complete these forms and have them visaed by the Consul who 
will retain two, and return two to the ship. Passes are required for 
crew members going ashore. 

CUSTOMS ALLOWANCE: 1 bottle and 200 cigarettes per person. 
Three Customs officers live on board all the time, and require 
accommodation and meals. 

TUGS: Up to four tugs available if required, but it is advisable to 
give notice of requirements well in advance, since these tugs may 
be engaged in towing barges elsewhere around the island. 
BERTHING: Quinalang Cove. One grain discharge berth. Depth 
at berth 40 ft. and ample room for a vessel of 600 ft. L.O.A. Discharge 
is by sucker direct to the Silo. There are two suckers with a combined 
average discharge rate of 100 tons per hour, but suckers are located 
in fixed positions requiring the vessel to be shifted hatch to hatch. 
Berth is well-fendered, with a shore gangway. Stevedores supply a 
good hatch-tent for working in the rain. One bulk-copra loading 
berth, 600 ft. in length and draft said to be 32 ft. One bulk-cement 
loading berth, reported to be capable of accommodating vessels of 
25,000 grt. 

Camp Overton. Located south of Iligan, there is reported to be a 
steel-loading berth to accommodate vessels of 750 ft. length, and 
36 ft. draft. 

FRESH WATER: Available at most berths. 

SHORE LEAVE: Crew members should take special care when 
proceeding ashore, and should not carry cameras or wear wrist- 
watches etc. It is advisable to return aboard before darkness. 
AIRPORT: About 20 miles distant. Daily flights to Cebu and 
Manila. 

STORES: Fresh fruit available, also good supply of seafood. 
REPAIRS: Only very minor repairs can be undertaken. 

TIME: GMT plus 8 hours. 


Romania 


CONSTANTZA 


Following is extract from ‘Notice to Sailors” issued by authorities 
at Constantza: 

1. Crew members are required to observe international rules 
covering work protection, port sanitation and customs regulations, 
and in addition, Romanian law, both within the port area and outside 
that area. 

2. In order to avoid accidents concerned with port equipment, 
cranes, trucks, tractors and trains etc., crew members walking inside 
the port area are permitted to walk only on the main streets and 
between the berths where their vessels are moored, and/or to 
entrance/exit No. 1, the Naviomar Agency, the Harbour Station, the 
Naviomar tax-free shop or the Seamen's clinic. 

3. Crew members are required to enter or leave the port area at 
gate No. 1. 

4. Crew members are required to be back aboard their vessels by 
0400 hrs. 

5. Crew members wishing to visit other zones in the country are 
required to obtain a visa from the ship's Agent. 

6. Transportation with the port by motor-boat, which leaves the 
Harbour Station every fifteen minutes and calls at all berths in the 
port, is available subject to crew members being in possession of 
the proscribed ticket as issued by ship’s Agent and duly signed and 
stamped by the ship’s Master. 


7. The tax-free shop is located next to the Harbour Station. All 
purchases must be retained aboard under customs control until 
the vessel has sailed. 

8. It is forbidden, either to bring-in or to take-out Romanian 
currency. Such currency is obtainable from Naviomar agency at 
Master's request and for Owner's account. All Romanian currency 
remaining in crew members possession must be returned to the 
Master before sailing, and the Master is required to return the 
currency to Naviomar. 

9. The port Polyclinic is available for medical attention to crew 
members at the following times: Monday, Wednesday and Friday, 
between 1300 and 1600 hours. Tuesday, Thursday and Saturday, 
between 0800 and 1300 hours. In cases of emergency, assistance is 
obtainable by telephoning 16528. 

10. Crewmail and messages are delivered daily by the ship's 
Agents, and outgoing crewmail is collected for despatch at the 
same time. 


Saudi Arabia 


RAS TANURA: 


APPROACHES: Ras Tanura East Channel: Menas Notices 10/75, 
11/75 and 16/75. A channel with a least known depth of 40 ft. at 
1.S.W.L. has been established marked by Light Buoys in the following 
positions: All buoys fitted with Radar Reflectors. 


Name of Position Daymark Light Characteristics 
of buoy 

RTE.1 26° 42.5’ N. Black Pillar Fl. W. ev. 10 seconds 
50° 50.0’ E. 

RTE.2 26°46.9'N. Red Can Grp. Fl. W. 2 ev. 10 secs. 
50° 34.1’ E. 

RTE.4 26° 45.5'N. Red Can Fl. W. ev. 3 secs. 
50° 24.6’ E. 

RTE.5 26° 40.1°N. Black Conical Grp. Fl. W. 3 ev. 10 secs. 
50° 22.3’ E. 

RTE.6 26° 41.5’ N. Red Can Fl. Red ev. 5 secs. 
50° 23.8’ E. 

RTE.7 26° 37.3’ os Black Conical Qk. Fl. W. (60 p. min.) 
50° 16.1’ E. 

RTE.8 26° 36.6°N. Red Can Fi. Red ev. 3 secs. 
50° 15.8’ E 


Buoy Light Visibility: White 7 miles. Red 5 miles. 

It should benoted that at the narrowest part of the channel, between 
No. 7 Buoy, 26° 37.3’ N., 50° 16.1’ E. and No. 8 Buoy, 26° 36.6’ N., 
50° 15.8’ E. The distance between the buoys at maximum should be 
1,400 metres. 

Ras Tanura East Channel is now open to shipping with a draft 
not exceeding 35 ft. 


South Africa 


CAPETOWN: 
CONSULS: Brazil 


U.S.A. 


NEW ORLEANS: (Telex received 7th March 1975). 


SUBJECT: South-west passage, Mississippi River. 
Controlling draft for vessels of 100,000 dwt is 36 ft. F.W. Controlling 
draft for vessels under 100,000 dwt is 38 ft. F.W. 
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